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characteristics, 400 

Stansfield, J. J. H., 
ment insurance, 5, 56; 
employment insurance 
trical engineers, 528 | 

Steele, L. J., & Martin, H., on“ Cyc- 
arc " automatic electric weld- 
ing, 800 

Stipant, S. Austin, А note on the 
interconnected-star method of 
connecting three-phase trans- 
former windings, 268, 321 

Stubbings, G. W., on Three-phase 
supply to Scott-connected trans- 
former banks under various con- 
ditions of two-phase loading, 76 

Sutton, C., on Опе solution of the 
frequency problem, 100 

Swinton, A. А. Campbell, on The re- 
ception of wireless waves on а 
shicided-frame acrial, 396 
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Water-power 
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Aurnoks continued. 

Sylvester, C.. on Armature winding 
and Induction motor diagrams, 
366 

Taunton, Н. R., on Automatic light- 
ing sets, 204; on The test of 
salesmanship, 397 

Thomas, J. W., on The spirit of 
goodwill in electricity supply, 334 

Thornton, Prof. W. M., Inaugural 
address, electricity in gases, to 
the N.E. Centre of the LEE., 
652 

Thorrowyood, W. J.. on Magnetic 
storms : their effects upon rail- 
Way signa] and telegraph appara- 
tus, 200 

Towlson, J. T., on “ Turning " v. 
grinding“ of commutators, 461 

" Voltman ” on Some electrical stunts 
оп a Ford car, 41; on High-fre- 
quency stray sparks on motor- 
cars, 878 

Walker, J., on Engineers and the 
camera, 460 

Walker, Ald. W., Inaugural address 
to the North-Western Centre 
LE.E., 762 

Wall, T. F., on Long-distance trans- 
mission of electrical energy, with 
special reference to tidal power, 
387, 418 

Watson, E. A., оп Magnetos for 
internal-combustion engines, 28 

Watson, S. J., on The application of 
electricity supply to municipal 
service, 765 

Welbourn, B., on Low-voltage over- 
head distribution, 97 

Williams-Ellis, M. L, on Electricity 
in Mines, 395, 428 

Wilson, D., on Steam raising, 195 

Wilson, W., on The design of liquid 
rheostats, 833 

Woodhouse, W. B., on The economic 
limits of distribution Írom coal- 
fired Stations, 97 

Woods, A. R. T., on Ship and har- 
bour design and equipment as 
affecting the rapid loading and 
discharging of cargo vessels, 44 

Wootton, Mrs. В., on Self-supportings 
industries : An inquiry into the 
principle of regulating wages 
and provision against unemploy- 
ment in accordance with indus- 
trial capacity, 451 


Automatic electric buoy lamp, Dyke's, 
57 
Automatic lighting sets, by H. R. 

Taunton, 204 
Automatic operation of »ub-station, 123 
Automatic train control, 496 


BEN, Hydro- electrie development 
in. 681 

Bakers’ Exhibition, The, 363 

Ball lighting in London, 189 

Ballot in trade disputes, The secrecy 

of the, 875 

Bands, Armature, by L. Burstow, 774 
Bandy motor, The, by “ Anode," G66 


Bankruptcy PROCEEDING S— 

Baker, R. P., and F. C. Stubbs, 115, 
183 

Barnett, B., 886 

Barraclough, F., 343, 374 

Rell, J. V., 467, 600 

Bennett, W., 710. 747. 819, 886 

Blower, A. C., 532, 567 

Bradburv, J. C. A., 673 

Carpenter, C. A., 49. вр, 115, 406 

Carr, H. E., 467. 819 

Cloney, E., 49. 500 

Dale, B. T., 11. 85, 115 

Davis, W, A., 11 

Dickinson, A. E., 278, 532 

Dolby, G., 710 

Dougherty, S. HL, 343, 747, 852 

Downie, C. p. M., 374. 567, 710, 747 

Drysdale, W., 467, 567 

Elam, C. S., and J. Walton, 600 

Endall, G. ., 467. 300. 600, 673, 886 

Fowler, A. V., 819, 52 

Gee, G. II.. 49. 115. 532. 747 

Gladwin, J. W., 244. 343 

Harrison, J.. 148, 467. 747 

Hedpecox, W.. 49. 278 

Hepher, J., , 115 

Hill, W., 819, 8865 

Hodson, I. J., and B. II. Newntan, 
182 

Hopkins, J. II., G2 

Hyde, T., 278. ЗОВ, 781 

Jarvis. W. E. C., 639, 710 

Jones, J., and J. R. Jones, 406, 600 

Jones, R. C., 49, 182, 213 

Kerfoot, E., 467, 500 

Kerr (К. H.) & Co., 49, 85 

Kershaw, A., and C. II. Wood, 1l, 
278 

Kiveron, 6. F., 500 

Lavton, J. W., 49, 710 

Lord, A., 27, 532 

Lyons, J. F., 182 

Martland, F. J.. 600 

Maskill, A., 467 

Mathers, E. Es 

Meggett, А, R.. 

Millcox, A. J.. 886 

Newman, B; H., and I. J. Hodson, 
1R2 

Nichols, F, C., 467, 532, 600, 639 

Nichols, L. J., 437 

Owen, J.. 673, 710 

Pease, W. H., 115 

Rawsthorne, T., 747, 852 


$37. 500, 532, 567 
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Baxkruptcy PROCEEDINGS—continued 

Rothwell, H., S. J. Watson, F. C. 
Jinks, 11 

Rowlands, *., 49 

Skinner, J., 467 

Smith, J. J., 747, 819 

Stanton, C. T., 244 

Steel, C. H., 244, 532 

Stubbs, F. C., and R. р. Baker, 115, 

182 

Sutcliffe, G., 85 

Taylor, E. S., 213 

Taylor, J. H., 115, 148, 437 

Thomas, B. E., 115, 374 

Toms, J. H., 49, 85, 115, N53 

Thomson, J. C., 467 

Wampach, A. C. ., 308. 437 

Ward, W. H. F., 148. 437 

Waring, T. D., 710, 751, 886 

Watkinson, M., II. Watkinson, and 
А. Watkinson, 374, 406, 467, 367, 
710 

Wheatcroft, W., 49 

Williams, J. G., 781, 819, 886 

Wollman, H. M., 85, 213 

Wood, C. H., and A. Kershaw, II 

Wormull, F. A. S., 600. 673. 710, 886 

Worthington, V. B., 5 ‚ 532 

Wynne, G. E. L., 115 


Barge propulsion, A new method of, 219 

Barabeel, The S.S., 647 

Battery contracts, 309 

" Battery Locomotives,” by J. Dalziel, 
129 

Buttery locomotives on the Isle of Man, 


463 

Batti-Wallahs’ Society, The, 290, 675, 
Stil 

Battleship, An electrically-propelled, 
229 


Battleships controlled by wireless, 160 

Bauxite, French, 602 

Bearing material, New, 315 

Belfast, Electric furnaces in, 818 

Belfast imbroglio, The, 491 

Belgian commercial mission to Latin- 
America, 117 

Belgian companies, New, 603, 642, 749 

Belgian Congo, Radium in, 284 

Belgian. Electrical Construction Co., 247 

Belgian electrical industry, The, 641 

Belgian electrical market, The, 854 

Belgian Government contracts, ]rregu- 
larities in tenders for, 344 

Belgian interests. in Russia, 503 

Belgian rail contract, 31 

Belgian trade conditions, 471 

Belgian tramway concessions in Russia, 
820 

Belgium, Electric furnaces in, 247 

Bennis contracts, 821 

Bill, The Export Trade Facilities, 569 

Biotron: A new device having nepa- 
tive-resistance characteristics, The, 
by J. Scott-Tageart, 450 

Birmingham and district, The supply 
of electrical energy in, by Е. For. 
rest, 99] 

Eirmingham trade, 281. 640 

Blackburn (East) Electricity Works, 
The, 523 

Blackpool, Electric vehicles at, 743 

Board of Trade and industries, South 
African, 118 

Board of Trade Committees, 602 

Roiler house control, 266 

Boiler-house plant at Wimbledon Elec- 
tricity Works, New, 485 

неше practice, by W. M. Miles, 
9 


Boiler house technique, 527 | 

Boiler-house working costs in reducing 
Sleam-cengine plants, The allocation 
of, by T. E, Houghton, 304, 

Boilers, Electric are welding їп the 
manufacture of new, 208 

Boilers, Electrical, 573 

Volshevist dreams, 316 

Bombay Engineering Congress, 476 

Bosch operations in the U.S.A., 535 

Boston water supply, Power from, 549 

Bournen outh, Ar electrical demonstra- 
tion at, 280, 310 

Braby's extensions, 407 

Bradford Health and Home. Exhibition, 
641 

Bradford housing scheme, "The, 336 

Brazil, Duty-free imports in, 568 

Brazil, Electric. iron and steel furnaces 
in, 86 

Brazil, The import trade of, 399 

read baking by electricity, 382 

Breakdown of. the minimum маре, by 
А. А. Mitchell, 357 

Breakdown tests on insulating ina 
terials, by N. A. Allen, 876 

Brewers’ Exhibition, The, 654 

Britain's greatest Market, NOG 

British Association mecting, Conges- 
tion at the, 363 

British Association, The, 29%, 353, 385, 
417 

British Electrical and Allied Manufac- 
turers” Association (Ince.), Annual 
dinner, 584 

British Electrical & Allied Manufac- 
turers’ Association, Cable code, 
676 f 

British Electrical & Alied Manufac- 
turers’ Association scholarships, 
МҮН, 

British Empire Exhibition, The, 118, 
ATE! . 

British Empire rubber, 569 

British Empire, Water power in the, 
657 

British engineering industry, The pre- 
sent necds of the, 562 

British Engineering Standards Associa- 
tion, 189, 245 
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British financial policy, 297 

British firms in the Canadian electrical 

market, The new opportunity for, 

63 

British goods in Italy, 86 _ _ 

British Industries Fair (1922), 150, 215, 
782. 007 ; 

“ British Industry,“ The trade ship, 
711. S27 | | 

British manufacturers and New Zeca- 
land, 87 | 

British parsimony: American expan- 
sion, 489, 535 

British properties in Germany, 344 

British Samples, Ltd., 641 | 

British syndicate to take over Nor- 
wegian works, 469 "VM 

British — techrical colleges, Training 
Dominion students in, 19 

British Thomson-Houston 
shunting locomotives, 2 | 

Broken Hill plant extensions. 12 | 

Buenos Ayres Electricity Works, The 
106 

Building work, Contractors and, 334 

Bulgarian Economie Commission, 47 

Buoy Татр, Dyke's automatic electric, 
1 


electric 


57 
Burglar and fire alarm, The Stephan, 
РД | M" 
Burnley, Local electrical exhibition at, 

855 


"Buses for London, Petrol-eleetric, 285 

Business aspects of electricity supply, 
The, 540 

Buying-in Association, А Norwegian, 14 


Cabs A 33,000-volt, 189 


Cable armouring, New, 724 

Cable factory A new Hungarian, 888 

Cable guide award, 540 

Cable Makers’ Association, 215 

Cable requirements and unemployment, 
50% 

Cable tests, Submarine, by J. Rymer- 
Jones, 172 

Cables, Pacific, 859 

Calcutta, Cer servancy vehicles for, 501 

Calcutta distribution pillars, 246 

Calcutta. Motor Show, 281 

California, Interlinking in, 220 

Calumet power station of the Common- 
Wealth Edison Co., 84 

Camera, Engineers and the, by J. 
Walker, 460 

Canada and overseas trade, 116 

Canada, Electrical appliances in, 641 

Canada, Mining plant for, 116 

Canada, Power factor and charges for 
electricity in, N26 

Canada, Trade with, 491. 602 

Canadian electrical market, The new 
opportunity for British firms in the, 
63 


Canadian preferential tarif for West 
Indies, 311 

Canals and Water was, 123 

Canals, Electric haulage on, 123 

Cancer hospital's new Х-гау plant, 718 

Cancer, X-ray treatment of, 285 

Capital expansion in Germany, 363 

Capital increases in Germany, Cause 
of, 783 

Car for factories, An electric, 575 

Carbon monoxide in gas, 316 

Carbonisation of coal, The, low tem- 
perature, 664 

Cardiff invites manufacturers, 407 

Сагио Vessel, An clectrically-driven, 


Carpets and the electric suction cleaner, . 


bv F. French Kemp, 258 
Сам-їгоп Research Association, 14 
Celluloid in factories, 408 
Celluloid regulations, 344 
Central America, U.S. and trade with, 

88 i 
Centrifugal purification of oil, The, 388 
Charges ſor Clectricity in Canada, 

Power (actor and, 826 
Charges © for supply and 

Councils, 554 
Chartered. electrical engineers, 267 
Cheap supply and good lighting, 716 
Chemical industry wages, 310 
Chemins de fer du Midi, Rectifiers for 

the, 2s] 

Chester, Electricity "upplv at, 43 
Chickens electrically, Rearing, 316, 376, 

480 
Chile, The situation їп, 713 
Chilean electric railway contract, 2. 

934 
Chilean. trade, The position of, 150 
China, Demand. for electrical plant in, 

212 
China, Electrical Hoods in, 116, 247 
China, Engineering in. 281 
China, Enygincering trainings in, 284 
China, Foreign. firms in, 51 
China, Germans in, 672 
China, Import trade of, 463 
hina, Suction Uns plant for, 12 
‘hina, The cost of living in, 584 
‘hina, The future of, 699 
‘hina, The machinery position in, 439 
“па import (ах, 749 i 
hina's industrial future, 725 
hinese inquiry, A, 501 
"hnirese market, The, 265 
hinese notes, 469, 501, 570, 676, 712, 

750, 820, &53 
Chinese students by other countries, 

Training of, 13 
Christiania Fair, The, 117 
Church lighting. 15, 154 
Church telephones, 315 
Circuit breakers of large capacity, 517 


Industrial 


City Notes— 


Aberdeen * Suburban Tramways Co., 
287 

A. E. G., The, 721, 792 

Alldays & Onions, 897 

Mien (K.) & Co., 35 

Altrincham Electric Supply Co., 25 

Aluminium Corporation, 479, 793 

Amalgamated Wireless (Australasia), 
243 

Amazon Telegraph Co., 649 

American Telephone & Telegraph 
Co., 351, 577, 085 

Anglo-American Telegraph Co., 6}, 
543 

Anglo-Portuguese Telephone Co., 127, 
157, 190 

Argentine Tramways & Power Co., 
25 

Armstrong (Sir W. G.), Whitworth 
& Co., 383 

Associated Fire Alarms, 543 

Auckland — Electric Tramways Co. 
942, 615 

Australian. English Electric Co., 93 

Austrian companies, 93. 383 

Automatic Telephone Manufacturing 
Co., 863 

Automatic Telephones (Australasia), 
943 

Babcock & Wilcox, 577 

Barbados — Electric Supply Согрога- 
tion, 897 

Barcelona Traction, Light & Power 
Co., 23, 684, 756 

Barnsley and District Traction Co., 
159 

Belgian companies, 25, 923, 479, 542, 
577 

Birmingham District Power and 
Traction Co., 96 

Bolton (T.) & Sons, 159 

Bournemouth and Poole Electricity 
Supply Co., 128 

Brampton Bros., 577 

Brazilian Traction, Light and Power 
Co., 61, 158, 351, 793 

Brisbane Electric Tramways Invest- 
ment Co., 22 

Bristol Tramways & Carriage Co., 
159 

Rritish Aluminium Co., 383 

British Columbia Electric Railway 
Co., 256 

British Electric Traction Co., 21, 721 

British Electric Transformer Manu- 
facturing Co., 287. 415 

British Insulated & Helsby Cables, 
415 

British Mannesmann Tube Со.. 650 

British Thomson-Houston Co., 683 

British Vacuum Cleaner Ca.. 757 

Brompton апа Kensington Electricity 
Supply Co., 256 

Browett, Lindley & Co., 383 

Bruce Peebles & Co., 447 

Burmah Electric Tramways & Light- 
ing Co., 864 

Calcutta Electric Supply Corporation, 
577 

Calcutta. Tramways Co., 61. 94, 577 

Callender's Cable & Construction 
Co., 577 

Callender's Share & 
Trust, 721 

Canadian General Electric Co., 61 
127. 351. 757 

Cape Asbestos Co., 96 

Cape Electric Tramways, 757. 863 

Cape Town Consolidated Tramways 
and Land Co., 127, 448 

Capital increases in Germany, 615 

Castner-Kellner Alkali Co., 756 

Charing Cross, West End and City 
Electricity Supply Co., 159 

Charleroi Electric Construction 
Works, The, 311 

Chatham and District Light Rail— 
Ways Co., 223 

Chelsea Electricity Supply Co., 159 

Chemical and Metallurgical Corpora- 
tion, 255 

Chili Telephone Co., 159, 191, 863 

Chilian Electrical Fusion, 793 

Chloride Electrical Storage Co., 685 

City of Buenos Aires Tramways 
(1904), 159, 615 

City of London Electric, Lighting 
Co., 287 

Clarke, Chapman & Co., 383 


Investment 


‘Clontarf & Hill of Howth Tramroad 


Con 127 

Clyde Walley Electrical Power Co., 
287, 447 

Companies struck aff the Register, 
25, 62. 255, 6N5, 721 

Cordoba Light. Power & Traction 
Co., 828, 896 

County of London Electric Supply 
Co., 192 

Coventry Chain Co.. 794 

Crompton & Co., 61. 126. коў 

Cuba Submarine Telegraph Co., 479 

Davis & Timmins, 351 

Direct. Spanish Telegraph Co., 351 

Direct. United Stites Cable Co., SH 

Direct West India Cable Co., 413, 
447 

Drake & Gorham, 543, 614 

Dublin United Tramways Co., 96 

Dumbarton Bureh. & County Tram- 
ways Co., 415 

Dundee, Broughty Ferre. and Dis- 
trict Tramway Co., 383 

Dutch. Носта, 255 

Eastern Extension, Australasia and 
China Telegraph Co., 25, 383, 
757. 792. R26 

Eastern Telegraph Co., 383, 790, 75: ў 
863 
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Cry Norzs—continued.. | 
Edmundson's Electricity Corporation, 
59 
Electric Construction Co., 685 | 
Electric Supply Co., of Victoria, The, 
„е 
Electric Supply Corporation, 95, 126 
Electric Welding Co., 615 
Electrical Distribution Co., of York- 
shire, 192 
Electro-Bleach and By-Products, 829 
English Electric Co., ol Australia, 
125, 615 
Erinoid, 577 
Every-Ready Co. (Great Britain), 721 
Fairbairn-Lawson Combe Barbour, 
256 
Fellows Magneto Co., 157, 255 
Ferranti, 896 
Fraser & Chalmers, 351 
French. companies, 24, 60, 127, 287, 
319, 351, 383, 447, 542, 68, 721, 
863, 896 
Fuller's United Electric Works, 191, 
222, 897 
Gandy Belt Manufacturing Co., 447 
General Electric Co., 61, Уб, 156 
General Electric Co. (U. S. A.), 415 
German companies, 24, 26, 61, 127, 
383, 447, 511, 577, 721, 792, 863, 
597 
Globe Telegraph and Trust Co., 22, 
383, 757 
Great Northern Telegraph Co., of 
Denmark, 58 
Greenock and Port Glasgow Tram- 
ways Co., 757 
Greenwood & Batlev, 128 
Guanajuato Power and Electric Co., 
897 
Gwvnnes Engineering Co., 615 
Hadfields, 159 
Halifax and Bermudas Cable Co., 
415, 447 
Hamilton, Claud, 793, 863 
Hart Accumulator Co., 192 
Henley’s (W. T.) Telegraph Works 
Co., 223 
Hong-Kong Tramway Co., 192 
Horseley Bridge and Engineering 
Co., 
Imperial Tramways Co., 22 
India-Rubber, Gutta-Percha, and 
Telegraph Works Co., 60, 721, 
791 
Indian Electric Supply and Traction 
Co., 685 
Indo-European Telegraph Co., 543 
ltalian companies, 24, 829 
Kalgoorlie Electric Tramways Со., 
159, 191 
Kensington and Knightsbridge Elec- 
tric Lighting Co., 159 
Lanarkshire Tramways Co., 192 
M ME Dynamo and Motor Co., 


Lima Light, Power and Tramways 
Со., 127 

Lisbon Electric Tramways, 22, 59 

Liverpool Overhead Railway Co., 223 

ears Underground Railways, 157, 


Mackay Companies, 383 

Madras Electric Tramways 
Co., 447 

Major & Co., 25, 96 

,Manaes Tramways and Light Co., 
25, 68) 

Manila Electric Corporation, 415, 863 

Manx Electric Railway Co., 794, 828 

Marconi. International Marine Com- 
munication Co., 157, 222, 793 

Marconi's Wireless Telegraph Co., 
250, 318, 863 

Marshall, Sons & Co., 62, 577 

Mather & Platt, 159 

Melbourne Electric Supply Co., 94 

марап Electric Supply Co., 

Metropolitan Railway Co.. 192 

Mexican Light & Power Co., 59 

Midland Electrice Corporation for 
Power Distribution, 415 

Monterey Railway, Light & Power 
Co., 197, 479 : 

i (ae Telephone Co., 577, 630, 


(1904) 


Montreal Power Cas., 25, 577 

Montreal Tramways Co., 256 

Montreal Water & Power Co., 757 

Morris, Herbert, 192. 577 

Nairobi Electric Power & Lighting 

. Co. 61, 756 

National Boiler & General Insurance 

| Co., 192 

National Electric Supply Co., 62 

National Gas Engine Co., 159 

New castle-upon-T v ne Electric Supply 

. Co, 447, 793, 829 

New General Traction Co., 22 

NUN York Edison Co., 793 

Northampton Electric Light & Power 

‚ Со, 223 

North Meibourne Electric Tramways 

, and Lighting Co., 685 

orwegian companies, 829 

Norwich Electric Tramways Co., 542 

s Telephone & Electric Co., 
5 


„ы Electric. Co., 287 

Teo Railways & Lighting 
Para Telephone Co., 829 

Paris supply companies, 158 

ins Marine Steam Turbine Co., 


4 


Pernambuco Tr mie | 
127, 157 amways & Power Co., 


ы Johnson & Co., 793 
ower Gas Corporation, 721, 793, 863 


City Notes—continued. 

Prospectuses, 61, 93, 127, 191, 287, 
319, Jol. 383, 415, 479, 511, 543, 
721, 757, 193, 829 

Provincial Cinematograph Theatres, 
897 

Provincial Tramways Co., 61 

Rangoon Electric Tramway & Supply 
Co., 96, 256, 447, 511 

кес as Manufacturing Co., 


St. James & Pall Mall Electric Light 


Co., 95 
Shanes Electric Construction Co., 


Shanghai Mutual Telephone Co., 577 

Sie ean Water & Power Co., 415, 

Shropshire, Worcestershire & Stafford- 
shire Electric Power Co., 223 

Siemens Bros., 649 

Simms Motor Units, 128 

9 Industrielle des Téléphones, 


South American Light & Power Co., 
159 

South London Electric Supply Cor- 
poration, 415 

South Metropolitan Electric 
and Power Co., 256 

Southern Brazil Electric Co., 415 

Spanish companies, 319, 447, 615 

Stanton lronworks Co., 615 

Stewart & Lloyds, 383 

Sull Engine Co., 383 

Stock Exchange notices, 25, 61, 95, 
127, 159, 192, 223, 319, 351, 383, 
415, 447, 479, 511, 542, 577, 615, 
649, 685, 757, 793, 829, 863, 897 

Stone (J) & Co., 447 

Stothert & Pitt, 543 

Submersible Motors, 158 

Swedish Ericsson Telephone Co., 24 

Swedish telephone undertakings 
abroad, 23 

Swiss companies, 159, 287, 543, 721, 
757, 829 

Tata companies, The, 862 

Taunton Electric Traction Co., 62 

Tees Power Station Co., 829 

Telegraph Construction & | Mainten- 
ance Co., 95 

ро Manufacturing Co. (1920), 
56, 792 

Traction & Power Securities Co., 447 

кашуу, & Light Railway Estates, 


Light 


Tramwavs, Light & Power Co., 615 

Trowbridge Electric Supply Co., 95 

Tube Investments, 757, 829 

Tyneside Tramways & Tramroads 
Co., 287, 319 

United Electric Tramways Co. of 
Caracas, 685 

United Electric Tramways of Monte- 


video, 2. 
United River Plate Telephone Co., 
543 


United Wire Works, 794 
Vandervell (C. A.) & Co., 828, 863, 
896 


Vera Cruz Electric Light, Power and 
Traction Co.. 223, 287 

Vickers, Ltd., 192, 862, 896 

Victoria Falls & Transvaal Power 
Co., 25, 319, 447, 511, 756, 863 

Vulcanite, Ltd., 897 

Ward & Goldstone, 158 

Waste Heat & Gas Electrical Gene- 
rating Stations, 256 

Wavgood-Otis, 25, 794 

West African Telegraph Co., 577 


Western Telegraph Co., 383, 757, 
792, 793 

West India & Panama Telegraph Co., 
21, 60 

Westminster Electric Supply Cor- 


poration, 159 
White (J. б.) & Co., 59 
Yates & Thom, 615 
Yorkshire Electric Power Co., 191 


Yorkshire (West Riding) Electric 
Tramways, 829 
Yorkshire (Woollen District) Elec- 


tric Tramways, 127 


Zurich Bank for Electrical Under- 
takings, 447, 684 


Claim against the Svdnev City Council, 
The £60,000, 602, 675 

Claim for Siemens German shares, 647 

Classics and business, 299 

Coaches, Diesel-electric, 459 

Coal and iron in Ireland, Reported 
find of copper, 407 

Coal clause in contracts: Electricity 
charges, The operation of the, 477 

Coal-ecutter connections, Tests on, 284 

Coal mines, Electricity in, 422 

Coal mining, Profit-sharing in, 52 

Coal, Spontaneous combustion of, 

Coal, The electrical gasification of, 717 

Coal, The low temperature carbonisa- 
tion of, 664 

Coal т. oil, 245 

Coinage, Proposals for an improved, 71 

Coke-oven gas, The use of, 123 

Coking seams. Use of electricity in 
Scottish. 123, 314 

Collieries, Electricity for, 904 


252 


Colombia, Engineering developments 
in, 471 

Colonial research, 316 

Commercial education, Universities 
and, 235 


Commercial monopolies in Italy, 87 

Commercial Motor Exhibition, The, 
471, 545 

Commercial problems in electricity sup- 
plv, by E. Cross, 225 

Commercial research fellowships, 676 


Commercial travellers and the week- 
end ticket, 184 

Commutators, Notes on the grinding 
of, Ьу О. Linley, 302 


Commutators, “Turning ” versus 
" Grinding " of, by J. T. Towl- 
son, 46] 

Company registrations for the half- 
year, 88 

Competition іп the South American 
market, 38 


Concessions for electrical displays, 469 
Condensers, Cleaning, 212 
Conductivity of glass, The, 122 
Conduit-return lighting system, Under- 
ground, 284 
Congo, Developments on the, 118 
Congress, Bombay enginecring, 476 
Congress, Public works, &c., 641 
Connections and diagrams of 
phase motors, 254 
Conservancy vehicles for Calcutta, 501 
Consolidation of interests in Saxony, 


three- 


Constantinople, 
in, 280 
Consumers and local authority under- 
takers, Large, 233 

Contact pyrometers, Notes concerning, 
by Electrode,“ 526 

Continental glow lamp interests. 782 

Continental lamp trade, The, 88 

Contract forms, Standardisation of, 117 

Fon Ung industry, The electrical, 

Contracting industry, Wages in the, 
280, 476 

Contractors and building work, 534 

Contractor's future, The, by E. P. 
Bennett, 431; by L. G. Hawkins, 
365 

Contractors’ protest, 
215 

Sen registration in Australia, 


Agency arrangements 


Wolverhampton, 


Costracts CLoskp— 

Aldershot, 251 

Argentina, 645 

Ashford (Kent), 825 

Australia, 55, 92, 153, 348, 474, 539, 
610, 679, 715, 752, 825 

Aylesbury, 412 

Bangor, 252 

Barking, 381 

Battle, 282 

Belgium, 55, 153, 188, 349, 412, 572, 
752. 787, 825, 858 

Birkenhead, 92 

Birmingham, 715 

Blackpool, 283 

Bolton, 858 

Bradford, 92, 381, 572, 825 

Bury, 188, 611 

Canada, 787 

Cannock, 679 

Chester, 474 

Chesterfield, 153 

Crewe, 381 

Crook (Durham), 219 

Darwen, 381 

Doncaster, 92, 412, 506, 679 

Dumíries, 825 

Dundalk, 17 

Edinburgh, 92, 121, 153, 506 

Erith, 412 

France, 55 

Fulham, 858 

Glaspow, 17, 188, 252, 381, 444, 506, 
912, 752 

Government contracts, 17, 188, 283, 
474, 572, 715, 892 

G.P.O., 611 

Great Yarmouth, 121 

Grimsby, 1&8 

Hackney, 92, 825 

Hammersmith, 18, 121, 573, 893 

Hastings, 219 

Hay, 412 

Japan, 858 

London, 18, 55, 92, 121, 153, 188, 
412, 444, 506, 539, 573, 645, 679, 
116. 752, 825, 858, 893 

Macclesfield, 412 

Maidstone, 412 

Manchester, 92, 919, 475, 573 

Melbourne, 55, 610, 679, 715, 752 

Meter contracts, 153 

Mexborough, оо, 645 

Newcastle-on-Ts ne, 92, 381, 611 

New Zealand, 18, 611 

Paraguay, 893 

Peterborough, 645 

Pewsev, 282 

Portsmouth, 539 

Romford, 611 

Rotherham, 506 

Russia, 787 

St. Annes-on-Sea, 539 

St. Marylebone, 188, 893 

St. Pancras, 153, 539, 858 

Salford, 55, 188, 349, 475 

Salisbury, 219 

Semarang Harbour, 679 

Sheffield, 92, 339 

Singapore, 732 

South Shields, 611 

Spenvorough, 92 

Stafford, 92. 188. 825 

Stepney, 219, 573, 716, 858 

Stoke Newington, 121 

Stourbridge, 506 

Sunderland, 252, 412, 444, 679 

Swinsea, 57} 

Sydney, 610, 679 

Tasmania, 349 

Trindon \Usurham), 121 

Turton (Co Durham, 98 

Warrington, 55 


Contracts CLosgp—conlinued. 


Whitenaven, 858 
Wolverhampton, 219 
Worcester, 506 


Contracts for the Netherlands East 


dies, Public, 778 


Contracts ОРЕМ — 


Adelaide, 348, 381, 411, 645 

Aldershot, 17 

Alexandria, 679 

Argentina, 348, 380, 411, 443, 474, 
506, 538, 610, 645, 679 

Ashford (Kent), 474 

Australia, 17, 55, 92, 121, 152, 187, 
218, 251, 283, 314, 348, 381, 411, 
443, 474, 506, 539, 572, 610, 645, 
679, 715, 752, 787, 824, 857, 892 

Aylesbury, 121, 539, 572, 610 

Barking, 187 

Battle (Sussex), 92, 121 

Belfast, 121, 152, 188, 219, 251, 381 

Belgium, 17, 55, 92, 218, 251, 283, 
348, 411, 443, 474, 506, 572, 679, 
752, 857 | 

Bentley-with-Arksey, 645 

Bermondsey, 314, 348 

Blackpool, 787, 824 

Bolton, 787 

Bradford, 787, 824, 857 

Brandon and Byshottles, 55 

Brighton, 381 

Brisbane, 17, 55, 645, 679, 715 

Bristol, 92, 121, 153, 188, 283, 314, 
348, 645 

Bulgaria, 17, 92, 314, 381, 411, 645, 
679, 715, 857, 892 ` 

Cardiff, 55 

Chile, 121, 153, 857, 892 

Chorley, 679, 715 

Churchstoke (Mon.), 645 

Colne, 443, 474 

Coventrv, 153, 188, 219 

Crom (Mon.), 539 

Distington, 17 

Dorchester, 283, 314, 348 

Dublin, 610, 645, 715, 752, 787 

Durban, 892 

Eastbourne, 314, 348, 381 

East Ham, 857, 892 

Edinburgh, 17, 55, 188, 411, 443, 474, 
506, 539, 787, 824 

Egypt, 645. 679, 715, 752, 787 

Esthonia, 645 

Farnworth, 715, 752 

Fife, 443 

Fort William, 381 

France, 55, 121, 153, 283, 348, 506, 
645, 715, 752, 857 

Fulham, 251, 314, 679, 715 

Glasgow, 55, 92, 153, 188, 251, 381, 
645, 679, 715, ?87 

Greece, 506, 539, 645 

Halifax, 283, 314, 348, 645 

Holmfirth, 55 

Holsworthy, 283 

Horsham, 219, 251, 283, 314 

Ilford, 55, 251, 283, 314 

India, 219, 251, 283, 474, 506, 539, 
572, 892 

Italy, 443, 715 

Johannesburg. 610, 858, 892 

Juyo-Slavia, 17, 55, 645 

Leeds, 474, 752, 892 

Liverpool, 411, 679, 715, 752 

London, 17, 55, 92, 188, 219, 251. 283, 
314, 348, 381, 411, 443, 474, 506, 
539, 572, 610, 645, 679, 715, 122, 
787, W24, 858. 892 

Londonderry. 153, 188 

Loughborough, 411, 443, 474 

Lourenco Marques, 283 

Madras, 892 

Maldens and Coombe, 892 

Malta, 251, 283, 314 

Manchester, 17, 55, 92, 121, 153, 219, 
314, 348, 645, 679, 715, 752, 787, 
858, 892 

Melbourne, 17, 55, 152, 187, 918, 251, 
314, 348, 381. 411, 443, 474. 539, 
572, 610, 645, 679, 715, 752, 787, 
R57, 892 

Mexborough, 17, 55, 92 

Morocco, 341 

Newcastle (N. S. W.). 539, 572, 610 

Newport (Mon.). 55. 92, 121 

New Zealand, 17, 92, 121. 153, 188. 
251, 283, 314, 348, 381. 412, 443. 
474. 506, 539, 572, 645, 679, 715. 
752, 787, W24, 858. 892 

Nottingham. 381, 412, 443 

Paddington, 219, 251, 645 

Peterborough, 824, RIR 

Port Elizabeth (S.A.), 892 

Portrush, 443, 474 

Portsmouth, 251, 283, 381, 539, 572, 
610 

Pretoria. 892 

Rawcliffe, near Goole, 153, 188 

Rhyl., 17, 55 

St. Annes-on-Sea, 443, 474 

Sale, I. 219, 251 

Salford, 283, 348 

Salisbury, 474 

Shetlield, 572, 610, 645 

Shipley, 715 

Shoreditch, 787, 824. 858, 892 

South Africa. 17, 55. 121, 133, YN, 
219. 251, 283. 314. 348. 381. 412. 
443, 474, 506, 539, 572, 610, 787, 
N24, NOB, ВОЈ g 

Southampton. 17, 55, 219, 25, 283 

Spain, 55, 679. 715, 824, ЮВ 

Stockton-on-Tees, 188, 219, 251. 283 

Svdnev (N. S. W.). 610, 645, 679 

Tasmania, 55, 92, 121, 152 

Tunbridge Wells, 645, 67! _ 

ори, 17. 55, I. 219, 251, 283, 
314, 348, 787. 824, 858 

Uxbridge, 348, 38] 


10 


е nn D 
THE ELEC RE 
— — +" . 
| DEX. [4 
| UARY 6, 1999, 


CONTRA 
NTRACTS О 
Venezuel PEN—conli 
* uela, 539 nued— 
Wann 17, 55, 645 овиме conii 
5 on, 92 € urabili —coniinued. 
Wane 539, 572, FU 970 348. 381 The bs or „К< wiri Corresron 
715. 752, 82 13. 92, 191 | е 5 by 6. V 
W ‚ (92, 892 ‚ 92, 121, 15 566; b Pus NU ix eur occurrence ; 
Wert Ham, 219, 251, 28: Е. т? ү К. Taylor о К 82; by AG A, by “A CORRESPONDEN ; 
Wk N AN 5 White, 556, b Ww Бус Mid Tuc | * 
Wor aven, 610, 645 Foreman dt by “Cont a v. fo America : C cus Associatio o Drake umulator, The 
kso 45, 67 ract tio h А п ‚ 709 e 
» р. 381 э ч 9 G s * 560 ; b s ctor S n, by J r 10 но ( А \ Ша з * , by B 
York, 679 412, 443 5 597; by Tyi B. W Neon night la E e Wi electricity | 
an, 697; by „„ A Free: 851 amps, by C ne intetburn, 1: supply, b 
597; by A y NI. E. С rer: N y C. W. Cook ейн s тЫ 185; у, оу W 
7; by A. J. ‚С. А," ёз Чуй; ook, bee. zu 7 Y W. 
Convention, A nati E H. F. LAM UN. 597; bs | 6a" A, by W. F. Hi к OS to солмас Water 
Convention, A ational electrical | М. Andrew, an , 998; by Novel sign, A . IKES, We nce-bitten „ A, by “ 
ooki rlasgo т К+, 73; : PA [I ut : ч „ , i А HUN Я 2 э „„ 119 , picis - ‘onverte , E 
King, New dd Electric, 674 by w W. A. ое ! Oil consumpti shall Tate, P Wind- w G. Shin on »lip-rin 
tric, 592 velopments i К V. Lawrenc right, 672; F. B ption and j 2 power machi t, 599 ES, 
Cooking tests, E in elec- р. Clements iL 745; by W. i utler, 167 е, by E w аиса 4éi ^ by J 
educati ys em . ap wael, = 5 , Е * ., 24. | Бу - e ers-Pe Е . $; e arm de C 
: See The, m p Buon ач 85 к; by H T One. solution. of A Ў, Scott, „ inderson, 855 vice, by E, 
U 8 Lilb 12; Ww , v | 7 | . " em, = i C re е E 
mh and iron in I EN UMS В. кй шш IER by a. uud І огу, 745 prob- 6 Mod 
Copper а 407 reland, Re- Bye 884 andell, 850; iT: e Org ton, 817 irth, 780; by C. б ce bode es of, 893 
ma alumíni . ; proble . an ЕЕ - DUL- Я mated. ona е (гапытивы ‚ 89: 
Caer сш minium in Gcr. ME by K "G + py „Electron.“ 391, LN “ Organ BI Pi of hun Ch ansmission, Es. 
in : 253 три dium a ohns 0 : l А ‹ , У 4 С. « - ower,”’ ost of НАЕ н i i 
i jones, 710: br G by R. W. e F Cost. f living |i Cuba, ш oM 
CORRESPONDENCE Hage : by С. W. L. wol. a by ae Engineering” 8585 S ae scales by M 
RESP А - + 5 . „ А 0. ' NGI , ioc 
М meter record port,“ 498 in Canada, by “ 565 1 465 „ by К. сам! E teh To reduc E 
st Preston, | s by R. Е Electric L: by Ex. T Cho, “EF J?’ y А. Brown, LAMB. Wag € the, 468 
ranti L 33, 402. . Or- о» amp M к Church E A., , 599 - n, C ne mployme ape redu Р 
піск’ 167, 248 Ьу T. 2 Fer: E and e ы EiS Asso Overhead 15 н | һу G. шш Ир 116 chons and 
178 , ; 2; b k. Ker- e ates, by“ rospective ad Ste А ansmissio and pub is 
Accumulator froth YS Southgate; EISE light „ Н? lamp Ozone: DE. см E Tue of ventilatin lishing, The, 
274; roth, by “Curi errall, 33; by Systems, b be Ern t. Rideal' ost of wirin '& tunnel 
Peto r^ A. E. Frost „ El by J. H ae J. P. Gibb. H. Bape in L. Joseph t book on County of 135 installation The, 718 
ею, 391; by T. H ; by W аа Wits ne ы it o wire Сом Adon Cos REC. 
W. by J. Р! . Hesketh, 402. labour T es Union PE Pat nds, by W. E for a.c.. E.P. Corporatio ill, 183. 9 ‹ 
W- С. Coates ummer, 437; by „ E ents in Ireland E. Rogers, 818 e. Cranage facilities on ам the 
‚ ilson, 4 ‚ 530; b “Non-t air Play.’ itsman,”’ : and, by E. K. S acilities B 
Clarke „ 437; ; by D on-Uni » ay," 242; d Patrioti . Scott sels of 1; s for di . 
w #37; Ъу Н. Е zNon-Union," 278; by L. H tism a lane for dischar 
499 ; 3; by ©“ . Е wards, i > b y IB and u 44 Be size, by Bing ves- 
; by R y J. Н : Electrici „ 306 y L. H i Wake U nemplovn Cred; by H. J S 
by T. $ . E. B II. H.." ricity for . Principles ‘ p! Engl: vment, by zredit, 4 . Deane 
. Strett eswick ‚ 390 ап, Ь ciples of : :ngland," 5 ) Credi | case for 5 ’ 
ber, 5 on, 529: » 499; E y Е. М. W ГҺ wages » 998 redit, Cu r industri 
Armatur 90 ; by B. Bar- lectricity in i > West, G e, by G. Kap determinati Criticis ггепсу and, | rial, 627 
е core b r- in isolated 5 rant, 637 арр, 509 : bv lon, Cub sm of Ja А bis 106 
ture,” 33. ands, b ü . А Long, G38 - buildings b Profits of M by J. К , y J. E. M a, : miss} рапеѕе method 
“С. E. uu “Мә Агта- PUT by M. Tate by F. Sm M. Sa ane A.E.G. echt 638 8 Cost T from, 76 5, 459 
C." 1385 82; Ьу © 47; b mel for ba t 747 , Question нр ison, 740 e, by L. putative powe living in, 893 
Battery с той ерус Е J. J. P. Mob mercury meter. discs, by k CNN A, by F 5 „ radium, The, 5 
y F. W 9 У Н В Е op г У, 404 А у R , y apid h | уз 1, 402 5 W. rency axi К it, 106 , e, 81 
Batter . Challi eeton, 567; ngineering i . M. ouse-wiri ә TI position and 
y explosi is, 598 И ; b g indust : son, 531: ing, by Н C re, 116 nd trade d 
by F ions, by “Гу игр, b B = ry in J Reari INK ; by C Y * H. Pe; ustom . epressi 
F. : en 5 E. P. y . 8 : ohann » ring chick А ` F. B: car- * S dutie on, 
оо J; Holmes, 21322 178; TEN and B 46 is P. jr ehe КМС a ы 638 E tariff." German, 533 
ks on lighti i by J. Wake Up," 167 &c., The Reducti field, 531 y, by E ustoms tariff Czecho-SI | 
“ Wi ighting and ninit,’’ 179 167; by M T by C оп in price f И Customs ariff, Italian ovakia, 280 
Bradf ireman," 402 heatin E.P.E.A Nothi- R ^. Hodges > ol lamps в Сео tariff, S 1 344 
ord pousi 2 g. by . and the epair à ‚ 166 » by C .Uustoms tariffs panish 
й Ргор ousing scheme Webb, 464 LU by W : 229. 7 а.с. motors, b ` Сус-агс tariffs, Australi 118. 149 309 
Busines ress,” 390 , The b 497 7 , М by W . J. R “= * 80 | . 6 жы , y ét Ja b autom: аи 2 an, 88 Н 
s methods noy E.P.E A. Jones eview of «3 Tanner,” aques,” Cy yL. J. S atic electric 
818 , by M Ei A. sched 5, Th Arm: T, 710 cle and V Steele and Іс welding 
Carmarthen electri att. Jennison, 9 The, Бу We чы economy Russian: LE Sester emer Caxho-Slovak. Talon Кылы in, 900 
„at. b ricity v у "Anti Bunku . Jones, 274; . Re ctrical' scheme Zzecho-Slovaki; alian trade, 470 788 
Carpets 505 eston, 20 Fire E SED 307; s Sanc ed 437 emes, by “A Czecho-Slovakia боша ү 
cleaner, by G electric < : ore Бесим 341; Бу ment, iv. of providin C їп, 358 , Electrical Y z^) А 
by Magic Appli M. Oates E E.T.U. and cal Engineer,” Sawdust as fu iu аы PDA zecho-Slovakia i nterprise 
y M G tances L , ; * . n stati , 40: e $ y T Э) 2 4 In, 231 , "lectrifi . 
LG. Howe at 273; buc Dal eee i by W . C. Schnei C ication sche 
С. Hawkins dc a 5 . ngineers, The, Selt-synchronising Reagani a Cacho-Slovakia, Radiu каше 
А ; , : , . “ ‘ating of y a6 1.500 rotarv , 2 Slovaki ii m in, 
Charges Бу А' by es С N Fire "ume ed 638 armature, by Tt Cr ae. 18 by MAD la travelling 5 
or service ma; , Work armarth А Wh. Ex aia; by Ww. ^ M. | 
Hus , ce А rks, en Р SS 272 V. T 
. by Fg b pa DE Flickering light by. Breen ah Tun. eee een dd. 
Chea, Central S. Paterson, 1 T E. Phillpot, sn 1." 274. Sion. Dus. V. B. „ 407 ed.“ АСЕ dd 
Cleaning postage, ion Engineer,” 167 Pie, sao by W | Exhibition, The, b & Machi С i^ „ ce ting rails caused 
Rabie ramelled . Allcock, 67 Ёш eras A. C. Fh va , The, by С. Farquhar, Ва ee lipping wheels, by 
obbords, 498 slate, by J 1 709 8 Systems b ort- range arquhar, Deb ington Wages B 229 >, by 
€ ; by W : by ©] . H. Ga » by E. Hans shi 2 sea horiz 15, German s reductio Je 
‘H ‚С. Е H. C.” S v. Electrici om, ps, bv V. Cam {о Decii an pre-w:; n, 216 
. W., Н uller. 599. 7 566 tricity, b W. H. ] . Cam r cable : nal Associatior var, 280 
C 565 , 529; by R ce by Gla у, by E. Р, Barfi Short-siyth . Leech, 135 pos, 82; by b. ed of assis tation, The, 782 
oat shortage ds C. Smith, pod hiring syste sid, Е 1 employers J г ^ „ 278 82 
panos, 46; po Ву oy H бш ш e e Ahe, By- R: Single сш. reman," 4 Com а EH arid DE 
Compete ia 135 Junior Char х * Rev C mains engi Si W. `. Ru 1 on railway „„ Russian А, 640 
petition чок ge Wenn [Counter я пе цве, bv ituations „ 598 ays, by р, North Wale Industries, 749 
ket, b South Ameri 34 ," 84; ; by 1. oe М Dod га ales Counties ' A: 
mpetitive y J. E. Ste merican Grindi ; by "Gri : 4 Unsuccess Watts.“ 40 nmark, T nues Asy 
f trials ewart, 134 rindin rade 8, 98 ssful Appl 4; Dent: „rad ‚ ys 
Paratus of l ^ E v. T А , Sm pplic “ey ental Exhibj е with 
Coni eS clectrical by urning C all wate ant? Khibitie „ 310 
uction of rhe J. Howard als Phill} Adsum,” Б Commutat 497 ; Powers, by 400 on, The In | 
Се ogarty, 709 Т L ныр R Cos pois y E by P. T P. Sylvester. Fox Burt, herby, Royal Show UL 
Bourne. splitter, by Whi | High-pressure | а Sp: Humphries "ипинь, 599; b 2 210 пе Мыл 
Сёйуасог. Г у Whipp and Hi Ru 884 uses, by J. B. R н, armature а » by E. Design pin Ltd., at Es General En 
ain Fi nue Th Igh-pressure : А : ud- 97 „ 464; | єп, А, by “p in агре fuses ` 7 
4% by Bo be БУ ^ Brit. lators, by transmission line i d by „. W. Tun „ Cent elements 
40 у R y H. H I. E. E. i у R. E. G ine ins ndard x | Lineer ntral A nts 
J Grimsby 3f Durníord P uw E.. Pool informal in Golden, do ried 55 30 holders B * Design of 60 10 4 Station En- 
MU A , Ы . : ec зе - à , , 44 , 71 t wave 
530. % 498; br c M W c pos piles m lings, by F Suction-gas prob! d Wor- bee m rheostats, The, by W 
Conundr y А. G. Hudson. Vernon. nstallation. cect Ьу “р; | . M em, A, b Doo e C к | . 
rum, , Hudso поп, ation and use Pilot," SDequery, m „ Dy 0. N e зы ШЫ : 
8 & P j^ Eve Ed Sa aes be P p electricity 4 ро on) 565; бз 'D by T S Pict Шеп p Spain, 78 The, 901 
erting 50 „ 404 › g y R. T. Noi . G. Travis, 7 n Suppl Р M T on States n the F 
1 cycle Mill: orton. 790: he? 747; Pply with I., Беу es, 14 ederated 
« V P alt " 5 ага, й ; (80; err ; out ; evel ' M 
Con n" 34 direct current, by “Re Кер 34 4 W. Nil 505, 5 Go wp rae br. D VEL NU и 
res , * ‘ping | : il- 7 44 N T , Г | , . 
spondence + . Е Е in touch wi by y N 71. 404, 435 evelopme B engineer- 
V EY 2. : it y B. В; orthwalian.” > 415, evelopments Г 
Russel Dorey, 465 Е.Р.Е.А. һу L.C.C. G. Nicholson, Ser nes, by Support 5 . Diesel-electric оп те Congo, 118 
Cost of li ‚ 135 ‚ by L. T. tic amway-car desi à . АП nch industri iescl-electri aches, 459 Í 
living i C. Le: lon, by B. L емип c А Suis 465 ustries, by C Diesel Cnr. trawler, А 
Rivett zan Spain, b ading in {го loyd Price „ CHING certific „by C. Diesel engine repaired А, 518 
* B 44 C 27. d c › D : мј . 
Cost of * " 33 y E. Scot Spa k Ton overhead , 273 diate," 886 cates, by «€ e А € папе E by weldi 
n . , bu М» o 4 de- Diese у, 712 » Auxili 
бай Тогру, ы Africa, by R Leaves from an ; y G. V. Twiss Te 1 0 25 production, А by Dicis engines T: iry ma- 
ry ho s : by ; inspector's : chnical : » by “D. ке OX SCIAT rance - 
E." Atkinson, 213, Plant EC Е Abre oe by T. BOOKS, by ^ Le W. Dis raining, 133) n S eie D 
C Roberts 273, prias by P с “© Contr Ы Walker, x 885: l'elephone lC We. 46 C.,“ 34; 5 А, 14 i e 
oventry — : by M. T: rude. lode pe. Ppt pc t : 46 work ish-washe ME 
FPE | Corporation | Tate, 307 ч ks „ 885 by Telephon | ‚ by А. E. Tubb Disintecting A Electric, 253 
boot by „ Fai and th ne tarv," 167. ng centre | Bes Vor telepathy? 3 isputes, T ка, Electrolyti 
у On ir Play’ e А tt, 9] ; b Te, bv t, 638 pathy by T he lytic, 2 
Current |i e Interested.“ av," 499; Lighting an} у К. E. Bar. Test of 5: DG Uy quo 3 mining and e ‚720 
Wi limiting si „ | tro.“ bakers’ ove e DAT T Dissolutions eee 
Williams, 7 implified tro," 497; by R. by “ семей," 46 The, by ~ 115 of partnershi 
Design of b: 09 ? һу А. 531; by “ C R. W. ] Elec- Ing and re aiv › In- 600. 148, 313 214 PA 11, 50 85 
De W. Elend e), machines The 140 a Nene 5 i мава. и Sip eee by Distribution’ in: 746 1915 em 500, 532. 
81 үе 2 , 3 7 "PS КУ , pairer,? : Saat 074. ' y istric ars T * 52 gu 
Sen e M ези 3 Locality of sit by C. Jone , Owen, 2l 179; p by 1 Board, 1 Calcutta, 246 ii 
Dis Senger,“ 67] es, The «Е 4 situations „ 242; bo 274; by М H. Dor vard dish: M of Engla ү 
ishonest empl , by London “electricity dvertined, by fle „ J. Perry, — Domestic Араш. EUM Mica 
. 167 oyers, by * * Mun; ‘tricity i : Mill leters, Т Mis, 308 omestic e „ Exhibiti 
Disputed met y '' Justice," Mun qu De ui IAM YS The, by е Жыш he, by E. H Domestic ора „ А, 116 
И Perple dd readi 34 Clrician, by Alab: І n phenome ` ош, 470 rica appar: 
B." xed,” : ng, А, ; bv A. xot E. Traci aster, 530: wena, by E Done Д paratus, SRM 
Dov b 818; by Кы, һу “E, a EU problem akotan, 47 Ж Ma ME 1 HY " M. E P a "ру electricity > MEM 
ет к OrPoration Elect Watch,” 885 K. cT by ux D. Т. Davies T Ede hu M Re Bde Dominion «t supply in Norway 
8 мес { . Swi 7 . GIN. avies in а © - У e "E , 
by W. A. J by “ Dw Works Pe e a 185 by 5. a 5 ү trade disco Do colleges due in British tec! 
A. Jone F. W.,“ 32; : ‚ 392: by ' OW . unts, ver dispute, T echnica 
5, 46 » 32; Municipal 1955 by P. A L. 65 B Trade палеа 273 Son, 167; b ы ыле | 
by W ramways Со; Кога, 529 “ Hal m and direc : Dowlais н ster] Works 8 | 
y V. : onfere M , t 2 velox E at 
B. Pinchi erence, Th 341 hat?“ 306; trading, b Dransfield’ vorks roo ‚ 887 
ing, 565 , e, Unemploy 5 by "M. Е y 502 d's special vol eue 470 
“( vment and 5 Dredver leter, 317. 377 
Quester,“ 7 the с Dublin , An electri , , 
, 747 сиге, Ьу ublin electric; ctrical sucti 
: 216 існу staff r ‘tion, 717 
c-organisation, 


Dund 
се Cor . 
Corporation contr 
acts, 748 


FFF a 


THE ELECTRICAL REVIEW—INDEX. 


. MCCC "^X '-—-—————————'J-C —É-————————»»]——————D———n— 


JaNvARY 6, 1922,] 


Dundee system of. heavy-duty house 
wiring, The, 905 
Dusseldorf, Strike at, 711 
Dust explosions, 342 
Dust removal equipment, 340 
Dutch electrical imports, 344 
Dutch electrical industry, 


for. B54 XN 
Dutch enterprises in Germany, 748 
Duties on. electrical. imports in Spain, 
247 x . š 
Dun-free imports in Brazil, 568 
Duty of those who supply electrical fit- 
tings. by a Legal Contributor, 205 
Dyke's automatic electric buoy lamp, 
57 
Dynamo, A new, 590 


Protection 


СОХОМ1С Commission, Bulgarian, 
407 

Economic limits of distribution from 
coal-fired stations, The, by W. В. 
Woodhouse, 97 

Economy and the minimum charge, 267 

Ecuador—A dwindling market, 87 

Ecuador, Machinery import exemp- 
sions in, 970 

E.D.A. salesmanship conferences, 888 

E. D. A. activities, 52, 86, 439, 532, 675, 
711. 749 

Ediswan factory occupied, 858 

* Ediswan " houee-wiring system, The, 
13 

Education at Manchester, Practical, 252 

Educational, 18, 36, 93, 122, 154, 220, 
253, 385, 314, 381, 444, 475, 507, 540, 
573, 646, 717, 753, 788 

Effect of lighting on output, 717 

Egyptian Government contracts, 344 

E.-h.-p. transmission, An electrical re- 
view ol, by R. B. Matthews, 796, 
814 

Eight-hour day, International, 184 

Einstein and ether, 753 

Electric arc welding, by Н. М. Sayers, 
164 

Electric castles in the air, 39 

Electric cooking, New developments in, 
593 

Electric gas lighting, 646 

Ехо Lamp Manufacturers’ Associa- 
tion, The, 86 

Electric locomotives, 705 

Flectric suction cleaner, Carpets and 
the, by F. French Kemp, 258 

Electric units, Large, by S. Parker- 
Smith, 450 

Electric vehicle committee, The, 476 

Electrical apparatus in the home, 902 

Ekectrical conditions in Norway, 28 


Electrical conference in France, An, 
216 

Electrical Cor.tractors’ Association, The, 
315 
= 


Eketrical displays in large stores, 603 

Electrical engineering trade іп Switzer- 
land, The, 193 

Electrical enterprise in Spain, by Р. 
F. Martin, 579 

Electrical goods in South Africa, 52, 
149, 214 

Electrical industry, Concerted action 
to safeguard the, 778 

Electrical measuring instruments, 51 

xi plant in China, Demand for, 

Electrical Power Engineers’ Associa- 
tion, The—Annual dinner, 620 

ats progress in Latin America, 


Electrical progress in Russia, Four 
years’, 215 

Electrical Review (Chicago), 887 

Шшєсткїсм, Review Service Depart- 
ment, 611 

Electrical stunts on a Ford car, Some, 
by " Voltman,"" 41 

Electrical Trades Benevolent Institu- 
tion, The, 18, 93, 427, 475, 491, 540 

Ekctrical Trades Benevolent Institu- 
поп, The—Annual festival dinner, 
621 

Electrical trading association, A North- 

Fast Coast local, 740 

Electrical undertakings in Poland, To 
finance, 116 

Electrical undertakings, Russian, 502 

Electric aly-driven cargo vessel, An, 444 

Electrically-driven fire-fighting appara- 

„ tus, by E. Kilburn Scott, 849 

Electrically-propelled battleship, An, 229 

Ekeetrically-propeiled ships, 122, 183, 
717, 27, 860 

Electricians’ wages, 32 

Electricity charges : The operation of 
the coal clause in contracts, 477 


Electricity Commission at Melbourne 
168 

Electricity Commissioners, Report of 

., the, 540, 582, 619, 651 

Electricity Commissioners, The work 


of the, 554 
Electricity district, London and Home 
sounties— Commissioners" decisions, 


Electricity district inquiry procedure, 
Electricity for all, 362 


Electricity in agriculture, 122 

Electricity in coal mines, 422 

Electricity in factories—Report of H.M. 
Electrical Inspector, 198 

Electricity in Kases, by Prof. W. M. 
lhornton, 652 

lectricity in isolateg buildings, by Е. 
H. Freeman, 557, 633 і 

Electricity in Italy, 681 

lectricity in medicine, 190 

Electricity in mines, by M. L 


liams-Ellis, 395, 498 Wil- 


Electricity in mines, 298, 842, 847 

Electricity in Scottish 
Use of, 123 

Electricity in the home, 477 

Electricity in the textile industry, 245 


coking seams, 


Electricity in working-class dwellings, 
454 

Electricity meters, The testing of, by 
К. M. Moberly, 331 


Electricity scpply administration. 209 

Electricity supply at Sheffield, 605, 628 

Electricity, (Supply) Bill, The, 93 

Electricity Supply Commercial Associa- 
tion, 750 

Electricity supply in the United King- 
dom—Report of the Electricity 
Commissioners, 540, 582, 619, 651 

Electricity supply industry, Adjustment 
of wages in the, 677, 821 

Electricity supply legislation, 534 

Electricity supply, Oil engines and, by 
G. Porter, 798 

Electricity supply, Promoting, 662 

Electricity supply station of the Edin- 
burgh Corporation, Notes on the 
new, by S. B. Donkin, 419 

Electricity supply, The business aspects 
of, 

Electricity undertakings and factories, 
The rating of, 784 

Electricity v. Gas, 416, 444, 476 

Electricity works, Speculative construc- 
tion of, 575 

Electrification of Algeria, 640 

Electrification of railways, The final 
report of the Advisory Committee, 


371 
Electrification, Railway, 57, 508, 569, 
591 
Electrification, Russia's, 239 
Electrification scheme in Czecho-Slo- 


vakia, 231 
Electrified sugar mill, 68 
Electrifving England, 427 
Electrochemical industry, 
14, 555, 838 
Electrochemical production, Swiss, 246 
Electroculture, by Anode,“ 463 
Electro-Hlarmonie Society, The, 121, 
202, 788, 861 
Electrolytic disinfecting: fluid, 220 
Electrolytic Zine Co. of Australia, 860 
Electrometer, The Quadrant, 114 
Electromotive force, Human, 220 
Elements of compulsory arbitration in 
recent industrial legislation, The, 
by Dr. Mary T. Rankin. 419 
Ellison’s switchgear works, Mr. George, 


Norwegian, 


Emotion, Measuring, 160 

Empire patents, 235 

Emplovers and leadership, 193 

Employment in lead processes, 749 

Employment in Sweden, 782 

Employment, Lord Weir on measures 
for reviving, 534 

Employment, Profitable, 602 

Energy from a city water supply, 253 

Engineering amalgamation, 407 

Engineering Conference, 1921, The, 42, 
97, 129, 194, 228, 259 

Engineering developments in Colombia, 
471 


Enginecring discharges іп Norway, 602 
Engineering disputes, The mining and, 
3 


Engineering education, The со-орега- 
tive system of, by E. K. Scott, 107 

Engineering employment in India, 280 

Engineering Exhibition, The, 330 

Engineering in China, 281 

Enpineerin industry, 02 

Engineering industry, The present necds 
of the British, 562 i 

Engineering trade outlook, The, ВК 

Engineering trades ballot, The, 591. 601 

Engineering training in China, 284 

Engineering wan es and trade depres- 
Sion in Australia, 888 

Engineering wages dispute, The. 19, 51, 
93, 279, 413, 438, 503, N20 

Engineers and the camera, by J. Wal- 
ker, 460 

Engineers’ ballot, The, 569 

Engineers, Chartered electrical, 267 

Engineers’ club for Birmingham, The 
proposed, 509 

Engineers’ Club The, 224, 
299, 330, 459 

Engineers in conference, 37 

Engineers invited to Russia, Foreign 
electrical, 679 

Engines, Magnetos for internal-«om- 
bustion, by E. A. Watson, 28 

Entz electric transmission, The, 376 

E. P'. D. arrears, 854 

E.P.E.A. and the E. T. U. The, 439 

E. P. E. A.. Coventry Corporation and 
the, 533 

E. P'. E.. Executive, The report of. 748 

Equipment of motor cars, The electrical, 


(London), 


. and non-union labour, The, 203. 


E. T. U 
215 
E. T. U. and the E. I'. E. X.. The. 439 
E. T. U. and theatrical employés, The, 
344 
E.T.U. (London district), The, 662 


E.T.U., London members’ action, 821 

E. T. U., Suspension of the London Dis- 
trier Committee, 675 ‚ 

Europe and America, Industrial engi- 
neering in, 169 

Exchange situation, An effect of the, 
676 ү 

Exchange, Vagaries of, 470 

Excess profits duty, 215, 375 

Exhaust steam: Its employment for 
power, heating, &c., by E. К. 
Dolby, 260 

Exhibition, А domestic appliances, 116 


Exhibition at Amsterdam, International 
electrical, 375 

Exhibition at Burnley, 855 

Exhibition at. Huddersfield, 502 

P Of Bradford Health and Home, 

Exhibition concession; Riga. 150 

Exhibition, Glasgow, The Ideal Homes, 
184, 408 

Exhibition in 1925, 
887 

Exhibition in Brazil next year, Interna- 
tional, 279 

Exhibition, Inter-Allied Colonial, 118 


An Atlantic-Pacific, 


Exhibition, Newcastle Housing, 860 

Exhibition, The Brewers’, 654 

Exhibition, The British Empire, 118, 
854 

Exhibition, The Commercial Motor, 
471, 545 

Exhibition, The Gothenburg, 711 

Exhibition, The International Dental, 
400 


Exhibition, The National Food, 311, 602 

Exhibition, The Public Works, Roads, 
and Transport, 708 

Exhibition, The Shipping, Engineering, 
and Machinery, 368, 420, 432, 444 

Exhibition, The Tokio Peace, 785, 888 

Exhibition, The Welsh National, 309, 
784 . 

Expert evidence, by '' Legal Contribu- 
tor," 759 

Exploitation of radium deposits, 184 

Explosion-proof mining switchgear, 508 

Export credit insurance and unemploy- 
ment, 501 

Export credit scheme, The, 311 

Export Trade Facilities Bill, 569 

Export trade, Japanese, 246 

Exports and imports of electrical goods 
for June, 1921, 78; for july. 263; 
for August, 398; for September, 
564; for October, 692; for Novem- 
ber, 815 

Exports, German, 216 

Exports of electrical goods, U.S.A., 51, 
533. 723, 784 

Exports of energy, Swiss, 246 

Extra-high-pressure lines, The 
national Conference on, 753 

Extra-high-pressure Transmission Lines 
Conference, The, by R. B. Mat- 
thews, 739 


Inter- 


E and workshops, The 
lighting of, 293, 422 
Factories, Celluloid in, 408 


Factories. Electricity in—Report of 
Н.М. Electrical Inspector, 198 

Factories, Russia's electrical, 533 

Factories, The rating of electricity 


undertakinps and, 784 

Factories, Working conditions in, 240, 
290 

Factory lighting, 394 

Factory occupied, Ediswan, 858 

Fair, 1922, British Industries, 150 

Fair, Czecho-Slovak Travelling. 439 

False marking of German goods, 52 

Faraday Society, The, 212, 836, 900 

Farming, The application of electricity 
to, 680 

Farms, Electricity on New Zealand, 
252 

Fatalities, 56. 93. 189, 219, 284, 314, 
349, 382, 476, 611, 682, 825 

Federation of British Industries. 190 

Federation of British Industries and 
taxation, 904 

Federation of British Industries, 
Miners’ conference and, 279 

Federation of British Industries—The 
annual meeting, 761 

Film studio lights, 288 

Financial and business aspects of muni- 
cipal electricity supply, by C. W. 
Charlesworth, 161 

Finland, Insulated conductors in, 246, 
570 

Finland, Water power in, 686 

Finnish amalgamation, А, 4/0 

Finsbury Technical College Old 
dents’ Association, 381, 716 

Fire alarm, The Stephan burglar and, 


Stu- 


Fire extinction, 412 

Fire-fighting apparatus. Electrically- 
driven, by E. Kilburn Scott, 849 

Fires, 13, 51. 122, 220, 288, 376, 440, 
mp. 626, 749, 830 

Fires in the United States, 
of electrical, 686 

Fitters and motor 
R. A. F., 508 

Floating Exhibition. 376, 413 

Fog and its dispersion, 717 

Fog signals, Wireless control of, 599 

Food Exhibition, National, 311. 602 

Ford car, Some electrical stunts on a, 
by ''Voltman," 41 

Foreign firms in China, 51 

Foreign glassware, 777 

Foreign interest in Swedish 
85 * * 

Foreign languages and engineering de- 
velopment, by Alec. B. Eason, 878 

Foreign patents and the Peace Treaty, 
74 

Foreign Stage. Insufficient, 288 

orden Prado. 87, 246, 376, 500, 674, 


Reduction 


drivers for the 


works, 


820 
Foreign. trade, Swedish, 407 
Foreign trade, Swiss, N7 . | 
Formosa, Hydro-electric enterprises эп, 
154 


Foundries in Brazil, Encouraging ekc- 
tric, 311 


t 


Foundry electric furnace, 
James Edgar, 877 
France, An electrical conference in, 216 
Quies in the vacation, Engineering in, 


France, High-pressure transmission in, 
87 


The, Ьу 


France, Hydro-electric power in, 276 

France, Trade with, 501 

French amalgamation, A, 711 

French bauxite, 602 

French companies, New, 88, 150, 184, 
247, 278, 311, 471, 536, 603, 641, 
748, 820 

French company to reconstruct. North- 
ern power stations, 470 

French failure, A, 

French manufacturing 
170 

French patents, 438 

French railway work, 711 

French transport conference, 611 

Frequency problem, Опе solution of 
the, by C. Sutton, 700 

Frequency, The measurement of, 121 

Fuel economy, 2, 574 

Fuel, Industry and cheap, 56 

Fuel. Sawdust as—Messrs. J. Sadd and 
Sons’ timber mills, 236 

Furnace, A high-frequency 
305 

Furnace, A rotary clectric, 544 

Furnace, An Australian electric, 682 


industry, The, 


induction, 


Furnace, An electric vitreous enamel, 
317 
Furnace, The foundry electric, by 


James Edgar, 877 
Furnaces, Electric resistance, by E. P. 
Barfield, 364 
Furnaces in Belfast, Electric, 818 
Furnaces in Belgium, Electric, 247 
Furnaces in the Argentine. Electric, 14 
Furniture, Electrically-equipped, 859 
Fuses, bv “A Central Station Engi- 
neer," 703 
Fuses, Some elements in the design of 
large, by “A Central Station En- 
gineer," 40 


(1 Carbon monoxide in, 316 


Gas on trains, 555 

Gas plant for China. Suction, 12 

Gas, The use of coke-oven, 123 

Gas v. Electricity, 416, 444, 476 

Gases, Electricity in, 652 

Gas-filled lamp patent, The, 842 

Gasification of coal, The electrical, 717 

Gem stones, Colouring, 253 

German activity in Spain, 748 

German ambitions, 805 

German bid for Australian trade, 439 

German cable industry, 400, 536 

German commercial intrigues in Italy, 
Reported, 310 


German commercial penetration іп 
Switzerland, 357 
German commercial propaganda in 


Sweden, 654 
German companies, New, 784 
German competition in Italy, 185 
German competition in South Africa, 
52 
German Customs duties, 533 
German dumping, The stand against, 
374 
German 
247 
German engineering combine, New, 117 
German-Enulish-American patent agree- 
ment, A, BN 
German export permits, 469 
German export. prices, 376 
German exports, 216 
German exports to Spain, 534 
German goods masked ау foreign manu- 
factures, 408, 32 


electrical industry, The, 138, 


German Insulating Tube Syndicate, 
The, 555 
German iron wire, 85 


German-Italian commercial agreement, 


German lamp factory, А new, 675 

German machinery in Japan, 13, 712 

German metal interests, 749 

German Metal. Workers’ Union, 118 

German plant tender, Sheffield rejects 
the, 215 

German porcelain insulators, 821 

German pre-war debts, 280 

German price contest in insulated con- 
ductors, A, 426 

German prices, 469 

German scheme for Ttaly, A, 89 

German steel industry, 453 

German subterfupes, 570 

German syndicates and 
power, 190 

German trade in Argentina, 889 

German tubing manufacturers 
bine, 216 

German wages and competition, 470 

Germans in China, 679 

Germans in Jugo-Slavia, The, 247 

Germany, An American electrical man’s 
impressions in, ato 

Germany and Australia, 247 

Germany, British properties in, 344 

Germany, Capital expansion. in, 363 


the abuse of 


com- 


Germany, Cause of capital increases 
in, 783 | 2 
Germany, Copper replacing aluminium 

in, 171 


Germany, Dutch enterprise in, 748 

Germany, Electric heating apparatus 
in, 854 

Germany, Insulating tubes in, 820 

Germany, Lamp taxation in, un 

Germany, Metal working in, 373 


Germany on nine months’ credit, Pro- 
duce lor, 245 

Germany, Railway interests in, 503 

“Germany ready 10 undersell the 
World,“ 117 

Germany, Replacement of 
machinery in, 664 

Germany, Unemployment in, 407 

Germany's trade, 3/6 

Ghegan simplex main-line relay, The, 
24 

Gift tor scientific research, A, 18 

Glasgow, Electric cooking at, 674 

Glasgow sale, A, 423 

Glasgow hiring-out scheme, 569 

Glaspuw Shipbuilding, Engineering, 
and Electrical Exhibition, 406 

Glasgow, The Ideal Homes Exhibition, 
184, 408 

Glass, Heat-resisting, 314 

Glass, The conducuvity of, 122 

Glass trade, Protection for the, 344 

Glassware, Forcipn, 777 

Glassware, Hluminating, 749 

Glow lamp holding company, A, 503 

Glow lamp interests, Continental, 782 

Gothenburg Exhibition, The, 711 

Government contracts, ‘The 
clause in, 863 

Government of Greater London, The, 
220 

Gravesend tunnel, The, 19% 

Greater London, The government of, 
220 

Greenock Corporation technical stalf's 
wages, 150 

Grey (Earl) on trade as a remedy for 
unemployment, 508 

Grinding of commutators, Notes on the, 
by O. Linley, 302 

Grinding ” of commutators, “ Turn- 
ing," versus, by J. T. Towlson, 461 

Gyroscopic compass, The, 68 


worrn-out 


wages 


| [ SESNEY case, The, 661 


Hadfields’ Australian company, 603 

Haigh's alternating-stress testing ma- 
chinc, 668 

" Hands off " the electrical 
739, 775, ВІЗ 

Нашаре on canals, Electric, 123 

Heating appliances, Indicators lor, 123 

Heating by ** heat accumulation, Elec. 
tric, 243 

Heatresisting glass, 314 

Heat, The human need of, 825 

Heating, Electric, by J. Frith, 831 

Height recorder, A, 593 

Hebhum fittings, 534 

Helsby twin wiring system, The, 776 

Highheld, J. S., President ol the 
I. E. E., 556 

High-frequency induction furnace, А, 

ә 

High-frequency stray sparks on motor- 
cars, by * Voltman,” 878 

Highland Show, The, 184 

High-pressure transmission in France, 
87 


industry, 


submar- 
by J. Rymer-Jones, 


High-resistance break test of 
ine cable, A, 
276 

High-voltage transmission, 507 

Hiring-out domestic electrical appara- 
tus, 470 

Hispano-American Electric Co., 533 

Home, Electrical apparatus in the, 902 

Home, Electricity in the, 477 


Household machinery and the house- 
wife, by M. G. Howell, 270 
Household machinery, Servants and, 


by M. G. Howell, 632 
Поим: wiring, The Dundee system of 
heavy-duty, 05 
Housing Exhibition, Newcastle, 860 
Housing scheme, The Bradford, 336 
Huddersfield, Exhibition at, 502 
lluman electromotive force, 220 
Human need of heat, The, 825 
Hungarian cable factory, А new, 888 
Hungary end Poland, Future prospects 
in, 324 


Hy dro-clectric development in Baden, 
6 
Hydro-clectric developments in Sar- 


dinia, 616 
Hydro-electric 
154 
Hvdro-clectrie plant, 
Hidro-clectric Power 
Ontario, 694 
Hydro-cleetric power in France, 276 
Hydro-electric problems in Scandinavia, 
80 
Idro-electric scheme, The Sear House, 
810 
H ydro-clectric transmission, 
cost of, 263 
Hvdro-electric works in Austria, 413 
Hy dro-electric works, Neckar, 675 


enterprises in Formosa, 
Ice formation at, 
Commission of 


Estimated 


Г" cream electrically, Making, 285 


lce formation at hydro-electric plant, 
3 

Ideal electric kitchen, The, 
G. Howell, 462 

Ideal Homes Exhibition, Glasgow, The, 
184 


I. E. I.., Presidential 
Highfield, 625, 658, 689 

I. E. E.. Liverpool Sub-Centre, Inaugu— 
ral address by Mr. G. II. Nisbett, 
797 

LE.E., North-Eastern Centre, Inaugu- 
Tal address by Prof, W. M. Thorn- 
ton, 653 E 


by Mary 


address by J. S. 


THE ELECTRICAL REVIEW—INDEX. 


I. E. E., Model conditions of contract, 
612 
I. E. E., North-Midland centre: In— 


augural address by W. E. Burnand, 
TUS 

I. E. E., — North-Western centre: In- 
augural address. by Ald. M. Wal- 
ker, 762 

LEE., Royal charter, The, 284 

1. E. E., South Midland Centre, Inau- 
Rural address by Мг. R. А. Chat- 
tock, 671 

LEE., fhe, Mr. Atkinson's letter, 330 

LEE., The new session of the, 291 

LEE, Western centre: Inaugural ad- 
dress by A. C. McWhirter, 797 

lenition, Acro engine, 692, 833 

luuminating engineering, Developments 
ol, 742 

Hlunnnating glassware, 749 

Illumination, international Commission 
on, 165 

Imatra Falls and Russia, The, 806 

Imperial communications, 203 

Import tax, China's, 749 

Import trade ot Brazil, The, 399 

Import trade of China, 463 

прог! trade of India, 694 

Importers? criticisms ot the working 
ol * the Saleguardings ot Industries 
Aet, 0323 

Imports, Dutch electrical, 344 

lnports in Spain, Duties on electrical, 
247 

Imports. of electrical goods 
1921, Exports and, 78; 
203; for August, 398; for Septem- 
ber, 564; dor October, 652; for 
November, 815 

Imports of New Zealand, 549 

Imports, Swiss, 376 

Improving situation, An, 589 

Income дах reliel, Trade depression 
and, 854 

Incorporated Municipal Electrical Asso- 
ciation: Annual meeting, 74, 109, 
161, 195, 225 

Incorporated Municipal Electrical Asso- 
cation, 1922 Convention, 8358 

Increased revenue from simal! 
»umers, by *" Interested," 496 

India: Britain's greatest market, 832 

India, Electrical notes from, 516, 838 

India, Engineering employment in, 280 

India, Import trade of, 0904 

India, New manulacturing plants in, 
ol 

India, The future of, 783 

Indian electrical companies, New, 116, 
281 

Indian Government contracts, 17] 

Indian steel contract, An, 279 

Indian stores and Indian students, 440 

Indian telegraph apparatus, 888 

Indicators lo: heating appliances, 12; 

Incuction motor: diagrams, Armature 
windings and, by C. Sylvester, 366 

Industrial affairs, 874 

Industrial conciliation, 310 

Industrial Council, Withdrawal 
86, 215, 246 

Industrial councils, Charges for supply 
and, 554 

Industrial credit, A case for, 627 

Industrial engineering in Europe and 
America, 169 

Industrial League and Council, 
]22, 475 

Industrial lighting campaign, An, 640 

Industrial property, Russian, 784 

Industrial research, 305, 363, 395 

Industrial“ waste, 117 

Industrial welfare, 770 

Industry and cheap fuel, 56 

Industry, The French manufacturing, 


lor June, 
lor July, 


con- 


Írom, 


The, 


170 
Influence. of transformer connections 
on third harmonic voltages and 


currents, 785 
Ingleby & Co.'s works at Leeds, 533 
Installation costs, апа the development 
of new fields for electric lighting, 
595 х 
Du) 


INsinitCrION. Norges — 

Association of Consulting 
124, 575, 753 

Association of Engineers-in-Charge, 
285. 350. 177. 510 

Association of Mining Electrical En- 
gineers, 477, этэ, 613 

Barrow & District Association of 
Engineers, 541 

Belfast Association of Engineers, 683 

Birkbeck College (University of Lon- 
don), 541, 648 

Birmingham & District Electric Club, 
Jo0, G82, 509. 827 

Bradtord Engineering Society, 780 

Chelmsford Engineering Society, 575, 
647, 718, 780. MOT, NGL. иң 

Cleveland. Institution of Engineers, 
C48 

Edinburgh Electrical Society, 445, 477, 
575. бюз, THU. MOT 

Electrical Power Engineers? Associa- 
tion, The, 124, 154 

Faraday House Old Students" 
ciation, 573, NGI 

Faraday Society, 82 

Finsbury Technical College ON]. Stu- 
dents’ Association, 309 

Glasgow & District Radio Club, 382, 
"00, 8G] 

Glasgow Corporation Electricity De- 
partment Engineering Society, 477 

Greenock Association of Electrical 
Engineers, 683, 755, 827, ROS 

Incorporated Municipal Electrical 
Assoc'alir ^, 93 


Engineers, 


Asso- 


INSTITUTION. Noiks--continued. 
Institute of Cost. & Works Account- 
ants, The, 613 
Institute of. Engineers (India), 894 
Institute of Metals, 220 
Institute of Physics, 341 
Institute of Transport, 413, 861 
Institution of Civil Engineers, 613, 
895 
Institution of Electrical Engineers, 
57, 124, 189, 220, 350, 382. OY, 
SAL, 275, 613, 047, 679, 718, 753. 
7890. ND, МІ, 894 
East Midlands Sub-Centre, 718, 
789, 8904 
Liverpool Sub-Centre, 645, Nil 
North-Eastern Centre, 511. 575, 718 
North-Western Centre, 647, 679, 718 
Scottish. Centre, 613, 679, 789, 801, 
s94 
South Midland Centre, 541, 789, 827 
Western Centre, 124, 220, 575, 647, 
789 
Institution of Mechanical Engineers, 
19 
Institution of Post Office Engineers, 
The, 382 
Institution of Production Engincers, 
382, 647, 861 
Institution of Rubber Industry, 827 
Iron & Steel Institute, 253 
Junior Institution of Engineers, 510, 
613, 427 


Keighley Association of Engineers, 
odl 

King’s College Engineering Society, 
683 

Manchester Association. of Engineers, 
382 


Mining Institute of Scotland, 789 

Municipal Tramways Association 
(Ine.), 20, 413 

National Association. of Supervising 
Electricians, 382 

National Union of Scientific Workers, 
TIK’ 

North-East Coast 
Kincers, 683 

Nottingham Society of Engineers, 718 

Oldham Technical & Old Students’ 
Union, 509 

Optical Society, The, 

Paisley Association of 
gineers, 510 

Physical Society, The, 648, 861. 894 

Post Office Telephone & Telegraph 
Society of London, 541 

Roentgen Society, 20 

Royal Institution, The. 648 

Royal Society of Arts, 20, 575, G48 

Society of Chemical Industry, 648 

Society of Engineers, 895 

Society of Technical Engineers, {44 

South Wales Institute of Engineers, 


Institution of En- 


209, 694 
Electrical En- 


uv 

West of Scotland Mining Electrical 
Engineers, 541 

Wircless Telegraphy, 541 


Institution of Chemical Engineers, Pro- 
posed, 682 

Institution of Rubber 
507 

Insulated. Conductors, A German price 
contest in, 426 


Industry, The, 


Insulated) conductors in Finland, 246, 
370 

Insulating materiale, Breakdown tests 
on. by N. A. Allen, 876 

Insulating ойх, Research on, 687 

Insulating: Tube Syndicate, The Ger- 


man, 555 
Insulating tubes in Germany, 820 
Insulating varnish, Tesis on, by W. 
S. Flight, 771 
Insulators, German porcelain, 821 
Insurance and electrical engineers, Un- 
employment, by J. J. H. Stans- 
field, 528 
Insurance pnd 
credit, 501 
Insurance of Dieser engines, 675 
Insurance, Unemployment, by J. J. 
Н. Stanstichl, 5, 36 
Inter-Ailied Colonial Exhibition, 118 
Inter«onnected-star method of con- 
necting three-phase transforme 
windings, A note on the, by S. 
Austen орал, 268, 321 І 
Inter-linking in California, 220 
Internal-combustion engines, Magnetos 
for, by E. A. Watson, 28 
International «communication on 
mination, 168 
International Conference of 
Engineers, 717 
International Conference on Н.Р. 
Transmission Systems, 646, 753 
International Dental Exhibition, The, 


unemployment, Export 


illu- 


Electrical 


International cipht-hour dav, 184 
International Tramway & Light Rail- 
way Association, The, 326, 412 
Inter-Scanditzavian transmission of 
energy, 367 

Inventions, War, 122 

Inventors’ competition at Lyons, 149 

Investment, A sound, 138 

Investinent companies in Germany, 374 

Invisible rays, Signalling by, 327 

Ireland, Reported find of copper, coal, 
and iron in, 407 

Irish water power, 646, 818 

[гоп and steel furnaces in 
Electric, 86 

Iron in Ireland, Reported find of cop- 
per, coal, and, 407 

Isle of Man, Battery locomotives on 
the, 463 

Isolated buildings, Electricity in, by 
E. H. Freeman, 557 


Brazil, 


»i THE ELEOTMIOAL REVIEW NDE a 
v1 
711 s 


4 
Italian Customs tariff, 344 


Italian electrical industry, The, 116 

Italian industries, Labour control of, 
315 

Italian lamp tax, 853 


Italian railways clectrification : German 
plant to be asked for, 469 

Italian tariff, New, 149 

Italian trode activity at Riga, 712 

Italian wireless concessions, $68 

Italy, А German scheme for, 89 

Haly, American electrical activity in, 14 

Italy, British goods in, 86 

Italy, Commercial monopolies in, 87 

Italy, Electric vehicles in, 826 

Ісу, Electricity in, 681 

Italy, German competition in, 185 

Italy, Tidal power in, 718 

Italy, Trade with, 344 


APAN after the Great War, 778 


Electric locomotives in, 279 
German machinery in, 13, 712 
арап, Good news from, 522 


Japan, 
J 

J 
Japan, Metrie system in, 167 
J 

J 

J 


арап, 


арап, New steel works in, 407 
New, 116 
The, 829 


apancse companies, 

apanese delegation, 

Јарапеѕе export trade, 246 

Japanese methods, Criticism of, 459 

Japanese visitors, 676 

Joint Evectricny AUTHORITIES— 

Finance, 93 

London & Home Counties inquiry, 
5, 67, 100, 110. 140, 172, 826 

Mid-Lancashire scheme postponed, 
350 . 

North-East Midlands electricity dis- 
trict, 143 

The North Lancashire & South 
Cumberland scheme, 230 

The North-West Midlands scheme, 
231 

The Sheffield Corporation's scheme, 
03 

The South-East Lancashire electri- 
city district, 454, 596 

South-West Midlands electricity dis- 
trict, 175, 706 

West Riding (Aire & Calder) clec- 
tricity district, 657 | 


Jugoslav market, How to enter the, 


Jugo-Slavia, The Germans in, 247 


K ARACHI, Salaries ut, 149 


Kiewa hydro+lectric scheme, 310 
Rinemitography, German professor of, 
716 


Kingsway wiring system, The, 399 

Kitchen, A demonstration, 640 

Kitchen, The ideal electric, by Mary 
G. Howell, 462 

Krupp group, New, 375 


Italian indus- 


[;3bDUR control. of 

tries, 315 

Labour Exchanges, Closed, 285 

Labour-saving competition, A domes- 
tic, 894 

Labour, The 
Union, 534 

Lamp factory, A new German, 675 

Lamp patent, The gasfilled, 842 

Lamp tax, Italian, 853 

Lamp taxation in Germany, 311 

Limp trade in South America, 335 

Lamp trade, The Continental, 88 

Lamps, Miners’, 12, 302 

Languages and engineering develop- 
ment, Foreign, by Alec. B. Eason, 
NON 

Latin-America, Belgian commercial mis- 
sion to, 117 

Latin- America, 
706 

Dztin-Vmetica, Electric vehicles in, 144 

Latin-American countries, Trade with, 
735 

Law of Nuisance, Statutory. companies 
and the, Ьу A Legal Contributor, 
277 

I. C. C. 
214 

Lead, 13, 88, 149, 246, 310. 344. 375, 
407, 439, 470, 568, 640, 730, 820 

Lead-eating ants, 189 

Lead processes, Employment in, 749 

* Leader " cable for aireratt, 774 

Leaves from an | Inspector's Note-book, 
bx Anode,” 23%, 289, 785 

Leeds tramways, 280 


Australian. E.T.U. and 


Electrical progress in, 


turbo-generator contract, The, 


Lie м. 
Accumulators, Ltd. v. 
Commonwealth, 8KO 
Action against tbe Bradford Corpora- 
tion, 5855 
Alleged improper use of electricity, 
3 


Australian 


Arc welding electrodes, 803 

Armature repair claim, 669 

Attorney-General, The, v. Liverpool 
Corporation, 528, 638, 705 

Bastian Electric Co., 57, 84 

Birkdale & District Electricity Supply 
Co. v. Southport Corporation, 816. 
869 


JANUARY 6, 1922. 


Lo. AL—continucd. 

British Thomson-Houston Co. v. 
Corona Lamp Works, 637, 609, 
705, 870 

Broken insulators, 147 

Brooks- Vos 15 Purden, 199 

Bullers 1. J. Breeden & Co., 146 

Chamberlain & Hookham v. Solar- 
Zahlerwerke, 816 

Claim by Mr. A. Siemens against 
Siemens & Halske, 744 

Connare т. Thomas, 816 

Connections to mains, Wrongful, 880 

Dore v. Hackney Borough Council, 
670 

E B. C. Ekgetrical 
dismissed, 117 

Lion Swan Electric Co., Ltd. v. 
Lawrence, МА) 

Edse and Others v. South Metropoli- 
lan Electric Tramways Co., 869 

Electrica! Apparatus Co. v. J. Con- 
cord & Co, 231, 254 

Electrical company prosecuted in 
Australia, 109 

Electrical unemployment 
case, An, 49 

Епік ал ment. of “outing ' 
Jus 

Enficld-Ediswan Cable Works v. The 
A. X A. Electrical. Co., 3809 

Excessive tramear speeds, 342 

Fraudulent consumption of electricity, 
590 

Gibbs т. Metropolitan. Electric Tram- 
Ways, 518 

Hail J. P.) & Со. v. The King. 10 

Hamilton v. FIlarconi's Wireless 
Telegraph Co., 670 

Harvey (F. W.) & Co. v. New En- 
terprises, 487 

Hastings Corporation and the Tram— 
ways Co.: The — Arbitrator's 
award, 84 

Hazell v. L.C.C., 199 

. He'brook. (J) & Co. v. Court, 199 

Housing shemes and electric light 
accounts, 49 

Hurst Electric Plant v. Cavan Light 
and Power Co., 10, 49 

Lamps, Charge cf stealing, 869. 880 

Lobito, Bengu tla & Catumbella Elec- 
tric Light & Power Co., 585 

Marconi wireless patents, 231 

Marconi's. Wireless Telegraph Co. v. 
А. W. Gamage, Ltd., 84 

Martin v London & Cologne s.s. 
Co., 744 

Mite d. Morgan, 318 

Mather & Plate v. Low & Co., 704 

ULM & Thomas т. Levinsky, 228 

Obtuining lamps by false pretences, 
109 b р> D) ? 


Peacock (C. & Co. v. J. R. West, 
457 
Person & Cox. Ltd. т. Berry, 49 
Platelaver’s claim, 669 
Posinun of a telegraph pole, The, 385 
Postmaster-General v. The Mayor 
and Corporation of Liverpool, 
144, 80.3. 816 
Rio Tinto Co. v. Brown, Boveri and 
Co., 4 t3 
wmon (€) & Co. v. The Bradford 
| _ Corporation, 296 
Миг Bros. v. Albion Mills Co., 
810 
Smith F.) & Co. Builders, v. Woolf, 
518 
Smoke nuisance 
2 drawn, 670 
Swarren—Winding-up order, 10 
Iphone companies’ articles. 705 
Telephone pole wayleave case, TH 
Tramear driver assaulted, 308 
Tryad Co. v. Franco Electrical Co., 
5803 
Unemployment pay, 585, 637 
Valuation decision for electricity 
, users, Important, 355 
Wener & Co. v. J. B. Berry and 
Sons, 743 
Wiston E'wtric Lamp Co. v. 
SO Pearce, 455 
Wiston Electric Lamp Co. v. Dunn, 
704 
Weston Electric Lamp Co. v. 
S Mret, K3 
Weston Electric Lamp Co. v. 
Stuart. 487 
White T. Chambers & Fleming, 49 
Wivtesate Brick Co. v. O'Brien and 


Co.—Petition 


insurance 


* funds, 


prosecution with- 


Co., 147 
Workmen's compensation, 487, 743, 
мІ; 


Lesson from the Clyde, The, 234 
ипли Magnets lor. salvage. operation, 
Electric, 308 | 


Lienne asp Power Notes— 
Aberayron, 345 
ЛЬ n, 89. 408, 822 
Aberfeldy (Perthshire), 216 
Accrington, 14. 185, 216, 408, 471, 
71. NR i 
Adwick-le-Street (Yorks.), 603 
Mefertey Edge. 750 
Mdershot, 247, 471 
Amesbury, 185 
Argentina, LIR, $4), 471 
Ascot, 471 
ELM (Northumberland). 312, 
DIEI 
Australia, 14, R9, 118, 150, 247, 377, 
408, 471. 502. 642, 713. 750, 784, 
э.) 
Austria, 319, 440 536, 855 
лоте, 713 : D 
Aylesbury, 981, 377. 677. S53 
Ayr, 247, 408, 86 


THE ELECTRICAL REVIEW—INDEX. 


— äẽ— ————— —— — — —— ——— —— — — 


LicittiNG AND Power Norgs—cottinuced. 


ап, 346, N22 

Bangor, 185, 248, 936, 822, 855 

Barmouth, 713 

Barnard Castle, 345 

Barnes, 118 

Barnsley, 408 

Barnstaple, 471 

Barrow, МӘ, 185, 377, 822 

Barry, B22, 855 

Barton-on-Humber, 2536, 642 

Bath, 151, 281, 471 

Beckenham, 713. 785 

Beckington (Somerse dg, 248 

Bedford, 003, 536, 603, 6442 

bedwas, 6/7 

Belfast, 32, 281, 312, 345, 303, 536, 603 

Belgium, 409, 440, 604, 642, 7, 855 

Bermondsey, 119 

Bexhili, 44€ 

Bexley, 52, 504, 855 

Bingley, lo. 799 

Birkenhead, 15, 252, 477 

Birmingham, oZ, 118, 336, 785 

Bishop s Castle, 477 

Bishop's Lydeard (Somerset), 408 

Blackburn, 52, NJ, 210, 408, 440, 570, 

SNY 

Blackpool, 52, 216, 785 

Blackrock. (Dublin), 151, 216, 750 

Bognor, 236 

Bo ness, 471 

Bootle, 822 

Brackley, 785, N22, 889 

Bradtord, 89, H8, 151, 312, 345, 377, 
440, 504. 570, 603, 785 

Brentwood, 89, 642, 855, 889 

Бет, 370 

brighton, 185, 603 

Brisbane, 247 

Bristol, 471, 67 

Brownhills, lol 

Budleigh Salterton, 15 

Burnley, 15 

Burnham (Berks.), 822 

Burton, 204 

Bury, 118 

Canada, 15, 216, 312, 345, 408, 070, 
042, 78 

Cannock, 642, 677, 889 

Carlisle, 101, 248, 405 

Carlisle, 151, 248, 408 

Carmarthen, 785 

Caterham, 2106 

Cavan, 216 

Chatham, 32 

Cheadle and Gatley, 449 

Cheshunt, 785 

Chester, 281, 312. 471, 604, S22, 856 

Chesterfield, 52, 471 

Chester-le-Stroet, 89 

Chichester, 119, 889 

China, 281. 471, 570. 785 

Chipping, Norton, 119, 378 

Christleton, 889 

Clitheroe, lol 

Coleraine (Co. Londonderry), Lol, 378 

Colwyn Bay, 151, 604. 889 

Conway, 119 

Cookham, 52, 89, 216, 536 

Coventry, 15, 32 

Crediton, 785 

Сте, 312, 409 

Croydon, 822, 889 

Czecho-Slev. kia, 604, 713, 855 

Darlington, 119, 713, 750,822 

Dartmoor, ММ 

Darwen, 472 

Deal, 604, 677 

Denmark, 52, 713 

Derry, 570 

Dominican Republic, 15, 118 

Doncaster, A, 504 

Dorchester, 248, 530 

Dover, 378, 409, 822 

Dublin, 24%, 345, 471, 677, 82X 

Dumfries. 822 

Dundalk, 345, 504 

Dundee, 15, 713 

Eastbourne, 119, 409 

East Dean, 889 

East. Grinstead, 677 

East Ham, 677 

Edinburgh, 151. 186, 216, 281. 471, 
030, S22, ММ) 

Electricity Districts, 53, 151, 186, 378, 
537, 570, GOS, 677, 78h, ВАН 

Elin, 5 

Elland, 119 

Mest re Port, 53, 216 

Fansworth, 570 

Enniscorthy, 44) 

Erith, 196 

Esthonia, 2458 

Exeter, 312 

Exmouth, 216 

Faversham, 570 

Federated Makay States, 218. 100 

Feltham, 22 

Fermoy, 604 

File. 856 

Finland, 185, 471, 536 

Klint, 151 

Folkestone, 15, 53 

Framlingham (Suffolk), 131 

Franee, 52. МӨ, 151, 156, 248. 281. 
312. 377, 440, 642, 750. TSO, N22 

Fraserburgh, 822 

Friern Barnet, 713 

Garurave (Yorks.), 9357 

Gelligaer, 713 

Germany, 52. 151, 345, 377 

Giffnock, М9 

Glasgow, КӨ, TER, 244, 378, 441, 204, 
537, 642, Bob 

Gloucester, 53, 216 

Godalming, &9 

Gourock, 472 

Gramptin scheme, 642, 750 

Gravesend, 441 

Greece, 151. 750 

Greenock, 409, 472, 604 


* 


LicuriNG AND. Power Notes—continued. 


Guernsey, 785 
Guildíord, 15, 472, 785 
Halifax, 378, 409, 822 
Hammersmith, 890 
Hampstead, 89 
Harrogate, 409, 889 
Haslingden, 15, 312 
Hastings, 248, 889 


. Hawarden, 409 


Haworth (Yorks.), 312 
lias, 409 

Heckmondwike, 642 

Hemel Hempstead, 537, 677 
Hereford, 340, 856 

Hessle, 472 

Heston and Isleworth, 53 
Hetton (Co. Durham), 677 
Hexham, 344 

High Wycombe, 889 
Hitchin, 28 

Holmtirth, 537 

Holsworthy, 537, 604 
Hornsey, 571 

Horsham, 889 
Houghton-le-Spring, 53 

Hove, 15, 151, 603, 642 
Hoylake, 89, 186 
Huddersfield, 89, 571, 750 
Hull, 889 

Hungary. 345 

Hurst, 604 

Hvthe, 677 

Iceland, 185 

likley, 378, 409 

India, 378, 409, 642, 750, 822, 856 
Inverness, 281 

Ipswich, 186 

Irvinestown (Co. Fermanagh), 537 
Isle of Wight, 346, 856 
Italy. 248. 642, 855 

Japan, 93, 248 

Jersey, 642, 750 

Joint Electricity Authorities, 186 
Jutland, 536 

Keighley, 15, 98], 378, 643, 822, 889 
Keith, 216, 346, 441 

Kells, 643 

Kendal, 119 

Kettering, 889 

Kilmallock, 643 

King’s Lynn, 119 
Kiniston-on-Thimes, 53 
Kingstown (Co. Dublin), 937 
Kinjussie, 15 

Kircudbright, 504 

Kirkcaldy, 89 
Knaresborough, 409, 504 
Lamberthurst (Sussex), 409 
Lanarkshire, 216 

Lancaster, 537, 009, G43, 785, 822 
Langholm, 822 

Latvia, 345, 713 

Law, 643 

Leatherhead, 750 

Leeds, 89, WH, 889 

Leek, 186, 312 ў 
Leicester, 186 

Leigh (Lanes.), 119 
Leominster, 89, 409, 571 


Lincoln, 677, 822 

Litherland, 537 

Littleborough, 604 

Liverpool, 89, 151. 248, 346, 537, 643, 
BN) 

Llandovery, 119, 248 

Llandrindod Wells, 472, 537, 571 

Llandudno, 237 

Llanfairfechan, 537. 613. 713 

London, 15, 89, 119, 151, 248, 346, 
537, 004, 633, 856, 890 

Londonderry, 537 

Long Ashton, 337 

Lossiemouth, 714 

Lower Walton, 713 

Lowestoft, 785 

Luddendenfoot, 604 

Lurgan, 216 

Luton, 151, 472 

Lyme Regis, 15 

Lviham, m. 890 

Maidstone, 346, 472, 609, 714. 822 

Manchester, 53. 90, 378, 609, 677 

Mansfield, 119 

Market Drayton, 378 

Maukinch (Fife), 609 

Motlock, 312, 409 

XI. Hurst and District, 10 

Melbourne (Derbyshire), 378 

Mlbourne (Vic), 8). 150 

Metron Mowbray, Dol, 451 

Middlesbrough, 186, 537, 714 

Мешеу, ore 

Milnrow, 409 

Ilir field (Yorks.), 004 

Monaghan, 249, 378 

Monmouth, 216 

Morecambe, 312 

Mother well, 378 

Mumbles (Glamorgan), 825 

Navan (Meath), 441. 609 ә 

Nelson, 378, 785, 856 

Nenagh, 441 

Newark, 823 

Newcastle (Co. Downs, 151, 643 

Noweastleon- Tyne, 49 

Noweastle-under-Lsme, 90 

Newport (l. of WO. K 

Newport (on.). 282, STR, O00 

Newton Abbot, 730 

Newtown (Mont, 437 

New Zealand, 90, 249, 410, 537, 609, 
644, 714. 856 

Jura. п. 537 

Northallerton, 826 

Northampton, 186, 856 

Northwich, 217. 378 

Northwood, 537 

Norway, 004, 785 

Norwich, 186, 677 

Nottingham, 378, 472 


tt 


LIGHTING AND Power Notss—continued. 


Oldham, 312, 378, 571 

Oswaldtwistle, 151 

Oswestry, 249, 504 

Oulton Broad, 151 

Paisley, 186, 836 

Perth, 378, 441, 504 

Peterborough, 90, 186, 346, 378, 410, 
504. 677 

Philippines, 15 

Poland, 312, 750, 855 

Portishead, 249 

Portrush, 217, 441 

Portslade, 472 

Portsmouth, 249, 538 

Portstewart (Co. Londonderry), 472 

l'ortugal, 440 

Preston, 53, 151 

Radcliffe, 538 

Rathmines and Pembroke (Со. Dub- 
lin), 472, 823, 890 

Redditch, 378, 504 

Reigate, 151, 346 

Rhuddlan, 890 

Rhyl, 15 

Richmond, 90 

Rickmansworth, 119, 538 

Ripon, 609 

Rochdale, 90, 282, 441, 677 

Rugby, 571, 750 

Rugeley, 89% 

Rumania, 185 

Runcorn, 750, 856 

Rushden, 119, 856 

Russia, 185, 536, 677, 713 

St. Annes-on-Sea, 217, 441, 823 

St. Helens, 823 

St. Marylebone, 890 

St. Pancras, 151 

Sale (Cheshire), 249 

Salford, 346, 571, 823 

Scarborough, 786, 823, 856 

Seaham Harbour, 186, 786, 890 

Selby, 282 

Sevenoaks, 119, 217, 643, 856 

Shaldon, 441 

Sheffield, 90, 249, 410 504 

Shipley, 714 

Shoreham (Sussex), 90 

Shrewsbury, 186, 806 

Sicily, 604 

Singapore, 472, 643 

Skegness, 282, 410, 571, 786 

Skipton, 472, 714. 823 

Sleaford, 217, 538 

South Africa, 186, 312, 346, 441, 538, 
609. 643, 750, 786, 890 

South America, 217 

Southampton. 786, 890 

Southend-on-Sea, 15, 217, 982. 890 

Southport, 90, 312, 346, 378, 441, 442, 
571 

South Shields, 186, 312, 379, 571 

Southwick, 504 

Sovland, 90 

Spain, 119, 248, 677, 750 

Spalding, 677, 856 

Spenborough, 609 

Stafford, 186, 379 

Stepney, 248 

Stirling, 982, 442 

Stoke-on-Trent, 186, 571 

Stretford, 249 

Strichen (Aberdeenshire), 249, 410 

Sunderland, 53 

Swansea, 90, 382, 379. 504, 571 

Sweden, 119, 281, Во» 

Swindon, 609 

Swinton, 410 

Sydney (NSW), 151. 503 

Taunton, 33. 249 

Teesdale, 217 

Teignmouth, 119, 312, 504, 571 

‘Tisbury, 119, 442 

'lormorden, 346, 750 

Torquay, 217. 856 

Truro, 538, 701 

Tuam (Co. Galway), 442 

Tullamore, 643 

Tunbridge Wells, 217 

Turkey, 785 

Tynemouth, 442 

United States, 90, 282, 410 

Upper Silesia, 604 

Wakefield, 312, 346 

Wales, 282 

Wallasey, 346 

Walmer, 90, 346 

Walsall, 53, 410, 677 

Walton-on-Naze, 370, 442, 856 

Ware, КЮ 

Warrington, 90, 249, 472 

Waterford, 8956 

Watford, 151, 677 

Wellingborough, 15 

Welshpool, (и) 

West. Bromwich, 90, 786, 823 

West Cornlorth, 410 

West. Нан, 151 

West Riding, 119 

Weybridge, 3. Коб 

Weymouth, 346 

Whitehaven, 249, 856, 800 

Wicklow, 856 

Willesden, 90. 186, 249, 643 

Wimbjedon, 15. 346 К 

Wolverhampton, 54, 186, 217. 24), 
ко 

Winchester. 219. 346. 643 

Worcester, 90, 442, мч, 643, 714 

Worksop, 249, 643 2 

Worthing, 504, 823, 856 iS 

Wrexham, 249, 22. 346, 379, 67; 

Wye (Kent), 472 

Yarmouth, 442, 677 

Yeovil, Tal 

York, 346, 379, 704, 677 

Y tradyvynlais, 571 


786, 823 


Lighting campaign. An industrial, 640 
Lighting, Church, 18, 194 


vꝛꝛꝛ 


THE ELECTRICAL REVIEW—INDEX. 


[JANUARY 6, 1922. 


Lighting installation costs, and the de- 
velopment of new fields for electric, 
52 

Lighting of factories and workshops, 
The, 293, 422 

Lighting plants in Argentina, 528 

Lighting sets, Automatic, by H. R. 
Taunton, 204 

Lighting, Store, 674 

Lighting system, Underground conduit- 
return, 284 

Lighting, Theatre, 783 

Lima, A strike at, 302 

Liren mill electrification, 407 

Linking-up of the small water powers 
in Seotland, The, by Prof. F. G. 
Baily, 450 

Liquid rheostats, The design of, by W. 
Wilson, &Jj 


LIQUIDATIONS— 
Aladdin Renew Electric Lamp Cor- 
poration, 183 
Alies Electric Lamp Repairing Co., 
781 
Amalgamated Electric Works, 532 
Ampere Electrical Engineering and 
Plating Co., 568 
Anglo-Foreign Tramway Syndicate, 11 
Anglo-French Wireless Co., Ltd., 886 
Anglo - Norwegian Electro - Chemical 
and Finance Co., 49 
Aqua Electrice Co., 781 
Arc & General Equipment, 308 
Argentine Electricity Co., 819 
Armorduct British Co., 11, 183 
Associated Trading & Engineering 
Co., 819 
Automobile Electrical Repairers, 886 
Bower & Taylor, 183 
Сиу Electric Welding Co. 
castle), 406 
Dalton, Downes & Co., 11 
Devon Hydro-Electric & Development 
Co., 11 
Dubilier Condenser Co., 710 
E.B.C. Electrical Co., 50 
Egyptian. Power & Nitrogen. Syndi- 
cate, 819 
Electric Fishing Co., 639 


(New- 


Electrical & Engineering Develop- 
ment, 747 
Electrical Maintenance Co. (Liver- 


pool), 115, 183 

Engineering & Arc Lamps, 50, 148 

Engineering Depots, 747 

Florundum Flame Carbons, 406 

Gratze, 183, 213 

Guildford Electricity Supply Co., 600, 
639 

Hall Bros. (Manchester), 568 

Hand (R. B.) & Co., 500 

Hayward (W. G. C) & Co., 115, 781 

Heads (Electrical), 639 

Hudson's Electrical Engineering Co., 
244, 308, 0639 

Husband, F., 278 

Ilford Dry Battery Co., 819, RAG 

Leeds Alliance Electrical Manufac- 
turing Co., 819 

Lithanode, 148 

Little Wonder Battery Co., 115, 406 

Malaga Electricity Co., 308 

Maxim Lamp Works, 406, 532 

Mersey Electrical Engineering Co., 
600 

Mutual Electric Trust, 532 

National Electric Time Co., 747 

New Process Electrical Lamp Co., 600 

Okilham, Ashton & Hyde Electric 
Tramways, 244 

Orizaba Tramways Syndicate, 213 

Oxford Portable Projector, 406 

Peter Harvey, 11 

Phonopore Construction Co., 568, 600, 
819 

Portable Electric Motors (1919), 50, 
214 

Power Gas Economy, 819 

Premier Accumulator Co., The. 781 

Pritchett & Gold and Electrical 
Power Storage Co., 747, 781 

Railless Electric Traction Co., 148 
781 

Renew Lamp Co. (Eastern), 468, 638 

Selson Engineering Co. (France), 568 

Signal Electric Co., 115 

Spensers, 447 

Stols Electrophone Co. (1914), 115, 
183 

Stoneycroft Electrical Works, 710 

Strachan, Oswell & Co., 710 

Surrey Electrical Co.. 115 

Sutton-in-Ashfield. Motor & Electrical 
Engineering Co., 213. 244. 343 

I. B. S. Electrical Construction Co., 
500. 567 

Technical Intelligence Services and 
the Technical Review, 183 

Telephone Manufacturing Co.,. 600 

United. Electric Car Co., 49 

Wellman, Head, Stothert & Pitt, Ltd., 
719, MA 

Wholesale Electrical Co., 145, 213 


, 


Local authorities and the supply of 
fittings, 698 

Locomotives, A new turbo-clectric, 55 

Locomotives, British Thomson-Houston 
electric shuntinu, 27 

Locomotives, Electric, 705 

Locomotives in Japan, Electric, 279 

Locomotives оп the Isle of Man, Bat- 
tery, 462 

Locomotives, Turbine, 314 

London and Home Counties Electricity 
District —Commissioners' decisions, 
866 

London, Ball lighting in, 189 


London Fair and Market, The, 100 

London inquiry, The, 171 

London “ toll " telephone exchange, A, 
371 

London's electricity supply, S41 

Long-distance transmission. of electrical 
energy, with хреста! reference to 
tidal power, by T. F. Wall, 386, 418 


Loss, Profit and, 2402 


Low-tempereture. carbonisation of coal, 


The, 664 

Low-voitage overhead distribution, by 
B. Welbourn, 97 

Lyons Fair, The, 120, 749 

Lyons, Inventors’ competition at, 149 


ACHINERY Чог Diesel 
ships, Auxiliary, 712 

Machinery imports — excmptions in 
Ecuador, 570 

Machinery in Germany, 
of worn-out, 663 

Machinery position in China, The. 439 

Machinery, The rating of, by A Legal 
Contributor, 617 

Magnet House, 145 

Magnetic field, The path of a small per- 
meable body in а, by Prof. W. 
Cramp, 736 

Magnetic properties of monel metal, 
The, 292 

Magnetic storms of the present Solar 
Cycle, by the Rev. A. L. Cortie, 


engine 


Replacement 


451 
Magnetic storms: Their effects upon 
railway signal and telegraph 


apparatus, by W. J. Thorrowgood, 
2) 

Magnetic survey, A, 898 

Magneto-optical effect, 4 novel, 122 

Magnetos ſor internal«ombustion en- 
gines, by E. A. Watson, 28 

Magnets for salvage operation, Electric 
lifting, 508 

Mains photography, by A. F. Beach, 
738 

Mancheste- 
The, 18 

Manchester Motor Parade, 160 

Manchester, Practical education at, 252 

Mann, Egerton & Co.'s showroom, 470 

Manufacturers’ conference, 56% 

Markets of South America, ‘The elec- 
trical, by P. F. Martin, 631 

Measurement of frequency, The, 121 

Measuring emotion, 160 

Measuring instruments, Electrical, 51 

Measiriny instruments, * Super-scale,” 
139 

Mechanical advantages of electric loco- 
motives. compared with steam en- 
gines, by Sir V. L. R. Raven, 194 

Mechanical appliances and labour in 
loading and unloading ships’ car- 
goes, by А, Musker, 259 

Medals for resuscitation, 285 

Medicine, Electricity in, 190 

Melbourne, Electricity Commision at, 
168 

Mercury are rectifiers, Large, 492 

Metal interests, German, 749 

Metal Workers’ Union, German, 118 

Metal-working in Germany, 373 

Metallic-resistanee materials, Specifica- 
tion for, 471 

Meter inspection, The value of, 123 

Meter-testing, Phase-shifting device for, 
XI.,“ 872 

Meter-testing Phase-shifting device for, 
494 

Metric system in America, The, 540 

Metric system in Japan, 167 

Metropolitan-Vickers — Electrical Co., 
Ltd.— Trafford Park Works. 75 

Metropolitan-Vickers ~howrooms, New, 
21 

Mexico after revolution, €95 

Mexico, Trade with, 344 

Microchronograph, The, by R. A. 
Sampson, 452 

Midland Electrie Manufacturing Со.» 
Works, The, 807 

Mill, A new electric rolling, 475 

Mill, Electrified sugar, 63 

Million-volt transmission, 394 

Mills, А.С. periodicity in, 416 

Miners’ Conference and T. B. I., 279 

Miners’ amps, 12, 502 

Miners’ unions, 280 

Mines, Electricity in. 298, 842, 847 

Mines, Flectricity in, by M. I. Wil- 
Патх- ЕН, 395, 428 

Minimum charge, Economy and the, 
267 

Mining and engineering disputes, The. 3 

Mining Dangers Research Board, 122 

Mining plant for Canada, 116 

Minister of Transport, The, 317 

Mission from Cuba, A, 676 

Moxlern high-speed centrifugal pumps, 
by Dr. S. F. Barclay, 452 

Monel metal, The magnetic properties 
of, 997 

Motor-car, Wirelesseontrolled, 253 

Motor-cars, High-frequency stray 
sparks on, by * Voltman,” 878 ` 

Motora ars, The electrical equipment of, 
гох 

Мофог-сус Show, The Cycle and. 788 

Motor drivers. for the R. u. F., Fitters 
and, 2508 

Motor. Exhitition, The Commercial, 471, 
545 

Motor Exhibition, The 
656 

Motor parade, Manchester, 160 

Motor Show, Calcutta, 281 

Motor vans in Sweden, Electric, 758 

Municipal refuse salvage, 734 


Electro-harmonic Society, 


International, 


Municipal Tramways Association (Inc), 
Annual Conference at Salford, 481, 
ius 
513 

Municipal tramways at bay, 457 

Municipal Tramways Conference (1922), 
78 

Municipal vehicle demonstration, A, 57 


ATIONAL, Association. of Super- 
vising Electricians, 894 
National Council, Reconstitution of the, 
170 
National Electrical Convention, A, 106 
National Joint Board, The, 39 
National Physical Laboratory: Annual 
visitation and report, 66, 80 


„Neale Electromagnet, Submarine tests 


with the, 303 
Near Кам, The outlook in the, 64 
Neckar Hydroelectric Works, 675 
Negatron . А new negative resistance 
device. foi use. in wireless tele 
graphy, The, by Scott- agpart, 
449 


Netherlands East Indies, РиЫ con- 
tracts for the, 778 
New-asde Housing Exhibition, 860 


New COMPANIES — 

Advance Lamp Co., 720 

Allen (L. T.) (Ormskirk & Penrith) 
Co., 478 

Allenwest-Brookhirst (1921), 221 

Alliance Wholesale Electrical, 58 

“А. O.“ Reflector Co., 576 

Aqua Electric Co., S28 

Arctic Fuse & Eiectrical Manufactur- 
ing Co.,446 

Arrowsmith (.) & Co., 791 

Asbestos Supply and Covering Co., 
47 8 

Barnett, B. (Electrical Engineers), 414 

Baynes Electrical Co., 478 

Beecroft & Partners, 649 

В.Е. Staff Stores, 222 

Blockley Electrical Engineering Co., 


861 

Bordesey Electrical Accessories Co., 
478 

British and European Trading Co.,, 
ZI 


British Association. for the Advance- 
ment of Radiology and Physio- 
therapy, 351 

British Automatic Telephone Installa- 
tion Co., 382 

British Engineering Units, 896 

British Samples, 286 

British Standard Centrifugal Pump 


Co., 510 
Broadbents Patents Co. (Southport), 
576 


Car Ignition and Lighting Co., 684 

Carlton Lamp Co., 720 

Carndonagh Eine Supply, 896 

Cesco, 9765 

Cinema Engineering Co., 542 

Clear Hooters, 383 

Colley & Co., 20 

Davis Electrical Co., 576 

Davis, Hudson & Co., 649 

Delstar Engineering Co., 720 

Dewhurst. Edward, 542 

Dubilier Condenser Co. (1921), МОМ 

levtric and Railway Finance Cor- 
poration, 828 

Electric Line Fittings, 791 

Electric Locemotion and Foundry Co., 
221 

Electrolux, 350 

Engineers’ Club (London), Ltd., 286 

Gaunt & Wilkinson, 94 

Hampstead Electrical Co., 542 

Hands (G.) Со, (Glawwow), 755 

Най “Pelephone Accessories, 155 

Hay Maryon Works (Stroud), 221 

Hiteheock's Magnetic Engine Co., 791 

Hugh Stanley Co., The, 38 

Industrial League and Council, 511 

International Electrolytic Plant Co., 
478 

Jeary Electrical Co., 155 

Jesmond Electrical and General En- 
Kinecering Co., 446 

Joms & Pordes, 318 

Lawford Ross, 861 

Lloyd & Ramsden, 510 

l.ondon Emery Works (1921), 221 

Lowke & Sons, 125 

Malleable Fittings, 125 

Marshall (A.) & Co., 58 

Meridian Electric Co., 383 

Modern. Electrical Supply Co., 286 

Moore & Barker, 542 

Morgan's (Birmingham) Electric Mo- 
tors, GRA 

Myriad Display Co., 382 

Norwegian Radio Co., 222 

Orrlikon, 649 

Ohms, 2h86 

Olsen Engine Syndicate, 94 

Payne (R. F), Gallwey & Co., 720 

Pneumatie Power Users Co., 20 

Portham Separators, 383 

Power House Components, 720 

Premier Accumulator Co. (642), 791 

Railgrip Syndicate, 755 â 

Rawclite (F.) & Co., 286 

Resisto Electric Wire and Tape Co., 
414 

Rose Bros. Electrical Co., 921 

Ross & Co. (Electric), 125 

Rowland (S.) & Co., 94 

Rubber Club of Great Britain, 155 

Svintillating Sign Co., 649 

Scottish Engineering Corporation, 350 

Select-o-Phone, 478 

Semaphore, 221 


New Comvanies—continued., 

Shoreham and District Electric Lights 
ing and Power Co., 478 

Standard Electric Sign Co., 221 

Stentaphone Motor Accessories (1921), 
684 

Spensers (Scotland), 791 

Strichen Electric Supply Co., 649 

Supra Electrical Co., 896 

Sussex Electricity Supply Co., 125 

Symondsbury Electric Lighting Co., 
720 


fa 
Talbot & Lobley, 614 
Tisbury Electric Supply Co., 350 
Tough (W. J.) & Partners, 221 
Union Electric Welding Co. (Egypt), 
684 
Visco Engineering Co., 414 
Wheeler’s Electric Shade Carrier, 753 
Whiffen, R., 383 
Wimbledon Electrical Co., 446 
Winterspill & Worth, 684 


Wren Three-Link Patent Safety 
Coupler, 286 
New EvectricaL Devices, — FirriNGS, 


AND PLANT— 

“ Adjustalite " Pendant, The, 177 

“ Agraf "" Switch, The, 272 

Air compresser,^ А Reavell, 726 . 

“ Airedale ” Oil Circuit-breaker, The, 
466 

“* Airolite ’’ power set, The, 622 

Alkal-acid indicator, Empson's, 435 

Ainmeter, A simple form of, 519 

" Baby Paragon " switch and fuse, 
The, 177 

“ Baby-spot ™ projector, The, 587 

Belting, А new, 271 

* Brooklite ” 1-kW set, The, 655 

Brush holder, A new, 271 

.S. T.“ hand lamp, 401 

“ Bungalyte ” set, The, 79 

* Carron " grate suite, А, 655 

Circuit-breaker, А new, 455 

Coal and electric range, A combined, 
726 

Conduit and pipe-cleaning device, An 
electric, 271 

Continuity fitting, A new, 147 

Copier, The“ Hall-Mark,” 779 

Coupling, Flexible insulating, 35 

* Coventry " chain coupling, The, 655 

t Creda " bowl fire, The, 586 

Current limiter, А new, 36 

Cut-outs for housing schemes, Service, 
210 

“ Dictograph ” telephone junction box, 
The, 272 

Dock cranes, Mobile electric, 693 

* Duros ' accumulator, The, 147 

Egg tester, An electric, 79 

Féry cell, The, 372 

Fires, Ornamental electric, 519 

Floodlight projectors, B.T.H., 401 

Foot-candle meter, A, 373 

* Garage converter, The, 35 

“ Genii "" electric distillers, 148 

t Gescha "" cable connector, The, 210 

Glossing iron. Ап electric, 838 

Grubb non-lazzle motor-car headlamp, 
The, 467 

Hot-plate, An adaptable, 726 

© [sco "' loop-in cut-outs, 337 

Kettle and teapot, A combined, 401 

Kinema projection lamp, А new, 147 

Kinema projector, A small, 726 

Kohler lighting plant, The, 587, 601 

Lamp guard, A new, 779 

Lamp-locking device, A, 325 

Lantern, An improved electric, 79 

Lightmeter, The Benjamin," 903 

Locking ring. Lamlock '' sealed, 65 

„owa“ dimming switch, The, 466 

“ Lowke " small power sets, 693 

Meter tester, A watt-hour, 401 

Mining apparatus, Flame-proof, 337 

Mosaic fittings, 241 

„Oliver“ mortising machine, The, 871 

Phoenix lighting set, The, 726 

Pipe lighter, An electric, 519 

Porcelain handles with quick- break 
links, 622 

“ Prescot” pillar, The, 693 

ride“ patent bowl, ring, and 
silk-shade fittings, 406 

** Priory "* distribution board, The, 177 

Pulley drawer, A 10-ton, (22 

Pulpit-lizhting fitting, A. 904 

Reflector for show-case lighting, A. 325 

“ Ritter” X-ray dental outfit. 550 

Rotary transformer, A new, 114 

Seam-welding machine, А new elec- 
tric, 114 

Selenium current regulator, A. 178 

Shop-winding lighting, А new method 
of, 622 

Siren, An electric, 904 

Smoke detector, A, 210 

Soldering iron, The Wheateroft, 519 

Speed-reducing gear, А new, 336 

Stove for soldering irons, A heating, 
372 

Switch for overhead cables, Safety, 337 

Switeh-fuses, New, 65 

“ Тегга-игїр " continuity system, The, 

Toaster, The “ Universal” electric, 
8.37 

Trathe regulator, A, 241 

Tramear tire heater, A, 325 

Transformers, Toy, 147 

Triode valve and “ Thermagnion," 
The “ R. M. R.,“ 79 

Trollev wire insulator, А new, 338 

„ Universal "* electric range, 325 

“ Utility " current limiter, 35 

* Vincent "* fuseboard, The, 779 

Wayne self-winding cable reel, The, 
r 


Wear of bearings alarm device, 837 


k= 


. X T „ X 


kea 


„ 
т Ww & e 


мъ 


JaxvARY 6, 1922.] 


THE ELECTRICAL REVIEW—INDEX. 


New ELecreicau Devices, FitTINGs AND 
l'ust—continued. 
„ Win-Sum ° radiator, The, 871 
Witton-Kramer bench drills, 387 
Witen-Kramer electric pulicy block, 
871 


New York City, Electric trucks in, by 
E. К. хой, 667 

New Zealand, british manufacturers 
and, 87 

New Zealand farms, Electricity on, 252 

New Zealand, Imports of, 549 

ww Zealund preference, Change in, 


439 | 
New Zealand, Trade conditions in, 653 
News value or nuisance value? 349 
Nitrogen. products from the air, 400 


Jon-union labour, The E. I. U. and, 
Dus, 215 | | 
North-East Coast. Local Electrical 


Jrading Association, А, 749 
North Wales Counties Asylum, 
bigh, 3547 
Norway, Domestic electricity supply in, 


Den- 


Norway, Electric power in, 459 


Norway, Engineering discharges in, 
6⁰² 

Norwegian buying-in Association, A, 
14 

Norwegian electrochemical industry, 
14, одо, 838 


Norwegian Hydro-electric Co., The, 344 

Norwegian loan, А big, 199 

Nottingham. Electrical. Wholesalers! As- 
scciatiun, GW 


G 


Armstrong, Prof. F. E., 614 
Atherton, Jacob, 895 
Balfour Browne, J. H., 445 
Balour of Burleigh, Lord, 94 
Booth, W. H., 683, 719 
Brain, Sir F., 350 

Coates, E., 614 

Crocker, F. B., 221 
Davidson, Sir Samuel, 286 
Day, A. A., 414 

Donop, Lt.-Col. Р. G. von, 649 
Fallen, A., 124 
Featherstone-Sinith, E., 510 
Fielding, j., 342 

Fox, Sir D., 683 

Gibson, J., 828 

Harness, C. B., 446 

Hart, F. G., 720, 755 
Hewitt, P. Cooper, 318 
Hinenlifle, Ald. J. S., 755 
Jackson, F. II., 790 

Joyce, V. E., 350 

Kennedy, W. R., 720 
Laws, H., 542 

Lelger, G., 614 

Linskv, Ald. H., 286 
McHugh, W., 720 
Mandehek, W. E., 542 
Mulls, E. C., 94 

Milton, John, 895 

Mountain, M. B., 790 
Newgass, B., 382 

Nicholls, Senator F., 576 
Preece, Lt.-Col., P. J., 6l4 
Pyne, Sir 5., 352 

Richards, E. W., 683 
Rehing, K. G., 20 
Rogerson, A. C., 124 
Rowell, Sir H. B., 20 
Schlesinger, L. B., 414 
Selater, A. W., 94 
Simmonds, E. R., 542 
Моор, H., 649 

Suenson, Commodore. E., 445 
Swift, J., 318 

lilbot, G. W., R28 

Taylor, C. E., 94 

Varley, S. A., 22] 
Wilkinson, J., 94 

Wilson Fox, H., 755 
Worrall, F., 8 


Odometer, The, 253 


Orrici u. ReTURNS— 
А. & A. Electrical Co., 720, 755 
Adelaide Electric Supply Co., 755 
Advance Engineering Co., 414 
А. G. E. Elcctric Motors, 791 
Aladdin Lamps (Midlands), 478 
Aladdin Renew Electric Lamp Cor- 


poration, 94 
ni & 1 Equipment, 255 
rmature Repairing & Supply Co., 
654, 791 [4 рр!у 


Árnott & Harrison, 414 
Ashdown, H. E. (Birmingham), 255 
Associated Equipment Co., 511 
Automobile Electric Repairers, 125 
Babcock & Wilcox, А51 ' 

astian Electric Co., 577 

Bath Electric Tramways, 94, 190 
Bedale & District. Electric Supply Co., 

95 ) 


í 
Bets United Asbest 5 
t 8 оз Co., 351 
Birkdale District Supply Co 479 
Biseker (H), 755 : 
Bolton (T.) & Sons, 222 
Bourne End & District Electricity Cor- 
poration, 447, 79] | 
$ wran & Co., Robert, 806 
S Electric Traction Co., 720, 755 
een Electrice Transformer Co., 318 
ist ишанны "ign Co., 286, 318 
ritish Insulated . : э, : 
British Mica ‘Ce. 15 Аса 
sritish Universal Variable Geare, 542 


Brompton & ; 5 M 
S t, кучеп ei 


Оғғістл. RETURNS —contiuued. 
Brookmill Motor & Engineering Co., 
684 
Brush Electrical Engineering Ch., 318 
Butt (F. R.) & Co., 38, 479 
Cambridge Electric Supply Co., 828 
Catchpole & Maurice, 94 
Central Electric Supply Co., 222 
Chamberlain & Hookham, 447 
Chelsea Electricity Supply Co., 222 
Chesham Electric Light & Power Co., 
222, 255 
U 
Chile telephone Co., 447 
Chipperfield, 862 
Chiswick Electricity Supply Corpora- 
tion, 21 
City of Oxford Motor Services, 222, 
862 
Cleveland & Durham Electric Power, 
125 
Comac Manufacturing Co., d 
Conner Magneto & Ignition, (1 
Cowey Engineering Co., 478 
Cox-Cavendish Electrical Co., 828 
Crompton & Co., 478 
Crowther & Osborn, 542 
Cryselco, 155 
Cuba Subinurine Telegraph Co., 222 
Cumberland Coal Power & Chemicals, 
8238 
Dartmoor Electric Suppiy Co., 351 
Delhi clectric Tramway & Lightung 
Co., 377 
Direct West India Cable Co., 720 
Drake X Gorham, 125 
Dudley, Stourbridge & District Elcc- 
tric Traction Co., 222 
Duram, 155 
Durel & Co., 155 
East Anglian Electricity, 791 
Edison Swan Electric Co., 318, 577 
Eietric Motors (South Wales), 478, 
791 
Electric Supply Co. of Victoria, 720 
Electric Supply Corporation, 862 
Electric Welding Co., 862 
Electrical Appliances (Blackpool), 94 
Electrical Distribution of Yorkshire, 
290 
Electrical 
479 
Electrolite, 414 
Elwell, C. F., 222, 720 
Ely Gas & Electereaty Co., 318 
Evans, R. A., 542 
Everett, kdpcu nbe & o., 684 
Fluxo Welding Co., 791 
Fors Accumulator Foreign Patents, 
> 


Finance & Securities Co., 


Frinton-on-Sea & District. Electric 
Light & Power Co., B25 

Fuller's United Electric Works, 614 

General Electric Co., 222, 414, 478. 
577 

Gilkes (G.) & Co., 614 

Gillatt (5.) & Co., 318 

Haden (б. M.) & Sons, 447 

Hall Brothers (Manchester), 155, 222 

Hands (G.) & Co., 614 

Harris Electro Metal Co., 720 

Heads (Electrical), 21 

Healing (L. G.) & Co., 720 

HIR Temperature Generators. (1918), 
4 


Hill Bros. (Magnetos), 21 

Hill, D. & J., 318 

Hirst (A.) & Son, 286 

Hong kong Tramway Co., 720 

Hooper's Telegraph & India-rubber 
Works, 351 

Hulett (D.) & Co., 383 

Hutchinson Bros., 2 

llífracombe Electric Light 
Co., 318 

Isle of Thanct Electric Tramways and 
Lighting Co., 862 

Johnson & Phillips, 125, 318 

Kalgoorlie Electric Power & Lighting 
Corporation, 720 

Kalgoorlie — Electric 
730 

Keith (J.) & Blackman Co., 125, 825 

Laminated Gears, 791 

Lancashire Electric Light & Power 
Co., 720 

Lcadless White Manufacturing Co., 21 

Lee (A.) & Co., 21 

Liverpool Electric Cable Co., 479 

London-Platine- Brazilian Telegraph 
Co., 222 

Lowth & Smith, 828 

McWhittauker, 318 

Magic Appliances, 828 

Malleable Fittings, 318 

Mansfield. & District Tramways, 2] 

Marconi International Marine Com- 
munication Co., 577 

Mersey Power Co., 577, 755 

Metropolitan Electric Supply Co., 125 

Metropolitan- Vickers Electrical Co., 
286 

Milford-on-Sea Electric Supply Co., 155 

Monometer Manufacturing Co. (191%), 

Morrell Export Co., 318 

Moy, E. F., 755 

Muirhead & Co., 542 

New Gutta Percha Co., 222 

Newtons, GNA 

New Welding Co., 155, 577, 755 

Northampton Electric Light & Power 
Co., 125, 255, 479 

North Wales Power & Traction Co., 
791 

Oriental Telephone & Electric Co., 8G2 

Oswestry Electric Lighting & Power 
Co., 684, K8 

Pacific & European Telegraph Co., 
862 

Patrick, F., 21 


& Power 


Tramways, 511, 


OFFICIAL RETURNS—continued. 

Pernambuco Tramways & Lower Co., 
M) 

Peterborough Electric 
vil 

Pireli-General Cable Works, 94 

Radio Communication Cu., 684 

Ramsden Green, 414 

Rangoon klectric bramway & Supply 
Lo., 2% 

Rawlings Bros., 58 

Rhondda Tramway Co., 649 

Robertson (W. II. A.) & Co., 318 

Robinson (A.) & Co., 123 

Rose Bros. Electrical Co., ЗІБ 

Royce, 755 

Rural Electricity Supply Co., 684 

Russels (Manchester), 383, 755 

Saitas Manufacturing Co., 862 

Sevenoaks & District Electricity Co., 
129 

Scholes (б. Н.) & Co., 828 

Sentinel Instrument Co., 828 

Shanghai Electric Construction Co., 
190 

Sheerness & District Electric Power 
and Fraction Co., 377 

Shenton (F. J.) & Co., 21 

Simoon LEnginecring Co., 478 

Sisson (N.) & Co., 684 

Sloan Electrical Co., 318 

South American Light & Power Co., 
318 

South Metropolitan Electric Light and 
Power Co., 684 

Southern Brazil Electric Co., 125 

Southern Electric Free Wiring Co., 
199 

South-Western Engineering Co., 896 

Spanish ‘Telephone Co., 577 

Splitdurt Electrical Co. of London, 720 

Staffordshire Electrical Accessories 
Co., 205 

Stanton & Co., 21 

Stentuphone Motor Accessories (1921), 
d 

Sterling Telephone & Electric Co., 94, 
190 

Sussex Electricity Supply Co., 255 

Switt Electrical, 654 


‘Traction Co., 


Sykes (W. R.) Interlocking Signal 
Co. 684 

Technical & Electrotechnical Wholc- 
sale Trade, Amsterdam (Гера), 
576 

Thermal Electric Works (Hack- 


bridge), 155 

Threadgill Electro Deposits, 577 

Votteld & Robinson, 199 

‘Torquay Tramways Co., 577 

Tramway Supplies, & 

Tudor Accumulator Co., 3&3 

Turner, Atherton & Co., 684 

Twiss Electric Transmission, 542 

United Electric Tramways Co. of 
Caracas, 862 

United Electric Tramways of Monte 
video, 318 

United River Plate Telephone Co., 318 

Urban Electric Supply Co., 125 

Vandervell C. A.) & Co., 447 

Veritys, 478 

Walter’s Electrical 
Co., 577 

Ward, T. W., 862 

Watson (S. J.) Mayneto Co., 755 

Western. Electric Distributing Cor- 
por ation, 896 

Western. Electric Co., 58 

White, Jacoby & Co., 755 

Wilson, Напой & Co., 649, 791 

Wilson-Wolt. Engineering Co., 414 

Wimbledon: Electrical Co., 577 

Winscombe Electric Light & Power 
Co., £N 

Yate Electric Power Co., 577 

Yorkshire Cable Co., 755 


Manufacturing 


Oil engines and electricity. supply, by 
G. Porter, 798 
Oil, The centrifugal 
388 

Oil z. Coal, 245 

Research on insulating, 687 

Oid Brigade, The, М) 

Ontario, Hydroelectric 
mission of, 694 

Operation of tramways and "bus under- 
takings under statutory powers, às 
affected bhy the Roads Act, 120, by 
J. B. Hamilton, $2 

Optical signalling, 476 

Outlook in the Near Fast, The, 64 

Ovens and hot plates, Thermal charac- 
teristics of electric, by Dr. E. 
Griftiths and F. H. Schofield, 39 

Overseas trade, Canada and, 116 


purification of, 


Power Com- 


pne Cable Board- Annual Re- 

port, 731 

Pacific cables, 859 

Parcels by air, 246, 338 

Paris underground railways, The, 18 

Parliament. New electrical proposals 
for the consideration of, 867 

Parliamentary Bills, 149, 867 

"o Passimeter "system on 
ground.“ 69 

Patent agreement, 
American, 88 

Patent restorations, Applications for, 88, 
150, 184, 407, 532. 568, 713. 784 

Patents applied for, 192], New, 36, 72, 
104, 136, 168, 200, 232, 264. 296, 
зок, %, 392, 424, 45, 49м, 320. 
559. BAM, 624. 660, 696, T32, TOS, 
юч, 840. 872, WIN 

Patents, Empire, 235 

Patents, French, 438 


“ Under- 


A German-English- 


Patents law, U.S.A., 189 

Path of a small permeable body in a 
magnetic. held, Lhe, by Prot. W. 
Cramp, 735 

eee drealy, Foreign patents and the, 
7 

Pekin, Tramways for, 31 

Percentage, Ihe curse of, 73 

Permanent way (publie road) mainten- 
ance, by W. Chamberlain, ola 

Perth salaries disputes, 184 

Petrol-clectric ‘buses fur London, 285 

Petrol-clectric system, The, 574 

Petrol-electric transmission, 695 

Phase stquenice, testing for, 252 

Phase-shitting device for meter testing, 
434 

Phenumenon, А new, 3 

Photography, Mains, by A. F. Beach, 
738 


Photo prints, Shop, 317 

Plants in Irdia, New manufacturing, 
ol 

Ploughs in Russia, Electric, 315, 581 

Poland, Future grospects in Hungary 
and, 324 

Poland, Ло finance electrical undertak- 
ings in, 116 

Polish commercial 
поп of, 517 

Polish clectrical congress, 612 

Porcelain in Australia, 253 

Post Otice and trade, The, 3 

Post Othce Engineering Department, 
The, 735 

Postage, Insufficient foreign, 288 

Postal Congress at Stockhulm, 1924, 118 

Postal rates reform, Ihe urgent need 


restrictions, Aboli- 


fur, G26 

Postponemen. of sinking-fund payments, 
681 

Power factor, by E. W. Dorey, 275, 


493, 729 

Power factor and charges for electri- 
city in Canada, 826 

Power factor, Low, by R. O. Kapp, 
43 

Power from а water main, 18 

l'ower from Boston water supply, 540 

Power house equipment required for 
Canada, 310 


Power in Norway, Electric, 459 
Power, Indirect storage of, 252 


Power station employes’ £9,000 claim, 
285 

Power station's future, A, 894 

Power stations, Waterways and, 87 

Power transmission at 220,000 volts, 31 

Power transmission, Scandinavian, 190 

Premjer on signs of trade revival, The, 
670 

Premner's advisers, The, 471 

Presidential address at the I. M. E. A. 
annual mecting, Ьу H. Richardson, 
109 

Press and accuracy, The, 591 

Pressure-rise in transformers, 
mal, God 

Price. tluctuations during 1921, 853 

Principies by which wages are deter- 
minced, Ihe, by W. L. Hichens, 401 

Principles of wages determination, The, 
221 

Printing and publishing, The cost of, 56 

Private incetings, 12, 51, 86, 500, 781, 
557 

Problem of getting a job, The, 74 

Problems of physics, by Prof. О. W. 
Richardson, 354 

Produce for Germany on nine months? 
credit, 245 

Producer and 
Africa, 534 

Profit and loss, 202 

Proltt-sharing in coal mining, 52 

Мо Sharing scheme at Mork, A, ВВ 

Promoting electricity supply, 662 

Propaganda wanted, More, by 
Hodgson, 737 

Protection cgainst X-rays and radium, 
121 

Protection in Spain, 138 

Provincial Electric Supply Committee 
of the United Kingdom, ‘The, 464 

Public Works, &c., Exhibition and 
Congress, 641, 708, 764 

Publishing, The cost of printing and, 
7 

Pyrometer for cold- junction tempera- 
ture, Setting a recording, 122 

Pyrometers Notes concerning contact, 
by “ Electrode,” 520 

„ Pytram " lighting fittings, G02 


Abnor- 


consumer in South 


E. . 


О electrometer, The, 114 


К" RAPHY, 07 


Radiography and adiology, 682 

Radium in Belgian Congo, 254 

Radium in Czecho-Slovakia, 317 

Radium, Protection against X-rays and, 
121 

Radium, The curative powers of, 581 

Rail contract, Belgian, 51 

Rail shopmen's wages, 344 . 

Railway contracts, Chilean electric, 502, 
534 

Railway decontrol, 203 

Railway electrification, 
591, 875 

Railway electrification, by Sir Vincent 
L. Raven, 906 

Railway electrification standards, 362 

Railway fusion scheme, 698 

Railway interests in Germany, 503 


57, 508, 569, 


* 


THE ELECTRICAL REVIEW—INDEX. 


[JaNUARY 6, 1922. 


Ratway Notes— 

Australia, 187, 410, 472, 643, 856 
Austria, 54 

Brazil, 120, 857 

Canada, 714 

Central London Railway, 823 
Chile, 313, 751 

Cuba, 259 

Finland, 410 

French Southern Railway, 472 
Germany, 410 

Holland, 410 

Italy, 91, 442, 786, 823 

Japan, 16, 54, 187, 472 

Java, 380 

Lancashire railway electrification, 609 
L.B. & S.C. Railway, 91, 714, NI 
London, 54, 91, IN7, 217, 250, 380, 

410, 473, 505, 571, QUU, GTS, КЗ, 
857 

Madagascar, 473 

Manchester, 751 

Norway, 379. 609, 678, 751 
Railways Bill, The, 250 
Rochdale, 751 

S.E, & C. Railway, 610 

South Africa, 282, 800 

Spain, 204, 643 

Sweden, 379, 410 

Switzerland, 250, 442, 472, 823 
United States, 505, 071, 751 


Railway work, French, 711 

Railways, Lhe electrification of, 371 

Railways Joint Committee, Under- 
ground, 745 

Railways, The Paris underground, 18 

Ramsay Memorial, The, 153, 219 

Rating of electricity undertakings and 
factories, The, 784 

Rating of machiners, The, by а Legal 
Contributor, 617 

Rebate in Spanish Customs duties on 
machinery, 601]. 

Receiver appointed, 278, 407, 673 

Reception of wireless waves on a 
shielded frame aerial, by A. A. 
Campbell Swinton, 356 

Reconstitution of the National Coun- 
cil, 170 

Rectifiers for 
Midi, 281 

Rectifiers, Large mercury arc, 492 

Refrigerating plant, 760 

Registration of contractors 
Africa, 184 

Registration of electrical contractors іп 
Australia, 711 

Regular inspection. saves time, 507 

Relation of run-off to rainfall, The, by 
H. Lapworth, 259 

Relativity, The theory of, 349 

Research Fellowships, Commercial, 676 

Research on insulating oils, 687 

Resignation of Sic Eric Geddes, 541 

Restaurant, A modern electric, 574 

Restrictive covenants, by А Legal Con- 
tributor, 179 

Reval Porc improvements, 280 


the Chemins. de fer du 


in South 


REVIEWS 
Advertising the technical product, by 
C. A. Sloan and J. D. Mooney, 
323 
Arithmetie of telegraphy and tele- 
phony, The, by 1. E. Herbert and 
R. G. de Wardt, 405 
Armature winding and motor repair, 
by D. H. Braymer, 202 
Armature Winding : A practical hand- 
book for students, armature 
winders, and engineors-in-charge, 
by C. Sylvester, 48 
Blue printing and modern plan-copy- 
ing, by B. J. Hall, 748 
Book of the Ford, The, by R. T. 
Nicholson, 711 
Book of the Ford Van, The, by К. 
T. Nicholson, 829 
Catalogue of British 
technical books, 855 
Coil ignition for motor-cars, by C. 
Sylvester, 262 
Domestic fuel consumption, by Prof. 
A. H. Barker, 181 
Dynamo and motor erection and 
management, by A. H. Avery, 295 
Electric bells, alarms, and signalling 
systems, by H. G. White, 767 
Electric furnaces in the iron and steel 
industry, by W. Rodenhauser, J. 
Schoenawa, and С. II. Vom Baur, 
359 
Electric motor installations: Their up- 
keep and lay-out, 623 
Electric power transmission, by A. 
Still, 263 
Electric welding, by E. Мап, 839 
Electrical Contractors’ Year Book, 
192122. 438 
Electrical engineering, by T. F. Wall, 
373 
Electrical Engineers! Diary, The, МАМ 
Electrical handling of materials, Vol. 
II., Structural Work, by H. Н. 
Broughton, 623 
Electrical transmission of photographs, 
by M. J. Martin, 359 
Electrician Annual, Tables. of elec- 
tricity undertakings, 279 
Electricity in steel works, 
Melarlane, 839 
Electrification of railways, by II. PF. 
Trewman, 12 
Elementary principles of continuous 
current arinature windings, by 1. 
M. Denton, 48 
Elements ol direct-current electrical 
engineering, by H. К. Ттемттап 
and G. E. Condlitfe, 404 


scientific and 


by W. 


Revitws—continued. 
Elements of illuminating engineering, 
by A. P^ Trotter, 706 
Klements of. radiotelegraphy, by E. 
X. Stone, 323 

Engineering Index, 1920, 88 

Engineering steels, by L. Aitchison, 
359 

Enpincers' 
Compiled and 
Keimpe, 181 

Factory administration and cost ac- 
counts, by E. T. Ellbourne, 322 

Foreign bexchanges and How to 
biotit by Them, by V. L. Gerard, 
639 

Foreign trade tables, by A. J. Law- 
son, 62:3 

French P'olishers! Handbook, The, 
639 

Hardening: and tempering engineers’ 
Oles, by G. Gentry, 639 

Heating systents :: Design of hot-water 
and steucan-heating apparatus, by 
F. M. Raynes, 374 

High-tension switehboards, by H. Е. 
Poole, 839 

High-tension switchgear, by H. E. 
Poole, 48 


Year-book, 1921. The, 
edited by II. R. 


Industrial control, by F. M. Lawson, 
236 

Induction coil design, by M. A. Codd, 
125 


Induction coils, by G. E. Bonney, 125 

Instruction lor. working Edison ac- 
cuimnulators, 149 

Kelly’s Directory of — Merchants, 
Manufacturers, and Shippers of 
the World, & 

Lubricating and allied oils, by E. A. 

Evans, 206 

Manual of Electrical Undertakings 
and Directory of Officials, by E. 
Garcke, 13 

Mex fuel oil, 185 

Modern central stations, 
Marshall, 767 

Modern bigh-speed influence machines, 
by V. E. Johnson, 767 

Power factor correction, by A. Е. 
Clayton, 358 

Power house design, by Sir Jobn F. 
C. Snell, 880 

Practical Electricians’ 

and Diary, 888 

Practical testing of electrical ma- 
chines, by L. Oulton and N. J. 
Wilson, 359 

Relativity and the electron 
by E. Cunningham, 851 

Sm ill single-phase transíormers, by E. 
T. Paintun, 48 

South African Engineers’, Electrical, 
and Allied Frades Directory, 
1921-22 edition, 214 

Steam turbo-alternator, The, by L. 
C. Grant, 881 

Telegraphs, telephony, 
by J. Poole, 358 

Testing of continubus current. ma- 
chines, The, Ьу €. FP. Smith, NNI 

Theory of wave transmission, һу Ө, 
Constantinesco, 50 

Thermionic tubes in radio telepraphy 
and telephony, by J., Scott-Lap- 
gart, 851 

Tidal power, by A. M. 
49 

Trade unionism sound? Is, by J. H. 
Bunting, 405 

Universal exchange and 
tables, 888 

Winning the public, by S. M. Ken- 
nedy, 295 


by C. W. 


Pocket-book 


theory, 


and wireless, 


A. Struben, 


interest 


Rheostats with the minimum of ma- 
material, 681 

Richardsons, Westgarth & Co., 12 

Riga Exhibition concession, 150 

Riga, Italian trade activity at, 712 

Right to live, The, 361 

Rivets with electricity, Heating, 219 

Rolling mill, A new electric, 475 

Rotary electric furnace, A, 544 

Royal Albert: Docks, Electric wiring at 
the, 315 

Rubber, British Empire, 569 

Rubber crisis in Brazil, The, 13 

Rubber industry, Settlement of а strike 
in the, 76 

Rubber industry, The, 105 

Rubber, New uses of, 003 

Rumania, Phe hopeful outlook. in, 389 

Rumania. Frade with, МАМ 

Rumanian market, The, 3H 

Rumanian Samples Fair, 377 

Russia, AEG. activities in, 893 

Russia, Belgian interests. in, 503 . 

Russia, Belgian tramway concessjons 
in, N20 

Russia, Electric ploughs in, 315, 58l 

Russia, Foreign electrical engineers in- 
vited to, 675 

Russia, Four years’ electrical progress 
in, 215 

Rossa, Imatra Falls and, 806 

Russia, Swedish transformers. for, 241 

Russia, Pelegraph material in, 712 

Russian electrical congress, А, 50 

Russian electrical notes, ^2, 5N3 

Russian electrical undertakings, . 
м7 

Russian industries, Denationalised, 749 

Russian industrial property, 784 

Russian sitions, New, 870 

Russia's electrical factories, 333 

Russia's clectrification, 239 

Russo-German reconstruction 
821 


scheme, 


AFEGUARDING of 
Act, 400 
Saleguarding of Industries. Act. [me 
porters’ criticisms of the working 
of the, 539 
Salaries at Karachi, 149 
Salesmanship  conterences, 
641. онг, KSS, 2 
Salesininship, Electrical, 627 
Salesmanstip, Phe art of, 730, 875 
Satesmanship, The test of, by Н. R. 
Paaunton, 397 
Salvage, Municipal refuse, 734 
Sanding rails, New кумеп ot, 352 
магла, Plydro-leetric developments 
in, 616 
Sawdust as fuel— Messrs. J. 
Sons’ timber mills, 236 
Saxony, Consolidation of interests in, 
601 : 
Saxony, The electrical industry in, 853 
Scandinavia,  Tvdrowlectric problems 
in, 50 
Scandinavian power transmission, 190 
Scar House hydro-electric scheine, The, 


Industries 


Electricity, 


Sadd and 


810 

Scholarships, “ Beama,“ 859 

School ol. instruction in radiography, 
332 


Scientific and industrial research, 595 
Scientific research, A gift for, 18 
Scotland, Water power in, 758 

Scott connected transformer banks 
under various. conditions of. two 
phase loading, Three-phase supply 
to, by G. M. Stubbings, 76 

Scottish coking seams, Use of electri- 
city in, 123, 314 

Scottish electricians’ wages, 215, 502 

Seismological investigations, 352 

Selenium substitute, 717 

Selfridge Гох itphting, 859 

Self-starting synchronous motor, А, 
123 

Sclf-supporting industries: An inquiry 
into the principle of regulating 
Wages and provision against. unem- 
ployment in accordance with in- 
dustrial capacity, by Mrs. B. 
Wootton, sol 

Servants and household machinery, by 
М. G. Howell, 632 

Service department, ELTYCTNIC AL REVIEW, 
fll 

Service petes, 18, 93, 122, 153, 317, 
349, 413, 540, 753, b60, 892 

Service v. Trouble, 316 

Severn barrage scheme, The, 324 

Shackleton-Rowett Antartic expedition, 
438, 487 

Shadowless light, 349 

Shetheld, Electricity 
028 

Shetheld rejects the German plant ten- 
ег, JL» 

Ship and harbour design and equip- 
meni as atlecting the rapid loading 
and discharging of cargo Vessels, 
by AL R. T. Woods, 44 

Shipbuikbng Engineering, and Elec- 
trical EShibiton, Glasgow, 406 

Ship uphürg by W. J. Jones, мол 

Shipping, Enginering, and Machinery 
Exhibition, Phe, 368. 420. 452, 444 

Ship-propc' ling machinery, 284 

Ships’ electrical auxiliaries, 716 

Ships en 


supply at, 605, 


LEtectrically-propelled, 22, 188, 
281. 717. Хог, NOD 

Shock, . 33,000-v olt, 243 

Short time in Switzerland, 88 

Siberia, The resources of, 887 

Siemens’ German shares, A claim for, 
647 ry 

Signalling by invisible rays, 327 

Signalling device, New electric, 284 

Signalling, Optical, 476 

Sinking fund payments, 
of, GNI 

Stnoke abetent at, NON 

Smoke from steam trains, 612 

Society of Technical Engineers, The, 
350 

Sofia, Machinery required in. 350 

Solder, A new aluminium, 3575 

Solution of the frequency problem, One, 
bv €. Sutton, 700 

* Sophocles, The s.s., 476 

South Africa as a market, 427 


Postponement 


tote 


South Айса, Electrical poods in, 42, 
149, 214. 279, %, 470, 500, 708, 
ко 

South Africa, German competition in, 
og 


South Africa, Official provincial tour of 


HUM. Senior Frade Commissioner 
in, 377 

South Africa. Producer and consumer 
in, 531 


оиа Africa, Registration of cor trac- 
tors in, 184 

South Africa, Frade conditions in, S70 

South Africa, Frade statistics of, 294 

South African Board of Trade and ln- 
dustries, 118 

South Асап trade and industrial po- 
tentialities, 452 

South America, Lamp trade in, 5. 

South Atmeriea, The: electrical markets 
of, by P F. Martin, 631 

South American market, Competition 
in the, 38 

рип, Conditions in, 209 

Spain, Developine nt. in, 78 

Spain, Duties on electrica 
in, 247 

Spain, Electric steel furnace for, RB 

Spain, Electrical enterprise in, by P. 
F. Martin, 379 

Spain. Киса] units in, 476 

Spain, German activity in, TIN 

Spain, German exports to, oto 


- 
) 


in. ports 


Spain, Protection in, 138 

Spain, ‘Laritt uncertainty in, 502 

Spanish «cmpanies, New, 311 

Spanish Customs duties on machinery, 
Rebite in, 601 

Spaaish Customs tariff, 118, 149, 309 

Sparks on motor-cars, High-frequency 
stray, by tC Voltman, 575 

Special orders, The cost of, 499 

5pecificition tor metallic resistance 
materials, 471, 660 

Specilications, Published Patent, 36, 72, 
104, 1360, l65, 200, 2.2, 204, 2. 
UM, %. SUD, 424, 4o6, 48, 320. 
552, SSN, G24, 696, 72, TGS, MU, 
N40 

Speculative construction of electricity 
Works, 575 

Speech projection, 285 

Spontaneous combustion of coal, 252 

Stability of atoms, The, 19 

* Stall-poaching,’? 440 

Stage lighting, 252, 381 

палах steel, 500 

Standardisation of contract forms, 117 


Statutory companies and the law of 
nuisance, by A Legal Contributor, 
== 


Steam accumulator patents, 602 

Steam-enpine plants, The allocation of 
builer-Fouse working costs in re- 
ducing, by T. E. Houghton, 304 

Steam raising, by D. Wilson, 195 

Steamship service to Australia, 
603 

Steam versus electric. winding, by W. 
C. Mcuntain, 228 | 

Steel furnace. for Spain, Electric, 88 

Steel furnues in Brazil, Electric iron 
and, М; 

Steel industry, German, 453 

Steel plates, Price of, 534 

Steel production, American, 280 

Steel, Stainless, 560 

Stel workers’ wages, American, 280 

Steel workers’ wages, Big reduction 
in, 215 

Stecl works at Dowlais, New, 8N7 

Steel works in Japan, New, 407 

Stephan burglar and fire alarm, The, 
800 ` 


New, 


Sterling dispute settled, 216 

Stockholm, 1924, Postal congress at, 
118 

Stoker contracts, 310, 676 

Storage of power, Indirect, 252 

Store lighting, 674, 89 

Straphahping, Defence of, 317, 349 

Strike at Dusseldorf, 711 

Strike at Lima, A, 302 

Strike ir the rubber industry, Settle- 
ment ot a, 676 

Structure of the atom, The, 393 

Submarine cable. & high-resistance 


break test of, by J. Rymer-Jones, 
276 
Submarine cable tests, by J. Rymer- 


Jones, 172 
Sulinarine tests with the Neale electro- 
magnet, 303 
Sub-stution, Automatic 
123 
Sugar mih, Electrified, 63 
Summer-time, RIN 
Sunmmer-time, End of, 444 
Super-pawer survey in the U.S.A., 316 
"o Super-cale " measuring instruments, 
139 
Supply of fittings, Local authorities and 
the, 698 
Supply o! electric energy in Birming- 
ham and District, Lhe, by F. For- 
Test, 291 
Supply without statutory powers, 329 
Surtaxes, Australian system of, 311 
Sweden, Есил motor vans in, 758 
Sweden, En ployment in, 782 
Sweden, German 
Handa in, 604 
Sweden, Wages reductions in, 675 
Swedish companies, 150 
Swedish electrical companics, 
of, 40/ 
Swedish electrical invention, 
Swedish exports, 184 
Swedish foreign trade, 407 
Swedish Но sewives’ Union, 574 
Swedish telephone business abroad, 376 
Swedish telephone industry, 440, 469 
Swedish telephone manufacturing cons 
cerns, Fusion of, 278, 344, S87 
Swedish transformers dor Russia, 241 


operation of, 


commercial propa- 


Fusion 


A, 3 


Swedish tcrbo-locoinotive, A, 695 

Swedish wages reduced. to meet Ger- 
man competition, 215 

Swedish works, Foreign interest in, 85 

Swiss electrochemical production, 246 

Swiss ports of. energy, 246 

Swiss foreign trade, 87 

Swiss 111 te, A0 

Swiss Oerlikon Engineering Works, 
The, Gol 

Swiss production, 310 

Switchgear, — Esplosion-proof 
гок 

Switchgear prices, 

Switehpear works, Mr. 
son's, JOO 

Switch's action * filmed’? 310 

Switzerland, German commercial penc- 
tration in, 357 

Switzerland, Short time in, 88 

Switzerland) Ihe electrical engineering 
trade in, 193 

Switerkaod, Unemployed 
workers in, 601 

Sydney Ciy Council, The £00,000 

Aim ag, inst the, , 602, 675 


mining, 


R. duction in, 344 
George Ethie 


engineering 


= 


* 


ud» ow 


—— — 


———— 
Le e 


JanuaBy 6, 1922.] 


Sidney, Eicctrical installations in, 712 
Synchronous motor, A seli-starüng, 123 
syria, Trade ol, 280 


ARIFF Board, Australian, 116 


Tarif, New Italian, 149 

Tarif uncertainty. in Spain, 502 

Taxation : Н» crushing effect. on in- 
dustry, High, 904 

Taxation, The burden of, 407, Boo 

Teaching the truth, 553 

Telegraph apparatus, Indian, N88 

Telegraph material in Russia 712 


ТыкерРагн МОТА 
Aighanistan,. (50 
Argentina, 678 
Australia, 91, 152, 473, 571. 678, 786, 
N24 
Austria, 678 
Austrian Succession. States, 714 
Belgium, 372 
Brazil, 187 
Cable delays, 24 
Cables in the Dutch East Indies, 473 
Canada, 313, 442 
Crile, 24 
China, 91, 443, 473, 751, 786, 857 
Christmas telegrams, 624 
Costa Rica, 714 
Cyprus 347 
Czecho-Slovakia, 857 
Danzig, 1/ 
Denmark, 938 
Empire wireless chain, 443 
Finland, 610, 786 
France, 16, 91, 152, 250, 383, 380, 786 
French Cable Со. and wireless inter- 
ests, The, 538 
French Soudan, 152 
Ger nan- Am rican communications, 152 
Germany, 129, 714 
G. P. O. rescarch, 473 
Grece, ЗМ) 
Imperial wireless chain, The, 473, 678, 
711. NH 
India, 16, 610, 751 
Indo-China, 16 
Ireland, ? 
Italian Marconi Co., An, 473 
Hals, 16, 152, 187, 380, 410, 443. 644. 
714, N24, БО1 
Jan Maven Island, 411 
Japan, ao, 679 " 
Japaa-America cable, New, 473 
Latvia, Wo 
Malay Archipelago, 347 
Mauritius, 347 
Naval wireless stations closed, lo 
Netherlands, 780 
New cables, 230 
Night telegraph service, 572 
North. Alrica, 443 
Norway, 250, 891 
Pacifie cable, The, 857 
Philippines, 16 
Poland, 28J, 443 
Post Office Advisory Council, 54 
Post Othce Board, o4 
Restrictions on wireless apparatus re- 
moved, 347 
Riga. 250 
Russia, 152 187, 283, 313, 380, 372. 
078, 752, N24 


2 


Russiun-Swedish telegraph service, 
ME 

Sino- American wireless agreement, 
905 


South Africa, 250, 300 

Spain, 538 

Iba ush cables, New, 474 

Storm damage, 644 

Sweden, 187, 313, 411, 474. 824 

Switzerland, 313 

Telegraph service, The, 92, 120, 187, 
218, 313, 715 

Turkestan, 610 

Uruguay, 610 

U.S. A., 251, 313, 348, 505. 539, 644 

Venezuela, 251 

Wir-l*ss telegraphy, 54. 99, 120. 1235 
218. 251, 283, 348, 339, 572. 715. 
S, 891 

Wireless telegraphy on ships, 92 


Telegriphy and telephony in the 
United States, 261 

Telephone cables, Trunk, 702 

Felephune cables, Underground, 407 

Telephone exchange, A London “ toll," 
571 

Telephone line work, GM) - 

Telephone line work in the U.S., by 
E. I. Byng, 727, 799, 900 


TrurrHosE. Norks— 
Australia, 388 
Austrian Succession. States, 714 
Automatic telephone receiver, n, 16 
Baltic, The, 443 
Belyium, 283, 644 
Bradford, 05 
Canada, 473 
China, 91, 380, 644 
Coche-Sslovakia, 91, 380, 505, 837 
Denmark, 338 
Electrical storm, 313 
France, 152, 218, N01 
Gerinans, 16, , 411, 857 
India, 283, 473 
Italy, 16, 473, 714, 786 
Jersey, 2.3 
London, 411. 644 
Mauritius, 538 
New Zealand, 91, 505 
Norway, 751, М9] 
Post Office: Advisory Council, 54 
Post: Office Board, 54 


THE ELECTRICAL REVIEW—INDEX. 
I 


TELErNONE Norss—continued. 
Rhodesia, 4 
Ripa, 250 
Russia, 313, 678 
South Africa, 92, 250 
Spain, 411 
Storm damage, 644 
Sweden, 348, 474 
‘Telephone service, The, 16, 54, 120, 
192, 187, 218, 230, 313, 348, 380, 
443, 505, 644, 679, 715, 702, 787, 
m 
“Toll? telephone exchange, The, 572 
Uruguay, 443 
U.S.A., 120 
Wireless telephony, 92, 250, 679, 715, 
891 
Wireless telephony in the air, 443 
Telephone orders in arrears, Austria- 
lian, 194 
Telephones, Church, 315 
Telephony in the United. States, Tele- 
graphy and, 261 
Ten-pennz shilling, The, 491 
Tenders lor Belgian Government con- 
tracis, Irregularities in, 344 
Testing electrical apphances, 30 
Testing for phase sequence, 232 
Test house. Ап Australian, 412 
Testing machine, Haigh's alternating- 
stress, 668 
Testing of electricity meters, The. by 
R. M. Moberly, 331 
Tests on insulating varnish, Ьу W. 5. 
Flight, 771 
Texzile industry, Electricity in the, 240 
Theatre lighting, 783 
Theatrical employés, The E.F.U. and, 
344 
Therma, characteristics of electric ovens 
and hot plates, by Dr. E. 
Griffiths and F. H. Schofield, 30 


Thermal efficiency of heat power 
plant, The, 44, 99, 130 
Thermionic discharges in tungsten 


kunps, 121 

Third factor in production, The, by F. 
L. hnpey, 243 

Third Party, The, 425 

Three phase motors, Simplified connec- 
tions and dingrams of, Jot 

Three-phase supply to Scott«onnected 
transformer banks under various 
conditions of two-phuse loading, by 
G. W. Stubbings, 76 

Fhree-phise transformer windings, A 
note on the interconnected-star. me- 
thod of connecting, by 5. Austen 
Stipant, 268. 321 

Tidal power in Italy, 718 

Tokic Peace Exhibition, The, 783. 88 

Trade and industrial potentialities, 
South African, 452 

Trade as a remedy for unemployment, 
Earl Grey on, 308 

Trade boards, Inquiry into, 439 

Trade Commissioner in South Mrica, 
Official provincial tour of Н.М. 
Senior, 379 

Trade conditions and unemployment in 
the electrical indusiry, 612. 640 

Trade conditions in Australasia, 86 

‘Trade conditions in New Zealand, 653 

‘Trade conditions in South Africa, 570 

Trade conditions in Western Canada, 
674 

Trade, Czecho-Slovak-Italian, 470 

Trade depression, Ihe currency posi- 
tion and, 116 

Trade depression: The F.B.I. sugges- 
tions, 534 

Trade disputes, The secrecy of the 
ballot in, 875 | 

“Trade Follows the Telegraph," 860 

Trade, Foreign, 87, 246, 376 

Trade of Algeria, The, 713 

Trade of Australia, Import and ex- 
port, 945 

Trade of Syria, 280 

Trade outlook, Lhe engine ring trade, 88 

Trade revival? 270 

Trade revival, The 
al, 675 

Trade statisties of South Africa, 294 

Trade, Swiss foreign, N7 

Trade, The position of Chile in, 120 

Trade, The Post Office: and, . 

Trade Union Congress, 349 

Trade union development, An im- 
portant, 490 7 E 

Trade ship, British Industry, Phe, 711 


Premier on signs 


Trade with Canada, 491. tar 

Trade with Denmark, 310 

Trade with France, 0l 

Trade with Му, 444 | 

Frade with Latin-American countries, 
1323 


Trade with Mexico, 344 

Trade with) Rumanta, SAN 

Traja control, Automatic, 496 

Training disabled Service men as 
electricians, 223, 60 

Trai man Dominion students 
technical colleges, 19 

Training of Chinese students by other 
countries, 13 

‘Trains, Gas on, КГ 

Trains, Smoke from steam, 612 

Tramway concessions in Russia, Bel- 
gian, M20 

Tramway developments in the past, and 
the outlook, Some phases af, by J. 
M. Melk tray, 513 


іп British 


Tramway Notes — 
Aberdeen, 347 
Australia, 16, 90, 152, 250, 
7KG, Мә 
Barnsley, 187 


504. 538, 


Tramway Norks—-conlinucd. 


Barrow-in-Furness, 217, 904, 714 

Beltust, 217, 347 

Belpium, 120, 609, 751 

Bexley, 501 

Birkenhead, 54, 313. 786 

Birmingham, 54, 152, 442, 538 

Blackburn, o4, 600, N23 

Buk Country, 643 

Blackpool, 250, BYU 

Bolton, 313, 904 

Bourneinouib, 217 

Bradtord, 119, 347, 
571. Sob 

Brighouse, 447 

Brighton, 54, 217, 609 

Bristol, 731 

Burnley, 90, 04 

Burton-on-Trent, 643, 678 

Canada, 313 

Cannock Chase, 120 

Carnarvon, 714 

Chesterfield, 823 

China, 282, 410, 3 

Clay Cross, 823 

Clavton-le-Moor, 643 

Colne, 94 

Coventry, 442 

Croydon, 16 

Dirlingion, 379, 609, 786 

Dariford, 91, 410 

Dearne Valley, 472 

Doncaster, 217, 410 

Dover, 187 

Last Ham, 678 

Edgehill, 823 

Edinburgh, 152, 571, 009, 751, 786 

Exeter, 217 А 

France, 75] 

Gateshead-on-Tyne, 217, 313 

Glasgow, 16, 120, 313, 379, 442, 714, 
Tol, 823 

Gosforth Park, 379 

Grimsby, 152 

Halifax. 16, 187, 217. 282, 410, 472, 
AM, 571, 751, 786 

Hendon, 282 

Hudderstield, 120, 57 

Hull, 644, 751 

India, GO, 644 

Ipswich, 187 

Japan, 347, 472 

Keighles, 473, 504. 644 

Kirkcaldy, 91 

Lancaster, 282 

Leamington, 250 

peeds, 16, 282, 347, 644, 751 

Liverpool, 347, 505. 538, 8.0 

Llandudno, 152, 347 

London, 16, 54, 120, 282, 313, 347, 380, 
505, 571, 609, 644, 678, 714, 75]. 
TBG, 823. 857 

Luton, 823 

Maidstone, 380 

Manchester, 54, 282, 313, 347, 009, 823 

Melbourne, 90 

Middlesbrough, 571 

Middlesex, 751 

Newcastle-on-Tyne, 152, 217, W5, 571, 
823 

Newport (Mon.), 250 

New Zealand, 347, 009, 644, 714 

Northampton, 513 

North. Shields, 187, 217 

Norwich, 678 

Nottingham, 152, 282 

Oldham, 473 

Paisley, 55 

Perth (W. *.). 504 

Pontypridd, 120) 

Portrush, 313, 347 

Portugal, o4 

Preston, 442, 473, 714 

Reading, 714 

Rothesay, 5838 

St. Annes-on-Sea, 678 

St. Helens, 2.70 

Salford, 347, 380, 410. 571 

Scarborough, GUY, Soe 

Seaforth, 91. 

Shetheld, 187, 282 

South Mrica, 250 

Southend, 16 

Southport, ЗІЗ, 380 

South Shields, 571 

Srulybridie, FNG 

Statutory charges, 505 

Stockport, 411 

Stockton, 91 

Stoke-on-Trent, 05, 610 

Spain, $42 

Sunderland, 250. 538 

Swansea, O33 

Taunton, 891 

‘Tramway industry, The, 678 

Tramwasmen's agreement, The, 837 

Tynemouth, 411 

Wallasey, 347 

Walsall, #1, 411 

Walthamstow, 152, 218, 473 

Warrington, 473 

West Ham, 152 

Wicklow, 751 

Wigan, Kor 

Wolverhampton, 152, 250. 837 

Yarmouth, 442 

York, 152, seu, 411, 473, 


379, 472, 504, 538, 


505, 857 


Tramwaymen's wages reduction, 369, 
M25 

Tramway track 
B. Hot, 131 


maintenance, by R. 


Tramwass & Light Railways Associn- 
tion, Ее Annual Congress, ЫЙ, 
164 


Tramways Conference, Municipal, 788 

Tramways for Pekin, ol 

‘Eransformners, Abnormal pressure, rise 
in, 654 

Transtormers for Russia, Swedish, 241 


— 


Transmission, An electrical review of 


e.h.p.,, by R. B. Matthews, 796, 
814 

Transmission at 220,000 volts, Power, 
31 

Transmission line poles, 110-kV, 507 

‘Transmission, Million-volt, 377, 394 


Transmission of energy, Inter-Scandi- 
navian, 367 

Transmission of X-rays, 717 

Transmission systems, International 
conlerence on h. p., 646 

Transmitting aerial resistances, 894 

Transport and general workers, Pro- 
posed amalgamation of, 310 

Transport conference, French, 611 

Travellers ("Ме we them all”), by 
W. А. C. Phillpot, 846 

Trawler, A Dieseleleciric, 318 

Trieste Samples Кан, ЗИ 

'ropics, Tall stories from the, 56 

Trucks, Electric, 712 

‘Trucks in New York City, Electric, by 
E. К. Scott, 667 

Trunk telephone cables, 782 

Trusts, Argentina and, 86 

Tube cxtension. scheme, 641 

Tungsten lamps, Thermionic discharges 
in, 121 

Turbine locomotives, 314 

Turbowlectric locomotive, А new, 39 

Turbo-generator contract, Sydney, AN 

Jurbe-generator. contract, The L. C. C., 
?14 

Turbo-locomotive, A Swedish, 695 

“Turning " versus “Grinding” of 
commutators, by J. T. Towlson, 
41 


uae electrical provision, 641 


Underground conduit-return lighting 
sistem, 284 
Underground Railways Joint Commit- 
tec, 748 
Underground 
" Underground "' 
tem, An, 859 
Underground telephone cables, 407 
Undertakers, Large consumers and 
local authority, 233 
Unemployed engineering 
SWitzeriand, 601 
Unemployed problem, The, 769 
Unemployment, 14. 22, 116, 184, 247, 
(40, 674, 749, 821, 854, 887 
Unemployment and the cure, 580 


railways, The Paris, 18 
"o speeding-up ° sys- 


workers in 


Unemployment, Cable requirements 
and, 568 
Unemployment, Cost of living, wage 


reductions, and, 116 
Unemployment, Earl Grey on. trade as 
a remedy for, J08 
Unemployment, Export 

ance and, 201 
Unemployment in Germany, 407 
Unemployment in South Africa, 311 
Unemployment in the electrical indus- 

(гу, Trade conditions and, 612, 640 
Unemployment insurance, by J. J. H. 

Stanstield, 5, 56 
Unemployment insurance and electrical 

engineers, by J. J. H. Stansfield, 

528 
Unemployment problem, Works 

mittees and the, 440 
Unemployment, The electrical industry 

and, 573 
United. Kingdom, — Electricity supply 

in the—Report of the Electricity 

Commissioners, 582, 619, 631 
United Kingdom, Water-power re- 

sources of the, 82 
Units in Spain, Electrical, 476 


credit insur- 


com- 


Universities and commercial educa- 
tion, 235 
U.S.A. and trade with Central 


America, 883 


USA., Bosch operations in the, 535 

U. S. u., Electric vehicles in the, 121, 
316, 647, M27 

U.S.A. electrical exports, 51 

L.S. u. exports of electrical goods, 533, 
723, 784 

U.S.A. patents law, 189 

U. S. V, Reduction of electrical fires in 
the, 686 

U.S.A.. Super-power survey in the, 
316 

U.S.A Telegraphy and telephony in 
the, 261 

U.S.A. Telephone line work in the, 


by E. S. Byng, 727, 799, NN) 
U.S. X, The electrification of industry 
in the, 894 
USA. Water power in the, ПО 
Utilisation of exhaust. steam in ture 
hinis, by M. Deacon, 228 
Utilisation. of ndal power, with special 
reference. to the Severn estuary, 
by Prof. BL С, Lea, 418 ` 
Utrecht Fair, The, 150 


ACATION, Engineering in France 
in the, ВОО 

Vacuum cleaners, Electric, 4 

Varnish, Tests on insulating, by W. 
S. Flight, 771 

Vehicle demonstration, & 
57 

Vehicle results, Electrical— Bootle Cor- 
poration^. experienec, 339 

Vehicles at Blackpool, Electric, 743 

Vehicles, Electric, 477 

Vehicles for Calcutta, 
501 

Vehicles. for municipal purposes, The 
use of clectrie, by F. Aion, 764 


municipal, 


Conservancy, 


ТНЕ 


ELEOTRICAL REVIEW—INDEX. 


[JANUARY 6, 1922. 


Vehicles in Italy, Electric, 826 


Vehicles in Latin-America, Electric, 
144 

Vehicles in U.S.A., Electric, 121, 316, 
647, 827 

Ventilating tunnels, The cost of, 718 

Ventilation scheme for polyphase 


motors, 19 
Vision, А new theory of, 190 


Vitreous enamel furnace, An electric, 
317 

Voltmeter, Dransficld’s special, 317, 
377, 502 


W American steel workers’, 
280 


Wages, Australian, 13 

Wages, Big reduction in 
workers', 215 

Wages, Chemical industry, 310 

Wapges clause in Government contracts, 
The, 363 

Wages determination, 
of, 521 

Wages dispute, The engineering, 19, 
51, 93, 979. 413, 438, N20 

Wages, Greenock Corporation technical 
staff's, 150 

Wages in Australia, Electrical, 602 

Wages in the contracting industry, 280, 
476 

Wages in the electricity supply indus- 
try, Adjustment of, 676, B21, 887 

Wages, Rail shopmen's, 344 

Wages reduced in America, Electrical, 
245 


steel 


The principles 


Wages reduced to meet German com- 
petition, Swedish, 215 

Wages reduction, and unemployment, 
Cost of living, 116 

Wages. reduction, Darlington, 216 

Wages reduction in Sweden, 675 

Wages reduction, Tramwzasymen's, 569 

Wages reductions, 247, 712 

Wages, Scottish electricians’, 215, 502 

War, Date of the end of the, 220 

War inventions, 122 

Washing machine: from the house- 
wife's point of view, The electric, 
by M. G. Howell, 108 

Washing machines, New American, 612 

Water for condensing, The right to 
use, by A Legal Contributor, 257 

Water main, Power from a, 18 

Witer-power, British, 873 

Water-power development, Notes on, 
by Prof. A. H. Gibson, 386 

Water-power in Finland, 686 

Water-power in Scotland, 758 

Water-power in the British Empire, 
657 

Water-power in the U.S.A., 110 

Wüater-power, Trish, 646, КТМ 


Water-power resources of the United 
Kingdom, 825, BOW 
Water-power troubles, by E. Scott 


Rivett, 877 
Waterways and power stations, 87 
Waterways, Canals and, 123 
Mod E generator, А 22,000-kVA, 
Watt. memorial, A, 350 
" We see them all" (Travellers), by 
W. A. C. Phillpot, 846 


Weir on mensures for reviving eme 
plovinent, Lord, 53M 

Welding, —'"! €yc-arc " automatic. elec- 
‚пс, by L. J. Steele and II. Mer- 
tin, 800 

Welding demonstration, Electric, 46 

Welding, Diesel engine repaired by, 


A 

Welding in the manufacture of new 
boilers, Electric arc, 208 

Welding in wireless apparatus, Elec- 
tric, 253 

Welsh National Exhibition, The, 309, 
784 

Western Canada, Trade conditions in, 
674 

West Indies, Canadian preferential 


tariff for, 311 
West of England District Board, 852 
West. Riding decision, The, 627 
Western. ranch, Electric service on 
the, 612 
Why they fight, by W. Philpott, 702 


Wills, 20, 58, 94, 124, 190, 318, 444, 
510, 649, 683, 791, 895 
Wimbledon — electricity works, New 


boiler-house plant at, 485 
Wire, German iron, 85 
Wireless, Battleships controlled bv, 160 
Wireless concessions, Italian. 468 
Wireless control of fog sipnals, 599 
Wireless-controtled motor-car, 253 
Wireless listening station, A, 345 
Wireless. service problems, X-ray and, 
81 


Wireless to Australia, Direct, 826 

Wireless valve, A new, 475 

Wiring at the Royal Albert Docks, 
Electric, 315 


Wiring installations, The cost of, 799 
Wiring system, The Helsby twin, 776 
Wiring system, The Kingsway, 399 

Wiring, Ihe Dundee system of heavy- 


duty house, 905 

Wolverhampton contractors? protest, 
215 
= 9 


"Norton ess dwellings, Electricity in, 

454 

Working conditions in 
290 

Works committees and 
ment problem, 440 

Works in Australia, New, 89 

Works in Austrian Succession States, 
Manufacturing, 118 

Workshops, Lighting of factories and, 
293, 422 

Wounds cured by electricity, 122 


factories, 240, 


the unemploy- 


-RAY ал! 
lenis, 681 


wireless service prob. 


X-ray apparatus, New, 10 

X-ray plant, Cancer Hospital's new, 
718 

X-ray process, New, 382 


X-ray treatment of cancer, 285 

X-rays and radium, Protection against, 
121 

X-rays, Transmission of, 717 


2 concentrates, Australian, 407 


Printed by Wm. Carr, Leo., 141-150, Gt. Sa cron Hill, E. C., and Published by the Proprietors, THX ELECTRICAL Review Lry., 4, Ladgete Hill, E.C. 4. 


+ 
а = 

A2 
— 


HLECTRICAL REVIEW. 


— —¼ . ЫК 


1 


— — — 5 OSEE — = T HOC LE PNE 


Lm. — — 
— mi — — — — = б 


Vot. LXXXIX. 


ELECTRICAL REVIEW. 


Vol, LXXXIX ] CONTENTS: July 1, 1921. [No. 2,2 5. 

Page 

An American Con vention see tes Vid ves és 4 
Fuel Economy i ese T m sus Qs "E. 
The Mining and Engineering Dirputes ... 968 55% e. 3 
The Post Offics and Trade. ee iss МУ m oo 3 
А New Phenomenon ove . eos ie - * 3 
Electric Vacuum Cleaners ... TT ТР кеВ ats „ 
Uremployment Insurance, by J. J. H Stansfield өөө ss “Б 
Joint Electricity Authorities (continued)... aes i» es 5 
Legal eee 606 eee ee эое eee eee eee 1 0 
11 


Business Notes s 855 sss sss ave 2 Sr 
Notes... TAE БА ssi 18 


City Notes eee eee eee eee see eee eee 606 21 
Stocks and Shares eee eee [147 eee eee eee eee 25 
26 


ГІІ) eee eee eee 


Market Quotations eee toe өөө 


B. T. H. Electric Shunting Locomotives (7% /.) wae sear 207 
Electrical Conditions in Norway ... - xs 925 28 
Magnetos for Internal-combustion Engines’... "v * 28 
Thermal Characteristics of Electric Ovens and Hot Plates. 30 

... 3l 


Power Transmission at 220,000 volts (illus) ... ise 
Oorrespondence— 
The Dover Corporation Electricity Works and its Staff ... 32 
Electric Light Wiring Systems vis 


The Cost of Living in Spein ... exe 228 - ... 33 
The London Electricity Inquiry ... is T e. 38 
Abnormal Meter Records "T “wis - уз .. 33 
Armature Core Bands ... ve -— -— “ә e. 33 
Standard Brush-holders - 805 eee - e.. 33 

38 


The Greding of Mains Engineers eee eee t.o, өөө 
Oonverting 50-cycle Alternating to 1,500-V Direot Current 31 


Marine Electrician ... ЭЙ 882 iss бее * 34 
Technical Books vii P 858 M EN 2 34 
New Electrical Devices, Fittings and Plant (illus.) ... 35 
New Patents Applied for, 1931 з ese see eve 86 
36 


Abstracts of Published Specifications eee eve ese eec 
Contractors’ Column T v Advertisement page xzvi ii 


“ ELECTRICAL REVIEW" SUBSCRIPTION RATES. 


14 8 per annum. 
12 6 do. 
1 6 do. 


UNITED KINGDOM $i . £l 
CANADA M E jus T 1 
COLONIAL and FOREIGN 855 2 

Postage Free. 


TEE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 6d. 
The Oldest Weekly Electrical Paper. Established 1872. 
TO BE OBTAINED BY ORDER FROM ANY NEWSAGENT IN TOWN OR COUNTRY. 
OFFICE, 4, LUDGATE HILL, LONDON, Е.О. 4. 


Telegraphic Address: AGEEKAY, CENT., LowpoN." Code, А В С. 
Telephone Nos.: Central 8260 апа 8261. 


The “Electrical Review” is the recognised medium of the Electrical Trades. and hes 
by far the Largest Circulation of any Electrical Industrial Paper in Great Britain. 


FOREIGN AGENTS: 
ApFLaing: Messrs, Atkinson & Co., MiLAN : Fratelli Treves. 
Gresham Street. New York : D. Van Nostrand, 25, Park 
AvckLaNp. N. Z.: Gordon & Gotch, Place. 
Albert Street; Peter G. Tait, Р.О. | Panis: Boyveau & Chevillet, 22, Rue 
um win de la Banque. 
)RisHANE: Gordon & Gotch, Queen St. | ркңтн, W. A.: Gordon & Gotch, 
CuristcuvkcH, N.Z.: Gordon and William Street. 
Gotch, Manchester Street. Rome: Loescher & Co., Corso 
Dyxxpix, N. Z.: Gordon & Gotch, Umberto 1° 307. 
] Princes Street. SvpxEy : Peter G. Tait, 273, George 
iA E Cir x Aor Street; Gordon & Gotch, Pitt Street, 
NTEIN, Dursan, Port LIZA- 
i Tokyo: Maruzen Co., Ltd., 11-16, 
perm, ёс, Central News Agency, | ^ Nihonbashi-Tori-Sanchome. 
ToRoNTO, ONT. : Wm. Dawson & Sons, 
Ltd., Manning Chambers; Gordon 
and Gotch, 192, Bay Street. 
WELLINGTON, N. Z.: Gordon & Gotch, 


LavcscEsTON: Gordon & Gotch, 
Cimitiere Street. 
М‹івоскме: Peter G. Tait, 90, Wil- 
liam Street; Gordon & Gotch, Queen 
Cuba Street. 


Street, 
Cheques and Postal Orders (on Chief Office, London) to be made payable to 
“London City and Midland 


Tur ErgcrutcaL Review, LiMiTED, and crossed 
Bank, Newgate Street Branch.“ 


JULY 1, 1921. 


No. 


275 


AN AMERICAN CONVENTION. 


WMLE we on this side of the Atlantic have been com- 
pelled this year to abandon summer conventions, public 
dinners, and other functions which in the ordinary 
course provide those opportunities for relaxation and 
fiaternisation which go so far to sweeten professional 
and trade relations, events of this class seem to have 
been taking place very much as usual in the United 
States. | 

Indeed, from the American electrical journals lately 
received we gather that the May convention of the 
National Electric Light Association in Chicago was not 
merely ‘Cas usual," for it is described as the greatest 
convention the Association has ever held, great in point 
of numbers, but greater“ in point of accomplishinent."' 
lt seems that a spirit of optimism swayed the minds of 
many hundreds of central-station leaders, their asso- 
ciates, and aftiliated interests. 

We confess to something akin to envy, as we regard 
the periodical doings of the N.E.L.A., and remeinber 
our own failures to bring all similar electrical in- 
terests in the United Kingdom into like fellowsnip. 
]t is but natural that the success of the Chicago con- 
vention should make keener the feelings with which we 
deplore the necessity for the abandonment of even the 
comparatively small, but by no means unimportant, 
congresses that it was hoped might have taken place 


ir Scotland last month. 

We wonder whether the time will ever come when we 
shall regularly look forward to a mid-year gathering 
of men (and perhaps women !) representative of all 
branches of British electrical engineering and trading— 
an event by the date of which our overseas relations 
might regulate their travels to the Mother Country. 
That engineers are sociable beings is demonstrated by the 
large support that is being given to the Engineers' Club 
movement, and we believe that electrical and allied 1п- 
terests would, under proper organisation, and with the 
boosting influence of a second Commerford Martin, hold 
what would be for us very big and profitable annual 
congresses. Our colonial and other overseas friends 
might send their special delegates, and representatives 
could be elected to attend on behalf of all sorts and 
conditions of electrical associations in the British Isles. 
We have innumerable small bodies normally acting for 
limited and specialised interests. Surely these could 
all concentrate now and then for the consideration of 
matters of common interest to tle profession and in- 
dustry—not merely for the sake of making a big 
event do we advocate such а development, though 
there is something to be said for the big thing 
even if we are only on this side of the Atlantic. We 
believe that this would result in the industry reaping 
benefit internally in its own domestic relations, while 
there would be external advantages, such as the impres- 
sion that would be made upon the minds of millions 
of people who know practically nothing about the extent 
or importance of British electrical industry, as well as 
upon the minds of men whose avocation calls them to 
tle centre of the City of London, and to whom we must 
look for financial backing for the enormous expenditure 
of capital that the electrical industry legitimatelv an- 
ticipates within the next five or ten years. We will not 
make comparisons between the British Association, which 
exists for the advancement of all branches of science, 
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and one section of it, but large centres in the British 
Isles which are eager to show hospitality and shelter 
tothe B.A., whose attendances sometimes run to several 
thousands, might find it of equal advantage to enter- 
tain in their cities а thousand or two electrical men, 
especlally if certain electrical organisations were to 
concentrate simultaneously upon making an electrical 
gala and exhibition demonstration in the same area. 

We do not think it possible to indulge too frequently 
in prophecy regarding the future greatness of the elec- 
trical industry, and we observe that Mr. Samuel Insull, 
president of the Commonwealth Edison Co., in an ad- 
dress on the future expansion in the use of central 
station power, delivered at one of the large general 
sessions of the Chicago convention, was full of the spirit 
of progress. He referred to the troubled waters through 
which industrial concerns had been passing, and their 
consequent failure to рау dividends, and placed this 
state of affairs in contrast with the central-station 
business which was ‘‘ getting back to its own," and 
getting ready for the time when the financial clouds 
would roll by and more stable conditions would prevail 
in business generally. The fundamental cause of this 
Mr. Insull describes as the inherent strength of the 
central-station business. ‘‘ We are engaged in a busi- 
ness that has not yet reached a point of saturation, 
and are not so much governed by the ordinary laws of 
supply and demand as some of our friends in other 
forms of public utility business"! (such as street 
railroad, water, and gas supplies). Therefore, he 
added, when hard times come along the main effect 
on us 1s а reduction in the percentage of increased busi- 
ness. [It would take а long period of depression to 
put the electric light and power industry in a position 
where its actual business, taking the country as a whole, 
would show a decrease in output, as compared with the 
previous year." While the difficulty of the last few 
years in coping with the increased business owing to 
lack of plant and equipment may have been such that 
“ business-getting " departments have been practically 
disbanded, Mr. Insull now urges that if the present 
depression continues, his hearers should get busy with 
their business-getting departments. In the later parts 
of his address he dwelt upon some of the vast terri- 
torial areas in the States in which there is scope for élec- 
trical men, and the ample water power ''that nobody 
but the Creator can interfere with." But he warned 
his hearers of the dangers that would follow if the heads 
of bureaus in Washington, in their efforts to enlarge 
their sphere, got such a hold on the electricity supply 
business as to curtail its development during the next 
quarter of a century. He held us up as the horrible 
example which should be avoided at all costs, as. the 
following quotation will show : — 


‘We ought to profit somewhat by the experience of the 


English, who have been trving for years to get out of the 
situation created by the Chamberlain Bill in the '80's, which 
resulted in the establishing of 61 different undertakings for 
the supply of energy in the County of London, and resulted 
in the territory of 7,500,000 people using less energy than 
the city of Chicago with 2,500,000 people, and at a cost to 
the user in the County of Tanda greater—that is, the bare 
vost of production, without interest or anything else—dgreater 
than the average selling price of the same product 1п the city 
of Chicago. Those are the things we ought to guard against.’ 
Mr. Martin J. Insull, president of the N. E. L. A., in 


the course of his opening address to the convention, re- 
ferred to the immense wnount of work that lav before 
the American electric supply industry. Не said it was 
estimated that for the next five vears the electric light 
and power industry would require, to provide for the 
demands that would be made upon it by the public. 
approximately $1,000,000,000 per year. This sum will 
be spent upon the necessary steam and hydroelectric 
generating equipment and transmission and distribution 
systems with all the appurtenances necessary to give 
service. Put into figures that may be more easilv 
appreciated, approximately %3,000,000 every day or 
$125,000 every hour for the next five vears must be 
provided and used for the public benefit." If it could 
not be provided the public would be the sufferer. 

Mr. Insull mentioned the necessity for securing the 


confidence of the public, to whom they must look to pro- 
vide this capital. It must be recognised by them that 
the money was judiciously spent on property that could 
be economically and ethciently operated, and those con- 
cerned must plan to bring to the properties such different 
classes of business as would give the greatest return on 
the dollar invested. He added that on entering this 
period of vast money requirement they must give this 
question of their public relations the most careful con- 
sideration, as upon this very largely depended their 
ability successfully to take care of the anticipated 
requirements of the publie. '' Under present regulatory 
ecnditions the pubhe, through their representatives, de- 
termine the class of service we shall give, the rates we 
shall charge, and the securities we shall issue. These 
representatives cannot help but have their judgment 
more or less affected by public opinion. The investor 
would be more easily attracted to our business, which 
is one affected by a public interest, if he knew that it 
had a generally favourable publie opinion." 

The unfortunate fact is that in this country, as Mr. 
Samuel Insull indicated, the industrial aspect of the 
business has for 40 years been subordinated to political 
considerations, from which it appears impossible to 
break loose. True, we have at last a body of Electricity 
Commissioners who can be trusted to do their utinost 
to develop the industry on sounder lines than have been 
followed in the past; but it is a Herculean task to 
burst the trammels that а ісё the industry, and we 
see the political element constantly cropping up when 
electrical questions are under discussion. In passing, 
we must confess that we are seriously concerned for the 
physical welfare of the Commissioners, whose labours 
ure almost superhuman, and who must undoubtedly be 
undergoing a strain upon their mental and corporeal 
faculties approaching the limit of endurance. 

With regard to the future of the electrical industry, 
we are no less optimistic than Mr. Samuel Insull, whose 
remarks apply almost as aptly to British conditions as 
to those of his adopted country. Mr. Martin J. Insull 
quotes figures that almost leave one breathless, and can- 
not here be paralleled, but the principle which he puts 
forward—that the industry must command the con- 
fidence of the public in order to obtain the relatively 
immense capital sums that are essential to the due 
development of electricity supply—is wholly sound and 
equally applicable to British conditions. We recently 
explained at some length the functions of the Public 
Utility Commissioners to which he refers; similar func- 
tions will be exercised by our Electricity Commissioners 
and Joint Electricity Authorities, if all goes well, and 
on their policy it will depend whether the confidence 
of the investing publie is gained for the industry, or 
not. Much might be done to enlighten the lay Press 
with regard to the true circumstances, in order to pre- 
vent the harmful ‘‘scares’’ which are periodically 
stirred up by those who worship ‘‘ the god of things as 
they are." The British popular Press is not venal, 
but it is extraordinarily amenable to the persuasion 
of any wire-puller who comes along with a popular cry. 


ONcE more we may recall the fact 
Fuel that one, if not the only, important 
Economy. principle at the base of the reports 
which led to the formulation of a 
national scheme for electricity supply was the necessity 
for economising fuel. That factor has not in the least 
diminished in weight—rather the contrary—though it 
does not appear to receive much attention nowadays. 
We were sharply reminded of the fact by one of the 
arguments put forward on bebalf of linking- ир versus 
the erection of super-stations for the supply of the 
London area--namelv, that, as many of the existing 
stations were uneconomical, the advantage of a fall 
in thep rice of coal would be greater in the ease of the 
former than in that of the latter. 
That is an argument which makes for cheapness, it 
is true—but at the expense of economy of fuel. 


Le 
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We by no means advocate the hasty erection of huge 
generating stations at a fabulous cost, merely* to econo- 
wise fuel; the engineers responsible for the schemes 
before the Commissioners have made the rather belated 
discovery, since last October, that the linking-up system 
will meet all present needs, and it is certainly the least 
costly method of dealing with the situation; but the 
economy of coal thereby effected is so small that the 
hoped-for reduction in the price of coal is actually used 
as an argument in its favour! 

Whilst working out the most rational procedure in 
dealing with this complex question, let us not forget 
all about the main plank of our platform—/uel economy. 


On Tuesday last the Prime Minister 

The Mining and announced in the House of Commons 
Engineering that as a result of the negotiations be- 
Disputes. tween the miners, the mine-owners, and 
the Government, an agreement had 

been reached. The men’s Executive will recommend the 
miners to accept the terms of settlement, and if they do 
so will ask the men to return to work on Monday 
next. There will thus have been a cessation of work 
from April Ist until July 4th. Wages are to form a first 
charge on the mining industry, and a standard is to be 
set up below which wages will not fall. The standard is 
20 per cent. above the pre-war rate of earnings. For 
every £100 received by the workman in respect of his 


"standard wage, the owner is to take £17, and further 


proceeds are divisible in the proportion of 83 to the 
workman and 17 to the owner. The settlement is to be 
effective until September 30th, 1922, and may be ter- 
minated then or thereafter by giving three months' 
notice. The first reduction in wages will take place in 
July, and will not exceed 2s. per shift, 2s. 6d. in August, 
and in September 3s. per shift. After that the per- 
manent arrangement comes into full operation. The 
Government subsidy of £10,v00,000, which had been 
withdrawn, will be reinstated, and the House of Com- 
mons will be asked to vote the grant. 

Everybody interested in the revival of British in- 
dustry will feel relieved that the struggle is ended, and 
that there is a prospect of eighteen months’ coal peace. 
The engineers who are balloting tliis week on the revised 
terms offered by the employers stand under a great re- 
sponsibility. It would be deplorable if just as there was 
а resumption of operations in the pits a period of idle- 
ness should сопипепсе in the engineering works. The 
reports available at the moinent are not very proniising. 
but the case for a reduction of wages as a means of 
lowering the cost of production is overwhelmingly strong. 
We cannot imagine that the engineers will desire to 
resort to an endurance strike which can only be wasteful 
to everybody—employé, employer, the engineering in- 
dustry and the nation as a whole. We trust that а way 
will be found for a speedier settlement to be reached 
than proved possible in the mining industry. It was 
never so urgently necessary as it is now that we should 
all settle down to real hard word. 


Mr. KELLAwAr, addressing a Prim- 

The Post Office rose League gathering in Bedfordshire, 
and Trade. said he had had to begin his work as 
Postmaster-General by doing a most 

unpopular thing in raising the postal charges. We 
believe that he knew the seriousness of his proposals 
before the public heard of them; the public by its loud 
and unanimous condemnation of them merely confirmed 
what he knew already; and when he stood up in the 
House of Commons to make his statement the atmosphere 
was uncomfortably chilly. Mr. Kellaway now says that 
he looks forward to the time when these increased 
charges will be taken off. If only industrial conditions 
Improve and trade picks up. he hopes to remove 
them. We hope he will. The dropping of his ad- 
Visers’ proposals to tax prohibitively the circulation of 
printed papers and catalogues abroad was a relief to all 
who want to see an early revival of export trade, but 
we would point out that what remains of the Kellaway 


policy is still in restraint of trade; the increased 
charges are more likely to handicap British trade than 
to give it any chance of picking up. At the same time 
it seems almost certain that the aforesaid policy will not 
bring increased revenue or effect any saving. It may 
be that the postman will call at the door with one letter 
and one postcard, instead of two letters and two post- 
cards. Не will walk his rounds just the same, and 
there will be no saving in his wages. The abolition of 
Sunday collections and deliveries in the Provinces as 
well as in London, is a serious hardship, and one which 
places us still further back in comparison with Con- 
tinental nations, who are amazed at our methods. It 
has been noticed in many business houses that Monday 
morning’s mail is smaller than it used to be. 

We believe that the increased charges on railway tra- 
velling are also penalising commercial travellers and 
the general public as well, without bringing any real 
help and assistance to the companies, except in the case 
of the tubes, and some local services, where people are 
obliged to travel to their business, and are, therefore, 
at the mercy of this method of obtaining revenue. In 
other cases, we believe that the reduction in travelling 
more than counterbalances the increased charges, and 
many trains are running half empty, even in these 
times of reduced services. 

Such methods of management damage trade, and in- 
jure the travelling public, and do no one any good. 

It is high time that the Government dropped the 
delusion that the only way to make а business pay is to 
charge more for the services rendered. The adoption 
of this as the one and only panacea for the present 
deplorable state of expensive inefficiency into which it 
has allowed our public services to fall, should be 


abandoned. 


IN а long and interesting letter to 
A New Nature of June 23rd, Prof. Elihu 
Phenomenon. Thomson announces the discovery in 
April last of & new magneto-optical 
effect. His son, Mr. Malcolm Thomson, was using a 
resistance welder by which the current was applied inter- 
mittently, when one of the operators, Mr. Davis, drew 
his attention to а peculiar intermittent illumination of 
the space near the welder as the current went on and off. 
Sunlight was shining across the space, and a single-turn 
loop from the welding transformer, forming the connec- 
tion with the work, was carrying 7,000 amperes. Оп 
investigating the conditions, Mr. Thomson found that 
the effect was most conspicuous when viewed at right 
angles to the magnetic field and to the beam of sunlight. 
Prof. Thomson examined the luminous effect with a Nicol 
prism, and found that the light was polarised. Further 
investigations showed that the effect was dependent upon 
the presence of finely divided particles from iron arcs 
used for welding in the building, particularly associated 
with a yellowish-grey fume arising from the arc, and 
that the polarisation was complete in the case of thia 
fume, though the magnetic field was strongly curved. 
Ап exceedingly small amount of the material makes the 
whole of the air in a large room capable of showing the 
effect, the particles being extremely fine, remaining sus- 
pended in the air for a long time, and being quickly 
diffused throughout the space. Microscopic examination 
of the fumes suggested that the minute particles were 
often strung together like tiny chains. 

We have not space to pursue the matter further, and 
we do not suggest that the phenomenon has any direct 
bearing on industry; whether it will lead to utilitarian 
results remains to be seen. But it is unquestionably of 
great interest from the point of view of pure science, 
and it affords an apt illustration of intelligent observa- 
tion. Mr. Davis noticed an effect which appeared to be 
novel and unexpected ; probably many others had seen it 
before him, but it had made no impression on their 
minds. The history of science is full of instances of 
phenomena thus seen but not appreciated—the man who 
eventually realises the fact that he is face to face with 
something new 18 called a genius, simply because his 
mind is on the alert. 
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ELECTRIC VACUUM CLEANERS. 


BY ONE WHO HAS USED THEM. 


Tmar there ів a wide demand ior an effective and in- 
expensive cleaning machine cannot be doubted, for 
science has been making such strides lately, thav the 
housewife takes it as a matter of course that some 
machine to lighten the labour of cleaning her house has 
been devised. 

It has been proved, and, indeed, does not need much 
demonstration, that the simplest, cleanliest, and most 
healthy way of removing dirt, is by introducing it to a 
vacuum. The dirt does not stop to argue—it goes. 

But, like everything else, knowledge is essential to 
the use of an electric vacuum cleaner—the knowledge 
of how to utilise it to the best advantage. 

The salesman selling the machine is familiar with its 
demonstration points, but he will not enlarge on such 
common faults as clogging of the dustbag, the motor 
running without oil, the nozzle rubbing right into the 
carpet, &c.—indeed, it is doubtful if he has ever con- 
` cerned himself about its working troubles at all. The 
luckless purchaser is left to find these out for himself, 
and discover the remedy by sad experience. 

In view of this fact, the dealer will find it worth while 
to acquaint himself with the common misuses of electric 
vacuum cleaners, and to for Arm his prospective cus- 
tomer by forewarning him. 

As one who has witnessed many scrapes with trouble- 
some and rebellious vacuum cleaners, І propose to dis- 
cuss in the following article the various troubles and 
drawbacks attendant on the use of vacuum cleaners, in 
the hope that it may prove of some assistance to the 
dealer. 

One of the chief reasons of a cleaner not proving ейес- 
tive is that the common mistake of lowering the nozzle 
right down on to the carpet has been made. When a 
vacuum cleaner is provided with adjustable wheels this 
is а very serious error, for instead of gaining a better 
suction, the suction power is diminished. The user 
should always see that the wheels are adjusted to keep 
the nozzle the correct distance from the floor or carpet to 
be cleaned. 

What should happen is that the carpet should be 
lifted a short distance off the floor and held there by 
the suction. In addition to getting a strong suction, 
there is also a current of fresh air flowing through the 
carpet. 

When cleaning felt, or some similar floor covering, 
this is sometimes too heavy to rise to the nozzle, and 
should this be the case, the latter should be lowered, 
but not, if possible, actually to the level of the felt. 
The principle of keeping the nozzle at least one-eighth 
of an inch off the carpet or rug should be strictly ad- 
hered to, unless the carpet is nailed down to the floor. 

The prospective owner of a vacuum cleaner should 
be made well aware of this fact. 

Any cleaner which does not provide a suction capable 
of lifting the carpet this distance is not worth considera- 
tion, and the dealer is strongly advised to leave it alone. 

Users are often great sinners with regard to the 
dustbags. It is very painful to see a good vacuum 
cleaner rendered almost useless, because the bag has 
become too full or, as sometimes happens, choked at the 
neck. 

Where there is no exit for the air there can be no 
suction, and it frequently happens that through the 
bag not being properly emptied, the inlet becomes 
choked, and the suction is considerably reduced. 

This is particularly true of bags which are emptied 
at the opposite end to the inlet, and those bags which 
are provided with side pockets for the dust to collect in. 
the latter being particularly subject to the nuisance of 
choking. | 


The bag cannot be emptied too often. 

Most dealers have no doubt met the old lady who, 
having purchased some electrical appliance, complains 
some months later that it won't work properly, and 
makes а noise, and she is getting afraid of it, Апа 
she has to be told that it won't work properly or cease 
making а noise—until it is oiled again. 

lt is extraordinary how many people will use an 
electric vacuum cleaner many hours а day and never 
think of oiling it. Needless to say, this considerably 
shortens the life of the motor, and makes the machine 
much more noisy than it should be. 

There has been much controversy of late as to 
whether revolving brushes inside the nozzle are effective 
or otherwise. 

From my own observations, I should prefer not to 
use а machine with a motor-driven brush in preference 
to a simple vacuum cleaner, for several reasons. 

A motor-driven brush certainly takes up any fluff or 
nails which may be lying about, but it is also certain 
that it takes up the nap of the carpet. Also, should the 
carpet be delicate, or be of felt, the revolving brush will 
injure it. 

It has been claimed that the vibration of the brush 
will loosen the embedded dirt, so that the suction can 
bring the dirt out of the carpet шоге readily. "There is 
certainly some truth in this, but it will not, contrary to 
popular belief, bring dirt right through the carpet. 

1 have often seen a most effective demonstration where 
a machine with а motor-driven brush inside the nozzle 
has been stood upside down, and a piece of fel. put 
over the nozzle. | 

Some dirt is then put on ше felt, and the cleaner 
switched on. The beating action of the brush vibrates 
the felt, and the dirt is seen to disappear througa it. 
But it is the vibration which pulls the dirt through, 
not the suction, for should the saine piece of felt be 
laid on the floor, and the dirt put under it, the same 
cleaner will not affect it in the slightest. | 

Vibration under a carpet may draw the dust down, 
but vibration over the carpet will not draw the dirt up. 
A small fixed brush inside the nozzle is often met with, 
but, although a useful addition, it is not very effective. 

Lately vacuum cleaners have been put on the market 
with a small revolving brush inside the nozzle, simply 
driven by wheels making contact with the floor, but this 
is not really of any material assistance to the suction, 
provided the suction is all that it should be. 

Simplicity is an essential in any electric household 
appliance. The average housewife does not appreciate 
complicated actions. She is afraid of them. Certainly, 
as regards vacuum cleaners, simplicity is one of the most 
important features, and the dealer would do well to con- 
centrate on the more simple type of cleaner rather than 
on the more complicated one. 

For constant use, especially where subjected to hard 
wear, the fewer parts there are to get out of order the 
better. The vacuum cleaner is necessarily often in the 
lands of those who understand nothing about it, and it 
is subjected to sundry shocks and blows in consequence. 

Switches operated automatically by a movement of 
the handle and other ingenious contrivances are all 
very well, but in actual everyday use they have their 
drawbacks. The most convenient form of switch is the 
one on the end of the handle, which, by slightly twisting, 
the machine is switched on or off. 

Another important feature of the simpler machine 
is its lighter weight, a considerable advantage when 
the machine has to be lifted about by а woman. 

And last, but not least, the simpler machine is usually 
cheaper. But apart from the question of price, the 
simpler tvpe of machine is undoubtedly superior to the 
more complicated cleaner, for many reasons. 
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Enthusiastic salesmen should be warned that a 
vacuum will not do impossibilities in cleaning. 

There is à popular impression that a vacuum takes 
up dirt in a fashion that puts all other cleaning devices 
to shame, but this is somewhat erroneous. 

А vacuum cleaner will clean а carpet more effectively 
than any known form of household appliance, but very 
often a little work on the furniture with а duster will 
be more effective than the accessories of the cleaner. 

Should the place to be cleaned be an out-of-the-way 
corner or cornice, or shelf, however, one of the attach- 
ments is very useful, and there is no doubt that for the 
cleaning of mattresses and upholstery the cleaner is very 
effective, and much more thorough than the ordinary 
beating and brushing. | 

One of the most useful attachments in actual prac- 
tice is the blowing device, the strong blast of air being 
much more effective in moving the dust from crevices 
than suction. 

The result of my experience with all kinds and classes 
of electric vacuum cleaners is to strongly recommend 
the simple effective suction sweeper, with no motor- 
driven brush, and a suction strong enough to lift the 
carpet 3/16 in. off the floor. 

While cheap and inferior machines should be avoided, 
the dealer would be well advised not to harbour the 
ultra expensive cleaner. 

Simplicity should always be the watchword of the 
dealer when handling electric vacuum cleaners. 


UNEMPLOYMENT INSURANCE. 
By JOS. J. Н. STANSFTELD, ECIS 


AsouT ten months ago (August 9th, 1920, to be exact) 
the Unemployment Insurance Act, 1920, received Royal 
Assent, and due, or partly due to the exceptional cir- 
cumstances of the times, two amendments of that Act 
have since become law, and a Dill has now been pre- 
sented by Dr. Macnamara under the ''ten minutes 
rule," to reduce as from July 4th, 1921, the benefits 
to be received and increase the contributions to be paid 
as provided by the principal Act, and the amendments 
above mentioned. 

Under the Unemployment Insurance Act, 1921, the 
weekly benefits of 155. for men and 12s. for women 
were increased to 20s, and 16s. respectively, and from 
July 3rd, 1921, the weekly rates payable by employed 
persons and employers were to be increased as follows:— 


From the employed person Aug.,1920 July, 1921 


Men 4d. 5d. 
Women 3d. 4d. 
Boys under 18 2d. 24d. 
Girls under 15 144. 2d. 
From the emplover Aug., 1920 July, 1921 
For Men 4d. 6d. 
Women 34d. 5d. 
Boys under 18 2d. 23d. 
Girls under 18 2d. 2d. 


Should the Bill now introduced become law, the rates 
payable from next July will be materially increased 
before the Act passed last March comes into force, de- 
tails of which will in due course be published. 

Last March the Insurance Fund had a credit of over 
22 million pounds, and the Government agreed to in- 
crease out-of-work pay as mentioned above, as they cal- 
culated that the accumulations which had been made 
during the war would last until July, 1922. The rapid 
growth of unemployment (which has reached 23 per 
cent. against the estimated percentage of 94) has, how- 
ever, upset all calculations, and the fund has fallen 
to 84 millions, with entire exhaustion within early sight. 

The Act of last March provided for Treasury advances 
not exceeding a total of 10 millions, but the new Bill 
proposes to increase these to double that amount, though 


the advances are only intended to be temporary, and 
are repayable with interest thereon to the Unemploy- 
ment Fund. 

Part of the increased cost of insurance is due to the 
ever increasing unemployment. Many employés have 
been compelled to exhaust the 16 weeks’ benefit allowed 
by the Acts, and they cannot, as matters stand, obtain 
any further assistance until October or November of 
this year, a condition which may again arise between 
November, 1921, and July, 1922, and although the 
waiting period is to be increased from three to six days, 
it is proposed to ameliorate the difficulty and extend 
the benefits by six weeks. 

The Unemployment Insurance Act, 1920, provided 
that the increased benefits and contributions should 
cease on July Ist, 1923. It will be of general interest 
to ‘‘ wait and see’’ whether the Bill will vary this 
limited period. 


JOINT ELECTRICITY AUTHORITIES. 
London and Home Counties Inquiry. 


(Continued from page 810.) 
THE CONFERENCE SCHEME. 


On the conclusion of the London County Council's case on 
Tuesday, June 21st, Mr. ‘TURNER presented the proposal for the 
Conference of Local Authorities Owning Electricity Under- 
takings in the area delimited, representing all local authorities 
owning electricity works except Poplar, Reigate, Epsom, and 
Watford. The scheme of the Conference, he said, adopted 
the area scheduled by the Commissioners. The Joint Electri- 
city Authority would, under the terms of Section 6 of the Act 
of 1919, be representative of the authorised undertakers, and 
to that end, the total ot 20 would constitute 12 representatives 
of the local authorities, 12 of the companies (of whom eight 
wouid be appointed by the purchasers), three representatives 
of large consumers and labour, and a chairman and vice- 
chairman. In that way the authorised undertakers would 
always be in а majority, as he contended was contemplated 
by Section 6 of the Act of 1919, instead of in a minority, as 
under the L.C.C. scheme. 

Counsel went on to deal with Clause 14 of the L.C.C. 
scheme, Which lays it down that all undertakings must be 
transferred to the Joint Electricity Authority. He argued that 
this clause was ultra vires, inusmuch as it was virtual corn- 
pulsion, whereas by Section 6 of the Electricity (Supply) Act 
of 1919, the consent of the authorised undertaker must be 
obtained. 

Sir JoBN SNELL suid the Commissioners would not be satis- 
fied with any scbeme which left it doubtful whether the 


"authorised undertakers would agree or not. If all the autho- 


rised undertakers in the whole area except four were in 
agreement, as he gathered they were, then he could see no 
objection to compulsion. 

Mr. TuRNER said he was bound to regard the legal position, 
and he would show that the Conference scheme would give 
the same result as the L.C.C. scheme, without the same wide 
measure of control as was suggested in Clause 14 of the L.C.C. 
scheme which, he contended, was ultra vires. 

Mr. DuNCAN Watson, chairman of the Conference, was the 
first witness. 

Mr. Watson, continuing his evidence on Wednesday, 
June 22nd, said the Conference had been fully alive to the 
necessity for an improvement in the control of electricity 
supply in the area, but it was felt that Clause 21 of the Con- 
ference scheme which made provision for voluntary arrange- 
ments or in the alternative by an order of the Authority, sub- 
ject to an appeal to the Commissioners, met the case. "There 
were at the moment 34 local authorities willing to work the 
scheme voluntarily, and to use their borrowing powers. 
Already in the eastern and western portions of the area such 
voluntary linking up had been put into force. 

Mr. Henderson. K.C., cross-examined on behalf of the 
L. C. C., and dealt first with the question of control. Мг. 
WaTsON said the view of the conference was that the local 
authorities should have the right of appeal to the Commis- 
sioners, thus making the Joint Electricity Authority an effec- 
tive link between the authorities and the Commissioners. 

Counsel put it that the whole aim of the scheme seemed to 
Һе to cut down the powers of the Joint Authority, whereas 
the object of the L.C.C. scheme was to give the Joint Autho- 
ritv absolute control us regarded generation. Under the Local 
Authorities’ scheme, the Joint Authority had to approve of 
new proposals for generating stations, and apparently could 
give its own consent to stations which it proposed to erect 
itself, without the consent of the Commissioners. The L. C. C. 
scheme provided for the consent of the Commissioners. 
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Sir JOHN SNELL said that nothing in any of the schemes 
could take away from the Commissioners the powers of con- 
sent to the erection of generating stations conferred on Шеш 
by Parliament. 

Mr. WATSON, answering questions regarding purchase, 
said there would be no objection on the part of the local 
authorities to the principle of transferring their generating 
stations to the Joint Authority, provided the terms were satis- 
factory, but the objection was to the expenditure of such а 
large capital sum now as would be necessary. 

Sir JOHN SNELL asked if the members of the Conference 
would object to the transference of their stations on the pay- 
ment by the Joint Authority of the outstanding debt charges. 
Mr. WATSON said a resolution had been passed by the Conter- 
ence, on March 22nd, 1921, to the effect that the terms of any 
transfer of generating stations or transmission lines to the 
Joint Authority should be: (1) The taking over of the out- 
standing debt, or (2) payment of the capital cost less depre- 
ciation, whichever was the higher. 

Another point mentioned by Mr. Henderson in cross- 
examination was that the Conference scheme gave the Joint 
Authority power to manufacture electrical machinery, and 
Mr. Watson thought there should be this power, if necessary. 
so long as the plant required was for the London scheme. 
The Conference scheme also provided for the payment oi the 
chairman and vice-chairman of the Joint Authority, and 
also the reasonable expenses of the members, which Mr. Hen- 
derson said would increase the administrative expenses. Mr. 
Watson said the idea was to get the best men. 

Mr. KENNEDY, for the nine companies, put some questions 
with regard to purchase. He asked if for the companies’ 
generating stations the same principle should be applied as 
had been suggested for the local authorities. 

On the subject of control by the Joint Authority, Mr. 
Kennedy said the companies took the view that the Joint 
Authority should bave a more practical control than was 
suggested by the Conference scheme. Bearing in minu the 
roposed appeal to the Commissioners referred to by Mr. 

enderson in his cross-exumination, he mentioned that no 
appeal to the Commissioners was suggested with regard to 
the technical scheme. Mr. Watson said there was no need 
for that, as the technical scheme was agreed. So far, however, 
he admitted that the local authorities had not passed any 
resolution pledging themselves to work it. Similarly, with 
regard to the capital expenditure of £1,050,000 contemplated 
to be necessary during the first few years, no resolution had 
been passed, but the money would have to be raised, although 
he was not prepared to say whether the money would be 
raised on the security of the rates or only on the undertaking. 
If with the security of the rates that would give an advantage 
of 2 per cent. to the Joint Authority. 

Sir JOHN SNELL asked specifically whether Mr. Watson could 
give a definite assurance that the money would be raised on 
the security of the rates of the various districts. Unless the 
Commissioners had some definite evidence that the scheme 
would be supported favourably by the Conference authorities, 
they could not fairly judge between the different schemes. 
Mr. WATSON said he could not give & definite assurance, but 
the estimates had been drawn up, in the engineering scheme. 
on the basis that the rates would be behind the raising of 
the capital. . 

Mr. Kennedy, dealing with the representation on the Joint 
Authority, put it that the L.C.C. or companies, if they found 
the money, should have a preponderating representation, but 
witness would not agree to that proposition. 

Answering а question by the chairman, Mr. WATSON said 
that the 34 authorities representing the Conference would 
agree to work the scheme, so that any difficulty with regard 
to Section 14 of the L.C.C. scheme being ultra vires would be 
got over in that way. 

The L.C.C. proposal of autocratic control on the part of the 
Joint Authority was discussed between Mr. Donald, repre- 
senting the East London scheme, and Mr. Watson, the result 
of which was complete agreement between them that, as in 
some parts of London linking-up had been carried out quite 
successfully on voluntary lines, there was no need to intro- 
duce an Authority with autocratic powers. 

Mr. DoNALD asked specifically whether the Conference would 

agree to an amendment of the scheme to the effect that if a 
number of local authorities combined, and could provide an 
area which would absorb the activities of one capital station, 
then such an area should be formed, subject to the consent 
of the Commissioners. Mr. Watson replied in the negative, 
the reason being that it would depart from the general scheme 
of the proposal that there should be unification over the whole 
area. 
Questions followed as to where economy was to come in 
from the work of the Joint Authority for so large an area. 
Mr. Watson did not agree with the figure of £40.000 or 
250.000 per annum for the administrative expenses of the 
Joint Authority during the early vears, and put the cost at 
nearer £20,000, because it was not proposed under the Con- 
ference scheme to set up a large administrative staff at the 
becinning. : А 

Mr. Dowann’s case was that separating the area into a few 
gmaller districts would resnlt in a cheaner supply being given 
to industrial London. Linking-up electrically was part of his 
case, but he wished to be independent financially. 

Mr. Watson said the aim of the Conference was the link- 
ing-up of the east of London, and at one time linking-up 


with the west had been suggested. Mr. DoNALD'S retort was 
that this hnking-up. Was not connected with any financial 
grouping; it only related to electrical hnking-up. Following 
this up, he put it to Witness that originally there was в 
proposai that the rates should be pledged with regard to the 
capital, but that it had been withdrawn in the discussions 
of the Conference ш order to secure unanimity. Mr. WATSON 
said it was not felt necessary to state this definitely in the 
scheme, but he could not imagine how the money could be 
raised in any other way. 

CoUNsEL for the Metropolitan Electric Supply Co. suggested 
that the best plan would be to deal with the County ot Lon- 
don first, and leave tlie surrounding districts alone. 

Mr. Власацат, for the Middlesex County Council, raised 
the question of bow much of the Conference scheme would 
fall to the ground if the Electricity Supply Bill (No. 2) did 
not go through, as many of the clauses ot the scheme were 
taken from the Bill. Mr. Watson said there was no reason 
why any part of the scheme should go. The authorities were 
ready to co-ordinate the demands of the area. 

Sir HERBERT NIELD, K.C., then cross-examined for the Hert- 
fordshire and Surrey County Councils on the ваше lines as 
he had previously done. pointing out that as the Conference 
scheme, equally with the IL. C. C. scheme, did not oller any 
immediate benefit to Hertfordshire, that county should be 
left out. 

Mr. KENNEDY, who had submitted a scheme, as the inquiry 
was closing for the dav, said that after having heard what 
had taken place so far, the companies desired to make certain 
modifications in their scheme. Mr. DONALD, for the East Lon- 
don district scheme. asked that a similar indulgence should 
be extended to the other parties if they desired. 

Sir JOHN бккш, said that what was allowed to one must 
be allowed to all. 


When the inquiry opened on Thursday, June Ard. Mr. 
WROTTESLEY, who appeared with Mr. Baggallay, for the Mid- 
dlesex County Council, explained precisely the attitude of 
that body. He said there were certain objections on the part 
of tne Middlesex County Council to all the schemes, such 
as those dealing with representation and finance. If certain 
modifications were made in the scheme of the Conference of 
Locai Authorities, 16 might be that the Middlesex County 
Council would withdraw its objection to inclusion in the area. 

Mr. Duncan WATSON'S cross-examination was then ceon- 
tinued. Attention was given to the method of meeting the 
administrative expenses of the Joint Electricity Authority 
during the early years. According to the scheme, the expenses 
would be met by the authorised distributors taking a suppiy 
from the Joint Authority. 

Sir Harry HAwWARD said it was not quite clear what was 
going to happen if none of the authorised distributors took 
a supply from the Joint Authority during the first year or 
two. Who was going to meet the administrative expenses? 

After considerable discussion, Mr. Watson stated that in 
his view all the parties concerned, whether taking a supply 
or not, should contribute, and to that extent he agreed with 
the proposals of the L.C.C. 

Mr. BAKER, for the North Metropolitan Power Co., said 
that as the scheme had been deposited, no portion of the 
administrative expenses would fall on his company. Now, 
it would seem thut the company would have to bear a share 


of the administrative expenses in proportion to its output. 


Thus the larger the business of the authorised distributor the 
larger the sum which would have to be paid towards the 
administrative expenses, and the North Metropolitan Power 
Co.. as admitted, would receive no assistance from the Joint 
Authority for some years. 

Mr. WATSON agreed, but said that the amount would be 
very small, as only that proportion of the administrative 
expenses would be levied upon the authorised distributors 
which was not chargeable to capital expenditure. 

Mr. WATSON, in reply to Mr. Baker, said the Commissioners 
had put forward the area, and he assumed that it had to be 
adhered to. On the other hand, Mr. Rider, who had advised 
the local authorities as well as the L.C.C., had stated that 
it would not hurt the scheme to cut out certain areas. 
having been told during the inquiry that it was not essential 
to feel bound to the provisional area. In that respect, Mr. 
Watson and Mr. Rider did not agree, because Mr. Watson 
had said the North Metropolitan area was essential, whilst 
Mr. Rider, although desiring to have the whole area, as 
being a suitable one for the purposes of electricity supply. had 
admitted that parts of the North Metropoliton area mignt be 
left out. Mr. Baker also ascertained that the basis of com- 
pany representation on the Joint Electricity Authority was 
that all the companies were purchaseable, whereas the North 
Metropolitan Power Co. was not purchaseable. Mr. WATSON 
agreed that this would require a modification of the basis of 
representation. 

Mr. TURNER, in his reexamination, pointed to an answer 
bv Mr. Rider in which he stated that the North Metropolitan 
Power Co.'s arca was essential to the scheme, in that it might 
contribute to the general supply. as well as eventually receive 
assistance from the general scheme. As to the proposal of 
the local authorities to split the area into four separate autho- 
rities, Mr. Watson said the idea was to have four divisional 
committees to collect information, but only one Joint Elec- 
tricity Authority was intended all along. The Conference 
did not feel itself bound to adhere to the terms of the resolu- 
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tions already passed as to the purchase of the local authorities’ 
generating stations. | | 

Sir Harry HaWABD said he still could not understand the 
position of the local authorities as to raising capital for the 
purposes of the Joint Electricity Authority. Until the Elec- 
tricity Supply (No. 2) Bill was passed, the local authorities 
had not the power to assist the Joint Authority. Even when 
that was possible, he did not see how the local authorities 
could raise money and lend it to the Joint Authority. Usually 
the local authorities borrowed from the L.C.C., and the best 
plan would be for the L.C.C. to guarantee the interest on the 
Joint Electricity Authority's capital. 

Mr. Watson said the one thing he wished to emphasise was 
that the local authorities did intend that the money should 
be raised on the security of the rates. 

Sir Harry HawaRD,: dealing with the proposal to give the 
companies and the local authorities equal representation on 
the Joint Authority, pointed out that the capital expenditure 
in the case of the companies маз 420.000, 00 and the local 
authorities £12,000,000, and therefore the representation should 
be as 3/5 to 2/5, instead of equal. 

Mr. WarsoN replied that the local authorities' interest was 
freehold, whereas the companies interest was leasehold. 

Sir Harry questioned whether the companies and the pur- 
chasing authorities should be held as one and the same. Mr. 
Watson thought 16 was right, as when the purchase took 
place the purchasing authorities would then have the same 
representation as the other local authorities. If the North 
Metropolitan Power Co. was taken over by the Joint Autho- 
rity, he saw no reason why it should not have separate repre- 
sentation. 

Sir Harry said that if the local authorities did not exercise 
their purchase rights, the extra representation would go to 
the companies, and that, again, rather sugyested that the 
principle adopted in arriving at the proportion of representa- 
tion was not а sound one. Another point made by Sir Harry 
Haward was that the City of London Corporation was given 


one representative, as an authority with purchase rights, and 


Mr. Watson said he would not deny that that was also 
done partly with the hope of financial assistance for the Joint 
Authority. 

Mr. WATSON agreed that if separate representation was given 
to the Middlesex County Council, similar clains would be 
made by the other counties, and that that would constitute 
an important alteration in this part of the scheme. 

Sir Harry HawaRD, referring to the three representatives 
for railway companies, large consumers, and labour, elicited 
that this meant only one representative each, so that the 
railway companies and large consumers would only have the 
same representation as labour. lle asked why labour should 
have any representation at all. Labour was already largely 
Iepresented on local authorities. 

Answering Mr. Page, witness said the absolute control of 
the Joint Authority was quite right in principle, but his ex- 
perience of the past few years indicated that the same thing 
could be effected voluntarily, and at less expense. The abso- 
lute control aimed at by the L.C.C. scheme might probably 
come into effect later, when the capital stations were built. 
but during the first stage he believed the authorities would 
agree among themselves to do all that was necessary. 

Mr. Lackte followed up the question, and asked if, say, 
eight engineers in eight stations In a particular area did not 
agree, the result would not be better obtained with an absolute 
control from the beginning by the Joint Authority. Mr. 
Watson said the experience was that differences did not occur 
In practice, but the existence of the Joint Electricity Authority 
to come in also, would improve the position, and was what 
was wanted. 

Replying to the chairman, Mr. WaTsoN said he was in favour 
of perpetual tenure to the companies, if the sliding scale of 
prices and dividends was applied. This applied to distribution, 
and he considered it urgent and necessary that the whole of 
the generating stations should in some form pass to a central 
authority. 

Sir JoHN SNELL suggested that if the Commissioners were 
able to evolve а scheme out of the first three schemes, it would 
be desirable that some detinite principle should be inserted, 
upon which the stations should be acquired and the distribu- 
tors controlled. | 

Mr. Watson replied that if that could be done the Com- 
missioners would amply have justified their appointment. 

Sir JOHN SNELL suggested that the promoters of the three 
first proposals should confer on the matter. He did not, how- 
ever, wish other promoters to think that the most impartial 
eonsideration would not be given to their schemes. "That was 
a risk he ran in making such a suggestion. He added that 
the differences between the Conference and the L.C.C. were 
so small that they ought to be capable of easy solution. 

Mr. C. Н. WonbixGHaM, who took part, with Mr. Rider. 
бг Alexander Kennedy, and Mr. G. W. Partridge. in drawing 
up the technical scheme, was then called. On the question 
of control by the Joint Authoritv, he said he would prefer 
autocratic powers. The difficulty, however, was that there was 
no power of compulsion under the Act of 1919, and that 
made it extremely difficult to draft these schemes. The 
clauses in the Conference scheme gave a very large measure of 
control nevertheless, Although there were not autocratic 
powers of control in the Joint Authority, the initiative came 
from it, and its decisions were subject to the approval ot the 

ssloners. On the question of the reasons for advising 


the linking-up scheme as opposed to erecting capital stations 
at once, Mr. Wordingham agreed with the views already put 
forward by Mr. Hider, adding that as many of the existing 
stations Were uneconomical, the advantage of a fall ш price 
of coal Would be greater than would be the case ш 8 capital 
staton Working under more economical conditions. Starung 
trom the point, therefore, that the cost ot supply from the 
hnxing-up scheme and from capital stations buut at once, 
Would be about the same, it followed that greater advantages 
would be obtained from а fall in the price of coal trom tne 
linklug up scheme in the early years. Ав to rallway supply, 
Mr. Wwordinghaimn said that any supply to the railways should 
be on the basis of a dennite maximum demand, a deunite 
annual consumption, & price Which involved no loss, à con- 
tract for a period of years to enable tbe capital expenditure 
to be јиѕішеа, and, finally, reasonable notice of the raluway 
companies' demand. At the same time, he said that railway 
companies could supply themselves more cheaply. The com- 
bined supply would benetit trom the existence of the rauway 
load, but the railway would suter йош the combinauon, 
because it would have to bear part of the expenditure on 
transmission and admunistration not connected with the rail- 
way load. 

Sir JOHN SNELL said there seemed no reason why the rail- 
Way companies should be charged more than the actual costs 
attributable to their load, properly apportioned out. In that 
case, he did not see that the railway companies could generate 
more cheaply than а capital station for a Joint supply. Indeed. 
he thought that by combining the two loads in one station 
both must benefit compared with dealing with the railway 
load from one station and the general supply, less railway 
load, from another station. 

Continuing his evideuce, Mr. Wordingham referred to the 
advantage ot being able to supply the outlying districts from 
the railway mains, as already indicated by the chairman. On 
the general technical details, he agreed with the scheme put 
forward by Mr. Rider. 

Mr. Скла HENDERSON cross-examined to the effect that 
autocratic powers of control on the part of the Joint Autho- 
rity were necessary. 

Mr. WomnbiNGHAM said it would be necessary for someone 
to control the use of the stations in the best interests, but 
that was a contro] dealing with the needs of the moment, 
which was quite diferent from deciding a general policy. 

A discussion took place as to the desirability of erecting 
capital stations, with a long loan repayment period. Mr. 
WORDINGHAM said he had very little hope that the Commis- 
sioners would grant a longer period than was usually allowed. 
In any case, in present conditions, he would prefer to put in 
new plant—much of which was already ordered—in the exist- 
ing stations rather than to erect new buildings for them in 
the form of a capital station, involving new transmission 
mains. 


On Friday, June 24th, Mr. рохл continued his cross- 
examination of Mr. Wordingham. Dealing with the powers 
given to the Electricity Commissioners under Section 19 of 
the Act of 1919, Mr. Donald said that so long as the Com- 
missioners refrained from setting up a Joint Authority for 
London they could do the whole of the work proposed under 
Part I of the scheme under consideration. That being the 
case, if the new capital stations were not to be erected for 
ten years, he suggested that the better course for the Corn- 
missioners to take would be to refrain from setting up any 
Joint Authority until that work was carried out. This would 
result in a considerable saving in the way of administrative 
expenses. The chairman. however, intimated that the ques- 
tion of the advisability of setting up a Joint Authority or not 
under the powers given them was one upon which he would 
like the help of counsel at a later stage. 

In answer to Mr. Tyndal Atkinson, who cross-examined 
on behalf of the Hertfordshire County Council, Mr. Worp- 
INGHAM said that the exclusion of Hertfordshire from the 
area to be supplied would not affect the position of the inner 
districts of London very much, but llertfordshire would 
benefit by coming into the scheme now. After some dis- 
cussion on the subject of price, witness agreed that there 
would be a point in length of transmission at which the price 
of 1.3264. per unit, which was the price at which it would 
be received at the bus bars of the authorised distributors, 
would be increased, due to transmission losses. 

Cross-examined by Mr. Szlumper, for the Surrey County 
Council, Mr. WonbiNGHAM said that if the supply area of 
any particular undertaking. were cut in two by the boundary 
of the present scheme, by all means it should be brought in. 
He had no sympathy with the idea of enlarging the area to 
a county boundary just because it was a county boundary. 

Mr. WORDINGHAM assured Мг. Wrottesley, who cross-ex- 
amined on behalf of the Middlesex. County Council, that 
under the proposed scheme the Joint Authority would be able 
to supply at such a pressure as would enable it geographically 
to supply the whole area. In the first stage it was proposed 
to supply at 6,000 to 10.000 volts, but in certain cases it 
could transform up to 33,000 volts. It could supply at a 
pressure of 6,000 to 10,00) volts at any distance up to ten 
miles. The mains would be underground, except where the 
country was open, when overhead mains would be adopted. 
In the last stage of the scheme the Middlesex area would 
be supplied from the Chiswick station in normal times, but, 
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of course, the whole of the stations would be linked-up in 
order to help each other in abnormal times. 

. In answer to the chairman, who raised the point of zoning 
in connection with charges, Mr. WoORDINGHAM said he would 
not propose a series of circles round the various generating 
stations, within which the price dillered from that in the 
outer areas. Ín his own view there would have to be а 
very large central zone in which the rates and charges on 
the load-factor basis would be uniform. He did not think 
they would be justified in charging the same rates anywhere 
on the fringe of the area as in the central parts of London. 


Sir Harry Hawarp put a number of questions with re- 


gard to the future fall in prices of plant, but Mr. WORDING- 
HAM could not give any estimate as to the extent to which 
they would fall. If. as assumed by Sir Harry, the fall in 
prices during the next three years amounted to 25 per cent., 
thus reducing the estimated expenditure of 13 millions to 
92 millions, the scheme would be much more promising. 
The price of coal must not be left out of account. Assuming 
a reduction in the cost of plant of 25 per cent., and a fall 
of 3 per cent. on capital during the next three years, there 
would be, said Sir Harry, à reduction in capital charges on 
the 18 millions of £260,000 a year. Such assumptions Mr. 
Wordingham did not consider unreasonable. 

Mr. Paar, following up the railway load question, got from 
Mr. Wordingham the opinion that the cost of generation 
in в station supplying railways as well as general supply 
would be lower than in a station without the railway 
load, but he was not able to give а figure of the difference 
in cost per unit. If the Joint Authority could get the rail- 
ways, said Mr. Wordingham, he would be only too glad. 
His evidence had been on the assumption that а railway 
company would have sufficient load to put up its own capital 
station. 

Mr. Pace: Yesterday you rather gave the impression that 
it would not pay a railway company to buy its energy from 
the Joint Authority, but now that we have examined the 
inatter further, would you be prepared to say that in certain 
circumstances what you said yesterday will not hold? 

Mr. WORDINGHAM said he ought to have said he was 
‘afraid ” the Joint Authority would not get the railway 
load. If the assumptions he had made were not sound, then 
his opinion would not hold. In certain events it might be 
worth the while of the railway companies to buy from the 
Joint Authority. In any case, he looked forward to inter- 
linking between the railway power stations. 

Mr. Воотн, in the course of his questions, said the railway 
companies had told the Board of Trade Electric Supply Cora- 
mittee that they would be prepared to purchase electrical 
energy if they could be assured that it would be cheap, and 
the supply reliable. So far there was no railway company in 
the area whose load would be sufficient to justify a capital 
station to deal with it. Moreover, he put it that a supply 
would be more reliable from a linked-up system than if reliance 
were placed on the railway company's own station. 


Mr. WoRDINGHAM said that it could be argued that the ` 


linked-up supply would be the more reliable. He added, how- 
ever, that with the one exception of the L.B. & S.C. Railway, 
all the London railway companies which wanted a supply 
had put up their own stations. 

Sir JOHN SNELL suggested that that was due to the fact 
that there was no other available source of supply. Sir John 
also brought out the point, which he said had not been 
mentioned, that existing undertakers, such as the power com- 
panies, might be helped considerably by assistance from the 
Joint Authority in enabling them to deal with districts which 
they had not supplied hitherto. Moreover, Sir John put it, 
and obtained Mr. Wordingham's acquiescence, that the mere 
fact of the availability of supply to the existing undertakings 
from the Joint Authority would go a long way to breaking 
down the barriers which had hitherto hampered electrical 
development in this country. 

The promoters of the Conference scheme had intended to 
call Mr. Arthur Collins, the financial expert. 
Mr. Collins had been taken ill and could not attend, and it 
was agreed to call him later. 

Mr. Riber was then recalled to explain further tables which 
he had prepared, putting in greater detail some of the tables 
already given, and elaborating certain figures given during 
his evidence. 

Very few questions were put on these tables by way of 
cross-examination. Mr. DonaLp, however, mentioned that 
there was an actual ease of two stations, one of which was 
shut down for a certain period of the day, in which there 
had been an actual saving of £2,700 per annum in wages. 
On this basis, it did not веет to him that Mr. Rider, in his 
estimates, had allowed suflicient in respect of this saving. 

Mr. Riper said the estimates had been prepared in euch 
а way that nobody could say that they unduly favoured the 
scheme. | 

In answer to Sir Harry Haward, he added that no pro- 
vision had been made for savings in wages due to linking-up. 
because whilst the station was working at all there would 
not be much saving in this respect. The chief saving would 
be in respect of the coal used. "There would he certain savings 
in wages as regarded actual generation, but for the most part 
the wages во saved would have to go on to distribution. 

Mr. KENXEDñ᷑ then opened the case for the proposal by the 
nine London companies which had put forward a scheme as the 


have control over so large an area. 


Unfortunately, 


London Electricity Joint Committee, 1920, Ltd. This scheme 
has been considerably modified since it was first drafted, and 
we deal with it in the words of Mr. Kennedy. The nine 
companies concerned, viz. the London Electric, the Char- 
ing Cross, City & West End, Metropolitan, Central, West- 
minster, Kensington & Knightsbridge, Brompton & Kensing- 
ton, Chelsea, and St. James's & Pall Mall, have a capital of 
approximately 410, 250.000, and the units generated in 1919 
were roughly 196.500, 000. The companies’ capital, he con- 
tinued, represented 62 per cent. of the total capital and the 
output 65 per cent. of the units sold by all the companies in 
London. ‘Lhe City of London Co., although not associated 
with the scheme, was in friendly communication with the 
promoters, and it was hoped to secure its co-operation even- 
tually. Taking the area delimited by the Commissioners, the 
nine companies concerned in the present scheme represented 
314 per cent. of the total subscribed capital and 214 per cent. 
of the units sold by both the companies and local authorities. 
lhe area served by the nine companies represented a very 
substantial and compact nucleus around which to build a 
scheme, even if the nine companies stood alone, which he did 
not believe they would do. After mentioning that the tech- 
nical part of the scheme jas the same as that already 
described in respect of the two previous proposals, counsel 
explained that during the past few years, excluding the war 
period, the average total increase in demand in the area 
had been 20,500 kW per annum, but the estimates in the 
engineering scheme had been based on an increase of 96,000 
kW per annum during the next six years, and 36,000 kW per 
annum during the succeeding five years. The estimates were 
got out when the figures for 1919 only were known, but the 
subsequent figures for 1920 had shown that the estimate was 
within 2 per cent. of the actual. The figures did not include 
railway load. A calculation had been made which showed 
that in an area represented by a circle with a radius of ten 
miles, with St. Paul’s as the centre, the nine companies were 
supplying 93 per cent. of the total load ot the whole area 
delimited by the Commissioners. The total load inside the 
circle was 432,866 kW, and the bulk of the load outside was 
in the hands of the North Metropolitan Electric Power Co., 
viz., 20,000 kW out of a total of 32,400 kW. Moreover, the 
North Metropolitan Electric Power Co. was in friendly rela- 
tionship with the nine promoting companies, and there would 
be no difficulty in arranging for mutual supply. It was for 
these reasons that in the amended scheme the area to be 
dealt with by the Joint Authority proposed was represented 
by a circle with a radius of ten miles having St. Paul's as 
the centre. At the same time, from the administrative point 
of view, it might be well that the outside districts should 
come under the Joint Authority in order that they might 
have the benefit of 1ts advice, and in the future, be connected 
up to the transmission system in the inner area. If the Com- 
missioners thought it right that the Joint Authority should 
have control over the outside districts, the promoters of the 
present scheme would have no objection, although they did 
not think it would make for economy for one authority to 
Counsel went through 
the figures of generating plant now available and on order, 
already given by Mr. Rider, leading up to the expenditure 
of £1,050,000 during the first five years on linking-up mains, 
adding that £4,500,000 capital expenditure had already been 
sanctioned by the Commissioners for new plant in the existing 
stations, and the capital charges upon it must be paid in any 
event. That new plant represented the additions taken into 
account in the estimates for the first five years, and the cost 
of energy when that plant was installed, and the linking-up 
scheme was complete, would be considerably lower than the 
average now. ‘Then came the next stage, and the problem 
was not to be dealt with by calling the linking-up scheme 
parochial and the capital power station scheme visionary. 
There were two alternatives, either to extend the existing 
stations to their full possible capacity, which was estimate 
at $329,000 kW, which would deal with a maximum demand 
of 650,000 kW at a capital expenditure of £9,750,000, of which 
£2,500,000 would represent initial expenditure during this 
period in preparing for the capital stations to come later; 
or, to build new capital stations to deal with the load after 
1925 at a capital expenditure of nearly 424.000.000. The 
advantage in costs of energy was estimated at 0.034d. per 
unit bv adopting this course. On this matter, he confessed 
to some difference of opinion between the engineers' com- 
mittee. Mr. Rider was inclined to the first course, and Sir 
Alexander Kennedy and Mr. Partridge were inclined to the 
second. viz., to build capital stations to deal with the loa 
after 1995. At the same time, all the engineers concerned 
felt that now was not the proper time to settle the point, 
and that it might well be left for the Joint Autbority to 
determine when it came into being. 

Coming to the administrative. part of the scheme, Mr. 
Kennedy said he had grave doubts whether it was competent 
for the Commissioners to give any compulsory powers to the 
Joint Electricity Authority for anv area that might be decided 
upon, and even if it were, he did not believe that any scheme 
could be satisfactorily worked by unwilling co-operators. 
''herefore, the essence of the scheme must be agreement on 
the part of the local authorities and companies. If no other 
undertakers would join the scheme, the Committee of the 
Companies now concerned had passed a resolution pledging 
themselves to recommend their constituent companies to find 
the £1,050.000 which would be necessary in the first instance, 
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and te start to get something done at once. At the same 
time it was sincerely hoped that the other undertakers would 
jin the scheme, which had been framed so that this could 
be done from time to time. That applied to the local autho- 
rities; to Ше companies а time limit had been given. 

The constitution of the Joint Authority was next dealt 
with. No definite number had been assigned to the number 
of representatives, the basis of representation being that each 
authorised undertaker who entered into an agreement to take 
a supply, or had agreed to lend not less than £100,0U0, or 
guarantee the interest on not less than £100,000, shouiu have 
one representative, the voting powers being one vote for 
every £100,000 so dealt with. In addition, the L.C.C. would 
appoint five representatives, the City Corporation one, rail- 
way companies 3, and local authorities outside the County of 
London from whom any purchasing rights had been trans- 
ferred to the Joint Authority two. In addition, the chairman 
and vice-chairman would be elected from outside. 

Sir Harry HawarD asked how many possible members there 
were from the authorised distributors who could enter into 
agreements to take a supply. 

Mr. KENNEDY said the total number was 44. 

Sir JoHN SNELL said it would help the Commissioners if 
a statement could be prepared showing under one or two 
possible cases, what would be the ultimate constitution of 
the proposed Joint Authority. 

Sir Harry HAWARD also asked for it to be explained why 
agreements to take a supply or to guarantee £100,000 were 
put on a parity as regards voting power. 

The inquiry was about to close for the day when COUNSEL 
for the railway companies said he did not wish 1t to be under- 
stood that the railway companies had definitely refused to 
come into any scheme. "They were out to buy in the cheapest 
market. 

Sir Јонм SNELL said he hoped the railway companies would 
give the Commissioners all the assistance they could by put- 
ting forward a scheme showing what they hoped to do in 
separate generating stations. 

CouNsEL for the railway companies said there were diff- 
culties in the way of putting forward definite proposals, but 
all he wished to make clear now was that the railway com- 
panies would buy in the cheapest market. 


On Tuesday, June 28th, Mr. KENNEDY continued his state- 
ment of the case for the proposal of the nine companies, 
and dealt first with a request by Sir Harry Haward on Friday 
for the reasons why a distributing authority entering, into 
an agreement for supply and one guaranteeing à sum of money 
should be given the same representation. Не confessed tbat 
there was no definite basis, but the undertakers who entered 
into an agreement were obviously entitled to representation. 
There were cases in which authorised distributors did not 
own generating stations, such as Bethnal Green, and such 
people might come in by guaranteeing a sum of money. Не 
could not go further than to say that both classes of under- 
takers ought to be represented on the Joint Authority; under 
the Technical Committee's scheme to be dealt with later, 
each of the undertakers that leased their undertakings to the 
Joint Authority would be entitled to a representative. In 
order to prevent a local authority obtaining an undue pro- 
portion of votes by putting up an exceptionally large sum 
of money, it was proposed to limit the number of votes 
which any authority could have. At present, in the scheme, 
no number was inserted, but it was felt that five might 
be а fair number as a total for any particular authority. 

In answer to Sir Harry Haward, Mr. KENNEDY said he 
could find no precedent for constituting a Joint Authority 
on this basis, but neither could he fnd any precedent for 
the 5 of such an authority at all, viz.. by agree- 
ment. 

Continuing, counsel said it was proposed to pay the chairman 
and vice-chairman, but not the members of the Joint Autho- 
rity; in that the scheme agreed with the L.C.C. scneme, 
but differed from the scheme of the Conference of Local 
Authorities. Local authorities could come in and join the 
Joint Authority, with the consent of the Commissioners, 
but a time limit was placed upon the companies coming in. 

Some questions were put by the Commissioners with regard 
to tbis proposed constitution of the Joint Authority, particu- 
larly as to when it could be regarded as complete. 

Sir JoAN SxELL said it seemed fo him that the broad prin- 
eiple was that at different stages a finite number of repre- 
sentatives would be arrived at, e.g., when all the authorised 
distributors had come in; and that thereafter their measure 
of voting power might increase or vary according to the 
decree of financial responsibility assumed.’ 

Mr. Kenxepy agreed that that was so. For instance, it 
might be that the companies with a smaller number of repre- 
sentatives would have a larger voting power than the local 
authorities. 

Answering further questions, Mr. KENNEDY eaid that the 
companies must enter into agreements with the Joint Autho- 
rity after the making but before the confirmation of the 
scheme, because it was felt that it would be useless to con- 
firm a scheme if there was no chance of there being sufficient 
undertakers who would transfer their generating stations 
and transmission lines. As an inducement to the companies, 
an extension of tenure as distributors was offered, which 
point he would deal with later. 


Coming to the terms upon which the Joint Authority 
would acquire the generating stations and transmission lines, 
counsel said there would be a rent equal to 7 per cent. on 
the cost of the station appearing in the books of the under- 
taking, less such depreciation as had been allowed by the 
income tax authorities, with the addition of an annual sum 
which would wipe out the cost so arrived at in a certain 
number of years, so that at the end of that period tne 
generating station and transmission lines would become the 
property of the Joint Authority. 


Counsel confessed it was a complicated matter. In terms. 
this proposal applied to local authorities as well as companies. 
If the local authorities made other suggestions, which had 
the same effect, the companies would not object. Really, the 
proposal was a hire-purchase rather than a lease, and was 
suggested in order that the money should not have to be 
found in a lump sum. A later clause in the scheme gave 
an option for the undertaker to go to arbitration to deter- 
mine the price to be paid. 

Sir JouN SNELL said it would be helpful if the Commis- 
sioners could be told whether the nine companies were willing 
to accept the principle of cost less depreciation without the 
option to ask for arbitration, because the former was definite, 
whereas the latter was very indefinite. 

Mr. KENNEDY promised to confer with his clients and let 
the Commissioners know. 

Continuing, counsel pointed out the other leading features 
of the scheme. Thus, the Joint Authority would have no 
control over any authorised distributor not taking a supply. 
The extension of the life of the companies as distributors was 
to be for 60 years from a date to be fixed. Later, it was 
provided that the Joint Authority must supply authorised 
distributors at a price not higher than that at which the 
ашпоо distributors could have generated electricity them- 
selves. 

Sir Тонм SNELL asked whether it had been considered that 
the terms of purchase proposed would allow the Joint Autho- 
rity to supply at as low a price as that previously obtaining. 

Mr. KENNEDY said the engineers considered they would if 
a proper scheme of co-ordinated control was adopted. 

Continuing, counsel said that the Joint Authority was to 
appoint a Finance Committee, and no expenditure exceeding 
£1,000 was to be incurred without the recommendation of 
that committee. Further, a Technical Committee, consisting 
of five members. was to be appointed, three of whom were to 
be members of the Authority and two might, but need not, 
be elected from outside the Authority. Аз to capital, the com- 
panies had been advised by eminent counsel that it would 
only have powers to mortgage the undertaking but not to 
issue stock, until the No. 9 Electricity Bill was passed. 

Dealing with the expenses of the Authority, it was provided 
that these should be met and defrayed out of (1) the proceeds 
of the sale of electrical energy; (2) grants from the Imperial 
Exchequer made on the recommendations of the Commis- 
sioners; (3) contributions by any bodies entitled to make them. 

Sir Јонх SNELL drew attention to the proposed grants from 
the Imperial Exchequer, and asked how they were to be 
obtained. 

Mr. KENNEDY replied, amidst some laughter, that he had 
no doubt the Imperial Exchequer would look with a kindly 
eye upon any recommendations by the Commissioners. 

Describing the area proposed—it was originally that de- 
limited by the Commissioners—counsel said it was now 
a district within a radius of ten miles from St. Paul's Cathe- 
dral. but exclusive. of any parts of the respective areas of 
supplv of the North Metropolitan Electric Power Supply Co., 
and the Metropolitan Electric Supply Co., that were outside 
the administrative County of London. 

Sir Тонх SNELL said the Commissioners would have to put 
many questions on the subject of the area, ав, according to 
the map. there would arise several complications as between 
authorities within it which were giving bulk supplies outside 
the area now proposed. 

In his concluding remarke, Mr. KENNEDY said that both the 
L.C.C. and local authorities' schemes were unacceptable, be- 
cause the companies were not given adequate representation 
on the Joint Authority. The companies did not object to a 
municipal scheme во long as the Authoritv purchased the 
companies' generating stations outright, and came under an 
agreement to give a supply, but they were not prepared to 
lease their generating stations to such an Authority. As to the 
railways, it seemed to the companies that this was laryely a 
matter for the railways themselves. It would not pay the 
railway companies to erect power stations of their own, and 
put quite generally, it was purely an economic problem. 

Mr. W. F. Fuanaate, chairman of the London Electricity 
Joint Committee (1920), Ltd.. and of the Charing Cross, West 
End & Citv Electricity Supply Co.. said the Joint Committee 
had been formed to act as a Joint Electricity Authority under 
the Electricity Supoly Act of 1919. The individual nine 
companies concerned would have to be consulted throngh 
their shareholders before anv definite scheme was decided 
unon. but he had had the advantage of consulting with the 
nine companies, and knew their views. So far as the area 
was concerned. his own opinion was that the area delimited 
by the Commissioners was too large. The companies did not 
look upon a nossible purchase by the L.C.C. with anv par- 
ticular fear. They could perfectly well meet all their statutory 
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obligations until 1931, and have a surplus, although there 
might be some difficulty in raising the necessary capital during 
the last few years. At the same time, it was greatly to the 
advantage of the purchasing authority that something should 
be done, otherwise the position from the public point of view 
in 1931 would be very unsatisfactory, because the companies, 
without some prospects beyond 1931 could not afford to lay 
interconnecting mains, which was the first and a most im- 
portant step. Тһе board of the Joint Committee of the 
companies had passed a resolution approving of the amended 
scheme as now submitted to the Commissioners, and recom- 
mending that the companies should guarantee up to £1,200,000 
either alone or in conjunction with the other London com- 
panies. He did not believe he would have any difticulty in 
obtaining the consent of the Charing Cross Co.'s shareholders 
to providing their share of this amount. ‘The terms of the 
lease proposed were that the rent was to be ascertained by 
taking the cost of the station in the books of the local autho- 
rity or company. As regards land and buildings, there snould 
be no depreciation, because in the case of land, this would 
have appreciated, whilst buildings erected some years ago 
could not now be erected for three or four times the cost. 
Ав to mains, 1$ had been suggested that they should be 
depreciated 3 per cent. on а diminishing value, and plant at 
5 per cent. on a diminishing value. This was the income tax 
basis. Having arrived at the total figure, it was suggested 
that 7 per cent. should be the rent, although, personally, he 
would be content with 6 or 64 per cent., because if too high 
a rate was asked, 16 would be cheuper for the Joint Authority 
to raise the money at once and pay the companies out. That 
he would like to avoid. In addition, there must be a percentage 
for paying off the cost, and that should be spread over as 
long а period as possible; say, 60 years, to coincide with the 
proposed extended tenure of the companies as distributors. 
In answer to the chairman, Mr. }'LADGATE said he would 
recommend all the nine companies to take the purchase terms 
as set out without requiring the option of arbitration. it the 
scheme was sanctioned by the Commissioners, the nine com- 
panies would be advised by the Joint Committee to find 
the 41.050.000 required for the first stage as set out in 
the engineers’ technical scheme, if, before the scheme was 
dinally confirmed, it was made sure that there were a sutt- 
clent number of authorised distributors willing to join the 
scheme to make it worth while. As things stood at present, 
the companies were in a very unsatisfactory state, because 
they did not know whether they would be purchased in 1931 


or not, and that was bound to be reflected in the condition . 


which the purchasing authority would find when the time 
came to purchase. | 

Discussing the area, Mr. PLADGATE said he was not bound 
by the ten miles now suggested, and he was quite ушш 
to modify the area. The point was that the four capital 
stations were within the limits now proposed, and it would 
not be wise to extend unduly beyond the area which could 
be served by these stations most economically. That area 
was practically contained in the ten miles circle, because 
outside that area the load was comparatively small. | 

Discussing with counsel for the L. C. C., Mr. FLADGATE said 
that as the scheme now stood, those companies which did 
not agree to come in before the scheme was conlirmed would 
not have an opportunity of coming in afterwards. It was, 
however, for the Commissioners to say whether further time 
should be given, as in the case of the local authorities. 

Mr. FLADGATE also said that the scheme provided for abso- 
lute contro] by the Finance Committee of finance, and by the 
lechnical Committee of engineering, without any supervision 
by the Joint Authority. Не regarded the other members of 
the Joint Authority in the same way as shareholders who had 
appointed u board of directors. e | 

Continuing. Mr. FLADGATE said it was a difficult thing to 
decide what powers the Commissioners bad under the Act 
of 1919 vefore such a scheme as this could be put into opera- 
tion. For instance, he did not believe the Commissioners 
could give an extension of the companies' period of life as 
distributors. | 

Mr. Turner, for the Conference scheme, and Sir Harry 
HAWARD raised the question of how the public was to benefit 
by any reduction in the price of energy, and Mr. FLADGATE 
said that involved the whole matter of charges which would 
have to be dealt with by Parliament. He was willing to 
accept the principle that reductions in working costs should 
inure to the consumer. | 

Mr. DowaLD said that if the proposed terms of purchase 
were applied, the consumer would suffer unless the Joint 
Authority was able to effect economies seeing that the 7 per 
cent. rental paid to Ше distributor by the Joint Authority 
must fall on the consumer eventually. The 7 per cent. would 
have to be charged to the distributor in the price of current 
if economies could not be made to enable the Joint Authority 
to supply at the same rates as the distributors were now 
generating at for themselves. | " 

Mr. FLADGATE was of the emphatic opinion that the consumer 
would not suffer in апу way. The whole object was to 
cheapen supply, and he believed it would do this eventually. 
He also agreed to take in, say, Middlesex and other parts 
if the power stations in these areas were transferred. Other- 
wise he would not agree. At the same time, he preferred а 


small area to begin with. 
| (To be continued.) 


LEGAL. 


Horst ELECTRIC PLANT, Lrp., v. Cavan LiGHT AND Power Co. 


AT Dublin recently, before Mr. Justice Gordon, plaintiffs, 
who carry on business at Belfast, sought to recover £335 for 
a switchboard which they had made and completed for the 
defendants. The defendants denied the contract, and pleaded 
that the switchboard was not supplied by plaintiffs within the 
time agreed upon. The plaintiffs, in their reply, stated that 
there was no specified time, and that if there was, it had been 
waived by mutual consent. Judgment was reserved. 


J. P. HALL & Co. v. THE KING. 


In the Court of Appeal, on June 2rd, the hearing of this 
сазе was concluded, the company having appealed from a 
decision of Mr. Justice Bailhache in favour of the Crown. 


. According to the report of the case in the Financial Times, 


the appellants by Petition of Right claimed to recover the 
cost of providing a canteen for their workers during the 
war when they were a controlled establishment. In common 
with other controlled establishments, they were urged by the 
Ministry of Munitions to supply adequate facilities for the 
supply of food and refreshment for their workers. In response 
to that request the appellants expended £1,700 in erecting 
the canteen, and the Liquor Control Board recommended that 
£1,500 should be returned to the suppliants. However, when 
the E.P.D. Act came into force the authorities decided to 
deal with the matter under E. P. D., in which case appellants 
sald they would only get 60 per cent. of their £1,500. Mr. 
Justice Bailhache held that the authorities had treated the 
matter properiy, and discharged the petition. 

At the conclusion of the arguments in the Court of Appeal, 
Lord Justice Bankes, in giving judgment, said that the agree- 
ment was that the cost of the canteen might be written off 
against current profits. Under that provision and the then 
existing legislation the whole cost would have been thrown 
upon the Government, but E.P.D. became applicable to 
suppliants' business before the time came for ascertainin 
how the agreement was to be carried out. Therefore, ins 
of the Government paying the whole of the cost, they would 
only have to pay a portion of it if the essential term of the 
agreement were complied with—namely, that the cost should 
be written off against current profits. The suppliants were 
not entitled to depart from that essential term of the contract, 
and the cost must be written off current profits and not against 
the sum payable to the Government by way of excess profits. 
The other members of the Court concurred, and the appeal 
was dismissed. | 


SWARREN, LTD. 


MR. Justice Р. О. LAWRENCE, in the Companies Winding-up 
Court on Tuesday, made an order for the compulsory liquida- 
tion of Swarren, Ltd., upon the petition of the Electrical Sup- 
plies Co., of Tottenham Court Road. Mr. J. E. Harman ap- 
peared for the petitioners, who. he sald, were judgment 
creditors, and the company did not appear. 


— — — ———— 


New X-Ray Apparatus.— The authorities of the West 
London Hospital announce that they are in possession of new X-ray 
apparatus which makes use of says of a wave-length not hitherto 
employed. The voltage is 200 000. The apparatus is the design of 
^ Bavarian radiologist, and the equipment is the only one ‘in 
England. The high claim is made, according to Zhe Times, by the 
hospital authorities that: “ Surgery as a treatment for cancer may 
be entirely out of date in a few years’ time through the special 
form of X-rays now in use in the West London Hospital. A figure 
of cures as high as 80 per cent. of the cases thus treated ix looked 
for by those who are by no mesns extravagantly hopeful.” It is 
also stated that the rays do not injure the patient in the slightest 
degree. The tendency of radiolozists has been to obtain tubes 
giving rays of higher penetration, and the tubes referred to by the 
West London Hospital authorities sfford the hardest rays yet 
achieved. Opinion ison the whole favourable to the movement, 
though some authorities are of opinion that the present method of 
using radium with X-rays is probably as good as anything that i 
likely to be achieved by X-rays alone, no matter how penetrating 
they may be. The point in connection with cancer is that the 
hard rays have a selective action on cancerous tissues. They have 
also an action on some normal human tissues, but it is possible 
that when а very great degree of hardness is reached, the action 
may be on the malignant tissue only. In any case, Coolidge has. it 
is said, reported favourably onthe new movement. It is also stated 
that American makers believe they can supply tubes capable of 
being used with voltages of 1,000,000. It is evidently too early as 
yet to dogmatise. The work is in an experimental stage, We oam 
only watch it with interest and bope. А 
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| BUSINESS NOTES 


The "Electrical Review" Index, — The Index to 
Vol. LXXXVIII of the ELECTRICAL REVIEW, which will shortly 
be printed, will be supplied only to those who, through the post, 
specially apply for it. To such it will be supplied for 6d. post free. 
Any reader or advertieer, at home or abroad, who requires a copy 
for binding, or for other purposes, is asked to make early applica- 
tion therefor to the Publisher, ELECTRICAL REVIEW, 4, Ludgate 


Hill, E.C. 4. 


Our Telephone Numbers.— The telephone numbers of 
the RLBOTRICAL REVIEW have been changed, and are now both 
on the Central Exchange. The numbers are :—Central 8260 and 
8361. We shall be glad if our readers will kindly take note. 


Bankruptcy Proceedings.— WILLIAM AARON Davis, elec- 
trical engineer, 14, Basinghall Street, Leeds, late 3, Coronation 
Street, Leeds. The following are creditors herein :— 


British Pure Oil, Grease, and Manchester Lean and Discount 


Carbide Co. ee ee ee £106 . өө Фо ee 716 
Cothbie & Co., Chas. L. .. io 3l Munro, A. R. B. .. P .. 86 
Dawson, Henry ә . 76 Bankers vx e - . 516 
Denison, E. A. E es .. IB Newby & Sons, Т... s . 28 

Westwoed & Co., Ltd. eo 448 


Endurance Cycle Co. .. . 10 
Grassham, T. 4K Ww. 

The publio examination of this debtor was held on June 21st 
at the County Court House, Albion Place, Leeds. Debtor 
stated that the receiving order was made on May 5th last, 
on a creditor's petition. According to the statement of affairs 
the ranking liabilities were returned at £2,004, against assets 
£244, or a deficiency of £1,760. It appeared that he went 
to Leeds in 1918, after being discharged from the Army. He 
commenced business at 3, Coronation Street, Leeds, without 
capital, but borrowed £60 from a friend, and £40 from а money- 
lender. After a few weeks he entered into partnership with two 
others, who brought in £150 and £250 respectively. In December, 
1919, the partnership was dissolved, debtor paying out his partners 
capital, and continuing the business alone. He engaged travellers 
and others on the condition that they invested monsy in the 
business, being paid 10 per cent. interest and £4 10s.a week salary. 
In this way he obtained £3,000 capital, of which £500 had subse- 

vently been repaid. In March, 1919, he commenced at 44, Silver 

yd Hill, Wortley, Leeds, as an electrical battery maker, engaging 
travellers and others who put money into the concern in amounts 
ranging from £100 to £600. This business was incorporated as a 
limited company in November, 1919, and at the close of 1920 
debtor sold to the same company for £1,000 cash and 2,000 shares, 
his Coronation Street business. The shares were allotted to him, 
but he stated that he did not receive the £1,000 cash. The house- 
psi furniture was claimed by his wife. The examination was 
с 

B. T. DALE, electrical engineer, Erick Street, Newcastle-on- 
Tyne.— Reoelving order made June 18th, on debtor's own petition. 
First meeting July 6th, at Official Receiver'a Offices, Newcastle-on- 
Tyne. Public examination, July 14th, at the County Court, 
Newosstle-on-Tyne. 

A, KERSHAW and C. Н. Woop (Kershaw & Wood), electrical 
engineers and merchants, 9, Bradford Road, Dewsbury.—Last day 
for proofs for dividend, July lith. Trustee, Mr. C. Turner, 155, 
Norfolk Street, Sheffield. 

Н. ROTHWELL, S. J. WATSON, Е. C. JINKS (Vulco Magneto Co.), 
ll Long Acre, W.O.—Receiving order made June 23rd on 
creditors’ petition, First meeting, July 7th ; public examination, 
September 27th ; both st Carey Street, W.C. 


Dissolution of Partnership.—‘ Gi580N8," electricians, 
47, Kent Street, Great Grimsby.—Mr. F. T. Habershaw and Mr. 
J. E, Brader have dissolved partnership. Debts will be attended 
to by Mr. F. Т. Habershaw, who will continue the busineas. 


Company Liquidations.—Datton, Downes & Co., LTD., 
wholesale electrical factors. Manchester.—Pursuant to Section 188 
of the Companies (Consolidation) Act, a meeting of the creditors of 
the above was held recently at the offices of the liquidator, Mr. 
Perkin 8, Booth, 2, Bixteth Street, Liverpool. A statement of 
affaire was presented which showed unsecured liabilities £4,547, 
of which £4,324 was due to trade creditors, £167 to cash creditors, 
and £56 to the bank. There were contingent liabilities £236, not 
expected to rank. The assets comprised stock-in-trade, at cost, 
£728, estimated to realise £400 ; trade fixtures,efittings, utensils, 
ko., at cost, £250, valued at £50; and book debts £1,772, expected 
to produce £1,419. The total assets were, therefore, £1,869, from 
which $50 had to be deducted for preferential claims, leaving net 
eras 8 2198. or а deficiency as regarded the unsecured creditors 
of £2,737. 

The liquidator stated that the company was registered on 
December 10th, 1920, to take over an existing business. The 
nominal capital was £5,000 made up as follows :—200 preference 
shares of £10 each and 3,000 ordinary shares of £1 each. The 
total issued share capital consisted of 10 preference shares and 
1,347 ordinary shares, which were issued for cash, with the 
exception of 750 to the vendor of the business. No directors’ fees 
had been paid. The rent of the premises was £52 per annum on 
a lease of three years from January 24th, 1920. The books had 
not been made up to date, but the liquidator stated that the turn- 
over in December, 1920, amounted to £886; in January. 1921, K 1.558; 
February, 1921, £484; and March, 1921, £117. There was an 
estimated loss on the trading of £780, while the balance of the 

iency was accounted for by depreciation of stock, £328; 
depreciation of fixtures, £200; depreciation of book debts, £354 ; 


amount paid for goodwill, £750 ; premium paid for premises, 4300; 
and preliminary expenses, £135. After discussing the position the 
creditors resolved to confirm the appointment of Mr. Booth as 
liquidator, while а committee of inspection was also appointed. 
The following are creditors :— | | i 


A. & A. Electrical Co. .. £116 Hills, H. G., йе e. ә 
Ashworth & Smith, Ltd. oe 17 Jones & Pordes .. se ee 
Braulik, G.,.. өө M ee 41 Lutley, J., ae oe ee ee 
Bearsall & Co., Ltd а 53 Lowth & Smith, Lt. ee 
В.Е. Co. АР is x» 255 18 Macdonald, C. J., & Воп y» 
B.T.T. Elec. Lamp & Acces. Co. 31 Manchester City News У 
Barnes, H., n m ag 14 Guardian, Ltd. eo - 
O'Brien, R., & Co. v .. 105 Niell, John, Ltd. .. 4 

Buckland, C., e » P 10 Newman, Е. C., & Co, Ltd. 
Oa dine t Maker ee oo ee 67 Napier- Kimber, Ltd. fee eo 
Cheadle & Waltho, Ltd. sid 65 Odhams Press, Ltd. as es 
Claretnont Johnson PN i 22 Photector Co. T€ co ee 
Casellian Marble Co. 256 Richardson & Co... Nano oo 
Dainty Modern Machines E 49 Rhodes, Ltd. ee ee ee 


Driver, Drennan & Cooper 37 Rainsford & Lynes 


Edison Swan Elec. Co., Ltd.. 25 Read, F. O., 4 Co., Ltd. 


НАЗА ҮЧ 


Electric Fires, Ltd. E" * 79 Shepherd & Hope .. vs ee 
Elec. Eng. & Equit. Co... s 45 South ward Lighting Co. ses 1 
Electric Heating Co. .. 106 Spencer Works T „„ | 
Electrical Supplies Co. .. „ 111 Stella Lamp Co. . a is 
Electric Block Co., Ltd. ER 12 Stella Conduit Co., Ltd... H 
Eleetric Brasswares, Ltd. ae 20 Sloan Electrical Co., Ltd. : 
Hardware Trade Journal bi B4 Shrimpton & Sons.. T se 
Holt, W., & Co. АР is 18 Bvenska Elec. Co... ee .. l 


Messrs. PETER НАВУКҮ, LTD., general engineers and brass- 
founders, Victoria Bridge Engineering Works, Stockton-on-Tees. — 
Meeting of creditors called for July 7th. Liquidator, Mr. T. R, G. 
Rowland, Victoria Buildings, Stockton-on-Tees. 

ANGLO-FOREIGN TRAMWAY SYNDICATE, LTD.—A meeting is 
called for July 27th, at Sardinia House, Sardinia Street, W.C., to 
hear an account of the winding-up from the liquidator, Mr, A. F. 
Dickin. 

ARMORDUCT BRITISH Co, LTD.—Winding up voluntarily. 
Liquidator, Mr. Н. A. Pepper, 14, Temple Street, Birmingham. А 
meeting of oreditors is called for July 14th. 

DEVON HYDROo-ELECTRIC AND DEVELOPMENT Co., LTD.— 
Winding up voluntarily. Liquidator, Mr. T, W. W. Melhuish, the 
secretary of the company. 


Trade Aunouncements.— The general offices and stores 
of Messrs. A. VEREY & Oo., LTD., have now been removed to 27, 
Buckingham Gate, Victoria Street, 8.W.1. They retain only a 
small part of the premises at 67, Borough Road. New telephone 
number, Victoria 3180.” 

Мв. 8. G. JoNES has removed to 72-74, Victoria Street, London, 
8.W.1. Telephone number, Victoria 3650 " ; telegraphic address, 
“ Jonofled Sowest, London. 

THE EDISON SWAN ELEOTRIC Co., LTD., announoes that, having 
just completed considerable alterations and extensions at its 
City warehouse, 123-5, Queen Victoria Street, E.C. 4, large stocks of 
lamps, fittings, accessories, &c., will be held at that address as from 
to-day, and all orders, inquiries, &c., in the London area will be 
dealt with from there instead of from the works. | 


Catalogues and LIsts.—MESSR S. W. T. HENLZEY's 
TELEGRAPH WoRKS Co., LTD. Blomfield Street, London Wall, 
Е.С. 2.—Publication W.L.1 (40 pp). А very comprehensive 
catalogue of cut-outs of many types. The list, which gives prices, 
and is profusely illustrated, includes 1, 2, 8, and'4-pole boxes with 
open, bridge and cartridge type fuses. Mounted sets consisting of 
cut-outs and sealing chambers are illustrated, as well as water- 
tight and other specially-arranged boxes. | 

MESSRS, RICHARD GARRETT & Sons, LTD., Leiston, Suffolk.—An 
illustrated card giving particulars of the Garrett power plant, 
which combines boiler, superheater, engine, and condenser in 
one unit. 

SIMPLEX CoNDUITS, LTD., Garrison Lane, Birmingham.—An 
illustrated price list of conduits, conduit fittings, lighting fixtures 
and appliances, including distribution boards, bowl fittings, and 
electric irons. 

Messrs. W. Н. DORMAN & Co., LTD., Stafford.—A well illustrated 
brochure (68 pp.) dealing with wave-power " tools and machinery, 
including rock drills, rivetters, pile-driving equipment, &с. А 
description of this method of transmitting power is included in 
the publication. 

THE PYNE MANUFACTURING Co., Latimer Road, Teddington.— 
An illustrated and priced catalogue of switchgear, fusegear, switch- 
boards for kinemas and country houses, arc lamps for kinema 
projection, &c. 

THE BRITISH CELLULOSE AND CHEMICAL MANUFACTURING CO., 
LTD., 8, Waterloo Place, S.W. 1.—A pamphlet dealing with the 
properties and uses of Celastoid ` safety celluloid. 

METBOPOLITAN-VICKERs ELECTRICAL Co., LTD., Trafford Park, 
Manchester.—Supply List No. 150/12, giving numerous illustrations, 
prices, and descriptions of all kinds of domestic electric heating 
and cooking apparatus such as fires, kettles, irons, urns, hotplates, 
&c. Also Publication No. 4,150/3, dealing with ‘‘Coamos"’ electric 
radiators. 

Messrs, GEORGE ELLISON, Perry Barr. Birmingham.—A publi- 
cation giving eight pages of illustrations of control gear, including 
circuit-breakers, starters, crane-control equipment, and unit-type 
switchgear. 

THE GENERAL ELECTRIC Co., Lro., Magnet House, Kingsway, 
W.C.—Installation Leaflet No. P 2479, describing and illustrating 
the electrical equipment of an hotel. 

THE EDISON SWAN ELECTRIC Co.. LTD., Ponders End, Middlesex. 
List No. LL 299, giving prices of various sizes of Fullolite” and 
„Daylight gasfilled lampe. 
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MULLARD RADIO VALVE Co., LTD., Olaybrooke Road, Hammer- 

emith, W. 6.—A well-produced catalogue giving detaile and 
illustrations of a number of receiving, transmitting, and rectifying 
valves. Fully priced. 
` Mxsans. GABRIEL & Oo., 4 and 5, АВ Row, Birmingham.—An 
illustrated lesflet dealing with ап improved electrio lantern and 
spares and accessories, inoluding a charging board. 
" HIGHTENSITE, LTD, Normandy Works, Custom House, E.— 
"Improvements in Insulating Materials,” а list describing the 
advantages and charactistios of Hightensite," and giving illustra- 
tions of many parte and articles made of this material. 

Messrs. G. Hoca & Sons, 66, Waterloo Road, Smethwick.— 
Leaflet giving reduced prices of porcelain electrical goods. 

TRE ELECTRICAL APPARATUS Oo., LTD., Vauxhall Works, South 
Lambeth Road, S.W. 8.—Leaflet Н 42/6 illustrating and describing 
air-break and oil-immersed auto-transformer starters (drum type) 
for two and three-phase squirrel-cage motors. Fully priced. 

BRITISH AND ALLIED ELECTRICAL AGENOY, LTD., Ely House, 
18, Charterhouse Street, E.C. 1.—An illustrated and priced leaflet 
deaiing with the Lowa " dimming switch. 

THe ORESSALL MANUFACTURING Co., 40 and 41, Staniforth 
Street, B ham.—List No. О.В. 1931, giving illustrated 
descriptions of controller resistances for oranes, lifts, hoists, &o. 

Messrs. W. ROBINSON & Oo., 58, Summer Row, Birmingham.— 
A catalogue illustrating monorail hoists, electric lifting blocks, 
spur-gear winches, friction hoists, &o. 

METROPOLITAN-VICKERS ELECTRICAL Oo., LTD., 20, Brazennose 
Street, Manchester.—Special Publication No. 7,840/2.—A well- 
illustrated and descriptive brochure dealing with individual 
drive and control of machine tools. The illustrations show the 
application of eleotrio motors to various types of machines, 
enclosed ventilating motors and oontrol units. 


Catalogues Wanted. — Messes. А. Овмвор & Co., 
wholesale merchants and factors, of Wigan, wish to receive trade 
prioe-lists and discount particulars from manufacturers of domestico 
electric labour-saving devices. 


Miners’ Lamps.—The Mines Department of the Board 
of Trade has just issued the Safety Lamps Order of Ар 
20th, 1921 (No. 672), naming and describing in Part 1 five 
new electric safety lamps which have been approved for 
use in all mines to which the Coal Mines Act, 1911, applies. 
The first is the ‘‘ Pearson Ni+Fe ” (Alkaline Miners’ Lamps, 
Ltd.) cylindrical accumulator lamp, which gives not less than 
1-1.5 c.p. for nine hours, its weight being 4.5 lb. The 
Adams (Adams Bros. (Longton), Ltd.) is also a cylindrical 
lamp, but it possesses two lamp bulbs, fixed bulb to bulb 
vertically and connected in parallel, each having a current 
consumption of 0.8 amp. The Јатр'в total weight is 6.5 lb. 
The “ G.1” type of lamp (Patterson & Co.) has a 12 amp.- 
hour capacity, and weighs 5.75 1Ь., its special feature being 
the locking arrangement. In the Federation (Federation 
Lamp 005 з semi-solid or dry electrolyte is used; it has a 
6 amp.-hour capacity, and weighs 5 lb. 14 oz. Finally, the 
* Oldham " cap lamp (Oldham & Son, Ltd.) is provided with 
an attachment for securing the lamp to the miner's cap, and a 
belt for carrying the accumulator case; a protected flexible 
conductor connects the latter to the lamp bulb, which takes 
0.7 amp., and the total weight of the outfit is 5 lb. 9 oz. 
Part II of the Order deals with amendments to the schedules 
to ке orders, and an appendix contains a list of all flame 
and electric safety lamps. both for general and special use, 
which have been approved by the department. 


Private Meeting.—FREDERIOK ViGERS & CHARLES 
HERBERT VIGERS, timber merchants (trading as Vigers Bros), 
Balfour House, Finebury Pavement. E.C.—In response to a circular 
letter issued by Messrs. Tribe, Clarke, Painter, Darton & Oo., 
chartered accountants, a meeting of the creditors of the above was 
held on June 21st at the Institute of Chartered Accountants, 
London, Е.О. Aooording to the statement of affairs presented the 
unsecured liabilities amounted to 2112.574, The assets were 
estimated to realise £50,121, or a deficiency of 262.453. The assets 
were as follows :—Cash in hand, £45; sundry debtors, £12,718 ; 
bills receivable, £852; E.P.D. recoverable, £16,638; plaut at 
Hills Wharf, £4,900; Hills Wharf and buildings, $5,393 ; office 
furniture, £100; motor lorry. £162; and stocks, £9,309. The 
amount due to the sundry oreditors was stated to be £71,339, but 
stock was held of the estimated value of 811,693. leaving an 
unsecured balance of £59.646. The bills payable were £98,664, but 
security was held, consisting of stock, 21.380; stocks accepted, but 
not delivered, £39,847, and contra accounts. £6,632. Thesecurities 
totalled 447.859; the balance of £50,805 was included as an 
unsecured liability in the statement. There were also cash 
creditors for £9,908, but they held stock and other assets valued at 
£7,784, and were unsecured for £2,123. The bank were fully 
secured creditors for £6,954, their security consisting of a charge 
оп a debt due by Messrs. Thornborough & Oo., Ltd. With regard 
to the assets, the debtors on open accounts were £23.441, but a 
& reserve had been allowed of £4,090, and there were contra 
acoounts of £6.632. That left net assets of £12,718. The 
partners had a claim for the repayment of E.P.D. of £20,216, but 
that amount was subject to £3,577 for arrears of income-tax. The 
balance of the purchase price of the plant at Hills Wharf was 
£11,855, but it was charged to secure the bank, who were creditors 
for £6,954, or a balance of £4,900. The land and buildings at 
Hills Wharf were valued in the books at £10,060, but there was a 
mortgage of £4,666, leaving а free balance of £5,393, One portion 


` 
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of the stocks was valued at £28,967, but a large amount was held 


by creditors, and there was a free balance of £9,309. There were 
further stocks which had not yet been delivered, to the value of 
£39,847. Those stocks were held as seourity by the parties from 
whom they had been purchased, The partners also held shares of 
the face value of £5,000 in Associated Importers, Ltd., but no 
value had been placed upon them at present. The sundry creditors. 
claims of £71,939 were made up as follows :—Trade oreditors, 
218.685; cash creditors, £12,274, and compensation creditors’ 
£40,379. The latter were five in number, and were firms with 
whom contracts had been entered into for goods at future dates. 
It was possible that the figure mentioned would have to be amended. 
Mr. A. G. Westacott inquired what was the position when the last 
accounts were prepa on March 31st last, and the accountants 
stated that the figures were only prepared this month, and they 
showed a deficiency of £73.700. In those accounts, however, the 
amount recoverable for E.P.D. was not included, although the 
shares referred to were taken in at £5,000. In March, 1930, there 
was a surplus of over £47,000, and within the year that was con- 
verted into a deficiency of £73,700. The total amount paid in 
E.P.D. was £24,679, of which £4,463 had been recovered, leaving a 
balance of £20,216, which had been certified as repayable, Mr. 
Biddle, of Messrs. Biddle & Oo., solicitors, who appeared for the 
debtors, stated that his clients desired to continue the business, but 
it was difficult for them to make an offer, as they could not tell 
what the compensation claims would finally be. Under the most 
favourable circumstances, however, they would make an offer of 
7s. 6d. in the £, payable as to 2s, 6d. in the 4 when the amount 
recoverable from the Government for E.P.D. had been received. 
The balance would.be paid by two equal instalments of 2s. 6d. in 
the £, each on November 1st and March 1st next. No guarantee 
could be offered. The position disclosed was discussed at some 
length, and eventually it was decided that the meeting should be 
adjourned for 14 days. It was understood that in the meantime a 
copy of the statement of affairs submitted would be ciroulated to 
the creditors, and that a committee of the principal creditors would 
supervise the trading. 


Suction Gas Plant for China.—Attention is again 
drawn to the demand for suction gas plant in Ohina. Ita relative 
cheapness appeals strongly to the Chinese. Whilst the course of 
exchange is just now retarding the installation of new machinery 
on a large scale, the demand for new plant by local electric 
lighting companies is becoming increasingly urgent, says the 
Shanghai Times. In these circumstances the employment of 
suction gas is recommended. In the centres most concerned coal 
is obtained locally. anthracite usually being available, and its price 
is not subject to the vagaries of exchange. The installations of 
suction gas plant at present in operation have created a very favour- 
able impression. Several concernsin China supplying light and power 
are taking steps to obtain additional capital. As they must soon 
come into the market for machinery for extensions and renewals, 
it is believed that an important potential demand is developing 
for prime movers operating on suction gas. Reuter's Trade Servioe 
(Shanghai). 


Richardsons, Westgarth & Co., Ltd.—Presiding at the 
annual moeeting of the company, Mr. D. В. Morison said that 
notwithstanding the exceptional difficulties of the year, due 
largely to the aftermath of the moulders' strike, the actual profits 
earned were considerably greater than in the previous year. 
Owing, however, to the E.P.D. being raised to 60 per cent., and 
to the addition of the Corporation profits tax, the retainable 
profit of $155,685, shown in the accounts, was £80,000 leas than it 
would have been had the duty remained at 40 per oent. as in 1919 
Last year he foretold a difficult future for the marine engineering 
industry. Events had proved that their conservative policy was 
eminently sound, and the result had been to place the company 
in а strong position, both financially and in its ability to produce 
much more cheaply relatively than in the past. The number of 
ships engined by the company during the year was 38, the 
aggregate marine h.p. of 96,800 being the highest in the Kingdom. 
The machinery comprised geared turbines and the latest type of 
“ Riohardsons”’ reciprocating engines. which embodied improve- 
mente that were very favourably affecting the ooal consumption 
and the upkeep costs, In the land department, numerous turbines 
were supplied for the generation of electric power, whilst the 
number and size of Contraflo " high-vacuum condensing plants and 
marine auxiliaries exceeded all previous records. The steel works 
department was normally busy, noteworthy features being the 
building of rolling mill engines of 20,000-h.p. for the Oargo Fleet 
Iron Co, and of many "Nesdrum" water-tube boilers, which 
continued to give great satisfaction in use. 


Broken Hill Plant Extensions,—According to reporte in 


the Industrial Australian, in consequence of the rapid progress 
being made in its subsidiary industries, the Broken Hill Proprie- 
tary Co. has to make provision for increased steel production, and 
the following additions to the plant will be made at an early 
date :—A further blast furnace ; a by-product plant, to be used in 
conjunction with the present and the new coke ovens; a Duplex 
steel plant; a continuous mill for the production of billets and 
sheet bars; a duplication of the present rod mill; and a sulphuric 
acid plant for the supply of acid in connection with the production 
of sulphate of ammonia, and also for galvanising in connection 
with wire-drawing, wire netting, galvanised sheets, &o. In addition, 
further locomotives and railway trucks, wharfage accommodation, 
steam shovels and railway sidings to cope with the enlarged 
output will be required. The estimated expenditure is 43,500,000. 
—Reuter's Trade Service (Melbourne), 
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The Rubber Crisis in Brazil—A dispatch in the 
Financial Times states that the Brazilian Government has been 
forced to assist the people of the State of Amazon, who have been 
badly hit by the orisis in rubber. 

Lead,—In their report, dated June 25th, Mrasrs. 
JAMES FORSTER & Co. atate that the Metal Exchange statistics for 
the 12 months ending May 3 lat last are :—Total supplies (includ- 
ing etock held by the Government and on wharves on May 31at, 
1920, 202,336 tons; deducting exports during the 12 months and 
stock remaining on May 31st, 1921, 54,008 tons; apparent con- 
sumption, 148,328 tons; monthly average, 12,360 tons. To this 
must be added an enormous quantity of old chemical lead from 
dismantled war plant disposed of to consumers by the Government, 
and which kept many important consumers in different parts of the 
country entirely out of the market for six or eight months last 
year. The average per month of the first five months this year 
left for home absorption is 10,342 tons. The monthly average for 
April and May of imports over exports is exactly 7,000 tons. With 
consumption on the level of last year (which we may fairly look 
for after the coal strike), it is obvious that much more lead will be 
needed than is coming in at present. 

Book Notices. Manual of Electrical Undertakings and 
Directory of Officials, 1920-21. Vol. XXIV. Е. Garcke. London: 

Electrical Press, Ltd. Price 30s. net.— This volume hardly needs 
commendation powadsys. It has long justified its existence and 
proved its usefulness to all who require at hand, financial, technical 
and other statistical and general data, respecting the electrical in- 
dustry and its varied undertakings. Many changes following upon 
the period of reorganisation and reconstruction with regard to the 
industry and electricity supply are reoorded. No fewer than 2,760 
undertakings are reviewed, The financial analysis shows a total 
capital of £641,862,988 subscribed in 1,374 undertakings in all 
branches of the industry, an increase of approximately 47 million 
pounds over last year's figure. The average return on capital in- 
vested has advanced from 4°76 per cent. to 5'61 per cent. over-all. 
The yield per cent. in the various branches of the industry is shown 
in the following table, which is extracted from the statistical section 
of the volume:— 


No. of Average yleld 
Class, undertakings. Capital. per cent. 
Telegraph  ... ss 22 £35,467,353 8 49 
Telephone... Ves 8 4,418 002 6°76 
Supply eec T 185 60,622,295 5°58 
Traction T T 121 166,082,679 9:47 
Manufacturing ee 127 53,106,141 9°98 
Miscellaneous T 82 7,716 860 7°91 


498 £327 413,330 5°61 


The progress of the year section provides a record of new and 
propos d legislation affecting the industry, together with particulars 
of applications for private bills, light railway and tramway orders 
and special orders for electricity supply. The main portions of the 
"Manual," as usual, comprise information relating to electricity sup- 
ply, traction, telegraph, telephone, manufacturing, financial, and mis- 
cevaneons electrical undertakings in the United Kingdom and British 
Dominions overseas, The largest section is devoted toa financial, 
atatistical and commercial record of electricity supply and traction 
undertakings in the United Kingdom; these public services are 
provided by nearly 700 companies and 400 local authorities, Another 
and smaller section deals with telegraph and telephone undertakings 
in the Empire, giving names of the chief officials, the capital 
authorised and issued, full acoounts, comparative tables, divi- 
dends paid, &c. An account of electrical manufacturing and 
allied companies and associations is contained in a further sec‘ ion, 
while another presents particulars of electric traction, lighting 
and power undertakings in Canada, West Indies, Africa, Australia, 
India, Mauritius, and other Britiah Possessions overseas. The 
Directory section combines the names and addreases, verified to date, 
of about 20,000 company and municipal officials engaged in the 
industry, including members of the I.E.E., members of tramway 
and lighting committees, electrical contractors, and electrical 
engineers in general. The supplements include about 35 mape 
showing the principal electric tramway systems, the electrified 
railways, power undertukings in the United Kingdom and the 
Oolonies and Dominions overseas, the areas of electric supply under- 
takings, and routes of electric railways in and adjoining greater 
London: А special feature of the present volume is the series of 
13 maps showing the areas of the Electricity Districts provisionally 
determined by the Electricity Commissioners. 

"The Journal of the Institution of Electrical Engineers.” 
Vol. LIX, No. 300. April, 1921. London: E. & F. N. Spon, 
Ltd. Prioe 10s. 6d.—The following papers аге embodied in this 
issue :—" Some Thermal Characteristics of Electric Ovens and Hot 
Plates,” by E. Griffiths, D.8o., and F. H. Schofield, B.A., B.So. ; 
‘The Long-Distance Telephone System of the United Kingdom," by 
Sir W. Noble; " The Effect of Electron Emission on the Tempera- 
ture of the Filament and Anode of a Thermionic Valve,” by @. 
Btead, M.A.; Some Thermionic Tube Circuits for Relaying and 
Measuring,” by W. H. Eccles, D. So., F.R.S., and Miss W. A. Leyshon, 
В.8о.; and “The Radiation Resistance of Various Types of 
Antenna Contruction," by А, Press. 

“ Electrical Machinery.” By F. Annett. Pp. xiv + 432; 
lu n London: MoGraw-Hill Publishing Co., Ltd. Price 

. Det. 

" Motor-Ooach A. B. O.“ No. 1. June, 1921 (100 pp.). London: 
E. J. Larby, Ltd. (for the British Road-Traffio Association). 
Price 6d.—This forms a complete guide to motor-coach and 
omnibus services in all parts of the country, with details of fares 
and times. In addition to these, particulars of river excursions 


and aeroplane services are also given, as well as an alphabetical list 
of motor-coach proprietors. 

The Bulletin of the Hydro-Electric Power Commission of 
Ontario.“ Vol. VIII, No. 2. March-April, 1931.—An address by 
Bir Adam Beck on the share of London (Ont.) in hydro-eleotrio 
developments is given prominence. A report, in tabular form, 
showing the operation of all municipal hydro-electric stations in 
the province occupies several pages, and in the Technical Section 
methods of measuring supplies are described, 


Training of Chinese Students by Other Counutrles.— 
The following are extracts from notes communicated by Н.М. 
oe Counsellor at Shanghai to the Department of Overseas 

e :— 

United States of America,—'' The Chinese Chamber of Com- 
merce, says the Asiatic News Agenoy, has been notified by some 
American firms in the United States that for the purpose of 
further promoting Sino-American Commercial relations, leadiug 
American engineering and other houses are willing to admit 
Ohinese students to learn modern business methods after oom- 
pletion of their studies in American schools and colleges. The 
American firm promise to pay reasonable salaries to these Chinese.” 
— Millard's Review. 

Belgium.—Acoording to a Ohinese paper, the Belgian Govern- 
mant is planning to establish a university at Brussels for Chinese 
students, and has approached the Chinese Minister at Brussels to 
obtain the views of his Government regarding the project. 

Sino-French Engineering School at Shanghai.—'‘The foreign 
commissioner has been notified by the Ministry of Educa- 
tion to the effect that at the suggestion of the French 
Government, the Peking Government will reorganise the former 
German commercial and engineering college in the French Oon- 
cession of Shanghai for the purpose of training commercial 
students for the development of Sino-French commerce and 
industry. The initial and maintenance expenses of the said college 
will be equally borne by the Chinese and the French Governments. 
The French director is а prominent French resident in Shanghai 
who has been canvassing subscriptions in France, while the 
Chinese Government will provide a sum of $150,000. The college 
will be called the Sino-French Engineering and Commercial 
College, and ita chief aim is to train Chinese engineers on Frenoh 
lines with the hope that iu the coming industrial development of 
China, the French Republic may catch the lion’s share of it. The 
civil governor of Kiangsu has been instructed by the Peking 
Government to make preparations so that the proposed college can 
be established as soon as the French promoter returns to Shanghai." 
—Asiatio News Agency, Shanghai. 


Applications for British Trade Marks.—Appended is a 
summary of the recent applications for British trade marks in 
respect of goods and productions connected with the electrical 
trades and industries :— 

Slipper. No, 412,163. Class 13. Sparking plugs. George H. 
Ward and Henry F. Kerney, trading in co-partnership, 114. Dan- 
combe Road, Upper Holloway, London, N. February 4th, 1921. 

Tangent Sound Signals (lettering and design) No. 418,028. 
Class 18. Electric and pneumatic bells, alarms, and engineering 
contrivances. Gent & Co., Ltd., Faraday Works, St. Saviour's Road 
East. Leicester. May 5th, 1921. 

00 (lettering and design). Wo. 413,026. Class 18, Electric and 
pneumatic bells, alarms, and engineering contrivances. Gent and 
Co., Ltd., Faraday Works, St. Saviours Road East, Leicester, 
May 3rd, 1921. 

Fonoto. No. 412,308. Olass 8. Telepbone call.recorders. Jarvis 
Perkin & Co., 2, Drapers’ Gardens, Throgmorton Street, London. 
E.C. February 9th, 1921. 

Pinnacle. No. 413,907. Claes 8. Electrical instruments and 
apparatus. No. 413,908, Class 13. Electrical fittings of metal. 
The Wholesale Klectrical Co., Ltd., 54-56, Oxford Street, London, 
W. 1. April lat, 1921. 

Kantark. No. 404,810. Class 13. Electrical switches (ordinary), 
fuses, and cut-outs. Midland Electrical Manufacturing Oo., Ltd., 
Stafford Works, Barford Street, Birmingham. June 3rd, 1920. 

Lilliput. No. 413.603. Class 6. Electric dynamos, motors, fans, 
and blowers. Société des Moteurs et Appareils Electriques Lilliput, 
410ів., Rue de Chateaudun, Paris. March 19th, 1921. 

Wing Design. No. 405,158. Class 13. Sparking plugs. The 
Brewster Goldsmith Corporation, 33, Gold Street, New York, U.S. A. 
June 14th, 1920. 

Delagazo. No. 410,464. Class 13. Electric lamps. Osram 
Gesellschaft, 11-14, Ehrenbergstrasse, Berlin, 017. December 7th, 


1920. 


German Machinery iu Japan.—German importera of 
machinery are reporced to be very actively canvassing hydro- 
electric companies for orders to supply electrical maohinery.— 
Reuter's Trade Service (Tokio). 


Flre.— THE CABLE ACCESSORIES Co., LTD., of Tividale, 
Tipton, inform us that certain Press reports having given a very 
much exaggerated version of the fire at their works a few weeks 
ago, they wish it to be known that their main factory was іп no 
way harmed. The fire was confined to outbuildings and a yard; 
production and prompt delivery of goods are not interfered with. 


Australian Wages. — Fitters’ wages in Australia, 
except in the case of Queensland, have been fixed at £6 per week 
of 44 hours, Labourers in the engineering trsde are to receive 148. 
per day. A Victorian Wages Board determination with regard to 
boiler makers fixes the rates of pay at from £4 6s. up to 415, the 
later being payable for certain classes of night work.—Reuter's 
Trade Service. 
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ғ. Forthcoming Exhibitions. — The following exhibitions are 

being organised :— | 

 LoNDoR.—Beptember 7th to 28th, Shipping, Engineering апа 
‘Machinery Exhibition ; September and October, Textile Industries 
"Exhibition ; October 14th to 22nd, Commercial Motor Exhibition ; 

November 4th to 12th. Passenger Motor Erhibition ; November 
17th to 25th, Public Works, Roads and Transport Exhibition; 
1923, British Empire Exhibition. 

CARDIFF.—1922, Welsh National Exhibition. 

QrAsaoW,—November 1st to 19th, Shipbuilding, Engineering, 
and Electrical Exhibition. 

. LEEDS.—July 21st, Yorkshire Agricultural Show. 

CANADA (Teronto).—August 27th to September 10th. Canadian 
Nabional Exhibition. | 

AUSTRIA ( Vienna).—September 11th to 17th, International Fair. 
. CzECHO-SLOVAKIA (Pressburg).—August 6th to 15th. Czecho- 

vak Industrial Fair; (Reichenberg), August 13th to 21st, 

International Fair. 

HOLLAND (Utrecht)—September 6th to 16th, International 
Industrial Fair. | 

ITALY (Naples).—September, Samples Fair. 

LATVIA (Ziga).—August 1st to 28th, International Agricultural 
and Industrial Exhibition. 

Norway (Christiania).—September 4th to llth, Norwegian 
Industries Fair. 

POLAND ( Lemberg).—September, International Fair. 

SPAIN (Barcelona). — September lat to 10th, International 
Samples Fair. 

, TRIESTE.—September 11th to 25th, International Samples Fair. 
ARGENTINA (Buenos Ayres).—1922, International Exhibition. 
BBAZIL (fio de Janeiro) — 1922, International Centenary 

Exhibition. 

JAVA (Bandveng).—September 9th to October 19th, Netherlands 
East Indies Fair. : 

` Mexico.—September, Commercial and Industrial Fair. 
| JAPAN (Tokio).—March 10th to July 31st, 1922, International 
Exhibition. 

Aunual Ootings.—The employés of Mr. John Walsh, 
electrical engineer, of Blackburn, had their annual picnic on 
Friday last, when they went for a motor run to Windermere. 

The staff of the General Electric Co.. Ltd., held their third 
annual sports at the London County Ground, Herne Hill, on 
Saturday, June 26th, in beautiful weather. A large gathering of 
members of the staff of Magnet House, and of the other establish- 
ments and associated companies of the G.E.C., with their friends, 
witnessed the proceedings. The directors were represented by Mr. 
Hugo Hirst and family, Mr, and Mrs. Max Railing and family, and 
Mr. 8. D. White. A long programme was carried through with a 
promptness whioh reflected much credit on the Welfare Super- 
intendent, Mr. H. B. Duce, who was responsible for the organisation 
of the meeting. Among the more notable athletic achievements 
in the competitions may be mentioned the High Jump—5 ft. 7 in.— 
which was won by Mr. Rutherford, of the Express Lift Co., Ltd., and 
the 100 Yards’ Championship, which was carried off by Mr. Bird, 
of Witton Works (104 seconds). Witton Works were also successful 
in winning the Quarter-Mile Championship and the Relay Race. 
The Express Lift Co. were successful in the Tug-of-War. easily 
beating teams from head office and Fraser & Chalmers’ Engi- 
neering Works. A similar event for ladies was won by the staff of 
the Entering Room, Magnet House, In a competition for Fire 
Brigades, the team from Fraser & Chalmers’ Engineering Works 
was successful, At the conclusion of the sports the prizes were 
distributed by Mrs. Hugo Hirst, who was introduced by Mr. Hirst. 
An excellent military band was in attendance the whole afternoon, 
and provided music for dancing on the green until late in the 
evening. 

The Derby Royal Show.—Among the many exhibits at 

the Royal Show, Derby, held from June 28th to July 2nd, are 

а number of agricultural appliances made by member-firms of 

AGBICULTURAL AND GENERAL ENGINEERS, LTD. In addition to 

many machines suitable for electric-motor drive, and electric 

motors and parts, the Bull” electric lighting and power plant 
was shown. This is a very robust set designed for farms of 
various sizes. The engine is suitable for operating upon gas or 

petrol, Messrs. RICHARD GARRETT & Sons, LTD., displayed a 


24-ton electric vehicle. 


Development in the Federated Malay States.—The 
Federated Malay States Government is losing no opportunity of 
securing expert advioe on the development of the country. The 
services of Mr. C. C. Reade, of the Town Planning Department of 
South Australia, have been requisitioned for a year to give general 
guidance on town planning. Prof. Gilbert J. Fowler, D.Sc., of the 
Indian Institute of Science, Bangalore, is at present occupied with 
the question of sewage disposal in the four largest towns in the 
Federated Malay States, namely, Kuala Lumpur, Ipoh, Seremban, 
and Klang. Mr. Е, Bolton has also recently visited the country to 
give advice on the provision of electric power and light in the 
larger towns. Apart from town development, the question of 
irrigation has been reoeiving attention, Mr. C. E, Dupuis having 
recently spent six months in the country reporting on existent and 
proposed systems of drainage and irrigation. 

A Disclaimer.—Messrs. C. A. VANDERVELL & Co. LTD., 
who have extended the field of their industrial activities, inform 
us that there is no truth in certain rumours that they intend to 


associate themselves with the manufacture of a motor-car. Such a 
policy would be against their own interesta ай manufacturers of 


electrical equipments for motor-cars, 


A Norwegian Buying-in Association.—The members of 
the Norwegian Electricity Supply Works Association (Norske 
Elektricitets Verkers Landsforening) met in annual conference at 
Christiania recently, when the question, among others, of estab- 
lishing a central buying-in department for the purchase of all the 
plant and materials required by the works wae discussed. It was 
decidel to authorise the council further to consider the problem. 


Norwegian Electro-Chemicai Indnstry.— The directors of 
Det Norske Aktiesilskat vor Elektrokemisk Industri, reporting on 
the year ended March 31st, 1921, state that considerable losses have 
been incurred through subsidiary companies, and the necessity for 
writing down shares and undertakings. It is proposed to meet 
these losses by appropriating the reserve fund of 522,740 kr., and 
by writing down the share capital from 28,000,000 kr. to 5,760,000 
kr., leaving 2,278,000 kr. to be placed to the equalisation fund. 


For Sale.—Morley Corporation Electricity Committee 
has for sale one boiler feed-pump and injector, two horizontal 
cross-compound Corliss valve engines with alternators, one vertical 
Belliss & Morcom high-speed engine, direct-coupled to alternator 
and exciter, piping, shafting, &oc. 

Birmingham Corporation Electricity Department has for disposal 
a steam-driven electrical generating plant. 

Walsall Corporation Electricity Department invites offers for 
two natural-draught cooling towers, each with an approximate 
capacity of 100,000 gallons per hour. For particulars see our 
advertisement columna to-day. 


American Electrical Activity in Italy.— A financial 
contemporary quotes an Exchange telegram from Milan, stating 
that a persistent report is current there that the Galileo Ferraris 
Electric Co. has passed under the control of the American General 
Electric Co. 

Unemployment.—The returns of the Ministry of Labour 
for the week ended June 17th, show that the number of persons 
registered as unemployed was 2,178,294, a slight decrease from the 
previous week’s total. The numberof men inoreased, the reduction 
being in the number of women, boys, and girls unemployed. 


Cast-Iron Research Assoclation.—We have received 
from the British Cast-Iron Research Association a copy of a 
booklet setting forth the constitution, objects, and activities of the 
Association. Complete lista of members of Council, and the 
personnel of Committees are given. Details of subscriptions are 
included, and much information as to the Association's methods 
and capabilities is embodied in the 24 pages of the publication. 


Electric Furnaces in the Агбепіпе, — There are three 
important steel foundries in the Argentine—Pedro Vasena e Hijos, 
Cia. Industrial de Electricidad, and Juan Pinoges. The first and 
last operate on the Siemens-Martin principle, while the other uses 
two three-phase electric-arc furnaces of 14-tons capacity each. The 
Vasena installation consists of one oven holding 20 tons at a 
charge and a second holding 35 tons, preparations being in pro- 
gresa fora third one of 100 tons. The Pinoges plant has five 20-ton 
ovens. The electrodes for all these plants have to be iniported. 


LIGHTING AND POWER NOTES. 


Áccrington.—PRicE INCREASE.— The Electricity Com- 
mittee has revised its scale of charges from July 1st following the 
loss of 4 12.000 on the undertaking last year. It is estimated the 
inoreased charges will produce an additional revenue of £12,000 
per annum. The scale includes :—Lighting, flat rate 8d. per unit ; 
heating and -domestic purposes other than lighting through 
separate meter, 3d. ; with а minimum charge of 5s, per quarter 
during the summer, and 10a. per quarter during winter. Rateable 
value basis (alternative tariff for domestic lighting, heating, and 
power), а fixed charge of 15 per cent. per annum on the rateable 
value of the house occupied, plus a charge of 24d. per unit for all 
units consumed. Consumers electing to take a minimum of 15,000 
units per month for & year will be charged on the following 
scale :—From 15,000 to 40,000 per month, 12d. ; 40,001 to 80,000, 
l'16d.; 80,001 to 160,000, l'1d.; over 160,000, l'05d., subject to 
fluctuation with the coat of fuel. : 

Australia, —MELBOURNE.—During the first quarter of 
the present year the Sydney City Council lost £39,260 in operating 
its electricity department, Generating costs increased by £14,000, 
as compared with the same period ір 1920.—Reuter's Trade Service 
(Melbourne). 

SYDNEY.—It was reported in May that a serious position had 
arisen with regard to tbe finances of the electricity undertaking. 
Owing to the department's overdraft on the Commonwealth Bank, 
amounting to about £670,000, the bank intimated that further 
cheques on capital account could not be honoured. The city 
electrical engineer stated that he would require in the ensuing 
nine weeks no less than £246,800 to meet necessary capital 
expenditure, wages, and commitments, It was resolved to ask 
the bank to honour cheques for capital expenditure, as the over- 
draft would be reduced by the rates and by the proceeds of a local 
loan of £250,000. 

ELECTRICAL DEVELOPMENTS.—A RHeuter's Trade Service oom- 
munication, dated Melbourne, May 19th, states that throughout 
the length and breadth of Australia and New Zealand the expan- 
sion of electricity is nowhere more marked than in the smaller 
type of township. A scheme of some magnitude has been under- 
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taken in connection with the supply of power to Wellington, N.Z. 
The power from the River Mangahao will be derived by 
damming two small rivers, about one mile apart, and connecting 
them by а tunnel 7 ft. in diameter, cut through а hill. Approxi- 
mately 24,000 h.p. will be generated, 12,000 of which will supply 
Wellington City. Outside Wellington itself the town of Lower 
Hutt is discussing a plan to provide a special hydro-electric supply 
by utilising the Mangaroa River. 

The city of Christchurch, N.Z., has been authorised to borrow 
£98,000 for the distribution of electricity, and the Commonwealth 
Bank of Australia has agreed to advance £10,000 to the Stephens 
Shire Council, in Queensland, for the purpose of installing an 
electric light service in the shire. 

The residents of the Grafton district in northern New South 
Wales are urging the authorities responsible to push on with the 
Nymboida hydro-electric proposal. The acceptance of tenders 
received in January last for a portion of the plant was held up 
owing to the financial stringency. 

The committee which was appointed some time ago by the 
Brisbane Metropolitan Water and Sewerage Board to consider the 
most efficient and economical scheme for supplying electrical energy 
in bulk for sewerage purposes, has reported in favour of the accept- 
ance of the recommendation of the Government electrical engineer, 
that transmission mains be erected to transmit 700 kW, the mains 
be erected in such a manner that they will be suitable, without 
alteration, to carry a pressure of 22,000 V, instead of the proposed 
5,000. 

The capital of the Electric Energy Supply Co, Ltd., Warwick 
(Q.), is to be increased from £12,000 to £20,000, to provide for 
additions to the power plant. 


Bingley.—Y5sAR'S WoRKING.—AL0 a meeting of the 
District Council it was stated by the chairman of the Electricity 
Committee that the loss on the past year's working was £2,500, of 
which £1,000 was due to the policy of meeting the cost of new 


services out of revenue account instead of borrowing and adding 


to the capital account, The Council approved an advance in the 
price of electricity by Id. per unit for heating, and to small power 
users, and by id. to large power users and for lighting, the new 
charges running from 4d. to 44d. and 7d. per unit. 


Birkenhead. — ELECTRICITY FaILURE.—On June 27th, 
owing to the inferior quality of coal, there was a failure of the 
electricity supply, due to the impcssibility of maintaining a sufficient 
head of steam to drive the turbines. For an hour and a haif the 
municipal electric tramway service was at a standstill. 


Budleigh Salterton.—O&pER RevokeD.—The Minister 
of Transport has revoked the Budleigh Salterton Electric Lighting 
Order, 1911, as confirmed by the Electric Lighting Orders Con- 
firmation (No. 1) Act, 1911, as to the whole of the area of supply, 
эл from June 20th, 1921. 


Barnley.—N&w PLANT DELATED.— Industrial disputes 
have made it unlikely that the additional plant at Burnley will be 
completed in time for the winter load. The Committee has, there- 
fore, decided not to sanction further extensions of mains for the 
present, 

PRICE INCBEASE.—The Electricity Committee has decided to 
revise the scale of charges as follows :—For power purposes, for the 
first 39 hours used per quarter of maximum demand, from 2 57d. 
to 2 90d. per unit, and for all unita above from 1'75d. to 2'08d. ; 
for heating and domestic purposes, from 22d. to 2:534. per unit; 
lighting, from 54d. to 6d. per unit ; for traction, from 1'9d. to2 1d. 
per unit, The new scale will come into operation as from the next 
reading of the meters. 


Canada.—Nova Scorta.—A plant is under construction 
at St. Margaret's Bay, about 15 miles from Halifax, which is 
expected to furnish sufficient light and power for the city, 
according to the American Consul-General. This is under the 
direction of the Nova Scotia Commission, and will mark the partial 
completion of its first important development. The question is 
yet to be decided whether the Halifax municipality or the tram- 
way company will receive and distribute the power. Other private 
interests are constructing plant which will utilise the large river 
power of Nova Scotia. 

ONTABIOS FINANCIAL RESULTS, — A recent issue of the 
Bulletin of the Hydro- Electric Power Commission, gives 
financial details of working for the year ended December 31st 
last. The figures refer only to municipalities, In the Niagara 
system, which includes the greater part of the province, out of 125 
undertakings only 12 showed a deficit, the net surplus amounting 
to (651,719 and а net accumulated surplus of $2,697,968. The 
other parts of the province, embraced by the Thunder Bay, Severn, 
St. Lawrence, Wasdell's, Eugenia, Ottawa, Muskoka, Rideau, and 
Trent Systems, include 59 undertakings. Of these only 21 showed 
aurpluses. In spite of this, however, there was a net surplus of 
$51,815, making the total for the province $703,534, 


Coventry. —Temeorary PRICE Increase.—The elec- 
trivity department is making a temporary increase in charges 
owing to the heavy additional expenditure incurred during the 
present coal shortage. The flat rate for lighting is to be 8d. per 
unit, and maximum demand rates are also increased. The lamp 
rate is increased by 14. per house per week. The rate for bulk 
supplies is increased by 0:54. per unit, low-pressure power is 24d. per 
unit, while for domestic purposes, other than lighting, the price 
is 3d. per unit. It is notified that the temporary increases will be 
removed immediately the department has recouped the additional 
expenditure incurred during the crisis. 


= Dominican Nepublic.— PLAxr Вист Down.—According,. 
to an American Consular report, the towns of Santiago and Puerto 
Plata have not been able to reach an agreement for the purchase 
of the local electric plant, and at present it is uncertain when the 
plant will resume operations. 


Dundee.—PRIOR IncREASE.—O wing to a lose of £8,068 
upon the past year's working, an increase of 20 per cent. in the 
charges for electricity hag been put into force; the new rates are 
retrospective to May. 


Folkestone,— APPLICATION FOR ORDER.— The Elec- 
tricity Supply Oo., Ltd., has applied for a special order to enable it 
to supply eleotricity in the Urban District of Cheriton, and in 
the parishes of Saltwood, Newington, and Hawkinge, in the area 
of the Elham Rural District Council. 


Guildford. — MUNICIPALISATION OF UNDERTAKING.—It 
was stated at the annual meeting of the Guildford Electricity 
Supply Co. that an agreement had been entered into for the sale of 
the undertaking to the Corporation, but the date of handing over 
had not been settled. : 


Haslingden.— Loan.—The Town Council is applying to 
the Electricity Commissioners for sanction to borrow £10,000, the 
amount being made up as follows:—Mains, £5,000; services, 
£2,000 ; sub-station, £3,000. 


Hove.—Pricz INCREASE. — The Town Council has 
raised the price of electricity for power purposes from 24d. to 3d: 
per unit. This increase is necessitated by the financial position of 
the undertaking. 


Keighley,—CURTAILMENT ОР SuPPLY.—Owing to the 
continued fuel shortage, the Corporation electricity department has 
now had to curtail supplies, and consequently two of the largest 
engineering shops in the town, hitherto working full time, have 
had to go on short time, and one or two smaller firms are similarly 
affected. The position is unfortunate, as all the engineering firms 
have sufficient work to keep their employés working full time. 


Kingussie. — PROPOSED WATER-POWER SCHEME. — 
Having secured the permission of Mr. Fletcher to utilise the water 
power of Loch Guynack for generating electricity, the Town 
Council is convening a special meeting to discues the scheme. 


London,—ST. Pancras.—A profit of £34,896 was made 
by the electricity undertaking during the year ended March 31st 
last. Of this balance £20,000 is being devoted to rate relief. 


Lyme Regis.—APPLICATION ‘РОБ ORDER.—The Town 
Council proposes to apply for an Order to authorise it to supply 
electricity within the borough and the parish of Uplyme, and to 
acquire the undertaking of the Lyme Regis Electric Light and 
Power Co., Ltd.. for this purpose. 


Medhurst and District.— ORDER Revoxrep.—The Minister 
of Transport has revoked the Medhurst and District Electrio 
Lighting Orders Confirmation (No. 4) Act, 1914, as to the whole of 
the area of supply, as from June 20th, 1921. 


Phillppines.—H vpRo-ELECTRIC PowER.—What promises 
to be the most extensive private venture of the kind in the 
Philippines is now well under way in the form of a hydroelectric 
project designed to furnish lighting and electric power to the 
Provinces of Bataan and Pampamga, comprising a population of 
approximately 48,000. The Abo-Abo and Tiawir rivers, believed 
to be able to yield а capacity of some 200 h p. each, will be utilised 
for the project. Field explorations of the district from which the 
company will develop electric power has revealed the existence of 
large deposits of magnetis iron ore. The iron is known to stand а 
high degree of temperature, and is very suitable for internal-oom- 
bustion engines. Its electrical treatment has proved quite suococeseful, 
and the company expects to be able to exploit it to a maximum 
degree.— Commerce Re porta. 


Rhy!,—Loan.—The Urban District Council is applying 
to the Electricity Commissioners for sanction to borrow £2,400 in 
connection with the electricity undertaking, £1,900 being for 
additional feeders, and £500 for strengthening the cable at the 
Marine Lake. | 


Southend-on-Sea. — Loan.—The Town Council has 
applied for sanction to & loan for the cost of over-hauling, 
adjusting, and setting up а Diesel engine plant, the provision 
of spare parts and accessories, &c., in excess of a sum already 
sanctioned. 


Stirling.—ExTENSIONS.—The Town Council is applying 
for sanction to borrow £4,000 for the purchase of two generating 
sets, and £3,700 for building extensions. It has been decided to 
purchase immediately а second-hand 300.kW generator from 
Hereford at а cost of £2,000. 


Wellingborongh.—BurkK SuPPLY.—The Urban District 
Council has decided to support the application of the Northampton 
Electric Light and Power Co. to the Electricity Commissionera for 
an order for the supply of electricity in bulk to Wellingborough. 


Wimbledom—ELectriciry FOR Hovusrs.—In spite of 
the ruling of the Ministry of Health that only the cost of 
installing gas in the new houses would be considered for subsidy, 
the Borough Council has decided that electricity shall also be pro- 
vided, апу additional cost being defrayed by the Council, 
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TRAMWAY AND RAILWAY NOTES. 


Australia.—ToowoomBa.—At a recent meeting of the 
City Counoil, Messrs. Е. A. McoCarty & Co., consulting engineers, 
Sydney, submitted a revised estimate for a power house and a sub- 
station for the proposed tramwsy scheme, in accordance with 
up-to-date prices. The eatimated cost of the complete generating 
station is £58,700, and of the sub-station £14,000, a total of 
£72,700. It was decided to ask the Government to provide an 
expert to go into the whole matter.— Tenders. | 

MELBOURNE.—The City Council's engineer, who has recently 
returned from a tour of America and Europe, has expressed his 
opinion, in & report presented to the Council, that two electric 
vehicles should be purchased for the collection of street refuse. 
The engineer estimates the coat of the chassis at £1 300. While 
he thinks that, generally speaking, motor or electric haulage will 
not prove cheaper in Melbourne, owing to the comparative reason- 
ableness of horse feed prices, he is of opinion that eventually the 
rising cost of wages and feed must turn the scale in favour of the 
electric vehicle.— Reuter's Trade Service (Melbourne). 


Croydon.— Year's Үовкімо. — The annual report of the 
tramways manager for the year ended March 31st last, shows that 
the total income of the department was £178,772, аз compared with 
£163,037 in 1919-20. Working expenses, &о., amounted to 
£183,387, as against $159,306, making a gross deficit of £4,615, as 
compered with a gross profit of £3,731 in the previous year. The 
payment of loan interest and other capital charges, resulted in a 
net deficit of £19,611, which ie greater than last year's debtor 
balance of £17,253. The unsatisfactory result is attributed to the 
increased cost of labour, materials, and electricity ; the increased 
fares have only been in operation since July 29th, 1920. The 
namber of miles run (2,632,605) is smaller than the pre-war figure 
(2.801,302), but the number uf passengers carried has increased by 
89 per cent. 


Glasgow.— YEAR'S WoRKING.—The annual report of 
the Tramways Committee for the year ended March 31st last, 
shows total receipts of £2,392,854, a large increase on the previous 
year's figure—4&1,721,578. Working expenses (in which are 
included allowances to dependents of employés serving with the 
Forces), amounted to £1 937.665, as against £1,558,161, leaving 
a gross surplus of 7155,1*9 (8163417). This, with interest on 
investments, made an available total of £470,430. Capital charges 
absorbed 53616 14, lewing a net profit of £105,796, which com- 
pared very favourably with a defloit of £108,531 on the working of 
the previous year. 


Halifax.— Fars Repuction.—The Tramways Com- 
mittee, after hearing a deputation from the Stainland District 
Council, has decided, in respact of the newly-established tramway 
service to Stainland, to reduce the fare from 7d. to Gd. 


Leeds.— TRaMWAY SERVICES ENDANGERED.—A great fire 
at the motor works of Messrs. W. Appleyard & Co., апа of other 
concerns in Park Row, in the centre of Leeds, last week, doing 
damage amounting to between £70000 and £80,000, has left the 
walls in such a dangerous condition, that the tramway service 
along Park Row is being run only on the outside set of 
rails for half-a-mile, a factor which has dislocated the service 
materially. 


London.— L. C. C. Tramways.—The recently-published 
accounts of the L. C. C. tramways for the year end га March 3 lst last 
disclose another heavy loss. The total receipts amounted to 
384,904,427, as compared with 34, 295,816 in the previous year. 
Working expenses (including special charges) totalled £4,623,654, 
as against £3,680,899 in 1919.20, leaving a gross surplus of 
8 280,773 (£614,947). Of this surplus £215,639 was absorbed by 
renewals, leaving a balance of 865.134 to meet capital charges. 
Ded uoting these, and crediting other items amounting to £69,481, 
left a net deficit of £590,580. The number of car- miles run rose from 
53,156 060 to 57,488,232. and the number of passengers from 
685,124,166 to 689,452,036. The estimates for the current 
financial year provide for a deficit of £7,417. 


Japan.—New Evectrio Lines. — According to “ Com- 
merce Reports, a company has been formed for the oon- 
struction and operation of a new electrio line from Tokio to 
Yokobama, running approximately 14 miles inland from the 
present railroad. The Musashi Eleotrio Tramway Oo., as the 
newly-orgauised fi em is called, will also furnish electricity to the 
villages en route. Pians are being made for the construction of a 
railroad 61 miles long between Nagoya and Yamada for the 
accommodation of visitors to the Great Shrines of Ise. Power is to 
be suppiied by the Ibugawa E eotrio Power Co. Another line, 
80 miles long, around the Chita P ninsula, is planned by a com- 
pany to be capitalised at from 4 000,00 to 5.0. 0000 yen. There 
is also а proj-ct for the constrnction of an electric railway bət ween 
Nagoya and Gifu, as the traffic between these two places ia very 
heavy. It ia pe posed to construct а double-track line paralleling 
the present steam railway, at au estimated cost of 7,000,000 yen. 
A line between Gifu and Ugaki is also planned. 


Southend.—ABOLITION oF PENNY Fares.—Owing to a 
loes of 222,000 brouzht about by curtailmenta rendered necessary 
by the coal dispute, the Town Council has decided to abolish 
penny fares except on one small section of the system. 


TELEGRAPH AND TELEPHONE NOTES. 


France. — INTERNATIONAL WIRELESS CONFERENOE.— 
M. Paul Laffont, Under Secretary of State for Posts, Telegrapha, 
and Telephones, presided over the inaugural sitting of the Inter- 
national Technical Committee on Wireless Telegraphy, on June 
218t, at Paris. The Committee comprises representatives of the 
Governments of Great Britain, France, Italy, Japan, and the U.S.A., 
who have been cilled together by the French Government in order 
to carry out the cecisions arrived at by the Communications Con- 
ference which met at Washington at the end of last year. The 
delegates' Jabours will. in all probability, occupy the next two 
months.— Heuter's Trade Service (Paris). à 


Germany.-— WIR: LESS TELEPHONY.—The Nauen Tele- 
funken station claims to have established wireless telephonic 
communication over distances of 2.700 miles. The experiment was 
carried out with the Argentine Government steamer Bahia Blanca, 
which was on the return voyage to South America, and on board 


which messages were distinctly heard. Beyond the distance named 


the vessel entered an area of the Atlantic where atmospheric dis- 
turbances interfered with the experiments. Before long it is 
hoped to establish wireless telephonic communication between 
Berlin and New York.— Daily Telegraph. 


Italy. —StTRIkE Enpinc.—While the widespread postal 
and telegrarh operators’ strike has partially collapsed, and the 
majority of the employés have returned to work, great delays and 
innumerable losses in handling correspondence continue, and it 
will be some time before normality can be restored. The telegraphs 
are fast being restored to their ordinary service, and foreign 
messages are now being accepted, subject to possible delay and 
interruption. — Reuter: Trade Service (Rome), 


India.— WIRELESS TELEGRAPHY.—According to the 
report of the Post and Telegraph Department of India for the year 
ending March 31st, 1920, it was decided during the year to form a 
separate wireless branch of the Telegraph Department to deal with 
all matters coonected with civil wirelees telegraphy in India. 
Communication was carried on between Bombay and Aden, Bombay 
and Ceylon, the bay stations and Penang and Karachi and the 
Persian Gulf. New spparatus wae imported which considerably 
improved the efficiency of the several stations, particularly as 
regards receptivity during unfavourable conditions, and certain 
modern transmitting apparatus was also tested for use in India. 
It was found nectseary to form a combined civil and military 
school at Karachi as a temporary measure to meet а serious 
shortage of operators for both civil and military requirements. 


lado-China.— WIRELESS TELEGRAPHY.—Wireless tele- 
graphy is to be used as a means of communication between Saigon 
and Hanoi. The submarine cable which connects Cochin-China 
and Tonkin is sabject to frequent breakage, the cost of repairing 
which entails greater expense than the credits allowed, and for 
lack of credits it has been impossible to repair a breakage which 
occurred in October, 1919. However, in order to assure continuity, 
permanence, and the regular service of te'egraphio communication, 
the Governor-General of Indo-China considers the employment of. 
the coast cable still necessary, and he proposes to assure all the 
expenditures entailed for the latter out of the Budget of the 
Colony. This decision would place Indo-China in possession of a 
submarine cable which connects its two most important points— 
Saigon and Haiphong.— Commerce Reports. 


The Telephone Ѕегуісе. — New TRUNK CaABLE.—The new 
telephone trunk cab.e bet ween Liverpool and Chester. which has just 
been completed, contains 108 wires, each weighing 70 Ib. per mile, 
and provides 54 new circuits, having a speaking efficiency six times 
as great as a standard cable with wires weighing 20 lb. per mile. 


Philippiaes.— WIRELESS TELEGRAPHY.—According to 
the Bulletin of the Philippine Government Commercial Agency in 
New York, recent improvements in the naval wireless telegraph 
station at Cavite now enable the transmission of messages from 
the Philippines to Sau Francisco without relay. A large increase 
in electrical power, and the construction of telegraph lines between 
Cavite and Los Banos, are responsible for thie direct Pacific wireless 
service, covering some 7.000 miles. Formerly dispatches from the 
islands to pcints in the United States were copied at Honolulu and 
relayed to the mainland. This meant unnecessary delay in trans- 
mission. The improvements will treble the capacity of the naval 
wireless service to and from the Philippines, 


An Automatic Telephone Recelver.— It is reported that 
the Vogel Telegraph Wire Co., of Ber.in, has sold through a Dutch 
company a patent in England for an au omatio receiving apparatus 
for telephone conversations, termed the ‘‘telegraphon.’ The 
proceeds of the transaction are estimated at £1,000000 (?), 
although ultimately depending oa the uae made of the invention. 

The Poulsen '* telegcaphoue," which receives ani records tele; 
phene messages on a steel wire by electromagnetism, was fully 
described in the ELE TRICAL REVIEW of October 12th, 1900. aad 
May 10th, 1901. Whether the receiver mentioned above is 
identical with the Poulsen instrument or not, we do not know ; but 
the name is the same. 


Danzig.—TEkLEGRAPH RATES,—It is announced that the 
rate for telegrams to the Danzig area is now 3d, per word. 
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CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the ond of the paragraph indicates 
the issue of the BLBOTRIOAL REVIEW in which the "Official 


Notico” appeared.) 


OPEN. 


Aldershot,—July 2nd. Urban District Council. Elec- 
trio light wiring, Park housing scheme. F. Garside, electrical 


engineer. 

July 5th. Urban District Council. Electricity Department. 
Eh.p. switchgear; lp. d.o. switchboard, rotary oonverters and 
starting gear. (June 24th.) 


Australia. — MELBOURNE. — August 10th. Victorian 
Railways. 250 core - type impedance bonds for power sig- 
nalling, with a capacity of 1,000 amperes per rail; also 50 
miles of solid insulated copper wire, No. 14 Brown & Sharpe 
gauge, and 60 miles of solid insulated copper wire, 16 standard 


| gauge. 


July 37th. Victorian Railways. Incandesoent lampe for eleo- 
trio car lighting : 24,000 metal filament, 46 W, 116 V ; 4,000 carbon 
filament, 82 W, 140 V. 5-h. p. electric motor, oontroller and 
resistances, or, alternatively, 5-h.p. electric motor and equipment. 
a 17th. 8,000 seta of renewals for caustico soda primary 


August 80th. Board of Works. Four electrical centrifugal 
pumps, each with a capacity of twelve million gallons daily. 

September 7th. Victorian Railways. Sixteen sets of air-brake 
equipment, 450 to 600 V, d.c., for single-deok tramoars.—Reuter’s 
Trade Servico (Melbourne). 

August 24th. Victorian Railways. Motor-generator set, acoes- 
scries and switchgear (for antomatio telephone exchange, Contract 
No. 34,132).* 

August 31st. Victorian Railways. Accumulator cells and acoes- 
sories, Oontract No. 31.171 ; electric light equipment (axle generator 
system, Contract No. 34,172).* | 

October 19th. "Victorian Railways. Fresh tenders are invited 
for the supply of an electrical farnace for the Newport workshops. 
—Reuter's Trade Service (Melbourne). 

SHIRE ОР HAMPDEN (ViCTORIA).—August 17th. Boiler-house 
plant, steam-drivea electricity generators, transformers, meters, 
switchgear, cables, poles. Specifications from Mr. H. C. Ingleton, 
Shire Hall, Camperdown, Victoria. — Tenders. 

BRISBANE.—July 18th. Queensland Water Supply Department. 
54,000 5d. h.d. copper cables, various diameters, for overhead trans- 
mission wires; 2,980 ft. lead-covered, armoured oopper cables, 
various gauges, with acoessories."* 


Belgium,— August 9th. Provincial Government anthori- 
ties at Mons. Either a gas engine or electric motor, together with 
a pump, to raise from 150 to 200 cubic metres of water per hour 
from the Strepy waterworks to the Houdeng reservoirs. 


Balgarla.— July 11th. Department of Posts, Tele- 
graphs and Telephones. Supply and delivery of various tools, 
instruments and materials. The specification and conditions of 
tender (in French) may be inspected on application to the Inquiry 
Room, Department of Overseas Trade, 35, O.d Queen Street, S. W. 1, 


Distingten. — July 6th. Whitehaven Urban District 
Oouncil. Electricity generating plant, overhead cables, lamp 
fittings, cables and poles, &o., for street lighting. Mr. E. B. 
Orosadell, Olerk, Union Hall, Whitehaven. 


Ediaburgh.—July 11th. Electricity Supply Depart- 
ment. Н.р. steam pipes and valves. Specification 33 (June 17th.) 

July lith. Electricity Supply Department. Storage battery 
(Specification No. 35). (See this issue.) 


Jago-Slavia.—July 18th. Minister of Posts and Tele- 
graphs, Telephone material.“ 


Lendon.—L.O.C. July 11th. Supplying and laying h. p. 
electric cables, &o. (June 24th.) 


Maachester—July 12th. Tramways Committee. Steel 
tramway poles and silicium bronxs trolley wire. Mr. J. M. MoElroy, 
General Manager 


Mexborough, — July 23rd. Urban District Council. 
Electricity Department. E.h.p. switchgear ; l. p., d.o. switchboard. 
(See this issue.) 

New Zealand. — WELLINGTON.— August 9th. Public 


Works Department. Suspension-type porcelain insulators for the 
Waikato power scheme.* 


Southampton. — July 9th. Electricity Department. 
Twelve months' supply of meters. (Bee this issue.) 


*"Rhyl—July 9th. Urban District Council. Electricity 
Department. 1,000 yd. 3 x 3 x 15 1р. cable, 1-5-way feeder 
"Шат switchboard panel and gear. (June 24th.) 


South Africa.—BARBERTON. — July 29th. Municipal 
Council. Plant in connection with the proposed scheme for the 
supply of electricity :—Two steam boilers, two 75-kW steam-driven 


filtering 54 million gallons of water per 
main pumping Station (Contract No. 232). Copies of the contract 
documents may be obtained from the Ohief Engineer, Rand Water 
Board, Johannesburg, upon a deposit of three guiness.* 


Urnguay.— Монти VipEO.—August 18th. State Bleo- 
tricity Works. Steel petroleum tank, Worthington duplex steam 
pump for oil, 250 metres steel tubing.“ 

September 3rd. The Oommercial Secretary to His Majesty's 


‘Legation at Monte Video reports by cable to the Department of 


Overseas Trade, that the local authorities are advertising (for 
tenders for the supply of 59,250 metallio-fllament lampe of assorted 
sizes, from 10 to 300 o.p., 225 volta, which are required by the State 
Power House, | 


A сору of the specification, &., can be consulted at the Depart-- 
ment of Overseas Trade, 85, Old Queen Street, 8. W. I. 


CLOSED. 


Dundalk,— Urban District Council, Electricity Depart- 
ment. Many offers were received for the supply of a 165-hp. 


second-hand motor, and one has been 
Glasgow.—Tramways Committee. Accepted :— 
ваще turbo-alternator for Pinkston. -British Themson.Houston 


Government Contracts. — The following Government 
contracts have been placed during May, 1921 :— 


ADMIRALTY (CONTRACT AND PunCHAsE DEPARTMENT). 


Cables, &c.— Johnson & Phillips, Ltd. 

Inert cells.—Fullers' United Electric Works, Ltd. 

Electric fan spares.—General Electric Co., Ltd. 

Watt-hour meters.—Metropolitan-Vickers Electrical Co., Ltd. 
Motor and accessories.—Fuiller Electrical Manufacturing Co. 


War Orricx. 


Electric cells.—Siemens Bros. & Co. 

Electric lamps.—British Thomson-Houston Co., Ltd.; Cryselco, Ltd.; 
Edison Swan Electric Co., Ltd.; English Electric & Siemens Sup- 
plies, Ltd.; General Electric Co., Ltd., Maxim Lamp Works, Ltd.; 

Metropolitan-Vickers Klectrical Co., Ltd. 


Ак MINISTRY. 
Мын epares.—North & Sons, Ltd.; British Thomson-Houstoa Co., 
td 


Electric cable laying.—Pirelli General Cable Works, Ltd. 

Electric wiring.—T. Clarke & Co., Ltd. 

Lifts.—Medway Safety Lift Co., Ltd. 

Motors.—Electric Construction Co., Ltd 

Post Orricz. 

Telephone apparatus.—Automatic Telephone Manufacturing Co., Ltd.; 
British L. M. Ericsson Manufacturing Co., Ltd.; Peel-Conner Tele 
hone Works, Ltd.; Phœnix Telephone & Electric Works, Lid.; 
iemens Bros. & Co., Ltd.; Sterling Telephone & Electric Co., Ltd.; 
Western Electric Co., Ltd. 

Testing apparatus.—H. W. Sullivan. 

Telegraph and telephone cable.—British Insulated & Helsby Cables, Ltd.; 
Hackbridge Cable Co., Ltd.; Pirelli General Cable Works, Ltd. 

Telephone cords.—Western Electric Co., Ltd. 

Laying conduits.—Hampton-Egham-Ascot (Sec. I) (Sec. II), London-Uz- 
bridge-High Wycombe (5. Mid. Sec. lll) and Stepney, &c.: J. 
Ewart, Ltd. Trafford Park: W. Pollett & Co. Sunbury: S$. 
Kavanagh & Co. Nottingham (West Park): J. Mowlem & Co., Ltd. 
Tufnell Park: W. & C. French. deg esu V, Hackney (Caze- 
nove Road), and Gerrard Area (N.W. of Regent Street) : H. Farrow. 
Cheshunt (Goffs Oak): Greig & Matthews. Finchley (Torrington 
Park): С. J. Anderson. 

Motors.—Crypto Electrical Co., Ltd. 

Motors and switchboard.—S. G. Leach & Co. 

Telephone exchange equipment.—Stockport : Siemens Bros. & Co., Ltd. 
Norwich and Jesmond (Newcastle-on-Tyne): Western Electric Co., 
Ltd. Leeds: Automatic Telephone Manufacturing Co., Ltd. "''Liver- 
pool Courier office, Liverpool: Relay Automatic Telephone Co., Ltd. 
Subcontractors for batteries: D.P. Battery Co., Ltd. 


Нїсн COMMISSIONER FOR. [NDIA. 


Carbon pellets.—Peel Conner Telephone Works, Ltd. 

Carsack clements.—Siemens Bros & Co.; General Electric Co., Ltd. 
Ceiling fans.—Veritys, Ltd. 

Electric fittings.—J. Stone & Co., Ltd. 

Generating sets.—]. Birch & Co., Ltd.; Laurence Scott & Co. 
Generator and spares.—Lancashire Dvnamo & Motor Co., Ltd. 
Switchboard.—Relay Automatic Telephone Co., Ltd. 


CROWN AGENTS FOR THE COLONIES. 

Cable.—Johnson & Phillips. Ltd.; London Electric Wire Co. & Smiths, 

Ltd.; India Rubber, Gutta Percha & Telegraph Works Co., Ltd. 
Copper wire, &c.—Shropshire lron Co., Ltd. 
Electrical material.—General Electric Co., Ltd. 
Motors and switchcear.—British Thomson-Houston Co., Ltd. 
Switchboard.—British Thomson-Houston Co., Ltd. 
Telegraph line material.—Siemens Bros. & Со, Ltd.; Bullers, Ltd. 
Telephone apparatus.—Western Electric Co., Ltd. 
Telephone materials.—British L. M. Ericsson Manufacturing Co., Ltd. 


Н.М. Orricz or WORKS. 

Engineering services.—Acton, Ministry of Pensions, switchgear: Dralo 
and Gorham, Ltd. Bedford housing scheme, electric wiring: Alpha 
Manufacturing Co., Ltd. British Museum, additional generating 
lant: Crompton & Co., Ltd.; Grantham, Ministry of Pensions, 

pital, Harrowby Camp, electric wiring: T. Clarke & Co., Lid. 
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London. — Нлммеввмітн. — Electricity Committee. 


Recommended :— 
|. Steel piping, &c., in connection with the installation of the first 10,000-k W 
. , turbine.—Foster Bros., £299. 
Cable in connection with the supply of electricity to the 
Wormholt estate :— 
1,000 yd. 15:8-core, 1,000 yd. -1 do., 2,000 yd. 7/20 and 1,000 yd. 7/22 l.p. cable 
£1,428. Enfield Ediswan Cable Works. | 
Additional switchgear, £2,359.- Ferguson, Pailin, Ltd. 


New Zealand.—The New Zealand Public Works Depart- 
ment has accepted the tender of 8. Green, Ltd., of Sydney, amounting 
to £26,377, for the supply of copper cable in conneotion with the 
Waikato hydro-electric power undertaking.— /tewter s Trade Service 
(Melbourne). 


— ——— 
FORTHCOMING EVENTS. 


Institution of Civil Engineers.—July lst. At the Institution of Civil Engi- 
neers, Great George Btreet, Westminster. Engineering Conference. 


Institution of Mechanical Engineers.—Friday, July 1st. At the Institution, 
Btorey's Gate, S. W. At 10.30 a.m. London Summer Meeting. 


London Fair and Market, at the Royal Agricultural Hall, Islington ` 
July 4th to July 151Һ, N 


Institution of Railway Signal Engineers. — Thursday, July 7th. At the 
Midland Grand Hotel, London. At 6 p. m. Püpor oni Problems of 
Automatic Train Control," by Mr. W. J. Thorrowgood. 


-- o sc э— 


NOTES. 


А Gift for Scientific Research.— T / Times Paris corres- 
pondent says that Baron Edmond de Rothschild, member of the 
French Institute, has announced to the Académie des Sciences his 
intention to devote the eum of 10,000,000 fr. (£200,000) to the 
foundation of a laboratory of scientific research, The proposed 
institute will be chiefly devoted to the development of physical 
and: chemical science, and its application to industry and 
agriculture. 


Service Notes,—Commissioned Telegraphist W.G. Pulley- 
blank has been appointed to the battleship Conyueror, and Com- 
missioned Telegraphist A. Boniface to the Victory (Nelson's old 
flagship), at Portsmouth, for Signal School duties, from the 
27th inst. Warrant Telegraphist T. F. Perrow has been appointed 
to the Vivid, for Signal School ; Warrant Telegraphist E. W. Penny 
to the battle oruiser (xeen Hizabeth ; Warrant Telegraphist W. 
Small to Ganges 11, for Shotley Training Establishment ; Warrant 
Telegraphist H. Shirley to the destroyer Ma/colm; and Warrant 
Telegraphist F. Burnish to the light cruiser Corentry. Recruiting 
for the electrical departments of the Navy and Army is improving. 
Wireless men are still wanted, and the Royal Air Service is taking 
likely mechanics. There does not seem to be any immediate 
prospect of a reduction in the Air Force, 


Church Lighting.—ConRECTION. — In an illustrated 
„Note“ published in our issue of June 17th, under the above heading, 
the contractors were stated to be Messrs. Stanley Gaynor & Co., of 
Cardiff. This was an error, due to the fact that we received, at 
the same time, an illustration of the interior of a church wired by 
this firm. St. Saviour's Church, Bath, which we illustrated, was 
wired by Messrs. J. Lambert & Sons, of Bath. 


Fire.—A fire in the Leven Creosote Works of Messrs. 
Alex. Bruce & Co., Ltd., Glasgow, destroyed valuable machinery and 
electrical plant recently installed. 


The Manchester Electro-Harmonic Society.— We are 
pleased to learn from Mr. J. Hill, the Hon. Sec. of this Society, 
that it has been decided to resume the concerts this year. Some of 
our readers will remember that the Society was formed in 1912, 
and after two seasons operations were suspended owing to the war. 
Arrangements have been made for six concerts, and these will be 
held on the last Fridays of October, November, and December, 
1921, and January, February, and March, 1922, in the Marble Hall, 
Albion Hotel, Piccadilly, Manchester. The hon. musical director, 
Mr. W. J, Smith, has consented to act for the season, and it is his 
intention to maintain the high quality of the programmes, 


Appointments Vacant.— Electrical foreman, also elec- 
trical inspector (salary 500 Rs. per month in each case) for the 
East Indian Railway Co.: station superintendent (2566) for the 
Coventry Corporation Electricity Department. See our advertise- 
ment pages to-day. 


The Electrical Trades Benevolent institution.—At а 
general meeting, held on Monday last, the alterations in the rules 
passed at the annual general meeting were confirmed. These 
alterations extend the powers of Local Advisory Committees with 
regard to the grant of relief in urgent cases. 


Educational. —IMPERIAL COLLEGE OF SCIENCE AND 
TECHNOLOGY.—On Friday last Mr. A. J. Balfour opened a new 
chemistry laboratory presented by Mr. б. W. Whiffen, in which 
apparatus is installed reproducing on a smaller scale the plant of 
industrial works, to enable the student to work under conditions 
approximating to those met with in actual practice. He said that 
the new laboratory had no parallel in any part of the world, 


The Paris Underground Railways.—As a consequence 
of the great changes wrought by the war, and particularly 
by the subsequent enormous increase in the sale prices ot all 
kinds of materials and the large advances in wages, the com- 
panies which render service to the public in the French 
capital have found it necessary to seek а rearrangement of 
the terms of their original concessions which were granted 
to them by the Paris City Council. As was mentioned some 
time ago, the first to undergo reorganisation were the surface 
transport undertakings (trumways and пае which 
were expropriated by the City Council and formed into an 
amalgamated leasing company as from January Ist, 1921. The 
turn of the Compagnie Parisienne de Distribution d'Elec- 
tricité has now arrived for the conclusion of a supplementary 
agreement with the City Council in order to meet the general 
changes in conditions, and a sinular observation also applies 
to the Paris Gas Co. and the Metropolitan and Nord-Sud Rail- 
way Companies. It is estimated that the City Council has 
incurred an expenditure of 620.000. C00 fr. on the construction 
of the tunnels, &c., for the Metropolitan railway and on 
incidental expenses, while the company's combined share and 
loan capital amounts to 200,000,000 fr. 


The fact may be recorded that according to the law passed . 


authorising the City of Paris to raise loans for the establish- 
ment of the Metropolitan Railway, all the expenditure for 
the construction of the underground earthworks (tunnels, &c.) 
апа the station platforms. was placed to the charge of the 
city, whilst the other expenditure (the construction of the 
tracks and electrical transmission, the provision of access to 
the stations, the generating stations, rolling stock, &c.) bad to 
be borne by the concessionnaire company, and represented 
nearly one-third of the total outlay on the entire railway 
undertaking. In order to provide for the annual interest upon 
the loans contracted by the city, the obligation was placed 
upon the company to pay to the city а royalty per passenger 
carried, the amount increasing in accordance with the number 
of tickets issued beyond a specitied total, but in case the 
yield from this source should be inadequate to meet the 
service of the loans, the deficiency would be defrayed out of 
the general resources of the municipal Budget. But the 
Metropolitan Co. before the war, together with the gas under- 
taking, was said to represent the best financial transaction 
which the city had ever made, since 16 was always remunera- 
tive. 

А new agreement has now been provisionally concluded 
between the company and the City Council under which the 
concession will definitely terminate in 1955 under what is 
termed '' postponed redemption." The compensation to be 
paid for the purchase has been fixed by the operation of a 
system of premiums which represent both payment for the 
services of the company and the compensation for expropria- 
tion, and which are based upon the number of tickets issued 
and the economies effected in management. It is calculated 
that the premiums will produce an annuity of about 11,500,000 
fr. at the beginning and 138,000,000 fr. subsequently, but if 
the amount should exceed the latter sum а large part of the 
excess would devolve upon the city. The new convention 
also makes provision for the possible expropriation of the 
railway as from the year 1931. 

The situation of the Société du Nord-Sud Co. is materially 
different from that of the Metropolitan Co., as the former 
constructed its railway without any financial participation 
bv the City of Paris, and its concession will expire at the end 
of 1955. In this case also the city receives a royalty per 
ticket issued and to some extent shares in the financial charges 
of the company. 


Power from a Water Main. — The Llec/rival News 
recently published a description of a unique water power plant 
which 1s being installed at Port Alberni, B.C. The water 
supply station of this town was built on a scale of permanence, 
the supply being taken from China Creek, seven miles distant, 
and а main capable of maintaining a flow of water sufficient 
for а population of 20,000 people was installed. ‘The first five 
miles of the main are of L6-in. wood-stave pipe. At the end 
of the 16-in. main is а 12-in. Crane pressure reducer, followed 
by 14 miles of 12-in. welded steel pipe, with a second pressure 
reducer about midway of its length. The size again changes 
at the head of the main street of the town to 10 in. steel, 
continuing to the end of this street at tide level, and serving 
the various laterals. A third pressure reducer is installed 
on this line, making the final pressure in tbe lower portion of 
the town usually about 160 Ib. per sq. in. under present con- 
ditions of consumption—a rather excessive working pressure 
for a town supply svstem. 

Investigations showed that absolute minimum flow in-the 
main was 4 cu. ft. per second, whereas the requirement of a 
population double the size of that of the town was only 
5 cu. ft. per second. It was decided, therefore, to utilise the 
surplus for generating electricity for the town. Consideration 
of alternative methods led to the decision that the best method 
of emploving the surplus was to tap into the 10-1n. section of 
the main and install 2,600 ft. of 10-in. wood-stave pipe leading 
to a power house. 

The elevation of the dam being 610 feet, and that of the 
power house 25 ft. above sea level, the total head on the main 
at the power house was 585 ft.. of which 252 ft. was lost in 
friction head, &c., leaving an effective head of 333 ft. Using 
4 second-feet of water at 80 per cent. efficiency, this head 
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represented an available power of 121 h. p., sufficient to carry 
the lighting plant load for some time to come at the existing 


rate of increase. . | А . 

It has been decided to install a 30-in. McKinnon special 
impilse waterwheel, titted with hand-operated stream-deflec- 
tor, needle nozzle, cast-iron lower and steel upper casing, 


overhung on a 3 7/16-in. shaft. The shaft will run in ring- 


oiled bearings on special adjustable pedestals, and a 36-in. 
flywheel of 500 lb. rim weight will be mounted on it, with 
a 26-in. diameter by 15-in. face driving pulley, provided with 
a disengaging spiral jaw clutch. The wheel will run at a 
normal speed of 475 r.p.m. 


Training Dominion Students in British Technical 
Colleges.—The Department of Overseas Trade informs us 
that His Majesty's Trade Commissioners in South Africa 
have recently been considering the question of attracting young 
South Africans to British engineering and other technica! 
colleges and training establishments in the United Kingdom, 
and in this connection Major Guy Fetherston, D.S.O., M.C., 
Trade Commissioner at Cape Town, has received from Prof. 
McMillan, of the Cape Town University, some remarks on 
the commercial advantages of the system, from which the 
following notes are extracted: It is known that the United 
States is most anxious to attract students, and especially post- 
graduate students, to its universities. No better method of 
increasing trade between the two countries exists. The South 
African goes to America as a student, he works with American 
machinery, and becomes acquainted with American methods 
and American standards, and he forms friendships there which 
probably last throughout his lite. In due course the ex-student 
returns to South Africa to embark on a business career, still 
thinking in American measures, and even if he is inclined to 
deal in the products of other countries, in nine cases out 
of ten the American products remain as his standard for 
comparison of all other goods. 

It is, of course, known that a large number of young South 
Africans proceed to England to complete their education, 
even more than go to America, but the greater proportion 
of these go to study medicine and law, or else they take a 
course for Bachelor of Arts at Oxford or Cambridge. America 
appears to be attracting the bulk of the agricultural students, 
the engineers, and the science men. The case of Germany 
before the war is interesting in this connection. Germany 
attracted the post-graduate student from all over the world, 
and there would appear to be little doubt that America is 
eventually to take her place unless Great Britain makes greater 
efforts than in the past. 

It is. of course, understood that British universities are 
very full, and that there would be difficulty in accommodating 
more students from overseas. However, it would pay in the 
long run to attract overseas students, even if further accom- 
modation had to be provided. 

It is felt strongly that the manufacturers of the United 
Kingdom should do everything in their power to attract the 
future leaders of colonial industries to the British research 
laboratories, and even if they had to offer a number of main- 
tenance scholarships to accomplish this, there could be no 
better capital investment for the future. 

Then there is the question of the equipment of the univer- 
ntes and technical schools in South Africa. While а pro- 
Portion of graduates proceed to America or to Europe for 
their practical training after their college course, a still greater 
number are absorbed direct from college into business. It 
18, therefore, in the interests of the United Kingdom that such 
men should handle British apparatus in the laboratories during 
their training, and every effort should be made by the 
representatives of the manufacturers to see that the testing 
plant and equipment is British. Before the war if a British 
frm and a German firm were asked to quote for some piece 
of apparatus or machine for use in a university, the German 

generally offered to supply it for less than the British 
, Do matter how low the British tender was. 

In connection with the above, it may be stated that the 
American Consul-General in Cape Town has recently given 
publicitv to the fact that he has literature dealing with over 
one hundred American universities, agricultural, engineering. 
and other technical colleges, which may be consulted at the 
American ‘Consulate-General. Information concerning en- 
france requirements, cost of tuition, cost of living. and the 
general opportunities for South African students existing at 
State and other institutions is offered. It is desirable that 
similar facilities with regard to British institutions should also 
be available, not only at Cape Town, but at other centres of 
population throughout the Empire. British educational in- 
stitutions or firms supplying educational apparatus who are 
Interested in the above statement, and who are prepared to 
mpplv information or apparatus, should communicate with 
ue 5 of Overseas Trade, referring to D. OT. 

5 / E. D. 


Ventilation Scheme for Polyphase Motors. To prevent 
e accumulation of oil on motor windings and the resulting 
collection of dirt, a line of polyphase induction motors has 
n brought out recently in which an unusual method of 
ventilation is used. The scheme is to screen the ventilating 
ar before it enters the windings and so to direct this air that 
Y opposes the entrance of oil into the windings from the 
Waste-packed bearings. The waste-packed oiling method has 


been adopted also to overcome any tendenvy toward the spil- 
ling of ol When vibration is particularly severe. 

While the motors are ventilated or air-cooled, they are 
virtually enclosed from a mechanical standpoint. Air enters 
at the periphery of the machine and is discharged at each 
end, the direction of air tlow being exactly opposite to that 
found in most motors. It is claimed that oil leakage caused 


dy careless filling cannot occasion bad results, because such 


oil is expelled from the ends of the motor instead of being 
driven into it. ; 

These motors are provided with a novel frame or casing 
consisting of a series of corrugatious formed from a single 
piece of sheet steel. These corrugations are equidistantly 
spaced and in intimate mechanical contact with the stator 
core, so that most of the heat generated in this core and its 
winding is conducted to this casing, which therefore torms 
an efficient means for transterring heat to the ventilated air 
by radiation. Air entering at any point along the surface 
of the screen travels over the outside of the corrugations 
through holes provided at the centre of these corrugations, then 
through the lateral ducts between the casing and core, then 
over the windings at the end, and finally is discharged at each 
end of the motor. ‘This corrugated casing, therefore, con- 
tributes to the efficiency of the ventilating system to a marked 
degree and at the same time forms an exceedingly rigid and 
accurate frame for the stator core. 

Fans are provided at the ends of the rotor for the purpose 
of drawing the cooling air through the machine. They are 
said to be of unique design and construction in that a stream 
of air is drawn directly over the bearing housings and imme- 
diately expelled without entering the motor, while another 
stream is drawn through the machine and expelled at the 
same points. These fans are made of a single piece of sheet 
steel and welded to the thrust collars. 

The rotor windings have bars and end rings made of one 
piece of metal, entirely eliminating mechanical or electrical 
joints, the windings being moulded or cast on the magnetic 
core. 

These motors are now built in sizes up to 30 h.p. at 1,800 
r.p.m. for 60-cycle polyphase circuits, with corresponding 
capacities at other standard speeds and frequencies.—Elec- 
trical World. 


The Stabillty of Atoms.—Prof. Sir E. Rutherford, 
F.R.S., commenced his lecture on the above subject to the 
members of the Physical Society of London, on June 10th, by 
referring to the earlier work in which attempts at the dis- 
integration of atoms had been made. Traces of hydrogen 
and helium had been found in discharge tubes believed to 
be initially free from these gases; but it was clearly impossible 
to establish that no source of contamination was available, 
and that the results were due to disintegration of the atoms 
of other substances. The properties of the nucleus atom were 
then recalled and the method of attack most likely to succeed 
in breaking it up was discussed. It is easy to remove elec- 
trons, but these are replaced almost immediately and the 
atom remains as before. It is necessary therefore to attack 
the nucleus, and to do this successfully requires extremely 
swift particles. 

Slides were shown illustrating the effects produced when 
ex-particles fired through hydrogen collide with an atom. and 
experiments were illustrated and described from which the 
conclusion has been drawn that when an ex-particle collides 
with a nitrogen atom, a hydrogen atom is expelled from the 
nucleus. The speed of these is in excess of what can be 
obtained by collisions in hydrogen gas itself, so that the result 
cannot be accounted for by contamination of the nitrogen with 
hydrogen. but must be due to the disintegration of the nitro- 
gen nucleus. Recent results on the disintegration of alumi- 
nium and other elements were briefly indicated, 


The Engineering Wages Dispute.— The result of the 
ballot in the engineering trades, upon the new schedule of 
wages proposed by the employers, was a decisive majority 
against acceptance. The figures were as follows :—Against 
acceptance, 257.532; for acceptance, 125,014; majority against 
acceptance, 132.518. In spite of these figures, however, it was 
announced early yesterday morning that a provisional agree- 
ment had been reached between the two parties to the dispute: 
no details are available up to the time of our going to press. 

Little more than one-third of the membership of the unions 
concerned took part in the voting. 


INSTITUTION NOTES, 


Institution of Mechanical Engineers. — LONDON SUMMER 
MEETING.—A conference of an informal nature was commenced 
yesterday, and ends to-day, at the Institution building, dealine 
with means of improving the thermal efficiency of heat power 
plant ; there was also an exhibition of boiler-bouse appliances. and 
& short meeting of the F.B I. Fuel Economy Technical Sub-Com- 
mittee was to be held to-day. Yesterday morning the general 
meeting took place, at which the president of the Institution, 
Capt. H. Riall Sankey, made his opening remarks, after which the 
deputation of American engineers, which is on a visit to this 
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country, was received. Visits of inspection were also to 
be paid to the following electricity generating stations :— 
Boroughs of Hammersmith and Stepney, Corporation of King- 
ston-upon-Thames, Underground Electrio Railways Оо, Ltd., 


Westminster E'ectric Supply Corporation, Ltd. and the Charing _ 


Cross, West-Ead, and City Electricity Supply Co, Ltd.; the 
laboratories at Н.М. Fuel Research Station, Imperial College of 
Science and Technology, City and Guilds (Engineering) College, and 
the Department of Chemical Technology were also inspected. The 
papers read at the Conference dealt with the following subjects :— 
* Theory of Internal-combu-tion Eugines with Relation to Thermal 
Efficiency," by Mr. H. E. Wimperis; High Steam-pressure and 
other Means of Increasing Economy of Steam Engines,” by Mr. F. 
Samuelson, who suggested that the addition of a mercury boiler and 
turbine to an ordinary steam plant would give a considerable 
increase in the range of temperature, and would result in a large 
gain in efficiency; he aleo gave practical results obtained from 
h.p. and high-temperature steam-turbine plant. Mr. E. V. 
Evans discussed the Chemistry of Combustion," including the 
mode of combustion in producer and furnace-gas reactions 
and the cause of smoke production. A paper by Меевга. A. 
Hutchinson and Е Bainbridge on “ Blast-Furnaoe Gases,” indicated 
the future lines of development in the use of a mixture of blast- 
furnace and ooke-oven gases and the saving of coal thereby. 
" Boiler-house Management: General Causes of Boiler Inefficiercy,” 
was dealt with by Mr. D. Wilson, while the ‘ Low-Temperature 
Oarbonisation of Coal was Prof. W. A. Bone's subject, and that 
of “ Engine-house Management" Mr. Н. Dunell's The subject 
of “Super Compression and Other Means for Improving the 
Economy of Internal- Combustion Engines.” was considered by Mr. 
А. E. L. Chorlten ; and that of Waste Heat Utilisation," by Mr. 
R. Nelson, whose final conclusion was that “radical changes are 
better than limited and tentative reforms which tend merely to 
perpetuate the old order." "'Superheating" was discussed by Bir 
H. Fowler, and Liquid, Powdered, and Colloidal Fuels,” by Dr. 
W. R. Ormandy, who enamerated their advantages and limitations, 
апа compared their ots of adoption and relative prices. " Liquid 
Fuel for Internal-Combustion Engines" was Mr. Н. Moore's 
subject, and Mr. A. W. Bennis dealt with “ Automatio Stokers " ; 
Mr. W. H. Patchell, with Air Heaters"; Mr. C. E. Stromeyer, 
with Feed Heating and Economisers"; and Prof. W. E. Dalby, 
with the Indicator as an Aid to Economy." 


Royal Society of Arts —On June 27th the Oounoil attended at 
Olarence Hou:e, when the Dake of O. nnaught, President of the 
S wiety, presented to Prof. J. A. Fleming, D. So., F.R.S., the Albert 
Medal of the Society awarded to him in recognition of his many 
valuable contributions to electrical science and its applications, 
and especially of his original invention of the thermionio valve. 


Muuicipal Tramways Association.—In connection with the 
private meeting at Hudderafield, on June 22nd, of the Association 
(Managera’ S:ction), Mr. В. Н. Wilk овор, general manager of the 
Bradford tramways, read a paper on “ Railless Trolley Traction,” 
and on the following day the delegates proceeded to Bradford to 
see the latest type of railless vehicle in use there, produced from 
Mr. Wilkinson's designs. 


The Roentgen Soclety.— The officers and Council elected for the 
1920-21 session are as follows :—President, Prof. J. W. Nicholson, 
F. R S.; Vice-Presidents, Mr. C. H. Rodman, M.D., Prof. Sir Ernest 
Rutherford, F.R S., Prof. Sir William Bragg, K.B.E., F.R.S. ; Hon. 
Treasurer, Mr. Geoffrey Pearce; Hon. Secretaries, Mesars. E. A. 
Owen, D. 80. and J. Russell Reynolds, B.., M. B.; Hon. Editor, 
Major G. W. C. Kaye, O. B. E., D. So.; Council, Mr. Cuthbert 
Andrews, Mr. Harold Black, M. D., Mr. A. E. Dean, Major Kenelm 
Edgoumbe, Mr. N. S. Finzi, M.B., Mr. F. L. Hopwood. D. So., Mr. F. 
Hernaman Johnson, M.D., Mr. Reginald Morton, M.D., Mr. C. E. 8. 
Phillips, ОВЕ, F. R S. R., Prof. A. W. Porter, F.R.S., Prof. A, О, 
Rankine, O. B. E., D.So., Sir Archibald D. Reid, K B.E., O. M. G. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELEOTBIOAL REVIEW posted as to their movements. 


Sia SAMUEL О. Davipson, K.B.E.—Sir Samuel Davidson, K.B.E., 
M.I Mech. E., chairman and managing director of the Sirocco’ 
Engineering Works, Belfast, upon whom the King conferred the 
honour of a Knighthood of the British Empire, is both a successful 
inventor and one of the oldest living representatives of the tea 
planting community. He took a keen interest in science and 
engineering from his earliest days. After he had spent several years 
in the office of Mr. Wm. Hastings, а Belfast civil engineer, his 
father sent him out to India to manage his tea estate. During his 
sojourn in the East he realised the inadequacy of the primitive 
methods then employed for tea manufacture, and practical experi- 
ence. combined with his inventive genius, suggested to him the 
possibility of using mechanical apparatus for drying the tea leat 
at the plantations. The result of his study of this subje t promised 
so well that he subsequently gave up tea planting and returned to 
Ireland, where he founded the Siroooo Engineering Works. 
From these works he introduced to a sceptical community the first 
tea- drying machines, which met with great suoce:s. Sir Samuel 
Davidson has taken out a very large number of patents, and in 


There are also branches an 


addition to Siroooo machinery for every process in the manu- 
facture of tea, his inventions include the Sirocco” fan, so much 
used in factories and mines, and on board ship, Sir Samuel 
Davidson started the '"Birooco" Engineering Works in 1881 with 
one small workshop and seven workmen, The works are now very 
extensive and well equipped, and employ about 1,000 hands, 
representatives of the works in all 
parts of the world. Sir Samuel Davidson's latest invention 
consists of а new process for the manufacture of raw rubber, and 
of machines specially designed for the purpose. This process was 
shown for the firat time at the recent Rubber Exhibition in London 


SIR SAMUEL C. Davipson, K.B.E. 


Among other matters now receiving his attention is the manu- 
facture of psat into briquette form. We offer Bir Samuel our 
congratulations upon the honour now conferred upon him. We 
regret to learn that owing to indisposition, he was unable to be 
preeent at the investiture ceremony and receive the honour 
personally. 

Мв. ALFRED S. E. AOKERMANN has removed to 17, Victoria 
5 Westminster. His telephone number is still Viotoria, 

41." 

Over 100 applications have been received by the Wallasey Eleo- 
tricity Committee for the vacant position of electrical engineer to 
the Corporation, Seven candidates are to be interviewed by the 
Committee. 

It is announced that DR. WALTHER RATHENAU, consequent upon 
his appointment as Minister for Reconstruction, has retired from 
the presidency of the A.E.G., and from the boards of other companies 
with which he was associated. 


Obituary.—Srg Н. B. BRowELL.—We regret to record that 
Sir Herbert Babington Rowell, K.B.E., chairman of Messrs. В. and 
W. Hawthorn, Leslie & Oo., died suddenly on June 23rd, aged 61 
years. Sir Herbert was a vice-president of the Federation of 
British Industries. 

Our American namesake states that KARL G. ROEBLING, head 
of the John A. Roebling's Sons Оо., Trenton, N.J., manufacturers 
of wire rope, insulated wire and cable, &o., died recently. 


ҰШ. —The late Baron MovuLron left £162,506. 


NEW COMPANIES REGISTERED, 


Pneumatic Ltd.—Private company. 
Registered June 17th. Capital, 2500 in £1 shares. To carry on as agents, 
distributors and manufacturers of power producing machinery, &c. The first 
directors are: А. E. Porte, 27, Lower Leeson Street, Dublin; K. Beresford, 23, 
Leinster Road, Dublin; Mrs. S. M. Beresford, 23, Leinster Road, Dublin. 
Registered office: 27, Lower Leeson Street, Dublin. 


Colley & Co., Ltd. (175,304) .—Private company. Regis- 
tered June 91st. Capital £2, in £1 shares. To carry on the business ot 
electrical and genera engineers and contractors, importers, exporters, manu- 
facturers of and dealers in all kinds of electrical, gas, oil and lighting goode 
and accessories, &c. The subscribers (each with one share) are: H. A. 
Woodman, 51, Great Ormond Street, W.C.1, electrical engineer; G. McFarlane, 
51, Great Ormond Street, W.C.1, electrical engineer. The subecribers are to 
appoint the first directors. Solicitor: Н. Crafter, Т, Southampton Street, 
loomsbury Square, W.C. 


Power Users Co., 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


British Insulated & Helsby Cables, Ltd, (52,285).—Return 
dated April 4th, lyzl. Capital, 4x. 000, 000 in £l shares (200,000) preference, 
1.0, 000 ordinary and 500, 00 unissued), 1,500,000 shares taken up. 4 1, 72.675 

id on 372,490 preference and 700, 325 ordinary shares. 4427, 325 considered 


ds paid on 127,600 preference and 299,675 ordinary. Mortgages and charges, 


£700,000. 

Chiswick Electricity Supply Corporation, Ltd. (38,854).— 
Return dated June Ist, 1721. Capital, £100,000 in #1 shares. 62,800 shares 
taken up. £62,900 paid. Mortgages and charges, £76,000. 


Heads (Electrical), Ltd.—Debenture dated June 1st, 1921, 
to secure £4; charged on the company's property, present and future, in- 
cluding uncalled capital. Holder: Mrs. L. b. Head, 20, Goldsmid Road, 
Brighton. 


Hill Bros. (Magnetos), Ltd.—Satisfaction in full on June 
lst, 1921, of charge dated April 25th, 1918, securing all moneys due or to 
become due from company to bankers. 


Mansfield and District Tramways, Ltd.—Trust deed dated 
June oth, lol, to secure 4. 000 deb-ntures, charged on 19,000 ə per cent. 
prelerence and 45,000 ordinary shares of £l and £10,000 mortgage debentures 
and £10,000 mortgage debenture stock of the Mansfield and District Light 
Railway Co., Ltd., and the company's undertaking and assets, present and 
future, including uncalled capital. Trustees: Utilities and General Trust, Ltd., 
Rginburgh. 


Albert Lee & Co., Ltd.—Issues of June 7th of £700 and on 


June 17th, 1921, of £900 debentures, parts of a series already registered. 


F. J. Shenton & Co., Ltd.—Particulars of £6,500 deben- 
tures authorised June lBth, 1921; whole amount issued; charged on the com- 
pany's property, present and future, including uncalled capital. 


Leadless White Manufacturing Co., Ltd.—Particulars of a 
series of debentures for an amount not exceeding the issued capital for the 
time being of the company, authorised June ЈО, 1921, amount of present 
issue being £3,000; charged (a) as a specific charge on the company's freehold 
property in Yate, Gios., and buildings, plant, machinery, fixtures and fittings 
thereon, and (b) as a floating charge on the company's undertaking and pro- 
perty, present and future, including uncalled capital. 


Stanton & Co., Ltd.—Mortgage on certain land and pre- 
mises in Hinckley, Leicestershire, dated June luth, 1921, to secure all moneys 
F or to become due from company to London Joint City and Midland Bank, 

td. 


F. Patrick, Ltd.—Particulars of 24,000 debentures autho- 
rised June láth, 1921; whole amount issued; charged on the company's under- 
taking and property, present and future, including uncalled capital. The com- 
pany may mortgage any frechold or leasehold hereditaments subsequently 
ecquired in priority to these debentures to the extent of 83,000. 


CITY NOTES. 


The report for the year 1920 submitted 

West India and at the annual meeting beid on Wednesday, 
Panama states that the amount to credit of revenue 
Telegraph was 480,177, but the expenses were 
Co., Lid. £158,325, resulting in a loss for the year 

of £55,148. The balance brought forward 

was £10,033, and interest on investments was 42,104, and 
the result was a net denciency of 440,011 at December, 1920. 
11е balance of the cost of the third survey of the company's 
cable ship, amounting to £438,079, also fell to be dealt with. 
Шаьшиси as the total cost was £14,253, of which a part, 
400,0, J. was dealt with in the 1919 accounts, the directors 
have added the £38,519 to the original cost of the ship. being 
saushed that the increased amount at which she thus stands 
ш the company's books is within her present commercial 
value. Tbe uniortunate position of the company disclosed 
by these figures is due mainly to the cumulative results of 
entrusting the cable ship Henry Holmes to the Government 
Dock at 1rinidad for her third survey repairs, and, in a lesser 
degree, to the increases in working expenses. Ав regards 
the main cause, it will be remembered that the Henry Holmes 
went to Trimaad in January, 1919. Before going there she 
had put the company's communications in good order, and 
for some period in the first half of that year her absence was 
Dot seriously felt and the trafic receipts were comparatively 
large. But in a cable system like that of this company breaks 
must occur from time to time, and, as it was only occasionally 
possible to secure the services of other repairing ships, the 
conditions gradually became worse and worse, so much so 
that in the spring of 1920, when it was found possible to 
charter а ship for five months, there were as many as 16 of 
the cables interrupted. Although the chartered ship worked 
well, some sections were stil interrupted when the Henry 
Holmes was released from "Trinidad, early in October last. 
It is a matter of experience that telegraph traffic, when lost. 
is recovered but slowly, and, although by the end of 1920 it 
was steadily moving towards recovery, the trattic receipts 
during the year were over 430.000 below those of 1919. 
Another consequence of the interruptions was the loss of over 
£10,000 of the Imperial, Canadian, and Colonial subsidies. 
The hiring of cable ships in the nine months cost at least 
£25,000 more than the expenses of the Henry Holmes would 
have amounted to; and there was also an expenditure of 
£2,109 in the bire of sloops for inter-colony cominunications. 
Of the increases in expenses an important one was in respect 
of cable. With such an accumulation of interruptions a large 


quantity of cable had to be used in repairs, of which the 
cost was £19,683, as compared with an average of 49,253 
tor each of the three preceding years. Another large increaee 
was in respect of the Henry Holmes; the wages of the sailors 
and nremen had to be increased by over 40 per cent.; the 
cost of victualling increased 100 per cent., and the price of 
coal had been at least 60 per cent. higher than in 1918. There 
had also been some increase in the expenses at the stations, 
and it is probable that the high prices still prevailing in the 
West Indies may necessitate Iurther increases this year. To 
meet the general heavy expenses in 1920, coupled with loss 
of revenue, ıt was necessary during the year to sell the bulk 
of the company's investments. Owing to the state or the 
nioney market the sales realised only £66,027 for securities 
which had cost £90,552. Ihe investments now stand at 
£12,559, as against £109,471 at the end of 1919. Ine position 
ot the company at the end of 1920 was so difficult tnat the 
directors decided to approach the Lords Commissioners ot His 
Majesty's Treasury and ask for financial help. "Their Lord- 
ships were unable to accede to the request for a special grant; 
but before the end of their financial year, they obtained the 
sanction of the House of Commons to the waiving of Clause 
14 of the agreement of 1914, under whicn clause the company 
could have been called on to repay as much as £13,000 ot the 
Imperial and Canadian subsidies, in respect of the year to 
September 30th, 1919. In consideration of this relief the 
directors agreed that whenever the cable between British 
Guiana and Trinidad is interrupted (as it is at present) the 
subsidy payable by British Guiana shall be reduced by tnree- 
fourths. For the first four months of this year the traffic 
receipts, although not as large as in 1919, show a considerable 
increase over 1920; and, now that the cable ship is available 
for repairs, it is hoped that will be no check on the growth of 
trafic. But in any event, in view of the debit balance of 
£76,566, there can be no question of any dividends for the 
year 1920; and the directors regret that, in their opinion, tbis 
debit balance must be completely disposed of before any 
dividends can be declared. 
The annual meeting was held on Friday 
British last at the Holborn Restaurant. Mr. J. 8. 
Electric Traction Austen presiding. In proposing the adop- 
Co., Ltd. tion of the report, the chairman said it 
was not his intention to emulate Mr. 
Garcke, who usually gave а general résumé of the position 
of the electrical industry at that meeting. А year ago Mr. 
Garcke pointed out how the nature of the business done 
by the company had changed. In the past it had consisted in 
the construction of electrical undertakings, usually of а public 
utility nature, with the object of either selling or runnimg 
them at a profit. To-day it was doubtful whether any elec- 
trical undertaking could be constructed with any prospect 
either of selling it of running it at a profit. It was true 
that electrical undertakings built before the war could now 
be operated at a profit, because, speaking generally, the fares 
and rates had been raised, but were similar undertakings to 
be built to-day, although it might be possible to run them 
without a loss, they would not be able to run them with 
any prospect of securing a fair return on the capital ex- 
penditure. That department of their business, therefore, had 
gone for the time being and they were now engaged in 
Managing those companies of which they held control and 
in financing them. He need not tell them that every com- 
pany needed more money to carry on its business as compared 
with the days before the war, and when it came to extensions 
of power companies, they had to be made at double pre-war 
costs. Those extensions were rendered necessary because the 
operative side of the board informed him that there was 
distinct evidence that the use of electricity was increasing. 
The coal strike had taught manufacturers the value of elec- 
trical power, and they had also found that it was cheaper to 
buy their power from a central station than to erect installa- 
tions of their own. Proceeding to refer in detail to some of 
the undertakings in which the company had a large stake, he 
said that the Rio Grandense Light & Power Syndicate, Ltd., 
which supplied the city of Pelotas, in Brazil, was started 
before the war, but the tramways were not completed. In- 
creased working costs rendered it necessary to apply to the 
city authorities for leave to increase the rates, and that per- 
mission was only obtained upon the condition that they 
completed a further portion of the tramway. The company 
was earning money, but it had been difficult to find the 
additional capital which was necessary for the extensions. 
With regard to the Brush Co., in order to maintain its busi- 
ness it was necessary for the board to extend its plant, and 
the B.E.T. Co. had, therefore, largely increased its interest 
in the company; it returned them 15 per cent. last year, 
so it was a profitable investment, and he hoped it would 
continue to be so. Then they had had to find the money for 
their calls upon the Stoll Film Co.'s shares. The necessary 
money had been found, chiefly by the sale of Northern 
Ontario Light & Power debenture and preference stock, war 
stock, and from the redemption of the debentures which they 
held in the Yorkshire Electric Tramways, Ltd. Referring to 
the omnibus business, he said that for а considerable time 
before the war the directors appreciated the value of motor 
'buses in rural districts, and thev formed the British Auto- 
mobile Traction Co. Prior to the war, that company was 
earning & handsome rate of dividend, but when the war 
came most of its 'buses were taken from it, and although 
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it had continued to pay dividends, they were not of an im- 
portant character. Since the wur had been over the business 
had revived in a remarkable manner, and the returns were 
again of a very satisfactory character; but the rate of earnings 
did not exceed that which was obtained before the war. 
Ав to the results of the B.E.T. for the past year, there had 
been a small increase in the profit over that of the previous 
12 months, but not sufficient to justify an increase in the 
dividend. Looking to the current year, they could not get 
rid of the fact that they were in tlie middle of a coal strike 
which had existed for many weeks. It was not so much 
the strike itself that they feared as its results which night 
continue to show themselves for years after it was settled. 
He did not feel that he could in any way forecast the future, 
but regarding the company as a trust company, he was con- 
vinced that it was all right, and that it would be a really 
successful and prosperous concern in the future. 

Mr. E. Garcke seconded the motion, which was agreed to 
after а brief discussion. 

The revenue for the year ended March, 
1921, amounted to £19,486 and the expendi- 
ture, including debenture interest and in- 
Co., Ltd. come tax, to 48.501. The ргоһё is thus 

£10,984, and 49.309 was brought forward, 
making £20,293. £10,450 1s to be appropriated for the pay- 
ment of a dividend of 4 per cent., less income tax, and 
£9,813 carried forward. The reports and accounts of the 
Norwich Electric Tramways Co. for the year ended June, 1920, 
and the Douglas Southern Electric Tramways, Ltd., for the 
year ended October, 1920, are annexed to the report. Not- 
withstanding the continued satisfactory expansion of the 
Norwich Electric Tramways trattics, the expenditure still 
further increased, mainly in wages, which were beyond the 
control of the management, resulting in a decrease o: the 
net revenue. In view of the large amounts requirea for 
reconstruction of the track and renewal of equipment, the 
directors of that company considered it wise to pass the divi- 
dend and transfer the whole balance of profit to reserve for 
the above-mentioned purposes. On the other hand, the Doug- 
Jas Tramways Co. has resumed payment of dividends on both 
classes of its shares. There is no change in the position of 
the guaranteed investment in the Philadelphia undertaking 
(the Darby, Media & Chester Street Railway Co.), but the 
course of sterling exchange has again further materially bene- 
fited the company in its remittances to this country of the 
dollar interest and dividend. 


In their report for 1920, the directors 


. New General 
Traction 


Imperial give details of the operations of the sub- 
' Tramways sidiary companies. The gross receipts of 
р Co., Ltd. the Middlesbrough, Stockton & Thornaby 


ш Electric Tramways amounted to £140,447, 
as compared with £114,960, an increase of £26,188. The total 
number of passengers carried was 15,626,562, an increase of 
667,061. The net profit for the year was £19,466, as compared 
with £14,498 for the corresponding period. In connection 
with the acquisition of the undertaking by the Corporations 
of Middlesbrough, Stockton, and Thornaby, in accordance 
with the provisions of Section 43 of the Tramways Act, 1870. 
the arbitrator, Sir Robert Elhott-Cooper, K.C.B., awarded 
the company sums which, including the item of consumable 
stores, amounted in the total to £415,380, and also directed 
that the Corporations should pay the costs of the arbitration. 
The Corporations took steps to submit to the Court certain 
uestions arising on the award, but ultimately discontinued 
the proceedings. The settlement of the purchase was, there- 
fore, duly completed. and the undertaking transferred to the 
Corporations on April 2nd of the present year. The Corris 
Railway Co. showed an increase in receipts of £1,065. while 
the working expenses increased by 41.473. The holding of 
the Imperial Co. in the London & Suburban Co. remains the 
same, viz., 125,000 5 per cent. cumulative preference shares 
of £1 each, and 122,120 ordinary shares of £1 each. For the 
year 1920 the revenue of the latter company was again 1п- 
sufficient to enable the payment of any dividend on either 
preference or ordinary capital. The Imperia] Co.'s net re- 
venue account for the vear shows an available balance of 
£24,841, and after payment of debenture stock interest and 
6 per cent. preference dividend (less tax) for the year, 4 per 
cent. for the vear is to be paid on the ordinary capital, leaving 
£1,391 to carry forward. 
Sir John Denison-Pender, G.B.E., (chair- 
Globe Telegraph man), presided at the annual meeting on 
and Trust June 91st. Пе said that the vear had been 
Co., Ltd. a successful опе, but. in order to pav full 
dividends, £10.000 had been transferred to 
revenue account from reserve, reducing the latter to £78,000; 
52.685 of the 60.376 new shares had been taken up by the 
ordinary shareholders, and the Eastern Telegraph Co. took 
over 1,588, the balance remaining unissued. The total cost 
of new shares in the Eastern, Eastern Extension, and Western 
Telegraph Companies was £803.416. Of this amount, the new 
shares issned and the sale of South American Telegraph Co.’s 
shares brought in £748,715, leaving £54,701 to he provided 
on capital account. To meet this amount £60.000 had been 
borrowed. The chairman referred to the sale of the interests 
of the United States Cable Co. to the British Government, 
and stated that the company was at present paying a dividend 
of 4 per cent. per annum. Increased receipts were obtained 


from Ше Eastern, Eastern Extension and Western Telegraph 
Co.’s owing to the allotment of new shares, but the full 
10 per cent. had not been received on the holdings. The 
Great Northern Telegraph Co. had increased its dividend from 
22 to 2А per cent. The return of shares temporarily held 
by the Government, which paid an added interest of 4 per 
cent., represented a loss of £U50 to the company. The appre- 
ciation of the company's securities over the original capital 
invested was about £1,500,000. 


i The twentieth annual general meeting 
Brisbane Electric was held on June loth, Mr. H. R. Beeton, 
Tramways In- the chairman of the company, presiding. 
vestment Co., Ihe chairman said that the total receipts 
Ltd. of the Brisbane ‘Tramways Co. were 
£561,265, as compared with £476,386 for 
1919; the total expenditure was £448,965, as compared with 
£361,955 for the previous year, and the net profit was £112,300, 
which, with £34,161 brought in from 1919, left an available 
balance of £146,460. Of this amount £8,000 had been credited 
to depreciation of investments fund, bringing that fund up to 
£15,500, and £115,000 had been applied in payment of a divi- 
dend, leaving £23,461 to be carried forward. The net balance 
of revenue account of the Investment Co. available was 
$147,543. After allocating £8,000 to the depreciation of invest- 
inents fund, bringing it up to £11,500, and £20,000 to the 
reserve fund, bringing it up to £160,000, and providing for 
debenture stock interest and preference dividend, and 8 per 
cent on the ordinary shares, there remained to carry forward 
£42,837, subject to corporation profits tax. Owing to the 
Queensland Government not acquiring the tramways, as they 
announced they would do in October last, the board had to 
come to an arrangement with the debenture stockholders post- 
poning the redemption of the debenture stock, which became 
due on January Ist, 1921, until January Ist, 1924, raising the 
rate of interest from 4} per cent. to 8 per cent. per annum, 
and stipulating that a premium of 2 per cent. should be 
payable in the event of the debenture stock being redeemed 
before expiry. The bulk of the increased expenditure was due 
to continuous increases in wages. The Government had passed 
an Act, entitled the Profiteering Prevention Act, enabling 
them to depreciate the tramways by fixing fares at their abso- 
lute discretion regardless of the rights of the company. In 
March last vear the Tramways Purchase Act, which had been 
twice rejected by the, Legislative Council, was passed. The 
directors had had several interviews with Mr. Theodore, at 
which they conveyed to him that the company in no way 
demurred to the principle of expropriation, but only claimed 
to be fairly treated, and that they relied on him to apply the 
provisions of the Purchase Act in a manner which would do 
justice to the company and redound to the credit of Queens- 
land. Mr. Theodore expressed his desire to protect investors 
to the best of his ability, promising, among other things, that 
the debentures, in which. payment might have to be made, 
would be taken at their market price at the date of settlement, 
that whatever might be necessary to constitute them trustee 
securities would be done, and that interest at 6 per cent. per 
annum on the purchase price, as ultimately settled, would be 
paid from the date of taking over ihe undertaking until the 
date of payment. The Government, however, found them- 
selves confronted with the prospect of not only having to issue 
6 per cent. debentures at market price to an unexpected 
amount, but also of raising a large amount of new capital at 
a time when their exiguous financial resources were strained 
to the utmost to meet their pressing liabilities. In these 
circumstances, a policy of postponement was obviously in- 
dicated, and after some delay the State Treasurer announced 
that the Government would only acquire the tramways '' at 
their convenience." The so-called Profiteering Prevention Act 
did not define profiteering and was administered at the abso- 
lute discretion of the Executive Government. The directors 
had entered a strong protest against this abridgment of the 
company’s rights conferred by the General Acts of 1882 and 
1890, under which it was constituted, and confirmed by the 
Government under the special Act of 1913. 


. The directors have issued their report 
Lisbon Electric covering the years 1919 and 1920, together 
Tramways, Ltd. with balance sheets for both years. For 

1919 there was a net profit of £74,505, but 
for 1920 a net loss of £120,006, the net loss on the two years’ 
working being £45,500. The balance to the credit of profit 
and loss account brought forward from 1918 was £11,229, 


‘and the balance to the credit of the exchange reserve £15,000, 


thus leaving to be carried forward to the debit of uext year’s 
profit and loss account £19,271. The passengers carried during 
1919 were 92.143.345, and the receipts Esc. 4.454.174; in 1920 
they were 80,567.940, and the receipts Esc. 6.088,286; while 
in 1918 they were 80.806,364 and the receipts Esc. 3,523,069. 
The decrease in passengers in 1920 was due to the strike, 
from the end of July until the beginning of September, when 
the service was entirely suspended, and also to some small 
falling off from the increased fares. Expenditure has again 
considerably inereased, viz.: 1918. Ese. 3,009,536$74; 1919, 
Esc. 3.2. 211826: 1920, Esc. §,808,594$863. The rate of ex- 
change which stood at 34d. on January Ist. 1919, had fallen 
to 2041. on December 31st, 1919, and by December 31st, 1920, 
to 62d. The heavy increase in the expenses in 1990 was not 
only brought about by the higher wages paid and the 
increased cost of all local supplies; it was particularly accen- 
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{шей by Ше cost of all those supplies which had to be 
purchased outside of Portugal at enhanced prices, this cost 
having to be ultimately borne in tue very depreciated cur- 
rency of that country. On account of the disastrous collapse 
in exchange during the period under review, it had been neces- 
sary to make applications to the Camara from time to time 
for increases of the tarill, with the result that only partial 
relief had been granted, and this after the greatest ditticulty 
and prolonged negotiations. Тһе last increase of fares ob- 
tained was gut into force in December last, but as this was 
totally inadequate to meet the expenditure, an application had 
been made to the Сашага for a further advance, whüch it 
was hoped would soon be granted. " The granting of the 
application by the Сашага 1з one of urgent necessity, and 
permits of no delay if the public is to continue to receive 
tramway facilities аз heretofore, it being self-evident that the 
service cannot continue to be run at a loss.” 


The seventeenth ordinary general meet- 
United Electric ing was held on June 16th, Sir George А. 
Tramways of ‘Touche, Bart. (chairman), presiding. ‘The 
Montevideo, chairman, in moving the adoption of the 
Ltd. report and accounts and the payment of 
the dividends, said that receipts again 
showed an increase. Unfortunately, expenses had increased 
too, and had absorbed 72,45 per cent. of the gross increase. 
The increase was due mainly to higher wages, and there was 
little prospect of this item being reduced. Another important 
factor was the serious fall in the value of the dollar. Uru- 
guayan currency had a remarkable record for stability. Being 
on а gold basis, for many years before the war it hardly varied 
at all. The normal rate of exchange was $4.7 to the pound, 
or did. to the dollar. During the past year it fell as low 
as 39d. to the dollar, and was now only 424d. This depre- 
ciation had naturally affected remittances. In spite of addi- 
tional burdens, the company had not yet received permission 
from the Government to increase its turiffs. This had been 
granted to tramway and transport companies by other coun- 
tries—all over the world, in fact—but not by Uruguay. 
Throughout the year every endeavour had been made to 
obtain a settlement of this all-important question, but with- 
out any result, although it had been before the Chambers 
for discussion many times. The poverty of the returns to the 
shareholders showed how irresistible was the company's claim 
to a revision of tariffs. The directors had every sympathy 
with the desire of the men for a better wage. It was in their 
best interests that an increase in fares was necessary, as the 
fares provided the only fund from which wages could be paid. 
The more restricted the fund the less must be the wage in- 
crease. The speaker took the opportunity of saying how 
admirably legitimate British interests were watched by Sir 
Claude Mallet, the British Minister, without in any way tres- 
passing on territory which was not his or doing anything to 
antagonise local rights and susceptibilities. The profit and 
loss account showed a balance of £74,906. The balance brought 
forward was £7,032, making a total credit balance of £81,938. 
£5,961 had been set aside for the redemption of debenture 
stock and £2,500 for the preference and ordinary share capital 
redemption fund. This fund was invested separately, and the 
cost of investments was shown in the balance sheet at £23,424. 
These investments were chiefly in British Government Bonds. 
and present quotations showed a depreciation of 10 per cent. 
The sum of £30,000 had been placed to the renewals and con- 
tingency account. The dividends were a poor yield in a 
year of record takings, but the legalised impositions, for 
which, as yet, the company had had no compensation, were re- 
sponsible. 

The motion was carried unanimously. 

A meeting of the first debenture stockholders was then held, 
at which the appointment of Mr. George Norman Touche as 
trustee was confirmed. 

According to the Sydney Morning Herald 

The Australian а net profit of £26,750 was shown by the 

English English Electric Co., Ltd. (formerly Stan- 
Electric Co. dard Waygood Hercules). for the year ended 
March 3184, and with £3,559 brought for- 
ward from the old company £30,300 was available. In view 
of the large amount of money required to complete the com- 
pany's new workshops and equip them with plant, and the 
cost of financing current business, no dividend was recom- 
mended while the financial stringency continued. To conserve 
the goodwill of the lift business a company has been registered 
under the name of Standard, Waygood, Ltd., with a nominal 
capital of £100,000. The stock belonging to the department 
will be represented by shares which will belong to the English 
Electric Co. G. Weymouth Pty., Ltd., has been reconstructed 
under the name of Wevmouths. Ltd. Out of the funds pro- 
vided for the purpose by the debenture issue (£105,000 plus 
£5,010) since issued, £113,600) the English Electric Co. had 
spent in workshops and equipment at date of balance £110,725. 
It was, therefore, proposed to issue the balance of the deben- 
tures created, viz., £36,400. The directors stated that they 
passed the dividend with the greatest reluctance. А good 
profit had heen made and the company had the money. But 
the board did not know how its proposals for fresh capital 
micht be received or whether assets which were liquid a few 
months ago were now saleable even at much reduced prices. 
Hence the board had decided upon а conservative policy. 
although, as some of the board were the largest sharcholders 
ш the company, their own interests were affected. 


The report for 1920 states that the net 
Barcelona revenue was $2,731,769. Interest payable 
Traction, Light im cash on bonds for 1920 amounted to 
and Power Co. $1,963,485. Usual provision was made for 
amortisation of underlying bonds, and in 
addition reserves for depreciation were made by chief operat- 
ing companies, as follows: Light and power companies, 
$005,820; railway company, $253,364. In December, 1920, 
£1,050,000 of 8 per cent. secured debentures were sold in 
London, and with the proceeds £1,915,500 of outstanding 6 per 
cent. prior lien B' bonds were acquired. The difference in 
the nominal amount of 5 per cent. secured debentures sold and 
"B" bonds acquired, £505,900, has been placed to capital 
reserve, as B bonds acquired are held as security for 8 per 
cent. secured debentures. The board during 1920 was able 
to liquidate all loans, which at December, 1919, amounted to 
$1,094,706. There was an increase of 6,125,088 pesetas in 
gross earnings of combined enterprises of companies operating 
in Spain, and net earnings increased 5,044,321 pesetas. With 
the coinpletion of new hydro-electric installation at Camarasa, 
the major construction projects of Ebro company may be 
regarded as realised. 
The reports for 1920 have been issued by 


Swedish the three telephone companies which are 
Telephone incorporated in the Swedish-Danish-Rus- 
оет арав sian Telephone Co., which owns the tele- 


phone systern in Moscow, the Cedergren 
Telephone Со., in whose hands the Warsaw network is 
vested, and the Mexican Ericsson Telephone Co., which carries 
on the exchange system in the city of Mexico. 

The report of the Mexican company states that operations 
proceeded in a satisfactory manner, and the number ot sub- 
scribers increased from 12,650 in 1919 to 13.892 last year, and 
a further augmentation has taken place in the current year 
notwithstanding the higher rentals which were sanctioned by 
the Government last autumn. Аз in the immediately preced- 
ing years, so in 1920 was the circulating medium formed of 
metallic currency, and the still prevailing advantageous con- 
ditions between the Mexican aud Swedish exchange yielded 
considerable profits in exchange in connection with the remit- 
tances. The net profits amounted to 361,576 gold pesos, as 
compared with 260,925 pesos in 1919, and the directors propose 
to pay a dividend at the rute of 7 per cent., as contrasted 
with 6 per cent., and an addition of 4 per cent. (2 per cent. 
in 1919) for profits arising from exchange. 

Concerning the Svensk-Dansk-Hyska Telephone Co., the 
report states that it was naturally impossible to carry on 
any business whatever in Russia last year, and it was still 
impossible for the directors to enter into direct negotiations 
with the Russian authorities for the regulation of payment 
for the company's assets in Moscow, which were taken over 
by the Imperial Government in the year of 1917. The de- 
velopment of circumstances, however, were being followed 
by the directors in order to be able to put the matter forward 
on the first possible opportunity. On this basis a loss of 
1,365.613 kr. was incurred last year, as compared with 
1.294.074 kr. in 1919, срећу on account of interest payments 
on the company's loan. The telephone system at Moscow is 
still entered in the company’s books at its original cost of 
installation of 51.400.000 kr. The balance sheet of the Mos- 
cow department closes at 05,500,000 kr., as against 61,800,000 
kr. in 1919, with a balanced loss of 4,100,000 kr. for the 
years 1917 to 1920, while the Stockholm department closes 
at 16,900,000 kr., as compared with 29,100,000 kr.. with a 
loss of 3,374 kr. for 1920. 

As to the Warsaw system, the report states that the 
activity of the Cedergren Telephone Co. suffered from the 
uncertain and depressed political and economic conditions 
which prevailed in Poland last year. The working expenses 
greatly increased as a consequence of the increasing fall in 
Polish currency—wages alone were five times greater at the 
end than at the beginning of the year—while the considerable 
increases in the subscription rates which were made every 
quarter were only able to defray the working expenses, but 
were insufficient to cover the interest on the company's loan. 
Ав a result the year showed а loss of 903,000 kr., as com- 
pared with a loss of 1.889.000 kr. in 1919, the total losses 


-for the years 1916 to 1920 consequently rising to 6.378.000 kr. 


The directors of the Austrian Siemens- 


The Austrian Schuckert Works Co., of Vienna, report 


Siemens: that as а result of the better food. supplies 
Schuckert and the improvement in the willingness 
Works. to work, the etticiency of the individual 


workman in 1920 was raised a considerable 
degree nearer to the pre-war level. Notwithstanding many 
critical events 16 was possible adequately to occupy the work- 
shops; and the decline in Austrian orders and in orders from 
the Succession States was equalised by the cultivation of new 
business connections abroad. The first contracts, although of 
small extent, were received for the electrification of individual 
Austrian State railways. Sufficient orders, particularly for 
export, were on hand in the new financial year, so that it 
was expected that the shops would be occupied to the same 
extent as in 1920. A power station and 20 main line loco- 
motives had been ordered bv the Austrian State railwavs, 
although these would only be executed next year on the 
completion of the preparatory works. Sale prices had now 
reached the parity of the world’s market prices. and had 
consequently to follow those of keen foreign competitors, 
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while rivalry was expected further to increase owing to the 
reduced purchasing power of customers. The number of work- 
men and officials employed was 5,209 at the end of 1920, as 
compared with 4.947 at the close of the preceding year. After 
app:ying 1,(00,UUU kr. to depreciation, as against 1,400,000 kr. 
in 1919, the accounts indicate net profits of 8,016,000 kr., as 
contrasted with 3,061,000 kr., and a dividend at the rate of 
8 per cent. has been declared, comparing with 5 per cent. 
in 1919. It has now been decided to increase the share capital 
by 75,000,000 kr. to 200,000,000 kr. to provide the funds neces- 
sary for the undistributed maintenance of working and the 
acquisition of stocks. 


The report of the directors of the All- 
manna Telefon Aktiebolag L. M. Ericsson 
for 1920 states that as in the immediately 
preceding years, the high costs of produc- 
tion which were increased by the law intro- 
ducing an eight-bour day, placed the company in an unfavour- 
able position in competing in the world's markets. In order 
to maintain its position in these markets and retain the old 
circle of customers, the company was compelled to keep its 
sale prices on a lower level than was warranted by the costs 
of production. The result was that the volume of sales was 
satisfactory. At the beginning of 1920 the orders on hand 
represented about 10,000,000 kr., and at the close of the year 
they reached 17,000,000 kr. A reduction in the cost of pro- 
duction, however, was indispensable if these circumstances 
were to continue in the new financial year, and some steps in 
this direction had already been taken. 'lhe number of work- 
men at the Stockholm shops increased from 1,959 to 1,644 
during the year. The value of the turnover was 14,543,000 kr., 
as compared with 15,775,000 kr. in 1919, the exports included 
in these totals having comprised 10,685,000 kr. (72 per cent.) 
ano ОИН kr. (68.7 per cent.) in the two years respec- 
tively. 

Concerning the subsidiary manufacturing companies, the 
report states that the Petrograd workshops of the Russian 
Ericsson company continued to be immune from damage, and 
work was being still carried on for the account of the Soviet 
Government under the management of its delegate. The 
English company was well occupied in 1990 and the dividend 
on the ordinary shares was at the rate of 8 per cent. The 
Austrian and Hungarian companies were fully and profitably 
occupied, although the prevailing exchange conditions occa- 
sioned difficulties and rendered it impossible for remittances 
to be made to the parent company; their dividends would be 
at least 20 per cent. for 1990. Тһе activity of the French 
company developed satisfactorily in the first nine months, but 
towards the close of the year the company was affected by 
the general depression, and no profits were realised. The 
&tocks of raw and semi-finished materials held by the Swedish 
company at the end of the year were entered at such values 
that they could be secure even if a further fall in prices took 
place. As to the shares held in certain other companies, the 
report states that these must now be considered as of no value, 
апа the holdings in the Swedish Air Traffic Co., the Svenska 
Radio Co., the Elektrolyte Works, the Triton Co., and the 
American subsidiary company had each been written down to 
one kroner. The accounts for 1920 show a loss of 3,322,000 kr., 
as contrasted with net profits of 3,753,000 kr. in 1919. The 
loss js due to the necessity for writing off 1.429,000 kr. on the 
company's stocks in Russia and of 3,695,000 kr. on shares, as 
just mentioned, chiefly in the American companv. 

The directors add to the report a supplementary statement 
relating to the reconstruction of the companv consequent upon 
the situation of the Russian subsidiary. It was necessary, 
thev say, to write off these shares, while debts owing bv 
the latter would remain in the books at the amount at which 
they stood at present. On the other hand, bv relying upon 
the reserve fund and one-half of the share capital, a guarantee 
fund would be formed sufficient to cover the amount of these 
claims. The total sum consequently written off the various 
Russian share interests is 6.594.000 kr., which is covered by 
the reserve fund, leaving 38.964 kr. to be carried to the 
guarantee fund in question which. including one-half of the 
share capital, will then reach 36,938,000 kr. The Russian 
credits to be covered by this fund are claims avainst bills of 
the Swedish-Danish-Russian Telephone Co. for 19.661.000 kr., 
and 15,084,000 kr. in other claims against the Russian sub- 
eidiary; the bank debts 85,803 kr., and claims for telephone 
works 2,106.000 kr. If approved by the shareholders the result 
of these operations will be а reduction in the ordinary share 
capital from 73,800,000 kr. to 36.900.000 kr., and the formation 
of з guarantee fund for 36,940,000 kr. 


The Société Appareillage Electrique Gen- 

. teur has decided to raise its capital from 
1.000.000 to 3.000.000 fr.. and to issue on a 
suitable date bonds to a total of 200.000 fr. 
Electricité et Gaz du Nord.—The profits of the working 
year closing September 30th last, which totalled 2.620, 295 fr., 
after allotting 617.685 fr. to the sinking fund. and allowing 
of a distribution of 12.50 fr. ner share and 19.28 fr. per part, 
were obtained solely by means of the Jeumont station and the 
gas works. The outcome of the present year will be much 
larger, for, besides the enlargements to meet existing demands 
of the Jeumont works, other productive elements will yield 
their quota. The Lille station, for instance, started at the 


The Swedish 
Ericsson 
Telephone Co. 


French 
Companies. 


end of January, and the Maubeuge station was to be available 


in April. As to shares in other concerns, the Société d'Elec- 
tricité de la Région de Valenciennes-Anzin obtained results in 
its financial year closing with December 3lst last, which 
permitted it to enter a dividend-paying period; and the 
Société Gaz et Electricité du Hainaut was in an extremely 
favourable situation owing to the increased tariffs sanctioned, 
and the starting in August last of the Ville-sur-Haisne works, 
and the improvements and extensions of its plants at its 
several stations. | 

Compagnie Centrale d' Energie Electrigue.— The report pre- 
sented at the ordinary meeting showed that the output of 
electricity of the stations serving the Rouen district had 
advanced from 42,944,400 kWh in 1919 to 46.057.950 kWh 
in 1920. The increase would have been greater but for the 
rise in the price of coal and the crisis in various industries 
shown towards the end of the year. The management had 
devoted all its energies to realise the plans laid down in 
1918, and revised in 1920, including the erection of four new 
boilers at the Grand Quevilly station, of four groups of 6,000- 
kW turbo-alternators, of two groups, 10,000 kW each, of 
Schneider-Thomson, and the establishment of two main lines 
—one from Grand Quevilly to Monvilly and the other from 
Grand Quevilly to Elbouf. The meeting fixed the dividend 
payable at 20 fr. per share. The profit and loss account 
showed a balance of 850,086 fr.; receipts 36,984,462 fr., and 


expenditure 21,744,465 fr. 


Compagnie réunies de Gaz el d'Electricité.—The ordinary 
meeting of this society, held at Lyons on April 5th, voted & 
dividend of 7 fr. per share, and authorised its board to issue 
bonds to the extent of 14,000,000 fr. 


Società anonima Elettricita Alta Italia.— 
(Turin).—After reference to the regularly- 
effected increase of the capital of the com- 
pany, which now stands at 48,000,000 lire, 
the report set forth the steady expansion of the company's 
business, its network now extending throughout the province 
of Piedmont either directly or through the medium of con- 
trolled companies. Thanks to suitable agreements with the 
Swiss group, the company had conveniently systematised ita 
obligations. The financial year closing with December 3lst 
had given a useful net balance of 3,758,957 lire, which allowed 
of a dividend of 6.80 per cent., or 17 lire per share. 

Società idroelettrica Piemonte (Turin).—The yearly report 
of this company, after allusion to the шыла rice of raw 
materials and the increase in staff wages, which had affected 
the balance, referred to the large share which the companv 
had taken in the Società Idroelettrica Monviso and the Società 
Idroelettrica Piemontese-Lombarda Ernesta Breda, which as- 
sured to them a further 150,000 h.p. or over half a milliard 
kWh. Тһе accounts closed with an available balance of 
3,269,556 lire, which enabled а distribution of 7 per cent., or 
8.75 lire per share. 

Società Ligure Toscana di Elettricità (Leghorn).— The last 
report of this company, whose capital is 100,000,000 lire. shows 
that notwithstanding the hindrances of many kinds encoun- 
tered, especially the agitations of the workmen, the production 
of 1920 exceeded that of the preceding year by 7,500,000 kWh. 
The erection of new plant was proceeding actively despite 
the scarcity of material, difficulties of transport, &c. The 
accounts closed to December 31st last with a net balance of 
5,494,410 lire, which allowed of а distribution of 8 per cent. 

The Kabelwerk Wilhelminenhog, of Ber- 
lin, which belongs to the Felten & Guil- 
leaume group, reports net profits of 
1,860,000 marks for 1920, as compared with 
580,000 marks in the prevous years. 

The Dr. Paul Meyer A.G., of Berlin, proposes to pay a divi- 
dend at the rate of 12 per cent. for 1920 on share capital of 
12.000.000 marks, this comparing with 10 per cent. in the pre- 
vious year. The share capital is now to be increased tc 
24,000,000 marks. | 

The А.С. fur Elektrotechnische Unternehmungen, of Munich, 
reports net profits of 171,000 marks for 1920, as compared with 
26,000 marks in the preceding year, and a dividend at the 
rate of 4 per cent. on the ordinary shares, which received no 
distribution for 1919. 

The accounts of the Treuhand Bank fur die Elektrische In- 
dustrie A.G., of Berlin, indicate net profits of 1.684, 000 marks. 
as contrasted with 948.000 marks in 1919, which sum was 
reached after extinguishing the deficit of 1,139,000 marks 
brought forward from the previous year. It is intended to 
pay a dividend at the rate of 6 per cent. on share capital of 
25,000.000 marks, as compared with the same rate on about 
half this capital in 1919. 

The report of Hartmann d Braun A.G., of Frankfort-on- 
Main. states that the degree of activity in 1920 showed 3 
considerable improvement over the preceding year, but it was 
much less than in the pre-war period. Besides the exports 
to neutral countries. the operations of the Electro-Installation 
Material Co., a subsidiary of the company. contributed towards 
the better results. After making provision for depreciation. 
the accounts show net profits of 1, 223.000 marks, as against 
267,000 marks, and the directors recommend a dividend at the 
rate of 10 per cent.. this contrasting with 6 per cent. in 1919. 

The report of the Bergmann Hlektrizitatswerke A.G., 
Berlin, states that the central station department obtained 
considerable orders in 1920 through participation in schemes 
for the electrification of the States and provinces, and the 


Italian 
Companies. 


German 
Companies. 


intct: 
эг 


какы 


" i 
To « 


Ava 


. 2 5 'U N ы Bez | 


Rea co Rw o 


n 


Ea 
=» 


. X M У rnt 


Er wt T, c ove 


p 


Vol 89. No. 3,375, JULY 1, 1931.] 


THE ELECTRICAL REVIEW, 25 


; — аа ии 


ilway department was fully occupied both for main line 
m light railway work. A tube rolling mill was added to 
the metal works and was developing satisfactorily, orders being 
on hand until the end of 1921. After writing off 4,828,000 marks 
for depreciation, as against 1,937,000 marks in 1919, the ac- 
counts show net profits of 19,135,000 marks, as compared with 
8,485,000 marks in the preceding year, and the dividend is 
increased from 12 per cent. in 1919 to 15 per cent. in 1920. At 
the recent annual meeting, when it was decided to increase the 
ordinary share capital from 80,000,000 to 100,000,000 marks. 
it was mentioned that the prospects for the new financial 
year were very favourable, and the existing orders would 
provide activity for months forward. ‘The foreign engineering 
and sales offices have been extended. so as to promote the 
export trade. | 
The Société d'Electricité et de Mécanique 
Belgian (Procédés Thomson-Houston et Carels), of 
Companies. Ghent, an amalgamation of the Belgian 
Thomson-Houston electrical engineering 

business with the engineering undertaking of Carels 


Fréres, last week invited applications for 24,500 shares of 500. 


francs, representing an increase of capital of 12,950,000 francs, 
the shares béing offered at 650 francs each. Since the war the 
works of the company in Ghent have been remodelled and 
largely extended. At the commencement of the present year 
the company was turning out large numbers of electric motors. 
transformers, and other electrical apparatus, while in the 
engineering shops extensive orders were in progress for Diesel 
and steam engines. Over 90 per cent. of the work in hand 
in this department was for foreign countries. The company 
has a board of 26 directors, among them being Mr. Howard 
C. Levis, the managing director of the British Thomson- 
Houston Co., Ltd., London. 

The report of the Société d'Electricite du Bassin de Char- 
leroi for last year shows a profit of 511,718 francs, as compared 
with 400,489 francs in the preceding 19 months. 


Altrincham Electric Supply Co., Ltd.—During 1920 169 
new installations were connected, making the total 2,198. 
After providing for debenture interest, putting £500 to de- 
preciation, writing £1,537 off the expenses of the ordinary 
share issue, а final dividend of 74 per cent. per annum for 
the December half-year i8 paid on the ordinary shares. and 
10s. for the year on the deferred shares, leaving £1,034 to 
be carried forward. In spite of many adverse circumstances, 
the profits continue to increase. The additional plant will 
be ready in the course of the next few months, and should 
effect further economies in yenerating costs. The above 
results were secured in spite of the falling off in demand 
for power due to industrial conditions. The outlook for the 
future is favourable. The times are not propitious for making 
a new issue of capital, but this will have to be seen to when 
поно improve. Mr. C. E. Hunter has resigned from 

e . 


Waygood-Otis, Ltd.—At the annual meeting, held оп 
June 22nd, the chairman (Mr. Henry C. Walker} said that. 
although the profit made would seem to allow of the payment 
of a higher dividend, 9 per cent. would be paid on the ordinary 
shares, as, owing to the falling off in business, it was con- 
sidered wise to conserve their resources. The company had 
many important contracts in hand, including orders from 
Selfridge & Co., and John Barker & Co.. and a contract for 
installing passenger lifts in the new County Hall of the L. C. C. 


Manaos Tramways & Light Co., Ltd.—The receiver and 
manager who was appointed on June 10th. announces that 
owing to the unprecedented fall in the sterling value of the 
Brazilian currency it is not possible for the interest due July 
Ist on the 5 per cent. debentures to be paid.—Financial News. 


Victoria Falls & Transvaal Power Co.—The “ Financial 
Times " states that the net earnings. including those of the 
Rand Mines Power Supply Co.. for the quarter ended March 
3lst amounted to £172,390, before providing for taxation in 
South Africa and the United Kingdom. 


Argentine Tramways & Power Co.—The accounts for the 


vear ended September, 1920. show that after payment of. 


interest and sinking fund on debenture stock. and transferring 
£4,000 to reserve for renewals, there is a profit of £9,569. 
increasing the credit balance carried forward to £18,354, 
subject to corporation tax, if any. 

Montreal Power Companies.—The Montreal Light, Heat 
and Power Co. is paying a dividend on the common shares of 
$2., and the Montreal Light, Heat & Power Consolidated Co. 
one of $14. 

Eastern Extension, Australasia & China Telegraph Co., 
Ltd.—Interim dividend, for the three months ended March 
Slat last. of 58. per share, free of income tax. 


Tramwavs & Light Railways Estates. Ltd.—Dividend at 
the rate of 3 per cent. per annum; carried forward £213. 


Stock Exchange Notice.—Deadings in the following 
securities have been speciallv allowed by the Committee under 
Temporarv Regulation 4 (3):— 

Pernambuco Tramways & Power Co.—4£500.000 8 per cent. 
prior lien debentures to bearer, of £100 each. issued st 96 
per cent., of which £30 is paid and fully paid, Nos. 1 to 5,000. 


Edgar Allen & Ce.. Ltd.—Final dividend of 1s. per share, 
free of tex, making 9s. per share, £30,246 carried forward. 


Companies Struck off the Register.—The following, it 1s 
officially announced, have been struck off the Register and 
are dissolved :— 

A. B. Vibro & Domestic Electrics, Ltd. 

Feltham & District Electric Lighting Co., Ltd. 

Non-conductors, Ltd. 

Snyder Electric Furnace Co., Ltd. 

Wholesale Battery Co., Ltd. 

Carbonite, Ltd. 

Major & Co., Ltd.—Final dividend of 44 per cent. on the 
preferred ordinary shares, making 8 per cent. for the year; 
10 per cent. on the ordinary shares for the year; £6,479 
carried forward. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


THE unexpected lowering of the Bank rate to 6 per cent. came 
ав an agreeable shock to the Stock Exchange and its markets. 
At the same time there arose a fresh breath of hope for settle- 
ment of the coal dispute. The two factors, coming together, 
exercised а strengthening effect upon prices, although Stock 
Exchange men are apt to complain that they have been fol- 
lowed by very little increase in business. The fact is that the 
public are not in a speculative mood. The end of the half- 
vear is close at hand, and the usual inclination to indulge in 
window-dressing will certainly not be less at the present time 
than it is in days when funds are more liquid, and there 15 
more money about. The purely investment stocks are very 
firn, but apart from this, neither the Bank Rate nor the coal 
settlement has affected prices to any noticeable extent. 

The London & Suburban Traction Co., Ltd., is inviting 
tenders for the redemption of a portion of the 5 per cent. A 
debenture stock under the sinking fund provisions contained 
in the trust deed. The price of the stock in the market is 
66-70, but in a letter to the stockholders. the company pointed 
out that the price of the stock was 61 in the last transaction 
recorded, according to the official list of the London Stock 


. Exchange. This particular transaction was effected in August, 


1920, so it js not surprising that some exception should have 
been taken to the quotation of this price, at a time when the 
actual value is 66 upwards. Naturally the company wants to 
buy the stock as cheaply as possible, but, equally naturally, 
the debenture holders have the right to be told what is the 
current market price, as well as that which ruled last August. 
Therefore the announcement that the company is about to 
send out another letter to the stockholders, informing them of 
the higher prices which are quoted in the Stock Exchange 
official list, has given satisfaction. The secretary explains 
that the statement in his previous letter overlooked the recent 
markings of the price of the stock. 

There are no changes to record in the list of home electri- 
city shares. The market is very quiet. and settlement of the 
coal strike has had no effect so far. The tone of the market 
ia described as being rather harder. Metropolitan Electric 
74 per cent. debenture stock has further risen to 42 premium. 
The issue of North Metropolitan 73 per cent. debenture at 95, 
to which reference was made here two or three weeks ago. is 
on the point of emission, There was a keen demand for the 
underwriting. and it may be reasonable to expect a prompt 
subscription of the stock. 

General Electric new debenture has been down to 4 dis- 
count, but rallied to 34 discount. The company’s 63 per cent. 
preference shares are easier at 16s., and the ordinary drooped 
to 1 1/32. Enghsh Electric preference at 15s. are 6d. harder. 
and the manufacturing group as a whole i8 steadv. Some of 
the armament shares improved on bear covering, induced by 
the forthcoming resumption of work in the coal mines. 
Vickers ordinary picked up to 13s, 6d., лпа the 5 per cent. 
ax free preference hardened to 13s. gd. Armstrongs also are 
better. Babcock & Wilcox remain at 23. 

Underground Flectric Income Bonds at 823 are a couple of 
points to the good: otherwise the Underground market is dull, 
with Districts and Metronolitans both 4 down on the week. 
There is a steadv demand for the incomes, which has extended 
also to the company’s 44 per cent. bonds, the price of which 
is auoted hicher at 95 middle. 

Cable stocks are a. trifle easier. in spite of the fall to 6 per 
cent. in tbe Rank Rate. Eastern Telegraph, Eastern Exten- 
sions, Great Northerns and Indo-Furnneans are all lower. the 
last-named shedding 5 points to 30. It mav he that stock has 
come in from people who require money for business purnoses 
at the end of the half-vear, while the July demands of the 
tax-collector tend to force into the market a certain amount of 
the good-clasa securities. The West India & Panama Co. 
shows a loss in its report of £58.00 on the vear. To meet 
heavy general exnenses, coupled with loss of revenne. the com- 
папу sold securities for £66.00). which had cost £06,500, The 
investments now stand at £19,000. as against 100 400 at the 
end of 1919. On this Ingubrinus showing. the ordinarv shares 
have dropned to 7ч. 6d., and both classes of preference are 
quoted at 508. middle. 

British Electric Traction at 354 is quietly steady, the meeting 
having no influence upon the price. The 6 per cent. prefer- 
ence stock changed hands the other dav at 59. Brush ordinary 
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shares are 17s. 6d., and the 5 per cent. prior lien stock remains 
at 80; it has not altered this year. 

Marconi’s have been down to 21 before rallying to 21. Divi- 
dend estimates have been modified considerably since the 
prophets were gally talking, last April, of 15 to 20 per cent. 
The wild state of Ireland has had something to do with the 
recent neglect of а market which, as а rule, oflers peculiar 
fascination to operators in the sister isle. 

Brazilian Tractions have lost a further 14 points, owing to 
the movements in the exchange. It is said in the Stock Ex- 
change market that the company is pursuing the policy of 
putting large sums into the road.“ instead of attempting to 
remit funds at the present unfavourable rate of exchange. If 
this 1s correct, its good effect will be felt, of course, in the 
future. Mexicans keep their prices, and other foreign descrip- 
tions show no variations worth mentioning. ‘The stocks in- 
fluenced by the American rate of exchange are mostly lower on 
the week. 

There was a lunch given on the Wednesday of this week to 
the Mayor of the City of Vancouver, who is in England on a 
visit just now, and who was asked to meet a number of London 
bankers, Stock Exchange men and others with interests in 
British Columbia. In the past, there have arisen occasions 
when those on this side who own stock in the British Columbia 
Electric Railway have not been able to see eye-to-eye with 
the local] authorities. The lunch should have helped to clear 
the air on various minor points of uncertainty that might dis- 
turb a cordiality of relationship which both sides are sincerely 
anxious to maintain for their mutual advantage. The gather- 
ing itself was a purely informal affair, but it will doubtless 
create a personal touch which will serve to assist maintenance 
of better fellowship in the future. 


MEARI LIST OF ELECTRICAL COMPANIES, 


Номе ELECTRICITY COMPANIES. 
Dividend Price 


June 28, Yield, 
1919, 1920, 1921, Riseor а. © 
Rrorpton Ordin dare a . 12 19 6 — 0 
Oharing Croes Ordinary 1 8 — 410 8 6 
do. dor do. 4 Pret... ee ay 4 8 — 7 10 6 
Chelsea.. ee ee ee ee 4 6 — 9 4 8 
do. 6 per cent. Pref... 6 6 17/- — 7 1 2 
Couniy of London .. 8 8 — 9 17 0 
do. do. 6 per cent. "Pret... 6 6 — 7 8 
London Electrio  .. 9à 3% 1 — 7 10 0 
do. do. 6 per cent. Pret... 8 6 83 — 10 18 2 
Metropolitan ее ee 6 7 — 10 0 0 
43 per cent. Pref, „ 4 4 rh — 718 2 
8. а and Pall Mall ee 12 19 — 10 0 0 
South London T 8 1 — 9 310 
South Metropolitan "Pret... e. UR 7 15/9 — 8 17 10 
Westminster Ordinary ., ee 10 10 61 — 910 6 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Те]. Pret. ee ee 6 6 — 7 8 9 
i.. е ee ee 14 là 161 ER 8 19 0 
Chile Teleohone <a s T 6 6 5 — воо 
Cuba Bub. Ord. ` í е2 ee se 1 1 a — 9 8 8 
Eastern Extension 10 10 1 — i 6 18 
Eastern Те]. Ord. ее ee se 10 10 1004 —1 8 0 1 
Globe Те]. and T. Ord. .. .. 10 10 16 — 6 0 4 
do о. до. Pret, ee ee ` 6 9 — 6 9 9 
Great Northern Tel. o ә 4 94 951 — à 811 6 
Indo-European T oe „ 10 10 80 —b 8 68 
Marconi e 5 d — 23 — — 
Oriental Telephone Ord, ss .. 1.9 19 3 — +5 18 0 
United R. Plate Tel. s es 8 8 5 — 613 4 
West India and Panama .. .. Ni Nil 3 — à Nil. 
Western Telegraph.. .. .. 10 10 log — *6 0 4 
Homer Rats, 
Central London Ord. шека 4 4 — 8 15 10 
Metropolitan . А ee 1 1 95 — j 617 8 
do. ‘District  .. GUN Ni 18 — Nil 
Underground Electric Ordinary.. Nil Nil 24 Nil 
do. do. 56 A "" ee Nil Nil 7/- S Nil 
do. do. Income .. 4 2 824 +2 28 4 
Кокон Trams, &c. 
Anglo-Arg. Trams, First Pref, .. 5 194 2 — 10 0 0 
do. do. 4nd Pref. S Ni 54 2 — 911 4 
Brazil Tractions . Ni Nil 81 —13 Nil 
British Columbia Elec. RIy. Poe." 5 b 56 — 818 6 
do. do, Preferred 5 5 — 8 15 0 
do. do. Deferred 8 8 51 — 811 17 6 
do. do. Deb. .. 4 b — 7 210 
Mexico Trams 5percent.Bonds.. Nil Nil 52 — Nil 
do. 6 per cent. Bonds.. Nil Nil 2 — Nil 
Mexican Light Common .. .. Ni Nil 11 — Nil 
do. Pref. .. Ni Nil 1 — Nil 
do. 18% Bonds . .. Ni Ni 10 — Nil 
MANUFACTURING COMPANIES. 
Babcook & Wilcox .. ^$ .. 15 16 23 — 6 14 6 
British Aluminium Ord, .. . 40 10 15,9 — 19 14 0 
British Insulated Ога, .. . . 15 10 ny — 919 0 
Calenders .. ze ae . 15 16 1 — 10 0 0 
56 64 Pref, ee ee ee 64 64 17/6 —À 7 8 7 
Crompton Ord. ee $s . 10 10 16/3 — 19 6 
Edison-Swan .. .. 10 — 11/8 ~ = 
do. do. брег cent, Deb. .. 6 5 10 — 7 210 
Electric Construction .. .. 10 10 16/8 — 12 8 93 
English Electric  .. xs e B B 14/- == 18 6 8 
Do. Pref. T а 6 6 16/- + 6d 8 0 0 
Gen. Elec. Pref. ae ee ee 64 167. — 6d. 8 2 8 
do. Ord. ee ee ee 10 10 1 14 — Шү ^9 18 8 
Henley oe oe ee 15 15 18 „= 10 18 2 
do. 44 Pref, ee ee ee 44 44 84 — 6 18 6 
India-Rubber 2s " „ 10 ас Е Е ЖӨЕ 
Met.-Vickers Pref, .. T Vs 8 8 1 — 8 18 10 
Siemens Ord.. ее T „ 10 10 1 — *10 0 0 
Telegraph Соп, oe өө ee 90 90 204 == *517 0 


* Dividends paid [rec of Income Tax, 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Tuesday, June 28tb. 


— a M —M— — Ev— M —— — — M MM — = 


Latest Fortnight's 
CHEMICALS, &c, | Price. Ino. de Dec: 
a Acid, Oxalis . per lb. | 94d. 4d. dec. 
a Ammoni&o Sal per ton 515 А 
a Ammonia, Muriate (large crystal) 11 £65 "E 
a Bisulphide of Carbon а «x Ке 
а Borax “3 As se n £34 m 
a Copper Sulphate VN E is " £31 £2 dec, 
a Potash, Chlorate xs . per lo. 7d. wx 
a Perchlorate 23 Vs i 8d. РУ 
a Shellao .. .. per cwt. 217 £3 10s, dec. 
a Bulphur, Sublimed Flowers 4x " £18 ЖА 
а 50 Lum mp ee » . , £16 oe 
-a Soda, Chlorate per lb. 4d. Id. dec. 
a „ Crystals per ton £1 » 
a Sodium Bichromate, садив per lb, та. 14а, dec. 
METALS, &c. 
p Babbitt's Metal Ingots  . per ton £95 to £800 - 
c Brass (rolled metal ЎЎ to 12" basis) per 1b. 1а. id. дес, 
с „ Tubes (solid drawn) i 1/13 to 1/2 is 
с „ Wire, basis s is 11:4. id. dec. 
c Copper se. (solid drawn) ra R 1/83 e 
с » Bars (best есш» . per ton £112 £4 dec. 
с n Sheet .. А vs а £119 £4 dec. 
с i Rod А bi ў #112 #4 dec. 
d „ (Electrolytic) Bars -— " £76 £3 deo, 
d n»n a Sheets ere ” £145 T 
d ^«^ 5 Wire Rods.. " £92 £8 dec. 
d a H.C. уне per lb. 11,0. 1.9. dec, 
f Ebonite Rod Sm M" 15 b / o Ss 
39 Sheet. oe ee н 8/- ee 
p German Silver Wire - 888 js 2/9 vs 
h Gutta-percha, fine 5 44 to 16/- - 
h India-rubber, Рага fine Еа е 10:d. id. dec, 
/ Iron Pig (Cleveland Warrants) .. perton Nom, ba 
„ Wire, galv. No. 8, ЕС O. e » £40 is 
g Lead, English Pig. ; ii £21 10s. 25/- inc. 
E Mercury per bot. | £10 15 to £11 
e Mica (in. original савев) small per lb. 4d. to 4/- T 
e „ 35 is medium. К 5/- to 10/- e 
e i large s 12/6 to 25/- & up ө 
р Phosphor Bronze, plain castings.. » 1/4 to 1/9 - 
р р „ rolled bars and rods i 2/1 to 2/6 oe 
р „ rolled strip & sheet $$ 2/2 to 2/7 
d Silicium Bronze Wire .. per lb. 1/4 Ps 
r Steel. Magnet, in bars a КЕ is 1/8 T 
n in, Block (English) "i .. per ton £166 nom, ЕЕ 
п „ Wire, Nos. 1 0016 .. .. per lb. 4/- sa 
p White Anti-friction Metals per ton £78 to £800 ee 


Quotations supplied by— 

& James & Shakespeare. 
A Edward Till & Co. 

i Bolling & Lowe. 


— — —— — 


a G. Boor & Со. 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. 


e F. Wiggins & Sons. 1 Richard Johnson & Nephew, Ltd, 
f India-Rubber, Gutta-Percha and 


" P. Ormiston & Sons. 
Telegraph Works Co., Ltd. 
г W. F. Dennis & Co. 


Birmingham District Power & Traction Co., Ltd. The 
general meeting was held on June 22nd, Mr. C. S. B. Hilton 
(chairman and managing director) presiding. The chairman 
said that there was a small falling off in net receipts of #866. 
‘The gross traflic receipts were about £12,000 more than in 
the previous year, but dividends and interest on investments 
had fallen by almost a corresponding figure. The business 
of the Shropshire Power Со. had been prejudically affected by 
industrial unrest, and the result of that company’s operations 
for the year had therefore not come up to expectations. The 
Birmingham & Midland Motor Omnibus Co. had, however, 
steadily progressed, and had again paid the substantial dividend 
of 10 per cent. Power and running expenses showed an in- 
crease of £10,000, but repairs and maintenance had cost 
£9,000 less, while administration expenses had gone up from 
£9,775 to £14,354. The net result was that they had an 
available balance of £71,140 compared with £73. 953 in 1919. 
and the directors recommended the payment of a dividend on 
the ordinary shares at the rate of 6 per cent. 


Germany. — According to the ‘ Frankfurter Zeitung ” 
limited company is about to be founded called the Eilvese, 
with its seat in Berlin and a capital of 14,250,000 marks. The 
big wireless station of Eilvese will be brought into this com- 
pany by its owners, the Hochfrequenz Aktien Gesellschaft. 
who, with the Telefunken group, will form the ownership 
of the new company. The compensation for the transfer of 
the station is 10,000,000 marks. These arrangements place 
long-distance transmission in one hand, and render competi- 
tion impossible. The position of the Hochfrequenz share- 
holders 18 now as follows : Their company is now only 8 

‘holding company." which possesses the 40 per cent. with 
7 per cent. guaranteed minority share in the Eilvese Co.: 
the claims to the 40,000 Marconi shares; a remainder of their 
title in the Compagnie Universelle de Télégraphie sans Fil; 
and, lastly, claims in America on the Tuckerton, N.J., station. 
estimated before the war at 1,810,000 marks. There may 
also be patent rights and plans, but no manufacturing works. 
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B. T. H. ELECTRIC SHUNTING LOCOMOTIVES. 


ТнЕ advantages and economies that result from the introduc- 
tion of electric locomotives into shunting yards were amply 
proved some considerable time ago, and are well known to 
those interested in the subject. Nevertheless, progress in 
this country has been slow, not because of the lack of suit- 
able material, but rather owing to a reluctance to part with 
a system with which all parties are familiar. Further, the 
actual costs of shunting operations were seldom kept sepa- 
rately and, in consequence, the possibilities of economy were 
not appreciated. However, the present high prices of fuel, 
materials, and labour have served to draw attention to every 
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channel of expenditure and, as a result, the cost of railway 
goods-yard operations has been realised in many cases for 
the first time. 

Apart from the question of fuel and maintenance charges, 
the electric locomotive has certain inherent advantages for 
this class of work. It is simple in opera- 
tion; the actual machinery requires — 
none of the driver's attention; it is in— ` 
stantly ready for work at all times; re- 
quires the minimum of attention outside 
working hours; and is not subject to the 
periodical lie-offs for boiler cleaning and 
repairs which are necessary with the 
steam locomotive. Add to this the fact 
that, due to its uniform torque, the elec- 
tric locomotive is more powerful, weight 
for weight, than a steam locomotive, 
and can accelerate a load more quickiy, 
and it becomes evident why in all elec- 
trification schemes it has been found 
possible to do more work with fewer 
locomotives. In recent experiments in 
this country it was shown that the aver- | 
age working speed of a steam shunting 3 
locomotive was approximately 2.5 miles Hil op 
per hour, whereas an electric locomotive NC, ine 
would do the same work at an average GEM 
speed of over 5 m.p.h., and that under - 

у no means ideal conditions. | 

The steam shunting locomotive із 
notoriously ^ inefficient. Considered 
purely on its merits as a steam engine and without 
reference to the work on which it is engaged, the fact 
that it is non-condensing tells heavily against it. Even under 
the best conditions of continuous full load it burns at least 
twice as much coal per horse-power-hour as is required for 
à turbo-generator of moderate size. 1% must be remembered, 
however, that a shunting locomotive usually work under very 
poor conditions. Even а hard worked shunting locomotive 
stands idle for approximately half its time, although it must 
always keep up steam pressure for full load. Further, ше 
service 18 во intermittent that at each start, steam is admitted 
to cylinders which have had time to cool; also, in order to 
obtain a sustained tractive effort at low speed the valves must 
be set for a late cut off. It is not generally realised how 
very little useful work is done by a shunting locomotive, 
but it is doubtful if its average horse power output over the 

y exceeds 10 per cent. of its nominal rating. | 

the case of the electric locomotive, it may be said that 
there aré no stand-by losses. Power taken by any one loco- 
motive will always be a small part of the total load on the 
generator; also, owing to the diversity of the load, the 
temporary overloads on any part of the system will not over- 
load the generator as they will not all occur at the same time. 


With regard to driving, the electric locomotive is very 
simple and easily bandled. One man only is required per 
locomotive and, owing to the fact that there are no parts 
of the apparatus which require his attention while running, 
he can concentrate altogether on the control of the locomo- 
tive and its load. The locomotive is always ready in the 
shed first thing in the morning, and there are no additional 
labour charges for lighting up the furnace and raising steam. 
Shed cleaning charges will also be considerably lower. and 
it may be pointed out that the locomotive may be housed 
in any convenient shed without any danger of fire. 

With regard to maintenance, the electric 
locomotive has proved itself definitely 
superior to the steam locomotive. Against 
boiler renewals and the upkeep of а com- 
plicated, if familiar, system of cranks and 
valves involving many - bearings, rubbing 
surfaces, glands, and joints, we have to set 
the maintenance of two simple motors and 
gears, a controller, a current collector, and 
one or two switches; the renewable parts 
for these are small and inexpensive. The 
cost of maintenance of an electric locomo- 
tive has been found not to exceed one-third 
of that of a steam locomotive of equal capa- 
city, and the prospective user of electric 
shunting locomotives need have no fears as 
to the reliability of the material. 

The British Thomson-Houston Co., Ltd., 
of Rugby, supplied in 1906 to one of the 
home railway companies two shunting 
locomotives which weigh 56 tons each, and 
are handling the quayside traffic at New- 
castle-on-Tyne. Each locomotive is fitted 
with four 90-h.p. motors, which can start 
a train weighing 160 tons on a grade of 1 
in 27 and haul it on that grade at 10 miles 
per hour. They operate at 550 volts, the 
supply being collected from either a third 
rail or overhead conductor. Air brakes are 
fitted, which are supplied with air by a 
motor-driven compressor controlled by ап automatic 
governor. Fig. 1 shows a 22-ton locomotive supplied to a 
large firm of steel makers in 1914. It is operated at 500 
volts from an overhead conductor, and is fitted with two 
85-h.p. motors. It is employed in hauling slag on a grade 
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Fic. 2.—A 10-TON POWER STATION LOCOMOTIVE. 


of l in 20, and is equipped with the same system of air 
brakes as the locomotive described above. А duplicate was 
supplied in 1916. Fig. 2 shows a smaller locomotive in use 
at а power station for hauling and shunting coal trucks. It 
weighs 10 tons and is fitted with two 26-h.p. motors. 

With regard to the system of distribution, there can be 
little doubt that d.c. power at 200/600 volts collected from 
an overhead conductor or trolley line is the best for a private 
shunting yard electrification system, and this voltage is 
usually obtainable without the necessity of laying down con- 
verting plant. Further, this pressure being a standard for 
tramway and railway work, there is a big selection of stan- 
dard and well-tried apparatus from which to choose. The 
overhead system is the most generally suitable, although it 
шау be necessary in certain circumstances to leave gaps in 
the line for the passage of cranes, &c. If the arrangement 
of the track is such that the gap would seriously interfere 
with the efficient working of the locomotive, it would be 
possible to arrange a short length of third rail at such points 
which would only be alive when the train was passing over 
it. Failing this, a small battery could be carried on the 
8 of sufficient capacity to carry it over the dead 
вест . ' 
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An aspect of the matter upon which there is some misconcep- 
tion is the application of storage batteries to electric loco- 
motives. Electric battery locomotives have shown very real 
economies in some specialised fields—for instance, in the 
case of mines where а trolley wire is sometimes inadmissible, 
or for handling contractors' railways where the run ot the 
track is being altered from day to day. In these instances 
the locomotives have been extremely successful, and there is 
every reason to belive that at an early date they will com- 
pletely supersde the costly system of haulage by man power 
or animals. They have also been used to a considerable 
extent in workshops for the same reason. In some causes, too, 
where the tratfic is very light and the yard extensive, it 
may not be economical to install an overhead conductor line, 
but such conditions do not often occur in ordinary shunting 
practice, and in the majority of cases it is certain that the 
battery system cannot compete with a system drawing its 
power from an overhead line. Apart from the disadvantages 
which are inherent in storage batteries, enough has been said 
to show that in cases where it is impossible to fix an overhead 
or third rail, the battery locomotive may be able to show a 
considerable saving on haulage by steam locomotives, but 
that it cannot compete with an overhead conductor system as 
regards maintenance costs or convenience of operation. 

In conclusion, it would appear that under the conditions 
obtaining to-day, when it is so necessary to prevent any 
waste of either labour or material, users of steam shunting 
locomotives would find it to their advantage to consider very 
carefully the conversion to electric working. 


nnm rq 
ELECTRICAL CONDITIONS IN NORWAY. 


SINCE referring in our issue of May 27th to the question of 
German competition in Norway, information has been pub- 
lisbed in Christiania with the object of throwing light on elec- 
trical conditions in that country. The information, which 
appeared in the Norwegian contemporary referred to on the 
previous occasion, consists of а statement made by Mr. 
Bruun, director of the Norwegian A.E.G., and a reply by the 
Industrial Union of Norway on behalf of the native manu- 
facturing industry. 

Mr. Bruun first recalled the fact that many Norwegian muni- 
cipal authorities were compelled to suspend the work of estab- 
lishing hydro-electric works in 1920, owing to the unusually 
high prices brought about by the war-time events. There 
was no question of proceeding with new works, because high 
prices excluded the possibility of such works becoming profit- 
able unless the charges for electrical energy were to be fixed 
on a level which could not be reuched by thousands of small 
consumers in town and country districts. Now when prices 
had fallen somewhat it must have a disconcerting effect for 
cries to be raised that foreign competition was too strong. 
In his opinion the fall in prices had not taken place to the 
extent which must occur if prices were to stand in proportion 
to what installations cost before the war. Аё present Norwe- 
gian prices were at least two and a half times greater than 
the former peace quotations, and they were not in proportion 
to the cost of the most important raw materials. If, therefore, 
the German prices lately had fallen to about double the 
pre-war prices, complaints could not be made that the Ger- 
mans were dumping or that the installations were too cheap. 
The question must, therefore, involuntarily arise as to which 
factor was the more important in the economy of Norway— 
either the few electrical engineering works, of which some 
were financed during the favourable trade situation of the 
war, or the hundreds of thousands of consumers who have an 
interest in obtaining cheap power at the present time when 
labour is so costly. When cheap. electricity contributed to- 
wards the furtherance of Norwegian industry by rendering 
it able to compete, and not the least the export industry. 

Dealing with the many newspaper articles recently published 
on the subject, Mr. Bruun stated that he was struck by the 
partiality and the extraordinary lack of knowledge displayed 
in them. People spoke of orders for electrical plant just as if 
the question concerned a sack of coffee or а bag of sugar. 
Yet everyone familiar with the orders knew that a large part 
of the machines must be supplied from abroad, because (1) the 
machinery was too large to be constructed by the Norwegian 
works, and (2) it was frequently the case that even it the 
plant could be built in the country it would be dispropor- 
tionately dear owing to the fact that the works concerned 
were not laid out for such manufactures. In individual 
instances there was no Norwegian production of the plant 
ordered abroad. 

M. Bruun proceeded to remark that he was in complete 
agreement with the idea that Norwegian industry should have 
reasonable protection in the case of orders for the State and 
the municipal authorities if the matter concerned something 
within their competency and their experience. The amount 
of the protection was а matter of opinion. Besides the pre- 
vailing import duties, the State had protected Norwegian 
industry up to 15 per cent., and had also stipulated that 


Norwegian plant should be protected for works built under 
State concessions, when equally good, by 10 per cent. ln his 
opinion, these rates were proper if the protection was given 
only on goods in a tender which actually was of advantage to 
Norwegian industry. But it was quite obvious that if foreign 
firms were to piace their technical knowledge and experience 
at their disposal 1n. the submission of tenders, they must in 
fairness be able to demand to be previously informed ot the 
amount of protection to be granted to native works. Other- 
wise foreign firms would naturally say that they would not 
incur the large expenses incidental to the preparation of all 
these schemes merely to exercise a controlling or regulating 
influence on Norwegian prices. The result would then be 
that all competition from abroad, both technical and com- 
mercial, would cease, and that would surely not be in the in- 
terests of the Norwegian community. Much was said of pre- 
venting unemployment and that, to that end, orders must only 
be placed with native works whatever the cost. But when 
there was а great difference in price, could not the local 
authorities order the plant from the lowest tenderer, and 
employ the amount of the economy effected for the starting 
of other works so that the difference would wholly be of 
profit to Norwegian labour? In this connection the director 
remarked that as & consequence of the changed conditions of 
the world since the war, Germany could become a fairly good 
customer of Norway as & consumer of iron ore, pyrites, car- 
bide, fish, &c. It was. however. to be feared that under 
present circumstances Germany would be unable to pay for 
these products in any other way than by exports. 

The Industrial Union of Norway (Norges Industrie For- 
bund), referring to the assertion of Mr. Bruun that the level 
of prices had not by far fallen во as to be in proportion to 
what machinery cost before the war, states that this is a 
inatter which has nothing whatever to do with the present 
question, which exclusively concerns competition due to ex- 
change conditions. Norwegian industry does not com- 
plain if Germany is able to deliver cheaper under other- 
wise equal monetary conditions. Аз to the statement that 
the question concerns the few electrical manufacturing works 
on the one hand and the consumers on the other, the 
Union remarks that this is not quite correct. German ex- 
change dumping threatens to destroy the whole of the coun- 
try's economy through increasing unemployment, diminished 
taxation revenue, and fall in the Norwegian exchange owing 
to larger imports and demoralisation as а consequence of 
unemployment. Concerning the charges made of inadequate 
productive capacity of native works, the Union states that the 
works are equipped so as to be able advantageously to turn 
out the largest types of machines in normal times. The pro- 
tection of 10 per cent. granted to Norwegian industry was 
fixed by Parliament in 1594 But such protection is quite 
problematical when firms have to contend with an exchange 
like the German, which is about one-ninth part of the par 
value in relation to the Norwegian kroner; and there is, 
therefore, no question of competition when it takes place on 
such a difficult basis. The difference in exchange must first 
be eliminated before a protection of 10 or 15 per cent. can be 
of any practical importance. The Union dismisses as not being 
serious the suggestion that economies effected by local autnori- 
ties in placing orders abroad should be utilised for providing 
employment; it states that the trained workinen can only be 
advantageously employed in their particular branches, and 
that it is doubtful whether the authorities would adopt such 
а proposal. As to the remark that Germany can only pay 
for imports by means of exports, the Union observes that this 
does not concern Norway, but that it can be taken for granted 
that Germany will not buy more than she absolutely needs 
from Norway just as the latter cannot import more than the 
absolute minimum. 
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MAdNE TOS FOR INTERNAI.- COMBUSTION 
ENGINES. 


DIsCUSSION AT MANCHESTER. 


Mr. E. A. WATSON'8 paper, which was abstracted in our 
issues of May 6th and l3th, was discussed by members of 
the NonTH-WESTERN CENTRE of the INsTITUTION OF ELECTRICAL 
ENGINEERS on February 22nd, when Mr. J. Frith presided. 
Prof. Е. Н. Crapper said he came from Sheffield, and the 
part it had played in the magneto business had been 
to supply magnet steel. ‘The University of Sheftield was 
the only institution which demanded that its graduates for 
the degree of metallurgy should pass a written examination 
and a practical test in the magnetic properties of iron ant 
steel. He was responsible for that particular section, and it 
had taken on in the engineering side rather than the metal- 
lurgical side. He soon found that there seemed to be а 
necessity to formulate some kind of analysis of the magnetic 
elements, and a good deal of work had been done. There were 
the working constants which had been referred to by Mr. 
Watson, and there were also constants relating to the nature 
of the material. Many of the constants they һай to deal 
with, as regarded magnetic substances, were hyperbolic func- 
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tions of the magnetising force; that opened up s field of 
research which was bound to be productive of & good deal 
when they were endeavouring to see what was the actual 
nature of the material. ‘lhe saturation value of the material 
was the most critical constant they had of it. ‘The 
saturation value for B was an important constant, and if 
they were going to judge a material it must be taken up to 
а point sutnciently high to enable them to get the saturation 
value. He was quite convinced, as Sir Robert Hadfielu and 
Prof. Hopkinson said in the paper that they read on the 
magnetic properties of iron and steel, that there were many 
cases in which if they once got the maguetic properties, they 
could actually tell the amount of carbon which was present 
in the steel. The better the steel'the better the magnet, the 
greater the value of B, and the less would be the saturation 
value. With regard to cobalt steel, or Japanese steel, the 
first reference to the beneficial intluence of cobalt on iron 
was by Prof. Weiss, of Zurich, who gave the results of his 
tests which were conducted at almost zero, and they were 
remarkable. Cobalt steel which was made in Sheffield during 
the Jast 12 months brought out very prominently the fact 
that if they wanted to know its real quality they must take 
the magnetising forces up to their highest value. With three 
curves (one corresponding to 400 units, another to 600 units, 
and finally one of 1,500), in the case of the 400 one, the magne- 
tising force was about 175, and when H (by substitution) was 
100 it gave, practically speaking, 200 units of magnetising 
force. Ihe maximum values corresponding to the 1,900 units 
of Н gave the value 714,000, whereas tungsten steel went 
approximately up to 300,000, which showed the influence of 
cobalt steel on the design of the magneto. It was also im- 
portant to take the magnetising force up to the maximum 
value, because there was a difference of 214,000 between the 
points of 400 units and 1,500 units. Of the truth of the state- 
ment that whatever changes take place in a magnet іп 
consequence of external influences occur because the elastic 
limit of the material is such as to permit the movement of 
the molecules of the magnet to take place slowly or quickly 
a8 the case may be," he was perfectly convinced in his own 
mind, although he could not give a definite proof of it. 
There was no doubt about it, magnetically it was truly 
elastic, and he was convinced that for permanent magnet 
steel B could not be used logically, but intensity of magnetisa- 
tion should be used. Not the permeability of a magnet steel, 
but its susceptibility, was the root of the matter. It was 
closely associated with elastic material from the mechanical 
point of view. The rate of change in the susceptibility was 
equal to E constant multiplied by the square of the suscepti- 
bility of that point, and E was a quantity associated with, or 
in some measure, the elastic limit of material. Prof. Crapper 
exhibited lantern slides, curves, formule, and tables illustrat- 
ing the properties of various steels. 

Mr. T. T. Kayser explained that it was easy to get the 
wrong magnet to do the job quite satisfactorily if they did not 
trouble about the amount of steel they were using and the 
shape of it. But if they desired to bave an economical design 
they must apply Mr. Watson's reasoning. The usual view had 
been that they were required a certain remanence in order to 
give the working flux, and a coercive зе of about 60 or 11) 
to give permanence. Such а view was absolutely ridiculous: 
in the first place, coercive force did not give permanence. H 
two steels with the same remanence and the same coercive 
force were allowed to age, one would lose its properties very 
rapidy, and the other would keep them. What they really 
wanted to know was the maximum demagnetising force that 
steel would lose and the flux it would retain, and that was very 
clearly shown by the B Н line. Really the remanence of steel 
was of little use to any designer; it was simply a property of a 
closed magnetic circuit, and во of very little use, because it 
could not be used with any external available energy. Iw- 
ferring to cobalt steel, he confirmed the figures given by Mr. 
Watson, and mentioned the figure 900,000. Working with 
such в steel he had obtained a figure as high as a million. 
but steels with such a high efficiency were not commercial 
possibilities at the present moment. But tbere were steels 
containing chromium cobalt giving about 700,000 which were 
already being commercially produced. He hoped that Sheffield 
University would not burden them with any more constants, 
they had got quite enough, and those interested in the develop- 
ment of magnet steel were not at all interested in the rate 
of change of susceptibility when they were making a per- 
manent magnet. 

Mr. G. A. CHEETHAM pointed out that finality in magneto 
design could not be attained until the problems relating to 
the function which magnetos had to perform were definitely 
solved. The electrical ignition of explosive mixtures must, 
therefore, be carried towards a conclusion before they could 
hope to see finality in magneto design. There was usually a 
tendency for factors of safety to be high when knowledge of 
the problem to be solved was incomplete. When war broke 
out the main problem was to fulfil a performance specifica- 
tion by all the machines completed with as little difficulty 
as possible, and without radical departure from fairly well-de- 
fined designs. That was quite a different problem from that 
which Mr. Watson and his colleagues now had before them, 
but the investigations undertaken in the solution of the first 
problem must have been invaluable when design itself began 
to evolve along scientific lines. A committee of the British 
Engineering Standards Association was at present sitting to 


standardise the commercial measurements of permanent 
magnets for all purposes. A further requirement in addition 
to the remanent induction and coercive force was essen 
for magneto work. This additional figure usually specitied 
was the maximum product of B and Н obtained on the design, 
which approximated to the maximum energy available. Ex- 
periments regarding the effect of increasing the air gap of a 
magneto showed that, in some cases, it was possible to obtain 
higher open-circuit voltage values across the primary winding 
of the magneto at a given speed with a larger air дар, pro- 
vided the magneto was running under short-circuit conditions 
for a short period before the tests were caried out, although 
the voltage curves obtained before running under short-circuit 
conditions showed reduced values with increasing air gap in 
every case as expected; and it was felt that the very fine 
tolerance allowed in the air gap could be widened consider- 
ably without seriously reducing the ability of the machine 
to meet its requirements. The bearing in the magneto con- 
tact-breaker should be capable of operating satisfactorily with- 
out lubrication, and to obtain that object a fibre bush had 
been used for some time, but unless the material was well 
treated before it was put into position in the contact breaker 
considerable trouble was experienced due to seizing and pack- 
ing. 

Mr. J. D. Paton explained, with reference to that function 
of steel which practically had to be destroyed before they got 
the full zero, that Prof. Bragg'8 paper on molecular structure 
indicated an internal relation between the individual atoms, 
and a study of what took place in the Laval furnace ex- 
plained the inherent property in any composite material, 
which was cited as existent in steel before the normal zero 
was defined. In steel which was a composite material there 
were numerous thermocouples, and there was a relationship 
between them which had to be destroyed. It was also a 
material fact that iron taken from the lowest normal tem- 
perature to the fluid state exhibited utility effects due to the 
different constituents which produced those internal currents. 
The reaction of those currents upon the iron was the destroying 
power of magnetism and, therefore, all magnetism disap- 
peared at the red point. 

Mr. SILLS was surprised to bear the remark made by Mr. 
Watson that as long as you get a spark you get ignition." 
All ordinary magnetos should have a sort of fixed starting 
device, fitted so that one could start the engine win the 
absolute minimum amount of cam trouble. 

The CHAIRMAN pointed out that they had heard a lot about 
the expense of cobalt-steel alloy, but in view of the reduction 
of the size of the magnet to get the same amount of work, 
how many pence would it amount to in the cost of а magnet? 
He felt sure it was not correct to say that if there was a 
spark it was all гір’; there were sparks and sparks. It was 
a very poor example of battery-coil firing that was represented 
in the paper. He had a car that had done 25.000 miles on 
battery firing, and he was rather glad he had not got a 
magneto. He had never had the slightest trouble. 

Mr. E. A. WATSON, in reply, said that what an average 
man called a fat spark was very often simply a spark 
followed by a long flame, which was no good. Не 
referred to the magnetic equation for steels, and the import- 
ance of saturation value, saying that there were three different 
quantities to represent the steel, and one could easily recon- 
struct the B H loop from them and calculate the flux of the 
machine for any definite conditions. Higher saturation value 
meant a better steel. The increased permeability was nothing 
like so wonderful as the increased coercive force; а 35 per 
cent. alloy of iron and cobalt had a saturation intensity about 
25 per cent. higher than that of pure iron. ‘The material had 
about from 34 to 4 times the coercive force of the best 
tungsten steel, and about five or six times the coercive force 
of ordinary carbon steel. That was not pointed out by Weiss, 
whose paper only dealt with the carbon-free alloys, with the 
saturation density, and the permeability, not with the coer- 
cive force. In manufacturing cobalt steels, British manu- 
facturers were taking the lead; Sheffield had produced many 
high-speed steels, and had now taken up the manufacture of 
those new magnet steels. The only thing that really mattered 
to the British manufacturer was the В Н maximum of the 
steel: but at the same time one liked to know a bit more 
about what one was using than the bare facts of what it 
would do. Cobalt-chromium steels were certainly interesting. 
and they promised to give very good results with a smaller 
amount of cobalt. In view of the high price of cobalt that was 
very important; 35 per cent. cobalt, at its present price, was 
quite out of the question. The present price of cobalt steel 
per magnetic unit was certainly higher than the price of 
tungsten steel. On the other hand, it enabled other savings 
to be made. The machine could be made lighter and smaller. 
That did not mean less cost, but it saved a lot of useless 
material. In many cases the dimensions of the machine were 
controlled by the dimensions of the magnet, the latter de- 
termined the amount of aluminium, copper loss, and insula- 
tion, so one could cheapen the machine on that account as 
well as by reducing the magnet itself. It would not pav to 
substitute a cobalt-steel magnet for an ordinary tungsten-steel 
magnet; to make it a commercial proposition one had got to 
redesign. the magneto. An advantage was that by using 
cobalt steel the magnet could be made straight. Regarding 
condenser breakdowns, the speaker had made tests of the 
transient voltage which sometimes reached a fairly high 
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figure; his own practice was 600 volts a. c., with a fairly high 
frequency. Very rarely did they get breakdowns for purely 
electrical reasons; usually breakdown troubles were to a large 
extent due to mechanical reasons—vibration or faults or 
cracks starting in the mica. A number of British firms were 
now using Bakelite in preference to fibre bushes. Into the 
concentricity of cams half a dozen elements entered, and 
no matter how fine limits were worked to, it was quite 
impossible to work on each part to limits sufficiently fine to 
ensure concentricity. Mayneto makers did not like to admit 
it, but it was а common practice to do some sort of correcting 
operation on the complete machine to ensure concentricity. 
The problem of getting the cam concentric had been about 
the most serious mechanical problem which the magneto 
industry had bad to face. The speaker had heard a good 
many nasty things said about American magnetos, and some 
of them were undoubtedly bad. They used very fine screws 
with very coarse threads without locking them, and, of course, 
the screws very soon fell out. They did all sorts of little 
foolish things like that which caused the magnetos to give 
trouble, and they got a bad name. It was not so much in the 
design itself—that was not bad—but simply because or the 
way the work was carried out. 


DIscussiON AT BIRMINGHAM, 

Mr. E. A. WATSON's paper was also discussed by members 
of the SouTH-MIDLAND CENTRE of the INSTITUTION OF JSLEC- 
TRICAL ENGINEERS at Birmingham, on April 27th. 

Mr. W. WiLsoN referred to the earlier practice of fitting 
magnetos with a plurality of narrow magnets and contrasted 
that with the present practice of fitting a single magnet. 
He had heard it explained that the reason for the use of 
several magnets was that, owing to the superficial nature 
of permanent magnetism, it was necessary to provide as 
large an area of free surfaces as possible, but һе did not 
consider the explanation convincing, and asked whether a 
more satisfactory reason could be given. 

Capt. UAVE-BROWN-CAVE spoke on the advantages of a gap 
in series between the n.p. Winding ot the magneto and ше 
engine sparking рир, und referred to the practice, now 
common, of proviaing `` јЈишр-ѕрагк °’ distributors. He bad 
heard of occasional trouble миц those distributors owing to 
шені рагисеѕ snort-circuiting the b.p. leads, but his own 
experience with them was saustactory. He also mentioned 
the possibilities of using iniiuence machines for ignition pur- 


ses. 

Mr. E. O. TURNER questioned the advisability of using the 
same leak resistance tor utility tests at high and low speeds, 
and thought that at high speeds a higher leak resistance than 
that used at low speeds wouid be more consistent with engine 
Working conditions. He commented untavourably on Mr. 
Watson's curve showing the performance of a battery and 
col ignition apparatus, and thought that the curve was not 
representative of the well-designed apparatus now obtainable. 
further, he did not agree with Mr. Watson's advocacy or the 
Jump spark distributor, but preferred the rubbing contact. 

Dr. D. К. Morris referred to the important fact that, in 
determining from the demagnetisation curve the suitability 
of the permanent magnet for magneto work, the useful figure 
Was not remanence, nor coercive force, nor their product, but 
the product of those values of B and H on the curve which 
gave the greatest value. 

Prof. W. Cramp said that the paper not only provided new 
and useful information for the benefit of makers and users 
of magnetos, but lifted the subject from the region of em- 
pirical guesswork to that of scientific design. After discussing 
certain points in the paper in detail, Prof. Cramp asked the 
author whether he had ever tried to measure mechanically the 
energy due to a given displacement of the armature. It 
seemed to him quite possible to accumulate energy in а moving 
mass, and so render the treatment of the subject independent 
of inental pictures. 


Testing Electrical Appliances, — Among the many 
interesting subjects dealt with in the recently-published report 
of the Merchandise Sales Bureau of the American N.E.L.A., 
is the testing of electrical appliances by a special division. 
These tests are to be carried out for manufacturers principally 
in order that they may have something to refer customers 
to when guaranteeing the reliability of their products. Among 
the tested appliances, &c., will be flexible cords, incandescent 
lamps, electric irons, washers, toasters. &a. Tests upon elec- 
tric irons are already in progress. The main point which is 
receiving attention is the elliclency, t.e., the ratio between 
the total wattage input and the useful work done. Теге will 
be tests for heating and cooking and observation of tempera- 
tures at dillerent points as on the handle and at the point 
and centre of the sole plate. The effects of long-continued 
heating will be noted, and tests of mechanical or physical 
etrength will also be carried out. The tests will be stan- 
dardised so that they can be repeated on future occasions or 
elsewhere than the Association's laboratories. 


THERMAL CHARACTERISTICS OF ELECTRIC 
OVENS AND HOT PLATES. 


DISCUSSION aT NEWCASTLE*ON-TYNE, 


AT а meeting of the NORTH-EASTERN CENTRE of the INSTITUTION 
OF ISLECIRICAL ENGINEERS at Newcastie-on-1yne, on April Sith. 
Mr. J. R. Beard presiding, Dr. E. Grithths and Mr. F. Н. 
»choneld submitted шег paper upon dome I hermal Charac- 
teristics of tulectric Ovens and Hot Plates, which was ab- 
structed in our issue of February loth, and a short discussion 
19Jlowed. 

Мг. Dow Ik said the curve showing the influence of metallic 
contact between the hot plate and ше disk was striking, and 
made the point quite clear. Kegurding hot plates generally, 
пе drew attention to the fact, that should not be overlooked, 
that their use required the provision of special pots and pans 
if economic use was to be obtained. пе relerred to the 
influence of surlace oxidation of the copper disk and the point 
at Which it reached maximum temperature, and asked whether 
à coating of black paint Would unprove the factor referred to. 
Ahe condition they wanted tor cooking and baking was 
different from what was wanted for boiung. l'or the 1огшег 
they requued à Very considerable heat, but for a сошрага- 
tively short time, and from the point of view of economy the 
o that reached its maxinum heat quickly was muca the 

st. 

Frof. STROUD said it seemed to him there was too generally 
à tendency to copy older methods ratuer Шап to und new 
шешоаз lor themselves. He Was glad шю see ше tact stressed 
avout tne sheeting of the oven and tne condition OL the vessel 
on the plate. ‘ine size of the utensil having regard to the 
siZe of ше hot plate was оі importance, and ш some Cases 
there must be considerable waste of heat irom disregard ot 
that fact. Why aid they not get away trom the gus-oven 
type of cooker? They needed to go into ше question or design 
exnaustively; one in the form of a dome, with the heaters 
placed around it, had the advantage that there was no 1068 
ot heat due to the opening of the dour, because the heat 
mounted upwards and couid not escape. Inat type could 
be slung from tne ceuung, and tue articles to be cooked could 
be placed on a plate inside it. 1t was curious tnat people 
wouid look into the oven instead of ascertammg tbe beat 
otherwise. 

Mr. РІХЕХЕҮ thought the paper, excellent as it was, would 
be of service chieuy to those engaged ш ше manulacture of 
cookers. What was it they Waured Ше mnmanulacturer to 
emvody in the oven? Mose of tue modern ovens Were prety 
good, апа he thought the chief weakness was the hot piate. 
What they required was а quick-heaung hot plate—1t must be 
ethcient, reasonably quick neaung, bur above ац they asked 
lor rellubluity; that last point wus an essential, and WILD 
respect to 10 they bad much trouble and irequent demands 
lor repairs. How far could the use of chrome steel, when it 
becalne more generally used, be utiused in the construction 
of utensils for electric cooking? Ihe manufacture of suitable 
utensus should have their careful consideration, and manu- 
lacturers should do more towards supplying suitable articles. 
Another device deserving of attention was a heater for water 
boiung. "bere was much objection to the light type of oven 
owing to its lack of mechanical strength, and when that was 
remedied and they could get a cooker reasonably light, but 
possessing adequate strength for its intended purpose, they 
would have made considerable progress towards popularising 
the electric cooker. 

Mr. WARD ‘questioned somewhat the utility of the tests, and 
thought all-round tests would have been the best. He re- 
gretted that the authors bad been more or less restricted ш 
their inquiries. It seemed that the tests should have been 
of a more practical character. The facts that had been elicited 
were not of such a character that they could be used when 
speaking to prospective customers, or with those who already 
used electric cookers. The temperature curves for air ш ovens 
and for the interior and exterior walls was excessive; the 
maximum of 15 minutes was too long, it seemed to him. 
Retcrring to Prof. Stroud’s suggested dome oven, while with 
a door opening at the bottom there would be no loss of heat 
he thought it would be costly to maintain. They might devise 
а way of getting into it which would minimise any possible 
damage to the elements such as might follow from the frequent 
raising and lowering of the dome. 

Mr. VIALL’S own experience was that the sheet metai lined 
ovens were more economical than tbose which followed the 
gas-stove design. 

The CHAIRMAN raised the question of how far it would be 
possible to use vacuum blocks for insulation purposes between 
the linings of the oven. 

Dr. GRIFFITHS, in reply, said they must have good thermal 
contact on the hot plate. Regarding Prof. Stroud's suggestion 
an enormous amount of heat was wasted in the opening of 
the oven door to see the progress of the cooking, and when 
they sent in their report they suggested that the ovens should 
have a thermometer, but it was stated that those instruments 
would not last and, even if they did, cooks would not pay 


any heed to them. Не was afraid the chairman's suggestion- 


was noi practicable. 
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POWER TRANSMISSION AT 220,000 VOLTS. 


A Californian Scheme.* 


Pd 


CowFIDENCR in the attainment of a 220,000-volt transmission 
pressure has long been inspired by the successful operation 
of the American 150,000-volt lines, but the actual construction 
of such an installation was delayed by the engrossing activities 
of the war period. That power transmission at this pressure 
wil nevertheless become an accomplished fact in the near 
future is proved by the active steps which the Southern 
California Edison Co. is now taking in that direction. In 
what follows the auto-transformers referred to (for raising the 
line pressure from 150,000 to 220,000 volts) should not be 
confused with those described later, which are to be used for 
linking up a new generating station through a single trans- 
formation from 11,000 to 220,000 volts. 


For some years past the Southern California Edison Co. 


has been studying the power resources of the San Joaquin 
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Fic. 2.—DIAGRAM OF 
CONNECTIONS. 


Fic. 1.—INCREASE OF MAXIMUM 
TRANSFORMER PRESSURE. 


river and preparing to develop them as the demand for power 
grows. The studies revealed the fact that there was between 
100,000 and 800,000 kW available, the larger part of which 
must be transmitted to Los Angeles, a distance of 240 miles. 
Since the capacity of the two 150,000-volt circuits now operat- 
ing over that distance is 55,000 kW each, it was apparent that 
tbe possibilities of higher voltages must be studied to reduce 
the number of circuits and to obtain а correspondingly re- 
duced cost kW transmitted. 

The rapid growth of the load indicates that additional 
plant must be placed in operation by 1923, at which time 
additional capacity will be needed, and raising the voltage 
of the present Big Creek 150,000-volt lines to 920,000 volts 
promises to be the quickest and cheapest method of obtaining 

e increased capacity. On account of the fact that, in case 
anything develops to make this plan impracticable, additional 
circuits must be built in time to coincide with the completion 
of the power plant, the company is proceeding as actively as 
possible with the necessary development work on the trans- 
mission line at the present time. The problem is, therefore. 
not the general one of how to build a 220,000-volt transmission 
system, but the more specific one of how to convert the 
existing 150,000-volt system into one for 220,000 volts. 

The studies have now progressed to the point where a 
concrete plan of tests is ready to be carried out. 

Considering first the line, the experiments of Peek, Ryan. 
and others indicated the use of shield rings, the effect of 
which is to cause a more uniform distribution of potential 
across the individual units of an insulator string. With such 
an arrangement the stresses on the individual units are con- 
siderably less at 220,000 than at 150,000 volts without the 
shield rings. as far as fundamental voltages are concerned. 

e occasional flashing over of insulators on this line has 
not yet been acocunted for, and while perhaps it is not due to 
any one cause, the normal line potential probably has little to 
do with it. 

The first step, therefore. will be to equip one circuit with 
guard rings throughout, and continue to operate it for a 
time at 150,000 volts, which will possibly throw some light 
on the reason for the flashovers. The next step will be to 
isolate the lower 40 miles of this circuit and operate it at 
220.000 volts energised from some transformers on hand. 
but not carrying a commercial load, while the remainder 
continues to operate at 150,000 volts. There are strong prob- 
abilities that this may be all that it is necessary to do, but 
in case additional length of insulator strings is needed and 
additional shielding, the tower tops will be modified to provide 
the increased clearances necessary and further tests will be 
carried out. 

Passing to the various stations on the line, the present 
stations are all completely eauipped for two entering line 
Positions and for double 150,000-volt bus connections inside. 
po rer Mr M ee 


* From the General Electric Review, May 19th. 1921. 


It is proposed to leave the inside of the stations exactly as 
they ure now and to install in the outgoing lines banks of 
transformers for raising the voltage trom 100. C00 to 20U,UU0U. 
Ine transtormers are то be star-connected on the h.p. side 
and delta on the low. Ihe h.p. side will be arranged ав an 
auto-transtormer with 10U,000-volt taps on the «740,000-volt 
winding, and the l.p. delta windings will be approximately 
oU per cent. capacity and of the simplest possibile design; no 
attempt will be maae to utilise them tor any other functions. 

There will be one bank of these transformers in eacn line, 
installed between the line and the station, and each bank 
will be equal to the capacity of the station. The transformers 
will become a part ot the line, and will be treated as such. 
and the full capacity of any station can be supplied over 
either line through the transformers connected to that line. 
No switching equipment of any kind will be used on either 
side of these transformers; the only instruments will be am- 
meters and the earth connection. 

While the capacity of the transformers is spoken of as 
геше equal to the capacity of the station. it must be remem- 
bered that their principal function is to act as auto-trans- 


‘formers, and they will be actually only 35 or 40 per cent. of 


the size of ordinary transformers of the same rating. Moreover, 
they can be designed for maximum efficiency at one-half 
load and a slight falling off permitted when one bank is carry- 
ing the whole load of a station. This plan has the advantages 
of low first cost, high electrical and financial efficiency, 
elimination of high-voltage oil switches of high capacity, and 
does not disturb or render obsolete any existing plant or 
investment. 

The fact that the circular-coil concentric winding type of 
transformer is to be used in building the highest voltage 
power transformers in the world gives special significance 
to this form of construction. The line pressure of 220,000 
volts, which has been tacitly agreed upon as being the ap- 
proximate economic potential for the extensions and inter- 
connections under consideration, constitutes a very abrupt 
etep in the curve of maximum transformer voltages, as in- 
dicated by fig. 1. Nevertheless, there is every indication that 
its use will be as successful as that which characterised the 
operation of the 150,000-volt apparatus. The circular-coil de- 
eign tends towards safety, and the elimination of the air space 
in the main containing tank is a noteworthy improvement, as 
is also the new oil-filled bushing. 

Last summer the S.C. Edison Co. placed an order with the 
General Electric Co., U.S.A., for four water-cooled, 50-cycle, 
8,333-kVA transformers which will step up the 11,000-volt 
pressure generated at the Big Creek No. 8 hydro-electric 
station to 220,000 volts. This transmission line is of interest 
in that it will be available as a permanent link in the 
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Fic. 3.—HELICAL L. P. Соп, BEING WOUND ON INSULATING 
CYLINDER. 


..990,000-volt bus by which it is proposed to interconnect all 


the large natural powers throughout California. 
The transformers under discussion emphasise clearly the 


general advantages of the circular-coil design (viz., important 


simplification of the major insulation, superior mechanical 


strength against short-circuit forces, improved thermal charac- 


teristics, and the prevention of the concentration of electro- 
static flux due to abnormal voltages), as well as the С.Е. Co.'s 
novel arrancement of windings for Y-connected permanently- 


earthed units. 


The schematic sketch, fig. 2, shows the connections on the 


h.p. side of a single-phase transformer. not the number of 
coils or their spacing; the slanting lines indicate series con- 


nections between the two core legs and the symmetrical sec- 
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tions in the body of the winding on either side of L may be 
paralleled to provide tap voltages. The h.p. line enters the 

buffer coils" L at the centre of the stacks, or groups of 
h.p. windings, and progresses in either direction ih two 
multiple circuits to earth, a method which avoids the necessity 
of insulating the winding from the core clamps except for 
the voltage of one coil, and eliminates the striking distances 
and creepage surfaces which would be necessary at these 

ints for unearthed or delta-connected transformers. The 
insulation between turns and coils is graded so as to afford 
a very high safety factor at the line end where, in this 
design, abnormal stresses would reach а maximum. It is 
not necessary to repeat this extra insulation in the body of 
the windings as might be required with intermixed groups 
of high- and low-voltage coils. 

The low-voltage windings consist of a single helical coil 
for each core leg (fig. 3), and are wound on ventilated 
insulating cylinders as illustrated, and are so proportioned 
with respect to diameter and thickness as to give ample sup- 
porting surface and rigidity. They are installed next to the 
core iron and inside of the high-voltage disk coils. Support is 
provided at the top and bottom by insulating blocks resting 
on the core frames. Both the high- and l.p. coils are of the 
one turn per layer type. built of round cornered rectangular 
copper and ventilated and supported throughout by “U” 
spacers. 

The transformers are of the same general construction as 
the 10,000-kVA, 120,000-volt unit shown in fig. 4, but, unlike 
the latter, have no porcelain supports at the ends of the 


Ба. 5.—AN OIL-FILLED 
250,000-VOLT BUSHING. 


Fig. 4.—A 10,000-KVA 
190,000-voLT TRANSFORMER. 


etacks, the h.p. coils resting directly on steel plates anchored 


. to the top and bottom core frames. 


The line end of the h.p. winding, coming from the centre 
of the stacks ав shown in fig. 2, is brought' out through a 
new standard oil-filled 950,000-volt busbing, fig. 5, which is 
interchangeable between the transformers and h.p. oil circuit 
breakers. The external shell consists of two porcelain pieces 
above the transformer cover, one porcelain piece below the 
cover, and an intermediate metal cylinder which is flanged 
at the upper end to support the bushing. This metal portion 
always extends below the transformer oil level to avoid any 
possibility of corona in transformers having an air space 
between the oil Jevel and cover. A metal tube extends from 
top to bottom through the centre of the bushing. and the 
intervening space between this tube and the porcelain shell 
is filled witb '' transil oil and concentric cylindrical insulating 
barriers. The glass chamber at the top provides space for 
expansion of the oil and indicates its level. The joints be- 
tween the shell sections are made with treated cork gaskets 
compressed locally by numerous bolts engaging metal clamp- 
ing rings. The central tube serves as the conductor when 
used in а breaker and as a conduit for a cable conductor in 
a transformer. 

The bushing has a dry flashover voltage of 660,000. The 
lightning flashover is estimated at more than twice the 
normal frequency figure and is equal for wet or dry con- 
ditions. In the event of any high impressed voltages the 
bushing will not puncture, but will arc from the terminal to 
earth without damage, and an essentially uniform surface 
distribution of potential is obtained, thus preventing corona 
on the surfaces. 


. The containing tank is of the oil conservator ”' type, hav- 
ing а separate chamber for oil expansion, and involving the 
elimination of the usual air space above the ой in the main 
tank and the isolation of the hot oil and transformer insula- 
tion from the surrounding air. The main tank is always 
completely filled with oil, and pressure is prevented by open- 
ing the auxiliary tank to the outside air through a “ breath- 
ing " device. Any accumulation of moisture in the auxiliar 
tank due to condensation is caught in a sump and drawn off 
through a pet-cock at the bottom. This construction eliminates 
breathing in the main tank and keeps the oil absolutely 
dry; avoids explosions due to a possible mixture of air and 
gas formed from hot or decomposed oil; protects the oil 
rom ''eludging," and preserves the transformer insulation 
io а remarkable extent. 

„The total weight of the transformer is 50 tons, including 
oil. The height from rail to top of bushing is 94 ft., and the 
diameter is 104 ft. | 
A current transformer is mounted on the cover and connected 
into the neutral circuit before the tank is earthed, and the 
current transformers of three units (one three-phase bank) 


have their secondaries connected in parallel so that any 


unbalanced current (earth current) can be measured. 

It ів an 3 fact that the manufacturers had actually 
designed the 290-kV transformers long before any definite 
pone had been made by power interests for operation at this 
voltage. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
oat ions at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession, 


The Dover Corporation Electricity Works and its Staff. 


In the Personal Column of your current issue, it is 
stated that the Dover Town Council has decided to give notice 
to practically the whole of the technical staff at the electricity 
works, and to offer them the option of re-engaging at a much 
lower salary for each appointment. 

This move must be resisted, not only with firmness, but 
with promptitude. It is to be hoped that as far as the 
E.P.E.A. is concerned, the official order will be that no 
official who із a member of the E. P. E. A. shall continue for 
a single week in the employ of the Dover Council at the 
reduced rate of pay. 

There is no time for arguing and shilly-shallying about the 
matter. Either these notices are withdrawn or our mem 
cease to serve the Dover Council. 

Any other policy means that Councils up and down the 
country will be only too glad to follow suit, and to back 
Dover Council up, if they think there is any chance ot 
forcing these terms on their staffs. | 

It is a matter of vital interest to every member; and if 
necessary we must be prepared to pay a high levy in order 
to support those of our members who may be temporarily 
out of а berth. 

The only policy for the E.P.E.A. to take is to shut the 
place down. Any half measures, any vacillating or com- 
promising, will mean а wholesale slump in salaries from Dover 
to Aberdeen. 

The latter place has been humoured a good deal. The 
logical result is seen in the present try on” at Dover. 
This must be stopped; and stopped with a jerk. 

It is to be hoped that mains men and shift men (I happen 
to belong to the latter) will now drop their public quarrelling, 
and will back the E.P.E.A. through what promises to be a 
most serious crisis. 

Our point is that we were so miserably underpaid in 1914, 
that any salary list based on double the 1914 rate would leave 
us far below the wretched economic level of that year. | 

The senior shift job at Dover is quoted as being paid at 
the princely salary of £100 a year in 1914. If the bertn 
had been paid at a reasonable rate. the lowest salary would 
then have been £160, rising to £200 by £10 a year. 

The salary acceptable to-day should, therefore, be at least 
£320. That post now carries £293, and it is proposed to 
reduce it to £236. 

Let our National Executive handle this matter firmly and 
promptly, and it will have every ineniber in the Association 


behind it. 
P. W. 
June 9Tth, 192]. 
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Electric Light Wiring Systems. 


I have always viewed the intelligence of my fellow followers 
of the art with some considerable feelings of pride, but vour 
correspondent's remarks on tbe relative merits of wiring 
systems have given rise to some misgivings. . 

Surely it is only a matter of common sense that a wiring 
system which, under certain conditions may be excellent, will 
be, under other conditions, out of the question. 

Because one thinks personallv that screwed tube makes 
the best wiring job. it does not necessarily rule out of court 
all other systems, when under consideration of installation 
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costs or the interference with decorations C. T.., Henley's, 
or same such system would be the one to adopt. 

I agree that Mr. Alldread's trouble with C.T.S. cable was 
probably due to careless handling and sharp bends. 

І am amused by the remark of Mr. J. M. Ward that cement- 
ing the ends of the underground conduit gave more trouble 
from condensation. I should have thought that the remedy 
was to provide an outlet for the water, and not to seal the 
trouble up. 1 | | 

Lead sheathing is likely to give trouble under certain 
conditions, unless the sheathing is itself protected, e.g., by 
compounding. | 

The writer remembers а lead telephone cable fixed in a 
brick wall losing practically all of its sheathing in віх months 
owing to salt being present in the sand used by the builders. 

I should like to deprecate the practice of some conduit manu- 
facturers in eflectually enamelling the female threaded portion 
of conduit fittings; this is liable to occasion bad electrical 
continuity. The writer remembers instances of trouble in 
this direction. 

In conclusion, whatever the system adopted, however well 
engineered the installation, the degree of skill of the wireman 
employed must be the deciding factor in a perfect installation. 


Н. Verrall. 
June Xith, 1921. 


With reference to Mr. J. M. Ward's letter in this week's 
Review, I note from his remarks he has had considerable ex- 
perience in electrical work, and I am astonished at his atti- 
tude towards screwed conduit. 

He refers to a church building, where cables are run 
underground in screwed conduit covered with cement. Was it 
necessary to cover the conduit with cement? In buildings of 
this size, a trench is usually provided for this. whereby access 
can always be obtained. On the other hand, and in this 
particular instance, where the conduit was covered with 
cement, may I ask Mr. Ward if he is assured that condensa- 
tion did occur? It is possible that the job may not have been 
watertight in the first instance. Much depends on what 
class of conduit was used. It must be borne in mind that 
various qualities are on the market, and in the electrical trade 
as well as other trades, inferior material is prevalent. Nothing 
gives more satisfaction than a well-laid-out installation of 
steel conduit, and I am confident that this particular diffi- 
culty could have been avoided in the first instance had a 
little more thought been given. | 

I am in constant touch with consulting engineers, archi- 
tects, and electrical contractors, and with due respect to the 
other systems of lighting, they highly recommend the screwed 
conduit system, and when possible insist on this system being 


employed. 
J. P. Gibb. 
Dundee. 
June Qith, 192]. 


The Cost of Living in Spain. 


If your correspondent ‘‘ Rover" is going out alone to a 
Spanish village he will probably have no alternative but to 
put up at the local“ fonda ’’ or inn, when board and lodgings 
wil cost him up to 12 pesetas (approximately 9s. at present 
exchange) a day. Accommodation 1s about on a par with that 
provided in remote English villages. The food is good and 
plentiful, but it generally takes an Englishman a week or 
two to get used to it, owing to the prevalence of olive oil 
and garlic. The sanitary arrangements are crude. 

If two or three Englishmen are working together, the best 
way for them is to rent a small house and furnish it with 
a minimum of cheap furniture, but taking care to provide 
adequate kitchen utensils and cutlery. Domestic help can 
be hired for 40 or 50 pesetas a month. and a servant will do 
all the necessary buying of food. &c. She will doubtless 
receive a commission on her buyings from the &hop-keepers. 
but will nevertheless buy cheaper than an Englishman can. 
Expenses by this method work out about the same as inn 
charges, but there is the advantage that fare more nearly ap- 
proximating English food can be thus obtained. Also, ex- 
penses are more under control, and if one of the Englishmen 
18 put in charge of the management of {һе house, the total 
cost of living need not be more than £8 or £9 per head per 
month, including wine. 

“ Rover " will find the Spaniards of all classes very sociable. 
They will be pleased to give him all kinds of assistance, and 
if he has a knowledge of the language (no matter how slight) 
he should find his stay in Spain a pleasant one. 

E. Scott Rivett. 

London. 


June 95th, 1921. 


The London Electricity Inquiry. 


I should like to call vour attention to the last paragraph in 
your Editorial of last week upon the above subject, which 
I think 18 not only misleading. but in part inaccurate. 

ihe main reason that the railwavs can supply themselves 
with electrical energy at a cheaper rate than they could 
obtain it at from a Joint Electricity Authoritv is because 
the load factor of the railways is very much higher than that 
of the Joint Authority. 


No doubt the sinking fund is a secondary and minor factor, 
and would depend, for its effect, upon the amount set aside 
by the railways for depreciation. 

When you state, however, or rather infer. that generally 
private enterprise can compete favourably with municipal 
supply, you are making a statement which is entirely opposed 
to the evidence shown in all the punea comparative state- 
ments of costs and prices charged, which is overwhelmingly 
in favour of the municipal undertakings. 


Municipal. 
June 25th, 1921. 


Abnormal Meter Records. 


May I bring to your notice the peculiar behaviour of 20 
meters installed for lighting installations in this city? There 
was a sudden rise in consumption during the month of March 
out of all proportion to the size of the installations connected; 
in April all these meters shówed their normal readings. 

It may further be noted that the meters, which are of the 
Ferranti a.c., single-phase, 230-volt, 50-cycle type, are not all 
connected to the same distributor or transformer. Figures 
are enclosed showing the readings of eight of these for four 
months of this year and the corresponding months of last 
year. 

Units CONSUMED, 1920. 
Jan. Feb. Mar. Apr. Total. 


UNITS CONSUMED, 1921. 
Jan. Feb. Mar. Apr. Total. 


15 15 14 81 175 35 18 123 21 197 
11 6 11 8 36 5 8 98 27 138 
58 42 64 41 190 71 35 115 44 265 
36 29 37 18 120 12 13 105 27 157 
17 14 11 40 82 8 10 202 20 240 
17 22 7 20 66 30 28 228 13 299 
23 20 18 18 79 8 2 93 S8 111 
— — — — — | 15 14 139 27 195 


I shall be obliged if you can give me any reason for the 
R. Forrest Preston, 


Engineer and Manager. 
Electricity Works, Ahmedabad. 
May 98th, 1921. 


Armature Core Bands. 


I would be pleased if you could give me your opinion, or 
any of your readers theirs, on the following, which I think 
would be of interest to а great number of subscribers to the 
Review. During the course of my business (electrical) we 
have come across an armature which is rated at 1,760 r.p.m., 
this is wound with copper strip of size .5X.048; after winding 
it is banded on the core with No. 20 steel banding wire, 3 in. 
wide, the outer bands with No. 18 steel banding wire; after 
running some time the core bands began, to spread, and 
ultimately break away. Double layer bands were then used, 
and after running about four months, burst; the outer bands 
(on the winding) still remain and seem quite as good as when 
put on, and do not show any signs of breaking away. As I 
have never, in my 15 years' experience, come across any- 
thing like this before, I trust that vou will endeavour to give 
me the benefit of your readers' opinions, which will be greatly 
appreciated Бу" 


June Ast, 192]. 


Armature. 


Standard Brush-holders. 


Some 12 months or so ago I was shown a small brush- 
holder which I was informed was likely to become the stan- 
dard, or one of the standards. for use on d.c. machines. Al- 
though I have made several inquiries recently I cannot find 
out anything further with regard to the matter, and shall be 
glad if you can give me any information. 

The whole question of brush gear and brushes sadly needs 
overhauling, and, personally, whenever I hear of a designer 
having brought out a new type of brush-holder—an item of 
news I occasionally come across—I must admit I feel rather 
inclined to slay him, as I am quite certain there are enough 
types of holder on the market already to satisfy any reason- 
able person's requirements. 

Any information which you can give on this matter will 
I um sure, be appreciated by a good many engineers. 


Wo р 
June Ast, 1921. rried 


The Grading of Mains Engineers. 


Like Another Meter Engineer.“ the writer is ver 
to see that at last someone has dared to“ break tee d 
to speak, regarding the status of the man in charge of the 
meters. 

It is, indeed. a lamentable fact that amongst a great number 
of supply authorities the meter superintendent, meter tester 
or whatsoever name they chose to give him, is looked upon 
as an individual who is expected to be able to satisfy any всер- 
tical consumer ав ќо the accuracv of his or her meter (not 
ав 1 sor ох any со de to be at the heck and call 
of all and sundry on the undertaking, т] 
engineer to the office boy. E л 

What 1s the use of the power station technical staff carefully 
compiling the cost of coal per unit sent out, ounces of 
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steam per unit generated, &c., if the man in charge of the 
meters is not conscientiously carrying out his duties? Is it 
not akin to the old saying of straining out gnats and swallow- 
ing camels? 

There can be no doubt whatever that on the meter man 
depends the revenue of the concern; his responsibility in 
this respect shouid, therefore, be recognised to the full, and 
every consideration and facility should be given him to carry 
. out his work efficiently. He should have at least a respect- 
able test room and reliable instruments, which shouia re- 
main his as long as he is employed by the authority concerned, 
and not be used as a workshop for the wiremen, nor should 
his instruments be placed at the disposal of apprentices, &с. 
Yet how often does one tind that the meter department con- 
sists of some out-of-the-way corner of the power house, badly 
lit, and filthy dirty, and what instruments he is fortunate 
(or unfortunate) enough to possess are badly in need of 
repair. A few pounds laid out on the meter department will 
more than repay themselves in a very short time if the right 
man is there to carry out the work, and if the right man ıs 
there, surely he should be placed on an equal footing in 
every way with the mains engineer, with whom more often 
than not he has to work in co-ordination. 

The writer hopes to see more correspondence on this subject. 
and trusts that the day is not far distant when the long- 
forgotten meter engineer will receive his dues in more ways 
than one. | 


June 9Tth, 199]. 


Rev. Counter. 


In your issue of June 17th. one of your correspondents 
asks if any reader knows of any grading for the meter 
engineer. I know of a 4.000-EW station where the meter 
engineer had a pre-war weekly salary of 358. ‘This gentleman 
is now in receipt of £354 per annum, being graded on the 
salary of the mains superintendent. according to the E. P. E. X. 
Schedule. It is clear. therefore. that he must be in grade 7. 
In the same station the charge engineers were getting а pre- 
war salary of 508. per week—they now get £295 per annum. 
That does not look, on the face of it, as though the meter 
engineer had a lot of grounds for grousing; whereas the 
charge enginecr (one of whose spare-time duties used to be 
the calibrating and testing of meters) is in grade 8: one below 
that of the meter engineer. This is one of the many reasons 
why the charge engineer is fed up with the E. P. E. A. 


It Won't Do. 


Perhaps you will allow me to correct a misconstruction 
which C. S. W.” has placed upon certain statements in 
my recent letter wherein I urged the desirability of a leaven- 
ing of shift men being elected to the E.P.E.A. committees. 
To argue from this that I advocated the packing of these 
committees with shift engineers merely because they are 
shift engineers, and without regard for their fitness or ability. 
is absurd, although the absurdity of the suggestion that brains 
are the exclusive prerogative of day men is no less obvious. 


It is a little amusing to note C. S. Ws” estimate of 


ihe calibre of the genus shift engineer. He 18 an unskilful 
or hot-headed operator. to whose tender mercies the Asso. 
ciation is not to be lightly handed over. This startling truth 
presages a serious state of allairs when the present supply 
of day men begins to give out and has to be replenished 
from tbe ranks of the lower grades. Will not the electricity 
supply industry then be in a parlous plight indeed? 
Without disputing for a moment the excellence of the 


advice to select the best man for the job and vote for him.. 


I stil hold that psychology should be considered, and it is 
only common sense to believe that those who are bearing 
the heat and burden of the day on shift duties must neces- 
sarilp have а muore vivid sense of the problems peculiar to 
their grades than those who are fortunate enough—not in- 
variably nor essentially clever enough—to have become eman- 
cipated. It is for this reason chietly that I consider a pro- 
portion of shift men on the various committees highly de- 
sirable. 

I fully concur in the opinion of ' C. S. W." that the 
Association has been most skilfully steered so far through 
troublous times. АП honour to the men who have succeeded 
so well in a difficult task. With regard to the Negotiating 
Committee, of course it is easy for those with a grievance 
to seize upon the first scapegoat that presents itself, and 
possibly the severe criticism to which this body has been 
subjected is undeserved. I have little doubt the member. 
did their best in the interests of all, according to the faith 
that was in them. I would not dream of doubting their 
integrity, only I feel it is unfortunate that I. along with so 
large а number of members of the E.P.E.A., should have 
occasion to regret the necessity of signing myself 

Grade 8. 


June th, 1991. 


— 


Converting 50- cycle Alternating to 1,500.V Direct Current. 


I am obliged to M. A. R.“ for his criticism, and admit 
that for the moment, I had forgotten the mercury arc rectifier. 

I am not an expert in electric traction, but in the case 
under discussion, I should be inclined to install mercury 
rectifiers in most of the sub-stations; but I would install, 
say, two motor converters somewhere on the system. 


My reason would be that the mercury rectifier is irreversible 
and as regenerative control would probably be used, it is 
conceivable that the regenerated power of the system might 
occasionally exceed the load for a few minutes. Under those 
conditions, if the supply were wholly through rectiners, the 
line volts might become excessive, and the only regenerative 
brake then available to the locomotives would be that pro- 
vided by a resistance which, I imagine, would be required 
to maintain the ares under such circumstances. Of course, 
І admit that the occurrence of the above condition would 
be more frequent in the case of the electrification of а com- 
paratively short mountain section such as bas been done 
in the United States, than in the case of а whole system like 
the S.E. & C.R. 

The title (not my choice) of NMI. A. R.'s letter and my 
previous one is somewhat unfortunate, as the case was not one 
of the conversion of 1.500 V a.c., but of, I imagine, about 
6,000 V a.c. 

Up to about 19,000 V a.c. the motor converter, of course, 
needs no transformer. 

K. W. 


June 27th, 1921. 


Marine Electrician. 
Could you give me any information as to how I could 
ү into the mercantile marine as an electrician, or where 
could get such information? 
E. R. M. 


(The usual course, we believe, is to apply direct to shipping 
companies. Possibly our readers will help our correspondent. 
—Ens. Errc. Rev.) 


Technical Books. 


I should be very grateful to any of your readers who could 
express an opinion on a technical work which is in my pos- 
session, namely, the " Cyclopedia of Applied Electricity," 
published by the American Technical Society (1921). 

Í am only a young engineer, and would like to know from 
more experienced authorities if this work can be relied on 
for general information regarding electrical engineering in 
this country. 

I should also be glad to hear of a similar complete and 
up-to-date publication dealing with practical electrical en- 
gineering ав applied in England. 

L. W. С. 


June 96th, 1921. 


(Modern Electrical Engineering " (1919), edited by Prof. 
M. Maclean, is the most encyclopedic British work on this 
gubject.—Ebps. Erec. REV. J 


Diesel Engine Repaired by Welding, — Much has 
recently been written on the subject of electric welding, but 
the following brief description of the repair of а 600-b.h.p. 
Diesel engine carried out by this means may be of interest 
to engineers. The repair was effected without dismounting 
the engine. for the Charing Cross, West End & City Elec- 
tricity Supply Co., Ltd., at the St. Martin's Lane station. 

The base of the main A column of the engine was cracked 
as the result of an accident, the crack on one column extend- 
ing right round the front half and about two-thirds round 
the back half of the column through metal varying from 
24 to 31 in. thick. whilst the other column was cracked at the 
ends inside and outside. Work was commenced by chipping 
out the metal surrounding the crack from both sides of the 
casting. to form a vee for the reception of the weld 
metal, 21 in. wide and varying in depth with the thickness 
of the casting. The welding, which was carried out with 
„K. W. P.“ electrodes, was commenced as soon as one-half 
of the crack had been chipped out and other operations 
necessary an this class of work were completed. | 

It may here be mentioned that welding cast iron 1s at 
all times a difficult matter, and that the difficulties are 1n- 
creased: where, as in this case. the casting cannot be pre- 
heated. The Union Electric Welding Co., Ltd., which was 
responsible for the work, is able, however, as has been 
pointed out in our columns by Major J. Caldwell, to weld 
fhis metal with good results owing to the fact that its 
operators can reduce to a minimum the injurious strains get 
up in the metal due to the contraction of the casting on 
cooling. . 

Welding was proceeded with in sections of about 9 in.. 
great care being taken that the added metal was thoroughly 
united with the original metal. Approximately 700 ft. of 
„ A. W. P.“ electrodes were used. representing 50 lb. of added 
metal. and as the electricity for welding was supplied by 
the Charine Cross Co., the only equipment required consis 
of я nortable resistance. electrode holders, and cables. А 
portable air-compressing plant was used to serve the pneumatic 
tools used for the chipping operation. 

Great credit is due to the engineer of the Charing Cross 
Co. for having this important repair carried out by means 
of electric welding. thereby saving the company a considerable 
amount of time and money. The engine was run on los 
within four weeks from the commencement of the repair. 


P 
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NEW ELECTRICAL DEVICES, FITTINGS AND PLANT. 


Readers are invited to submit partioulers of new or improved devices and apparatus, which will be published 
if considered of sufficient interest, 


The Garage Converter. 


The problem of charging the smaller sizes of accumulator 
from an a.c. cireuit may be easily solved by means of the 
Garage current converter (fig. 1) made by the OVERSEAS 
ENGINEERING Co., LTD., 163-165, Great Portland Street, W. I. 
This device consists of a small auto-transformer which reduces 
the pressure of an ordinary lighting circuit to the lower voltage 
necessary for charging accumulators. Combined with the 


Fic. 1.—Tue “ GARAGE " CURRENT CONVERTER. 


transformer is an ordinary vibrator which ensures that the 
current passes in one direction only. As the current taken 
by the converter is small, the appliance may be connected to 
апу wall plug or lamp socket on a circuit of the correct 
voltage and frequency. The usual sizes range from 4 to 12 
volts for 110- or 200/240-volt circuits; they are supplied for 
any frequency from 25 to 100 cycles. | 


А Flexible Insulating Coupling. 


Among the exhibits at the recent Rubber Exhibition at the 
Agricultural Hall was a patent flexible coupling. shown by 
its makers, Messrs. R. FAUsET GILLESPIE & Co., 49, Frederick 
Street, Edinburgh. This coupling (fig. 4) consists of two 
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Mig. 2—IMvrovep  Utmity Current LIMITER. 
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castings only with a number of rubber buffers which are 
Very durable. As the coupling is virtually a universal joint 
(the maximum degree of angularity being fixed by the clear- 
ance allowed between the two parts) all inaccuracies .of align- 
ment are neutralized. The coupling can be driven in either 
direction, and either of the two halves can be Кеуеа to the 
driving shaft. The contact area between the iron and the 
rubber is automatically adjusted to suit the load. 


The “ Utility " Current Limiter. 
The “ Utility” current limiter was described in these 
columns some months ago. The makers, ELECTRICAL UTILITIES, 
Lr»., 1-3, Shelgate Road, S.W. II. have sent us particulars 


of an improvement (patent applied for) introduced into this 
instrument. | 
As in other types, the. Utility current limiter provides 
for a flicker when excessive current is used, but а certain 
amount of heat can be obtained even with this flickering 
current. Hence a neat little improvement in the ebonite 
mercury tube has been introduced. From the illustration (fig. 
2) it will be seen that a groove A is provided in the lower 
part of the tube. This groove does not affect the working of 
the limiter in normal operation or even when there is a 
small overload, as the plunger does not rise high enough. If, 
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Fic. 3.—Episwan CURRENT LIMITER. 


SPECIAL RUBBER BALLS 


SECTIONS OF PATENT FLEXIBLE COUPLING. 


Fia. 4.—A FLEXIBLE [NSULATING COUPLING. 


however, a consumer who has, say, a lamp. liniter in his 
house, endeavours to use a flat iron or other heating device, 
using, say, 1.5 amps. the plunger in its flickering operation 
will rise sufliciently. for the bottom flange to slip into the 
groove and rest on the bottom face. There is no uncertainty 
in this action, as the plunger, although floating in mercury, is 
in unstable equilibrium, and tends to assume a tilting posi- 
tion in the tube, thus forcing one point of the botton flange 
into the groove. With the plunger in this position the circuit 
is definitely broken, and will remain so until the limiter 
case is tapped. A comparatively slight tap will release the 
plunger, but if the excessive load continues the plunger again 
rises and immediately drops into the groove agam. A further 
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modification to suit the requirements of certain engineers is 
the provision of a bushed hole B in the base of the instru- 
ment, so that the wires from the external circuit can be led 
into the instrument without being visible. In this case there 
15, of. course, no opening in the cover. 


A New Current Limiter. 


The new form of current-limiting device produced by the 
Epison Swan ELECTRIC Co., LTD., of Ponders End, Middlesex, 
which is claimed to be entirely novel, embodies a special 
lamp resistance, and when the predetermined amount of 
energy 18 exceeded the limiter operates and switches the 
lamp resistance in series with the load, thus dimming au the 
lamps on circuit. This does not annoy the consumer nearly 
so much as the flickering, or as total extinction, particularly 
as the switching off of the last lamp, even if it is of only 
20 watts capacity, will immediately restore the rest of the 
lamps to full brilliancy. A further advantage to be noted 
Is that if an electric iron be switched on, or even a ]-kW 
radiator, the limiter will simply operate in the usual Way 
and no more current can pass than the lamp resistance will 
allow. In a limiter with a 100-watt setting, where the lamp 
resistance. will pass only 80 watts on a short circuit, Jt will be 
seen that the amount of current passed through an iron, for 
Instance, will be insufficient. even to warm it. A further 
advantage is that on mild short circuits the limiter sometimes 
operates Without blowing the main fuses, but even in the 
case of bad shorts the limiter tends to operate and provides 
an additional break, thus making the blowing of the tuses 
very much less destructive than would otherwise be the case. 

Ав wil be seen from the illustration (tig. 3), the limiter 
proper consists of a U-shaped laminated yoke (A), containing 
а main series coil (D), on each leg, and having a laminated 
armature (С) pivoted at one end below it. Below the arma- 
ture is pivoted a further arm of fibre (D) which is normally 
held to the main armature by a hooked member (Е) catening 
into a pin in the fibre (D). The main armature (C) carries one 
contact and the fibre arm the other, and the contacts (which 
are provided with carbon breaks) normally short-circuit the 
lamp resistance (Е). When the predetermined current is ex- 
ceeded, the main armature (C) is attracted to the yoke (A), 
and carries with it the fibre arm (D) since they are hooked 
together. When the main armature (C) has completed 
its travel, however, one end of the hooked member 
(E) impinges on a stop screw (С), and releases the 
fibre arm (D) which, consequently, drops away and 
thus reiieves the short on the lamp resistance (Е). This 
puts the latter in series with the load and dims all the lamps 
in circuit. Below the fibre arm (D) will be noted a further 
stop screw (Н) and this, together with the screw (О), is the 
only adjustment necessary; the adjustment of the limiter 
in fact is exceedingly simple, and can be carried out by 
practically inexperienced people quite readily. In addition 
to the limiting device proper, the case contains the lamp 
resistance (F), two single-pole fuses (J) and (K), a terminal 
board (L) (for connection on the loop-in system), and a sealing 
chamber (M) (for use where lead-covered paper-insulated 
cable is employed), as well as an earthing clamp (N). There- 
fore, the case contains absolutely all that is necessary in order 
to give S rvice to a consumer. It is unnecessary for the supply 
authority to buy separately the limiter, the fuses, sealing 
chamber, &c., and to mount them all on a separate board 
and interconenct them; all supply authorities do not use the 
loop-in system, but at least one Corporation which uses this 
system 1n combination with the Ediswan limiting device 
states, we are informed, that it can by this means give service 
at one half pre-war cost, a result which should commend 
the limiter to serious consideration. 


NEW PATENTS APPLIED FOR, 1921. 


(MOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Serron-Jones, O’DELL AND 
SisPuENS, Chartered Patent Agents, 285, High Holborn, London, W.C. 1. 


16,194. “ Bowls for reflected. lighting." A. W. Bailey. June 13th. 

16,205, “ Electric resistance for regulating candle-power of electric incan- 
descent lamps.” G. J. Bjerre. June 13th. 

10,221. *' Electric. accumulators. II. M. Genese. June 13th. 

16,230. “ Electric lighting device.” H. J. Cohen (J. Nies) June 13th. 

16.243. Electric motors. British Thomson-Houston Co., Ltd., and F. H. 
Clough. June 13th. 

10.271. i Interference tubes for phonographs and telephones.” М. E. 


Wolvekamp. June 13th. | 
16,272. '' Speed-governors fur electric. motors," F. б. Creed and Creed & 


Co., Lid. June 13th. "P 
16,283. electric calling devices." А. W. Whistlecroft. June 13th. 
16,20. ** Mternating-current. power-transmission plants.“ K. v. 
June 13th. (Hungary, August 16th, 1918.) | 
16,234. “Device lor testing high-tension sparking plugs, magnetos, and 
coils, F. Greenhalgh and J. J. Jonnison. June l4th. ae ae 
16.302. ** Electrically-heated cooking-ovens," G. A. C. Thynne and H. S. 
Thynne. June lath. | , 
16.312. d Maginetoseleetric machines.“ F. Westwood. June 14th. 
16.317. Devices for preventing removal of electric incandescent lamps 
from their holders." H. Gresty. June L4th, | | А 
16.331. „ Arrangement for operation from a distance of an overload switch. 
F Krupp Akt-Ges. June lith. (Germany, August 20th, 1920.) 

16,354. © Signalling devices.” A. E. Harley-Mason, June 4th. 

16,363. „ Electrical signalling methods.” F. E. Pernot. June 14th. 

16,369. " Motor mechanism for automatic. telephone systems, Фс.” T. 
L' nathan. june Ith. | 

160370). Registering systems." T. Һепанһап, June lth. 

16,371. '* Automatic. telephone Systems," I. Lenaghan, June IAth. 
*6,372. " Electrical time switches.“ E. Кое. June lith. 


Kando. 


16.388. Telephone systems." L. Drouet and A. Thomas. 
(France, June loth, 1920.) 

16,393. ** Automatic maximum-current. switches.“ Siemens-Schuckertwerke. 
June Mth. (Germany, June 15th, 1920.) 

16.40. „ Electric-light. pendants.” J. E. Barber, Н. M. Burr and W. F. 
Merry. June lth. 

16.419. Electric plug and socket connections.” J. B. Tucker. June 14th. 
16,425. “ Electric resistances.” S. G. Frost. June 15th. 
co “ Electrically-operated diaphragm pump." E. G. Fiegehen. June 
oth. 

16,431. „ Vulcanite accumulator boxes." L. Brown and C. Macintosh. & 
Co., Ltd. June 15th. 


June 14th. 


аа ——— — 


PUBLISHED SPECIFICATIONS. 


Tae numbers in parcntheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1919. ; 

29,526. Galvanic batteries.” А. O. Tate. November 26th, 1913. (United 
States, March 8th.) (140,052.) 

24927. " Dwnamo-lectrie machines.” L. J. Stephenson. 
1518. (135,861.) 

2.538. Eleetrically-deiven motor.” A. 
(J. rance, November 27th, 1918.) (135, 86.3.) 

30,063. „ Wiadings — of alternating current dynamo- electric machines.“ 
British Thomson-Houston Co., Lid., Е. II. Clough and H. W. T. „lor. Decenii 
ber 2nd, 1919. (164,040.) 

30.513. '* Electric gas-filled lamps with glow discharge.“ Е. Schroter. Мах 
3rd, 1915. (136.175.) 

31,815. Incandescent. electric lamps," I.. A. de Becker. December 18th, 
1319. (164.058.) 

52,569. '' Means for the production of sound by electro-majrnetivally-operated 
diaphragms. ® E. A. Graham. December 29h, 1919.  (1064,0(00.) 

32.700. ©“ Manufacture of galvanic elements," F. Воскег and A. Eichhoff. 
December 30th, 1919. (164, 002.) 


October. 10th, 


Lecorat. November 26th, 191). 


* 


1920. 

2.445. Mapneto-sturters.” J. F. Adye. January 26th, 1920. (1604.064.) 
4,965. Apparatus for holding X-ray tubes," Siemens & Halske Aki.-Gcs. 
December 28th, 1917. (139,192.) 

5.055. „Audible and visual indicator for signalling purpos-s.“ EK. L. 
Marley. February 19th, 1920. (164,053.) 

5, 208. Electrically-controlled fastenings for doors and the like." H. 
Knispel and F. Gerbsch. February 20th, 1920. (164,085.) 

5.433. „ Electrically-heated device.” Landers, Frary & Clark. June 11th, 
1919. (144,610.) 


5,134. Electrically-heated device.” Landers, Frary & Clark. August 
llth, 1919. (149,645.) 
9,438. '' Electrically-heated utensil.” Landers, Frary & Clark. August 


18th, 1919. (149,933.) 

5,669. ** Sound-locating apparatus.“ British Thomson-Houston Co., Ltd. 
(General Electric Co.). February 25th, 1920. (164,091.) 

5.728. Receivers of high-frequency sound waves." M. I. Pupin. Febru- 
ary 4th, 1918. (139,496.) 

5,743. Electric toasters.” E. DP. Taylor. February 25th, 1920. 64,093.) 
5,987. '' Construction of aerial masts for wireless telegraphy and the like.” 
S. Moehl. February 27th, 1920. (164, 100.) 

6.055. Electrically-driven blocks, hoists, and the like." J. Ogden. Febru- 
ary 28th, 1920. (164,102.) ' 
6.079. Wireless telephony." February 28th, 1920. 
(164,105.) 
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No. 2,276 


ENGINEERS IN CONFERENCE. 


Last week was signalised by the resumption of the series 
of Engineering Conferences organised by the Institution 
of Civil Engineers, which was interrupted by the war; 
а very full ргоргашше was laid before the members, and 
there was a great deal that was interesting in the pro- 
ceedings, which, despite one or two small hitches, proved 
very successful. 

The presence of the American engineers delegated to 
confer upon Sir Robert Hadfield—and, through him, 
the British engineering profession in general—the 
highest honour at the command of the kindred fraternity 
in the United States, greatly enlianced the dignity and 
significance of the assembly over which Mr. John A. 
Brodie presided, and the large attendance of engineers 
from all parts of the country bore witness to their 
interest in the proceedings. 

We were glad that the President, in opening the Con- 
ference, seized the opportunity to impress upon the 
audience the fact that the engineer owed it to the com- 
munity to take an active part in the solution of the 
social and industrial problems with which the nation 
is confronted to-day. It is an old theme with us; we 
have always held that the training of an engineer, which 
involved not only the development of a logical and 
scientific habit of thought, but also an intimate associa- 
tion from the commencement of his apprenticeship with 
the manual workers in the industry, peculiarly fitted 
him to deal with labour questions, while the constant 
necessity of studying ways and means of attaining de- 
sired results with the minimum expenditure of time, 
effort, and money—in other words, the science of com- 
mercial efficiency —similarly equipped him with qualities 
essential to the successful conduct of public affairs. 
These are not all the requirements, it is true; the study 
of economics in the broadest sense, and of politics (but 
not the politics of the professional politician, from whom 
deliver us) is also necessary, but the competent en- 
pineer is a student to the end of his life, and may be 
trusted to acquire such information when he needs it. 
The same note was struck by Dr. Ira N. Hollis in re- 
sponding to the President's welcome; he emphasised the 
necessity for the engineer to take his share in the social 
and political work of tlie world, and in evolving a new 
social svstem based on the doctrines of Christianity. 

Turning to the work of the Conference, we may remark 
that there were over 50 short papers introducing discus- 
sions in seven Sections, sitting simultaneously, and that 
to attempt to survey this mass of matter would call for 
the qualities of a superiħan. Add to this the fact that 
the Institution of Mechanical Eneineers was holding 
its London Summer Meeting at the same time, dis- 
cussing 16 branches of the subject of '' Thermal Ef- 


ciency of Heat Power Plants’’ during two of the three 
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days, and we have the conditions for & severe attack 
of mental indigestion. Unlike the proceedings of tlie 
Engineering Conference, the whole of the work of the 
Mechanical Engineers’ Conference was of more or less 
inmediate interest to the electrical and allied industries, 
and we are glad to know that it will be made available in 
printed form by the Institution concerned. 

Whilst we do not question the obvious necessity of 
holding sectional meetings simultaneously on occasions 
of this nature, we doubt the wisdom of holding two en- 
gineering conferences at the same time, and we feel that 
it indicates a lack of co-ordination or co-operation be- 
tween the two societies. We know that those words are 
becoming ‘somewhat wearisome, but there never was a 
titne in our industrial history when the observance of 
the principles which they denote was more imperatively 
necessary, We understand that the Summer Meeting 
was originally fixed for the preceding week; was the 
date altered merely in order to receive the American 
delegation, or was it true—as we have heard—that a 
spirit of rivalry (we would not say jealousy) was the 
cause? Whatever the reason, we think the decision was 
somewhat ill-advised and unfortunate. By all means 
let us have a large joint conference, but let it be one. 
We look forward to the day when the electrical societies 
in this country will join hands, under the ægis of 
E. D. A., in holding a convention comparable to the huge 
and enthusiastic gatherings of the N. E. L.A. in the 
United States—united and harmonious. 


IN THE SOUTH 
MARKET. 


COMPETITION 
AMERICAN 


During the course of the war the South American 
market was necessarily deprived of most of the cus- 
tomary imports of electrical machinery and plant from 
Europe, and both Japanese and American firms en- 
deavoured to step into the breach. Swiss engineering 
works did a certain amount of business, or rather, made 
effurts to execute old orders when export and transport 
facilities were available to them. To the credit of at 
least two Swiss engineering firms can be set on record 
the fact that they definitely refused offers made to them 
by German firms to act as the intermediaries for the 
latter in the oversea export trade, in contradistinction 
to what happened or what was sought to be accomplished 
in certain other countries in Europe. As already men- 
tioned, the Japanese succeeded in entering the South 
American market, while American firms tried greatly 
to extend the scope of their business in that part of the 
world. On the other hand, the German agents of all 
kinds in South America or their nominees made a prac- 
tice of purchasing electrical and other engineering manu- 
factures from American works for the purpose of keeping 
alive the German connections during the war. Black 
lists or no black lists, the intermediaries of the German 
agents managed to retain the connections for the latter 
in some forin or other, for while it was possible to pre- 
vent German trading through intermediaries in Euro- 
pean countries, it was impossible entirely to stop such 
trading by the operation of black lists enforced as far 
as possible by Allied diplomatie action in South America. 

Now the turn of the tide appears to have begun. 
Japan, which in pre-war times had no labour question 
in the European sense of the term, has one at present, 
aud it is said that the very cheap Japanese labour is a 


matter of the past, owine to labour disputes and the 
higher wages which have to be paid to the men, who have 
awakened from their former ready resignation to cir- 
cumstances. The Americans, too, have a labour pro- 
blem to some extent, but not of the kind which will 
probably confront them, because they cannot expect to 
escape а reaction of the European labour movements at 
some future time. What these facts mean in connection 
with the South American market is that by way of 
comparison with the goods which the Germans are pour- 
ing into that continent, the Japanese and the American 
goods, at all events the latter, have become very dear 
and are unsaleable. Large shipments of German iron 
and steel, mechanical appliances of various descriptions, 
and electrical machinery, are understood to have reached 
South America at prices at which American manufac- 
turers are unable to compete because they were produced 
at high prime costs, and are now lying unsold at the 
ports and warehouses in South America. No wonder 
the Americans are becoming alarmed at the change in 
the situation of affairs, 

There is no doubt that German competition in the 
South American market has now set in with renewed 
vigour for many reasons. Apart from the facilities 
afforded by the depreciated German currency, Waves in 
Germany are really insignificant, notwithstanding that 
they have been repeatedly increased during the past 
twelve months. The rates paid to mechanics, for in- 
stance, are, and were, is. 5d. for an eight-hour shift 
at the beginning of May of the present year on the 
basis of the then rate of exchange, which is the only 
true measure of the value of the wages as compared with 
those paid in other countries. The price of coal was, 
and still is, considerably cheaper in Germany than in 
England and perhaps also in America; shipping rates 
from German ports to South America are considerably 
lower because tlie wages paid to the crews are only one- 
third of those paid on British and American ships—it is 
even sald that they are much less than one-third—the 
consequence 15 that the Germans either alone or in con- 
junction with their Dutch shipping friends are able to 
transport cargo at rates at which all other shipping 
companies in the world would be involved in a loss. 
The Germans have a growing number of their own ships; 
they constructed over 200,000 tons last уеаг, and as 
soon as they are able further to increase the number of 
lines in service it is believed, at least in Scandinavian 
shipping circles, that they will secure a considerably 
greater amount of the carrying trade of the world, be- 
cause under existing circumstances they can run their 
vessels on a much more economical basis than the ship- 
ping companies of any other country. It is of no use. 
blinking the facts; the Germans are out to win if pos- 
sible. by“ peaceful trade penetration“ what they failed 
to achieve bv force of arms. Let us take, for instance, 
the German trade returns, the tardy publication of which 
has now been resumed by the Statistical Board of Berlin. 
Leaving out of consideration the question of values, 
which would be misleading under the present depre- 
ciated condition of the mark, the official German figures 
show that while the imports of machinery and of elec- 
trical manufactures in the eleven months ended with 
last November amounted only to 5,263 tons, the exports 
of machinery in the same period totalled 344.900 tons. 
and those of electrical manufactures reached 60,700 tons 
in the same term of months. And we see no reason for 
refusing to accept these statistics as representing the 
actual turnover of the foreign trade of the country. It 
will be impossible until a later date to ascertain what 
proportion of these tonnages was sent to South America 
or what tonnave has been also forwarded there in the 
present year. On the other hand, unofficial figures. 
given in values, purport to show that the Germans ex- 
ported to Russia insulators for 4,700,000 marks, electric 
lamps for 20,300,000 marks, and wire and electrical 
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equipment for 2,300,000 marks between May and De- 
cember last year.” HL 

It is impossible not to conclude that the Germans are 
making a big bid to recover and develop the export trade 
in general and the South American market in particular. 
The South American branches of the German banks 
have been at work for a long time past, and one— the 
German Transmarine Bank—has just declared a divi- 
dend at the rate of 30 per cent. ‘the German branches 
of the mechanical and electrical manufacturing works 
are actively pushing business, and every German mer- 
chant is an assiduous promoter of German trade, whether 
on the coast line or in the interior, while the electricity 
supply companies in which German concerns still have 
interests are active in the advancement of the sale of 
German plant and apparatus. In this connection we 
have yet to learn that the transfer to Spanish ownership 
of the various undertakings of the German Transmarine 
Electricity Co., and of its ramifications, will make any 
change in the furtherance of the use of German plant 
by these different works and departments or whether 
Spanish manufactures will now be put forward as sub- 
stitutes. It must also be remembered that the German 
home works are lavish in their expenditure on the pre- 
paration of detailed schemes and estimates and drawings 
of proposed installations at mines and industrial works 
in accordance with the requests which they receive from 
their branches in South America. e ud 

The question now arises where British firms come 
in. It is a very big problem. Unless branch houses are 
established or extended in South America, or the services 
of British engineering firms already on the spot are 
secured, and they are treated in a very liberal manner, 
it seems hopeless to expect to do a large amount of busi- 
ness by correspondence. Engineering travellers occa- 
sionally visiting branch houses when the latter exist, 
and inaking a series of calls upon clients or prospective 
customers are all very well, but the people who will actu- 
ally transact the business are those who can get and 
keep in touch with the industrial establishments which 
are being erected or modernised, the owners of which 
can only treat with local and qualified representatives, 
while the showroom business would be a further advan- 
tage for the development of trade. It is only the men 
on the spot who can make the necessary inspections and 
gain the essential details in the case of possible large 
contracts in order to prepare or obtain from home the 
specifications and estimates so ав to secure the orders. 
All these matters mean money, and unless a liberal policy 
in this respect is adopted we must not be surprised 
if the Germans get a stronger hold on the South American 
market. In conclusion, attention may be directed to 
the resolution which was passed at the recent meeting 
of the Association of British Chambers of Commerce 
urging upon the Government the desirability of Govern- 
ment participation in the Brazilian Centenary Exhibi- 
tion. During the course of the discussion, Messrs. К. 
Wichello and G. Marr. of the Brazil Chamber of Com- 
merce, and Mr. G. H. Cooper, of Uruguay. put forward 
‘trong advocacy that British traders should take part 
in the exhibition on the ground that if they failed to 
do so, the effects on British trade in South America 
would be very detrimental. 


Our reference last week to the credu- 

Electric: Castles litv of the lav Press was promptly illus- 

in the Air. trated, after the journal had left our 

| hands, by a leaderette in The Times 

under the above title, supporting the assertions of one 
of its correspondents, who betraved a pathetic ignorance 
of the facts regarding the London Inquiry. Nothing 
can be more certain, from the evidence brought forward, 
than that the local authorities, and the Joint Electricity 
Authority, will nof embark upon an enormous outlay 
ice new capital stations within the next few years; vet 
m London Elector " declares that every one of the 
grandiose schemes before the Commissioners involves 


"enormous sums of capital expenditure," and that 
Parliament instead of passing the Electricity Bill would 
properly say: ‘‘ Carry on as best you can under existing 
conditions until times improve." That is exactly what 
the schemes propose to do. But London Elector "' 
says: '' How utterly unbalanced and untimely, there- 
fore, are these extravagant notions of the Electricity 
“Commissioners and the Ministry of Transport”! and 
The Times dutifully elaborates the theme, stating that 
four new capital stations are to be erected in the first 
stage, thirty-four existing stations are to be progres- 
sively closed," and so on. It indicates a proposed ex- 
penditure of £13,050,000 in the next four years, and 
u further £30,750,000 by 1930, and states that ‘‘ public 
authorities will not dare to borrow the necessary 
capital.“ . d | 

` In point of fact, the main technical scheme involves 
an outlay of only .£1,050,000 by the Joint Electricity 
Authority within the next five years, and the whole 
tendency of the proceedings is towards restricting 
capital expenditure to the minimum. Capital will have 
to be spent, in order to meet the increasing demand, in 
any event— Bill or no Bill, Authority or no Authority— 
and the problem that is being solved 1s how to economise 
in every possible direction, but especially by co-operative 
action. . 

In one respect, it must be admitted, The Times and 
its correspondent are in the right where they criticise 
the heavy cost of the Inquiries. Unfortunately the con- 
duct of the proceedings is largely in the hands of 
counsel, able indeed, but myopic; with meticulous care 
they fasten upon points of insignificant detail—such as, 
for example, the fact that a public footpath runs across 
the Beckton site—and labour them ad absurdum, wast- 
ing time and money in the process. Such points are 
utterly unimportant—what is wanted is the broad view 
of the service of the public interests. The question 
whether the Gas Light & Coke Co. would feel comfortable 
with an electric super-station erected on its premises 
(seven years hence) was the subject of irrelevant conver- 
sation—the Gas Company and the electricity companies 
were quite happy about it. In such discussions time 
passes pleasantly but unprofitably. The Inquiry is now 
in its fourth week, and may go on for another fortnight 
according to present indications, and there is no doubt 
that the expense is out of all proportion to the work 
accomplished. | i i 

Tue fact that the Electric Supply 

‘Commercial Association has dropped 
out of the National Board leaves the 
Board now exclusively representative of 
the technical staffs through the E.P.E.A. Seeing that 
the inclusion of the clerical staffs was the chief cause of 
opposition to the National Board on the part of a very 
large number of undertakings, there is now an oppor- 
tunity for the Board to get on a better footing, and to 
secure, at last, the establishment of District Boards 
throughout the country. At present only a few districts 
have such Boards to deal with technical staff matters. 
London itself has no Board. An effort should certainly 
be made to get the whole matter properly svstematised, 
since it is only looking for trouble to wait till difticult 
questions arise before providing the organisation. 16 
will be remembered that practically the whole of the last 
widespread dispute with the E. P. E. A. leading to a uni- 
versal threat to strike was due to the absence of anv 
local machinery such as District Boards which could 
have adjusted the numerous queries and misunderstand- 
ings. Апа а further warning that it is time to regularise 
the Board is the suggestion recently made by the General 
Purposes Committee of Hackney that the technical staff 
should be included under the District Councils: that is. 
the engineers and workinen would sit side bv side in the 
same Whitley Council. This is disapproved in all 
quarters, including, we think, the E.P.E.A.  Everv- 
thing, therefore, points to the necessity of at once fully 
organising the National and District Boards on a per- 
manent basis. 


The National 
Joint Board. 
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SOME ELEMENTS IN 


THE DESIGN OF LARGE FUSES. 


Ву “A CZNTRAL STATION ENGINEER” 


IF one should ask ““ What most makes for progress in 
national, scientific, or other matters?“ the answer might 
well be: The proper and comprehensive understand- 
ing of elements." Most great advances in knowledge 
arise from an intimate understanding of facts which are 
elementary and fundamental, and most of our stupidi- 
ties arise from a refusal to acknowledge truths which 
ought to be self-evident. The calculus was discovered 
by men who got to grips with the elements of curves, 
and Whitworth's great invention of the method of 
making plane surfaces by scraping, was also elementary. 
These two inventions made revolutions, the effects of 
which will be felt when the Russian Revolution is a 
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vague memory. Conversely our nation is now impeded 
by the belief, held by multitudes of people, that the 
less work а man does, the more wealth there is for 
everyone. | 

These ideas are not truisms, at any rate, to the 
writers of text-books. They mostly believe that the 
word elementary connotes something easy. Very ele- 
mentary,’’ says the learned man, as he turns away to 
something worthy of his metal. If writers could get out 
of that attitude, they would put into their books a 
great deal more explanation of what the elements really 
mean, and more people would understand them. It 
should be the constant aim of thinkers to state their 
advanced conclusions in terms of the elements. This 
is not easy, as one may find on reading Einstein's 
work on relativity, which is profoundly elementary, but 
it makes for clearness of thought. 

The elements of fuse design are easy, up to a point, 
but they have been neglected, for which reason many 
of the designs for large size fuses are so bad that most 
engineers have come to the conclusion that they must 
be replaced by oil breakers, even for 400 volts. This 
has increased costs, and it has hindered the development 
of electricity. 

To get to business, let us consider a fuse for a normal 
current of 500 amps., say, at 400 volts a.c., with 
abundant power behind it. The ordinary design for 
this will consist of a porcelain handle, with a tube 
filled with fuse wires, so congested that there is very 
little ventilation. The heat generated, at normal loads, 
niust escape the best way it can through the end pieces 
and through the tube, and as the facilities are small, 
the current density will be low. Let us suppose the 
drop of pressure is .1 volt. 16 may be less. The loss 
at 500 amps. will be only 50 watts. Аё 100 per cent. 
overload, the loss will be 200 watts, and at 2,000 amps., 
it will be only 800 watts (allowing nothing for the in- 
creased resistance of the hot fuse which would improve 
matters somewhat). It is evident that the melting would 
be far from instantaneous, even at the highest load 
mentioned. 

Let us redesign the fuse, placing the strands well 
apart. in separate tubes, with ample ventilation. We 
may increase the drop to .2 volt, when the loss at 


full load will be 100 watts, at 1,000 amps., 400 watts, 
and at 2,000 amps., 1,600 watts. The heat is further 
concentrated on half the volume of metal. Even with 
the greater cooling facilities, the temperature will rise 
more rapidly, and the fuse blow with more certainty. 
The smaller amount of metal, spread over a larger 
volume, will also blow with less explosive power, and 
there will be less tendency to arc over. The extra loss 
in running тау be partly compensated by making the 
fuse shorter than in the first design. 

We now come to the operation of the square law of 
heating. To give а full description of the rise of tem- 
perature, we must also know the law of cooling for any 
particular fuse. This seems to be a subject which might 
be explored by the young lions in our technical colleges. 
I will, however, put forward а suggestion, which may 
not be accurate, but it will serve to arouse attention. 
In fig. 1 the curve represents the heat generated with the 
various currents. The line A B represents the amount 
of heat which the fuse can get rid of continuously, 
without the temperature of the fuse wire rising above 
the safe limit. we assume (for simplicity) that the 
fuse radiates this amount of heat even at the higher 


temperature of the fuse, it will be seen that the increase 


of temperature beyond A B will be relatively slow. If 
we increase cooling facilities so that we may increase 
the current to the position of the line CD, it will be 
seen that the rise of temperature of the wire will be 
now much more rapid when the current increases on 
overload. Even when allowance is made for the more 
rapid escape of heat at the higher temperature, one 
may reasonably suppose that the fuse which is run 
at a high density will melt more quickly and with more 
certainty than one run at a low density. Not only will 
this be so, but with its good ventilation, it will be 
cooler at normal loads. 

А simple calculation will show how it comes about 
that & rush of current of extreme violence may get 
through a fuse before it blows. Let us suppose that 
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the fuse consists of six No. 16 S.W.G. copper wires, 
about 8 in. long, and that there is a sudden passage of 
100,000 amps. (In one case, such a fuse was put right 
across a large battery, and there was reason to believe 
that some such current actually did flow, for an in- 
stant.) At this load the drop of pressure across the 
fuse would be about 28 V, so that the kW would be 
2,800. In one second about three-quarters of а kilowatt- 
hour would be consumed in heating the fuse. Just how 
soon this rate would serve to vaporise the metal I do not 
know, but the amount of the energy used in the fuse 
at this enormous current is much less than one would 
imagine at first sight. The method of calculation should 


.be useful for working out the time lag in fuses under 


varying loads. 
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]t might be thought that such а rush of current would 
be impossible. It would certainly be rare, but on pre- 
sent-day large power systems, with big transformers, 
the possibilities of large current rushes are enormous, 
particularly if the fault occurs close to the transformer 
and near to the generating station. Some of those who 
have been fortunate (1) enough to witness the ettects 
of current rushes at close quarters, can give graphic 
accounts of what it all means. They do not usually 
wish to repeat the experience. | 

To make the subject controversial, let us consider 
some actual types of fuses in common use. The really 
bad fuses are those which consist of a bundle of wires, 
bunched together in а porcelain handle. The space 
is so filled with wires that there is little ventilation. 
The fuses become hot at low densities, which means that 
far more metal must be used than is desirable. On 
short circuits, they pass enormous currents, and when 
they do go, they blow with explosive effects. When 
they are of the clip replaceable type, with fixed ends, 
which are not self-aligning, they may be trusted to 
heat in the clips also, thus adding to the delight of the 
user. The type is all too common, and need not be 
illustrated. 

A good fuse should run cool at normal loads, and 
should melt suddenly and break the circuit without arc- 
ing. This suggests that lead alloys should be suitable. 
They might be suitable if the resistance were not so 
high that too much bulk of metal is required, at any 
rate, in long break types. In enclosed fuses, lead alloy 
is used, but its length is kept short, and the arc is 
suppressed by dust, liquid, or other means. These 
seem to break the arc satisfactorily, but they have 
other defects, with some of which I have dealt in a 
preceding article.* 

Magnetic blow-out fuses offer attractions. The fuse 
is very short, and the arc is blown out magnetically. 
I have had some in use for years, but have never had 
them blown. Whether they are certain to clear the arc 
or not, I do not know. If they are, they should be 
more used. The British Thomson-Houston Co. has a 
fuse which consists of a piece of thin sheet metal put 
across a breaker. When the fuse goes, the breaker flies 
open, and the arc blows out on carbon terminals. The 
design is ingenious, and as the fuse itself is very short, 
it is cooled by conduction, and may be run at a very 
high density, without much loss of voltage. It looks 
attractive, but is very expensive. 

Aluminium fuses have been used. It was anticipated 

that the metal would oxidise on blowing, and cut out 
rapidly, They seem to have ропе out of use, and 
report savs that they were not a success. 
_A design of fuse is shown in figs. 2 and 3. This con- 
“ists of thin sheet metal, cut with a slight waist. It 
is screwed right on to a block of metal, and taken 
through a tube, to allow of good ventilation. The waist 
ought to ensure that the blowing takes place in the tube, 
and yet the fuse should melt for a sufficient length to 
break the circuit. Fuses made with a sudden narrowing 
of section, as shown in fig. 4, are liable to are over, 
after they have melted at the neck. 

The above fuses should be suitable for about 300 
amps. Larger currents can be taken care of by several 
m parallel. The ventilation should make for cool run- 
ning, while the high density should bring about sudden 
melting on а rush of current, and the small amount of 
metal should prevent explosion. Criticism is invited. 

Conelusion.— This article does not pretend to be ex- 
haustive, but it will serve its purpose if it brings for- 
ward experiences of users, be they favourable or bad. 

It is suggested that fuses are primarily used to inter- 
rupt the circuit when heavy rushes of current take 
place. Generally they are not intended to operate for 
plain overload. : 2 

' They should be run at high densities, with arnple 
cooling facilities. Heavy current fuses should be split 
into sections. Ample exits should be provided to allow 
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for the escape of the products of vaporisation, without 


danger to the attendants. 
The designer of heavy-current fuses should always 


be invited to switch them on to a dead short circuit, 
with large power behind them. 


This will ensure that 
adequate care will be taken in the details. 

Who invented the fuse? Does any one know? Or 
did it invent itself in the early days, when people did 
not know what an ampere was, and when they found 
out that a wire was too small by noting that it melted 
when the current was switched on? However the in- 
vention came into being, it was a great idea. We have 
neglected the necessary research work to make it 
thoroughly efticient on heavy currents, but that defect 
шау be overcome by the expenditure of time, patience, 
and money. That would be readily forthcoming if it 
were required for horse racing or something equally use- 
less, and why not for something sensible? If we will 
only take the trouble to study its little ways, the big 
fuse may become as good a servant as the little one, 
and probably far more reliable. 


SOME ELECTRICAL STUNTS ON A FORD CAR. 
By ‘‘ VOLTMAN." 


As one who has owned and driven a flying bedstead,” 
one of many synonyms given by skittish Americans to 
the Ford car, the writer never failed to find plenty of 
fun and instruction combined in its electrical side. 
When Henry Ford worked out the peculiar electric 
ignition system as tle only really fool-proof and simple 
arrangement to put into the hands of thousands of Ford 
users he probably little thought that he had opened 
up something new and interesting to the electrical en- 
gineer, because funny and obscure happenings will 
occur with it never met before with electrical appliances. 

The severely electrotechnical man would hardly ex- 
pect the Ford contrivance to work as a practical pro- 
position, yet it does so, and in thousands of cases. 
Crude, perhaps, and elemental in its,simplicity, the 
Ford alternator is successful because it is elemental, а 
circle of magnets rotating in front of a ring of copper 
tape coils each with an iron core. There is no rubbing 
contact; one end of the tape goes to a terminal and the 
other to frame.“ | 

Of course, one would expect that with the terrific 
banging and vibration the rotating ring of magnets 
would have very little magnetism after a week's use; 
yet they show little weakening even after three or four 
years' use, but what the magnets do is to gather 
‘“whiskers of iron particles from the engine and 
gears as they wear. These whiskers” are shot off 
by centrifugal force and get into the oil again and 
cause more wear. 

Someone, however, discovered that it was quite easy 
to clean shave ’’ the magnets and wash out the trouble- 
some ‘‘ whiskers ’’ with paraffin by sending a fairly 
heavy current through the bobbins, and reversing the 
magnetism of the magnets. Then, off drop the whiskers 
on spinning the engine round. For a long time no 
one seemed to think of the possibility of remagnetising 
the alternator by utilising the flux of the inductor 
bobbins, and consequently it proved a long and tire- 
some job putting a new lot of magnets in. Now, one 
simply plays about with a compass needle to get the 
right polarity, connects up a battery with a tapping 
key to the magneto terminal, and the operation is 
done without unscrewing a single nut in less time than 
it takes to write about it. 

One of the obscure troubles the writer had experience 
of was a short or ' ground" from one or more 
of the bobbins. It might have been caused by one of 
the aforesaid ''whiskers" lodging behind a coil or 
else by а fragment of fine brass or copper wire tlirown 
up out of the transmission case, such wire being used 
in the friction bands. Previously, to locate such a 
“short? was like looking for the proverbial needle in 
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a haystack. Now, one quickly finds out the existence 
of a “© short "' by a voltmeter, or even a lamp test, either 
being put in series with the bobbins when there will 
be very little current evident. The next operation is 
to put a few accumulator cells between the magneto 
terminal and frame, and in a few seconds burn out the 
short,“ again without disturbing a screw or nut, or 
seeing anything of the machine, as it is, of course, 
all cased in. 
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А curious experience that puzzled the writer was 
concerned with the high-pressure coils which take cur- 
rent from the alternator and operate the sparking plugs. 
Frequently it was found that two and sometimes three 
plugs would spark simultaneously, though only one 
would fire. This effect was traced to magnetic leakage 


Írom one coil to the adjacent ones, and consequent in- 


duction of weak currents, fortunately too weak to do 
any harm to the, sequence of firing. 


—— 


THE ENGINEERING CONFERENCE, 1921. 


On Tuesday, June 28th, Sir G. T. Beilby, F.R.S., de- 
livered the twenty-seventh James Forrest Lecture at the 
Institution of Civil Engineers, taking as his subject the 
** Fuel Problems of the Future," thus inaugurating the 
Engineering Conference, 1921; the proceedings were 
continued on June 29th and 30th and July Ist. 

Coal, Sir George concluded, was likely to remain for 
a long time the world's chief source of energy. Its more 
efficient use might be secured by more careful sorting 
und preparation at the mine; by the improvement of 
boiler firing; and by the sorting out of its combustible 
constituents into fuels of higher availability or conveni- 
ence by preliminary carbonisation carried out either at 
high or at low temperatures. This had an important 
bearing on the development of home sources of fuel oil 
and motor spirit, and on the production of smokeless 
solid fuel for domestic purposes. Expressed in tons, the 
oil output of the world was 7 per cent. of its fuel; in 
therms, it was 10 per cent. Sir George examined the 
position of fuel alcohol, and said that until alcohol could 
be made from waste materials which could be collected 
and treated at small cost, it did not seem likely that 
Empire-produced alcohol could be imported into this 
country on any considerable scale. The production of 
alcohol on a really large scale as a motor fuel of high 
availability bristled with economic and technical diffi- 
culties, and it was still too soon to pronounce an opinion 
on the possibilities of the future. 

On June 29th the president, Mr. J. A. Brodie, opened 
the Conference, and welcomed the delegates. from the 
American Engineering Societies. Thereafter Dr. Ira 
N. Hollis, past President of the American Society of 
Mechanical Éngineers, presented to him an illuminated 
address expressing sentiments of goodwill and frater- 
nity towards British engineers, and looking forward to 
the close association of all the English-speaking nations 
for the welfare of the whole world. 

Mr. Ambrose Swasey, chairman of the John Fritz 
Medal Board of Award, then presented to Sir Robert 
Hadfield the medal which the deputation had been com- 
missioned to hand to him. In response, Sir Robert re- 
marked that the distinction was intended not only for 
himself, but as an expression of the high regard and 
appreciation of the engineers of the United States for 
the work of British engineers during the war, for 
the preservation of civilisation, and he welcomed this 
cheering message as а happy portent for the future of 
the race. 

In acknowledgment of the high distinction conferred 
upon him, he distributed an Address of Thanks“ in 
the form of a most interesting brochure of some 40 
pages, dealing with a variety of subjects, such as the 


. work of British and American engineers during the war. 


the history of the John Fritz Medal, the invention of 
manganese steel and low hysteresis steel (the latter is 
estimated to be saving at least £7,000,000 a year to the 
world in cost of coal alone), and the growth of science 
in general, with many portraits of men of note in con- 
nection with science and engineering. Sir Robert's 
own portrait, however, was not included in the brochure, 
and we have pleasure in supplying the deficiency. 


9 

Sir Robert Hadfield is so well known in the electrical 
world, which has derived incalculable benefit from his 
work, a benefit, moreover, which increases as the years 
go by, that he needs no introduction; we shall content 
ourselves, therefore, with remarking that he- has been 
awarded the John Scott medal and premium for the in- 
vention of manganese steel, and the Elliott-Cresson gold 
medal for metallurgical advances, by the Franklin In- 
stitute; three gold medals by the Société d'Encourage- 
ment pour l'Industrie Nationale of France; the Telford 
and George Stephenson gold medals and premiums, and 
the Howard Quinquennial prize and James Forrest pre- 
mium by the Institution of Civil Engineers, and the 
Bessemer gold medal by the Iron and Steel Institute. 


e 


SIR ROBERT A. Haprievp, Br., F.R.S., М.Іхѕт.С.Е.. 


Photo by] M. I. E. E., &c. [Swaine 
He is, of course, a Fellow of the Royal Society, and has 
been Master Cutler of Sheffield, his birthplace, besides 
president of't numerous scientific bodies. His family, of 
Derbyshire origin, has for generations been connected 
with Sheffield, to which Sir Robert's own work has 
brought not onlv honour but also a large measure of 
prosperity. 

The complete series of papers nuinbered 53, but we 
can here deal briefly with those of an electrical or allied 
nature only. 
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The proceedings were divided into seven sections, 
respectively : (1) Railways, roads, bridges, and tun- 
nels; (2) harbours, docks, rivers, and canals; (3) 
machinery; (4) mining and metallurgical processes; 
(5) ship building P (6) waterworks, sewerage, and 
gasworks ; (7) electricity works and power transmis- 
sion. Unfortunately, ап error was made in printing 
the programme which led to some confusion in connec- 
tion with the reading and discussion of some of the 
papers, which occupied the mornings. During the after- 
noons visits were paid to a number of works, including 
the Stonebridge Park electricity station of the London 
and North-Western Railway Co. ; Messrs. Siemens Bros.’ 
works at Charlton; the Lots Road electricity station of 
tle London Electric Railways, Ltd. ; Messrs. Fraser and 
Chalmers’s works at Erith; the Wimbledon electricity 
station and repair shops of the London and South- 
Western Railway Co.; and the automatic and trunk 
line telephone exchanges of the General Post Office. 


Low Power Factor. 
By R. О. КАРР, B.Sc. (abstract). 


The principal disadvantages of a low power-factor from the 
supply engineer's point of view аге :— 

1. The capital cost of the electrical part of an undertaking 
is inversely proportional to the power-factor. If the cost of 
this part is £15 per kVA of maximum demand (a moderate 
figure) this becomes 418.8 per kW of maximum demand at a 
power-factor of 0.30. So the bad power-factor necessitates an 
additional expenditure of £3 8s. per kW. ‘The capital charges 
on this at 15 per cent. are 137 pence per year. If the load- 
factor is 25 per cent., a maximum demand of 1 kW represents 
about 2,200 kWh sold per year, and the bad power-factor costs 
0.052 pence per unit. If the tariff was worked out on the 
assumption that the average power-factor would be 0.8, it 
would pay the undertaking to offer a rebate of anything up to, 
roughly, five shillings per 1,000 kWh to any consumer im- 
proving his power-factor to unity. 

2. Wherever the station busburs are sub-divided by react- 
ances and power has to be supplied from one busbar section 
to another (the normal working condition) with a bad power- 
factor the regulation is very bad and the alternators on the 
inre heavily loaded sections supply an undue proportion of 
wattless current, so that the alternators on this section, if 
designed for the average power-factor of the system, are fully 
loaded while the steam turbines are not. The result is high 
steam consumption. 

3. Wherever a district has a high-voltage supply through 
step-up and step-down transformers, the tluctuation of the 
consumer's voltage is greatly increased by a bad power-factor. 
So a сопѕшпег having a bad power-factor becomes a nuisance 
and an expense. 

4. Unless special methods of power-factor improvement are 
installed the light load power-factor is considerably worse 
than that at full load on most installations. А low power- 
factor has also other minor drawbacks, such as increased 
distribution. losses. | 

To be effective, power-faetor improvement must be carried 
out оп the consumer's premises. There is no technical dith- 
culty about this. The ditliculties of supervision and divided 
responsibility make it undesirable for the supply undertaking 
to pay for devices which are accessories to the consumer's 
plant, and so the problem for the supply engineer is to devise 
a tariff which will cause the consumer to install such devices. 

To be effective, such a tariff must make sufficient difference 
between the electricity bill for a good and a bad power-factor 
to make it worth the consumer's while to effect the necessary 
improvement; it must be simple and free from ambiguity; the 
consumer must be convinced that it is fair. It should be based 
on integrating or recording instruments rather than on in- 
dicating Instruments, as the latter tvpe of instrument may 
he giving anvthing but a fair average figure at the time when 
it is read. It must be possible to determine the quantities 
for which a charge is made with accuracy, and the instruments 
for doing this must be inexpensive. 

A method of charging frequently employed is а slight ex- 
tension of the usual two-part tariff. The power-factor is under 
the consumer's control; generally the load-factor is not. A 
tarif which deals jointly with both is not likely to make it 
suthaentiy obvious to the consumer how he can reduce his 
hill by installing power-factor improving devices. Other more 
direct methods would appear to meet the case better. One 
such is the well-known Arno tariff. This is a charge per 
unt consisting of two parts. The first part covers the works 
costs and as much of establishment charges and capital charges 
on the non-electrical part of the undertaking as is to be paid 
for by power consumers. The second part covers the capital 
charges on the electrical part of the undertaking. The cost of 
the electrical part was assumed above to be £15 per kVA. 
The capital charges on this are 540 pence a vear. At 95 per 
ont load factor and unity power-factor. the sale of kWh is 
239 per year. This is 0.25d. рег kW-hour. Let the first 


part of the tariff be 14. per kWh. The total charge would 
then be Id. per kWh plus 0.25d. per kVAh. 

At unity power-faotor the consumer would pay 1.254. per 
kWh; at a power-factor of 0.8 he would pay 1.312d. per kWh. 
That is to say, he would pay the 0.0624. more that his bad 
power-factor costs the undertaking. A single meter is used 
in connection with the Arno tariff which integrates kW hours, 
plus в fraction of kVA hours, во that the bill can be based 
on a single reading. А modification of this tariff was sug- 
gested by Mr. Barbagaleta in & communication to the Italian 
Association of Electrical Engineers, and later independently 
by Mr. C. G. Carrothers in the ELECTRICAL REVIEW," in which 
two standard watt-hour meters are used, and а simple com- 
putation from their readings gives а very close approximation 
to the Arno charge, which is the scientifically accuracte one. 

All these methods suffer from one drawback. The consumer 
is paying for something of which he does not get the benefit; 
that is, he is paying in one way or another for the idle com- 
ponent of the power. No doubt if supply undertakings start 
an educational campaign consumers will eventually understand 
that such charges are not only fair, but to the interest of 
everyone concerned. ‘They will find ıt much easier to under- 
Stand this, however, if the adjustment takes the form of a 
bonus for & good power-factor rather than a penalty for a bad 
one. It is suggested that tariffs should be based on the 
assumption that the average power-factor will be 0.8. It is 
reasonable to expect consumers to have a power-factor of this 
value without any special appliances, so very heavy penalties 
may be exacted for values below 0.8. If the consumer im- 
proves .his power-factor above 0.8 the supply undertaking 
should allow a bonus of so many pence per 1,000 kWh for every 
1 per cent. by which the average power-factor as shown by the 
ponen of two standard integrating watt-hour-meters is im- 
proved. 


DISCUSSION. 


The CHAIRMAN, Mr. Ll. B. Atkinson, opened the discussion 
by explaining that the problem was & very real one, and 
brietly referring to several methods of improving low power- 
factor. All of them, however, except the use of the over-ex- 
cited synchronous motor, involved the provision of extra 
appliances. This country had not devoted suflicient attention 
to the production of an a.c. commutator motor, which he 
thought would solve all their difficulties. ‘That type of machine 
had been developed considerably in the U.S.A., and it was 
probable that if the author's suggestions were adopted they 
would stimulate the revival of interest in unity power-factor 
motors. 

Dr. S. P. SMITH pointed out that the subject was pretty 
well understood technically, but machine men wanted the 
help of station engineers. The subject had been rendered 
more acute by the prevalent high costs. France had given 
the matter more serious consideration of late, and it should. 
be understood that the consumer in some way or other paid 
for low power factor in the end; therefore, to make him 
rectify it was the most fair method. The rectifying apparatus 
might need more skilled attention than was given to the 
consumers’ ordinary motors, and that point must be considered 
before tariffs were adjusted. He thought the use of reactance 
was only transitory, and they might attain a point where it 
need no longer be employed. ‘The speaker was very pleased 
to hear the chairman draw attention to the a.c. commutator 
motor, because with that type of machine they could do prac- 
tically anything they wished, but not with the induction motor. 
He thought the bad feeling against the а.с. commutator 
machine was dying away, and they must remember that speed 
control was only to be obtained by paying for it in some 
wav or other. The synchronous induction motor had a future 
before it; where constant speed or unity power factor was re- 
quired its use was the simplest way of solving the difliculty. 

Mr. W. R. Coorrk explained that if he were a consumer 
he would not care to be bothered with the installation of extra 
plant, but if the supply authority cared to install plant which 
would not bother him it was at liberty to do so. For that 
reason he favoured the use of condensers. 

Mr. S. E. КЕррЕХ, after recalling some of his experiences 
in the early davs at Sheffield, mentioned that an electric fur- 
nace was a wonderful power factor rectifier up to a certain 
point. Variation in power factor seemed to depend on the 
type of plant that was installed, but the greatest sinner was 
a rolling mill, and its owner should be made to pay or rectify 
his bad power factor. Another dithculty was in connection 
with switchgear; some old Ferranti switches used to break 
the етеш all right with a high power factor, but would flash 
over with a low one. He had eliminated that trouble bv 
connecting oil switches in series with the old ones. The 
consumer paid in any case, which was unfair: the man who 
caused the trouble should be made to pay. Пе therefore 
hoped some suitable tariff would be found, and agreed that 
a power factor of 0.8 should be satisfactory. 

Mr. W. M. Seivey was of the opinion that there were 
many ways of improving power factor, all having disadvan- 
tages, but no single one with a decided advantage. Ihre 
were four aspects of the case: (a) Technically, the apparatus 
was available, and there was no problem which could not be 
solved—at a cost; (b) commercially no measure of agreement 
on the matter had been come to at all; (c) from the legal 
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point of view it was very encouraging that the British Elec- 
trical Development Association was memorialising the tlec- 
tricity Commissioners with regard to the legahsing of some 
form of suitable tariff; (d) the psychological aspect arose from 
the legal one, i.e., an implied contract which was found to be- 
come onerous to one of the parties and was broken. They 
must get away from the flat to the measured rate of charging 
for electricity, but the difficulty was to get consumers to 
understand the latter and the reason for the change. 

Mr. C. P. SPARKS gave some particulars of two undertakings 
of quite a different character, one being an oil-tield supply 
with a power factor of 0.5, where some form of correction was 
necessary at group points. A.c. winding and haulage in 
mining work was another сазе wherein it was advantageous 
to correct, but in both those instances the supply, distribution, 
and consumption were all in the hands of one concern. In 


the ordinary way only a certain percentage of the consumers 


was to blame. It would not рау to provide apparatus to 
correct for a very high power factor. It was very difficult to 
induce consumers to spend money on correcting devices which 
would only give them the benefit of a small bonus. He was 
of the opinion that it was up to the supply authorities to 
make the correction. | 

Mr. A. Н. Dykes pave some particulars of methods of charg- 
ing he had adopted on the kVA basis, and thought the proper 
place to rectify was on the consumer's premises. Не had 
obtained good results with the use of condensers on the h.p. 
side with transformers on the consumer's premises. 

Mr. J. К. BlAIK IH discussed tariffs and how they should he 
apphed, expressing the opinion that they must classify con- 
sumers. ‘The Creedy motor, made by Messrs. Parkinson, was 
a marvellous machine, and its success, he thought, was largely 
due to the improvement in carbon brushes and the attainment 
of sparkless commutation. How far did the generating station 
contribute itself to the low power factor? "Phat point was 
particularly noticeable in stations working on light load. 

Mr. R. О. Warp, in reply, pointed out that they could 
maintain a power factor of 0.8 by using any reasonably good 
motors, but to attain a higher figure they must install special 
appliances. It would pay to install plant to correct up to 
0.5, but it cost a great deal to reach figures of from 0.55 to 
0.9. He was of the opinion that in future supply undertak- 
inus would have to provide publicity departments, not for 
advertising purposes, but to help and advise. consumers. 


Ship aod Harbour Design and Equipment as affecting th: 
Rapid Loading and Discharging of Cargo Vessels. | 


By А. R. T. WOODS. (Abstract.) 


During 1920 the ports of the United Kingdom had to provide 
transport and handling facilities for over 100 million tons of 
tratie. Under present conditions the failure of the machinery 
provided on shore for the handling and distribution of goods 
to give quick dispatch, has led to fewer voyages being made 
and thus reduced the potential carrying capacity of the ships 
engaged in the foreign trade by something like 20 per cent. 
We are thus competied to explore the avenue of possible 
improvements in the cargo-handling equipment of ships und 
docks. | 

However efticient a ship's gear may be, it is essential that 
it should be supplemented by good organisation on shore and 
also by the provision ef inechanical appliances in accordance 
with the best practice. 

]t 1s an obvious but unpleasant truth that the majority of 
British dock systems suffer from want of foresight. 

What we are more concerned with, however, at present 15 
the provision of additional mechanical equipment to enable 
shipping to increase its earning power by a reduction or the 
time spent in loading and discharging. ‘The winch and the 
cargo crane have been good servants in the past, but there 15 
a tendency on the part of dock authorities to rely too much 
upon devices of this type. Ihe conveyor system has demons- 
trated its applicability to grain cargoes and generally to what 
may be termed ©“ parcel and bag cargo. ahe extension of 
facilities of this type would prove of undoubted value in in- 
creasing the rate of discharge. Double-storey sheds equipped 
with roof cranes Which have done such good work at Liverpool 
should be more generally adopted. Simultaneously with dis- 
charge into the sheds cargo can be swung from ship to roadway 
and immediately loaded inte rail trucks or rad vehicles. lt 
is only by the provision of increased. mechanical contrivances 
for dealing with cargo that the free flow of tralie through the 
ports necessary to enable ships to work at full capacity can 
be secured. The solution must not be delayed, for upon it 
depends in great measure the well-being, and, indeed, the 
maintenance, of our overseas trade. 


Development of Cranage Facilities for Discharglog Vessels 
of Large Size. 


By H. J. DEANE, B.E., M. INST. C. E. (Abstract.) 
Progress in cranage facilities has been parallel with the 
growth in the size of ships, and has been amplitied by the 
introduction of electrical power as applied to cranes. After 
comparing the speeds and dimensions of the early hydraulic 
with a typieal modern electric quay crane, the author points 
out that cranage facilities necessarily have to be designed 


to suit the shipping which is likely to frequent the port, and, 
in preparing specifications, a large number of considerations 
must therefore be taken into account. In dealing with these 
it is of importance to keep in view the very debatable question 
whether cranage equipment provided by the port authority 
should be reckoned as a dividend earning facility or whether 
it should be looked upon as a necessary expenditure which 
is only partly met by the revenues directiy derived therefrom. 


DISCUSSION. 


In fhe discussion following the reading of the papers 
contributed to Section Ц (chairman, Sir Maurice Fitzmaurice, 
C.M.G.), on the opening day of the Conference, Mr. F. М. 
WENTWORTH-SHIELDS, referring to Mr. Woods's paper, said 
that he had seen the ships’ winches and the quay @ranes 
pulling cargo out of the sume hatch, a fact rendered possible 
оу the use of electrically-driven trucks to carry the cargo 
away as fast as it was got out. 

Dealing with Mr. Deane's paper, Mr. M. Е. С. WILSON re- 
marked that there was no doubt that the electric crane was 
displacing the hydraulic crane everywhere, and a new in- 
stallation of hydraulic cranes was now very seldom seen. Re- 
garding first cost, there was not much difference in the prices 
ot hydraulic and electric cranes, but the cost of laying the 
hydraulic pipes, installing accumulators, &c., added greatiy to 
ше cost of the hydraulic system, while, of course, the electric 
crane was much more flexible. | 

Continuing the discussion, and dealing with Mr. Deane's 
paper, Mr. C. R. S. KinkrATRICK. said it was well known that 
the advantage of the electric crane over the hydraulic crane 
was that with the former the power consumption was directly 
proportional to the load, whereas tlie latter used the same 
amount of water, irrespective of whether it was working with 
а light or full load. ‘Touching upon the demand of ship- 
owners for an increased crane radius und the loss of time 
its adoption would entail, the speaker said that he was trying 
to solve the problem by a new type of crane in which, instead 
of travelling the load on a 00-ft. radius, he would employ a 
horizontal beam traveliing with a smal! monkey crane on the 
top. The load would thus move in a radius of about 30 ft. 
only, the backward and forward motion being along a straight 
line. He hoped with this arrangement to speed up the slew- 
ing time by about 25 per cent. 

Sir ARCHIBALD Denny, BART., speaking with regard to cranes 
on ship and shore, said only one or two ports had a large 
crane equipment, and urged that ports should extend their 
сгападе facilities with the most modern appliances. 

The following speaker, Mr. A. T. WALMSLEY, also favoured 
the placing of cranes on the quays instead of on the ships, 
из quay cranes gave а greater command of trucks and rails. 

(To be continued.) 


THE THERMAL EFFICIENCY OF HEAT. 
POWER PLANT. 


Ат the London summer meeting of the INsTiTUTION or MECH- 
ANICAL ENGINEERS, which was held on ‘Lhursday und Friday 
last week, an informal conference took place on Means of 
Jinproving the ‘thermal Etlicieney of heat Power Plants.“ 
During te two days, separate meetings were heid in four 
rooms simultaneousiy, at which 16 short papers were read 
and discussed. 

Dealing with“ Engine-house Mcnagement,’’ Mr. H. Dunell, 
O. B. E., referred mainly to tne smaner power stations, and 
attributed the losses in the engine house to (1) waste of steam 
before it reached the engine; (2) mefticient condition or the 
engine. Under the first head he drew attention to leaky joints, 
Inelfective steam traps, Inadequate lagging, &e.; pointing 
out that, especially with superheated steam which was not 
visible, a leak in a steam pipe might mean a very serious 
loss; a one-inch open pipe could discharge all the steam tnat a 
30-ft. Lancashire boiler could generate. To keep the joints 
tight, the pipes should be kept warm on light load, and there 
was no better laguing than magnesia. Steam traps were а 
source of loss, and he preferred plug cocks for intermittent 
drainage, where possible, with periodical attention. Ine dis- 
charge trom traps should be visible, and they should receive 
constant attention. He preferred the flotation type. 

Turning to the engine, white reaction turbines retained their 
efficiency for long periods, Mr. Dunell remarked that impulse 
blading needed inspection to detect. erosion. Indicator dia- 
grams of reciprocating engines should be taken periodically, to 
reveal hidden defects. Mixed-pressure plant needed most 
attention; oil should not be allowed to coat the blading of 
exhaust steam turbines, and if it was found it could be cleaned 
off with paratfin followed by a steam Jet. Surface condensers 
should not be neglected fer long; the scale could easuy be 
cleaned off in the early stages, but when it attained а certain 
thickness it developed rapidly. © Warm caustic soda solution 
was useful for removing it. River steamers in the Far East, 
using sandy water, had clean condensers, and he asked whether 
sandy water could be used with advantage here. Periodical 
running tests of the plant should be made and used. 

Mr. GitLESPIE said that between magnesia and clay there 
was n very large range of efficient coverings; Magnesia мав 
the best, but others were good. 
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Mr. MARTLEW emphasised the importance of a proper lay-out 
of the steam piping; some arrangements invited leakage owing 
to the inadequate provision for expansion. In some cases a 
cold blast of air trom a window would be found blowing 
across hot pipes. Water was liable to cause blade stripping 
in turbines; oil should also be kept out of them. He had tound 
an electrical method of removing oil both effective and inex- 
pensive. He was dubious аз to the use of hydrochloric acid 
tor cleaning condensers. Ihe metering of steam, water, elec- 
tricity, &c., was very desirable, but unfortunately steam flow 
meters were very costly. 

Mr. EDWARDS, referring to the author's advocacy of indicator 
diagrams, said there were all sorts of losses outside the engine 
which could only be found by keeping records. Ав a case 
in point, he mentioned а heavy loss which was traced to steain 
traps discharging underground; by converting them to dis- 


charge above ground, in sight, a saving of 41, 000 a year was 


made. By laying steam pipes in trenches, covered with loose 
fossil meal, as good results were obtained as with magnesia. 
Perfect separation of oil from exhaust steam had been effected 
with an oil separator followed by three old Lancashire boilers 
in series, used for therinal storage; there was not a trace or 
oil on the turbine blades after two years’ use. 

After other speakers had taken part in the discussion, the 
chairman, Mr. Ё. Н. Livens, remarked that the ability ot the 
reciprocating engine to run on from year to year without 
revealing detects would seal its doom; the internal-combustion 
engine called for immediate attention when anything went 
wrong. Routine records might be troublesome and of ише 
service, but frequent tests ot individual items of plant led to 
great savings, and the indicator was a very valuabie aid. Im- 
purities in the working fluids— water, steam, and oil—were 
the source of many losses. . 

In reply, Mr. DuNELL said that with magnesia two inches 
thick, only 7 per cent. of the heat passing through a pipe 
was lost. Steam pipes were continually spewing scraps of 
seale, &c., which. get under the valves of steam traps and 
caused waste. He doubted the advisability of placing pipes 
out of sight in trenches. 

А paper on “High Steam-pressure and other means of 
Increasing the Economy of Steam Engines," by Mr. Е. 
Samuelson, was read in the author's absence by Mr. Halliwell. 
Pointing out that the present methods of generating power 
with steam were very ineflicient, the author said that improved 
efficiency was most readily obtained by increasing the range 
of working temperature; the addition of a mercury boiler and 
turbine“ to an ordinary steam plant considerably raised the 
range of temperature and resulted 1n a saving of 40 to 6U per 
cent. In laying down new plant, the easiest method of 
increasing tue temperature range was by superheating the 
steam, raising its pressure, or both. Data were given showing 
the comparative eflicieney ratios corresponding with various 
initial pressures and temperatures of steam. The practical 
limit of working temperature was 800 degrees; hence they 
must resort to higher pressures. The advantages of feed-water 
heating, and of extracting steam from an intermediate stage 
of expansion for industrial heating purposes, were pointed out, 
but the author thought there was little overall benefit to be 
derived from reheating between stages. Finally, it was stated 
that the British Thomson-Houston Co.’s experimental plant 
at Rugby, working at 350 1b./sq. in. pressure and 700 deg. F., 
had proved quite successful, and gave an economy of over 18 
per cent. The output was 5.000 kW, and the maximum tem- 
perature 750 deg. Trouble was experienced at first due to the 
use of brass spacers in the turbine blading, but this was over- 
come by the use of steel. Complete tests had not yet been 
carried out. 

Mr. S. E. Feppex, commenting on the mercury vapour tur- 
hine, referred to experiments in Berlin some 15 or 16 years ago, 
and asked whether it had not been found that leakages of the 
mercury vapour were very dangerous. The diagram of the 
mercury vapour plant at its present stage of development 
looked rather like that of a toy. Dealing with the curves pro- 
vided with the paper, Mr. Fedden pointed out that the gain 
in efficiency at the high pressures and temperatures was small. 
and suggested that the increased capital and running costs 
might easily swallow up the saving. Не would not go above 
10) deg. Steel economisers and а pure water supply would 
be necessary, and there were many details to consider before 
advancing to the higher figures. What was the effect of 
“bleeding ” the turbine on the efficiency of the whole plant? 
One might lose as much as one gained, and he called for proof 
rerarding the total eflicieney between the coal fired and the 
switchboard. He had used air heaters for 20 years; and found 
the cost of maintenance was high: in one case the increased 
furnace temperature burnt the fire bars, and much of the 
hot air to be by-passed. 

Mr. W. M. Se.vey said Mr. Emmet’s work was now pretty 
well known, and the use of two working fluids had often been 
tried; in the long run the saving made in one way was lost in 
another. But they must not always turn down new pro- 
poss; experience must be gained with them before progress 
could be made. Steam pressures had been raised to 300 or 
350 lb. years ago, but when boilers generating 100.000 lb. of 
steam per hour were in question, mechanical considerations 
есатпе important. There was no inherent difficulty in work- 
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* The Emmet mercury vapour plant was described in the 
Elrerkic u. Review of October 22nd, 1930. 


ing at 350 lb., and the North Tees station was using 475 lb. 
pressure with promising results; but there was a limit to the 
permissible temperature, and manufacturing firms were not 
prepared at present to go far above 700 deg. F. The use of 
nigh-grade heat for feed-water, and heating the air supply, 
upset the delicate balance of temperature on the grate bars, 
and they must be very cautious lest attempts to obtain in- 
creased efliciency led to increased cost of maintenance. 

Mr. OxlEx thought they were all moving in a groove in 
search of improvements ot 4 or 1 per cent. efliciency; could 
they not strike away from customary methods? In this sense 
the attempt to use mercury vapour at high temperatures was 
worthy or serious consideration. Endeavours to improve 
steam or gas engines depended upon the materials available, 
and only led to gains of one or two per cent. The material 
of construction of a turbine for mercury vapour was а matter 
of great importance. It was generally held abroad that to 
go beyond 350 lb. and 750 deg. was very questionable, and 
even those limits were somewhat risky, owing to the qualities 
of the materials. At 750 deg. the live steam parts о the 
turbine began to glow in the dark. 

Mr. Rol. bH said that cast-iron of greatly improved qualities 
was likely to be available shortly, and researches on turbine 
blading, &c., were in progress. | 

Mr. L. M. JockEL had hoped for more. data about the mer- 
сигу vapour system. He referred to the very interesting in- 
stallations at work at Dalmarnock, and in progress at Necnells 
and Barton, and drew attention to the important opportuni- 
ties for improving efliciency at the low-temperature end of 
the steam cycle, where the difference of 5 deg. between the 
exhaust steam and the condensate meant a heavy loss of 
energy. Great waste occurred in condensing plant; he had 
tested various condensers, and got the best results with tlie 
Kinetic Contraflo type, which with a radial flow reaction 
turbine made a good combination. 

The chairman, Mr. R. W. ALLEN, C. B. E., referred to the 
use of 300 lb. pressure in the Navy; no difficulty was met 
with in obtaining boilers for this pressure with low superheat 
—the difficulties came in with high superheat. The war had 
taught them what could be done by research; at Sheffield 
they produced the special steels required for aeroplane engines 
in a few months, and if these high pressures were necessary, 
they should get Sheflield to solve the problem. 

Replying on the discussion, Mr. HALLIWELL said the paper, 
limited to 1.000 words, was only a guide-post for the aiscus- 
sion on economy. The 1,000-kW mercury-vapour turbine could 
hardly be regarded as a toy. It was a useful size to experi- 
ment with, and was driving part of the General Electric Works. 
The joints in the mercury pipes were mainly welded, and 
leakage was taken care of. With regard to the use of steel 
tubes and pure water, it was the gases in the water that 
created the worst troubles in these high-pressure and high- 
temperature plants, and they must keep air from the feed 
water. As Mr. Selvey said, the troubles were mostly mechani- 
eal, and it was up to mechanical engineers to overcome them. 
In turbine work 500 deg. F. was the limiting temperature 
for cast iron; for higher temperatures steel was necessary. 
except for the blading, which was of phosphor-bronze. Mild 
steel was satisfactory up to 800 deg. The troubles so far met 
which were not due to the materials, but to the novel mech- 
anical conditions. 

(To be continued.) 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week, Correspondents should forward their communi- 
cations at the earliest pussible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Dover Corporation Electricity Works and its Staff. 


The timely letter of R. W.” with regard to the above 
in your last issue should serve to call the attention of all 
electrical engineers to the reprehensible course of action which 
the Dover Corporation proposes to adopt. 

In December of last year this Association received a definite 
promise in writing from the Corporation, to the effect that 
it intended to put into operation the schedule of salaries us 
issued by the National Joint Board. The recent decision of 
the Corporation to throw over the schedule and to effect such 
drastic reductions in the salaries of the technical stall is a 
direct Violation of that promise, and is calculated to give a 
staggering blow to one's faith in the integrity of public autho- 
rities. 

One frequently hears criticisms of the lack of faith shown 
on the part of emplovés, and of their failure to honourably 
carry out agreements to which they were parties, but surely 
it would be hard to find a parallel to the decision of the 
Dover Corporation. 

If the Dover Corporation feels that the present payment of 
the schedule is bearing hardly upon it, there exists in its 
district area the constitutional machinery in the form of a 
District Board at which its grievances could be ventilated, and, 
if substantiated, could be corrected. To ignore that machinery 
is to undo all the good work that has recently been done in 
the conciliatory machinery and uniform methods of negotia- 
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tion, and to bring about a reversion to the old bad methods of 
individual bargaining. | 
_I may state in reply to your correspondent that the Associa- 
tion does propose to take prompt and lirm action in the matter, 
as it recognises that this is a test case, and that if the action 
of Dover 18 allowed to pass unchallenged, there will be no end 
of the same thing throughout the country. The first stone 
must be arrested, otherwise there will be an avalanche. 
Steps are being taken by the Association to warn all its 
members against even applying for, still less accepting, the 
positions at present occupied by our members when they 
become vacant, and it ventures to hope that other engineers 
who are outside the ranks of the Association will refrain from 
applying for the positions, and so impress the Dover Cor- 
poration with the sense of the folly of its contemplated action. 
If all electrical engineers will take a proper view of the matter 
and refuse to accept positions, the Corporation will be forced 


to reconsider its decision. i 
W. Arthur Jones, 


General Secretary, E.P.E.A. 


London. 
July 4th, 1921. 


Correspondence re the Е.Р.Е.А. 


Almost every week one is presented in your '' Correspond- 
ence " columns with a whole sheaf of letters written by 
aggrieved members of the E.P.E.A. 

1 think it is high time these grousers ’’ desisted from fight- 
ing one another and anybody and everybody in general through 
the medium of your columns, and loyally supported their 
Association. If they are not satisfied with their executive, 
then why do they not go to the Association meetings and 
stand and deliver themselves of all their woes? Perhaps they 
have not the pluck to face it out, but must resort to a nom-de- 
plume in your '' Correspondence ” columns. 

I am not a member of the E.P.E.A., as I am not in the 
supply industry, and therefore have no axe to grind; it is 
merely that this correspondence makes me tired, and I should 
welcome something of more general interest. 

May I suggest that correspondence re the E.P.E.A. should 
only be published if the writers give their names, as it seems 
to me а very back-handed action to slate the Association under 


& nom-de-plume. 
E. W. Dorey. 


London. 
July 2nd, 1921. 


Sawdust as Fuel. 


Could any of your readers inform me of any process, briquet- 
ting, &c., by which saw-dust can be used as fuel, either for 


domestic or steam-raising purposes? | 
| Tom C. Sehneidau. 


Wolverton. 
July 2nd, 1921. 


[Ап installation of 900 h.p. driven with gas from wood-refuse 
at a timber mill at Maldon, Essex, put down by Mr. H. P. 
Girling, was described in our issue of December 27th, 1912. A 
Swedish installation of similar type was described in our issue 
of April 16th, 1915, and a sawmill plant where the refuse was 
burnt under boilers, to the designs of Mr. W. Worby Beau- 
mont, in our issue of April 7th, 1916. For briquetting methods 
we must appeal to our readers. — Eps. Erre. Rev.] 


Charges for Service Mains. 


I would like to ask your readers, through your valuable 
journal, why the South London Electric Supply Corporation 
makes such excessive charges for outside mains leading to 
new consumers' premises. Could not this be covered in the 
price charged per unit? If the late war has brought about 
these charges, then let the pre-war consumers, who were iucky 
enough to miss these mains charges, bear some of the costs 
of their less fortunate brethren. It is obvious that these 
charges for outside works must be holding up wiring con- 
tracts, to the benefit of gas companies. 

I should like to learn of the experiences and opinions of wir- 
ing contractors on this very important subject. 

Disgusted. 


June Wth, 1921. 


Technical Books. 

“L.W. C. 's inquiries in to-day's issue of your ELECTRICAL 
Review are answered capably in part, but no single book 
can " completely, represent the practice in any branch of 
engineering which is daily advancing. The student, to fit 
himself to handle any practical problem, must not be satisfied 
with the opinion of any individual, but must learn to cull 
from many writers their ideas and methods; and then select 
therefrom what best suits his particular needs in any specific 
case. 

A eyclopedia by experts leads опе to more specialised writ- 
ings on each particular subject, e.g., І have no hesitation in 
commending to I. W. C." books dealing practically with the 
fundamentals of electrical engineering in England such as 
Е. M. Denton's " С.С. Armature Winding ”; II. E. Poole’s 
II. T. Switch Gear " and © Switeliboards ”; A. E. Clayton’s 


“ Power Factor Correction; and A. P. Trotter's Elemente 

of Illuminating Engineering,” but these аге not encyclopedic. 

They are modest in price and size, and excellent in contents. 
Theodore Stevens. 


Tondon. 
July dat, 1931. 


A Contact Arc Splitter. 


With reference to your article on page 834 of the ELEC- 
TRICAL REVIEW of June 24th, 1921, regarding a contact arc 
splitter which, we note, you state has recently been developed 
by the Westinghouse Electric International Co., of East Pitts- 
burg, Pen., U.S.A., we should like to point out that this 
has been a device which we have fitted on circuit breakers in 
cases, and, as a matter of fact, on all the Admiralty circuit 
breakers which we have supplied for the British Admiralty 
during the last nine years, so we feel that the device shown 
is not new in any way. We enclose herewith lithos which we 
have torn from a pamphlet which we prepared sonie years ago 
for use 1n the Navy, which shows the arc splitters as mounted 
on our circuit breakers, and which you will see, on referring 
to your diagram in the ELECTRICAL REVIEW, fig. 1, page 834, 
is exactly the same. We feel that we are entitled to any credit 
there may be regarding this device, and this is our reason for 


writing this letter. 
For Whipp & Bourne, Ltd. 
FRANK R. Warp. 


Castleton. 
June 30th, 1921. 


(The are splitter devised by Messrs. Whipp & Bourne, 
Ltd., over nine years ago is, as they state, a direct anticipa- 
tion of the American arc splitter which we illustrated. and 
we are glad to know that their design was so early in the 
field.— Eps. Erec. Rev.] 


Coal Shortage and Oil Fuel. 


In reply to the letter from One Junior Charge Engineer.“ 
first 1t is stated that about three times as much oil 1s used 
under a boiler as under a Diesel cylinder cover. (I take it 
ЦА рег kWh.) If so, sbould it not be six times as 
much? 

I am at a loss to understand several of the paragraphs, which 
are so inconsistent as to become almost unreadable, and I 
can only surmise that the experience gained it, as quoted, in 
a junior stage; this is certainly not the discussion looked for 
at this age, when we are hoping to make the best or our 
enormous fuel problem for the future. 

I am afraid Junjor Charge Engineer " is very wide of the 
mark in such paragraphs as :— 

Twenty minutes to get a boiler on the range. 

Twenty seconds to get a Diesel on load ; of course, if you miss 
synchronising, you may have to operate the governor gear. 

I fail to see what engine-room crews lying in ports have 
to do with our internal power supply, and it is the first time 
I have heard that reliable Diesels were not built in this 
country. 

In conclusion, I am afraid Junior Charge Engineer must 
have ill-treated the very few Diesel engines he шау have seen. 

| S. Н. Fowles. 

Jarrow-on-Tyne. 

June Xith, 192]. 


Locality of Situations Advertised. 


I think it would be a great advantage and save considerable 
disappointment if employers when advertising vacancies in 
your columns and using a box number would state whether 
the job is in London, the Midlands, or the North, or give 
some Indication of the district. pike | 


July 2nd, 1921. 


The Engineering Industry in Johannesburg. 


I should like to draw the attention of reuders of your paper 
who may be considering emigration to this country to the 
fact that at the present moment there is а considerable 
amount of unemployment in the skilled engineering trades 
here; just now the municipalities and employers generally. 
including the Government, are having considerable difficulty 
in coping with this unemployment ,problem, and it is possible 
that the coal strike at home may prolong this present tem- 
porary slump. 

It falls to my lot to interview а considerable number of 
men arriving from the Old Country, some seeking for employ- 
ment, and others requiring licences to enable them to under- 
take electrical wiring work in this town. | 

I wish to impress upon intending emigrants that it 1s 
essential to bring out with them all available testimonials and 
references covering their careers from apprenticesbip upwards, 
as it is difficult for a man to obtain employment urgess he 
can produce a proper set of credentials to show what his 
experience and training have been. It 1s surprising how many 
men come out apparently with the idea that credentials an 
references are of no value. Licences to undertake wiring in 
this town can only be obtained on production of credentials 
proving at least five years" suitable experience, and wiring 
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contractors. both in this town. and to an increasing extent 
in other towns, give preference to men possessing the wire- 
man's licence granted by the Johannesburg municipality. 

DE Ў B. Sankey, 
General Manager, Gas and Electric Supply Depart- 


ment; Chairman, Board for the Licensing of Llec-. 


tricians, Johannesbury. 


June 6th, 1921. 


[In a subsequent letter Mr. Sankey Е ИРТ, a cutting from 


the Rand Daily Mail, showing that the situation is still worse 
than he had supposed, and that mechanics and others should 
not go out to the Cape on spec. at present. The extract 
reads :— 

The Cape Peninsula is faced with a serious problem in con- 
nection With unemployment. The ranks of the unemployed. 
both Europeans and coloured, are becoming larger week by 
week. This is due partly to the present depression in trade, 
but mainly to the fact that men, skilled mechanics ав well ав 
unskilled labourers, are drifting into the city from all parts. 
There seems to be an impression abroad that work can be 
obtained. Thisis a mistake. ‘They not only cannot find work, 
but they cannot readily obtain accommodation, for the housing 
problem has not yet been solved. . . . Another factor which 
18 operating towards increasing the ranks of the unemployed 
is that steamers ate bringing to South Africa numbers of men 
fron Europe, who have been persuaded that work can be 
obtained here easily. The labour bureaux are being besieged 
by men, many of them good mechanics, seeking employment, 
and they cannot be placed. 


Mr. Sankey's warning is very useful and timely. Similar 
comments on industrial conditions elsewhere overseas are 
invited, on. behalf of our readers—but we hope they will be 
more cheering !—Evs. ELEC. REv.] 


Marine Electrician. 


Referring to the query of ‘‘ E. R. M." in the current issue 
of the ELECTRICAL Review, with regard to taking up a situation 
as a marine electrician, I trust the following information will 
prove useful to the intending applicant. 

In the first place, it is usual for anyone desirous of going 
to sea to serve an apprenticeship of possibly six months with 
the shipping companies’ shore staff of engineers, and then as 
his abilities are proved. he is drafted aboard one of their 
vessels, as & Vacancy arises. 

There are several of the first-class passenger companies, the 
addresses of which can be obtained from any shipping office. 
who carry an electrician to look after all the maintenance 
and repairs of the electrica] appliances aboard ship, and if 
"Е. К. M." writes to the superintendent engineer, stating all 
his experience, and with copies of testimonials, he will no 
doubt receive 3 replv, requesting him to appear before the 
head engineer, for an interview. 

j А. Peckston. 


Middlesbrough. 
July And, 1921. 


Armature Core Bands. 


With reference to Armature's letter in this week's 
Review, I experienced a similar case to that quoted, some 
twelve months ago. 

The motor was direct coupled to a centrifugal pump running 
at 2000 r.p.m. On three occasions the bands burst, wnich 
eventually necessitated the armature being rewound. 

During the process of stripping, I found the coils were a 
loose fit in the slots, and concluded that owing to their rising. 
due to centrifugal force when the machine was running. a 
continual pressure was being exerted on the undersides ot the 
core bands. with the result that after the machine had been 
running for a time the bands burst. 

I increased the slot insulation. making the coils a reasonably 
tight fit, and encased the steel bands in a copper casing, sweat- 
ing the whole up solid. . 

This machine has now been running continually for nine 
months, and the bands show no signs of slackening. 

On the other hand, “ Armature " mav have struck a bad 
consignment of banding wire. Recently I had occasion to tert 
a reel of No. 18 steel handing wire. taking three samples from 
diferent parts of the reel, and found a considerable variation 
in the breaking strain in each case. 

T should be pleased to hear when“ Armature ” has overcome 
his trouble and what he found to be the cause of it. 15 

| otor. 


July Ath, 1991. 
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Electric Light Wiring Systems. 

With reference to the paper on the above subject read 
before the National Association of Supervising Electricians, Т 
much regret the tone of the letter of Two Phase" that 
appears in your issue of the Ath inst.. and quite expected to 
find at the end of it: This correspondence must now cease.” 
‘Two Phase". has bronght an enlightening technical dis- 
cussion down to the level of acrimonious personalities. 


If your correspondent cares to accept my invitation to the 
next technical debate of the N.A.S.E.. he will find that by 
design they are frankly, though fairly, critical, and for that 
reason educational. | 

That supervising electricians depend in any degree upon 
manufacturers for their daily bread is, on the face of it. 
simply frothy verbosity. The Association has a long record 
of lectures by inventors and manufacturers, who have all 
been grateful for the practical criticism our members have 
been able to offer. 

I do not, agree that C.T.S. has received greater condemna- 
tion than other systems. 1% has been brought into greater 
prominence in this discussion by the frantic efforts of its 
disciples to justify its use under all conditions, which is а 
ubiquity the makers do not claim. In any case, the letter 
of TWO Phase contains nothing that is illuminating on 
the subject. In a certain gas works in Tondon, C.T.S. was 
installed in the retort houses, and ordinary V.I.R. taped 
and braided drawn into screwed welded tube in other parts 
of the works. | 

I have examined the job superficially in the light of these 
discussions, and find that there is а tendency for the sheath- 
ing to crack on the outside of sharp bends. and, of course, 
there is a certain amount of sag in the horizontal runs, which 
as far as I know can only be avoided by using some adhesive 
paste when erecting. 

I have also examined the conduit job, and find that air 
and water, and possibly free gases, have attacked the tubing, 
and rust has practically entirely displaced the enamel. The 
interior of the tube appears in fair condition, but I should 
venture to say that C.T.S. will prove the more durable job. 
On the other hand, I know a small motor garage where the 
hand lamp lead spends most of its time in the oil and grease 
of the floor and pit, and after 18 months required replacing. 
Now, the point І arrive at is that, by this review of facts, I 
am not condemning C.T.S. because it cracked at a sharp 
bend; I shall simplv see that when it is used again there 
is no sharp bend. Because rust heavily attacked conduit in 
a gas works, I shall not rule out conduit alwavs. In a gas 
worke I should use a sherardised tube system in conjunction 
with C.T.S. 

In a motor garage that allows oil to be abont the floor. 
abviouslv the lead must be protected by в flexible metallic 
tuhe, although even this has faults. In other words, we 
have gained experience. 

If Two Phase " cares to send me his address, I shall he 
pleased to advise him of the date of our next lecture, and, 
indeed, any other electrical gentleman interested. 


J. H. Windibank, 
| | Vice-chairman. 
National Association of Supervising Electricians. 
South Norwood. 
June 98th, 1921. 


National Electric Light Association of America: Chicago 
| Convention. 


With reference to the Reader in your issue of July Ist, the 
Council of the E.D.A. has already had under consideration 
the possiblity of arranging for joint conventions of the various 
electrical interests in this country, and although the existing 
subdivision of Electricity Supply and other Electrical Associa- 
tions has hitherto made anvthing of, the kind difficult, vet 
there appears every reason to hope t with a little persever- 
ance and goodwill we may ultimately look forward to some 
arrangement for bringing together the members of all sections 
of the industrv once а vear. The value of such an effort 
would repay almost anv trouble involved in it. 

As at present, working meetings and conventions of the 
different sections are of great benefit to the members. and 
to the branches of the industry represented by the several 
sections, but they carry little propaganda: value towards the 
vublic. V 
; Associated together in the form of a general meeting dealing 
with every interest comprised in the electrical industry, thev 
would, in addition to the. proper work carried out by each 
section. make a very notable cumulative impression on the 
public mind, secure the interest of the Press, and probably 
produce a business-getting influence out of all proportion to 
the cost involved. 

J. W. Beauchamp, | 
Director and Secretary, 
Dritish Electrical Development Association, Inc. 

London. 

July 5th, 1921. 


Birmingham Electrical Golfing Soclety.— The Summe 
steeting of this Society was held at Sandwell Park, under idea 
conditions. The Baylisa Cup was up for competition, this being 
wen by Mr. J. D. Masters, with a Kore of 94—15 = 79. The other 
prizewinners were Messre. W. A. Jackson, J. Н. Нагрїп, W. A. 
Baxter. and G. Handley. the last-remed gentleman ғесогілр the 
prize for the sealed nine holee. There was а representative 
gathering, and the event was very enjoyable, б 
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REVIEWS, 


Elementary Principles of Continuous Current Armature Wind- 
ings. By F. M. Denton, A. C. G. I., A. Amer. I. E. E. Рр. 
102--x; figs. 44. London: Sir Isauc Pitman & Sons, Ltd. 
Price 2s. Od. net. 

Small Single-phase Transformers. Ву E. T. Patnton, B. Sc., 
A.M.LE.E. Pp. 95+x; figs. 40. London: Sir Isaac 
Pitman & Sons, Ltd. Prive 2s. 6d. net. 


High Tension Switchgear. By Н. E. PooLE, B.Sc., A. C. G. I., 
A.M.I.E.E. Pp. 118+ix; figs. 26. London: Sir Isaac 
Pitman & Sons, Ltd. Price 2s. 6d. net. 


These three books form a part of Messrs. Pitman's series 
of technical primers which is designed to provide information 
in the various branches of engineering technology in a cheap 
and concise form. The series, which is edited by Mr. R. E. 
Neale, B.Sc., A. C. G. I., A.M.I.E.E., comprises а set of volumes 
whose eme is foolscap 8vo, and which are, therefore, conve- 
nient for the pocket; they are distinguished by clear printing 
and the diagrams are well reproduced. 

Mr. Denton’s book forms a comprehensive study of direct 
current armature windings, and is intended for use by pro- 
fessional electrical engineers. Many years ago Prof. Cramp 
suggested a method whereby drum lap windings might be 
looked on as being derived from ring windings; the present 
writer carries this idea further and shows that drum wave 
windings may also be looked upon as derived from ring 
windings of the multiplex type. Readers who have had diffi- 
culties in following the more usual explanations of the action 
of wave windings may find this new method of approach of 
great utility. In addition to the consideration of simplex 
windings of the lap and wave types, multiplex drum windings 
receive в fair share of attention and, in particular, the series- 
parallel type of winding is carefully considered. 

A full exposition of the uses and correct application of 
equalising connectors to the types of winding to which they 
are applicable is also given, and the book concludes with а 
schedule of examples of windings actually employed by a 
number of well-known firms, with explanatory notes when 
necessary. We can cordially recommend the book to students, 
and also to electrical engineers who have occasion to go into 
the subject under consideration. It is clearly written by a 
man thoroughly conversant with his subject, which is pre- 
sented in а compact and efficient form likely to appeal to 
all technical readers. 

The second of these primers is written largely with a view 
to assisting amateurs who wish to construct small transformers 
io their own calculations. 'The first half of the book is con- 
cerned with explanations of transformer action in language 
suitable for men without any considerable technical know- 
ledge. Vector diagrams are not used, and anything but the 
simplest mathematics is avoided, but it gives а good and 
accurate idea of transformer working for the type of men for 
whom the book is written. Subjects included in this part 
of the work are voltage regulation, efficiency and losses, and 
an account of the magnetic and electrical circuits of trans- 
formers. 

The second part of the work is concerned with the design 
of small transformers (particularly up to 1 kW), the main 
point kept in view being to produce a transformer having 
given operating characteristics at a minimum cost. The calcu- 
lations, though involvigg only simple mathematics, are per- 
haps likely to be somewhat laborious to the amateur, and we 
feel that this section of the work is likely to appeal more to 
men having greater technical knowledge. The method out- 
lined 1з of great interest, the few assumptions made being 
of quite а minor character. An alternative method of calcula- 
tion is also given in which reasonable assumptions as to the 
main dimensions are first made, followed bv checks to see if 
the desired characteristics have heen attained. The book may 
he well recommended to men who desire to construct а trans- 
former for their own use, and many parts will he of con- 
siderable interest to men engaged in transformer design and 
construction as a profession. 

In the third book we feel that the author has endeavoured 
to treat a very large subject in too small a space. with the 
result. despite the concise stvle adopted. that the clearness of 
the explanations suffers. and in some cases thev are not readilv 
followed. After an introductory chapter we find approximately 
one half of the book is devoted to an account of the general 
arrangements and mechanism of oil break switches. In these 
sections it is clear that the author is thoroughly at home. and 
he conveys a large amount of information in the minimum 
of space. At times he seems to fall into the error of imasin- 
ing that his readers are as conversant with the general outline 
of the subject as he is himself. and those who are not will, 
ав a result, have to follow the subject matter very closely, 
and possibly supply certain gaps from other sonrces. As an 
instance of this we mav quote the consideration of fuse shunted 
overload trip coils where it is pointed ont that the absence 
of fuse shunting mav adversely affect the accnracy of the 
readings of the switch board instruments. Readers who are 
familiar with the usual arrangements will have no difficulty 
jn anpreciating this point, but others, of less experience, may. 
in the absence of further information, wonder why this effect 
is bronght about. The latter portion of the book is devoted 


to the consideration of isolating switches, arrester gear, high 
pressure fuses, and methods of switch testing, and concludes 
with a short bibliography of the subject. 

The book will be useful to those who bave a general know- 
ledge of the usual arrangements in high pressure switches and 
bs wish to obtain additional information in the most concise 

orm. 


Armature Winding. A Practical Handbook for Students, 
Armature Winders, and Engineers in Charge. By C. 
SYLVESTER. Pp. xiii 171, figs. 129. London: Rentell and 
Co., Ltd. Price 7s. 6d. net. 


There must be many winders wishing to advance their 
technical knowledge who find difficulty with standard text 
books owing to the limitation of their knowledge of first 


principles. There is thus а real need for books to bridge the 


нир between the usual text book and the ambitious winder's 
technical capacity. The intention of the author was to produce 


a book of this kind, for in the preface he promises that the 


winder who will allow himself to be assisted by the advice 
contained in the following pages will become expert in 
every sense of the word.” 

One might deduce from the wording of the preface that 
the author has not had a conventional scientific training, but 
that he has mastered the technology of his subject by self- 
study, and is, therefore, qualified to teach others. A very 
careful and sympathetic study of the little book. however, 
serves only to reveal that the author does not really under- 
stand the essentials of the subject with which he deals, and 
his uninitiated readers are much more likely to be misled than 
helped. Incorrect statements and partial truths are rife 
throughout the book. A fair idea of the gross imaccuracies 
can be given by quoting an extract from Chapter 3, in which 
the author explains how а small generator is designed. 

A good formula for finding the electromotive force of a 
two-pole machine 1s : — 

E = Z [10° 


that is where E=the electromotive force. 


6=the total number of lines of force cut by the 
armature conductors. 

n=number of revolutions of the armature per 

J minute. | 

10° number of lines of force which is necessary 

for one conductor to cut to produce one volt. 

Z=number of conductors on the face of the 
armature. 

From the above formula it will be seen that the electro- 
motive force depends upon. and jis proportional to, the three 
values, 10^. Z, and n. If any one, or all three, are altered, the 
electromotive force will also be altered accordingly.” 

This senseless statement is followed by :— 


110 x 10,000,000 
1,152 X 36 


E X 100 


Tx 5 — 272,000. 


On this page alone (p. 37) there are no fewer than seven 
blatant errors, and some of them cannot fail to have a decidedly 
harmful influence in misleading uninformed readers anxious 
to learn. On page 157 is the following amazing arithmetic 
for showing the student how to calculate the total resistance 
of two 30 ohm resistances in parallel: 

5 ＋ *r = 306 ＋ gh = у = 7$ = 15 ohms. 

Errors in simple arithmetic are very numerous, and in 
some cases must confuse the raw mind. For example, the 
author sets out to show how to design a dynamo for an 
output of 500 watts, and the first step he takes is to prove, 
by his elastic arithmetic, that the output of a 500-watt gene- 
rator is really 506 watts. 

We turn in despair from these technical matters in the 
hope of finding some merit in the way the author deals with 
the practical side of his subject, but only again to be dis- 
appointed. The reader is solemnly told that all core plates 
are bent in the act of punching, and that а pair of rolls for 
stralghtening the plates 18 an essential piece of machinery. 
When describing a baking oven for a repair shop, the author 
says: The oven should be preferably steam heated, with 
pipes sufficient to produce a temperature of about 150 deg. F. 
A small fan fitted in the side of the oven will draw air through 
these pipes and this temperature will be maintained." Draw- 
ing air through steam heating pipes can hardly add to the 
heating effect, and, no doubt, what the author has seen 18 
a fan for ventilating the oven, and he has not understood its 
purpose. On page 73, the would-be designer is informed that 
cotton-covered wire for coils for machines having a voltage 
above 900 sometimes has six layers of cotton. А definition 18 
given for wave and lap windings that no winder could under- 
stand, and to make the confusion complete, a clear illustration 
of a wave winding is called a lap winding, and what is really 
а lap winding is called a wave winding. On page 53 18 given 
а description and illustration of a former for turbo-alternator 
field coils, both of which entirelv fail to give any idea of 
how such a jig should be designed. 

Altogether the errors are so numerous and so gross that 
it is not possible to come to any other conclusion than that 
the book is one that should never have been published. 
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Tidal Power. Ву А. M. A. Strusen, O.B.E., A. M. I. C. E. Pp. 
xii * 113; fgs. 13. London : Sir Isaac Pitman & Sons, Ltd. 
Price 2s. 6d. net. 

Mr. Struben's little book comes at a moment when there 
is a revival of interest in the subject, and it is unfortunate 
that it was written just before the particulars of the great 
Severn scheme were published. Still, in spite of the absence 
of апу comments by the author on that project, the book is 
very useful as в résumé of our present knowledge of the 
economic use of power from the tides. 

The author does not minimise the difficulties that confront 
tidal power development, of which the chief is the great 
difference in “range °’ between spring and пеар tides, but 
is of opinion that our Increasing experience of hydro-electric 
plants will prove of great service in the solution of the technical 
side of the problem. He discusses various tidal basin systems, 
and gives a series of diagrammatic sketches of such systems 
capable of developing (at 100 per cent. efficiency) from 113 to 
1,032 kW per basin area of 100 acres. He does not give con- 
sideration to the proposal popularised by Mr. J. O. Boving to 
generate at two or more points where the tide-times do not 
coincide and supply power to à common network. 

The chapter on * Financial Considerations " is necessarily 
rather indefinite, seeing the lack of precedent in the establish- 
ment of tidal power schemes and the great physical differences 
to be encountered in the bays and estuaries of the British Isles. 
Mr. Struben gives it as his opinion that tidal power can 
compete on a footing of equality with steam power as regards 
cost per unit produced by existing undertakings. when the 
capital invested in the latter amounts to £50 per kW installed, 
even when the cost of tidal power stations reaches as high 
„ hgure as £137 per KW installed." It does not appear tbat 
the costs and losses of long-distance transmission have been 
considered. when arriving at this figure, and working costs 
(exclusive of management) have been taken as .20d. per 
unit 5 estimate which will probably need revision 
upward. 

The two chapters on“ Preparation of Projects and“ Re- 
search ” are stimulating, and will appeal to all British en- 
gineers. The whole book serves as a timely reminder that 
the United Kingdom is a thickly populated and industrial 
country, with all parts comparatively. close to the seashore, and 
with a greatly indented coast line—natural advantages for tidal 
power development which none of our great national rivals 
possess.—E. S. R 


LEGAL. 


Ах ELECTRICAL UNEMPLOYMENT INSURANCE CASE. 


Ат Loughborough, last week, the Ministry of Labour prose- 
cuted a switchboard operator employed by the Corporation for 
not providing an Unemployment Insurance book. According 
to the Nottingham Express, Mr. R. B. Leach, the manager 
of the electricity works, said that the defendant refused to have 
the book. and that they had stamped it up for hiin on the 
temporary cards specially provided. It was manual work. On 
the average his earnings amounted to more than £5 per week. 

An inspector of the Ministrv of Labour said defendant when 
меп by him emphatically refused to have а card, saying he 
did not want to have anvthing to do with it. 

Mr. Heane submitted that the defendant was not a manual 
labourer within the meaning of the Act. He quoted a High 
Court decision, which ruled that dairy foremen and tailors’ 
cutters were not manual labourers. lle submitted that he had 
ho case to answer, as the prosecution had not made out their 


case. Defendant was a responsible worker, in charge of thou- 
sands of pounds’ worth of machinery. | 

The Bench unanimously agreed that the defendant was not 
a manual labourer, and they allowed costs. 


Person & Cox, Lrp., v. BERRY. 


IN the Mayor's and City of London Court, last week. before 
Judge Jackson, an action was brought by Person & Cox, Ltd. 
(in liquidation), by M. Morgan, its liquidator, 17, Eldon 
Street, E.C., against Mr. W. J. Berry, dry cell manufacturer, 
of Southwark Street, to recover £25 lls. 4d. for electric 
accessories supplied. Defendant's counsel asked for an ad- 
journment, and said that the plaintiffs had signed а deed 
of arrangement. 

Mr. REGINALD G. Davis, plaintiffs’ solicitor, opposed the 
adjournment, and said plaintiffs had never signed the deed of 
urrangement. They always refused. The debt was admitted. 
He had every sympathy with the defendant, who had sold 
his business to a gentleman who undertook to рау off 
his liabilities. He did not propose to enforce the judgment 
for a time, so that the defendant could recover the money 
from the purchasers of the business. 

Judge Jackson thought that very fair, and judgment was 
given for the plaintiffs, execution being stayed for two months. 


WHITE v. CHAMBERS & FLEMING. 


BerorkE Mr. Justice Gordon, in the High Court of Ireland. 
Dublin. a convention was made a rule of Court in an action by 
Mr. James White, of North Frederick Street, in that city, 
against Messrs. F. W. Chambers and G. P. Fleming, La 
Scala Theatre, Dublin, for £150, balance due in respect of 
electrical work. The settlement provided for the payment 
of £14 odd lodged with the defence, and a further £35, the 
parties to abide their own costs. | 


Hurst ELECTRIC PLANT, LrD., v. Cavan онт & POWER Co. 
IN this case, which was reported here last week, his Lordship 
has given Judgment against defendants for £130 and costs 
for breach of contract, remarking that plaintiffs coull realise 
on the switchboard, which was in their possession. 


HovsiNG SCHEMES AND ELECTRIC LIGHT ACCOUNTS. 


` At the Liverpool Police Court, recently, thirty or more tenants 


of Corporation hutments at Knotty Ash were summoned for 
non-payment of their electric light accounts. Many of them 
said they had refused to pay because they were under the 
linpression that the rent of from 168. to Ws. per week included 
the cost of lighting. It was understood when they charged 
such high rents," said one, that light would be included.“ 
It was pointed out, however, there was no ground for this 
assumption, and the Bench made orders for the payment of 
the uccounts.—Liverpool Post. 


Rio Tinto Co., LTD., v. A. G. Brown, BOVERI & (тв. 


IN the Commercial Court of the King's Bench Division on 
July 5th, this case came on for hearing. It is an action for 
damages for alleged breach of contract relating to the con- 
struction of an electric railway in Spain by the defendants for 
the pliuntitfs. 

Sir JoHN SIMON opened the case for the plaintiffs. 

On July 6th, 16 was intimated that the parties had arrived 
at a settlement, but as the defendants were a Swiss company, 
it was agreed that the case should stand over until Friday 
so that they might get confirmation from Baden. We shall 
report the matter next week. 


BUSINESS 


meeting, July 12th; public examination, July 28th; both at 


Bankruptcy Proceedings. K. Н. KERR & Co., makers 
of electrical acoessories, Barrhill Works, Dalbeattie, Scotland.—A 
meeting of creditors wae called for Juiy 5th (the firm having been 
obliged to suspend payment), to consider the state of affairs and 
such proposal for settlement as might be made by the debtors. 
With the approval of creditors largely interested, Messrs. W. and 
W. B. Galbraith, of Glasgow, had been instructed to investigate 
the debtors’ affairs, and prepare a statement. 


WiLLIAM WHEATCROFT, 162, Freeman Street, Great Grimaby, 


labourer. previously e'ectrician. The following are creditors :— 


Colbrook, W. 4400 Arrota Elec. Mtr. Co. (Louth) £24 
Kirkland vs "s 41 Tyson,H., .. ee "T TN 2l 
Dring, H. Salttleetby . 50  Swany,Thos,  .. .. 20 
en , e 38 Cross, . 19 
Beadie, T. & Co., Ltd. 30 Chapman, Dr., sus us 10 
Gibbons ,. 9 25 Cleveleys Advertising Co. 10 


C. A. CARPENTER, electrical engineer, 4-5. Mason's Avenue. 
Dghall Street, E.C.—Receiving order made June 27th on 
creditor's petition. First meeting. July 11th; public examination. 
September 13th ; both at Carey Street, W.C. 
J. H. Toms, electrical engineer, 13, Gray's Inn Road, W.C.— 
iving order maie June 27th on debtors own petition. 
First, meeting, July llth ; public examination, September 27th ; 
both at Carey Street, W.O, 
G. Н. GEE, electrician, 10, Front Street, Annfield, Durham.— 
Receiving order made June 24th on creditors’ petition. First 


NOTES. 


Newcastle-on-Tyne. 
E. CLONEY, tramway divisional traffic superintendent.—Fourth 
and final dividend of 5s. 6d. in the £, payable July 8th, at Carey 


Street. W.C. 


J. W. LAYTON, electrician, 5, Nobles Bank, Hendon.—First and 
final dividend of Is. 4id. in the £, payable July 7th, at the Official 
Receiver's Offices, Sunderland. 

R. C. Jones (Elect-Ma Engineering Co.), 10, Caledonia Street, 
King's Cross, W.C. Adjourned public examination, July 29th, at 
Carey Street. W.C. 

A. ROWLANDS, electrical engineer, 45, Thrumpton Lane, East 
Retford, Notta.—Last day for proofs for dividend, July 20th. 
Trustee, Mr. F. C. Brogden, Official Receiver, 10, Bank Street, 
Lincoln. 

W. HEDGECOX, electrical engineer, 121, Salop Street, Wolver- 
hampton.—Last day for proofs for dividend, July 22nd. Trustee, 
Mr. S. W. Page, Official Receiver's Office, 30, Lechfield Street, 


. Wolverhampton. К 


Company Liquidations.—ANGLO-NoRWEGIAN ELECTRO- 
CHEMICAL AND FINANCE Co., LTD.—Winding up voluntarily. 

UNITED ELECTRIO САВ Co., LTD.—Winding up voluntarily. 
Liquidator, Mr. G. R. Freeman, 66, Coleman Street, EC. А 
meeting of creditors was called for July 7th. Particulars of olaims 
must be sent to the liquidator by August 31st.  — i 
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ENGINEERING AND ARC LAurs, Ltp.—A meeting of members 
is called for August 4th, at 29, Gracechurch Street, E. O., to hear an 
account of the winding-up, from the liquidator, Мт. W. A. 
Henderson. | | 

PORTABLE ELECTRIC Morors (1919), Ltp.—First meeting of 
oreditors and contributories, July 12th, at Carey Street. W.C. 

E.B.C. ELECTRICAL Co., Ltp.—A petition for the winding-up 
has been presented to the High Court by Mr. L. C. Harvey, con- 
sulting engineer, of 26, Victoria Street, S.W., and will be heard in 
London on July 19th. 


Dissolutions of Partnership. —Apam & GAYLER, elec- 
tricians, Dyneto Works, Suffolk Place, Birmingham.—Mr. F. J. 
Adam and Mr. W. E. Gayler have dissolved partnership. Mr. F. J. 
Adam. will attend to debts and continue the business. 

ELECTRICAL EQUIPMENT AND INSTALLATION Co., electrical 
engineers, 64, Finsbury Pavement, E.C.—Mr. J. Р. Castle and Mr. 
О. J. Arnold have dissolved partnership. Messrs, Castle & Co., 
solicitors 31, Gracechurch Street, E.C., will attend to debts. 


Trade Announcemerits.—The firm of А. V. WILLMOTT, 
124-127, Minories, London, В, 1, has been re-constituted, and will be 
known as A. V. Willmott, Son, & Phillips, Messrs. R. О. Willmott 
and Mr. F. 8. C. Phillips having Mem the firm, which will 
specialise at the same address in insulating materials, traction and 
transmission material, &o. 

MESSBS, LESLIE DIXON & Oo., 91, Queen Victoria Street, London, 
Е.С. 4, ате now the representatives in the South of England for 
Messrs, John Fletcher, Ltd., electrical slate manufacturers, whoee 
works are at Carnarvon. 

Mr, DAVID G. BROOKS, representing the Walsall Hardware Manu- 
facturing Oo., Ltd., has moved from 79, Linooln's Inn, Corporation 
Street, to Daimler House, Paradise Street, Birmingham.  . 

Messrs, Bruoe Peebles & Co, Ltd, have recently appointed 
Messrs, CHARLESWORTH, PREBLES & Co., of 184, St. Vincent 
Street, Glasgow, as their agents 5 the whole of Sootland, with 
the exception of the area in the East of Sootland. which, as for 
many years past, will still be covered by MEssRs. MITC HELL, 
GRAHAM & BoN, LTD., 56, Buccleuch Street, Edinburgh, Ma. J. A. 
Hoop still remains the Bruce Peebles Scottish representative. 

Catalogues and Lists,—Mr. С. Gorpon SwrTH, Royal 
London Buildings, Lichfield Street, Wolverhampton.—An illus- 
trated and priced leaflet dealing with a patent Eoonomy flood 
lamp for wae lighting, &o. 

Messrs, E. G. APPLEBY & Co., LTD., 70, Victoria Street, West- 
minster, S.W. 1.—A series of leaflets in volume form illustrating and. 
describing “ Phoonix ” electro-magnets for various purposes, such 
as sorap handling, steel rail conveying, lifting castings, &c. The 
léaflets inolude a description of а 5-ton crane adapted for use with 
a magnet. 

Messrs, Hicas Ввов., Sand Pits, Birmingham.—" Monthly 
Magazine,” July, 1921, containing stock and price-lista of motors 
and dynamos, notes on starting gear, and anecdotes. 

Messes. W, T. HENLEYS TELEGRAPH WOoRES Co., LTD., 
Blomfield Street, London Wall. E.C.2.—List U L 1, "Industrial 
Lighting Boxes," giving full details, illustrations, and prices of 
small joint boxes for use in the lighting of collieries, shipyards, 
factories, warehouses, &c. 

Messrs, SCHOLEY & QO., LTD., 56, Victoria Street, Westminster, 
S.W.|1.—4A folder advertising the "Croydon Premier "auction cleaner, 
giving several views of the works of the Electric Suction Cleaner Co. 

SIMPLEX CONDUITS, LTD., Garrison Lane, Birmingham.— 
“ Installation News,” New Series, No. 7, July, 1921, containing 
notes on Earthing of Factory and Works Installations,” and 
descriptions of the “Simplex” hand-lamp and colliery-lighting 
system and “ Stellite" lanterns for industrial and street lighting. 

Messrs, GEORGE ELLISON, Perry Bar, Birmingham.—List 
No. 17, illustrating and describing Mill "-ёуре free-haudle air- 
break cirouit breakers ; and List No. 19, dealing with trailing cable 
sockets and plugs for air-break gate-end boxes, giving illustrations 
and dimensions. Both liste are fully priced. 

KEIGHLEY GAS AND OIL ENGINE Oo, Imperial Works, 
Keighley. — An illustrated blotter advertising Imperial 
(Keighley) gas, oil, and spirit engines. 

Messrs. HASLAM & STRETTON, LTD., 11, Windsor Place, Cardiff.— 
A deacriptive circular of the approved Thor miners safety lamp. 
Illustrated. 

THE EXCELSIOR SHADE MANUFACTURING Co, Betterway 
House, Stamford Street, Nottingham.—4A well-illustrated catalogue 
of " Betterway " lamp shades and fittings in various metal finishes. 
Also two of a series of office mottoes. 

Messrs. C. A. Parsons & Co., LTD., Heaton Works, Newcastle- 
on-Tyne.—Pamphlet No. 3, illustrating and describing the applica- 
tion of steam turbines to paper mills. This shows the advantages 
of the turbine or turbo-electric drive for mill machinery, as well as 
the auxiliary advantage of the turbines in the provision of the steam 
necessary in certain processes, 

Messrs, E. P. ALLAM & Co., 107-109, Gray's Inn Road, W.C. 1.— 
Monthly stock list, No. 10, July, 1921, giving particulars of d.c, 
motors, new and second- hand. 

THE ANGLO-SwEDISH ELECTRIC WELDING Co., LTD., Wood Wharf, 
Greenwich, S.E. 10.—A profusely- illustrated publication (35 pp.), 


Т describing the Kjellberg arc welding process and its applications, 


Mesers, F. J. SHENTON & Co., LTD., 68 and 69, Shoe Lane, Е.С. 4. 
—A leaflet illustrating "Supreme" standard accumulators and 
burzlar alarms, Fully priced. 

Messrs, BRUNTONS, Musseiburgh, Scotland.—A well-illustrated 
catalogue of cold rolled-steel strip of many sizes ; the list gives 
full instructions for ordering, and tables of decimal and metric 
equivalents, &c. l 
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MxssBs. WATSON & Sons (ELECTRO-MEDICAL), LTD, Kunio 
House, Parker Street, Kingsway, W. C. 2.—Bulletina Now. 858 and 
86s dealing- respectively with “Sunio” automatic X-ray combina- 
tion, couches and screening stands, and a portable tratmformer 
unit (both illustrated and priced); Foldet No. 388, giving sizes and 
prices of back and front intensifier screens ; and “Вопіс ‘Record,'' 
No. 14, giving the preliminary report of the. X-Ray апа Radium 
Protection Committee. * 

THE GENERAL ELECTRIC Co., LTD., Magnet House, Kingsway, 
W.C.23.—Pamphiet E. 2,351, giving an iluntrated e wish 
prices, of studio arc lamps гә 

MESSRS. SAMUEL JACKSON k Co., 58, . Shipley, Yorks.— — 
An illustrated and priced leaflet advertising me " Empira" 'eleo- 
tric washing machine. 

Catalogues Wanted.—Mn. R. A. JONES, who has recently 
taken over control of Messrs. Bass & Co., 402, Хех кы ык 
to receive catalogues. 


Inquiries.—Makers of the * Manchester ” oil engine, and 
ot the Lombard 5-A intermediate corridor тон, are asked for. 


. Book . Notices,—'"' Thermionic Tubes in Radio Tele- 
graphy and Telephony.“ „ By J. Soott-Taggart. Pp. xxiv + 424 ; 
344 figs. London: The Wireless Prees, Ltd. Prioe 258. net. 

« Kelly's Directory of. Merchants, Manufacturers, and Shippers 
of the. World for 1921. In two vols. Price. 64a, net. London.: 
Kelly's Directories, Ltd. 

“The Jpurnal of the South African Institution of. Epgineers." 
Vol. XIX, No. 11. J une, 1921. The subject of the paper included 
in this issue is—" Factors Affecting Mining Efficiency.” The 
Institution's comments on the Electricity Power Supply Bill and the 
Apprenticeship Bill ага also. given. Accompanying. this number of 
the Journal is a complete list of шешен. 

Theory of Wave Trausmission;" By G. Conatanbinosoo.. Vol. I. 
Pp. iv. + 211; figs. 51. London: Proprietors of Patents: Con- 
trolling Wave Transmission, —This isa treatise on. the transmission 
of power by vibrations, by the inventor of the system ; an alter- 
native title is " Theory of Sonics,” from whioh it will be gathered 
that.the.transmisaion of energy “by means of impressed periodic 
variations of pressure or tension producing longitadinal vibrations 
in solid, liquid, or gaseous columns," has attained the dignity of a 
new branch of engineering science—that which deals with all 
applications of elastic, properties. of liquide for the transmission 
of power as distinct from Hydraulics,” which deals with liquids 
treated as being incompressi le. The author first explains the pro- 
duction of impulses, their propagation along a column of matter, 
and their application to the performance of work at a remote point, 
after which he develops the theory of the subject, which naturally 
bears а close resemblance to that of alternating electric currents ; 
terms such as sonomot ive pressure," “sonio current," capacities and 
condensers, &c., as well as power factor, and workless components, 
not only heighten the similarity, but represent analogous quantities. 
Further on, when we tome to the description of the setual apparatus 
employed, we meet with rotors and statora, synchronous and 
asynchroneus three-phase motors, collectors, and во on, while later 
sections deal with.‘ high-frequency currents, oharged lines,” 
" transformers," &c.: In the appendix numerous tables of constants 
and mathematical functions employed in the calculations are given. 
While it is not within our sphere. to discuss in detail a- -work on 
“ Sonics,” we are interested in observing that a пет лојепое bas 
thus been crested and developed to во advanced а degree by the 
efforta of a single man, and we congratulate Mr. Constantinesco on 
the result of hia labours. , 

“The М. and. С. ; Apprentices’ - Magazine.” Vol. V, No. 1s. 
Summer, 1921. (54 pp.). — This number contains а talk on Wes, 
&c., by Mr. Sam Mavor, and many other interesting articles &nd notes. 

"Memorandum on Eleotrio Aro Welding." Form: 329 of the 
Factory Department, Home Office. (10 pp) London: Н.М. 
Stationery Office. Price 3d, net. 

Punch Summer Number (Is.) celebrates ' Mr. Punoh's eightieth 
birthday. In addition to other features, which are up to the usual 
standard, the number contains a section in oolour depicting in 
contrast many interesting changes that have been witnessed 
during the period. 

E.P.D.— The Federation of British Industries, last week, 
addressed a communication to the Chancellor of the Exchequer 
urging upon his sympathetic consideration two clauses dealing 
with the question of forward contracts and bad debts, which will 
be moved upon the report stage of the present Finance Bill. The 


object of both clauses is similar—viz., to secure that all firms 


should be placed as nearly as possible upon an equal footing as 
regards the burdens to be borne and the relief to be. obtained under 
the provisions for the termination of E. P. D). 


Lantern Slides. —Mxss ns. Ввпок PmEBLES & Oo. 
LTD., of Edinburgh, have prepared a very complete get of nearly 
80 lantern slides showing their works and manufactures, and s 
are available for illustrating lectures on electrical machinery. 
addition to views of their works, there are others. dealing. with 
generators and motors, motor generators, rotary converters, 
frequency changers, and the Peebles-la-Cour motor converter. : 


Copper and Lead Prices.—Mxssns. F. SMITH & Со. 
report, J uly 5th':—" Copper (electrolytic) bars £77 10s, 305. 
increase; do. sheets, no change ; do. wire rods, £93 10s, 308. 
increase; do, h. o. wire, 11 2d., dd. increase; siliciani ‘bronze wire, 


18. 31d, id. decrease.” 


MESSRS., JAMES & — report, July 6th .— Copper 
bars (best selected), sheet and rod, and English pig lead, no change 
in last week's quotations,” 
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Fire. MESSRS.. ALBER? LER & Co., LTD; ask us to 
stato that the fire which ooourred at their works at Andrews Road, 
„юм not of а serious nature, and it in no way interfered 
with the business. They are still able to.execute orders for glass- 
ware of. all types from stock. mE a 
Electrical Measuring Instrnments.—The publication of 
s special article in the Westminster Gazette of May 18th, dealing 
with some of the possible effects of the then proposed Safeguarding 
of.. Industries ВШ on certain electrical products, in particular 
measuring instruments of precision, has been followed by a letter 
from Mr. D. N. Dunlop, on behalf of the B. E. A. M. A., dated June 
д$гё, and appearing in the Gazette for July lat. Mr. Dunlop writes 
as.follows „ The article laid it down as practically indisputable 
that an American instrument, the Weston,“ is so essentially 
different from, and superior to, any English instrument of the 
same kind, that # 'rhust be regarded by manufacturers in this 
country as a basic teol. I am to say that while’ the Weston 
instrument is admittedly excellent of its kind, it is not in any sense 
unique, and that there are à number of English makers of electrical 
‘(whose names are available) capable of producing, and 
now producing іп amply sufficient numbers, instruments performing 
precisely the same functions, and with quite-as high a degree of 
accuracy.: With regard to.the statement that Mr. Enthoven, of 
the late Import Restrictions Department, gave special permits for 
the importation of ‘some tons' of Weston instruments, thus indi- 
cating their indispensability, the writer of the article appears to be 
misinformed, Licences to import were issued during the war not 
because equivalent instruments were not made in this country, but 
because English makers were then engaged on other products con- 
sidered by the authorities to be of greater immediate importance for 
war purposes, and ammeters and voltmeters of the Weston class 
were, therefore, not available in sufficient numbers.” | 


;. US, Electrical Exports.—The Department of Commerce 
reporta that expoxts of electrical goods from the United States in 
April were valued at $9,085,598, or about $2,000,000 more than the 
total in April 1920. Bo far this year the exports are averaging 
nearly $12,000,000 а month, which, if continued, would meke a 
record year. The total for 1920 was $102,618,508.— Reuter's Trade 
Service (Washington, June 14th). | 


Engineeriag Wages.— As briefly mentioned in our last 
isme, а provisional agreement between the parties to the engineer- 
ing wages was reached on. June 30th, in time to avert a 
cetsstion of work. The terms of the agreement, which is being 
voted upon by the employés, are as follows :—The wage reductions 
are to be effected in three stages; The first reduction will take 
effect upon July 15th, and will consist of 3s. off weekly wages, and 
74. per coent. off time rates. A similar reduction will be made as 
from August 15th. The third stage, which concerns the 
"Ohurehill" munitions bonus of 121 рег cent. on time rates, and 
^k per сеп. on piece rotes, is to be the subject of negotiation in 
September. The proposals were adopted by the Trade Union 
delegates with but few dissentients, and the prospect of acceptance 
by the workers conogrned is regarded with optimism, as the leaders 
recommend this course, | 

In announcing the arrival ab the above agreement in the House 
of Commons on June 30th; Dt. Macnamara (Minister of Labour) 
pald а tribute to both sides, aud taid:— The successful issue of 
the negotiations is a signal illustration of what can be done when 
employers’ and workpeople’s leaders sit down together to face a 
problem with a real intention of grappling with it until a solution 
has been found." 


Private Meeting,—ALBERT HARRY OsBORN, electrical 
engineer, 67, Southgate Street, and 101, Welford Road, Leicester.— 


1 & Barnes, Leicester, when a statement of 
which showed liabilities of £587, allof which 
were due to trade creditors. The assets were estimated to realise 
4290, from which had to be deducted £5 for preferential claims, 
leaving net assets of £285, or a deficiency of £302. It was reported 
that the values placed on the assets were those of the debtor. A 
full set of books had not been kept, and the only explanation of the 
deficiency was bad debts to the extent of £125, and loss made on 
contracts. · The drawings had only averaged £3 a week. The 
debtor had beén in busineas for some six or seven years. Recently 
creditors had been pressing, and in order to protect the estate, а 
deed of assignment had been executed, the trustee being Mr. R. 
Dunn, chaztered accountant, of Mesars. Aspell & Barnes, 3, Welford 
Road, Leicester, An offer was made of a cash composition of 51. in 
the 4, but after discussing the position, it was decided that the 
estate should be dealt with under the deed already executed. 


New Manufacturing Plants in India.— The directors of 
thé Tata Co. are negotiating for the establishment of plants for the 
manufacture of railway wagons and locomotives. agricultural 
implements, wire products, tin plates, enamelled wire cables, and 
special steels for reinforcements. It is expected that these and 
other plants will ultimately be established at Jamshedpur.— 
Feuter's Trade Service, Bombay, June 10th. 


China.—Tramways ков PEKIxO.— The Peking muni- 
cipal suthorities concluded a loan with the Banque Industrielle de 
Chineon May 9th for the construction of tramways in the capital. 
The capital of the tramway company will be $1,000,000, half of 
Which will be raised by public subscription, Work will start 
When the money is raised. | | 


Belgian Rail Contract.—77^2 Times Brussels согтёз- 
pondent states that a Belgian firm of Marchienne has secured the 
contract for 95,000 tons of rails offered by the Argentine Govern- 
ment. The Belgian tender worked out at 469 fr. (about &10) a ton, 
as against the lowest French tender of 528 fr. (£11 10«.), a German 
tender of 2,550 M. (£9 118.), an American tender of $61'65 (about 
£16 10s.), and a British tender of £14 108. 


Forelga Firms in Сипа, — Foreign firms in China are 
increasing rapidly. The latest report shows the following: 


U.R.A.... or „ 413 firms 6,660 personnel, 
Belgium ee aes 20 „ 391 „ 
Denmark T ETE 27 77 546 W 
Austria evo эое 5 [T] 27 n | ' | 
Great Britain es 644 „ 132334 > „o 
Netherlands eee eee 25 ” 367 00$ | . 
France $us so ATI yi 4409 . „ 
ermany  ... ase 25 1,235 „ 
taly ... $ 2. Dae 19 „ 367 „ 
Japan. e. 4,878 „ 171.485 i 

‚ Norway - -— 12 „ 249 " 

' Portugal ^... oe 93 „ 2,390 " 
Russia 00р eee 1,780 9 148,170 | L 
Spainn . 8 , 72 " 
Switzerland -— 4 ,, 632 н 
Others, unclassified ... 83 j; 537 


—Journal of the Office of the High Industrial Commissioner... 


Annual Ontings. — On Saturday, June 25th, the staff 
of Messrs. Aish & Oo, electrical contractors, Bournemouth, 
went by motor-coach to Brighton. Оп the outward journey, 
Bognor, Littlehampton, and Worthing were visited ; the return 
Шү M made through Arundel and Chichester. | 

On Saturday last the employés of the Hackney Borough Council 
Electricity Department held their annual outing, proceeding to 
Southend by charabanc. A large party sat down to lunch at the 
Palace Hotel, Mr. L. L. Robinson, borough electrical engineer, 
being in the chair, supported by the Mayor of Southend, the Mayor 
of Hackney, Councillor B. A. Little, vice-chairman of the Eléc- 
tricity Committee ; Mr. R. Birkett, electrical engineer at Southend ; 
Mr. J. R. J. Bowden, deputy electrical engineer of Hackney; Mr. 
T. Dalby, power-house superintendent ; Mr. J. F. Heathman, chief 
clerk, Electricity Department, who was responsible for the arrange- 
ments, and others. The chairman proposed the toast of The 
Mayor and Corporation of Southend and the Southend Electricity 
Department,” and expressed the pleasure of the company at the 
presence of Mr, Birkett. Responding to the toast, the Mayor of 
Southend recalled the fact that he was born in the Borough of 
Hackney, and had spent many happy years within ita boundaries. 
He was very pleased to have them in the town, and truated that 
they would have a very enjoyable time, and that this would 
not be the last time that the Hackney Electrisity Department 
would make Southend the place of their annual outing. 
Mr. Birkett also responded, inviting those who so desired 
to inspect the electricity works and the boulevard tramwa 
system. The Mayor of Hackney, in prop sing the toast o 
"The Hackney Electricity Undertaking,” paid a tribute to the 
ability of Mr. Robinson, and expressed his pleasure at his return to 
duty after a suoceraful operation. The Mayor pleaded for cordial 
relations between the technical and operative staffs. Mr. Ingrey, 
the chairman of the Shop Stewards, responded on behalf of the 
employés. Mr. Heathman, chief clerk, Electricity Department, 
proposed the toast of " The Guests," which was responded to by 
Councillor W. Parker, J.P. , 

The staff and workmen of the Tunbridge Wells Corporation 
electrioity department held their annual outing on the 29th ult., 
going by motor charabanc to Eastbourne, Pevensey, and Hastings. 
This was the first outing sinoe 1914, and & party of 33 (including 
the borough electrical engineer) had а delightful drive through 
some of the most picturesque country in Sussex. Lunch жан 
partaken of during a three hours’ stay at Eastbourne. At Pevensey 
an inspection was made of the famous old Mint House and Castle 
ruins, followed by an excellent tea. The party then made for 
Hastings, where a halt of two hours was made prior to the run 
home. 

The staff of the Electrical Supplies Co. held their outing on 
Saturday, June 25th. They went by charabanc to Marlow, where 
а very varied programme was provided, including numerous round 
games, ending up with a dance in the evening. Owing to the 
temperature, the more strenuous items were omitted, and the whole 
party spent a good time on the river, At the dinner the chairman 
gave a few very encouraging remarks to the staff, pointing out 
that the present alump oould not continue for long, and they were 
quite prepared for the revival when it came. 


For Sale,—By direction of the Disposal Board, Messrs. 
Doaglas Young & Co. will sell by auction, at the National Filling 
Factory, on July 14th, the remaining plant and machinery, 
including motors, pumps, &c. 

Newport Corporation has for disposal one 500-kW set consisting 
of a croas-compound reciprocating type engine (Markham & Co.), 
coupled to a 460/500-V d.c. generator. 

Burnley Corporation electricity department invites offers for 
one 250-kW Belliss-Dick-Kerr generating set 440-550 V, complete 
with condensing plant, and one 30 ft, x 8 ft. Lancashire boiler, 
with Bennis stoker. 

Meesrs. Churchill & Sim will offer by auction at Hendon on 
July 12th and 13th, the stock of timber of the Aircraft Manu- 
facturing Oo., Ltd. (in voluntary liquidation). For particulars eee 
our advertisement pages. „ ig 
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Russian Electrical Notes.—According to a Russian 
paper, a plan has been prepared for the electrification of the peat 
working machines, &c., of the Komaroff marshes, near the shore of 

the Gulf of Finland, in the Peterhoff district. It is proposed to 
raise the steam required with boilers that are going to be removed 
from certain ships. The electrotechnical section of the Govern- 
ment has prepared plans for the electrification of 13 villages in the 
Pelgorsk district of the Novgorod Government. Preparatory work 
has been begun for the construction of the temporary electrical 
station at Vologda, and the extension of the Novgorod station, 
whilst considerable progress has been made with the distribution 
schemes for various electrical stations in the country, and the 
central electricity works of Staroi Russ is being completed. 

A message from Homel says that in Peninitze an electrical 
station has been constructed, and the chief streets of the town and 
the public institutions are now lighted by current from it. It is 
stated that work is about completed for starting the electrical 
plant at the Treugolnik factory; but fuel is assured for a month 
pared and the furnaces have been adapted to burn liquid fuel in the 

ure, 

It is reported, says an article in the Z«restia, that there has been 
а feverish activity in the installation of small electrical plante in 
the country. 

Readers concerned with Russian affairs may be interested to 
learn that the Russian papers may be seen at а Reading Room at 
116, Oxford Street, W. 1. | 


Eiectricians’ Wages.—Notices have been posted in all 
affected works, reminding the electricians that, in accordance with 
the agreement made at York between the E.T.U. and N.F.E.A., the 
secend wage reduction comes into effect on the first pay-day follow- 
ing July 9th. This makes a total reduction of 10 per cent. from 
the wages being paid prior to the agreement. 


Profit-Sharing in Coal Mining.— The Executive of the 
Labour Oo-partnership Association has issued the following :— 
“The Executive of this Association has had before it the official 
settlement of the coal crisis. There is one part of the settlement 
that specially interests this Association, and that is the adoption of 
the principle of oo-partnership and profit-sharing for which it has 
worked for many years. The standard wage which has been set 
implies that profits shall be paid out of a fund secured by the 
united goodwill of the miners and mine owners, and that a large 
share of the surplus shall go to the workers themselves, Now that 
the first step has been taken, this Association looks forward hope- 
fully to the development, as circumstances permit, of the com- 
plete co-partnership idea," 

Unemployment.—The latest available returns of the 
Ministry of Labour show that the total number of unemployed 
registered at labour exchanges for the week ended June 24th was 
2,178,000, an increase of 10,000 upon the preceding week’s total. 
ae was in addition to workers on short time, who numbered 

53,290. 

E.D.A. Activities,—'' Selective Publicity for Installation 

Contractors and Electricity Supply Undertakings" (E.D.A. 166), 


_ recently issued by the British Electrical Development Association, 


may be described as a complete letter writer for the use of those 
named in the title. It comprises a set of twelve circular letters 
pointing out to the recipients the labour-saving properties, 
cleanliness, &o., of electrical methods in the home, Each is 
suitably illustrated, and the arrangement is such that a seasonable 
appeal is made month by month throughout the year. Hints 
as to the best way to prepare and dispatch these letters are 
given, and the coat per 1,000 is shown in detail. 


The A. & G.E, at Derby,—At the R.A.S.E. Show at 


Derby, the King visited Stand 47 of AGRICULTURAL AND GENERAL 


ENGINEERS, LTD., and was received by Mr. J. G. Barford and Mr. 
G. M. Blackstone, directors, and Lieut.-Col. О, Е. Hitchins, D. S. O., 
general manager of the company, The general manager informed 
His Majesty thet the company was an association of 14 of the 


oldest and best known engineering firms in the country, employing 


in normal times some 18,000 workpeople, producing all types of 
engines, both steam and internal combustion, also every description 
of agricultural implements, &c, His Majesty expressed his 
pleasure at the initiative displayed by British manufacturers. 


Electrical Goods in Sonth Africa.— South African 
Mining and Engineering for June 4th, says that owing to the 
insufficiency of current and the inactivity in the building trade at 
present, business is rather slow in Johannesburg and along the 
Reef, and not so many orders are now coming in from other parts 
of the Union. There is по change to report in prices, but the 
tendency is for them to come down, as the latest quotations 
from Britain are coming in easier, tubing especially so. Material 
is arriving regularly from Britain, but none at all from the 
Continent, owing to the 26 per cent. Customs levy recently im- 

, whose vagaries are not yet rightly understood on either 
side of the water. The recent reduction in freighta will help to 
cheapen electrical goods later on. At present all lines are well 
stocked here. 


German Competition in Sonth Africa.—At the annual 
meeting of the Port Elizabeth Ohamber of Commerce, the President 
said :—' Many of us have not handled German goods, but we must 
now seriously consider whether it is not futile to attempt to ignore 
the commercial activities of seventy millions of people. The 
Germans are at werk again, and supply certain goods below 
American and British cost. The up-country man considers price, 
and if we decline to handle German goods it is useless to import 
British or American goods to sell at a loss. Reuter, 


LIGHTING AND POWER NOTES. 


Belfast.—PRIOR INCREASE.—At the monthly meeting of 
the Corporation оп the lst inst., a recommendation was put for- 
ward by the Electricity Committee, fixing the tariff for electric 
AERE ne power at 30 per cent. above the existing rate, as from 

uly Ist. 


Bexley.—lINoREASED Prick ков BULK SuPPLY.—The 
Urban District Council has asked the Foote Cray Electricity Supply 
Co. to agree to accept for bulk supply of electricity, the amended 
terms of 2'305d. per kWh against 94d. now paid. The Council is 
advised that the company could obtain а bulk supply from the 
ооа Borough Council if the agreement with Berley were 
revo e 


Birkenhead. —BULK SUPPLY.—An arrangement has been 
come to between the Electricity Committees of Birkenhead and 
Wallasey, subject to the approval of both Town Councils, for the 
supply of electricity in bulk by Wallasey to Birkenhead, with a 
minimum annual payment of £3,500. The Birkenhead Town 
Council, at its monthly meeting on July 6th, was asked to aooept a 
tender for the laying of cables from the Marshall Street sub- 
ery: Birkenhead, to the Wallasey generating station at a cost 
of £9,241. 


Birmingham.—ExrTENSIONS.—The Finance Committee 
has approved the application of the Electric Supply Committee for 
the sum of £395,000 to cover a part of the extension scheme 
spread over a period until 1925. 

RESTRICTIONS RELAXED.—The Emergency Oommittee of the 
Оу Council had under consideration last week the question of the 
emergency restrictions in the light of the altered conditions (the 
return of miners to pits in the Midlands). The Committee came to 
the conclusion that a relaxation of the restrictions could be made 
BO far as they affected the lighting and small power users, and 
recommended that these be immediately removed. When, at a 
later date, supplies of coal of good quality were forthcoming, the 
restrictions on tramway services and large power consumers would 
also be relaxed. This immediate relief for the electricity users is 
greatly appreciated, and the effect has been that many factories 
have resumed almost normal working. 


Blackbaro.— Year's WorkKina.—The total revenue of 
the Corporation electricity department for the year ended March 
31st last. was £110,165, as compared with £91,321 in the preceding 
year. Working expenses amounted to £91,949, as against £70,744, 
leaving a gross balance of £18,216 (£20,577). This balance was 
&bsorbed by capital charges, and the net result was a deficit of 
£2,321, comparing unfavourably with a net loss of £345 оп the 
previous year’s working. 


Blackpool, — SUSPENSION оғ Митев Rents, — The 
Corporation Electricity Committee has decided to suspend the 
operation of meter rentals for the June quarter, in consequence of 
the restrictions on supply. 


Chatham.—PRTOR INCREASE.— The Kent Electric Power 
Co. has increased the price of electricity for lighting by Id. per 
unit, and for power and heating by 3d. per unit, 


Chesterfield. —Loans.—The Town Council has applied 
for loans of £1,000 for service cables, £1,000 for distributors, 
£2,000 for e. h. p. cables, and £750 for the covering-in of the river 
at the electricity works. 


Continental, —FRANCE.— It was reported, last week, that 
the electricity works at Dieppe had been destroyed by fire, 
depriving the town of light and power. The damage is estimated 
at 2,000,000 fr. 

DENMARK. — The Technical Commission appointed by the Home 
Ministry is exploring the possibility of utilising sea currents for 
the production of electrical power. A aystematic investigation has - 
been instituted of the currents in the Little Belt, which are known 
to be strong at times, but which have not yet been accurately 
measured, in order to determine whether they would yield sufficient 
constant power to render exploitation profitable.— Reuter's Trade 
Service (Copenhagen ). | 

GERMANY, — The nstionalisation of the electrical industry 
in Germany began, according to an article in the E/ektrotechnüche 
Zeitschrift, in December, 1919. The law of that year permitted the 
State by way of compensation, to appropriate every undertaking 
generating electricity exceeding 50,000 V or 5,000 kW. By this 
means the State became the owner of all the high-pressure lines 
which were capable of being interlinked and worked by the State 
апа the local companies, Among the new schemes complementary 
thereto, mention may be made of the canalisation of the River 
Neckar from Mannheim to Plochingen. Up to the present, funds 
have been lacking for this, although Dr. Boach, of Stuttgart, 
offered to contribute 13,000,000 marks. In a distance of 200 km., 
the Neckar falls 160 metres between Plochingen and the Bhine; 


. 81 sluices would suffice, with falls ranging from 26 to 8 5 metres, 


permitting the passage of ships of 1,200 tons burden. It is 
reckoned that 300,000.000 kWh could be generated yearly, allowing 
for all losses, The details of the scheme for the linking of the 
Rhine with the Danube by а canal are complicated, and оор: 
struction at certain points would be difficult. The canal would use 
the winding part of the Main River, and would pass through 
Wurtzburg, Nürnberg. Aschaffenburg, &c. This scheme would have 
a yearly output of between 700,000,000 and 1,000,000,000 kWh. 


There is also a scheme for the building of a canal оп the Rhine 
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between Basle and Strassburg. It is reckoned that 1,800,000 kWh 
could be obtained yearly from the falls below Basle, and 
1,200,000,000 kWh from the falls above that city. In the North 
of Germany there is a question of linking the Weser with the 
Falda, and it is proposed to replace the existing sluices by larger 
ones. It is believed that 70,000,000 kWh yearly could be obtained, 
which would be enough to cover the outlay. There is likewise 
the Oder River project (100,000,000 kWh), that of the Weser, and 
lastly, the Masurian Canal, which would furnish electricity to East 
Prussia (20,000,000 k Wh).— L' Electricien, 


Cookham,—PROVISIONAL ORDER.—Application has been 
made to the Electricity Commissioners by Lord Weston, Sir Geo. 
Young, Bart., and others, for authority to generate and distribute 
electricity for public and private purposes in the villages of 
Cookham and Cookham Dean. 


Coventry.—YzAR's WOkEKNG.— The results of the 
working of the city electricity-department for the year ended 
March 31st were as follows : —Total revenue, & 226,146, as compared 
with £192,488 in the previous year; working expenses, £168,501, 
as against £134,748 ; gross profit, £57,644, as against £57,740 ; 
capital charges, £52,434 (847,685) ; net profit, £5,209 (£10,055). 
The greater part of this profit is to be utilised for works expendi- 
ture and for new plant; only a balance of £31 is to be carried 


forward. 


Electricity District.—N.E. MipLANDS.—The Yorkshire 
Post says that the Sheffield Corporation has lodged with the Elec- 
tricity Commissioners a comprehensive scheme for the constitution 
of an electricity authority for the North-East Midlands area. The 
new authority will be composed of 18 membera—12 appointed by 
the Sheffield and Rotherham Oouncils, and one each for the 
Chesterfield and Doncaster Councils, the West Riding, Derbyshire, 
Notts., and Lindsey County Councils. It is proposed to link up the 
big Sheffield power stations at Neepsend and Blackburn Meadows 
with the Rotherham generating station, and later, as required, 
further links will be made between Mexborough, Doncaster, Chester- 
field, Chapeltown, and the intermediate districts. The district 
includes the big collieries of South Yorkshire. 

The additional plant required under the echeme is proposed to be 
provided as follows :—Blackburn Meadows, 30,000 kW ; Rotherham, 
30,000 kW ; the new stations at Doncaster and Mexborough, 90,000 
kW, increasing later to 120,000 kW. As the plant at the following 
stations becomes obsolete, it will be discarded, provided an alter- 
native and cheaper supply is available ; the East Street and Kelham 
Idand stations of the Sheffield Corporation, and the existing 
stations at Chesterfield, Doncaster, Worksop, and Mexborough, and 


the Rotherham No. 1 station. 


Ellesmere Port. — TRANSFER OF ORDER. — Having 
written to the Electricity Commissioners asking them the terms 
upon which they suggest that the Ellesmere Port Electric 
Lighting Order should be transferred to the Mersey Power Co., 
the Council has now received from the Commissioners a draft 
deed of transfer, which provides for the re-purchase of the under- 
taking by the Joint Electricity Authority on agreed terms in 
1952-3, the date when the Runcorn and Widnes undertakings of 
the Mersey Power Co. are re-purchasable. The Commissio-ers added 
that in their opinion the best interests of the district would be 
served by the transfer of the order to the company. Some of the 
Commissioners had personally visited the Ellesmere Port district 
on the termination of the recent Liverpool Inquiry, and the 
district war опе in which there were already established important 
industries, extensive in character, though few in number. The 
Council's consulting engineer agreed that the amount of electricity 
to be distributed in Ellesmere Port for publio lighting or for 
domestic purposes would be small aud insignificant compared with 
the amount required for industrial purposes, and the Commis- 
кіопета pointed out that for the Council to establish a small and 
necessarily limited system of distribution for private and public 
lighting separate from the system which had been laid, and would 
have to be laid, for the supply to existing and fature industrial 
works, would entail a duplication which would add unnecessarily to 
the capital iture, and would, therefore, increase the cost of 
electricity to the district, The clerk to the Council stated that 
the Commissioners had omitted the most important point from 
their reply—that was the matter of а bulk supplyto the Couucil. 


Folkestone, EXTENSION oF AREA OF SuPPLY.—The 
Folkestone Electricity Supply Co., Ltd., is applying to the Eleo- 
tricity Commissioners for a special order authorising the extension 
of the area of supply to include the Urban District of Cheriton and 
the parishes of Saltwood, Newington, and Hawkinge. 


Gloncester.— PRICE ADY USTMENT.— The Town Council 

decided to increase the price of electricity by one- fortieth of a 

penny per unit for each shilling above 25s. per ton, which the 
Corporation has to pay for coal. 


Heston and Isleworth,— Рворовер New Sration.—The 
Erening Standard states that the District Council, in conjunction 
with the borongh of Ealing, has decided to submit to tbe Elec- 
tricity Commissioners a scheme for establishing & new power 
жора for the combined districts near the Duke of Northumber- 
a P residence on the banks of the Thames. The total area of 
0 1 e 1$ about 9, C00 acres. The assessments are nearly 

if 0,000. The present generating stations are very incon- 
veniently placed, and sanction for the extension of these stations 
could not be obtained from the Commissioners. 


Houghton-le-Sprisg.—Hovuss Ілантіча.—Тһе Rural 
District Council has approached the Houghton-le-Spring District 
Electric Lighting Co. with regard to a supply to the new houses 
on various local sites. The company has expressed its willingness 
to supply electricity provided that the Council guarantees a fair 
return upon the capital expenditure which will be incurred. 


Japan.— New PowER COMPANIES.—À scheme is under 
way to establish the Abukumagawa Hydro-Electric Oo., and the 
Tokio Electric Transmission Co. The first will have а capital of 
10,000,000, and develop 55,000 kW by harnessing the Abukuma 
River, Fukushimaken, while the other company will have s 
capital of 30,000,000 yen, and supply this power to Tokio.— 
Reuter's Trade Service (Tokio). 


Kingston - on - Thames, — YgAR'8 Workine. — Tho 
accounts of the Corporation's electricity undertaking for the year 
ended March 31st last, show a total income of £43,254, м 
£36,705 in the previous year. Working expenses totalled £31,199, 
as against £24,003, leaving a gross balance of £12,055 (812,702). 
After the payment of capital charges, the net result was a profit of 
£697, a considerable decrease upon last year's profit of 22,256. 
ue total number of kWh sold increased from 1,848,038 to 

,928,476. 


Manchester.—YEzAR'8 WoRKING.—The annual report 
upon the City electricity undertaking for the year ended 
March 31st, 1921, has recently been published. The total revenue 
from all sources amounted to £1,547,226, as against £1,197,199 in 
the preceding year. Working expenses totalled £1,115,239, as 
compared with £765,357. The gross surplus was, therefore, 
practically the same as in the year 1919-20, amounting to £431,987, 
as against £431,842. Capital charges were, however, heavier, 
reducing the net profit of the undertaking from £87,634 to 
£69,193. Of this balance, 837,230 was appropriated in aid of the 
city rates, while the remainder was transferred to reserve. The 
number of kWh sold rose from 182,419,070 to 199,618,818. The total 
expenditure on capital account during the year was £426,273, and 
additional borrowing powers to the extent of 41,760,277 were 
obtained. Of this last amount, £1,392,000 was in respect of the 
new Barton station and high-pressure mains. In the course of the 
year many contracte were placed for the supply of equipment for 
the Barton station, including e.h.p. and l.p. switchgear, transformers, 
steelwork, circulating-water pumps, and water-soreening plant. One 
2,000-kW motor-generator was placed in the Dickinson Street sub- 
station, and one 1,500-kW motor-converter. Orders were placed 
with Messrs. Bruce Peebles & Co., Ltd., for eight motor-converters 
for installation in distributing stations. Mains were extended by 
a length of over 13 miles, and contracts were allotted for the 
supply of 33,000-V cables in connection with the first section of 


the Barton station. 


Preston.—PRoPos:pD PURCHASE.—The Corporation is 
applying to the Electricity Commissioners for authority to generate 
and supply electricity for public and private purposes, and to 
purchase the undertaking of the National Electric Supply Oo., Ltd. 


Sunderland.— Y£4R’s WorRKING.—The annual report of 
the Corporation electricity department for the past financial year 
shows a total revenue from all sources of £170,668, as compared 
with £137,240 in the previous year. The working expenditure 
was £121,913, as against £90,718, leaving a gross balance of 
£48,755 (£46,522). This balance was applied as follows :— 
Interest on capital, £13,504; income-tax, £1,778; repayment of 
loans. £21,258; cost of boilers, &c., £1,910; battery vehicles, 
£4,295; and depreciation of stock, £465, the balance of £5,485 
being carried forward to the present account. The total number 
of unite sold was 21,150,197, an increase of 9 per cent. upon the 
previous year's sales. The cost per anit rose from 1'544. to 1°79d. 

The department has been able to maintain a good supply of 
electricity during the whole period of the ooal trade dispute. 
Restrictions had to be imposed on consumers for a time, but for the 
last month of the strike a full supply was maintained. The main 
source of coal supply has been an old copperas bank near the river- 
side a few miles away, and from this heap some thousands of tons 
of small coal have been obtained. The heap has lasted only just 
long enough for the purpose. The two largest of the 12 boilers 
have been kept going by means of oil-burning plant which was 
temporarily installed. 

Taunton. EXTENSION oF SUPPLY APPROv&£D.—The 
Rural District Council has given conditional consent to the 
application of the Town Council to supply electricity to the 
Parishes of Bishop's Lydeard, Norton Fitzwarren, and Staplegrove. 


Walsall.—Yean’s WoRkiNG.—The report upon Ње 
Corporation electricity undertaking for the year ended March 31at, 
1921, records a total income of £96,061, as against £78,251, in the 
previous year. Working expenses totalled £74,378, as compared 
with £47,860, leaving a gross balance of £21,683 (£30,391). Loan 
interest, debt redemption and other capital charges absorbed 
£20,069, making the net result a profit of £1,614, a considerable 
decrease on the figure for the previous year—£10,524. The total 
number of kWh sold rose from 7,419,265 to 8,397,868. While the 
cost per kWh sold, including capital charges, increased from 
2:193. to 2°70d., the price obtained only rose from 2'53 to 2°74d. 


Weybridge.—Pricz INcREASE Rerusep.—It is stated 
that the Electricity Commissioners have declined to sanction an 
increase in the maximum pric? of electricity from 10d. to 18. per 
kWh at Walton-on-Thames and Weybridge. 


— — 2 — Wÿw — . de —-— — — IECUR — a 


54 THE ELECTRICAL. REVIEW. 


[Vol. 89. No. 92,276, JULY 8, 1931, 


а ааа R 


. Wolverhampton.—Etectriciry SOHEME RECOMMENDED. 
—The Electric Supply Committee has recommended the Council to 
accept the Electricity Commissioners’ scheme for the re-organisa- 
tion of the various Midland electrical undertakings. For some 
time the attitude of the Wolverhampton authority had been a little 
doubtful, and s decision to stand apart might have decisively 
influenced the fate of the scheme. The proposed reorganisation 
will embrace Wolverhampton, West Bromwich, Stoke-on-Trent, 
Ironbridge, Rugeley, and Oannock. This development is of con- 
siderable importance to industry in South Staffordshire and the 
Black Country. 


TRAMWAY AND RAILWAY NOTES. 


! 


Birkenhead.—ReviseD Fares.—The Tramways Com- 
mittee has prepared a scheme for the revision of fares and stages 
to come into operation on August Ist. In some instances it is pro- 
posed to curtail the stages, whilst in others the fare for the whole 
route is to be increased. 


Birmingham.— RarLLES8 Cars.—The Tramways Com- 
mittee recommends the institution of a railless car service on the 
Nechells route as an alternative totrack reconstruction. Although 
12 new cars, costing £3,000 each, will be required, the Committee 
considers that a considerable saving will be effected by the adoption 
of this aystem, 


Blackbnrm,.— Y£AR’s Worxkina.—The report upon the 
Corporation tramways for the year ended March 31st, 1921, records 
a total income of £137,758, as compared with £119,958. Working 
expenses amounted to £119,840, as against £91,911, leaving a 
gross trading balance of £17,918 (£28,047). After payment of 
capital charges, the net result was a profit of £751, compared with 
£413 forthe preceding year. Receipts per car-mile increased from 
22'52d. to 26˙12d., and the number of passengers carried from 
17,902,546 to 18,260,154. 


Brighton.—SHoRT-TERM LoAN.—In order to cover a 
deficit in the tramway accounts for the year ended March 31st 
last, stated to be due to exceptionally heavy track renewals 
charged against revenue, the Tramways Committee is seeking to 
raise money by means of & short-term loan, The Finance Com- 
mittee does not look with favour upon this course as the deficit is 
properly chargeable against local rates. | 


Colne.—Loan.—The Town Council is making appli- 
cation to the Ministry of Transport for sanction to borrow £6,600 
for the purcbase of new tramcars. 


Continental.—A UsTRIA.—The Lronomic Review, quoting 
the Neue Freie Presse, says that the loss of almost all her coal 
mines at the end of the war turned Austria's eyes to the question 
of the development of her water-power. Failing foreign credit, 
Austrian capital has supplied the means to begin tbe electrification 
of the railways, and in some measure to make good the deficiencies 
of the coal supply. The yearly coal requirement of the State 
railways is about 3,000,000 tons, to produce an output of 
116,000 h.p. Of the total 3,400 km, of railway, 650 km. on the 
Arlberg and Tanern lines will first be electrified, with а demand 
of about 25,000 h.p., or, if the Salzkammergut line be included, 
40,000 h.p. that is, about а third of the output of the yearly coal 
consumption. The power stations on the Spuller Lake and the 
River Ruetz are nearing completion, and the unemployed are 
building the Mallnitz and Stub River stations. At Arlberg, on the 
Innsbruck-Bregenz line. the installation of the lines is now in 
progress, electric locomotives, heavy and light, for passenger and 
goods traffic are in preparation, and special accumulator-trucks are 
to serve side-lines, All the important apparatus is the product of 
Austrian factories. 

PoRTUGAL.—The tramway strike, which has been in operation 
for more than a month, came to an end to-day.-— Reuter (Lisbon, 
July 3rd). 

Japan.— HIGH-SPEED ELECTRIC RAILWAY.—Àpplication 
has been made to the Government for a charter to construct a 
high-speed electric railway between Tokio and Nikko, a distance 
of 80 miles. Under this scheme it is proposed to cover the 
distance in two hours.—Reuter's Trade Service (Tokio), ` 


London.— UNDERGROUND FARES.— On June 30th Mr. A. 
Neal, Parliamentary Secretary to the Minietry of Transport, replying 
to Mr. Leonard Lyle, who asked whether, in view of the deorease 
in the cost of labour owing to the fall in the Board of Trade 
index number, the public might anticipate in the near future some 
reduction in the heavy fares on the underground railways of 
London, and ealled attention to the increase in the value of the 
shares of the company operating these railways, said :—“ My right 
hon. friend has not overlooked the powers of review conferred 
upon him by Sub-Sec. 3 of Sec. f of the London Electric Railway 
Companies (Fares, &c.) Act, 1920, and at the termination of the 
present half-year the companies will be called upon to submit 
statements of the financial resulta of working for examination. It 
is upon these figures, and not upon fluctuations in the market price 
of shares, that any adjustment of charges must be based. — 77e 
Times. 

THE LEYTON TRAMWAYS.—The municipal tramway undertaking 
of Leyton waa to be transferred to the L. C. C. as from July Ist. 


Мапсһезќег, —Үклв'в Workina.—The working of the 
Corporation tramways during the year ended March 31st, 1931, 
brought in а total revenue of £1,813,401, as compared with 
£1,586,863 inthe preceding year. The working expenses amounted to 
81,507,566, as against £1,207,231 in 1919-20, leaving a groas surplus 
of £305,835 (£379,632). Adding interest on investments, &o., the 
total was £316,147 (£398,495). Capital absorbed £191,718 
(£170,658), leaving а balance of £124,429 (£227,837). From this, 
£18,263 was deducted for income-tax, and the balance (£106,165) 
transferred to the renewals fund. The number of 
carried decreased from 285,046,914 in 1919-20 to 277,738,710 in the 
year under review, The car-mileage also decreased from 18,906,654 
to 18,711,007, in spite of an increase of over four miles of track. 
The total mileage (single track) owned or leased or over which the 
Corporation exercises running powers is now over 208 miles. 

EXTENSION OF SERVICE.—Following upon the municipalisation 
of the Denton and Audenshaw tramways, the Manchester Corpora- 
tion has secured running powers over 23 miles of the route. The 
Corporation intends to run a service atraight through to Hyde, а 
distance of seven miles, when the track has been relaid, 

— P ы ——— 
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TELEGRAPH AND TELEPHONE NOTES. 


Cable Delays.—Considerable improvement has recently 
been effected in the transmission times of telegrams between this 
country and South Africa, but, unfortunately, increased general 
delay has again to be apprehended owing to the interruption of 
the Eastern Telegraph Co.'s cable between Aden and Zanzibar at & 
position where, at this time of the year, the 8.W. Monsoon blows 
with great strength. It is feared that, owing to the weather, the 
restoration cannot be expected for some considerable time.— 
Neuter's Trade Service. | 

Mr. Pike Pease, replying to questions in Parliament, said that 
as Soon as cable repair work in the Red Sea was completed (pro- 
bably within the next week) it was hoped that the present 
exceptional delays in cable service to the Far East would cease, 


The Telephone Service, — CoMMrTTEE'S INQUIRY.— 
The Select Committee on Telephones, of which Mr. Evelyn 
Cecil is chairman, hopes to conclude the taking of evidence 
before the end of the session. It intends afterwards to send 
its expert assessor. Mr. W. W. Cook, to report on the telephone 
systems of the United States, Canada, Sweden, Norway, and 
Denmark. The Committee is of opinion that the inquiry 
cannot be complete without ап independent report of this 
character from an expert not connected with the Post Office, says 
The Times, А formal interim report may be made at the end of 
the session, but it will be necessary for the Committee to be 
re-appointed next year. The drafting of the final report will be 
proceeded with in the autumn, and it will be presented, it is 
probable, not long after the re-assembly of Parliament. 

LOWER RECEIPTS. —The Post Office has iasued the following explan- 
ation of the decrease of 1 million sterling in the telephone receipts for 
the quarter ended J une 30th, shown in the Revenue Returns published 
on July 1st :—" The falling off in the telephone receipte paid over 
to the Exchequer in the quarter just ended, is due merely to the 
fact that under the new tariff subscribers pay their rental and call 
fees quarterly, and to some extent in arrear, whereas under the old 
tariff the rental was paid annually in advance, and call fees period- 
ically in advance. The total shortage of cash revenue in the year 
of transition due to this change-over is estimated at 42,600,000. 
The change of system was introduced for the convenience of the 
public, and has all along been part of the scheme of the new tariff." 
—The Times. 


Post Office Board. — The Postmaster-General has 
appointed a Post Office Board, consisting of the heads of the most 
important branches of Post Office work. The members are :— 
Right Hon. F. G. Kellaway, M.P., Postmaster-General. 

Right Hon. Н. Pike Pease, M.P., Assistant Postmaster-General. 

Sir Evelyn Murray, K.C.B., Secretary to the Post Office. 

Mr. E. Raven, O.B., Second Secretary to the Post Office. 

Sir Henry N. Bunbury, K. O. B., Comptroller and Accountant- 

General. 

ASSISTANT SECRETARIES TO THE POST OFFICE. 


Mr. W. G. Gates, C.B., Home Mails Branch. 

Mr. Е, J. Brown, C.B.E., Telegraph Branch. 

Brig.-General F, H. Williamson, C.B.E., Foreign and Colonial 
Branch, 

Mr. J. Y. Bell, Establishment Branch. 

Mr. A. R. Kidner, Telephone Branch. 

Mr. W. T. Leech, Staff Branch. 

Mr. W. E. Parsons, Buildings and Supplies Branch. 

Sir William Noble, . Engineer-in-Chief. 

Lieut.-Col. T. M. Banks, D.S.O., M.C., Secretary. 


Wireless Telegraphy,—At the conference in London of 
the Prime Ministers of the Empire on July 5th, a committee was 
appointed, says the Daily Mail, to consider the practical means 
available at the present time for developing Imperial communica- 
tions by land, sea, air, cable, and wireless telegraphy and telephony. 


Post Office Advisory Council, —The Postmaster-General 
has appointed Lord Colwyn and Sir John Dewrance, K.B.E., to be 
vice-chairmen of the Post Office Advisory Council, says Zhe Times. 
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CONTRACTS OPEN AND CLOSED. 


[ТМ date given in parentheses at the end of the paragraph indicates 
(M issue of the ELEOTRIOAL REVIEW in which the “ Official 
Notice” appeared.) | 


ОРЕМ, 


Australia, — MELBOURNE. — August 24th. Victorian 
Railways. . Motor-generator set, accessories and switchgear (for 
automatico telephone exchange, Contract No. 34.132).* 

August 31st. Victorian Railways. Acoumulator cells and acces- 
sories, Contract No. 34,171 ; electric light equipment (axle generator 

m, Contract No. 34,173).“ | 

October 19th. Victorian Railways, Fresh tenders are invited 
for the supply of an electric farnace for the Newport workshops. 
= Renter's Trade Servive (Melbourne). 

SHIRE оғ HAMPDEN (VICTORIA).—Angust 17th. Boiler-house 

piant, steam-driven electricity generators, transformers, meters, 
switchgear, eables, poles. Specifications from Mr. H. C. Ingleton, 
Shire Hall, Camperdown, Victoria.— Tenders. 
. BRISBANE.—July 18th. Queensland Water Supply Department. 
54,000 yd, h.d. copper cables, various diameters, for overhead trans- 
mission; 2,980 ft. lead-covered, armoured copper cables, various 
gauges, with accessories. * 

TASMANIA.—Augutt 15th. P.M.G.'s Department. Switchboard 
. material (See this issue.) 5 

Belgium,—August 9th. Provincial Government authori- 
ties at Mons. Either а gas engine or electric motor, together with 
à pump, to raise from 150 to 200 cubic metres of water per hour 
from the Btrepy waterworks to the Houdeng reservoirs. 


Brandon and Byshottles,—Electric light installation, 
houses for the Urban District Council. J. A. Robson, architect, 


Langley Moor. 


Cardiff—July 18th. Electric light wiring and fittings 
in concrete houses at Ely. City Electrical Engineer, Cardiff. . 


Ediabargh.—July 1#h. Electricity Supply Depart- 
ment. Storage battery (Specification No. 35). (July Ist.) 


France.— July 15th. The French Ministry of Posts and 
Telerraphs. Miscellaneous telegraph material, including 15,000 
zines for Calland batteries, 60,000 zinc rods for Leolanché batteries, 
30,000 zincs for manganese batteries, 20,000 sompound positives for 
Leclanché batteries and 15,000 compound positives for manganese 
della. In the case of the first three lots, the successful tendering 
firm will be required to manufacture the new supplies from existiag 
old material. Particulars from the Service de la Verification du 
Matériel, 75, Boulevard Brune; tenders are to be sent to the 
ыа de l'Exploitation Telegraphique, 103, Rue de Grenelle, 
Glasgow.— The District Committee of the Tower Ward 
of the County of Lanark. Electric lighting for 50 houses to 
be erected at Gartcosh. Mr. Jas. A. McCallum, District Olerk, 15, 
West Georgé Street, Glasgow. | 


Helnifirth.—July 15th. Urban District Council Elec- 
tricity Department. Опе 60-kW, 480.V d.o. generator, shunt- 
wound, with regulator and slide rails. (See this issue.) 


Iliord.—July 11th. Electric light installation, Christ- 
church Road School, for the Electricity Committee. Mr. A. Н. 
Shaw, electrical engineer, Ley Street. 


. Jufo-Slavia.—July 13th. Minister ‘of Posts and Tele- 
graphs, Telephone material.“ 


London,—L.C.C. July 11th. Supplying and laying h. p. 
electric cables, &o. (June 24th.) 

Metropolitan Asylums Board. July 20th. Alterations and repairs 
to the electric lighting, fire alarms and domestic bell installations 
at St. George's Home, Chelsea. (See this issue.) 


Manchester.—July 12th. Tramways Committee. Steel 
кеМ poles and silicium bronzetrolley wire. Mr.J. M. McElroy, 


July 29th. Electricity Committee. Five 2,500.kW rotary con- 
Verters, static transformers, switchgear, two l.p. starting trans- 
formers, kc., or motor- converters, switchgear, &c., and one 1,500-kW 
rotary converter, statio transformer, switchgear, lp. starting 
5 Ko., or motor - oon verter, switchgear, &o. (See thie 


Mexborough, — July 28rd. Urban District Council. 


Electricity Departm t E h А : А 
(Jaly lat.) ent. E.h.p. switchgear; Lp., д.с. switchboard. 


Newport.—July 25th. Electricity Department. 750-kW 
converter, transformer and switchgear. (See this issue.) 


ыш th. Urban District Council. Electricity 
$ l 1000 yd. 3 x 3 x '15 l.p. cable, one 5-way feeder 
pillar, switchboard panel and gear, (June 24th.) ý 


Жы África, —BansERTON. — July 29th. Municipal 
Plant in connection with the proposed scheme for the 


VPPly of electricity : "Two steam boilers, two 75-kW steam-driven 


alternators, switchboard, and instrnments, steel chimney, piping, 
feed pumps, cables, &c., steel poles, conductors, &o., transformers, 
house service meters, &o. Specifications, £2 2s, from Prof. W. 
Buchanan, 75, Louis Botha Avenue, Johannesburg. 


Southampton. — July 9th. Electricity Department. 
Twelve months’ supply of meters. (July lat.) 2 


Spaln.— August 1st. Municipality of San Sebastian 
(Guipuzcoa). Supply and installation of the electrical material 
required for the new lighting system of the town.—Reuter's Trade 
Service (Madrid). | | | 

Uruguay. — Montz VipEOo. — September 3rd. State 
Electricity Works. The Oommercial Secretary to His Majesty's 
Legation at Monte Video reporta by cable to the Department of 
Overseas Trade, that the local authorities are advertising for 
tenders for the supply of 59,250 metallic-filament lamps of assorted 
sizes, from 10 to 300 op., 225 volts, which are required by the State 


Power House, | M 

A copy of the specification, &o., oan be consulted at the Depart- 
ment of Overseas Trade, 85, Old Queen Street, S. W. I. ^ 
CLOSED., "E 


Australia.—Sydney City Council has accepted a Victorian 
tender of £125,000 for turbo-alternators in connection with the 
installation of new plant, costing £500,000.— Reuter's Trade Ser- 
vice (Sydney). . 

MELBOURNE.— The Victorian Electricity Commissioners have 
accepted the tender of Messrs. Milliken Bros., London, of £72,858, 
for the construction of 643 galvanised steel.towers for the trans- 
mission of power from Morwell to Melbourne. Messrs. Milliken's 
tender was £23,250 under the lowest tender for manufacture in 
Australia.—Reuter's Trade Service (Melbourne), 


Belgiam.—Six concerns submitted tenders, last week, to 
the Belgian Post and- Telegraph authorities in Brussels for the 
supply of a quantity of cable heads, the lowest (15,430 francs) 
being that of P. Wilhelm, of Brussels, The offers varied consider- 
ably, опе firm quoting up to 66,185 franos, 


France,—The French Ministry of the Colonies in Paris 
has just placed а contract with the Société d'Electro-Metallurgie de 
Dives for the supply of 8 tons of high-conductivity copper wire at 
5,530 francs per metric ton and 500 kilog. of bronze wire at 
703 francs per 100 kilog. 


. London,—ST. MARVLEROXE.— Electricity Department. 
Recommended :— | 


House service meters for one year.—Chamberlain & Hookham, Ltd., and 

à Ferranti, i um Е 
teeiwork required for the boiler-house and pump-room extension, £8,500. 
—Sanders & Forster, Ltd. NES VT 
Accepted :— ` 


Mexborough.— Urban District Council, 
9 rotary converter, with transformer, 44, 405.— General Electric 


Salford. —Tramways Committee. Accepted :— 


Four tramcar controllers, £390.—English Electric Co., Ltd. E 
Electricity Committee. Aocepted :— | 


L.p. cable, various sizes, in connection with the housing scheme at Lower 
Kersal and Weaste, £918 (approx.).—Eatield Ediswan Cable Works, Ltd. 
Additional plant for the two new water-tube boilers, comprising steel 
ohimneys and flues, induced-draught plant, coal bunkers and supple- 
a 55 W 55 & Wilcox, Ltd. | | 
sco” ash-handling plant in connection with the two n . 
boilers, ated Оор сеа Stoker Co., Ltd. т Шш tape 
Three cast-iron feed-water tanks, £266.—J. Wolstenholme & So А 
Duplicate feed-water heater, £170.—J. & О. Weir, Ltd. qe 


Warrington.—The Electricity and Tramways Committee 
has cancelled ita contract with the Anglo-Belgian Improvements 
Corporation for tramway rails, 


FORTHCOMING EVENTS.’ 


Tramways and Light Bailways Association.— Friday, July 16th. 
eee Hall, Caxton Street, Westminster, 8.W. red 2 Б а 
ngres8, 


| А New Turbo-electric  Locomotive,—The new turbo- 
electric looomotive inten or use en railways, which has been 
patented by Mr. Ramsay, of Newcastle-on-Tyne, is creating es 
interest in railway and engineering circles. The locomotive has 
been built at Messrs, Armstrong's works, and will shortly undergo 
its trials; the London and North-Western Railway Co. will carry 
out the experiments. Either oil or coal can be burnt in the ordi- 
nary boiler, which supplies steam to а turbine, the latter in turn 
driving an electrical generator. The turbine exhausts into an air- 
cooled condenser, and important economies aie expected to he 
realised by the use of this new type of locomotive. Existing engine 
frames can be fitted with the new equipment with very little 
alteration, The first steam-electric locomotive was the Heilmann 
type, which was tried some 20 years ago. te — А 
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UNEMPLOYMENT INSURANCE. 


By JOS. J. Н. STANSFIELD, F. C. I. S. 


Is the issue of July let, it was stated that the weekly rates 
pus by employed persons and employers were to be inoreated as 
m July 4th, and the rates were given for comparison with those 
previously payable. 
It was also stated that а Bill had been presented by Dr. 


 Maonamara which would, if passed, increase these rates before the 


Aot which was last March came into force, and that details 
would, in due oourse, be published. 
These are now to hand, aud from the comparison which is 
given below it will be noted how materially the rates have been 
increased. 

From the Employed Person, 


| | August, 1920. July, 1921. July, 1921 amended, 
Men. 4d. 6d. 7d. 


Women .. 34d. 4d. 6d. 
Boys under 18  ... 24. 24d. 31d. 
Girls „ no we “Idd, 2d. 8d. 
From the Employer. ° 
Men... баб e. 10. 64. 8а. 
Women  .. .. 3%, ба, 7d. 
Boys under 18 .. 2d. 231d. 4d. 
Girls 9 1? еге 2d. 2d. 34d. 


Unfortunately the increased rates do not mean increased benefits, 
for unemployment benefit is to be reduced as follows :— 
| & s d. à d. 
Men ... vn 808 From 1 0 Oto 15 0 


Women ex "" From 0 16 0 to 12 0 
Boys ET г From 010 Oto 7 6 
8 ою 6 0 


NOTES. 


Educatlonal.— The Education Committee of the London 


County Council has prepared a schedule of revised fees for day and 


evening courses at the technical institutes, &c., maintained or 
aided by the Council. Generally, the minima proposed are not 
greatly in excess of the existing fees, and ia some instances no 
alteration is suggested, but in one or two cases the recommended 
increase represents a considerab’e advance. Upon the whole, the 
fees for technical and apprenticeship courses are not augmented to 
a large extent. The effecta of the adoption of the schedule are 
briefly summarised by the Finance Committee as follows :—Under 
existing conditions the percentage of fees to total expenditure in 
maintained technical institutes for the year 1921-22 would be 
8'5; and for polytechnics, &., 14°56. Under the schedule these 
percentages will be raised to 6°2 and 19°4 respectively. 

The Education Committee also recommends a grant of £5,000 
towards the cost of completing the south-west wing of the 
Engineering Department of University College. In connection 
with this, it is stated that £70,000 is required for building and 
initial equipment and £30,000 for maintaining and improving 
equipment. £33,000 has been subscribed in response to an appeal 
for funds, and Lord Cowdray has promised £10,000 as soon as the 
initial $70,000 has been raised. 

STUDENTS FROM THE DOMINIONS.—On Mondav the Government 
entertained the delegates to the Congress of the Universities of the 
Empire at luncheon at the Savoy Hotel. Mr. A. J. Balfour pre- 
sided, and, referring to the increased appreciation of University 
training which had been manifested since the war, emphasised the 
value of exohange of students and teachers with the United 
States. Sir Robert Falooner (president of the University of 
Toronto) said that in the Dominions the same demand for higher 
education was experienced, and it was of the utmost importance 
that the British universities should become a серіге to which the 
Dominion graduates would turn after they had completed their 
work overseas. For years to come they would be reluctant to go 
to German universities, and the old universities would benefit by 
the influx of the vigorous youth from the Dominions. 


The Cost of Printing and Pubiishing.—In reply to a 
letter in The Times, signed by a number of officers of learned 
Societies and librarians, and protesting against the high price of 
scientific and other serious books, Mr. Geoffrey S. Williams, 
president of the Publishers' Association, points out that publishers 
are dependent on the printing. binding, and paper-making trades, 
and cannot possibly issue books at lower prices until the charges 
made by these trades are materially reduced. The cost of printing, 
he states, is now about 21 times what it was in 1914 ; paper (of an 
inferior quality) costs more than double; bindiug (also inferior) 


.oosta over three times as much, and the total cost of a large 


edition of а «mall book works out at 180 per cent. above the 1914 
figure. The maximum increass in the selling price, however, is 
150 per oe ıt. above the 1914 price, and it is generally much less. In 
the case of scientific books the cost of production has been 
trebled since 1914. The cost of materials has begun to fall, but 


wages, which are the dominant factor, remain at the highest 


point yet reached. 


Appointments Vacant.— Teacher in electrical engineering, 
for the E: st Ham Technical College ; evening clatses demonstrator 
in electrical engineering, for the City and Guilds Engineering 
College; telephone inspector (£250 + £115), for the Government of 
British Guiana. For partículars, gee our advertisement pages to-day. 


Fatallty.— Death from misadventure” was the verdict 
at an inquest held on June 30th, at New Tredegar, on a boy of 10 
who, while attempting to reach a bird's nest, came into contact 
with a wire carrying current at 3,000 V, at the engine house of the 
Old Pit. A companion said the lad was in flames on the wire 
when he looked round. The colliery engineer, Mr. W. J. Jones, 
undertook to carry out certain precautionary measures with a view 
to preventing such accidents in the future. 


Electric Cooking Tests.—A considerable advance in the 
efficiency of electric cooking is indicated by a report of tests 
carried out with "Lightning" ovens for various classes of cooking. 
The information has been supplied by Electrical Utilities, Ltd., 
from details gathered from various sources. .Joipts of meat 
ranging in weight from 2:5 to 25°75 Ib. were cooked ; the energy 
consumption in the case of the former was 987 kWh, and the loss 
in cooking, 6:33 per cent. The wastage in the case of the largest 
joint was only 322 per cent., and the energy consumption 2:25 kWh. 
The results are naturally better for the larger joints, as an 
appreciable portion of the energy is absorbed in raising the tem- 
perature of the oven. It is possible to bake 18 lb. of bread at one 
time in the oven, and the energy consumption for this is about 
l'5 kWh. For cooking cakes it is necessary first to heat the oven 
for 15 minutes, which takes about 5 kWh; the actual cooking only 
consumes 33 kWh. 


A Russian Electrical Congress. An important elec- 
trical oongress has just been held in Moscow. At one of the 
sessions the chairman, Bashkoff, said that the position of the elec- 
trical industry in the country was a very difficult one, mostly 
because of the scarcity of skilled hands. He warned his hearers 
that the electrisal industry had to confront a great. problem, and 
that all their energies must be directed to its solution, taking 
acceunt of all possibilities. There was relatively very little eleo- 
trical material available, but still they must not be pessimistic. In 
the country there was yet a fair quantity of electrical equipment. 
What was wanted was its proper distribution amongst those who 
could use it. In this direction a great deal had already been done, 
bat the organisation might be much better. It must be more 
systematic. Greater scope must be left to the local councils in the 
matter of electricity, and assistance should be given by the forma- 
tion of local committees, the whole, however, being controlled by 
the Chief Department of Electrical Industry. In the discussion 
following the chairman's address, a number of delegates held that 
fixed prices must be made for goods, particularly for the smaller 
industries; the importance of local manufacture of electrical 
material wu insisted on, and also that the central body should 
organise industries in various localities where hands should be 
instructed or encouraged to. make themselves acquainted with the 
industry, so that they might be fit to be employed in the larger 
factories later. | 


Tall Stories from the Tropics.—Under this heading 
the Evening Standard, of July 2nd, printed the following startling 
item :—" Weird tales of the tropics were told by Captain R. Н. 
Torrible, of the steamer Denis, which plies between New York and 
Manaos, a port about a thousand miles up the Amazon River, 
What is more, says the Central News New York correspondent, the 
captain declared that, strange as were the things he described, they 
were quite true. 

" He told how on a river that empties into the Amazon, near 
Manaos, he saw myriads of electrio eels so strongly charged with 
electricity that the-bobom of the stream was flooded with light, and 
the crew were able to read their pocket Bibles by the glow, which 
was estimated at 40 watts per eel. | 

When some of the eels were brought on deck, the captain added, 
the ship's dynamos were short-circuited. When the vessel was 
tied up at the pier a boy fell into the river. The eels surged round 
him, and when he was taken out of the water he wasdead. A 
doctor who examined the body said the lad had been killed by an 
overcharge of electricity.” 

We knew there was a strong current in the Amazon, but evi- 
dently the eels make light of it. 


Industry and Cheap Fuel.—Au important statement has 
been submitted to the Prime Minister by the National Federation 
of Iron and Steel Manufacturers and the Iron and Steel Trades 
Confederation (representing the workers), with regard to the con- 
dition of the iron and steel industry, which ocsupies 1} million 
workers. Ав the result of the coal strike, the industry is at a 
standstill, and destitution prevails in iron and steel producing 
districts throughout the country. European competition is severe 
owing to the low level of real wages in Germany, due partly to the 
fact that the German working classes are working up from the 
very low standard of liviog imposed by our blockade during the 
war, and are, therefore, for the present, relatively content with 
advances in wages which leave their real earniags still far below 
the pre-war level; and partly to the system of family and other 
bonuses, which enable the working man to meet his expenses at & 
minimum cost to the total wages bill. These considerations apply, 
though to a less extent, in France and Balgium. 7 

It is the considered opinion of employers in the trade tbat, 1n 
view of foreign conditions, the industry will not be able to re-s 
unless fuel, as well as other items of cost, is reduced to а level not 


higher than from 75 to 100 per cent. above pre-war values. 
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A Municipal Vehicle Demonstration.—With regard to 
the note under the above heading on p. 821 of our issue of June 
34th, it was stated in error that Messrs. Electricars had on view а 
16-owt, vehicle, whereas it actually had a 50-owt. carrying capacity. 
The chassis was an improved type of the model originally produced 
by Messrs, Edison Accumulators, Ltd. It is known asthe Model 
% E, A.,“ and has proved to be very satisfactory. The chassis frame 
is of the built-up type, the side members being constructed of two 
high-tensile steel flitoh plates reinforced by well. seasoned American 
ash filler pieces. Solid- drawn steel tube cross members are used, 
and the rear wheels are each driven independently through 
totally-enclosed continuously-lubricated gearing from а series- 
wound motor, which is mounted outside the chassis frame, thus 
providing accessibility should the brush gear need adjustment. 
The controller box is also mounted vuts:de tbe frame on 
the near side immediately behind the front mudguard; the 
battery compartments are situated under the drivers sca, and 
under the bonnet in front of the dash respectively. 

The body, which is entirely constructed of sheet-steel, is tipped 
by an automatic electric tipping gear, which is put into action oy a 
ample reversing switch. As soon as the switch is closed, а smali 
electric motor raises the front end of the body by means of a 
square-threaded sorew (through a suitable reduction gear), and a 
nut to which is anchored a series of toggle-jointed levers which 
have а scissor-like action. The process of tipping is effec.ed 
within 30 seconds. АП channel section bracing pieces are kept on 
the outside of the body, thus allowing the load a clean sweep when 


tipping. 
at present this type of vehicle is manufactured in two sizes, 


which have carrying capacities of 50 and 70 owt. respectively. 


Railway Electrification,—1u the Swedish daily paper, 
Nya Dagens Alle handa, for April 7th, Mr. C. Rossander, one 
of the leading consulting engineers of Stockholm, gave un 
interesting account of а nve weeks’ tour he had just carried 
out ш Germany, France and Switzerland on behalf of the 
Swedish State Railway Electrification Committee. 

It is proposed to carry out the electrification of all the main 
lines in Sweden, and it was almost decided to employ single- 
phase a.c., excellent results having already been obtained 
with that system on the section, Gellivare-Riksgraensen. But 
when the engineers were considering the next portion to be 
electrified, т.е., Stockholm-Gothenburg, the possibilities of 
danger to the telephone system, the lines of which follow the 
ralway, were realised, and it was desired to consider the 
practicability of employing direct current. This was the main 
object of Mr. Rossander's tour, with the study of mercury 
rectifiers a8 a special inquiry. 

Mr. Hossander visited the works of Messrs. Brown, Boveri 
at Baden and at Mannheim, rectifiers being constructed at 
both factories. He also inspected the apparatus under work. 
ing conditions at Berne, and in the Cologne district. Ihe 
plants in both cases had been in use for two years, were de- 
signed for 600 volts, and were employed for tramway work, 
with excellent results. The German A.E.G. and Siemens con- 
cerns were reported to have taken up the manufacture of 
mercury rectifiers seriously. 

For the purpose of the Swedish State Railways a pressure 
of 600 volts was insufficient, in fact 3,000 volts would be desir- 
able, but no mercury rectifiers have yet been constructed for 
such a high pressure. 

Mr. Rossander ascertained that Messrs. Brown, Boveri had 
undertaken to supply a number of rectifiers for 1,500 volts 
pressure for an electrified railway in the South of France, 
under the severe condition that if they did not function en- 
tirely satisfactorily they would be rejected. The makers felt 
confidence in their ability to carry out the contract satis- 
factorily. 

Mr. Rossander reports finding the question of railway electri- 
fication exciting wide interest abroad. In France the matter 
is mainly in the planning stage, although attempts at standar- 
disation are being made, and systems previously employing 
alternating current have been converted to direct current at 
1,900 volts. | 

‚ш Switzerland’ electrification is in rapid progress, the 
ungle-phase system being used almost exclusively. 

Mr. Rossander had an opportunity of inspecting the power 
station at Lyons, whence power is distributed to three power 
Stations and two sub-stations, all coupled in series. Direct 
current at from 70,000 to 100,000 volts pressure is employed, 
and the whole system has been found exceedingly reliable. The 
French Company, Société Anonyme des Atéliers de Secheron, 
makes a speciality of this class of business, and is at present 
co-operating with Messrs. Brown, Boveri in working out a 
scheme for electrical power transmission from Norway to Den- 
mark, which ів thought to be practicable at 300,000 volts d.c. 


Dyke's Antomatic Electric Buoy Lamp.—Since the 
repair of the first submarine telegraph cable, the need of 
adequate means of illumination for mark buoys during night 
operation has been felt by all repairing ships. At the present 
tme the original type of oil lamp, with a few improvements, 
ів still in use, but is far from satisfactory; therefore, with 
these defects in mind, an automatic electric buoy lamp was pro- 
duced, and was patented in America in August, 1919. 

The following description of the lamp and its method of 
operation is abstracted from the T. and T. Age :— 

lower part of the lamp consists of a circular, water- 


i e 
bent, galvanised sheet iron can. 


The top closure plate contains an opening in its centre, 
around the upper edge of which is a small metal collar holding 
a circular dioptric lens. А second closure plate, having a 
similar metal collar on its under side, covers the top or the 
lens, rubber gaskets being used to make the junction of the 
lens and the closure plates watertight. The can contains а 
wooden carrier supporting eight dry cells and an eight-day 
clock, the gearing of which is so constructed that the arbor of 
the clock revolves once in 2 hours, and is provided with a 
timing disk, which is made of insulating material and is 
secured in position on the arbor by a wing nut. The face of 
the disk is divided into twenty-four hours, the numbering of 
the divisions being in two groups of twelve hours each. A 
portion of the periphery of the disk is slightly cut away and a 
segmental metal contact plate inset, the length of which 
depends on the number of hours the light is required to burn. 
A pair of contact fingers are mounted on a small insulating 
block on the frame of the clock at the side of the disk. The 
ends of the contact fingers rest firmly on the periphery of the 
disk, and the tips of the contact fingers and also the segmental 
contact piece in the disk are gold plated to prevent corrosion 
by the sea air and to give as perfect a contact as possible. The 
eight dry cells are connected in series-parallel to give from 
5 ч 6 volts, the lamps being 5.5-volt ones, taking .30 amperé 
each. ' 

The method of operation is as follows: Assuming that an 
eight-hour disk is being used having the contact piece inset 
from 8 p.m. to 4 a.m., if the lamp is being placed on the 
buoy at 2 p.m., the wing nut holding the disk is loosened 
and the disk turned until the division marked 2 p.m. comes 
directly under the point of contact of the two fingers. The 
wing nut 18 then tightened, and the lamp assembled and made 
ready for use. The method of attaching the lamp to the 
buoy staff is immaterial so long as it is securely held in 
place. As the contact fingers now rest on the insulated 
portion of the disk periphery, there will be no circuit between 
the battery and the lamps, but as the disk revolves, the 
contact piece will come under the contact fingers at 
8 p.m., and the lamp will then light and continue thus until 
4 a.m., when the contact piece will pass from under the 
fingers, thus extinguishing the light. This cycle of operations 
will continue until the timing mechanism stops, which occurs 
generally on the tenth day. Experimental models of this lamp 
have been supplied to the Commercial Cable Co., the French 
Cable Co., and the Western Union Cable System, and have 
proved satisfactory in operation. | 


The Bastian Electric Co, Ltd, —The adjourned petition 
of W. F. N. May and Another for an order for the compulsory 
liquidation of this company was again before Mr. Justice P. О. 
lawrence in the Companies’ Winding-up Court on Tuesday. 
Negotiations for a settlement with the petitioners have been 
going on for some weeks, and it was now stated that no settle- 
ment had been reached yet. But a certain sum had been 
found. and that was the inducement to ask for another week’s 
adjournment. This was granted. 


INSTITUTION NOTES. 


Institution of Electrical Engineers’ Conversazlone.— The follow- 
ing is a list of the principal guests present at the oonversazione of the 
Institution, at the Natural History Museum, South Kensington, 
on Thuraday last week :— : 
Sir William Barrett. 

Sir Tom Callender, J.P. 
Rir G. H. Collier. 


Brigadier-General Sir W. T. F. 
Horwood. 
Sir Herbert Jackson. 


Sir Robert Elliott Cooper. Rear-Admiral Е. C. Learmonth. 
Bir H. J. Creedy. Sir Gerard and Lady Muntz. 
Sir Philip Dawton. Sir Philip Nash. 


Sir A. M. J. Ogilvie, K. B. E., O. B. 
Vice-Admiral Sir Laurence 
Power. 


Sir G. K. B. Elphinstone. 

Sir Arnold B. Gridley, K. B. E. 
Sir S. F. Harmer. 

Sir A. W. Watson. 


Delegates of American Engineering Institutions :— 
Mr. Ambrose Swasey. Mr. Charles T. Main. 


Colonel A. S. Dwight. 
Mr. Charles F. Rand. 
Dr. Ira М. Hollis. 

Mr. John R. Freeman. 


Members of Council — 


Mr. W. A. Chamen. 

Mr. H. W. Clothier. 

Mr. J. R. Cowie. 

Col. R. E. Crompton, C. B. 
Mr. W. Cre as. 

Sir James Devonshire, K. B. E. 
Dr. W. Н. Eccles. 

Mr. S. E. Fedden. 

Dr. C. C. Garrard. 

Mr. F. Gill, C.B.E. 

Mr. J. 8. Highfield. 


Mr, Robert A. Cummings. - 
Mr. Jesse M. Smith. 

Dr. F. B. Jewett. 

Mr. William Kelly. 


Mr. P. V. Hunter, C.B.E. 

Sir William Noble. 

Mr, C. C. Paterson, O.B.E. 

Dr. A. Russell. 

Mr. W. M. Selvey. 

Mr. Roger T. Smith. 

Mr. C. P. Sparks, C.B.E. 

Mr. A. A. C. Swinton. 

Mr. C. H. Wordingham, C.B.E. 
Mr, P. F. Rowell, Secretary · 
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The president, Mr. Ll. B. Atkinson, and Mrs. Atkinson, with the 
Council of the Institution, received the guests, who numbered in all 
about 1,500. Anexoellent programme of music was provided bv the 
string band of the Royal Engineers, under Lieut. Neville Flux, 
F. R. A. M., and а concert in three sections was given by Miss Phyllis 
Oarey-Foster and Mies May Peters, with the Allied String Quartet. 
At 10 o’clock the gathering was called to attention by the notes of 
a bugle, and the President introduced Mr. Ambrose Swasey, chair- 
man of the deputation of American engineers in this country, 
referring to his great achievements in connection with the construc- 
tion of the largest telescopes in the world, as well as Dr. Е. B. 
Jewett, Vioe-President of the American Institute of Electrical 
Engineers, and chairman of the electrical branch of the delegation, 
who recently gave ^ lecture on research before the Institution, and 
is at the head of the largest research organisation in the world, 
Mr. Swasey expressed his admiration at the manner in which the 
British nation had come through the war, and still maintained ita 
upright and resolute attitude in the face of the many difficultied 
with which it had to contend; he expressed the firm solidarity 
between the United States and the British Empire, and advocated 
the utmost possible co-operation between the two nations, in the 
best interests of the whole world. Dr. Jewett, after heartily 
endorsing these sentiments, read a letter from Mr. A. W. Berres- 
ford, President of the American I.E.E., to the same effect, the 
message being greeted with enthusiastic applause, . MC 

The offer of Mr. E. M. Hughman, of Bombay, to give а donation 
of £250 vo the Benevolent Fund of the Institution of Electrical 
gineers, on condition that 19 similar amounts were contributed 
y June 30th, has been exterded by him to December 81st, 1921. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 

-- also electric tramway and railway officials, to keep readers of the 
‘ELECTRICAL REVIEW posted as to their movements. m 


MR. H. L. KIRBY JOHNSON has commenced business at 68, 
Gordon Street, Glasgow, and has been appointed representative for 
Scotland for Messrs. Drake & Gorham Wholesale, Ltd., of London. 
For the last eight years Mr. Johnson has been supply department 
branch manager for Scotland with the Metropolitan-Vickers Elec- 
trical Co, Ltd., Trafford Park, and on severing his connection with 
this company, he was the recipient of a silver cigarette and cigar 
box from his colleagues in Glasgow and Manchester. 

Messrs. Sir W. G. Armstrong, Whitworth & Co., Ltd., have 
secured the services of Мв, R. P. Top, M. I. Mech. E., M. I. Met., in 
connection with their hydro-electric work. Mr. Tod has been at 
the British Aluminium Oo.’s Works, at Kinlochleven, since 1907, 
апа readers who have visited these works will know him as 
having been originally in charge there of the erection of the pipe 
lines and turbines of 30,000 h.p. Until recently Mr. Tod haa been 
manager-in-chief over the whole of the British Aluminium Co.'s 
undertaking at Kinlochleven. 

Сот. and Mrs, CROMPTON recently celebrated their golden 
wedding, and several of Col. Crompton's old pupils (through the 
instrumentality of Mr. Llewellyn Foster) took the opportunity to 
present them with a small token of their esteem, affection and 
goodwill, This gift, which has been suitably acknowledged by 
Mrs, Orompton, was accompanied by an album containing the 
signatures of those who contributed. 

After considering 190 applications for the position, the Wallasey 
Electricity Committee is recommending the appointment of Мв. 
B. T. HAWKINS, electrical engineer to the St. Helens Corporation, 
as electrical engineer and manager of the Wallasey undertaking, in 
guocegaion to Mr. J. A. Crowther who resigned. The salary recom- 
mended is £1,000 per annum, or £900 if the electrical engineer is 
allowed to take two articled pupils. | 

Darwen Town Council has been recommended to inorease the 
salary of Мв. PERCY TAYLOR, assistant electrical engineer, from 
£250 per annum to the basic salary of £427, rising by three 
instalments to 8471, with the usual bonus from November 20th 
last, in accordance with the schedule of salaries of the National 
Joint Board. 

Мв. JohN McDONALD, late of the Telegraph Department, Post 
Office, Aberdeen, who left this country a few months ago to take 
up a post under the Colonial Government, has been appointed 
trafic manager for the telegraph system of East Africa and 
Uganda, with headquarters at Nairobi. 

Мв. R. A. Watson WATT, Brechin, has been appointed super- 
intendent of the Radio Research Board Wireless Station, Aldershot. 

The Wigan Corporation has appointed Ms. W. M. MILNES, of 
Coventry, tramway manager, at £700 a year. | 

Mr. W. S. ASKHAM (of 17, Regent Park Terrace, Hyde Park. 
Leeds). announces that he has severed his connection as North 
Country representative with Messrs. J. H. Tucker & Co., Ltd., after 
17 years’ service, aud has joined Messrs, J. A. Crabtree & Oo,, Ltd., 
of Walsall. | 

We understand that MR. CHARLES L. TOMLINSON, late sales 
manager for primary and secondary batteries to the Edison and 
Swan Co., Ltd., has recently vacated an engagement he had taken 

up with the Hart Aocumulator Co., Ltd. PU in 

Мв. W. N. Y. KING. A. C. G. I., A. M. I. E. E., until recently 
associated with the Austin Motor Co., Ltd., has entered into 


partnership with Мв. BRAZIER, under the style of Brazier & King, 
engineers, of 14, New Street, Birmingham; the firm will deal: with 
Slee power and lighting installations, factory equipment, steam: 
p t, kc. MN: ‘ hoe. s P AS Ж. 

Мв. Н. C. LONES, of the Shropshire, Worcestershire, and Stafford 
shire Electric Power Co., whose marriage to Mies Nellie L, 
Теди, took place last week, has been presented by the staff with a 

oc К | E . 8 CA T+ М tees b A ж [^ 

Мв, GEoRGE HALLY, of Birmingham, hae been appointed chief 
works manager of the engineering side of the Hdison'/ Swan 
Electric Co., Ltd., Ponders Bnd. We understand that Mr. Haly 
has had a wide experience with some of the leading ‘firms: of 
engineers. in this country and abroad. КС: mS 


WIll.—Mz. R. J. WEST, а director of the New General Traction 
Co. and the Norwich Electrio Tramways Oo. left 450,706. 
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NEW COMPANIES: REGISTERED. 
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Alliance Wholesale Electrical, Ltd. (176, 447).— Private 
company. Registered June 29th. Capital, £3,000 in £1 sbares. To carey ou 
the business of wholesale suppliers and manufacturers of and dealers in all 
machinery and apparatus used in connection with the generation, distribution, 
supply, accumulation, and employment of electricity, &c. The first directors 
are: W. Е. White, 93, Hamlet Gardens, Ravenscourt Park, W.6; Н. J. 
Grant, 89, Carlton Mansions, Maida Vale, W.9; Elizabeth McArthur, 11, 
Dorset Road, Merton Park, S.W.19. Secretary: E. McArthur. Solicitor: 
W. P. Scott, 150-151, Fenchurch Street, Е.С. 2 


Тһе Hugh Stanley Co., Ltd.—Private. company. Regis- 
tered in Dublin June 27th. Capital, £1,250 in #1 shares. To carry on the 
business of mechanical and electrical engineers, &c. The first diréctors are: 
D. Harrison, 75, South Circular Road, Dublin; A. R. Eliassoff, 75, South 
Circular Road, Dublin; Н. Stanley, 17, Anglesea Street, Dublin, ,Registered 
office : 44, Temple Bar, Dublin. ME N 


Alexander Marshall & Co., Ltd. (11,772).—Registered. in 
Edinburgh June 24th. Private company. Capital, £30,000 in. EI shares 
(15,000 preference). To acquire the business of a boiler and accessories maker 
carried on by A. Marshall, and to carry on the business of ironfounders, 
engineers, tube manufacturers, &c. The subscribers (each with one share) are: 
A. Marshall, Murrayfield, Motherwell, boiler maker; A. Marshall, junior. 
Murrayfield, Motherwell, boiler maker; J. Marshall,. Murrayfield, Motherwell, 
boiler maker; J. Pitceathly, Glenparg, Hamilton, engineer; W. A. Cáahpbell, 
Murrayfield, Motherwell, clerk; А. B. White, I. Holyrood Crescent, Glasgow, 
boiler maker. The first directors are: A. Marshall, A. Marshall. junior, J. 
Marshall, J. Pitceathly, W. A, Campbell, and A, B. White. Qualification : 
500 shares. Registered office: Coursington Road, Motherwell. Hs 
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Frederick К. Butt & Co., Ltd.—Satisfaction to the extent 
of £2.000 on October 18th of debentures dated March 29th, 1920, securing 
£10,000 (notified June 24th, 1921j. ^ ^" ^ ^* S c, 
Rawlings Bros., Ltd.—Satisfaction to the extent of £7,200 
(balance) on March 3lst, 1921, of charge dated December 4th, 1918, securing 
48, 750. ` | Yo ene! hs ™ 
. 4 2 "i die ES E . e Tae, D gD 
. Lyell, Ltd.—Issue on June.17th, 1921, of £900. debentures, 
part of a series already registered. CCC 
Western Electric Co., Ltd. (106,921). —- Return dated lune 
6th, 1991. Capital. £500,000 in 25 shares, 99,995 shares taken, ир, £196,975 
paid, £344,000 considered as paid. Mortgages and charges: Nil. : 
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| In their report for 1920, to, be submitted 
ges aa at the meeting at Copenhagen on July..16t. ' 
Co., Ltd., of the directors say that the whole of the 
Denmark: year passed without the minefields having 
been swept at the places where one.Franco- 
Danish and one Anglo-Danish cable, as well as the cable 
between Petrograd.and Libau, Were broken, and repairs had 
consequently been impossible. There was, however, some 
prospect of the two first-mentioned cables being put in work- 
ing order before long. Eight of the company’s other European 
cables had been subject to 16 interruptions, whilst 19 interrup- 
tions had occurred in six of; the Far East. cables.. The Wladi- 
wostok and Kiachta routes ure still closed. so far as the trans- 
mission of traffic between Europe and. the, Far East is con- 
cerned, but the company's offices at. Wladiwostock and 
Kiachta, as well as at Irkutsk, have throughout the year, been 
worked by Danish staff who have transmitted the Siberian 
correspondence to and from Japan and China and beyon 
via the Wladiwostock-Nagasaki cables and the Irkutsk-Kiachta- 
Peking line respectively. The general conditions in. Siberia 
are as yet not quite settled; at times it has proved difficult to 
furnish cash for the staffs at Irkutsk and Kiachta. At the 
beginning of 1921 the Kiachta-Peking line becàmé interrupted 
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in Northern Mongolia, where Russo- Mongolian forces dislodged 
the Chinese troops and captured: the town of Urga. It is im- 
elbe to: predic "when: telegraphic connections between 
паса and Peking may be re-established. - The traffic over 
the company’s cables both in Europe and the Far East has 
been satisfactory. The economic and industrial crisis, now- 
ever, caused a decrease in the traffic carried over the com- 
y's Buropedn tables during the latter half of the year, and 
this decrease has continued during the early part of the 
current ‘year. Compared with the corresponding period of 
190 the decrease is estimated at approximately 30 per 
cent. In the Far. East the tratitc carried during 1920 snows, 
on the other band; an increase compared with that of 1919, 
but the reaction has set in also there, and the enormous traffic 
dealt wich during the war and: the period immediately after 
ts gradually attaming more normal proportions. The negotia- 
tions with Poland have been continued. The object has been 
the laying of a cable between: Denmark and a point on the 
Polish coast near Dàntzig, and the working of the cable by 
the company’s staff at Warsaw by means of an aerial wire 
to the landing ‘place. It is very doubtful whether the negotia- 
tions will ‘be. brought to a successful issue, because the terms 
for laying’ and working the proposed cable, which the Polish 
Government has hitherto thought 16 possible to offer, are 
unacceptabté ‘tó the company. ‘The company had to close 
down in European, Russia in April, 1918. when the com- 
pany's routes became interrupted ‘owing to the state of war 
between Russia and her western neighbours. It is important 
for both parties that the company should recommence its 
operations int Rwasia. The negotiations are being continued, 
und the board hopes that before long an arrangement will be 
arrived gt which will make it possible for the company to 
reopen its station аё Petrograd— wliere all the instruments are 
mtact--us-well ав to take its proper share in the transmission 
of: the ‘traffic between Europe and the Far East via the 
Russis "Mrdlines'to: Irkutsk and Wladiwostock. Last year 
the ditéctors expressed the opinion that the financial results of 
the year 1920'would not be as favourable as those of the year 
1910." This forecast Вав! proved wrong, the reason being the 
depréciatien ‘of the value of the Danish crown taken in rela- 
tion to sterling, Mexican dollars, and yen, the currencies in 
Which the:principal income of the tomrpany is received. Whilst 
the compliny's receipts from the traffic between Europe and the 
Far East have decreased considerably owing to the continued 
interruption ‘ef the Siberian line, the satisfactory development 
of the telegraphic correspondence in 1920 taken as a whole 
bas, to'a tertain extent, acted as a set-off. There appears no 
prospect of sach compensation in the current year, and from 
the general nature and scope of the company's operations 
it is clear that 16 must féel the full effect of the world-wide 
stagnation’ of commerce, industry, and shipping. The pro- 
posed increase of the international telegraph rates, by which 
also the company should benefit, has been postponed stne die, 
and no important reduction in the enormous expenses under 
the heading '''salaries; &c.; may be expected to take place 
until. a general decrease in the cost of living has set in; 
therefore the immediaté future Is not very 5 It is 
proposed to distribute a total dividend and bonus 24 per 
cent., or 2 per cent. more than for each of the previous three 
years. 4285,89, or £144,285 more than last year, is carried 
forwardi’ a "v7 o ss d AE NE. 
ба гга ft "Ге directors in their report for the year 
J. G. White & ended February 28th, 1921, say that during 
Co., EHtd. a considerable portion of the period the 
company was faced with difficult and anxi- 
ons conditions; ' The result of working was a net profit of 
£4,207, which, with £15,986 brought forward, shows а credit 
in the profitand loss account of £19,493. In January last an 
interim dividend was paid on the 7 per cent. preference shares, 
absorbing £6,300, put in view of the general conditions obtain- 
mg to-day the board has come to the conclusion that the final 
dividend on the preference shares should not be paid at present, 
dhd recomrnemüds that the balance of £13,193 bé carried forward. 
The nominal capital was increased to £500,000, and £150,000 
of the reserve fund was capitalised in.the form of ordinary 
shares, the issued amount of which now stands at £900,000. 
The conditions during most of the period under review were 
adverse to the contracting and construction business, but con- 
structiod. contracts on satisfactory terms, the results of which 
do not, however, affect the past year's trading accounts, have 
recently been éntered into. J. G. White Commercial Co., Ltd., 
"whose share capital is héld by this company, bas had to meet 
a period of almost complete stagnation in the South American 
trade, where confidence was severely tried by the effect of the 
break in prices oh à market nver-stocked with commodities. 
Since the autumn of last year there has been a continuous 
decline in market prices which has resulted in considerable 
losses to the Commercial Co. The precise extent of the loss 
cannot be gauged. at the moment, but the position should be 
cleared by the end of the year and а sounder condition of 


є 


things re established. | 
„„IT ‘he annual general meeting was held in 
Lisbon Electric London on June 29th, Mr. Ludwig Breit- 
Tramways,Ltd. meyer (chairman) presiding. Тһе cbair- 
a "th man said that the report covered two years 
1919 and 1920, the collapse of the exchange in 1920 rendered 
This -necessiry.. ‘The company had sustained severe loss by 
the restrictions placed by the Portuguese Government upon 
тей айобв from the country, and also from the high price 
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of coal which had reached 142s. per ton. Increased fares had 
been ‘sanctioned, but these were insufficient to balance the 
rising costs. At present the lowest fare was equivalent to 
id. About 8 per cent. of the tratüc receipts had been paid 
to the Government, in addition to a tax upon tickets. ‘The 
net result of working during the two years was а loss. of 
£45,000. No provision had been made for depreciation since 
1917, these arrears would have to be made good as soon as 
cireumstances permitted. Every endeavour was being made 
t procure further tariff increases and to cut down expenditure 
to the lowest economic limit. | | 


8 [ A meeting of the holders of the com- 
Mexican Light & pany’s 5 per cent. first mortgage gold bonds 
Power Co., Ltd. was hela on June 29th, Mr. Harold б. 
Е DS Brown, representing the trustee (National 
Trust Co., Ltd.), presiding. Мг. E. R. Peacock (chairman 
uf the Bondholders’ Committee) deuit with the position ot the 
undertakings under the régime of Presidents Diaz, Carranza, 
and Obregon, and stated that of late the position had been 
difticult owing to acute labour disturbances. He said that 
no arrears of interest were being paid at present, but it was 
hoped that the works in hand would result in ability to pay 
off the arrears on the first mortgage bonds. There was а 
prospect of several years' waiting before interest on the 
second mortgage bonds was available. A claim for damages 
amounting to 19,000,000 pesos had been lodged with the 
Government, and there was a reasonable prospect of, this 
being paid. The working of the hydro-electric plants had 
been prejudiced by the scarcity of rain during last autumn, 
and the irregularity of the supply of fuel oil had also handi- 
capped the steam reserves. Money for reconstruction purposes 
was not available; their efforts to secure payment of 7,000,000 
pesos owing by the Government and the Mexico City autho- 
rities had been unsuccessful. Mr. Peacock was hopeful that 
in the future the position of the companies would steadily 
improve, although Mexico had many financial, social, and 
political difficulties to overcome. 


The annual meeting was held on June 

. Edmundson's 30th, at Winchester House, E.C., Mr. P. D. 
Electricity Tuckett presiding. The chairman congra- 
‘Corporation, Ltd. tulated the shareholders on the improved 
accounts, which enabled them. to recom- 

mend the resumed payment of the cumulative preference divi- 
dend. In most cases their prices still lagged some way behind 
their costs, but they eventually succeeded in securing aubstan- 
tial increases in their authorised maximum rates, the relief so 
obtained, combined with the removal of the lighting restric- 
tions and an increased power demand, enabling them to 
realise the better results shown, despite a further enormous 
increase in their wages and fuel bills. Apart from the Lanca- 
shire Power Co., their wages bill increased by over £40,000 
and their fuel bill by over £64,000, yet the various under- 
takings managed to increase their gross profits by nearly 
£100,000. Of that increase about £17,000 appears in, their 
profit and loss account, the balance having gone to outside 
shareholders or been applied in increasing the reserves set 
aside and the amounts carried forward by the sub-companies. 
The gross trading profit was increased by £1,800. In the 
earlier part of last year the contracting business was very 
active and the "anng conditions were exceptionally favour- 
able, whereas they had recently become the very reverse. so 
that for the current year they were likely to see & substantia] 
drop in that item. With the balance of £10,090 brought for- 
ward there was a total available profit of £26,148, £12,000 of 
which they proposed to apply in the үе, of one year's 
dividend on the cumulative preference shares, carrying forward 
£14,143. "That still left the cumulative preference dividend 
one year in arrear, but under the present uncertain conditions, 
and in view of the necessity of making provision for the 
repayment of the three-year notes, they felt it would be 
imprudent to commit themselves prematurely to the wiping 
out of these arrears. So far as it was possible to forecast the 
future in these anxious and difficult times, they confidently 
believed that they had definitely turned the corner, but, until 
they enjoyed a return to more normal conditions and secured 
the regulation of their selling prices on a more permanent and 
rational basis, they could not be sure of the steadily improv- 
ing results to which they looked forward. Proceeding to refer 
to the conditions governing their authorised rates of charge. 
which were still far from satisfactory, he said that most of 
their maximum rates had been granted, and with very few 
exceptions any further adjustment of them could only be 
made, under the powers of the Statutory Undertakings ('l'em- 
porary Increase of Charges) Act, 1918, which restricted profits 
to an amount sufficient to yield three-quarters of the average 
pre-war ordinary dividend. А more stupidly unfair and utterlv 
uncommercial restriction to impose on a progressive industry 
it was difficult to imagine, and he entirelv failed to under- 
stand how it was supposed that any healthy progress could 
be made under such conditions. It condemned them to a 
smaller return than they were earning before the war, despite 
the fact that their connected load had increased by over 
80 per cent. in the intervening seven years, and that plant 
which was then only partially loaded was now in many cases 
overloaded. Under such circumstances what inducement 


could there be to extend the business by the expenditure. of 


further tapital, even if the cost of capital were not now nearly 


large reductions. 
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twice what it was? The increased rates, which they had been 
granted, materially eased the position with which they were 
confronted last year, but under existing conditions of cost 
they were stil in most cases quite inadequate to afford a 
reasonable return on capital. Small undertakings had been 
far more seriously affected than the larger ones by the con- 
ditions which the war had brought about. Speaking generally, 
they were called upon to bear increased costs relatively twice 
a8 great as those which the larger undertakings were carrying. 
Before the war 8d. per unit was the general authorised maxi- 
mum rate for large and small undertakings alike, irrespective 
of the character of their areas of supply. That afforded the 
smaller undertakings a sufficient margin over the lignting 
rates which they actually required to charge, whilst 16 gave 
the larger undertakings а more than ample margin over theirs. 
As it was, the smaller undertakings had no longer any margin, 
and consequently their maximum rates had praece become 
their standard lighting rates, in order that they might recover 
from the more remunerative consumers the losses they were 
obliged to incur in supplying the less remunerative. It was a 
miserably unsatisfactory state of things that they shoula be 
forced to conduct a conimercial business in such а way, with 
no freedom to vary prices in accordance with the varying con- 
ditions. His own feeling was that the whole system of con- 
trol by maximum rates was wrong. Either they were high 
enough to be inoperative, as before the war, or by their 
inadequacy, as at present, they ran counter to every economic 
law and so destroyed the very basis on which the development 
of the business depended. Last year they promoted a Bill, 
under which they sought power to establish a sliding scale 
of prices and dividends. He thought it was a great pity that 
it failed to receive more sympathetic consideration from 
Parliament, for he could not help believing that the principle 
which it embodied, securing a reasonable latitude in the matter 
of prices, would be in the best interests of the consumer no 
less than in their own, and would prove entirely practical 
and fair. However, they had to deal with the situation as it 
existed, and they would naturally wish to know what hope 
there was of getting the paralysing conditions, to which he 
had referred, removed. First there was the possibility, and 
he hoped the probability, of costs falling, and this would, of 
course, afford far the most satisfactory means of enabling 
prices to overtake costs, but even so, they would still require 
the removal of the statutory restriction now imposed on their 
earning powers. Provision was made for that in the Elec- 
tricity (Supply) Bill now before Parliament, but, as other 
clauses of the Bill dealing with the setting up of Joint Elec- 
tricity Authorities were likely to meet with strenuous opposi- 
tion, he feared the Government might sacrifice their needs to 
the exigencies of the political situation, and fail to secure 
for the Ministry of Transport the enlarged powers with regard 
to prices which it was so vital for them to possess. The 
position in which the smaller companies were at present 
laced was, however. so manifestly and flagrantly unfair, 

sides being so detrimental to the interests of the districts 


they served, that it was impossible to believe that it could 


be allowed to continue indefinitely. It had already been 
remedied in the case of the gas and other public service un- 
dertakings, and he felt sure that the Electricity Commissioners 
would endeavour to get it remedied in their case also with as 
little delay as possible. The gross profit increase of nearly 
£100,000 on the various undertakings was gratifying in so far 
as it went, but it was also a measure of the crippling loss 
which they were most undeservedly called upon to suffer as 
the result of their unrelieved distress. or at any rate ot the 
utterly inadequate and belated relief which they received, 
during the two previous years, for, even now, despite their 
largely increased load, they were not as well off as before 
the war. Omitting the Lancashire Power Co., the connections 
showed an increase of 8,358 kW, compared with 7,356 kW the 
previous year, and capital expenditure an increase of £125,176, 
as compared with £149,476. For the current year, and in 
future, until they were once more allowed to conduct the 
business on a commercial basis, both these figures would show 


The directors have communicated with 


India-Rubber, the shareholders as follows, under date June 
Gutta Percha & 29th As the circular letter of 28th ult. ap- 
Telegraph Works pears to have given rise to some misunder- 

Co., Ltd. standing, the directors desire to make the 
matter clear by a brief statement of facts 
which have occurred since the last genera] meeting, and which 
again render it impossible for them to recommend the pay- 
ment of any dividend on the ordinary sbares for the same 
reason given at the annual general meeting, viz., the shortage 
of cash. In the chairman's speech at the last general meeting 
the cause of the then cash shortage was explained in detail, 
and the belief expressed that the cash position would be greatly 
improved within the next six months. But such, unfor- 
tunately, has not been the case, owing in a great measure to 
the extraordinary slump in trade generally and the tire section 
in particular. This condition of trade left us with stocks 
difficult to move, and forward commitments which had to be 
met. with the result that the cash position has not improved. 
We have realised a considerable amount of our colonial stocks, 
but our home market has not been able to consume enough 
of our Persan manufactured articles to greatly influence the 
return to England. by means of the sale of these goods. of the 
capital which had been deflected to France during the war. 


Labour unrest generally, culminating in the present coal strike, 
has caused throughout the country an extraordinary dislocation 
of industry of far-reaching effect, difficult to measure and not 
easy to cope with. Under the existing conditions of disor- 
ganised trade, it is difficult to forecast the future, but a clear 
fine of action 1s indicated along which the company must work, 
and that is to produce and sell goods at a price within the 
consumer's reach, and to readjust the present inflated wages 
to such a figure as will enable us to do so on a profitable 
basis. Your directors are pleased to inform you that our 
workpeople at Silvertown are looking wisely at the economic 
position as it affects them, and we have already been able to 
make an arrangement with them which has brought avout 
a preliminary reduction in wages. In the near future we 
expect to meet considerable competition from those countries 
where the rate of exchange and cost of living make cheap pro- 
duction possible. Nevertheless, your directors have a feeling 
of confidence that the company will be able to steer through the 
troublous times ahead—aided by new methods and by economi- 
cal and efficient labour and administration. With all hands 
pullng together in the true interests of the company, as is 
their duty, we may perhaps be able to look back at the coal 
strike us a blessing in disguise, however hard the country шау 
have been hit by this action of gross economic folly.” 


At the meeting held on June 29th, Sir 


West India A. F. King, who presided, said that in the 
and Panama report of a year ago they said that 1919 had 
Telegraph been the most disastrous year in the history 
Co., Ltd. of the company. They then hoped, and 


thought, that the company had touched 
bottom ; but they were wrong, for in the year now under review 
the company sank even lower. "They had, after several pre- 
vious forecasts, been led to expect that the company's cable 
steamer would be released from the Trinidad Dock by the end 
of June last, that was after 17 months’ detention; she came 
out only in October, more than 20 months after she was handed 
over; and the cost of her survey and repairs, which had 
originally been estimated at about £10,000, came to as much 
as £74,252. nearly three and a half times the reserve of £21,559 
which had been accumulated to meet her depreciation. But 
this heavy bill was only one of the unfortunate results of the 
long detention of the cable ship at Trinidad. In normal times 
with the ship available to effect quick repairs of interrupted 
cables, the company would have had funds in hand from traffic 
and other receipts with which to meet at any rate a consider. 
able part of the excess of £53,000 over the ship's accumuiated 
reserve ; but, in the absence of the Henry Holmes, they found 
it impossible to get the cables repaired quickly, and. naturally 
the traffic receipts fell off, so much so that they were in 192 
more than £30,000 less than in 1919. Consequently, to find 
the money for discharging their debt to the Trinidad Dock, for 
paying for the hire of cable ships, for ШИШЕ new cable and 
for meeting increased expenses generally, they had been oviiged 
to sell most of the company's investments—at a loss, owing to 
the state of the money market, of £30,555. They had also 
taken an opportunity which offered of issuing during this 
current year one hundred more debentures of £100 each. This 
third survey of the cable ship had in all cost the company: 
£74,252 payments to the Trinidad Dock and purchase of mate- 
rials, 238.000 for hire of cable ships over and above what the 
cost would have been if the Henry Holmes had done the work, 
£31,370 reduced traffic receipts, 430.555 loss on sale of invest- 
ments, £12,450 forfeited subsidies, totalling £186,627, of which 
about £137,134 was proper to the year 1920. The speaker went 
on to refer to the various items in the accounts. We published 
the directors’ report in our last issue. In conclusion, the chair- 
man said that they were told that it was the intention of one 
of the large American cable companies to lay a cable from 
Porto Rico to Cuba, whence they already had cables to New 
York. This cable, when it began working, could not fail to 
be a serious rival to the company, and it must have consider- 
able effect on their revenue in Porto Rico. 


The Soctété du Matériel Isolant, of 

Lyons, reports that its factory for the 
. manufacture of '' clematite '' is fully equip- 

ped for meeting requirements in insulating 
materials, and that the net profits of 302,000 fr. in 1920 permit 
of the payment of a dividend of 60 fr. net per share. 

The Compagnie Générale de Constructions de Locomotives 
(Batignolles-Chatillon) reports net profits of 303,000 fr. for 
1990, which amount has been carried forward. Apart from 
steam locomotives, the directors state that foreseeing that the 
projected electrification of the railways would be capable of 
providing work for the shops. they had entered into an agree- 
ment with the Société de Construction des Batignolles and 
the Société Oerlikon for the construction of electric loco- 
motives. 

The report of the Société Anonyme des Etablissements In- 
dustrielg de Е.С. Grammont et de Alessandre Grammont, 
which was submitted at the special meeting held on June 18th, 
stated that thanks to the development of new manufactures 
it had been possible for the company advantageously to 
guard against the general industrial crisis, and that despite 
a strike in March and April, 1920, the value of the turnover 
in 1920-21 was greater than in the preceding year. The par- 


French 
Companies. 


ticipations had been extended in various associated under- 


takings, and the company in connection with its subsidiaries 
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had formed an export department which had already nego- 
tiated foreign transactions, which required large capital re- 
sources, owing to the long periods of transport and of credit. 
In order to deal with the considerable orders expected, par- 
ticularly from public authorities, for the construction of 
long-distance telephone cables, it was necessary to have a 
basis as large and sound as possible from the financial point of 
view, especially in order to place the company on a level with 
its most direct competitors. Having regard to these circum- 
stances the directors proposed and the shareholders sanctioned 
an increase in the share capital from 30,000,000 to 50,000,000 fr. 
The Société des Ateliers de Constructions Electriques du 
Nord et de l'Est (Jeumont), at tue general meeting heid on 
June 18th. reported that all the manufacturing shops could 
now be considered as having been practically reconstructed, 
the equipment had been improved and augmented, and the 
productive capacity was substantially greater than in 1913. 
So far the company had not suffered from the industrial 
crisis, although the volume of new business being booked 
was diminishing in the case of electrical plant of low capacity, 
while the orders for large machines would ensure activity for 
a long time forward. As net profits the accounts for 1920 
show a total of 4.619.000 fr., permitting of the payment of 
a net dividend of 25,25 fr. per registered share, 18.70 fr. per 
bearer share, 18.50 fr. per partly-paid share, and 38.80 fr. per 
profit share. At the conclusion of the ordinary proceedings 
a special meeting was held, when it was decided to amalga- 
mate the company with the Forges et Ateliers de la Longue- 
ville under the title of the Forges et Ateliers de Constructions 
Electriques de Jeumont, with a share capital of 80,000.000 fr. 
The Land und Seekabel Werke A.G., of 


German Cologne-Nippes, which has a paid ordinary 
Companies. share capital of 7,500,000 marks, reports 


that the works was satisfactorily employed 
in 1930, and orders have also been favourable in the new 
financial year. The net profits amounted to 2,700,000 marks, 
as against 1,040,000 marks in 1919, and the dividend 1з in- 
creased from 15 per cent. in the latter year to 20 per cent. 
for 1920. 

The A.E.G.-Schnellbahn, A.G., of Berlin, the construction 
of whose high-speed railway is being delayed owing to the 
cost of construction and disputes with the municipal autho- 
rities, has ceased paying interest on the shares during building 
as the guarantee expired in 1919. On the other hand, the 
1 paying 50 marks per share on the preference shares 
or ). 

The C. Lorenz A.G., of Berlin, after writing off 2,709,000 
marks for depreciation in 1920, as against 1,151,000 marks in 
1919, reports net profits of 2,749,000 marks, as compared with 
1,568,000 marks. It is proposed to pay a dividend and bonus 
of 39 per cent., as contrasted with 20 per cent. in 1919, and 
to ев the share capital from 10,125,000 to 20.250,000 
marks. ! 

The report of the Elektrizitats А.С. vorm. Lahmeyer & Co., 
of Frankfort-on-Main, dealing with the year 1920-21, states 
that the electricity supply industry was able to resume and 
continue satisfactory development, although the profits realised 
were not high, having regard to the depreciation of currency 
and the extraordinary expenditure for maintenance, renewals, 
and new works. On the other hand, the situation otf the 
tramways was substantially more unfavourable than the 
supply works, most of them yielded no profits, and it was at 
present doubtful whether any change in this direction would 
take place in the future. The accounts show net profits and 
balance forward amounting to 4,388,000 marks, as compared 
with 3.015.000 marks in 1919-20, and the dividend is at the 
rate of 10 per cent. on share capital of 40,000,000 marks, this 
contrasting with 8 per cent. in the previous year. It is pro- 
posed to increase the capital to 60,000.000 marks in order to 
linance new undertakings and provide for the future needs 
of subsidiary companies. 

The directors of Felten & Guilleaume Carlswerk A.G., of 
Cologne and Mulheim, state that in general 1920 was a quiet 
Year. The scarcity of coal, specially in the first quarter, 
prejudiced the company, as it prevented all departments from 
being kept in full operation so that it was impossible to 
meet the market requirements. Quantitatively the production 
was about half of that turned out in 1913, the reduction being 
due to the manufacture of more highly finished products, but 
more particularly to tbe shorter working shift and the de- 
creased hourly efficiency, which represented 86 per cent. of 
the efficiency in 1913. The number of workmen employed 
averaged 5,763, and had thus reached the pre-war level. After 
setting aside 1,106,000 marks for depreciation. as against 
1414.00 marks in 1919, the accounts record net profits of 
25.4120 marks, as compared with 10,139,000 marks. and the 
dividend is increased from 15 per cent. in 1919 to 20 per cent. 
last year. At the recent general meeting it was stated that 
With an increased turnover of 30 per cent. in the five months 
ended with May. 1921, the invoice values were about the 
dame as in the corresponding period of last year. The degree 
of activity in telephone and telegraph cables was satisfactory, 
but was less so in heavy cables. 


Canadian General Electric Co., Ltd.—Dividend of 20 per 
cent. on the common stock. 
gren Electric Power & Lighting Co., Ltd.—Interim 
ividend of 5 per cent. for the year ended December, 1921. 


Stock Exchange Notices.—Application has been made to 
the committee to allow the following to be officially quoted :— 

Hadfields, Ltd.—£1,000,000 74 per cent. 10-year first mart- 
gage debenture stock. 

Mississippi River Power Co.—71.179 6 per cent. preferred 
shares of $100 each, fully paid (stamped); and 8,128 6 per 
cent. preferred shares of $100 each, fully paid (unstamped). 

The undermentioned have been ordered to be officially 
quoted :— | 

Mather & Platt.—313,660 ordinary shares of £l each, fully 
paid (Nos. 1,050,001 to 1,363,660). | 

Mississippi River Power Co.—71,179 6 per cent. preferred 
shares of $100 each, fully paid (stamped). 

Shanghai Electric Construction Co.—4,510 shares of £10 each, 
fully paid (Nos. 32,001 to 36.510). 

Shawinigan Water & Power Co.—90,000 shares of $100 each. 
fully paid. 

Westinghouse Brake & Saxby Signal Co.—4£350,000 8 per 
cent. first mortgage debentures (Nos. 1 to 200, £500), (201 to 
1,700, £100), and (1,701 to 3,700, £50), (registered). 


` Brazilian Traction, Light & Power Co.—Revenue received 
under contracts with subsidiary companies for 1920 totalled 
$7,030,894, plus interest on investments and miscellaneous 
income $206,618, together $7,943,443, less general and legal 
expenses, administration charges and depreciation on securities 
$313,782, interest and charges on secured gold notes and other 
loans $674,537, provision for general amortisation $260,000, 
leaving net revenue $5,995,122. Dividends on preference shares 
ut 6 per cent. per annum absorb $600,000, leaving surplus of 
$5,395,199. plus $9,557,008 brought forward, making $7,982,131. 
Approximately $4,900,000 has been utilised towards meeting 
capital expenditure on properties, leaving $3,082,131 to be car- 
ried forward. The board are much disappointed that they 
have been unable to authorise resumption of payment of 
dividends on ordimary share capital. This has been due to 
extremely unfavourable exchange conditions which have pre- 
vailed and still continue, and stringency of money which has 
made it impracticable to finance necessary capital expenditure 
by sale of securities.—Financial Times. 


Calcutta Tramways Co., Ltd.—Revenue for 1920, includ- 
ing interest on investments and deposits, less tax. £222,121, 
plus £55,959 brought forward, making £278,080, less debenture 
stock interest £15,750. Preference share dividend £12,500, 
interim dividend on ordinary shares, free of tax, £24,081; 
E.P.D. for 1919 £36,672, leaving £189,075. The directors 
propose to pay a final dividend of 3s. 6d. per share, making 
7 per cent., free of tax, placing to reserve for depreciation 
440.000, to taxation reserve £80,000, to staff provident fund 
£2,402, carrying forward, subject to Indian super tax, £42,591. 
Reserve for depreciation now stands at £144,619. Owing to 
the increase in salaries and wages made in 1920, the full effect 
of which will not be felt until the current year, it has been 
necessary to consider the adoption of a scheme for a higher 
scale of fares which, however, has not yet been brought into 
operation. 


Crompton & Co., Ltd.—The net profit for the year ended 
March 31st, 1921, after providing for depreciation, interest on 
debentures, directors’ fees, &c., and a reserve estimated to 
cover E.P.D.. Corporation Profits ‘lax and Income Tax for the 
vear, is £66,292, plus £18,177 brought forward, making 
£54,408. There is to be put to general reserve fund (making 
it £75,000) £19,500; 10 per cent. 13 paid on the preference 
shares for the year, and a dividend of 10 per cent. per annum 
оп the ordinary shares (£32,677), leaving £18,370 to be carried 
forward. In order to cover the abnormal fall in prices of 
material, an exceptionally large sum has been written off 
stocks. Annual meeting July 14th. 


New Issues.—North Metropolitan Electric Power Supply 
Co.—The list was to close to-day (Friday) in an issue of 
£223,460 75 per cent. debenture stock at 95 per cent., the pro- 
ceeds of which will be applied to the discharge of outstanding 
loans from the bankers and the general development of the 
company's business. The list, however, was closed within an 
hour or two of opening on Monday morning, but country 
applications. were being considered up to the following 
morning. 


Horseley Bridge & Engineering Co.. Ltd.—The resuit of 
trading for the year ended March, 1921, is considered satis- 
factory. Additions and improvements to the buildings and 
plant have been made out of the proceeds of the new capital, 
and they are now thoroughly modern and efficient. Dividend 
8 per cent., free of tax, for the year; £10,000 to reserve; car- 
ried forward £12,385. 


Provincial Tramways Co.—Owing to the industrial un- 
rest. increased wages, and the coal strike, the directors are 
unable to recommend an interim dividend on the ordinary 
shares in respect of the year ending September 30th, 1921. 


General Electric Co., Ltd.—Profit for year ended March, 
1921. £796,149, against £630,143 for previous year. Dividend 
for the year 10 per cent., free of tax, on the increased ordinary 
capital. £348,094 carried forward. ` 


Anglo-American Telegraph Co., Ltd.—Dividends of 15s. 
per cent. on the ordinary and 30s. ner cent. on the preference 
stock, less tax. for the quarter ended June. 
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Companies struck off the Register.—Thc following com- 
panies have been struck off the register, and are dissolved :— 

Carbonoid, Ltd. 

Colston Electrical Works, Ltd. 

Globe Associated Cable & Telegraphic Services, Ltd. 

Stotz Eiectrophone Co. (1913), Ltd. 


Taunton Electric Traction Co., Ltd.—Receipts for 1920, 
including £214 brought forward, £5,478; after deducting al: 
expenses and debenture interest, £611 is carried forward. 
Marshall, Sons & Co., Ltd, —Dividend of 5 per cent., less 
tax, on the ordinary shares for the year. £65,199 carried 
forward. 

National Electric Supply Co., Ltd.—Interim dividend 
25. Od. per shure, less tax, on the ordinary shares. 


_——-—————— 
. STOCKS AND SHARES. 


TUESDAY EVENING. 


THE resumption this week of work by the miners has given 
the Stock Exchange more hopefulness if not a greater volume 
of business. The markets for industrial shares are generally 
better. There was a scramble for the underwriting of tue 
North Metropolitan Electric Power debenture stock, and the 
issue is said to have been stagged fairly extensively. Some of 
those who applied for the 7 per cent. Extension debenture 
stock recently issued by the Metropolitan Electric Co.—the 
price is ö premium-are said to have been selling this in order 
to exchange into the new North Metropolitan 74 per cent. de- 
benture stock offered at 95. The amount is the comparatively 
small total of £228,460, and the subscription-lists were open for 
less than two hours. General Electric new debenture has im- 
proved to 23s. 4d. discount, and the other recent new issues 
in the. electrical world are very steady.. The new form of 
Government borrowing саше rather as a surprise. 

Siemens 10 per cent. preference remain at 22s., but the ordi- 
nary rose to 22s. 6d. Mond Nickel 8 per cent. debentures are 
5 premium, City of London Electric new ordinary stand at 
238., and the new preference at 218. 6d., while Central Electric 
Notes, which came out at 97, are now 102. The effect от the 
6 per cent. Bank Rate 1s beginning to make itself more felt, 
and now that the half-year has turned, people with money on 
deposit at the bank are asking whether 1t 15 worth their while 
to keep their capital in the banks at 4 per cent. when they 
can get 7 per cent. on a first-class security. 

The railway market is better, the steam stocks recovering 
on a mere modicum of investment buying, while the Under- 
grounds have continued to improve, with Central Londons 
still to the fore, at rising prices. 

Prices of cable shares show a disposition to weaken. ‘This 
is so much of a change from the usual conditions in the market 
that it is worth noticing by those who have been on the look- 
out for ap opportunity to buy such sound investments as the 
Eastern group, for instance, is able to offer, provided the 
prices are reasonable. Westerns are 5s. down, Eastern ordi- 
nary has lost 2 points, Globes are 163 ex dividend, while 
Eastern Extensions remain unchanged at 163. It is said that 
a certain amount of dead stock has recently come in, and 
that this is the reason for the unusual appearance of dulness 
which overspreads the list. If either of the stocks in this 
quartette go back to the level 16 (equal to 160 for Eastern 
Telegraph ordinary), it will be worth picking up by those who 
value security and six per cent., free of tax, on their money. 

Everybody is asking what prospect there may be of the In- 
come Tax coming down in the next Budget, and the general 
view carries little consolation to the Income Tax-payer. This 
is in itself an indirect factor for keeping prices good in such 
cases as those where the dividends are paid [ree of tax. 
Anglo-American deferred is à lower at 168, following its fall 
of 155. last week. Indo-Europeans have not recovered from 
their £5 drop. Shares changes bands at 26 early in the pre- 
sent week. West India & Panama have fallen still further to 
6s. 3d., on the disastrous report, while the first and second 
preferences are still quiet about 50s. The last recorded trans- 
action in the first preference took place on May 3rd at that 
price, but no business has been marked in the second prefer- 
ence since the middle of August, 1920, when shares changed 
hands at £4. | 

The protest raised against the sending out by the London & 
Suburban Traction Co. of an invitation to tender. together 
with a letter stating that the last recorded transaction in the 
Stock. Exchange took place at 61, whereas the present price is 
66-70, elicited an apology froin the Company, together with a 
notification giving the current quoted price. Аз it is at this 
time of the year that companies are apt to invite these appli- 
cations for tender of stock from proprietors, 16 may be worth 
while to repeat that the safest course for the stockholder to 
pursue is to inquire of his stockbroker what is the market posi- 
tion. Experience goes to show that the stockholder need not 
be afraid. of putting a tolerably high price on his tender if he 
wishes to sell, though there is, of course, no obligation for 
him to part with the stock. If the company does not buy the 
atock at the price proposed by: the stockholder. the latter is 
left with his security, and is in none the worse position. It 
may be doubted. whether the system is a good one, though 


candour will compel the admission that any other procedure 
Which may be adopted will be found to have its disadvantages. 

The foreign group is irregular. Brazilian Tractions fell 
again, but rallied sharply. The recent report, however, has 
disappointed those holders who looked for early resumption 
of the quarterly dividends of 1 per cent. Of such resumption 
there seems to be little immediate probability, and 1t is obvious 
that Brazil is passing through а аси time. The 6 per cent. 
preference shares are changing hands fairly freely оп the basis 
of 744. British Columbia Electric Railway stocks show good 


rises. The Mayor of Vancouver, who has been over here on a 


visit, did no little good by his frank exposition of, the manner 
in which points of friction which have hitherto arisen, between 
this side and the other, can be negotiated by the exercise of a 
little goodwill on the part of the British board of directors and 
the customers in Vancouver. His remarks as to the steady 
prosperity of the municipality and of the province have en- 
couraged fresh confidence in the minds of those financially 
interested. Mexicans are inclined to be heavy, owing to the 
non-arrival of the coupon-money which some had expected 
would be paid on July Ist in respect of the Mexican Govern- 
ment 8 per cent. Loan. This has disturbed various Mexican 
prices, although those in the utility group show no quotable 
changes. The Argentine list is steady. Anglo-Argentine first 
preference are now quoted ex the dividend of 3s. 9d. per share 
due at the end of last inonth. 

Electricity supply shares are unchanged, beyond the recovery 
of the dividend on Metropolitan preference. English Electrics 
are sixpence harder, and General Electrics 74d. lower. Hen- 
ley's and Callender's have come together at the common price 
of 28s. 9d. Engineering issues keep steady, and the arma- 
ment group is a little better, on the end of the coal strike. 
Rubber shares are the turn harder in consequence of a trifling 


rally in the price of the produce. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Homes ELECTRICITY CoMPanins, 
Dividend Price 


\ 


| — July 6, Yield. 
' ; 1919. 1990, 1921. Rise or fall. р.о, 
Brompton Ordinary. oe . 12 12 6 — 810 0 8 
Charing Cross Ordinary .. - 1 8 Bi — 10 6 6 
do. do. do. 4j Pret... 4 44, 8 | e 7 10 6 
Chelsea.. б ee ee ee es 4 6 15 — 4 8 
do. do. 6 per cent, Pref... 6 6 17}- — 1712 
do. do. 6 per cent. Pret... 6 6 ел» 718 
Kensington Ordinary ХА . 7 9 — 10 18 3 
London Electio .. .. .. @ 9 1 — 710 0 
do. do. 6peroent. Pref... 6 6 22 — „10183 
ме рны CE 4 ü — 0 i о 
о. per cent. Cow tixd Tk 
Bt. James’ and Pall Mall. 19 19 " — 10 0 5 
South London EJ ee ee 6 7 2 — 9 3 10 
South Metropolitan Pref... .. 9 1 1 — В 17 10 
Westminster Ordinary  .. .. 10 1 5} — 910 6 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pret, ee ee 6 6 884 — 7 8 9 
do. e tee oe ee là là 168 — à 9 1 10 
Chile Telephone x „ 6 6 5 — 600 
Cuba Bub. Ord. ee ee ee q 7 етан 9 6 R 
Eastern Extension ee ee ee 10 10 id = 6 1 8 
Eastern Tel. Ord. ee ee ee 10 10 1644 — 3 6 1 7 
Globe Tel. and т, Ога. ee oe 10 10 16gxd — 6 3 2 
do, do. Pref. .. .. 6 6 9xd  — en 6 
Great Northern Tel, T „ 2 M 95i — 8 11 6 
Indo-European ee ee ee 10 10 80 5 8 6 8 
Marconi ° ee oe eo 96 — 9 ft — V = 
Oriental Telephone Ord, .. . 14 19 92, — f 5 16 8 
United R. Plate Tel. 8 В 53 +} 7283 
West India and Panama .. .. Nil Nil 6/3 — 4 Nil, 
Western Telegraph.. T .. 10 10 163 — i 6 2 3 
| ^ | Home Блп, 
Central London Ord. Assented .. 4 4 49% +1 8 1 
мено оеп P a T së 13 14 96 +$ 515 5 
o. ` District... . Nil Nil 18 — Nil 
Underground Electric Ordinary .. Nil Nil 91 +} Nil 
do, do. “А” Nil Nil 77. — Nil 
do. do. Income .. 4 9 814 —1 29 4 
Forgicn Trams, &о, | | 
Anglo-Arg, Trams, First Pref, .. 5 724 ха 43 10 0 0 
Brazil Tractions  .. С .. Ni Nil 82 11 Nil 
British Columbia Elec. Rly. Pfoe. 5 К 57 +13 8 18 10 
йо, do, Preferred 5 43 56 +8 в 9 0 
do. do. Deferred 8 6 5 44 +10 18 2 
Mexico Trams 5per cent. Bonds. Nil Nil 52 — Nil 
‚ do. 6 per cent. Bonds.. Nil Nil 9 — Nil 
Mexican Light Common. Nil Nil 11 — Nil 
do. Pref. ee ees Nil Nil 1 ES Nil 
до. Ist Bonds.. . Nil Nil 104 — Nil 
MANUFACTURING COMPANIES. 
Babcock & Wilcox .. xs .. 16 16 28 — 6 14 6 
British Aluminium Ord, .. . . 10 10 15/9 — 19 14 0 
British Insulated Ога, .. œ. B — 14ха — 919 0 
Calenders .. .. .. « 15 15 ха = 10 8 8 
Ө 64 Pret. .. oe Me 63 64 17/6 — 4 8 7 
Crompton Ord, — .. .. 10 10 16/8 — 12 6 
Edison-Swan .. js Lt .. 10 — 11/8 — = 
do. do. 5 per cent, Deb. ee 5 5 €8xd — 7 7 I 
Electric Construction . 10 10 16/8 — 12 8 3 
English Electric  .. © M 8 8 12/6 4. 6d 12 16 0 
Do. Pref .. .. 6 6 16/. — 800 
Gen. Elec. Pref. .. .. .. 6h 63 15/6x4 — 8396 
do. Ord, .. . 10 10 Li — 1 918 8 
Pa amei noL zo 4 ao i" Wd: 
India-Rubber Be? tke cae 105 ы з p E 
Met.-Vickers Pref, ..  .. . 8 8 à € 8 18 $ 
Biemens Ord, ee. xs . 10 10 1 +4 *8 171 
Telegraph Con, ee Ы oe 20 90 — ` +5 17 q 


* Dividends paid free of Income Tax, 
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THE NEW OPPORTUNITY FOR BRITISH FIRMS IN THE CANADIAN ELECTRICAL MARKET. 


[Communicated ] 


Tug Emergency Tariff of the United States has now 
gone into effect, and British firms could do much worse 
—now that the coal strike has been settled—than to 
study the possible results of that measure upon the pro- 
spects open to them for developing business in the 
Dominion in competition with American manufacturers 
at present holding such a large proportion of that valu- 


able market. For some time past, of course, the British 


sovereign has been depreciated in Canada, and this de- 


preciation in sterling has, coupled with the tariff pre- 
ference, been а considerable incentive to exporters in 
the United Kingdom. At the same time, the Canadian 
dollar has undergone a corresponding depreciation when 
purchasing goods from the United States, and whole- 
salers in the Dominion have experienced endless annoy- 
ance and difficulty in connection with the financing of 
purchases south of the international boundary line. 

As the result, however, of the exchange situation be- 
tween Canada and the United States, the Canadian pro- 
ducer of grain, livestock, dairy produce and other 
natural products disappointed with the prospects in 
the British market owing to the cessation of Govern- 
ment buying last autumm—marketed great quantities of 
his produce in the United States, so much to the alarm 
of the American farmer that influence has been brought 
to bear on Congress resulting in the imposition of such 
heavy duties on Canadian farm products that a trade 
worth about $160,000,000 a year is almost certain to be 
entirely killed. The obvious result of this manceuvre on 
behalf of the agriculturists of the United States must 
be to increase the sale of Canadian agricultural produce 
in the United Kingdom, further encouraged by the rever- 
sal of the British Government’s agricultural policy, and 
a resultant further discount on sterling funds when east- 
ward shipments are resumed next Fall; and a heavy 
drop in the value of Canadian funds in the United 
States, vastly increasing the existing difficulties ехрегі- 
enced in purchasing American goods. The decision of 
the Canadian authorities to assess duties on American 
goods at the face value in the United States of the con- 
signinents plus the erchange margin increases the bur- 
den carried by American exporters immediately by 
10 per cent. of the duties payable, and will operate dur- 
ing the next few months—as exchange rates tend to 
fluctuate still further against him—as an almost in- 
superable bar to sales of goods which can be obtained 
from Canadian or from British manufacturers. British 
manufacturers of electrical goods should therefore make 
every effort to meet the demand of Canadian importers 
seeking alternative supplies, and from the statistics 
quoted below, it will be seen that, although the market 
15 largelv supplied by the domestic manufacturers, there 
is still a considerable trade to be secured by exporters 
here who can seize the opportunity in time. Canadian 
imports of electrical goods during the fiscal year ended 
March 31st last amounted in value to $16,918,568, and 
of this trade the United States secured 516.095.283. 
leaving only $572,673 for British imports of every des- 
cription of electrical apparatus. No reliable informa- 
tion is available regarding home production in the boom 
period of 1920, but during 1919 Canadian manufae- 
turers produced electrical apparatus worth $34,187,653, 
exports amounting to only 651.461 last year, and to 
5121416 in 1919.20. The Canadian market for elec- 
trical goods is therefore worth in the neighbourhood of 
twelve million pounds sterling, with a prospective ex- 
pansion during the next few years to a very much higher 
total, in view of the phenomenal development of hydro- 
electric energy in the Dominion, amounting already to 
between two and three million horse-power. Last year 


there was in process of installation in the Dominion 
some 650,000 h.p., about half a million horse-power be- 
ing in Ontario alone, and with the prospective comple- 
tion of the Queenston-Chippawa power canal and the 
coming into operation of the first sets at the new Niagara 
power station, a great increase in the use of power by 
industralists, farmers, railways, and other. consumers 
is to be expected. . pi t | 
Taking the Canadian imports of electrical goods 
seriatim, we find that during the twelve months ended 
March 3lst, 1921, the Dominion bought from abroad 
electric primary batteries worth $64,753, in addition to 
89,341 electric storage batteries valued at $1,364,456, ° 
practically all from the United States. The domestic 
roduction was worth, according to the 1919 figures, 
$1,767,094 for primary batteries, and there was an out- 
put of $561,974 worth of storage batteries. Imports of 
dynamos and generators reached last year $1,323,601 
(only $93,766 from this country), the Canadian produc- 
tion in 1919 amounting to $1,804,687. Electricity meters 
worth $24,620 came from the United Kingdom, and im- 
ports from south of the international boundary reached 
$352.348, the domestic production of meters not being 
stated in the returns. Canada imported electric light 
fixtures and metal parts thereof worth $668,475 and 
manufactured herself (1919) goods worth $1,248,640. 
linports of electric arc lamps amounted to $28,742, and 
of electric incandescent lamps there were imported from 
the United Kingdom 52,045 lamps worth 58,952; from 
the United States, 3,372,608 worth $970,163; from 
Japan, 777,207 worth $58,770; from the Netherlands 
832,590 “worth $141,536; and from other countries, 
13,019 worth $5,083; a total of 5,047,469 lamps valued 
in all at $1,184,504, as compared with the domestic 
output (1919) of 7,971,105 lamps worth 82, 424, 720. 
Imports of electric cooking and heating apparatus 
amounted to $129,575, compared with a domestic pro- 
duction worth $1,009,353 in 1919. Electric motors 
worth $2,628,734 were imported last year, this figure 
being greatly in excess of the 1919 domestic production 
amounting to $1,629,823 (representing 4,076 motors). 
Iinports of sockets reached $304,160, the 1919 domestic 
production being $769,382. Telegraph instruments and 
wireless apparatus were imported to the total of $121,293 
home production reaching only $15,677; the correspond- 
ing figures for telephone apparatus being respectively 
$922,357 and 1,835,979. Парогі of transformers 
amounted to #167427, home production to 1,002,261, 
and the returns included electric apparatus, not other- 
wise provided for, totalling $7,633,425; the domestic 
production (1919) of which #1.011.837 was for switch— 
boards, panel boards, and cabinets : carbons, $1,243.63] ; 
insulated wires and cables, 98.536, 126; electric irons 
and fans $453,085; fuses, 313,550; and other elec- 
trical apparatus and supplies 85,009,514, apart from 
parts of dvnamos, generators, motors, batteries, &c., 
worth altogether 3636.963. The Canadian electric ap- 
paratus industry comprises 95 works enpitalised in 
1919 at $45,956,399, and employing then 9,560 persons, 
at wages or salaries amounting to $9,685,705, the in- 
dustry being centred almost entirely in Ontario and 
Quebec. | 


Electrified Sugar Mill.— The new sugar mill of the 
Su'a Sugar Co., at La Lima. Honduras, will be tbe largest elrc- 
tried sugar mill in Central America. Power will be developed 
by a 1,000-kW turbo-generator set with an auxiliary set of 200-kW 
for lighting and general purposes. The United Statea Consul 
reports that all the electrical equipment will be furnished by 
an American company and installation will be mada by the same 
American company as ія constructing the mill. The fuel to be 
used for running this system is cane fodder and scraps. 
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THE OUTLOOK IN THE NEAR EAST. 


Market Conditions in Greece and Egypt. 


Greece. 
No hope of an early revival in the Greek market can be 
drawn from a general survey of conditions there. In fact 
the prospects of developing business lie in the distant future. 
Such 1s the only conclusion that can be reached after a study 
of 3 report by Н.М. Commercial Secretary at Athens, whicu 
bas recently been issued by the Department of Overseus 
‘trade (H.M. Stationery Once, price IS. 9d.) Since the 
report was penned events of a political nature have further 
postponed the recovery which the British manufacturer would 
like to see. Depreciated exchange is the main difficulty. 
The Commercial Secretary shows how this has been a con- 
tributory cause of the accumulation of stocks, including. 
amongst general merchandise, gas engines. Should the 
political situation be cieared, up, he says, local currency will 
immediately improve in value. In the meantime, the market 


is gradually becoming depleted of stocks, and when the ex- 


change again becomes more or less stable, there should be a 
renewed demand for British goods. 


The general position in Greece, while 
reacting unfavourably on British trade, has 
to a large extent given German and Aus- 


trian goods the needed opportunity of re- 
covering their former intluence in the murket. Very con- 
siderabie quantities of German goods are now in Greece, and 
continue to arrive by every steamer. In view of the low 
quotation of the German mark, German manufacturers are 
in a position to supply their products to Greece at prices 
ranging from 40 to 60 per cent. cheaper than those of British 
manufacturers. The principal products arriving are chemicals 
and drugs, which are re-establishing their former position in 
the market; engines (Diesel, semi-Diesel, gas, and oil), motor 
cars, small machines, ice-making machines, pumps, tools, 
hardware, paper, pianos, leather goods, &c. 
Local opinion attributes the difliculties in the way of 
developing British trade, first, to the great rise in the ex- 


Foreign 
Competition. 


change value of the £; secondly, to the fact that British 
manufacturers and firms do not send their wares оп con- 


eignment basis even to first-rate firms in the country, and 
they give no facilities in general as to payment, while German 
manufacturers and firms do; .thirdly, to the fact that the 
British never, or rarely, send travellers round the principal 
towns, and do not advertise to any extent in the local Press 
or otherwise, important points never neglected by the Ger- 
mans. 

It can hardly be doubted, however, that there is still a 
strong local predilection for British goods and British agents, 
and that, given anything like a return to normal industrial 
conditions at home and normal financial relations between 
the two countries, British trade would have little to fear 
from competition from whatever quarter it came. 


The Electric Co. of Volo, which bought 
up the Electric & Gas Co. some years ugo, 
since when, for reasons connected with the 
war, gas has no longer been produced, has 
been preparing to supply it again from the existing plant. It 
was expected to be available, for houses already possessing in- 
stallations, by April, and owing to the inferiority and high 
price of charcoal will be extensively used for cooking purposes. 
Were it not for the present rate of exchange, there should 
be, in this connection, a good demand for British cooking 
and ofher domestic appliances. 

Messrs. М. О. Stamatopoulos Fils are engaged in various 
engineering activities, including electric lighting at Trikkala 
and Karditza. They are also undertaking for next year the 
lighting, by hydro-electric power, of Makrynitza. This firm 
has offices at Athens and other centres. 

Before the war Patras was lighted by gas, and a tramway 
service, With electric power, linked up the town. Both these 
concerns belonged to the Société Thomson-Houston of Athens. 
They were discontinued during the war, and have not since 
been resumed, negotiations between the company and the 
municipal council for a resumption having failed. Electric 
lighting for the town is supplied by a private concern. The 
light is poor and costly and the instaliation crude. 

A company was formed in 1919 to utilise the water power 
of the river Glaucus which falls into the plain of Patras at 
a distance of some five miles from the town. Surveyors 
have estimated that sufficient power could be obtained for 
the whole of the electric supply of the town, i.e., lighting, 
power to the various works, and for the running of the tram- 
ways. ‘The proposals of the company are being considered 
by the Government. 

The report contains some indications regarding methods 
of business, terms of payment and the appointment of agents 
and commercial travellers. These will repay study against 
the time when operations in the Greek market may be profit- 
ably resumed. 


Engineering 
Developments. 


Egypt. 

Little encouragement to cultivate the Egyptian market is 
contained in the recent report of Н.М. Commercial Agent at 
Cairo (Н.М. Stationery Ойсе, price 1s.). 

He records the series of crises through which the country 
passed last year, resulting in a complete reversal ot the excep- 
tionally favourable trade balance ої 1919, and summarises аз 
follows the disabilities under which import trade is suller- 


ng :— 

(1) The enormous stocks held in the Egyptian bonded ware- 
houses; (2) the present shortage of ready money due to the 
cotton crisis; (3) the number of small local manufacturers of 
various classes of goods which sprang into being during the 
war and are now, naturally, competing with United Kingdom 
products; and (4) the increase ш the number of firms of 
doubtful character. which is the usual aftermath of war. 

Complamts with regard to the high prices demandeu for 
machinery by the British exporters, whose goods ure admitted 
to be the best on the market, are made on every possible 
occasion, and in the majority of cases it 15 the cheapest price 
that is preferred to superior quality of material, sometimes 
even in the case of Egyptian Government contracts. Large 
orders for rauway material and rolling stock, steel work, 
dynamos, &c., have thus gone to foreign firms because the 
British quotations have been too high, added to the fact that 
the date of guaranteed delivery was not satisfactory. 


It is unfortunate that, owing to German 
firms being able to accept such very low 
prices, they have succeeded in wresting 
: fanly large contracts from United hing- 
dom exporters for railway material required by the Egyptian 
State Railways, and other kinds of material and plant required 
by other Government Departments; e.g., light railway per- 
manent way for use in connection with oil workings by Ше 
Department of Mines on the Sinai Coast. Unless British 
steel firms are prepared to make a big sacrifice, in spite of 
prices at present ruling in Sheffield, and to guarantee within 
a specified period, in order to keep their hold on the market 
for Egyptian Government contracts, they must not be sur- 
prised to see all future orders secured by German, Austrian, 
or Brunn firms, particularly for railway material and rolling 
stock. 

German ( Bosche ) dynamos have been arriving in great 
numbers and were quickly sold owing to the low price de- 
manded, and also to the fact that either United Kingdom 
exporters had apparently overlooked the Egyptian market 
for some months, or had not delivered them in sufficient 
quantities for its needs, as British dynamos appear to be very 
scarce at present. | 

Quantities of German fittings and spare parts are returning 
to this market. 

As in pre-war days, the Germans are pinning their faith 
io advertising efficiency, а steady flow of propaganda, both 
printed and verbal, and the excellent quality of their samples. 
The rate of exchange is so much in their favour as regards 
competition abroad that they are now in a position to under- 
sell both the United Kingdom and other Allied and neutral 
countries in most manufactured articles. 

It is to be regretted that the ellorts of the British Chamber 
of Commerce to hold a trade exhibition and create a permanent 
sample room of British goods should so far have met with 
failure owing to lack of support from the United hingdom. 
'l'here is no gainsaying the value, from the point of view of 
advertisement and commercial propaganda, of enabling native 
and Europeau buyers, particularly the former, to see the 
actual article with their own eyes, instead of being lett to 
form vague and often erroneous impressions about it trom 
a catalogue, which may not even be in a language they 
understand. 


Return 
of the Teuton. 


Failing a trade exhibition, there is а 
good deal to be said for advertisement in 
the Press and elsewhere, and for cominer- 
cial propaganda by films as well as by the 
more ordinary media such as trade Jour- 
nals, articles in the local European and native Press, monthly 
or quarterly booklets, бс. 

Advertising is done extensively by means of drop-curtains 
at theatres and kinema houses, and of programmes, &c., ап 
it is to be regretted that very little advertisement is done 
in this way by United Kingdom firms, in view of the extent 
to which it is used by German, French, Italian, and Greek 
firms. 

The kinematograph appeals to all nationalities, and is very 
popular with the natives, and it is to be hoped that United 
Kingdom manufacturers will make the most of the medium 
now employed by one enterprising local firm for advertising 
its goods, viz., short and amusing films thrown on the screen 
during the half-time interval or between two long films. 


Advertising and 
Commercial 
Propaganda. 
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NEW ELECTRICAL DEVICES, FITTINGS AND PLANT. 


6 8 


or improved devices and apparatus, which will be publfehed 
of sufficient interest, 


A New London Showroom. 


Tae болм ELECTRICAL Co., Lrp., has recently opened a 
fittings showroom in newly acquired premises adjoining its 
London office in Golden Lane. The room is designed with 
oak panels, green ribbed canvas wallpaper, and polished 
parquet flooring with a few Oriental rugs, the furniture being 
of the Jacobean period. The accompanying illustration will con- 
vey some idea of the artistic taste displayed in designing the 
showroom. The firm has been appointed agent in London, 
the South Coast, and the East Coast of Scotland by Messrs. 
Peyton & Peyton, Ltd., of Birmingham. manufacturers of 
decorative electrical fittings and art metal work. This firm 
has had a wide and varied experience in the design and 


Fic. 1.—THE SLOAN ELECTRIC SHOWROOM. 


manufacture of fittings for theatres, kinemas, and public 
buildings, having recently equipped the l'uturists' Theatre, 
Birmingham, and the Manor Park Kinema. In addition to 
this class ot work 26 manufactures a comprehensive range 
of fittings for ordinary domestic lighting, comprising many 
exclusive and new designs in dining and dressing room pen- 
dants, indirect lighting bowls, and other items. The fittings 
are well lacquered to withstand the various climatic and 
atmospheric conditions met with. АП the classic styles and 
periods such as Louis XIII. Louis XIV, Adam, Empire, Geor- 
gin, &c., ure represented, as well as a choice selection of 
bronze figures and porcelain table standards. 

In the showroom is also a full range of heating and cooking 
apparatus of the "'Slonetric " type, in addition to vacuum 
Cleaners and other labour-saving devices, ready wired for 
demonstration and display. 

„lna our issue of June lOth (p. 764) we described the 

Philips night lamp, of the neon gas type, which bas been 
placed on the market by the Sloan Electrical Co., Ltd. We 
have obtained from that firm the accompanying illustration 
(hg. ) showing the construction of the lamp—two_ helical 
electrodes, without any metallic connection between them. 


New Switch-Fuses. 

Mr. J. B. Веркіх, of 212a, Shaftesbury Avenue, W.C.2, has 
enabled us to inspect some switch-fuse gear made by his:prin- 
cipals, Messrs. Sprecher & Schuh, of Aarau, Switzerland. 

[һе fuse shown in fig. 3 consists of a stationary part and 
a removable carrier. Ihe stationary part is designed for 
hring to central iron or tubular framework. The contacts are 
carried on porcelain insulators, the latter being fixed to a cast- 
iron base. The contact pieces are fixed mechanically to the 
supporting insulator, which in its turn is also held by suitable 
clamps in the cast-iron base. All cementing, which so often 
Fives rise to disturbances in the service and supply of power. 

в been carefully avoided. This mechanical fixing ot all 
Parts enables rapid exchange of porcelains, or any other details 
to be made. The contacts are composed of copper clips 
fixed in brass Sockets, and are also supplied with bolts for 
switchboard mounting. These parts are massive, and have а 
dull nickel finish. The fuse carrier consists of a tubular 
Dandle with suitable detachable hand-shields, and is made 
of a tough, non-combustible, and arc-resisting material. ‘This 
material, under ordinary working conditions, is indestructible, 


wilful damage excepted. The fuse strip is made of zinc, which 
combines the advantages of low melting temperature and 
minimum explosive effect. These fuses are made in sizes 
up to and including 600 amps. normal current capacity. 
For larger currents, Messrs. Sprecher & Schuh manufacture 
a horn-type fuse. This apparatus consists of a movable arm, 
which at its upper end carries a horn-shaped sparking tip. 
The main fuse strips are carried by substantial contact pieces 
below the horn-gap. The movable arm is held in its closed 
position by means of a second fuse strip of small capacity, 
which is connected in parallel to the main strips. The 
switch-arm having a tendency to fall to its lower posi- 
tion, will keep this auxiliary strip under a mechanical strain. 


Fic. 9.—Tug ‘‘ PHILIPS ” 
NIGHT-LAMP. 


When the fuse blows, the main fuse strips will melt through, 
throwing the entire load on to the auxiliary strip, which will 
rapidly melt through, releasing the switch-arm, which will 
fall to its open position. During this action the arc set up 
by this auxiliary strip will be taken up by the horn-shaped 


ГІС. 3.—MEDIUM-PRESSURE SwITCH-FUSE. 


spark tips, and it will be rapidly extinguished owing to the 
breaking distance being thus rapidly increased. These fuses 
are particularly designed for very heavy currents, and are 
made in sizes up to 8,000 amps. Mr. Rudkin claims that they 
fulfil all the requirements set out by A Central-Station Engi- 
neer " in his article Fuses in Sub-stations " (Euec. Rev., 
April 15th, 192], p. 468). 


“ Lamlok ” Sealed Locking Ring. 


As new needs arise, new devices are produced to cope with 
them, and Messrs. '' LAMLOK," Lrp., of 36, Rusthall Avenue, 
Chiswick, W.4, who have demonstrated their fertility of re- 
source on previous occasions, have again had occasion to solve 
a problem. The rapid development of electricity supply to 
small houses for lighting at a fixed charge per lamp per week 
or per quarter, in connection with housing schemes, has drawn 
attention to the necessity of a device which will not only pre- 
vent a customer with lax views on morality from replacing the 
lamps originally installed with lamps of higher wattage—a 
function efficiently performed by the ordinary '' Lamlok "' 
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locking ring—but will also enable an inspector to ascertain at 
a glance whether the lock has been tampered with, for the 
ingenuity of the unmoral is notorious, and if à consumer by 
some means gains possession of a key, he can change the 
lamps and lock them again, leaving no obvious indication of 
the substitution. 

To meet this case, the firm has made a slightly modified ring 
which, at a trifling increase of cost, provides an effective 
check. Instead of the ordinary round boss on the ring, a 


Fic. 4.—'* LAMLOK I. OCKINGd RING: WITH PROVISION FOR 
SEALING. 


4 


square boss js‘used, through which holes are drilled for the 
insertion of a wire to which a lead seal can be attached. So 
long as the seal and wire are intact, which сап be readily 
verified by the inspector, itis certain that the original lamp 1s 
still in place. The sealing ring is illustrated in fig. 4. 


THE NATIONAL PHYSICAL LABORATORY. 


ANNUAL VISITATION, 


THE annual visit to the National Physical Laboratory of the 
members of the general board took place on June 25th, when 
а large number of guests was invited, who were received 
ру Prof. C. 8. Sherrington, president of the Royal Society, 
he chairman of the board, and by the director of the Labora- 
tory, Sir Joseph Petavel. 

An interesting ceremony preceded the visit, when a bas- 
relief in bronze of the late director, Sir Richard Glazebrook, 
was presented to the Laboratory. ‘The presentation was made 
by Sir Joseph Thomson, Master of Trinity College, Cambridge, 
and was received on behalf of the Laboratory by Prof. Sher- 
rington. The bas-relief is the gift of a large number of friends 
of the late director, including many past and present members 
of the general board, and has been placed in the hall ot the 
administration building. The artist is Mr. J. Cluysenaar, of 
Brussels, who bas produced a most successful and striking 
likeness of Sir Richard Glazebrook. 

lt is now over 15 months since Sir Richard was succeeded 
by Sir Joseph Petavel, who has carried on very actively the 
work of his predecessor. Building operations are still in. pro- 
gress at ‘Teddington, indicating that the work of the Labora- 
tory continues to increase. in magnitude and importance, and 
the Adintralty has erected. a research laboratory within the 
N. '. I.. grounds, so that much of its special work may be 
carried on in close. co-operation with the N.“. . 

АП departiments of the Laboratory were on view, and many 
interesting experiments. were performed and apparatus de- 
Inonstrated in the various departinents. 


ANNUAL REPORT ror 1920. 


The report of the Executive Committee for 1920 refers to 
the continued growth of the activities of the Laboratory which 
will render further extensions necessary in the near future. 

During the year. the fees charged for testing have been 
completely revised in relation to. the increased cost ot the 
work. "Ihe number of optical and electrical instruments sent 
for test js appreciably less than before the war, but there 
is a tendency towards recovery. The number of testa 
in radiology decreased by 72 to 17; tests of electrical measuring 
Instruments decreased by 228 to 473; in electroteshinics a de- 
crease of 4.494 to 2.131 tests is shown; and in photometry 
a decrease of 4.382 to 1,275. On the other hand, the total 
number of tests increased. by 223,255 to 1.650.872 during the 
ver. The following are abstracts of the several sections of 
the report :— 

Physics Department, — Radiology. — Radium preparations 
have been standardised by comparison with the British radium 
standard, which contains the equivalent of about 30 milli- 
grammes of hydrated radium bromide, but is not very suitable 
for the standardisation of amounts of the order of a milli- 
gramme. About four years аро a small subsidiary. standard 
was procured, and since that date small amounts have been 
standardised by comparison. with it. To obviate the use of 
the British radium standard as a working standard two addi- 
tional subsidiary standards were purchased this year, con- 
taining respectively about 10 and 13.5 milligrammes of very 
pure hydrated radium: bromide. By using these standards in 
conjunction. With the ultimate standard, single quantities of 


E 


radium up to at least 120 milligrammes of hydrated bromide 
can be tested with accuracy at the Laboratory. 

The two y-ray methods of standardisation at present in 
use at the laboratory are the Rutherford direct method and 
the Rutherford and Chadwick balance method. The four 
standards have recently been thoroughly intercompared by 
these two methods. They were grouped together so as to 
give nine different combinations, and the value of each ratio 
agreed by the two methods to within about 0.5 per cent. A 
third y-ray method, due to Madame Curie, is to be added 
to those already in use. In this case the radium is placed on 
top of a large circular plate condenser, consisting of two 
sheets of lead about 80 cms. in diameter and 5 mm. in thick- 
ness. An insulated aluminium plate situated between the 
lead plates with a clearance of about 2 mm. on either side 
serves as the electrode. The ionisation current produced is 
balanced by means of a quartz piezo-electrique. The relative 
saturation currents produced by the test and standard prepara- 
tions afford a definite measure of the quantity of radium 
present. 

Some work has been done on the estimation of the radium 
content of luminous compounds. Several modifications were 
made in the method of procedure, and investigation showed 
that the absorption coefficient was the same before and after 
mixing the radium with the sulphide. ln addition to zinc 


‘sulphide other salts were examined, the values of the absorp- 


tion of radiation in which will be useful in a nuniber of direc- 
tions. An investigation is at present being undertaken in con- 
junction with the electrotechnics departinent on various points 
connected with the production of luminous compounds. The 
Laboratory 18 co-operating in this work with the British 
Scientifie Instruments Research Association. d 

A research on the absorption and scattering of penetrating 
y-radiation from radium C in different metals has yielded 
interesting. results. The apparatus employed for this work 18 
entirely different from that used for the absorption of y-rays 
in salts. In the case of aluminium, zinc, tin and lead, a selec- 
tive or * fluorescent ' absorption was observed. Both the 
“forward " and the "backward " scattering coefficients 
were also measured. The latter is difficult to measure, 
even with this improved method, which was made, sen- 
sitive by the use of a special ionisation chamber and 
a tilted gold-leaf electroscope. The value of the total scatter- 
ing coetlicient of y-radiation in light substances is compara- 
tively high, so that it is important to take scattering into 
account in radium measurements. A light object, such as а 
wall, is a powerful scatterer of y-radiation, and for this reason 
apparatus for standardising radium should, whenever possible, 
be situated in the middle of the room, so that the intensity 
of the scattered radiation from the walls should be reduced 
to а minimum in the neighbourhood of the measuring appara- 
tus. 

The examination of materials by X-rays is now carried out 
on а routine basis. ; 

The X-ray spectrometer for the measurement of the absorp- 
tion qualities of materials used for protective purposes in 
radiography is hearing completion. The instrument, which 
reads to 5 seconds of arc, is designed so that a portion of 
the beam retlected at the crystal face may be used as a stan- 
dard of reference whilst the remaining portion is used for the 
measurement of the absorption, so that errors due to the 
variable output of the bulb will be eliminated. A battery of 
X-ray tubes is being obtained for use with the mstrument. 
These will have anticathodes of palladium, rhodium, silver, 
copper, nickel, platinum, and tungsten, and will supply a 
number of standard wave-lengths which will be employed for 
standardismg purposes. 

The method of measuring the intensity of an X-ray beam 
depending upon the change of colour of barium platinoeyanide 
pastilles produced by the rays has been thoroughly examined 
and a number of useful results have been obtained. The dose 
of X-ravs measured by the pastille has been compared with 
the ionisation produced in a gold-leaf electroscope placed in a 
fixed position relative to the bulb. The following quantities 
have been varied, and the effect of these variations on the 
time of dose as measured by the pastille has been studied: 
(1) Voltage on the tube, (2) current through the tube, (3) rate 
of interruption of primary current of the induction coil, (4) 
length of tine of * make of primary current, (5) type of 
interrupter. The pastille used throughout was the original 
Sabouraud pastille. The investigation is now being extended 
to pastilles supplied һу other makers. 

The thermometry division had for some time been exer- 
cised as to the degree of vacuum prevailing in the bulb of 
the solar radiation thermometer which the Laboratory uses 
ax а standard. Any method involving the opening of the bulb 
would result in a dislocation of continuity in the measurements 
made in the test work. The radiology division thought that 
the only safe method was that of the electrodeless discharge. 
Acordingly a bulb of the same dimensions as that of the ther- 
moneter was constructed and an electrodcless discharge was 
passed simultaneously through the two bulbs. Tbe expen- 
mental bulb was connected to a Gaede pump and a pressure 
gauge capable of reading pressures to the nearest 0.02 mm. 
The two bulbs were placed side by side and the pressure in 
the one altered until the colour of the discharge through it 
matched that through the bulb of the radiation thermometer. 
The mean of a number of readings of the pressure in the 
experimental bulb when the colours of the discharges were 
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the same gave an approximate value of the pressure inside the and corroborated the statement made by Mr. Kennedy in 
thermometer bulb. Another inquiry on much the same lines his opening speech. Speaking with regard to the area pro- 


came from the electrotechnics department. In this instance posed under the present scheme, he said that rather to his 
the approximate pressure was required inside the bulbs of surprise it was found that practically the whole of the demand 


certain electric lamps which formed the subject of a particular within the area provisionally delimited by the Commissioners 
investigation. An estimate of the pressure was made along came within the smaller area delined by the companies. lt 
similar lines to that described above, and a simple piece of was not only desirable, but essential, that the greatest possible 
apparatus to accommodate any shape of bulb has been con- number of undertakers should come into the scheme under 
structed which will facilitate the carrying out of this test some joint technical control if the highest degree of etficiency 
in future. was to be obtained. It was the opinion of the engineers that 

Uscillograph records of the secondary potential of an induc- that control should be very complete. The difference between 
tien coil, taken with the Taylor Jones oscillograph, proved generaung costs in the existing stations when enlarged and 
useful in explaining certain discrepancies which arose during improved and the cost of energy generated and transmitted 
the course of the investigation on the measurement of intensity from capital stations was not now nearly so much as it would 
of X-rays. An improved design of ordinary gold-leaf electro- have been a few years ago. ln the past economy in some 


scope has been put into use. The insulation of the gola-leaf London stations had left much to be desired, but the addi- 
system has been ellected by means of an ebonite plug into tional 250.000 kW of plant which the Comuuissiopers had 
which a broad sulphur ring is fitted. In an instrument having recently sanctioned was to be plant which would ensure the 


a leaf about 4.5 cm. long. the end of the leaf falls through highest degree of economy.. Ав to the capital expenditure, he 
(0.11 min. in an hour when its initial potential із 230 volts, and and Mr. Partridge had worked out some supplementary par- 
a change of potential of 1 volt on the leaf moves it through ticulars based on assumed reductions in cost of plant, rate of 
0.51 mm. It has kept at this rate of natural leak and sen- interest, &c. They had assumed that the rate of interest 
sitivity for over four months and has worked throughout that would be reduced from 64 per cent. to d per cent., the cost 
period satisfactorily. The chief feature of the instrument is of extra plant would be reduced by 30 per cent., coal to 258. 
the arrangement for charging the leaf system, which is un- per ton, and other costs reduced by 25 per cent. On these 


doubtedly superior to that previously employed. А number assumptions, the new capital required, for the first stage, 
of tilted gold-leaf electroscopes to new designs have been instead of being £1,050,000, would be reduced to 4945,00U, 


constructed. and the new capital in the second stage would be reduced 
The War Office X-ray laboratory developed during the war from £3,450,000 to 47, 115.000. It would be more advan- 
a method of testing the definition of X-ray tubes which were tugeous to develop existing organisations for the time being 
classified аз having fine, medium, or broad focus. The test under central control than to put down capital stations at 
can now be carried out at the Laboratory by means of a once. The conclusion he drew from the figures was that 
simple apparatus which has been constructed for the purpose. when the time саше fur the erection of the capital stations 
The observation that different tvpes of mercury arc varied he did not think it would be desirable to spend 45, C00, 000 
greatly in their suitability for interference work led to an on existing stations, as the dillerence between the cost of 
investigation into the causes of these variations. As a result enlarging the existing stations and of erecting capital stations 
а lamp was designed to strike the best compromise, for general would be so small. 
interference work, between the mutually incompatible pro- In answer to the chairman, Sir ALEXANDER said that the 
perties of high intrinsic brightness and homogeneity ot the action of the Commissioners in authorising the erection of 
spectral lines. A lamp to this design has been constructed additional plant with a capacity of 250,000 kW һу existing 
and found very satisfactory. Its intrinsic brightness lies be- London undertakings. had made it unnecessary at present to 
tween that of the ordinary laboratory quartz аге, in which erect new capital stations, | 
the spectrum lines аге much broadened, and that of the or- The CHAIRMAN said the Commissioners had sanctioned that 
dinary long tubular glass arc used for workshop lighting, additional plant because the undertakings concerned would 


which gives fairly homogeneous lines, but is not bright enough not have been able to meet their statutory obligations other- 
for some purposes, while its homogeneity is similar to that wise. 
of the latter. Continuing, Sir ALEXANDER KENNEDY referred to the en- 
(To be continued.) г. gineers’ estimates of future demands. The increuse for the 
six years following the усаг 1919 was based on an increase 
of 26,000 kW per annum, which was 26 per cent. more than 
| the maximum obtained during the previous six years. Гог 
the next five years they had assumed an increase of 36,000 
JOINT ELECTRICITY AUTHORITIES. kW per annum. With regard to grouping and interconnect- 
ing. they had endeavoured to provide for an increase of loud 
where this would occur. It would probably be six or seven 
years before the capital stations would be necessary. [n 
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London and Home Counties Inquiry. 


ma com three or four years the capital stations would probably have 

(Continued from page 10.) to be designed and their erection decided upon, and at that 

On Wednesday morning, June 2th, Mr. FLADGATE’'S cross- time those responsible would have а much better chance of 
examination. was resumed. seeing what the future demand was likely to be. If after 
In reply to Mr. Paddon, who asked whether he would four years the engineer to the Joint Authority had made up 
have any objection to the Port of London Authority having his mind that the capital station would be required in another 
direct. representation upon the joint body under the com- three years, he would still have, under the estimates set out 
panies’ scheme, Mr. FLADGATE said he regarded them as large in the supplementary particulars, a sufficient margin of reserve 
consumers, and they might come in under that category. plant to carry him on for those three years. As to the rail- 
He would, however, raize no objection to their direct. repre- wav companies, in the technical scheme provision. had been 
sentation, included for the electrification of the South Eastern, Great 


In reply to Mr. Tyler, witness said he would be extremely Eastern, and Brighton Railways. The South-Western and 
glad if the railway companies were represented. Their coming North-Western Railways proposed to meet their own demands 


m would react on the success of the scheme. Ile could not by extending their existing works. There were other railways 
ro into the question of the representation of the railway which had no intention of electrifying their systems. Atter- 
companies, however, until the railway companies had decided wards it was found that the Great Eastern and Brighton 
what they really wanted. If they were represented on the Railways were putting forward proposals to the Commissioners. 
Jont Board they would be useful, in that they and the other The Great Eastern. Railway had a particularly advantageous 
undertakers would render mutual assistance. to each other, site of its own for the generation of electricity, and had 
but apart from that he did not think the railway companies expressed its willingness to sell апу surplus electricity gene- 
would do the scheme any good. rated to the Joint Authority. The Great Eastern, North- 
Mr. Morse questioned the right of an electrice lignting Western, and South-Western had allowed him to вау that 
authority to lease any part of its undertaking to the Joints under proper arrangements thev would be quite willing to 
Authority under existing statutes, and contended that this supply surplus electricity, if desired. 
could not be done unless express powers Were obtained. Wit- He had prepared a diagram of the diversity factor which 
ness, however, said there was nothing to prevent a company would be obtained if all the London undertakers, both local 
leasing a generating station. authorities and companies, the tramways, and the railways. 
It was pointed out that Clause 22, Sub-section 1, of the were worked from one single station. The engineers had 
1213 Aci, would probably meet that point. been given the maximum demand on two winter days by all 
With regard to administrative expenses, assuming there the London undertakers. They had tabulated these hour bv 
Was no revenue in the early part of the scheme. witness said hour. and added together the total demand at each hour. 
these would have to be met out of capital. With regard to and had separately added up the maxima at each particular 
the suggestion in the scheme that the Joint Authority might undertaking which occurred at different hours. The result 
Pel a grant from the Exchequer. witness said he did not was that. taking the aggregate instantaneous demand, this 
espect this, but would get it if possible. was 319.000 KW, and the aggregate sum of the maxima was 
The CHAIRMAN said he understood that the revenue would 344,000. kW. the ratio between those being Бот. His inter- 
come from the nucleus companies and local authority under- pretation of that was that if the whole of these companies 
takers which it was hoped would join together to form a and local authorities; including tramwars and railwavs. were 
working body, all worked from one station, the difference between the sum 
Mr. Faro vrt at this point left the inquiry owing to urgent of the maxima and the actual instantaneous maximum would 
business, His cross-examination will be resumed later. be 7 per cent. Without the railways the instantaneous maxi- 


d ALEXANDER. KENNEDY (executive engineer to the London mum would be 214.000 kW, and the sum of the maxima. 
ectricity Joint Committee (1920), Ltd.) then gave evidence, 222,700 kW. The ratio between them was 1.04, and 1.07 
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with the railways, so that, taking the winter load, the 
difference was only 3 per cent. That 3 per cent. would be 
swallowed up by a number of other considerations. 

Mr. TURNER, cross-examining on behalf of the Conference 
of Local Authorities, referred to the question of control. 
Under the companies' scheme it was proposed that there 
should be complete control, whereas under the local autho- 
rities’ scheme there would be some measure of control, but 
not complete control. In the companies' scheme only those 
undertakers who agreed would be controlled. Assuming that 
only the nine companies which constituted the Joint Com- 
mittee came into the scheme. which would be more likely 
to improve the supply? The nine companies under complete 
control, or the whole of the undertakers in the area under the 
ineasure of control suggested in the local authorities’ scheme? 

WiTNESS said that if only nine companies came in they 
must be taken as а nucleus of a much larger authority. 

Further discussion on the point of the degree of control 
to be exercised by the Joint Authority, as provided for by the 
two schemes, was terminated by an intimation from the 
chairman that this was a matter which could be dealt with 
by counsel in their closing observations. 

Mr. Turner then dealt with Clause 24 of the companies’ 
scheme, which provided that when the generating station 
and main transmission lines of an undertaker were leased to 
the Joint Authority, the lutter body should supply to the 
undertaker energy to meet his statutory obligations at a price 
at which the equivalent price per unit sent out should not 
be greater than the cost at which the undertaker would have 
been able to generate and send out if the lease had not taken 
place. In addition, Clause 34 provided that the prices 
charged by the Joint Authority should be fixed with a view 
to securing that the receipts therefrom would meet the liabili- 
ties on revenue account and provide a reserve fund for depre- 
ciation and renewal of plant, &c. Mr. Turner suggested that 
there would be no funds available when the Joint Authority 
came to apply to Clause 34. 

The CHAIRMAN said that Clause 24 referred to the cost of 
energy at the undertaker's existing stations, and as soon as 
the maximum loads were reached, the obligation imposed 
under that clause, as he understood it, would cease in respect 
of supplementary units. It was unreusonable to expect any 
new authority to undertake for all time and under all circum- 
stances to supply at prices which were possible with plant 
at pre-war prices. If the plant had to be extended at present- 
day prices, the costs would go up. | 

Mr. KENNEDY said the intention of the clause was as ex- 
pressed by the chairman. 

The CHAIRMAN pointed out that the whole object of the 
scheme was to provide electrical energy more cheaply than 
1t could be supplied under existing conditions, and instanced 
the case of the Central Co., and its arrangement to supply 
to the Westminster and Pall Mall Co., which was ап example 
of what 16 was hoped to bring about under the proposed 
scheme. 

Tbe economy to be effected by the operations of the Joint 
Authority was further discussed, the conclusion of Sir ALEx- 
ANDER KENNEDY being that а substantial saving would be 
effected. The extent of this saving could only be ascertained 
by an investigation into every one of the present under- 
takers' accounts. 

Mr. RIDER and Mr. WoRDINGHAM here said they were unable 
to give any figures in this connection, but Mr. DONALD, for 
the Poplar scheme, said he would be able to give actual 
figures when his scheme was dealt with. 

Mr. DONALD, cross-examining, asked a number of questions 
with regard to the effect of the rental clause in the present 
scheme on the figures submitted in the supplementary par- 
ticulars, and the extent to which that clause modified the 
figures. Sir Alexander, however, could not deal with this 
point, which, it was pointed out, Mr. Fladgate had said 
would be dealt with by the engineering witnesses. In the 
end it was agreed that if Mr. Fladgate could not deal with 
the point on Thursday the promoters would bring forward 
another witness to deal with it. | 

Sir HERBERT NIELD, on behalf of the Surrey County Council, 
suggested that the companies should confine their area on 
the north and south to the London County area, во that 
Surrey could bring up its own scheme t» deal with the county. 
The South-Western and Brighton railways had generating 
stations in the county, and the South-Western Railway was 
willing to consider the installation of additional plant at its 
station in order to help with the supply so long as this did 
not interfere with its own railway supply. Supposing 
terms could be arranged with the railway companies in the 
reasonably near future, would it not be reasonable to ask 
that the whole of the county of Surrey should be left out 
of the present scheme, so that the county could bring up 
its own scheme? Sir ALEXANDER replied that if such a scheme 
could be brought up there might be something to be said for it. 

In reply to Mr. Tyler, Witness said the load factors taken 
by him for traction were, for the L.C.C. tramways, 41.46, 
Lots Road, 47.4, North-Western Railway, 34.01, Metropolitan, 
32. Great Western, 43.8, and he put 1t at an average of 40 per 
cent: He admitted that the load factor would be improved 
bv goods traftic, a good deal of which was worked during the 
night, but he did not think the diversity factor would be 
very much affected. | 

The inquiry then adjourned until Thursday. 


Mr. FLADGATE was recalled towards the end of the Thursday 
morning session for further cross-examination, Sir Alexander 
hennedy's cross-examination having been concluded without 
throwing much fresh light on the question. 

Mr. DoNaLD, for the East London scheme, questioned Mr. 
Fladgate at length on the supplementary particulars of the 
nine companies, with a view to showing that the finance of 
the proposal was unsound. The point was that under the 
revised scheme, with the smaller area, the financial position 
could be changed, and counsel wished to get at the exact 
quantity of the change. 

Mr. lLADGATE found himself unable to answer, and it was 
left to the financial expert who is to be called. 

Sir JOHN SNELL said that if it was intended by the scheme 
that the rent of 7 per cent. on the cost of the plant less 
depreciation should continue for 60 years, it might be that 
it would have to be paid long after the life of the plant 
in the station at the time of the ‘acquisition. Therefore, 
the Joint Authority would be paying upon plant which it did 
not have the use of. | 

Sir Harry Hawanb, on the other hand, said the position 
was that the rental of 7 per cent. was in lieu of a lump sum, 
апа it did not matter over what period the rental was paid. 
At the same time he said none of the tables in any of the 
three schemes showed precisely what the financial position 
of the Joint Authority as a separate entity would be. 

Mr. DoNALD said the effect of the rental scheme for acquir- 
ing the generating stutions had not been taken into account 
in the tables in the scheme, because this metbod of acquisi- 
tion was not before the engineers when they drew up the 
technical scheme upon which the finances were based. 

Answering Mr. Baker, for the North Metropolitan Electric 
Power Co., Mr. FLADGATE said he personally saw no reason 
why the power areas of the North Metropolitan and Metro- 
politan Co.'s should not be excluded from the area, because 
ıt was hoped to make satisfactory arrangements with the 
power companies. i 

Mr. Baker said that was precisely the North Metropolitan 
Power Co.'s position and, moreover, there was already the 
necessary statutory provisions to enable that to be done. 
He asked for the exclusion of the whole of the company's 
power area, as well as the Willesden power station, which 
was not in the Power Co.’s power area. 

Mr. HENDERSON, for the L. C. C., said he was anxious to 
understand the legal questions involved in the proposed leas- 
ing or hire purchase scheme. A company had no powers to 
transfer its generating station without a special order or an 
Act of Parliament. 

WITNESS said he was not divesting himself of any of his 
powers. He was only transferring his plant, and could erect 
a station elsewhere. 

Sir JOHN SNELL suggested that the point might be met by 
the last words of Section 14 of the Act of 1919, which said a 
company could divest itself of its powers by a Special Order 
or Act of Parliament. The Commissioners could make the 
Special Order in setting up the Joint Authority. 

Mr. HENDERSON said it depended on the true interpretation 
of the words in question. Did it mean that where a company 
was constituted by a Special Order, such а lease could only 
be granted by a Special Order, and where a company was 
constituted by an Act of Parliament any transfer of the powers 
must be by Act of Parliament. His point was that there 
was & doubt whether the Commissioners had any powers to 
authorise companies to lease their stations, without there 
being special statutory authority to do so. 

Mr. KENNEDY, for the companies, said he agreed there might 
be legal ditliculties, but they could be got over. 

Mr. HENbERSON said that under the IL. C. C. scheme there 


' was only an acquisition of the generating stations for which 


there existed statutory powers, but there were no statutory 
powers authorising a lease in the way suggested in the scheme. 

Mr. FLAbGATE said that if such a proposal could be carried 
through, it would save a very great deal of movement of 
money. If the scheme was so good in its merits that the 
Commissioners recommended it for acceptance, whatever dift- 
culties there might be he could not imagine Parliament would 
not grant the necessary permission. It would certainly be 
necessary, in his opinion, to go to Parliament for permission 


to extend the tenure of the distributors and the powers to 


lease the generating stations could be dealt with at the same 
time. 
At the conclusion of his cross- examination, Mr. FLADGATE 
was questioned by the Commissioners. Asked by Sir Harry 
Haward why the constitution of the Joint Authority set out 
in the original scheme had been abandoned, Mr. Fladgate 
said that gave representation to authorised distributors, 
because they were authorised distributors, but the revised 
scheme only gave representation to those authorities which 
were financially or in some other way Interested in the Joint 
Authority. | 
Sir Harry HawanD said that on the system of representation 
now suggested, the Joint Authority might consist of 84 mem- 
bers if the Commissioners’ area were taken or 62 if the com- 
panies’ area was taken, and that would make a very large 
bodv. 
Mr. FrADGATE said that was the reason why it was proposed 
to delegate the work to the Technical and Finance Com- 
mittees and no doubt others would be appointed. He con- 
sidered 29 or 31 working members as in the case of the L.C.C. 
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scheme, and even in that case there would have to be com- 
mittees. If the general body of members was increased, and 
the work done by committees, he considered there would be 
greater efficiency, because of the greater choice. Even 20 
ог 25 members as working members of an authority such as 
this was too large if any practical work was to be done. 

Sir Harry HAWARD said that as he saw the matter at present, 
the introduction of the financial qualification for membership 
uf the Joint Authority would create considerable complication. 

Mr. FLabGaTE said the object of the scheme was to get 
something done soon. For that purpose, the Joint Electricity 
Authority required stations and money. The hope was that 
the local authorities would come in, and that the Companies 
would find the money necessary for the first few years, and in 
that event he felt à great deal would have been achieved for 
the benefit of London. 16 was the first step which was im- 
portant, and when that first step was taken, the rest would 
follow, and the Electricity Authority would be handed over an 
undertaking which could be developed on the right lines. 

Discussing labour representation on the Joint Authority, Mr. 
FLADGATE said he had no objection, but he did not think for 
practical purposes it would be of any advantage. Payment of 
the chairman of the Finance and ‘Technical Committees was 
touched upon by Sir Harry Haward, who suggested that 
this was not necessary, but Mr. Fladgute thought the duties 
would be very onerous, and should be paid for. 

Answering further questions, Mr. FLADGATE agreed this was 
a private company enterprise scheme, and the companies were 
prepared to find £1,200,000 necessary for the initial stage. That 
was, he contended, evidence of the bona-fidcs of the companies. 
So far as capital was concerned, he agreed that in existing 
circumstances there would be a difference of at least 1 per 
cent. in favour of the L.C.C. over a Joint Authority without 
the security of the rates. Unless the Joint Authority had 
complete- control of the generating stations in some form, 
he believed it would be absolutely impossible to effect any 
improvement in the present conditions. 

Sir Harry HAWARD compared the proposal of the companies 
as regarded purchase with that of the L.C.C., and pointed out 
that the L.C.C. scheme did not propose to take over obsolete 
plant, whereas the companies did. 

Mr. Fuavcate said the L. C. C. suggestion would have the 
eflect of the stations being acquired at different periods, which 
would be most unsatisfactory. Не would prefer that the 
companies should hand over their generating stations jn, say, 
three or four years, which would yive the Joint Authority 
an opportunity of doing the important work of linking-up, the 
companies being meanwhile under the control of the Joint 
Authority. 

The term of years for extension of the distributing rights was 
next discussed. Sir Harry Haward pointed out that whereas 
the L.C.C. did not propose any term of years, the companies 
now proposed that the period should be 50 years from 1931. 
Mr. FLADGATE said that somewhat similar terms were proposed 
by the L.C.C. in its Bill of 1914, but that was a proposal to 
form a new operating company which should have a concession 
for 50 years. 

Mr. HENDERSON said it would have to be a matter of bar- 
gaining between the L.C.C. and the companies. | 

As to the mode of payment, Mr. FLAbGATE said he had no 
objection to the I C. C. 's paying off the capital sum by giving 
notice instead of paying 7 per cent. for the whole period. 
Personally, he felt that 6 per cent. might be a sufficient sum 
lor the rental figure. 

Sir Hannv НАМАК appeared to think that the purchasing 
authority should have the right of paying off the cost of the 
generating stations and mains if it desired, and witness saw 
no objection. 

Mr. Pace referred to the representation on the Joint Autho- 
ty, and Mr. FLADGATE said the intention was that authorities 
шушу financial assistance should have a greater representation, 
by increasing the financial assistance given, than an authorised 
istributor entering into an agreement to take a supply from 
the Joint Authority. The latter could only have one vote in 
any event, whereas the former would have one vote for 
every £100,000 subscribed or guaranteed. 


On Friday, July Ist. Mr. С. W. Para (Chief Engineer 
to the London Electric Supply Corporation) gave evidence in 
support of the Companies’ scheme. Не referred particularly 
to an arrangement which had been made with the Governor of 
the Gas Light & Coke Co. with regard to leasing part of that 
company's site at Beckton. The advantages which would 
accrue from generating electricity on this site would result 
In effecting large economies. Arrangements had been made 
with the Gas Light & Coke Co. to lease part of its site to the 
Joint Authority for 99 years—although. of course, a binding 
agreement had not been entered into. The site would accom- 
modate a generating station with a capacity up to 200,000 kW. 
it was not proposed to erect the station all at once, but in 
sections, as the demand grew. 

Dealing with the advantages of such an arrangement. Mr. 
Partridge said that in the first place the cost of fuel would 
be largely reduced, owing to the large quantity of coke and 
соке breeze available on the site. This would be burned in 
boilers specially designed for the purpose, and there was no 
dificulty in burning it. There would also be a great saving 
m capital outlay, because of the existing wharves, piers, rail- 


way sidings, &c., which were available, and the fact that the 
river would not need to be dredged. There were three means . 
of getting fuel. The first was the coke breeze and coke from 
the gas works; secondly, the coal required for the generating 
station would be handled by the existing piers and other facili- 
ties; and thirdly, the coal contractors had an unloading jetty 
immediately alongside of the site, so that colliers could be 
unloaded, and special railway sidings or transporters would be 
installed connected directly to the power station. The con- 
tractors had facilities, he believed, for unloading about 5,000 
tons of coal on one tide. The Gas Light & Coke Co. was 
handling about 2 million tons of coal per annum at this site, 
and the additional coal required for the generating station 
would not be a very great amount. There would also be no 
difficulty in housing the employés of the power station, and 
there were tramway and railway facilities. The joint working 
of the two companies could be a further advantage in con- 
nection with the utilisation of coal. If any further improve- 
ments were made in the carbonisation of coal, or if the utili- 
sation of waste heat or by-products became practicable and 
economical in the future, such improvements could be utilised 
for the mutual benefit of the two companies. Again, there 
was an advantage due to the close proximity of the northern 
outfall sewer, which would be of great value in connection 
with the laying of transmission lines, and would save a con- 
siderable amount of money in the re-opening and repair of 
public streets. 

Mr. Partridge added that Sir Alexander Kennedy, Mr. Rider, 
and Mr. Wordingham thoroughly endorsed all he had to say 
in this matter. 

Cross-examined by Mr. DoNALp, for the Poplar scheme, wit- 
ness said the saving in connection with the provision of jetties 
would be approximately anything from £300,000 to £400,000 
jn capital cost. | 

Mr. Расе, one of the Commissioners, pointed out that the 
electricity authority would have to pay for the use of the 
Jetties. 

Mr. PARTRIDGE agreed. Continuing, he said that the figure 
he had mentioned would include the cost of dredging the 
river, and the erection of piers, railway sidings, gantries, &c., 
for a 100,000-kW station. The figure was a conservative one. 
He could not estimate the annual saving which would be 
effected by the use of the special facilities at the Beckton site, 
but it would be considerable. The saving with regard to the 
disposal of ash would also be considerable. 

Mr. DoNALD then dealt with the three capital stations which 
it was proposed to erect in the eastern part of the area under 
the scheme, and suggested that these were too near each other. 
Also two of the sites were chosen primarily in order to deal 
with the railway load. Mr. Partridge said the particular sites 
were chosen because the densest part of the load was in that 
district. In addition to the railway load, there was also the 
load on the south side of the river, which would be dealt with 
by the suggested capital station on the south side. Mr. Donald 
pointed out that by putting the stations lower down the river, 
out of the London area, there would be a saving in rates. 

Sir HARRY Hawakb referred to the difficulty of holding pos- 
sible sites for, say, seven years, because it was not proposed 
to build capital stations until then, and it was a difficult thing 
to hold options over sites which would not be required for 
seven years. | 

Mr. PARTRIDGE said he thought the Governor of the Gas 
Light & Coke Co. would be prepared to leave the matter over. 

Sir HARRY HAWARD expressed some doubt as to the advan- 
tage of erecting a costly generating station on a leasehold 
site, but Mr. Partridge said he thought there was no dis- 
advantage in domg this. | 

Continuing, Sir Harry said that if the station were erected 
and the plant installed by the Joint Electricity Authority, they 
would probably have paid off the whole of the loan raised for 
that purpose in, say. 60 years. What was to be the position 
for the remainder of the lease? Surely it would be impos- 
sible to put in new plant if the whole building were to be- 
come the property of the Gas Light & Coke Co. in the end? 
Mr. Partridge said that the saving effected by using the Beck- 
ton site would be such that in his opinion it would be worth 
while erecting the station. Moreover, he should imagine that 
in 60 years yas and electricity would, at any rate, be produced 
by entirely different methods. In reply to a further question 
by Sir Harry, witness said there were some London stations 
erected on leasehold lands. 

Replving to Mr. Page, Mr. PARTRIDGE said the electricity 
authority would pay for the privilege of using the various 
facilities already existing at the Beckton site, but he did not 
anticipate that this would amount to very much. The amount 
saved on fuel would depend on the cost of coke. The average 
cost of the coke would be slightly less than that of coal, but 
the cost of the breeze would only be half that of coal. Thev 
would not get the same efficiency in burning breeze as with 
coal. He had burned a great deal of breeze, and although 
there had been a certain amount of trouble, he was burning it 
very efficiently to-day. 

In теріу to Mr. LACKIE, one of the Commissioners, Mr. 
PARTRIDGE said the coal storage would be independent, and 
there would be room for about 30,000 tons. 

Mr. D. MILNE Watson, Governor of the Gas Light & Coke 
Co., was then called, and ваа he had had many interviews 
with Sir Alexander Kennedy and Mr. Partridge, two of the 
engineers for this scheme, with regard to the erection of a 
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power station on the Gas Co.'s site at Beckton, and the site 
had been gone over with the Gas Co.'s engineers, with a view 
to seeing 1 an acceptable arrangement was possible. Person- 
ally, he considered it would be very advantageous from the 
point of view of his company and the supply ot electricity for 
the reasons which had been outlined by Mr. Partridge. He 
. would be prepared to advise his Board, if a satisfactory ar- 
rangement could be come to, to grant a lease to the London 
Electricity Joint Committee (1920), Ltd., for 99 years for the 
purpose of erecting an electric power house and working in 
conjunction with the gas company. Such a lease woulu not 
require statutory authority. 

dir ПЕнВЕНТ NiELD, who appears for the Hertfordshire 
County Council in opposition to the electrical schemes, asked 
if Mr. Milne Watson had not some apprehensions as to what 
might happen to him if he got into such close contact with an 
electrical neighbour. Mr. MiLNE. Watson said he had none 
Whatever. 

Sir HERBERT NiELD : I should have thought it was a case of 
the young lady who went for a ride on the tiger. 

Mr. MIL XH Watson: It depends on who is the tiger. 

Sir Harry ПАМАКЬ (one of the Commissioners) raised the 
question of preserving the buildings and plant for the lessees 
ut the end of the term, supposing them to have a value. 

Mr. MiLNE Watson said it would all devend on tbe terms 
of the lease. If the Gas Co. was going to lose the right to 
take over the plant at the end of the lease, it would be 
necessary for the terms to be different from what they other- 
wise would be. 

Mr. BoorH (one of the Commissioners), taking up the 
point dealt with by Sir Herbert Meld, said he had heard Mr. 
Watson give evidence on another occasion to the effect that 
he had satisfied himself that the time had come when the 
cut-throat policy as between gas and electricity supply had 
gone. Ile imagined Mr. Watson was of opinion that there 
Was no reason why the gas and electrical industries should 
not work side by side, and that the field was big enough 
for both of them. 

Mr. Михк Watson agreed, and said that such a scheme 
as this would be in the national interest. Indeed, it would 
be in the national interest to bring both industries together 
generally. The gas companies had a large amount of solid 
tuel which had to be disposed of, and if it could be disposed 
of close at hand it was better for both parties; 1t saved the 
transport and possible double hand'ing of large quantities 
of bulky solid fuel. It was not a question of one swallowing 
the other, but of their helping each other. 

Answering Mr. Page, Mr. Watson said there was always 
a surplus of coke available. А роса deal of it was exported 
at present, and there would be no difficulty in always having 
sufficient for an electricity generating station. 

Sir JOHN SNELL (chairman) said be gathered that there 
would be no difficulty, in Mr. Watson's view, in the elec- 
tricity works having the use of the coaling facilities at Beckton, 
and that such use would not interfere with the gasworks. 

Mr. Watson said arrangements cculd easily be made for 
taking fuel in without interference with the gasworks. Coke 
could be taken direct from the gasworks retorts into the otber 
works. 

Sir JOHN SNELL said he presumed that the Gas Light and 
Coke Co., with its great organisation, was watching the 
question of improved methods of carbonisation, and it any 
process of low-temperature carbonisation became practicable 
it would be possible for the gas company to carry it out. 

Mr. Miye Watson replied that that was so, and if such 
a development did take place, an electric power station was 
one of the best means for utilising the gas so produced. 

Mr. W. А. PEARMAN, secretary to the Westminster Elec- 
tric Supply Co., was next called, and handed in a table deal- 
ing with the proposal by which the Joint Authority will pur- 
chase the generating stations of tlie companies and local 
authorities. Great difficulty was experienced in understand- 
ши the purport of it, and it was arranged that Mr. Pearman 
should be called at a later stage to be cross-examined with 
regard to it. Mr. Pearman’s explanation may be summarised 
as follows: The Joint Electricity Authority should purchase 
the generating stations and transmission mains on the basis 
of cost less depreciation, either by payment of a lump sum 
or in the form of a rental calculated on the basis of 7 per 
cent. per annum of the ascertained value, plus a sinking fund 
to wipe out the capital cost at the end of a period correspond- 
ing with the termination of the companies’ extended tenure 
as distributors, say, 50 vears from 1931. According to the 
calculations the value of the plant to be purchased in the 
area taken bv the companies’ scheme, is at present 10.6 
millions sterling, this figure including companies and local 
authorities. In 1931, the value would be reduced to 4.775 
millions sterling. 

Sir Harry Hawarp said it was quite impossible to judge 
the effect of the proposal unless the companies’ undertakings 
were kept separate from the local authorities, and Mr. Pear- 
man agreed to bring up further statistics on these lines. 

Mr. ARTHUR COLLINS, city treasurer of Birmingham, was 
then called as the financial witness for the Conference of Focal 
Authorities’ scheme, he having been prevented by illness from 
attending when this scheme was previously before the Com- 
missioners. lle put it that the Joint Authority should be 
able to raise money at 63 per cent. without the security of 
the rates, because of the guaranteed income it would have. 


This should be 2 per cent. better than the railways would 
be able to raise money at for erecting generating stations. 
At the beginning, the Joint Electricity Authority would not 
need to raise much money, and he strongly urged that the 
Commissioners should recommend the Treasury to assist in 
the early period with a loan. Under the Act of 1919, the 
Treasury could advance money to the Ministry of Transport 
for the erection of generating stations, and he should think 
the Joint Authority could be assisted in this way. It was 
true that such loans to the Ministry of Transport could only 
be for a period of two years, but under the No. 2 Electricity 
Bill it was proposed to increase that period to five years, 
and that shouid be sufficient for the early needs of the Joint 
Authority. With regard to meeting the administrative ex- 
penses of the Joint Authority, as a result of the evidence 
given to the Commissioners, he was of the opinion that these 
expenses should be met by the distributors who took supply, 
in proportion to the units taken, by the authorised distributors 
who did not take supply, in a smaller ratio, and on some 
basis by the other authorities, во that all parties. concerned 
contributed. He put such contributions to the administrative 
expenses on the sume basis as a subscription to the I. M. E. A. 
or the Municipal Tramways Association, or the Association 
of Municipal Corporations, in that the Joint Authority would 
have in its charge the general good of the electricity supply 
in the whole area. The terms of purchase of the local autho- 
rities’ undertakings should be either the transference of the 
stations With outstanding debts or the payment of capital cost 
less depreciation, whichever was the greater. 

Answering Mr. Henderson, for the L.C.C., Mr. CoLLINS 
said that authority should pay a substantial share of the 
administrative expenses of the Joint Authority. 


On Tuesday, July óth, Mr. Collixs was cross-examined by 
Mr. Donald on the estimates of the scheme, and adinitted that 
the figures concerning the Conference scheme did not give any 
estimate of the cost of electricity at any particular stage of 
the undertaking. 

Sir JOHN SNELL put a number of questions on this point, 
and suggested that 16 would have been an advantage to have 
had figures of this character. It rather seemed that the pro- 
moters had not given consideration to the matter, yet it was 
a most important one. : 

Mr. CoLLINs said that although he had put in similar 
figures in other inquiries held by the Commissioners, and the 
terms of the Commissioners’ notice with regard to the present 
inquiry called for such figures, he must frankly say that in the 
case of London the conditions were such that it was impos- 
sible to put forward such figures. 

Counsel then asked questions about the proposed purchase 
terms in the companies’ scheme. Mr. Collixs said that al- 
though this was not his proposal, he was willing to discuss it. 
After а great deal of argument, it was again made clear by 
Mr. Kennedy that the companies wanted the cost of the plant 
paid either аз a capital sum or by instalments in the form of а 
rental. a: 

Sir Joux SFL asked if it were the intention of the Com- 
panies that the amount paid to them should not be greater 
than the interest and sinking fund charges payable on the 
debt. If that were so, it was a simple issue which he could 
understand. : 

Mr. Sypxey Morse, for the Ccunty of London and other 
companies, said he did not understand. the proposal in that 
Wit), 

Sir Harry Hawanp said he thought the position was clear 
so far as the Companies were concerned, if they wanted a cer- 
tuin sum either as a lump sum or in instalments. The posi- 
tion, however, was different from the point of view of the 
Joint Electricity Authority, because if the amount was paid 
by instalments over, say, 50 or 60 years, it would happen that 
some of the plant, if not all the plant, would be worn out 
before the instalments to the Companies were paid, and ıt 
would not do to have another loan running while the instal- 
ments were unfinished. 

Eventually, it was agreed that the financial experts should 
confer and try and arrive at a definite scheme for the pur- 
chase of the generating stations and transmission mains. 1n 
order that it could be seen in figures exactly what the finan- 
cial result would be. As drawn, the seheme was ambiguous, 
as already pointed. out. 

Mr. HeNperson, for the I C. C., said that if the statement 
of the companies! position made by Sir Harry Haward 
was accepted, it would remove many of his objections. 

Mr. KENNEDY said that at the moment he thought that 
statement did explain. the position, but he would like an 
opportunity of consulting with his clients, and the Companies 
would also be very willing for their financial experts to con- 
sult with the experts of the L.C.C. on the point. a 

Discussion of the question was therefore postponed until 
such a conference was held. Cross-examination of Mr. Collins. 
on other matters. however, proceeded. E 

Sir Herrert Хк, for the Hertfordshire County Council, 
sought to get an expression of opinion from witness that such 
a scheme. should be confined to, sav country areas, and that 
therefore the present scheme should be restricted to London. 

Mr. Сомлхзѕ said his opinion would not be worth anything. 
The area must be left to the Commissioners, and he had 
sufficient faith in the people behind the Conference scheme to 
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believe that they would make a success of it even if the area 
was larger than the County ol London. As to representation, 
jt might be for the benefit of the scheme that there should be 
direct county representation. As for counties and other autho- 
rities paying a share of the adininistrative expenses ot the 
Jomt Authority, Mr. Collins sud that it must be regarded as 
an insurance for the protection of the general interests affect- 
ing electricity supply. It was necessary to take a broad view 
of a matter of thus kind, and certainly in the case of repre- 
entation there should be contribution to the administrative 
expenses, notwithstanding that some portions of the counties 
so represented and contributing might get no immediate 
benelit from the scheme. As а rough figure, the authorities 
which did not take a supply would only have to pay, say, £10 
a vear, whilst in the case of a county the contribution should 
be round about £100. He could not, however, agree to a 
proposal made by Mr. Wrottesley, for the Middlesex County 
Council, that county councils should have а mininum repre- 
sentation Without contribution, leaving them to subscribe if 
they pleased and have larger representation in proportion to 
the financial assistance ollered voluntarily. 

Discussing charges, Mr. CoLLINS said he favoured the zone 
system of charging because the area was too large for a Паё- 
rate charge. It might be possible to apply the principle of 
charging the cost of the main to supply а certain district to 
that district, and in that way the zonal system might be 
avoided. This had been done in connection with other power 
schemes, but in the case of the London area delimited by the 
Comtuissioners it was so large that this principle might not 
be applicable, 

Breaking into his cross-examination, Mr. CoLLINS said a 
broad view must be taken. In placing schemes before Parlia- 
шеш for the development of areas. for administrative pur- 
poses, such as town planning, it was the custom to look 30 
years ahead, and to look even 2) years ahead was not taking 
the long view. In his opmion the most practical people were 
those who looked furthest ahead. 

During some questions as to the administrative expenses of 
the Joint Authority, Sir Harry Hawanp pointed out that the 
only expenses Would be that portion of the total not pro- 
perly chargeable to capital or to the consumers taking supply. 
thus there would only be a balance to be provided for. 

Mr. Сомлхх said he doubted whether the total would be 
much more than £10,000. 

Sir JOHN SNELL said 16 would be an advantage if the Com- 
missioners could have a precise statement showing the total 
adininistrative expenses and the amount that would have to 
be tound by those bodies not taking a supply. 

Mr. TURNER promised that this should be done. 

Mr. Сомлхх, in the course of further questions, said he re- 
guarded the Joint Electricity Authority as a conciliatory body 
between authorised. distributors, such as the North Metro- 
politan Power Co., and the local authorities. The Joint Elec- 
triity Authority would have a great influence in preventing 
litigation and inducing the small local bodies to take the long 
View in regard to electricity. In that way, a preat deal of 
expense Would be saved in litigation which now took place. 
That was an important instance of the advantage to be gained 
if all the authorised distributors should come into the scheme, 
and he personally felt that it was a wrong policy for the North 
Metropolitan Power Co. and the Metropolitan Electric Supply 
Co. to ask to be left out of the scheme. 

later, Mr. CotLINs said that sooner or later all Joint Elec- 
{су Authorities would have to go to Parliament to clothe 
themselves with the powers necessary to carry on their under- 
takings, 

At this point further cross- examination of Mr. Collins was 
Postponed until after the result of the conferences which are 
being held by the financial experts is known. 

Mr. Doxatp then outlined the East London and District 
whee, prefacing his remarks by pointing out certain modi- 
fications in the scheme as originally deposited with the Com- 
missioners. These are dealt with as the scheme is described 
below. The general proposals for the supply of electricity in 
East London would, said Mr. Donald. have been more or less 
#athered from his crogs-examination. Brietly, the case was that 
Where there was an industrial area sufliciently large to absorb 
the output of its own plant, such an area should be recog- 
Died as an independent area. In putting forward the East 
London scheme, however, he did not ask that that area should 
he eut off from electrical communication with the outside 
areas. He did ask, however, for financia] autonomy. Моге- 
over. it might be necessary that there should be some central 
authority to control а large area containing, say, 5 ог 6 areas 
of the nature of the East London scheme, and no objection 
as taken to that degree of control in order that the various 
Ares misht be of mutual assistance to each other. In in- 
dustrial areas of the nature of that of the East London 
heme. however, it was not in the interests of industry that 
they shonld be linked up financially with other areas, because 
sich а financial linking-up might tend to increase the price 
ol energy in the one area. At the same time, he recognised 
the diticulties with which he had to contend in putting for- 
ward the scheme, inasmuch as he only had one loca] autho- 
nty behind him. The area included in his scheme comprised 
‘ington, Shoreditch, Bethnal Green and Stepney; crossing 
the Thames it included Beckenham and the supply companies’ 
areas south of the Thames down to Lambeth, Woolwich, 

‘ley, Dartford, Gravesend, and crossing to the north again 


the area included the whole of the Romford area of the County 
of London Co-, Шога, Watthimstow and Stoke Newington. 
None of the companies in the area had халале any intention 
of joining the scheme, and nearly all the local authorities, with 
the exception ot. Poplar, were members ot the Conference ot 
Local Authorities. Hlowever, he did not. suggest. that the 
Commissioners should do more than iidicate tuat they would 
be wing to constitute а дош Authority for this area at the 
authorities an at were willing for that to be done. He could 
not do more than that. Hs whole point was that this area 
Was the industrial area of London. as could. be seen from the 
following Heures. The units suppe in the East Lendon area 
Increased by 46 per cent. between 10914 and 1920; in the same 
period. the units supplied. in the remainder ob the area de- 
limited by the Commnussioners Increased only by 25 per cent., 
the corresponding figures for maximum demand Were 39 per 
cent. and 28 per cent., and whereas in the East London area 
during the same period the load factor increased by 1.2 per 
cent., in the remainder of the urea there was actually а de- 
crease. Again, the respective total costs were 1.4344. per unit 
and 1.834d. per unit, whilst the percentage of capital charges 
to total charges was 17.3. per cent. in the East London area 
against 22.4 per cent. in the area outside. Perhaps, however, 
the most striking evidence of the industrial character of the 
area was that 80 per cent. was for power purposes; only 50 per 
cent. of the demand in the remainder of the area was for 
power purposes. It was proposed to erect a capital station 
at Dagenham, because it was calculated that by 1926 the 
greater part of 100,000 kW would. be required, and it was 
regarded as best to put this into a capital station at once, 
rather than extend the existing stations. 

Developing his case, Mr. Donald suggested the possibility of 
grouping local authority undertakings and company under- 
takings, and that would apply respectively to the East of 
London and Central and West of London, the local authorities 
being situated in the East. 

The Joint Authority under the scheme is to consist af 22 
representatives of the local authority distributors, seven repre- 
sentatives of councils having purchasing rights, three repre- 
sentatives of other local authorities. five representatives of the 
supply companies in the area, three representatives of large 
consumers and railway companies, and two representatives of 
labour, or 42 in all. 

During the course of discussion between the Cominissioners 
and Mr. Donald, it came out that the Joint Authority might, 
in certain circumstances, be a cominittee under a Joint Autho- 
rity for the whole area, Mr. Donald being anxious to provide 
for both contingencies. 

Мг. J. Н. BOWEN, chief engineer to the Poplar Electricity 
Undertaking, then gave evidence in support of the scheme as 
outlined. 

(To be continued.) 


Proposals for an Improved Coinage.— Mr. Harry 
Allcock, M.I.E.E., M.I.Mech.E., draws our attention to the 
following proposal which has been put forward with the 
object of simultaneously securing (a) a lower cost of living, 
(b) national and private economy, and (c) simplified home and 
foreign accounts. 

The proposal is to increase the token value of the penny 
by 20 per cent., thus dividing the shilling into 10 pence 
instead of 12, while leaving the present values of the shilling 
and the £ sterling unaffected; to employ the existing bronze 
coins to represent these higher values instead of their present 
values, and to convert the prices now expressed in “ low 
pence’’ to their equivalents in “ high pence " by deducting 
one-sixth; e.g., three low pence would be exactly equal 
to 24 high pence.” 

The existing sixpenny and threepenny silver coins would 
still represent the half and the quarter of the shilling, but 
they would be exchangeable into 5 and ?4 "high pence” 
instead of 6 and З " low pence respectively. 

The following advantages would be secured :— | 

Lower Cost of Living.—The prices of many pre-war penny- 
worths now sold at 144. could be reduced by 20 per cent. to 
one penny.“ Under existing circumstances no reduction 
can be made, due to the impossibility of restoring the original 
penny prie, and the impracticability of charging lid. by 
reason of the scarcity and unpopularity of farthing coins. 

Simplified Home and Foreign Accounts. While still retain- 
ing the present method of keeping accounts in £ s. d., the 
home public would gain many of the advantages of decimal 
coinage (without employing the decimal point) due to the 
elimination of much compound arithmetic, e.g., 89 pence 
would be 8s. 9d. instead of 7s. 5d 

In their foreign accounts British exporters could express 
all £ s. d. values in £ and decimal parts thereof (because the 
“ penny " would then he a decimal submultiple of the £), 
thus meeting the convenience of their foreign customers, who 
all employ and prefer decimal coinage. 

At convenience this practice of expressing shillings and 
pence ав 8 decimal fraction of the £ could be adopted in home 
trade as well as in foreign trade without any further altera 
tion of coin values. The old problem of completing the de 
cimalisation of the £ would thus be solved in easy stages. 
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NEW PATENTS APPLIED FOR, 1921, 


(NOT YET PUBLISHED.) 


€empiled expressly for this journal by Messrs. Sgrron-Jones, O'DstL ane 
STEPHENS, Chariered Patent Agents, 28u, High Holborn, London, W. C. I. 


16,442. “ Sparking plugs." II. Lodge. June 15th. 

10,475. bacttauion of dynamo-electric machines." R. J. Butler and Metro- 
politun-Vickers miccurical Co., Lid. June loui. 

160,354. " rieciric. lamphoiucis and adapters." L. B. Codd and C. Martin. 
June loth. 

16,492. Electric time-alarms." W. Meiser. June lóth. 

16,494. *'' Electrice condensers,” K. E. J. Varret. June 15th. 
April lith.) 

10,490. Microphones." W. K. L. Dickson. June lóth. 

16,994. '' Xir-removing apparatus lor mereury-vapour rectifiers, &eœ.“ 
Siemens-Schuckertwerke. June dluth. (Germany, June loth, 1520.) 

10,13. burglar, &c., alarm systems.“ S. G. Adams. June auth, 

16,515. Electric hooters.” PF. G. Bell, W. C. Davey and Sterling Tele- 
phone and Electric Co., Ltd. June loth. 

10,020. "' Electric ſurnaces.“ dungsten Manufacturing Co., Ltd., und E. Н. 
Weston. June loth. | 

10, 28. Sparking plugs." G. Lister. June lóth. 

16,531. '' Electron discharge devices." British Thomson-Houston Co., Lid. 
(General Electric Co.). June löth. 

16,932. "' I elephone systems. L. Drouet and A. Thomas. 
(France, June lith, 1920.) 

10,569. "'' Automatic electric circuit-brcakers." A. E. Angold, A. Н. Railing 
and Н. C. Turner. June loth. 

16,74. Flectro- magnetic wave transmission Systems." Soc. 
Radio-Electrique. June loth. (France, Uctober lotn, 1919.) 

16,88. biectro-inagnetic Mave- signalling systems.” G. Hill and J. O. 
Mauborgne. June loth. (United States, June loth, 1920.) 

16,999. '' Dynamo-clectric. machinery lur. electric welding, &c." B. А. M. 
Boyce, Brush Electrical Engineering Co., Ltd., and P. Huggins. June Atth. 

10,006. '' Electric radiators." H. H. berry. June 16th. 

16,619. Electrolytic decomposition of alkali salts," M. Wilderman. June 
16th. 

10,024. “ Electrical controllers." Metropolitan- Vickers Electrical Co., Ltd. 
June loth. (United States, July 15th, 1920.) 

16,629. Electric lighting jor motur-cycies, &c." S. L. Price. June 16th. 

16,639. Means for producing alternating electric currents." H. J. Round. 
June 16th. 

16,640. “ Electrical transmission. A. M. Taylor. June 17th. 

16,716. Fastening devices." British Thonison-Houston Co., Ltd. (General 
Electric Co.). June 17th. 

10,714. *'Alternating«urrent distribution systems.“ 
Houston Co., Lid., anu F. Н. Clough. June ап. 

10,718. Electron discharge apparatus.“ british Thomson-Houston Co., 
Ltd. (General Electric Co.). June 17th. 

16,724. Electric water-heater," W. Colebrook, June 17th, 

16,731. “ Liquid electrical resistance," E. C. R. Marks (Siemens-Schuckert- 
werke). June 17th. 

16,7%. Electric bed-warmer.” H. Guggenbuhl. June 17th. (Switzerland, 
September 7th, 1920.) 

10,744..." Protecting-arrangements for electric switches, &c.'" J. E. Pollak 
(Naamiooze Vennootschaphengelosche Electrische en Mechanische Apparaten- 
tabriek Heemaf). June 17th. 

16,738. '' Rotary high-tension electrical machines with oil bath.” K. V. 
Kando. June 170. (hungary, June lUth, 1918.) 

16,747. Sparking plugs.“ P. H. Butler. June 17th. 

16,780. Apparatus for connecting flexible wire cables.“ 
June 18th. 

10,782. Electric relays." J. Boot, L. de М. G. Ferreira, and Siemens 
Bros. & Co., Ltd. June 18th. 

16,798. Vapour lamp for heating." С. E. Clarke. June 18th. 

16,799. Means for indicating period of and/or controlling electrical oscil- 
lations.” N. W. Simpson and А. M. Young. June 18th. 

16,800. ‘* Anodes lor mercury vapour rectifiers." Akt.-Ges. Brown, Boveri 
et Cie. June 18th. (Switzerland, June 18th, 1920.) 

16,809. Electron discharge apparatus." British Thomson-Houston Co., 
Ltd. (General Electric Co.). June 18th. 

16,811. Magnetos." С, Scal and E. Urbain. June 18th. (France, June 
18th, 1920.) 

10,839. ** Sparking plug." J. Darroch. June 20th. 

16,833. “ Means of generating direct-current voltages." С. Sutton. June 
20th. 

16,840. Loud-speaking devices for wireless recciving-sets, telephones, tele- 
graphs, &c." J. W. Greenwood, June 20th. . 

16,870. '' Mercury-vapour pumps for high vacua." Akt.-Ges. Brown, Boveri 
et Cie. June 20th, (Switzerland, June 24th, 1920.) А 

16,879. *'' Signalling: systems.” british Thomson-Houston Co., Ltd. (General 
Electric Co.). June 20th. | | . 

16.88 2. Apparatus for sorting fragmentary materials by electric conducti- 
vity.“ H. L. A. Schweitzer. June 20th. (France, June 18th, 1920.) 

16,883. Telephone systems." Automatic Telephone Manufacturing Co., 
Lid. June 2th. (United States, November 29th, 1920.) 

16,888. Annular electrical contact for electric wires.” Merz-Werke (Geb 
Merz & A. Н. Mollik). June 20th. (Germany, October llth, 1920.) 

16,894. Electric radiators.” J. Y. Fletcher and R. J. H. Hill. June 20th. 

16,907. Automatic telephone exchanges." B. B. Johnson and Relay Auto- 
matic Telephone Co., Lid. June 20th. 

16,910. Electrically-operated tools." H. G. Kessler. June 20th. 

16.914. Adjustable resonant circuits for radio-telegraphic apparatus, &c.”’ 
A. W. Sharman. June 20th. 

16,929. 8 of secret wireless communication.“ E. G. H. Beresford. 
une 2lst. 

16.931. '' Electrical water-heating apparatus." R. Hacking. June 2lst. 

16,955. “ Means for preventing oxidation and volatilisation of contacting 
parts їп induction coils of internal combustion engines," F. C. Perrem. June 
2 
раг ‘Electric batteries." Svenska Ackumulator Aktiebolaget Jungner. 
June Bist. (Sweden, June 21st, 1920.) Ro А Ae 

16,908. '' Electric lamp holders." W. Barnett, B.S.T. Electric Fittings 
Co., F. Saunders and P. J. Thompson. June 215. 

17.013. Selfcleaning spark plugs." Champion Ignition Co. 
(United States, July 12th, 1920.) | | 

17.014. © Wire-clamping terminal for low-voltage installations." 
June 2lst. (Switzerland, June 24th, 1920.) | | | 

17.021. Ignition devices for internal-combustion engines." С. Pressland. 
June List. 

17,029. ''Short-circuit. detectors." 
June 21st. : 

17.062. Supply of electrical current to factories, &c." 
June 22nd. 

17.073. Electrical fire-proof holders for half-watt lamps, &c." 
Tudor. June And. 

17.104. Sparking-plug testing device." C. S. J. Bailey. June 22nd. 

17,105. '' Reception of electric signals." J. Hettinger and C. A. Vandervell 
& Co., Ltd. June 22nd, 

17,106. '* Photographic recording of electric signals, &c." J. Hettinger and 
C. A. Vandeivell & Co., Ltd. June 22nd. 

17.114. Determining cross-talk in multi-pair telephone cables, &c." F. 
Breisig. June 22nd. 


(France, 


June loth. 


Francaise 


British Thomson- 


A. A. Tunley. 


June 21st. 


Scintilla. 


Am-O-Meter Co. and S. T. Sherrill. 
R. E. Smith. 
H. C. 
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17,115. “ Pair of self-induction coils for charging duplicable four-line tele. 
phone systems according to the Pupin system." Felten & Guilleaume Carls- 
werk Akt.-Ges, June 2znd. (Germany, June 25th, 1920.) 

17,120. Selectively-operable devices. for selective signalling systems," 
Western. Electric Co., Lid, (Western. Electric Co., Inc.). June 22nd, 

17.122. Evacuation of electric lamp bulbs, &c.“ Patent-Treuhand-Ges. fur 
Elektrische Gluhlampen.. June nd. (Germany, June And, 1920.) 

17.148. Switching devices for electric machines.“ V. Breeze and A. West 
& Co., Ltd. June And. 

17,163. * Prevention of interference in wireless circuits." E. W. Whiston. 
June 23rd. 

17.179. Electric controlling-devices for prime movers." С. Leffler. June 
23rd. (Germany, July Sth, 1920.) 


PUBLISHED SPECIFICATIONS, 


The numbers in parentheses are those under which the specifications will be 
pred and abridged, and all subsequent proceedings will be taken. 


A915. 


11,088. '' Process and apparatus for the separating of suspended bodies from 
electrical insulating fluids, more particularly gaseous fluids." Moller. July 


Bist, 1914. 
A929. 


4,726. '' Telephonic systems.“ E. A. Graham. February 25th, 1919. 
(164,368.) 

19,424. “ Printing apparatus suitable for reproducing in ordinary printed 
characters telegraphic messages. Creed & Co., Ltd., and Е. G. Creed. 
August Gth, 1919. (164, 370.) 

20, 820. Telegraphic receiving períorators." Eastern Telegraph Co., Ltd., 
A. Fraser, K. L. Wood and E. C. Smith. August 25th, 1919. (164, 373.) 

25.553. Metal electrodes for use in the welding or deposition of metals." 
E. A. Atkins and Rylands Bros., Ltd. July 19th, 1920. (164,380.) 


1920. 
342. ‘Sparking plugs." Soc. Internationale Pour WExploitation De La 
Bougie Sol.“ July 31st, 1919. (148,7306.) ` 


U 


A. Woosnam (Naam— 


3,317. Electric incandescent lamps and the like.“ 
February 3rd, 


looze Vennootschap Metaaldraulampenfabrick '* Holland '). 
1920. (104,415.) 

3,996. ''Ielephones." — R. L. Murray and Telephone Manufacturing Co. 
(1920), Ltd. February Sth, 1920. (164,421.) 

3.722. Dynamo-electric apparatus for generating and/or delivering alter- 
nating current of adjustable frequency, specially applicable for controlling and 
adjusting the speed of alternating current motors." W. J. Mellersh-Jackson 
(Neuland Patents, Ltd.). February 6th, 1920.  (164,425.) 

3,741. ''Cuil-ignition apparatus for internal-conybustion engines," D. A. V. 
Rist. February 6th, 1920. (164,427) 

4.117. Manufacture of negative electrodes for electric accumulators.” A 
Pouchain. February 10th, 1920. (164,431.) 

4.118. Negative electrode for electric. accumulators.” А. Pouchain. Feb- 
ruary lOth, 1920. (164,432.) 

4,119. Manufacture of negative plates for electric accumulators,” 4. 
Pouchain. February 10th, 1920. (164, 183.) 

4.120. Negative plate for electric accumulators and the manufacture there- 
of." A. Pouchain. February 10th, 1920. (164,434.) 

5,942. Safety-controlling gear dor clectrically-propelled vehicles.“ R. 
Garrett & Sons, Ltd., and H. R. Simpson. February 27th, 1920. (164,437.) 

6,490. * Interlocking device for electric switches.“ E. J. Brothers and J. 
Н. Tucker & Co., Ltd. March 3rd, 1920. (164,451.) 

6,678. Method of and means for clectric control of tipping gear upon 
vehicles.” P. F. Smith, E. H. Dine and F. R. Stocks. March 4th, 1920. 
(164,464.) 

6.739. Electric radiator." C. H. Verity. March 5th, 1920. (164,472.) 

7,038. “ Electric circuit-breakers and the like." J. Hall. March 8th, 1920. 
(164,490.) 

7,160. '' Miners’ safety and other electric hand lamps." О, Oldham, б, 
Oldham and J. Oldham. March 9th, 1920. (164,496.) 

7,378. ‘* Electrodes for electric welding." — Premier Electric Welding Co., 
Ltd., and J. Н. Patterson. March llth, 1920. (164,507.) 

7.42. Electric signalling apparatus." F. S. C. Wates and J. L. Major. 


March 12th, 1920. (Addition to 132,818.)  (164,510.) 


7,801. ''Construction of electric resistances.” R. A. R. Bolton. March 
16th, 1920. (164,526.) 

8.114. Electric candle lamps.“ March 18th, 1920. 
(164,536.) 

8,424. '' Electrically-heated solderinj-irons." G. Е. Joseph and H. N. H. 
Cobbold. March 22nd, 1920. (164,543.) 

8,7N2. '' Electric-ignition apparatus with constant ignition tension and auto- 
matically variable moment of ignition." Landis & Gyr Akt.-Ges. March 25th, 
1919. (140,793.) Si 

9,352, Protective devices for electric circuits and apparatus." British 
Thomson-Houston Co., Ltd. (General Electric Co.). March 31st, 1920. (164,559.) 

9,681. Electric switches, sockets and the like," H. J. Cash and С. 
Gorringe. April 6th, 1920. (164,565.) 

10,061. “ Telegraph circuits." A. Orling and Orling's Telegraph Instru- 
ments Syndicate, Ltd. April 10th, 1920. (164,571.) 

11,200. “Signalling apparatus." W. M. Rolph. April 92nd, 1920. (164.582.) 

iem Electric lamp holders." W. A. I. Booth. April 30th, 1920. 
(164,589. 

12.275. “ Electric light fittings.” W. S. T. Hards. May 4th, 1920. 
(164,590.) 

12.435. “ Vacuum cleaner electric cord take-up.” B. J. Tamarin. May sth, 
1920. (164,592.) 

DP. “ Signalling systems." Position Light Signal Co. July 13th, 1914. 
(143,556.) 

15.010. Means for cooling electrodes for use in vacuum electric, discharge 
apparatus," Siemens-Schuckertwerke Ges. June 4th, 1918. (144.295.) 

9.749. ‘Insulating electrical resistances.” Bleriot, Ltd. November 8th, 
1917. (147.746) 

19,855. *' Electrical regulating systems." 
Ltd. July 10th, 1918. (147,810.) 

19.865. Electrically-driven vehicles." British Thomson-Houston Co., Ltd. 
July 24th, 1914. (147,820) 

20,404. '' Electrodes for electric searchlights," Optische Anstalt C. P. Goerz 
Akt.-Ges. September 19th, 1918. (148,449.) А 
22.258. '' Telephone receivers intended to be inserted into the auditory 
channel," Siemens & Halske Akt.-Ges. July 24th, 1919. (149.021.) 

32,807. ‘Electric lighting systems for motor vehicles," Daimler Co., Ltd., 
and A. E. Berriman. November 20th, 1920.  (164,070.) ; 
35.195. “ Electrical motor starting svstems.“ Metropolitan-Vickers Electri- 
cal Co.. Ltd. June 3rd, 1920. (164,678) 

36.492. „ Electric blasting and like fuses.” Е. Cudney, December 30th, 
1920. (164,681.) 


C. A. Domey. 


British Thomson-Houston Co., 


1921. 


3,378. '' Negative electrode for electric accumulators." A. Pouchain. Feb- 
ruarv 10th, 1920. (Divided application on 164,431.) (164.685.) | 

4.896. ‘Arrangement of the insulators of precipitating installations.” E. 
C. R. Marks (Siemens-Schuckertwerke Ges.). February Ilth. 1921. _(164,686.) 

6.657. Method and apparatus for compounding direct electric current 
motors." Akt.-Ges. Brown, Boveri et Cie. March 19th, 1920. (160,461.) АСЕ; 

11.402. '' Means for improving the current-carrying capacity of existing 
three-phase alternating current cable svstems." А. M. Taylor. September 
23rd, 1919. (Divided application on 23,324/19 and 29,802/19. Cognate appli 
cation 11,403/21.) (164,689.) 
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See Sup. 10. 
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DERMATINE CO., Ltd., T ! М Е 


Neate St., London, $.Е.5 


SHUNT REGULATORS. 
MOTOR STARTERS and ali classes of Resistance Work. 


STAR DELTA SWITCHES. 


THE SOLENOID REGULATOR c., 
MT 


HIGHGATE SQUARE, CAMP eiae i 
Teleph Telegrams: 
Midland 663 BIRMINGHAM, Solenoid, grams: ad. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, J DYNAMOS, 
SWITCHGEAR. 


ALUMINIUM 


ECONOMY. 


SEE SUP. 5. 
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RAYNER & HEALD, LTD., 


DUKE STREET, DERBY. 

TWO & THREE-PHASE 
MOTORS only. 

FULLER'S wors. тес 


NUFACTURERS О 
ACCUMULATO RS BATTERIES 


WIRES & CABLES CARBONS, &c. 


WORKS: CHADWELL HEATH, ESSEX. 


General Sales Offices : 
IDDESLBIGH HOUSE, Caxton St., Westminster. 


Grams: Rlocbat. Vic. London. "Phone : Victoria 6863, 


INGLEBY & CO., 


ELLAND ROAD, LTD. 
MOTORS LEEDS. 
FOR DIRECT AND 

ALTERNATING CURRENT 2 
Oeliverv from Stock up to 50 H.P. 
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For any of the following Electrical Supplies — 


PYRAMID’ 


Accessories. Industrial Fittings. 

Accumulators. Inert Cells. 

oe & 5 355 FORGED COPPER | 
исин Breakers. Instruments— Meters. 

Controllers. Ironclad Switch Gear. CABLE SOCKETS 

55 ‚ше. Lam Royal Ediswan gas- —made by Engineers for Engineers—the 

Do, Cle ше, е саса рее PERFECT Socket at the RIGHT PRICE. 

Dynamos. i “Little Glutton” Vacuum Constructed of High Conductivity Seamless Cop- 

Electric Fires and laher per Tube of substantial strength, and designed 


to ensure perfectly flat contact at the terminal. 
Heavily tinned inside and out and correctly rated 
for carrying capacity 


DELIVERY FROM STOCK 


Amps. Cable Terminal Packed Price 
hole. hole. In bones ol per gr. 


Radiaters. Motors. 
Fans and Ventilators. Oil Switches, 
Heating and Cooking Telephones & Accessories. 
Appliances. Wires and Cables. 
Mark the items in which you are interested and post this 
page (о us, when we will gladly supply full information. 
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HATTON GARDEN 
INSULATORS FOR EVERY DESCRIPTION OF ELECTRICAL WORK. 40, я 
Contractors for Air Board, War Office and Admiralty Requirements. LONDON, E.C.1. 
CUTTING AND GAUGING OUR SPECIALITY. (The Oldest Established Mica House in the country.) 


BEST QUALITY MICA ONLY. AND ALL BRIXIsSH. — 


ARORA ELECTRIC. FIRE 


Has given universal satisfaction. 


ЧҮНҮ? Because OUR patented Elementisof HEAVY SECTION and 
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'PHONE—4575 CENTRAL. 
TELEGRAMS—" MICAYLOR, LONDON." 


EET, 2 " ? 
sis DP 
MA G 
` Я e 
— — — * + 


^. 
- ^w 
` e., 
Mae у 
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up, with benefit to everyone. А practice of this kind 
would also help the financial side of & professorship, 
besides keeping the holder of the position in touch with 
actual work. 

One may add & word here on the choosing of pro- 
fessors for our colleges. The selecting committees some- 
times think that they have done a good stroke in getting 
a man who has been a designer in a large works. While 
experience of this kind is invaluable, it is not enough. 
A professor should first of all be able to impart know- 
ledge to the average student, a most difficult thing, be 
it said. The man who has been designing in & factory 
for many years may have а profound knowledge of а 
certain subject, but he may also be narrow, and incap- 
able of understanding the student mind. He may even 
have become afflicted with the disease of keeping things 
secret, a disease not unknown in large factories, and 
that is fatal to good teaching. The man who has pro- 
found practical and theoretical knowledge, and who 
also can teach, is rare, but, when caught, everything 
should be done to keep his wits alive. A certain amount 
of consulting work on the above lines will act as an 
admirable stimulant, and the students will reap the 
benefit. 


À CASE is reported which seems to 

Foreign Patents show that those who drafted the Peace 
and the Treaty were not fully alive to the in- 
Peace Treaty. terests of persons in England who had 
made use of enemy patents. We refer to 

Cooksley v. Crowthorne Engineering Co., which came 
before Mr. Justice Peterson on June 29th. As our 
readers are aware, a patent lapses if the renewal fees 
are not paid. This accident happened to many German 
patents during the war, and English manufacturers, 
as they lawfully might, not unnaturally began to avail 
themselves of enemy property. It is obvious, however, 
that & patented article may be a thing of some com- 
plexity which cannot be made or perfected in some 
cases for many years. When the Peace Treaty was 
under consideration, as it was realised that patents 
belonging to Englishmen in Germany might have lapsed 
during {һе war, a clause was inserted giving the patentee 
the right to renew, but subject to the protection of the 
interests of those who had infringed between the date 
of the lapse and the date of the renewal. Rules have 
been made to carry this provision into effect, but as the 
facts of the case under consideration seem to show, 
they are not sufficiently wide to protect and indemnify 
а person against loss incurred owing to his reasonable 
belief that he was and would remain entitled to work 
the enemy patent. It appeared that on September 15th, 
1917, a certain patent held by a German subject for a 
mortising machine lapsed, owing to the non-payment 
of renewal fees. Ап English company thereupon com- 
menced to manufacture parts of the machines. . It was 
provided, however (in effect), by a clause in the Peace 
Treaty, which came into force on July 31st, 1919, that 
within a year after the signing of that document а 
German subject might pay the renewal fees, and have 
his patent renewed, ''but subject to such conditions 
as each Power may deem reasonably necessary for the 
protection of persons who have manufactured or made 
use of the subject matter of such property while the 
rights had lapsed.“ In March, 1920, the German 
patentee paid the renewal fees, and thereupon became 
entitled to his patent, subject to the rights of persons 
"who had infringed since September, 1917. After the 
renewal of the patent, the defendants manufactured some 
parts and assembled 32 machines, mainly of the parts 
already in stock at the renewal date; the patent was 
for the combination. In these circumstances they were 
gued for infringenient by or on behalf of the patentee. 
They relied on a restoration order °’ dated March 
20th, 1920, whereby it was provided that no action 
should be commenced in respect of the use or employment 
of any mechanism or the sale or use of any article in 
the United Kingdom made in infringement of the re- 


newed letters patent ‘‘ after September 18th, 1917, and 
before the date of this order.’’ Mr. Justice Peterson, 
however, held that this did not protect the defendants, 
inasmuch as, the patent being for & combination, the 
use of that combination constituted an infringement 
of the patent, and that such user, after March 20th, 
1920, could be restrained by injunction. 

It appears to us that the learned judge arrived, or 
was compelled to arrive, at a somewhat harsh conclu- 
sion. Had the defendants known when they first began 
to manufacture parts of the patented article that their 
ultimate user in the finished machine might be pro- 
secuted by the patentee, they would never have embarked 
upon the enterprise. 


THe difficulty of securing employ- 
The Problem of ment in industrial life after leaving it 
Getting а Job. for a period is often brought home to us 
by letters which, though by no means 
despairing—our correspondents almost always retain a 
spirit of inexhaustible optimism and confidence in the 
future, we are glad to say—often tell a tale of persever- 
ing effort unrewarded by success, which makes us wish 
we had an unlimited number of vacancies to place at 
their disposal. | 
The question is particularly pressing in the case of ex- 
Service men, who before all ought to be installed in suit- 
able situations. Мапу of them are highly skilled in elec- 
trical work, but cannot readily gain admission into a 
trade union except as ‘‘ auxiliaries’’ or ‘‘ improvers "' 
аг a low wage—if, indeed, they are lucky enough to 
secure a berth. For instance, one who writes us describes 
himself as having initiative, ‘‘ conscientious, willing to 
be told, ambitious, &nd cheerful under all circum- 
stances.’ Apart from technical qualifications, that is 
the sort of man that anyone would be glad to engage. 
Yet, somehow, it is surprisingly difficult for the would- 
be employé to find the willing employer. We can only 
hope that the period of depression through which the 
country is passing will soon give place to renewed acti- 
vity, when everyone willing to work will find work wait- 
ing for him. 


AFTER а variety of vicissitudes, un- 
precedented, we believe, in its history, 
the annual Convention of the Incor- 
porated Municipal Electrical Associa- 
tion is to take place next week, in London. It is true 
that the function is called the annual meeting, and at 
first, when the Dundee Convention was abandoned, it 
was intended that the proceedings should be limited to 
the annual general meeting and the annual dinner; but 
apparently this was not agreeable to the members, and 
the programme has gradually been extended until it 
includes all the usual items except ‘‘ visits to works and 
places of interest." It is, in fact, а severely profes- 


The I.M. E.A. 
Convention. 


‘sional meeting—during working hours; the members 


may be trusted to see that the tension is relaxed between- 
whiles, and if the Council's deliberations have shown 
a certain amount of indecision and “© cut and try " that 
we have not hitherto associated with the I.M.E.A., we 
can congratulate both the Council and the members on 
arriving at last at a very satisfactory solution of the 
problem. Major Richardson, deprived by fate of the 
privilege of presiding over the Convention at home, has 
our sympathy and, we are sure, that of the Association 
as a whole; apart from that misfortune, we see no reason 
why the proceedings should be less profitable or less 
enjoyable than usual. 

The papers deal with two subjects—the financial and 
commercial aspects of electricity supply, by Mr. C. W. 
Charlesworth and Mr. E. Cross, and boiler-house prac- 
tice, by Mr. D. Wilson and Mr. W. M. Miles—questions 
which are in the forefront to-day, and should afford 
abundance of material for discussion. Incidentally, we 
inferred from the programme that the London and Home 
Counties Inquiry was expected to conclude by Wednes- 
day next. We hope it will —but unfortunately a doubt 
has arisen, and the meetings may have to be held at the 
Institution of Mechanical Engineers. 
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METROPOLITAN-VICKERS ELECTRICAL CO., LTD.—TRAFFORD PARK "WORKS. 


VISIT BY THB PRINCE OF WALES. 


BniLLIAx Tr weather prevailed last week when His Royal 
Highness the Prince of Wales, accompanied by Lord 
Derby and suite, toured Lancashire. He was received 
with enthusiasm and accorded a wonderful welcome 
wherever he went, and it is not surprising after the ex- 
perience of the first day that the programme of the tour 
had to be modified. Certain visits to industrial estab- 
lishments had to be omitted, and at Manchester on 
July 7th his tour of the Trafford Park Works of the 


- Fic. 1.—H.R.H. THE PRINCE or WALES PASSING THROUGH THE 


TRAFFORD PARK WORKS. 


Metropolitan-Vickers Electrical Co., Ltd., was materi- 
al'y curtailed. 

Nevertheless, after luncheon on Thursday afternoon 
the Prince was received at the North Gate of the works 
by the directors of the company, represented by 
Capt. R. S. Hilton, managing director, and Col. 
Montague Cradock, C.B., C.M.G. Following the presen- 
tation of certain members of the managerial staff and 
members of the Stretford Urban District Council, in 
whose area the works are situated, the Prince inspected 
1,300 ex-Service men who were lined up in charge of 
Lieut.-Col. Maxwell, D.S.O. On leaving the works, His 
Highness proceeded down the main avenue to the South 
Gate, fig. I, passing the new Research Department build- 
ing on the right, and recording the time of his visit by 
“clocking on" in the same way that his father, Н.М. 
King George V, registered the time of his visit to the 
works in May, 1917. 

The foundation stone of the company’s works was laid 
in 1901 ; they are now amongst the largest of their kind 
ia this country, the principal products comprising com- 
plete equipments of every description for the generation 
and application of electricity. Тһе works occupy ап 
area of 70 acres, 35 of which are roofed in, with canteen 
accommodation for mid-day meals for over 4,000 people. 
The number of men at present employed is 10,000, and 
that of employés who enlisted during the whole period 
of the war 3,522 ; 326 men made the supreme sacrifice, 
and 2,000 ex-Service men, including a large number of 
disabled, are at present emploved in the works. 

During the years 1914 to 1918 the company was exten- 
sively engaged on munition work. Shells from the 3.3- 
in. high-explosive up to the 15-in. howitzer type were 
made, besides Diesel engines for submarines, Ricardo 
engines for tanks, mines, paravanes, gun carriages, mag- 
netos, time fuses. &c., to mention only a few items. In 
all 16,000 tons of war material of every description was 


produced. This was entirely apart from the normal 
manufactures of the company, which attained a total of 
92,000 tons during this period, and were used almost 
exclusively for war purposes in munition factories and 
base depóts. 

Conspicuous features of the organisation are the 
educational facilities provided for the various grades of 
apprentices employed, numbering about one thousand, 
and the large number of associations formed by the em- 

ployés for mutual aid, instruction, 

or recreation. Sixteen such associa- 
tions are now active. The War 

Relief Committee has collected a 

total of £71,900, and distributed a 

total of £55,200. The balance is 

being distributed to the widows and 
orphans still on the books at the rate 
of £50 per week. The Works Com- 
mittee was inaugurated in January, 
1917, by the company, and so antici- 
pated the recommendations in the 
Whitley Report. 

Over 100 truck loads of finished 
goods are dispatched from the works 
every month, and in addition to the 
Trafford Park works the company 
also has control of the electrical de- 
partments of the River Don works at 

Sheffield, and the works at Brims- 
down, where the Cosmos lamps 
and heating and cooking appliances 
are manufactured. 

The works at Trafford Park 
possess unusual facilities for trans- 
port by means of rail, canal or 
steamship. А new building has re- 
cently been completed which contains 
the warehouse and traffic department 

and also а works canteen, where 2,000 men can be accom- 

modated simultaneously. At one end of the main 
machine shop is situated the firm's private power 
station, wherein turbines and gas engines drive genera- 
tors delivering a total of 7,500 h.p., both d.c. and three- 


Fic. 2.—MAKING А 30-TON CASTING IN THE FOUNDRY. 


phase energy, for the various power requirements of the 
works. Adjacent to the site the company has purchased 
55 acres of land for future developments, and within the 
space occupied by the works there are some 15 miles of 
standard railway track, which links up directly with the 
Manchester Ship Canal Co.’s system in Trafford Park 
and also with the Cheshire Lines Railway. 

A special staff of engineers is engaged upon the ques- 
tion of the standardisation of all parts that can be made 
interchangeable or common to more than one type of 
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apparatus, and one of the most interesting developments 
taking place at the present time is the erection and 
equipment of a block of buildings to be devoted entirely 
to research work. The buildings, which have been located 
as far away as possible from the noise and dirt of the 
works, consist of a two-storey office block, the ground 
floor of which will be used for administrative purposes 
and the first floor as a research library, together with 
three single-storey buildings specially designed and 
equipped for chemical, mechanical, physical and elec- 
trical research, one building being reserved entirely for 
testing different manufacturing processes on a small 
scale. Very careful consideration has been given to the 


Fia. 3.—StTator OF А LARGE MOTOR FOR ITALY. 


design and equipment of these buildings; each is 
designed on a unit basis and is easily capable of exten- 
sion. At a later date a laboratory will be erected for 
carrying out investigation work on extra-high-pressure 
transmission, and will have a specially prepared outdoor 
area connected to it for research work on outdoor sub- 
stations. 

A large number of the employés have to travel 
considerable distances every day to and from home, and 
it will be readily appreciated that it 18 no small under- 


taking to provide catering facilities for such а large 
number of people. The canteen buildings include stores 
for vegetables, &c., and refrigerating plant. The venti- 
lation and heating are carried out by means of the 
“ plenum "' system, which combines heating or cooling 
and ventilation and gives а complete change of air one 
and a half times per hour on the canteen floor, once an 
hour elsewhere in the building. Protection against fire 
is given by the sprinkler system, also employed in the 
works; lighting is effected bv means of gasfilled Reflex 
pattern lamps, and exciric cooking apparatus is em- 
ploved. 

Two well equipped ambulance rooms are also provided, 
one for men and one for women, in addition to the 
numerous first-aid stations throughout the works, 
together with a motor ambulance, and the company 
claims to have anticipated the advent of welfare work. 

The Works Committee has done a great deal of useful 
service in providing a means for bringing workers into 
direct contact with the management. The successful 
work accomplished by this committee led to the formation 
of a Staff Committee conducted on similar lines. The 
foremen have also banded themselves together to form an 
association for their mutual benefit, and there is no doubt 
that the foremen themselyes, as well as the management, 
realise that there are very great advantages to be ob- 
tained by the interchange of experience and ideas. The 
management meets the works officials and foremen at fre- 
quent and regular intervals for the purpose of discussing 
any suggestions which may be put forward. 

Referring to the illustrations. fig. 1 1s a view of the 
passage of the Prince of Wales through the works, while 
fig. 2 was reproduced from a photograph taken in the 
foundry as a 30-ton casting was being made for a 25,000- 


kW turbo-alternator set destined for the Manchester Cor- 
poration's power station now in course of erection at 


Barton ; the cast was intended to be carried out by means 
of remote electrical control. Fig. 3 shows one half of a 
stator of one of the 1.200-h.p. a.c. motors which are 
being built for Italy, at the north end of the electrical 
erecting department. A similar arch was formed at the 
south end of the aisle. The inspection of the work pass- 
ing through the shops proved of very great interest. 


— “EU —— 


THREE-PHASE SUPPLY TO SCOTT-CONNECTED TRANSFORMER BANKS UNDER VARIOUS 
CONDITIONS OF TWO-PHASE LOADING. - 


By G. W. STUBBINGS. 


IN view of the increasing use of Scott-connected trans- 
former banks for the supply of one-phase low-pressure net- 
works from three-phase alternators, a discussion of the 
nature of the three-phase supply to such transformers under 
various conditions of two-phase demand is noc without 
interest. In actual practice the two-phase side of Scott- 


—— 
_— —— — 
| 5 
Fia. 1. 
connected banks is rarely balanced, the currents usually 
being dissimilar in the two phases, and the power factors not 


always being identical. The writer gives below a simple 
investigation of some of the conditions of unbalancing that 


may be met with, in the hope that this may be of interest to 
е who һауе charge of Scott-connected transformer 

The elementary theory of the Scott, connection is simple. 
Consider, in fig. 1. the primary of а transformer connected 
between phases в and с of a three-phase system. It is clear 
that, if v be the phase voltage, the pressure between phase 
A and the mid-point tapping on the transformer winding will 


bev x V 3/2. If tbe primary of a second transformer, 
having У 3/2 times the number of turns of the first, be con- 
nected to the points a and D, the potential of р will remain 


unaltered. If the secondaries of these transformers have ап 
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equal number of turns, then the ratio of transformation in 
the transformer B C being л, its secondary voltage will be 
nv =v, and the ratio of the transformer a D will be 


2 n|v3, and its secondary voltage will bev x V3/2 x 


2 МЗ = nV =v. The secondary voltages will be equal, 
and it is at once seen from the diagram that they will be 
in quadrature. | 

When equal currente, considered for the moment at unity 
power factor, are drawn from the two-phase side, the cur- 
rents in the primary windings required to balance the 
magnetic effects of the secondary currents will be different. 
If each secondary current be i, the current in the primary 
of the transformer A D, or the teaser transformer, as it is 


often designated, will be 2 л i| V 3. The current required 
in the primary winding of the main transformer во to 
balance the secondary current will be z i. The vector 
diagram of these currents is given in fig. 2. The current in 


of two separate currents has a bearing on the rating of the 
transformer bank. The power factor of the main trans- 
former with balanced secondary load of unity power-factor 
is seen to be 0°866. For a given factor w in each phase on 
the secondary side, the КУА in the primary windings will 
be w(1 + 1/0:866). The ratio of the three-phase kVA to 
the two-phase power will be 2°15/2, or 1:07. The rating 
of the main transformer must be increased by 15 per cent. 
when used for Scott connection. | 


The case may now be considered of a secondary load of 


unity power-factor, but unbalanced in magnitude. Let the 


ratio of the load drawn from the main transformer to that 
drawn from the teaser transformer be m, m being less than 1. 
The vector diagram for this condition is given in fig. 4. 
It is evident from the diagram that the currents in lines 


B and c are each ni Jg + 1/3, whilst the phase angle of 
the current in these lines is tan (1/ V3 m) — 30°, being 


К Rar. O OF TYHKEL-PHASE CURRENTS. 
o 


Ета. 3. 


the teaser transformer is in phase with the star voltage 0 A. 
The current in the main transformer is the resultant of two 
components. The first component is л i required to balance 
the secondary current. In addition to carrying this cur- 
rent, the main transformer forms a return path for the 
current in the teaser transformer primary, this current 
dividing into two halves at the mid-point tapping D, one 
half flowing in each direction. In. fig. 2 e b and f с are the 
two halves of the teaser primary current, whilst the com- 
ponents e о and 0 f, being opposed both in phase and 
direction form а one-phase current through the transformer 
primary. It will be noticed that the components e о and 
of are identical in phase, but flow in opposite directions 
from the mid-point. These components, therefore, produce 
no magnetic effect in the core of the transformer. 


The currents in lines B and с are each n V1 + } = 


2 п] V 3, the angle e О B is also clearly віп! } or 30°. 
The line currents are, therefore, equal and symmetrical for 
а balanced two-phase load at unity power factor. 


Fia. 4. 


If the two-phase load remains balanced, but of a power 
factor less than unity, the vector diagram for the three- 
phase side is shown in fig. 3. The main transformer carries 
à current, it is seen, which is the resultant of that balancing 
the secondary current, and the two halves of the teaser 
Primary current. It is readily seen that in these circum- 
Stances the three-phase supply is still balanced, and the 


fes angle on this side is the same as that on the two- 
side, | ! 


The fact that the main tranaformer carries the resultant 


PHASE ANGLE OF CURRENT SUPPLYING MAIN TRANSFORMER 


ә „2 v's оо ов 0 
RATIO OF TWO PHASE CORR.NTÀ 
-> bacvOr UNITY 


N . RATIO OF TWO-PHASE CURRENTS 
POWER FACTOR UNITY ec 


Ета. 5. 


Fra. 6. 


leading in line в and lagging in line с. А curve showing 
the ratio of the current in lines в and c to that in line A for 
various values of m is given in fig. 5, and fig. 6 shows the 
increase of phase angle as m diminishes from 1 to zero. 
The condition т = o corresponds to a single-phase load 
being drawn from the secondary of the bank, in which 
circumstances the load on the three-phase side must pe 
single-phase only. | 

As a numerical illustration the case may be taken of the 
load on the main transformer being 0°4 of that on the teaser 
transformer. In these circumstances, the ratio of the 
currents in lines в and c to that in line A is 0°6', whilst the 
phase angle of these currents is about 25°— 


Two-phase power = ir + 0:4 / = 1°4 1. 


Three- phase power 
== сын . R9 x 061 x 2 * 5 x cos 25° 
“З МЗ” M МЗ л 


= 3 7 (1 + 1:82 . cos 25) = 14 /. 


If the main transformer has the relatively greater load, 
the currents in the three- phase lines can be similarly worked 
out, А typical vector diagram is given in fig. 7. If m be 
the ratio of the smaller to the larger current on the 
secondary side, the ratio of the current in line А to those in 


lines B and с is now > У m,?| (3 + mj), while the phase angle 
of the current in lines B and o is 30 — tan^! / V. 


. Curves giving the ‘ratios of the currents in line a to 


corresponding currents in lines B and о, and the phase 
angles of these latter currents for various values of » are 
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shown in figs. 8 and 9. When m, = 0 the load on the 
three-phase gide.is single-phase, the line a supplying no 
current, From the foregoing it is seen that а better 
balance on the three-phase side for a given amount of two- 
phase unloading is obtained when the teaser transformer 
carries the heavier load. | 

If equal currents be drawn from each phase of the 
secondary, but these currents be of different power factor, 
the three-phase supply will no longer be balanced. Two 
typical cases are shown in fige. 10 and 11. The power 


factor of the phase supplying the lagging current is the. 


e 0˙ꝛ 9^ 06 [X 10 
RATIO OF TWO-PHASE CURRENTS 
POWER FACTOR UNITY. 


Еа. 9. 
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RATIO OF TWO-PHASE CURRENTS I 
POWER FACTOR UNITY. 


FIG. 8. 


same in each case. It is evident from the geometry of 
these diagrams that fig. 11 can be derived from fig. 10 by 
rotating the current vectors as a whole through an angle 
equal to the angle of lag considered, in а positive direction, 
and then by rotating the vector i, symmetrically about its 
voltage vector in a negative direction through twice this 
angle. This being во, it follows that the three-phase 


FIG. 11. 


loading in the two cases is similar as regards magnitude, 
excepting that in fig. 11 line O carries the current that in 
fig. 10 is carried by line в. The magnitudes of the currents 
for typical cases are given in the following table :— 

Equal currents on two-phase side. 

One- phase unity power-factor. 

One-phase power-factor cos ¢. 

ф=0 ф = 30° ф = 45° $ = 60° $ = 90° 

Ourrent in line A. 115з%% 1'16 лі 116 ni 1˙15 21 1b ni 


„в... llbui 138ni 1'47 ni LEB пі 1˙88 1 
i „б... 1˙15 21 087 пі 072 пі 0568 лі 043 ni 


Cases in which there is out of balance оп the two-phase 


7? 


side, both as regards magnitude of current and power factor, 


are complicated to calculate, and are best solved b, 


graphical methods. А typical case is shown in fig. 12, in 
which the teaser is supplying one-half the full-load at unity 
power-factor, whilst the main transformer supplies full- 
load current at a power factor of 0°866. 


Fra. 12. 


It may be well to repeat that the above discussion has 
been of an elementary character, and that magnetising 
currents and small disturbing causes bave been neglected. 


EXPORTS AND IMPORTS OF ELECTRICAL 
GOODS FOR JUNE, 1921. 


ALTHOUGH the imports total for last month was only slightly 
below May's figure, a serious fall occurred in the total value of 
exported goods. The differenoe was over & million pounda, or 
about 46 per cent. decrease. This decrease was distributed fairly 
evenly among the constituent items, but exports of submarine 
cable fell by 92 per cent., but the May total under this head 
was much higher than usual. The only increases on the previous 
month's export values were in switchboards and meters. As 
regards imports, the chief increases were apparent in the cases of 
batteries, glow lamps, and telegraph and telephone instruments : 


‚ decreases occurred in the values of insulated wire, electrical 


machinery, ard arc lamps. There were no noteworthy changes in 


the re-export values. | 
VALUES OF ELECTRICAL EXPORTS AND IMPORTS FOR 
| JUNE, 1921. 
Exports. Imports. Re-exports 
Electrical goods and apparatus 
(unenumerated ) £162,568 349.134 — 414,068 
. Insulated wire * T 228.055 7,670 404 
Glow lamps ee oes ise 35,905 40,142 609 
Switchboards (not telegraph or 
telephone) : Mo ^ E 19,999 2,749 — 
Arc lamps and parts  ... eee 2.572 200 — 


Batteries өөө eve ese ecc 40,488 16.877 — 
Meters ese TI өөө eco 50,014 11.709 3,169 


Carbons eee [III ese ecc 1,672 13,4 1 3 2,151 
Electrical machinery : — | 
Railway and tramway motors ... 1,382 — — 


Other motors and generators ... 

Electrical machinery (unenu- 
merated ) ы сеъ - 
Telegraph and telephone cable 

and material :— 

Telegraph and telephone wire 
and cable (not submarine) ... 

Submarine telegraph апа tele- 
phone cable 25 us 

Telegraph and telephone instru- 
ments and apparatus ... б 


Totals... 


191,312 pe 
138,063 51463 712 


116,42 8,153 — 
63,338 НЕА - 
167,937 41,509 3,681 


— 


vee 81,207,977 £342,922 £14,797 


Development in Spain.—The report of the Sociedad 
Espanola de Ccnstruotion Naval states that the new works at 
Reinosa have begun to supply to all the company's works special 
ateels, forgings, and castings. Thanks to these works, the Carraca 
artillery works, and the Sestao engine and boiler works, which 
complement those of Ferrol and Cartagena, the company is now 
able to meet all its own requirements for the complete oon- 
atruction of ships of all kinds, war material, and railway material. 
To promote the latter class of work with responsible guarantees, 
the company has concluded agreements with foreign firma, as, for 
instance, the Metropolitan Wagon and Finance Co., and in agree- 
ment with other Spanish industries has secured contracts for 
wagons and other works for the Madrid Railway and other com- 
panies. Moreover, in order to be prepared to submit schemes and 
plans for the electrification of railways, the company has signed 
guarantee agreements with the American Westinghoure Co., the 
Metropolitan- Vickers Co., of Manchester, and Vickers, Ltd. 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit particulars of new or improved devices and apparatus, which will be published 
i if&considered of xufficient interest. 


Tbe " R.M.R." Triode Valve and Thermagnion." 


An interesting demonstration of some new wireless develop- 
ments was given by Messrs. R. M. Rapio, Lrp., on June 23rd, 
at their engineers’ offices, now situated at 5, Regent Square, 


‚1. 

The first exhibit was an entirely new form of triode (fig. 1), 
which has been designed to give an increased signal strength 
with the absence of the usual parasitic and microphonic noises. 
The anode and grid of this triode take the form of hemis- 
pheres, nested one within the other, with a substantially 
uniform gap between them. The filament is of tungsten 
wire, and is formed into the shape of a semi-circle, and во 
arranged that it is concentric with the other two electrodes. 


* 
ax 


| 


Fic. 1.—Тне ‘‘ R.M.R." TRIODE. 


The bulb is so exhausted that there is a slight trace of gas 
left, so that the triode functions as a soft valve. The superior 
results obtained with this form of triode are due to the 
particular construction of the two hemispherical electrodes 
and can be explained as follows: 

Electrons moving in the same direction and each possessing 
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Fig. 2.—Тне `* BUNGALYTE ” SET. 


its own field of force, tend to mutual repulsion, so that in 
the ordinary cylindrical-anode type of triode a large propor- 
tion of the electron strain is diverted from this anode. In the 
case of the hemispherical anode there is а very marked in- 
crease in the discharge against the plate, the strays due to 
repulsion being reduced to a minimum. 
Purthermore, the hollow rigid hemispherical form of grid 
à natural mechanical period of vibration which is ex- 
tremely short. In this way any vibration transmitted to 
the valve and thence to the grid is damped out immediately 
ш {һе grid itself, and so does not give rise to objectionable 
microphonic noises so noticeable with the spiral wire form 


id. 

The “ Thermagnion ” which was demonstrated is an entirely 
new method for magnifying signals, which operation has hither- 
to been accomplished by the aid of amplifiers and reaction cir- 
cuts. In this case the simplest one-valve circuit is in no way 
altered, and the magnification is brought about by the action 
of a magnetic field exerted on the space occupied by the three 
electrodes of the soft R. M. R.“ triode in such a manner 
that the positive ions can be controlled to advantage. By suit- 


ably adjusting the electricity and position of the field, it is 
possible to produce a magnification of the signals received 
in the anode circuit. | 

Another most interesting feature of the Thermagnion ' 
is that, by further adjustment of the field, it is possible to 
produce ionic oscillation in the triode itself, so that a hetero- 
dyne effect is obtained and C.W. signals are detected. 

A new type of recorder was also shown. In this, relays are 
operated by the over-balancing of an arrangement similar 
to а Wheatstone bridge. 

The Bungalyte " Set, 


Messrs. ArtHUR Lyon & Co., 36, Victoria Street, West- 
minster, S.W.l, have sent us details of their small ' Bunga- 
lyte lighting set recently placed upon the market. 

This set, which is illustrated in fig. 2, consists of a small 
4-stroke air-cooled petrol engine, direct coupled to & 300-watt, 
24-volt generator, together with а battery, switchboard, oil 
tanks, &c. Working on full load, the engine consumes 1 gal. 
of petrol in ten hours. The dynamo is constructed with 
laminated fields, and is fitted with a cooling fan. The set is 
put into operation by a simple mechanical starter. 

The battery consists of 12 glass cells capable of lighting six 
lamps for 10 hours without recharging. The set was designed 
with a view to portability (the portable type weighs only 55 
Ib.), and occupies a space of 20 in. by 18 ш. by 10 in. 

The accessories supplied with the set include everything 
necessary for a lighting installation such as cables, lamps, 
switches, blocks, and other fittings. 


An Improved Electric Lantern. 


We have received from MESSRS. GABRIEL & Co., 4 and 5, A B 
Row, Birmingham, details of their improved electric lantern 
(fig. 3) which has been сезше principally for the use ot 
police and night watchmen. e light is provided by a 4-V, 
4 с.р. lamp, energy for which is supplied by a '' Bipol ” bat- 
tery capable of maintaining the light for 14 hours continu- 
ously. The case is made of tin or of Clarus aluminium 
alloy. A central combination switch is fitted in the top of 
the lantern, and in the middle of this is a tapping key for 


Fic. 3.—GABRIEL’S IMPROVED 
ELECTRIC LANTERN. 


signalling purposes. A special feature of the lantern is a 
pair of contact sockets into which plugs can be inserted for 
charging purposes. These sockets can also be used to supply 
a small auxiliary lamp. The contact plate is of fibre, and is 
fitted with two contact springs on either side with a plate in 
the centre; it 1s arranged to carry a spare lamp bulb. A 
special focusing arrangement is embodied in the lantern. This 
consists of two telescopic tubes; the outer one has two slots 
cut in the top and bottom, and the inner tube bears two 
springs which fit into these slots. Focusing is effected by the 
movement of the knob seen in the illustration. The lantern 
weighs about 2 lb. A charging board is made by the firm to 
deal with 20 of these lanterns at a time. The board is fitted 
with a resistance, pilot lamp, voltmeter, ammeter, two-pole 
switch, fuse, and three terminals. 


An Electric Egg Tester. 


THE TELEPHONE & MICROPHONE Co., Ілр., Throwley Road, 
Sutton. Surrey, have sent us particulars of their egg tester, 
illustrated in fig. 4, p. 80. 

The case is made of solid oak, varnished and polished, 71 in. 
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by 34 in. by 11 in. deep. The aperture for the egg is marked. 
by three radium points, thus enabling testing to be carried’ 
оп in the dark. The egg, when placed in position, suto- 
matically switches on the light, which allows both hands of 
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Fra. 4.—AN ELEcTRIC Edd TreSTER. 


the operator to be free and the testing to be done with great 
rapidity. The ашр із attached to the base of the саве, the 
current being supplied by ап ordinary flash lamp battery. 


1 
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HYDRO-ELECTRIC PROBLEMS 
s SCANDINAVIA. | 


THE annual conference of the Swedish Hydro-Electric Asso- 
ciation (Vatten Kraft Forening) was recently held at Stock- 
holm, when Mr. Dahlander, in declaring the proceedings 
open, stated that during the critical times of the war the 
Swedes had learned how to appreciate the value of their 
water power. The time of high coal prices, however, was 
past, and it was, therefore, of special importance to reduce 
the costs of erecting hydro-electric works. 

Mr. Sven Lubeck then read a paper on water-power ques- 
tions in 1921. He said that the rapid development of the 
unfavourable situation of trade had also impressed its mark 
on water-power conditions in Sweden. Notwithstanding the 
great demand for water power which was evoked by the 
scarcity of coal during the critical years, the more extended 
utilisation of waterfalls was only forced where special reasons 
existed for doing so. This was due to the rapidly growing 
cost of buildings and of machinery. The author stated that 
at the close of 1920 the plant installed in hydro-electric works 
in Sweden represented about 1,200,000 h.p.. while works for 
a further 360,000 h.p. were in course of construction, of which 
235,000 h.p. was for the State and 125,000 h.p. for private 
owners. These works included the State works at Motala, 
the Porjus extension, and the Bergslags power station which 
were approaching completion, whereas the works at Lan- 
fossen for the Sandviks Ironworks, and Harsprang, had only 
progressed to an inconsiderable extent. The ironworks com- 
pany had applied for an extension of time for the completion 
of the works in order to be able to do so at a more reasonable 
outlay, but the Board of Trade had opposed the application 
for the reason, among others, that by being compelled to 
construct quickly the company would be prevented from 
making a profit arising from the situation. Such an argu- 
ment was actually brought forward, the author remarked, 
at а time when similar works for State account were for 
well-known reasons being restricted or suspended. Thus 
Parliament had decided hat the preparatory works at Har- 
sprang were to be completed and the remainder discontinued. 
Yet it had been proposed to base an electro-chemical industry 
on the power of the Harsprang works, but this was deemed 
to be hopeless in the face of foreign competition, having 
regard to the cost of completing the Harsprang works and 
the resulting price for energy, the cost of other raw materials 
and the labour difficulties. 

Major H. Johansen, of Christiania. who introduced the 
subject of inter-Scandinavian transmission of power, pointed 
.out that according to estimates, Norway possessed a water 
power capacity of 15,000,000 h.p.. which would not only meet 
the requirements of the country itself, but would also permit 
of the export of a considerable amount of energy to neigh- 
bouring countries. By means of tables prepared from his 
own calculations, the author showed that the price of power 
‚ imported into adjoining countries from Norway would be as 
‚ low as 3 ore per kWh, as compared with the present Swedish 
.sale price of about 5 ore per kWh. Direct advantages would 
be derived by Swedish industries through the import of 
power from Norway because the industries were dependent 
lu a great measure upon the imports of coal, which were 
. frequently uncertain. Тһе requirements of Denmark could 
also be met by Norway; Sweden would need all her power 
resources for herself, and would have no surplus to export. 

Mr. B. Borgquist; who dealt with the same question from 
the: Swedish: point of view, expressed the opinion, having 
"regard to the long distance of transmission—750 kilometres 
from Hardangerfjord-Sweden-Copenhagen,. that such a line 
wauld not prove to be remunerative until a considerably 
greater load was obtainable than could be procured at the 
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arise in the future. 


present time. If consideration were also given to the risks 
which were incidental to the starting of new works on 
account of the deflation now in progress, it could be foreseen 
with great probability that transmission from Norway via 
Sweden to Denmark would not be brought about for a long 
period, probably ten years. 

The author submitted that there were no opposing factors 
of practical importance as between Norwegian and Swedish 
interests concerning transmission to Denmark. Some surplus 
power was already being supplied by the Southern Swedish 
Power Co. to Zealand, and it would be possible to deliver 
power to a greater extent if the main line from Trollehattan 
were carried dowm to Skane, but that would have to be 
postponed owing to the present high cost. In, general, the 
power produced in South and Central Sweden was cheaper 
than Norwegian, which would have to bear the cost of 
transmission. ' | | ae P | 

Mr. А. S. Faber, of Copenhagen, discussed the problem 
from the Danish point of view, and said that a transmission 
undertaking in Norway would be self-supporting if the sale 
price of electricity delivered in Denmark could compete with 
that of coal and other fuels. 


THB NATIONAL . PHYSICAL LABORATORY, 


(Concluded from page 67). 


Electricity Department.—Electrical Standards.—Mr. Е. E. 
Smith (now director of scientific research and experiment to 
the Admiralty) is of the opinion that at the present time the 
obm and the ampere, which are the two fundamental electrical 
units, can be realised with as great an accuracy as the inter- 
national ohm (by means of mercury columns) and the inter- 
national ampere (by means of the silver voltameter), and he 
urges therefore that the time is opportune to revert to the 
ideal of 1868 and measure all electrical quantities in C.G.S. 
units. It is now possible to measure resistance, current, and 
voltage with & precision greater than is required by industry, 
and unless all values are stated within the limits of accuracy 
of measurement (nót comparison) difficulties will certainly 
As an instance, it is possible at the present 
time by means of capacities and inductances to measure the 
frequency of a tuning fork, but unless the electrical quantities 
are in C.G.S. measure the frequency does not agree with that 
calculated from a direct measurement of the number of 
vibrations in а given time. ` 2 | 

The Schuster magnetometer is -practically finished, and 
measurements of the horizontal magnetic intensity will be 
made in the near future. To make the instrument an absolute 
one it might be modified so as to include an interior swinging 
coil; in this way the current could be measured. A design 
for a vertical force magnetograph has also been prepared. 

General Electrical Measurements.—Some investigations on 
new magnet steel have been made and valuable results ob- 
teined. A new simple method has been tried for measuring 
effective permeability and energy losses in thin sheet-iron at 
radio frequencies. It consists in making up the thin iron 
rings into an inductance of toroid form with a single layer 
winding. The effective inductanoe and resistance of this 
wound ring ara then measured by insertion in а wavemeter. 
Corrections for effective inductance of the winding without 
iron are small and easily made, and the accuracy of the 
method is within about 1 per cent. for permeability and a 
few per cent. for losses. А duplicate of the apparatus for 
magnetic testing has been installed which will allow magnetic 
research to proceed simultaneously with the test work. 

A new method for measuring the effective inductance of 
four terminal resistances has been investigated which is of 
greater range than those developed by Campbell, but similar 
in principle. By comparison with a standard whose effective 
inductance was calculable, it was found that with a 1 ohm 
resistance the inductance could be determined to the nearest 
0.01 microhenry. : 

A new method of measuring the capacity of condensers in 
terms of mutual inductance and resistance was found suc- 
cessful. It avoids the double kick obtained with the 
Carey-Foster method on the ballistic galvanometer; the 


‘method does, however, involve comparison of two practically 
,equal throws. 'The accuracy is about 5 in 10,000. 


Regarding wireless standards, an accurate comparison of 


1115 standard wavemeter has been made against the Abraham 
. Bloch 


" mulübrator." This apparatus produces a very 
peaky wave by means of three-electrode valves. Every bar- 
monic from the 40th to the 150th can be picked out by tbe 
standard wavemeter. The average agreement over the range 
(2,000-7,500 metres), using a number of different inductances, 


was Í in 10,000, and a report has been made to the Admiralty 


and will be published in detail shortly. - 

A new type of variable air condenser is being constructed 
which, it is hoped, will be an advance on any condenser yet 
made, from the point of view of permanence and accuracy. 
Amber insulation is provided, and the condenser will have з 
range up to 5,000 mmfd. Conjointly a standard self-induct- 
ance coil of 20 millibenries has been designed which will have 
spaced windings to reduce effective resistance and self-capacity. 
The design is such as to ensure constancy also. These two 
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pieces of standard apparatus will increase the range of the 
standard Waveweter to 20.000 metres. | 

A satisfactory method of measuring at radio frequency the 
high resistances used in connection with radio amplifiers 
consists in first shunting the condenser of а tuned wave- 
meter With the unknown resistance. Observation oi the 
maximum current is made, and the high resistance is then 
removed and a іше low-resistance wire is inserted in series 
with the wavemeter and adjusted until the same current 18 
obtained at resonance. Retuning of the condenser may be 
necessary оп account of the capacity of the resistance. When 
equality of current in the two cases is obtained S=L/CR, 
where S=high resistance; L-inductance of wavemeter coil; 
C=capacity of мауешеіег condenser; K=added equivalent 
series resistance, and the accuracy of the method is probably 
Within a few per cent. | 

Apparatus has been installed for the investigation of the 
characteristics of thermionic valves, and mercury con- 
densation pumps for the exhausting of the valves in- 
dicated Vacuum pressures of one or two hundredths of 
a bar (1 bar C. 000% mm. of mercury). The gauges 
available, however, do not allow of accurate measure- 
ments being made at such a pressure, and an associated 
investigation is ш progress into other methods of measuring 
extremely low pressures. Valves of the standard types are 
being carefully measured for characteristics, when filled with 
various gases at different internal pressures. A research is 
also in progress into the use of silica in place of glass for the 
envelope aud internal mounting of thermionic valves. The 
&lica bulb will enable it to be raised to a much bigher tem- 
perature during exhaustion, thus facilitating the elimination 
of occuluded gases and the obtaining of a higher and more 
permanent vacuum. 

Electrotechnics. Since Ше a.c. work of а routine character 
has been very large, little opportunity has been available for 
special research work. Much of the work, however, is of a 
rewarch nature. The number of instruments used for accept- 
ance tests of steam turbo-generators continues to increase 
steadily, and the capacity of the plant for generating the 
alternating currents and voltages required has been outstripped 
by the progress of modern electrical engineering. "Taking the 
work on tests of instruments used on steam economy trials 
of turbo-generators alone, these are now being carried out at 
a rate of about 100,000 kW a year, while similar tests for 
other than steam trials amount to practically the same figure. 

lhere has been little opportunity to inake а serious be- 

ginning on the research on the design of instrument trans- 
formers. Mr. Spilsbury has devised a new method of carrying 
out measurements of this nature, by which much higher accu- 
racy in the measurement of small-phase angles, and ot the 
departure of current transformers from the nominal ratio of 
primary to secondary current, can be obtained. The method 
IS to use a high-ratio transformer to magnify the departure 
from perfection, using an electrostatic watumeter as the 
indicating instrument. Incidentally the method has demon- 
strated how important stray magnetic fields are when large 
currents are used. When placed several feet away trom 
euch currents the high-ratio transformer may give quite an 
appreciable voltage in the secondary without the primary 
arcuit being in use. For tests of this nature the transformer 
ls turned round until the effect disappears. А lengthy series 
of tests by this method on a special current transformer of 
the hizhest quality showed incidentally that the small residual 
inductances of the standard tubular water-cooled resistances 
corresponded very closely with the calculated values. Work of 
this nature gives added importance to the reduction of the 
inductance of resistances for very large currents to the lowest 
practicable value. 
In furtherance of the advancement of British electrical 
instruments, especially in foreign countries, the British lec- 
ril and Allied Manufacturers’ Association issued a joint 
publication, descriptive of the capabilities of apparatus made 
by Из Members, which was compiled by Dr. Rayner in order 
to give it the advantage of the experience and impartiality 
which might be obtained from its association with the 
Laboratory. 

The experience of the staff has been much in request in 
relation to the work of the British Engineering Standards 
Association and the Electrical Research Association, and most 
of this work has fallen to Dr. Ravner. The work has included 
the drafting of specifications for several varieties of switchgear, 
the consideration of nomenclature and symbols, and the wave 
form of a.c. plant, especially from the point of view of avoid- 
ША Interference with telegraph and telephone communication. 
The qualities required of oils to he used in insulating electrical 
Plaut, such as transformers and switches, have been among 
the subjects on which assistance has been given to the Elec- 
trical Research Association. Dr. Ravner has been chairman 
of а committee set up to draft a specification for such oils, 
Which ig practically finished. 

ther committees on which work has begun deal with mica 
and porcelain. A special joint sub-committee to consider 
dielectric losses has been formed, and its present aim is to 
develop standard methods of testing materials at all frequen- 
cies used in the applications of electricity from 25 to 1,000,000 
periods per second. 

Revarding d.e. work, the further programme relating to the 
uried cables research ів being proceeded with, and the in- 
formation obtained at various times with cables of all kinds 


has been used to supply to the Wiring Rules Committee of 
the Institution of Electrical Engineers complete tables of 
permissible currents for concentric and three-core l.p. cables 
used for distribution in buildings. Similar information to 
meet the special requirements of ship's wiring is DOW being 
supplied to the Admiralty. A special investigation has been 
curried out for the British Aluminium Co. regarding the 
contact resistance of clamped and bolted joints in aluminium 
busbars, and also the heating with current of bars and rods 
of various sizes and seclions. Interesting results have been 
obtained, in particular, with regard to the proper conditions 
under which a satisfactory Joint can be made with aluminium, 
and a formula was evolved which allows of the pre-determina- 
tion of the resistance of joints of a given thickness, overlap and 
contact pressure. ‘Tests have also been made with copper 
busbars and some switch contacts. | 

In the photometry section the provision of seub-standards 
for measurements of gastilled lamps is stil urgent, ana the 
most promising line of approach seems to le in the direction 
of a blue glass combination with à vacuum sub-standard. 
Early in the year the Board of ‘Trade set up a committee to 
consider the improvement of the regulations dealing with 
ships’ navigation lights, and a large amount of work has been 
done at the laboratory for the committee. One of the subjects 
has been the spectral transmission of coloured glasses with 
the object of attaining greater uniformity of practice and a 
more satisfactory glass for the starboard light. A design is 
being prepared for a suitable form of lens for the eide and 
masthead lights. | 

Ап extended investigation of the candle-power of existing 
types of miners' lamps has been undertaken at the request of 
the Home Oflice Committee on this subject. 

At the request of the Ministry of Transport, a number of 
motor саг headlights, fitted with various devices for the 
reduction of glare, has been examined at the Laboratory. 
The method adopted has been that of measurement of illu- 
mination distribution along selected lines on a screen placed 
12 ft. from the headlight. 

At the request of the Director of Н.М. Office of: 
Works, the Laboratory has viven assistance with regard to 
certain details of a design got out to suit the special conditions 
of the lighting of one of the galleries of the National Gallery. 
The principal objects of the research were to secure adequate 
illumination on the walls, while avoiding direct sunlight, and 
to diminish as far as possible reflections of objects and people 
in the glass covering the pictures. The arrangement evolved 
for a gallery running E. and W. has a ceiling covering the 
middle third of the room. Direct sunlight is kept otf the 
pictures on the №. wall by a vertical screen placed outside 
over the ceiling. By making this of а suitable size and 
white on the N. side so as to reflect the light from the N. 
part of the sky, the illumination of the N. and 8. walls can 
be rendered equal for practically all conditions of weather. 
lhe scheme avoids direct top light, which illuminates the 
people, and makes the reflections in the glazing of the pictures 
very troublesome. At the same time the sensation of glare 
is much diminished. For а gallery whose length is N. and S. 
а series of transverse screens 1S used to keep direct sunlight 
from falling on the walls. 

The assistance of the Laboratory has also been requested 
by the Otüce of Works in the matter of the artiticial illumina- 
tion of the Ilouses of Parliament and public buildings. І 

The galvanometers, formerly working with Nernst spot 
lamps, have all been refitted with metal-filament gaafilled 
lamps Which work at 10 volts 3 amps. The energy is fur- 
nished from a temporary a.c. supply run round the rooms, 
the step down from 100 to 10 volts being effected by trans- 
formers mude in the department. 

A satisfactory substitute has been found for Nernst galvano- 
meter lamps in the form of lamp used tor the Aldis daylight 
signalling lamp. This is a gastilled bulb of 50-mm. diameter 
containing а double spiral filament capped with an ordinary 
Edison screw cap, and rated at 10 volts and approximately 
24 amperes. The bulb is filled with argon and the lamp is 
intended to burn upright, though there is no reason to suppose 
that 1t will not burn satisfactorily 1n other positions if neces- 
sary. ]ts life at 10 volts exceeds 1,000 hours. With a lens 
of &-in. focus and а galvanometer mirror of 3 metres radius. 
the '"'spot " has a brightness of over 1 foot-candle. If two 
or more of these lamps are used in series for economy of 
current, it is necessary to select them carefully, as these 
lamps vary considerably in current rating at the same voltage. 

Meterology Department.—An investigation into the dimen- 
sions of Edison threads for lamp holders and caps has been 
undertaken for the British Engineering Standards Association. 
The object of the research is to find an international system of 
dimensions for lamp holders and caps of Goliath and ordinary 
sizes which can be adopted with reasonable degree of inter- 
changeability between parts made to the new dimensions and 
those made to the existing American and Verband Deutscher 
Elektrotechniker svstems. 

Two “ quiet” electro-magnetic clock units, for silent and 
balanced step-by-step driving or synchronising mechaniem 
were examined and reported upon for the patentee, Capt. 
Craig. of Haslemere. This is а very ingenious arrangement, 
silent in action, and applicable for every second, or any agreed 
number of seconds. The question of the provision of a more 
satisfactory type of electric contact on the standard clock, 
to replace the mercurial one hitherto used, has been under 
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consideration for some time, and the form finally decided upon 
has been in use for several months with satisfactory results. 
It consists of а phosphor-bronze wire bent in a sami-circle and 
attached to the Invar pendulum rod, to the two horns of 
which a strip of platinum foil is fixed in tension. The system 
is pivoted, and moves in a vertical plane, the amount of dro 

being controlled by a detent. Below it a * gold” watc 

balance-wheel is fixed on a small adjustable carriage. As the 
platinum strip is carried to and fro by the pendulum it 
brushes over a small segment of the balance wheel, thus 
making & contact, the duration and intensity of which can 
be closely adjusted. 

A '' wireless receiving and recording apparatus has been 
fitted up in the clock room, and will be a valuable additional 
Де] in determining the daily rates of the reference standard 
clocks. 


pte TN EERE 


CORRESPONDENCE. 


Letters recewed by us after 6 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
wnlese we have the writer's name and address in our possession, 


E.L.M.A. and Retrospective Lamp Rebates. 


Ever since the Osram lamp was put on the market I have 
been a wholessle lamp factor to the trade, and although in 
& comparatively small way, my turnover for each of the last 
two years has been £6,000, entitling me to a rebate of 36 
per cent. 

To-day I notice that one of my user customers is graded 
for the ensuing year at 34 per cent., his previous grading 
being 28 per cent., and his purchases from me last year £1,800 
net. 

I have no grievance in so far as the new grading is con- 
cerned. It is, however, concerning the system of allowing 
retrospective rebates that I complain, because in the case 
referred to, & credit will have to be sent for the difference 
between 98 per cent. and 32 per cent. on last year's turnover 
of £1,800, which at 4 per cent. on the gross price of the lamps 
wil mean exactly £100. 

The same thing arises every year, but it seems unfair that 
a trader should be called upon to give back, as in this case. 
what represents nearly the whole of the profits made during 
the period referred to. 

Perhaps the E.L.M.A. will recognise the hardship this 
causes, and perhaps also ib may see its way to remedy this 

jevance, because in such cases a trader scarcely knows how 

e stands at the end of his financial year. nor can he possibly 
know what his annual net profits may be so long as this 
system of retrospective rebates is allowed to prevail. 


Paratus. 
July 5th, 1921. 


Short-range Sea Horizons for Cable Ships. 


During a recent voyage of the Telegraph Construction and 
. Maintenance Co.'s cable ship Colonia, I carried out some very 
successful experiments with short-range sea horizons which 
I venture to think will be of interest. | 

In these experiments I was very ably assisted by the navigat- 
ing officers. ` 

It is well known that at night the horizon. except under 
very exceptional circumstances, cannot be used for obtaining 
positions, but by using a calcium light as a short-range sea 
horizon at a known distance. and manceuvring the ship so 
as to get the required star vertically over this light. the altitude 
can be obtained. This operation reneated with two or more 
stars will give a very acurate positicon. In doing this it is 
best to use port helm, so that the calcium light comes in the 
clear glass of the sextant before being under the vertical direc- 
tion of the star. Likewise, in the daytime accurate results can 
be obtained by a calcium light or a cask with a required 
interval between observations. 

Although similar observations have heen attempted before 
in daylight. the subject does not seem to have been taken up 
with regard to obtaining positions at night. Owing to the 
uncertainty of the ordinary sea horizon, the above method 
shonld overcome many difficulties. 

When the sky is covered with cloud. which is frequently the 
case, it is impossible to obtain a star nosition at n.m. twilight. 
but the stars often show through a few hours later, and as 
by that time. the sea horizon has become invisible. excepting 
perhaps during a favourable moon. observation is still im- 
possible. If bv my suggested method a short-range sea horizon 
is arranged, then, at anv time during the night, observations 
can be taken and position defined, provided that known stars 
are visible. 

I am, therefore, inclined to think that with regard to cable- 
laying and repairing ships, this method may be of considerable 
Imvortance. 

І am hoping in the near future to have constructed я pro- 
jectile flare to be thrown from a suitable gun to a known 
distance in any direction, so that at times when the sea 
horizon cannot be depended upon, or at night time. accurate 


positions can be got without actually stopping the ship or 
altering course, provided the weather is moderately fine. 

My experiments were facilitated by a dip table which has 
been recently published by Mr. Percy H. L. Davis, late of the 
Nautical Almanac Oftice, for the purpose of the correction of 
altitudes at given distances in yards for use with short-range 
found sea horizons. 1 understand that this table will be in- 
cluded in Inman’s Nautical Tables. 

Victor Campos, 
Master, Cable Skip Colonia.“ 
June 24th, 1921. 


A Mysterious Occurrence. 


On a small mixed lighting and power plant, 220 volts d.c., 
two 220-volt lamps of 16 c.p. with carbon filaments, wired in 
series, with the middle point earthed, are used for earth 
detection. 

Quite frequently one or the other of the lamps bursts with 
a loud report, and the fuse in circuit with the lamps blows. 

On replacing with new lamp and fuse, both lamps give half 
light as normal. 

The question which puzzles me is why the lamp should 
burst, as at most it only gets 220 volts and js a 220-volt lamp. 


A. Н. 
July 5th, 1921. 


Armature Core Bands. 


With reference to '' Armature's " letter on armature core, 
bands, it is not stated whether he sweated up the bandings 
with clips of tinned copper, the solder being run in all round 
{һе wires on each band. 

If not, I am confident that this will prove satisfactory pro- 
vided the armature is balanced for absolutely steady running, 
which is very essential with high-speed machines. 

With regard to the copper clips, there should be from four 
to six clips for each band on armatures up to half a metre 
diameter. and on larger armatures one clip tor about every 


25 c.m. of periphery. 
G. E. W. 
July 4th, 1921. 


Abnormal Meter Records. 


We have noted with great interest the letter from your corre- 
spondent, Mr. R. Forrest Preston. MANN 

The explanation is not difficult to see, but we think it might 
be interesting to your readers if a little competition were 
established. We are prepared to give a small prize to the 
sender of the first solution received. 

We hope you will be good enough to insert this letter, be- 
cause otherwise the publication of the letter as it stands 18 
caleulated to damage the reputation of the Ferranti meter. 


Ferranti Limited, 
К. Н. SCHOFIELD, 
Sales Manager. 


Hollin wood. 
July llth, 1921. 


Sawdust as Fuel. 


The sawdust and wood-refuse burning plant to which you 
refer in your editorial reply to Mr. Schneidau, as carried out 
under my instructions, 1s part of the plant of a large saw 
and wood conversion mill in England, operated by steam 
power, the steam being provided by burning the wood refuse. 

I employed a modified method in two other saw mills, one 
in England and one in Burmah. If Mr. Schneidau will eay 
how much sawdust he has to dispose of per day or week, and 
whether it is available as in the case of а saw-mill producing 
it by machinery operated by steam power, it might be possible 
to suggest a suitable means of utilising it. 

W. Worby Beaumont. 


London. 
July llth, 1921. 


Charges for Service Mains. 


With regard to '' Disgusted's ” letter in your issue of July 
8th, respecting charges for service mains, this is only one 
the many annoyances we wiring contractors have to put up 
with. The reason of the charge is the high cost of material, 
&c., at present, and the idea that if our clients can afford to 
have an electrical installation carried out in these times they 
can afford the extra expense. I. personally, have lost a good 
many contracts through these charges. "m 

It has been said many times that the use of electricity 18 
in its infancy, and according to the present rate of progress 
of electrical distribution in this part of the country it will be 
another century before we get going at all. The well-to-do 
classes recognise electric lighting, &c., as a necessity, while 
the working classes, who would be most benefited by it, regard 


it as a luxury because it is not available. There is more 


revenue waiting for the supply companies in 100 feet of front- 
age of working-class property than they will get from & 
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frontage of higher-class property, as the average frontage is 
15 feet, two or more families live in one house, rooms are 
dark. and washing is done at home. The working-class people 
are the same people who have built up the big multiple-shop 
concerns, and will do the same for the electricity supply under- 
taking which will tackle the problem in the right way and 
cater for them. Of course, there are difficulties in the way. 
and we cannot think that the gas companies had roses from 
the start. А 

The electrical industry in this country seems to be fast asleep, 
from which it can be assumed that it pays large interests to 
let 1t sleep. 

en are waged over systems of distribution, methods 
of interior wiring, pressures of supply, whether a. c. or d. c., 
and, if a. c., phase and periodicity. No attempt is made to 
grade classes of interior wiring, or the workmen either, or to 
standardise accessories or other fittings. We allow other trades 
to retail electrical goods, while we fail to get the goods of 
other trades allied to our own at trade terms. 

We also allow the newest part of the electrical industry, 
wireless telegraphy and telephony, to pass into the hands of 
the Government and its progress to be retarded for years. 

In the electrical world there does not seem to be any team 
work, and it is time we woke up and started business. I 
have various suggestions to offer to help achieve this. which 
your readers wil no doubt be able to improve on. 

J. A. G. 

London, N.W. 

July 11th, 1991. 


LEGAL. 


WESTON ELECTRIC LAMP Co. v. STREET. 


Ат the Shoreditch County Court on Friday, before Judge 
Cluer, the Weston Electric Lamp Co., of 1-3, Sun Street, Fins- 
bury, E.C., sued Mr. Street, of 128, Hill Street, Peckham, 
dealer in electrical lamps and fittings, for £5 3s. 6d., for goods 
supplied. Mr. Cripwell appeared on behalf of the plaintiffs. 
The delivery was proved to Alfred Street, and the man who 
had been served with the summons said he was that individual. 
He admitted the signature, but said the goods had nothing 
to do with him, but were for his son's business. His son 
was aged 22 years. and dealt in electrical goods, using the 
front window of his (defendant's) shop to show them off. 
Defendant was a hairdresser, and always had been, and he 
knew nothing about electric lamps and bulbs. 

Judge CLUER: I see the customer's signature to the order 
is B. Street.“ 

Defendant: That is my son. 
understand the goods. 

Mr. CRIPWELL: But you have served customers with them. 

DEFENDANT: I might have done if my son was away. 

In further answers defendant said he did not know exactly 
Where his son lived, but he used the Peckham address. He 
was sometimes away for months. Certainly he was at home 
on Sunday, but he did not know where he lived. 

Judge CLUER : That is the answer of a hairdresser, and not 
an honest man. He might just as well say he does not know 
Where a twenty-month-old baby lives because it is out in 
the pram. (Laughter.) 

Continuing, the defendant said that so far as be was con- 
cerned, he had nothing to do with the goods, and none of 
them had been used in his business. 

Judge Сисен said it was evident they had got hold of the 
"rong man, so the summons would have to be dismissed 
against this defendant, with costs, and it would have to be 
re-served on the son. 

The father prömised to do his best to get the son's address. 


I am a hairdresser, and don't 


Rio Tinto Co., Lrp., v. Brown, Boveri & Co. 


As briefly reported in our last issue, in the Commercial Court 
of the King's Bench Division on July 5th, Mr. Justice Bail- 
hache began the hearing of an important action for damages 
for alleged breach of contract brought by plaintiff company 
against defendants, the action relating to the construction of 
an electric railway in Spain by the defendant company for the 
plaintiffs. 

Sir John Simon, K.C., Мг. R. A. Wright. K.C., and Mr. F. 
Baber appeared for the plaintiffs. Mr. Douglas Hogg, K.C., 
Mr. Eustace Hills, K.C., and Mr. W. A. Jowitt represented 
the defendants, 

Sir Joux Siuox, in opening the case, said the defendants 
carried on business at Baden, Switzerland. The subject 
matter of the contract between the parties was the supply. 
erection and handing over in full working order of all the 
material and plant needed for working the traffic on a railway 
which the Rio Tinto Со. had between their mines at Rio Tinto, 
in the South of Spain, and the port of Huelva, about 50 miles. 
This railway was extensively used both for mineral traffic and 
certain kinds of passenger traffic, and it had hitherto been 
worked by steam. 

he question in the case was primarily whether, as the 
plaintiffs alleged, the contract 00 and had been 


repudiated by the defendants. The defendants, on their side, 
said that first of all the people who repudiated were not them- 
selves but the plaintiffs. Then they set up tne further defence 
that the contract had in the circumstances become frustrated 
by eupervening illegality. They suggested illegality by Swiss 
law, inasmuch as they said that the Swiss law or the opera- 
tion of the law prohibited the export of machinery and plant 
of this kind, to which the short answer was that it only did 
so subject to provisions for licences, and as а matter of fact 
there was abundant export by this company of this particular 
plant. Secondly, the defendants suggested supervenin 
illegality by English law, viz., the illegality of the plain 
company paying anything to the Swiss company if the 
latter was getting any of its supplies from Germany or 
Austria—to which the answer was that a very small 
portion of the whole would come under this stipulation, and- 
in any event, the Rio Tinto Co. was in a position to get the 
necessary licence supposing that the defendants had been in a 
position to fulfil their obligations. The Rio Tinto Co. was a 
company which played an extremely important part in con- 
nection with the munitions output in the war, and had been 
in the closest relations with our own fighting departments, 
and the authorities here were very anxious to facilitate in 
every possible way the output of the Rio Tinto Co., for it was 
by that company's output that the sulphuric acid for the 
manufacture of high explosives was produced in the necessary 
quantities. 

There was а further defence suggesting that the contract 
was jn some way put an end to by force majeure, to which the 
answer was that there was not a force majeure clause in the 
contract. As a last resource, the defendants brought in a 
reference to the Courts Emergency Powers Act for relief. 

The contract was dated July 3rd, 1914. There were two 
turbo generators, and they were in fact manufactured. What 
was rather surprising was that having manufactured them 
the defendants disposed of them to other purchasers in prefer- 
ence to Ше plaintiffs. There was equipment for six sub- 
stations, each containing two transformers. There were to be 
two complete three-phase transmission lines, complete over- 
head trolley line equipment, and 13 electric locomotives, and 
these things were to be supplied and erected in full workin 
order so that the plaintiffs would have a properly equip 4 
electric railway. There were certain things that the Rio 
Tinto were to do, such as to erect the buildings necessary to 
contain the electrical plant. These things they had done, and 
spent some 420.000 in making preparations to receive this 
plant. 

The defendants in Switzerland had made nearly all the 
plant. They bad performed their part of the contract as far 
a8 the construction of these things was concerned, but instead 
of supplying them and putting them up in Spain, they bad 
sold them to other people. The contract price for the work 
was £153,000 sterling, which was to include delivery alongside 
the plaintiff company's pier and the complete erection. The 
contractors undertook completely to deliver up the whole plant 
so that it was ready for working within 18 months of the date 
of the contract. That would carry them to the early part of 
1916. There was a penalty clause of £400 penalty a week. 
Also there was to be attached to the contract a list of firms 
to whom the contractors might sublet part of the work, but 
they were not to sublet to other firms without the consent of 
the company. The only reference to force majeure began by 
saying the contractor took the risk of executing the contract, 
and said it was understood the contractor should not be liable 
for any damages due to force majeure. Also, the contractors 
appointed Brown, Boveri & Co., of Caxton House, Westmin- 
ster, as their agents. 

For some time, counsel went on, the defendants treated this 
contract as a thing they were dealing with and pursuing, but 
the scene changed in the early part of 1916, when they found 
themselves overwhelmed with orders from other quarters. It 
was nof true that the plaintiffs repudiated the contract, or 
that the contract had collapsed or been brought to an end by 
the circumstances of the war. The truth was that down to 
1916 the parties were treating themselves as contractually 
bound to one another. Then it suited the defendants to treat 
the plaintiffs as people with whom they had no contract, and 
they rapidly assumed that position. 

His LORDSHIP: When do you вау the contract was com- 
pletely broken? 

CounseL replied that defendants put it on record that they 
treated the contract as completely broken by letters in 1919. 
But in 1916 they were taking up the position that they were 
only prepared to deal with this contract upon the basis that 
thev were given new terms and new prices. 

Evidence was then given. 

Mr. Ноас. for the defence, submitted that there was по 
case for him to answer. First of all, this was а pre-war con- 
tract. Secondly, it was a contract which by its terms contem- 
plated that some of the work would be sub-contracted, and 
of course it was manifest that some of the work would be con- 
tracted with Germany and Austria. Thirdly, when the defen- 
dants told the plaintiffs in terms that the contractors whom 
the former proposed to employ included not only a very large 
number of Germans. but with regard to some items, nothing 
hut them. the plaintiffs replied that the defendants were per- 
fectly at liberty to do it. So that from that date they had an 
express agreement that defendants might supply German ma- 
terial. At the end of 1915 the plaintiffs said in terms, We 
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will not pay you for goods of enemy origin.” The position 

then was this: having a contract under which by its terms the 
defendants were entitled to supply German goods, and being a 
neutral country they were, of course, at liberty to get German 
goods, the plaintifls said. If you supply goods which under 
the contract you are entitled to supply and we are bound to 
accept, we shall not pay for them." That was as clear a 
repudiation of the contract as one could have. It mignt be 
that the plaintiffs could not have paid for them without com- 
mitting a breach of the law over here. He rather gathered 
from the plaintiffs' evidence that that answer was not open 
to them, because they could have got à licence if they had 
tried, but whether they could or could not, they told the 
defendants in December, ‘‘ We cannot and will not perform 
any part of the contract if you deliver goods which under the 
contract we know you intend to deliver and are entitled to 
deliver." The defendants, further, were saying quite plainly 
in 1916 that inasmuch as both sides could not perform the 
contract according to its terms, it would have to modified. 
It was clear that by the end of 1916 both parties had acquiesced 
in the position that although the defendants still wanted to 
do the work when it became possible and the plaintiffs also 
wanted it to be done, the terms upon which it was to be done 
were to be a matter of negotiation between them, and these 
terms had never been arranged. 'The contract was ended at 
the latest by the end of 1916. 

When the hearing was resumed on July 6th, Mr. Hoca 
stated that since the adjournment the parties had been dis- 
cussing the matter, and he thought they had arrived at a 
settlement. Ніз clients, however, were a Swiss company, and 
they had to get confirmation from Baden. They therefore 
wished the case to stand over until Friday, when it was hoped 
there would be an end of the case. 

His LORDSHI agreed. 


HASTINGS CORPORATION AND THE TRAMWAYS Co. 
THE ARBITRATOR'S AWARD. 


Mr. WILLIAM WEEKS SZLUMPER, barrister-at-law, and a member 
of the Institution of Civil Engineers, as arbitrator, has issued 
his award in the case of the Hastings Corporation and the 
Hastings Tramways Co. It concerned a point of controversy 
in the matter of the relighting on the line of tramways on the 
Front, which the Tramways Co. has to undertake under its 
Act of last year. The arbitration recently took place at the 
Surveyors’ Institution, Westminster, as reported in our 
columns. 

The ARBITRATOR states his award in the form of a special 
case, and explains that he has done so at the request of the 
Tramways Co. He proceeds to state that the facts were 
proved before him as follows: The current required for the 
lamps upon the existing electric standards of the Corporation 
along the route of Tramway No. 1 referred to in Sub-section 3 
of Section 6 of the Hastings Tramwavs Act, 1920. was conveved 
by means of a cable belonging to the Corporation laid in the 
roadwav. The substituted electric lamps necessitated either a 
new cable or an addition to the existing one. It was con- 
tended on the part of the Corporation that the proper legal 
construction of the said Sub-section 3 provided that the com- 
pany should at its own expense either lay a new cable or 
by addition to the existing one render it capable of satisfactorily 
conveying current to the substituted electric lamps. It was 
contended on the part of the company that the word “ cable " 
in Sub-section 3 referred onlv to a part of the connection 
between the substituted electric lamps and the said cable of 
the Corporation, and that the provisions of Sub-section 3 did 
not place upon the company the obligation to lay any cable 
other than that necessary for connection between the sub- 
stituted electric lamps and the cable conveving current along 
the route of Tramwav No. 1. The Arbitrator states his decision 
in the following terms: ‘‘I award and determine. subject to 
the opinion of the Court. that having regard to the fact that 
either a new cable laid along the route of Tramwav No. 1 or 
a sufficient addition to the existing cable is necessary in соп- 
nection with the substituted lichting, the provisions of Snb- 
section 3 of Section 6 of the Hastings Tramways Act. 1990, 
nlace unon the company an obligation at their own expense 
to provide and lav such a cable or such an addition to the 
existing cable. and T direct (subject to my directions herein- 
after made) that the company do рау to the Corporation its 
cost of the reference to be taxed. and that the company do 
nav costs of this mv award which I have taxed or settled at 


the sum of £44 15s. 6d." 


PRESTON ErrcrRICITY UNDERTAKING. 


Accorpina to the Manchester Guardian on July 3rd, the 
National Electrie Supply Co.. Itd.. of Preston. applied to 
Vice-Chancellor R. B. Tawrence, K.C., at the Chancery Court 
in Manchester. for sanction to he given to a scheme of arrance- 
ment with regard to the hasis unon which the distribution 
of the profits and of the assets in ^ winding-nn should proceed 
as between the various classes of shareholders. 

Mr. Е. J. Kerr (who appeared for the applicants) said the 
соттапу was incornorated in 1889 with the object of carrying 
ют the business of electrice lighting and of producing and 
supplying electricity. The issued capital was now 16,545 pre- 


ference shares of £5 each, 10,850 ordinary shares of £3 19s. 6d. 
each, and 100 founders’ shares of £3 12s. 6d. each, all fully 
paid. For the year ending December 31st, 1920, the gross 
profit was £20,062, and the assets shown by the balance sheet 
amounted to £259,972, against which were liabilities to trade 
creditors (£41,497) and sums borrowed from time to time on 
loan (£39,738). By a provisional agreement duted March 30th, 
1921, the Preston Corporation agreed to buy the undertaking 
upon terms which, Mr. Kerr said, would work out at a total 
of £200,000; 461.000 would be paid by the Corporation in cash 
and the remaining 4205, 000 would be satisfied by the issue 
of mortgages secured on the borough rates. At present the 
agreement was only conditional. Doubts had arisen as to the 
rights of the various classes of shareholders with regard to the 
return of capital and participation in surplus assets in the 
event of a winding up, but a scheme had been approved at 
the meetings of the shareholders, and his Honour was now 
asked to give his sanction. 

It was stated that a provision for payment of a fixed sum 
as compensation to the directors had been disclosed to the 
shareholders. The Vice-Chancellor said the payment was quite 
regular, but the Registrar must be satisfied that it had been 
disclosed to the shareholders. Subject to the filing of an 
affidavit on that point he sanctioned the scheme. 

> 


THE BASTIAN ELECTRIC Co., LTD. 
PETITION DISMISSED. 


THE petition of W. F. N. May and Another for an order for 
the compulsory liquidation of the above company was disposed 
of by Mr. Justice P. O. Lawrence in the Companies' Winding- 
up Court on Tuesday. 

Mr. DiGuHToN PoLLock, for the petitioners, said that last 
week they were paid £25, and they had now been paid out, 
and he asked for the petition to be dismissed. 

Counsel for the company said it had been agreed that there 
would be no infringement of their patents, and that the peti- 
tioners would hand over certain management shares. 

His LoRDsHiP dismissed the petition upon payment of the 
petitioners’ costs. 


MARCONI’S WIRELESS TELEGRAPH Co., Lrp., v. A. W. GAMAGE, 
Lrp. ZEE 


Mr. JusTicE EvE, in the Chancery Division on July 12th, heard 
a motion for judgment in this case. | 
Mr. J. WHITEHEAD, who moved on behalf of the plaintiff 
company, sald that this was a patent action, and the infringe- 
ment alleged was in respect of the sale and offer for sale of a 
E wireless receiving set known as the '' Polaris Receiving 
et. | 
The motion was by consent, Mr. Eric Bousfield appearing for 
the defendants. | 
The terms provided for an injunction restraining infringe- 
ment as set out in the settlement of claim, £150 agreed dam- 
ages, and the destruction of infringing apparatus by dismant- 
ling and breaking up into their constituent parts. : 


Calumet Power Station of the Commonwealth Edison Co. 
—The new power station at Calumet, which is designed to 
contain generators of 180,000 kW, will include the latest de- 
vices for economising energy. The boilers are of the Babcock 
& Wilcox type, built for a pressure of 350 lb. per sq. in., and 
a superheat of 250 deg. Fah., the temperature of the steam 
being 685 deg. Fah. Each boiler will be capable of evaporat- 
ing 150.000 lb. of water per hour. Chain-grate stokers and 
forced draught will be used. The boiler tubes are 20 ft. long 
and four inches in diameter, and the total heating surface 18 
15,089 sq. ft., the superheating surface adding 4,000 sq. ft. 
The grate surface is 376 sq. ft., and the volume of the furnace 
6,700 cu. ft., the head-room beneath the tubes being 20 ft. 
Induced-draught fans will be provided, and the steel chimneys 
will have a height of 167 ft. The economisers will have stee 
tubes and steel headers. of a total heating surface of 9,600 sq. 
ft. per boiler. The boiler efficiency is expected to be 74 or 
15 per cent., to which the economiser will add 7 or 8 per cent. 
The temperature of the feedwater will be raised to 175 deg. 
Fah. before entering the economiser, to prevent condensation, 
with steam derived from the later stages of the turbines. Air 
heaters may be provided, reducing the temperature of the flue 
gases from 350 to 250 deg. and heating the air to 200 deg. Fab.. 
but the probability of serious corrosion through condensation 
renders the use of air heaters doubtful, the coal containing 
nearly 5 per cent. of sulphur. Two generating sets are being 
installed, one having a General Electric 7-stage impulse turbine 
with maximum economy at 1 load, and the other having 2 
Westinghouse tandem compound turbine. Eventually the 
station will contain six sets of 30,000 k'W at 85 per cent. power 


.factor, 12,000 volts, 1.200 r.p.m. The condensers will have a 


surface of 59.000 sq. ft., and provision will be made for clean- 
ing them whilst in operation. There will be four boilers to 
each generating set, and the boiler-room occupies two-thirds 
the total building area. Fuel costs will be about 86 per cent. 
of the total operating costs. It із expected that the kWh will 
be generated with an expenditure of 19,000 B.th.u. 
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BUSINESS NOTES. 


Bankruptcy Proceedings.— Ке CHARLES AuGUaTUS CAR- 
PENTRR, electrical engineer, Mason's A venue, Baaing hall Street, E.C.— 
Creditors under this failure met on July llth, before Mr. W. P. 
Bowyer, senior Official Receiver at the London Bankruptoy Court. 
The chairman reported that the debtor had stated that he com- 
тепсей business in June, 1917, with stock £100 and cash £50. 
Previous to that he was partner with Mr. W. В. Fardon, a con- 
tracting electrician, and their business was converted into Fardon 
and Carpenter, Ltd., which went into voluntary liquidation in 
1914, the debtor being appointed receiver for the debenture-holder. 
He next started to make electrical apparatus, and in 1916 he was 
joined in partnership with Mr. О, Brink, but that partnership was 
dissolved shortly afterwards, Mr. Brink remaining in posseasion of 
the business in consideration of the £200 capital which he had 
introduced. The debtor next became managing director of C. A. 


Carpenter, Ltd., which was formed to exploit a patent burglar and . 


fire alarm of his own invention. Twelve months later he resigned 
that office, and started business on his own account as С, A. Car- 
penter ; the company of that name having changed to Alexander 
Bruce, Ltd. Early in 1919 the debtor waa joined by two partners, 
and in March, 1921, the assets of that business were sold to C. A. 

ter, Ltd., a private company, the debtor receiving 800 fally- 

id £1 shares and being appointed managing director, which 
position he still held. No accounts had been lodged ; the debtor 
estimated his liabilities at £1,200; he had no assets, and he 
attributed his failure to losses in trading, difficulties with labour, 
lack of capital, two serious illnesses, the trade slump since 
December last, and the withdrawal of banking facilities. In the 
absence of any offer, the case was left to the Official Receiver to be 
wound up in bankruptcy. 

Re JOHN HENBY ToMs, electrical engineer, 16, Cecil Road, 
Muswell Hill, trading at 13, Gray's Inn Road, W.C., under the style 
of J. H. Toms & Co.—The meeting of creditors in this case 

‚жм held on July 11th before Mr. Walter Boyle, Official Receiver, 
st the London Bankruptcy Court, when accounts were presented, 
showing total liabilities £1,985 (unsecured £1,693), and net assets 
valued at £193, The chairman reported that it appeared from the 
debtor's statements that in June, 1918, he commenced business as 
above, but he had no partner; his capital of £75 was raised оп a 
bill of sale for £100 over his household furniture, but that amount 
proved insufficient, and he had recourse to professional money- 
lenders, During the first 12 months, the trading did fairly well, 
and he reduced the amount on the bill of sale, but after the 
Armistice it dropped away, and requiring further capital, he 
renewed the bill of sale twice, eventually paying it off out of aloan 
of £500, the balance of the loan being used in discharging personal 
debts, The business was brought to a standatill by the action of 
ereditors, who levied execution at the Gray's Inn Road premises. 
The failure was attributed to want of capital and heavy interest 
charges. Mr. Н. J. de Coursey Moore, chartered accountant, 2, 
Gresham Buildings, E.O., was elected trustee to wind up the estate 
in bankruptcy. 

К. Н. KERR & Co, electrical accessories manufacturers, Barr 
Hill Works, Dalbeattie.—At the meeting of creditors on July 5th, 
Mr. W. B. Galbraith gave an account of his investigations. A 
trading and profit and loss account from June lst, 1919, to June 
30th, 1921, was submitted, the loss on trading during the period 
being £810. The liabilities were £1,876, and the net assets £1,066. 
After discussion, the meeting resolved, with two dissentienta, to 
recommend the acceptance of a cash composition of 10s. in the 4, 
and the debtors were allowed 10 days in which to obtain the neoes- 
sary financial assistance to pay the composition. A committee was 
appointed to advise with Mr, Galbraith. 

WOLLMAN, H. M., electrical factor, lately carrying on business 
at 9, Greasbro Road, Parkgate, near Rotherham.—Petition granted 
at Sheffield, on debtor's own petition, on July 5th. First meeting, 
Jaly 19th ; public examination, August 4th ; both at Sheffield. 

Оле, B. T., electrical engineer, trading at Erick Street, New- 
castle-on-Tyne.—Trustee, Mr. Brittain, 15, Pilgrim Street, New- 
castle-on-Tyne. 

НЕРНЕВ, J. (trading as the Oroft Electric Cabinet and Joinery 
Works), Spital Tongues, Newcaatle-on-Tyne.—Trustee, J. A. Gardner, 
24, Grey Street, Newoastle-on-Tyne. 

SUTCLIFFE, G., Abertillery, electrical engineer.—Order made оп 
May 25th, suspending discharge for two years. 


‚ Catalogues and Lists. — BRITISH INSULATED AND 
Негавү CABLES, LTD., Presoot, Lancs.—Publication P 167. Ар 
illustrated catalogue of paper-insulated cables of many types— 
single, twin, concentric, &c—and of all sizes. Each type is illus- 
trated, and full details of conductors, dielectrics, &c., are given. 

Messrs, OooksoN & Co., 25, New Oxford Street, W.C.—A 
leaflet giving prices, particulars, and illustrations of various 

accumulator accessories, such as hydrometers, india-rubber corks, 
voltmeters, &c. 

THE WAHTrwORTRH ELECTRIC Lamp Co., LTD., 195, North End 
Road, West Kensington, W. 14.—A priced, illustrated leaflet show- 
ing various types of opal glass bow! fittings. 

_ THE VAUGHAN CRANE Co, LTD., Openshaw, Manchester.— 
A booklet (No. 8) of reproduced photographs of a number Of 
агы crane and hoist installations and views of the company's 

Orgs, 

Mrseng, CLAYTON & SHUTTLEWORTH, LTD., Stamp End Works, 
Lincoln.—Publication No. 320. А well-illustrated descriptive 
oatalogne of Clayton valveless crude oil engines of various sizes, 
many suitable for driving generators for farm work. z 


Messrs. SALTERNS, LTD., Salterns Works, Parkstone.—A cata- 
logue dealing with the development of water power, illustrating 
and describing several types of turbines and Pelton wheels. | 

Mr. Н. C. SLINGSBY, 142-146, Old Street, E.C. 1.—Publication 
No. 170, giving numerous illustrations and specifications of electric 
industrial trucks, tractors, &c. 

Z ELECTRIC LAMP AND SUPPLIES Co., LTD., 73, Newman Street, 
W. 1.—A priced and illustrated booklet, advertising the Elec- 
trolux electric suction cleaner. à 

W. В. PATENTS, LTD., 8, Old Jewry, Е.С. 2.—A folding card, 
п нан the W.R.” CO, indicator with application card for 

et. | 

IGRANIC ELECTRIC Co, LTD., 147, Queen Victoria Street, E.C. 4, 
—An illustrated folder, dealing with various descriptions of coils 
for electrical purposes, embodying an order postcard. 

THE GENERAL ELECTRIC Co., LTD. Magnet House, Kingsway, 
W.C. 2.—Leaflet O.S. 2,538. An illustrated and priced pamphlet, 
advertising & case for spare automobile lamps. 

Messrs. MELDRUMS, LTD., Timperley, near Manchester.—A 
priced and illustrated pamphlet, giving full particulars of the con- 
struction and use of the Sack portable steam-disinfector. 

Messrs, F. J. SHENTON & Co., LTD., 68 and 69, Shoe Lane, 
Е.С. 4.—A price-list of silk-covered copper wire. N 

Messrs. ARCHIBALD J. WRIGHT, LTD., 395, City Road, E. C. 
—Two illustrated price-lists of electrical goods, including am: 
instruments, accumulators, pocket lamps, magnetos, &o. 

THE GENERAL ELECTRIC Co, Lrp., Magnet House, Kingsway, 
W.C.2.—Pamphlet S 2,352. An illustrated and priced publication 
dealing with “Fairyland” strip, which consists of lighting cable 
in which lampholders are fitted at equal distances, It is intended 
for decorative illumination. 

MxssBS. RAYNER & HEALD, LTD. Duke Street, Derby.—A 
stock-list giving details of squirrel-cage and alip-ring motors of 
various powers. 

" ATTRACTA ” ELECTRICAL Co., 11, Hanway Place, Oxford Street, 
W.1.—An illustrated leaflet giving prices of “Auto” electric 
flashers for signs, &c. 

Messrs, ScHoLEY & Co., LTD., 56, Victoria Street, Westminster, 
S. W. 1—A priced pamphlet illustrating and describing the 
“Croydon” electric suction and blowing cleaner. Also Pam- 
phlet M 2, giving an illustrated description of fractional h.p. motors 
ranging from у to J h.p. Priced. 


Dissolutions of Partnership.— CayLess & POTTER, 
electrical and general engineers, Gladstone Mews, Wood Green, 
Middlesex.—Messrs, Н. G. Cayless & P. F. G. Potter have dissolved 
partnership. Mi. Cayless attends to debts, &c,, and continues the 
business under the old title. 

Messrs, JOHN PALMER CASTLE and CYRIL JOHN ARNOLD, 
trading under the style of " The Electrical Equipment and Installa- 
tion Co., at 6t, Finsbury Pavement, E.C., have dissolved partnership. 
All debts will be attended to by their solicitors, Messrs. Castle & Co., 
31, Gracechurch Street, E.C, 3. 


Trade Announcements.— Messrs. LONDON FACTORS AND 
AGENTS, LTD., inform us that Mr. F. L. Strawson has left the board 
of directors, and has severed his connection with the company. 

THE ALTON BATTERY Co., LTD., of Alton, Hants, has opened a 
branch office at 90-91, Queen Street, Cheapside, London, E.C. 
(Telephone No. Central 8112"), under the management of Mr. 
D. Mackay Robertson, who will deal with the sales of A.B.C, 
accumulators in London and the Home Counties. 

THE BRITISH ELECTRIC PLANT Co., LTD., of 66, Carrick Street, 
Glasgow, has removed its London office to 11, Upper Woburn 
Place, W.C. 1. 

The new telephone number of Messrs. A. VEREY & Co. is 
Victoria 3189,” net 3180, as stated in our itsue of July Ist. 

The Cardiff branch office of the EDISON SWAN ELECTRIC Co., 
LTD., has been removed to larger premises at 25-27, Charles 
Street. The branch is now in direct touch with the oompany's 
works, instead of being a subsidiary branch working from Bristol. 
Mr. W. Elliott, B.Sc., A. M. I. E.E., has been appointed superintendent 
of the new district. 

Mr. W. Dunpas Fox has opened offices and stores at 80A to 864, 
Manningham Lane, Bradford, as an electrical and mechanical 
engineer and textile electric drive specialist. | 

Messrs. FORRESTER & FOX, LTD., conduit fittings manufacturers, 
of Beehive Wharf, Brentford, have obtained the permission of the 
Board of Trade to change their name to that of " Pelican Eleot rio, 
Ltd.” Messrs. A. Fox and Mr. F. F. Whiteing are the directors. 
The works staff is the same, and the business is carried on at the 
same works. 


German [гоп Wire. — The Waterfalls Board has 
requested authorisation of the Government for the purchase in 
Germany of galvanised iron wire for high-power lines, The Board 
points out that, although the Swedish Government has emphasised 
the desirability of placing orders with Swedish firms, in the case in 
question there is financial disadvantage in purchasing the wire in 
Sweden, the Swedish quotation being 03 per cent, higher than the 
German.— Keuter's Trade Service (Stockholm). 


Foreign Interest in Swedish Works.—A foreign firm 
is reported to have sought to acquire an interest in the Swedish 
electrical company of Luth and Rosén, but the negotiations have 
not led to any practical results. It ia denied that Herr Hugo 
Stinnes was associated with the discussions, zh 
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Private Meeting.—F&zDERICK ViGERS and CHARLES Н. 
VIGERS, trading as Vigers Bros, Balfour House, Finsbury Pave- 
ment, London, E.0.—The adjourned meeting of the oreditors was 
held on July 5th, at the Institute of Chartered Accountants, Moor- 
gate Place, E.O., when Mr. Agar, who represented the Associated 
Importers, Ltd., was elected to the chair. 

е statement of affairs, which had been pre by Mesars. 
Tribe, Olarke, Painter, Darton & Co., charte acoountants, of 
Balfour House, Finsbury Pavement, E. C., disclosed ranking 
eres of £143,490, against net assets of £52,869, or a deficiency 
of £90,621. 

The chairman said it would be recalled that the meeting was 
originally adjourned in order that a printed statement of affairs 
might be prepared and oiroulated while а committee was also 
appointed to consider the position. That committee had met and 
gone ыры into the matter, and would make a report to the 


Mr. Gordon Clarke (Messrs. Churchill & Sims) said he was one of 
the committee appointed at the last meeting. In the first place, 
the committee satisfied themselves that the partners had given all 
the information that it was possible for them to give, and the 
committee also satisfied themselves as to the assets of the partner- 
ship and the private estate. A close examination of the figures 
would show that the estate would not produce the 7s. 6d. in the 
& which was suggested as the composition to be paid at the last 
meeting of the creditors. It appeared to the committee that the 
utmost which could be paid was 6s. in the 3. His own opinion 
was that a dividend of that amount should be aooepted. He read 
the full recommendation of the committee. 

Mr. A. G. Westacott (Messrs, A. G. Westacott & Оо.) said that he 
understood the scheme to be that there would be a deed of 
inspeotorship, and the creditors would accept a composition of 6s. 
in the 4. The creditors would accept that ба. in full discharge if 
nothing unforeseen happened. The statement showed about 7s. in 
the д, but the creditors would accept 6s., and they were also given 
an opportunity of getting a further 9s.in the &. If liquidation 
took place after the 6s. in the £ had been accepted, the creditors 
would take 25 per cent. of the assets. He proposed a resolution in 
favour of the acceptance of the scheme outlined by the committee. 

Mr. W. Orow seconded the motion. 

The resolution was carried by a large majority, only the repre- 
sentative of one firm voting against it. 

Three of the principal creditors were appointed to act as 

rs. i; 


E. D. A.  Activities.—The latest publication of the 
ritish Electrical Development Association (E. D. A. 175) is an 
endeavour to explain to the uninitiated consumer of electricity the 
necessity of a fixed minimum charge. It shows that even if the 
quantity covered by the charge is not used, the station plant and 
staff must always be ready to answer the call of the consumer. 
Moreover, it points out that the cost to the consumer of this 
tireless service is really small when spread over the year ; indeed, 
in the average example quoted, it amounts to no more than 14d. а 
day even if no energy is used st all. It further explains that if 
the minimum is exceeded there is virtually no direct charge at all 
for the station's ‘ readiness to serve.” 


Stoker Contracts.—Recent sales effected by the 
idl STOKER Co., LTD., inolude the following for electrical 
stations :— 

Wolverhampton, eight travelling grates; St. Helens, four 
travelling grates; Sheffield, two travelling grates; Newcastle 
Electric Supply, one travelling grate and air heater; Rotterdam, 
four travelling grates; Cossipore, India, four travelling grates; 
Poplar, Bury, and Bradford, ash oonveyors. 


Oil Foel.—Musses. Мкгрвомв, Ltp., of Timperley, 
have recently received orders for oil fuel burners for the Bangor 
and Altrincham electricity departments. 


The Electric Lamp Manufacturers’ Association.— 
Mr, J. E. Edgecombe, the director, notifies us that the address of the 
Electric Lamp Manufacturers’ Association of Great Britain, Ltd., is 
now Elma House, 25, Bedford Square, London, W.0.1. Telephone 
numbers: "Museum 7828 and 7829"; telegraphic address: 
" Britelma, Weatcent, London.” 


Trade Conditions in Australasia.—On June 30th ended 
one of the most trying periods for many years. The policy of 
deflation has resulted in a good deal of writing-down lately, 
much of which has been substantial. Owing to the prosperity 
inland and in town and country, buying stocks in the warehouses 
have been largely reduced, which, combined with the skilful 
handling of the situation by the banks, has resulted in only a low 
percentage of compositions, The favourable seasonal outlook is 
imbuing business men with & more hopeful feeling. In the 
opinion of an authority at Sydney, the outlook is uncertain, with a 
tendenoy towards an immediate mild revival of trade, attended by 
a partial rise in prices. Prices in New Zealand are generally 
firmer, warranting the opinion that a steady revival has set in, 
but the curtailment of indents, following unprecedented imports, 
has resulted in an almost acute shortage in some lines of neoes- 
sities.— Reuter’s Trade Service (Melbourne). 


Withdrawal from Industrial Conncil,—By a large 
majority the Aberdeen Town Council, on July 4th, decided to with- 
draw from the Scottish District Industrial Council. The decision 
was made principally on account of the Corporation's disagreement 
with a re-arrangement of working hours and conditions of service 
made by the Industrial Counoil. 


British Goods in Italy.—The Advisory Commission for 
Importation, representing the Ministry of Finanoe, has received a 
telegram from the Federation of British Industries’ Commissioner 
in Italy, asking for a commercial amnesty for British goods stopped 
by the Italian Customs owing to the absence of import permits. 
The Commissioner observes that the goods are being ruined, while 
the Customs might secure considerable sums in the shape of import 
duties, and at the same time help the good relations between the 
two countries.— AReuter's Trade Service (Milan). 


Australian Anti-Dumplug Measnres.— Mr. Massy Greene, 
Minister of State for Trade and Oustoms, introduced a Bill in the 
House of Representatives, on July 7th, to constitute a Tariff Board, 
composed of three members, to which the Minister оопа refer 
matters relating to the olassification and value of dutiable goods, 
the necessity of Tariff and Excise increases and reductions and the 
granting of bounties. The Minister added that Parliament would 
retain the right of final decision in all matters. Mr. Massy Greene 
also explained a resolution to prevent dumping by countries whose 
ourrency had depreciated. The resolution inaluded the imposition 
of special anti-dumping duties in addition to the ordinary Customs 
duties, — Reuter's Trade Service (Melbourne). 


Electric Iron and Steel Furnaces in Brazll.— The 
Commercial Secretary to His Majesty's Embassy at Rio de Janeiro 
(Mr. Ernest Hambloch), has forwarded to the Department of Over- 
seas Trade some notes on the Brazilian President's message to 
Congress at the opening of the first session of the new legislature. 
The President dealt at some length with the subject of the utilisa- 
tion of Brazil's resources of ooal and iron, and said that 
with a view to establishing not only tbe possibility of the manu- 
facture of metallurgioal coke from Brazilian coal, but also the cost 
of production of pig iron and steel in eleotrfo furnaces either with 
national coke or with charcoal, the Government sent to Belgium 
several tons of coal from the mines in Santa Oatharina and Rio 
Grande do Sul, and appointed a professor of the Ouro Preto School 
of Mines to accompany and control the tests in first-class estab- 
lishmente, In the Coppée works of Belgium, metallurgical coke 
ше» manufactured from Brazilian ooal, with highly satisfactory 
res . 

The experimental manufacture of pig iron and steel from 
Brazilian ore and Brazilian metallurgical coke or charcoal is to be 
carried out in electric furnaces in Sweden, to which country the 
necessary coal has also been sent. Simultaneously the Govern- 
ment is taking stock of the hydro-electrio resources of Brazil. 

The Esperanea (Usina Esperanca), in Minas Geraes is the only 
source of supply for national foundries and mechanical works. 
Its production of pig iron is approximately 15,000 metric tons per 
annum. The company hopes to erect within a short time small 
works for the manufacture of steel in an electric farnace. 

One electric furnace is at present in existence in Sao Paulo with 
& capacity of 1,000 kg. for the manufacture of steel from pig iron, 
and besides this there is another small electric furnace for the 
melting of pig iron. | 

It is stated that the Companhia Electro-Metallurgica Brasileira 
will, by the end of the year, have in operation at Ribeirao Preto a 
factory for rolled steel, and be able to produce everything from 
pig iron in electrio furnaces with charcoal to the most complex 
siderurgical operations. 

The Anglo-Brazilian Iron and Steel Syndicate also intends to 
erect not far from the city of Rio de Janeiro iron and steel works 
which wil] employ electro-metallurgical methods. 


Trade Conditions in Australia. — In its report for 
the year ended April, 1921, the Electrical Traders’ and Contractors’ 
Association of Victoria, says that while the conditions under which 
business has been conducted during the year have materially 
changed from those which existed st the time of the last report, it 
cannot be said that the hope then expressed, that affairs would 
soon have straightened themselves, has yet been realised. The 
transition period is not yet at ап end, and industrial affairs still 
figure prominently in all commercial arrangementa. In addition, 
a world-wide trade depression, being the unavoidable reaction 
following upon the abnormal conditions of the war period, has 
taken place within the last few months, and all business men are 
faced with the problems arising out of the contraction of trade 
and falling markets.” 

Industrial affairs have occupied a good deal of attention. 
Last year the Association announced that licensing of wiremen was 
ап accomplished fact. The Association was exceedingly eorry that 
it had been unable to secure the much needed licensing of 
employers, but it was hoped that before long this would be 
accomplished. f 

With regard to co-operation for improvement in the electrical 
industry, early in the year the question of the reo of 
the Association, in order that this question might be completely 
dealt with in all its aspects, was referred to the members of the 
Inter-Trade Relationships Committee, who have spent a large 
amount of time and trouble in connection therewith, and а good 
deal of information regarding similar Associations in Great 
Britain and America has been obtained. As, however, the time 
which the members of this Committee had to spare to give to this 
important work was limited, it was decided to call in the noe 
of an experienced trade organiser, and it was hoped that eomething 
in the nature of a definite recommendation would be available at 
the annual meeting of the Association to be held in June. 


Argentina and Trusts.—The Chamber has passed a 
Bill for the repression of truste.— Rewter's Trade Service (Buenos 
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Heating amd Cooking Apparatus: Prices Reduced.— 
Tae GENERAL ELECTRIC Oo., LTD., has issued an announcement 
of a reduction of 15 per cent. in prices of Magnet eleotrio heat- 
ing and cooking appliances, 


Commercial Monopolies in Italy.—The Gazzetta Ufficiale 
publishes a decree replacing the electric lamp monopoly by a tax 
on manufacture. Certain other articles are similarly dealt with. 


Swiss Forelga Trade.— It is announced that the members 
of the Swiss Society for the Development of Foreign Trade have 
decided to dissolve the society. This decision has been arrived at 
inasmuch as the negotiations entered into between States and the 
various countries in Eastern Europe have shown that by a mere 
exchange of goods it was impossible to develop foreign commerce, 
owing to the existing international economic crisis and the com- 
plete transformation of the general economic situation which has 
taken place since the establishment of the society. The assembly 
which adopted the above decision, expressed a desire that the 
States’ authorities should assume in future the task under- 
taken by the society, which included, besides the exchange of 
goods, services of information, commercial aid, organisation and 
transit of goods trains, and the utilisation of Swiss capital in 
foreign countries.— Reuter's Trade Service (Berne). 


Outings.—A very successful picnic, arranged by the 
Liverpool Social Committee of the local factors and members of 
the N. F. E. A., took place on Saturday, July 2nd. A party of nearly 
100 persons went for a charabano drive to Llangollen. Luncheon and 
tea were partaken of at the Woodlands," a large private residence 
taken over by the garage proprietors for catering purposes. In the 
interval between luncheon and tes impromptu sports were held on 
the recreation field attached to the house, and after tea Mrs. Crawford, 
wife of Mr. F. Crawford, of the General Electric Co., distributed 
the prizes. Mr. Crawford moved a vote of thanks to the Social 
Committee. Mr. Регоу Davies (Messrs. Downes & Davies) seconded, 
and Мг, Tom Woods replied for the Committee. The hope was 
expressed that the outing would be an annual affair, as it was the 
means of bringing factors and contractors into closer contact with 
each other. The party drove back from Llangollen to Birkenhead 
in the evening. 

An outing of the London staff of Messrs. Falk, Stadelmann and 
Co., Ltd., took place on Monday, July 4th. The party, numbering 
630, travelled by motor-charabancs to Southend-on-Sea, where 
luncheon was served at the Palace Hotel. Following the loyal 
toast, Mr. Stockwell, the senior representative of the firm, proposed 
the toast of The Firm," which was replied to by the chairman, 
Mr, Max Falk, 

On Saturday last the employés of Messrs. В. Charlesworth and 
Co., electrical engineers, Oldham, held their second annual picnic, 
journeying by charabanc to Neston via Liverpool and Birkenhead. 
At Liverpool the party made a halt, and were shown over the show- 
rooms of Messrs. Downes & Davies. Mr. Batty, their Manchester 
representative, introduced the party, and conducted them over the 
premises. At Neston, dinner was partaken of, followed by a game 
of bowls, During the afternoon the party went for a run to 
Hoylake, and after tes returned, travelling ria Chester. 


British Trade-Mark Applications. — Appended is а 
summary of the recent applications for British trade-marks in 
reapect of goods and productions connected with the electrical 
trades and industries: 

LD. (lettering combined with design) No. 409,235. Class 5. 
Electric wire. No. 409,236. Class 6. Electrical machinery and 
parts. No. 409,237. Class 7. Electrical instruments. No. 409,238. 
Class 13. Electrical fittings of metal. No. 409,239. Claas 16. 
Electrical fittings of porcelain or earthenware. No. 409,240, Class 
18, Electrical installations. Ernestine J. G. Pacault, 18, Rue Van 
den Corput, Forest, Brussels, Belgium. October 29th, 1920. 

Mercury. No. 407,984. Class 18. Sparking plugs. Wm. Н. 
Gold and Walter Gold, trading in oo-partnership, 809, Summer 
Lune, Birmingham, September 18th, 1920. 

Gripaca motor lock for cars and cycles. “ А Policeman on your 
Motor " (lettering combined with design). No. 408,163, Class 13. 
Electric switch for use in connection with the starting gear of 
motor vehicles, so as to prevent theft. Motor Inventions, Ltd., 
30.32, Ludgate Hill, London, Е.О. September 24th, 1920. 

Inauflexa. No. 414,424. Class 50. Electrical insulating pre- 
parations and materials Robt. Ingham Clark & Co., Ltd., 24, 
Grosvenor Gardens, London, S.W. April 19th, 1921. 

n. No. 414,856. Class 50. Electric insulators and 
electric insulating materials, Siluminite Insulator Co., Ltd., The 
Green, Southall, Middlesex, May 3rd, 1921. 

N.E. (lettering and design), No. 414,331. Class 6. Electrio 
motors and generators, North-East Electric Co., 348, Whitney 
Btreet, Rochester, N.Y., U.S.A. April 14th, 1921. 

Wiz No. 413,194. Class 13, Ар electrio spark inoreaser for 
use in the ignition circuit of internal combustion engines. Kardoo 
and Elliott, 27, Russell Street, Brixton, S.W. March 8th, 1921. 


For Sale.—Among the plant to be sold by auction at 
Bekesbourne Aerodrome, near Canterbury, on July 29th, by order 
of the Diepcaal Board, are :— T wo 20-h p. Aster” petrol engines, 
two 11-kW B.C.C dynamos, an electricaliy-driven centrifugal pump, 
cable, insvlators, &c. 

Among the material to be sold by auction at Eastleigh Aerodrome, 
оп July 28th and 29th, by order of the Disposal Board, are & 3-ton 
electric winch, electric motors from 4 to 20 h.p., portable electric 
tools, and а quantity of other electrical material, including motor 

blowers, Ko. For further particulars see our advertise- 


ment pages, 


British Manufacturers and New Zealand. — The 
Auckland Weekly News says that Mr. A. Wyllie, the Auckland 
i made with regard 


that manufacturers were beginning to look for orders after a 
period · of exceptional activity, and prices were beginning to fall. 
He, therefore, left the date for the return of tenders as late as 
possible, with the result that exoellent competition was obtained 
and good contracts were made. In view of this the scheme should 
be completed within the cost originally estimated. Mr. Wyllie added 
that the fact that he was able to notify tenderers that the Council 
would provide cash against documents was a strong factor in 
attracting cumpetition among the manufacturers. 


Foreign Trade.—Juns Ficures.—The following are 


. the values of imports and exports of electrical goods and 


machinery in June :— 


June. 6 months, 1931. 
1921. Inc. or dec. Ino. or deo, 
IMPORTS, & & & 
Electrical goods, &o, 191,459 + 67,087 + 644,803 
Machinery ... “ee 783,364 — 984,588 — 2,217,577 
Electrical machinery 51,463 — 43,605 — 816,103 
(included above) | 
EXPORTS. 
Electrical goods, £o, 877,190 — 335,170 + 2,425,165 
Machinery ... 4 5,285,130 + 258,847 717,297,463 
Electrical machinery 330,787 + 157,178 + 1,508,814 
(included above) 
RE-EXPORTS, 
Electrical goods, &o, 14,085 + 3,816 + 79,831 
Machinery ... $us 102,092 — 57,838 — 157,349 
Electrical machinery 712 — 1,681 + 5,037 


Ecuador.—A  DwrNpLING MaRKET.—Machinery and 
apparatus was imported into Ecuador to the value of £220,000 in 
1919 (the latest year for which statistics are available), as com- 
pared with £106,000 in 1918, and only £97,000 in 1917. It is not 
recorded exactly what share the United Kingdom took in this 
trade, but it is known that her share in Ecuador's total trade 
dwindled from 25 per cent. іп 1917 to nearly as low as 121 per 
cent. in 1919. The Consul-General at Quito says in his recent 
report that although the bulk of the trade of Ecuador has been 
carried on with the United States of America, local importers are 
now inclining towards the establishment of commercial relations 
with British firms to the exclusion of their American competitors. 
The following are some of the reasons to which this change of 
attitude may be ascribed :— 

1, The high rate of New York exchange comparing unfavourably 
with that ruling for the & aterling. 

2. The long recognised superiority of British goods. 

3. Increasing tendency on the part of Eouadoreans to avoid 
dependence in any form—commercial, financial, or political—on 
the United States. 

If British manufacturers are prepared to offer facilities, and at 
least, meet Ecuadorean merchants half way, there is every . 
probability of a substantial increase of British imports. 

At present, however, depression prevails owing to excess import- 
ation of manufactures and the poor demand for cocoa, which is 
Ecuador's staple export. 


Waterways and Power Stations.—A joint conference 
of the Central Association for German Inland Navigation, the 
Main-Danube River Union, and the German-Austrian-Hungarian- 
Swiss Union for Inland Navigation has just been held at Munich 
in connection with the Waterways Exhibition in that city. The 
Prime Minister of Bavaria stated that the question before them was 
to endeavour to realise the long-disoussed object of establishing a 
permanent connection between the Rhine and the Danube, the 
North Sea and the Black Sea by means of an adequate navigable . 
network for ships up to 1,500 tons.. The scheme included the 
erection of 45 power stations, having ап annual production of 
2,000,000,000 kWh, which were to be incorporated in the great ring 
of the Bavarian electricity works, and be of advantage also to 
Baden, Hesse, Wurtemberg, and the districts in Central Germany. 
It was expected that the revenue from the sale of power would 
suffice for the financing of the entire great navigable route. The 
General Minister of Communications said that Bavaria entertained 
the idea that the scheme should be carried out on a joint 
economic basis, and he suggested that a limited company should be 
formed for the realisation of the project. 


High-Pressure Transmission in France.—The French 
Compagnie Etectro-Mécaniqne is reported to have received an order 
for transformers and accessory apparatus in connection with the 
electrification of a portion of the system of the Southern Railway Oo. 
The transmission is to be at 150,00C volts, which is said to be the 
first at this preasure in Europe. The Compagnie Electro-Mécanique 
is a licensee of the Swiss Brown- Boveri Co., and from the fact of 
its recent absorption of the French Westinghouse Co. is assured of 
the support uf the American Westinghouse Co., as well as, it is 
stated, of the Metropolitan-Vickers Electrical Co. 


Abolition of Polish Commercial Rostrictions.—The 
Journée Industrielle learns from Warsaw that the Council of 
Ministers has decided to render trade in products free, as from 
September let next.— Heuler s Trade Service (Paris), 
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Book Notices.— The Engineering Index, 1920” 
(586 pp.). New York: The American Society of Mechanical 
Engineers. Price $6.—This is the 19th appearance of an index 
which is compiled from the leading technical journals and the 
“ proceedings " of technical societies іп all parta of the world. It 
is impossible to indicate properly its very wide scope, but the 
method of arrangement enables the reader to find information on 
practically every branch of science and engineering. The brief 
résumés are adequate guides to the suitability of the articles 
indexed. 

“Kelly's Directory of Merchants, Manufacturers, and Shippers 
of the World.” Thirty-fifth annual edition. Two volumes. 64s. 
net. London: Kelly's Directories, Ltd., 186, Strand, W.C. 2.— 
Waile it is true that these volumes appear, as the preface says, 
during a period of international unsettlement, it is equally true 
that they appear at a time when a host of British trade-seekers 
are. eagerly intent on foreign trade expansion. This means that 
they are on the look-out for helps to information which will enable 
them to approach, with a certain measure of confidence that their 
time and money will not be wasted, possible buyers in the various 
overseas markets. New markets have to be found, and old con- 
nections remade, if we are to find an outlet for the very large 
production of which the industrial millions of these islands are 
capable. Whether we have representatives abroad or not, we all 
need volumes which contain directory information which can only 
be gathered together eíliciently as the result of an experienced 
and well-organised central effort such as has been put forth by the 
compilers of the two bulky volumes that are now before us. 
When it is stated that this edition involved over 600,000 altera- 
tions in trade references alone, some idea may be gathered of the 
magnitude of the work. The books are largely used in other 
countries of the world, and, in view of the importance of foreign- 
trade activity on our part at this vital stage in our history, a 
strong effort is this year being made to extend their use at home. 
We hope it will succeed. It certainly should, for, to many tradera, 
the volumes are well worth the cost. 

Miscellaneous Publication No. 46 ‘of the U.S. Bureau of 
Standards, " War Work of the Bureau of Standards” (229 pp.). 
Washington: Government Printing Office, Price 70 cents.—In 
this volume is briefly outlined the work carried out by the Bureau 
in & number of directions—chiefly for the military departments. 
Aeronautics occupies a large part of the publication, but practically 
every other science has its place. Tests were carried out on a wide 
range ef subjecta, from ink to ordnance. 

Technologic Paper No. 186 of the U.S. Bureau of Standarda, 
" Oscillograph Measurements of the Instantaneous Values of the 
Current and Voltaye in the Battery Circuit of Automobiles." 
(23 pp) Washington: Government Printing Office. Price 10 
cents.— This is an account of investigations into the demands upon 
starting and lighting batteries in various types of automobiles. 

‘The Metropolitan-Vicker& Gazeste, Vol. VI, No. 99, June, 1921, 
contains illustrated articles on the visit of the Crown Prince of 
Japan to the Trafford Park Works, " Breaking Capacity of Oil 
Switches and Circuit Breakers," by W. A. Coates, M.I.E.E., " Salford 
Electricity Works Extensions," &c. 

Engineering Steels.” By L. Aitchison. Рр. xxxii + 396; 119 
figs. London: MacDonald & Evans. Price 25s. net. 

" Proceedings of the Physical Society of London.“ Vol. XXXIII, 
Part +. June 15th, 1921. London: Fleetway Press, Ltd. Price 
68. net. 

" Power-House Design.“ 
Edition. Pp. viii + 536, 20 plates, 201 figa. 
Green & Co. Price 128. net. 


Australia,— The Australian Customs authorities have 
recently made some amendments in the Customs tariff, amog 
which may be mentioned the following :—No. 180 (1) (D), filament 
lamps for lighting and heating, British goods, 18. per Ib.; foreign 
Зв. per Ib.; No, 181 (A) arc lamps, n. e. i.; covered cable and wire, 
n. e. i., British goods free; foreign, 15 per cent.; No. 181 (B), cables 
and wires, cotton covered, British, 25 per cent.; foreign, 40 per 
cent. 


The Continental Lamp Trade. — Negotiations are reported 
to have been resumed by the Osram Co, of Berlin, with the 
Philips Lamp Co., of Holland, with а view to reaching an under- 


standing. 


Change of Address.—On July 9th the offices of our 
contemporary The slectric Railway and Tramway Journal were 
moved to 37 and 38, Strand, W.C. 2. | 


Short Time in Switzerland.—Swiss newspapers announce 
that Brown, Boveri & Cie., of Baden, are reducing the number of 
their clerical staff by 10 per cent, and the technical staff by 15 per 
cent. Atthe same time reductions in waves are taking place in 
accordance with an agreement between the engineering manu- 
facturers and the Metal-Workera' Union, 


А Profit-Sharlng Scheme at Work.—The daily Press 
reports that under the profit- sharing scheme of Sir WILLIAM 
Gray & Co., shipbuilders, Weat Hartlepool, the profit divisible tor 
last year is £31,784, in which over 4,000 workmen participate. 


This ів an average of nearly £^ per man. 


Electric Steel Furnace for Spain, — La Sociedad Espanola 
de Construcciones Navales, of Bilbao, has lately placed а contract 
with the Electric Furnace Construction Co., of Philadeiphia, 
U.S.A., for the supply of an electric steel re-heating furnace 
capable of dealing with 60 tons per 21 hours. 


By Sir John F. C. Snell. Second 
London: Longmans, 


: Lead,—MEssns. James Forster & Co., reporting under 
date July 9th, state :—'' À considerable quantity of lead is arriving 
in the next few days, including several hundred tons of Broken 
Hill lead, ‘Sulphide’ brand, from Avstralia, 500 tons ‘Perth 
Amboy’ from America, and a large quantity from Spain, all of 
which is earmarked for consumption. The Australian lead is the 
first of any consequence since the strike, and it is singular that this 
shipment must have crossed lead on the way from London to 
Australia, ав at least 1,000 tons were shipped in the spring. 

“There has been quite a steady demand from consumers for 
delivery this month and during August. There is, however, very 
little surplus lead about, and a premium of 108. per ton has been 
freely paid to obtain prompt delivery, but it is expected that the 
arrivals in the near future will ease the position. 

" With labour conditions looking more settled than for a long 
time past, and a steady demand from the trade in prospect, the 
outlook points to less fluctuating markets at roundabout present 
prices.” 

Application for Patent Restoration. — An application has 
been made for the restoration ọf Patent No. 11,116, of 1914, 
"Improvements in or relating to electrical reactance coils,” and 
Patent of Addition 3,133, of 1915, both of which lapsed on May 5th, 
1918, owing to the non-payment of the prescribed renewal fee. 


The Half-Vear's New Companies,—1n their list of 
company registrations at Somerset House, between January Ist and 
June 30th, 1921, Messrs, JORDAN & Sons, LTD, include the 


following figures :— 


Totals. ————--4 


Number | 

Classes. registered. Capital. 
Electric and gas... TT es rss 59 £481,600 
Engineers T dE НИЕ Р 191 1,310,990 
Food "T А "t Vas -— 233 4,765,095 
Glass and china E ый? ds 18 246,200 
Iron, brass, &c, ... „ Pt 2,771,500 
Motors... ool Р ae 995 141 1,016,384 
Oil ae ea РЕА Р Р 19 5,513,500 
Railways ... vis га ee о 3 621,000 
Rubber ... Vos с ae Жо 14 574,760 
Telephones ёш TN ies 28 2 7,000 
Totals (first half of 1921)... . 3, 125 3 52,247, 158 
Corresponding figures in 1920 ... 6, 415 4448, 738,315 


It will be observed that there is a great decrease in the number 
of companies registered compared with the corresponding period 
of 1920, а comparison of the huge totals attained during the 
then boom period with the meagre totals attained during ‘the 
present trade slump being indeed remarkable. 


А German-English-American Patent Agreement.— The 
following apparently inspired notice appears in the German news- 
papers :—' Already before the war the Siemens & Halske Co. had 
concluded an agreement with the European companies associated 
with the Western Electric Co. regarding the exchange of patents, the 
object of which was to spare both parties costly legal proceedings, 
and to render possible to each the undisturbed extension of ita 
special system. The war rendered this agreement of no effect. 
Now, however, the agreement—a gratifying indication of the 
coming together of the interested industrial circles—has been 
renewed for а number of years, А aimilar agreement also existed 
between Siemens & Halske and the Automatic Electric Co., of 
Chicago; it has now expired, and ita place has been taken by an 
agreement with the International Automatic Telephone Co., which 
is connected with the Automatic Electric Co. It refers to the 
extension and the exchange of patents concerning the Strowger 
automatic telephone system." 


The Engineering Trade Outlook,—Interviewed by the 
Financier, Mr. T. W. How, M.I.Mech.E., chairman of the engineering 
section of the London Chamber of Commerce, said: —` The general 
impression i8 that as the labour troubles adjust themselves there 
will be a revival in the engineering trade. It will, however, be 
very gradual at first, but I think it should culminate next year in 
something approaching a boom. The price of engineering com- 
modities will sympathetically recede with decreased working coats. 

“The question of surplus stocks, manufactured under conditions 
of high costs. may, perhaps, present initial difficulties in bringing 
down prevailing prices, but I think there will Бе а tendency to 
reduce profits and dispose of existing stocks expeditiously in order 
to create room for further production. Once the demand is 
created it is the wisest policy further to stimulate that demand by, 
whenever possible, & system of mass production, by which the 
prices of commodities can alone be lowered and thus preserve or 
even strengthen the wage status of the workers. 

"It should not be foreotten, moreover, that in certain branches 
of engineering British workmanship excels, and its greater 
efficiency and durability will always command a higher price than 
that asked by foreign competitors. Taking this into consideration, 
Iam of opinion that efforts towards lowering the cost of pro- 
duction must tend to place British engineering goods on an 
economically sound basis as regards foreign competition.” 

New French Companies.—La Societe des Etablissements 
Labinal (Picves Detachces de Mécanique et Appareils Electriques) 
is the name of a new company which has lately been formed in 
Paris (29. Rue de Londres), with a capital of 4,000,000 fr. 

La Société Hydro-Electrique du Vai-Vernier is the name of a new 
company which has lately been formed in Paria (12, Rue Castex), 
with a capital of 2,000,000 fr, i 
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A German Scheme for Italy.— The management of the 
Italian Fiat Co., of Turin, has issued a definite denial of the 
report circulated that the company's works had been practically 
ceded to the Siemens-Schuckert Co., and that the latter had 
acquired 100,000 shares in the company with the object of its 
inclusion in the Siemens-Rhine-Elbe-Schuckert Union. What has 
really happened, it is explained, is that the German company last 

т sought to obtain possession of one of the Fiat departments 
for the construction of electric locomotives, and the negotiations, 
after interruption, were resumed recently. However, the Italian 
company found it impossible for the scheme to be realised at 
present, and on the same day as the report of the alleged 
cession was published at Коте, the German company caused a letter 
to be delivered to the Fiat company renouncing any further negotia- 
tions in the matter. 


New Works in Australla.— The new works built at 
Waratah by John Lysaght (Australia), Ltd., for the manufacture 
of galvanised iron have. with their plant, cost over £250,000. 
They occupy 28 acres, &nd will produce 600 tons of galvanised iron 
per month. The employés number 225, and the wage bill is £1,400 
per week, The company haa built 64 cottages at a coat of £57,600, 
and the шеп may become owners of them on a 54 per cent. rent 
purchase basis. The electrical installation at the works generates 
at 6,600 volts alternating, and the machinery is all driven by d.c. 


motors. 
— — уриниране 


LIGHTING AND POWER NOTES. 


Aberdeen.— EXTENSION OF SvPPLY.— The Corporation 
electrical engineer has been authorised to enter into an agreement 
with the village of Dyce for the lighting of streets. The terma are 
aimilar to those fixed by the Corporation for the village of Stoney- 
wood, five miles from the Corporation electricity works. 


Australia, — MELBOURNE. — YrAR's WorRKING. — The 
reports of the City Electric Sctpply Committee and electrical 
engineer for the year ended December 31st, 1920, have just come 
tohand. The accounts show a tctal revenue from all sources of 
£303,589, as against £210,081 in the previous year. The total 
working expenditure was £187,3:9, as compared with £134,851 
in 1919. The gross profit was thus 5116.250, as against £105,227. 
Capital charges and other expenses not chargeable to revenue 
account absorbed £77,273 (£30.192), leaving a net profit of 
£38,977, an increase of £8,485. After contributing to town funda, 
a balance of £12,254 is carried forward. The total number of 
units sold rose from 33, 113.841 to 41,954,531, an increase of 267 
per cent. The maximum simultaneous load was about 18,300 kW. 

Sr. GEORGE (N.S.W.).—lhe St. George County Council has 
arranged a lcan of £100,600 at 5 per cent. per annum for the pur- 


рсве of carrying out an electricity supply scheme. The scheme pro- 


vides for the lighting of 400 miles of streets, with over 2.000 
street lights. The electricity will be supplied in bulk by the Rail- 
way Commissioners from the Illawarra power house, and the County 
Council will undertake the distribution to private consumers. 
Tenders are being invited for the work, receivable during July, and 
it is expected the work will be put in hand early in August.— 
Reuter + {rude Service (Melbourne). 


Barrow,—YkaAn' WoRKING.—The recently published 
report of the borough electrical engineer for the year ended March 
3let last, records a total revenue of £87,068, as compared with £59,147 
in the previous year. Working expenses amounted to £08,063 as 
compared with £16,368 in 1919-20, leaving a gross working 
balance of £18,405, as against £12,779. Capital charges absorbed 
£20.941, causing a net deficit of £2,539, which, however, compares 
favourably with the deficit of £4,488 upon the working for the 
preceding year. Large increages occurred in the number of units 
told, and in the maximum demand : the former rose from 6,648,423, 
to 9,282,017, and the latter from 3.200 kW to 4,525 kW. The load 
factor (23°42 per cent.) represented a decline, and was the lowest 
for the last six years. The average price obtained per unit 
Increased from 2 123d. to 2 218d. 


Blackburn.—PROPOSED TARIFF ALTERATIONS.—The 
electrical engineer (Mr. P, P. Wheelwright), in hie annual 
report, saya :— I have given careful consideration to the question 
whether an alteration in the method of charging would encourage 
consumption, and have come to the conclusion that this question 
would repay consideration. At the present time, many house- 
holders are considering the inatallaticn of electrical appliarces for 
domestic purposes, and are beirg pushed by enterprising manu- 
facturers and dealers, Owing to the system by which the charge 
for lighting is kept distinct from that for power, separate con- 
nections have to be made, wh'ch is a real obstacle to this develop- 
ment. Schemes of charging bave been proposed which avoid the 
difficulty, and I shall be glad if the committee will ine truct me 
to report apecially on the subject for their coneideration." 


Bradford.— DEMONSTRATIONS FOR CossuMERS.— Under 
the scheme for development of the use of electricity for domestic 
Purposes at, Idle and Thackley, the Bradford Electricity Department 
M opened a temporary showroom at the Old Chapel, Town Gate, 

le. In this connection, and for purposes of general domestic 
development, demonstrations and lectures on the use of all classes 
of electric appliances in the home have been given at the Idle show- 
n from July 4th to 8th, and at the city showrooma from July 

lth to 15th, by Mra, Reynolds, of the Western Electric Co., Ltd. 


Brentwood.—ELecrraic LraHnTriNG OADER.— The Brent- 
wood District Electric Co., Ltd., has applied for the Council's 
consent to the granting of an order to supply electricity for public 
and private purposes within the area, including the urban district. 
The matter has been referred to a Committee. 


Chester-le-Street. — Loan SaNcrIoNED. — The Urban 
District Council has received sanction to borrow £4,000 in con- 
nection with the electric lighting scheme. 


Continental, — FRANCE. — The Times states that the 
Asnières power station, which supplies the north-western suburbs 
of Paris, waa destroyed by fire on July 8th. 


Cookham.— ELECTRIC LIGHTING ORDER.—Mr. Н. Pinder 
Brown, who is applying for powers to supply electricity to Cookham, 
has asked for the support of the Rural Diatrict Council. The 
matter is to be considered at a future meeting of the Council. 


Giffaock,— ELECTRICITY SuPPLY.—The Clyde Valley 
Electric Power Co. has acquired a site for a sub-station, and work 
is to be commenced shortly in connection with the supply of elec- 
tricity to Gitfnock. 


Glasgow. —ELECTRICITY AND Gas FOR Hovuses.—In a 
report to the Corporation, the electrical engineer thinks that the 
best way of dealing with the new housing schemes would be to 
allot one area to the electricity department, and another to the gas 
department to save duplication of mains and services. If this 


"were done he estimates that electricity could be supplied at а rate 


of 28. per week, plus $d. per unit consumed. He suggests that each 
electric house should have one coal fire for the provision of hot 
water for the whole of the house, and points out that the saving 
effected in construction would cover the oost of the electrical 
installations, 

SINKING FUND.—It was recently reported that the Electricity 
Commissioners had intimated that they were prepared to sanction 
the borrowing of the £1,800,C00 desired by the Corporation, on 
condition that the sum to be get aside for sinking fund be 4 per 
cent. per annum on the amount borrowed, and without any atipula- 
tion as to depreciation. This was agreed to. ; 


Godalming. — INCREASED MINIMUM ғов PUBLIC 
LiGHTING.—At its meeting on June 28th, the Town Council 
approved an application from the Urban Electric Supply Co. to 
permit an increased minimum of £1,000 to be charged, in place of 
the present minimum of £600. This is equivalent to a charge fur 
16,000 unita. 


Hoylake, — Loan.— The Hoylake and West Kirby 
Council has applied for sanction to borrow £1,000 for mains, services, 
and tranformers. 


Huddersfleld.— AREA Moprricatron.—The Corporation 
is applying to the Electricity Commissioners for an amendment of 
the proposed area of supply under the Huddersfield (Extension to 
Kirkheaton. &c.), Special Order, by the inclusion of the urban 
district of Marsden. 


Kirkcaldy.—YEAR's WoRKING.—The annual report for 
the year 1920-21 of the electricity department records a total 
income of £10,727, as against £32.221 in the previous year. The 
total working expenditure was £34,914, aa compared with £25.223, 
leaving a gross profit of £5,813 (£6,998). The net result, after 
payment of capital charges, was adeficit of £988. In the preceding 
year there was a net profit of £811. The total number of unita 
sold was & 3,785.54, and the average price obtained 2°578d.; the 
figures for 1919-20 were 3,178,397 and 2°429d. 


Leeds,—Errkcrs oF СоАт, DigPUTE.—In a report upon 
the effects of the miners’ strike, the manager of the Corporation 
electricity department estimates that the total loes during the 
whole period amounted to about £15,5C0, This was brought about 
to the extent of £16,250 by the high price of the emergency 
coal; the price averaged 52s. 6d. per ton, as against the pre- 
strike rate of 208. 


Leomluster.—SUPPLY FROM HEREFORD.—With regard 
to the supply of electricity to the town of Leominster. by the 
Corporation of Hereford, the Leominster Town Council last week 
appointed a deputation to discuss the question with the Hereford 
Ccuncil and electrical engineer at a special meeting. 


Liverpool.—Burk SuPPLY.—The Electricity Committee 
recommends that an application be made to the Electricity 
Commissioners for an order to enable a supply of electrici v 
in bulk to be given by the Corporation to the Liverpcol District 
Lighting Co., Ltd., and to authorise the laying of any mains or 
works in the City of Liverpool, the Borough of Bootle, the Urban 
District of Litherland, and the Urban District of Waterloo-with- 


_ Seaforth, which may be necessary to enable the supply to be given. 


London.— HampstTeaD.—The Borough Council has under 
consideration the cessation of generating its own electricity, and 
the conversion of the station to deal with a bulk supply. 

It is reported that sanction to borrow £38,693, for works іп 
connection with the St. Marylebone bulk supply has been received 
from the E'ectricity Commissioners. 

CouxTy oF LONDON Co.'s BILL.—On Monday, the Bil was real a 
second time in the House of Commons, after a division. An 
attempt was made to block its progress, on the ground that it 
should wait until the Electricity Commirsioners had concluded the 
inquiry which is now in progress, and made an order. Mr, Neal, 
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Parliamentary Secretary to the Ministry of Transport, stated that 
the Commissioners had an open mind on the question. 

WooLwICH.—The Borough Council has approved a recommenda- 
tion of the Electricity Committee to apply for sanction to borrow 
£28,500 for the following purposes :—Mains, £9,500; services, 
£8 000; meters, £8,000 ; hire rentals, 81,500; and hire purchase, 
& 1,500. 


Manchester.—Butx SuPPLy.—The Electricity Com- 
mittee recommends the sealing of an agreement with the Sale 
Кр District Council for the supply of electricity in bulk to that 

ot. 


Neweastle-under-Lyme. — Үклв'в WORR Nd. — The 
following are the results of working for the year ended March 31at 
last of the Corporation electricity undertaking (last year's figures 
are given in parentheses) :—Total revenue, £7,816 (£6,285); 
working expenses, £5,295 (£4,078) ; gross profit, 82,521 (82,207); 
net profit, £24 (£414). The total number of units sold rose from 
264,039 to 803,145. Oil and gas fuel are used in this station, and 
part of the supply is bought in bulk. 


New Zealand.—AvcKLAND.—The Minister for Public 
Works, Hon. J. G. Coates, said recently that the decision as to 
whioh hydro-electrio power scheme should be first developed in the 
Auckland Province now depended upon the investigations as to which 
proposal would be the best economically—Arapuni, with thenew dam 
proposal, Aratiatia, or two other smaller schemes, The experts 


would work out the cost of transmission lines and construction. 


work, and the way would then be prepared for а decision. One 
advantage possessed by Arstiatia, which was mentioned in the 
report, bat was not generally appreciated, was that it could be 
developed gradually and yet economically. Arapuni, on the other 
hand, would not be really payable until they had a lerge develop- 
ment—say, about 40,000 h.p,—Auckland Weekly News. 


Peterborough. — Loan.— The Electricity Committee 
recommends application for permission to borrow £8,776 for the 
provision of low-pressure mains and feeders. 


Richmond,.—Pa:cE IwcRERASE  REFUSED.—The Town 
Council has refused to allow the Richmond Electric Light Co. to 
increase its charges. It was stated that the average dividend of 
the company was 41 per cent. 


Rochdaie.—YxAng's WoRKING.—The 1920-21 accounts 
of the Corporation electricity department show that the total 
income was £151,959 and the working expenses £105,212, leaving 
& gross profit of £46,747. After payment of interest and sinking 
fund charges £28,744, war bonus £1,895, a totel of £30,639, leas 
other receipts of £79, there remained a net profit of £16,187, as 
against 814,321 in the previous year. Of this amount, £7,000 
was transferred in aid of the rates, and the balance to the reserve 
fund. The prices charged for electricity supplied for purposes 
other than lighting were further increased during the year, and 
became operative in the March quarter. The amount stending 
to the credit of the sinking fund is £83,250, an increase of 
812,783. 

LOAN SANCTIONED,—The Corporation has received the sanction 
of the Electricity Commissioners to the borrowing of 477,132 for 
work in connection with the electricity undertaking. 


Shelfield, —GERMAN PLANT.—The Corporation’s proposal 
to buy German electrical plant will receive widespread criticism, 
but it has no option, It requires а new 10,000-kW generating 
plant. The Amsterdam Corporation can supply this plant, of 
German manufacture, for £49,900. The lowest British quotation 
was between £90,000 and £100,000. There was a quotation from 
Switzerland of £80,000. The contract is subject to approval by 
the City Council on July 13th. The Electricity Supply Committee 
suggests that its general manager shall go to Berlin with tne chief 
engineer of the Amsterdam Corporation to inspect the plant.— 
Daily Май, 

Shoreham (Sussex).—APPLICATION FOR ORDER.—Mr. 
Frank Gibbs, of Beach Shipyard, Shoreham-by-Sea, announces his 
intention to apply for a Special Order to enable him to supply 
electricity for public and private purposes within the urban district 
and the parish of Lancing. It is stated that this will necessitate 
the revocation of & part of the Brighton Corporation Act, 1903. 
which gave the Corporation powers of supply in this area and 
adjacent districts. 

Sonthport,—SALE or OLD PLant.—As the whole of the 
new electricity plant is now in operation, the Electricity Com- 
mittee recommends that the replaced plant be advertised for sale. 
As a result of the installation of the new plant, it has been found 
possible to dispense with the services of two fitters, two fitters’ 
labourers, two atokers, one driver, and one switchboard improver. 

New Main.—The Corporation electricity department intends to 
commence laying an underground cable to Ainsdale. The purpose 
is that when the Corporation takes over the Birkdale Supply Co., 
according to the terms of an agreement, it will have а good main 
cable on which to rely, as the present cab'e is old and decayed, 
The work will be completed by September. 


Soyland.—Cost oF SuPrPLY.—The Urban District 
Council has received a communication from the Yorkshire Electric 
Power Co. stating that the oompany has prepared a preliminary 
eatimate of the cost of supplying electricity in Soyland amounting 
to £9,000. The company has decided to consider the possibility of 
reducing the cost, 


Swansea.— Yf£AR’s Workina.—At a recent meeting of 
the town Council, the deputy treasurer gave the financial details 
of the past year's working of the electricity undertaking. The 
revenue amounted to £106,413, as against £77,391 in the preceding 
year. Working expenses totalled 480.550, as compared with 
£06,252, leaving а gross profit of 425,863 (£21,139). Oapital 
oharges were much heavier, on account of the capital raised during 
the year, amounting to £22,036. The net profit was £3,877, as 
compared with £4,406 in the previous year. Itis claimed that the 
Swansea undertaking is the only one in which charges have not 
been inoreased by more than 50 per cent. above the pre-war level, 
and the results of working have justified the E'ectricity Committee's 
policy of keeping prices as low as possible. 


United States.— HARNESSLN THE COLORADO RIVER.— 
The plans of the Southern California Edison Co. provide for the 
impounding of the waters of the Colorado river and developing 
hydro-electric power on a huge scale for distribution over a wide 
area of the south-west. It is estimated that the projet ultimately 
will involve $800,000,000, or twice as much as was spent on the 
Panama Canal. It is contended that among the results of the 
project, when completed, would Бе :—Absolute flood control; 
provision for irrigation of 2,500,000 acres, of which 1,000,000 
acres would be above the canyons ; 300 miles of the river would be 
made navigable; the area which could be served with power 
includes the entire States of Arizona, Nevada, and Utah, more than 
one-half of Colorado and New Mexico, one-fifth of Idaho and 
Wyoming, and three-quarters of California, with possible large 
areas in Northern Mexico; power would be used for the electrifica- 
tion of steam railroads, as well as for commercial, agricultural, 
mining, and municipal purposes.—Reuter's Trade Service (Los 
Angeles). 


Walmer.—Time EXTENSION APPROVED.—The Urban 
District Council has agreed to six months’ extension being granted 
о the gas company for carrying out the Electric Lighting Order 
of 1914. 


Warrington.— TEMPoRARY Price INCREASE.—O wing to 
the price of “emergency” coal, the Warrington Manufaoturere' 
Association agreed to pay a temporary inorease of Id. per unu 
for electricity. It is now stated that the temporary increase will 
not exoeed id. per unit, and it is hoped that the increase will be 
less than 3d. per unit. 

WATER POWER.—The electrical engineer has been instructed to 
report on the possibility of utilising water power at Woolston Weir 
for the generation of electricity. 


West Bromwich. — Year’s Worxinc.—The annual 
accounts of the Electricity Committee show that the total income 
of the electricity department for the year ended March 3186 last 
amounted to £86,753, compared with £60,231, an increase of 
£20,522. The expenditure on revenue account was £67,382, an 
increase of £18,576. The gross profit amounted to £19,371, as 
compared with £17,354 last year, being an increase of £2,017. 
After providing for interest and instalments towards redemption of 
loans, there is а net profit of £7,895 to oarry forward, The Elec- 
tricity Committee has recommended that the balance standing to 
the credit of the new revenue appropriation account, viz., £3,926, 
be transferred to the depreciation fund account. 


Willesden.—Stoten ECTOTRLOTrT.— The electrical engi- 
neer has reported to the Electricity Committee that his department 
has discovered an installation whivh has been connected to the 
Council's mains since February last —and not connected through a 
meter. ia proceedings sre to Ъз taken against the person 
concerned, 


Worcester.— EXTENSION OF SUPPLY ARBA.—The Elec- 
tricity Committee has deposited with the Electricity Commissioners 
a scheme for extending the area of supply to surrounding districts 
in South Worcestershire. 


е 


TRAMWAY AND RAILWAY NOTES. 


Australla, —MELBOURNE.—The agreement between the 
Melbourne City Council and the Melbourne, Brunswick and Coburg 
Tramways Trust for the supply of eleotrical energy expired оп 
February 28th. The Council has authorised the renewal of the 
agreement with the Tramways Board for a further pariod of three 
years at an increased charge of £100 per year. The agreement 
between the Council and the Melbourne Electric Supply Co., 
relating to the supply of electricity for the Hawthorn and the 
Prahran and Malvern tramway systems was also authorised to be 
renewed for three years on the same terms and conditions as before. 
—The Age (Melbourne). 


Burnley.—YEkAn's WorKING.—The report of the general 
manager of the Corporation tramways for the year ended March 
31st last emphasises the nec»ssity of relaying the remainder of the 
track as soon as possible. To illustrate the wear that has taken 
place on lines that were laid in the years 1901-04, & series of 
diagrams of the track of various routes has been pre 
published in the report. The financial results were as follows, 
the previous year's figures being given in parentheses :—Total 
inoome, £180,792 (4 168,601); working expenses, £168,140 
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3); fit, 412,659 (£20,649); net deficit, £9,752 
(420300 . of car-miles run (1,774,198) representa 
a alight decrease upon the total for 1919-20; the number of pas- 


sengers carried was also smaller by about a million. 


continental.— ITALY.— The electrification of Ње 
Sampierdarens-Ovada- Alessandria and the Milan-Bologna lines 
has been authorised. The former enterprise will be carried out by 
the maintenance department of the State Railways, while the 
sapply of material and the work in connection with the latter will 
be entrusted to private enterprise. The route of the primary main 
intended to feed the sub-stations from which the Benevento-Foggia 
line is being suppliod was also approved in principle, the system 
to be employed being that of direct current at high pressure. 
This main, which in its turn will be fed by plants belonging to 
private industry as well as from the plant now under construction 
by the State Railways, is so planned that it will also serve the 
Sulmons-Castellamare-Adriatioo line and the coast line as far as 
Foggia when these lines come to be electrified. Reuter: Trade 
S . (Mil ). . | 

Dartford.—Loan.—In connection with the agreement 
entered into by the Urban District Council with the Bexley 
Oouncil for the joint operation of the tramways, the Urban District 
Council has applied to the Light Railway Commissioners for 
sanction to borrow £2,000 for capital purposes, and £10,000 for 
repairs and reconstruotion of the Dartford track. 


Indla.—CarcuTTA.—The inquiry held as Calcutta as to 
the possibility of constructing tube railways in that town has now 
been completed, and it is understood that, from an engineering 
point of view, the idea is considered quite feasible.— Reuter's Trade 
Service (Bombay). 

Kirkcaldy — Yan's Workina.—The total revenue of 
the tramways department, for the year ended May 15th last, was 
£40,525, as compared with £35,635 in the previous year. Working 

amounted to £33,794, as against £25,949, leaving a gross 
balance of £6,731 (£9,686). The net profit was £621, a vonsider- 
able decline from last year's profit of £3,720. The number of car- 
miles run (425,917) was slightly lower. 


LB. & SC. Railway.— ELecrririoation.—Sir E. 
Geddes said, in the House of Commons on July 11th, that the elec- 
trification scheme of the London, Brighton, and South Coast 
Railway had not been submitted to him for approval, but the 
proposals had been before him on a request from that company for 
State arsistance in providing the capital, for which, however, no 
publio funds were available. The scheme had been considered by 
the Electrification of Railways Advisory Committee, and he was in 
agreement with its conclusions. The compeny was fully alive to 
the importance of proceeding with the electrification of the 
remaining portion of its suburban system, and at the present time 
was installing electrical equipment up to Croydon, which was a 
work of considerable sizə, and when completed would greatly 
relieve existing pressure. Future extensions, including the elec- 
trification of the main line to Brighton and other places, depended 
upon financial considerations, and far from the grouping of rail- 
ways unnecessarily delaying such development, he was of opinion 
that the formation of a southern group under the terms of the 
Railways Bill would assist towards that end.— Daily Telegraph. 


Londoa,—AcomEnt.—On July 8th a collision occurred 
at Wapping between a Metropolitan Railway electric train and a 
guard’s-van and some trucks which had broken away from a Great 
Eastern goods train climbing a gradient. The driver of the Metro- 
politan train and the guard of the Great Eastern train were killed ; 
13 passengers were injured. 

“UNDERGROUND” SLUMP. — The Underground Railways of 
London have experienced a serious falling-off in the number of 
passengers oarried during the first six months of the present year. 
The decrease amounts to about 20,000,000. The after-midnight 
services, which were suspended during the coal dispute, are not to 
be restored, and about 300 men аге to be discharged in consequence. 


Senforth.— TRACK REPAIBS.—The Seaforth, Waterloo, 
and Great Crosby tramway track is to be repaired, and agreements 
have been made for borrowing the sums of £1,416 and £3,158 for 
this purpose. 


Stockton.—Takina OVER or TRAMWAYS.—Regarding 
the taking over of that portion of the Imperial Tramways Co.'s 
system within their areas, Stockton and Thornaby have agreed that 
each Corporation shali own that portion of the permanent way and 
overhead equipment whioh lies within its own borough; the 
the whole of the permanent way and electrical equipment at the 
Bridge Road and Norton depöts belongs to Stockton, as do also the 
land and buildings at these depots ; Stockton owns three-quarters, 
and Thornaby one-quarter of the miscellaneous stock, loose plant, 
tools, Ko., and Stockton takes over 20 oars, and Thornaby nine. 

amount due to the company for consumable stores was 
£24,924, of which Middlesbrough contributed 413,895, Stockton 
47,384, and Thornaby £3,645. 


Walsall.— Year’s WorKING.—The accounts of the Cor- 
poration tramways for the year ended March 31st last show a total 
income from all sources of £98,056, as compared with £82 534 in 
the preceding period. Working expenses amounted to £83,802, as 
against £70,400 in 1919-20, leaving a gross trading balance of 
414264 (£12,134), Capital charges absorbed £11,147, making the 
net result a profit of £3,107, a large increase on the previous year's 
enue The motor omnibus undertaking incurred в net loss 
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TELEGRAPH AND TELEPHONE NOTES. 


Australia, — WIRELESS TELEGRAPHY.—At the request of 
the Portuguese Government, arrangements are in progress for 
opening up wireless communication with Timor, Portuguese East 
Indies. 

Since the occupation of New Guinea by the Commonwealth, the 
development of radio communication between the mainland and 
the islands has been rapid. Coastal stations in the north of 
Australia maintain a reliable service with Rabaul which, in turn, 
distributes for six or eight smaller wireless stations, originally 
erected for military purposes, but which are now utilised for publio 
service. Communication is maintained between Cooktown, 
Samarai, and Misima (British New Guinea), and Port Moresby. 
Extensive alterations have recently been made to the Townsville 
station, but farther increases areimminent. With the development 
of the service, certain stations became unnecessary, and the plant at 
Mt. Gambier (8.А.) and Roeburne (W.A.) was dismantled. It has 
become possible to meet all present-day requirements by direct 
working between Brisbane and Perth. 


China. —AMERICAN WIRELESS STATIONS.— Replying to 
an inquiry by the Chinese Minister at Washington, the State 
Department declares that the United States will support the rights 
of the Federal Telegraph Co. under its contract with the Chinese 
Government for the erection of wireless stations at Shanghai and 
elsewhere, notwithstanding the protests of the British, Japanese 
and Danish Governments. The Department adds that oommunioa- 
tions on the subject received from the three protesting Govern- 
ments tend to confirm the belief that their desire to exclude the 
American company is founded upon assertions of monopolistic or 
preferential rights in the field of Chinese Governmental enterprise 
which cannot be reconciled with the treaty rights of American 
citizens in China or the principle of the open door.”—Reuter's 
Trade Service (Washington). 

AMERICAN PLANT.— It is stated that as regards telegraph and 
telephone requisites, Danish and Japanese manufacturers control the 
situation in China. According to the 7. and T. Age, all the telegraph 
work is done on tape, and the telegraph sounder is unknown 
at the present time in China. Chinese characters are trans- 
formed into four-numeral combinations, and re-translated at the 
other end from the Continental numeral dots and dashes on the 
tape to the written numerals, and translated into the Chinese 
characters which they represent. The first American telegraph 
eqaipment is soon to be installed in the central office at Hankow. 
It consists of motor-generators, a storage battery plant, and a 
Western Union type pin-jack switchboard. The same kind of 
equipment will later be installed at Peking, to take the place 
of practically nothing in the way of irside switching devioes. 
" When the two installations at Hankow and Peking are completed, 
no doubt the Chinese authorities will look to America for additional 
telegraph and telephone apparatus.“ 


Czecho-Slovakia.— TELEPHONE SERVICE.—À revolt of 
telephone users has occurred owing, says the Financial Times, toa 
new law having been passed under which all who have & Govern- 
ment telephone must buy at least 6,000 kronen (£80) worth of 
Government bonds, the proceeds to be utilised for the improvement 
of telephones and telephone lines. Anyone who refuses to buy the 
bonds will have his telephone cut off. 


France.— WIRELESS DEVELOPMENTS.— The report pre- 
sented at the recent meeting of the Oompagnie Générale de Télé- 
graphie sans Fil stated that the company. had obtained authority 
from the Argentine Government to establish and work a large 
station to ensure communication between Argentina and all 
countries in the world outside of South America, and the investi- 
gations of the technical mission sent out would determine the 
form and conditions under which this undertaking would be carried 
out. Similar negotiations were entered into with other South 
American Governments, and certain of them were concluded early 
in 1921. The States directly or indirectly interested in the 
negotiations were those of Ecuador, Colombia, Peru and Venezuela, 
During the year the company participated in the conatitution of 
the Roumanian company, Radioelectrica, with a share capital of 
6,000,000 lei, and the company’s licensee in Poland was developing 
satisfactorily. The Compagnie d'Exploitation Radio-Electrique, 
which was formed in 1919 specially for the working of ship installa- 
tions, was yielding favourable results ; its scope of action was directed 
in the first place tothe French merchant fleet, and it was now begin- 
ning to extend beyond France. The report proceeded to refer to the 
contract concluded with the French Government last October for 
the construction and working of two transmitting stations, one 
for the European continent and the other for transmarine commu- 
nication, and of one receiving station. 'The concession wss for 
30 years from January let following the date fixed for the 
inauguration of the stations, and at the expiration the stations 
would become the property of the.Btate. Asthe agreement pro- 
vided that the company must form a separate company to under- 
take the work, the Compagnie Radio-France was constituted for 
this purpose at the end of June, 1921, with а share capital of 
60,000,000 fr. All the stations were already in course of construo- 
tion ; the two transmitting stations were rising in the district of 
Sainte-Assise, near Melun, while the receiving station was being 
erected at Villecresnes, 154 miles distant from Paris. 


New Zealand.— WIRELESS TELEPHONY.—The Minister 


for Public Works, the Hon. J. G. Coates, is considering the use of 
wireless telephones for lighthouses and other isolated places 
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South Africa,— WIRELESS TELEPHONY.— The Railways 
nnd Harbours Administration is about to install.wireless telephone 
gets at Port Elizabeth and Bird Island. Communication between 
these two places has hitherto been carried out by means of a pigeon 
post.— Heuter's Trade Service (Cape Town). 


The Telegraph Service,—D&reRRED PRESS SERVICE.— 
The Colonial Office arnounces that in order to improve Empire 
communication the Pacific Cable Board is to reinstate the Deferred 
Press service between Britain and Canada on the one hand, and 
Australasia on the other. 


Wireless Telegraphy.— The Portsmouth correspondent of 
The Times states that the Admiralty is considering the advisability 
of closing the wireless telegraph stations at Bathurst (Gambia), 
Demerara, Mauritius, Port Nolloth, and the Seychelles. 


Wireless Telephony.— Licences.—In reply to a question 
in the House of Commons the Postmaster-General stated that the 
use of wireless telephony for ordinary purposes within the United 
Kingdom was impracticable, because of the unavoidable mutual 
interference between the various stations. Their objection, how- 
ever, would not apply to the same extent in the case of com- 
munication between this country and abroad, and the issue of 
licences for the latter purpose wa3 under consideration. 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph indicates 
the issue of the ELEOTRICAL REVIEW in which the " Official 


Notice” appeared.) 


OPEN. 


Australla.— TASMANIA.— August 15th. P.M.G.’s Depart- 
ment. Switchboard material. (July 8th.) 


Battle (Sussex).—July 29th. Union. 
lator plates for 28 cells, Sizes 16j in. x 10} x 81 in. 
issue.) 

Belgiom.— July 27th. Belgian Post and Telegraph 
authorities at La Salle Madeleine, Brussels. 45,910 metres of paper- 
insulated and alloy-tube-covered cable and 8,638 metres of paper- 
insulated cable, with armoured-lead covering. Particulars may be 
obtained from the above address for 34 france (Cahier de Charges 
Special, No. 610), 

July 3lst. Municipal authorities of Arville (Luxemburg), 
Eetablishment of an electric lighting system in the town and 
district. The plans and specifications can be examined at the office 
of the Sacretariat Communale, at Arville, to which address tenders 
are to be sent. Тһе scheme includes the establishment of a hydro- 
electric station, on the River Homme, and high and low-pressure 
mains from the power-station to the distribution plant in the town, 
a distance of about 43 miles. 

Municipal authorities of Montignies-sur-Roc (Hainaut). А 
system of primary and secondary electricity mains in the town. 

The Department of Overseas Trade reports that a contract for 
the construction of a 60-km. high-pressure transmission line, in the 
province of Limburg, has been awarded toa Belgian firm of con- 
tractors. United Kingdom firms desirous of supplying material to 
the successful contractor should communicate with H.M. Consul, 
British Consulate, Liége, forwarding copies, in duplicate, of cata- 
logues, lists, &c. 

Bristol.— August 15th. Corporation Electricity Depart- 
ment. The supply of one 3,000-kW, single-phase, !3-cycle, 2,200-V. 
turbo-alternator and condensing plant aud auxiliaries; and one 
6,000-kW, three-phase, 50-cycle, 6,600-V ditto. (See this issue.) 


Bulgarla.— July 23rd. Тһе Bulgarian Ministry of 
Finance, in Sofia, is inviting tenders for a quantity of miscellaneous 
electric material, including motors, transformers, voltmeters, ainpere- 
meters and fittings for electric lighting and bell installations. 

Glasgow.—The District Committee of the Tower Ward 
of the County of Lanark. Electric lighting for 50 houses to 
be erected at Gartcosh. Mr. Jas, A. McCallum, District Clerk, 15, 


West George Street, Glasgow. 

The Corporation invites tenders for the passenger lifts required 
in connection with the extensions to municipal buildings, Plans 
at Messrs. Watson. Salmond & Gray, architects, 242, West George 
Street, Glasgow. Tenders to Town Clerk on or before 22nd inst. 


London. — Metropolitan Asylums Board. July 20th. 
Alterations and repairs to the electric lighting, fire alarms and 
domestic bell installations at St. George в Home, Chelsea. (July Sth.) 

Manchester.—July 29th. Electricity Committee. Five 
2,500-kW rotary converters and other plant and switchgear. 


(July 8th.) 
August 3rd. Electricity Committee. Low-pressure steam and 


water pipes and valves for Barton station. (See thia issue.) 
Mexborough.— July 23rd. Urban District Council. 
Electricity Department,  E.h.p. switchgear; ].p., d.c. switchboard. 
(July lat.) 
Newport (Mon.).—July 25th. Electricity Department. 
750-kW rotary converter, transformer and switchgear. (July 8th.) 


New accumu- 
(See this 


New Zealand,—W ELLINGTON.—November Ist. Public 
Works Tender Board. One 200/250 b.h.p. oil engine and one 
3-phase, 50-cycle, 190-kW at `8 power factor, alternator, with 
exciter and switchgear.* Ё 


Warrington. — August 9th, Corporation Electricity 
Department. Circulating pumps. (See this issue.) | 


A сору of the specification, &с., can be consulted at the Depart- 
ment of Overseas Trade, 35, Old Queen Street, 8.W.1. 


CLOSED. 


Australia, —5YpNEy (N.S.W.).—The Municipal Council 
proposes to accept the tender of the English Electric Co., of 
Australia, for low-pressure oil switches (£5,540), and to invite 
tenders for non-automatic oil switches, 


Birkenhead.— Electricity Committee. Accepted :— 


Supply по апе of dips реше ШАШ from Marshall Street sub.station 
0 allasey generating station, £9,942.— W. T. Henley’s Tel 
Works Co., Ltd. E d Die 


Bradford.— Electricity Committee :— 
Bteelwork for No. 2 engine-room floor, Valley Road works.—H. Barrett and 
Sons, Ltd. 
Transformer chamber building for Scholemoor housing site and district.— 
| ‚ G. Burgess. 
Air outlet for Nos. 5 and 6 turbines at Valley Road works.—F, Fox. 
Tramways Committee :— 


48 tone of steel tramway rails, at £20 per ton for high silicon rails, and £21 
per ton for rails treated by the sorbitic process. —W. Scott, Ltd. 


Doncaster. — Town Council :— 


Exoavating and laying of tramway rails, & , .— 
= Nota ма Yu g y в, &c., Balby, 23,710. — G. Percy 
Low-pressure cables, £1,384.—Enfield Ediswan Cable Works, Ltd. 
Extra cn DIOMEDIS cable, £1,146. — Callender's Cable & Construction 
O., ; 


Edinborgh.—A contract for cables for the Portobello 
electric power station (Corporation) has been given to a Belgian 
firm, whose estimate of £1,287 was £216 lower than any British 
tender. Councillor Bruce Lindsay stated that the most important 
part of tbe machinery for the new Portobello Station саша from 
Switzerland, at a saving of £60,C00. 


London.—Hackxey.—Borough Council :— 
Electricity works building extensions.—J. Jarvis & Sons, Ltd. (accepted). 


Manchester. Electricity Committée. Approved :— 


Three-phase, 6.600- volt gub-station swi .— і 
елаве, switchgear.—Park Royal Engineering 
Weldless steel lamp columns. The British Mannesmann Tube Co Ltd. 
33,00 - volt and 6,00J- volt sub- station switchgear.— A. Reyrolle & Co., Ltd. 
and the British Thomson- Houston Co., Ltd, | ' 
Three voltage induction regulators. —Maschinenfabrik Oerlikon, Zurich. 


Neweastle-on-Tyne.— City Council. Contracts sealed on 
July 6th: — 

Tramway tutn-outs and cross-overs.—Hadfields, Ltd., 24.999. 

Tramway junctions.—United States Stee! Products Co., 218.213, 

Electrical installations, Walker Housing Estate.—Fletcher Bros., £517 108.: 
Robson & Coleman, £515; Jesmond Electric and General Engineering 
Co., Ltd.. £520; Pinkney & Forster, £505: Wilson & Ridley, £757; 
К. W. Cairns, £572 10s.; Reid, Ferens & Co., £495; S. Gillitt & Co., 
£765; Falconer, Cross & Co., £512; T. G. Usher& Co., £52); Devereux, 
Mo^die & Co., £507 10s; E. G. Atkinson, £250; Gray Bros., £200; 
A. E. Heath & Co., £257 103. ; and G. S. Douthwaite & Co., £252 10s. 


Sheffield. — Electric Supply Committee. Recom- 
mended : — | 
10,000-k W plant, £49,900, —B. White-Taylor Marine Corporation. 

The plant offered is of German manufacture, and the price includes 
supervision of the erection of the plant. The tender was con- 
Biderably lower than any other. 

Ав we go to press we learn from the Financial Times that it is 
unlikely that the Corporation will accept this recommendation, 
the Committee having asked leave to reconsider the matter. 


Spenborough.— Electricity Committee :— 


Sub-station switchgear.—To be supplied by Yorkshire Electric Power Co. | 
Eugine-room steelwork.—Leonard Cooper, Ltd. | 
Cable and house services.— Western Electric Co., Ltd. 


Stafford. —Town Council :— 
500 yd. high-pressure cable, 19s. 7d. per yd. — Pirelli-General Cable 
Works, Ltd. 
Turton (co. Durham).—Lighting of parish. The follow- 
ing tenders have been received :— 
Reid, Ferens & Co., £545; Co-operative Wholesale Society, £595; and the 
South Hetton Coal Co., Ltd., £4 10s. per lamp. 
The last-named company is being approached with a view to 
securing а reduction in price. 


FORTHCOMING EVENTS. 


Incorporated Municipal Electrical Assoctation.—Wednesday, July 20th. 
nnd following days. At the Institution of Electrical Engineers, Victoria 
Embankment, W.C. At 2.80 p.m. Annual meeting. For details, see 
Institution Notes.” 

Thursday, July 2186, At 7 p.m. At the Hotel Cecil. Annual dinner. 


Electro-Harmonic Society.— Wednesday, July 20th. At the Institution of 
Electrical Engineers, Victoria Embankment, М.С, At 4.80 p.m. Annu 
general meeting. ende ONUS 
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NOTES. 


The Circulation of the Electrical Review."—The 
directors of the ELECTRICAL REVIEW, LTD., desire to draw the 
attention of their supporters to the certificate of Messrs. W. B. 
Keen & Co., chartered accountants, appearing on advertisement 
page Sup. 17 to-day, showing the net sales and total circulation of the 
ELECTRICAL REVIEW for the six months ended June 30th, 1921. 
It may be of interest to peint out that notwithstanding the dis- 
turbed and depressed industrial conditions which have prevailed 
during the past half-year, the net sales have incressed from 12,564 
(average copies per wtek for the last three months of 1920) to 
12,682 average per week for the first six months of 1921. Taking 
into account 777 free copies issued to Foreign Conauls and adver- 
tisers, against 717 the previous average, the total circulation now 
figures at 13,459, ав compared with 13,281, indicating steady and 
giatifying progress in а period of exceptional difficulty. 


Service Notes.—Captain R. W. Strugnell, late of the 
Royal Engineers, has been granted a pilot's commission in the 
Air Force whilst employed in the Electrical Services Works 
Oo. under the Directorate of Works and Buildings. Captain 
Strugnell saw service in the late war. Under the age rule, Captain 
W. E. Hammerton, T.D., London Electrical Engineers (Territorial 
Foroe) has retired from that corps, with which he was long and 
honourably associated. Oaptain Hammerton was a lieutenant of 
six years’ service in the corps when he got his captaincy in 
July, 1914, the month before the war broke out. Warrant 
electrician A. C. Cornhill joined the battle cruiser Glorious on the 
let inst. for a turn of duty. Warrant telegraphist G. Н. Carkeet 
has been appointed to the battle cruiser Queen Alizabeth ав assistant 
to the fleet, wireless officer from 1st inst. 


Fatality. — To reach a bird's nest in the roof of an 
onthouse at Castleloan, Linlithgowshire, Alex. Banks, aged 13, 
climbed an overhead transmission pole and grasped a conductor 
carrying electricity at a pressure of 3,000 volts. His hand was 
burned, and he fell to the ground, and soon afterwards died.— 
Daily Mail, 

Educational.— UNIVERSITY COLLEGE, LoNDoN.—The 
following awards have been made in the Faculty of Engineering :— 

Andrews Scholarship (First year).—B. W. Huntsman. 

Goldsmid Entrance Scholarship!(Second year),—L. W. Ball. 

Archibald P, Head Medal and Prize.—F. W. Neville. 

L. F. Vernon-Harcourt Prize (Civil Engineering).—A. I. W, 
Jones and J. P. Porter (equal). 

Chadwick Medal and Prize.— J. P. Porter. 

Diplomas in Electrica] Engineering have been obtained by the 
following :—E. F. Anderson, Н. E. M. Barlow (with distinction), 
J, В. Harding, В. А. E. Parsons, V. W. Roskilly. 

CAPE TECHNICAL INSTITUTE, CAPE Town, 8.A.—A Depart- 
ment of Electrotechnics has been formed at the Cape Technical 
Institute, and over 50 students are in attendance. Laboratory 
classes have been started with an outlay of £83 on equipment, 
which is being supplemented with apparatus constructed by the 
students; it is believed that before long larger funds will be 
available for this purpose, but in the meantime the department is 
badly in need of a few sensitive galvanometers. An electric 
supply of 25 h.p. d.c. and 25 h.p. three-phase has been proposed for 
the electric laboratory in the new buildings, which are being con- 
structed. At present the classes are being conducted in temporary 
buildings. If any British electrical firms have small plant or 
apparatus to spare, which they could present to the Institute, the gift 
would be greatly appreciatei, and would, moreover, constitute а 
valuable advertisement. Apparatus which has become obsolete for 
the general market, but is otherwise in good order, is often of 
great value to a technica] college, and it could not be disposed of to 
better advantage; the young student carries through life the 
Impressions received during his college days, and amongst these 
should be the names of British makers of electrical apparatus. 

The foundation stone of the new Institute was laid on May 26th, 
by Prince Arthur of Connaught, Governor-General, and & publio 
appeal was made for equipment. The electrical students have 
raised £50, and their instructor, Mr. N. €. Woodfin. invites manu- 
facturers of electrical apparatus and plant to send him catalogues 
and price lista. 

Joint Electricity Anthorities' Finance.—At the annual 
conference of the Institute of Municipal Treasurers and 
Accountants, recently held in Buxton, Mr. Alfred В. Dawson, 
ASAA. the accountant to the St. Annes-on-the-Sea Urban 
District Council, submitted a well-reasoned paper on the finan- 
cial aspect of the proposed electricity supply areas, in the course 
of Which he put forward propusals for dealing with existing 
&eneraung stations, the method of payment for existing 
stations, the financing of the capital requireinents of the Joint 
Electricity Authority, the advantages and disadvantages ot the 
super station, and the linking up of existing undertakings. 

Ав a result of the examination of the question, he had 
formed the Impression that for the first few years the super“ 
stations would not be able to supply so cheaply as many of 
the existing stations, principally because during the early 


period of their existence they would be heavily capitalised. 
On the other hand, he believed that when the district boards 
or joint electricity authorities were relieved of the debt of the 
existing. stations, and when the load approached within reason- 
able distance of the capacity of the super stations they would 
Prove to be more economic and eventually result in a cheap 


supply of electricity. Municipal Journal. 


Appointments Vacant.—The Liverpool Tramways and 
Electricity Committee has decided to advertise for a rolling stock 
and works superintendent, at an inclusive salary of £750 per 
annum. 

The following vacancies are advertised in this issue :—Distribu- 
tion engineer (salary according to E.P.E.A. schedule commencing 
at Grade 3, Class E.), for Croydon Corporation; three shift engi- 
neers (£231), for Dover Corporation; chief assistant engineer 
(£150), for Coventry Corporation. 


The Electricity (Supply) Biil.—It is reported in the lay 
Press that the Government, aoxious to avoid the necessity of an 
autumn session, haa decided to defer the consideration of a great 
deal of new legislation, including the Electricity (Supply) Bill. 


Engineering Wages.— The result of the ballot upon the 
new terms, arranged between the two parties in the engineering 
industry, was announced on July 13th. The figures were :—For 
acceptance, 175,145 ; against, 108,96; a majority of 66.176. The 
propo:tion of votes to the number of ballot papers issued was again 
small, only about a quarter of the men voting. It is stated that 
the voting of every constituent trade union of the industry showed 
а majority in favour of the terms. 


Electricai Trades Benevolent Institntion.— The E.T.B.I. 
has received from the Cardiff Local Advisory Committee a cheque 
for £76, the proceeds of a whist drive and dance organised by the 
Local Branch of the Electrical Contractors’ Association, and held 
on March 4th. 


Institation Notes.—Incorporated Municipal Electrical 
Assoclatlon.— The Council has decided to allow time at the annual 
meeting to be held in London next week for the papers, prepared 
for the Dundee Convention, to be read in extract and discussed. 
The programme is as follows :— 

Wednesday, July 20th. 2.30 p.m.—Presidential Address, by 
Major Н. Richardson, F.R 8.Е., general manager and engineer of 
the Dundee Electricity Supply Department. 

2.45 p.m. Paper on Questions Arising in the Consideration of the 
Financial and Business Aspects of Municipal Electricity Supply," 
by Mr. C. W. Charlesworth, Electricity Supply Department, 
Wolverhampton. 

A meeting of the Chairmen Members (only) of the J.M.E.A. will 
be held immediately following the above paper. 

Thursday. July 21st. 10 a.m.—Papers on (2) "Steam Raising 
Yesterday, To-day and To-Morrow," by Mr. D. Wilson (Messrs. 
Babcock & Wilcox). 

(^) Modern Boiler House Practice," by Mr. W. M. Miles, Elec- 
tricity Supply Department, Sheffield. : 

2.30 p.m.— Paper on “Present Day and Commercial Problems in 
Electricity Supply," by Mr. E. Cross, Rotherham. 

Friday, July 22nd. 10.15 a.m.—Annual general meeting. 

The meetings will be held at the Institution of Electrical 
Engineers, Savoy Place, Victoria Embankment, W.C., unless the 
inquiry which tbe Electricity Commissioners are holding is still in 
progress, in which event the meetings will be held at the Institu- 
tion of Mechanical Engineers, Storey's Gate. S.W. 

The annual dinner of the Association, at which ladies will be 
present, will take place at the Hotel Cecil, Strand, W.C., on 
Thursday, July 218t, at 7.30 p.m. (reception 7 p.m.). 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


ACCORDING to The Timex, Мв. A. L. TACKLEY has been appointed 
an electrical inspector of factories, 

The marriage took place last week at Stourbridge, of Mz. 
DENNIS G. F. HOLMES, M M., electrical engineer, of Amblecote, and 
Miss Adelaide Walton. 

In confirming the appointment of Mr. HAWKINS, of St. Helens, 
as the new borough electrical engineer of Wallasey, there was a 
Giscussion as to whether he should be paid a salary of £900, and be 
allowed to take two articled pupils, or whether he be given a salary 
of £1,000, and not be allowed to take articled pupils. The view 
was expressed that it was in the intereete of the undertaking that 
the Corporation should have pupils, who would be a good class of 
young men from the universities, The former proposition waa 
adopted. 

Mr. F. E. FRAMPTON, who has been engineer and manager at 
the works of the Paignton Electric Light and Power Co., Ltd., for 
over 1l years, has resigned. and MR. A. E. BAKER, who has been 
assistant engineer for nearly 10 years, has been appointed in his 
place. 

On Wednesday last week the permanent staff of the London 
Chamber of Commerce presented MR. C. E. Town, the recently 
retired assistant secretary of the Chamber, with à very handsome 
and large antique mahogany bookcase, 

The Bradford Education Committee has appointed Mr. P.G. Spary, 
of Southampton, as lecturer in electrical enyineering at the 
Technical College, at an inclusive salary of £150, rising to £520 
per annum, the salary to be re-considered when salaries are con- 
sidered after the appearance of the Report of the Burnham Com- 
mittee, and to be amended accordingly if the Burnham scale 
operates in Mr. Spary's favour, In the event of Mr. Spary not 
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taking up the appointment, the chairman and the Principal of the 
College were authorised to make а fresh appointment. 

Мв. WILFRID PLANT, electrical engineer, late of the Dookyard, 
Invergordon, has secured the appointment as burgh electrical engi- 
neer at Tain, in connection with the new electric lighting scheme. 

The Manchester Corporation Electricity Committee recommends 
that the salary of Mn. W. G. McCRAcKEN, resident engineer at the 
new Barton station, be advanoed from £450 to £600 per annum. 

Мв. G. E. L. RowoRTH, lately with the Dowsing Radiant Heat Co., 
Ltd., has been appointed manager of the electrical department of 
the Edinburgh branch of the Medical Supply Association, Ltd., 
12, Teviot Place, Edinburgh. 


Obituary.—Lorp BALFOUR or BURLEIGH.—We regret to record 
the death of Lord Balfour of Burleigh, which occurred in his sleep 
on July 6th, at the age of 72 years. The deceased peer had & 
political and finanoial career of great distinction. He had helped 
in the settlement of many industrial disputes, and was & member 
of numerous Commissions and Committees, It will be remembered 
that he was chairman of the Committee which reported upon 
Trade Policy After the War." He was also а director of various 
companies, including the Western Telegraph Co. and he was a 
trustee of the Submarine Cables Trust. 

Мв. О, E. TAYLOR.—The death occurred recently, at Darlington, 
of Mr. Cyril Ernest Teylor, of the North-Eastern Railway Co.'s 
electrical department. Mr. Taylor joined the service in 1898, being 
in charge of the electrical machinery at York and Sheldon. Sub- 
sequently he removed to Newoastle-upon-Tyne to superintend 
the electrification of the branches to the coast. He was an 
Assoo.M.I.E.E, 

Mr. A. W. SOLATER.—We regret to record that Mr. A. W. 
Solater, electrical engineer, 6, Cork Street, London, W. 1, died 
suddenly at Saxby, Lincolnshire, on June 25th, aged 55. His main 
business was installing generating machinery for lighting and 
power on oountry estates. Since he started 30 years ago he had 
put down а large number of plant, many of them being in the 
historio mansions of this country; among them was Chequers, 
lately presented by Lord Lee to the nation for the use of the Prime 
Minister. Mr. Sclater was consulting engineer to the Honourable 
Society of Lincoln's Inn, and to the Warden and Fellows of Win- 
chester College. The business is being carried on under the same 
title by his son, Mr. Frank Sclater, with whom he had been 
associated for some years, 

Мв. E. C. MILLS.— The death ocsurred on July 3rd, at the age of 
61 years, of Mr. Ernest Charles Mills, chief electrician to Apperly, 
Curtis & Co., Ltd., Dudbridge Mills, Stroud (Glos.). 

Mr. JOSEPH WILKINSON.—We regret to record that Mr. Joseph 
Wilkinson, late tramway electrical engineer to the Hull Corpora- 
tion, passed away suddenly on July 7th at his residence, 4, Morpeth 
Street, Hull, He had suffered from heart trouble, and for scme 
years had been living at Withernsea, and it was on his return there- 
from that he had a seizure which proved fatal. Mr. Wilkinson was 
53 years of age. He retired from his office under the Hull Oorpora- 
tion two years ago, and hassince practised as a consulting electrical 
engineer. Latterly he had been introducing electric battery 
vehicles into Hull. Mr. Wilkinson served his apprenticeship with 
Messrs, Cox- Walker & Co., at Darlington, and after being for a time 
with Messrs. J. H. Holmes & Co., he continued his studies at the 
Durham College of Science. He had a good deal of practical 
experience in the lighting of ships at Home, and supervised the 
electrical equipment of a torpedo boat for the Chilean Navy. He 
was for some time in the early nineties ef last century assistant 
engineer to Messrs. Siemens Bros, & Co., Ltd. He also went to 
Hobart, Tasmania, to equip the electric tramway system, and on 
his return, after two years, he became resident engineer for Messrs, 
Siemens Bros., in connection with the equipment of the Blackburn 
tramways, In 1899 he was chief assistant for the contractors on 
the equipment of the Hull tramways, and in 1903 he was appointed 
tramway electrical engineer. Mr. Wilkinson was a M.I.Mech.E., 
M. I. E. E., and a member of the I.M.E.A. 

Will,— The late Мв. H. GREEN, ironmonger and electrical 
engineer, of Okehampton, left £27,679. 


NBW COMPANIES REGISTERED. 


Gaunt & Wilkinson, Ltd. (175,555).—Private company. 
Registered July 5th. Capital, £500 in £l shares. To adopt an agrcement 
with T. Gaunt and J. A. Wilkinson, and to carry on the business of mechanical 
and electrical engineers, steel manufacturers and workers, founders, smiths, 
&c. The first directors are: T. Gaunt, 56, Chantry Road, Sheffield, engineer; 
J. A. Wilkinson, 29, Selborne Road, Sheffield, engineer; S. Berrisford, 100, 
Sharrow Road, Sheffield, engineer. Qualification, £l. Remuneration as fixed 
by the company. Registered office: Pilot Works, Corporation Street, Sheffield. 


$. Rowland & Co., Ltd. (175,599).—Private company. 
Registered July 7th. Capital, £3,000 in £1 shares (1,150 “ А,” 650 B,” and 
1,200 “C” shares). To carry on the business of coverers of wire with all 
materials, manufacturers of and dealers in metals, alloys and substances, and 
coverings therefor, braid and woven goods in all textures, warehousemen, &c., 
end to adopt an agreement with S. Rowland. The permanent directors are: 
L. Maister, 60, Osbaldeston Road, Stoke Newington, N.16; M. Cooper, 58, 
Osbaldeston Road, Stoke Newington, N.16 (both directors of Barmaico, Ltd.); 
A. Simon, 39, Coborn Street, Bow, E.; S. Rowland, 259, Burdett Road, E. 14. 
Registered office: 8. Strype Strect, Middlesex Street, E. 1. 


Olsen Engine Syndicate, Ltd. (175,524).—Private com- 
pany. Registered July 2па. Capital, £24 in Is. shares. To acquire from 
S. D. Olsen the benefit of certain existing inventions relating to the production, 
treatment and application of electric, steam, petrol, oil, gas, compressed air or 
other power, &c. The subscribers (each with one share) are: E. I. V. Earle, 
2, Staple Inn, М.С. 1, merchant; T. W. Gouding, 2, Staple Inn, W. C. 1, mer- 
chant, The first directors are not named. Qualification, shares. Registered 


office: 2, Staple Inn, W. C. 1. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 


Aladdin Renew Electric Lamp Corporation, Ltd.—lssue 


on June 24th, 1921, of £1,300 debentures, part of a series already registered, 


Electrical Appliances (Blackpool), Ltd.—Two mortgages 
dated June 24th, 1921, to secure £700 and £300 respectively, charged on certain 
lands and premises in Blackpool. Holder: E. Jones, 3, Saville Road, South 


Shore, Blackpool. 
High Temperature Generators (1918), Ltd.—Debenture 


dated June 16th, 1921, to secure £800, charged on 11 superheater machines and 
ра of sale thereof and company's undertaking and other assets. Holder: 
V. А. Tompkins, 10, Westleigh Road, Leicester. 


Pirelli-General Cable Works, Lid. Mortgage dated June 
10th, 1921, to secure £15,825, charged on Eastleigh Stores Distributing Park, 
Eastleigh, Hants., canking in priority to prior trust deed securing £200,000 
Holders: Secretary of State for War, Whitehall, S.W. 


Bath Electric Tramways, Ltd. (74,278).—Return dated 
May 19th, 1921. Capital, £230,000 in EI shares (75, preference, 125,000 
preferred ordinary, and 30,000 deferred). 75,000 preference, 75,606 preferred 
ordinary and 30,000 deferred shares taken up. £150,006 paid. 230,000 con- 
sidered as paid. Mortgages and charges, £147,517 

Sterling Telephone & Electric Co., Ltd. (101,415).— 
Capital, £65,000 in 49,650 preference and 15,350 ordinary shares of £1 each. 
Return dated April 5th, 1921. 39,500 preference and 15,350 ordinary shares 
n up. £24,500 paid. 230,350 considered as paid. Mortgages and charges, 
nil. 


CITY NOTES. 


At the annual meeting held on Mondsy 


Calcutta in London, Mr. John G. B. Stone. who pre- 
Tramways sided, said that the traffic receipte showed 
Co., Ltd. an increase of 64 per cent., with practically 


ihe same number of miles run, the pas- 
sengers carried (nearly 534 millions) showing an increase of 
6 per cent. The Indian expenditure showed an increase under 
all heads. Apart from the advances in wages and salaries, 
the principal items of increase were power expenses, due to 
enhanced prices paid for coal, and maintenance and repairs, 
due to exceptionally heavy repairs on the rolling stock and 
to abnormal expenditure in making good damage to the elec- 
irical equipments of no fewer than 67 motor-cars caused by 
the floods in August last. The speaker referred to the ex- 
perience of the company with regard to strikes and wages. 
The result was that the wages. had increased about 33 per 
cent. for 1920 over the normal total for 1919, while the current 
year, which would represent a complete year, would show 
an increase of over 60 per cent. compared with the same period. 
With this heavy increase in the cost of working it was no 
longer practicable to carry the public at existing fares, and 
a new scheme of fares was now under the consideration of 
the board, and would be brought into operation as quickly 
as possible. 'The loss of revenue due to the strikes, coupled 
with the drop in the takings for the current year from other 
causes, had drained the company's available cash resources, 
already depleted by the overspent capital account, and further 
capital would require to be issued. In the meantime arrange- 
ments had been made with the bankers. Аз regarded their 
prospects for the current year, although the aggregate receipts 
to date showed a considerable decrease, it was due to the 
heavy trade depression and to & variety of causes, all of which 
were of а temporary nature. 'There were not wanting signs 
of improved trade conditions, which & good monsoon would 
help to develop, and to which their traffic would quickly 


respond. | 
At an extraordinary general meeting held 


Melbourne on Monday at Winchester House, E.C., 
Electric Supply resolutions were passed transferring the 
Co., Ltd. control and management of the company 
from London to Melbourne. Mr. J. B 


Braithwaite presided, and said that the meeting was the 
result of the action of the Chancellor of the Exchequer and 
the Government in insisting on making companies which 
were engaged in developing the resources of the Colonies, 
and the whole of whose profits were made in the Colonies. 
subject to British income tax. The only effect would be to 
discourage the investment of British capital in the Colonies, 
and although at the moment the Colonies were fairly well 
supplied with capital from their own resources, the time 
would come when they would be glad of more British capital. 
They would then find that the action which the British 
Government had taken would be greatly to their disadvantage. 
The board had done all it possibly could, but the only 
result had been to obtain a certain modification, which did 
not touch the main question—namely, that a company like 
theirs, which earned the whole of its profits in Melbourne, 
was made liable for British as well as Australian income tax. 
He had suggested to the Government that the sensible solution 
of the problem was that the shareholders resident*in Great 
Britain should be subject to British income tax, that those 
resident in Australia should be subject to Australian income 
tax, and that certainly the company’s profits themselves 
should not be subject to British income tax. This meeting 
had been called on the initiative of the Australian shareholders. 
If the resolution were passed the result would be that from 
July 31st the company would cease to be liable for British 
income tax, but, as a British registered company, it woul 
still be liable to the new corporation tax. The Australian 
debenture holders would be free from liability for British 
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income tax. The directors made a point, in the prospectus of 
the recent issue of preference shares, of the provisions in the 
Finance Act which gave the holders special benefit in con- 
nection with income tax allowances, but since that prospectus 
was issued an action had been decided to the effect that 
preference shareholders subject to double tax were not entitled 
to participate in the relief granted by Section 27 of the Finance 
Act of 1930. The result of the transfer would be to improve 
the position of all classes of the company's securities. 
The directors report that the net profits 
General Electric for the year ended March 815%, 1921, are 
Co., Ltd. £796,149, to which is added the balance 
brought forward from last account, less 
E.P.D. to March 31st, 1920, £175,668, giving a total of £971,817. 
After deducting debenture stock interest £8,000; depreciation 
£157,915; contribution to pension fund £17,266; dividend 6} 
cent. per annum on A preference shares for the year 
£107,626; dividend 74 per cerft. per annum on B preference 
shares for the year £121,715, there remains an available balance 
of £559,991. А dividend at the rate of 10 per cent. per annum, 
free of income tax, on the ordinary shares for the year is 
recommended, requiring £211,197, and there is to be carried 
forward, subject to E.P.D. (if any), and corporation profits 
tax, £348,094. The satisfactory results of the year's trading 
show that the additional capital obtained at the close of the 
last financial year is being employed usefully. The general 
decline of trade 5 the country during the latter half 
af the financial year did not immediately affect the electrical 
industry. Contracts in hand assisted in keeping the majority 
of the company's works fully employed up to March 8184. The 
results of the company's overseas branches have in nearly all 
cases been satisfactory, though they have suffered from ex- 
change difficulties. The allied and subsidiary companies have 
shown good progress and continue to make a considerable 
contribution to the company's profits. The number of em- 
ployés increased during the year, and on March 3lst totalled 
over 16,000. Owing to the present state of industry, the 
directors consider the usual allocation to reserve out of profits 
inadvisable, and recommend that the amount which they would 
have allocated under normal conditions, should remain in the 
"carry forward " to next account, which thus stands at the 
total of £348,000. They feel all the more justified in making 
this recommendation as the reserve account has benefited dur- 
ing the year by the sum of £257,016, through the transfer 
of net premiums received on the share issue of March, 1920, 
thus making the total of this account over £700.000. The 
assets of the company as shown in the balance sheet amount 
to over £11.000,000, an increase of approximately £4,000,000 
upon last year's figures. The considerable increase in the fixed 
assets is mainly accounted for by the absorption of the Peel 
Conner Co. with its works at Manchester and Coventry, the 
further large extensions to the engineering works at Witton, 
and the Osram works at Hammersmith, and the completion 
of the building in Kingsway. These additions were all ap- 
росу completion on March 3156, and have been carried out 
y considerable financial assistance from the company's 
bankers, which liability has been met since the close of the 
financial year by a debenture issue. The item ''sundry 
debtors ” also shows a substantial increase, which is partly 
due to the expansion of the company's trading operations and 
partly to the refilling of the depleted stores of the overseas 
companies, owned or controlled by this company. ‘* Stock-in- 
trade and work in progress '' valued in the usual manner show 
a large increase, which is accounted for to a considerable ex- 
tent by work in progress for actual orders. Mr. M. Solomon 
has been appointed managing director of the Pirelli-General 
Cable Works, Ltd., one of the company's allied organisations. 
and has resigned from the board of the company in order 
to devote his whole time to the work involved. Mr. M. S. 
Conner, formerly managing director of the Peel Conner Tele- 
phone Worka, Ltd., which is now the property of the com- 
pany. has joined the board. and his appointment will be sub- 
mitted to the shareholders for their confirmation. 
Annual meeting: July 2156, at Magnet House, at 12 o'clock. 


Steck Exchange Notices.—Dealings in the following have 

n specially allowed by the Committee under Rule 148a :— 

North Metropolitan Electric Power Supply Co.—£228 460 
74 per cent. debenture stock, redeemable, issued at 95 per 
cent., of which £35 is paid and fully paid, after issue of 
allotment letters. 

Southern Brazil Electric Co.—£80.000 6 per cent. mortgage 
debentures of £100 each (redeemable), Nos. B 1,021 to B 1,520. 

е undermentioned securities have been ordered to be 
quoted in the Official List :— 

English Electric Co.—£1,250,000 8 per cent. six-year secured 
notes of £100 each, Nos. 1 to 12,500 (registered). 

Southern Brazil Electric Co.—£180.0 6 per cent. mort- 
гаре debentures, Nos. A851 to 1,004, A1,049 to 1,086, A].001 
and 1.092 of £500, B1,001 to 1,820 of £100, C501 to 518 of £50, 
апі 01.001 to 1.005 of £20. 

St. James's & Pall Mall Electric Lxght .Co., Ltd.—The 
: 3 have declared an interim dividend at the rate of 7 per 
a per annum on the preference shares and 7 per cent. per 
1 the ordinary shares for the half year ended 


. Trowbridge Electric Supply Co., Ltd. At the annual meet- 
ing a dividend of 74 per cent. on the ordinary shares was 
agreed to. The chairman said that the result of the year's 
working was very satisfactory. 


New Issues.— In connection with the issue of 73 per cent. 
debenture stock of the North Metropolitan Electric Power 
Supply Co., the amount of stock offered for subscription was 
£228,460. There were 3,254 applicants for £2,534,485 stock. 
These applications included 2,245 each for £500 or less. 


Electric Supply Corporation, Ltd.—After transferrin 
£7,196 to repairs and renewals fund, and including #6 
brought forward, accounts for 1920 show available balance 
of £3,403. The directors propose to place £3,000 to reserve 
fund and to carry forward £403.—Financial Times. 


Telegraph Construction & Maintenance Co., Ltd.—An in- 
terim dividend of 6s. per share, free of tax, is announced. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


SHOULD it turn out that the Bank Rate is not reduced this 
week, but is left at 6 per cent., there will be disappointment 
in the various City circles that are looking, this Tuesday even- 
ing, for a possible 5 per cent. minimum to be announced on 
Thursday. From the point of view of the Money Market only, 
there is little to hinder a reduction, and the Treasury will wel- 
come a step that will fillip the new 51 bonds now on offer 
а, 97. Nevertheless, the prospect of cheaper money is exert- 
ing no great intluence over Stock Exchange prices or business, 
the former continuing rather dull, while the latter bas been a8 
languid as the weather. 

The North Metropolitan Electric Power Company's issue of 
£223,000 74 per cent. debenture stock was subscribed nearly 
ten times over. The applications for amounts below £500 were 
in themselves sufficient to have absorbed the issue, without 
taking into account the larger sums. Dealings started in the 
market at a premium of З points above the issue price of 95, 
and the price stiffened to 34 premium later. | 

General Electric new debenture stock has hardened to 5s. dis- 
count, which compares with 4 discount to which the price fell 
as the stags, and some of the underwriters, hastened to get out 
after the allotment. The company’s report shows a net profit 
of £613,000, ог £120,000 more than that of the preceding year. 
The dividends on ordinary and preference shares require an 
additional £200,000 this time, owing to the increase in the 
capital, the ordinary dividend being maintained, as already 
announced, at 10 per cent. free of tax. The report led to a 
rise to 21s. 104d. in the ordinary shares. 

Central London Railway stocks maintain their substantial 
rises secured this month, but Districts have gone back to 17, 
Metropolitans to 25, while Underground Electric Railways £10 
shares, after being 548., reacted to 28. Тһе Income Bonds hold 
steadily to 834. Home Railway stocks, as a whole, make an 
irregular showing. While the higher-priced descriptions attract 
a few buyers, the other stocks are depressed. What may be 
the outcome of the Railways Bill, none even of the market 
authorities seem eager to prophesy, so that it is not surprising 
for the investor in the street to show more reluctance than 
ever in the matter of touching Home Railway stocks. 

Prices in the cable market slacked off a little towards the 

end of last week, continuing the process which started at the 
beginning of the month. At the slightly lower levels, however, 
investment again took the market in hand, with the result that 
Eastern ordinary is better at 1654, and Eastern Extensions, 
together with Westerns and Globe ordinary, have all risen to 
163. Great Northerns at 252 are 10s. higher. United River 
Plate Telephones at 5 11/16 are 1/16 up, and the only retro- 
grade movement in this list is 4 fall in Chile Telephones to 43. 
Marconi's remain about 9 3/16. The report of the Marconi 
Marine Co. is due at any moment, and there is considerable 
curiosity as to what results the profit and loss account will 
show. The accounts of the Marconi Co. itself are expected 
about the end of this month. Marines are 95s. 6d., Canadian 
Marconis 7s. 9d., and the two Radio shares stand at 10s. 6d. 
and 9s. 3d. for preferred and common respectively. 
Cable manufacturing shares are all very steady. There is not 
a change in the list. Two or three of the companies are still 
said to be contemplating new issues when the times become 
more propitious; in other words, when a fall in the Bank Rate 
enables them to make an appeal for money on terms less 
onerous than would have to be paid during the first six months 
of the current year. The Crompton report announces a profit 
for the vear ended March 31st last of 466.000, which is about 
£13,000 better than that for the previous twelve months. The 
company pays 10 per cent. on the ordinary апа preference 
shares. Cromptons have been practically absorbed hv Arm- 
strongs, but the ordinary shares are still quoted in the Stock 
Exchange at 16s. 3d.. and the preference at the same level, 
while the 6 per cent. first mortgage debentures stand at 80 ex 
the interest due July Ist. 

The Monterey Light & Power Co. issues details of the pro- 
posed plan for reorganisation of the company, whereby arrears 
of interest due to holders of the first mortgage debenture stock 
will be funded. The first debenture stockholders are asked to 
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give up one-sixth of their nominal capital, receiving in ex- 
change new securities. payable, at their option, in Canada in 
dollars or in London in sterling. The scheme is somewhat 
intricate. ‘The debenture holders are offered in exchange for 
each £100 of their stock three different securities, plus a cash 
payment ш sterüing of the equivalent of 5 dollars. ‘Lhe meet- 
we at which the scheme will be submitted is to be held on 
July Zoth. The price of the stock has risen 3 points tliis week 
to 23, comparing with 504 at which it stood on the eve of the 
outbreak of war. Other Mexican issues are quiet, awaiting 
further news from Mexico. Drazilian Tructions have receded 
to 3l. British Columbia Electric stocks are a little irregular. 
Victoria Falls 54 per cent. second mortgage debentures nave 
hardened to 97} ex interest, the preference shares remaining at 
165. gd., around which price there is a fair amount of business 
bemg done in them. Canadian General Electric Common are 
5 points higher at 130, and the preferred 4 up at 118. Dollar 
stocks are mostly better, owing to the way in which the value 
of the pound sterling has dwindled, in relation to the dollar. 

Electric Lighting shares are a firmer market. Rises have 
occurred in City of Londons, Westminsters, South Londons 
and Metropolitans. The 74 per cent. Extension debenture 
stock of the Metropolitan Company has risen to 54 prenuum. 
The scrip is £40 paid. City of London new ordinary ut 23s. 
and the second preference at 22s. 5d. are both rather better. 
Siemens new 10 per cent. preferred have hardened to 22s. 3d. 
Central Electric 8 per cent. Notes keep firm at 102, which is 
5 premium over the issue price. Melbourne Electric ordinary 
ab 1124 is 73 higher on the week. The end of the coal-strike is 
quoted аз one reason for the strength shown by the market 
for home electricity shares. Engineering and kindred issues 
exhibit no particular movement. Rubber shares are the turn 
better upon a slender rally in the price of the product, on buy- 
ing reported to emanate from America. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Номе ELECTRICITY COMPANIES. 
Dividend Price 


— — July 12, Yield. 
1919, 1920, 1921, Rise or fall. p.o. 
Brompton Ordinary. ET ee 12 13 6 — £10 0 0 
Oharing Cross Ordinary 1 В Bi — 108 8 
do. do. do. 4 Pret... " 4$ 43 8 — 710 8 
Chelsea ws EN es ә 4 8 Bi =s 9 4 8 
City of London ч к .. 18 14 E + Jy ll 4 0 
do. do. 6 per cent, Pref.. . 0 8 1ч/- — 1 1 2 
County of London 8 8 94 — 917 0 
до. do. 6 per cent. "Pret... 8 6 85 — 7 7 8 
Kensington Ordinary ʻa ws 7 9 44 — 1018 3 
London Electrio  .. 2$ 22 1 — 710 0 
do, do. 6 per cent. Pret.. 8 6 23 — 10 18 9 
Metropolitan .. Е 6 1 £g + à 913 2 
do. 44 рег cent. Pre. 44 4 213 — 718 3 
Bt. James’ and Pall Mali . ee 19 12 6 — 10 0 0 
South London - 6 7 28 + ё 10 13 4 
Bouth Metropolitan "Pret... s 7 7 1009 — 8 17 10 
Westminster Ordinary ..  .. 10 10 tz +3 9 6 0 
TRLEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. - M 6 6 d +1 729 
do. Def. s 14 13 165 — 9 110 
Chile Telephone ә oe 6 6 45 — t 6 BO 
Cuba Sub. Ord. - ee oe 1 7 74 — 9 6 8 
Eastern Extension .. е «e: 10 10 164 — 6 18 
Eastern Tel. Ord. .. se ee 10 10 1553 +1 610 0 
Globe Tel. and T. Ога. .. .. 10 10 164 +è 6 1 8 
do. do. Pref. .. $e 6 6 98i xd — 6 11 6 
Great Northern Tel. i . 99 24 95: + 4 96 4 
Indo-European vs © . 10 10 BO — 8 6 8 
Marconi ee ee 25 =— 2: — — 
Oriental Telephone Ord. js . 19 13 p RD — *b 16 8 
United R. Plate Tel. oe S 8 8 5:1 + 15 “1 0 8 
West India and Panama .. .. Nil Nil 6/3 — Nil. 
Western Telegraph.. => .. 20 10 164 +h *% 1 3 
Home RAILS, 
Central London Ord. N oe 4 4 494 — 8 18 
Metropolitan .. é we 1 lj 25 —1 6 0 0 
do. District a as a К H — г Bi 
r round Electric Ordinary .. i i 2 = i 
ioo do. do. FEAT T .. Ni Nil ?1- — Nil 
do. do. Income .. 4 2 E334 +2 280 
Еовк:ом TRAMs, &0, 
lo-Arg, Trams, First Pref. .. 54 124 аха — 10 0 0 
d . do. "ond Pref. . Nil 54 21 — 911 4 
do. do. 5 % рер, E 5 Б 654 — 712 8 
Brazil Tractions Nil Nil 91 -1 Nil 
British Columbia Elec. Rly. Pfce. Б 58 +a 812 4 
do. do. Preferred b 14 55 — 14 8 12 R 
do. do. Deferred 9 6 cA —1 *10 16 2 
do, do. Deb. о, 43 4} 69 — 7 210 
Mexico Trams 5 per cent. Bonds.. Nil Nil £2; — Nil 
do. 6 per cent. Bonds.. Nil Nil 234 — Ni. 
Mexican Light Common .. .. Nil Nil 11 — Nil 
do. Pref. н .. Ni Nil 18 ae Nil 
do. lat Bonds . .. Ni Nil 32 — Nil 
Маже сене CoMPANIES, 
Babcock & Wilcox .. zš .. 15 16 21 == 614 8 
British Aluminium Ord, .. .. 10 10 15/9 — 19 14 0 
British Insulated Ord, .. . 15 — 1. — 9 12 0 
Callenders 88 es . 15. 15 Ls — 10 8 8 
T 63 Pref, .. “= 10 105 ш — E A 7 
Crompton Ord. we é А = 
Edisoh-Bwan T - T 1 — 106 — 9d. ДА 
do. до. брег cent. Deb. Б Б Sd M 17 1 
Electric Construotion . 10 10 16/3 — 12 6 2 
English Electric .. ee . В 8 12/6 — 12 16 9 
Do. Pref. oe SQ 6 6 1Ё/- — 8 0 0 
Өеп Elec. Pref.  .. es is 63 64 is/-xd +64 8 2 6 
rd. ee eo ee 10 10 1 i — v 49 8 0 
Henl ee ees ee 16 15 1: — 10 8 0 
do ^u Pref. ee ee oe 43 44 Bt — 6 18 ж 
India-Rubber oe oe ee 10 = Lh — — 0 
Met.-Vickers Pref, oe oe ee 8 8 1:3 — В 16 10 
Biemens Ога, ee ee oe 10 10 là — *8 17 8 
0 2 303 ~ *617 1 


Telegraph Con, ee T is 
* Dividends paid free of Income Tax. 
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MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


— 


Tuesday, July 12th. 


— 


Latest Fortnight'g 
CHEMICALS, &с, Price, Inc. or Dec, 
і ! 
а Acid, Охаііс .. е 2^ per lb. 94а. zd. dec. 
a Ammoniac Sal .. per ton £75 бе 
а Anunonia, Muriate (large crystal) T £05 . 
a Bisulphide of Carbon d ; iš T. ee 
а Borax ae i n А £34 2s 
a Copper Sulphate zw ave 5% is 431 42 dec. 
а Potash, Chlorate .. 25 .. per lb, 7d. $ 
a ү Perchlorate га s Кя ва. Ке 
а Shellac .. .. рег cwt. £17 £3 10s. dec. 
а Sulphur, Sublimed Flowers Vs - £18 5% 
а ump : Р i £16 85 
а Soda, Chiorate m .. perlb. 4d. Id. dec. 
a „ Crystals Я .. рег ton £1 n 
a Sodium Bichromate, casks | .. per lb. 1а. 154. део, 
METALS, &с. 
p Babbitt's Metal Ingots . per ton £96 to £300 vx 
c Brass (rolled meta! 2" to 1r basis) per lb. Id. 2d. dec. 
с „ Tubes (solid drawn) Я i 1/11 to 1/2 "m 
с „ Wire, basis P * 11:d. id. dec. 
c Copper Tubes (solid drawn) Es i 1/33 ix 
C. n Bars (best ке соко . per ton £112 £4 dec. 
с 9 Sheet .. . . js " £112 £4 dec. 
с А Коа .. Е a 5 4112 44 dec. 
d „. (Electrolytic) Bars “> js £77 108. 30/ inc. 
d ú " Sheets К РА £145 Re 
d ws " Wire Rods.. 5 £93 108. 80;- inc. 
d ws H.C. Wire.. per lb. 111d. 4d. inc. 
f Ebonite Rod .. x е s ›» 3/6 2 
f " Sheet.. ё е ae »" 8 / T 
n German Silver Wire is - i 2/9 as 
h Gutta-percha, fine .. es sx M 13/6 ' 
h India-rubber, Para tine .. 2 2 102d. ld. dec, 
i Iron Pig (Cleveland Warrants) .. per ton Nom. A 
„ Wire, galv. No. 8, P.O. qua., ГА £35 £5 dec. 
g Lead, English Pig .. $4 i. £21 10s. 25/- inc, 
g Mercury .. per bot. | £10 15 to £11 
e Mica (in original cases) small .. per lb. 4d. to 4/- we 
- S s medium. ii 5/- to 10/- Ps 
" large  .. Ж 12/6 to 25/- & up ae 
Phosphor ‘Bronze, plain castings.. E 1/4 to 1/9 E 
s 12 rolled bars and rods УУ 2/1 to 2/6 > 
„ rolled strip & sheet M 2/2 to 2/7 nes 
d Silicium Bronze Wire per lb. 1/4 i 
r Steel, Magnet, in bars ae vs i 1/8 ss 
n Tin, Block (English) T . perton | £165 10s. to £166 - 
n „ Wire, Nos. 1 to 16 .. per lb. 4/- [105. xs 
p White Anti-friction Metals .. per ton £78 to £300 e. 


Quotations supplied by— 
g James & Shakespeare, 

h Edward Till € Co. 

1 Bolling & Lowe. 

1 Richard Johnson & Nephew, Ltd, 
a P. Ormiston & Sons, 


a G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co, 

е F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 


Telegraph Works Co., Ltd. р 
г W. F. Dennis & Co, 


Rangoon Electric Tramway & Supply Co., Ltd.—The an- 
nual general meeting was held in Rangoon on May 18th. Mr. 
К. 5. Giles (chairman), who presided, said that the capital 
of the company remained the same. During the year £8,039 
had been set aside tor the redemption of debentures, in addi- 
tion to a previous amount of £71,919. The total debentures 
outstanding had a value of £240,754. By transferring the 
company's offices from London to Rangoon tuxes to the amount 
of £10,000 had been avoided, equivalent to a dividend of $$ 
per cent. on the present ordinary capital. The passenger 
паше on the tramways showed an increase of two million; 
this necessitated the purchase of 20 new cars and probably 
further additions would have to be made. The electricity 
supply business had also improved, and to effect the necessary 
Improvements an increase of capital was under consideration. 


Major & Co., Ltd.—Mr. J. L. Major, 5 at the 
annual meeting held on June 30th, said that there had been 
considerable expenditure upon improvement and enlargement, 
but. owing to the depressed state of trade, these had not shown 
the benelit expected from them. They had not escaped the 
general break in prices which took place, in their case, at the 
beginning of the present year. During the coal stoppage con- 
silerable quantities of fuel oil had been sold and also use 
by themselves. The most successful of the subsidiary com- 
panies had been Tarslag, Ltd., which was doing a very muc 
increased business. The statement made last year that the 
earnings of the subsidiary companies would be sufficient to 
pay the interest on the preference shares would be more than 
Justified. 

Cape Asbestos Co., Ltd.—A dividend of 10 per cent. per 
annum, less tax. on the ordinary shares (including 34 per 
cent. already paid) is recommended; carry forward £9,136. 

Dublin United Tramways Co., Ltd.—Interim dividends of 
6 per cent. per annum, less tax, on the preference, and 3 per 
cent. per annum, less tax, on the ordinary for the past half- 


year. 


е 


VD c Чо 


Va ott 


— A. 


Vol. 89; No. 3,377, JULY 15, 1931.] 


— 


THE: ELECTRICAL REVIEW. 97 


. THE, ENGINÉERING CONFERENCE, 1021. 


dae ааа fu 


a 


Peo e са а т (Continued from page 44.) p e : e 


В Stations. E У 
Bx W. В. WOODHOUSE. (Abstract.) 


Tae solutions of the problem of supplying an area which 
extends beyond the economical limits of the distribution pres- 
gure in use are to supply it from: (1) One generating station 
by increasing the output to meet the demands and adding to 
the original distribution’ mains a higher pressure system or 
systems feeding into the’ general distribution system at а 
number of pomts [the general distribution system may or 
may not be subdivided into independent sections], or from 
two or more generating stations: (2) each feedmg a part of 
the area independently of the others; (3) interconnected by 
a system of h.p. mains With or without intermediate feeding 
ints. . > У „ ah dues 1 8 » , 
P Within certain limits the first solution is the tnóst economi- 


The Economic Limits of Distribution from Coal-Bred - 


cal. 

1. Economy of Capital.—The total cost of a generating sta- 
tion increases less rapidly than the rated output of the plant 
installed, particularly so in the case of buildings, auxiliary 
machinery, and steam turbo-alternators. The reduction of 
the capital cost of a turbo-alternator is a function of thé speed 
and output, and puts at present an approximate limit of 
25.000 kW to a smgle-cylinder machine, and 50,000 kW to a 
two-cylinder machine. | ME E 

А large number of machines for the same total output will 
cost more; a smaller number, to give the same security, must 
be of a greater total rated output. If each turbo-alternator 
has an overload capacity of 25 per cent., and two sets are 
regarded as essential spares, then the economical subdivision 
is into ten sets. This particular consideration is modified by 
the relatively high steam consumption of smaller turbines 
which, in a station of, say, 30,000 kW, would ‘reduce the 
economical number to seven. Interconnection of stations 
also affects the question. A further advantage of a lar 
station is due to the diversity of demand arising from аир 
over a wide area which may have the effect, as between a 
station of 100,000 kW and one of 500,000 kW, of reducing the 
station demand by some 10 per cent., and the capital expen- 
diture accordingly. | 

2. Economy of Coal.—The increase of efficiency as between 
turbines of 1,000 and 25,000 kW under similar steam conditions 
represents а saving of some 25 per cent. of the coal consump- 
tion. The diversity of demand improves the load factor and 
still further reduces the coal consumption. The economies 
made possible in a large station represent a further saving, 
but as between а 150,000 and a 500.000-k M station the amount 
15 Dot great. ЖЕ 

3. Economies of Wages and Other Expenses.—These repre- 
sent a saving on only a small part of the total costs, and are 
relatively less important. B 

Total Saving.—It is with hesitation that one submits a 
general figure of the savings to be made on these accounts; 
however, the relative cost per kW-year varies somewhat as 
follows: 500,000 kW 100 per cent., 950,000 kW 114 per cent., 
150,000 kW 122 per cent., and 50,000 kW 173 per cent. 

Cost of Distribution.—Against these economies the extra 
costs of distribution over the wider area must be set. The 
requirements of a constant-pressure supply limit the radius of 
distribution at any particular pressure. If (as is usually the 
case) the pressure of utilisation: and of detail distribution is 
hxed, then, to supply a wider area, a second system of higher- 
pressure mains becomes necessary, from which the secondary 
system 18 supplied at a number of points. This involves capital 
expenditure on which the annual charges must be met. The 
Dew system of mains and transformers also involves energy 
oses ш Iron, copper, and dielectric, and the annual cost of 
these must be added to the capital charges on distribution. 
However, the addition of the higher pressure system, by per- 
mitting the subdivision of the general distribution system. 
will allow a greater load to be carried on this latter system 
without further capital expenditure, or alternatively will effect 
a reduction of energy losses with the same load. In either 
case this saving must be taken into account. The economical 
area of distribution is a function of the load factor ot the 
system, and other conditions which make a comparison be- 
tween different areas a matter of great difficulty. If it be 
assumed that such an area has a density of load of from 500 
to 2000 kW per sq. mile, a pressure of 10,000 volts has been 
fully demonstrated by practical experience as suitable for 
general distribution. The economical area for such a pressure 
of distribution is approximately 150 sq. miles from which a 
station demand of. sav, 137,500 kW шау be expected to arise. 
As an Indication of the magnitude of the various charges a 
гошрагпіхоц шау be made for the hypothetical case of au urea 
2 miles square with a uniformly distributed load, and the 
comparison is made for a total area four times as great. 

Case 1.— Extension of supply to the larger area from one 
central station involves the introduction of a higher pressure; 
If underground cables are used a comparison тау be made 
eae hs Pressures of 33,000 and 66.000 volts. The use of 
high wad lines would lead unquestionably to the use of the 

igher of these pressures. The costs of these systems are in- 


е 
у 


dicated in Tables I, If, and III, and the annual cost of a 
kilowatt-year (60 per cent. load factor) at the busbars of & 
500,000-k W station may be taken as £8 with coal at 20s. a ton. 
TABLE I.—UNDERGROUND CABLES AT MAXIMUM RATINGS. 
Cost per. kVA Mile. 
Pressure. Cost per mile. Rating. Cost рег КУА mile. 
П kV. £14,000 * 18,300 kVA £0.765 
33 kV «£18,100 48.600 kVA 40.373 
66 КУ 433.000 78,800 kVA. 40.292 
Ё "TABLE II. UNDERGROUND GABLES. 
Annual Cost of Capital Charges and Energy Losses per 
КУ kVA Mile. , 
Pressure. Rating. Capital charges. Energy losses. Total. 
1l kV 18,300 £0.095 &0.055 40.18 
. 93 kV 88.600 40.047 40.028 40.075 
66 kV. . 718,800 40.066 40.017 40.05 
Capital charges, 12} per cent. ps | 
Energy losses, at 60 per cent. load factor, 0.5d. per unit. 
TABLE III 4— TRANSFORMERS AND SWITCHGEAR. 
. Annual Cost per КУА Double Transformation. 

2 = Annual Cost. 

Pressure. Rating. Capital. Energy. Total. 
33 kV. 48,600 40.264 40.183 40.447 
66 kV 18,900 £0.299 40.195 40.491 

Capital charges, 124 per cent. 

Energy losses, at 60 per cent. load factor. 0.54. per unit. 

Case 2.— The subdivision results in the loss of the benefit 
of diversity, in the increase of the cost of the stations, and 
in a poorer load factor. On the other hand, the expenditure 
on ug nee pressure mains and transformers is altogether 
avoided. 

Case 8.— The comparison here made is between equal stations 
of equal efficiency, one at each of the four corners of the area. 
Where an existing system 18 added to, the older stations are 
likely to be the less efficient. and it will prove economical to 


deal with the basis load (high load factor) from the new 


stations and the peak load from the old. Considerable econo- 
mies of station operation may be gained by interconnection 


and for the development of a large area, whether the stations 


be of the same class or of different classes (peak and base 
load stations). practical conditions will compel the establish- 
ment of more than one station, and that the stations will be 


` interconnected. The comparative costs are tabulated below. 


COMPARISON OF ANNUAL COSTS OF ALTERNATIVE, SCHEMES 
oF SUPPLY. 
Case T UM EN ея 
Generating stations : — 
Number of stations 


2 4 
Total demand kW 500.000 550.000 525.000 


Mains and transformers: 


Pressure Dn .. volts 33,000 — 33,000 
Route miles TP я Мт 42.4 — 60 
Kilowatt miles . Ра . . 0,250,000 — 1.560.000 
Annual costs per KW year : 
At stations S А £ 8.00 11 10.2 
Distribution un "T - sg vum 0.24 
Totals те Е 9.23 11 10.44 


For the area considered one large station. shows an advan- 
tage over four. If for the saine total load the urea is increased 
and with it the distance between stations, an increase of 
transmission pressure will become necessary; this will intro- 
duce also intermediate feediug points whose effect on the cost 
of the 10,000-volt distribution complicates the comparison. 

Broadly speaking, however, the comparison shows equality 
of cost between Cases 1 and 3 when the distance between 
stations 1s approximately 30 miles. 


Low-voltage Overhead Distribution. 
By B. WELBOURN. (Abstract.) 
The distribution of electrical energy by bare overhead con- 


ductors has made slow progress in this country, two of the 
oldest and most important schemes being those of Ebbw 


Vale and Ystradgynlais in South Wales. 


The B. E. S. A. has recently issued a specification for creosoted 
wood poles, and has in hand the preparation of specifications 
for telegraph and telephone line materials. ‘The specitications 
which deal with insulators and pole fittings will be particularly 
useful for light power work, while the elaborate specification 
for different types of tubular light steel poles may be helpful 
in some directions. The B. E. S. A. also has in preparation 
specifications for copper and aluminium conductors and steel 
strand, but their completion is dependent on the results of 
extensive tests which are being made at the N.P.L. for the 
B. E. A. I. R. A. 

Overhead lines are required to comply with '' Regulations 
prescribed by the Board of Trade under Section IV of the 
Electric Lighting Act, 1888, (now administered by the Elec- 
tricity Cominissioners and under revision with the assistance 


. of an ad hoc committee appointed by the I. E. E.). The exist- 
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ing regulations prescribe factors of safety which are highly 
controversial and seldom observed. 

For lines which give a supply to consumers at pressures 
above 250 volts, the regulations require that а continuous 
earth wire should be provided, that all metal work on each 
pole should be connected to it, and that it should be definitely 
"earthed " at every fifth pole. Nothing is said about 
earthing at pressures below 250 volts, and the author is 
decidedly of opinion that the fittings on each pole should not 
be '' earthed "' by a single wire coiled into a flat spiral beneath 
the lower end of the pole, There are various objections to 
it, the chief one being that the surrounding ground may 
not in all cases provide an efficient earth.” 

The question of distribution by overhead wires versus under- 
ground cables i8 а controversial one, and cases may sometimes 
be settled by first-cost considerations, but, fortunately, ssthe- 
tic and maintenancb conditions are sometimes given their full 
value—especially in garden city schemes. In one such scheme 
the total first cost of the overhead distribution, including 
108 public lighting fittings, was £6,800, whereas the estimate 
for a high-class scheme using cables throughout was 
only some 20 per cent. higher. Allowing for the longer life 
and lower maintenance charges on cables, it is very doubtful 
whether there was any real saving by using overhead wires 
in this case. 

Overhead distribution has a special field of its own in the 
development stage of the electricity supply industry in the 
United Kingdom—particularly in rural areas and in works 
and colliery distribution. "The standard of work and appear- 
ance, as well as of continuity of supply. are much higher in 
this than in many other countries, and the author believes that 
ultimately the distribution in all our towns, garden cities, 
and large villages will be done by underground cables. The 
basis for this belief partly lies in the growing practice of the 
General Post Office in replacing overhead wires by cables 
even in country villages. 


DISCUSSION. 


The papers by Messrs. Woodhouse and Welbourn were dis- 
cussed together on the second day of the Conference, when 
Mr. Roger T. Smith presided over Section VII. 

The CHAIRMAN, in opening the discussion, expressed the 
opinion that the last paragraph of Mr. Woodhouse's paper 
which stated: the comparison shows equality of cost between 
cases 1 and 2, when the distance between stations is approxi- 
mately 30 miles," was of great importance to railway men. 
It might be more economical for a railway company to erect a 
generating station of its own (even if it had only a capacity 
of 6,000 kW) if by so doing it could save 30 miles of trans- 
mission. The Electricity (Supply) Act, 1919, seemed to in- 
dicate that the railway companies should purchase electricity 
in the cheapest market, and they nad the power to build their 
own generating stations. Regarding Mr. Welbourn's paper 
and the transmission of electricity by overhead versus under- 
ground lines, that was not purely а problem of economics 
from the railway point of view, because considerations of 
greater convenience and added safety might outweigh those of 
an economical nature. 

Mr. A. PAIGNTON thought that the new proposals now under 
consideration, if carried into effect, should make overhead 
transmission popular in this country. А seven-strand aiumi- 
nium conductor, the centre strand being of steel, had advan- 
tages over copper for small conductors. In connection with 
the calculation of safety factors, the proposed ice load which 
it was suggested should be applied was good, but it should 
be remembered that the same factors of safety could not be 
applied to lines in exposed and sheltered positions. 

Mr. B. WELBOURN explained that the Electricity Commis- 
sioners had not yet accepted new factors of safety which had 
been suggested for h.p. lines. It was his opinion that l.p. 
distribution by overhead lines had a definite place to fill in 
the future, and many designers were only waiting for new 
rules and regulations to be issued before they proceeded to 
work on up-to-date lines. There was much to be said fer the 
method of connecting the house service to the overhead pole 
line by means of a length of underground cable, and in that 
connection the subject of disturbance by lightning was an 
important one. Lightning surges had been known to reach 
a house circuit even through an underground cable system. 

Mr. С. V. Twiss said that if Mr. Welbourn thought that 
overhead lines in sheltered positions should be erected in 
the same way that Post Office lines were, it should be realised 
' that if & P.O. line came down, there was no danger to the 
publie. Moreover, it would be useless to attempt to use tele- 
graph insulators for l.p. power distribution. "The reduction 


of the ice and wind loads on lines in sheltered positions would 


reduce the sag of large conductors, but would increase that of 
smaller ones. 

Mr. S. G. LEECH pointed out that larger wire than No. 3 
or 4 could not be used if appearances were considered, because 
jt was liable to kink if it was not stranded. '' Weather proof- 
ing " the wire was of little use, and would not add one year 
to the life of the conductor. No one knew how the figure of 
22 ft. for the allowable distance above ground of overhead 
conductors had been arrived at, and probably 17 or 18 ft. would 
be all that was necessary. He had found the G.P.O. most 
reasonable, and it had in some cases consented to insulate its 
wires with P.B.J. compound, which was the best way of 


overcoming the difficulty. There was probably a saving of 
between 40 and 50 per cent. to be made by the use of overhead 
distribution for public lighting and similar work, апа he, 
therefore, differed from the author’s conclusions. The only 
way to supply rural districts economically was by the use of 
overhead distribution, but he pointed out that P.O. experience 
showed that certain belts of the country were devastated once 
every ten yeara, and provision for rebuilding certain lines 
periodically would have to be made. 

Mr. B. BARTHOLOMEW denied the statement that had been 
made to the effect that the P.O. carried out its work with- 
out regard to its cost. Nowhere was closer consideration 
given to the financial aspect of & job than in the Post Office. 
He pointed out that authorised and unauthorised suppliers of 
electricity did not have to comply with the eame clauses of 
the Electric Lighting Acts, and also that towns and such 
like places could not be regarded as sheltered positions. The 
greatest risk of danger to the public from falling lines was 
in or near towns, &c.; the regulations were framed solely for 
the safety of the public—they were not in any way intended 
to be a specification for a good way of doing the job, and 
therefore the subject of sheltered positions should not be 
laboured too much. Some of the worst breakdowns had oc- 
curred at sheltered positions. The P.O. rules allowed several 
alternative methods of protecting its lines, for instance, the 
use of an earthed neutral as з guard wire. With regard to 
lightning, the author was perhaps an alarmist. If a conductor 
was struck directly it disappeared entirely and secondary 
effects due to discharges elsewhere could be satisfactorily dealt 
with by a gap between two carbon plates, one of which was 
earthed. He knew of no record of & building being damaged 
by P.O. lines being struck, and explained that the P.O. use 
of underground cable was not determined by any particular 
storm. 

Mr. A. H. PREECE was of the opinion that it was all a matter 
of economics, and that it was impossible to do overhead work 
now because of the cost of poles. Regarding Mr. Woodhouse's 
suggested 500,000-kW station, it would be extremely difficult 
to secure a suitable site for a station of such a capacity in this 
country. It would require 10,000 cu. ft. of water per minute 
which quantity could only be obtained at the coast. More- 
over, it would use something like 5,000 tons of coal per 
day, and it would be necessary to hold two or three months' 
stock in hand so that the arrangements for handling such 
quantities of fuel would be very difficult, and it would be hard 
to justify the enormous expenditure that would be involved. 
А load factor of 60 per cent. could not be attained, and there- 
fore the author's assumed figures were false ones. The 
diversity factor would only be slightly improved if the stations 
were to be combined—it all looked very nice on paper, but 
would not work in practice. 

Mr. LL. B. ATKINSON agreed in part with the previous 
speaker’s remarks regarding Mr. Woodhouse's paper; the only 
way to discuss 16 was to challenge the author's assumptions. 
Regarding Mr. Welbourn's paper, the speaker mentioned tbat 
the early distribution system on the Trafford Park estate was 
all overhead; 16 had now, however, all gone underground. 
Rural areas were the places for overhead distribution. if made 
at all, and when they put transformers on the consumers' pre- 
mises they would at last begin to use higher voltages. In 
Holland, where а considerable amount of overhead line was 
in use, they experienced no more difficulty with 10,000 than 
with 500 volts. Concerning factors of safety, ice and wind 
allowances were really Benide the point, the figures met with 
in practice were very much greater than anything allowed 
for in calculations. They must make up their minds that 
overhead lines would come down occasionally, the real trouble 
was that they were much more particular about continuity 
of supply in this than in other countries. It was a fact that . 


lightning could get into а house circuit, and with reference 


{о cost of poles, the speaker mentioned that cables now cost 
double their pre-war price, and road work, excavation, &c.. 
from five to six times as much. He saw very little use for 
“© weather-proof " wire. 

Mr. W. A. TURNBULL favoured, h.p. a.c. underground distri- 
bution with transformers provided that the cables were made 
large enough initially for meeting future needs. In housing 
schemes the cables should be laid early while the grouna was 
soft and before it was necessary to reinstate the surface. 

Mr. MacEwan drew attention to the importance of the 
possibility of an insulated wire spreading fire in a rural area. 
It was a fact that а man could not run as fast as a flame 
would travel along the wire. - 

Mr. A. S. BARNARD thought that the possibility of malicious 
damage being done to transmission lines should be realised 
and allowed for. 

Mr. А. Н. Pearce, speaking a second time, explained that 
а good many laymen liked to see something round the wire. 
and in some cases they had to comply with the wish (i. e., in 
South Ameriea). In New Zealand а good deal of such wire 
was used, and he was told that the American cotton-covered 
and compounded wire lasted for ten years, whereas the English 
make only lasted half as long; it deteriorated because of the 
alternate wetting and drying. 

Mr. С. V. Twiss also spoke a second time, pointing out that 
the failure of the American lines was due to the deterioration 
of the porcelain insulators. British porcelain did not deteri- 
orate. The ice coating allowance was a logical method 


calculating the stresses. 
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Mr. Matuews spoke in favour of American insulators. 

мг. B. WELBOURN, in reply to the discussion, said that 
© weather prooling of wire was an abomination; i$ was no 
protection, and added nothing to the safety of men working 


on the line. (To be continued.) 


THE THERMAL EFFICIENCY OF HEAT 
POWER PLANT. 


(Continued from page 45.) 

On Friday, July Ist, Dr. W. R. Ormandy, F.I.C., opened a 
discussion on ` Laquid, Colloidal, and Powdered Fuels. He 
put tue average caiorinc value of ou at 15,00) E. th. u. per lb., 
aud that of coal at 12,000 (pre-war) and 10, 000 B. th. u. (nowa- 
days), but pointed out that the saving due to the use of oil 
was not connned to the difference in саіогшс values; tne 
оп could be burnt with greater efficiency owing to the ease 
with which the best ratio of air to oll could be attained. 
Burning oil, an efficiency of 50 per cent. could be reached with 
a Lancashire bouer, while witn bad coal the limit would be 
60 or bo per cent. Hence оп was the more economical up to 
the point where its price was trom 1.73 to 4 times the price 
of coal. Purchasers should have their coal analysed to avoid 
paying for ash; in а particular case a customer who bought 
his coal by analysis received only 10 or 11 per cent. ot ash, 
whilst others who did not follow this course received coal 
containing 22 per cent. of ash. With oil fuel, the cost of 
getting rid of clinkers was saved, а heavy item in London. 

Generally in industry the boiler house was the place where 
the greatest economies could be made—tur greater than in 
the engine room. 

For marine use, oil had no rival. It should not, however, 
be burnt under boilers if it could be used in internal-combustion 
engines, the ећсіепсу of the latter being far in advance ої 
that of steam plant. The tendency in internal-combustion 
engine practice was to use oil with solid injection. Research 
should be directed towards using а wider range of oils; the 
Diesel engine was confined within narrow limits. ‘lhe newer 
supplies of oil were of an asphaltic nature, and caused trouble 
in the engines; endeavours should be directed to making the 
engines suitable for fuels of this character, which carried the 
least proportion of valuable by-products, and were, therefore, 
the most suitable for combustion. 

Powdered fuel was coming into extended use abroad; it had 
long been used here for cement kilns, as the best fuel for 
the purpose. Powdered coal was used a good deal in the 
United States, but Dr. Ormandy was loath to recommend its 
extended adoption here. It was doubtful whether it would 
pay to dry and grind the coal, in view of the high efficiency 
attained in burning fine coal on modern mechanical stokers. 
Powdered coal could certainly be burnt to better advantage 
than coal on a stoker, and its use might pay in special cases, 
but he doubted whether it would pay in ordinary cases. The 
cost of drying and grinding had been brought down by the 
use of ingenious machinery to 3s. or 3s. 6d. a ton, which was 
not much with coal at its present price, but they must con- 
sider the position that would be reached if coal was reduced 
to half the price ruling at present. 

With regard to powdered lignite and peat, much time and 
money had been spent on the peat problem, and extended 
researches had been carried out in Germany, Norway, and 
Sweden. There was no way of drving it so good and cneap 
as by the use of mechanical diggers, macerating and drying 
mn ar to a moisture content of 27 per cent. Under cover 
It could be dried to 17 per cent., and powdered. Lignite was 
not so much used in the powdered form, but in Germany it 
had to be used, and had been found cheaper than coal. 

Dr. Ormandy next dealt with powdered fuel mixed with oil. 
Coal was denser than oil, and tended to sink in it, the oil 
having а density of 0:93 to 0.98. The coal was ground fine 
fo pass through a screen of 100 meshes to the inch—much of it 
Passing through 180 mesh—at a cost of 2s. or 38. per ton. 
Mixed with oil and used as a fluid, it did not appreciably 
Increase the viscosity, and made the oil go further. With 
oil at £5 a ton and coal at 30s. to 35s., the mixture was 
cheaper than oil alone. While powdered coal by itself was 
hot recommended, the use of the mixture with oil was worthy 
of serious consideration; the mixture behaved like oil, and 
it was said that the coal dust suspended in the oil tended to 


old the more volatile constituents and reduce the flash point.. 


Mexican fuel oil had a density of 0.95. When powdered coal 
Was mixed with it in the proportion of 75 per cent., the coal 
tended to settle in a pasty cream, not like sand; the mixture 
could be agitated and the coal dust kept in suspension with 


very little expenditure of power. The distribution of oil 


Was an important matter; it was in the hands of a small 
number of people. The apparatus used for the conveyance 
of fluids in wartime was available for use for this purpose. 
The coal could be ground and mixed with the oil after the 
atter was delivered. The author deprecated attempts to form 
à called“ colloidal " mixture. A portion of the flue gases 
could be used to warm and agitate the mixture. One method 
of maintaining the dust in suspension was by giving the par- 
ticles an electrical charge, so that they repelled one another; 
faite better plan was to depend on simple mechanical 
lon. 


In the discussion which followed, Sir Henry Fowl er said 
he was surprised to hear that one could get from oil 1.75 to 
2 times the value of coal; his own records suggested 1.5 to 1.75. 
The whole question was purely а financial one. The best 
burner was what was called the Mexican trough type, 
which was operated with steam at a pressure of 30 lb. per 
sq. in. He preferred to use oil with an efflux time of 400 at 
60 deg. F. Much of the oil that was sold required preheating. 
He was not optimistic with regard to the use of oil on loco- 
motives when the price of coal came down; a stoker must 
always be carried on a locomotive, so that no saving in labour 
could be made there by the use of oil. The difficulty attending 
the use of powdered coal was formerly the effect of the intense 
heat on the firebrick; had this been overcome? In the United 
States it was said that no such difüculty was met with, but 
he found that this was due to the use of a complicated system 
of replaceable brickwork. On the Rumanian railways lignite 
was used in conjunction with oil, but not mixed with it. 

Mr. P. D. VERNON drew attention to a new system of 
powdering coal invented by Mr. Charles Blyth; the machine 
dried and pulverised the coal at one operation. It was of u 
rotary type, with two stages; in the first stage coal and hot 
air expanded outwards, drying and partially pulverising the 
coal; in the second stage the coal was drawn inwards, and 
pulverised, with the aid of a fan. Coal containing 25 per 
cent. ash and 920 per cent. moisture was put througn the 
machine and came out in the form of a dry impalpable powder. 
A great saving was effected in the space occupied and power 
consumed; from 147 h.p. the power was reduced to 60 n.p., 
and two men did the work of five. The air discharged was 
Íree from dust, which was not the case with the old type 
of plant, of which the upkeep, moreover, was enormous. А 
further invention of Mr. Blyth's was described. During the 
shortage of coal it was desired to use a quantity of coal refuse, 
hardly black in colour, wet, and having a calorific vaiue of 
only 7,000 B.th.u. per lb. This was put through the machine 
and blown into the cement kiln, but the flame was not hot 
enough. Mr. Blyth tried the effect of feeding in a small 
quantity of parafhn—only 0.07 per cent. of the weight of coal, 
with the result that the flame was completely changed. The 
powdered coal was here a vehicle for the oil, which was во 
small in quantity that the heat units which it represented 
and the cost of it were negligible. Apparently the oil enaued 
the coal dust to flash or burn in the kiln at an earlier stage. 
This device would enable them to burn rubbish that would 
otherwise be useless. 

Mr. LAWRENCE asked whether the ash from finely powdered 
coal gave rise to trouble. At a works in Birmingham the fine 
ash went out of the chimney and settled on the neighbournood, 
with the result that eventually they were compelled to shut 
down the plant. 

The CHAIRMAN, Mr. Loughnan Pendred, gave some particu- 
lars of the work done in the United States, where powdered 
coal was used extensively. Grinding cost ls. 0$4. a ton in 1915, 


and had to be done on the spot, as the dust was not trans- 


portable. The dust was also an extremely dangerous explosive, 
and could not be stored in large quantities. Powdered anthra- 
cite was useless owing to its lack of volatiles and had to be 
mixed with 40 per cent. of bituminous coal. The temperature 
attained in the combustion of coal dust was from 9,500 to 
2,900 deg. F. An American correspondent informed him that 
the use of powdered fuel was going ahead very rapidly, and 
claimed that an efticiency of 85.6 per cent. had been attained 
with a large boiler by the Milwaukee Electrical Co., or 90.2 
per cent. with the economiser, the CO, in the flue gases being 
16 per cent. 

Mr. GRIFFIN said that no liquid slag was formed when 
powdered coal was burnt in a properly designed combustion 
chamber. He thought the explosion scare was rather a bogy. 
It was quite easy to grind coal so that 85 per cent. of it would 
pass a 20U0-mesh screen, and it was no good going beyond that; 
the cost was 58. to 58. 6d. a ton. including interest and de- 
preciation, and repairs. The ash gave trouble when much 
iron or lime was present, if the combustion chamber was 
unsuitable. Quite a large number of powdered coal installa- 
tions were at work in England; an efficiency of SU per cent. 
was attained during a 72-hour test, with coal which was useless 
for other purposes. The temperature conditions in the com- 
bustion chamber governed the formation of slag. Under 
proper conditions there was no smoke at all. The great ad- 
vantage of powdered coal was the large surface of contact with 
air; the air supply could be reduced to the minimum. In a 
puddling furnace, the consumption of coal had been reduced 
from 25 to 12 ewt. per ton of iron. Powdered fuel could not 

used in Lancashire boilers. Pit-mounds consisting of 
rubbish were now being burnt as powdered fuel. 

Mr. R. W. ВЕССЕ referred to the great future for powdered 
fuel, and asked what size the combustion chamber should be— 
an essential piece of information. The cost of grinding must 
be kept down. 

Mr. Екітн, of the Underfeed Stoker Co., doubted whether 
powdered fuel would ever become of ccmmercial value in 
England; the great cost of the plant killed it in competition 
with ordinary methods. The capital cost was 4 to 5 times 
as great, and a large space was required for the grinding and 
drying machines, while the running cost was also high. The 
total costs of capital, labour, and power for grinding and drving 
were nearer 58. than 1s. or 2s. per ton. In a modern generat- 
ing station they could obtain an average efficiency of 78 per 
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cent. if the plant were well cared for, and no great increase 
was likely with powdered fuel. There ought to be no difficulty 
in burning powdered anthracite if the furnace was suitably 
designed. This was a matter of enormous importance to South 
Wales, where vast quantities of fine anthracite, аз well as of 
fine steam coal, were available. 

Mr. FosTEk dealt with the size of the combustion chamber, 
and quoted records from the White-Foster boiler, which burned 
114 lb. of coal per sq. ft. of grate per hour. He said there was 
no disadvantage in allowing the flame to impinge on the tubes, 

Replying on the discussion, Dr. ORMANDY suggested. that Sir 
Henry Fowler's figures for the relative value of coal and oil 
were lower because Sir Henry had included the cost of labour. 
In the case quoted by Mr. Vernon, the effect of the parattin 
was probably due to its lower ignition point. The fine ash 
from powdered fuel was a real difficulty. lle could not accept 
a boiler ећсіепсу of 90 per cent.; 80.3 per cent. was very 
rarely attained. A mixture of coal dust and air was fearfully 
explosive. Powdered coal was useful in metallurgical indus- 
tries, but he did not recommend it for boiler firing. There was 
no harm in letting the flame strike the tubes if the water 
was really pure. Anthracite dust was now in great demand. 


(To be continued.) 
— 
THE LONDON FAIR AND MARKET. 


ON July 4th, the London Fair and Market at the Agricultural 
Hall, lslington, was opened by Sir William Joynson-Hicks. 
As in the two preceding Fairs, electricity араш does not 
play а very prominent part, although it may be said that the 
number of electrical exhibits is slightly larger this year. 
Although the Fair is purely a trade show, it has been аг- 
ranged with much taste, and is well worth a visit. The 
principle lines exhibited are hardware, toys, jewellery, 
stationery, and fancy goods, and these make an excellent 
display. ‘The main feature of interest to the buyer of electrical 
goods is the stand held jointly by Messrs. SieMENS Bros. 
AND Co., LrD., and ENGLISH ELECTRIC & SIEMENS’ SUPPLIES, 
lip. ‘This is a large display of electrical goods of many 
descriptions. On the Siemens side are numerous dry 
batteries, fluid cells, and accumulators, as well as many ap- 
plances for operation by these agents. Several cycle and 
motor-cycle lighting sets are shown which are marvels of 
compactness. In addition to these are samples of fuse units, 
distribution boards, pocket lamps, torches, and large incan- 
descent lamps, vacuum and gasfilled. In the centre or the 
stand is a comprehensive display of ebonite and articles maae 
of this substance. A new type of ebonite is shown which is 
variously coloured in а resemblance of marble, the colours 
being worked right into the material and not merely applied 
to the surface. The manufactured parts include telepuone 
receivers and transmitters, as well as pipe stems and other non- 
electrical articles. On the English Electric " side of the 
stand is a comprehensive range of domestic appliances. These 
were all manufactured in a Canadian works controlled by the 
company, and because of this the name Canadian Beauty 
has been applied to them. The predominant feature of all 
these appliances is their very high nickel finsh. All the usual 
small heating and cooking devices are on view. The grill is 
a strong but neat example of its class. [t is fitted witn two 


“aluminium pans—deep and shallow— and а nickelled reflector 


plate which enhances its efficiency. The heating element, as 
in all the other appliances, is of pure nichrome wire wound 
on metal-bound mica. The plug contacts аге well shielded, 
effectively guarding against shock to the user. Three " heats ” 
are provided, and these are put into operation by Inserting 
the plug on pairs of terminals in succession, one terminal 
for one heat being used for the next heat. The Canadian 
Beauty '' irons are made in various sizes, from the З lb. to a 
large tailor's iron; in this, again, as in all the articles, the 
contacts are heat-insulated and well guarded. Another useful 
appliance shown is a four-tier electric steamer, which only 
consumes 600 watts on full heat; 200 watts is sufficient to 
keep the water boiling once 1t has reached boiling point. А 
1-kW Britannia fire is displayed; this is a very neat and 
convenient fire which weighs only 4 lb. Other appliances 
include boiling rings, coffee percolators, toasters, с. A 
" Bee vacuum cleaner is also shown, This is a very. light 
machine with a high vacuuin. 

Messks. BENNETT Bros. have а brilliant display of artistic 
French glass-ware in the shape of bowls and lamp shades, A 
relef © effect is obtained by burning off the surface ot the 
glass in various designs by means of acid--the result is very 
beautiful. Many other small articles are shown, including a 
coloured glass scent diffuser, in which perfumes аге evaporated 
through a perforated cap, by means of a Small electric lamp. 
A cigar lighter shown is somewhat different to the usual type. 
It consists of a highly polished wooden case containing а well 
of porcelain in Which are two small contacts. A brass top 
containing petrol has a small-bore stem, upon the end of which 
is a wad of asbestos wool in a brass collar. When this is 
plunged on to the contacts, the resultant spark ignites the 
petrol on the wool. 

THE BRITISH CELLULOSE & CHEMICAL MANUFACTURING Co., 
Lro., bas on view "' Celastoid " nop-inflammuable celluloid in 


many shapes and forms. These include lighting bowls and 
lanterns, tumbler switches, bell pushes, &c., as well as such 
articles as table knives, brushes, and combs. 

THE EXCELSIOR SHADE MANUFACTURING Co. has an excellent 
display of silk lamp shades and metal shade rings in many 
colours and designs. 

Among a large number of toys exhibited by Messrs. Suss- 
FELD l'kERES, is à miniature workshop equipment, including a 
lathe, emery wheel, grindstone, and drilling machine driven 
through shafting by a little electric motor. 

Messrs. Снаѕ. Boyton & Son, IT., exhibit a large array 
of tumbler switches and metal stampings of all kinds. The 
B. T. N. tumbler switch is of sound construction, and is 
finished in а number of styles, including brass, aluminium, 
bronze, nickel, and other fiuishes. A feature of these switches 
is that all pivots ure screwed and not riveted. 

ZONDERVAN WorKS, a French firm, exhibit a special type 
of builders’ crane, which can be arranged for hand, petrol 
engine, or electrical operation. It has two Jibs which may 
be used simultaneously, one lifting and the other lowering, 
or separately. ‘This is effected by а common pinion between 
two wire drums, which may be moved to operate only one 
drum. The jib gearing is arranged to stop when a certain 
point 1s reached, thus preventing accidents due to an operator's 
inattention. Brick and block- making plant, for plain or 
decorative work, is also shown and operated, in addition to 
inotor-driven stone and gravel crushers. 

Another French firm, Messrs. HossLiER & FOURNIER, show 
a novel electrical device in the form of a letter- or document- 
sealing appliance. This is an inverted conical brass container 
in which sealing wax is melted by a small heating element. 
The wax is applied through a small hole in the apex of the 
cone, which is opened and closed by a small metal plug 
operated by a thumb lever. 

TRE GEM Lasour-savinG Device Co. displays a number of 
"Gem vacuum cleaners and accessories. Electric vacuum 
cleaners also appear on the stands of THE Domestic APPLIANCES 
Co. C Simplex) and Tae ELecTRIC APPLIANCES Co., LIV. 
Eureka). | 

Messrs. O. F. ABLMANN have a display of glass ware, in- 
cluding lighting bowls, lamp shades, &c., and Messrs. RICHES, 
GREEN & Co. exhibit а number of highly artistic lamp standards 
in carved wood and metal. 

Messrs. JARVIS, PERKIN & Co. show a number of their 
“ Fonoto " telephone call recorders. 

The London Fair and Market closes tonnorrow (Saturday). 


. —.. .. 


JOINT ELECTRICITY AUTHORITIES. 


London and Home Counties Inquiry. 


(Continued from page 71.) 


On Wednesday, July 6th, Mr. Bowven, chief engineer to 
the Poplar electricity department, said that contrary to the 
views of the engineers of the technical scheme of the L. C. C., 
the Conference of Local Authorities and the nine companies’ 
proposals, he held the opinion that in the case of East London 
the expenditure on a new capital station could be justified. 
and he did not recommend extending the existing stations 
beyond the plant already ordered for that purpose. Не sug- 
gested that the whole area delimited by the Commissioners 
would be best dealt with by dividing it into, say, four districts. 
each with a separate District Cominittee with financial auto- 
nomy, but under the general control of a Joint Electricity 
Authority for the whole. llis idea was that there should be 
an Advisory Committee of Engineers consisting of the chiel 
engineers of the various electricity undertakings ш the district. 
which should meet regularly and discuss the engineering policy, 
reporting its decisions to the District. Committee, which, in 
turn, would make recommendations to the Joint Authority. 
In the event of differences of opinion, there would be an appeal 
to the Commissioners. It was not proposed that the District 
Comunittee or the Joint Authority should take over the power 
stations; they would remain in the hands of the existing 
authorities. His estimates had been based on including the 
railway and tramway load, which he thought was essehfial 
to obtaining the best results. 

Sir JOHN SNELL said that having regard to the suggestion 
of Mr. Donald that the East London area might be worked 
bv an independent committee within the ambit of a larger 
Jomt Electricity Authority, for the reason that a better 
engineering scheme could be evolved for that district, the Com- 
missioners thought that it would be better for Mr. Donuld 
to contine his evidence to engineering, leaving the administra- 
tive side to be dealt with in argument. 

Mr. BOWDEN, continuing his evidence, said that on the 
Dagenham site for the new power station there were already 
coal jetties, and that would save considerable capital expendi- 
ture. Moreover, it was obvious that the industrial develop- 
ment would take place in the Dagenbam area. Dealing with 
working costs, he said there would be a considerable saving 
with regard to ash disposal, this saving being put at 59. to 
58. Od. a ton. He calculated that the ashes could be got rid 
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of for 6d. per ton on the Dagenham site, and taking 84,400 
tons of ash. when dealing witn 600,000,000 kWh per annum, 
there would be an actual saving of £293,000 per annum, which 
represented a saving of from 4:250,000 to & 500,000 capital ex- 
penditure on plant to deal with the ashes. That would more 
than oflset the extra cost in transmission due to the extra 
distance of the site from London, which would be from £8,000 
to 410.000. The land available for the site was anything up 
to 150 acres, and the owners had been approached, the price 
to be paid being under negotiation. Mentioning that Poplar 
supplied electricity more cheaply than any other part of 
London, Mr. Bowden said that last year the average price 
received Was 1.664. per kWh, and there was a net proht of 
49,250. The nearest to that was 1.674. per kWh at Stepney. 

Passing on to what is being done now with regard to unk- 
ing-up in the East London area, Mr. Bowden said that there 
was a saving of 800 tons per annum in each of the undertak- 
ings concerned, viz., Hackney, Poplar, Shoreditch and Stepney, 
and a saving of £1,900 per annum through one undertaking 
dealing with the light load for a certain period alternately. 
So far, however, full advantage had not been taken ot the 
possibilities. А further trial extending the interconnection 
petween these undertakings was to have been undertaken, but 
the coal strike intervened. By this extended trial it was hoped 
to save a further 4500 per annum. In answer to Sir John 
Snell. Mr. BowbEN said he did not think the full advantage 
could be obtained from interlinking until there was a central 
authority which should be able to direct operations anu say 
what should be done. If the Committee of Engineers reported 
that a certain station should be shut down for a short period, 
or even altogether, he felt it would have more weight with 
the engineer of that station than would the opinion ot one 
individual with autocratic powers to say what should be done. 
He did not think it would be necessary for the District Com- 
mittee to have an engineer, at any rate, at the beginning. 

Sir Јонх SNELL asked if engineers would be able to tind 
time to attend to the work of such a committee, having regard 
to the increasing importance of the commercial side oi tbe 
business, and tbe increasing call on the engineer's time in that 
respect. 

Mr. Bowven agreed that the work of such a committee 
would at times be very heavy, but the engineers were now 
working on sunilar lines. If the proposition was put before 
the various undertakings from the business point of view, he 
believed they would all come ш. 

Sir JOHN SNELL said that it had taken eleven years to inter- 
connect four stations, this interlinking having started in 1910. 
At this rate 1$ would take until the third generation to get 
in the whole of the undertakings on the present basis. 

Mr. BowpEN said that was hardly a fair way to put it. 
Between 1910 and 1914 Poplar and Stepney were connected. 
and an agreement was entered into between them that neither 
would extend without consultation. As a result, Stepney put 
ш new plant and Poplar refrained at first. Then Poplar put 
ш two sets when it only wanted one, in order that Stepney 
should not be put to the expense of extending. Now Stepney 
was extending again. At first he did not propose that there 
should be an engineer to the District Committee, but later, 
when the East London scheme erected a generating station, 
then he would have a chief engineer to the District Committee. 

Mr. HENDERSON, cross-examining for the L.C.C., put it 
that Mr. Bowden now abandoned the idea of being a separate 
area, and asked to be a sub-committee under the main autno- 
у. Mr. BOWDEN agreed. 

Mr. HENDERSON then put it that East London, having certain 
advantages, did not want to sacrifice anything for the benefit 
of the non-industrial area outside, and thus the supply in 
that non-industrial area could not be cheapened. 

Mr. Bowen said that was largely the case, but the develop- 
ment of the non-industrial area would depend largely upon 
railway electrification, and there were other factors which 
might come in to cheapen the supply in the non-industrial 
areas. Witness added that the East London scheme had been 
devised as a municipal scheme as far as possible. 

Mr. HENDERSON suggested that possibly the promoters would 
Prefer to confine the scheme solely to the area north of the 

ames, and that the addition of the other portion south of 
the Thames was really only camouflage. 

Mr. Bowpen said the area north of the Thames was the 
area selected by the Conference of Local Authorities when 
onion was divided into areas before that idea was abandoned 
hr the Conference, and he believed he could justify a scheme 
for that area apart from the southern part. 

Dealing with the cost of ash disposal. Mr. Bow said that 
this would be at the low figure of fd. per ton. because the 
ashes would be used for spreading out on the site around the 
works for building up the level of the land. That would go 
on for a good manv vears. 

„n answer to Mr. Turner, who pointed out that the Joint 
Electricity Authority would have power, under the Conference 
мете, to set up such в District Committee as was now 
Suggested, Mr. BownrN said that would go a long wav to 
meeting his case, but he wanted something more definite. 

К effect of Mr. Turner's cross-examination was that all 
ыш; was asking to do could be done hy the Conference 

Mr. KENNEDY, for the companies, asked whether the station 
Proposed at Dagenham was likely to be more economical than 
à station at Beekton. : 


Mr. BowDEN said he had inspected that site, and did not 
consider it so good as Dagenham, and he believed electricity 
could be suppued more cheaply from Dagenham because of 
the physical disabilities of the footpath between the river 
and the site, which would necessitate putting the buildings 
further back, thus involving extra expense in pipes, Kc. 

Mr. Morse put some questions, pointing out difficulties 
through including the City of London Co.'s Southwark area 
in the district delimited by the scheme, and Mr. BOWDEN, 
while quite willing to leave out all the companies included in 
the companies’ scheme, said he would not compel any com- 
pany remaining in the area to take a supply, but would deal 
With it on a business basis. 

Answering Mr. Booth. Mr. BowbEN said he contemplated 
supplying the whole of the area eventually from one or more 
capital stations, shutting down all the existing stations. 

Asked if, on the assumption that the other authorities did 
not come in, he would advise his own authority to come into 
the larger scheme, Mr. BowbDEN said he would not take a 
dog-in-the-manger policy, and on we whole he felt he would 
have to come into the other scheme, but he hoped the Com- 
missioners would give special consideration to the industrial 
area. So far as the control of tne Joint Authority for the 
larger area was concerned, his intention was that it should 
only be over operation and not finance. 

Discussing the erection of capital stations, Mr. BOWDEN said 
that the cost of plant was now 20 per cent. lower than last 
year, and cables were from 20 to 25 per cent. lower. He did 
not think prices would fall very much more during the next 
few years, and therefore there was no need for undue delay 
in erecting capital stations. He felt that the engineers who had 
drawn up the technical scheme for the L.C.C.. companies. 
and Conference of Local Authorities, had displayed an excess of 
caution in dealing with this matter. 

Sir JOHN SNELL put a number of questions tending to show 
that there was no substantial difference between the scheme 
on the engineering side and the engineering proposals for the 
other schemes, except as regarded the position of the generat- 
ing station. Mr. BOWDEN agreed. 

Sir JOHN SNELL, in his final questions, suggested that by 
breaking up the large area into a number of smaller ones would 
be reintroducing the difficulties already experienced by supply 
authorities through the existing small areas. 

Mr. BowbEN said it was all a question of getting the proper 
area, and he reminded Sir John that the companies’ scheme 
took in a smaller area than that delimited provisionally by the 
Commissioners. | 

Mr. E. M. Lacey said that in 1918 he was instructed to 
prepare a report dealing with electricity supply in West Ham 
and Poplar, at the same time bearing in mind the supply 
in the area now called the East London area. In 1919 there 
was a conference of electricity authorities with the Commis- 
sioners, and at that conference it was understood that it anv 
scheme was put forward dealing with a part of London on 
the engineering side, it must contain an administrative scheme 
for the whole area delimited. 

Sir JOHN SNELL said his strong advice on that occasion was 
that all parties should endeavour to come to an agreement. 

Mr. Lacey, continuing his evidence. said he was asked to 
prepar? a scheme for the East of London, and in doing во he 
came to very much the same conclusions as the other en- 
gineers, taking London alone. Then he dealt with the East 
London area, he considered whether he could justify erecting 
a capital station earlier than would be the case with the larger 
area, and he came to the conclusion that he could, having 
regard to the demand and the price at which electricity was 
being supplied. He gave the figures of load factor. &c., given 
by Mr. Donald in his opening statement, and put it forward 
that when a capital station was erected the same advantages 
would accrue, the present advantage being that electricity 
was supplied in the East London area at 22 per cent. less than 
in the rest of London. He strongly advised against putting 
any new plant, other than that already ordered, 1n the existing 
stations, and said the capital station should be proceeded with 
so that 16 could Бе made use of in 1924 or 1925. To do what 
was proposed in the L.C.C. and other schemes, was to continue 
the present bad practice of adding to many small stations, 
and, moreover, it would be necessary eventually to centralise 
the supply. As to the railway load, he said his experience of 
adding a tramway load to a general supply was that the com- 
bined load factor was higher than either of the two individual 
load factors, and he anticipated that the same thing would 
be found to be the case with railways, and thus both parts 
of the supply would benefit. Railway electrification went on 
so gradually that the supply for it would be better dealt with 
as part and parcel of a general supply. and in that way, the 
railway companies would get electricity more cheaply than 
by putting up a separate power station. : 


Mr. Lacey, continuing his evidence on Thursdav, July 7th, 
said that the figures of cost already given were per unit gene- 
rated. but adding charges for working capital (not provided 
for in the other schemes) administrative charges, and interest 
and sinking fund, brought the total cost per unit generated 
in 1926 to 0.999d. per unit, and in 1931 to 0.9124. per unit. 
Thus the same disparity between the area chosen and the 
larger area which alreadv existed. being an advantage of 
22 per cent. in favour of the East London area, would continue 
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to exist if the East London area were developed on the lines 
laid down in the scheme. 

Summing up the advantages of site in his scheme over the 
others, Mr. Lacey said that there was the constructional ad- 
vantage of not having to construct coaling Jetties—u similar 
advantage being claimed for the Beckton site at а saving of 
£300,000—and the land was very much cheaper, the bulk of 
it being marsh land. For the 50 acres available for buildings, 
&c., he had allowed £600 an acre, which, he thought, was 
reasonable, and for the marsh land on which the ashes would 
be dumped, he had allowed £100 an acre. 

Cross-examined by Mr. Henderson, Mr. Lacey said the Ad- 
visory Committee of Engineers would only exist during the 
interim period of five or six years until the capital station was 
erected, and when that time arrived, a chief engineer would be 
appointed for the East London area, and it would be necessary 
for him to replace the Advisory Committee of Engineers. He 
might even be appointed before the capital station was built. 
When the undertaking had developed sufficiently for the capital 
station to be erected, he was inclined to the view that there 
should be one person in charge of the whole, with the neces- 
sary authority to see that his requirements were carried out. 

Mr. HENDERSON wished to know to what extent Mr. Lacey 
proposed that the District Committee should be under the 
control of the Joint Authority for the larger area. Ав first 
put forward, the East London scheme was to have a separate 
Joint Authority for that district; now that had been aban- 
doned, and a District Committee was asked for, with financial 
autonomy. In that way, 16 would be unfavourable to develop 
the whole of London on an economical basis, because the 
non-industrial areas would get no benefit from collaboration 
with the industrial areas. 

Mr. Lacey said that in dealing with a large industrial area 
a difference of 0.14. per unit was a very important matter, 
whereas in non-industrial areas, even 0.25d. per unit difference 
was not material. Therefore, if the linking-up, financially, of 
a non-industrial area with an industrial area resulted in an 
increase in price in the industrial area, it might make all the 
difference to the success or otherwise of industries in that area. 
During this cross- examination, a discrepancy was found in 
the figures of the estimates. but even so it was agreed that 
the total figure of cost of generation was less than that shown 
in the L.C.C. scheme. At the same time, other inconsistencies 
were found, and Sir JOHN SNELL requested that certain tables 
should be redrawn. | 

Answering Mr. Turner, for the Conference scheme, Mr. 
Lacey said he did not agree with preferential tariffs in par- 
ticular districts under the ægis of a Joint Electricity Authority 
for the larger area. 

Mr. Kennepy, for the nine companies, put some questions 
tu show that in some parts of London the load factors were 
even better than in the East London area. 

Mr. Lacey, replying to further questions, said he did not 
agree with the policy of the L.C.C. in proposing to extend 
the Stepney station to the fullest limit of its capacity. His 
opinion was that no other plant than that already authorised 
and in hand should be put in the existing stations. 

Sir Harry HawanD asked if the engineer of the Joint Elec- 
tricity Authority for the whole area should have any control 
over the engineer of the District Committee. 

Mr. Lacey thought not. The engineer of the District Com- 
mittee should have complete control of that district as far as 
the executive work was concerned, but the District Committee 
would bring all matters before the engineer of the Joint Autho- 
rity, which would decide whether it should act on the advice 
of the engineers of the District Committees. 

Sir Harry HAWARD said this appeared likely to lead to a 
duplication of officers and duties, and not likelv to lead to a 
reduction of the cost of electricity in tbe long run. 

Mr. Lacey did not take that view. He had included £7,000 
ner annum ав the administrative expenses of the District 
ош during the interim period, including a &mall tech- 
nical staff. 

Sir Harry НАМАКЮ then contrasted the periods adopted by 
Mr. Lacey in his estimates for the repayment of loans, as 
being too high compared with the periods usually allowed. 

Mr. BoorH asked what there would be left for the Joint 
Authority to do. Mr. Lacey said it would deal with broad 
questions of policy and finance. 

Mr. Pace drew attention to the fact that in his estimates 
Mr. Lacey had put down £20 per kW as the cost of the plant 
in the capital station by 1926 against £24 per kW in 1981. 

Mr. Lacey said he had made that difference because by 1931 
more buildings would be required, and the cost of these he 
estimated would more than offset the tendency for prices to 
fall. | 
During the afternoon Mr. Henperson, for the L. C. C., en- 
tered a protest against questions of administration under the 


` Poplar scheme being left to counsel's speech, as suggested 


by the chairman yesterday. Such a procedure, he said, was 
hardly fair to the L.C.C. and others, who should have the 
opportunity of testing the relationship of the District Com- 
mittee to the Joint Authority for the larger area, for instance, 
through a witness. | 

Sir JOHN SNELL said he thought the point was а good one. 
and it would be in Mr. Donald’s own interest to nut forward 
a witness to deal with this aspect of his case, seeing that the 


original proposal to constitute a Joint Electricity Authority ` 


for the area had given way to а proposal to form a District 


Committee. Questions were then put by Sir John Snell 
ав to the ability or otherwise of engineers to design and carry 
out a scheme for such a large area as the one delimited by 
the Commissioners, and he quoted Chicago and the North-Lust 
Coast as examples of what be meant. 

Mr. Lacey adhered to his view that it would be unwise to 
put the whole of the control under one man in such a large 
urea. 

Other questions put by Sir John Snell were directed to the 
point that a Committee of Engineers such as that suggesteu 
under this scheme would lead to great delay. 

Mr. Lacey said the point was tnat having got a scheme for 
a definite area, 16 would be possible for the engineers to go 
ahead at once. 

Sir JOHN reminded Mr. Lacey that under the terms of the 
Electricity Supply Act, 1919, authorised istributors must be 
supplied at a price not exceeding that at which they could 
supply themselves at the present time. Therefore, he could 
not see why. if Poplar was merged in the larger scheme, the 
price it would have to pay for energy would be any higher 
than it now was. 

Mr. P. J. Sutron, F. I. C. A., handed in an estimated balance 
sheet of the revenue of the proposed East London District 
Committee, showing details of the estimated costs of genera- 
tion in 1925 and 1931, the total figures of which had already 
been given by Mr. Lacey. 

Mr. HENDERSON, for the L.C.C., asked where the revenue 
for the District Committee was to come trom under the scheme 
during the first period, until the capital station was erected. 
As it had been put forward the scheme was that the existing 
owners of the stations would continue 1n possession until their 
plants were closed down. 

Mr. SUTTON agreed that in these circumstances the District 
Committee would have no revenue. 

Sir HARRY HAWARD said that what he wanted to know with 
regard to the scheme, and at le ast one other, was what 
revenue the Joint Authority or District Committee would 
have until the capital stations were built. He hoped that that 
information would be forthcoming before the inquiry was 
concluded. 

Mr. DonaupD said that he frankly stated that under his 
scheme there would be no revenue for the first five years, 
or until the capital station was in operation. 

After a short discussion as to procedure, it was decided to 
adjourn until Tuesday, July 12th, the reason being that certain 
financial witnesses for the three previous schemes who have 
to be recalled would not be ready for the followng day, neither 
would it be convenient for Mr. Donald to call his witness on 
the administrative side of the scheme, whilst the railway com- 
panies, the next on the list, also were not ready. 


At the opening of the inquiry on Tuesday, July 12th, Sir 
JOHN SNELL, speaking to Mr. Morse, said it would be advisable 
and useful if he could put in some evidence showing the growth 
of the load in the County of London and West Kent Com- 
panies’ area, and the effect of the Barking station on the areas 
of the company inside London. Mr. MonsE promised to con- 
sult with his chents on the matter. 

Mr. DowaLD then handed in the resolution passed by the 
Poplar Borough Council authorising the submission of the East 
London scheme. 

Sir JOHN SNELL then asked Mr. Donald to call his witness to 
deal with the administrative portion of the East London 
scheme. 

Mr. DoNaLD said the difficulty was that having been asked 
by the chairman to deal with that in argument, he had re- 
leased the witness whom he intended to call, and coula not 
get him back from the country. and he felt he had been pre- 
judiced by the course the proceedings had taken. All he could 
do was to call а witness for the Poplar Borough Council, and 
do the best he could in the circumstances. 

Mr. Тате, assistant manager of the Poplar Electricity De- 
partment, handed in a scheme for the formation of the Dis- 
trict Committee on the lines of the proposals made by the 
Conference of Local Authorities at the time when it was pro- 
posed to divide London into four areas for the purpose of 
electricity supply. This statement differentiated between the 
executive functions of the Joint Authority and the District 
Committee. It was suggested that the Joint Authority snould 
make such regulations as were necessary to bring about co- 
ordination of supply, such as provision of new generating 
station, laying mains, extending existing stations, shutting 
down stations, &c., the supervision of working arrangements 
between one District Committee and another, charges, &c. 
Each district would have its own capital stations and subsidiary 
stations. but each district would be connected up electrically. 
and it was over the arrangements for this that it was propose 
the Joint Authority for the whole area should have control. 
On the other hand, the District Committee should have powers 
to appoint an Advisory Committee of Engineers consisting 0 
the chief engineers of the undertakings in the district, which 
committee should carrv out the same duties within the Dis- 
trict as were to be carried out bv the Joint Authority as be- 
tween the various Districts. As to loans, it was suggested that 
the Joint Authority should raise them on behalf of the District 
Committee or Committees on the security of the rates of the 
whole area of the Joint Authority. 

Sir Harry Hawanp said this would involve the Joint Flec- 
tricity Authority in lending money to a Committee of itself. 


——— 
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Mr. DoNaLD said it was done every day under the Education 

Act, the Education Committees having separate accounts. The 
Joint Authority could raise loans and place the proceeds at the 
disposal of the District Committees, as was done in the case, 
of Education Committees. Where. however, the Joint Autho- 
rity did not approve of certain proposals of a District Com- 
mittee, and, on appeal to the Commissioners, the scheme was 
passed, then the loan should be raised by the District Com- 
mittee on the security of the rates of the particular district. 
This, however, would be avoided if a Joint Committee was set 
up under Section 8 of the Electricity Act of 1909. 
Mr. Cray HENDERSON, cross-examining for the L.C.C., was 
told by the witness that the administrative scheme had not 
been before the Poplar Borough Council, because there had not 
been time. | | 

Witness agreed that in some degree this scheme would 
localise electricity supply, but it would be in areas large enough 
for economical distribution and for self-control, which was 
very different from the present state of affairs. 

Mr. TURNER put it that the District Committee would, under 
ihe scheme, have а power of appeal to the Commissioners 
against the Joint Electricity Authority of which it was a Com- 
mittee. Witness agreed. 

Mr. DoNALD, in re-examination, said all the difficulties sug- 
gested in the working of this proposal would also arise in con- 
nection with the Companies' scheme. 

Sir HARRY HAWARD said it was quite possible that any Joint 
Electricity Authority might decide to work the area by Dis- 
trict Committees as suggested by Poplar, but he understood 
the East London scheme went further and asked for autono- 
mous powers, at any rate financially. 

Mr. Tate said that was so. 

Sir Harry Hawarp: And have the credit of the central 
authority for raising money? 

Mr. Tate said not necessarily, because he believed the East 
london area would be able to raise its own capital on satis- 
factory terms. 

With the handing in of some revised tables of estimates in 
regard to the engineering aspects of the scheme, Mr. Donald 
closed his case. 

Mr. Cray HENDERSON, referring to the Conference between 
the L.C.C., the Conference, and the Companies regarding the 
purchase of undertakings, said it had been found impossible to 
come to an agreement, as the local authorities desired certain 
terms with regard to acquisition of the Companies’ undertak- 
ings, which the L.C.O. did not agree with, nor did the Com- 
panies. 

Mr. Turner, for the Conference of Local Authorities, said 
that certain resolutions had been passed by. the Executive of 
the Conference dealing with the question of purchase. The 
main point of these was that the Executive did not feel justi- 
fied in considering the question of purchase coupled with an 
extension of the Companies’ distributing powers, without con- 
sulting the whole of the members of the Conference. 

Sir JoHN SNELL said it seemed that the main point in dispute 
n the point of the extension of the Companies' life as distri- 

utors. 
Mr. TURNER said if the difficulty of dealing with the acquisi- 
tion of the Companies’ apart from any extension of distributing, 
rights could be got over, it would go a very long way towards 
agreement. It was intended to hold a full meeting of the Con- 
ference to consider the position, but the Executive Committee 
did not feel it could go further than it had in the resolutions 
that had been passed. All the proposals for extending the 
Companies’ distributing rights had been brought up since the 
inquiry began. and he was not yet sure what attitude some of 
his local authorities might now wish to take with regard to it. 

Sir Јонх SNELL said the Conference must be fully aware 
that there was no power to compel the Companies to come into 
апу scheme for the re-organisation of electricity supply in the 
area, and could they expect the Companies, us 16 were, to give 
something for nothing? 

Mr. TURNER said that was hardly the view which the Confer- 
ence Executive took. They felt that if the Companies got the 
cost of their stations less depreciation, and a guarantee of elec- 
tricity at no higher price than that at present possible, then 
they had got sufficient consideration without any question of an 
extension of distributing powers. | 

Sir JoHN SNELL said that speaking on his own responsibility 
he sincerely hoped this opportunity for the L.C.C., the Com- 
panies, and the local authorities to come to an agreement would 
Dot be lost. As things stood, the L.C.C. could in 1928 give 
notice to acquire all the Companies’ undertakings in London. 
The L.C.C. was willing to agree to an extension of the Com- 
panies’ distributing powers, with a view to inducing the Com- 
panies to come into a scheme at once. If the Companies were 
Purchased under the terms of the Act of 1888, the cost would 

more than the terms now proposed by the nine companies, 
and could Mr. Turner suggest any means for consolidating the 
supply Without the assent of the Companies? He imagined 
the answer was No." [Mr. Turner agreed.] Therefore. if 
the Companies were willing to sell their stations or allow con- 
trol practically at once and upon terms which were less than 
under the 1888 Act. could they expect them to do it without 
юше quid pro quo? 

The matter was left there for the moment. | 

Mr. TYLOR then opened the case for the L.B. & S.C. Railway 
and the С.Е. Railway. 

(To be continued.) 


The Sheffield Corporatlon's Scheme.. 


Wuat follows is an abstract of the scheme that has been 
submitted to the Electricity Commissioners on behalf of the 
Corporation of the City of Sheffield (Mr. S. E. Fedden being 
the general manager and engineer of the electricity depart- 
ment) for the constitution ot a Joint Electricity Authority 
for the North-East Midlands Electricity District.? 

The scheme is divided into administrative, technical, and 
financial sections, and proposes that the Authority shall consist 
of 18 members, of whom 12 will be appointed by the City 
Council of Sheffield and the County Borough Council of 
Rotherham, and one each by the Borough Councils of Chester- 
field and Doncaster, and the County Councils of the West 
Riding of Yorkshire, Derbyshire, Nottinghamshire. aud 
Lindsey. | 

The Authority may give notice to the Yorkshire Electric 
Power Co. requiring it to sell to the Authority so much of 
its undertaking as is within the district upon the terms set 
out in Section 2 of the Electric Lighting Act, 1888. 

Regarding the second or technical part of the scheme, it is 
proposed in the first instance fo interlink the generating 
stations а& Neepsend, Blackburn Meadows, and Rotherbam. 
Later, as required, links will be carried out as follows: (1) 
Rotherham, Mexborough, Doncaster. (2) From Neepsend to 
Dronfield, Sheepbridge. Chesterfield, Clay Cross, Staveley, 
Barlborough, and Eckington. (3) Blackburn Meadows and/or 
Rotherham to Ecclesfield and Chapeltown. (4) Blackburn 
Meadows and/or Rotherham to Rotherham Main Colliery, 
Treeton, Waleswood, Kiveton Park, Shireoaks, and Worksop. 
(5) Rotherham to Greasborough, Kilnhurst. Rawmarsh, and 
Watb-on-Dearne. (6) Rotherham to Silverwood, Thurcroft, 
Dinnington, and Maltby. (7) Mexborough to Yorkshire Main 
Colliery and Doncaster or vice veraa. 

The system to be adopted will be three-phase alternating 
current, 50 periods. The main transmission pressure will be 
11.400 volts, or higher if necessary, and will be stepped up 
to these pressures from the existing generating pressure, which 
in the majority of the stations is either 11,400 or 6,600 volts. 
The suggested transmission lines wil be 14 in number, of 
which віх will consist of single cables and seven of duplicate 
cables, while that from the Doncaster new station to Kirksan- 
dall will be an overhead line. All the lines will be at a pres- 
sure of 11,400 volts, except that from Rotherham to Silverwood 
and beyond, which will be at 6,600 volts; 3-core cable of 0.25 
sq. in. section will be used throughout. Provision will require 
to be made for one 10,000-kW transformer with switchgear at 
the Rotherham station, and the following extensions of 
plant are in course of construction or authorised to be pro- 
ceeded with : Chesterfield, 3,000 kW at 6,600 volts; Doncaster, 
6,000 kW at 3,000 volts; Rotherham, 30,000 kW at 6,600 volts; 
Sheffield. 53,500 kW at 11,400 volts. 

The maximum loads estimated for the first five years for 
the main generating stations are as follows: Buxton, 400 kW; 
Chesterfield, 5,344 kW; Doncaster, 6,000 kW; Mexborough, 
1,500 kW; Rotherham, 36,000 kW; Sheffield, 100,000 kW; 
Worksop, 650 kW ; total, 149,894, say, 150,000 kW. 

The additional demand anticipated from existing installa- 
tions of private plant is 15,000 kW, and that from the coal 
owners is 5,00 kw. The allowance for spares is 07,000 kW, 
aud the existing plant installed or authorised amounts to 
210,610 kW, which, less the Sheaf Street station that is to 
be discarded, leaves a balance of further plant required by the 
end of the first period of, say, 20,000 kW. 

The estimated maximum demand for second period of de- 
velopment is: Maximum demand at end of first period, 170.000 
kW; 10,000 kW per annum of local loads, 50,000 kW; rail- 
ways, 40,000 kW ; coalowners, 20,000 kW; allowance for spare, 
93,000 kW. 

The existing plant at end of first period is 227,000 kW, 
leaving balance of plant required by end of the second period 
of 146,000 kW. | 

The maximum loads that can be provided for during the 
first five years by the undertakings with existing plant and 
extensions already sanctioned, allowing 25 per cent. for spare, 
will be 155,000 kW, which shows а difference of 15,000 kW, 
plus its proportion of spare, making 20. 000 kW additional plant 
required during the first five years, to be installed as de- 
terinined. During the second period of development it is 
anticipated that the maximum loads on the generating stations 
of the authorised undertakers will have increased to 250,000 
kW, and with & reasonable allowance for spares, a total 
maximum plant capacity of 373,000 kW must be provided, to 
meet which the aggregate plant installed will amount to 
227.000 kW, leaving а balance of excess load over plant capacity 
of 146,000 kW. 

The additional plant required will be provided as follows: 
At Blackburn Meadows, 30,000 kW; at Rotherham, 30,000 kW 
and at the new stations at Doncaster and Mexborough, 90,000 
kW, increasing later to 190,000 kW. 

As the plant at the following stations becomes obsolete it 
will be discarded, provided an alternative and cheaper supply 
is available :— The Sheaf Street and Kelham Island stations of 
the Sheffield undermking and the existing stations at Chester- 
field, Doncaster. Worksop. Mexborough, and the Rotherham 
No. 1 station. The scheme will include provision for supply- 
ing the railways in the area with an extra high-pressure supply 
into sub-stations at convenient centres. i 


* ELEC. Rev., Oct. Ist. 1020, p. 434. 
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NEW PATENTS APPLIED FOR, 1921. 
Aa (NOT YET PUBLISHED.) | 
Compiled expressly for this journal by Messrs. SrrrON-JoNEs, O'DELL AND 
STEPHENS, Chartered Patent Agents, 285, High Holborn, London, W.C. 1. 


17,200. “ Electrical transmitter microphones.” В. A. Pilkington. June 23rd. 

17,234. Electric signalling.” B. Davies and Eastern Telegraph Co., Ltd. 
June 23rd. 

17,236. *'' Radio telegraphy and telephony." W. G. Gold. June 23rd. 

17,240. '' Mercury-vapour pumps for high vacua," Akt.-Ges. Brown, Boveri 
et Cie. June 23rd. (Switzerland, July 17th, 1920.) 

17.246. Pressure responsive circuit controllers." — Igranic Electric Co., 
Ltd. (Cutler-Hammer Manufacturing Co.) June 23rd. 

17,252. ^' Continuous-action. synchroniser,” К. Esnault-Pelterie, June 23rd. 
(France, August 10th, 1920.) 

17.255. Control of electrically-propelled vehicles.“ Electro-Mechanical 
Brake Co., Ltd., and M. J. Pattison. June 23rd. 

17.258. Motors for high-frequency electro-magnetic current ог electro- 
magnetic waves." Н. Plauson. June 23rd. (Germany, June 23rd, 1920.) 

17,265. '' Electriceable connections," Н. F. Shananan. June 24th. 

17,273. Speed control of alternating-current electric motors." К. E. 
Keelan and A. Н. Railing. June 24th. 

17.280. Electro-plated vessels." S. Gladwin. June 24th. 

17.289. Sparking plugs." W. P. Thompson (Faafe). June 24th. 

17,297. '' Mounting electric motor for providing power for domestic uses. 
P. Berard. June 24th. (France, June 26th, 1920.) hai A | 

17.299. Supports for electric lamp holders." W. Barnett, B.S.T. Electric 
Fittings Co., F. Saunders and P. J. Thompson. June 24th. 

17.300. Electric switches. J. B. Tucker. June 24th. 

17,307. ''Sparking plugs. J. Richardson. June 24th. 

17,324. ‘ Electric furnaces." L. J. Hancock and T. R. Hancock. June 


17,326. '' Influence electrical machines." L. Vogel. June 24th. (Switzer- 
land, July 2nd, 1920.) р | ' 

17,331. ''Safety apparatus for automatic disconnection of faulty electric cir- 
cuit sections." М. Hochstadter. June 24th. 

17,332. ‘* Self-induction coil." Felten & Guilleaume Carlswerk Akt.-Ges. 
June 24th. (Germany, June 24th, 1920.) 

17,336. * Wireless transmission of electrical energy.“ E. Almeide у Salaza. 
June 24th. 

17.337. Recording devices." British Thomson-Houston Co., Ltd. June 
24th. (United States, June 24th, 1920.) 

17,338. Electric switches." British Thomson-Houston Co., Ltd., and 
General Electric Co. June 24th. | 

17.351. Removable device for establishing electrical connection between 
coupling parts." А, Courtois and J. Roullier. June 24th. (France, April lst.) 

17,361. “ Preparing and transmitting telegraphic, &c., messages." А. C. 
Baronio. June 24th. 

17,365. “ Electric conductors." W. P. Granville. June 24th. 

17,366. Wireless receivers." R. B. Ransford (Soc. Française Radio-Elec- 
trique). June 24th. | 

17.367. Electric relays." R. B. Ransford (Soc. Française Radio-Elec- 
trique), June 24th. 

17,396. “ Commutators or distributors for electric ignition system.” F. E. 
W. Baker. June 25th. | 

17,399. Electro-magnetic wave-receiving arrangement." Soc. Française 
Radio-Electrique. June 25th. (France, November 3rd, 1916.) 

17,405. “ Day and night electric way indicators." W. T. Hughes and L. 
Perks. June 25th. | 

17,413. Brush holders for dynamo-electric machines." W. Н. F. Higgs. 
June 25th. 

17,449. “ Electric lamp holders." Н. B. Prentice. June 27th. 

17,457. “ Electric transmitter microphones." E. D. Young. June 27th. 

17,458. ''Finger stall device of electric horn control for automobiles.” 
W. J. Campbell. June 27th. 

17,461. “ Dynamo cut-out.” J. B. Bignamy. June 27th. 

17,463. ‘‘ Globe-holders for electric lights.“ J. C. Whitlock. June 27th. 

17.466. Generator." D, Suchostawer. Junc 27th. 
17.493. Adjustable device for conveying electric current, fluide, &c." 
J. W. Harris and E. J. Shave. June 27th. i 

17.495. ''Flywheel dynamotors for internal-combustion engines." R. L. 
Aspden. June 27th. | 

17.906. “ Arrangement of electrodes for fusing electrolytic apparatus." T. 
Kolkin. June 27th. 

17,513. “ High-frequency electrical apparatus," R. P. Fuge. June 27th. 

17,518. “Control system for motors." W. J. Mellersh-Jackson (Soc. des 
Etablissements Gaumont). June 27th. l 

17,525. Electric switches." G. V. Twiss. June 27th. 

17,536. “ Electric heaters.” F. F. D. Davidson and L. M. Waterhouse. 
June 28th. 

17,567. “ Electrical transmitter microphones.” B. A. Pilkington. June 28th. 

17,576. '' Telegraphic apparatus for transmitting messages, drawings, &c.” 
P. M. Macintyre. Tune 28th. 
17.583. Electric switches." A. P. Lundberg, G. C. Lundberg, P. A. 
Lundberg, and G. Pegg. June 28th. | Е 

17,585. *' Electro magnets." J. Neale and J. A. Manners Smith. June 28th. 

17,586. ‘ Audible signalling devices." K. O. Leon. June 28th. 

17,594. ** Electric rotating furnaces.” С. E. Cornelius. June 28th. 

17.597. “ Electric measuring and indicating instruments." К. H. Barbour 


and A. J. Martin. June 28th. 
17,600. Magnetic locks for electric lamps for mines, &c." Е. J. Turquand. 


17,003. '' Electric motors."  ]granic Electric Co., Ltd. (Cutler-Hammer 
Manufacturing Co). June 28th. 

17.667. Reflecting devices." British Thomson-Houston Co., Ltd., and 
W. Millner. June 28th. 

17.608. Electric switch boxes." British Thomson. Houston. Co., Ltd. (Gene— 
ral Electric Co.). June 28th. ; 

17.615. ‘ Electric protective systems," Metropolitan-Vickers Electrical Co., 
Ltd. June 28th. (U.S.A. October dth, 1920.) | | 

17.618. Electric bell." E. Magerle and J. Ges. Steiner. June 28th. 
(Austria, June 28th. 1920.) ; 

17.621. Electrically braking motor vehicles." P. V. Powell and P. E. 


Smith. June 28th. | и 
17.632. Electro magnets," J. Neale and J. A. Manners Smith. June 28th. 


17.634. '' Variable-speed gear of portable electric drilling machines.” F. W. 
White and White, Jacoby & Co., Ltd. June 28th. 

17.646. “Insulated bars for coupling up electric switches." J. Appleby. 
June 29th. 

17,676. “ Shade retaining ring for electric lamp sockets." H. H. Bennett. 
June 29th, 

17.682. Metal filament incandescent lamps.“ J. A. Orange. June 29th. 

17.683. “ [nduction motors. G. H. Fletcher and Metropolitan-Vickers 
Electrical Co.. Ltd. June 22th. 

17.703. High-frequency amplifiers for radio telegraphs or telephony.’ 
W. R H. Tingey. June 29th. . 

17.704. Automatic temperature-controlling deviées for electric heating 
appliances.“ B. R. Wingfield. June 28th. 

17,708, '' Electrical apparatus for explosive motors." V. Paquit. June 
99th. (United States, August Ith, 1920.) 

17.719. ''Utilising small electric forces to control larger forces." F. H. 
Havnes Remage. June 29th. 
17,718. '' Multiple eleetric conductors." Vickers. Ltd., (J. Wearham). June 


g9th. 


17,722. “ Electro magnetic switches.” British, Thomson-Houston Co., Ltd, 
(General Electric Соз). June b.... x 

12,727. `“ Cutout for electric. circuits." Baverische Elektricitats-Industrie 
Коң & Co... June. ch., (Germany, July dit, 3830)... es 
(17,735. " Logometers. А, McNab. June 29th. (United States, September 
20th, 1990.) id P UAE Е ° : 


17,736. Electrodes for electric welding." J. H. Patterson, Premier Elec- 

tric Welding Co., Ltd. June 29th. | | | | 
17,748. “ Electric apparatus for sending out time, &c." М. P. Favre-Bulle. 

June Wet. mI „ E Aio: 
17,765... Secondary cells or batteries for electricity storage. С. С. Smith. 

June 30th. | 

17.764. Electric accumulators," C. J. J. L. de Vos. June 30th. 

17. 7. “t Electrically-operated switches, &c.“ L. H. Wordsworth. June th. 
17.789. “ Oscillating gear for electric fans, &c.'! A. Н. Railing. July is, 
17.798. Electric heating elements. W. Weeks. June 30th. 

17,80]. “ Electric commutators or distributors." G. H. Jackson. June Mth. 
17,802. “ Electric insulatofs." G. V. Twiss. June 30th. 
17,811. Electric conductors." British Thomson-Houston Co., Ltd. (General 

Electric Co.). June 30th. | 
17,812. '' Speed-regulating mechanism for dvnamo-electric machines.” British 

Thomson-Houston Co., Ltd. (General Electric Co.). June 30th. 

17,815. '' Utiliser for ambient and natural electro-magnetic energy derived 
from any luminous source.“ N. Mancini., June 30th. | 

17,820. “ Dynamo-electric machines." А. Н. Midgley. June 30th. 

17,822. '' Electric furnaces.” V. Sgadari. June 30th. 

17.89. Negative resistance devices for electro-magnetic wave systems, &c.“ 

Radio-Communication Co., Ltd., and J. Scott-Taggart. June 30th. 

17.844. Protective apparatus for electrical systems." Metropolitan-Vickers 

Electrical Co.. Ltd. June 30th. (United States, September 8th, 1920.) 
17,856. ''Electric switches forming part of incandescent lamp fittings.” 

F. P. Waltho. July 1st. ! » A ў 
17.870. Means for handling loads on electricallv-driven trucks." C. р, 

Cuppleditch and J. E. Stott. fus Ist. 

17.895. “ Electric switches." W. L. Barber and Midland Electric Manu- 

facturing Co., Ltd. July Ist. . 

17,924. ''Switch-gear for electric currents.“ Maschinenbau Akt.-Ges. See. 
bach-Zurich and J. E. Pollak. July Ist. 
17.926. Preventing burning out of pressure-reducing valves.“ Chemische 

Fabrik Griesheim-Elektron. July Ist. (Germany, July 19th, 1920.) 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under which the specifications will be 
Printed and abridged, and all subsequent proceedings will be taken. 


* 


1919. 


13.477. Spark plugs." A. Press. August l5th, 1917. (118,632) 
| | 2919. : ЕА 
31.575. Electric transformers." P.  Rabbidge. December 19th, 1918. 


(186,826.) ° | | | 
31,786. '' Dynamo electric machines," British Thomson-Houston Co., Ltd., 
and Е. P. Whitaker. December 18th, 1919. (164,779.) 

.32,197. .'' Electric lamps." W. R. Bullimore. December 23rd, 1919. 


(164,782. | 
2920. 


792. '' Electrically-operated cranes, hoists, and the like." W. Н. Scott and 
PEDE insi 9th, an (164,784.) | 

3.392. '' Telephones." R. L. Murray and Teleph i : 
(1920), Ltd. Februar, 3rd, 1920. (164,790.) VV 
3,870. '' Electric switches," J. A. Crabtree." February 9th, 1920. 1164.794.) 
4.244. Device for determining the direction of submarine sound waves." 
Signal Ges. June 5th, 1918. (138.918.) | 

4.306. Electric switches.“ E. Waterhouse. February 12th, 1920. (164.79) 


4,667. ''Storage batteries." G. J: van Swaay. r Е 
aad 168, b g J y February 15th, 1919 
914. “ Electric condensers.” L. Segal. Augus it 
14685) (143 646.) | + Seg August 14th, 1919. (Addition to 

210. Electrical liquid heaters." W. Marples. 920. 
4.520.) q ples December 3rd, 1920 
7,948. '' Electric switches." British Thomson-Houston Co., Ltd. (General 
Electric Co.) March 11th, 1920. (164,827) 
ela DA пеш ткаш stems.“ Sterling Telephone & Electric 
o., Ltd., F. G. Bell, and W. C. Davey. Marc 2th, ‚ (Additi to 
106.706.) (164.891) у h 12th, 1920. (Addition 
7,824. „ Magneto electric machines." British Thomsop-Houston Co., Ltd., 
and A. P. Young. March 16th. 1920. (164,849.) 

8.084. Three- phase alternating current dynamo electric machines." Sie- 
mens. Schuckertwerke Ges. April 23rd. 1918. (140. 452.) 

8.440. ‘Electric ship propulsion systems.“ ` British Thomson-Houston Co., 
Ltd. (General Electric Co.). March 22nd, 1920. (164.873.) 

8,680. '' Electric distributor for internal-combustion engines." C. Valentine. 
March 24th, 1920. (164,880.) 

8,829, '' Electric heaters." A. Terry. March 25th, 1920. (164,885.) 
9.046. Commutators or electric current distributors of electric-ignition 
T. P H. Runbaken. March 27th, 1920. (164,890.) 

2.433. '' Thermionic celays or amplifiers." . А. i il Ist, 
1920. 164.300 у р G. A. Mathieu. April Is 
3.460. '' Dynamo-electric machines.“ G. A, Juhlin and Metropolitan-Vickers 
Electrical Co., Ltd. April Ist, 1920. (164,903.) 

10.248. *' Terminal connections for flexible electrical cables." Е. A. Griffin. 
April 13th, 1920. (164,911.) 

10,333. “ Electric heating device for metal melting crucibles.” Fort. iſied 
Manufacturing Co. July 18th, 1917. (141,719) : 

‚10,539. “ Thermoelectric measurement of temperatures." F. Rowcliffe and 
Cambridge & Paul Instrument Co.. Ltd. April 15th, 1920. (164,916) 
11.241. Electrical discharge apparatus and systems.” Igranic Electric Co. 
(Cutler-Hammer Manufacturing n April 22nd. 1920. (164,924.) 

11.312. Electromagnetic wave receiving and transmitting systems.” J. 
Robinson and Н. L. Crowther. April 23rd. 1920. (164.927. 

_ 13,185. “ Means for bonding metallic tubing in electrical wiring installa- 
tions," A. E. Ryeland and C. Ferguson. Мау 12th, 1920. (164,946.) 
16.636. Electric cables." L. R. Lee. June 19th, 1990. (164,965) 
19,480. '' Controllers for electric motors. Constructions Electriques de 
Belgique Soc. Anon. March 18th, 1919. (147,516.) 

19.531. *' Apparatus for starting and protecting continuous-current motors.“ 
Е. Krupp Akt.-Ges. May l4th. 1919 (147, 594.) 

20.573. Process for regenerating energy in ditect- current electric motors.” 
Constructions Electriques de Belgique Soc. Anon. June 7th, 1919. (148.563.) 
22,797. *' Electro-magnetic device for withdrawing metal splinters from the 
eve." А. Gatti. July 31st. 1920. (164.988.) 

22.972. '' Process and apparatus for performing a thermic process of апу 
kind." K. A. F. Hiorth. August 4th, 1920. (164,989) 

26.619. '' Evaporative surface condensers... Sir W. Beardmore and А. 
Galbraith. September 17th. 1920. (164,999.) 

26.983. Electric miner's lamps." Е. E. Gardner. August 30th, 1920. 
(Divided application on 159.665.) (165.001 


| 1921. 


13,059. “ Time limit relays, circuit breakers, or the like." А. Reyrolle 
and Co.. В. Н. Leeson. and J. Mirrev. February 9th, 1920. (Divided applica- 
tion on 163,490.) (163.027. 

14.145. ‘ Sound direction finding." Signal Ges. May Elst. 1920. (163.670) 
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LIMITED, 
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Ir. Openshaw, 
MANCHESTER. 


Tel.: 330 Openshaw 


INSTRUMENTS, CIRCUIT-BBEAKEBS, 


AUTO-CUT-IN & CUT-OUTS 


Record Electrical Co., 3 


` BROADHEATH. MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. 


BROOK 
ONE, TWO and THREE-PHASE 
See Sup. 35. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manutacturing Electrical Engineers and 
Gavernment Contractors. 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


‘Cantie’ 
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TNS "CANTIE" SWITCH CO. LTO 
LEIGHTON STREET, 
NOTTINGHAM. 
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COMPANY. LIMITED 
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THE RUBBER INDUSTRY. 


THE position of the rubber-growing industry is reaching 
а climax following successive attempts to bring about 
stabilisation, none of which has attained any real suc- 
cess. Towards the end of last year the members of the 
Rubber Growers’ Association (which includes most of the 
large British-owned Eastern estates) agreed voluntarily 
to reduce their output to 25 per cent., and although this 
understanding was loyally adhered to, the surplus rubber 
in existence to-day is greater than it was then. There 
are now between 70,00U and &0,000 tons stored in New 
York, and something like 78,000 tons here, while it is 
estimated in directions which should be well-informed, 
that the stocks available for shipment in the East are 
about 100,000 tons. In order to put the trade on a 
better footing the Rubber Growers’ Association has now 
formed the kubber Producers’ Corporation, with the 
object of controlling the rubber output of its members. 
fixing the selling price and regulating the sale of such 
rubber, controlling the opening up of fresh rubber plan- 
tations by its members, and generally of assisting to 
finance the stocks of its constituents. As the Corporation 
is concerned only with British-controlled plantations, it 
is proposed that a similar Corporation be formed simul- 
taneously to include estates owned by Dutch interests 
and by companies or individuals in the Dutch East 
Indies, a working agreement being entered into between 
the two Corporations, to ensure uniformity of action. 
The Rubber Producers’ Corporation will not go to allot- 
ment until the owners of at least 2,200,000 acres, inclu- 
sive of the Dutch Corporation membership, have agreed 
to come into the scheme. The capital of the British end 
of the organisation will be 22, 000,000, with borrow- 
ing powers either on debentures or otherwise up to 
£8,000,000, of which at least £3,000,000 is to be raised 
in the first instance. 

There is no doubt that part of the demoralisation re- 
cently seen in the rubber market is the aftermath of 
excessive optimism on the part not onlv of producers 
but also of consumers, certain of the latter, indeed, hav- 
ing enormously over-bought themselves, and having been 
compelled to throw their holdings on the market, in 
addition to which there has, of course, been inevitable 
speculation for the rise which has involved very heavy 
losses. Whatever the result of the proposals now put 
forward, it must be remembered that the restriction of 
output can be merely a temporary palliative, but, on 
the other hand, if the restriction were entirely voluntary 
and left to the judgment of each individual producer, 
there could be no effective stabilisation, because as the 
price rose to a profitable level, over-production would 
again result, with its inevitable consequences. As it. is, 
a considerable area of the rubber estates in Malava соп. 
sists of small holdings owned by Chinese and others, who 
will probably be outside the operation of any restrictive 
covenant amongst the British-owned concerns, and these 
might easily hecome thorns in the flesh, the removal of 
which would present ditticulties. 

It is the considered opinion of the trade that anv 
material and early expansion of demand is out of the 
question. "The existing world stock is somewhere about 
300,000 tons, the potential output in 192? is over 400.000 
tons. and the potential consumption is this vear unlikely 
to exceed 250.000 tons. [t is quite clear, therefore. that 
if anything is to be done eflectively the time is fully ripe 
for action. The slump in prices has heen prolonged 
and severe, and it is reasonable to helieve that. with 
selling prices so far below cost. a reaction must be seen 
sooner or later, but meantime. producing costs have no 
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significance, where holders are compelled to liquidate 
their stocks or their commitments, and it is only by con- 
certed action cf some kind, artificial though this may 
be, that selling prices can be put on a more satisfactory 
basis. Under any circumstances the stabilisation of the 
rubber inarket must prove а long and painful process, 
though by the efforts of the new organisation it may 
be possible somewhat to advance the selling price, and 
to impart a degree of stability to which the market for 
sume time has been a stranger. 
——— e 
Ох Wednesday the annual ineeting of 


A National the I. M. E. A. was opened by Mr. Н. 
Electrical Richardson, and having listened with 
Convention. interest to his presidential address, we 


are in a position to congratulate him 
upon the admirable views which are embodied in it. 
There is not a sentence with which we do not cordi- 
ally agree, and we trust that it will be widely read and 
laid to heart by all who are interested in the develop- 
ment of the electricity supply industry. While we know 
that there are many amongst the r: anks of municipal en- 
gineers who are wholly free from prejudice against pri- 
vate enterprise, it is refreshing to hear the President 
of the Incorporated Municipal Electrical Association 
appeal for closer co-operation between municipal and 
private enterprise, and deprecate the unjust attacks 
which are too often made upon the latter. 

The subject, however, to which Mr. Richardson devotes 
the greatest space is one which we, as he says, have dwelt 
upon, and to which we again drew attention on two 
occasions recently—namely, the promotion of a great 
annual Convention of the whole of the electrical Associa- 
tions in the kingdom, similar to that which has so often 
excited our envy, in the United States. True, we cannot 
hope to rival the N. E. L.A. Convention in magnitude; 
we must be content to work on a sinaller scale—but we 
can rival our American cousins in efficiency, zeal, and 
enthusiasm, and the success of such a venture need not 
be held in doubt. 

Mr. Richardson quite rightly suggests that the Institu- 
tion of Electrical Engineers should be the tirst body to 
he approached in the matter; since it developed a pro- 
gressive spirit and proved its readiness to adapt itself 
to modern: conditions, the Institution has gained im- 
mensely in efficiency and prestige, and has definitely 
assumed its rightful position as the leading electrical 
society In this country. But as the President surmises, 
the organisation of the National Convention would be a 
heavy addition to the burdens of a Council and staff that 
are already overworked, and as we have previously in- 
dicated, we think, with the President, that the British 
Electrical Development Association is admirably adapted 
to take charge of the movement—a movement which is 
entirely within its special sphere. In saying this we 
have in mind one aspect of the Convention to which Mr. 
Richardson alluded, and on which we have laid stress— 
the educational side of the function in the public eye. 
Undoubtedly the value of the Convention as a first-class 
propaganda would be enormous, and the lay Press would 
he aroused to a degree of interest and appreciation far 
beyond anything yet achieved by any electrical gathering 
in this country. But we do not lose sight of the strong 
attraction that such a Convention would hold out to the 
whole of the industry as a unique opportunity for meeting 
everybody, and discussing everything, in the electrical 
field. It would be the event of the year in electrical 
circles, and it would do more than any other means to 
foster close co-operation between all branches ot the 
industry. 

We earnestly hope, therefore, that the seed sown by 
Mr. Richardson will bear fruit, and that all parties will 
receive the proposal with cordial approval. The sooner 
action is taken the better, for it is not a day too soon 
to commence the work of organisation if the first Con- 
vention is to be held next vear. We understand that it 
is the intention of the Beama " to hold an electrical 
exhibition in 1922, if possible, and if the Convention 
ean be held at the same time and place, so much the 


better. 


In its resolution forwarded to the 

Currency and Government, the Credits and Currency 

Credit. Department of the Federation of British 

Industries asks for а new commission on 

currency and credits, in order that the present situation 

may be examined in the light of recent events. It 

points out that since the late Lord Cunliffe's Committee 

reported there have been important changes in our cir- 
cumstances. 

In the first place the exchanges were artificially con- 
trolled during the War, with the ‘result that the European 
exchanges in terms of dollars have depreciated in certain 
cases to such an extent that it is impossible to expect a 
recovery to pre-war levels within a decade. Consequently 
it is pointed out that there is no sign that any of the 
nations of Europe are really willing to face the enormous 
sacrifices involved in the general adoption of the cur- 
rency policy. On the contrary, producers in most Euro- 
pean countries аге successfully bringing strong pressure 
to bear upon their Governments to prevent any attempt 
at an improvement in their respective rates of exchange. 
Foreign manufacturers, especially Gerinans, see clearly 
enough the enornious advantages to them of keeping their 
own rate of exchange as low as they possibly can. Those 
people in this country who sometimes rejoice when they 
see a slight improvement in our rate of exchange, do not 
seem to realise that every one per cent. that our exchange 
goes up, makes it one per cent. more difficult to sell any- 
thing abroad. 

The Federation of British Industries further points 
out that through the years 1919-1920 an upward move- 
ment of prices continued to a lesser or greater exteut 
in all European countries, and in most of them a con- 
tinued inflation of the curreney took place. Conse— 
quently, the distance to be travelled before they can 
return to their pre-war gold currency is very much 
greater than it was at the time of the Cunliffe Report. 

The last point touched upon is the enormous increase 
in the burden of taxation, and the fact that any attempt 
to repay in to-day's currency debts incurred at the pre- 
war level is practically an impossibility. 

A more detailed memorandum is to be forwarded to 
the Governinent in due course, in the hope that a new 
Commission will be appointed before the close of the pre- 
sent Session. It seems to us that if a new Commission is 
to result in anything being done to improve conditions 
for British traders its composition will be a difficult 
affair, Any more of the pious aspirations embodied in 
the report of the Cunliffe Committee would be absolutely 
useless, and unless men can be selected with new ideas, 
who are prepared to recommend something practicable to 
help the manufacturer and the trader, the Committee 
might just as well not be appointed. ; 


THE report of the Compania Hispano- 


The Buenos Americana de Electricidad, of Madrid, 


Ayres which acquired the works of the German 
Electricity Transmission Electricity Co. at Buenos 
Works. Ayres and the interests held by the latter 


in other undertakings in South 
America, contains a statement which pásenls the fact 
that Belgian technical advice has now replaced German 
in connection with the development of the undertakings. 
The directors state that their principal preoccupation 
from the time of the transfer in July, 1920, was not 
only to continue the management of the business, but 
also to develop it, and they proceeded to prepare a 
scheme of renovation and extension which had become 
necessary during the years of warfare. It was soon pos- 
sible to proceed with the execution of the scheme, thanks 
to the co-operation of the Société Financiére de Trans- 
ports et d'Entreprises Industrielles, of Brussels, to which 
the directors entrusted the realisation of the investiga- 
tions and works of a technical kind. Among the works 
in progress or completed are mentioned the provision of 
two turbo-alternators of 20,000 kW and 50 periods, one 
of 20,000 КҮ and 25 per iods, and three of 6.000 kW, 
the modification of the main switchboard at the South 
Docks station, Buenos Ayres, and other works. 
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JJ é eM MEC MM NL MM MEE TIENE que: 
THE CO-OPERATIVE SYSTEM OF ENGINEERING EDUCATION. 


—— 


By E. KILBURN SCOTT. 


хоме professors and teachers of engineering believe that 
it is possible to give sufficient practical instruction in 
engineering in what may be called school workshops. 
such workshops usually contain a number of more or 
less obsolete machine tools, one or more smith's hearths, 
and the usual benches for fitting, pattern-making, &c. 
There may also be some attempt at making small brass 
and iron castings. However up-to-date such a workshop 
is when first equipped, it soon falls behind the times 
because of the quick progress of engineering develop- 
ment. Commercial engineering becomes more and more 
concerned with the manufacture of large quantities of 
apparatus requiring special automatic tools, and a great 
deal of the most important work is structural steel, 
chemieal maehinery, mining apparatus, &c., which has 
to be built on a large scale. 

For the above and other reasons, many believe that 
practical engineering training can only be properly ac- 
quired in industrial workshops, and that the school work- 
shops are only useful for giving preliminary instruction 
in the use of hand-tools and to teach young men how 
not to injure themselves when handling machinery, 
belting, gearing, &c. 

The question is: What is the best method of co-ordinat- 
ing the theory and principles taught in engineering col- 
leges and technical schools with the practical experience 
that can only be properly acquired in real engineering 
workshops! 

It is clearly desirable that students should take а 
course in practical engineering at the ваше time that 
they are doing theoretical work, and for this reason it 
is customary for some university students to voluntarily 
spend part of their vacations in workshops. 

The sandwich system whereby students spend half 
of the year in college and half in works has been verv 
successful, and it is interesting to note that a somewhat 
similar method is very successful in the United States. 
It is known as the Co-operative System, and it is the 
purpose of this article to describe it. 

It was first started at the University of Cincinnati in 
1906 by Prof. Н. Schneider, Dean of the College of 
Engineering, and consists of two groups of engineering 
students spending fortnightly periods in industrial 
works of Cincinnati and intervening fortnights in the 
class-rooms and laboratories of the College of Engineer- 
ing. The two groups change and change so as to give 
continuous training. 

Prof. H. Schneider saw that such a system would 
enable many worthy young men to obtain instruction at 
the Engineering College who otherwise would be ex- 
cluded, for the main idea of the course is to enable a 
student to earn sufficient money to keep himself and 
pay his class fees, whilst at the same time acquiring 
Workshop experience and theoretical instruction under 
the very best conditions. 

When the plan was first mooted to the University 
faculty it met with scepticism, as it was said that a 
group of “boiler makers” would soon destroy the 
Scholastic atmosphere of the University, but opposition 
was broken down by Prof. Н. Schneider proving that 
many practising engineers and managers of industrial 
Concerns of Cincinnati viewed it favourably. They 
expressed belief in its feasibilitv, and were unanimous 
In saying that their theoretical training had meant little 
to them upon graduation, because they lacked practical 
Knowledge. | : 

The officials of а large bridge-niaking corporation gave 
heartv endorsement to the co-operative plan. both as an 
educational and a commercial proposition, and when 
the plan had been explained to the superintendents of 
departments and foremen of workshops, they also showed 
Interest, Finally, twelve concerns engaged in electrical 


and mechanical engineering agreed to try the co-opera- 
tive system. 

The arrangement of the alternating periods proved 
to be a matter of mere administrative detail, the only 
change suggested being to make each period a fortnight 
instead of a week. 

The next problem was to find students who would take 
the co-operative course, for those who came to take the 
regular four-years' course could not be induced to try, 
because of the requirement that they should spend the 
summer in the shops. This requirement discouraged 
many prospective members of the first group of co-opera- 
tive students; for ten hours of manual labour in hot 
weather, and on equal terms with ordinary apprentices, 
is а pretty severe test. | 

To fill their place Prof. Schneider hurriedly recruited 
® class of young men who had failed to obtain the full 
academic units required for admission to the college, 
but who had had some practical experience and gave 
evidence of fitness for engineering work. Notwithstand- 
ing their rather poor scholastic records, the members 
of this first class were promising, and caught the spirit 
of the new course. One of them is now efficiency en- 
gineer for the Bell Telephone Co., in a Middle-West 
State, and he was admitted against the advice o1 his 
father and over the protests of three high-school princi- 
pals, who had dismissed him as incorrigible. 

Once the system was proved a success, progress Was 
very rapid, and many thousands of young engineers in 
Chio and neighbouring States owe their start in en- 
gineering to this co-operative training, and the College 
of Engineering at Cincinnati is now one of the largest 
and most successful in the country. 

It has been found that interlinking practical work 
and theoretical studies closely for five years enables 
young engineers to acquire a thorough acquaintance 
with practical engineering conditions, and on graduation 
they are able to at once undertake positions of responsi- 
bility. The co-operative system has an improving in- 
fluence on character, and develops industry, loyalty, and 
self-reliance, because the students are earning money all 
the time they are learning. 

The young men obtain such excellent first-hand in- 
formation of workshop processes, &c., that the College 
can concentrate on theory and principles, with the 
result that the theoretical training is very complete. 
Continuous experience in theory and practice enables 
students to find their special forte very quicklv, and 
there is less chance of misfits in after life. 

The first groups of co-operative students developed 
great responsibility, because they knew the outcome of 
an important educational experiment depended upon 
success, and the realisation of this fact seemed to give 
a sense of lovalty to the college, and a determination 
not to disappoint those who had trusted them. 

They were self-conscious owing to being the centre of 
interest in the educational clinic, and the knowledge 
that they were being analysed and written up gave them 
a feeling of aloofness from the rest of the students. 

At first there was class consciousness, caused by the 
exclusive attitude of the regular academic students, but 
the animosity between the two groups soon disappeared. 
and co-operative students and others have found that 
thev have a great many things in common. The fact 
that their interests and experiences are in some respects 
unlike has made their association mutually beneficial. 

Co-operative students take a prominent part in every 
kind of student activity. Three have been elected to the 
presidency of the senior class, and the captains of botli 
football and basketball teams are ''co-ops." In all 
musical. social. and other organisations there is a large 
proportion of co-operative students, and in view of recent 
developments, it would be hard for either group to 
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understand that the '' ostracism of the boiler makers 
was once seriously considered. 

The co-operative student is alert, rugged, and inde- 
pendent, more serious than the ‘‘ regular "' student, and 
yet on occasion displays a sense of humour and a buoy- 
ancy which shows that the sobering of practical work 
does not depress him. 

The latest development іп co- operative instruction at 
the University of Cincinnati has been the merging of 
the Colleze of Commerce with the College of Engineering. 
This has opened up many new opportunities for the 
further usefulness of the co-operative system, for stu- 
dents of commerce spend alternate bi-weekly periods 
in the business departments of various firms in the Cin- 
cinnati area, and thus gain first-hand information re- 
garding the application of their studies under commer- 
cial conditions. A feature of the new course is that 
during the first two vears the same fundamental training 
and same industrial contact are given to both commercial 
and to engineering students. 

To summarise, the co-operative system may be said 
to be a co-ordination of theoretical and practical train- 
ing in a progressive educational programme, the agency 
which furnishes the practical experience being always 
some branch of actual industry, thus giving the fullest 
possible utilisation, for educational purposes, of equip- 
ment used in commercial production. 

From the employer's point of view, the most impor- 
tant elements of the co-operative plan are the proper 
selection of workers, and the awakening of an enlightened 
interest in their work through co-ordinated instruction. 
From the standpoint of the school and the student, the 
important feature of co-operative education is the reali- 
sation of theory through its practical applications. In 
a very literal sense the studies become ‘‘ applied sub- 


jects,” and in the word ''co-operative,'" emphasis ів 


placed not only on the kind of training, but also on the 
relation between school and industry, and the method 
of bringing them together. | 

Co-operative engineering graduates have become a 
factor in engineering circles of the United States, for 
not only are they being trained at Cincinnati, but also at 
the University of Pittsburg, the Municipal University 
of Akron, and the Georgia Institute of Technology. 

A report recently published, based on an investigation 
of engineering education in the United States, by the 
Carnegie Foundation, strongly endorses the co-operative 
system. 

In a number of high schools the co-operative plan 
has also been adopted, and courses have been operated 
successfully under widely varying conditions. Thus at 
Fitchburg, Mass.. high school students, after spending 
one year wholly in the school, go to work during alter- 
nate weeks as apprentice machinists, pattern makers, 
saw makers, draughtsmen, moulders, tinsmiths. printers, 
or textile workers. The instruction which they receive 
at school is co-ordinated with their practical work. 

The co-operative system. is similarly applied in a 
Pennsylvania high school, where students work in 
machine shops, foundries, automobile and carriage 
works, and in the cabinet-making department of a piano 
factorv. Recentlv co-operative courses have been intro- 
duced into several high schools in New York City, and 
Co-operation is carried on with machine shops, rail- 
roads, automatic factories, printing offices, electric 
light and power companies, mail order houses, and de- 
partment stores. The results of the New York experi- 
ment have refuted arguments that the co-operative 
course can only succeed with a few occupations, and in 
small centres of population. | 


THE ELECTRIC WASHING MACHINE: FROM THE HOUSEWIFE'S POINT OF VIEW. 


——— 


By MARY GWYNNE HOWELL. 


WiTH the present high prices of the commercial laun- 
dries, and with the servant shortage, there should be a 
big demand for electric washing machines. That they 
are not universally popular in this country is due as 
much to the fact that their possibilities are not under- 
stood by the firms that sell them as to the timidity on 
the part of the housewife to invest in something so new 
and untried. 

If à woman is attracted: by a window display and 
makes inquiries as to the method of using a washing 
machine the following directions are given: Fill the 
machine to the water line with very hot water, add 
soap, put in the clothes, turn on the switch, and, hey 
presto! the clothes will be washed clean without any 
further attention. 

This sounds very alluring, but if the prospective pur- 
chaser happens to be a practical housewife, she begins 
to ask detailed questions, which сап only be answered 
hv one who understands the processes of laundry work, 
at least in theory. No really practical woman сап Бе 
convinced, for instance, that if she plunges her woollens 
and flannels into the very hot water directed to be used 
there is sufficient magie in the washing machine to pre- 
vent the possibility of their shrinking! Many such points 
will arise, and it is because the directions are so mis- 
leading that people are sceptical as to the powers of the 
washing machine. 

As a matter of fact, an electric washing machine used 
in the proper way has far more merits than are usually 
advertised, and armed with the necessary information, 
a salesman could easily convince a progressive house- 
wife. The true facts. as tested bv domestie science 
experts. both in the United States and in this country, 
are these: 

1. The ciothes do not need any soaking overnight. 
The machine is capable of flushing out the dirt without 


this preliminary process, and much better results are 
gained if the clothes are put into the machine dry. 

This point will appeal to the housewife, since 1t 
saves her much time and trouble. 

2. The water in the machine should only be warm— 
not very hot. 

The fallacy of very hot water has arisen from the fact 
that when a test wash is earried out at the factory, the 
garments washed are workers’ greasy overalls—the 
grease being mineral oil. It is true that very hot water 
dissolves and removes mineral oil, hence the directions. 
The housewife, however, has to deal with garments 
soiled with animal fats and grease, and the albumen in 
animal fat coagulates with heat, with the result that 
the dirt is set fast. 

This is the reason why wristbands, collars, and сий, 
and very soiled parts are often still grimy after а 
machine wash. 

Not only does warm water give better results than 
hot, but it is also a matter of economy in hot water, 
which again will appeal to the housewife. 

З. An important factor in machine washing 15 the 
use of really efficient. soap zu solution, together with а 
little water softener (soda or borax). 

It is most important that the water should be soft 
and foamy with soap before the clothes are put into 
the machine. Proportions will vary according to the 
hardness of the water, but as a guide a general propor- 
tion of half a pint of soap solution (a breakfast cupful) 
and half а сир of strong soda solution can be given. 

1. The clothes should be sorted into“ loads,“ care 
being taken not to overcrowd the machine. It is far 
better to divide a hig heap of clothes into two smaller 
loads, washing each for 15 minutes. than to crowd them 
all in at once and risk injury to the garments. and 
strain to the machine. 
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5. Fifteen minutes in the machine should cleanse any 
but very soiled garments (which will require 20 to 30 
minutes). After washing, each garment should be put 
through the wringer and left until all are finished. 

The water does not need changing for each load of 
clothes, but only when it is really dirty, and the soap 
has disappeared. | 

6. The method of rinsing is most important. White 
clothes should be rinsed in scalding hot water, in the 
machine, running for five minutes. 

This simple process does away with the necessity for 
boiling, and will be the most appreciated of all the vir- 
tues of machine washing. 

Coloured materials and silks need warm water for 
rinsing. Flannels and woollens need warm, slightly 
soupy water. 

An understanding of all these points will greatly en- 
hance the value of a washing machine in the eyes of a 
would-be purchaser. 

As with all machinery, there are important details as 
to the care which will make all the difference to the 
working efficiency of the machine. | 

These points are not understood by tlie average house- 
woman, and therefore a wise salesman will impress thein 
upon a purchaser: | 

l. The moving parts require frequent lubrication. 
À woman who has had nothing to do with machinery 


would -not think of oiling the machine unless told to 
do so. | N 

2. The machine must be thoroughly rinsed and dried 
after each use, but not scoured. If the interior is 
galvanised a whitish-grey deposit gradually collects as 
the result of a chemical reaction due to lime and mag- 
nesia salts in the water combining with the soap. This 
coating in not harmful—in fact it protects the metal 
from further chemical reaction, and should be left alone 
unless it becomes too thick. 

3. Care must be taken that the connecting cord 18 
not permitted to lie on а wet floor. When not in use 
it should be coiled carefully without knots or twists. 
The plug should never be jerked from the socket by 
means of the cord. | 

A practieal woman having been shown in full the 
advantages of home washing with an electric machine 
should need no further persuasion ; but should the price 
prove а stumbling block, a telling argument can be in- 
troduced in the fact that a reliable make of modern 
washing machine is constructed of such lasting materials 
that, given common sense care and treatment, it should 
last at least 20 years. This being so, the cost can safely 
be calculated on the basis of a 20-years’ investment, 
and as such, proving the machine to be an inestimable 
bargain. Few women who have experienced the toil of 
washing bv human power will be proof against such 
arguments. : 


THE INCORPORATED MUNICIPAL ELECTRICAL ASSOCIATION. 


ANNUAL MEETING. 


THE annual meeting of the Association was opened on 
Wednesday last at the Institution of Mechanicai En- 
yineers, the I. E. E. building being still occupied by the 
inquiry which the Electricity Commissioners have in 
hand with regard to the London electricity supply. 
There was a large attendance of members from all parts 
of the country, and while the usual civic reception was 
lacking, there was otherwise no great difference between 
the proceedings and those which characterise the annual 
conventions of the Association. The meeting, however, 
commenced in the afternoon, instead of the morning, 
und there were no social functions or organised excur- 
sions, the only break in the labours of the members being 
made by the annual dinner on Thursday evening, for 
which some 200 tickets have been taken. 

The meeting was opened by the President, Mr. H. 
Richardson, F.R.S.E., general manager and engineer, 
Dundee, who delivered his address ; afterwards Mr. C. W. 
Charlesworth (Wolverhampton) read an exhaustive paper 
on " Questions arising in the consideration of the 
financial and business aspects of municipal electricity 
supply.’ A meeting of the chairmen members of the 
Association followed. 

Yesterday the programme provided for the reading 
and discussion of three papers: Steam raising—vester- 
day, to-day, and to-morrow,’ by Mr. D. Wilson (Messrs. 
Babeock & Wilcox); * Modern boiler-house practice,” 
һу Mr. W. M. Miles (Sheffield): and © Present-day com- 
mercial problems in electricity supply," by Mr. E. Cross 
( Rotherham). | 
The annual general meeting was to be held this morn- 
ing. and a meeting of the Associated Municipal Electrical 
Engineers (Great Britain and Ireland) at the same plave 
this afternoon. | 


Presidential Address. 


| By Мг. Н. RICHARDSON, ' 

General Manager and Engineer, Dundee. (Abstract.) 

The Association continues to flourish exceedingly; it now 
Presents a capital sum, due to municipal electrical develop- 
ment, of almost 480.000.000 and a total revenue of practically 
£20,901 per annum. 
jode er à vear ago many were full of hope as to ihe 
clie: pu Which were to be made in tlie direction of a 
try PS abundant supply of electricity all over the coun- 

and seemed to hold the opinion that the Electricity 


Coininisstoners would at once cause difficulties and obstruc- 
tions to vanish, when each and every power supply authority 
whether municipally or company controlled, would be given 
freedom to attain its individual ambitions. When the ob- 
vious results of any constructive organisation became appar- 
ent, however, many of these entities felt that 16 would have 
to be a case of self-immolation for the benefit of the multi- 
tude, and are now betraying a sudden preference for a con- 
servative maintenance of the status quo rather than whole- 
heartedly to join in a collective effort which cannot fail to be 
eventuallv of great benefit to the community. 

There appears to be a lack of co-operation between munici- 
pally eontrolled undertakings and those which have been 
built up under private enterprise, which is not justified. 
Both are necessary, to obtain the maximum benefit ior the 
public. The old difficulties have vanished, and the interests 
of municipalities and companies are very much more parallel 
and allied than many appear to think. Although the opinion 
that municipal concerns cannot work as cheaply as those run 
hv companies is, to an extent, true, vet the companies 
should give full credit to many municipal electricity autho- 
rities which have been noticeable successes. 

The reiterated accusations against private enterprise which 
insist that industries financed by private bodies make large 
profits and generally batten upon а helpless public, are not 
borne out by the facts of the case as I see them. Indeed, 1 
would go further, and state that it would have been impos- 
sible to develop the electrical industry to the extent it bas 
been developed had it not been for the risks taken and losses 
experienced by companies and their shareholders in the early 
davs of electricity supply. 

Even to-day it is au outstanding fact that we have to rely 
for the necessarily expensive stages of experiment and initia- 
tive on those concerns owned by companies; the records for 
cheap electricity supply in this country are held by supplv 
companies, and there is no evidence to show that, generally 
speaking, the charges made by them аге in excess of. those 
made by municipalities. In the United States of America, 
where energy is sold comparatively as cheaply as it is sold 
in this country, the supply is almost entirely in the bands of 
private enterprise, and the development of the uses of vlec- 
tricity. has been much more intense und the benefits to the 
public have been greater and more rapid than on this side. 

Under modern conditions municipalities will have to adopt 
a more libera! view in the methods of developing their trading 
departinents if they are going to maintain their hold. upon 
such a vast industry as the power supply of the immediate 
future must become. I am so anxious to see municipalities 
maintain а high standard of publie. service of electricity, with 
more rapid development, that I cannot refrain from pointing 
out the dangers of the continued parsimony of view whieh 
has recently been apparent. 

Great as is the support the Electricity Commission deservedly 
enjoys, to be useful it must be practical. The Commissioners 
have set to work to mark out the road of our future progress. 
16 can only do good and strengthen their confidence in them- 
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selves and their work if we loyally and continuously let them 
feel that they have our enthusiastic and active support. 1 
earnestly trust that chairmen and managers of both company- 
owned and municipally-ow ned concerns will use their undoubt- 
edly powerful influence with their authorities to smooth away 
apparent obstacles or obstructions to recommendations the 
benefits of which may not be immediately forthcoming. | 

Managers and engineers of electricity supply authorities 
never had a better opportunity than the present for arriving 
at a practical basic principle of charging for electricity. 
Nothing can be clearer thun the necessity for a snuple charge 
for all purposes made up of a standard or service charge 
graduated according to the practical demand of the consumer, 
and, in addition, a certain rate per unit for all energy con- 
sumed. I hope this method, already placed before the Com- 
missioners, will receive their approval at an early date, and 
having been adopted, let all resist the temptation to handicap 
the system with irritating and unnecessary complications. 

I would take the opportunity of expressing the hope that 
every possible encouragement will be given by the Commis- 
sioners to the development of water. power in this country. 
І have formed the opinion that many of us have greatly under- 
estimated the possibilities of the country in this direction. 

Owing to the large capital cost, however, there is a tendency 
for municipalities to avoid the responsibility; therefore (assum— 
ing that they have had the first opportunity and have decided 
not to use it) it must ultimately fall to private enterprise to 
develop hydro-electricitv. Municipalities, however keen to 
insist upon control of these matters, must realise that they 
cannot get such control unless they supply the necessary capital 
und take a proportionate share of the responsibility. 

1 now have to make a suggestion which is no new idea, 
either to myself or others, and has been occasionally more than 
hinted at in the technical Press, notably in the coluinns of the 
Electrician. and ELECTRICAUW REVIEW. In my opinion, and [ 
believe many others are with me, the tine has now come for 
an actual recognised co-operation of all branches of our in- 
dustry, in its first stage to take the form of a National. Elec- 
trical Convention to be held annually in a place chosen for 
its sultabilitv, where each sectional association. of the Con- 
vention wil! hold its own meetings, yet maintaining a close 
contact with the main body, and thus commence to reap the 
innumerable advantages. which the consummation of such а 
scheme cannot fail to produce. I suggest that such a congress 
be held under the auspices of the Institution of Electrical 
Engineers as the proper body for the purpose. The Institution 
has here an excellent opportunity to put into practice many 
of the lines of organisation mentioned by Mr, Wordingham in 
his addresses during the time he was president of the Institu- 
tion, and, what is more, has a great chance to show that it is 
prepared to amalgamate the Institution with the industry. 
Each Association in the whole industry should be represented 
at this convention. [immediately upon the formation of a new 
Council of the I.M.E.A. a few gentlemen should be appointed 
to approach the Council of the Institution and as many other 
Assoclations as is possible, with a view to bringing this de- 
sirable scheme to fruition. 

There are many advantages about such a scheme. I may 
mention the moral effect that such a large and powerful Con- 
vention would have upon the public in general by keeping 
them in closer and more sympathetic touch with what is of 
much Importance to them. Again, we would have the more 
general support of the lay Press. added to the loval and well- 
tried assistance of the technical Press, to say nothing ot the 
henefits which would accrue from the incidental propaganda 
and advertising value. 

Although I believe that it would be preferable for the 
Institution of Electrical Engineers to tuke a lead in this fernin- 
tion of a national electrical convention, vet I realise the very 
heavy and constantly increasing work which falls upon that 
body, and it is just possible that it may not be practicable 
for this part of my suggestion to be carried cut. In such an 
event, I suggest that the next institution, within whose scope 
such work logically comes, is the British Electrical Develop- 
ment Association, which has done sufficient valuable work 
under difficult conditions to shew the necessary. potentialities 
to indicate an assured success in such a direction. I think 
that an effort should be made first of al! to get the Institution 
to move in the matter and show that it considers the com- 
mercial development of the industry as importent as that of 
апу other section. 

In proposing a vote of thanks to the chateurin for his ad- 
dress, Ald. WALKER reminded the meeting that they boa also 
to thank him for the work that had already been carried out 
in anticipation of the meeting being held at Dundee. The 
vote Was carried by acclamation, and the chairman responded 
briefly. 

(To be continued.) 


Water-Power in the United Statcs.— The Federal 
Power Commias‘on his received 222 applications for permits to 
utiliee water-powers, aggregating 144 million hp. Twenty-nine 
pe-mits have heen granted. respecting a total of about 2 million 
b.p. in 17 States : two of thes- are over 100,000 h.p. eacb, and 


thee others average over 200,000. 


JOINT ELECTRICITY AUTHORITIES, 


London and Home Counties Inquiry. 
(Continued from page 103.) 


On ‘Tuesday last week Mr. Tylor opened the case for the 
L.B. & S.C. Railway and the G.B. Railway. 

Counsel said that under Section 11 of the Electricity 
(Supply) Act of 1919, the Companies had intended to 
bring forward schemes for dealing with their own supply, 
and to make the necessary application to the Comunis- 
мопегэ, but they had not been able to get their schemes ready. 
Ihe position now really was that the railway companies wished 
to be able to see in what way they could obtain supply most 
cheaply. If they erected their own stations with the consent 
of the Commissioners, then they would be willing to supply 
any surplus to the Joint Electricity Authority. Generally 
speaking, the railway companies had no objection to any of 
the present schemes, and ail they asked was to be left in the 
position of being able to obtain their supply in the cheapest 
market. It was impossible for the railway companies to say, 
in the meantime, that they would take their supply from a 
public source. If it could be shown that the Railway Com- 
panies could get their supply most cheaply from a public 
source, then he felt he could say that the railway companies 
would take a supply in that way. The companies were not 
desirous of being involved in any capital expenditure which 
could be avoided, and it was inainly with а view to hearing 
what the promoters of these schemes had to say that the rail- 
Way companies wished to be present at this inquiry. So far, 
the evidence for the promoters had all gone to show that the 
railway companies would be more likely to be able to generate 
a cheaper supply for themselves than by purchasing from a 
Joint Authority. 

After lunch, Sir JoHN SNELL, speaking to the representatives 
of the railway companies, said the Cominissioners felt it would 
ussist Шеш if they could have a railway witness. 

Mr. MILLER said that, speaking after consideration, he had 
nothing to establish through a witness, but at any time he 
would be pleased to give the Commissioners any information. 
He was not 1n a position to assist the Commissicners now. 

It had previously been arranged that such of the smaller 
opponents as cared could hand in statements instead of making 
speeches. Consequently, such statements were now handed in 
by representatives of Barnes, Kingston and Croydon, 

The opposition of the Metropolitan Electric Supply Co. was 
then proceeded with. 

Mr. A. W. Тат, chairman of the company, was called, and 
explained the operations of the company as regarded the area 
inside the County of London, which is purchasable by the 
J. C. C. in 1931, and the bulk supply powers in Middlesex, which 
latter area it is desired to exclude from any of the schemes. 
At the present moment an additional 20,000. kW of plant is 
being installed at Willesden at a cost of £400,000. A recent 
bulk supply price quoted to Ealing was £4 10s. per КУА per 
annum plus 5d. per kWh, plus—in respect of coal—0.15d. for 
every 100 units when coal is over 205. per ton. Any interfer- 
ence with the company by a Jomt Electricity Authority would 
seriously hinder the company in raising capital. A large num- 
ber of tables were handed in showing the financial position of 
the company. 

Mr. J. S. HiGHriELD, engineer to the Metropolitan Electric 
Supply Co., handed in further tables showing the position of 
the company so far as average prices, &., were concerned. A 
three-phase, 50 cycle cable would be completed from Willesden 
to Uxbridge this year, and before long the whole of the supply 
would be on the three-phase, 50-evele system, and the change- 
over from the two-phase, 6-cycle system would then be com- 
plete. Willesden still had rocm for another two 10,0QJ-kW 
turbine sets in addition to the two similar sets now going in. 
This would fill up the site on the north side of the canal, but 
the company had nine acres on the south side of the canal 
where further extensions would take place. The Willesden 
stations of the Metropolitan Electric Supply Co. and the North 
Metropolitan Electric Power Co. were only a mile apart, and 
could easily be connected. Brimsdown was already linked up 
with the North Metropolitan Willesden station, and other 
stations in the area could be linked up very easily. The new 
plant going into the Metropolitan Co.'s Willesden station cost 
£20 per kW, and there would also be considerable economy of 
fuel consumption, the figure being about 24 lb. of coal per unit 
generated with normal coal. 

A large number of questions were put by Sir John Snell as 
to how Mr. Highfield would proceed assuming the whole of 
the area under consideration were clear cf any of the 77 stations 
now in it. but Mr. Hightield did not care to make the assump- 
tion, and preferred to deal with the position as it was to-day. 


On Wednesday July 13, the opposition of the North Metro- 
politan Electric Power Supply Со. was taken. 

Sir JAMES DEVONSHIRE, managing director of the Power Co., 
gave details of the incorporation of the company, the area of 
supply being about 326 sq. miles. The company now has 


authority to supply in bulk to authorised distributors and also’ 


for power purposes, these powers being held in perpetuity. 
Reference was made to the purchase of the Willesden power 
station of the Willesden Urban District Council, which, a8 а 


a 851 
PES 
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matter of fact, is outside the company's limits of supply, but 
is held by the company in perpetuity. Moreover, the whole 
of the Borough of Stoke Newington, which is in the County 
of London, is now in the company’s area of supply, whereas 
the remainder of the urea is outside the County of London. 
An inportant feature of the company's powers was, said Sir 
James Devonshire, the authority to give or receive a supply 
from distributors in contiguous areas, and under those powers 
a supply had been given to Hackney. ‘Lhus there was nothing 
to prevent linking-up between the company and all authorities 
contiguous to its area. 

An interesting question arose at this point as to whether 
it would be legal for the North Metropolitan Co. to supply an 
area contiguous to another area with which the power vom- 
pany was interconnected; for instance, to give a supply to 
Poplar through Hackney. ‘The result of the discussion was 
that Sir James said there was no legal limit to the amount 
of energy which could be supplied to Hackney, and it was 
no business of his what Hackney did with it. 

Continuing his evidence, Sir James enumerated the dis- 
tricts in Which the power company was giving a supply ior 
all purposes, Provisional Orders having been acquired. Deal- 
ing with other Acts obtained by the power company, refer- 
ence was made to the fact that Parliamentary sanction had 
been given to the Metropolitan Railway Co. and the L. & 
N.W. Railway Co. to give a supply to the Power Co. from 
the Neasden and Stonebridge power stations respectively. 

Sir JAMES DEVONSHIRE then went on to deal with the deve- 
lopment of the electric tramway systems of Middlesex and 
Hertford, in conjunction with the F'ower Co. In addition to 
the authorised distributors taking a supply in bulk, the company 
had about 20,000 private consumers. The company had 168 
miles of high-pressure mains and 156 of low-pressure mains. 
Statements were handed to the Commissioners showing the 
capital and revenue position of the company, units sola, &c. 
During the past two years the revenue had taken a leap 
upwards owing to the introduction of a coal clause in many 
ot the power vontracts. 

Sir James said he objected to inclusion in the proposed 
london and Home Counties Electricity area. A Joint Elec- 
tricity Authority would have a very vast business to deal 
with in the central area; he did not believe the Authority 
could help his company very materially, and his view in that 
connection. was strengthened by what he had heard at the ш- 
quiry. At the same time, his company would always take or give 
a supply if it were more economical to do so. For instance, 
at the present time а supply was being taken from the 
Amberley Road station of the Metropolitan Electric Supply 
Co, and the Underground Electric Railway Company 
was also. willing to give the Power Co. a supply. Оп the 
other hand, the Power Co. had given supply to outside 
authorities. ‘lhe present supply of the Power Co. to autho- 
rixed distributors was being given at prices lower than those 
shown in the estimates of the L.C.C. and the other scheines 
when everything wlüch was contemplated had been accom- 
plished. Indeed, he saw positive disadvantages irom the 
proposals before the Commissioners. Even the promoters had 
suggested that they could not help the Power Co. for many 
years, and all they seemed to want was a contribution of 
about £5,000 or & 2,500 a year towards the aduunistrative 
eXpenses of the Joint Authority in the early years. Не ob- 
jected to paying anything for what was adinittedly ot no 
advantage. The company would have to pay a heavy contribu- 
tion to the administrative expense because its sales were about 
10 per cent. of the total in the area, and the administrative ex- 
penses had been put at £50,000 per annum. Another objec- 
tion was that the Joint Electricity Authority could acquire 
power stations in the Power Co.'s area and supply them in 
bulk, thus competing with the Power Co. and depriving ıt 
of business, vet the raison d'étre of the company's existence 
was to supply in bulk. He much preferred to remain under 
the Electricity Commissioners. Пе was а member of ihe 
ВОТ. Electric Power Supply Committee, and agreed to the 
recommendation to appoint Electricity Commissioners. Hav- 
Ing got the Commissioners he wished to be left to enjoy what 
һе had got. 

Sir Jons SNELL reminded Sir James that he also, as а mem- 
ber | that Committee, agreed to the appointment of District 

сагах, 

Sir JaMES DEvoxsuinE replied that there was an exception 
made in the case of undertakings giving supply over a large 
area like the North Metropolitan Power Co. He believed the 
intention there was that the Joint Electricity Authorities 
should come up to the borders of the power companies and not 
go Into them. He hoped that would be the case here. Finally, 
he agreed with Mr. Tait’s view that the existence of the Joint 
ENT Authority would interfere with the raising of 
ара]. 

Sir Jous Ѕхғи, remarked that it did not seem to have affected 
the recent Issue of the North Metropolitan Co. 
ir ЈАМЕ replied, amid laughter, that no mention was made 
im the prospectus of the black cloud which was hanging over 
the company, 

a CRAIG HENDERSON'S cross-examination was to the effect 
FUR Mie only real ohjection to inclusion on the part of the com- 
9 that it was likely to be called upon to pay a portion 

SIR ыр, . . : 

4 ES DEVONSHIRE said he objected to inclusion because 
ie possibility of the Joint Authority filehing away many 


small distributors from the Power Co., and, moreover, the 
Joint Electricity Authority was bound to have a political com- 
plexion which he objected to also. Moreover, the Act ot 1919 
did not compel the Commissioners to set up electricity areas. . 
The Act said they may set up areas and he would object to 
inclusion in any area on principle. ‘The Association of Power 
Companies had sent in а memorandum to the Commissioners 
urging that if Joint Electricity Authorities were to be financed 
out ot public funds, the money raised on the security of the 
rates, then the operations of the Joint Electricity Authorities 
should be excluded [гош the areas of power companies. ‘There 
might be strong political motives in the operations of such 
Authorities. Once the Joint Authority got into his area there 
would be a strong inducement to undercut him in prices for 
other reasons than purely commercial. Parliament incorporated 
this company to do much that it was proposed the Joint 
Electricity Authority should do, and he contended that there 
was no need for the Authority in his area. 

Answering Mr. Turner, for the Conference scheme, Sir 
James Devonshire said he objected to public ownership in any 
form, and in these days he believed it was highly undesirable 
even that companies should be purchased by local authorities. 

In the afternoon, Sir JAMES DEVONSHIRE continued his evi- 
dence. In reply to Mr. Lackie, who said that evidence which 
had been put before the Commissioners from tine to time 
showed that there was a tendency for local authorities to supply 
electricity more cheaply than companies, Sir James said that 
he did not think much importance could be attached to that, 
because in the London area local authorities were often operat- 
ing in industrial areas, whereas the companies supplied the 
West End and other residential districts. 

Questioned by the chairman, Sir ЈАМЕЅ expressed the opinion 
that if the company had separate representation on the Autho- 
rity it might be able to exercise some restraining infiuence 
over the political element. With regard to credit, local autho- 
rities were rather under a cloud as regarded finance. Local 
authorities going into the city for the purpose of raising money 
at the present time would be frowned upon, whilst a public 
utility concern in the hands of a company would be welcomed. 

The CHAIRMAN then put a number of questions with regard to 
the coalition of the areas of supply of the North Metropolitan 
Co. and the Metropolitan Electric Supply Co. On this point 
Sir James said he did not think it necessary or desirable to 
amalgamate the two areas, but probably by the interchange 
of one or two directors on the boards of the companies con- 
cerned, all that was necessary could be achieved in connection 
with the efficient and economical supply of the two areas. 
He thought arrangements could be made between the two 
companies to prevent waste by endeavouring to supply con- 
sumers, say, on the boundary line of one сопрапу, by the 
organisation of the other, where they could be inore efficiently 
and cheaply reached, and where this could be done they con- 
templated doing so. Therefore, 3f that flexibility existed be- 
tween the two companies, no engineering and no financial 
improvement could be effected by the establishment of a Joint 
London Authority beyond that which was within the bounds 
of possibility to-day. 

Mr. E. T. RurTHvEN MURRAY (engineer and general manager 
to the North Metropolitan Co.) handed in a number of tables 
dealing with the company's undertaking. With regard to 
power stations, there were eight within the company's area, 
of which four were the property of the company—namely, 
those at Brimsdown, Willesden, Hertford, and St. Albans. 
Of the remaining four, three were owned by the local autho- 
rities at Finchley. Hornsey, and Walthamstow, and one by the 
Tottenham Light, Heat & Power Co., at Wood Green. The 
total present capacity of the four stations owned by the com- 
pany was 32.810 kW, and the capacity of the other four 
stations 10,250, making a total capacity over the whole area 
of 43,000 kW. The simultaneous maximum demand on the 
whole eight stations during 1920 amounted to 33,604 kW. Ex- 
tensions of the various stations were now In hand, which, when 
completed, would increase the capacity of the company’s four 
stations to 45,510 kW, and that of the remaining four stations 
to 16,550 kW, bringing the total capacity over the whole area 
up to 62.360 kW. In addition to the extensions already men- 
tioned, the company’s stations could be still further extended. 
The Brimsdown station alone was capable of extension to the 
extent of a further 50,000 kW or more, which would bring the 
capacity of that station up to 73,000 KW. A further 17,000 
kW could still be installed at the company's Willesden station. 
bringing the total there to 36.650 kW. Extensions were also 
possible at the Metropolitan Electric Supply Co.'s stations 
at Willesden and Uxbridge, which would increase their total 
capacity to 92.100 KW, so that the combined capacity of the 
two companies’ stations could be extended to 201,750 kW оп 
existing sites, exclusive of plant in the stations of other under- 
takers. There were, therefore, ample facilities in the whole 
area to meet the demands likely to occur for many years to 
come, without going outside the system. ` 

Dealing with reasons for the non-inclusion of the North 
Metropolitan. Co.'s undertaking in any scheme for the estab- 
lishment of a Joint Authority for London, Mr. Murray said 
that in the first place, such a scheme would involve the pro- 
vision of long and expensive inter-connecting mains, which 
must affect the price of energy. The average price to be 
obtained for energy under the new scheme was ].326d. per 
unit at the busbars of authorised undertakers. That was the 
average price for extra-high-pressure supply, but in view of 
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the factors which had to be taken into consideration, it was 
obvious that consuiners distant from the central source would 
have to pay above the average, in order to cover transmission 
costs. lf the North Metropolitan Co. had to pay up to 1.3264. 
per unit, which was just above its present figures, the average 
for 1920 being 1.254d., it could only supply at a loss. It was 
the policy of the company to purchase in bulk from outside 
sources when reasonable terms were obtained, and in 1920 x 
purchased 3,403,000 units. Estimating the future demand over 
the whole of the company's area, Mr. Murray said that the 
demand of 33,004 kW in 1920 would be increased to 37,250 
kW in 1925, and to 42,000 kW in 1930, tbese figures leaving 
out of considerdtion railway supplies. In 1920 the total units 
sold by all producers in the area amounted to 754 millions, 
Which would increase to 96 millions in 1930. 

In reply to Mr. PAGE, witness said he did not think the 
case for capital stations was a very strong one, having regard 
to the cost at which energy could be produced at а sinall 
station having a high load factor. 

As to voltage, Mr. Murray told Mr. Lackie that certain 
of the company s new mains would be worked at a pressure of 
10,000 to 11,000 volts to commence with, but later on this 
would be increased to 22,000 volts. 

The CHAIRMAN asked a number of questions as to the de- 
sirability of combining the areas of the North Metropolitan 
Co. and the Metropolitan Eleetric Supply Co., in reply to 
which Mr. Murray said he did not think, from an engineering 
point of view, there would be very much economy in working 
expenses, though there might be a saving in capita! expendi- 
ture. As to the Inclusion also of the County of London Co. s 
area, Which wus suggested. by the chairman, Mr. Murray 
expressed the opinion that better. results would be obtained 
by keeping the County of London area distinct as one area, 
and the Joint areas of the North Metropolitan and Metropolitan 
Electric Supply Compames as another, because of the expense 
which would have to be incurred in linkingup mains. 

А lengthy discussion then took place between the chairman 
and Mr. Morse, representing the County of London Co., with 
regard to the Commissioners’ request that the County of 
London Co. should give information as to the proposed Barking 
station, Which was considered by the Commissioners in October 
last year. Mr. Morse said that technical details of the scheme 
had been dealt with at the previous inquiry, and the company, 
therefore, did not propose to eall evidence on this occasion. 
The chairman pointed out that he wanted, among other things, 
information as to the anticipated growth of the demand in 
the County of London Co.'s area and the Romford area. 
Again, whilst the County Co. were of the opinion that the 
Barking station should be proceeded with at once, it was the 
contention of the promoters of the other schemes before the 
Conmnissioners that the erection of capital stations should be 
postponed, owing to the costs, and that the demand in the 
meantime should be met by utilising to the full the present 
resources. Seeing that a conflict of opinion existed, it was 
very materia] that the matter should be fought out, in order 
to arrive at the best course to pursue. The County Co. had 
had the opportunity of cross-exarnining witnesses giving evi- 
dence on behalf of the promoters! schemes, and of pointing out 
weaknesses in those schemes, and he suggested, therefore, that 
it would be fair if the County Co. put witnesses into the box 
to point out the advantages of the adoption of a totally different 
policy. 

Mr. Morse replied. that the company had considered the 
matter carefully, and did not propose to give evidence at this 


inquiry, 

On Thursday, July 1th, Mr. ARTHUR Coll. INS was recalled 
on behalf of the Conference scheme. especially with regard to 
the question of teris of purchase of the companies’ undertak- 
ings. He said the resolutions passed by the Executive of the 
Conference and referred. to in Tuesday's report, had been 
drafted. as the result of observations made by himself оп the 
subject. His opinion was that the question of acquisition of the 
stations of the companies should not be confused, at this stage, 
with the question of distribution, His main reason for this was 
that the Joint Electricity Authority would have plenty to do 
during the first ten vears to handle the question of generation. 
Moreover, it was felt that if the I. C. C. acquired the under- 
takings of the companies in 1931, it would. require the dis- 
tribution to be carried out by the Jocal authorities. Therefore, 
if the companies got the terms for their. generating stations 
and mains suggested, with a guarantee of a supply of electricity 
during the next ten vears at a price not greater than the 
present cost, the question of distribution in future could. very 
well be left over for the present. 

Sir JoHN SNELL reminded witness that the companies were 
Willing to transfer their undertakings on the broad basis ol cost 
less depreciation, 

Mr. CoLtaNs. agreed, and also. mentioned that under the 
Tramways Act (Middlesbrough, Stockton and Thornaby Tram, 
ways arbitration) the terms had been cost of replacement less 
depreciation. He did not think that in 10. years the cost of 
plant would have got back to pre-war figures: in fact, Parlia- 
mentary estimates for water schemes were that in 10 vears’ 
tine the cost of plant would be pre-war cost plus one-third or 
two-thirds. Assuming that in 10 vears the eost of electrical 
plant would be 14. tunes pre-war, and the companies were 
willing to sell now for pre-war cost less depreciation, he 


е 


admitted that the cost to the purchasers would be more than 
if the sale took place in 1931 under the terms of the 1555 
Act, and so increase the cost of energy. At the same time 
this was not entirely а question of the bare price of energy, 
because it was in the minds of many eminent engineers dealing 
with arbitration for the purchase of various publie utility 
undertakings, to lay greater stress on the factor of obsolescence, 
and it would be argued that although the war had increased 
prices, at the same time obsolescence had proceeded at a greater 
rate and the increased rate of depreciation in consequence 
would largely offset the increase in price. Quite apart from 
this, he felt 16 would be very unwise to enter into a bargain 
with a vendor company at the present time when prices were 
falling very rapidly. 

Sir JoHN SNELL : And would you leave inatters in tbe present 
unsatisfactory state for 10 years’ 

Mr. CoLLINs said һе would not, and he hoped that the Con- 
ference would consult again with we companies and see how 
much nearer they could get together on the matter, but he did 
not think it would be wise to accept the companies’ terms 
in return for a further life of 60 years as distributors. 

Sir JOHN SNELL said that the local authorities had had a 
long time in which to consider this question of purchase, and 
it would be a pity if the inquiry had to close without a 
definite expression ot opinion from the Conference on the 
point. 

Mr. Coins said that at present the companies and local 
authorities were too far apart to agree, but he hoped that by 
further discussions a bridge might be found, perhaps on a 
smaller extension of term than 60 years, and a sliding scale of 
dividends and prices. He was, however, authorised to sav 
that rather than pay the companies’ terms the Conference 
would make an endeavour to co-ordinate the 34 local authorities 
and leave out the companies altogether. 

Sir JOHN SNELL: And close this inquiry with an entirely in- 
conclusive position as between the companies and local authori- 
ties? 

Mr. Col.LIXS, further examined, said that another advantage 
to the companies under the proposed terms of purchase sug- 
gested by the Conference was that the companies would by 
selling now, have the money in hand 10 wears earlier than 
otherwise, and at the same time they would have a guarantee 
of electricity from the Joint Authority. Moreover, he did not 
believe the companies in 1931. would have more than a sporting 
chance of getting more than pre-war cost. in consequence of 
the element of obso'escence to which he had already referred. 

CovNsrL, put it that the companies would only be brought 
to sell their generating stations and mains by agreement, and 
as the terms proposed by the local authorities were less than 
those which the companies would get under the 1858 Act, what 
earthly hope was there of getting them to agree? What had 
induced the Conference to change Its view with regard to 
extension of tenure (the Chairman of the Conference said the 
Conference was willing to consider an extension of tenure)? 

Mr. CoLLINS said that since that statement was made by the 
Chairman of the Conference, they knew what the terms pro- 
posed were. Пе disagreed with counsel that the local authori- 
ties were hoping to get the companies’ distributing systems 
after the I.G. C. had purchased the companies, and that that 
was the reason why the Conference objected now to an exten- 
sion of tenure. At the same time, he felt that the local 
authorities were the right people to carry. out the detail dis- 
tribution in the companies’ areas and not. the IL. C. C. lu 
any case, the proposed terms by the companies were very 
much more serious than the Conference at one time thougnt. 

Sir JOHN SNELL said it was very embarrassing to the Com- 
missioners that the Conference had changed its mind so soon 
after a definite expression of opinion by Mr. Duncan Watson. 

Mr. TURNER. for the Conference, said that Mr. Duncan 
Watson was expressing his own opinion. 

Mr. Craig HENDERSON said that Mr. Duncan Watson had 
said the Conference would agree to the principle of extension 
of tenure. 

Sir Jous Sven said that, speaking for himself, it seemed to 
him that the Conference was changing its mind from dax to 
dav, and how could the Commissioners come to a decision n 
these circumstances? Was it the intention of the Executive 
to recommend the full Conference to adopt the views put 
forward by Mr. Collins against the principle of extension of 
life of the companies as distributors? 

Mr. TURNER said the matter was to be put to the full Con- 
ference without апу recommendations. 

Mr. CortiNs, answering Mr. Craig Henderson, said, person- 
ally, he would advise the Conference not to accept the principle 
of extension of tenure. 

During Mr. Collins's evidence, there was an interposition by 
Mr. Albert Gay, chief electrical engineer to the Islington 
Borough Council. Tt appears that although Islington is 8 
member of the Conference of Local Authorities, it bas sent 1n 
certain objections independently. 

Sir Лон SNA, said it did not seem that the 
Borough Council. knew its own mind. 

Mr. TURNER, for the Conference. said that in view of the 
position, he would take it that Islington was no longer à 
member of the Conference. 

Sir JOHN SNELL sugeested that Islington should send in а 
statement, a course with which Mr. Сау agreed. | 

Later on, a long discussion took place between Mr. Collins 


Islington 
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ind the Commissioners as to the terms of purchase of the 
companies; he put it frankly that the terms proposed by the 
companies were too great a price to pay for a unified electricity 
supply in London. He hoped, however, that the parties would 
come together again, although at present neither side would 
consider the terms put forward by the other. 

Sir JOHN SNELL put 16 that there were 34 local authorities 
owning electricity undertakings, which were holding out with 
regard to terms of purchase by the L.C.C. for companies in 
areas in which the Conference of Local Authorities had no 
concern. Moreover, the L.C.C. as the purchasing authority was 
agreeable to the terms proposed by the companies. 

Mr. Collixs said that if the terms of the companies were 
accepted. it would mean either that the consumers jn those 
areas would have to pay а much higher price for energy in 
the event of the distribution in the companies’ areas being 
placed in the hands of the local authorities, or, if the L.C.C. 
retained the distribution in its own hands, which was incon- 
ceivable, then the extra cost would fall upon the whole of 
London through the L.C.C. rate. The point was, he said, that 
on the local authorities' valuation, the price which would have 
to be paid was considerably less than that which would be paid 
op the сотрашех basis, and the capital charges on that extra 
sum would have to be borne by some one. 

Sir Јонх SNELL could not get Mr. Collins to agree with him 
that failure to come to terms with the companies would result 
in a continuation of the present state of «affairs, because the 
34 local authorities would go ahead by themselves, saia Mr. 
Collins. 

Sir JoHN SNELL replied that nothing effective could be done 
without the consent of the Commissioners, and it was placing 
the Commissioners in a very great difficulty if the various 
authorities did not agree. . 

Sir Joan SsgLL then asked how, in these circumstances, the 
Commissioners could refuse such applications as those of the 
County of London Co. and the West Kent Power Co. 

Mr. CoLuINS said it must be for the Commissioners to decide 
what was best for the area. 

Sir JOHN SNELL concluded his questions by saying that time 
was passing; they were all looking forward to the revival of 
trade, and representations had been made to the Commissioners 
that there was a great need for improving the supply. 

Mr. PEARMAN, Secretary of the Westminster Electric Supply 
Co., then handed in further tables explanatory of the proposals 
of the nine companies with regard to purchase. 

When the inquiry was adjourned for the day, Mr. SYDNEY 
MonsE, for the County of London Co.. said his clients had 
reconsidered the question of giving evidence, and in view of 
the personal appeal of Sir John Snell, und in order to avoid 
any suggestion that the County Co. did not wish to assist the 
Commissioners, they had decided to put forward evidence on 
the matter of the relative advantages of erecting capital stations 
at once and extending existing stations. 


Sir Harry Haward presided over the inquiry on Friday, July 
]bth, in the absence of Sir John Snell. 

Mr. JouNsoN (Comptroller of the London County Council) 
was then recalled, and handed in a number of tables giving 
revised financial particulars with regard to the results of the 
purchase terms proposed by the coinpanies, applying Шеш to 
companies and local authorities. 

The case for the Hertford County Couneil was then dealt with. 

Sir CHARLES LoNGMORE, K.C.B. (clerk of the County Council) 
handed in tables containing statistics of the area and population 
of the county, which, he said, was largely agricultural and 
residential; the richer part of it was in the south, and was 
included in the delimited area. It would be an unfortunate 
thing if the richer portions were taken away, which would 
have a detrimental effect on the remainder. In some of the 
towns in Hertfordshire there was a good supply. That in 
Watford for instance was excellent. There were a number ot 
Provisional Orders existing for the supply of electricity in 
Yarioug parts of the county, which had not been put into opera- 
üon. Witness referred to the excellent relations existing 
between the county authorities and the North Metropolitan 
Power Co., which wag supplying in parts of the county, and 
also with the Middlesex County Council in connection with 
the tramways which ran into Barnet from Middlesex, owned 
by the Metropolitan Electric Tramways. The Welwyn Garden 
City and the town of Hertford would be supplied from the 
Hertford generating station of the company, but it was con- 
templated that eventually mains would be laid from the Brims- 
down station to Welwyn, and this would enable a supply to 
be given to Hoddesdon. Ware, and Cheshunt. Hatfield also 
needed а supply of electricity. and witness was of the opinion 
that it would be much more likely to get it from the company 
than from a Joint Authority embracing the whole of London. 

е company would more easily raise money than the local 
authorities to finance a scheme. On the whole. the opinion in 
Hertfordshire waa that the supply of electricity would be very 
much better left in the hands of private enterprise. A con- 
ference of the County Council and of the local authorities in 
the county had decided that it was desirable to keep the whole 
county out of the scheme. 

m cross-examination by Mr. Engelbach, for the I. C. C., Sir 
arles said that even were the Joint Authority able to supply 
W more cheaply in part of Hertfordshire than the North 
etropolitan Co., he would still object to inclusion, in view of 
administrative difficulties which would агіве. 


Mr. W. B. Keen (accountant to the Hertfordshire County 
Council) also said it would be an advantage to leave the county 
as a Whole out of the joint scheme. Being a residential area 
largely, a tritling reduction in the price of electricity would 
not affect the community so much as it would an industrial 
community, and they might buy such a tritling aavantage at 
too great а cost from other points of view. The schemes before 
the Commissioners appeared to him to be very speculative, and 
depended on estimates at a time when it was almost impossible 
for anyone to make a reliable estimate. The Hertfordshire 
local authorities were not prepared to give financial support 
to the scheme, and, therefore, they could not expect any effec- 
tive degree of control, without which it would be unsatisfactory 
that they should be subject to all its incidences. Lastiy. it 
was a well-established principle that the local feeling of a 
community should not be overlooked, unless on the ground of. 
very great public service. As to municipal credit, there had 
been so many issues recently on the security of the rates that 
the market was getting tired of them, and he was strongly 
of the view that Hertfordshire would be wrong to. use its 
credit for the purpose of such an undertaking as that suggested. 

Mr. Horacs Fenton (Electrical Power Engineers’ Associa- 
tion) handed in a statement to the Commissioners, and stated 
that if it were desirable he would be able to bring evidence in 
the following week. The chairman said there was already a 
statement from the Electrical Trades Union, of which, how- 
ever, Mr. Fenton disclaimed all knowledge. | 

A statement was also to be handed in by the town clerk 
of Watford. pi 

Mr. Pappen then addressed the Commissioners on behalf 
of the Port of London Authority, who asked for direct repre- 
sentation upon the administrative body of any scheme upon 
which the Commissioners might ultimately determine. e 
gist of the evidence during the inquiry had been that it was 
essential for the economical working of the capital etations 
that they should be constructed on the river. The erection 
of these stations would entail the construction of wharves, 
the dredging of the river, and many other things in order to 
adapt the riverside to the purposes of the engineers. А Joint 
Authority could not do that without the approval, cognisance, 
or licence of the Port of London Authority. Therefore, it was 
obviously an advantage that the latter body should have direct 
representation on the board of the Joint Electricity Authority. 
The point was whether they would tring enough technical 
advice and assistance to justify their representation, and he 
ventured emphatically to say that they would do во. Mr. 
Fladgate, in his evidence, said that the Port of London Autho- 
rity might secure direct representation by virtue of their 
being large consumers of energy—and in this connection Mr. 
Padden mentioned that they purchased nearly 17 million units 
per annum—and he would raise no objection to their represen- 
tation, subject to the consent of the Commissioners. Mr. 
Padden thought this was the general view. 

Mr. WROTTESLEY, addressing the Commissioners on behalf 
of the Middlesex County Council, appealed for the taking-over 
of the whole of the Middlesex area, or leaving the whole of 
it out. Middlesex was the most developing area of all those 
around London to-day, and it was obvious that if justice was 
to be done to such an area, any scheme should take in, not as 
little, but as much of the area as possible. The engineering 
point of view was not the only one to be considered. The 
companies’ scheme with a radius of ten miles round St. 
Paul's Cathedral. in which area was concentrated practically 
the whole of tbe load in the area delimited by the Commis- 
sioners, he described as skimining the cream off the milk. 
If the whole of Middlesex were left out of any scheme, the 
area would be sufficient to justify them in providing a supply 
of electricity for themselves, or in conjunction with some other 
authorities adjoining. 

Their position was, in the first place, that they did not 
want to be split up. Secondly, with regard to the constitution 
of the Joint Authority, the suggestion of the L.C.C. was such 
that sufficient consideration was unlikely to be given to the 
interests of Middlesex. Thirdly, with regard to finance, they 
did not think the terms upon which the I..C.C. proposed to 
purchase generating stations and mains were as favourable 
and fair to the consumers and the local authorities as those 
of the Conference of Local Authorities. For these reasons, thev 
asked to be left out of any area which was to be governed 
on the lines of the L.C.C. proposals. As to the scheme of the 
Conference of Local Authorities, subject to the Commissioners 
granting them representation—and thev thought it not unrea- 
sonable to ask for two representatives—they were willing to 
be incorporated. provided the whole of the County were taken 
into the scheme. | И 

The inquiry was then adjourned until Tuesday. 


Resuming the inquiry on Tuesday, Sir TOAN SNELL referred 
to a letter sent in bv the Electrical Trades Union, and the 
statement by counsel for the Electrical Power Engineers’ 
Association, and said that the Comunissioners proposed to ask 
each of these bodies to put a witness in the chair. 

Mr. C. H. Mekz was then called on behalf of the County 
of London Electric Supply Co.. and said he appeared in 
response to the Commissioners’ request that a witness should 
give evidence as to tbe relative advantages of constructing 
new power stations and extending existing stations. Мг. 
Merz's evidence occupied the whole of the day's session. 

(To be continued.) 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Headers are invited to submit partieulars of new or improved. devices and apparatus, which will be published 
if. considered of sufficient interest, 


A New Rotary Transformer. 


We were recently given an opportunity to inspect a new 
type of rotary transformer patented by the Овүрто ELEC- 
TRICAL CO., Іто., Acton Lane, Willesden, N.W. 10, and saw 
а number of load tests carried out upon it. 

The saving of space and expenditure effected by this means 
of transforming d.c. voltages as compared with the em- 
ployment of the motor-generator method needs no emphasis. 

The machines made by the Crypto Co. are designed either 
with ''reverse-compound " or ''level-compound ” windings, 
the voltage regulation being carried out by means of inter- 
poles. The reverse compound-wound transformer is eminently 
suitable for welding and kinematograph work, where the load 
is thrown on and off suddenly at frequent intervals. The 
level compound-wound machine is designed to maintain a 
constant voltage at all loads, and for this reason may be used 
for lighting supplies or other purposes in which violent voltage 
variation is undesirable. 

The construction of these machines is safe and substantial. 
The armature is laminated, and the coils are former wound. 
The insulation between the primary and secondary windings 
is capable of withstanding more than 1,000 volts. The whole 
armature is vacuum impregnated, giving а high insulation 
resistance and dielectric strength. The frame is of cast iron. 
having steel poles with laminated tips; the field coils are 


— 


Fic. 1.—'' Crypto " Rotary TRANSFORMER. 


former wound and impregnated. The bearings may be ball- 
bearings or of the ring type. In the case of the latter they 
are self-oiling, and made of the best anti-friction metal. 

The machine seen under test was arranged for both level 
and reverse compound working. The supply to the primary 
end of the machine was at 460-480 volts; this remained 
practically constant at about 464 during the tests. In level 
compound working the secondary voltage at light load stood 
at 88.8; upon full load being applied it fell to about 88. At 
about 130 per cent. of full load the pressure fell a trifle more 
but the fluctuation was negligible for all practical purposes. 
In previous tests the variation between light load and full 
load (93 A) was only about .2 V, this was increased by about 
9 V on an overload of 33 per cent. The speed varied from 
1,480 r.p.m. at light load to 1.580 r.p.m. at full. The results 
when running as а reverse-compound machine were as fol- 
lows: The voltage at light load was 86.5. Upon the imposi- 
tion of a load taking 90 A the pressure fell to about 73.5 V. 
At 145 per cent. of full load the readings were 65 V, 130 A. 
The voltage at half-load was 79. During continued overloads 
there was practically no brush sparking, and the temperature 

ise was not excessive. 
"The illustration (fig. 1) shows а machine of the type de- 
ascribed 

A New Electric Seam Welding Machine. 


e accompanying illustration (fig. 2) shows a new machine 
3 welding she bodies of stamned kettles. designed and 
manufactured by ће М.Р. Evecrric WeLpIna Macuine Co., of 


. Hatton Garden, London, E.O. 1. Se . 
ine e operates on the spot seam principle that is 


to say, the rollers between which the metal passes during 
welding do not rotate continuously, but intermittently, making 
a series of overlapping spot welds in rapid succession. Each 
spot weld is made while the roller is stationary and extra 
pressure is applied to the roller before it moves forward, thus 
producing а much stronger weld than is obtainable by the 
normal pressure of the roller. An important advantage of the 
spot seam is that unpickled metal can be welded witnout 
difficulty, and there is far less tendency for any scale to attach 
to the rollers than when the latter are allowed to rotate 
over metal at the welding temperature. The rollers, there- 
fore, require less attention and give' better work. The welded 
seam is made at the rate of 3 ft. per minute, and 100 ft. of seam 
can be welded for an expenditure of 1 kWh of electrical 
energy. 

The machine comprises a l.p. transformer arranged to suit 
the voltage and frequency of the available electricity supply, 
the secondary or welding circuit working at a pressure ot only 
2 volts; thus, there is no risk of any shock to the operator. 
The welding rollers or electrodes are connected to the secondary 
circuit, the upper one being mounted on a pivoted arm and 
driven by a ratchet mechanism, while the lower one is fitted 
on & slide and moved from side to side by a hand lever. 
When in the working position the slide 1з locked to prevent 
its displacement during welding; to make a weld the slide is 


Fia. 2—A new M.P. SEAM WELDER. 


released by a trigger on the hand lever and pulled to the right. 
The kettle, previously assembled, is placed over the lower 
electrode and the slide pulled back as far as it will go, where 
it is locked by a catch. The pedal is depressed by the operator, 
bringing down the upper roller on to the work and starting 
the weld. Nothing more is required of the operator beyond 
a slight guiding of the kettle to ensure the rollers passing 
properly over the seam. When the weld is made, the pedal 
is released, the slide pulled to the right, the kettle removed, 
and the operation repeated. The machine is suitable for weld- 
ing the circumferential seams in various kinds of hollow 
articles varying in thickness from No. 25 gauge to 3/32 in. 
thick. 

The M.P. Electric Welding Machine Co. makes a complete 
line of spot, seam, and butt welders, which are suitable for & 


wide variety of work. 


The Quadrant Electrometer.—A new method of usmg 
the quadrant electrometer for the measurement of eleotrical power 
is described in the Proceedings of the Physical Society of London 
by Mr. Н. Parry. It involves the use of a potential divider across 
the supply circuit, and а standard non-inductive resistance in series 
with the load. An ammeter and а voltmeter are employed to 


measure the supply voltage and the load current, and an example 
of the application of the method to determine the power factor of 


aloondenser is quoted. 


. 
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BUSINESS NOTES. 


Bankruptcy Proceedings.— Сковов Epwarp LEIGH 
WYNNE, trading as the Amalgamated Trading Co., 44, Surbiton 
Road, Kingston-on- Thames, dealer in electrical goods, &o.— The 
adjourned public examination of this debtor was held recently at 


‘the Court House, Kingston, Surrey. The statement of affairs 


showed ranking liabilities £917, against: assets £4, but debtor 
stated that the statement was incomplete, and his liabilities 
amounted to something like £1,600. Questioned by the assistant 
Official Receiver, he said that on his demobilisation from the Army 
in December, 1919, he commenced business as a boot repairer in 
Manchester, with £50. Subsequently he sold the business for 
£225, and in August, 1920, started as a manufacturer, importer 
and factor of electrical and aluminium goods, at 44, Surbiton Road, 
Kingston, the rental of the premises being £36 а year. At the 
time his capital was only £10, he was unable to pay cash, and 
obtained goods on credit. Atthe date of the receiving order, there 
were six judgments against him for £420. The examination was 
closed 


REGINALD PERCIVAL BAKER, electrical engineer, and 
FREDERICK CLARENCE STUBBS, electrical engineer, 
together in oo-pertnersbip as the Sheffield Electrio Construction 
Co., 124, Pond Street, She ffleld.— The publio examination of these 
debtors was held recently at the County Court Hall, Sheffield. 
The unsecured liabilities were returned at £522, while the assets 
were estimated to realise £316. Debtors stated that they com- 
menced business with a capital of £10 each. They were successful 
until the slump. Machinery to the value of about £200 had been 
purchased, while the profits had been put into the business. The 
examination was closed. 

JoHN НЕРНЕВ, trading as the Croft Electric Cabinet and Joinery 
Works, Dunn's Terrace, Spital Tongues, late 7, Croft Street, 
Newcastle-upon-Tyne, wholesale cabinet maker.—The adjourned 
first meeting of creditors was held recently at the Official Receiver's 
Office, Pearl Buildings, 4, Northumberland Street, Newcastle-upon- 
Tyne, The statement of affairs disclosed a deficiency of £1,527. 
Debtor attributed his position to bad trade owing to miners’ strikes, 
depreciation in value of stock, heavy cost of removal of stock and 
machinery to present premises, and loss on a contract for the pur- 
chase of property. It appeared that he started business in Leaz:s 
Park Road, in March, 1908, with about £3 capital. In June, 1920, 
he removed to Dunn's Terrace, and he stated that the cost of this 
removal amounted to £400. Proper books of account had not been 
kept prior to June last. The creditors appointed Mr. J. A. Gardner, 
chartered accountant, of Grey Street, Newoastle, as trustee of the 
estate, assisted by a committee of inspection. 

Toms, J. H., electrical engineer, 13, Gray's Inn Road, London.— 
Trustee, Н. J. de О, Moore, 2, Gresham Buildings, Е.С. 2. 

THOMAS, B. E., electrical engineer, 12, Castle Meadow, Norwich. 
—Last day for receipt of proofs for dividend, July 30th. Trustee, 
H. P. Gould, 8, Upper King Street, Norwich. 

Pease, W. H., electrical engineer, York and Doncaster.—Supple- 
mentary dividend of 19s. 6àd. in the £, payable at Official 
Reoeiver's Office, 14, Fig Tree Lane, Sheffield. | 

Date, B. T., electrical engineer, Erick Street, Newcastle-upon- 
Tyne.— Petition filed June 18th; order made July 7th. 

Gee, G. H., electrician, 10, Front Street, Annfield Plain, Durham. 
—Petition filed June 7th ; order made July 12th. 

OARPENTER, C. A., electrical engineer, 4 to 5, Masons Avenue, 
Basinrhall Street, London, E.C.—Petition filed June 10th; order 
made July 11th. 

TAYLOR, J. H., electrical engineer, 99, Blackhorse Street, Bolton. 
—Receiving order made July 15th on debtor's petition. 


Company Liqnidations.—W. G. С. HATwARD & Co., LTD. 
—А petition for the winding-up of this company has been pre- 
tented by the Victoria Tube Co., Ltd., of Tipton, and will be heard 
on July 26th. 

ELECTRICAL MAINTENANCE Co. (LIVERPOOL), LTD., 8, Victoria 
Street, Liverpool.—Winding-up, with Mr. J. Airey аа liquidator. 
Meeting of creditors, July 21st. Claims must be sent in to Mr. 
Airey without delay. : 

LITTLE WONDER BATTERY Co., LTD.—ÜOreditors must send 
particulars of debts, &o., to the liquidator, Mr. R. G. Pye, 26, Budge 
Row, E.C., by August 19th. 

SiesAL ELECTRIC Co., Lrp.—Meeting called for August 28th, 
to hear an account of the winding-up from the liquidator, Mr. E. Н. 
Hawkins. 

8тоїз ELECTBOPHONE Co. (1914), LTD., London.—Meetings of 
creditors and contributories, July 26th. at Carey Street. W.C. 

SURREY ELECTRICAL Co., LTD. Meeting at Gresham House, 
E. C. on Aug ust 22nd, to hear an account of the winding- up from 
the liquidator, Mr. E. W. E. Bland ford. 


Dissolution of Partnership. — А. O. WALK NR & Co., 
electrical and mechanical engineers, 13, Queen Street, Liverpool. 
—Mesers. A. H. O. Walker and T. Storey have dissolved partnership. 
Mr. Walker will attend to debte and continue the business. 


Trade Announcements.— Among the-new Scottish com- 
panies registered last week was—Ross & Co. (ELECTRIC), LTD., 62, 
Robertaon Street, Glasgow. Capital, 820,000 in £1 shares. Private 
company, to acquire and carry on the business of manufacturers and 
Меша for electrical accessories and supplies. Subscribers :— 
J. Smith, A. Thomson, jun., and Ernest F. Smith, electrical engi- 
neers, 63, Robertson Street, Glasgow. 


Messrs. SCHOLEY & Co., LTD., Viotory Works, Oroydon, have 
recently appointed Messrs. Alston Soott & Oo., of 50, Wellington 
Street, Glasgow, their representatives for the whole of Scotland, 
Stocks of " Croydon Premier" electric suction cleaners, " Kutmore" 
electrio drills, small fractional h.p, motors, &o., will be held et the 
Glasgow address. 

Messes., WILLIAMS & PELL, of 5, Chancery Lane, W.O., ask that 
all future communications should be sent to them at their new 
wan as follows :—Williams, Pell & Baring, 4, Regent Square, 

THE TURBINE FURNACE Co., LTD., have recently removed from 
their general offices at 5, Budge Row, to larger offices at 288в, 
Gray's Inn Road, W.O. 1. 

Мв. J. D. MoKENZIE is starting in business as an electrio light 
and power contractor, at 37, Dundas Street, Edinburgh, and desires 
to receive catalogues. 

Messrs, UNDERWOOD (MANOHESTEB), LTD., of 53, Brown Street, 
Manchester, have been appointed sole importers of Moonstone 
acientifio illuminating glassware for the British Isle. New 
catalogues аге in the printers’ hands. Large stocks of all types 
are held in Manchester, the company having special stores at Piue 
Street for this purpose. 

Messrs, B. KEWELL & Oo, have purchased the business of Mr. 
William Drysdale, electrical engineer, 24, Paxton Street, Barrow- 
in-Furness. 

Catalogues and Lists.— INTERNATIONAL FILM TBADEBS, 
5, Denmark Street, Charing Cross Road, W. O. 2.—An illustrated 
leaflet advertising portable electrical floor, table, and hanging 
fountains. Priced. 

PELIOAN ELECTRIC, LTD. (formerly Forrester & Fox, Ltd), 
Beehive Wharf, Brentford, Middlesex.—An illustrated and priced 
catalogue of conduit fittings, grips, boxes, bends, &o. ; several views 
of the works are given. 

SIMPLEX CONDUITS, LTD., Garrison Lane, Birmingham.—Oata- 
logue Section J,“ giving very full particulars of the Simplex 
colliery lighting system.  Extracta from the rules governing the 
use of electricity in mines are given, and the compliance of the 
„Simplex system with these rules is noted. The list gives prices 
and illustrations of joint-boxes, lanterns, cables, &o. 

THE OVERSEAS. ENGINEERING CoO., LTD., 163-165, Great Port- 
Jand Street, W, 1.—List No. 66, giving specifications and prices of 
„National d.c. motors and dynamos; List No. 185, describing 
and illustrating “ Overseas-National” small lighting sets and 
accessories; and List No. 83, dealing with the "Home" and 
" Oamp " ice-making machines. 

Messrs. GEORGE ELLISON, Perry Barr, Birmingham.—A well- 
produced illustrated catalogue (76 pp.) giving details of circuit- 
breakers, а.с. starting-gear, and crane-control equipment. 

TEE J. G. BRILL Co., 150, Southampton Row, Ж.О. 1.—An 
illustrated magazine describing the application of various types of 
Brill cars and Birney safety cars to a number of railways and 
tramways. 

THE BRITISH THoMSON-HovusTON Oo., LTD., 77, Upper Thames 
Street, E.0.4.—Price-list No. 10,957, illustrating and describing 
" All-Nite-Lite " transformers for providing energy from an ordinary 
lampholder to а small low-voltage lamp. 

Messrs. DANIEL ADAMSON & Co., LTD, Dukinfield, Man- 
chester.—A booklet describing the progress and productions of the 
firm in steam and pneumatic-power machinery. 

THE MIDLAND ELECTRIC MANUFACTURING Co., LTD., Barford 
Street, Birmingham.—List No. 124, giving prices, illustrations, and 
descriptions of Baby Paragon " ironclad switches and combined 
switches and fuses. 

THE ELECTRICAL ENGINEERING AND EQUIPMENT Oo., LTD., 
109-111, Bank Buildings, New Oxford Street, W.O. 1.— Lists 58 and 
59 giving full particulars and illustrations of d.c. and a.c. motors 
respectively ; also List No. 70 dealing with d.c. generators. 

Messrs, F. J. SHENTON & Co., LTD., 68 and 69, Shoe Lane, E C. 4. 
—An illustrated and priced leaflet describing the Supreme fan 
regulator and "indestructible ” electrio bells. 


Catalogues Wanted.—THE SLOAK ELECTRICAL Co., LTD., 
of 8-12, Golden Lane, London, E.C., desires to receive catalogues 
from manufacturers of electric motors, starters, heating and cook- 
ing apparatus, wires and cables and accessories. 

THE CENTRAL ELECTRIC CONSTRUCTION Co., of Hallamshire 
Works, Rockingham Street, Sheffield, wishes to receive catalogues 
and prices of lamps, cable, motors, switchgear, and general 
accessories, 

Inquiries.—A reader asks for information regarding the 
‘‘ Zanda ” electric horse. The makers of the Вгоов " heavy - oil 
engine are asked for. 


For Sale.—The following plant, &c., is advertised for 
sale in our advertisement pages to-day :—Electric drilling 
machines, 10-cwt. electric crane, l-ton electric crane, generating 
seta, dynamos, motors, cable, lamps, acoumulators. awitchboards, KO. ` 
by Mr. Chas. D. Phillips (by order of the Disposal Board), at 
Swindon. Machinery, equipment and ship's fittings, inoluding a 
large quantity of electrical equipment, by Messrs. Robson & Perrin, 
at Shoreham Shipyard. Two 1,000-kW British Westinghouse 
turbo-alternators with condensing plant and auxiliaries, by Rother- 
ham Corporation. Fuse wire, wood blocks, “ opal” bowls, tele- 
phones, motors, dynamos, &o., by the Asseta Auctions Co., Ltd., 
London, S. E. 1. 


“ 
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A Domestic Appliances Exhibition.—T EE WESTMINSTER 
ELECTRIC SUPPLY CORPORATION, LTD., has again arranged an 
attractive exhibition of electrical appliances at the Eccleston Place 
showrooms. While the devices to be seen are generally of the 
usual types, there are one or two items worthy of particular 
mention. One of these is a small cooker recently designed by 
Messrs. Belling & Co., specially for installation in a workman’s 
dwelling or other situation where space is precious. Cheapness has 
also been aimed at, and the result is an efficient cooker at a very 
low price, The construction is very simple ; the body of the cooker 
ia of unlagged sheet steel, and two 1,400-watt elements are fitted, 
with separate three-heat controls. The upper element is let into 
the top, so as to be exposed both to the inside of the oven, and to 
the atmosphere; in thie way it serves a dual purpose ав an oven- 
heater and а boiling ring. А more elaborate electric oven is that 
made.by Messrs. Greens, of Englefield. This is a stoutly-built 
cooker with three-heat oven elements, two hot plates and a grill. 
Some special saucepans for employment with these cookers are on 
view. These are made in segmental shape, во that three may be 
fitted in together to stand on a hot-plate, thus using heat which, 
with circular s&ucepans would be wasted. А colour-matching 
lamp of American manufacture is shown. This has a large bronze- 
finished reflector, and the light is passed through special glass. 
The “ Utility” light exhibited is a silvered glass reflector with 
numerous indentations used in conjunction with a 150-W pasfilled 
lamp, giving a powerful flood light. Fires of all desoriptions, 
decorative and severely plain. are included in the show, and boiling 
rings, irons, fans and suction cleaners are well represented. A rather 
simple, but, it is stated, effective device for heating water in ап 
ordinary kettle is displayed. This is a circular copper band which 
fits round the outside of a kettle. The band is heated by а nichrome 
strip connected to two plugs. Many lighting bowls of alabaster 
and glass are shown, as wellas highly-coloured lamp standards and 
shades. The Corporation is doing a great deal to improve ita 
domestic load, and the rates at which it hires out cookers, fires 
and irons are certainly a strong inducement to consumers to adopt 
them. The exhibition is not merely a spectacle—every appliance 
is demonstrated on request, so that intending customers may know 
what they are getting. 


New Japanese Company.—The electrical engmeering 
department of the Mitsubishi Shipbuilding Co., at Коре, is to be 
made an independent joint-stock company capitalised at 
Y.15,000.000. It will take the name of the Mitsubishi Electrical 
Engineering Co., and a large new factory for its use is already in 
course of construction in the suburbs of Nagoya, This develop- 
ment draws attention to the enterprise being shown by Japan in 
eleotrioal engineering. Japan already exporta large quantities of 
electrical goods to China, besides supplying the home market. The 
quality of these products has been severely criticised, but the 
improvement noted in certain directions during the past 12 months 
is very apparent.— Eastern Engineering. 


The Italian Electrical Industry.—No: the least remark- 
able feature of the electrical industrial position in Italy is the almost 
complete elimination of German interests, notwithstanding the fact 
that before the war the Teutons practically controlled the market. 
It is proposed that Italy shall prcduce almost the whole of her 
own requirements in electrical material, and there is а atrong 
movement towards patrovising home trade only. This has 
seriously upset the plans of the United States manufacturers who 
had prepared to take the market by storm after a diligently- 
organised publicity campaign and the dispatch of a small army of 
commercial travellers authorised to conclude contracts upon highly 
advantageous terms. The market. however, is still thort of raw 
material, particularly large generators, transformers, and steel pipe 
for penstocks, Aluminium cell lightning arresters, which hitherto 
have not been manufactured in Italy. are also in request. Again, 
while large quantities of switchboards and auxiliary apparatus are 
made locally, there are certain special types of instruments, such 
эл synchronising indicators and frequency indicators, that must 
atill be imported. Other electrical supplies which are still in 
demand include incandescent lamps, telephones, self-starting single- 
phage motors, constant- current transformers, and carbon eleot rod es 
for electric furnaces.— Aeuter's Trade Service (Milan). 


Catalogues Wanted for Riga.—In connection with the 
eatalogue and sample room recently established at the British 
Consulate at Riga, the British Vice-Consul (Mr. W. Skelton) 
reports that while a number of trade catalogues and samples have 
been received, the collection is not sufficiently comprehensive to 
meet local requirements, and he would therefore be glad to receive 
additions to it. Catalogues dealing with machinery and accessories 
for asbestos manufacture are particularly required. The Vice- 
Consul points out the advantage which will ultimately accrue 
from this method of advertising even though there is no immediate 
demand for the particular article dealt with. Copies in duplicate 
of catalogues or other trade literature (preferably in Russian or 
German) should be sent. As there is at present no parcel post in 
Biga, the Department of Overseas Trade in London is endeavouring 
to arrange for the collection and dispatch in buik of catalogues 


and small samples. 


Mining Plant for Canada. — The proprietors of one of 
the oldest mines in Canada are desirous of entering into com- 
with United Kingdom manufacturers of steel 
hardening furnaces, electric mine hoists for a depth of 2,000 ft., 
and other mining equipment and supplies, of which they are 
regular purchasers. The name and address can be obtained by 
United Kingdom manufacturers and exporters on application to the 
Department of Overseas Trade in London. 


munication 


Cost of Living, Wage Reductions, and Unemployment.— 
The average level of retail prices of all the commodities taken into 
account in the statistics prepared by the Ministry of Labour 
(inoluding food, rent, clothing, fuel, and light, and miscellaneous 
items) on July lat was, states the Labour (razette (the organ of the 
Department), 119 per cent. above that of July, 1914. This figure 
is the same as that for June, decreases in the prices of some articles 
having been counterbalanced by increases іп the prices of others, 
Reductions in rates of wages reported as having come into opera- 
tion in June, in the industries for which statistics are compiled by 
the Ministry of Labour, affected about 1,060,000 workpeople. The 
number affected by increases in rates of wages was only about 
14,000. The net etfect of all these changes was a reduction in 
weekly full-time wages amounting to nearly £420,000. Since the 
beginning of the year, changes in the rates of wages reported to 
the Department have resulted in a reduction of about £1,770,000 in 
the full-time weekly wages of over 4,300,000 workpeople, and an 
increase of £83,000 in the full-time weekly wages of 350,000 work- 
people. Following on the drop of 9,172 in the number of unem- 
ployed on July lst, as compared with June 24th, the weekly 
figures issued by the Ministry of Labour show a further fall 
of 50,000 for July 8th—evidence of the gradual resumption of 
industry following on the settlement of the coal dispute. The 
following totals indicate the number of wholly unemployed on the 
Live Registers of the Employment Exchanges throughout the 
United Kingdom on July 8th as compared with July 1st (the latter 
figures being in parentheses) :—Men, 1,548,113 (1,557,010) ; women, 
434,503 (466,965) ; boys, 77,109 (80,539); girls, 60,776 (65,883) ; 
total, 2,120,201 (2,170,397). On July 8th there were 182,985 
persons registered ав wholly unemployed among 23 Exchanges in 
the L. C. C. area. This number, which is 3,744 less than the previous 
week, was composed as follows:—Men, 126,523; boys, 7,278; 
women, 43,020 ; girls, 6,161.— Morning Post, 


To Finance Electrical Undertakings im Poland.—The 
Electrobank is the name of à new company which has lately been 
formed in Warsaw with а capital of 150,000,000 Polish marks, to 
finance electricity supply undertakings throughout Poland. 


New Electrical Companies in India.—Among the new 
companies recently formed in India in connection with the supply 
of electricity for lighting and power purposes, are the Western 
India Electric Co., 7-11, Elphinstone Circle, Calcutta, capital, 
100,000 rupees ; and the Central Province Electric Supply Co., 


Jubbulpore, capital, 2,500,000 rupees. 
Australian Tariff Board.— The Federal House of Repre- 


sentatives hag passed the Bill to constitute a Tariff Board, com- 
posed of three members, to which the Minister for Trade and 
Customs may refer matters relating to the classification and value 
of dutiable goods, the necessity of tariff and excise increases and 
reductions and the granting of bounties, An amendment pro- 
posed by the Labour Party was adopted empowering the Tariff 
Board to inquire into the refusal of manufacturers to sell goods of 
a value under £30.— Reuter's Trade Service (Melbourne). 


Canada and Overseas Trade.— The Department of 
Trade and Commerce is extending its overseas service to the East 
with offices at Calcutta and Singapore.— Reuter (Ottawa). 


Electrical Goods in China.— Figures just issued in 
relation to the trade of China show that there is а growing 
market for electrical materials. The demand for electric lighting 
in most cities in China where plants exist generally exceeds 
the supply, most of the plants being overloaded, which fact is 
leading to an increasing disposition among Chinese to put down 
small private plants. This trade is now largely in the hands of 
Americans. In many cities there are merchants sufficiently pro- 
greasive to install emall plants for the purpose of lighting their 
own snd several adjacent premises. The latest Customs report 
says that "there is a tendency in the more important eatablish- 
ments to install larger units. and whilst a few years ago 200 and 
400 kW were considered large, it is now quite common to ins 
units of 1,000 kW and upwards, and it is reported that a large 
number of orders has been placed for privately-owned power 
stations for the purpose of supplying power to cotton and flour 
mille. Although, says Finance and Commerce, a fair amount of 
this business has materialised, it must not be thought that the 
Chinese are falling over each other to get plant. In many 
instances it takes a good deal of nuraing, but the business is there 
to be done, The importation of electrical materials into China 
amounted to 2°3 million taels in 1913, 5 millions in 1919, and 63 
millions in 1920.—euter's Trade Service (Shanghai). 


The Currency Position and Trade Depresslon.— The 
Federation of British Industries, on July 12th, addressed а oommu- 
nicatiou to the Prime Minister on the subject of currency deflation 
and trade depression. The policy of the Treasury and the Bank of 
England is at present based upon the report of the Cunliffe Com- 
mission, and aims at а gradual deflation of the currency, in order 
to get back as soon as possible to the pre-war gold standard. The 
Cunliffe report, however, was issued in 1918, when prices had 
already risen far above the pre-war level. Sinoe then conditions 
have changed considerably, and the trade boom has given place to 
serious trade depreasion. Under these changed conditions, the 
Federation points out that the policy of currency deflation is 
calculated to prolong the trade depression, and recommends the 
Prime Minister to appoint a Committee on the lines of that 
presided over by the late Lord Cunliffe, to examine the currency 


position in the light of present facta, 
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Belgian Commercial Mission to Latin-America.— H. M. 
Legation at Brussels states that the keen interest which is being 
shown in Belgium in the development of trade with South 
America is again made manifest in the proposal to send а com- 
mercial mission to South and Central America countries. The 
countries to be visited are Brazil, Uruguay, Argentina, Chile, 
Bolivia, Peru, Ecuador, the Central American Republics, Mexico, 
Cuba. Haiti, San Domingo, Colombia, and Venezuela. The 
members of the mission will consist of delegates of each section of 
the Comité Central Industriel," and leading bank: have also been 
requested to designate delegates with a view to the organisation of 
credit in South America. On the arrival of the mission, lectures 
will be given in the Spanish and Portuguese languages with a view 
to making known the power of production of the Belgian nation. 
Catalogues of Belgian manufacturers will be compiled in Spanish 
and Portgguese, and it is intended to hold an exhibition of these 
catalogues, and also, if poss:ble, of samples, in every town visited. 
In addit on, a special pamphlet is being prepared by the Comité 
Central Industriel " with & view to broadcast distribution. The 
Mission will not only be concerned with Belgian trade propaganda, 
but will also carefully study markets in the countries visited. It 
will inform itself of the desiderata of possible customers, and take 
note of their preferences and local customs in order that Belgian 
goods may conform to the classes of articles usually preferred.— 
Board of Trade Journal. 


The Electrical! Coatracting Industry.—The report of 
the three Associations connected with the electrical contracting 
industry, for the year 1920-21, shows that the membership was 
once again augmented. The membership totals on May lst were 
as follows :—E.C.A.L, 668; N. E. C. T. A., Ltd., 573; N.F E.A., 694. 
A number of resignations are recorded, these being attributed to 
(1) members ceasing to carry on business; (2) members objecting 
to the N.EC.T.A. Trading Agreements; and (3) members opposing 
the institution of the Subsidy Fund. For the first time in their 
history the income of the Associations has exceeded their expendi- 
ture. N.E.C.T.A. reporta a surplus of £1,957, of which £594 is 
carried forward after payment of а dividend and contributions to 
reserve fund and staff provident fund. The E.C.A. hopes to secure 
the registration of contractors at an early date. The ваше 
Association is also endeavouring to arrange a line of demarcation 
between its activities and those of the I.M.E.A., to remove several 
grievances arising from municipal trading. Negotiationa with the 
E. L. M. A. have resulted in the new grading terms for lamps, which 
would have adversely affected the contractor, being withdrawn. 
The C. M. A. agreements have been renewed, resulting in an income 
of £25.000 to membera over and above the ordinary trade discounts, 
The official journal, /he Electrical Contractor, has again had a 
successful year. The report reviews tbe wages settlements which 
have been effected during the vear and ater, and states that a 
great part of the work of the N.J.IC. for the industry seems to 
have fallen upon conferences of the N.F.E.A. and the E. T. U. 


Industrial Waste.— At a Conference of employers and 
Trade Union officials organised by the Industrial Lesgue and 
Council (Birmingham Branch) and held during the week-end at 
Diocesan House, Coleshill Park, Birmingham, Mr. Robert Stelling 
read a paper on "Industrial Waste of the Past and Present." He 
dealt with the question from the point of view of the responai- 
bility of managers, foremen, and workmen in relation to waste 
of time and materials in the management of factories and in the 
workshops, Altogether three sessions were devoted to the con- 
sideration of the subject on the Saturday and Sunday, and the 
debate, which was participated in by all present, was very 
exhaustive. 


New German Engineering Combine. — 77^ Times 
correspondent in Berlin gives particulars of an important new 
fusion of interests in the West German industrial world whicb is 
to take place shortly. At a board meeting of the Rhenish Metal 
Goods and Machine Worka, at Düsseldorf, the reorganisation of the 
undertaking was decided upon with a view to securing the con- 
stroction of locomotives and trucks and developing the firm's 
other branches on а permanent basis. It is intended to link up 
with Krupp's the Allgemeine Elektricitiita Gesellschaft, Lincke- 
Hoffmann, and other concerns, and to extend activities to include 
several new branches of electrical construction. The Cologne firm 
of Wolff isto be included in the new combine on account of ita 
favourable connections abroad. The capital of the Düsseldorf 
Machine Works will be raised by 75,000,000 marks (about 
£300,000), The prosperity of the undertaking was emphasised by 
the chairman of the board, who atated that a great deal of progress 
had been made in locomotive building, and that the prospects in 
kindred branches of industry were very favourable. | 

The Berlin correspondent of the Daily Chronicle referring to 
the same matter, says:—‘'In essentials this gigantic scheme has 
a still wider purpose. It represents another stage in the great 
project German industríala have in preparation for what they are 
convinced is the quickly approaching age of electricity in trans- 
port. The A.E.G., of which Herr Rathenau, the recently appointed 
Minister of Reconstruction, is the head, is a truat second only to 
that of Hugo Stinnes, and is world famous for its electrical 
machines and articles. Already it had acquired the largest existing 
locomotive building and repairing shops in Germany, the Linke- 

offmann works in Breslau, turning out 300 locomotives and 80,000 
railway wagons yearly. It specialises in electric locomotives.” 


The Christiania Falr.—The second Norwegian Industries 
: Which is to be held in Christiania in September, will include 


(inter alia) the following groups :—Machines and implements: 
electricity and gas, metal manufactures and tools, instruments: 
iron and steel, and glass, porcelain, and similar products. 


„Germany Ready to Undersell the World.“ “ Germany 
to-day is in a position to undersell the world on most manufactured 
articles," said Charles G. Du Bois, president of the Western Electric 
Со.. on his return to America from six weeks of intensive data 
gathering in France, Switzerland, Austria, Hungary, Germany, 
Belgium, and England. 

" [ndustrially Germany seems to be as efficient as ever. With 
wages low, as measured in the currency of other countries, with 
highly competent workers eager to produce, and with the repara- 
tion question ina more settled atate, Germany is in a position to go 
ahead in building up her industries to handle export business. At 
present she can turn out many lines of manufactured articles to 
sell profitably for less money than any other country. 

„As nearly as I can calculate it, the сові of German labour in the 
metal working trades is about one-sixth of the cost of equivalent 
labour here. While in all probability this will lead to protective 
measures on the part of competing countries, such as taxes on 
German exports and other measures for the encouragement of home 
industries, yet wages in such countries are now decreasing, and this 
tendency is likely to continue 1f they effectively meet German oom- 
petition in foreign trade. 

"Looking at the other side of the picture, however, we see not 
exactly unrest, but a grave question arising as to whether the 
working population can, or will, continue to accept its present low 
standard of living. The danger in Germany, therefore, is of & 
social overturn more than anything else, Politically, the various 
Socialist parties seem to be in the majority, but the anti-Socialists 
are in control of the Government, largely because the Socialists do 
not care to assume controlat а time when they cannot hope to 
make good all their promises. 

Looking below the surface, the immediate situation ia England 
is serious, Mr. Du Bois continued. Hundreds of thousands of 
people are out of employment. Rail transportation is seriously 
impaired. The Labour Unions as well as the employers are agreed 
that there must be lower wages, but the bone of contention is the 
amount by which wages must be reduced. In due course the 
British always appreciate the logic of circumatanoes, and it seems 
certain that an agreement will soon be reached. England in the 
meantime is losing heavily in trade balance. 

“There is one thing, however, common to all European 
countries : The people everywhere are thinking and talking about 
earning а living. This is a change from my visit in 1919, when 
world movements, world politics, and world improvement seemed to 
engross their thoughts, Now there is & much clearer realisation 
of the long-continued hard work necessary before normal condi- 
tions can be restored." — Electrica! World. 


Petition Dismissed.—A petition for the winding-up of 
the E.B.0. ELECTRICAL Co., LTD., of Eagle Street, London, 
presented by Mr. L. C. Harvey, & consulting engineer of West- 
minster, a shareholder, was dismissed by Mr. Justice P. О. 
Lawrence, on Tuesday. His Lordship held that the petitioner, not 
having paid up the calls on his shares, was not entitled to succeed. 
The company was formed for the manufacture of electric lighting 
sets, and electric starters for motor-cars. 


Copper and Lead Prices.—Mxssms. F. Өмттн & Co., 
reported on July 19th :—Copper (electrolytic) bars, £75 10s., 408. 
decrease ; ditto sheets, no change ; ditto wire rods, £91 10s., 40s. 
decrease; ditto h.c. wire, 114d., 1d. decrease; silicium bronze wire, 
18. 34d., 4d. decrease. 

MESSRS. JAMES & SHAKESPEARE reported on July 20th :—Oopper 
bars (best selected), sheet and rod, 8105, £7 decrease; English pig 
lead, £24 158., 58. increase. 


The Dover Dispute.— The dispute between the Dover 
Corporation and members of the staff of the electricity works 
seemed likely to result in à withdrawal on the part of the staff on 
Tuesday last. We learn from the secretary of the E P.E.A., how- 
ever, that as the outcome of negotiations, the Electricity Com- 
mittee decided to recommend the continuance of the salaries 
payable under the E.P.E.A. Award," with certain adjustments, 
and a stoppage was averted. The Corporation has since accepted 
the recommendations of the Committee. 


Standardisation of Contract Forms.—Great interest has 
been evinced in the Federation's decision to undertake an inquiry 
into the conditions of Government and municipal contracts and 
tenders, with a view to the elimination of existing difficulties, and, 
if possible, to standardisation of type. A large volume of evidence 
and of proposals on various points has been received from different 
quarters, which will require detailed consideration. It was 
accordingly decided at the last meeting of the full committee that 
a small sub-committee should be formed to investigate the funda- 
mental clauses essential to all contracts, and to report to the main 
committee. The following gentlemen were asked to serve :—Mr. 
Thomas Biggart (chairman); Mr. D. A. Bremner, B. E. A.; Mr. D. N. 
Dunlop, B E. A. M. A.; Mr. M. Mannaberg, National Federation of 
Iron and Steel Manufacturers. In view of the wide scope of the 
committee's work, it was also agreed at the meeting to alter its 
name to the "Government and Public Bodies' Contracts Com- 
mittee." The detailed investigation and comparison of various 
forma of contract and tender involved in the inquiry will neces- 
sitate some time before constructive proposals can be evolved,— 
Bulletin of the F.B.I. 
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The British Empire Exhibition.—At a recent meeting of 
the executive committee of the British Empire Exhibition, it was 
stated that there had been a delay in the acquisition of Wembley 
Park. In order to retain the Park for the Exhibition, however, 
Mr. Hiam, of Cambridge, had agreed to purchase it and hold it at 
the committee's disposal. It was suggested that a meeting should 
be held for the purpose of obtaining guarantees ; this was referred 
to the administrative committee. 


South Africa.—TRADE AND INDUSTRIES.—Mr. Malan, 


Acting Prime Minister, has appointed a Board of Trade and 
Industries with & strong personnel, which includes Sir Edmond 
Gorges, to hear and examine complaints and recommendations 
made as to the working of the Custome and Excise tariffs, and to 
advise the Government as regards (1) the recasting of the Customs 
tariffs and the adjustment of anomalies ; (2) such action as may be 
necessary or advisable for assisting and developing the industries 
of the Union ; and (3) such other matters as the Government may 
refer to the board.— Heuter's Trade Service (Cape Town). 


Holidays. — The works of the MripLAND ELECTBIC 
PowER INSTALLATION Co., at Wolverhampton, will be closed from 
the evening of Friday, July 29th, until the morning of Monduy, 
August 8th. 

Messrs. Hiaes Bros, Sand Pits, Birmingham.— Works and 
offices entirely closed from Wednesday, July 27th, to Tuesday, 
August 9th. 


Inter-Allied Colonial Exhibltion.— The Paris Municipal 
Council has been discussing various plans for the organisation of 
an important inter-Allied Colonial exhibition, to be held in the 
French capital in 1925. A plan for the establishment of the exhi- 
tion in the Bois de Boulogne was rejected, as was also а plan for 
the holding of the exhibition in Paris itself, on the ground that 
nowhere couid sufficient space be found. Finally, it was decided 
that а great part of the exhibition, including all the combrous 
exhibits, should be held in the Bois de Vincennes. It is estimated 
that the cost of the exhibition to the city of Paris will &nount to 
about 50 million francs.—Reuter’s Trade Service (Paris). 


The Spanish Customs Taritf.—The Gaceta de Madrid 
publishes a project for a new definitive Customs tariff prepared by 
the Permanent Commission of the Junta de Aranceles y Valora- 
ciones. The Government announces that claims and petitions 
in connection therewith will be received during a period of two 
months, at the end of which they will be considered by the Junta, 
апа-а definitive tariff prepared ss soon as possible. The proposed 
tariff represents & profound modification in the organisation of 
Spanish commercial relations with foreign countries, owing to the 
introduction of а first and second tariff in the import section, 
the increase in the import duties, and the changes in the export 
duties on lead, iron, and copper ore, for instanoe. It is expected 
that many protests will be raised againet the changes in the duties, 
but noL many of these protests appear likely to meet with success 
unless serious concessions are made by the other contracting 
parties.— Reuter's Trade Service (Madrid). 


Manufacturing Works in Austrian Succession States.— 
The General Deposit Bank of Vienna has issued & memoir in 
connection with the celebration of the fiftieth year of its existence, 
showing the economic efficiency of the States resulting from the 
partition of Austria-Hungary. In the case of electrical manu- 
facturing, the memoir indicates that the works remaining in 
Austria employed 20,000 workpeople in 1913, and produced 
manufactures of the then value of £10,410,000; the works now 
comprised in Crecho-Slovakia had 5,000 workers, and turned out 
electrical goods worth £2,080,000 ; and the figures for Hungary 
were 3,000 and 41,040,000 respectively. 


Electrical Equipment ln New Zealand.—The Public 
Works Department will shortly be calling for electrical equip- 
ment to the value of £250,000. The material for which tenders 
will be invited includes generators, transformers, and insulators.— 

Reuter's Trade Service (Wellington). 


German Metal Workers’ Union.— The membership at 
the end of last year of tbis Union. the largest trade union in Ger- 
many, was 1.608,932, says the Дау Intelligence of the Inter- 
national Labour Office. Its turnover was 140,000,000 marks; 
16,000,000 marks was spent on unemployment relief during the 
year, and 11,500,000 on health insurance.— Financial Times. 


Developments on the Congo.—7Z%e Times Brussels 
correspondent states that the Belgian Minister of the Colonies has 
outlined an extensive programme of public works, which Belgium 
proposes to carry out in the Congo, and which are expected to cost 

R 120,000,000, in the next five years. 


The Postal Congress at Stockholm, 1924.— 77» Times 
states that delegates from various countries are meeting in Auguat 
at Zarmatt to prepare for the Postal Congress at Stockholm 


in 1924, 


Book Notices.—‘‘ Science Abstracts. Vol. 24. Part 6. 
Sections A, Physics, and B, Electrical Engineering. London: 
The Institution of Electrical Engineers. Price 28, 6d. per part. 

“he Theory of the Induction Coil.” Ву E. Taylor-Jones, D. Sc., 
F. Inst P. (217 pp. 93 figs.) London: Bir Isaac Pitman & Sons, 
Ltd. Prioe 128. 6d. net. 


LIGHTING AND POWER NOTES. 


Argentina.— Rosakio.—A new 11,000-kW Escher-Wyss 
turbo-alternator is being installed at the Sorrento power-station of 
the Société d' Eleotrioité de Rosario. 


Australla.—SrDNET.—At a recent meeting of the City 
Council, the Lord Mayor stated that the accounts of the electricity 
undertaking for the past year's working would show a loss, He 
pointed out, however, that, although prices of other commodities 
had increased by from 50 to 150 per cent., as compared with pre- 
war prices, electricity charges had romained the same. In fact, in 
several instances they were actually lower. 


Barnes.—YxAR's WoBRKING.— The results of working of 
the electricity undertaking during the year ended March 31st last 
were as follows (the figures for the preceding year are given in 
parentheses) :—Revenue, £37,672 (£25,356); working expenses, 
£27,038 (417,910); gross profit, 410,634 (87,446); net profit, 
42,798 (£1,627) ; units sold, 2,771,643 (2,063,221). 


Birmingham.—EnLxorRiorTY DISTRICT SOHEME.—At its 


meeting, last week, the Birmingham City Council had under con- 
sideration the scheme for the supply of electricity to the South- 
West Midlands District under the Electricity (Supply) Aot, 1919. 
In view of the fact that approximately 98 per cent. of the supply 
in the district is generated by the Birmingham Corporation and 
the Shropshire, Worcestershire, and Staffordshire E'ectrio Power 
Oo., and of the fact that both give an identical supply of three- 
phase, 25-period, alternating-current at a preasure of 5,500 volta, the 
Electric Supply Committee considered that the requirementa 0f the 
district could best be served by retaining the organisations of the 
Corporation electricity supply undertaking and of the Electrio 
Power Co. undertaking aa separate entities, rather than by the 
formation of а joint electricity authority for the district ; the 
Eleotrio Power Co. agreed, and & joint scheme on these lines has 
been prepared. It is proposed that the district as provisionally 
determined by the Electricity Commissionere shall be modified by 
the omission of the rural district of Atherstone and a portion of the 
ruraldistriot of Tamworth. The Birmingham Corporation is to 
be responsible for the electrical development of the City of 
Birmingham and of that portion of the district situated in the 
County of Warwickshire. The Power Co. is to be responsible for 
the development of the remainder of the district situated in the 
Counties of Shropshire, Worcestershire, and Staffordehire. The 
two undertakings are to be ultimately linked together and save as 
may be agreed from time to time between the parties concerned, the 
Birmingham Corporation and the Power Co., respectively, are to 
exercise control of the generating stations and main transmission 
lines belonging to them in their respective portions of tbe district ; 
are to be responsible for the capital expenditure incurred by them, 
respeotively, in the areas for which they are responsible; and the 
financial arrangements regarding capital and revenue acooants 
are to continue on a separate basis as heretofore. 

A Committee, to be described as the South-West Midlands Dii- 


triot Electricity Committee, is to be established (consisting of foir · 


members, two of whom will represent the Birmingham Corpore 
tion and two the Power Co.), with advisory functions only upon 
such matters as the operating time-tables of the undertakings ; the 
best load factor obtainable ; conservation of fuel; proper return 
upon the capital moneys expended and to be expended; the 
standardisation of systems ; regularising the supply, and generally 
to carry out the directions of the Electricity Commissioners. 

NEW PLANT. — The Council sanctioned, in June, 1920, an 
additional 30,000 kW of plant, with buildings, at the Nechells 
permanent station, with underground mains and other works, 
involving an expenditure of £1,757,800, subject to the Finance 
Committee's being able to raise the necessary money. The Finance 
Committee reported at the same meeting that it had no funds in 
hand or in sight for this purpose. The Committee, therefore, in 
February laat, recommended proceeding immediately with :—(1) 
The installation of а 5,000-kW generating set, with boilers, at a 
cost of £120.000; (2) the piling of the вісе in anticipation of the 
larger extension, at a cost of £20,000; and (3) certain mains 
extensions at a cott of £30,000, in order to enable it to carry on 
the supply fora period df 12 months, and so postpone the necessity 
for proceeding with the larger extension, The City Council 
sanctioned this proposal, subject to the Finance Committee being 
able to raise the necesary money. The Committee is now 
informed by the Finance Committee that the Council would not be 
taking an undue risk if the Electric Supply Committee were 
authorised to provide a 15,000-kW generating set with three 
boilers, which will be part of the original scheme sanctioned in 
June, 1920, and for which it will only be necessary to raise the 
money in instalments between 1922 and 1925.— Birmingham Post 


Bradford.—Y#aR’s Worxina.—The accounts of the 
Corporation Electricity Department for the past financial year 
show an income of £435,692 ; working expenses, £331,972 ; leav- 
ing a gross profit of $103,720. Revenue charges absorbed £93,117, 
kaving a net profit of £10,603. The number of units sold was 
55,700,000, an increass of 6,400,000. 


Bory.—YeaR’s Workina.—The total revenue of the 
Corporation electricity department for the year ended March 31% 
last was £98,406, as compared with £77,430 in the preceding year. 
Working expenses amountei to £77,873, as against £58,364, 1 5 
а gross profit of £20,533 (£19,066). The net profit, after deduc e 
of capital charges, &o., was £2,419, almost the same as last year 
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profit of £32,377. The number of units sold rose from 15,367,885 
to 16,931,907, the maximum simultaneous demand being 6,095 kW. 
The bulk of the capital expenditure (£37,000) wag in connection 
with the Chamber Hall Works and plant. 


Chichester. —PUBCHASE OF UmspERTAKING.— The City 
Council has arranged to take over the undertaking of the 
Chichester E.L. & P. Oo. at a price of $16,500. 


Chipping Norton.—Psorosep Prick INCREASE.—The 
Electric Supply Co. has given notice to the Town Oouncil of its 
intention to apply for an order to increase the maximum prices for 
electricity. The Council has decided to object, as it is considered 
that the present time is one for decreases rather than increases in 


prices, 

Continenfal.—SParw. — The Department of Overseas 
Trade is informed by the British Vice-Oonsul at Granada that a 
company has been formed at Granada under the name of “ Sociedad 
Anonima Fuerzas Motrices del Valle de Lecrin," with a capital of 
five million pesetas, with the objectlof erecting and working hydro- 
electric power stations in the Valle de Lecrin. It is proposed to 
erect the first station on the River Durcal, where а fall of 758 
metres will be utilised and 4,000 h.p. produced. 

SwEDEN.—Seventy-eight associations have applied for loans 
amounting in all to over kr.12,000,000 for the purpose of carrying 
out local electrification schemes. Reuter's Trade Service (Stock- 
holm). 

Conway.—BuL&k SuPPLY.—The North Wales Power Co. 
has submitted draft proposals to the Conway Corporation for the 
laying of transmission trunk lines for the supply of eleotricity in 
bulk to the Corporation, which now has the agreement under 
consideration. 


Darlington, — Сол DisPuTE Loss. — Alderman Sir 
Charles Starmer stated, at a meeting of the Corporation. that there 
had been about £4,000 additional coat at the electricity works as 
а result of the coal dispute, but, with a reduction of 6s. per week 
in the men's wages and various economies, together with increased 
consumption, the Oommittee hoped to make up this amount 
without inoreasing the charges either for power or lighting 
purposes, 


Dominican Republic, —N&w HyYDROELECTRIO PLANT.— 
The Times Engineering Supplement states that a new hydro-electrio 
works is to be built on the Jiminoa River, in the Republio of 
Dominica. The locality chosen is in the mountainous interior of 
the Province of La Vega, about 25 miles south-east of the nearest 
railway station. Owing to the difficulties of transport only a 
1,000-h.p. plant will be installed at first, the intention being to 
contruct a light electric tramway from La Vega before installing 
the larger plant, which will then supply light and power to La 
Vega, Salcedo, San Francis:o-de-Macoris Moca, and other small 
places in Cibao, as well as to Santiago and Puerto Plata, which are 
now supplied from the last-named town. 


Eastbourne.— YEAR'S WorRKING.—The annual report 
of the borough electrical engineer (Mr. J. K. Brydges) for the year 
ended March 31st last, shows that the year's revenue was £62,895, 
as compared with £50,834 in 1919-20. Working expenses totalled 
£41,381, as against £29,101, leaving а balance of £21,514 
(421,733). Capital charges were heavier than those of the 
previous year, and the net result was а profit of £3,785, as against 
45,56. Capital expenditure during the year amounted to 
£28,079 on account of extensions. The total number of units 
sold rose from 2,521,487 to 2,905,640. 


Elland.—New STATION. The plant installed to deal 
with a bulk supply of electricity from the Yorkshire Electric 
Power Co. has been put into operation. The installation comprises 
two 800-kW rotary converters, with transformers, and a 50-kW 
motor-generator set. Accommodation has been provided for an 
additional 500-kW rotary if, and when, this becomes necessary. 
The сар awitchgear and cables have been provided by the 


Glasgow.— YEaR’s WoRrKING.—The accounts of the 
icity Department for the year ended May 81st, 1921, show 
revenue amounting to £1,311,951, an increase of £334,465 over the 
revenue of the financial year, The working costs were 
£902,424, an amount which is £188,973 in excess of the previous 
year's costa. After providing for interest, sinking fund, and depre- 
ciation, amounting to £499,374, there remains а surplus of £151, 
contrasted with deficit last year of £54,614. A statement issued 
by the Electricity Committee seta forth that in view of the adverse 
Circumstances, due to shortage of plant (which was accentuated by 
the of new generators at the Dalmarnook Works in 
December last), and the drop in the consumption of electricity 
caused by the long dispute in the mining industry, the result of the 
year's operations is more favourable than might have been expected. 
The Electricity Committee, it is added, in view of the increased 
rate of interest on capital and other outgoings, coupled with the 
depressed state of trade, will have а difficult year to face, and the 
matter of the rates of charge will call for serious consideration. 


King's Гупа, —Укав'в Workine.—The financial results 
of the working of the Corporation electricity department during 
the year ended March Slat last were ай follows (the preceding 
year's figures are given in parentheses) :—Total revenue, £16,659 
(413,807); working expenses and capital charges, £16,765 
(412,588); net result, £106 deficit (41,219 profit), The number 
of units sold rose from 786,201 to 882,314. 


Kendal.— Yean’s WORKINd.— The gross profit upon the 
electricity undertaking for the past financial year was £62, as 
against £336 in the previous year. The net result was a deficiency 
of £1,207, as against £962. 


Leigh (Lancs.).—Y#ak’s WonkmG.— The accounts of 
the Corporation electricity undertaking show that during the year 
ended March 31st last the income advanced from £26,368 to 
£33,603, while the total working expenses increased from £18,895 
to £23,036. The units sold increased by 14 per cent., from 
2,427,888 to 2,778,867, The general trade depression, more partiou- 
larly in the textile industries, had an adverse effect on the latter 
portion of the year's operations; but, notwithstanding this, & 
gross profit of £10,566 was made. Interest, repayment of debt, 
and sinking fund charges absorbed £7,622, and after providing а 
further sum of £834 for all new meters bought during the year, 
the net result of the year's working was а profit of £2,109. 
Trade depression, strikes, and reduced hours of working had their 
effect on the load factor, which has gradually fallen from 83'9 per 
cent. in 1918 to 18'2 per cent. for the year under review. 


Llandovery. — ELxOr RIO LiamrING 80нЕеМЕ8. — Three 
separate schemes are suggested for the eleotric lighting of the 
town. The cost ranges between £6,237 and £8,000, 


London.—BxRMONDSRY.—The price of electricity is to 
be increased by 5 per cent. 


Mansfield.—Loan Sanorionep.—The Town Council 


` has received sanction to а loan of £2,286 for feeders and distributing 


= in connection with the housing scheme at Mansfield Wood- 
ouse. 


Rickmansworth.—OPPosITION TO Tims EXTENBION.— 
The Urban District Counoil has informed the Electricity Oommis- 
sioners that it still maintains its attitude of opposition to any 
further extension of tbe Rickmansworth and Chorleywood Electric 
Lighting Order, 1914, held by the Colne Valley Electrio Supply Oo., 
Ltd., adding that another authority is willing to supply the dis- 
trict. The company has informed the Commissioners that it has 
arranged for a supply to be taken from the sub-station at Pinner. 
This would necessitate the raising of & sum of 830,000. 


Rushden.—BULR SuPPLY.—The Urban District Council 
has approved an application of the Northampton Eleotrio Light 
Co. to supply eleotricity in bulk to the district, provided that the 
company undertakes to bear all in connection with the 
laying of mains and the reinstatement of roads, &o. 


Sevenoaks.—OvERHEAD "TRANSMISSION. — The Rural 
District Oouncil has granted permission to the Sevenoaks and Dis- 
trict Electricity Oo. to erect overhead lines in the district for the 
supply of electricity to villages in the Council's area. 


Teignmouth.—AMENDED ORDER.—The Urban District 
Council has agreed to amendments to the Electrio Lighting Order 
obtained in 1914 by Messrs. Purves, of Exeter, with a view to electri- 
city being provided for the town of Shaldon, and the firm is to 
submit, as early as possible, a draft of the amended Order. 


Tisbury.— ELECTRICITY SCHEME.—At a meeting of the 
United Parish Oouncils, last week, an eleotrio lighting scheme for 
the town, submitted by Messrs. Edmundson's, the cost of which is 
estimated at £5,000, was accepted, and a Committee was formed 
for the purpose of promoting a limited company to carry out the 
scheme, Messrs. Edmundson's offered to take up half the ordinary 
shares (£ 2,500). 


West Riding.—Law CowwrrrEE's OChiTICIBMS.— The 
Law and Parliamentary Committee of the West Riding Oounty 
Council submitted a report recently dealing with the Leeds and Brad- 
ford borough extension scheme inquiries and the recent inquiry at 
Leeds by the Electricity Commissioners into the three schemes for 
the Aire and Calder Electricity District. The Committee voiced 
the opinion that, in view of the present state of legislation in 
relation to electricity, the holding of the inquiry was premature, 
аз the schemes in their essentials were ultra vires, and, 
fore, beyond the authority of the Commissioners to confirm. The 
report stated that this fact was admitted by the Oommissioners 
themselves, and that the Commissioners and the promoters alike 
are relying on future legislation. Having regard to these con- 
siderations and to the general financial situation in the country, 
the Committee expressed the opinion that all electricity s3hemes 
involving a change of ownership of large undertakings, conse- 
quent capital outlay, and probable additional burdens on the public 
purse, should be deferred. 


rr 


TRAMWAY AND RAILWAY NOTES. 


Bradford.—AccipkxT.— On July 11th a car proceeding 
along Church Bank, a steep incline, commenced to run backwards, 
the action of the brakes and the application of sand to the track 
failing to arrest its motion. As it was nearing a curve at the 
bottom of the incline, it collided with another car which acted as 
a buffer and prevented the runaway car's overturning in a similar 
manner to а car which ran away in 1907. The only casualties were 
slight injuries to five paasengers. 
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Brazil.— ELECTRIFICATION OF THE PAULISTA RAILWAY. 
—Oommerce Reports learns that the initial order which has been 
placed in the United States by the American contractors for the 
electrification of the Paulista Railway comprises material sufficient 
for the first 45 km., the Jundiahy to Campinas section. Two of the 
four engines to be furnished by another American company are 
passenger locomotives of 2,000 h.p., weighing 121 tons each, one 
being capable of a speed of 104 km. on а 1°60 m. gauge. The 
remaining two are freight engines of 1,500 h.p., weighing 87 tons 
each, with a speed of 64 km. per hour. An overhead circuit 
of 3,000 volts direct current will furnish the energy. 
ao electrification when completed will cover about 
160 Еш, 


. Cannock Chase.—New Licut RAILWAT.— The London 
and North-Western Railway Co. is promoting a new light railway 
gr Cannock Chase and Wolverhampton, a distance of 
61 miles. 


Continental, — BELGIUM. — As a protest against the 
reduction of their wages by 1 fr. (5d.) a day, the tramway workers 
of Antwerp went on strike on July 15th, and the tramcars ceased 
running entirely.— The Times. 


Glasgow. ANNUAL REPoRT.—Some interesting infor- 
mation is contained in the report of the Corporation Tramways 
Department for the year ended May 31st last. It is seen that 
although the coal consumption at the Pinkaton generating atation 
was reduced by 4,730 tons, the cost rose by £18,818, representing 
an increase of 7s. 7d. per ton. There was a falling-off in the 
number of passengers carried, although the car-mileage increased, 
The average fare per passenger rose from 81d. to 1'28d., an increase 
of 58 per cent. The 144. fares showed the highest return (31 per 
cent.) while only а small proportion of the revenue was derived 
from fares of 3d. and above (02 per cent.). The capital expendi- 
ture during the year was £88,576. Thesingle-track mileage of the 
system was about 198 at the end of the year. The year's financial 
details were given in our issue of July lat. 


Huddersfield.—Nxw DBPOT.— The new tramcar and 
omnibus depot, erected at a cost of £51,690, was formally opened by 
the chairman of the Tramways Committee on July 15th. The 
accommodation includes a dining room, kitchen, lavatories, store 
rooms, and a large recreation room. The depot is able to house 
100 cars on 13 lines of track. The total area covered by the build- 
ing is 5,118 sq. yd. 


London,—L.C.C. Tramways.— The Highways Com- 
‘mittee of the London County Council has had under consideration 
the advisability of promoting а Bill in the ensuing Parliamentary 
Session to obtain powers to construct a number of new routes, 
including lines along Farringdon Road. New Bridge Street, 
Holborn, and Charterhouse Street, and Tottenham Court Road, 
as well ав а number of suburban extensions. The Committee has 
come to the conclusion that the Council would not be justified in 
promoting such a measure in the 1922 Session, owing ohietly to the 
opposition of a number of road authorities. 


. Pontypridd. — Sunpay SERVICES. — The Council has 
deferred consideration of an offer of £500 per annum from the 
Rhondda Tramways Co. which undertakes to provide the staff 
‘and power, for permission to run cars on the Council's system on 


Sundays. 


TELEGRAPH AND TELEPHONE NOTES. 


Germany.— U.S. Mission.—It is reported that the 
American Mission which recently visited Berlin with a view to 
-arranging for the laying of a direct cable between Germany and 
the United States has left without coming to an agreement.— The 


Times. 
The Telegraph Service.— FOREIGN TELEGBAM RATES.— 
The rates of charge per word for telegrams to the undermentioned 


places have been revised :— Brunei, Cubs, New Hebrides, East 
Africa (formerly German East Africa), and West Africa (French 


Colonies and possessions). | 


The Telephone Service.— ADDITIONAL EXPENDITURE.— 


À memorandum on the Telegraph (Money) Bill states that in 
accordance with the general practice of meeting capital expen- 
diture of a reproductive nature out of loan money, provision 
for the development of the telephone system is made by advances 
of capital which are repaid by means of terminable annuities 
charged upon the Post Office Vote. The last Act was passed 
in 1920 (Telegraph (Money) Act, 1920) and authorised the 
-issue of capital up to £10,000,000, which, owing to the heavy 
arrears that have to be overtaken, will be exhausted in October 
next. The present Bill authorises the Treasury to borrow a further 
5.000, 000 for telephone development. The actual expenditure in 
each year and the works to be carried out are subject to approval 
by the Treasury.— financial Times. 

. The House of Commons went into Committee on the financial 
resolution in connection with the Bill on July 13th, 


Mr. Kellaway, Postmaster-General, explained that the total 
capital expenditure out of telephone capital was, in 1920-21, 
£5,867,000. It was proposed for the present year to spend out of 
capital a total of £9,000,000. Of that, £2,350,000 was for trunk 
lines, £6,150,000 for new exchanges and subscribers circuits, and 
£500,000 for sites and buildings. The money was principally 
required for contracts already made and for work which was now 
in progress. During the firat five months of this year—the period 
during which the new *ariff waa first in operation—the Post Office 
received 1,400 orders а month for telephones in London and 2,500 
а month in the provinces. They had to refuse а large portion of 
thoae orders, and there were at the end of May, 23,000 persons 
who required telephones whose applications could not be accepted 
because of the shortage of plant. 

There was а great shortage of exchanges, and although new 
ones were springing up, a great number more were wanted, and the 
Government hoped to make considerable iniprovement if it got 
the £6,000,000 asked for. Recounting the progress made in 
laying underground trunk lines, he said that the three largest 
roads which were now approaching completion were (1) London to 
Manchester, which would be completed near the end of this calendar 
year ; (2) London to Bristol and thence to Newport and Cardiff ; 
and (3) London to Southampton with & spur to Portsmouth. The 
number of rural call offices opened in 1919 was 149; in 1920 it 
was 383, and in the first quarter of this year 116 had been opened 
and 106 were in course of construction. Arrangements were being 
made to open call offices at rural post offices where there was а 
telegraph line that could be converted to telephone purposes and a 
reasonable probability of business being done. 

On the question of the new telephone tariff, he said that the 
number of subscribers who, as the result, had surrendered their 
telephones, was 23,000, 4'7 per cent. of the total number. During 
this time they had accepted 27,000 new subscribers, and had 
had to refuse 23,000. The bulk of the complainta he had received 
about the service related to the difficulty which those who 
desired to have the telephone installed found in getting it 
installed. 

The resolution was carried by 99 votes against 26.— 7e Times, 

LonDoN “Тош”  EXCHANGE.— The Postmaster - General 
announces that in order to relieve the pressure on the London 
Trunk Exchange, a new telephone exchange is in course of erection, 
and is expected to be opened towards the end of the summer. The 
new exchange will be situated near Fleet Street, and will be known 
asthe London Toll Exchange. It is ef an entirely new type, and 
has been designed so that the telephone traffic between London 
and the nearer provincial towns may be handled with greater dis- 
patch. At the date of opening,the trunk lines between London 
апа provincial towns which are within а distance of approximately 
25 miles radius from the City will be transferred to the Toll 
Exchange from the London Trunk Exchange. The area served 
by the new exchange will contain about 300 exchanges and rural 
call offices, and will include the following towns :—Aylesbury, 
Luton, Dunstable, St. Albans, Watford, Brentford, Dorking, 
Leatherhead, Woking, Weybridge, Hertford, Ware, Maidenhead, 
Uxbridge, and Sevenoaks. Additional trunk lines are being pro- 
vided, and when it is desired to put a call through to any of the 
towns which are included in the Toll area the public will ask for 
"Toll" instead of Trunks,“ as at present. The local exchange 
will then connect the caller to the toll exchange, where the 
operator will have access to all the trunk lines, or toll lines, which 
are connected to that exchange. If all the lines to a particular 
town are engaged, the telephonist will record the details of the 
call, and ring the subscriber as soon as a connection can be given. 
Full details of the new service will be published in the Press, and 
an explanatory oircular sent to each subscriber in the London 
telephone area in a few weeks’ time. 


United States.—TELEPHONE Rares CutT.—The Public 
Service Commission recently ordered the reduction of 10 per 
cent. of the extra allowance of 20 per cent. for exchange service 
granted to the New York Telephone Co. by the old Commission last 
March. The telephone company in a statement says that this 
action will reduce the company's additional revenue from approxi- 
mately $11,000,000 to $8,000,000, which will be sufficient for 
dividends, but not enough to give a fair return on the value of the 
property,— Reuter's Trade Service (New York). 


Wireless Telegraphy, — Empire CHAIN. — The Sub- 
Committee of the Imperial Conference on Empire Communications, 
on July lith, dealt with the subject of wireless telegraphic and 
telephonic communication throughout the Empire. It is under- 
stood, says the Daily Май, that the Prime Ministers are 
unanimous about the importance of development in this direction, 
and that it remains to settle only the financial details. 

ATMOSPHERIC DISTURBANCES, — Mr. Marconi. who has just 
returned to London, announces that he has been for the last few 
weeks teating а new method of wireless reception developed by one 
of the company's engineers which has enabled him to receive con- 
tinuously from the United States without being in any way inter- 
fered with hy atmospheric disturbances which are particularly 
prevalent at this time of year, and more severe than usual in 
recent weeke in consequence of the abnormal spell of hot weather. 
Mr. Marconi regards thia advance as of the greatest importance, for 
it enables a wireless telegraph service to be conducted, notwith- 
standing atmospheric disturbances, during the whole 24 hours and 
at high speed during the greater part of the time, He says 
that it would be difficult to exaggerate the practical value in 
commercial long-distance wireless telegraphy of this latest 
achievement, | 
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CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the ond of the paragraph indicates 
the issue of the ELBOTRIOAL REVIEW in which the “ Official 
Notice” appeared.) 


OPEN. 


Anstralla.— TASMANIA.— August 15th. P.M.G.’s Depart- 
ment. Switchboard material. (July 8th.) 


Aylesbary.—July 29th. Sewage works. Five electric 
motors and centrifugal pumps. Mr. W. H. Taylor, Borough 
Engineer and Surveyor (returnable deposit of £1 1s.). 

Battle (Sussex).—July 29th. Union. New accumu- 
lator plates for 28 cells. Sizes 164 in. X 10+ x 83 in. (July 15th.) 

Belfast.—August 22nd. Electricity Department. Ке- 
quired for the New Harbour power station. The manufacture, 
delivery and erection of one 12,500-kW turbo-alternator, with con- 
densing plant and auxiliaries. Four water-tube boilers, with 
superhesters and forced - draught fans. Four fuel economisers. 
Two steel chimneys, with four electrically - driven sustion 
draught fans, One electrically-driven centrifugal pump, capacity 
18,000 g.p.m. (See this issue.) 

Bristol,—August 15th. Corporation Electricity Depart- 
ment. The supply of one 3,000-kW, single-phase, 93-cycle, 2,400-V 
turbo-alternator and condensing plant aid auxiliaries; and one 
6,000-kW, three-phase, 50-cycle, 6,600-V ditto. (July 15th.) 

Chile.—August 31st. Chilean State Railways. Emery 
and grind-stones, bolts, nuts, cotter pins, rivets, nails and screws, 
telegraph and telephone apparatus, chemicals, &c. (estimated value 
£44,000)” 

It is understood that the representative of the Chilean State 
Railways in Paris (88, Boulevard St. Michel), has been inetructed 
to obtain prices in the United Kingdom, and remit theee by cable 
on the day previous to the opsning of tenders. 

France.—August 3rd. French State Railway authori- 
ties, Five electrically - operated capstans. Particulars may be 
obtained from the Service Klectrique, 43, Rue de Rome, Paris. 


Manchester.—July 29th. Electricity Committee. Five 
2.500-kW rotary converters and other plant and switchgear. 
(July 8th.) 

August 3rd. Electricity Committee. Low- pressure steam ard 
water pipes and valves for Barton station. (July 15th.) 


Newport (Mon.).—July 25th. Electricity Department. 
*50-kW rotary converter, transformer and switchgear. (July 8th.) 


New Zealand.—WELLINGTON.—November lst. Public 
Works Tender Board. One 200/250-b.h.p. oil engine and one 
3-phase, 50-cycle, 190-kW at 8 power factor, alternator, with 
exciter and switchgear. * 

November Ist. Public Works Department. Fresh tenders for 
the supply and erection of steel pipe lines and fittings, required in 
connection with the Mangahao power plant, are now being called 
for. While the quantities, &c., of the material would appear to be 
substantially the same as those specified in the original call for 
tenders, it may be mentioned that some of the conditions applicable 
to the contract would appear to have undergone modification.* 


Sonth Africa.— Rand Water Board. September 28th. Con- 
tract No. 203. Tenders for supply, delivery, and erection at the 
Board's Intake Pumping Station, Transvaal Bank of Vaal River at 
Vereeniging of (1) Two vertical spindle centrifugal pumps, direct- 
coupled to electric motors, with all accessories, and (2) one 10-ton 
travelling crane. Also for main pumping station site, Vereeniging, 
two horizontal spindle centifugal pumps, direct-coupled to electric 
motors, with all accessories.“ 


Warrington, — August 9th, Corporation Electricity 
Department. Circulating pumps. (July 15th.) 

* A copy of the specification, &c., can be consulted at the Depart- 
ment of Overseas Trade, 35, Old Queen Street, S. W. I. 


CLOSED. 


Edinburgh.—The contract for cables for the Portobello 
electric power station, mentioned in this column last week, was 
placed with Mesars. Watshams, of London, for cable manufactured 
by Mesers, Ateliers de Construction Electriques, Charleroi. 


Great Varmonth.— The Town Council Electricity Com- 
mittee has placed an order for two sets of furnaces for Babcock 
boilers’ with the Turbine Furnace Co., Ltd., of London. 


London, — Нл ммевѕмітн, — Electricity Committee. 
Recommended: 
100 30-A house service fuses, three types, 148. 6d., 12s. and 198. 6d. each. — 
Lucy & Co., Ltd. 
Conduit for mains extensions.—Doulton & Co., Ltd. | 
60 250-A switch panels, £26 48. 6d, each.—Edison Swan Electric Co., Ltd. 
Stoke NEwINGTON,—Electrio Lighting Committee. Recom- 
mended :— 
Overhead travelling crane, £360.—H. Morris, Ltd. 
h p. machine cables, £&1.-. W. T, Henley's Telegraph Works Co., Ltd. 
Alterations to buildings, £1,170.—Goodall & Son. 


Trimdon (Durham) :— 


Electric light extension from Trimdon Grange Colliery to Trimdon Village, 
£1,414.—Cox, Walker & Co. (Darlington). 


NOTES. 


The Electro-Harmonle Soclety.— The annua) general 
meeting of the Society was held on Wednesday last at the Institu- 
tion of Eleotrical Engineers. The report of the committee stated 
that during the past season 70 new members һай been elected, six 
had died, 67 had resigned, and 28 had been removed from the 
register; the membership now numbers 603. The statement of 
accounts showed a deficiency of £23, and it was proposed, in order 
to maintain the standard of the concerts, to raise the annual sub- 
scription to 21s. А resolution was passed, expressing "high 
appreciation of the inestimable services rendered to the society " 
by the late Mr. T. E. Gatehouse, joint founder and hon. musical 
director of the Society since its inception 35 years ago. 


Electric Vehicles in U.S.A. — According to the Electric 
Vehicle, the American Railway Express Co. has a fleet of 1,284 
electric vehicles, forming more than half of its total fleet. 


Thermionic Discharges in Tungsten Lamps.— The 
starting point of an investigation into the pulsating thermionic 
discharges which take place in evacuated tungsten lamps, which 
is described by Mr. A. G. Worthing in the Journal of the Franklin 
Institute, was the observation of peculiar, periodic, automatic 
changes in brightness of a tungsten ribbon filament in an evacuated 
lamp bulb. Several other lamps were investigated at the 
Nela Research Laboratory, only a few of which showed similar 
discharges, and none to the extent shown by the one in whioh the 
discovery was made. 

All of the lamps tested contained a third insulated terminal, 
by means of which thermionio discharges in the lamp could be 
measured, Simultaneous observations of thermionic currents and 
of filament brightnesges by means of an optical pyrometer showed 
conclusively that the original variations noted іп the filament 
brightness were directly connected with changes in the thermionic 
discharges in the lamp. These discharges may take place either 
from the filament to the insulated terminal, or from one leg of the 
filament to the other. 

The tungsten ribbon filament in the lamp tested was V-shaped, 
with sides about 2°56 cm. long, and with an apex slightly 
truncated so as to give an approximately square surface 1 mm, on 
edge, which in the mounting faced the third terminal, also of 
tungsten. The lamp was evacuated in the ordinary manner. In 
one test a direct current of 82 A was used in heating the filament 
to a temperature of about 2,280’ K. The negative terminal of a 
41-V battery was connected to one of the leads to the ribbon 
filament through a voltmeter with 5,000 ohms resistance; the 
positive terminal of the battery was connected to the insulated 
terminal in the bulb. 

The thermionio currenta represented by the voltmeter readings 
showed discharges of a pulsatirg character in which, without any 
alteration of conditions by the experimenter, the ourrents rose 
from a moderately steady minimum, at first slowly and then with 
great suddenness, to a maximum value at least 4'8 times the 
minimum value, The period of the discharge [eight minutes] 
was constant for nine successive intervals to within 4 per cent. 
Small characteristic variations in the form of the curves were 
repeated also. 

Different temperatures of operation, different applied voltages 
and resistances in the voltmeter circuit, yielded discharges 
differing in period, minimum and maximum current values, and 
ratios of maximum to minimum current values, Temperatures 
beyond a certain value and resistances below a certain minimum 
in the thermionic current circuit (other conditions remaining 
unchanged) tended towards pulsations which gradually diminished 
in intensity and disappeared, leaving a steady thermionio discharge. 

No definite explanation is offered for this action. However, 
the blue glow discharges which were obtainable in the lamps used 
would seem to indicate that it might be connected with the residual 
gases in the lamps. 


Protection against X-Rays and Radium.—The com- 
mittee formed to inquire into the precautions that could be taken 
by those engaged in the use of X-rays or radium recently iesued a 
preliminary report reviewing the state of present knowledge and 
stating the belief of the committee that the dangers can be entirely 
averted by suitable means. Details are given of the protective 
measures recommended to suit various conditions. Copies of the 
report can be obtained from the hon. secretaries of the X-Ray and 
Radium Protection Committee, care of Royal Society of Medicine, 
Wimpole Street, W. 1. 


The Measurement of Frequency.—An heterodyne 
method of measuring frequency by comparison with a calibrated 
valve oscillator is described by Messrs. B. S. Smith and G. F. 
Partridge in the Proceedings of the Physical Society of London. 
The calibration is performed by means of two valve oscillators, 
which are capable of giving frequencies of, say, 1,000—/sec, and 
upwards, The frequency of the oscillators is raised alternately to 
give a beat note whose pitch is determined by comparison with a 
fork, Intermediate frequencies are found by interpolation on the 
calibration curve, and а method of checking the capacities of the 
oscilator condensers is described. For the «measurement of 
acoustic frequencies the sounds are converted to alternating 
currents by means of a suitable transmitter. The method has been 
found very useful for determining the frequency of heavily 
damped steel diaphragms, and it would be possible to use it with & 
Galton whistle if some means of picking up the sound at such high 
frequencies was available. 
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Аге We Behind America?—Those who maintain that 
this country is in а great many respects far behind the United 
States, may be interested in the naiveté displayed by the following 
Reuter note which seems to announce a discovery :—' The Street 
Railway Commission of this city (Detroit) is advertising for tenders 
for 50 ' trackless tramoars, a combination tramoar and omnibus. 
The new type of car is operated by electricity provided through the 
usual trolley, but rans on rubber tires and does not require any 
tracks. The pole will swerve to permit the car to pass any other 
vehiole in the street.“ 


Electricity in Agriculture.— Electrical stimulation of 
plant growth is being tried on a large scale at the Rothamstead 
Experimental Station, and the results already attained were 
desoribed on July 15th, when, on the invitation of Lord Bledieloe, 
chairman of the Lawes Agricultural Trust Committee, members of 
the county agricultural committees visited the station, which is 
near Harpenden. According to the Daily Chronicle, experiments 
have been proceeding for some time, some of which the visitors 
saw in operation. А presture of 15,000 V is used in a network of 
wires 10 ft. above the ground over a growing crop of barley, and 
trials are being made with alternating aud continuous discharges, 
and with negative and positive discharges. No actual decision has 
yet been come to, but the average increase of growth caused by 
electrical discharges over field orope is about 21 per cent. That, 
however, is just below what is necessary to make it an economical 
proposition. In other words, says the Daily Chronicle, the 
increase of the crop barely pays for the oost of the electricity. 
But the experiments are still being continued. 


Mining Dangers Research Board.—The Board of Trade 
has eet up a Mining Dangers Research Board to deal with the 
causes and prevention of mining dangers, and all communications 
on the subject should be addressed to Mr. Edward Fudge, at 46, 
Victoria Street, S.W, 1. 

Service Note. — WIRELESS TELYGRAPHY  COURSE.— 
No. 3 "A" wireless telegraphy course for officers of the Royal 


Corps of Signals will assemble at the Signal Training Centre, 
Maresfield, on October 3rd, and terminate on November 28th. This 


. course is intended for officers and subalterns who have not attended 


a short wireless telegraphy course or the wireless telegraphy 
portion of the Royal Corps of Signals officera’ qualifying oourse. 
Applications for vacancies should be forwarded by Ccmmands to 
the War Office as early as possible.— Zhe Times. 


The Industrial League and Council. —This organisation, 
the object of which is the improvement of the relations between 
employers and employed, recently gave а dinner at tbe Holborn 
Restaurant to welcome Messrs. Ernest J. P. Benn, C. B. E., and Frank 
Elliott on their return from a five-weeks' visit to the U.S.A, In 
the absence of Viscount Burnham, the Right Hon. G. H. Roberts, 
M.P., president, was in the chair, and, following the usual loyal toasts, 
Messrs. Benn and Elliott gave their impressions of their visit to 


America, * 


A Novel Magneto-Optical Effect.— In Nature of July 
14th, further particulars are given by Prof. Elihu Thomson 
regarding this effect, described in our issue of July lat, page 3. 

ents have shown that the fumes from an iron aro form 
only a confused deposit оп a glass slide in the absence of a 
magnetic field, but when a magnetic field is applied strings of 
brownish particles are deposited in striated form with brush-like 
tufts at the ends. These striæ on the microscope slide have the 
property of polarising light. Smoke from the arc enclosed in а 
glass flask and traversed by a beam of light shows increased 
luminosity in an alternating field; when the field is weak the 
steady luminosity is replaced by a flickering, which keeps pace 


not with the alternations of current in the magnetising coil, but 


with the cycles only. This effect is observed even at & distance of 
12 ft. from the small magnetising coil. Messrs. R. Whytlaw-Gray 
and J. B. Speakman, of Eton College, in the same issue of Nature, 
describe similar experiments with various oxides dispersed in air, 
irregular chains or etrings of particles being formed which, when 
examined with the ultramicroscope, exhibit rapid Brownian motion 
under molecular bombardment. In an electrostatic field the strings 
straighten out and arrange themselves parallel to the lines of force, 
and on reversal of the field they rotate through 180°. The particles 
appear to be held together by invisible threads. 


Edncationa'. —The Recent STREET PoLYTEOUNICc (Engi- 
neering Department) announces the commencement of day courses 


‘(three years) for the Polytechnic Diploma on September 20th, 


Evening courses extending over a period Of from one to five years, 
and preparing for the A.M.LE E. and the City and Guilds final 
examinations commence on September 26th. 

SUNDERLAND TECHNICAL COLLEGE.—Mr, R. A. Bartram, a 
Sunderland shipbuilder, has presented 10,000 guineas to the Sunder- 
land Technical College. 

VIENNA.— The condition of the University is very serious. Many 
professorial chairs are vacant, their holders having abandoned 
them because they were unable to live on their pay. Austrian 
professors and men of science are migrating to Germany. It 
is possible that the University may have to close.—Zconomic 
Review. 

Appointments Vacaut.—The following vacancies аге 
advertised in this issue :—Ledger clerk (£310-£390). for Hackney 
Borough Treasurer's Department (Electricity Section); assistant 
eub-station attendant (44 8s. рег week), for the Stoke Newington 
Borough Council. 


War Inventions.—On Monday last the Royal Commis- 
zion on Awards to Inventors began the hearing of a claim put for. 
ward by Messrs. Henry Hughes & Son, Ltd., for the inven of a 
magnetic compass for use on aeroplanes. 


Wonnds Cured by Electricity—A method of destroying 
by electricity the microbes which infect wounds has been worked 
out and applied at the Royal Sussex County Hospital, Brighton, 
Dr. P. C. Collingwood Fenwick, surgical officer of the hospital, 
holds the opinion that electrical treatment will play an important 
part in combating disease in the future. The new method of 
bringing about a cure was described in a recent issue of the British 
Medical Journal by Dr. Fenwick. In one case a man had a very 
bad septic forearm, which did not improve under the usual treat- 
ment. The arm was placed in а porcelain bath filled with a solution 
of salt, and then electriclty was passed through it. The following 
day the arm looked very much cleaner. Each day it improved, 
and in 10 days with daily baths it was almost healed.” Deep gun- 
shot wounds were treated with equal success.  Electrio baths are 
being used with excellent results in the out-patient department of 
the hospital. Daily Mail. 


Electricaliy-Propelled Ships. — A paragraph which 
recently obtained considerable prominence in а number of daily 
papers deploring the lack of electrically-propelled ships in Japan 
was out of date before it reached this country, for the Toyo Kaisen 
Kaisha took over last May from the Asano Shipbuilding Oo., of 
Yokohama, an electrically-propelled ship of nearly 9,000 tons 
carrying capacity. This is believed to be the first electrically- 
driven ship built in Japan. The turbines are steam-driven and the 
machinery was made by the Swedish Ljungstrom Co.— Financier. 


Setting a Recording Pyrometer for Cold-Junction 


T emperature.—A recording pyrometer of the deflection or milli- 


voltmeter type, on which it is necessary to set the galvanometer for 
the cold-junction temperature of the couples connected to it, often 
offers considerable difficulty to an accurate oold-junction setting 
because the lowest graduation on the scale or chart is seldom less 
than 75° F., while the actual cold-junction temperature is often as 
lowas 50° Е. When the cold-junction temperature is higher than 
the lowest chart or scale division the galvanometer can be set to 
thie temperature as closely as the instrument can be read, but when 
the cold-junction temperature is lower than the lowest division this 
setting cannot be made so accurately, because there is a scale 
division on only one side of the setting to serve asa guide. 

In many cases very little attention is paid to oold-junotion 
settings; but for those users of pyrometers who eudeavour to 
maintain their equipment as accurate as possible, the following 
method for setting deflection instruments when the ocold-junction 
temperature is lower than the lowest scale division may be of 
some value: 

Disconnect the instrument from the couple and set the galvano- 
meter pointer on the lowest scale or chart division. By means of 
a potentiometer, Wheatstone bridge or other source of a small 
variable e.m.f. connected to the instrument, deflect the galvano- 
meter an amount equal to the difference between the actual cold- 
junction temperature and the lowest scale division. With the 
source of e. m. f. unchanged and still connected to the instrument, 
reset the pointer to the lowest scale division by means of the zero 
adjuster, Then when the souroe of e.m.f. is disconnected from the 
instrument the zero or cold-junotion setting will correspond with 
the actual cold-junction temperature as olosely as the instrument 


сап be read.—KIRTLAND ManzsSu,in Chemical and Metallurgical 


Engineering, 
Atmospheric Electricity as a Sonrce of Eaergy.— 


M. Hermann Plauson, on the basis of recently-conducted experi- 
ments, is of opinion that an inexpensive and unlimited supply of 
electrical energy may be obtained from the atmosphere, He has 
published a book on the subject, entitled Gewinnung und Ver- 
wertung der Atmospharisches Elektrizität (Extraction and Utiliss- 
tion of Atmospheric Electricity), published by Boysen and Massch, 
Hamburg,, 1920. According to the Schweizerische Chemikal- 
Zeitung, he uses as an antenna a captive balloon having а mstallio 
cover provided with a large number of pointed projections, or 
spikes, and allows it to ascend to a height of 1,000 or 1,600 ft. above 
ground, Positive electricity is thereby collected from the air and 
transmitted to the ground by means of a wire rope fitted with a 
spark gap, which, in turn, produces oscillations in the cirouit. 
Electromagnetic waves are also produced in an additional circuit by 
resonance, and can be utilised to drive а specially-designed 
resonance motor. By inserting condensers and spark gaps the 
efficiency and safety against lightning are increased. М. Plauson 
obtained from one balloon, at а height of 1,000 ft., a supply of 
17:28 kWh per diem, and with two balloons 81°6 kWh; he calculates 
that a battery of 10 balloons should give an annual supply of 
210,000 kWh —Technical Review. 


The Conductivity of Glass.— In Nature of July, 7th 
Mr. H. H. Poole gives an account of experiments which indicate 
that the conduction current through glass is not, as has been 
surmised, of an electrolytic nature, at ordinary temperatures. 


Fire.—AÀn outbreak of fire occurred, on July 14th, at 
the Dalzell Steel Works (Messrs. D. Colville & Sons) electrical 
station, Motherwell. It is supposed that a wire fused and ignited 
а wooden platform erected over the main cable system. The flames 
spread rapidly, damaging about 100 other cables of the main installa- 
tion. For а time it waa feared the engine-house would be involved, 
but the firemen succeeded in preventing the fire from spreading. 
The loss is estimated at about 81,500. 
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Automatic Operation of Snb-station. —The effectiveness 
of automatic sub-stations for light and power service was 
shown recently when trouble occurred on the system of the 
St. Paul Gas Light Company. ‘lhe trouble began on one of 
the trunk lines and caused а momentary drop in voltage. The 
line was not cleared immediately, and all of the synchronous 
apparatus at the manual station was put out of service. ‘I'he 
automatic sub-station cleared itself from the line but was re- 
stored automatically to service in a few seconds. It helped to 


take care of the direct-current network, which was immediately 


picked up automatically by & storage battery at the manual 
station. ‘lhe voltage on the direct-current system dropped 
from 240 to 180. The contactors on the line panel of the auto- 
matic sub-station opened, cutting in resistance. "This station 
continued giving service, bowever, through the resistance until 
enough of the manual station equipment was brought back 
into operation to restore the service to normal. The period of 
trouble lasted for about five minutes. This was the first auto- 
matic sub-station ever put into use in light and power work, 
according to the Westinghouse Electric & Manufacturing Co. 
[he sub-station was placed in operation some months ago, and 
the result has been entirely satisfactory.— Electrical vorid. 


The Vaine of Meter Inspection.—In an article in the 
Electrical World by Mr. A. L. Johnston, various instances are 
quoted of inaccurate registration of & consumer's supply. In 
one case the current transformers were of the wrong ratio, and 
for three years the meter registered only 50 per cent. of tue 
load, involving а loss of $10,000. In another case the wrong 
gear train was used in a meter on a 400-kW load, under- 
registering by 50 per cent., and this condition existed for years. 
Two-phase supply with three-wire and four-wire connections 
offers openings for metering errors. In one instance a con- 
sumer challenged his meter reading, and the meter was tested 
and found correct; it was observed, however, that the meter 
recorded one-third of the normal load when no load was on. 
Investigation revealed the fact that on the consumer's side of 
the meter the connections were three-wire. This wouia not 
have affected the meter in the ordinary way, but it happened 
that another consumer was supplied from the same trans- 
former on the four-wire system, and by accident one wire of 
each phase was interchanged with the other. The result was 
that the two phases on this consumer's preinises were in 
series, but the connection of the two phases on the other con- 
gumer's circuit enabled the motors to run satisfactorily, while 
one meter ran at half speed and the other, which gave rise to 
the complaint, ran 50 per cent. fast. Lastly, on a load of 
about 500 h.p.. the series coils of an indicating wattmeter 
were connected in parallel with the series coils of & watt-hour 
meter, and the latter ran about 50 per cent. slow for no less 
than 15 years before the error was discovered. 


Tralolag Disabled Ex-Service Men as Electricians.— 
In addition to the ordinary workshop practice in electrical 
manipulation which forms a large part of the training ot dis- 
abled ex-Service men at the Leeds Technical School, under the 
auspices of the Ministry of Labour, the men in training have 
recently completed the construction of a 20,000-volt trans- 
former to work on the Leeds Corporation a.c. supply. This 
2kW transformer was of a special design to meet the require- 
ments of the Leeds University, and has been delivered and 
tested in the Electrical Engineering Labcratory there. It was 
interesting to find that the testing pressure could be forced 
up to 100,000 volts, i.e., five times the normal capacity, before 
discharge took place between the coil terminals. This result 
speaks well for the practical knowledge and skill of the in- 
structors, and indicates careful and accurate workmanship on 
the part of the trainees who actually carried out the work. 

Besides the armature winding section in which the above- 
mentioned work was done, there are also sections for training 
fitters and instrument-makers and electrical wiremen. In the 
electrical fitting section the trainees have recently constructed 
а commutator of unusual design. The brushes work on the 
Inside instead of the outside surface. It is 19 in. in external 

meter, and is built up of 299 bars. | 

In the installation section the wiremen in training have 
been given ample opportunity for carrying out practical work 
оп a fairly large scale in varioug departments of the school 
requiring electrical extensions or alterations. In one piece of 
work of this kind, comprising 163 lights and four 3-phase 
motors, the official insulation test of the Corporation Electri- 
city Department gave an infinity reading for the lighting 
eystem and 16 megohms for the motor circuits. This also indi- 
5 very careful attention to details on the part of the 

inees. 


А Selt- Starting Synchronous Motor.—A synchronous 
motor which will start and come up to speed under load was 
developed recently. It makes use of a new principle of design 
ш а squirrel-cage starting winding. For this winding copper 
or brass tubing is used, instead of solid bars. Obviously the 
outer diameter may remain the same for all standard designs, 
this feature in connection with standard manufacture eliminat- 
ing the necessity of using various index dies for the pole 
punchings. The resistance, however. of the tubular conductor 
may be varied over a wide range by changing the wall thick- 
hess of the tubing. Inside this tubing are embedded con- 

uctors of magnetic material, such as iron or steel. The bars 


аге fastened to end-ring segments, which also serve as upper 


coil supports for the field coils. These end-ring segments, 


forming a continuous ring, are connected together between 
poles by the use of a split sleeve which fits into holes drilled 
on the job when the poles are assembled. А taper pin is 
driven in to ensure contact and mechanical stability. 

At starting the frequency in the squirrel-cage winding is 
the same as in the line, but as the rotor comes up to speed 
the frequency will fall off to zero. Owing to the skin effect 
the inner bars of magnetic material will not be effective at 
starting, but a high starting torque is established if the copper 
or brass tubing has the proper resistance. As the rotor, how- 
ever, is accelerating, the inner conductors will become effective 
and in the neighbourhood of synchronous speed will furnish a 
high pull-in torque in addition to the rather small torque fur- 
nished by the tubing at that speed. It is possible by changing 
the squirrel-cage winding to make the torque characteristics 
adapt themselves to various applications of synchronous 
motors.—«Electrical World. 


The Use of Coke-oven Gas. — The Board of Trade has 
recently endeavoured to obtain information regarding the 
quantity of coke-oven gas produced in the United Kingdom 
and the proportions used for various purposes, or entirely 
wasted. 

The output of gas per ton of coal carbonised varies from 
9,000 to 12,000 cubic feet, 10,000 cubic feet being the average 
quantity evolved. The calorific values vary from 420 to 550 
British thermal units gross per cubic foot. А total quantity of 
374 thousand million cubic feet per annum appears to be 
utilised by the coke-oven proprietors for purposes other that 
the heating of the coke-ovens, and a total of 7} thousand 
million cubic feet per annum, including upwards of 805 million 
cubic feet run to waste, is at present available for disposal. 


Indicators for Heating Appliances.— The Industrial 
Australian and Mining Standard states that Mr. G. H. Lofts, 
Hobart district manager for the State Hydro-Electric Depart- 
ment, Tasmania, has designed an indicator for electrically 
heated devices consisting of a buzzer, the sound produced by 
which can be varied as desired. The advantages claimed for 
the devices are: (1) That only about 1/15th of the energy 
used by a lamp indicator is required for the buzzer type, 
(2) cost of mantenance is less than with the lamp indicator, 
3 the apparatus may be fixed in the flexible cord or any- 
where else in the circuit; it may also be made inoperative, in 
the case of attachment to a laundry iron, when the iron is in 


use. А 

Mr. Lofts has also designed ап improved cut-out arranged 
to open the circuit when an iron reaches & predetermined 
temperature. 

Canals and Waterways.—The Committee on Inland 
Waterways has submitted a second interim report to the 
Minister of Transport, in which it states that ''certain im- 
portant waterways, were they given a fair chance and put 
under unified and competent management, would be capable 
of playing а very important part in the transport of the 
country. The Committee divides the principal inland water- 
ways into seven groups or systems, and suggests that a 
beginning should be made with one or two only of the groups. 
selecting those which present the best prospect of success 
with the least amount of capital expenditure. With this in 
view. the group comprising the River Trent and its connec- 
tions is selected as pre-eminently suited for the first experi- 
ment. 

In the Financial Times of Tuesday last the proposition was 
fiercely attacked by Mr. Harold Cox as a '' sentimental fad.” 


Electric Haulage on Canals.—At the recent inland 
navigation congress, held at Rouen, M. Du Bousquet, of the Воої&6 
de Halage Electrique (Lens Mining Co.), and M. Tumerelle, of the 
State Department of Roads and Bridges, presented a joint report on 
electric hauJage on canals. The report stated that after baving 
been established before the war in the coalfield in the North, 
electric haulage had been introduced by the Government since the 
Armistice on the lateral canal to the Oise, the сапа] of Saint- 
Quentin, and the Haut-Escaut, the total length worked being 86 
miles. А trial has also been made in the Foug tunnel, on the Marne 
oanal to the Rhine, the results responding to expectations. 


Use of Electricity in Scottish Coking Seams.—On 
June Ist, 1920, an explosion occurred in the coking coal seam of 
the Auchengeich Colliery, Lanarkshire. belonging to James Nimmo 
and Co, Lt d., by which two men were killed and five injured. The 
explosion was caused by the ignition of gas, due, as was alleged, 
to a spark from the electrical coal-cutting machine which was 
in use in the sesm. The Divisional Inspecfor of Mines gave the 
mineowners notice that the use of electricity in the coking seam 
would, on account of the risk of explosion of gas or coal dust, be 
dangerous to life, and required them to deeist from using elec- 
tricity in the seam at, or within, 50 yards of the face for coal- 
catting or for any purpose other than shot firing or obtaining 
light by means of electric safety lamps. The owners refused to 
comply with the notice, being of opinion that the use of electricity 
in the coking coal seam at, or within. 50 yards from the face 
would not involve danger to life. The Home Office thereupon, in 
terms of the Coal Mines Act, applied for the appointment of a 
referee to determine the question, and Mr. J. Gemmell, mining 
engineer, Edinburgh, was appointed by the Reference Committee. 
The hearing has now taken plave. Evidence was led on behalf of 
the Inspector of Mines and of the owners, and, after hearing counsel, 
Mr. Gemmell said he would take time to consider his deoision.— 
Iron and Coal Trades Review, 
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INSTITUTION NOTES. 


Institution of Electrical Eagineers, —RovAL CHARTER.—Notioe 
is given in the London Gazette of July 15th that а petition has 
been deposited praying for the graat of а Cbarter of Incorporation 
to the Institution, and that all petitions for or against such 
grant should bs sent to the Privy Oouncil Office, Whitehall, 
on or before August Ist. 

A.M.LE.E. EXAMINATION.— It is proposed, if a sufficient 
number of candidates make application, to hold an examination 
for Associate Membership in London and at other places (at home 
and abroad) in October, 1921. An entry form and full particulars 
may be obtained on application to the Secretary of the Institution, 
Savoy Place, Victoria Embankment, London, W. O. 2. 

WESTERN OENTRE.—On Mondagenext the annual meeting will 
be held at Hereford. Afterwards places of interest will be visited, 
under the guidance of Мг. W. T. Kerr, city ele:trical engineer 

Association of Consulting Engineers.—At the last meeting of 
the Committee of the Association of Consulting Engineers, Mr. W. 
Vaux Graham was unanimously elected chairman for the ensuing 


year. 

Electrical Power Engineera' Association (Southern Division).— 
A lecture on Boiler Design: Latest Developments,” is to be 
delivered by Mr. J. Cauthery. at Central Hall, Westminster, S.W. 
this evening (July 22nd), at 7 p.m. | 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELEOTBICAL REVIEW posted as to their movements, 


THERE was an exceptionally large attendance in the Deputation 
Room of the G.P.O. on the 13th inst., when Sir William Noble, on 
behalf of the whole staff of the Engineering Department, offered a 
handsome parting gift to Mr. ARTHUR J. STUBBS, assistant 
engineer-in-chief, on his retirement. Sir William expressed the 
feeling of a loss of a personal friend which they all had on this 
oceasion. and said it was peculiarly gratifying to realise that Mrs. 
and three of the Misses Stubbs (all of whom, with Master Cuthbert, 
were present) had such a practical share in the gift. Mr. Stubbs 
entered the Engineering Department £1:years ago, after training 


[C. Vandyk. 
ARTHUR J. STUBBS. 
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as an architect. He became first-class technical officer in 1899; 
superintending engineer in 1902, and was promoted to his present 
position in 1907. In thanking his colleagues for their most 
generous gifts, Mr. Stubbs claimed that the five bicycles were 
really а far more sentimental gift than some of them realised— 
the life-long memory of his little daughters that the delight of 
their first bicycle was given by their daddy's office friends, was finer 
than the possession of a silver teapot ; and, although Mrs. Stubbs 
was by no means above a love for pretty jewellery, the ownership 
of the highest-grade and sweetest-toned gramophone that she had 
ever heard, was a surprise gift that gave her a pleasure quite 
beyond expression, The beautiful silver casket, with an address 
and signed cards of the contributors, would form the heirloom 
that so many of them desired, and that he and his family would 
value and treagure as в perpstual token of the friendship of those 
who were so numerously represented at the meeting. 

At the same gathering a handsome psdesta4l-type gram^phon» 
was presented by the engineer-in-chief, the assistant engineers-in- 
chief, the ataff engineers, tbe superintending engineers, and a few 
others to Мв. A. Mork, O. B. E., to whom the main presentation from 
his own staff as superintending engineer of the London District 
was made early in June, as recorded in the ELECTRICAL REVIEW 
of 10th ult. Mr. Moir can claim to be the “ father” of the engi- 
neering department, inasmuch as he entered it in 1878. In a brief 
speech subsequently, Mr. T. B. Johnson, superintending engineer, 
testified to the general esteem of the superintending engineers for 
their doyen who was always their friend, and also made feeling 
reference to the recognition by the whole of the staff that Mr. 


Stubbs had himself (as he said he advised а junior lately) not only 
worked hard and played the game, but that he had always been 
радас in terised by the exhibition of the highest principles in all his 
relations. i 

In а farewell letter to the staff. Mr. Stubbs says “consciously I 
have not an enemy, and consciously I feel assured of a host of 
friends. It is splendid to be able to say this at tbe end of a long 
official career." The many-sidedness of the Post Office engineer's 
interests is indicated by the fact that besides close acquaintance 
with telegraphs and telephones, staff organisation and engineering 


accounting, Mr. Stubbs has a wide experience in the construivg of 


contracts, and an expert knowledge of fire alarms. He has worked 
on “safety first " principles in their post office application, and has 
taken up welfare work; he is a representative of the Post 
Office on the Interdepartmental Patents Committee, and on several 
committees of the British Engineering Standards Association, and 
has been a British delegate on the International Electrotechnical 
Commission. Не is also a member of the Committee of the 
Decimal Association. 

MR. ALEX. R. McCALLUM, B. So., A. C. G. I., who is leaving the 
London Electric Railway Co. to take up an appointment on the 
staff of Messrs. C. P. Sandberg, of Westminster, has had a wide 
experience in connection with electric traction; serving a 
pupilage at Messrs. Dick, Kerr & Co s Preston Works, he joined 
the London United Tramways in 1908, and later took a post on 
the staff of the London Underground group, becoming, in March, 
1915, chief assistant to the mechanical engineer ; in this capacity 
he had charge of all rolling stock, workshops, and running 
repairs to trains, gaining unique experience in these matters. In 
the autumn of 1919, in company with three other officials, he 
visited the United States to make a study of electrio traction 
conditions in that country. ; 

CAPTAIN W. HALL, Tyne Electrical Engineers, having attained 
the age limit, is placed on the retired list of the Territorial Force, 
and retains at the same time his rank of captain. Captain Hall 
was appointed to No. 1 Company in October, 1914, and was pro- 
moted captain in June, 1916. LriEUT. R. Е. WOop-Surrz, London 
Electrical Engineers, has retired under the age-limit rule after 
serving with the corps since the opening of the late war, a portion 
of which time he held the acting rank of captain, which rank has 
been given him on retiring after буе years’ service. ШЕСТ. R. H. 
SMITH, of the same corps, which he joined during the war, has 
been similarly retired. 

The Hammersmith Electricity Committee has appointed Mn. 
Е. V. JOBDAN, of Biggleswade, to the position of assietant mains 
engiueer, at à salary of £412 p:r annum. 

The Electric Lighting Committee of the Stoke Newington 
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Borough Council recommends that the salary of Мв. H. L. LARGE 
deputy borough electrical engineer, be inoreased to #385, as from 
ugust lst. 

Мв. С. Н. РоввАр LANG, director of Messrs, Lang & Squire. Ltd., 
of Acton, was married on July 20th, to Miss E. М. Talbot White, 
daughter of Mr, Geo. Н. White, of West Heath Drive, Hampetesd. 

The Rhyl Urban District’ Council has appointed MB. E. B. 
WRIGHT temporary electrical engineer to the end of the present 
financial year. He is taking the place of his brother, who has 
been ill, and is taking a year’s reat. 

Мв. Н. Н. SPENCER has been appointed assistant manager of 
the Glasgow Branch of Messrs. Crompton & Co., Ltd. Mr. Spencer 
has been connected with Messrs. Crompton for a number of years, 
and served throughout the war in the Royal Engineers. He has 
been hon. secretary of the Chelmsford Engineering Society for 
some considerable time. 


Obituary.— Mer. A. FALLEN.—Mr. Albert Fallen, a member of 
the staff of the Kaministiquia Power Co., West Fort William. 
Canada, recently received a 22,000-V shock, from which he died 
the following day. He was 45 years of age. 

The daily Press announces the death, in his 53rd year, of MB. 
ALBERT CHORLEY Rogerson, C. B. E., general manager of Beyer 
Peacock & Co., which took place suddenly at Cleveleys, on Sunday 
morning, 

Wills.—Mar. JOHN MELvILL BOURTEAD, late of Boustead Bros., 
and a director of several companies, including the Colombo Electric 
Tramways and Lighting Oo., left £24,000, 


Re thy 
Gb 
TL 
T i 
12 
же 
Mes 
Ac 
LL 
m È 
41 * 
Т 


Haz 
‚е 
1. fa 
a m 
La 
Eig 
pra 
cr iy 
49: 
M iy 


Yol, 69. No. 3,375, JULY 22, 1931.] 


THE ELECTRICAL REVIEW. 


125-8 


pS лин 


REVIEWS, 


Induction Coils. A Practical Manual for Amateur Coil Makers. 
By G. E. Bonney. Pp. x+195; figs. 80. London: Sir I. 
Pitman & Sons. Price бз. net. 

This is а sound, useful little work, which carries out its 
intention of helping amateur coil makers who have no elaborate 
appliances. Perhaps the title should not lead us to expect a 
very full account of the accessories, but the part dealing with 
interrupters seems rather meagre, while that relating to bat- 
teries is disproportionately full, especially in view of the grow- 
ing facilities for the purchase and charging of accumulators; 
few amateurs would want descriptions of so many ditlerent 
types of cell and the ellects of the speed of interruption and 
of the time of prolongation of contact might recelve fuller 
attention at the expense of this section. 

It is refreshing to find in a popular book of this type a much 
clearer indieation of the function of the condenser than is 
generally given; though anything like abstruse theory is 
carefully avoided it is possible to obtain a good elementary 
idea of this very vital matter. 


— 


Induction- coil Design. Ву M. A. Copp. Pp. 238059; figs. 165. 
London: E. & Е. Spon, Ltd. Price 215. net. 


Of two or three books on induction-coils which have reached 
us recently, that by Mr. M. A. Codd will appeal most to the 
more highly specialising reader. 

It is by far the most ambitious in scope, and enibodies an 
admirable attempt to elucidate the theory of the subject by 
means of an exhaustive series of oscillograms that reveal 
many interesting facts. In some cases, however, it is not 
very easy to follow the interaction between primary and 
secondary phenomena, and the time or time-scale displace- 
ment which seems to cause disagreement between e.m.f. and 
rate-of-chanye of flux in corresponding curves in fig. 6 would 
be less confusing were it adjusted or its cause explained. The 
book із thorough and systematic, and should prove valuable to 
all designers and makers of coils except those whose long 
experience has been crystallised in set forms and methods. 

Such blemishes as are evident suggest the need for a little 
scientific polishing, as, for instance, on p. 33, where peak- 
voltages are given as 1,013 volts and 1,945 volts—figures which 
clam an accuracy of 0.1 per cent. in the meusurement of 
quantities which are only capable of rough evaluation. 

The only feature which makes us really sad is fij. 67. This 
is called a filing figure. but by some interpenetrant or 
fourth-dimensional method shows the directions of the filings 
in the interior of the magnet. If, however, we even allow 
these lines to be conjectural, we are not comforted, for their 
interior distribution brings us to the startling conclusion that 
a magnet is divided longitudinally into two regions in which 
the magnetisation is opposite in sense or direction, so that 
а secondary coil wound on the middle of the magnet would 
enclose a flux having zero effective value. 

The author describes bald patches at the poles, and draws 
them аз neat circular areas where there are presumably no 
lines of force at all. 

We hope this figure will not give readers the bad dreams 
which haunted us after seeing it. 

On constructional detail the book seems thoroughly sound 
and most valuable; it represents great and painstaking labour, 
and is а frank disclosure of workshop methods about which 
some makers pretend to draw an unnecessary veil of secrecy. 

In conclusion, we may say that there are valuable tables 
and curves and а small bibliography—a welcome feature which 
we note with satisfaction. 

The absence of any kind of index is a blemish which we do 
hot expect to find in a modern technical publication, especially 
When, as in this case, the table of contents is meagre. 


— — — 


NEW COMPANIES REGISTERED. 


Malleable Fittings, Ltd. (175,707).—Private company: 
Registered July 13th. Capital £500 in £1 shares. To take over the electrical 
conduit fittings business carried on bv Miriam Ravenhill at Brantford, as “M 
Hill & Co.“ The directors аге: J. T. Forrester. 65. Stanley Road, Hounslow, 
engineer (managing director); Miriam Ravenhill, 103, Harthorn Road. Isle- 
worth, manufacturer. Secretary: W. Parker. Registered office: 30, Catherine 
Wheel Yard, Brantford. ' 


Lowke & Sons, Ltd.  (175,681).—Private company. 
Registered July 12th. Capital £10,000 in £1 shares (5,000 10 per cent. cumula- 
bu preference). To take over the business of an electrical, agricultural, 
vomesuc aml general engineer and boiler maker, carried on bv J. T. Lowke, 
e Kingswell Street, Northampton, as“ Lowke and Sons." The subscribers 
in with one ordinary share) are J. T. Lowke, 13. Kingswell Street, 
Northampton, engineer: Н. A. Bassett-Lowke, 18. Albion Place. Northampton, 
ine MR subscribers are to appoint the first directors. H. А. Bassett- 
К e 1 [2 q N . . D А . 

Street, Karhan managing director. Registered office: 18, Kingswell 


„Ross & Company (Electric), Ltd. (11,798).—Private 
many, Registered in Edinburgh July 13th. Capital 220.000 in £l shares. 
for „ the business of Ross and Company, manufacturers and agents 
m ned accessories and supplies, 69, Robertson Street, and 399, Parha- 
о, Glasgow. The first directors are: ]. Smith. 62, Robertson 
Robert v а. electrical manufacturer and supplier: А. Thomson, junr., 62. 
Strent "El Street, Glasgow, electrical engineer; E. F. Smith, 62, Robertson 
thares 500%, electrical manufacturer and supplier. Qualification: 100 
» Registered Office ; 63, Robertson Street, Glasgow. 


Sussex Electricity Supply Co., Ltd. (175,686).— Private 
company. Registered July 12th. Capital £20,000 in #1 shares. To take over 
the business carried on by W. Simms and E. Prior as the“ Sussex Electricity 
Supply Co.," and to carry on the business of electrical engineers, fitters and 
suppliers of electric current and energy, ctc. The first directors are: Н. W. 
Humphrics, 61, Woodcote Valley Road, Purley, Surrey; W. Simms, Hamilton 
Road, Felixstowe, Suffolk; E. Prior, 30. Church Road, Burgess Hill, Sussex; 
A. R. Hunt, 30, Church Road, Burgess Hill, Sussex. Qualification £50. 
Remuneration as fixed by the company. Secretary: G. Clough. Registered 
Office: 85, Gracechurch Street, Е.С. pos , 


—— 
OFFICIAL RETURNS OF ELECTRICAL . 
| COMPANIES, | 


Automobile Electrical Repairers, Ltd.—Particulars of 
£1,000 debentures, authorised June 13th, 1921; present issue £500; charged on 
the company's undertaking and property, present and future, including uncalled 
capital (И any). 


Drake & Gorham, Ltd.—Mortgage and Land Registry 
Charge on 36, Grosvenor Gardens and 36, Grosvenor Gardens Mews, South, 
both dated June 20th, 1921, to secure £12,000. Holders: North British and 
Mercantile Insurance Co., Ltd. 


Metropolitan ^ Electric Supply Co., 
deed dated July Sth, 1921, securing £500, 4 per cent. extension debenture 
stock, 1921, charged on the company's undertaking and property, present and 
future, including uncalled capital subject to debenture stock covered by trust 
deeds dated July 20th, 1894, July 4th, 1899, and May lóth, 1917. Trustees: 
British Trusts Association, Ltd., 33, Bishopsgate, Е.С. 


Johnson & Phillips, Ltd.—.£175,000 satisfied and new deben- 
ture stock for £350,000 issued. A memorandum of satisfaction in full on July 
Ist, 1921, of trust deed dated September 28th, 1905, securing £175,000, has been 
filed. Particulars of £350,000 first mortgage debenture stock, authorised March 
24th and covered by trust deed dated July Ist, 1921, has also been filed, the whole 
amount being now issued. Property charged: Certain lands, premises, ease- 
ments, rights and privileges in Charlton, and the company’s undertaking and 
property, present and future, including uncalled capital, Trustees: Law 
Debenture Corporation, Ltd., and London General Investment Trust, Ltd. 


James Keith and Blackman & Co., Ltd.—Satisfaction in 
full on May 5th, 1921. of debentures dated October 29th, 1901, November 
3rd, 1902, March 3lst, 1903, and May 30th, 1913, securing £900. 


Northampton Electric Light & Power Co., Ltd.—Issue on 
June 16th of £250 and July Sth, 1921, of £200 debenture stock, parts of a 
series already registered. 


A. Robinson & Co., Ltd.—Debenture dated June 14th, 1921, 
to secure £10,000 charged on the company's undertaking and property, 
present and future, including uncalled capital. Holders: James Scott, Ltd. 


Southern Brazil Electric Co., Ltd.—Particulars of £176,500 
В per cent. notes, debentures (including £146,500 already registered) autho- 
rived June 24th, 1921. Present issue £28,000, charged on the company's 
undertaking and property, present and future, including uncalled capita! 
(subject to £750,000 1st mortgage debentures). 


Cleveland & Durham Electric Power. Ltd. (89,539) .— 
Return dated May 24th, 1921. Capital £700,000 in £1 shares (350.000 preference 
and 350,000 ordinary), 333,705 preference and 157,600 orinary shares taken up 
£411,003 paid. £80,302 considered as paid. Mortgages and charges, £384, 


Brompton & Kensington Electricity Supply Co., Ltd. 
(25.913).— Return dated March 3lst, 1921. Capital £300,000 in £5 shares (20,000 
preference and 40,000 ordinary), 5,501 preference and 34,499 ordinary shares 
en up. £195,000 paid. 25,000 considered as paid. Mortgages and charges 
nil. 


Urban Electric Supply Co., Ltd. (57,986).—Return dated 
May 4th, 1921 (filed May 5th). Capital, £640,000 in 80,000 ordinary shares of 
£3 each, 50,000 preference shares of £5 each, and 150,000 undenominated shares 
of £1 each. 80.000 ordinary and 50,000 preference shares taken up. £490,000 
paid. Mortgages and charges, £443,952. 


CITY NOTES. 


The Sydney Daily Telegraph for May 17th 

English Electric stated that when moving the adoption of 
Co. of the report at the annual meeting, Mr. A. A. 
Australia, Ltd. Stewart expressed the reluctance with 
which the board had recommended the pass- 

ing of the dividend. During the year under: review, he said, 
10 per cent. had been more than earned, and they had large 
balances in cash. Commitments, however, were heavy, and 
these were not times in which they were warranted in looking 
to their bankers, accommodating as they had been in the past, 
for more than temporary assistance in the carrying out of 
their contracts. ‘They must, therefore, provide out of share 
capital or debenture loan what was necessary to complete and 
equip their new workshops. The estimated cost a year ago 
was £150,000. to be provided by the issue of dehentures. 
Only £113,600 had been issued at date of balance. The shops 
would cost £190,000, or about 25 per cent. more than esti- 
mated, and, including unremunerative expenditure at Concord, 
a total of £201.44) To meet a further expenditure of £90,000 
thev had at date of balance 480.000 less £11,000 owing to cash 
creditors, leaving £69,000. A dividend of 10 per cent. and 
one-tenth of profits to * A ordinarv shareholders would have 
reduced this to £48,000, or 447.000 less than their require- 
ments. The handling of contracts totalling £500,000 would 
probably lock up a considerable sum, and in that connection 
when entering into the agreement with the English Electric 
Co., Ltd.. thev had reason to believe that they would receive 
substantial help from them. if necessary, in capital. They 
had been disappointed. They were not expected to exercise 
their option of 100,000 shares at ?5s. Standing on the letter 
of their agreement, they could prevent the Australian com- 
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репу from making any increase of capital except by consent. 
Assuming that they could arrange with their London associates 
they had had under consideration the raising of 450.000 or 
£60,000 additional capital by the issue of new shares, either 
with or without preferential rights. The payment of a divi- 
dend must, therefore, be postponed until they got the consent 
of the A” ordinary shareholders. They wanted to make 
a fresh issue and pay the usual dividend. The financial situa- 
tion dominated everything, but he knew of no engineering 
business in а sounder position. 


Mr. J. G. B. Stone (chairman) presided at 

Electric Supply the nineteenth annual general meeting, held 

Corporation, at Salisbury House, E.C., on July 14th. 

Ltd. The directors’ report then submitted showed 

that the gross earnings for the year ended 

December, 1920, were £82,665, an increase of £92,550 for the 

year. The sum taken into net revenue account was £11,791. 

against £13,519 for 1919. After paying interest on debenture 

stock, and the actual cost of the year's repairs and renewals, 

and including the balance brought forward, there is a surplus 

of £3,403, out of which £3,000 is to be put to the reserve 
fund and £403 carried forward. 


Equivalent in 89. W Unite Gross Profit, including 
Yeer. lamps connected. sold. earnings. dividends on investments. 
1919  .. $98,857 6,982,455 £60,085 £13,519 
1990 .. 832,957 7,87, 272 82,665 17,791 


The Hendon Electric Supply Co., Ltd., distributed a divi- 
dend and bonus of 15 per cent. for 1920, and the Dumbarton 
Burgh & County Tramways Co., Ltd., a dividend of 5 per 
cent. upon its ordinary shares. The total amount received is 
included in these accounts. The following generating stations 
belonging to the company were complete, and in working order 
on December 31st, 1920 :— 

LAMPS CONNECTED. (EQUIVALENT IN 32-W Lamps). 


1920. Increase. 

Chelmsford s s 45,775 8,741 

Jedburgh .. We a 7,881 873 

Melrose - T" 7,200 931 

Dalkeith .. = m 11,904 934 

Dollar ae m ся 4,062 127 

Totnes =: s РЕ 8,609 532 

Exmouth .. s s 27,854 2,927 

St. Andrews DA rs 8,489 4,927 

Hitchin .. 985 oe 19,691 8,598 

(a) Dumbarton » Lc 126,942 8,362 

Falmouth 26,400 2,413 

Total x is 322,957 against 296,857, a net 
increase of 24,100. 

(b) Hendon, Jan. 10th, 1908 .. 915,86 252.061 86,925 
(с) Dawlish, June 26th, 1911 А 7,116 10,700 8,584 
(a) North Berwick, Sept. 15th, 1918 3,787 5,082 1,945 


(a) These figures take no account of the supply to the Dumbarton Burgh 
and County Tramways which used 040,240 units in 1920. The 
Company holds 29.840 £1 Ordinary Shares (out of 80.000 issued) 
in the Dumbarton Burgh and County Tramways Company. The 
traffic receipts of the Tramways were £41,549 in 1919 and £42,721 

(b) The бол; holds 4,169 £5 Ordinary Shares in The Hendon Electric 

upply Co., Ltd. 

(c) The Company holds 356 £1 Ordinary Shares in the Dawlish Electric 
Light and Power Co., Ltd. 

(d) The Company holds 1,000 £1 Ordinary Shares in the North Berwick 
and District Electric Light and Power Co., Ltd. 

At the meeting, the chairman, in comparing the figures for 
the two years, said that the increase in gross revenue was 
£22,580, apart from the income from investments, which 
showed a small decline of £51. 'The revenue figures were largely 
increased owing to the rise in the price of coal, which in the 
case of their large contracts they were able to hand on to 
their consumers. For the same reason they found their work- 
ing costs had increased £18,256, an increase which, although 
principally due to coal, was also due to higher wages. hey 
took into net revenue account £17,792, an increase of £4,272 
over last year. If, as on previous occasions, he excluded the 
Dumbarton undertaking and the return on investments, the 
gross profit on the other undertakings was £6,836, an increase 
of 43.887 over 1919. In turning to the net revenue account, 
they had to deal with an adverse comparison. Repairs which, 
as in former accounts, were excluded from the revenue account 
and brought into net revenue account, amounted to £7,196, 
an increase of no less than £3,935 over 1919. Тһе cumulative 
effect of the increased cost of repairs, interest charges, and the 
reduced carry forward was that the balance on this account 
was reduced from £3,621 to 43.403, which was the net result 
of operations for the year 1920. These figures showed that 
their position would have been materially better than in 1919 
had it not been for the increased cost of repairs. The cost of 
repair work was somewhat higher in 1920, and they had had a 

ood deal of battery renewal to carry out at very high prices. 

hey had still got а good deal of battery repair in front of 
them. Apart from the batteries the principal repair items had 

been machinery and switchboards at Chelmsford and to a 

lesser extent in the other towns. The credit balance on the 

Dumbarton undertaking which was £5.644 in 1919 had in- 

creased to 26,030, and if as they hoped there was a settlement 

of labour troubles in the ship-building industry and a revival 
in trade. they anticipated a considerable increase in their 
business in this town, as thev had secured additional important 
contracts. Last year he gave some figures showing the output 
and increase in costs in their towns other than Dumbarton, 
which was excluded, as they were there taking а bulk eupply 
of electricity and were not во directly interested in the cost 
of production. Similar figures for 1920 were as follows, the 


comparison being with 1914, which they considered as & pre- 
war basis. In 1914 they supplied 1,416,634 units, and in 1990 
1,743,652 units. The increase in the average selling price wag 
50 per cent. The cost of production had risen 149 per cent. 
Coal which cost £5,040 in 1914 cost £17,213. Stores costing 
£565 in 1914 cost £1,417. Wages costing £4,385 cost £11,960 
in 1920. The capital account. showed an increase of 211,098 
during the year. Apart from small mains extensions, meters, 
and such like, the principal increases had been at Chelmsford 
and Dalkeith on plant, and in Dumbarton on high-pressure 
mains for power supply. There was an item of £14,161 realired 
loss on the Dumbarton plant. This stood at £14,423 in 1919. 
They had been able to reduce it by selling some more ot the 
disused plant, and since the close of the year further sules had 
been effected. With regard to their maximum rates, they had 
now got the bulk of their undertakings in a satisfactory posi- 
tion, having obtained revised rates without any condition at- 
tached thereto, such as was required under the Temporary 
Increase of Charges Act, and under the existing law these 
revised rates could not be altered for five years as from the 
beginning of this year. The maximum rate was now ls. per 
unit in all towns except St. Andrews, where it was lUd., 
Dumbarton 6d., Exmouth 8d., and Hitchin 7d. He pointed 
out last year that in the case of Exmouth and Hitchin they 
were excluded from ene the proper increase owing to the 
form in which they carried on these undertakings. Ihe new 
Electricity Act would, if passed, relieve them, he thought, 
from this incubus. "heir investments in the Dumbarton Tram- 
ways and in Hendon had again yielded them dividends of 
5 per cent. and 15 per cent. respectively, and once more he 
regretted to report that the Dawlish and North Berwick 
companies had made no distribution. The sum of £62,213, 
representing the cost of their investments, showed a reduction 
due to their having disposed of some of their Hendon invest- 
ment in order to provide capital to meet the requirements of 
their undertakings, and the investments now included £11,144 
of their own debenture stock. Тһе average return on their 
investments was maintained at just over 74 per cent. A large 
proportion of this was free from income tax. Reviewing 
generally the position of the company, it was encouraging to 
note that apart from the item of repairs, their position was 
considerably improved, and they had reason to think that 
the repairs charges would be materially reduced when they 
had got over the arrears due to the war and the high cost 
of such work. There was no doubt that engineering prices 
were now coming down. Ав to their own cost of production, 
the high-water mark in wages had now been reached, and 
the tide was falling with the fall in the cost of living. but 
he wished they were more certain as to the trend of coal 
prices. They were now higher than they had ever been, and 
it was not known what course they would take. There was 
still an active demand for electricity. 
Sir Номе GoRbON seconded the motion, and it was carried 
without discussion. 
The annual meeting was held on July 
Crompton and 14th at Winchester House, Е.С. Mr. A. A. 
Co., Ltd. Campbell Swinton, the chairman, wuo pre- 
sided, said that in the balance sheet free- 
hold land and premises had increased to £357,167, as compared 
with 2264.655 last year. This further expenditure appeared 
owing to the completion of the main buildings and the plant 
therein and the enlargement of premises at Chelmsford. ‘They 
began to feel the benetit of these increased facilities about 
January, and they were, therefore, able to speak of these 
benetits in the light of experience of their value. As to stock 
in trade, there had been а heavy fall in the prices of nearly 
all of the commodities which were used in their business, and 
the directors, therefore, had thought it wise to write down 
this figure in the balance sheet, and the amount therein shown 
was а very conservative one. A large allowance had been made 
for bad debts, but the bad debts actually incurred were con- 
siderably less than the reserve set aside. Investments were 
£10,949, us compared with £29,242 in the previous balance 
sheet, the 419.000 having been written off for depreciation. 
There appeared a loan of £7,000 to the Corporation of Chelms- 
ford in connection with its housing scheme. This was part 
of a total sum of £10,000, the loan being repayable at six 
months’ notice. Turning to the other side of the balance 
sheet they would see that the capital remained practically 
the same as last year; the balance of the new capital was 
received in March, 1920, and therefore came into the last ac- 
counts. Sundry creditors also showed a substantial increase, but 
this item included reserve set aside against taxation. The actual 
profit earned on trading during the year was extremely good. 
but, as he had already remarked, there had been a great fall 
in the cost of raw material, and from the profits the stocks had 
to be written down to а safe figure. There had been а con- 
siderable expansion of the foreign and colonial trade, whic 
was most encouraging ў but the fall in value of the rupee had 
considerably depleted the profits of the Calcutta business. A8 
usual the profits were shown with taxation (corporation tax, 
E.P.D., and income tax) deducted. Excess profits duty came 
to an end with the completion of the last financial year. an 
this was a matter of congratulation. To show how heavily 
taxed the company was, out of every £1,000 earned over an 
above the standard the Government took £734, and left them 
with £266. E.P.D. was at the rate of 60 рег cent., as against 
45 per cent. last year. It was, therefore. with much satisfac- 
tion that the directors were able to show a net profit of £66,202, 
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ins £52,878 last year. There was some £84,468 to deal 
with, or £79,601 if they deducted the interim preference divi- 
dend. Of this it was proposed to place £19,500 to general 
reserve, bringing up the total to £75,000, and to pay a dividend 
of 6} per cent. on the preference shares, making 10 per cent. 
for the year, and a dividend of 10 per cent. on the ordinary 
shares, carrying forward £18,370. Shareholders might be in- 
terested in some further figures which gave an idea ot the 
total taxation in various forms and total dividends in the lust 
three years. Wages, &c., were three-quarters of a million 1 
round figures, taxation was £150,00, while, in the same three 
years, dividends totalled £66,000—less than 10 per cent. of the 
wages and salaries, and a little more than a third of the taxa- 
tion. In view of this the shareholders could hardly be de- 
scribed as bloated capitalists. Last year at that time they 
had been in the fortunate position of being able to turn away 
business. To-day things had entirely altered. It was true 
that at the end of the year they finished with a considerable 
amount of work in hand, but in the present condition of 
trade business was extremely difficult to get. There were 
plenty of inquiries, but few orders were being placed. How- 
ever, the settlement of the coal strike, and more recently, the 
engineers’ difficulty, should make matters more easy. If there 
was @ revival of trade, the company was ready to take full 

advantage of it. 
The resolution was seconded by Mr. O. F. Tufnel, and carried 

unanimously. 

In their report for 1920, Just issued, the 


Anglo- directors mention that the interim dividend 
Portugnese of 3 per cent., less tax, paid last November, 
Telephone absorbed £7,778, which is £213 in excess of 
Co., Ltd. the amount now available. The final result, 


as shown by the accounts, does not admit of 
the payment of any further dividend. The fall in exchange, 
combined with the ever-increasing value of imported material, 
high Customs duties, and sterling salaries was disastrous in 
ita effects on what would otherwise have been a profitable 
year. 

The Forges et Aciéries Electriques Paul 
Girod report net profits of 371.000 fr. for 
1920. At the recent meeting 1t was decided 
to draw upon the reserve funds in order to 
reduce the debit balance of 15,430,000 fr. to 9,500.000 fr. 

The directors of the Société des Constructions Electriques et 
Mécaniques de Suresnes report a loss of 3,339,000 fr. for 1920, 
which 18 attributed to the transition from war to peace manu- 
factures and the consequent reorganisation of operations, sup- 
plies, and equipment. 

The Compagnie du Chemin de Fer Metropolitain de Paris has 
declared a dividend at the rate of 4 per cent. out of net profits 
of 3,932,000 fr. in 1920 Under the new agreement with the 
City of Paris the concessions for all the lines will expire at the 
end of 1955, and the expropriation of the company in any case 
cannot take place before January Ist, 1931. 

The Compagnie du Nord-Sud, which has declared a dividend 
at the rate of 4 per cent. for 1920 out of net profits of 3,569,000 
fr.. has entered into a new agreement with the City of Paris 
amilar to that concluded between the latter and the Metro- 
politan Railway Co. The right of purchase also cannot be 
exercised by the City before January lst, 1931. and the final 
аша of the concession has been fixed for December 815, 

5. 

The Société des Constructions Electriques de France reports 
that the directors had leased from the Etablissements Singrun 
the Golbey-les-Epinal works, thus permitting of an increase 
in the capacity of the turbine department without awaiting the 
completion of the works at Tarbes. The acquisition had rendered 
posible the starting of the construction of ten hydro-electric 
ts of 10,000 h.p. for the stations being erected by the Southern 
Railway Co. for the electrification of its system. In addition 
the company had obtained control over the Compagnie Générale 
de Téléphonie et d'Electricité, which produces apparatus ac- 
cording to the Berliner patents. During the year the works at 

moe Venissieux was extended so as to be able to construct 
ош stock and electrical plant as from July, 1921. The credit 

з'апсе of 76,000 fr. for 1920 has been carried forward. 

The report of the Société des Ateliers de Constructions Elec- 
niques du Nord et de l'Est, of Paris, for last vear shows a 

Profit of only 4,619,912 fr., as compared with 5,878,494 fr. in 
e preceding twelve months. 


French 
Companies. 


The accounts of Siemens Elektrische Be- 
triebe, of Berlin, indicate profits of 
5,866,000 marks from electricity works and 
— - participations in 1990. After providing for 
: nali, гергеса од and placing 3,531.000 marks to reserve for 
id 1 15 of exchange there remains a slight balance to be 

The orward; no dividend was paid for 1919. 

3 Kontinentale Gesellschaft fur Elektrieche Wnterneh- 
for en of Nuremberg, reports net profits of 1.759.000 marks 
кады mo contrasted with 1,084,000 marks in the previous 
9 i e directors recommend a dividend at the rate of 5 
al M 125 the preference shares, which comprise practically 

The di are capital. as against 3 per cent. in 1919. 
рир, ien of the Hochfrequenz Maschinen A.G., fur 

te t Ml Telegraphie, of Berlin, reporting on the year 1920. 
receive ү 16 was uncertain what amount the company would 

don ia its 44,000 Marconi shares which were seized in 
and sold. They recommend a dividend and bonus of 


German 
Companies, 


35 per cent. on the A shares for 1,600,000 marks and 92.8 per 
cent. on the В shares for 500,000 marks. It is proposed to 
increase the share capital by the issue of new A shares for 
1,400,000 marks. | 

The report of Brown, Boveri £ Co., of Mannheim. states that 
the turnover in 1920 considerably increased, as compared with 
the preceding year. The output of large machines had not 
yet again reached the pre-war level, although greater acuvity 
was being displayed, and a separate factory had been acquired 
for the construction of large rectifiers. Ав net profits the 
accounts show the sum of 5,961,000 marks, as against 834,000 
marks, and a dividend at the rate of 10 per cent. has been 
declared on share capital of 40.000.000 marks. (as contrasted 
with 6 per cent. on 9,000,000 marks in 1919. Тһе share capital 
is now to be raised to 80,000,000 marks. 


Monterey Railway, Light & Power Co.—According to the 
Financial News, the affairs of this company have now reached 
a position which enables the company to submit a scheme of 
reorganisation, and the 5 per cent. first mortgage debenture 
stockholders’ protective committee strongly recommends that 
this scherne should be accepted. The scheme entails the fund- 
ing of the arrears of intercst due to the 5 per cent. first mort- 
gage debenture stock holders and to the Canadian Bank of 
Commerce, and the surrender by the 5 per cent. first mort- 
gage debenture stock holders of one-sixth of their nominal 
capital; but, as a set-off for the above. they obtain securities 
payable at their option in Canada in dollars or in London in 
sterling, а provision which it is hoped will create a market 
for the new securities in Canada, and consequently, an en- 
hanced value on the London Stock Exchange. Further, the 
new securities will have sinking funds, which there was no 
ив to provide for the present § per cent. debenture 
stock. 

Stock Exchange Notices.—Dealings in the following 
securities have been specially allowed by the Committee under 
Rule 148a :— 

Ever Ready Co. (Great Britain).—12,000 ordinary shares of 
£1 each. fully paid, Nos. 230,001 to 242,000; 3,636 7 per cent. 
cumulative participating preference shares of £l each, fully 
paid, Nos. 130,008 to 133.643. 

Puebla Tramway, Light & Power Co.— $1,317,500 prior lien 
5 per cent. 50-year gold bonds, Nos. AL,001 to A1,855 ($100) 
and C501 to C1,732 ($1,000). 


Pernambuco Tramways & Power Co.—The accounts for 
1990 show a profit, including balance brought forward, &c.. 
of £109,567. After utilising £51,149 for debenture interest, 
£10,230 to capital reserve, £6,800 to interest on 8 per cent. 
notes, £4,177 interest, discounts, &c., and £7,338 for exchange, 
there remains available £29,873, out of which the directors have 
placed £10,000 to renewals and general reserve and £1,500 to 
amortisation account, leaving £18,373 to be carried forward. 


Canadian General Electric Co.—With reference to the divi- 
dend of 20 per cent. announced in our issue of July 8th, we 
gather from the financial Press that resolutions have been 
passed by the company that out of the accumulated surplus 
of the company arising from the appreciated value of capital 
assets, aS appearing on re-appraisal, there be capitalised the 
amount of $1,800,000 and that fully-paid common stock be 
issued to the respective holders of common shares to the 
ae of 20 per cent. of their holdings by way of stock 

ividend. 


New Issues.—Shropshire, Worcestershire & Staffordshire 
Electric Power Co. — An issue was advertised yesterday of 
£300,000 74 per cent. ten-year convertible stock at 97; it wi. 
be guaranteed by the B.E.T. Co. 

Calcutta Electric Supply Corporation, Ltd.—250,000 ordinary 
shares are to be offered to shareholders at par. 


Lima Light, Power & Tramways Co.—The profit for 1920 
totalled £P263,710, less bond service £P51.194, bond amortisa- 
tion £P49.320, European expenses £P1.571. interest and dig- 
counts £P15,345. provision for bad and doubtful debts £P3.000. 
leaving £P143,947. plus brought forward £P95.091, making 
£P238,438, of which dividends on share capital absorbed 
£P113,546, to cost of stores £P15.000. to cost of extraordinary 
repairs 2Р5.200, to reserve for bad and doubtful debts £P9,600 
leaving £P95,091, which the board proposes to carry forward.— 
Financial Times. 


Cape Town Consolidated Tramways & Land Co., Ltd.— 
Last week. Mr. Justice P. O. Lawrence had before him a peti- 
tion by this company asking the Court to sanction a scheme of 
arrangement with its debenture holders and to confirm special 
resolutions for a reduction of its capital. His lordship made 
the orders asked for. 


Yorkshire (Woollen District) Electric Tramways, Ltd.— 
After putting £8.000 to reserve, a dividend of 6 per cent. for 
the year is to be paid on the ordinary shares and 29.356 ia to 
be carried forward. 

Para Electric Railways & Lighting Co., Ltd.—It is stated 
that owing to the uncertainty in Brazil on account of the low 
exchange, the directors have decided not to make any interim 
dividend payment on the preference or ordinary shares until 
the results of the year are known. 


. Clontarf & Hill of Howth Tramroad Co., Ltd.—Interim 
dividend of 3s. per share. 


ee 


— | 5353 
12 


28 IHE ELECTRICAL REVIEW. (vol. 89. No. 23378, JULY 22,1981. 


Simms Motor Units, Ltd.—The directors recommend a 
dividend at the rate of 73 per cent. per annum, carrying for- 
ward £10,689 (subject to E. P. D. and corporation tax). 


Bournemouth & Poole Electricity Supply Co., Ltd.—In- 
terim dividend on the ordinary shares for the half-year ended 
June 30 at the rate of 5 per cent. per annum, less tax. 


Greenwood & Batley, Ltd.— Final dividend of 23 per cent. 
on the ordinary shares, making 5 per cent. for the year, und 
34 per cent. on the preferred, making 7 per cent. 


— — — 
STOCKS AND SHARES. 


TuEsDAY Evenina. 
UNriL the Bank Rate is reduced to 5 or 5 per cent. the Stock 
Exchange markets will continue to hope. Thursday by Thurs- 
day. for the Hate to be lowered, and thus bring into market- 


. channels some of the 41, 700, 000, 000 deposits which rest at 


present in the banks. In advance of the reduction, investment 
securities continue to show strength, except in the cases of 
& few British Government issues, which ure suflering by reason 
of the competition introduced by the new 5% Treasury Bonds 
offered at 97. So far as can be seen at present, the latter 
investment is not being taken up with any marked degree of 
enthusiasm, and this fact is considered sutlicient to render it 
highly probable that the Bank Rate will be lowered in order 
to give the Treasury Bonds a fresh Impetus. It is seldom that 
the Bank Rate falls a* this season of the year; though, with 
times so much out of joint as they are at present, the pre- 
valing sentiment is that '' anything might happen.”’ 

While the Treasury Bonds remain on tap. as they are 
likely to do for some indetinite period, it is understood that 
a kind of tacit agreement has been reached that there shall be 
no fresh issues of large amount offered to the investor. How 
far this can be expected to operate in the case of industrial 
undertakings, it is difficult to estimate. In point of fact, 
several new issues are said to be almost ready for public 
subscription, issues that may make their appearance before 
the August Bank Holiday ushers in the month of school 
holidays, with its consequent paternal disinclination to bother 
about Stock Exchange securities. Meanwhile, quotations for 
the recently issued Debentures are well maintained. The 
General Electric Company's 7 per cent. Debenture stock, which 
came out at 924, and dipped to 4 discount on the underwriters 
being left with over 40 per cent. of their obligations, rose on 
Monday in this week to a small premium. Apparently this 
invited selling, because the price went back to its par level. 
at which 16 still looks cheap, considering the character of 
the security. 

The North Metropolitan Electric 73 per cent. Debenture. 
which came out at 95, keeps firm at 4 premium, and Metro- 
politan Electric 74 per cent, Extension Debenture, after being 
64 premium, eased off to 6 premium. Melbourne Harbour 
Trust 6} per cent. Debentures, issued at 98, now stand at 1 
premium, City of London Electric 8 per cent. Preference, after 
touching 22s. 6d., shed a few pence, while the new Ordinary 
remain steady at 23s. There is a ready market for nearly all 
the newly-issued stocks and shares of good class, and money 

oes steadily into these investments. Concurrently. demand 
as arisen for the Debenture and Preference stocks of the 
Home Railway Companies, including those of the Underground 
group. After being difficult to sell for four or five weeks 
past, these stocks have come into fresh favour. with the result 
that practically every day a dozen stocks add to their quota- 
tions. 

Rumours of an impending issue by the Underground Electric 
Railways of London brought about a sharp fall in the prices of 
the company’s £10 shares, and of the shilling shares, to 22 and 
6s. 6d. respectively. The Income Bonds were not greatly 
affected. Up to the present, neither confirmation nor denial 
has been obtainable, hut that fresh money will have to. be 
provided sooner or later would surprise nohody who travels 
on the line, and observes the frequent advertisements drawing 
attention to the sums that are being spent upon fresh rolling 
stock, &c. The conclusion of the coal strike is helping Home 
Railways, other than the Undergrounds, to an appreciable 
extent, althongh the average investor still declines to take any 
active interest in the Ordinary stocks of the Home Railway 
industry at a time when it is about to be handed over to 
private control, after seven years’ operation by the Government. 
The reports of the Underground companies are expected to he 
out on the Thursdav evening in this week, when probably 
some intimation will be given as to what new capital proposals 
may be regarded as necessary. | 

Charing Cross Ordinary at 35 nre the fraction better, and 
there are small rises, also, in Metropolitan Preference and 
South Metropolitan Preference. The electricity supply market 
is good as a whole, and there are very few shares on offer. 
The new Caleufta shares are quoted at 3d.—6d. premium. 
Probably the Shropshire, Worcestershire and Staffordshire 
Electric 74 per cent. 10-vear Debentures, to he offered at 97. 
will be out hefore the end of the week. "The issue is guaranteed 
bv the British Electric Traction Company. Lancashire Power 
First Preference at 16s. 6d. are sixpence lower. 


In the cable group, Anglo-American deferred standa out with 
a rise of ds. at 163. while the Eastern issues are all steady, 
with Globe Ordinary 58. better on the week. United River 
Plate Telephones have improved to 53, and there js decided 
improvement in the Bonds and stock of the various Canadian 
and American companies upon which the interest is payable 
in dollars. Shawinigan Common hardened to 12243. Rio Firstg 
are better at 914. and a number of other rises are recorded as 
the result of the wav in which the value of the dollar con- 
tinues to advance. ‘I'he price of Canadian General Electric at 
103 18 ex about 25 for the value of the stock-dividend deducted 
this week. 

iSemens Ordinary and Preference are both better at 93s. 3d. 
British Aluminium stiffened to lës. 3d. General Electric 
Ordinary fell back to 20s. 6d.. but recovered to 21s. 104d. 
English Electric 8 per cent. Notes are 4 higher at 933. The 
market in manufacturing shares’ is generally firm. А better 
tendency developed in the rubber list, in consequence of the 
expectation that the measures now being taken by the Rubber 
Growers’ Association for drastic curtailment of the output of 
the material, will have the desired effect. The best prices, 
however, were not maintained. Armament and engineering 
shares are inclined to be a little easier, with Vickers offered 
at 13s. The foreign traction group shows no particular changes 
other than further improvements in the stocks of the British 
Columbia Electric Railway. Para Electric Railways and Light- 
ing Ordinary and Preference are somewhat nominal at 5s. 
and 78. 6d. respectively, on the directors’ decision not to pay 
anv interim dividend on either. This is dictated by the uncer- 
tainty in Brazil on account of the low exchange: the question 
of the dividend-payments is to he postponed until the resulta 
of the year's working are known. 


SHARE LIST OF ELECTRICAL COMPANIES, 


Номи ELECTRICITY COMPANIES, 


Dividend Price 
— July 19, Tield. 
1919. 1920. ee Riseor a ^ 


Brompton Ordinary.. e oe 14 19 — 10 A 
Charing Cross Ordinary .. os 7 8 84 — 10 ^ 6 
do. do, do. d4$Pret.. 43 4 84 +4 тха 
Chelsea.. "e ee ee ee 4 6 83 — 9 4 8 
City of London s is - 18 14 1i — 1 4A 
do. do. 6 percent, Pref... 8 6 17/. — 112 
County of London ., ae sė 8 R Bá — 91" 6 
do. do. 6 per cent. Pref... a 8 Bà — 71708 
Kensington Ordinary «c oe 7 9 @ — 10 )8 Я 
London Electric ©- n . A 09 1 — 110 0 
do. do. 6 per cent. Pref... в 6 23 — 10 18 9 
Metropolitan .. bs EN өө в 7 BR — 913 9 
do. 4) per cent. Pref, .. 43 4 9 + 716 8 
Bt. James' and Pall Mall .. е, 19 19 6 — man 
South London ё e» sa 6 1 96 + 1018 4 
Bouth Metropolitan Pref... .. 7 ? 16/9 pe R12 4 
Westminster Ordinary ..  .. 10 10 bg +4 960 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel, Pref, bs sè 6 в B8xd — 129 
йо, Der. 14 13 yey + 4 аза г 
Chile Telephone  .. - 6 6 4i — бео 0 
Cuba Sub. Ord. s% vs ^ 7 7 Th — 9 RR 
Eastern Extension .. s. .. 10 10 Jaixd ~~ 6e 8 0 
Eastern Tel. Oord... . 0 10  légixd — 6 2 0 
Globe Tel. and T. Ord. .. .. 10 10 -- 1182 074 1 & 0 4 
do. do. Pref, ee ee 6 А 8ixd T3 — a 11 6 
Great Northern Tel. di oo 9 M ` 94)ха` — 916 0 
Indo-European ee ee ee 10 10 RO кез 8 6 8 
Marconi ot $i so; „ 45 — 2^. — = 
Oriental Telephone Ord...  .. 19 19 2 — f 16 B 
United R. Plate Tel. КЕ А 8 8 53 + 5n *6 10 9 
West India and Panama .. .. Ni Nil BIR — Nil, 
Western Telegraph.. ..  .. 10 10 164 = 6 18 
Номи Rss, 
Central London Ord. Assented .. 4 4 493 — 8158 
Metropolitan .. АЕ . 11 14 964 +14 5 18 2 
do. District ; . Nil Nil 17 Nil 
Underground Electric Ordinary .. Nil Nil a? 2—4 Nil 
do. do. "A" Nil Nil RIB ва. Nil 
do. do. Income .. 4 9 £21 —1 3 86 
FonEiGN Trama, &о, 
Anglo-Arg. Trams, First bret. 1 J2 ха — 10 0 0 
do. do. Ind Pref, ., Ni] BA = 911 4 
do. do. 5%Deb .. 5 5 644 —1 715 0 
Brazil Tractions  .. s .. Nil Ni 81 — Nil 
British Columbia Elec. Rly. Píce. 5 „ Baxd +2 812 4 
до. do, Preferred 5 43 67 +2 *8 8 8 
до. до. Deferred 8 6 55À —2 *)0 16 2 
йо, do. Deb .. 4 41i 594 — 7 910 
Mexico Trams 5per cent. Bonds.. Ni Nil 524 — Nil 
do. 6 percent.Bonds.. Nil Nil 284 = Nil 
Mexican Light Common... Nil Nil 114 — Nil 
do. Pret. o s. Nil Nü 184 — Nil 
do, lst Bonds..  .. Nil Nil 12h — Nil 
MANUFACTURING COMPANIES. А 
Babcock & Wilcox sa . 15 18 98 = в 14 : 
British Aluminium Ord, .. . .. 10 10 16/3 +6d. 1 8? 
British Insulated Ord. ..  .. 15 — lid — $1 
Callenders . ee eo ee 15 15 Ya = 10 8 1 
„ Gà ren. в 63 118 — * 
Crompton Ord. ee ee ee 10 10 16/3 — 19 
Edison-Swan .. T 85 .. 10 — 10/6 = 7 1 
do. do. 6 percent, Deb, .. 6 b €&xd — 7 4 2 
Electric Construction ., .. 10 10 16/8 — ear 
English Eleotrio .. „  .. R  R 126 — но 
Do. ре, .. .. 8 в w 132 
Gen. Elec. Pref.  .. bs vis 63 16/6 +6d. к . 0 
до. Ота, de s . 10 10 LE. — Ya 9 8 0 
Henley ce ee ee ae 15 15 ] s Eid 10 18 
do. 43 Pref, se ee oe 44 4% = 6 
India-Rubber as ss SQ. 10 — ie = R m 
Met,-Vickers Pref, .. Яр wx B 8 112 * «8 12 
Siemens Ord. .. 0? 16 10 53 на 2$» 
Telegraph Com .. .. .. 30 29 204 = 


* Dividends paid free of Income Tar. 
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THE ENGINEERING CONFERENCE, 1921. 


(Continued from page 99.) 


Battery Locomotives. 
By James DALZIEL. (Abstract.) 


ElEcrkie shunting locomotives may be either. operated from 
overhead wires or from a self-contained battery. Certain limi- 
tations imposed by the battery roughly define the respective 
spheres. Generally speaking, for yards where the work is 
moderate and fairly uniform, especially where fairly long 
lengths of infrequently worked siding are involved, battery 
locomotives will economically replace horse or capstan shunt- 
ing. A probable field for battery traction on electrified main 
lines is that of working wayside sidings with a battery tender 
to supply the main-line locomotive. Some branch lines may 
be worked economically with battery locomotives. Snunting 
in large goods yards will probably be best effected by locomo- 
tives combining overhead conductor with battery supply, the 
battery dealing with the lightly worked sidings. Where the 
obstruction of an overhead wire is objectionable, as on quay 
sides, battery operation is the only form of electric traction 
possible. 

Supply by battery alters for the worse the operating charac- 
teristics of ap electric locomotive, especially as regards over- 
load capacity. Straight battery working is not suitable for 
heavily worked slidings, or those out of which an occasional 
heavy lift has to be made. and the same applies to lines having 
heavy gradients, or which at certain hours require specially 
heavy trains to be handled. In such cases overhead conductors 
should be used; undue increase in battery capacity and weight, 
or the provision of special types, prohibitively enhances costs. 
Mid-day boosting charges are adverse to the life of all batteries 
of whatever type. nS 

Many existing sidings where locomotive operation may be 
contemplated are equipped with turntables. If it is, as it may 
be, impossible to substitute points for these, a capstan may 
be fitted to the locomotive, so as to enable it to pass over such 
turntables and into the sidings they serve. 

A typical battery locomotive was built by the Midland Raıl- 
way in 1913 to supersede horse shunting in a London voal 
vard; its dimensions are as follows :— 

Weight, 17 tons 7 cwt.; draw-bar pull, 6,400 lb., max.: 
normal load, 8 wagons (90 tons); maximum load, 12 wagons; 
speed, 7 m.p.h.; unloaded speed, about 12 m.p.b.; yard capa- 
city, about 100 wagons; average weight per haul, about 30 
tons; average length of haul, about 50 yards; annual ton 
miles, about 45,000 (excluding locomotive weight). 

Regarding design and construction, standard wagon parts 
can ш general be used. Hand brakes are sufficient. Special 
attention is required to be given to battery box ventilation 
and in-ulation. Motors should be wound specially for low 
speed and single reduction gear. The Midland locomotive 
motors are of 22 h.p. at 220 r.p.m., nose-suspended and spur 
geared 12-65. A single controller is fitted in the driver's cab 
of ordinary tramway type with rheostat braking. 

Special batteries of the road vehicle type are unnecessary 
for rail traction; a flat plate tvpe battery is sufficiently. good 
for the service, and it is anticipated that battery contractors 
will guarantee such batteries for up to ten years at an annual 
charge of 1U or 15 per cent. of their first cost. On the Midland 
engine the battery is by the D.P. Battery Co., consisting of 
Ws train-lighting type cells in wooden lead-lined boxes, the 
capacity being 300 ampere-hours at the ten-hour rate. 

Charging arrangements should be sufticiently automatic to 


enable technically unskilled labour to be normally employed. : 


In the Midland case charging is done from the Corporation 
mams through а motor generator; the generator is wound with 
shunt and reverse series coils, so that the maximum voltage 
that сап be impressed on the battery is about 2.0 per cell 
with 10 amperes only passing, while with 70 amperes passing 
the voltage becomes only 2.1 volts per cell. The shunt coils 
сш be adjusted by field regulation, so as to bring up the 
Voltage to 2.7 per cell for gassing charges, which are given 
Periodically under skilled technical supervision. 

In a self-contained yard such engines can be driven by the 
yard staff, who can also perform other duties. If the engine 
has to work on to or across the main line a qualified driver 
would have to be employed. ‘The energy consumption of bat- 
{егу locomotives is necessarily high. 1n addition to the normal 
losers by frequent stops and braking. there are the special 
losses in the battery and charging plant. In the Midland 
case the energy consumption measured at the Corporation 
meter averages about 100 watt-hours per ton-nille.. The over- 
all etheiency is about 50 per cent., i. e., а battery locomotive 
consumes about double the energy of а conductor-supplied 
locomotive on the same work. On the other hand, rail bonding 
їй yards presents sume ditticulties; moreover, in most cases 
an earthed return is not permissible; motor generator losses 
ure thus Inevitable unless double overhead wires are used. 

A locomotive of the type and capacity described would cost 
(pre-war) approximately £900 with, say, about £200 in addition 
for charging plant. This locomotive replaced five horses and 
ehr men (pre-war), the annual value of which, at to-dav's 
Prices, is about £1,600. The working cost of the locomotive 
for the Near % wis about £400; adding provision for battery 
renewal, interest, and depreciation at to-day s prices and rates, 


the total cost amounts to about #500, so that in similar con- 
ditions such an engine could be installed to-day to save £800 
per annum over horse shunting. 5 


DISCUSSION. 


Mr. J. Dalziel's paper was read and discussed on the third 
and last day of the Conference, when Mr. C. P. Sparks pre- 
sided over Section ҮП. | 

Sir Н. FowLER opened the discussion by explaining that 
one advantage of the type of engine under review was that 
it could go anywhere that a truck could go. On the Midland 
Railway they had only experienced one accident in ten years. 
and he was of the opinion that battery locomotives would 
prove very useful on the small branch lines, of which there 
were many in this country over which there was very hght 
traffic, and which it would not be advisable to electrify in the 
usual way. | 

Mr. C. Н. Merz said that a good deal could be done by 
battery locomotives at a small expenditure. More trials of the 
kind mentioned by the author would be very beneficial, as the 
subject had not received enough attention, and it was only by 
such trials that the exact battery capacity, the best charging 
conditions, plate improvements, and other data could be de- 
termined. 

Mr. R. T. Surrn wanted to know whether difficulty was 
experienced from the spilling of acid when the open battery 
was used, and whether any precautions were taken as in the 
case of train-lighting batteries? The shunting of mineral 
trains by horse haulage had cost 43.000 per annum, but by 
replacing the horses by Clyde electric capstans that figure 
had been reduced bv half. Moreover, a horse could only haul 
one truck at a time, whereas a capstan could handle a whole 
train of 200 tons. Cupstans could be operated by the ordinary 
vard staff, and the cost of electricity came to between £20 
and £40 per annum. If a qualified driver was provided for 
a battery locomotive, £900 must be added to the annual cost, 
and whether such locomotives would displace capstans de- 
pended entirely on whether they could be operated by the 
vard staff or not. He agreed about the usefulness of battery 
engines on branch lines, and complimented the author on 
his use of ordinary wagon parts for beilding the locomotive. 
That reduced the capital cost to at least half what it would 
have been had a special design been employed. and he recom- 
mended other engineers to copy the author's practice. 

Mr. Е. LxpaLL thought that the author's locomotive had 
given a very good performance, but it was too small to be of 
much use in main-line goods vards. An average of 103 tests 
in 66 American yards showed an average length of run of 
628 ft.. an average time of run of 79.5 secs., an average time of 
stop of 53 secs.. an average speed in motion of 5.4 m.p.h., 
and an average speed, including stops. of 3.24 m.p.h. with au 
average load of 306 short tons. However, that service was 
probably well above what would be required in small English 
vards. For dealing with full trains of from 600 to 700 tons 
the battery would have to be very large, unless it could be 
recharged at very frequent short intervals. The author's 
remarks about boosting were not strictly correct: was it praec- 
ticable to intermittently charge an accumulator from an over- 
head conductor or third rail? 

A speaker, on behalf of the batterv makers, pomted out that 
battery locomotives were being used in shipyards. coal mines, 
Ke. If a boost was necessary (up to the full charge) it did 
no harm whatever to the battery. The use of flat plates might 
make the height of the latter too great. Не only knew of 
one explosion in 100 locomotives. 

Sir P. Dawson asked for more information, as the subject 
was one of much importance. 

Mr. Еллотт explained that heavy batteries would last be- 
tween seven and eight vears. whereas the life of the lighter 
types was only two or three veurs. 

Mr. P. Er wanbps expressed the opinion that if railway elec- 
trification developed in this country battery engines would 
have to be built very much larger and heavier than thev had 
been so far, and suggested that regenerative braking might be 
adopted as a means of charging the accumulators. 

Lieut.-Col. F. A. Cortez LEIGH was not in agreement with 
the author as regarded. the use of battery locomotives on 
branch lines and sidings: the equipment of such lines was 
not expensive and, therefore, it would be more etticient. to 
equip them in the ordinary мау. He emphasised the import- 
ance of control, and suggested. that Edison or Exide batteries 
would be more suitable than the Plants type. on account of 
the rough handling shunting engines received in the goods 
vards. The type of battery used for platforin. trucks (whieh 
vehicles worked very satisfactorily, and were exceedinel 
robust) would be suitable for locomotives. He endorsed what 
Mr. R. T. Smith had said about capstans, and pointed out 
that labour conditions necessitated two men being allocated 
to each electric locomotive. Did drivers insist upon being 
placed on the same footing as drivers of steam engines? Before 
the war he had seen in Hungary petrol-electric engines work- 
ing economically and well. and he thought tbere was an 
opening on English branch lines for such locomotives in place 
of the battery type. They must have large experience, aud 
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it was foolish to condemn a certain type because one or two 
samples did not work well. He was of the opinion that there 
was a very large field in this country for electric shunting in 
busy yards; considerable money would be saved by electritica- 
tion, and there was plenty of opportunity for locomotive de- 
signers. 

Mr. A. C. AGNEW drew attention to the disappointing results 
that were often obtained with battery locomotives from the 
point of view of speed. The Edison battery was very durable, 
but its energy efficiency was low compared with the lead type. 
Mid-day or boosting charges could not do any harm, and the 
author was sanguine if he expected makers to guarantee their 
batteries at 10 per cent. per annum. All drivers expected to 
be dealt with on the same level. 

Mr. F. W. Carter suggested that battery locomotive motors 
should be compound instead of series wound, so as to enable 
them to regenerate, and to increase the radius of the engine. 
That would increase the switching arrangements, but patent 
No. 16,997 of 1908 showed that something in that respect had 
been done in the case of road vehicles. 

Mr. BROUFFELL was of the opinion that for yard work the 
engine must be light, and it was no good attempting to handle 
Aton trains. A main-line locomotive would probably weigh 
100 tons; a battery tender would double its weight so that 
the speed would be very low; they must do the work cheaper 
and quicker. The efficiency of the present battery locomotive 
was too low, but there were two ways of improving it: 'l'o 
alter the control and do away with some of the rheostatic 
losses, and to turn the waste energy from the brakes into the 
battery. 

The CHarrmMan (Mr. C. P. Sparks) thought they were in 
the hands of the battery makers, and that a special battery 
(not the lead type) was needed for such service. 

Mr. J. DALZIEL, in reply, said that battery explosions could 
be prevented by adequately ventilating them, and he had 
experienced no trouble from the spilling of acid. Edison 
batteries were liable to explode at any time, although they 
were not harmed at all thereby. The weight of a battery was 
really an advantage, because the difficulty was not in starting 
but in stopping a train: the battery tender could be carried 
behind in place of the brake van. Battery traction was no 
good for heavy work, and the advantage of a battery engine 
over capstans was in the capital cost. [Te estimated the cost 
of ten capstans at £6,009, and if the choice was left to the 
track department, the battery locomotive would be preferred 
every time. They had had no trouble with the staff at all. 


(To be continued.) 


THE THERMAL EFFICIENCY OF HEAT 
POWER PLANT. 


(Continued from page 100.) 

A discussion on * Air Heating for Boiler Furnaces ’’ was 
opened by Mr. W. Н. PATCHELL, vice-president, who pointed 
out that 80 years ago air heating was practised. In the mer- 
cantile marine it was very largely used in connection with the 
foreed-draught system of Messrs. James Howden & Co., of 
Glasgow; that the heater was commercially efficient was be- 
yond question. The application of the Ellis & Eaves systern of 
air heaters and induced draught to boilers installed by Messrs. 
John Brown & Co. at Sheffield Electricity Works enabled them 
to burn soft Yorkshire coal without the production of smoke, 
which without the hot air supply was copious. Detailed 
tests of boilers with and without air heaters were hard to get; 
such figures as were available had been analysed, ana the 
results were given in tabular form. Tests on a Belleville 
boiler fitted with a superheater, fan, and air heater showed 
the following results :— 


Efficiency. CO, Excess air. 
With the air heater .. . ..... 60.299 ым. 10.0 ..... Sg v 
Without the air heater ..... 602 5 uus TST anos 140 5, 
‘The excess of air had been calculated from Bunte's formula, 
15.9/7, CO., and was therefore only approximate. 
129 5 following data are extracted from the table above men— 
tioned :— 


than when, as in ordinary boiler practice, a large excess of 
air was admitted. With regard to the effect of hot air on the 
grate or stoker, stokers of the retort type, where the grates were 
more heavily covered, could be safely operated with a hotter 
air supply than stokers of the cham or travelling grate type, 
where the fuel bed was thin. The hot аш could be supplied 
above the grates. The characteristics of the fuel requirea very 
careful consideration, with regard to the ash, clinker, фе. 
The effect of the hot air would be to raise the temperature of 
the furnace, and in the case of large boilers there might he 
more anxiety regarding the maintenance of the refractories 
than of the boiler proper. 

The ordinary form of Howden heater had straight steel 
tubes fixed in steel plate casings. The Usco” and the 
“ Thermix ' were of the leaf or diaphragm plate type. 

The removal of dust from air heaters would require as much 
consideration as the cleaning of the boiler tubes. 

Steel uptakes and chimneys had been largely used, and 
where condensation did not take place the maintenance had 
been light. Mr. Patchell hoped that better records of tests 
would be forthcoming; the extra efficiency of the boiler as 
shown by arithmetical analysis was certainly not enough to 
encourage the purchase of air heaters, but it was a fact that 
air-heaters had given great satisfaction, and there was an 
over-all commercial advantage in using them. 

Supplementing the paper, Mr. PATCHELL said that a big com- 
bustion chamber and high tube clearances were necessary, аз 
had been shown by hiinself and Mr. Miller years ago, but the 
boilermakers would not then follow their lead. 

In a written communication, Mr. D. WILSON commented on 
the lack of evidence that success had been attained with air 
heaters. | 

Mr. Owen (Messrs. Howden & Co.) pointed out that air 
heating was in very extended use in the mercantile marine. 
Messrs. Rowans, of Glasgow, made tests over a long period. 
showing an economy of 15 per cent. The system had its best 
chance where the cost of coal was high. The combustion of 
the fuel was the main phenomenon, and needed the most care- 
ful attention; great quantities of air were admitted to furnaces 
in excess of the necessary minimum, and could be reduced by 
heating the air, which should have the first claim on the heat 
contained in the waste gases, in order to improve the condi- 
tions of combustion. 

Mr. ByNINIS considered it remarkable that the makers of air 
heaters did not themselves make thorough tests of the etlici- 
епсу obtained. 

Mr. S. E. FEDDbEN described plant which he had installed 22 
years ago, which increased the evaporation of the boilers from 
11,000 to 14.000 lb. per hour. Не used a steam jet to cool the 
fire bars. There were risks of corrosion due to cold feed water, 
and of injury to the furnaces by excessive. temperatures; he 
was not convinced either. way, but on the whole he preferred 
to be without the air heaters. 

Mr. C. ERITH pointed out that at sea water economisers could 
not be used, so that air-heaters had a better opening. In many 
power stations water econoinisers were being dispensed with, 
owing to the high efficiency attained by boilers of modern 
type. The high cost of coal at present created a tendency to 
reopen the question of air heaters, but there was not much to 
be gained from them. Perfect combustion could be achieved 
nowadays with cold air. 

Mr. S. UrriNG said that the faint praise accorded to air- 
heaters reminded him of the history of the superheater; 
failures had taken place, but it was only a matter of improve- 
ment in design and construction. То extract the heat from 
the flue gases the best scheme would be that which entailed 
the lowest capital and. running costs; with air heaters they 
could do this at a lower capital cost than with water econo- 
misers, but could they fully utilise the hot air? The makers 
of stokers set a limit on the temperature of the air. In the 
case of a new installation, they might cut down the cost 
of the water economiser and replace part of it with an air 
heater. Where hot air was needed for manufacturing pro- 
cesses, it could be heated by the flue gases. Owing to the 
higher steam pressures in vogue, the cast-iron tube econo- 
miser would have to go, and be replaced either with steel 
tubes or air heaters, 


Aim HEATERS. = 


Excess of Extra efti- Efficiency of Басе; 


Temp.of Temp. of Ris» in air over ciency of boiler and air о 
Type of gases leaving air entering temr. of that boiler due to heater (including air 

Type Type of air boiler, furnace. air. necessary. air heater. superheater). heater. 
Year, of boiler. Stoker. heater. | Fah. : Fah. Fah. o eo "o ED 
1914 .. Stirling X Urderfeed, travelling Usco 526 197 1?9 28 31 853 79 
- e T " T T 564 202 131 61 4'0 83 6 69 
1913 ese „ x - $5 588 247 155 47 42 83 3 | 11 
1912 .. Woodeson Class E, Underfeed " 591 230 153 36 39 50:5 76 
648 272 181 54 5 3 795 = 


39 ory) 1 77 79 : 7 


The calculated “ extra efficiency " did not take into account 
any gain from improved combustion or anything but the thermal 
units returned to the furnace with the air. There were no 
figures available showing the moisture In the air supply—an 
unportant point. It was noteworthy that when the air supply 
was cut down to the minimum required for the best boiler 
elliciencey, the extra efficiency due to the air heater was lower 


Mr. TaxstEY preferred cold air with steam jets to hot air 
Without, and Mr. GILLESPIE referred to marine practice. 

In reply, Mr. PATCHELL mentioned that in up-to-date practice 
in the United States, with large boilers worked economically 
and feedwater heated by steam, water economisers were cut 
out. At Chicago, using a pressure of 450 lb. per sq. m., à 
steel economiser was installed in series with an air heater. 
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THE TRAMWAYS AND LIGHT RAILWAYS ASSOCIATION. 


(2 ANNUAL CONGRESS. 


Tue annual general meeting and Congress was held at Caxton 
Hall, Westminster, London, on Friday, July 15th. 

Mr. C. G. TEGETMEIER presided at the annual general meet- 
ing and formally proposed the adoption of the Council's report 
and accounts for the past year. ln doing so, he gave a short 
review of the work of the Council during that period. The 
total revenue for the year amounted to £799 and the expendi- 
ture to £774. The balance of £25 increased the assets of the 
Association to £670. The work done during the past year, 
he said, must be regarded in conjunction with tbe work of 
the Conference of tramway and light railway companies, which 
was a separate body from the Association itself, althougn con- 
stituted within it for dealing with matters relating to the 
tramway industry outside the scope of the Association ав 
such, more particularly with regard to wages and labour 
questions generally. One of the important tunctions of the 
Conference was to elect representatives of the industry to sit 
on the National Industrial Joint Council, and the Municipal 
Tramways Association had now a similar organisation. ‘Lhus 
the municipal and tramway undertakings had representatives 
who met on common ground to deal with matters of common 
interest. During the past year, as in the preceding two years, 
labour and Wages questions had constituted the most important 
matters which had had to be dealt with, and much time and 
work had been devoted to them by the various representatives 
on the National Joint Council. Mr. Tegetmeier relatea the 
difficulties which had had to be encountered, especially with 
regard to wages, Which culminated in the trouble of last year 
when strikes were threatened and, indeed, in some places, 
actually took place. The position now was, however, that 
undertakings had been graded into three groups according to 
local conditions and financial capacity to pay certain rates of 
wages, and the latest settlement had been to take the best 
rate of wage 1n each district and add 3s, 2s., and 1s. per week 
respectively, there being a slide up or down according to the 
index figure for the cost of living; the rise or fall was 1з. for 
every 5 complete points, and the adjustment was made every 
three months, the index figure upon which the adjustment was 
to be made being 135. At the moment the index figure was 
119, so that, assuming that no cther change took place before 
the next quarterly revision, there would be a reduction of 3s. 
per week in wages. The large increases in wages which had 
been taking place had put the tramway industry in a very 
dithcult position, and it had only been able to carry on by 
reason of the Temporary Increase of Charges Act of 1920, 
Which enabled the undertakings to charge such fares as would 
give them а reascnable profit and a reasonable return on their 
apital. Such increases, however, could only be made after 
application to the Ministry of Transport, and already 75 under- 
takings had obtained orders under the Act. Others had been 
able to make increases in their fares under their own private 
Acts of Parlament. Among the other inatters which had 
called for the attention of the Associaticn during the year was 
some relief for tramway undertakings from the heavy burdens 
Mmposed upon them in respect of road maintenance, but cer- 
tam amendments proposed by the Association to the Roads 
Bill of 1930. were not accepted by the Minister of Transport. 
More recently further representations had been made on the 
subject, but а communication had been received from the 
Minister of Transport to the effect that he could not see his 
Way to promote legislation for the purpose cf relieving tram- 
Way authorities from their statutory obligations under Section 
W of the Tramway Act of 1570 or to make any contribution to 
the cost referred to out of the Road Fund. There, unfor- 
tunately, the matter remained for the present. 

The following members of Council retired :—Messrs. F. 
Coutts, E. H. Edwardes, Н. England, A. L. C. Fell, Alderman 
К Marne and Mr. W. Shearer. To fill the vacancies the follow- 
I were elected :— Messrs, W. V. Edwards, R. J. Howley, 
— McGill (Balfour, Beatty & Co.), F. E. Gripper, J. K. Bruce. 
and I. Bulfin. | 

The annual business meeting closed with the re-election of 
the Hon. Auditor, Mr. A. W. Chalmers. 

Two papers were then read and discussed, Alderman Smith- 
ren af Leeds being in the Chair. The first was © Tramway 
Track Maintenance,” by Mr. R. B. Holt. 


Tramway Track Maintenance, 
By Robt. B. Нот. M. I. WIIHCH. E., M. INS. C. E. I. (Abstract.) 
Tut standard of track maintenance has suffered а serious set- 
back in cotisequeuce of the war and its aftermath of industrial 
unrest. hich wages, shorter working hours and increased cost 
of materials. The standard to-day on many tracks is that of 
over 15 vears ago. In consequence of the almost entire neg- 
lect, during the war, the whole of the improvements effected 
during the reconstruction period have been lost; the standard 
ак deteriorated, and, asa natural consequence, slower speeds 
und uncomfortable travelling are general. As reserve funds 
ave Vanished, in most cases, and revenues do not аз vet per- 
It of an adequate amount of reconstruction, renewals are of 
rare occurrence, and the life of rails and pavement 18 being 
Prolonged to the fullest extent by means of rail hardening, 


groove deepening, the building-up of hammered joints by the 
arc and autogenous welding processes, the reversal of paving 
setts, and the replacement of sett paving by monolithic sur- 
faces of asphalt and tarred macadam. 

With regard to new rails, recent experience indicates that 
it 1s essential that rails shall be rolled with deeper grooves 
from steel of a more durable quality than that obtained under 
the standard specification. In this country rail grooves about 
14 inches deep have been adopted by the Liverpool, Hull, and 
Doncaster tramways. ‘There is no disputing the fact that a 
deep groove is essential, and it is the duty of the Standards 
Committee to take cognisance of this and other requirements 
in order that they may direct the necessary changes, for with- 
out their supervision the elements and advantages of stan- 
dardisation will be lost. One square inch of additional sec- 
tional arca represents approximately a 10 per cent. increase in 
the total weight of the rail, and the writer suggests that this 
inight be counterbalanced by reducing the width of the flanges. 
At the same time the rolling mill ditticulties would be de- 
creased. ‘There is no reason for any paved-in British tramway 
rail to have a flange 7 inches wide; this could be reduced io 
us little as 5 inches with advantage. | 

The wear of rails 1s exceedingly variable, and comparisons 
are not readily made between the wear of rails on different 
undertakings jn consequence of variations in the design and 
equipment of the rolling stock and the local conditions. 

Gaugings obtained by means of the Sandberg Rail Wear 
Gauge, Which has been specially designed to record accurately 
to within 4/1,000ths of an meh, show that the wear of the rail 
profile varies considerably on different systems. On many of 
tne rails where track brakes are used there is a pronounced 1n- 
crease in the inclination of the tread towards the groove; 
whilst very little wear, is taking place on the outside ot the 
ruil tread, a very considerabie loss of metal takes place on 
the gauge side, and if this rate of wear continues the wheel 
flunges will soon touch the floor of the groove. 

At list year’s Conference of the Association Mr. Ireland, in 
the discussion on Mr. Pringle's paper, stated that the worn 
profile of the rail was brought about chiefly bv the shape of 
the tire, and that the area of contact had a definite bearing 
on the subject." He had discovered by actual experiment 
that the load per square inch of contact was about 65 tons. 
from which it was obvious that the tire was being overloaded 
to such an extent that 16 would not keep its shape for any 
length of tune, and that loss of metal through detrusion took 
place, and that it followed that whatever the shape ot the 
гап to begin with, it was ultimate!y rolled to the shape ot the 
tire." ‘The writer agrees with Mr. Ireland in regard to the 
over-stressing of the metal in both the tire and the rail tread, 
and it is obvious, in many cases, that the elastic limit ot the 
steel is exceeded. In view of the increase in weights and 
speeds of tramway cars it 1s up to the track engineer to safe- 
guard his rails against the effects of the excessive compressive 
stresses, Which are admittedly responsible for аһпогша: tire 
and rail wear Which result in detrusion, battering, and, in the 
opinion of many authorities, in rail corrugation. 

The precise cause or causes of rail corrugation have not vet 
been determined, but the Hail Corrugaton Committee, on 
Which members of the Association served, definitely established 
the fact that corrugations do not exist in the rails as received 
from the mills. Whatever the origin of the force may be, its 
culminating etfezt is to exert such pressure, through the Wheel, 
on the rail tread that the elastic linnt of the steel is exceeded. 
It is evident that consideration should be given to the manu- 
facture of rails possessing superior wearing properties. For 
many years the writer has endeavoured to bring the fact home 
that rails of the standard composition and quality are not 
suitable for the work they have to perform. Ihe tensile 
strength of the standard rails is approximately 45 tons per 
square inch, and the elastic limit is only about 20 tons per 
square inch, the brinell hardness number being less than 
200. Mr. Stephen Sellon recommended, as a preventative 
of ral! corrugation, that the elastic limit of the steel 
should be raised to 60 tons per square inch, and in view ot Mr. 
lreland’s statement it would appear that even this is barely 
sufficient, with heavy cars of the London County Council type, 
to resist the pressure exerted through the wheel tire aud tu 
prevent the detrusion of wheel and rail metal. 

The time is apparently opportune for the standards Associa- 
tion to consider the revision of the Tramrail Specification, and 
in doing so it is recommended that in specifying the chemical 
composition this should be merely a guide for the manufac- 
turer as to the composition and limits of impurities considered 
to be likely to produce a material of the required mechanical 
properties. The specification should not insist on the com- 
position being rigidly adhered to, provided the mechanical and 
special tests are fulfilled. 

Many factors, such as bad conditions of casting, improper 
heat treatment, burning, &., may introduce defects infinitely 
worse than the mere presence of a few hundredths per cent. 
of sulphur and phosphorus, and such defects may, without 
careful supervision, fail to be revealed by either the ordinary 
mechanical or chemical tests. The tendency is for an inflated 
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value to be placed on the results of chemical analysis, and most 
specifications overlook one of the most important mechanical 
properties of steel in relation to its behaviour in service, t.e., 
the elastic limit, and to attach undue importance to the 
ultimate strength, to which it bears no necessary or ixed 
relation. The most advisable method of obtaining a high 
elastic limit combined with the necessary toughness as by 
means of suitable heat treatment. 

The superior physical and wearing properties possessed by 
rails treated by the Sandberg Sorbitic process, which 18 
applied at the rolling mills, are demonstrated by the very 
severe operating tests which have been carried out on the 
Turkey Hill curve of the Pennsylvania Railroad, U.S.A., over 
a period of two years, and it has been ascertained that the 
increased life of the sorbitically treated rails was 85 per cent. 
During the test the actual loss of metal on the treated rails was 
a little over 7 lb. per yard, whilst on untreated rails the loss 
was over 13 lb. per yard. The effect of the sorbitic treatment 
is to increase the elastic limit of the steel by approximately 10 
tons per square inch. 

The Woods-Gilbert re-modelling process is an effective 
method of prolonging the life of existing rails. By this process 
the floor of the rail groove is milled away to the extent of 
about 5/16ths of an inch, thus allowing the wheel flanges to 
travel free of the groove for a considerable period, and clearing 
away the irregular ridges of extruded metal near the gauge 
line. The depth of the metal remaining in the groove after the 
milling operations should not be less than 5/16ths of an inch. 

Excellent salvage work has been carried out on. numerous 
undertakings throughout the country in the way of repairs to 
hammered joints by means of the electric arc and autogenous 
welding processes. Considerably more use is now being made 
of the arc welding process than in pre-war days, and from 
what the writer has seen it is likely to develop in popularity, 
a8 it is independent of outside sources in regard to supplies. 
The deposited metal should be of the same chemical composition 
and hardness as the rail itself. The metal in many of these 
repaired joints is much softer than the rail upon which it 1s 
deposited, and analvses reveal that the deposited metal is 
generally lower in carbon. Such metal cannot be expected to 
withstand the effects of a heavy high-speed car service satis- 
factorily for any length of time. It 18 essential to ensure that 
a sufficient amount of carbon passes through the arc or fame 
into the deposited metal. This can be arranged to some extent 
in the case of the are welding process by regulating the length 
of the arc. In repair welding of this description it 18 well 
worth the additional expense to have the fishplates spot-welded 
to the rails as in the practice cf the Rail Welding Company, 
London. · Where the joints are not too badly battered, excellent 
results are being obtained by means of а single Thermit weld. 

In the " Insitu " Rail Hardening Process, patented by Mr. 
C. P. Sandberg over four years ago, an oxy-acetvlene installa- 
tion mounted on a truck is propelled slowly by hand along 
the track, whilst the flames from specially designed burners 
impinge upon the tread of the rail; à small area of the tread 
is raised to а temperature above the critical range, and imme- 
diately behind the flames jets of water are sprayed upon the 
rail, thus quenching and cooling the treated portion. The 
treatment produces a hardening effect for a depth of about 
4 in., the outer portion to a depth of fully 1 in. consisting of 
martensite, and therefore of Ње maximum hardness. Up to 
date over 100 miles of track have been treated on 23 of the 
nost important tramways in the kingdom, and orders have 
been obtained for the treatinent of a further 30 miles of track. 
On the average, the wear of the untreated rails is about 24 
tunes that of the treated rails. 

Very considerable difticulty has been experienced during the 
past few years with regard to the maintenance of the track 
paving. Very satisfactory track pavements can be obtained 
from the use of both asphalt and tarred macadain, either with 
or without a course of setts alongside the rail. The cost of 
points and crossings and tramway layouts is a very serious 
item in these days, and engineers are building their own 
junctions with searfed crossings; a much better job can be 
made than formerly, in consequence of the availability of: the 
arc and autogenous welding processes. Considerable econo- 
mies could be effected by the use of shorter and lighter points 
and crossings. The design of points and point mechanism 
‘requires considerable simplification. 

Mr. Holt added that the description in the paper of the 
Rail Welding Company's process was not quite up to date. 
He understood the present practice was to entirely weld up 
the horizontal Joints between the head and the flange of the 
rail and the fish plates, and not to cut out defective joints. 


DISCUSSION, 


Mr. A. Norton said that. the post-war cost of maintenance 
had kept rails in service long after their effective life, but 
the Sandberg process. according to the paper, had been in- 
strumental in getting a very much longer life out of the 
rails. At the same tune, the operation seemed a somewhat 
costly one. He agreed with the author that to deepen the 
depth of the groove of tram rails trom 1} in. to 14 in. would 
be a good thing. With regard to special track work, it was 
frequently specitied that the depth of the groove should not 
exceed 5/16 in., but the effect of that was that the tire often 
run over the grooves, Which wore the tire away and did not 
stop the bumping which took place at the special track 


corrugation. 


work. It would be very mucb better to keep the depth of 
the groove at the special track work the same as the neight 
of the tire flange, which was fixed at 9/16 in. for most 
sections on British tramways. ш that was reduced there 
was a risk of the tire mounting the special track work when 
going at high speeds. With regard to the effect of detrusion, 
referred to ın connection with Mr. Ireland's paper before the 
Association last year, with which the present author agrecd, 
it would be interesting to know the width of the tires and 
also the angle of inclination as originally placed in service, 
because that had an important bearing on the question. 
Considerable importance also attached to the tires on the 
same axle being of equal hardness. 
increase the hardness of the tires. one would imagine that 
there would be a proportionate increase in the hardness of 
the rails. А recent American specification shewed 0.7 to 0.85 
carbon, 0.9 silicon and 0.6 to 0.9 manganese, the maximum 
stress being 50 tons and the elongation 8 per cent. Brittle- 
ness had not the same vital effect in the case of tramways 
as railways, because in the former case the rails were sup- 
ported over their entire length. At the same time, brittle- 
ness could be overcome by suitable heat treatment, and the 
greater expense thus involved was more than compensated 
for by the longer life. Moreover, experience had shown 
that a slightly higher percentage of phosphorus and sulphur 
than usual was not deleterious. There was a good deal yet to 
be learned by the steel makers in the production of perfect 
rails. Referring to the British Standard Specifications, Mr. 
Norton said that these did not always receive the publicity 
they deserved, but he believed that steps would be taken in 
future to remedy that. The tire specification had been a work 
of years, but it was now completed and would be published 
in а few days. Whilst a standard width had been adopted, 
the question of standardising the wheel centre was a very 
much more difficult matter. 
wheel centres 16 would help the makers very much indeed. 

Мг. W. V. Epwarps (Hastings) asked for more information 
with regard to the regulation of the arc in rail welding. 
He had been welding rais by this means for some years, 
and although a good job could be made in building up joints 
of the ordinary rails, there was considerable difficulty in 
making a satisfactory Job with manganese steel points. and 
crossings. He had tried several different classes of electrode 
but had never yet found anything reliable. If they could be 
told the length of arc, which was an important factor. it 
would be interesting. Also, would the author recommend the 
use of manganese steel in building up special track work or 
even for ordinary rails. 

Mr. W. Тном, speaking of narrow versus wider flanges for 
rails, said his experience was that the wide flange was the 
best. Many of the rails bought years ago were quite as good as 
the best that could be obtained now. "They wanted to have 
the rails made in this country if possible, but if the manufac- 
turers would. not support them by giving them the right 
article at а proper price, there was no alternative but to go 
abroad. 

Mr. E. B. PickERING said that some time ago the author 
published a book in which he urged steel rail makers to make 
long points for special track work, and as a result he induced 
his firm to take the matter up. ‘That was done, but now he 
noticed the author advocated З ft. 6 in. points instead of 
15 ft. points, and he would like to know the reason for the 
change. The reason originally put forward for tbe longer 
inanganese steel points was that they gave very much sweeter 
running on tbe special track work. The maintenance ol 
points was an important matter, and there could not be 
such satisfactory maintenance with an S ft. 6 in. point аз 
with the longer point. 

Мг. R. J. Howry referred to the difliculties of bringing 
out standard specifications, many of which took such a long 
time to agree upon that they were out of date by tbe time 
they were published. Most standards were a sort of com- 
promise, owing to the conflicting views of those concerned. 
Quite recently, the Committee had been working on a new 
form of rail at the instance of Mr. Fell, but there had been 
great opposition to altering the existing standards for tbe 96 
and 104-10. rails. and these were going to remain. The new 
тай which was going to be called No. 8, was a heavy rail of 
about 114 lb. and 7 inches deep. It would have a depth of 
groove of 1-7/16 in. In the specification the chemical com- 
position was set out separately for open-hearth and Bessemer 
rails, the open hearth having 0.6 to 0.7 carbon, which was 
much higher than had been used in this country. Мапу 
undertakings had been using American rails, which were 
higher than this, and he must say that the rails of the Lorain 
Steel Co. showed great. resistance from the point of view ol 
There were objections to the use of Bessemer 
rails, but he believed there was a hope that we might get 
a harder rail in the future. 

Mr. F. BLAND agreed with the use of deep grooved rails. Ая 
a member of the British Engineering Standards Committee 
dealing with tramway rails, he regretted that а long бше 
was taken in preparing the specifications, and be believed И 
the manufacturers had been left to do it. the standard speciti- 
cation would have been issued long ago. He imagined the 
author was advocating shorter points because of the cost. and 
it should be remembered that the cost of tramway rails did 
nof increase pro rata to all other commodities of life. and 
there was not now a sufficient demand to cause a wholesale fall 
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in price. With regard to special track work, he thought there 
was need for simplification of the fittings. 

MAJOR CALDWELL said, in connection with the arc welding 
process, that there was too much metal shown in the illustra- 
tions in the paper, and that better results would be obtained 
with a single run weld instead of what appeared to be more 
or less of a mould. Tests had been carried out on the 
Manchester system by the Woods Gilbert people, using light 
welds instead of the heavy welds, the advantage of the light 
weld being that the strength of the weld was really obtained 
by fusion in the first place. If fusion was not perfect in 
the first laver, then 1t did not matter how much metal was 
added afterwards. | 
withstood 56.5 tons before it broke, and then the fracture 
was at a distance from the weld. 

Mr. C. Burnet (of the Rail Welding Co.) exhibited some 
samples of rails treated by his company's process, which had 
been in operation since 1914, and said he did not know that 
Manchester had any claim to have originated the type of 
weld which the previous speaker had referred to. 

Mr. W. T. Rosson said that not very much carbon was 
passed through the arc. and me hardness was obtained by 
adding a hardening powder as the work was being done. With 
regard to special track work, when the author wrote his book 
on permanent-way work, electric welding was hardly known. 
but since then it had enabled tramway engineers to build 
their own points and crossings, and he expected it was 
entirely a question of economy which had induced the autbor 
to raise this point. 

Mr. Нот, briefly replying to the discussion, said he had 
never done any electric welding with manganese steel rods. 
As to the length of the arc, he had heard experts say that 
more carbon was liable to be carried over the shorter arc. 
With regard to the greater wearing properties of rails made 
years ago, those were made witb more regular heats than 
was now the case; but if tramway authorities were prepared 
to pay the price, they could have a better article. The whole 
trouble was one of first cost. Similarly, eince he wrote his 
book conditions had changed very materialy. There were 
tramways now without any money at all, and if the makers 
hoped to sell points and crossings they must be made very 
much cheaper; unless these things were made cheaper tram- 
ways would go out altogether. He believed a satisfactory 10 ft. 
point could be made to take fish plates. He knew of important 
tramway undertakings which were building important junc- 
tions, and by the aid of welding were able to make a very 
much cheaper job than formerly. Therefore, unless Sheffield 
turned out cheaper stuff it would find someone else taking the 
business from it. If a softer metal was used, it would not be 
possible to harden it by any exothermic method afterwards. 
À deeper groove was necessary. and if the Standards Associa- 
tion did not take this mater in hand, tramway engineers would 
find a way of settling it themselves. 


` (Ta be concluded.) 


THE "EDISWAN" HOUSE-WIRING SYSTEM. 


THE subject of house wiring is of so much importance that 
every means by which the work of installation can be cheap- 
ened calls for careful scrutiny, and we were pleased to have 
the opportunity, last week, of inspecting а new system de- 
vised by Mr. F. С. Raphael, manager of the cable and wiring 
department of the Edison Swan Electric Co., Ltd. The 
esence of this system is simplicity. which is attained without 
loss of other desirable qualities, and it is claimed that its use 
Will result. in economy of time and labour. that it can be 


Еш. 1.—Bonvine RING. 


аы satisfactorily by workmen who аге not highly skilled, 

аи it offers little scope for bad workmanship. 

Mech DE used presents no special features of novelty. 

nio the 600-megohm class. rubber insulated. and sheathed 

üt in alloy, flexible enough to allow of sharp bends, 

ів suppli enough to be fixed with clips without sagging; it 
PPüed single or twin, the conductors in the latter case 


Such а weld on the Manchester rails. 


having tapes of different shades and the sheathing being of 
llattened section. 

The standard sizes range from 0.044 in. diameter to 3/20 
S.W.G., and the cable is dispatched on small drums, each 
containing 110 yards. | 

The characteristic feature of the system is the bonding 
ring (fig. 1), for the purpose of connecting together the metal 
sheathings of the cables at ceiling roses, switches, and other 
fittings. It consists of a ring of soft tinned brass in which 
there are four slots. the sides of which are formed so as to 
allow the metal-covered cable to pass through. The outer and 


Fic. 2.—THREE-waY Woop Brock. 


inner diameters of the bonding ring are the same as the outer 
and inner diameters of the wood block (fig. 2) and the blocks 
are provided with grooves to fit the bonding ring and cable. 
When the block is screwed down in the ordinary manner, 
the cable is gripped on both sides bv the bonding ring. and 
perfect electrical contact is made. o small screws and nuts 
are required, the necessary bonding is obtained simply by 
screwing down the wood block by means of the usual wood 


Frac. 3.—Brock AND RING. 


screw through its centre (fig. 3). It is always possible, when 
inspecting the completed work, to see whether the bonding 
ring has been properly inserted, as the edge and the turned- 
up portion are visible at the sides of the block. 

In the case of back entry, а wing of lead is turned back 
from the cable and inserted in the slit in the bonding ring 
from the inside. a plain block being then used, which presses 
the lead and the ring into intimate contact when screwed 


Fic. 4.—JuNcrTIoN Box. 


home. Both side and back entry cables сап be 
under the same block. The bonding ring is тай у. 
Чез not utilised being pressed flat when the block is screwed 

ome. - | 

The wood blocks. for which patent rights are being obtained 
are supplied ready grooved for the cable. in imitation walnut 
and white enamel finishes. 34 in. in diameter outside. 7j in. 
inside. and l in. thick. Аз the bonding ring occupies no 
space inside the block, the whole of the interior is available 
for slack cable. A " universal" 4-way block alone need be 
stocked, as all the ways need not be occupied, but blocks with 
one, two, or three ways are also supplied. To prevent any 
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possible damage to the slack cable by the centre screw, an 
insulating bush may be slipped over it—but this is not really 
necessary. 

The Ediswan junction box is made in the form of a 
universal 4-way box (fig. 4); it consists of a heavy iron back- 
plate, a bonding ring, a porcelain connector, and a stout 
stamped iron cover, painted grey. The backplate is screwed 
to the wall by a screw through the centre; the cables are then 
passed through the bonding ring and connected as desired 
with a porcelain connector, and the cover is fixed on with 


Ес. 5.—BoNbiNG STRIP. 


four serews. The parts can also be used in other combina- 


tions. 

Where cables enter а distribution box, they are clamped 
between a thick iron backplate and a thin tinned brass strip. 
which ensures perfect contact (fig. 5). The earthing wire 
can be clamped under the brass strip, but is preferably 
soldered thereto. Bonding strips for 2, 3, and 6 ways are 
available. 

One of the neatest features of the“ Ediswan " system is 
the method of supporting the cable. The “ cable ‘fixer ” is of 


ys 


Fig. 6.—CABLE FIXER AND САР. 


lead strip, which is bent round the cable; the punched ends 
are fitted into a bronzed cap (fig. 6), and the clip thus formed 
is nailed or screwed to the wall or ceiling (fig. 7). The cable 
is thus securely held without risk of injury, there are no 
projecting ends of metal, and the time expended is a mini- 
mum. The standard fixers will take two single cables or one 
twin cable. Where a larger number of cables is to be dealt 
with, lead strips can be cut to a suitable length. 

Special attention has been given to the packing of the 
components in bcxes containing convenient numbers, saving 


Fic, 7.—CaBLE FIXED. 


space and preventing damage to the parts. For example, 
a box of cable fixers contains 144 caps, 100 straps, and 10 ft. 
of lead strip. 

Every detail of tlie“ Ediswan ”' wiring system, it is claimed, 
conforms with the I.E.E. Wiring Rules. It is certainly very 
neat and ellective. with the minimum of special parts, and 
requires no special tools at all. Hence the claim that the 
system is characterised by extreme simplicity is justified. 
The whole of the parts described are made by the company, 
and a great deal of ingenuity and foresight has obviously been 


expended upon their design. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession. 


Competition in the South American Market. 


I have read vour leader in the current issue of your paper 
re Competition in the South American Market” with 
considerable interest, and generally the writer can, after 
12 vears’ experience of South America, confirm your remarks. 

The reasons why the German trade is so successful in 
the South American Republic are: 

(1) Because, whilst individual firms and industries are 
apparently separately represented, actually they are (unoth- 
cially perhaps) under the control of a guiding representa- 
tive of a central authority, who controls large groups of 
industries. 

(2) They conform to the business customs of the countries. 

With regard to the first point, the remedy is for groups of 
British manufacturers to come together and, whilst not 
necessarily altering the personnel of their present repre- 


sentatives, they must appoint a strong reliable mai to 
act as their united representative, who must be persona grata 
with the Government and Municipal powers of the country. 
The present local representatives must keep in close touch with 
him and discuss any business, at any rate, of an Important 
nature with him, before tendering. 

Details us to the wisdom and reasons of such an appoint- 
ment can only be given at an interview, but matters such 
as guarantees, obtaining payments and especially final pay- 
oe are points that would come within the ambit of the 
duties. 

At any rate, witb a representative of such a nature, and 
with adequate powers, there 18 no reason why the majority 
of any business going should not be obtained for Great 
Britain, especially when 16 is borne in mind that British 
goods and workmanship have a reputation for good quality 
us an asset to start with. 

Ender the second point, the objection often made as to 
British weights and measures and money values causing 4 
loss of trade is of little importance; actually it may be and, 
no doubt, often is, given as the official reason for turning 
down a proposition, but it carries little weight. The writer 
can give a very much more pertinent cause for such rejec- 
tions. Don't forget that the £1 sterling is known throughout 
these countries and its value thoroughly well known, and it 
is value that talks in the long run. For instance, with sove- 
reigns in one's pocket one can travel throughout most South 
American countries and receive nominal exchange for them at 
almost any shop at which he may make a purchase. The 
writer has done 16 on more than one occasion just to prove 
this contention; no other country's gold can be so used. It is 
not meant that catalogues. letters, &c., should not be made out 
in the language and weights and measures of the countries 
under review; the writer considers this to be of great import- 
ance, but still is of opinion that it is of more importance to 
transact business in accordance with the customs of the coun- 
tries as this carries the most weight. Obviously, details can- 
not be discussed in an open letter of this nature. 

To illustrate the point, a group of companies could be made 
for, say, railway work, comprising firms making in a large 
way—Structural steel shapes; corrugated iron sheets; water 
tanks; artesian well pipes and tools; windmills and pumps; 
hydraulic cement; rails; points, crossings and special work; 
bolts, nuts, tie bars, &c.; signalling apparatus, mechanical, 
electrical and automatic; carriages and wagons; locomotives; 
workshop tools, both for iron-working and wood-working. and 
some less important but necessary trades. 

When considering the above, do not conclude that because a 
lot of the railways are financed by British capital and man- 
aged by British men and because business with such railways 
can be negotiated in London, the above combination is not 
necessary. It must not be overlooked that there are a lot of 
Government railways, as well as other railways, financed by 
other countries, principally France, as well as a considerable 
mileage of railway of a semi-private nature. 

Again, with regard to the electric supply industry, a com- 
bination should be formed between makers of boilers and 
superheaters, economisers, steel chimneys, reciprocating en- 
gines, turbines, generators, condensers, economisers, pipes. 
switch and controlling gearing, transformers, rotaries, motor 
generators and motors, instruments, meters, cables, earthen- 
ware ducts, feed and circulating water pumps. workshop and 
machine tools, other necessary details from other groups, such 
as structural steel shapes, and so on. 

The above list does not pretend to be complete, but is only 
indicative of the idea advanced. 

The percentage each section should bear of the expenses of 
running the type of representation suggested could readily be 
arrived at by a round table conference. 


J. E. Stewart, M.Inst.C.E. 


Llanelly, 
July 19th, 1921. 


Charges for Service Mains. 


Your correspondent, July 8th issue, who writes about '' hold- 
ing up wiring contracts, to the benefit of gas companies.“ 
would do well to first find out what the latter would charge. 

I have recently negotiated two contracts for running service 
mains for electric power and gas for furnace heating. and 
under similar conditions the cost of the gas connection is cer- 
tainly the heavier of tbe two. 

Your correspondent who signs himself “ Disgusted " must 
realise that owing to the difference in money values and the 
consequent difficulty in obtaining capital, it is only reasonable 
that public utility companies should demand the cost of these 
connections. 

F. S. Paterson, 

London, Consulting Engineer. 

July 14th, 1921. 


Armature Core Bands. 


With reference to Armature's ” letter in THE ELECTRICAL 
Review of July 1st, I had similar trouble with an armature of 
a motor direct coupled to a centrifugal pump, running at 
2.000 rpm. The “core bands kept spreading after ^ 
run of 6 or 7 hours, while the heavy end bands remained 


t 


perfectly intact. 
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The spreading and bursting of the core bands obviously 
allowed coils to rise and strike the pole shoes, causing a 
serious " shut down." | 

The windings were speedily repaired and new bands put оп; 
this time I put on double bands. Ihe five single core bands of 
No. 18 S. W. G. wire were first put on and sweated up; then 
second bands of No. 225.W.G. were wound between the turns 
of the first—both bands were clipped at every fifth tooth, and 
sweated up solid. This gave a more solid band—the con- 
tact area for solder being considerably increased. The new 
arrangement proved О.К. 

J. J. P. С. 


July llth, 1921. 


Correspondence re the E.P.E.A. 


I. too, аш not а member of the E.P.E.A., but [ should be 
obliged for а little space in your columns in order to reply 
to Mr. Dorey's letter in last week's Review. 

In the first instance, I should like to point out to Mr. Dorey 
that the very principle he is opposing is the ideal at -which 
employer and union alike are auning, namely, arbitration, 
in place of direct-action methods. Ile ulso points out that 
the Grousers“ letters tire him—which is indeed a great 
shame—but he, perhaps, forgets that his recent continual 
stream of arguments with regard to the measurement of 
kVA greatly tired myself and many of my confederates in the 
supply industry. 

Mr. Dorey's contemptuous letter is undoubtedly an insult 
to the long and hard efforts of the E.P.E.A., whose well- 
fought battles have brought about such splendid results on 
behalf of the previously ill-paid electricity supply operatives. 

With great. pleasure І give both my name and address for 


publication. 
L. T. C. Russell. 
Springsmire Power Station, 
Dudley, Worcestershire. " 
July 12th, 1021. 


Village Electricity Supply. 


I beg to euclose cuttings with reference to a proposed 
Village electricity supply which is under consideration at 
Kingussie, in the Highlands. This scheme is to be burdened 
with the expense of getting a Provisional Order. Why is 
this necessary?’ The local Council is to carry through the 
installation. Many villages in this part of Scotland, possessing 
Water power at present doing nothing, are likely to have 
parattin as an illuminant for many years yet, through obstacles 
of one kind or another. As for electricity supply from these 
much-talked-of super-hydro stations for the whole of the High- 
lands, it is very doubtful whether this would be a paying 
proposition, as anyone who has a knowledge of this part of 
the country knows that there would be a considerable amount 
of overhead mains passing through miles and miles of rough, 
rockbound country, where there would not be a single con- 
sumer of the current. The very severe winters in this district 
would involve costly maintenance of aerial cables. 


W. Winterburn, 
| | Engineer. 
Aviemore, Inverness-shire. 


July 15th, 1921. 


[The Act of 1919 substituted Special Orders“ for Pro- 
“sional Orders," and was intended to facilitate the grant of 
such powers as are sought by the Kingussie Council; we think 
the ditticulties suggested in the cuttings forwarded by our 
correspondent have been exaggerated somewhat. 

An alternative course, which presents no difticulties, is to 
form a small company locally to supply electricity without 
statutory powers. Such a company would have a large measure 
ot freedom, as explained in our issue of April 22nd, 1921, p. 511. 
Many installations of this kind are in existence in this country. 
Els. Etec. Rev.) 


The Review of Armature Winding.” 


I have Just noticed your review of my book “ Armature 
Winding,” and I must say that it is not favourable to me 
at all. The only conclusion I can come to, since my work has 
К, heen appreciated. by readers of the ELECTRICAL 
net and other journals of the technical Press, is that you 

~ ave received a сору of the bock which does not contain 
ап errata slip, 


п explanation of this, I desire to point ont that the last ' 


15 were checked on the eve of ту departure for the West 
final 1 8 I did not really have an opportunity of checking 
11 WwW. When I received a copy of the book at Kingston, 
1 0 p Indies, some weeks after its publication, I de- 
whe 10 T of errors. and I at once informed Mr. Rentell. 
had a ШС, Printed and inserted in the book. I. personally, 
of Ede | and sent to the secretary of the Institution 
ent. he cal Engineers, to whom I knew a copy had been 
of it. cause I had already received an acknowledgment 


The first edition of this book is almost sold out, and I am 
now engaged upon its revision. I desire to assure you that 
all errors will be entirely eliminated in the second edition. 
Moreover, I am adding several new features to the book which 
wil make it a much more valuable asset to the armature 
Winder. Thanking you for drawing my attention to some of 


the mistakes. 
Cyril Sylvester, A. M. I. E. E., A. M. I. Mech. E. 


Douglas, I. O. M. 
July 15th, 1921. 


Coal Shortage and Oil Fuel. 


In reply to Mr. S. Н. Fowles's letter, I stated that at least 
three times as much oil would be used under boilers; I had 
in my mind the results which were being obtained with boilers 
at the moment I wrote the letter, and the results I had ob- 
tained with а modern all-Diesel power house, containing 
engines of various makes. I could easily have said four times 
as much per kWh and still have been within the figures. My 
actual record for getting a boiler on the range, which had 
been properly banked with coal and with several oil burners 
fitted, 18 22 minutes; this was only done because of necessity 
and not because it improved the condition of the boiler. 1 
don't think Mr. Fowles will beat 20 minutes by a big margin. 
The actual time to get a Diesel on load depends to a great 
extent on the number of cylinders and the weight or the 
flywheel; I had a special low-speed traction set once which 
took about a minute, but an emergency set in the same station 
would run up in a very few seconds, although it had fewer 
cylinders. 

With regard to Indian native crews of ships, many of them 
can drive Diesels and they can be satisfactorily trained in this 
work in a very short space of time, seeming to have a natural 
liking for it, as there is no coal trimming or other work 
distasteful to them. So far as English-made Diesels are con- 
cerned, I have noticed that they vibrate more than they 
should, and I have seen quite a number of them giving trouble, 
mainly due to vibration and sluggish running. I own up to 
having ill-treated one Diesel engine, continuously for four years 
or во during the war, and although at the time about 18 years 
of age, and suffering from permanent defects, due to a prema- 
ture birth, 16 was running better at the end of the time, and 
capable of taking а bigger overload than when it was first 
overloaded. If there are any points of practical value in con- 
nection with Diesel engines I should be glad at any time to 
discuss them; the scientific aspect of the problems seems to 
be well established, and the advantage of exhaust boilers and 
feed heaters is now recognised, as is the fact that the hot 
circulating water may also be of value. ‘The trouble seems to 
be an operation ditticulty, which I myself have yet to discover, 
but which has set the '' powers that be " quite against this 
tvpe of prime mover. 

Junior Charge Engineer. 

July 15th, 1921. 
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A Mysterious Occurrence. 


With reference to the mysterious earth lamp trouble which 
is puzzling "А. H.,“ I think if he looks a little closer into the 
inatter he will find it not so mysterious after all. 

The most probable cause of it is in a faulty field coil of a 
motor which 1s flashing a large back voltage to earth. 

It may arise from insulation faults in coils such as a solenoid 
or a lifting magnet, but at any rate I think he will be certain 
to find 1t 1s an induced current of high voltage. 

It frequently happens in steelworks practice, and as a cure 
for the damage to the earth sets [ would suggest putting 
another lamp of the same voltage (220) in the earth wire, 
which wil give the necessary result. The difference is 
that during a dead earth, instead of one full light showing, 
the earth lamp will show a half and one of the mains a half. 
In the case of the excess voltage I have mentioned, the two 
lamps have a better chance of standing up to it until the 
cause of the trouble is located and removed. 

I should be pleased to know if " A. H.” finds my surmise 
to Бе correct in his case, or, if not, where he found the cause. 


| Arthur Coates. 
Stockton-on-Tees. 
July 15th, 1921 


Short.range Sea Horizons for Cable Ships. 


With reference to the letter of Capt. Campos, I would 
suggest that a range finder greatly facilitates the use of a 
short-range sea horizon. 

Н.М. telegraph ship Alert is fitted with а 9-ft. Barr & Stroud 
range finder. By utilising the astigmatic lens the distance 
of a flare or light can be obtained at night with great accu- 
racy at the moment of observation, whether the ship be stopped 
or moving. 

In the North Sea, where good horizons are rarely obtained, 
excellent results have been obtained by using the lighted mark 


buoy in conjunction with the range finder. 


Walter H. Leech. 
Third Officer, 
H.M.T.S. Alert. 
July 15th, 1921. 
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17.931. Electrical apparatus for indicating and repeating movements at 
a distance." J. L. Rouun. July Ist. 

17,933. '' Electric starting and igniting apparatus." Scintilla. July Ist. 
(Switzerland, July Ist, 1929.) 

17,936. “ Electric generators and motors." T. S. Jones. July Ist. 

17,941. ''Drives for paper machines, &c.'" British Thomson-Houston Co., 
Ltd. (General Electric Co.). July Ist. 

17,942. “ Electric measuring instruments." A. S. Cubitt. July Ist. 

17,943. Protective devices for electric circuits." British Thomson-Houston 
Co., Ltd. (General Electric Co.). July Ist. 

17,944. '' Electric conductors, and method of insulating same." British 
Thomson-Houston Co., Ltd. (General Electric Co.). July Ist. 

17.947. Telephone call boxes, &c." W. Clark and Clark's Neo-Electric 
Devices, Ltd. july Ist. 

17,958. Electro-maginetic and polarised relays." T. Lenaghan. July Ist. 
, 17.959. Telephone switch banks." Creed & Co., Ltd., and T. Lenaghan. 
uly Ist. 

17.900. Automatic telephone systems." Creed & Co., Ltd., and T. Lena- 
ghan. July 7th. 

17,961. '*' thermostatic relays." T. Lenaghan. July Ist. 

17,97. “ Manufacture of electric cables.“ Callender's Cable & Construction 
Co., Ltd., and J. Urmston. July 2nd. 

17,998. ‘ Electric switch gear. Caliender's Cable & Construction Co., Ltd., 
and C. W. Kay. July 2nd. [ 

18,007. ''Control of electric motors for cranes, &c." D. Adamson, W. 
Brook, and E. Holme & Co., Ltd. July 2nd. 

18,017. Supports for electric light holders." W. Barnett, B.S.T. Electric 
Fittings Co., К. Saunders, and P. J. Thompson. July 2nd. 

18,030. Package or container for incandescent electric lamps, &c." Н. С. 
Lovell. July 3nd. 

18,032. Electrically-heated clothing." A. Negromanti. July 2nd. (Italy. 
December 18th, 1920.) 

18.037. Electric instruments and relays." Е. H. Barbour and A. J. 
Martin. July 2nd. 

18,044. '' Process of treating light rays, cathode rays, Rontgen rays, &c." 
R. Bengough. July 2nd. (Austria, July 3rd, 1920.) 

18,067. Electric switches." Н. S. Cooke and А. G. Sutherland, Ltd. July 


18.073. '' Fuse-boxes for electric cables." R. A. Macaulay. July. 4th. 
18,080. “ Electric cables and insulators.” G. Н. Hosic. July 4th. 
18,082, .“ Electric protective apparatus." С. С, Garrard, A. Н. Railing 
and W. Wilson. July Ath. 

18.086. Masts for supporting overhead electric transmission lines, &c.“' 


G..V. Twiss. July 4th. 
18,091. ~“ Electric immersion heateg.” С. W. Slark and F. M. Steele. 


18.093. Systems of long-distance telephony." Naamlooze Vennootschap 
Nederlandische Thermo-Telephoon Maatschappij. July 4th. (Germany, July 
Sth, 1929.) 

18.097. “ Transmission dynamometers.“ F. Krupp Akt.-Ges. July 4th. 


(Germany, November 10th, 1920.) 
18,108. “ Electric supply services for dwelling-houses.“ Е. S. Russel. July 


4th. 

18,109. ''Cathodes for electrolvsers." J. F. Webb. July 4th. 

18,112. Electric current-collectors." Р. Н. Brown, Morgan Crucible Co.. 
Ltd., and C. Y. Knight. July 4th. 

18,122. '' Telephone systems." Automatic Telephone Manufacturing Co., 
Ltd. July 4th. (United States, July 3rd, 1920.) 

18.125. Dynamo-electric machines." F. Newton. July 4th. 

18,126. “Cleaning discharge electrodes in apparatus for electric precipita- 
tion of suspended particles from gases." Lodge Fume Co., Ltd. (Metallbank 
und Metallurgische Ges.). July 4th. 

18.127. Mechanically rectifying polyphase current." Lodge Fume Co., Ltd., 
(Metallbank und Metallurgische Ges.). July 4th. 

18,138. “ Safety spring accumulator case." S. Trench. July 5th. 

18,145. ''Self-driving, &c., electric motors, generators and transformers,” 
A. E. W. Maseyk. July 5th. 

18,171. ''Supports for electric lamps.” S. Preston and H. Wilkinson. 
July 5th. 

18,185. ''Sparking-plugs." M. L. Parsons. July oth. 

18.215. Methods of coating reflectors, &., with liquid enamel, &c."' 
British Thomson-Houston Co., Ltd. (General Electric Со). July 5th. 

18,216. Electric induction apparatus." British Thomson- Houston Co., 
Ltd. (General Electric Co.). July oth. 

18.217. Dvnamo-electric machines.“ British Thomson-Houston Co., Ltd. 
(Compagnie Francaise Thomson-Houston). July 5th 

18.218. Dynamo-electric machines," British Thomson-Houston Co., Ltd., 
and J. Martin. July Sth. 

18.219. Electric equipment of aircraft." A. L. Davis. July 5th. 

18,226. ‘ Induction electric motors." G. H. Fletcher, Metropolitan-Vickers 
Electrical Co., Ltd. July 5th. 

18.227. Electric transformers, reactance coils, &c."— Metropolitan- Vickers 
Electrical Co., Ltd. July 5th. (United States, July 20th, 1920.) 

18,235. “Safety clip for plug-testing on motor-cvycles." I.. W. Appleton. 
July 6th. 

18,936. “ Electric transmission." A. M. Taylor. July. 6th. 

18.241. '' Means for controlling feed or transversing material in electric 
welding machines.“ H. J. Preasev. July 6th. 

18,248. Electric indicator movements.“ I. Н. Parsons. July 6th. 

18.267. ''Sparking plugs," W. Pickard. July 6th. 

18.271. Levers of brake rigging of electric tramcars and trailers.” J. P. 
Barker. July 6th. 

18.277. Combined. electric cable receiver and grip.” А. E. Baster. July 


18,295. "'' Telephone circuits.” D. A. Christian and Siemens Bros, & Со, 
Ltd. July 6th. 

18.296. Hunting arrangements in telephone systems.“ J. E. Colher, Е. 
A. Petithory and Siemens Bros. & Co., Ltd. July 6th. 

18.297. Clamps for electric junction boxes for bonding metallic sheathed 
wires, &c." S. E. R. Beecroft, G. S. Boothroyd and Callender’s Cable & 
Construction Co., Ltd. July 6th. 

18.298. '' Manufacture of electric wires or cables,“ V. T. Burchall and 
Callender's Cable & Construction Co., Ltd. July 6th. 

18,311. ‘Sound amplifiers," A. E. Stebbing. July 6th, 

16,322. “ Lighting fixtures." British Thomson-Houston Co., Ltd. (General 
Electric Co., Ltd.). July 6th. 

18.342. '' Kevboard perforators for punched tape for automatic telegraphy.” 
F. G. Creed. July Gth. ; 

18,349. ** Commutator dvnamo-electric machines,’ 
Co., Ltd. Julv sth. (United States, July doth, 1920.) 

18.358. Distant control device for electric circuits" P. Nouvel. July th. 
(France, August 12th. 1920) f 

18,363. "' Electric storage batteries, & T. E. Kohlmecver. jule 6th. 

18.361. Outside containers or boses of electric storage batteries, Se L 
E KehImever. July 6th. 

18,372. '' Xccumulators or secondary batteries," T. S L. Mann 

18.393  '' Electro-mechanical rope safety grip for hoists, & 
Marsden July 7th. 

18120  ''Safetv devices for preventing mer-heatine of electric. flat irons 
еке F Richter. July 7th. (Switzerland, July 26th. 1980.) | 


2 


Metropolitan-Vickers 


July 6th 
C. H. 


18,446. “Car control cquipments." British Thomson-Houston Co., Lid. 
(General Electric Co.). July 7th. 

18,458. '' Electric accumulators.” 
and Н. Dean. July 7th. 

18,464. ''Strip tor holding electric lamp holders in position." D. J. Ever- 
shed and W. W. Symper. July 7th. 

18,466. Motor controllers." Cutler-Hammer Manufacturing Co., and 
Igranic Electric Co., Ltd. July 7th. 

18,467. Apparatus for suppressing arcs." Cutler-Hammer Manufacturing 
Co., Ltd., and lgranic Electric Co., Lid. July 7th. 

18,4714. Electrically-heated ovens." Н. H. Berry. July 7th. 

18,475. *' Electric radiators.” Н. Н. Berry. July 7th. 

18,498. “ Cathode tubes." P. Dresla and W. Graaf. July 7th. (Germany, 
July 8th, 1920.) | 

18,525. ** Instruments. for measurement of electrical resistances.” J. W. 
Record. July 8th. 

18.50. Candle-lamp holder." N. Zabban. July 8th. 

18,541. “ Telephone receivers operated by heat." L. B. Miller. July sth. 

18,546. “ Hydrophones." A. Watkins. July 8th. 

18,562. “ Lanterns and casings for electric lamps, &c."' 
July Rth. 


Chloride Electrical Storage Co., Ltd., 


К. K. Hearn. 


ee 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1919. 


20.252. Relay and radio receiving systems and the like.” J. Scott. 
Taggart. August 18th, 1919. (Cognate application, 32,523, 1920, and 34,315, 
1920. Patent of addition not granted.) (166, 115.) 

20,261. '* Telephone intercommunication and like systems.“ W. P. Thomp- 
son (Compagnie Générale de Télégraphie et de ‘1éléphonie). August 18th, 
1919. (160,116.) 

22,166. Electric oil switches." Victoria Falls & Transvaal Power Co., 
Ltd., and B. Price. September 9th, 1919.  (165.117.) 

32,411. System for the transmission of electro-radiant energy. F. A. 
Kolster. November 27th, 1916. (137,073. 

32,415. “ Method of and apparatus for the reception or transmission of 
electro-radiant energy. F. A. Kolster. January 30th, 1919. (138.318.) 


29*0. 

1.587. Electricity meters and the like." S. Z. de Ferranti, G. Wall, and 
Ferranti, Ltd. January 17th, 1920. (165,133.) 

1.980. '* Magnetic * means for producing, modifying, and transmitting 
mechanical movements at variable speeds." H. J. Fereday. January 21м, 
1920. (165,137.) 5 8 

4.915. Bonding clips for electric wiring systems.“ J. C. White. Feb. 
ruary 18th, 1920. (165.143.) 

6,646. '* Electrical. measuring instruments." W. Clark and Clark's Neo- 
Electric Devices, Ltd. March 4th, 1920. (165.150.) 

7,023. ‘ Storage electric batteries." Philadelphia Storage Battery Co. Sep- 
tember oth, 1919.  (150,985.) 


7.024. Storage electric batteries and separators for the elements thereof," 


Philadelphia Storage Battery Co. Мау 17th, 1919. (143,494) 

7.346. Electric switches." British Thomson-Houston Co., Ltd. (General 
Electric Co.). March 11th, 1920. (165, 152.) 

7,785. “ Vacuum tubes." Western Electric Co.. Ltd. (Western Electric 
Co., Inc.). March 16th, 1920. (165.157. 

7,941. ''Reflectors for electric lamps." J. Y. Fletcher and J. H. Jones. 
March 17th, 1920. (165,165.) 

8.174. Electric meters for alternating currents." Azienda Elettrica 
Municipale. March 26th, 1920. (140,765.) 

8.206. Driving of aircraft.“ W. Chilton and Brush Electrical Engineering 
Co., Ltd. March 19th, 1920. (165.184.) 

8.215. Method and apparatus for utilising sound vibration for ascertain- 
ing distances." Н. Fairbrother (Wireless Spitzescope Co.). March 19th, 1920. 
(165,185.) 

8,242. '' Locking devices for valves and electric switches used in connection 
with internal combustion and other engines." В. Skagen. March 19th, 1920. 
(165,187 .) 

8.625. Portable electric lamps." C. E. 
(165.211.) | , 

8.683. Thermionic devices.” W. A. E. Quilter. March 24th, 1920. 


P. Gabriel. March 24th, 1920. 


8,693. “ Condenser stems.“ British. Thomson-Ilouston Co., Ltd. (General 
Electric Co.). March 24th, 1920, (165.218) 

8,799. ‘Condenser systems and vacuum pumps." Worthington Pump and 
Machinery Corporation. May 23rd, 1919. (143,841.) 

8.807. Protective. devices for electric circuits and apparatus." — British 
Thomson-Houston Co., Lid. (General Electric Co.). March 25th, 1920. 
(165,227.) 

9,673. “ Telephone systems.“ Automatic Telephone Manufacturing Co, 
Ltd. August 20th, 1919. (149,936.) 

11.255. Electric double pole switching plug." H. C. Sanders. April 28rd, 
1920. (165,272.) 

11.618. Call indicators for telephone systems,“ Nutomatic Telephone 
Manufacturing Co., Ltd., and J. Savin. April 27th, 1920. (165,275.) 

11.748. Means of supporting electrodes in vacuum tubes, especially for 
use in wireless telegraphy.” J. Scott-Taggart, F. O. Read, and Р. W. Engle- 
bach. April 28th, 1920. (165,279.) x 

11.777. Electric distant control apparatus." Da & Dutilh (firm of). May 
26:h, 1920. (143,844) 

11.895. Electrical condensers.” II. W. Sullivan and J. Joseph. April 29th, 
1920. (0165,28I.) 

12.525. Telephones.’ Relay Automatic Telephone Сө, Lid.. and T. M. 
Inman, (Counate application 4.301, 1921.) May Sth, 1920. (165.288.) 

14.57. Universal sound reproducer and arm. Brunswick Balke Cal- 
lender Co. February 7th. 1917.  (143,883.) " 

15.283. “Alternating current measuring instruments," S. James and 
Chamberlain & Hookham. Ltd. June 5th, 1920. 165.318.) 

16.704. Electric subterranean signalling stems. L. de Forest. June 
Ith, 1917. (145.476.) = 

18.892. Electro-magnetic appliance for handling plates, rails, bars. and 
the like.“ D. Colville & Sons, Ltl, and J. J. Inglis. July 6th, 1920. 
(165.338.) ` 
t ea es meters.“ Korting & Mathiesen Akt.-Ges. April 2nd. 

22.803. 9 Recording dynamometers," M. Rockstroh. August 4th, 1919. 
(149.687.) | 

23.906. “ Permanent magnets for dinamo-electric machines.“ D. J. Pirker. 
August 16th, 1919. (150.273) е | 

25,079. *' Field. magnets for mapneto-electri 4chines.?" 
Sentember 6th. 1919. P 0.7499 кын К А 

34. 08. Electric switches.” G. F. Ostins. December 3rd, 1920. (0653742 


Philips Akt.-Ges. 


1921. 


7.013. oline of d«namoe-electric machines H A Carner and Н M. 
Locos. Аса! 22nd, 1920. (Divided anplication өп 18,797, 1919) {1653832 
13.533. Electric switches," British Thomson-Houston Co., Ltd. (General 
Electric Се). March llth. 1920. (Divided application on 165.152.) (165.391! 
„ Magnetic means for producing. modifsing, and transmitting merh- 
on 165,137.) (165.392. у J. Fereday. January 21st, 1920. (Divided application 
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LITHOLITE 
INSULATORS, Ltd. 


55—57, Hackney Grove, London, E. 8. 
phone and Telegrams: Dalston, 592, London. 
FIREPROOF AND OTHER GRADES. 
| Estastismep 20 YEARS. 
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sulation is required specify ' 
which is water, oil and heatproof А 
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FLEMING, BIRKBY & GOODALL. LTD. 
LIVERSEDGE, YORKSHIRE. 


ll ses for which moulded in- 
For all parpo 918. 


‘Phone: 499. 
Tel.: Motor. 


WRIGHT 


A.C. and 
D.C. 


MOTORS. 


WRIGHT MOTORS, Ltd, HALIFAX. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
6, Tenby Street North, Birmingham. 


BROOK 
ONE, TWO and THREE-PHASE 
MOTORS. 
See Sup. 37. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrica! Engineers and 
Government Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
— —— 


MICA & MICANITE 
TAYLOR & PETTERS, LTD., 


. 40, Hatton Garden, London, Е.С. 1. 


"Phone : 
' 4575 Central. 


Вее page ii. 


MOTORS. • DYNAMOS. 
Victoria Dynamo & Moron CO. 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 
Phone: Gerrard 1246. 


CHURTON < 
eV E and PoL vv" 


Ss MOTORS. 


T. HARDING CHURTON а CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


ELECTRIC MOTOR Яб 
REPAIRS. wO ә 
es RE 

КАТО H. DUNN & SON, 


NewingtonCauseway, 
LONDON. 8.Е.1_ 


“EMPIRE” 
AUTOMATIC CONTROL 


FOR 


Pumps, Compressors, Machine Tools. 


Tel.: Hor. 1167, , 


ELECTRIC CONTROL, LIMITED, GLASGOW, 


WESTERN-ELECTRIC 
COMPANY. LIMITED 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


Bee Advertisement last week, p. xli. 


CONNOLLY’S (BLACKLEY), Lo. 


for 


WIRES AND CABLES. 


Seo Advertisement this week, p. lii. 


WHITE 
Electrical Instrument Co., Lid. 


2, 4 & 6, GLOUCESTER ST., 
CLERKENWELL, LONDON, B.C. J. 
Phone: 
City, 8608. 


Wire 
Voltograph, London. 


— — — — 
ELECTRIC MOTORS. 


One, Two and Three- Phase. 


BRITTAIN'S ELECTRIC MOTOR Co. 
(Late Langdon-Davies Electric Motor Co.), 

110, Cannon Street, London, E.C. 4. 

REM oom 


INSULATING 
- - BEADS - - 


Immediate Delivery. 


HOLDER-HARRIDEN LTD., %, 


London, E.C. 


а F. a°... X аре Рр 


“А train of Thought.” 


. See Sup. 10. 


Sheeting supplied, or Joints to size. 


DEL Кт ERS. 


Neate St., London, S.E. 5 


SHUNT REGULATORS. 
MOTOR STARTERS and all classes of Resistance Work, 


STAR DELTA SWITCHES. 


THE SOLENOID REGULATOR Co., 


HIGHGATE SQUARE, OAMP HILL. 
Telephone: | Tel : 
Midland 552 BIRMINGHAM, бойро, e 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


FOR ECONOMY | 


on 
Busbars, &c. 
SPECIFY 


ALUMINIUM 
British Aluminiom Co., Ltd., 109, Queen Victoria gt., London. 


RAYNER & HEALD, LTD 


"3 
DUKE STREET, DERBY. 


TWO & THREE-PHASE 
MOTORS only. 
FULLER'S gage er 


MANUFACTURERS OF 
ACCUMULATORS BATTERIES 


WIRES & CABLES CARBONS, &c. 


WORKS: CHADWELL HEATH, ESSEX. 


General Saies Offwes : 
IDDESLEIGH HOUSE, Caxton St., Westminster, 


Grams: Blocbat, Vic. London. "Phone : Victoria 6863, 


INGLEBY & CO., 


Old Lane, Beeston, LID, 
MOTORS 


LEEDS. 
FOR DIRECT AND н 
ALTERNATING CURRENT 8 
Oelivery trom Stock up to 50 Н.Р. 


ooo nage xliv. 
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"CANTIE: 
IRONCLAD SWITCHGEAR 


ENSURES SAFETY ALWAYS. 


SWITCHBOARDS 


For any of the following Electrical Supplies — 


e e Industrial Fittings. | 
Вей Accor dec Е РИ TOTALLY ENCLOSED, 
Cd > M SOC. . BUILT UP OF 


Decorative Fixtures. Lamps - Royal Ediswan gas- 
Decorative Glass Ware. Elled & vacuum types. 


Dry Cells. Leclanche Cells. 
Dynamos. "Little Glutton" Vacuum 6 6 99 
Electric Fires and Cleaner. 

Radiaters. Motors. 


Fans and Ventilators. Oil Switches, 

Heating and Cooking Telephones & Accessories. 
Appliances. Wires and Cables. 

Mark the items in which you are interested and post this 

page to us, when we will gladly supply full information. 


IRONCLAD UNITS. 


Competitive Prices. 
Quick Delivery. 


THE EDISON SWAN ELECTRIC CO., LTD., 
PONDERS END, MIDDLESEX. 


London Showrooms: 
123.5, Queen Victoria St., Е.С. 4 & 71, Victoria St., S. W.1 
: - 


CANTIE SWITCH CO., LTD., 
Leighton Street, NOTTINGHAM. 


MICA«MICANIT 


'PHONE—4575 CENTRAL. 
TELEGRAMS—" MICAYLOR, LONDON." 


TAYLOR & PETTERS, br. 


| 40, HATTON GARDEN, 
INSULATORS FOR EVERY DESCRIPTION OF ELECTRICAL WORK. i 
Contractors for Ale Board, War Office and Admiralty Requirements. LON DON, E.C. . 
CUTTING AND GAUGING OUR SPECIALITY. (The Oldest Established Mica House in the country.) 


BEST QUALITY MICA ONLY. AND ALL BRITISH. 
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WHITTALL STREET, Ltd., 
BIRMINGHAM. 


ON 
APPLIOATION. 


— M 
— ee 


INSULATING MATERIALS- Delivery from Stock 


SUPERFINE COTTON,LINEN & SILK TAPES, 
DYNAMO TAPES, FIELD COIL WEBBING,CABLE TAPES, 
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SOME AFTER WAR TRADE 
CONSIDERATIONS. 


WHATEVBR may be considered right, and whatever wrong 
from the pojnt of view of the economists, of the bankers, 
and even of our Government advisers, we find it extremely 
difficult to forgive and forget and to kiss arid 
be friends where temptation is dangled before us 
to buy electrical manufactured goods from those who 
precipitated the world war. О | | 

We have listened to апа read the argumenta of many 
a public speaker who tells us that the world can only 
be brought back to financial stability by out engaging in 
interchange of trade with our late enemies, but these 
speeches do not smother in our minds the strong views 
and determinations that we felt it our bounden duty to 
express in these columns week after week while the Con- 
tinental slaughter was robbing us of, or maiming, those 
who were near and dear to us. The cry of the, widow, 
of the mother bereft of her sons, and of the hundreds of 
thousands of orphaned ones is still heard, and the mani- 
fold effects of the war which made men curse German 
militarism and all its works prevent us from '' forget- 
ting," and in such a case if it be impossible to forget 
can it be easy to '' forgive "1 | 

We said many а time here during the war that one 


of the greatest evil consequences for our enemies would 


be the illrepute into which their war actions would 
bring them as they endeavoured to regain foreign trade 
connections. We saw too, plainly enough, that the high 
cost of living here would eventually be one of the in- 
fluences which would tell against British manufacturing 
and trading, because it would sway much public feeling 
over towards cheap foreign goods—the difficulty of living 
would make the private purchaser over-rule his senti- 
mental prejudices and buy in what would prove to be 
the cheapest market, thus hindering the employment of 
British workpeople. To-day while Parliament is dis- 
cussing the safeguarding of Key industries, German 
electrical and other machinery and apparatus is finding 
its way into the country, and German and Allied 
tenderers are, aided by the rate of exchange, putting in 
knock-out-blow estimates. | | 
And all the while the wounds of the war are still 
smarting as with salt rubbed in. Is it to be wondered 
at that one hears of men in authority who cannot for- 
give and forget sufficiently to bring themselves to re- 
commend the placing of contracts in Germany, even 
though it be between two and three years since the 
armistice was signed? If such transactions were not 
favoured in pre-war days they. are certainly less so 
to-day, when our whole nature revolts at the thought 
that we shall ever feel disposed to advocate the placing 
of electrical contracts across the North Sea merely 
because prices quoted are lower than British tenderers 
can put in. It may be а temporary repugnance that 
leads us to give expression to feelings that are indis- 
creet in the estimation of the economists, but we think 
we are only saying in print what а large num- 


‚ ber of our readers are saying to each other as they read 


evidences of the lack of repentance which marks the 
proceedings that take place to-day in Germany in con- 
nection with certain trials. 

So much for sentiment and prejudice; justifiable up 
to а certain point, and human—very human. Having 
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said these things, however, we are not so foolish as to 
imagine that the end of the matter has been reached. 

We are up against severe German and other Continen- 
tal competition which is due to а number of causes. We 
have got to meet it. Are we downhearted? No! How 
&re we going to meet it, assuming that our prejudices 
run counter to Government policy? 

We hold that the circumstances of the hour are such 
that there is reason to believe that British manufac- 
turers are now able to compete far more satisfactorily 
than they have done for some recent Home, Colonial and 
foreign contracts. Reasonable competition between our 
manufacturers will do no harm, indeed, it will be all to 
the good in the matter of efficiency, which is bound to 
tell in the long run. It may be that the percentage of 
profit will be lower — well so be it if it must be so, for the 
maintenance of our trade at a lower rate of profit than 
of late is better than the loss of the trade and the profit 
too. Equally will it be the case that wages will fall. So be 
it, if it must be so, for lower wages, especially with the 
cost of living reduced, with plenty of work, are better 
than an increasing rate of unemployment. Yet neither 
need the profit be less nor the wages substantially lower if 
we all get our hearts into the work, and produce 
more per man and per machine, per hour, than we have 
been doing in these wasteful post-war years, with their 
deplorable idleness and irritating disputation over 
matters which vitally affect the earning of our daily 
bread. | 

Our present hopefulness that we аге now пеагег 
to definite industrial stability than at any moment 
since the conclusion -of the war, is founded upon 
the better industrial atmosphere of the moment, due 
may we say, more to the teaching of practical experi- 
ence than to the vapourings of public speakers or the 
writings of pamphleteers. Experience is a hard teacher ; 
in its school have been learned some of. the great in- 
evitabilities. All industrial and trading peoples must 
learn them at some time or other or fail in the competi- 
tion. We believe that in this country the remorseless 
nemesis of starvation which will overtake those who will 
not work, and the calamitous loss for those who decline 
to produce, or who place wrong limits on the volume that 
they are willing to produce, are consequences which 
have been learned better than in some other lands. 
The voice of the extremist is listened to now with less 
eagerness as the general mass of industrial employés 
recognise that there is not open any easy royal road to 
immediate prosperity. Unless we are greatly mistaken 
some of our competitors across the seas have to travel 
along more wearying roads than yet have been their lot. 
Others have learned their lessons through an experience 
more bitter than ours has been, and they are accepting 


their lot with а determination to rise above adversity by 


hard work, longer hours, and less disputation. 

The result of the engineers' ballot in this country in- 
dicates that the tide has turned, that manufacturers can 
give surer and firmer tenders, while the outlook with 
regard to both labour and material will enable them to 
quote prices which need not take into account so wide 
a range of risk and they will also be able to give 
prompter delivery. 


— UE MISSE ааа 


It is a trait of human nature that a 
very large proportion of investors turns 
to schemes which promise an immediate, 
substantial and tangible return. This is 
one handicap with which electrical appliances have to 
contend. Their first cost is generally high and their 
advantages, although enormous, are not always obvious, 
and for this reason remain unappreciated. It has been 
said, and we see no reason to contradict the statement, 
that the domestic load is the load of the future, 
and whatever can be done by suppliers of electricity 
to bring that future nearer should not be left un- 
done. As it seems rather hopeless to expect соп- 
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selves, the necessary action must be taken by the 
supply authorities. Little has hitherto been done in this 
respect, and it may be too early as yet to erpect the 
powers conferred by Clause 23 of the Electricity (Supply) 
Act, 1919, to be fully exercised. Perhaps suppliers 
think that the hiring-out of domestic electrical appli- 
ances involves bold experimental work? Of course, cir- 
cumstances differ in various districts, but we can point 
{о an example which proves that the system can be suc- 
cessfully employed. The Westminster E.S. Corporation 
(whose exhibition was mentioned in our ““ Business 
Notes last week) does not look for a direct refund of 
the money spent on appliances for its hire system; the 
load сигуе is а sufficient indication of success. This is 
not & recent innovation, having been in operation for 
a considerable time, and a commercial company does 
not continue unremunerative business. 

Local agents for domestic appliances need not fear 
that their interests will be prejudiced, for there is ample 
scope for them also; the first essential is to enable the 
cautious consumer to satisfy himself, at & minimum 
outlay, regarding the advantages claimed for electrical 
methods, and this can only be accomplished by means of 
the hiring system. Once the consumer's confidence is 
established, he will be prepared to buy appliances out- 
right, and the dealer will then share in the harvest for 
which the supply authority has sown the seed. 

The gas industry stands as a striking example of what 
can be achieved by this means ; and the electricity supply 
industry would be well advised in following its methods 
in, at least, this one direction. 


Tue Prussian Chambers of Commerce 
have recently undertaken the issue of a 
monthly report respecting the situation 
of trade in various industries. In the 
report for June it is stated that business 
in small electric motors experienced a slight improve- 
ment in that month owing to the requirements of agricul- 
ture in motors for driving thrashing machinery. On the 
other hand, the demand for large motors, generators, and 
transformers further declined. The effects of the world 
crisis are also reflected in business in measuring instru- 
ments. The telegraph and telephone branches, as the 
authorities concerned are refraining from placing 
orders, have been working for stock for some months 
past in order to avoid discharges of men. It is added 
that the export trade suffered from the uncertainty aris- 
ing from the world market crisis and the customs and 
anti-dumping legislation. 


The German 
Electrical 
Industry. 


A Royal decree has been issued in 
Protection іа Spain reserving to Spanish subjects the 
Spain. use of water powers forming the subject 
| of concessions and providing for the use 
of Spanish machinery as far as possible. The first 
article suspends the Water Law of 1879 referring to per- 
petual concessions for the use of water powers for motive 
power and industrial purposes. In future, concessions 
wil only be granted to Spaniards and to companies 
formed and domiciled in Spain, and in the latter case 
the chairman, directors and managers must be Spaniards, 
while only one-third of the other positions can be filled by 
foreigners. Concessions can only be transferred or leased 
to those who fulfil the preceding conditions. The maxi- 
mum period of a concession will be 65 years, at the end 
of which all the works, machinery, transmission lines, 
etc., will revert to the State. АП the machinery and 
materials used in connection with concessions are 
to be of Spanish production and manufacture, unless 1t 
is proved to the satisfaction of the Commission for the 
Protection of National Industry that it is absolutely im- 
possible to obtain or produce them in Spain. The rights 
of existing holders of water-power concessions will be 
respected, but native materials and machinery will have 
to be used for any modifications or extensions of the 
works. A similar decree has been published in relation 
to mining concessions. 
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“SUPER-SCALE” MEASURING INSTRUMENTS. 


SOME EVERETT, EDGCUMBE DESIGNS. 


SWITCHBOARD instruments giving deflections up to as 
much as 300? have long been in use, either in the 


form of power-factor meters and the like (which theore- 
tically have an infinite scale length), or of the induction 
type which, whilst lending themselves admirably to such 
geales, are inherently subject to so many electrical errors 


. that the mechanical errors introduced by a long scale are 


relatively unimportant. The 300? moving-coil instru- 
ment has been adopted in certain cases where it is essen- 
tial that an approximate reading should be taken from 
an abnormal distance or where it is desirable, on 


40 60 


Fie. 1. 


grounds of appearance, to have long disk scales entirely 
throughout a Scott Bow. In none of the cases cited, 
however, can increased accuracy be urged as a reason. 
In the production of ‘‘ Super-Scale’’ instruments by 
Messrs. Everett, Edgcumbe & Co., on the other hand, 
the procedure was, first. to determine experimentally 
what was the widest angle which could be adopted with- 
out anv sacrifice of inherent efficiency. and it soon be- 
came evident that the angle of about 85° hitherto adopted 
could, by careful design, be increased by nearly 50 per 
cent. Next. the problem was to design а movement which 
would give the same degree of accuracy and be in advance 
of what had hitherto been found possible. Lastly, ques- 


tions of damping, insulation, and overload capacity had 
to be considered, as well as the design of suitable cases, 
ю ав to take full advantage of the extra scale length now 
available. All the Everett-Edgcumbe super-scale in- 


struments have a scale length equal to the nominal dia- | 


ше{ег of the dial; for example, a 9-in. instrument has a 
9 in. scale, а 6-in. one a 6-in. scale, and so forth. 
Fig. 1 shows a typical super-scale and a normal scale. 
from a 6-in. moving- coil instrument. The 
superiority of the former will be apparent, and this gain 
М not in the smallest degree off-set by any loss of 
Scouracy, whether electrical or mechanical. In this re- 


spect the instruments are unique. The moving-iron 
instruments of the super-scale pattern will be of special 
interest. Fig. 2 shows the movement of a 100-amp. 
sanmeter, with the working parts slightly withdrawn 
from the coil for the sake of clearness. The deflection is 
caused by the repulsion of a moving iron a by a fixed 
iron d so shaped as to give the desired form of scale 
(see fig. 3). The exact shape of the scale is susceptible 
of further adjustment by means of the regulating lever 
B, which is then securely clamped in position by means 
of the locking nut shown. The winding itself consists 
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Fig. 3. Еа. 4. 


of a spiral of high-conductivity wrought-copper strip 
wound on edge and connected to heavy blocks c, o, into 
which the back connecting stems are secured. 

The deflection is controlled either by gravity or by a 
spiral spring D, one end of which is attached to the zero 
adjusting lever Е, and it may be added that double in- 
sulation is provided, so that an earth inside the instru- 
ment is a practical impossibility. The movement is 
rendered ‘‘ deadbeat ’’ by means of an aluminium vane 
attached to the spindle and working in the damping box 


F, and the damping is extraordinarily efficient, being 
far superior, in fact, to that called for by the B.E.S.A. 
specification. 

In the moving-iron instruments described, the weight 
of the moving parts is no more than 1.7 grammes, and 
the ratio of torque to weight is 0.11, an exceptionally 
high figure even when compared with an 85° scale in- 
strument of this pattern. The power consumption is 
only from 1 to 1.5 watts. After subjecting the instru- 
ments to overloads of more than 50 times the full-scale 
reading, they were found to be as accurate as before 
going through this ordeal; they had not even suffered 
any observable shifting of the zero, which represents 
far more severe conditions than could occur in practice, — 
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and is probably unique. The tests were made with 30 
and 50 times the full scale current respectively, and not 
merely with so many times full load current, which is 
the figure usually quoted in connection with such tests. 
On the latter basis the instruments under consideration 
withstood. 100 times full load without sustaining any 
damage whatever. The acale divisions over the working 
range have been made as even as possible, whilst the 
upper (or overload) divisions are appropriately con- 
stricted, so that an overload of 30 per cent. can be 
read with certainty. If thought desirable, larger over- 
loads than this could be arranged for by a further con- 
striction of the upper portion of the scale. 

The designers gave considerable attention to the 
elimination of hysteresis and other errors, and as а re- 
sult one of these instruments can be used indiscrimin- 
ately for alternating currents of 50 or 100 cycles or for 
direct current with an error of well under 1 per cent. 
of the full scale reading, even under the most adverse 
conditions. Again, the effect of changes of frequency 
ia so smal] that the error at a frequency of 500 cycles 
per second is less than 1 per cent., and the effect of a 
change of wave-form is in all cases quite negligible. The 
same care has been devoted to the moving coil super- 
scale instruments and with equally satisfactory results. 
Fig. 5 shows the working parts of the moving-coil in- 
strument; the permanent magnet a produces a strong 
field in the narrow circular air gap in which swings the 
moving coil B, consisting of a coil of wire wound upon 
an aluminium frame, swinging in pivots. The method 
of pivoting represents an innovation worthy of men- 
tion. In place of the usual external pivots, they are in- 
ternal, the jewels being fixed in the core itself. Fig. 4 
shows the. core Е in section. The coil B has two hardened- 
ateel pivots, с а, fixed on its inner side and working in 
sapphires mounted in the jewel holders c,c. These are 
pressed lightly outwards by the spiral spring р, and can 
be fixed rigidly in position by the two grub screws F 
(shown also in fig. 5), and by this means are clamped in 
such a position as to allow the necessary amount of 
‘‘ play " between pivots and jewels. The advantages of 
this arrangement are, first, that the greatest pressure 
which can be brought to bear upon the pivots is that due 
to the spiral spring р, which is so small as to preclude 
the possibility of damage, whereas with the usual 
arrangement of external pivots working in jewels 
mounted in screws, it is an all too common occurrence 
for the latter to be screwed down so hard that the pivots 
are badly damaged. Moreover, the fixing of the pivots 
is а much more mechanical business, since they are at- 
tached directly to the metal former instead of being held 
by means of silk, shellac, &c., to the outer side of the 
winding. The jewels are, in this way, held absolutely 
rigidly in а metal block (the core E) instead of being 
carried, as in the usual construction, by bridges which 
are necessarily mounted on insulating pillars or collets, 
and are therefore liable to deformation. Incidentally, 
should the instrument be subjected to great heat, the ex- 
pansion of the former merely increases the '' play of 
the pivots, instead of forcing them against the bottom of 
the jewels, thereby turning their points, as is the case 
with the ordinary arrangement. Another useful feature 
in these instruments is the magnetic shunt (seen at H in 
fig. 5), which is readily adjustable and allows of the sen- 
sibility being varied; external zero adjustment is pro- 
vided for by means of the lever J. 

The special pointer stops, seen in fig. D, consist of 
resilient flat springs M, fixed to the bridge, and carrying 
at their ends the flat insulating pieces which serve as а 
second line of defence in case the insulation of the coil 
should break down. The whole movement is likewise 
insulated from the case by means of the heavy insulating 
bushings of micanite seen at K. The scale is carried 
on the brackets L, which form part of the movement and 
are thus an integral part of it, instead of being mounted 
on separate pillars liable to displacement as in the usual 
construction. The damping—which is due to eddies set 
up by the motion of the aluminium former in the mag- 
netic field—is exceptionally effective, and the weight of 
the moving parts has been reduced to about 2.6 grams, 
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the torque-weight ratio reaching the high figure of 0.18. 

To satisfy themselves that the super-scale instrumenta 
would withstand the very worst of treatment, a number 
of moving-iron and moving-coil ammeters and volt- 
meters were taken from stock at random, and subjected 
to a severe test by means of a mechanical arrangement 
whereby the instrument was lifted some 2 in. from а 
wooden floor and allowed to fall thereon by. ita own 
weight at the rate of 300 falls per minute for two hours; 
in the case of each instrument, 1. e., it was repeated 
36,000 times. After this, each one was oarefully ex- 
amined for mechanical defects and tested for electrical 
accuracy. In no single case could any defect be found. 

Beside the round switchboard instruments and the 
open-dial pattern, the super-scale feature is applied to 
portable instruments of both the moving-coil and mov- 
ing-iron types, and to а very useful set of double and 
triple-range portable super-scale instruments for use on 
a.c. circuits. When it is added that the super-scale 
instruments, although giving а scale nearly half as long 
again as the ordinary type, have a correspondingly 
increased accuracy of reading, it is safe to predict a 
great future for them. | 


JOINT ELECTRICITY AUTHORITIES. 


London and Home Counties Inquiry. 


(Continued from page 113.) 


On Tuesday, July 19th, Mr. С. H. Merz, on behalf of the 
County of London Electric Supply Co., gave evidence as to 
the relative policies of constructing new power stations and 
extending existing stations. The proposals put before the 
Commissioners were fundamentally diflerent from the views 
put before the Commissioners in October. The County Co. 
proposed to erect a station of 1700,000 kW capacity, 
and it was necessary to build the station if the County 
Со.'в area was to be. developed adequately... This area 
was equivalent in importance to many large cities. He 
regarded it as а want of policy to propose any delay in the 
erection of modern plant to deal with this important ares, 
and particularly the large undeveloped area north of the 
Thames. ‘The erection of modern plant at once he did not 
think could be challenged. His own policy was to anticipate 
the load and not to wait for the load before attempting to 
deal with it. Plant nowadays did not cost more than 
it did before the war, especially having regard to improve- 
ments. Present prices were quite comparable with pre-war 
prices, and he had actually let contracts in the past few 
months at prices lower than pre-war prices. These contracts 
included turbine plant and steel buildings. The promoters 
of these schemes had been estimating іп а falling 
market, and the estimates were out of date before 
they were completed. Another matter to be borne in 
mind was the improvement in the thermal efficiency. 
He did not believe that a» technical Commission such 
as this would merely judge on what had actually been 
done, but would have some regard to the possibilities of the 
future. To-day was the proper time to begin to make pre- 
parations for capital stations, the thermal results from whic 
would be such as to so reduce the coal consumption that the 
advantage of building capital stations at once would be far 
and away better than by extending existing stations. Dealing 
with the railway load, Mr. Merz expressed himself emphatically 
against the possibility of greater econumy for the railways 
being obtained if the supply was given from a separate station. 
Handing in a table of comparison of thermal efficiencies, Mr. 
Merz pointed out that the average in London to-day, taking 
coal at 10,500 B.th.u. per lb, was 43,000 B.th.u. per kWh; 
the average for the County Co.'s station using coal at 11,000 
B. th. u. per lb. was 30.800 B. th. u., whilst the estimated figure 
for the proposed Barking station of the County Co. was 17,000 
B.th.u. per kWh. As a matter of fact, the County Co.'s 
estimated figure was actually being reached to-day, whilst its 
present figure was higher than the average of the L.C.C. 
scheme in the first stage, and therefore the County Co., whose 
area was largely a power area, could not do business on su 
э basis. The whole point was whether they wanted to develop 
electricity supply or meet an existing demand. The founds- 
tion of electricitv supply was a low charge, and that really 
meant low coal consumption. The promoters spoke of 
putting down plant when the load came, and even of requiring 
a signed contract from the railway companies before thinking 
of putting down plant. He could not understand that point of 
view at all, and his experience was that they must be pre- 
pared to lay trunk mains 10, 15, or 90 miles, and take the elec- 
tricity to the people's doors. In Chicago. Mr. Insull had secured 
the railway load by being ready to supply it. Again, it was on 
the North-East Coast, where the supply was available, that 
the most, comprehensive railway electrification development 
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was in hand. Even in London, he imagined that the London 
Electric Supply Corporation got the L.B. & S. C. Railway 
contract because it was ready to give the supply. He failed 
to ses how the Joint Electricity Authority could be in а 
position to supply railway companies without capital stations. 
With all respect, he regarded the Commissioners’ powers 
under the Act of 1919 to refuse consent to a railway company 
erecting its own power station was rather illusory in the 
circumstances likely to arise under the L.C.C. scheme for ex- 
tending existing statiohs. Another aspect was that the absence 
of such & progressive policy was seriously handicapping their 
manufacturers, because experience with working large plant 
at home must be obtained before they could be supplied 
abroad. Recently а large Melbourne order went to America 
because England could not supply owing to lack of experi- 
ence with the larger plant. Progress would not be made if 
there were such obstructive opposition as had been given to 
the County of London Co.'s scheme. The Commissioners had 
eanctioned 250,000 kW of plant in small uneconomical stations 
without opposition, yet the only people who had come forward 
and were prepared to erect a modern station at their own 
cost, had met with obstructive opposition, and the scheme 
had been held up. His view was that the County Co. had 
vision and the others had none. 

‘Discussing railway electrification in some detail, Mr. Merz 
said that, relieved of the capital expenditure on power stations, 
there would be every inducement for the railway companies 
to go ahead with rolling stock. The Romford area of the 
County Co. was an exceedingly important one. He had been 
concerned with the removal of works from London to the 
North-East Coast, which would not have taken place had 
an electricity supply been available. He was so convinced of 
the possibilities of the Romford area of the County Co. as 
to say that if the company was allowed to go ahead, the 
100,000-kW station proposed would be 200,000 kW in a com- 
paratively few years. On the question of voltages, Mr. Merz 
said that his experience was that British cables were ahead 
of any other country, yet English makers had no opportunity 
of supplying them. By increasing the pressure to 60,000 or 
70,000 volts, the cost of transmission would be very materially 
reduced below the £1 per kVA-mile which had been spoken of. 

Asked by the chairman as to the savings in operation at 
Barking, compared with the two existing stations of the 
County Co. at Wandsworth and City Road, if they were 
extended, Mr. MEnz put the saving at £30,000 per annum for 
dealing with the load in the London area. The amount put 
down for the operation of the Barking station with a 54.000- 
kW load was £35,760 for superintendence, wages, rates, taxes, 
and insurance. For repairs and maintenance £14,400 had 
been allocated, and for boilers and stores, £5,400.. 

Mr. Craig HENDERSON cross-examined at length ‘for the 
L.C.C. Mr. Merz said if he were one of the Commissioners 
he would say that the only commercial policy to adopt was 
to get some good modern plant erected so as to have an 


. alternative when proposals were made to extend the existing 


uneconomical stations. He had not looked at the matter 
apart from the supply for the County of London Co.’s area. 
The County of London Co.'s Barking power station could be 
at work in three years, and meanwhile there was a temporary 
supply from the City Co. at Bankside. He doubted whether 
any advantage could come to the County of London Co. from 
è general linking up before the Barking station wag built, 
and he knew of no better site than Barking. 

The purport of this part of the cross-examination was that 
the County Co. might, if consent was given for the erection 
of the Barking station.. be able to supply the whole area 
delimited, and that would be detrimental to a comprehensive 
icheme on the lines of that of the L. C. C. In answer to 
questions as to the need for new power stations, Mr. Merz 
said he saw no need for the Beckton station. nor for the one 
Proposed on the site of the Thames Ironworks, nor that pro- 
posed at Deptford, although it might be possible to make out 
5 case for a peak ” station at Chiswick. 

Answering questions by Mr. TURNER and Mr. KENNEDY, 
Mr. Merz said the question of London supply had been dis- 
cussed for so long that he did not believe the railway com- 
panies would go seriously into the matter of electrification 
and taking supply from ontside until they at least saw the 
foundations of a power station in being and plant ordered. 

Mr. KeNNEDY put some questions about present prices of 
plant, and said that in July, 1991. a figure of £7.84 per kW 
for a 10,000-kW turbine alone. without condenser, had heen 
noted. Mr. Merz replied that he had placed orders for 

ritish plant within the past three months at £3 per kW. 
for a 15.000-kW turbine. 

later Mr. Mrnz said that the 17.000 thermal units ner 
kWh of electricity sent out was being obtained at the Dunston 
power station, with a power factor of 50 per cent. 


— = 


At the resumption on Wednesday Sir Hernert NLD inter- 
posed a witness on behalf of the Surrey County Council, which 
had lodged an objection. 

Mr. C. B. Encar, M.P., Chairman of the Surrey County 
Council, eaid that at a conference of the local authorities in 

€ county, opinions were expressed in favour of the inclusion 
of the whole of the county in the area delimited by the Com- 
missioners. Another conference had been held last week. at 
Which a resolution was passed asking that those parts of the 


county which would not benefit during the first stage of the 
scheme should not be included without their consent. Speak- 
ing of the proposed constitution of the Joint Authority under 
the L.C.C. scheme, witness said he had apprehensions of any 
authority containing such a large number of representatives of 
the L.C.C., and he held the view that there should be direct 
representation of the Surrey County Council if the whole of 
the county was included in the area of supply. | 

Cross-examined by Mr. Немревѕом, for the L. C. O., witness 
said that by splitting up the county, the Joint Electricity 
Authority would be taking over the best parts of the county 
from the point of view of electricity supply. What he wanted 
was for an interval to be allowed in which the various local 
authorities in Surrey should make up their minds to come in 
or not. Meanwhile, the whole county should be left out. 

Mr. Turner, for the Conference scheme, ascertained from 
the witness that Surrey would prefer to come into the Con- 
ference scheme on the same terms as those asked for by 
Middlesex. | 

Mr. Merz was then further cross-examined by Mr. 
KENNEDY for the nine companies' scheme, who offered to 
place before the Commissioners, confidentially, full details of 
recent contracts awarded by the Companies if Mr. Merz would 
do the same, and it was arranged that the Commissioners 
should have access to the documents in both cases. 

Mr. DoNALD, on the question of prices of plant, suggested 
that British manufacturers were quoting lower prices for 
delivery abroad than they were for home orders, and that that 
accounted for the lower price mentioned by Mr. Merz for the 
15,000-kW turbine. 

Mr. Merz said the case he had in mind was an f.o.b. order, 
but whether British manufacturers were supplying more 
cheaply abroad than in this country, he referred Mr. Donald 
to the manufacturers. On the economical size of generatin 
plant, Mr. Merz said that 25,000 kW was not the best size 
unit. At present from 15,000 to 20,000 kW gave the best 
advantage, and anything above that should be in the neigh- 
bourhood of 30,000 or 35,000 kW. 

Re-examined by Mr. Morse, Mr. Merz said his view was 
that coal consumption was the dominating factor in the elec- 
tric power problem, and not finance. Coal consumption had 
not received the attention it merited. 

The question of extension of tenure of the London Com- 
panies was touched upon, but Mr. Merz said the opinion of 
the County Company was that it had an area in which it could 
get many times the business which it now had, and it attached 
more importance to getting this than to the question of exten- 
sion of tenure in the London districts. Finally, Mr. Merz 
said it would be a calamity if other railway companies were 
compelled to put up power stations. The power stations of 
the L. & N.W. Railway and the L. & S.W. Railway Companies 
were not on the best of sites, and an attempt should be made 
at once to erect a really modern plant. 

In the afternoon Mr. MERZ answered questions put to him 
by the Commissioners. In reply to Mr. Pace, he said. that 
the provision of modern plant was the best solution of the 
London problem to-day. At the same time, he was always 
anxious to secure unity, but if 16 were a question of choosing 
between modern plant and unity, he was quite confident that 
the question of modern plant was the more important. He 
referred to the Coal Conservation Committee’s Report, which 
strongly emphasised the necessity for the provision of modern 
plant. As to the financial risk involved by the prosecution of 
the County Company's scheme, this, of course, applied to any 
undertaking pursuing a progressive policy. With regard to 
the carbonisation of coal, his view was that if coke was to be 
used under the boilers of generating stations, that coke would 
be better produced by the authority controlling the generating 
station than bought from outside. 

In answer to Mr. LACKIE, who considered that the figure 
for maintenance at the proposed Barking station, given as 
£14,400, was тегу low. Mr. MERZ said that meant day to day 
maintenance of plant, apart from actual renewals. The figures 
were based on those obtained from other stations, and were 
the estimated maintenance charges for the first commercial 
year of the operation of the scheme. | 

Mr. C. P. Sparks, late Engineer-in-Chief to the County Com- 
pany, handed in charts showing the actual growth of the 
demand on the Company's generating stations from 1909 to 
1919, and the estimated demand up to 1924. The figures were 
given at the previous inquiry held in October last year. At 
the end of 1919 the demand was 26,000 kW, and the estimated 
demand at the end of 1924 was 42,000 kW. Mr. Sparks re- 
ferred to the impediment of the development of the County 
Company's area due to lack of plant. The actual load ]ast 
winter was 27,900 kW, which could have been greatly ex- 
ceeded, but in order to keep down to that figure it had been 
found necessary to restrict supplies. He had stated at the 
October inquiry that double the figure of 7,000 kW рег 
annum would have been a moderate estimate in respect of new 
connections, and he put in a diagram showing additional de- 
mands on the Company's stations if sufficient plant were avail- 
able. He estimated that if the Companv had sufficient plant. 
it would ‘be supplying 54.000 kW in 1924, instead of 42.000 
kW. With regard to the Romford area, there was a consider- 
able amount of private plant installed there, and there was a 
very considerable potential demand. 

As an instance of a supply which had actually existed in the 
Company’s area, and had been lost to it, he mentioned that 
the electro-chemical 


industry actually existed there, but had 
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now been transferred to another area altogether because of 
inability to obtain power. 

Dealing with the cost of plant, Mr. Sparks said there was a 
very substantial reduction in present prices as compared with 
ihose ruling last year, and he agreed substantially with the 
figures given by Mr. Merz in this connection. His opinion 
was that а modern generating station should be put up at 
о о: he knew of no better site for that purpose than that at 

arking. 


Mr. Скла HENDERSON cross-examined, first, with regard to 


the inability of the County Company to meet the demand in 
its area owing to lack of plant, his point being that the war 
had had the same effect upon other electricity undertakings 
during the past six years. He did not see why the County 
Company should be put in the position of supplying other 
authorities any more than that a joint authority should be put 
in this position. | 

Mr. Henderson then dealt with the figure of 28,600 in re- 
spect of rates, taxes, and insurance in the company’s estimate 
of running costs. Mr. Sparks explained that this represented 
additional expenditure which would be incurred in respect of 
those charges if the power were supplied from the Barking 
etation as against extended existing stations, but counsel sub- 
mitted that 1$ would be helpful to have fuller information with 
regard to this figure. 

The CHAIRMAN said that the Commissioners regarded the in- 
cidence of rates, &c., upon costs as a very material point. 

Mr. KENNEDY had commenced his cross-examination on be- 
half of the nine companies when the inquiry adjourned. 


Evidence was given on Thursday morning in support of 
Statements handed to the Commissioners earlier by the Elec- 
trical Power Engineers' Association and the Electrical Trades 
Union. Mr. W. A. Jones, General Secretary of the E. P. E. A., 
represented that body as well as the Chief Technical Assistants' 
Association, and did not make any statement beyond that al- 
ready handed in. He was not cross-examined by counsel. 

In reply to Sir Harry Hawahb, Mr. Jones said they were 
asking for representation which would enable the views of 
technical assistants to be put before the authority. „Sir Harry 
pointed out that there would be a chief engineer to the Joint 
Authority, who would be responsible for carrying out the re- 
quirements of that body, and asked witness whether a com- 
mittee of an advisory nature to assist the chief engineer would 
meet the wishes of the Association. To this Mr. Jones replied 
that the members would prefer direct representation, but 
further questions by Sir Harry failed to elicit any real reason 
why the latter was considered desirable. 

Mr. Рлав and Mr. LAck IE also put a few questions, the latter 
referring to the problem of the interests represented contri- 
buting capital to the authority. The contention of the Asso- 
ciation was, said Mr. Jones, that it would be a help to the 
Joint Authority. 

The CHAIRMAN also raised this point, and said that the re- 
sponsibility entailed by representation on the joint board 
should carry with it financial support. As he understood it, 
the two reasons for the Association desiring representation 
were that it should be able to give technical assistance, and 
to improve the status of the technical assistants. A difficulty 
he foresaw was that there would be an assistant engineer actu- 
ally on the board, and he would thus be in a position of autho- 
rity over the chief engineer. Mr. Jones replied, however, that 
the representative of the Association on the joint board would 
not necessarily be an employé, but a member of the Asso- 
ciation. 

Mr. Wess (London District Secretary of the Electrical 
Trades Union) supported the statement previously forwarded 
to the Commissioners by that body with a view to represen- 
tation. 

Mr. Craig HENDERSON (counse> for the L. C. C.) said that in 
the Union's statement the L.C.C. scheme was referrea to. 
which made provision for two seats on the joint authority in 
the labour interest, and it was said that this number was 
totally inadequate. He asked, therefore, what was adequate 
representation in the opinion of the E.T.U. 

Mr. Wess said at least half (laughter)—and added that he 
had been modest in making that request. 

The question of financial support was again raised by 
counsel, in the course of which Mr. Webb said that the ques- 
tion of financial support was one for the Executive Council, 
and not for him to deal with, but he said that the Union 
could not consider the shouldering of half the financial burden 
“at the present moment.“ 

Mr. Pace said that the fundamental purpose of the inquiry 
was to find the best means of securing a cheap and abundant 
supply of electricity in London, and that if better wages and 
better conditions were to be the main object of the workers' 
representatives, this might react on other industries which 
used electric power, inasmuch as the price would be increased. 
Mr. Webb said that this would not necessarily be the case, 
because wages represented a very small part of the cost of elec- 
tricity, and also, increased efficiency might result.. Mr. Page, 
however. maintained that the wages bill in most undertakings 
was considerable. 

Mr. Sparks then re-entered the witness-box. Не dealt first 
with the item of £8,600 for rates, taxes, and insurance. raised 
by Mr. Henderson on Wednesday, and again explained how 
that figure was arrived at. It represented what would have to 
be paid by the Company in 1925 if the Barking station were 


' would have to be paid 


erected and power supplied from there, minus the sum which 
if the same business had been dealt 
with at the Wandsworth and City Road stations. He pointed 
out that the figures presented to the Commissioners at the 
October inquiry were in respect of & hypothetical case, and 
these had been revised by Mr. Merz and presented again at the 
present inquiry. 

Mr. HENDERSON contended that this did not carry them much 
further as to how the 48,600 was arrived at. After some dis- 
cussion, in which the Chairman joined, the latter finally re- 
iterated his etatement made on the previous day, that the 
Commissioners fully appreciated the importance of the point. 

Mr. TURNER, on behalf of the Conference of Local Autho- 
rities, stated that Islington had now agreed to come in under 
the Conference scheme. 

Mr. KENNEDY then continued his cross-examination of Mr. 
SPARKS. Dealing with the railway load, which the County 
Company hoped to get by the erection of the Barking station, 
he suggested that if the station were erected, and the Com- 
pany canvassed for the railway load, stating that it had, 
say, a 20,000-kW plant to deal with it, which could not be 
used for other purposes, the Company would be more or less 
in the hands of the railway people, and would have to accept 
almost any price offered. Mr. Sparks replied that the plant 
could be used for other purposes. Another point raised by 
Mr. Kennedy was the difference in the figures estimated per 
kW installed by the engineers for the County Company’s 
scheme and the scheme promoted by the nine companies and 
other bodies, this being £20 in the first case, and £25 in the 
other. The Chairman pointed out that the figures produced 
by the two bodies of engineers were very much on a par in 
the first place, because they were estimated at about the same 
time, and the £90 in the case of the County Company was the 
revised figure based on reductions in price since the October 
inquiry. Mr. Kennedy's cross-examination then turned on the 
question of crossing the river to the south side from the Bark- 
ing site, the greater part of the Company's load being on the 
south side. Mr. Sparks agreed this was not an easy matter. 
They felt that it would prejudice their position if they dis- 
closed publicly how the river was to be crossed, but they 
would put their plans before the Commissioners if they desired 
them to do so. . 

Mr. TURNER then cross-examined, and suggested that the 
County Co. was anxious to secure the railway demand for 
itself. This led to а prolonged discussion on the proposals of 


.the two schemes for dealing with the railway load. 


In summing up the position, the CHAIRMAN said that the 
County Co. was wiling to take the risk of erecting а 
modern station in the faith that it would secure the railway 
load, whereas the promoters of the joint scheme were not tak- 
ing this risk, and it was not their intention to supply the 
railway load. The position with regard to the railway load 
had altered during the course of the inquiry, the railway com- 
panies having withdrawn their scheme. . 

Sir Harry HAWARD said that the first stage of the scheme, 
which did not provide for the erection of the capital stations, 
would cost £1,050,000, so that if the first stage Were shortened 
to provide for the erection of the stations earlier in order to 
meet the railway load, it would involve the re-arrangement of 
the whole of the financial provisions. 

In further discussion on the point, the CHAIRMAN pointed out 
that. the Joint Authority should be in a safer position with 
regard to preparing for the railway load, because if it were 
lost it would be able to dispose of the extra load more easily 
owing to the large area which it would supply, whereas 
the County Co. would be confined to its own particular 
area of supply. He also added, in reply to a question raised 
by Mr. Tyler, for the railway companies, that the question of 
whether they should erect their own generating stations was 
in tbe hands of the Commissioners. 

Mr. SPARKS, in answer to questions by Mr. BAcGALAY, agreed 
that the Barking site was preferred partly because of its nearer 
proximity to the centre of gravity of the load, which was 
about Southwark, but in addition there were difficulties in 
connection with the foundations at Dagenham, and the 
shallowness of the water there as compared with Barking. 
which would necessitate the erection of & long pier for bring- 
ing in supplies of coal, &c., transported to the site by water. 

In the course of his re-examination, Mr. Morse reverted to 
the suggestion made by Mr. Kennedy that by the erection of à 
station to deal with the anticipated railway load, the County 
Company would place itself more or less in the hands of the 
railway companies. He pointed out in this connection that 
the railway companies would not be able to bu#d a station 
themselves without the consent of the Commissioners, so that 
they would not be able to demand what price they liked. 

This finished the evidence to be brought by the parties 
concerned. and all that remained was the hearing of the final 
speeches of counsel. Important consultations were going oD ш 
connection with the County of London's Bill, now before 
Parliament, in which most of those at the inquiry are 
interested, and in view of this it was decided to adjourn un 
Tuesday last. The chairman, however, said that the proceed- 
ings must really finish by to-day, July 99th, even if 16 were 
found necessary to sit а little later each day. , 


On Tuesday, July 26th, Sir Jonn SNELL said that Mr. Lackie, 
on behalf of the Commissioners, had seen а partner the 
firm of.Messrs. Kennedy & Donkin, and of Messrs. Merz and 
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McLellan, and had examined documents, specifications, and 
tenders in order to prove certain prices, and without disclosing 
from whom the tenders were received, the position was this: 
For large sets, eay, from 15,000 to 20,000 kW, for а speed 
of 3,000 r.p.m., the following prices had held within the last 
two months: For export purposes and not including erection, 
£3 per kW of maximum continuous rating for the turbo- 
alternator without surface condenser or pumps. For home 
tenders, add 10 per cent., making £3.3 per kW. Adding cost 
of erection, the price became £3.6 per kW. For smaller sets 
than 15,000 kW, add 15 per cent., bringing the figure to £4.14 
per kW of maximum continuous rating. If auxiliaries were 
added, а further 10 per cent. must be added, making £4.55 
per kW. These prices were for a frequency of 50 cycles. For 
a frequency of 25, a further 10 per cent. must be added, making 
£5 рег kW, and if instead of 3,000-r.p.m. sets, 1.500-r.p.m. 
sets were built, another 15 per cent. must be added, making 
£5.75. These figures gave the range of prices of the tenders 
examined by Mr. Lackie, and it appeared clear that on a 
first-class specification that British manufacturers had quoted 
in competition and bona-fide, for 3,000 r.p.m. sets, some- 
thing over 15,000 kW continuous rating for export purposes, 
without cost of erection, a figure of £3 per kW for the turbo- 
alternator, and the prices were firm. 

Continuing, Sir JOHN SNELL said it was the intention of the 
Commissioners to see personally the various sites proposed 
for the capital power stations in the various schemes. 

Speeches of counsel were then commenced. 

Mr. Baxer, for the North Metropolitan Electric Power 
Supply Co., said that at least he had not embarrassed the 
Commissioners by shifting his ground during the inquiry. His 
case had always been, and still was, that the North Metro- 
politan Co.'s area and its Willesden power station should be 
excluded from the area of any Joint Electricity Authority. 
His contention was that the onus was upon the promoters of 
the L.C.C. and Conference schemes to show that a Joint 
Electricity Authority was necessary, and not for him to show 
that one was not necessary, and if the promoters had 
not satisfied the Commissioners that it was advantageous 
to include the North Metropolitan Co.'s area within the 
jurisdiction of a Joint Electrical Authority, then it 
was not for him to have to show that no advan- 
tage would accrue to it. Ав to the area, the one 
delimited by the Commissioners was merely provisional, 
and was not intended to be the actual area. Mr. Rider and 
hi8 brother engineers did not appreciate that position, and 
he believed it was for that reason, and that reason only, that 
the North Metropolitan Co. had been obliged to fight this case. 
He was certain that had the engineers dealt with the area 
purely on engineering grounds without any previously sug- 
gested area, the North Metropolitan Co.'s area would not 
have been included. Moreover, Mr. Rider had admitted in 
his evidence that he could not give any date when the North 
Metropolitan Co.'s area would receive any benefit, by reducin 
the cost of supply, for the larger scheme; but Mr. Rider woul 
not agree to exclude the Power Co.'s area because it would 
create а precedent for other objectors to ask for exclusion. 
The evidence was a little contradictory, but no evidence had 
been given as to the benefit which would accrue to the North 
Metropolitan Co.’s area by this scheme within the imme- 
diate future. It would not do for the promoters mereiy to 
say it would not do the Power Co. any harm. He submitted 
that neither the L.C.C. nor the Conference had given the 
Power Co.'s position any serious consideration apart from 
that given to the companies which were purchasable under 
the Electric Lighting Acts, and from counsel's epeech for the 

erence scheme it was clear that he had not been made 
aware of the difference in the circumstances. Speaking quite 
frankly, counsel eaid the Power Co. had no confidence in any 
Joint Electricity Authority that might be formed, and pre- 
ferred to be left in the hands of the Commissioners. The 
Whole problem was an engineering one, and he did not think 
the engineers for the schemes would contend for a moment 
that it was essential to the engineering scheme that the Power 
Co.'s area should be included. Throughout the whole inquiry 
they had not heard why it would be to the advantage of the 
ower Co. The scheme of the nine companies did not include 
any part of the Power Co.'s area; although at first this scheme 
e include а part of its area, the whole of it had now been 
cut out. 

Sir JOHN SNELL said the Commissioners wished to look at the 
matter from a rather different angle to that put forward by 
Mr. Baker, namely, from that of the benefit to the whole area. 

Mr. Baker: Even at the risk of detriment to us? 

Sir Јонх SxELL: No. I do not say that. . | 

Continuing, Mr. Baker said he believed that if the engineers 
were left alone they would leave the Power Co. out of the 
scheme altogether. | 

Mr. бүрхғү Morse followed for his numerous clients. So 
far &s the East London scheme was concerned, the City of 
London Electric Lighting Co., Ltd., had elected to remain 
Outside, in acceptance of the offer of the promoters of that 
scheme. The L.C.C. scheme had been so modified that the 
financial result was doubtful, and the City of London Co. was 
not prepared to be held responsible for any part of the finance. 

ncerning the West Kent Electrie Power Co. and the South 
Metropolitan Electric Light & Power Co.. nothing that had 

en said during the inquiry had changed their views against 
being included in the area. With regard to the County of 
London Electric Supply Co., too much had been made of the 


suggested intention of that company to extend the proposed 
Barking station to 600,000 kW. Nothing was in contemplation 
beyond an installed capacity of 100,000 kW. | 

Mr. HENDERSON, for the L.C.C., said that in his sworn 
evidence to the Parliamentary Committee on the County Co.'s 
Bil, Mr. Merz had referred to 600,000 kW. E 

Mr. Morse referred to a report of the L.C.C. this week 
with regard to the Barking scheme. and said that the wor 
of the report rather suggested that the L.C.C. feared a g 
scheme. His case was that a large power station should be 
built at once. The County Co. was willing to erect a capital 
station at once and, among other things, to be ready to deal 
with the railway load when it came along. The erection of 
the Barking station would not in any way prejudice any 
solution of the London electricity supply problem which might 
be decided upon. So great had been the demand upon the 
company that its sales branch had had to be closed, and the 
demand was such that the erection of the Barking station 
would not only enable the company to extend the uses of 
electricity, but to generate at à very much lower figure than 
at present. The company had agreed that if the Barking 
station was authorised an option should be given to the Joint 
Authority to take it over, upon terms to be fixed by the Com- 
missioners, within seven years. 

Sir JoHN SNELL asked, supposing the Commissioners at the 
end of the inquiry came to the conclusion that the County 
Co. had made out its case for the Barking station to be con- 
structed immediately, was Mr. Morse instructed to assist the 
Commissioners now publicly by defining the attitude of the 
County Co. towards inclusion in a scheme for a Joint Authority 
which would carry with it an extension of tenure to the com- 
pany undertakings? 

Mr. Morse said the County Co. was quite prepared to co- 
operate entirely, but the consent to the station should not 
be withheld until the Joint Authority or the complete scheme 
was finally passed. | 

Sir JoHN SNELL next asked whether the County Co. would 
agree to the leasing proposal of the nine companies as regarded 
the power stations of the companies? 

Mr. Morse said the position with regard to that was not 
very clear, but in principle his clients would not object to 
the leasing proposal. 

Sir JOHN SNELL said the Commissioners would like to feel 
before the inquiry was closed that all the possibilities 
had been explored, in order to bring about a solution of the 
problem, so that the Commissioners could make a selection 
of the proposals put forward without prejudice to any under- 
taker, company or municipal, so that the whole could be 
brought together. 

Mr. Morse said his clients’ view was that any settlement 


should be for a long period, and that there should not be 


recurring periods of, say, ten years when purchase of the 
companies could take place, or а similar recurring period with 
regard to the lease. 

Sir JOHN SNELLI: You want stability? 

Mr. Morse: Yes! 

Mr. HENDERSON, for the L. C. C., protested that as the County 
of London Co. had refused to give evidence on the schemes, 
he had not cross-examined its witnesses on the point. There- 
fore, the suggestions now made by Mr. Morse might be 
prejudicial to the L.C.C. as the purchasing authority over 
the companies, and he protested now in order to protect his 
clients. 

Mr. MoszELEY, for the Metropolitan Electric Supply Co., then 
addressed the Commissioners on very similar grounds to those 
put forward by Mr. Baker for the North Metropolitan Electric 
Power Co. The former company asks for its bulk area and 
its Willesden power house to be left out of any scheme. 

Mr. TYLOR, for the ten railway companies in the area, 
began his speech during the last few minutes of the afternoon. 
He said that the position of the railway companies as con-' 
sumers must be considered apart from the point of view of 
traction, because most of them had other uses for electricity 
at the present time. At the same time, the railway companies 
had no predilection to spend money on generating stations, 
and if the inquiry showed that they could buy energy more 
cheaply, no one would be more pleased than the railway 


companies. (To be continued.) 


North-East Midlands Electricity District. 
YORKSHIRE ELECTRIC Power Co.'s REPRESENTATION. 
ўүттн reference to the proposed formation of a Joint Electricity 
Authority for the above-mentioned area,* for which purpose 
a scheme was recently submitted by the City Corporation 
of Sheffield,t we have received a copy of в representation 
that has been made to the Electricity Commissioners on the 
matter by the Yorkshire Electric Power Co. (of which Mr. 
W. B. Woodhouse is the engineer and manager), which states 
inter alia that the company 18 of the opinion that no advantage 
is to be gained by the constitution of a Joint Electricity 
Authority for its district, and that the creation of а second 

organisation can only lead to unnecessary expense. 

That portion of the proposed district which is to the south 
of the company's area is within the area of supply of the 
Derbyshire & Nottinghamshire Electric Power Co. with which 
the Yorkshire Co. is prepared to co-operate in the interests 


* ELEC. REv., Oct. 1st, 1920; p. 434. 
t Exec. Rev., July 15th. 1921; p. 10. 
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of the economical development of supply. If it can be shown 
that any economy would arise from the combination of elec- 
tricity supplies in the district to the east of the company's 
area with that of the company, it is prepared {о consider 
arrangements to this end. Proposals to this efect have been 
made by the company to the North Lincolnshire ironmasters 
in the past, and the company is prepared to discuss with 
these power users or others any scheme which can be shown 
to be beneficial. 

The company’s area of supply extends into three proposed 
electricity districts, for each of which the Commissioners 
require schemes to be submitted. The company must regard 
the interests of consumers in its area as а whole, and submits 
that no division should be made unless it be shown to be in 
the interests of consumers in all parts of the company’s area. 

The company submits that no necessity can be shown for 
the establishment of a Joint Electricity Authority 1 its area 
of supply. The Yorkshire Electric Power Co. was created 
by Act of Parliament substantially for the purposes for which 
.& Joint Electricity Authority would be established, and Section 
19 of the Electricity (Supply) Act, 1919, recognises the special 
position of the Power Co. by restricting the supply ot elec- 
tricity by & Joint Electricity Authority in the Power Co.'s 
area. The ра by a Joint Electricity Authority of exist- 
ing undertakings would require the provision of a large amount 
of capital, and the transaction would almost certainly result 
in an immediate increase in the cost of electricity to the con- 
sumer. The provision of capital for such a purpose would 
involve. either financial assistance from the State or an obliga- 
tion on the ratepayers of the various areas in the proposed 
district to defray losses out of the rates. This burden would 
largely fall on districts in which a supply of electricity trom 
the company is now available without any risk to the rate- 
payers. 

The capital of the company has to a very large extent been 
raised in Yorkshire, and many of the shareholders are power 
users who have preferred to co-operate through the agency 
of the company in the provision of a supply of electricity 
rather than to install their own power plant. In view of the 
existence of the Power Co., the creation of a Joint Electricity 
Authority would involve uneconomical duplication and un- 
necessary expense. Any function which such an authority 
could exercise with public advantage could equally well be 
exercised by the co-operation which has already been brought 
about by the company without the expense and delay occa- 
sioned by the establishment of a Joint Electricity Authority. 
The establishment of & Joint Electricity Authority and the 
creation of the necessary organisation would involve not only 
expense but further interference and delay in the development 
of electricity supply at a time when delay would have a most 
serious effect in restricting production and industrial develop- 
ment in the important area in which the company is authorised 
to supply. 

The delay already occasioned by the restrictions imposed 
prior and subsequent to the passing of the Electricity (Supply) 
Act, 1919, has created a serious position of affairs such that 
new and extended demands for power cannot be met promptly, 
and as & consequence the extensions of supply, so much to be 
е in the interests of national economy, have been de- 

yed. 

The company is empowered to co-operate with other under- 
takers in the supply of energy and the carrying out of works 
required by the company or other undertakers by either party, 
separately or jointly, the formation of Joint Boards, and for 
other purposes in connection with the supply of electricity. 
The interests of the public are fully protected by the legislative 
restrictions to which the company is subject.. 

The developments of the company's undertaking are subject 
to the supervision and approval of the Commissioners; the 
company 18 limited as to the maximum prices it may charge 
and the dividends which may be paid to shareholders, and it 
is under definite obligations to supply all those persons.in 
its area who require a supply of electricity. 

In the company’s area of supply there are 62 electricity 
undertakings of authorised distributors, of which number the 
company is supplying or has entered into an agreement with, 
40. Seven of the remainder have not commenced to supply 
electricity, leaving 15 of the working undertakings not yet 
associated with the company in the supply of electricity in 
its area. The company has intimated its willingness in 
all these cases to enter into agreements for supply. Of the 
above authorised distributors, four are at work in that part 
of the proposed electricity district which is within the com- 
pany’s area of supply, viz.: The Corporations of Doncaster, 
Rotherham. und Sheffield, and the Urban District Council of 
Mexborough. With three of these—Sheffield, Rotherham, and 
Mexborough—the company has already made agreements for 
joint working, interchange of supply, and avoidance of over- 
lapping. The considerable developments in the unification 
of the supply of electricity by the company in its area have 
been made by agreement with other undertakers, having 
regard to the special circumstances of each case. Tt is sub- 
mitted that a continuation of development on these lines, sub- 
ject to the control and guidance of the Commissioners, will 
produce the best results. | 

The company's area of supply includes the Yorkshire coal 
field, which extends continuously from north to south across 
the boundary of the proposed district. The company is supply- 
ing a large number of collieries with electricity, and the 


extensive syetem of.mains which the company has provided 
covers a large portion of the coal field. These mains are avail- 
able not only for supply to collieries and to all classes of users, 
but for taking power from those collieries which may have 
a surplus derived from waste heat. The association thus 
established permits in the simplest and most economical way 
the utilisation of waste heat or surplus power for the general 
benefit. In view of possible developments in the use of 
low-grade fuel the co-operation of the Power Co. with the 
colliery owners is likely to have an important effect in reducing 
the cost of producing electricity in the future. Developments 
of this nature are necessarily intricate and difficult, and not 
only involve financial risk, but require the closest association 
between the two parties to achieve success: It is submitted 
that in such new developments a company undertaking will 
obtain the best results. 

Whilst the company is of opinion that there is no present 
necessity for, or advantage to be gained from, the creation of 
a Joint Electricity Authority in its area of supply, it desires to 
emphasise its willingness to co-operate in the fullest degree 
with other bodies in any development which can be shown to 
be in the public interest. | 

The company is prepared to meet all demands in the area 
entrusted to it by Parliament by a continuance of the policy 
of development by agreement with other bodies which has 
already produced such substantial results in the unification 
and extension of supply of electricity throughout its area. 
The company requests that the restriction as to the supply of 
electricity for lighting in districts where there are no autho- 
rised distributors, imposed by Section 48 of the Yorkshire 
Electric Power Act, 1901, be removed, and that the company 
c permitted to supply such demands as may arise on equitable 

rms. | 
. If so desired by the local authorities, it is suggested that 
powers might be granted to any local authority in the com- 
pany's area to subscribe for securities, shares, or etock issued 
by the company, to lend money, to guarantee or join in 
guaranteeing the payment of interest on loans or securities 
of the company, and to give financial assistance in any other 


form, subject in each case to the approval of the Commis- 


sioners. 
hh хх EU 


Electric Vehicles in Latin America.—A Reuter message 
from Buenos Ayres says that while hitherto the call for 
electrically-driven vehicles in the States of South and Central 
America has been limited owing to the generally indifferent 
conditions of all but the principal highways, the expenditure 
of large sums by the Governments of the, leading countries, 
such as Argentina. Brazil, and Chile, upon new roads and 
bridges will soon open a new and important market for these 
manufactures, especially motor-trucks and taxi-cabs. 

General conditions are favourable for the use of electrically- 
propelled trucks. There are few cities where street distribu- 
tion of supplies from retail stores is more generally carrie 
out, purchasers as a rule declining to carry their parcels, no 
matter how small. Provisions, such as meat, are also trans- 
ported over long distances, the slaughter-houses being outside 
the city, as are all of the market gardens, while, as all supplies 
have to be delivered before noon, expedition is & very essential 
consideration. The hauls usually are short, and there are 
frequent stoppages owing to the press of traffic. The grades 
are very moderate, and this applies to the capital and other 
cities alike. ; 

It has been decided to establish a number of charging 
stations in Buenos Ayres, so that a system of public electrically 
operated automobiles may be commenced. : 

Brazil has latterly imported some electrically-driven pas- 
senger cars, and it is proposed to extend the number if the 
experiment proves successful. The cities of Rio de Janeiro, 
Sao Paulo, Santos, and Bahia are well adapted to such vehicles. 
Owing to the large amount of water power available in Brazil, 
the price of electricity is moderate, while prospects of the 
development of the waterfalls under Government encourage- 
ment are exceptionally attractive. 


. Associated Municipal Electrical Engineers,—At the ad- 
journed annual general meeting, held in London on July 22nd, 
the report of the Executive Committee for the year ended May 
3lst last was adopted. The report states that the total mem- 
bership of the Association is now 188. It is announced that 
the I. M. E. A. Chairmen's Committee has definitely accepted the 
minimum salaries scale, and it is hoped that the Standing 
Joint Committee of chairmen and engineer members to deal 
with conditions of engagement will be of material benefit. 
During the year the bye-laws of the Association were revised 
in order to secure a certificate under Section 2 (3) of the 
Trade Union Act, 1913. 'The report regrets that no amend- 
ment has been made in the compensation clause contained in 
the Electricity (Supply) (No. 2) Bill, but should the Bull be 
proceeded with every endeavour will be made to secure ade- 
quate protection in the case of loss of office. 

. The statement of accounts issued with the report shows 
increases in income and expenditure, the balance in hand at 
the end of the year being £38, making with the balance from 
the previous year а total of £89. 
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MAGNET HOUSE. 


Мв. Huco Hirst, the chairman of the General Elec- 
tric Co., Ltd., spoke to the shareholders with justifiable pride 
of the building in which the annual general meeting was held 
on July 21st. It is 32 years since the С.Е. Co. came into 
existence, and the rapid advance of its business has compelled 
it to seek more commodious premises to house the offices, to 
store the manifold products of the company. and to provide 
showrooms where goods may be displayed to the best advan- 
tage. The result is Magnet House. 

With admirable prevision the company secured the splendid 
eite in Kingsway nine years ago, but the war intervening 
delayed the completion of the building. Mr. Hirst, in his 
speech, told his audience that the design of the building 
possessed three prominent features—utility had been a deter- 


Fic. 1.—Macyer House, KINGSWAY. 


mining factor in the part devoted to oflices, warehouses, show- 
roums, &c.; dignity played a part in the design of the offices 
of the leading officials; and sentiment was shown in the design 
of the entrance hall, which they had dedicated to the memory 
of 252 of those noble men who laid down their lives to save 
their country. ' 7 f 

A visit of inspection to Magnet House will be amply repaid, 
for it may be said that in few other buildings has more 
care been taken to cater for the convenience and comfort of 
customers during their personal visits and to ensure the prompt 
and accurate execution of their orders. Every modern labour- 
saving device has been adopted, the installation being carried 
out on a scale commensurate with the size of the organisation 
it has to serve, and being in every instance specially designed 
to meet its particular needs. Every detail of the electrical 
equipment of the building is a product of one or other of the 
Works of the General Electric Co., Ltd., or of its associated 
companies. 

As an architectural achievement. Magnet House is excellent 
In conception and harmonious jn design. as the main facade 
(by Mr. R. Frank Atkinson, F.R.I.B.A.). a photograph of 
Which is reproduced in fig. 1, testifies. 

The building covers a ground area of 95.722 sq. ft. and has 
eight floors, including the basement. Each floor is divided into 
eight sections by brick walls, fitted with double iron fire-proof 

oors. These doors, of which there are 130. were made by 
the company at the Fraser & Chalmers Engineering Works. 
Erith. They are of several types, some consisting of a single 
panel and others of three or four panels with hinged folding 
sections, allowing room for people to pass through without 

aving to open the whole door. 

here are five staircases giving access to the various floors, 
Which are also served by seven passenger and eight goods 
lifts, made and erected by the Express Lift Co., Ltd. The 
Express Lift Co. was а] responsible for the complete system 
of hoists and runwavs for loading and unloading vans and 
lorries, and for handling bulky goods. This lift equipment. 
comprising а total of 23 machines of various types, forms an 
epitome of modern practice in lift design and construction. 


АЦ inter-departmental correspondence is distributed Бу 
means of pneumatic tubes. А central exchange is located near 
the entrance hall for dealing with this service, and is also 
used as а sorting office for incoming mail, letters being after- 
wards sent to the various departments by the tubes. Ventila- 
tion is secured by a network of ducts connected to a modern 
air-washing plant and vacuum tubes are also installed for 
cleaning. 

The main entrance hall, shown in fig. 2, is of stately propor- 
tions, the stone walls and marble floor forming an excelient 
background for the massive bronze gates and ornaments. А 
wide marble staircase, in the well of which run two high-speed 
passenger lifts, leads from the basement to the sixth floor. 
and at each floor opens out to а spacious vestibule. 

In the basement are the showrooms, which offer probably 
the largest and most comprehensive selection of electrical 
goods in the United Kingdom. 

On the left of the vestibule is а handsomely decorated suite 
of rooms devoted to the exhibition of electric light fittings 
and domestic electrical appliances. With a full appreciation 
of the value of display and demonstration, the company has 
devoted much thought and care to this important section. 
with the result that the comfort and convenience of the visitor 
are catered for in the most complete manner. 

The various showrooms have been laid out with the object 
of facilitating the selection of fixtures to harmonise with any 
existing scheme of colour or decoration. and serve to make 
this an easy and pleasant undertaking. The central apartment. 
which is decorated in Georgian style, comprises a large displav 
of Georgian and modern fixtures of all types. In, the French 
room (fig. 3), which 1s tastefully decorated in white and vieux 
rose, is to be found a choice selection of Louis XIV and Louis 
XVI electroliers and brackets, together with French statuettes. 
bronze figures, and table standards. The Adam section, carried 
out in tints of Wedgewood green, contains many excellent 
examples of brackets, pendants, and electroliers in this style. 
Another period room is arranged as a Jacobean dining room, 
displaying chandeliers, lanterns, and table candlesticks of Tudor 
and Jacobean design, many of which are faithful reproduc- 
tions of antique originals. The section. devoted to alabaster 
ware bolds an excellent assortment of, inverted fittings, vases 
and pedestals. Unique and artistic silk shades in great variety 
are arranged in an adjoining room, and the remaining apart- 
ment (fig. 4) is devoted to an exhibition of domestic electrical 
appliances. Here are demonstrated heating and cooking ap- 
pliances, electric irons. and fans, vacuum = cleaners, washing 
machines, and practically every conceivable electrical requisite 
for domestic purposes. 

On the opposite side of the vestibule is a large industrial 
showroonn containing comprehensive displays of lanterns and 
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Fic. 2.—THE ENTRANCE HALL. 


fittings for factory and street lighting. ships’ fittings, and 
other items of electrical equipment for ships, switchgear, tele- 
phones, electric light supplies, cables and wiring materials. 
and other products of the company. One interesting feature 
of the display in this section is a board demonstrating the com- 
pany's new surface Kingsway " wiring system. A certain 
amount of the wiring in the industrial showroom is also curried 
out on this system. 

The greater portion of the ground floor is taken up Бу the 
sales counters, which form a continuous line 140 ft. long. 
Considerable storage accommodation is arranged behind the 
counters, and the bins can be quickly replenished froin the 
main stockrooms on the upper floors by means of electric 
service lifts operated by a system of push buttons. Tho sales- 
men are in telephonic communjcation with their, departmental 
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stockrooms, so that in the event of any required article not 
being available at the counter, instructions can immediately 
be given for it to be sent down by these lifts. Under the 
counter runs а silent belt conveyor which carries customers' 
purchases to separate packing benches at one end; the sales- 
men are thus relieved of the task of tying up parcels, and are 
consequently enabled to attend to the requirements of cus- 
tomers in the most expeditious manner. This belt conveyor— 
another product of the Fraser & Chalmers Engineering Works 
—consists of a rubber-covered duck belt running over idlers 
mounted on a substantial steel frame. It is driven at a speed 
of 120 feet per minute by a 2-h.p. Witton motor through one 
of the Express lift Co.'s silent worm gears. The motor is 
controlled by a ‘‘ Salford " ironclad double-pole switch and 
fuse and a standard G.E.C. face-plate starter. The goods to 


Fic. 3.—FRENCH PERIOD SHOW-ROOM. 


be packed are placed in wire baskets fitted with wooden run- 
ners, and, during the busy hours, follow each other in endless 
succession to the delivery end, where they pass over ball- 
bearing rollers to the packing benches. 

In the van dock at the rear of the building are three cranes 
and runways for handling incoming goods. Cases are lif ted 
from the lorries and lowered to the receiving department in 
the basement. Here the goods are unpacked and distributed 
by lifts to the stockrooms on the fourth and fifth floors. 

The first and second floors are principally devoted to ad- 
ministrative departments, among which the spacious counting 
house on the first floor, the board room, and the catalogue 


Jic. 4.—DOMESTIC APPLIANCES SHOW-ROOM. 


and information bureau on the second floor deserve special 
note. The offices of tbe departmental managers and the large 
departmental general office are also situated on the second 
floor. A plentiful provision of signs in prominent positions 
direct the inquirer to the various departments. 2 

On the third floor is the commodious and well-arranged 
despatch department, with its rows of bins and packing 
henches. ‘To each despatch clerk is allotted a definite section 
cf the alphabet, so that he always deals with all the orders 
of every customer in his section. Adjoining the despatch 
department is the packing room. Goods are delivered to the 


despatch department by goods or service lifts, and the com- 
pleted packages are lowered in special containers by combined 
cranes and runways into waiting lorries in the van dock below. 

The stock-rooms on the fourth and fifth floors are equipped 
with some 12,000 steel bins, and are arranged on a definite 
plan to facilitate the work of looking out goods for the execu- 
tion of orders. | 

The telephone exchange, which has 50 incoming lines and 
308 internal extensions, is situated on the fifth floor. The 
whole of the Sauipment was manufactured at the Peel-Conner 
Telephone Works. 

The offices of the illuminating engineering department, a 
large and well-lighted fixtures design office, and a meter test 
room and workshop, are located on the sixth floor. Near by is 
a large staff canteen fitted with a complete equipment of the 
company's Magnet cooking apparatus, including urns, hot- 
water calorifiers, and hotplates. Here the staff can enjoy a 
light luncheon at mid-day and a cup of tea during the after- 
noon. A large lecture hall is also situated on this floor. It 
has a seating capacity for 350 people, and is used for the social 
recreation of the staff, as well as for lectures on technical and 
commercial subjects. | 

The motor rooms for the various passenger and goods lifts 
are on the roof, which is reached by four emergency staircases. 
These motor rooms have been designed to afford every facility 
for inspection of the different drives and controls. 
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BuLLERS, Lip. v. J. BREEDEN & Co., LTD. 


IN the Mayor's and City of London Court, on July Alst, 
plaintiffs claimed £14 11s. 7d. against defendants, lamp manu- 
facturers, of Birmingham, for the balance of account for 
porcelain heat dispersers supplied. Mr. Page appeared for the 
plaintiffs and Mr. Graham Davis for the defendants. 

Mr. Pace stated that on March 20th, 1919, a contract was 
made by which plaintiffs were to supply the defendants with 
10,000 dispersers. They were used in electric light bulbs and 
cost about 24d. each. Delivery was to be made in eight 
weeks. There was considerable delay in making delivery owing 
to the trade congestion and various other causes. On July 25th, 
1919, before plaintiffs made any deliveries at all under the 
contract, they received а letter from the defendants in which 
they said there was to be a slight alteration. That was done 
and certain alterations in the plant had to be made. At least 
a month of their time was used in which the alteration had 
to be made. No delivery was made by the plaintiffs until 
October. On August 28th defendants wrote a letter which 
plaintiffs said was a walver. Оп October 24th they wrote and 
said what they would like to be assured about was the quan- 
tity which the plaintiffs could definitely promise delivery of 
per week, especially in view of the fact that the plaintiffs had 
further orders in all probability. Time might or might not 
have been the essence of the contract, and the defendants 
might have been entitled to repudiate the contract, but the 
letter which they wrote was & pure waiver. Deliveries com- 
menced in October and continued for 15 months at intervals 
of about 11 days. Every delivery was accepted and paid for 
until November 27th, 1919, when defendants wrote and said: 
We are again anxiously waiting for the dispersers.“ That 
showed their attitude. It was simply that of a person who 
had been disappointed. They were glad of deliveries when 
they could get them. On September 15th, 1920, they wrote 
and asked what their price would be for another 10,000 or 
30.000. On November 2nd, 1990, plaintiffs wrote and said 
the balance of the first 10,000 would be completed so far as 
the manufacture was concerned in 14 days, and if they wished 
plaintiffs to continue manufacturing they would be glad of 
instructions. Defendants went on accepting deliveries until 
December 8th, 1920, when they wrote and said they had to 
request plaintiffs not to deliver any more goods until they 
advised them further as they were having to accept large can- 
cellations of orders because of the non-supply of plaintiffs 
goods. Before that was received one of the consignments was 
on the road. Defendants subsequently said that they looked 
upon the whole contract as cancelled. 

Mr. Davis said he agreed that the contract was for delivery 
in eight weeks. They took deliver until all sorts of excuses 
were made, such as were received during the war. There 
was not a new contract and not a waiver of the defendants 
rights. It was a postponement of their rights. They had to 
complain bitterly of the great delay up to November, 1930. 
and then plaintiffs wrote оп November 9nd and said the rate 
of delivery would be considerably increased, and that the 
balance of the order would be completed in 14 days. Up to 
that time they had practically postponed their rights of can- 
cellation. When the 14 days expired and they got sick of 
the delays they said cancel.“ Plaintiffs could not go bac 
on their promise to deliver in 14 days. 


oe 
147 


Yol 89. No. 3,379, JULY 29, 1931.] 


THE ELECTRICAL REVIEW. 


ИШИН 


вом said he had come to the conclusion that there 
e. of the contract, апа he found for the plaintiffs 


with cosís. 


BROKEN INSULATORS. 


caster Borough Police Court, last week, seven pit 
аш Adwick-le-Street, were fined 20s. each for trespass. 
and 20s. each for damage to шарп insulators on the rail- 
way between Carcroft and Castle Hill. It was stated that 
verv many insulators had been broken during the past three 
months, and foreman John Sawsby had just completed the 
replacement of broken ones by new ones when the defendants 
were seen on the railway line throwing etones, and when the 
foreman went back to the spot he found more of the insu- 


lators broken. 


WHITEGATE Brick Co., Lrp., v. O’Brien & Co. 


At the Manchester Assizes on July 20th, the Whitegate Brick 
Co., Ltd., sued Messrs. O’Brien & Co., electrical contractors, 
for damages for an alleged breach of contract. It was stated 
for plaintiffs that the defendants were asked to supply a 10-h.p. 
motor suitable for d.c. power at 500 volts. A motor was 
delivered, but after three or four days’ running was burned 
out, and the plaintiffs stated that it was totally unfit for the 
supply employed. They accordingly returned it, and asked 
for the refund of the sum of £136 paid for it. This was 
refused, and the damages now claimed amounted to £539, 
including reparation for loss of work, &c. The defendants 
said that thousands of similar motors were being supplied 
for direct current, and the failure must have been due to 
improper handling. It was decided to submit the case to 
a technical referee. 


NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit particulars of new or improved devices and apparatus, which will be published 
V considered of sufficient interest. 


A New Continuity Fitting. 


A simple but effective device for ensuring the continuity of 
electrical conduit systems has recently been patented by 
Messrs. RyELAND & Co., 44, Weston Street, St. Thomas's 
Street, London Bridge, S.E.1. The fitting is made in two 
types, both of which are illustrated in fig. 1. The first type 
is intended for straight-through " joints only; it consists 
of a strip of steel (or other metal) at each end of which is a 
clip which is an integral part of the fitting. The clips are 
provided with nuts and screws for fixing the device on to the 
ends of conduit. The flat part of the fitting can be passed 
behind a connector box, fuse board, or any other component 
of an electrical circuit, providing an unobtrusive and continuous 
conductor, safer than the methods usually employed for this 


Fic. 1.—ТнЕ “ Mouti-way " EARTHING CLIP. 


Purpose. A development of this type of fitting has a wider ap- 
plication. In this form ‘the device consists of a perforated 
strip with a clip at one end. By means of a bolt and nut а 
similar piece can be closely connected to give a continuous 
path at tees, angles, or other combinations of several ways. 

e range of sizes manufactured enables the system to be 
used with distribution boards of any length. The fitting is 
aptly called the Multi-way ” earthing clip. 


A New Kinema Projection Lamp. 


Recent experiments by the GENERAL ELECTRIC Co., Lap., of 
Schenectady, New York, U.S.A.. have resulted in the de- 
Velopment of a new high-intensity projection lamp which 
Promises to revolutionise the projection of motion pictures, 
savs the American Electrical Review. The lamp gives, it is 
said, twice the illumination on the screen that can be ob- 
tamed by the use of the older type of low-intensity lamps. 
with no increase in current consumption, and the quality of 
light, obtained by a special type of carbon, tends to eliminate 
eye strain. uM 

Light from this lamp, as shown by spectrum analysis, is 
8 close apnroximafion to davlight. which means that a much 
clearer definition is given the pictures and that, in the pro- 
ection of colonred films, the full value of the colours is 
brought out. This is especially true in the case of blues 


and greens, which often look muddy in the light of the ordi- 


nary arc. Another important feature is that, with the excep- 
tion of striking the arc, the operation is automatic. In place 
of five hand adjustments as on the ordinary lamp, this lamp 
has only two. No adjustment of the carbons should, there- 
fore, be necessary during normal operation. ‘The only move- 
ment to set the arc at the focus is,a longitudinal one which, 


once determined for any particular lens, does not have to be 


readjusted. 

The positive carbon is horizontal, projecting through the 
positive nose, while the negative carbon is at an angle of 
60 deg. to the horizontal, and so located that its tip is never 
between the crater on the positive carbon and the lens; 90 
per cent. of the whole illumihation given by the arc comes 
from the deep crater in the positive carbon, which is held 
tightly by а clamp to the feed screw which. with the car- 
riage, i8 rotated by a bevel gear and pinion connected to the 
motor through & worm-gear train. А star-wheel fastened to 
the feed screw with the feed screw and clamp around the 
axis of the carbon, and feeds the latter forward by engaging 
with & detent. | 

The negative carbon is not rotated but is fed by means of a 
clamp on the feed screw, which is rotated by bevel gears. 
These gears are driven by the motor through a worm-gear 
train and clutch. Automatic regulation of the arc length, and 
consequently of the rate at which the carbons are fed, is 
secured by connecting the motor across the arc. Thus the 
speed of the motor is unaffected by any fluctuations in the 
power supply, being dependent on the arc voltage. 

Little time is required for changing carbons. Аз the cur- 
rent ів carried through the carbons for only a short distance 
from the arc end, the remainder of the carbon does not become 
so hot as 16 would if the current passed through its whole 
length. Furthermore, when new carbons.are. inserted, no 
vertical or horizontal adjustments are necessary to get the 
crater at the focus of the lens, because the holding mechanism 
cannot be moved out of position. The entire device is de- 
signed with a view to compactness. It is for use in theatres 
requiring a more intense light source, having *' daylight " 
colour values, that the high intensity projection arc 
lamp has been produced. dii 


Toy Transformers. 


А device for giving a safe and constant supply of electricity 
for the operation of electrical toys and models is supplied 
by the British THomson-Houston Co., Lrp., 77, Upper 
Thames Street, E.C.4. This is a small transformer 


equipped with six feet of flexible cord and а lampholder 


adapter. Unlike a battery, it is always ready for use, never 
requires renewal, and, above all, is perfectly clean. B. T. H. 
toy transformers are made in four patterns, all of which. 
with the exception of the smallest, are provided with control 
switches on the secondary windings and alternative primary 
tappings. These two adjustments permit of a wide variation 
of secondary voltages ranging. in 2-volt steps, from 4 to 22 
or 28 volts. The smallest size is finished in green, and may 
be used for working small motors, &c. Two are finished 
in red and black. and are suitable for the operation of medium- 
sized tovs: while the largest (also finished in red and black) 
is intended for the operation of big toys and models. 

At present B.T.H. toy transformers are only supplied for 
110-volt circuits: three of them having a frequency range 
of from 95 to 49 cycles. "Transformers for 900-volt circuits 
are. however, in course of design, and will shortly be avail- 
able. 

The Duros " Accumulator. 


А novel type of accumulator (fig. 2) has been introduced into 
this country by Mrssns. E. G. Їлхр & Co., of 48а. Bucking- 
ham Palace Road, S.W.1. It is designed especially for use on 
signalling installations, for telegraph, telephone, and railway 
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purposes, to take the place of primary cells, and therefore to 
work for long periods without attention or recbarging. It 
consists of a strong glass box, with grooves in the sides, in 
which two heavy plates (one positive and one negative) are 
firmly held; the box is sealed to prevent evaporation of the 
electrolyte. The terminals are of large size, and extend well 
above the cell; they are made of a special acid-resisting mate- 
rial to prevent corrosion, and the terminal screws, the polarity 
of which is marked on them, have threads of different sizes, 
so that they cannot be interchanged. The cells are made in 
three sizes, of 20, 45, and 90 Ah capacity respectively (with 
intermittent discharge), the smaller ones being suitable for use 
in place of Leclanché cells for all purposes, and the large one 
for signalling installations. It is claimed that the Duros ” 
cell does not suffer from buckling or internal short circuits, and 
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FiGs. 2 AND 3.—" Duros " CELLS. 


will retain its charge for very long periods, being safely kept 
in service for 12 months or more without recharging or top- 
ping-üp—subject, of course, to the demands made upon it. 
The most striking feature claimed for it. however, is that it 
can be sent out dry, and on being filled with dilute acid it 
can be put on load at once, without charging. giving out 
80 per cent. of its normal capacity, after which it can be 
recharged in the ordinary way. Thus the tedious prolonged 
' first charge " 1s dispensed with. А life of from 19 to 15 
years is claimed for this cell, if completely discharged three or 
four times а year. 


* Genii” Electric Distillers. 


We have received particulars of two types of electric dis- 
tillers made by Messrs. GeorGe №оввѕ, Lro., 89, Cleveland 
Street, Fitzroy Square, W.1. The first and smaller distiller, 
illustrated in fig. 4, consists of three rectangular-shaped com- 
partments measuring 12 in. by 5 in. by 15 in. high overall. 
These are of copper tinned inside and polished on the ex- 
terior. The lowest compartment contains the liquid to be 
distilled, and in this is fitted a 2-kW immersion heater. 
Above this compartment is a division in which the distillate 
is caught and a j-in. spout is fitted into this. The top com- 


Fic. 4.— THE GENII 9-EW DISTILLER. 


partment is a condensing chamber with a cooling water jacket. 
It is fitted with a screwed boss as a cold water inlet at the 
bottom and excess cooling water is discharged tbrough a 
larger boss at the top. The latter has a regulating valve and 
nozzle. 'The excess cooling water may either form a hot-water 
supply or be stored for use again. This distiller is capable 
of dealing with 4 gal. of water per hour. 

The principles embodied in the larger distiller are the same. 
but this is cylindrical in shape, and is fitted with eight im- 
mersion heaters—a total loading of 16 kW. The larger dis- 
{Шег has a capacity for 4 gal. of water per hour. 
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BUSINESS NOTES. 


Bankruptcy Proceedings.— W. Н. S. Warp, electrical en- 
gineer, 56, High Street, Acton.—Last day for proofs for divi- 
dend, August 6th. Trustee: Mr. T. Gourlay, 29, Russell 
Square, W.C. ]. 

J. H. Taylor, electrical engineer and contractor, 99, Black- 
horse Street, Bolton.—First meeting, August 3rd. at the Offici- 
al Receiver's Offices, Byrom Street, Manchester. Public ex- 
amination, September 21st, at the Court House, Bolton. 

J. Harrison (Harrison & Son), electrical engineer, 98, 
Princes Street, Southend-on-Sea.—Last day for proofs for divi- 
dend, August 10th. Trustee: Mr. T. Gourlay, 29, Russell 
Square, W.C. 1. 


Company Liquidations.—We are asked to state, in order 
{о avoid misunderstanding, that the notice in our issue of 
July 8th of the winding-up of Engineering & Arc Lamps, Ltd., 
does not refer to the Engineering & Lighting Equipment Co., 
Ltd., of St. Albans. It relates to the completion of the wind- 
ing-up of Engineering & Arc Lamps. Ltd., whose business 
was taken over in February, 1990, by the Engineering & Light- 
ing Equipment Co., Ltd. 

WHOLESALE ELECTRICAL Co., Ip. —Winding up voluntarily. 
A meeting of creditors 18 called for August 5th at the Institute 
of Chartered Accountants, Great Swan Alley, Е.С. Particu- 
lars of claims should be sent by September 30th to Mr. E. H. 
Hawkins (one of the liquidators), 4, Charterhouse Square. 
E.C. 


RAILLESS ELECTRIC Traction Co., Lrp.—Particulars of claims 
should be sent by July 818% to the liquidator, Mr. A. Page, 98. 
King Street, E.C. | 

Lithanode, Ltd. -A meeting of members is called for August 
96th at 2, Billiter Avenue, E.C., to hear an account of the 
winding-up from the liquidator, Mr. F. A. Bell. 


Dissolutions of Parfnership.—Taber & Fryer, incandescent 
electric lamp and hardware merchants, 41, Merrion Street. 
J eeds.—Mr. W. H. Taber and Mr. W. О. Fryer have dissolved 
partnership. Mr. W. H. Taber will attend to debts. 


The Heath Electrical and Mechanical Engineering Co., 
electrical and mechanical engineers, 1, Pembroke Street. 
Cardiff.—Messrs. L. Massimo, S. C. Crocker and E. W. Bart- 
lett have dissolved partnership. Debts will be attended to by 
Messrs. Crocker and Bartlett, who will continue the business. 


Trade Announcements. THE British THOMSON-HOUSTON 
Co., Ib., has recently opened additional premises at National 
Buildings, St. Mary's Parsonage, Manchester, to deal with 
Increasing business in the district in Mazda lamps, fittings. 
and accessories, and to provide greater storage accommodation. 
Part of the extension is furnished as a fittings showroom for 
effective display of lighting appliances. Members of the in- 
dustry in Manchester and neighbourhood are invited to visit 
the showroom. 

Messrs. W. Gripen & Co. have acquired the business of Quead 
Electric Fires (stock, plant, patents, and goodwill) as a going 
concern. They have made special provision for the manufac- 
ture and sale of these fires at their St. Thomas Street Works 
where they will produce the whole range of apparatus listed 
in the Quead catalogue. Correspondence should be addressed 
to the firm, Quead Department, 72a, St. Thomas Street, Lon- 
don, S.E. 1. | 

Messrs. WILLIAMS, Рым, & Barina, at their new address. 
mentioned here last week, will hold a stock of the Electrical 
Alloy Co.'s nickel-chromium wires and ribbons. and also of 
three-phase motors, starting gear, switchgear, &c., manufac- 
tured by the Heemaf Co., of Hengelo, Holland. 

Messrs. Jones & Роһреѕ state that their new telephone 
number is Holborn 4774. 

Messrs. E. SHIPTON & Co. have removed to 40, King Street. 
Covent Garden. W.C. 2. Their telephone number is unaltered : 
Gerrard 374.” | 

Catalogues and Lists —MESSRS. COWLISHAW, WALKER AND 
Co. (1920), Imp., P. & O. House. 14-16, Cockspur Street. 
S.W.1.—A wellillustrated and fully-descriptive catalogue of 
ao bar coal cutters showing methods of employment. 
pe 
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Mr. ALBERT MORGAN, A. M. I. E. E., 138, Gower Street. W.C. 1. 
Illustrated leaflets dealing with lift and crane controllers 
and brakes, Wall cranes, wrought-steel split belt pulleys, fric- 
tion hoists, " Osram lamps, and lreezor ” fans. 

Messes. Шеху & Lucas, 329, High Holborn, W.C. 1.—An 
illustrated leatlet showing a number of applications of Ad- 
hex belting to various Kinds of machinery. 

ak GENERAL Ergcrgic Co., Lro., Magnet House, Kingsway, 
W. C. 2—Catalogue Section £^ (o) Electrical Plant, giving illus— 
trations and descriptive details of generator sets, Diesel and 
pas engine sets, suction gas plants, water wheels, boilers, feed 
pumps, haulage gears, Hits, and lifung magnets.  Leatlet 
Swed, giving, in tabulated form, revised prices (including all 
advances to date) for all items in Section 8 (1) of the com- 
plete catalogue. 

THE CABLE ACCESSORIES Co., Ітр., Tividale, Tipton.—Pro- 
gress Sheet No. 5, bearing illustrations and descriptions of 
“Revo” mining and industrial lighting fittings and cable 
boxes. Priced. 

City ELECTRICAL Co., LTD., 1, Emerald Street, W.C. 1.—An 
illustrated catalogue ot “ Mersey '" motors and dynamos in- 
cluding drip-prool, pipe-ventilated, totally-enclosed, and other 
types. Full prices and dimeusions are given. * 

Messrs. E. & C. Gates, LTD., Arcade Street, Norwjch.—An 
illustrated catalogue of silk lamp shades, with price list. 

THE ASTER ENGINEERING Co., Lro., Wembley, Middlesex.— 
A show-card (154 ш. by II in.) advertising the Aster British 
Light." Ihe plant itself is illustrated and a number of appli- 
cations are depicted, 


Holidays.—The offices and works of Messrs. ALBERT LEE 
& Co., Ltd., will be closed from Saturday, July 30th, to 
Monday, August 8th. 

The Works of Messrs. J. Н. Tucker & Co., Lro., Birming- 
ham, will be entirely closed from to-day (Friday) mid-day, 
until Monday morning, August Sth, for the summer holidays. 
A small staff will be in attendance at the offices to deal with 
urgent matters. 

The works of the London Electric Firm, Croydon, will be 
closed for the annual holiday from this (Friday) evening until 
the morning of Monday, August sth, but a small staff will be 
kept in attendance to deal with urgent business. 


Parliamentary Bills.—Mr. Chamberlain announced in the 
House ої Commons on Tuesday last that it was proposed for 
the remainder of the session that Government business might 
be proceeded with after eleven o'clock. ‘The outstanding 
feature of the present session was the Railway Bill, which i 
Was necessary to pass before Parliament was prorogued. 
Accordingly, it would be taken July 27th to August 9th, on 
Which days 1t would complete its stages and go to the House of 
Lords. On the completion of that Bill they would take the 
three remaining days allotted for the Safeguarding of Indus- 
tries Bill, which would, he hoped, reach the House of Lords 
not later than August loth. Amongst the other Bills it was 
necessary to pass into law was the Public Works, Telegraphs 
(Money) Bill. It was not intended to proceed further ” with 
the Electricity Supply Bill and the Summer Time Bill, amongst 
others. The [louse would rise between August 19th and 20th. 


Inventors’ Competition at Lyons.—The Société Lyonnaise 
des Inventions is organising, in connection with the Autumn 
Fair in that city, an international inventions competition and 
exhibition, Exhibits forwarded may include electric accu- 
mulators, textile apparatus, and machines, motor cars and 
cycles and apparatus, agricultural machinery, household heat- 
шу appliances, and workers’ protection devices. 


Salaries at Karachi.—The Karachi Electric Supply Cor- 
poration held its annual meeting on June Mth, and according 
to a report appearing in the Times of India just to hand, an 
attempt Was made to extract information regarding the in- 
dividual and total salaries paid to Indians as compared with 
those paid to Anglo-Indians and to Europeans. The chairman 
sir Montagu Webb, replied, ‘I am not prepared to answer 
these questions. We keep no such information ready tabulated 
In this office, and 1 do not propose to commence drawing up 
such information. I want to point out most einphatically that 
this business is not carried on for the benefit of Europeans 
or Anglo-Indians or Indians as such. The capital has been 
Subscribed by all classes. Our energy is distributed to all 
Classes without thought of colour, race, or religion. So, too, 
our employes are engaged not because they are English or 
Europeans or Parsi or Hindu or Mahomedan, but solely be- 
cause they are the men most competent to undertake the job. 
Our stall is appointed entirely on merit, and on no other 
consideration. I am sure you will agree with me that no 
good end will be served by digging out figures and making 
Comparisons calculated to arouse colour, race, or religious 
prejudices. Our business is to give to Karachi a good per- 
manent supply of electrical energy at the lowest safe cost, 
and we have no ulterior motives. Í decline, therefore, to give 
information as to the individual or total pay of the different 
rares or religions of the men whom we employ.” 

The shareholders supported the chair. A dividend of 8 per 
cent., free of income tax, was declared for the year. 


Book Notices.— The Engineer Directory and Buyers’ 
Guide" (No. 21) (176 pp.). London: The Engineer, Ltd. 


Gratis.—The usual arrangement is retained in the latest issue 
of this extremely useful directory. A vocabulary of engineer- 
ing terms in French, Spanish, Italian, and German is included, 
and the names of manufacturers are classified under their prin- 
cipal products and also ulphabetically. 

The Journal of the Institution of Electrical Engineers, 
Vol. 59, No. 301, May, 1921. London: E. & Е. N. Spon. 
Price 10s. 6d.—Containing the following papers: Magnetos 
for Ignition Purposes in Internal Combustion Engines, by 
Е. A. Watson; Harmonic Analysis by Selected Ordinates,"' 
by A. E. Clayton, B.Sc. (Eng.); Same Developments in 
Multi-speed Cascade Induction Motors," by F. Creedy; and 
Electric Driving in the Paper Mill, on Heat Economy lines,” 
by A. B. Mallinson. z 

Instructions for Working Edison Accumulators (43 pp.). 
London: Edison Accumulators, Ltd., 15, Upper George Street, 
W. 1. Price 2s. 6d. net.—Tbis is an important manual which 
should be in the possession of all concerned with the operation 
and upkeep of Edison accumulators. Such pointe as charging, 
cleaning, renewal, and inspection are fully covered, and refer- 
ence is facilitated by a thumb index provided. The company 
will supply а сору to anyone interested in the subject. 

The Post Otfice Electrical Engineers’ Journal," Vol. 14, 
Part 2, July, 1921 (72 pp.). London: ELECTRICAL Review, Ltd; 
Price 2s. net.—This issue includes articles and notes on Tele- 
graph Keyboard Perforators and Morse Quadruplex," by 
А. C. Booth; Paper Core Telephone Cables, by S. Hans- 
ford, B.Sc., and a description of the Imperial wireless station 
of Leafield, Oxfordshire, by E. H. Shaughnessy, O. B. E. 


Engineering Abstracts from current periodical literature. 
New series, No. 8, July, 1921 (249 pp.). London: The Institu- 
tion of Civil Engineers. Pus 


The Spanish Tariff.—The Board of Trade was to issue 
yesterday as a supplement to the Board of Trade Journal the 
draft of the proposed new Spanish tariff. It is published for 
general information, and, up to September 8th, the Spanish 
Customs Board will be prepared to receive representations 
and petitions on the subject of the tariff proposals, which may 
be submitted in writing by industrial or commercial bodies, 
or private individuals, who may consider their interests to 
be affected by the proposals. At the end of the period the 
draft tariff, together with all representations received, will be 
reviewed by the Customs Board, who will, as soon as possible 
thereafter, submit to the Spanish Government the definitive 
draft of a new tariff. The Board of Trade proposes to invite 
Chambers of Commerce and Trade Associations in the United 
Kingdom to submit to it any representations which those 
bodies may desire to make in the interests of the trade of 
their members, with a view to such representations as may 
appear to be necessary being made ofticially to the Spanish 
Government with regard to the proposed new tariff in relation 
to the trade of this country with Spain. 


os 


Lead.—In their market report dated July 23rd, Messrs. 
JAMES FORSTER & Co. state that the feature of the market was 
the increased premium for July shipment lead over forward. 
due principally to shorts“ for this month attempting to 
cover in their sales on a market which is at the moment bare 
of supplies. 

As is usual at this time of the year, the demand from 
consumers for metal is very moderate, and business for export 
15 practically at а standstill. It is rumoured that considerable 
quantities of lead have recently been shipped from Spain to 
Germany, and if this is the case it тазу quite well mean that 
supplies from that quarter to this country will be proportion- 
ately reduced. This, coupled with the reduced stocks, would 
be a very serious matter, as we are still dependent on Spain 
for the bulk of our supplies.” ь 


The Dover Dispute.—.\s briefly stated in our last jssue, 
а strike of the Dover Corporation's technical staff was narrowly 
averted by the Electricity Comunittee’s concession of certain 
terms. These terms, which were ratified by the Corporation 
at its meeting on July Ith, provided for the retention of 
three charge engineers in Grade 8 and the payment to them 
of the appropriate salaries of this grade; the difficulty in con- 
nection with the salaries of two other officials was overcome 
by placing them in lower grades which were stated to be the 
correct positions for a works of that size. 


Electrical Supplies in South Africa.—The South African 
Mining and Engineering Journal for July 2nd says: ' Things 
are exceedingly slow in the electrical trade just now everv- 
where, with very few inquiries. Prices are unaltered, but the 
tendency 18 for them to harden in consonance with ruling quo- 
tations in Britain. Tower prices are expected to rule at home 
now that the coal dispute has been settled, but these cannot 
be reflected here for some little time. Electrical wares are 
continuing to arrive steadily from the Continent; a consign- 
ment this week showed a decline of 10 per cent. on previous 
prices and а very large difference as compared with British 
quotations.” : 


New Italian Tariff.—A supplement to the Board of Trade 
Journal of the Ast inst. contains a translation of the new 
general Customs tariff for Italy. A statement is included of 
the conventional ” rates still operative under existing con 
mercial treaties and the goods to which they apply, and in 
formation as to tare regulations, &c. B 
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Patent Application.—The Peckham Truck & Engineering 
Co., Ltd., has made application for the restoration of Patent 
18,215 of 1915 granted to Sidney Thomas and Frank Hart- 
Gardner for Improvements in or relating to trucks for rail- 
way or tramway vehicles.” 


Scottish Technical Staffs’ Wages.—At a meeting of the 
Greenock Corporation on July 19th it was decided to reduce 
the wages of the technical staff of the Electricity Department 
by 95 per cent., hàlf of the reduction to take eflect in August 
and the balance in September. 


British Industries Fair, 1922.—We have received from the 
General Manager of the Birmingham section of the next 
British Industries Fair, which is being held from February 
27th to March 10th, 1922, a copy of the prospectus, which in- 
cludes a space-application form. We are told tbat new groups. 
including mining, agriculture and building construction, are 
to be added, while existing sections, such as engineering, 
metals, power, lighting and heating, are to be considerably 
enlarged. The Birmingham Fair was acknowledged by the 
Board of Trade Committee appointed to report on the Fairs 
io be the most representative and productive of good results, 
and the members were unanimously agreed as to the necessity 
for its continuance. 'The general manager's address 18 79, New 
Street, Birmingham. 


Applications for British Trade-marks.—Appended is a 
summary of the recent applications for British trade-marks in 
respect of goods and productions connected with the electrical 
trades and industries :— 

Electromersible (lettering and design). No. 414,729 Class 6. 
Electric motors and pumps. "Thomas Lancelot R. Cooper, 11, 
Tothill Street, Westminster, S.W. April 29th, 1921. 

Gas-filled Osram (lettering and design). No. 414,415. Class 
l3. Electric lamps (ordinary) The General Electric Co., 
Ltd., 67, Queen Victoria Street, London, E.C. April 18th, 1921. 

Infinite. Мо. 405,157. Class 13. Sparking plugs. Brew- 
ster Goldsmith Corporation, 33, Gold Street, New York, 
U.S.A. June l4th, 1920. 

Wattalite (lettering and design). No. 415,985. Class 18. 
Dynamo lighting sets. Watts, Williams & Co., Leysfield Road 
Works, Goldhawk Road, Shepherd's Bush, London, W. May 
Joth, 1921. 

Triangle and circle design. No. 415,074. Class 6. Electrical 
machines and other parts. Delta-Star Electric Co., 2433, 
l'ulton Street, Chicago, U.S.A. May 16th, 1921. 

Pendulum design. No. 412,939. Class 8. Electrical instru- 
ments and apparatus and parts thereof. Aron Electricity 
Meter, Ltd., 60. Salusbury Road, London, N.W. February 
28th, 1921. | 

Bellerocks. No. 414,41]. Class ll. A compound giving 
protection against X-rays. Barrett & Elers, Ltd., 127-9, Wallis 
Road, Hackney Wick, London, E. April 18th, 1921. 

Bedesco. No. 415,852. Class 16. Electrical lighting sets 
for cycles, motor cycles and motor cars. Bedesco Ltd., 20, 
Bucklersbury, London, E.C. June 2/21. 


A Swedish Extension.—It is announced that the Elek- 
triska Aktiebolag Chr. Bergh & Co., of Malmo, have acquired 
the majority of the shares in the Elektriska Aktiebolag Delta 
of the same city. · 


New French Companies.—A Société Anonyme styled Les 
Enterprises Lorraines d'Electricité et de Mécanique has been 
formed at Longwy (7, Rue du Tramway), with a capital of 
350,000 fr. 

At Montrouge (58, Rue d'Orléans) has been established the 
Etablissements Autowatt, with a capital of 2,000.000 fr., to 
carry out all works concerned with metal working, mechanical 
engineering, and electricity. | 

La Compagnie Franco-Argentine de Télégraphie Sans Fil is 
the name of а new company which has lately been formed in 
rans (79. Boulevard Haussmann), with a capital of 1,500,000 
r. 


The Position of Chilean Trade.—No developments of im- 
portanve occurred in the Chilean commercial situation during 
June. Trade generally was quiet in all sections of the country, 
but despite the depression which exists, a gradual increase of 
confidence was noticeable, and the leading business men ex- 
press their conviction that the bottom has been reached and 
that trade will soon begin to improve. Their opinion is based 
upon the fact that the world is said to be in need of Chilean 
nitrate, and that when the exports of this valuable product 
iucrease in volume, as they are bound to do very shortly, the 
return of prosperity to the country will be assured. The 
foreign exchange situation shows little improvement. The 
value of the Chilean peso continues disappointingly low, which 
is due, in part, to the manipulations of speculators. The 
Government, however, is watching the situation very closely, 
and is taking steps to restore the financial equilibrium of the 
country. Some time ago the Government invited tenders for 
the supply of battery material for submarines. Тһе British 
prices were about 40 per cent. under the American quotations. 
Foreign interests are exceptionally busy in Chile just now, 
the Germans being especially active. In Concepcion а woollen 
mill, owned bv a Teuton firm, is installing German machinery, 
and will soon be prepared to produce 250,000 metres of cloth a 
year. Other German firms, it is reported, are about to erect 
flour and woollen mills in Valdivia.—Reuter’s Trade Service, 


(Santiago). 


The Lyons Fair.— The Fair which is to be held at Lyons 
in October will be more particularly devoted to metallurgical 
products. In order that the wide scope and importance of the 
Fair may be realised, the Mayor of Lyons and M. Herriot, the 
Honorary President of the Fair Committee, will shortly under- 
take a tour through Great Britain and Scandinavia for the pur- 
pose of bringing 1t to the attention of the trading communities 
of those countries. Although the Fair will not be opened for 
another two months and a half, most of the exhibitors who 
had stands at the last Fair have again applied for places.— 
Reuter. у 


The Utrecht Fair.—The fifth of a series of fairs promoted 
under the auspices of the Dutch Government is to be held at 
Utrecht from September 6th to 16th this year. While the 
màin body of the Fair will be devoted to Dutch industries, 
there will be ample scope for the display of goods of other 
nationalities, and one section will be devoted to machinery 
and applications of electricity. 


A Complete Guide.—A booklet recently published by the 
General Electric Co., Ltd., contains a great amount of infor- 
mation regarding omnibus, tram and tube routes which pass 
near to the new headquarters of the company. The booklet 
should attract many customers to Magnet House, Kingsway. 


Hendon Aerial Derby.—We are informed that B.T.H. 
magnetos were fitted to the ‘‘ Bamel’’ machine, Mars 1, 
piloted by Mr. H. J. James, the S.E. 5a machine flown by 
Flight-Lieut. W. Н. Longton, and M. A. S. Butler’s Bristol 
‘*Tourer,’’ which secured respectively first, second and third 
places in the Aerial Derby on July 16th. Mr. James and Mr. 
Butler also gained first and second handicap prizes respectively. 
The machines gaining first and second places in 1919 and 1920 
were also equipped with B.T.H. magnetos. 


Riga Exhibition Concession.—The Board of Trade Journal 
states that bona-fide British exhibitors at the Riga Industrial 
Exhibition (July 3186 to August 28th) may have their pass- 
ports visé by the Latvian Consulate at a fee of 8s., which is 
one-fifth of the ordinary cost. 


Lantern Slides.—The Hoffmann Manufacturing Co., of 
Chelmsford, is prepared to loan a considerable selection of 
lantern slides illustrating the application of ball and roller 
bearings to various classes of machinery to any engineer 
lecturer on anti-friction bearings. 


LIGHTING AND POWER NOTES. 


Australia. —MELBOURNE.—The report upon the working of 
the City electricity supply undertaking for the year ended 
December 31, 1920, records a total revenue of £303,589, as 
compared with £240,081 in 1919. Working expenses totalled 
£187,339, as against £134,854 in the preceding year, leaving a 
gross profit of £116,250 (& 105, 227). This was distributed as 
follows :—Interest, etc., £24,907 (£23,885); sinking fund, 
£7,120 (£7,120); depreciation and renewals, £40,811 (£37,999) ; 
Town Fund, £38,977 (£30,492); sundry other appropriations, 
£4,435 (£5,731). The total number of units sold rose from 
33,113,841 to 41,954,531, an increase of 26.7 per cent. The 
capital expenditure for the year amounted to £82,395, 
machinery costing £28,824 and new mains, £30,152. 

Labour troubles affected the working during the year. A 
strike of marine engineers caused a shortage of coal and re- 
sulted in a loss of £3,000 to the department. In June there 
was з strike of engine drivers and firemen, but the technical 
and clerical staff were able to keep up a sufficient supply for 
essential services. The loss due to this dispute, which lasted 
a week, is calculated at £4,300. 

ALUMINIUM ConpucTors.—The Industrial Australian and 
Mining Standard says that the Victorian Electricity Commis- 
sioners have accepted the tender of the American Aluminium 


Company at £91,416, for the supply of-conductors for the : 


main transmission line from Morwell to Newport. The line 
will comprise six separate wires, making the total length of 
the conductors about 700 miles. The alternative. materials 
open for consideration were copper and aluminium-coate 
steel. The tenders received showed a heavy advantage in 
favour of steel, which has the further advantage of greater 
strength than copper, thus permitting of the employment of 
longer spans, and, therefore, of fewer steel towers, insulators, 
and appurtenances. It is estimated that by the employment 
of steel-aluminium instead of copper conductors a total saving 
upon the whole outlay on the transmission line of about 
£100,000 will be effected. The landed cost of the steel- 
aluminium conductors in Melbourne, duty paid, will be more 
than £30,000 less than the lowest tender received for copper. 
The successful tenderer has entered into a guarantee that the 
pele equipment will be manufactured in and shipped from 

anada. | 

А £1,000,000 ScHRNE.— The support of the Acting Premier of 
New South Wales (Mr. Dooley) has been gained for а com: 
bined water and hydro-electric scheme estimated to cost 
£1,000,000. The Sydney Daily Telegraph says that the Bur 
rinjuck Reservoir on the Murrumbidgee River is to be utilise 
to supply water and power to about twenty towns. 
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SypxEY (N.S.W.).—The City Council recently applied for 
permission to increase its charges for electricity, and a Royal 
Commission was appointed to investigate the necessity for this 
increase. It was stated for the Council that, since 1915, pro- 
duction costs had risen by .6d. per unit and an equivalent 
increase on the existing rates (44d. for lighting and 114. for 
power) was asked for. The case was contested by about 20 
municipalities and other parties taking bulk supplies. The 
City Council considered that a profit of 6 per cent. should be 
made in order that the undertaking could contribute to rate 
relief. An increase of .6d. per unit would bring in £240,000 a 


year. 


Bath.—Price INcREASE.—The Electricity Committee has de- 
cided to increase the charge for electricity for private lighting 
by ld. per unit as from the September meter readings. 


Blackrock (Dublin).—Peat FuEL.—The Urban Council is 
considering a proposal to produce electricity for the town- 


ship, using peat fuel. 


Bradford.—LoaN SaNcTIONED.—The Electricity Commis- 
sioners have given formal sanction to a loan of 27,000 for 
sub-station buildings. 

NEW Orrices, &c.—The Electricity Committee has decided 
to acquire new oftices and showrooms at a cost, including 
alterations and improvements, of £42.930, and sanction is 
being sought to a loan of this amount. "The cominittee has also 
applied for permission to borrow £25,000 for house services. 


Browuhills.— HARD ON Gas.’’—When it was suggested at 
3 meeting of the Urban Council that the Walsall Corporation 
should be asked to supply electricity to the Shelfield housing 
site, a member thought it rather '' hard on " the gas company 
if it had to meet electricity as a competitor. The proposal was, 
however, carried, and endeavours are to be made to extend 
the supply to Brownhills and Walsall Wood. 


Carlisle. —ExrENsIONS.—The Electricity Committee recently 
considered the report of Mr. Arthur Ellis, of Cardiff, upon 
the present pusition of the electricity undertaking. Ав a result, 
it has decided to defer the proposed erection of a new station 
at a cost of £200,000 and to proceed with extension of the 
existing plant, including a new turbo-alternator which is 
estimated to cost about £40,000. 


Continental.—GnEECE—The Bulletin of the F.B.I. states 
that. according to the Greek Press, a law recently passed 
regarding the utilisation of the hydraulic power of the river 
Glavkos for the production of electricity for the lighting and 
industrial needs of the city of Patras, 1s about to be put into 
force. The necessary preliminary work for the execution of 
this project—the cost of which is estimated at 1,000,000 
drachmas, to be raised by a loan by the Municipality of Patras 
—1s now being carried out at the Ministry of Communications. 
It is understood that tenders will shortly be invited for the 
construction of this work. 

FRANCE. -A message from Strasbourg states that the electrical 
workers there let the furnaces go out on July 22nd, as a pro- 
test against a reduction of 25 per cent. in wages decided on 
by the directors. At 10 o’clock on the morning in question 
the power failed and the tramways ceased running.—Reuter’s 
Trade Service (Paris). 

GERMANY.—The Badische Landes Electricitats Versorgung 
Gesellschaft is the name of a new company which has lately 
been formed in Carlsruhe with a capital of 30 million marks 
and under the auspices of the Baden Government, with the 
object of establishing generating stations throughout the Grand 
Duchy for the supply of electricity for lighting and power 
purposes. 


Clitheroe.—ExTENsioN оғ SurPLy.—The R. D. C. has ap- 
pointed a sub-committee to confer with the Blackburn Corpora- 
tion Electricity Committee with respect to the extension of the 
electricity supply to Whalley and other villages. 


Coleraine (Co. Londonderry).— WATER Power.—Last week 
the Court of the Honourable Irish Society, London, visited 
Coleraine and discussed with the representatives of the Urban 
Council the water powers of the Cutts at the Salmon Leap 
of the Bann River. Mr. Christie, chairman of the Council, 
very ably put the case for using the water power of the Cutts 
for generating electricity for local uses. The Deputy Governor 
of the Society said that he would put the views of the Council 
before the Court on his return to London. 


Colwyn Bay.—Loan SanctioneD.—The U. D. C. has received 
the sanction of the Electricity Commissioners to borrow 
£34.00) for the erection of overhead transmission lines from 
Dolgarrog to Colwyn Bay. 


Edinburgh. Price Increase.—In order to recoup the loss 
engendered by the coal dispute the Corporation has increased 
the price of electricity for lighting from 44d. to dd. per unit, 
and that for power from 144. to 2d. per unit. 


Electricity District.—SourH-Easr LANCASHIRE.—The Elec- 
tricity Commissioners give notice that the date by which ob- 
/^tuns and representations may be made or schemes sub- 
mitted in connection with the above-named area has again 
а 1 from the last day of this month to October 


Flint.—E.ecrricity PRoPOSALS.—At a meeting of the Ligbt- 
ing Committee it was stated that the Electricity Commissioners 
are prepared to sanction the borrow ing of money on nang 
satisfied that the proposals are sound from engineering an 
financial standpoints, but that the Special Order must first 
be obtained. The Committee resolved to defer the matter for 
the time being. 


Framlingham (Suffolk).—ProPoseD ELEcTRIcITY SCHEME.— 
At a public meeting of the inhabitants, Mr. Napier Prentice, 
of the East Anglian Electricity, Ltd., outlined the advantages 
of a supply of electricity, and the meeting, with only one 
dissentient, decided to raise the necessary funds (£4,000) to 
carry out an electricity scheme. 


Hove.—Trmporary Prick INCREASE.—The Т.С. has increased 
the price of electricity for power from 24d. to 3d. per unit. 
This was necessitated by increased costs arising out of the 
coal dispute, but it hoped that it will only remain in force 
for about three months. 


Liverpool.—Nrw 'TuRBO-ALTERNATORS.—On July 19th a new 
turbo-alternator was formally put into commission at the Lister 


. Drive Station. This set, which is the first of a pair, has an 


output of 12,500 kW at 3,000 r.p.m. 


Leyton.—I.0an.—The Council is seeking sanction to & loan 
of £15,000 for the provision of а new sub-station. 


Luton.—Yran's WorkKinG.—The accounts of the borough 
electricity department for the year ended March 31st last show 
à total revenue of £107,376, as compared with £103,084 in the 
preceding year. Working expenses amounted to £77,481, as 
against 471.397. leaving a gross profit of £29,895 (£31,687). 
The payment of loan charges, &c., left a net profit of £8,110, 
a considerable decline from the previous year's figure (£15,391). 
The number of unita sold fell from 11,010,396 to 10,607,708. 


London.—Sr. Pancras.—The B.C. is recommended to reduce 
the price of electricity for power and heating from 3d. to 2d. 
per unit. The price was raised to its present level in June, 
1930, to meet an expected deficit, but in view of the large 
profit made last year it is thought that no justification for the 
higher charge now exists. 

The Electricity Commissioners have sanctioned the borrow- 
ing of £15,285 for the following purposes: Plant, £1,500; house 
rite £2,688; meters, £2,986; and mains and services, 


Melton Mowbray.—Pusiic Liauting.—The U.D.C. has ac- 
cepted the tender of the Electric Light Co. for public lighting 
at 6d. per unit, plus £200 per year for rental of standards, 
the Council undertaking renewals and labour. The Gas Co. 
tendered at 6s. 8d. per 1,000 cubic feet, plus £90 per year 
rental. 


Newcastle (Co. Down).—Pricrs.—Owing, it is stated, to 
the inadequacy of the energy supplied and the high price 
(1s. 9d. per unit) over 140 consumers have refused to pay meter 
rentals and a minimum charge of £2 per annum. 


Oulton Broad.—PvncHasE оғ PraNT.—The Lowestoft T.C. 
has received sanction to a loan of £1,247 in connection with 
the purchase of the undertaking of the Oulton Broad Electri- 
city Co. 


Oswaldtwistle.—DrLayeD ELECTRICITY SUuPPLY.—In reply to 
an inquiry as to why the Council had not taken further steps 
to secure an electricity ,supply for the town, the chairman of 
the Electricity Committee stated that both the Accrington 
and Blackburn Corporations had been approached with regard 
to the matter, but neither was at present in a position to 
supply electricity. 


Preston.— PROPOSEPpD NEW StatTion.—The Electricity Supply 
Committee has recommended that Mr. J. A. Robertson should 
be asked by the Town Council to prepare plans for & new 
generating station for submission to the Electricity Commis- 


Bloners. 


Reidate.—PnicE INcREASE.—The Т.С. has increased the 
prices for electricity for heating from 24d. to 6d. per unit, 
and for commercial power from 21d. to 4d. per unit. 


Watford.—T:wE Extension.—The R.D.C. has decided to 
raise no objection to an extension of time for the carrying out 
of the electric lighting order held by the Colne Valley Electric 
Supply Co. 


West Ham.—Yran's WonkING.— The engineer's report upon 
the electricity undertaking for the year ended March 31st last 
records a total income of £456,505, as against a total of £380,013 
in 1919-20. Working expenses amounted to £374,441, as com- 
pared with £310,777, leaving a gross profit of £82,064 (£69,236). 
After providing for interest and repayment of principal, the 
result was a net profit of £22,456, as against £14,350 in the 
preceding period. The total number of units sold rose from 
41.628.476 to 45,005,784. Owing to labour disputes plant which 
should have been installed is expected to be twelve months 
overdue—it may be running in October. The total capital 
expenditure during the year was £61,490. 


ie р 


162 THE ELECTRICAL REVIEW. 


[Vol. 89. No, 3,279, JULY 29, 1921. 


TRAMWAY AND RAILWAY NOTES. 


Australia.—N.S.W. TnaMwavs.—The accounts of the State 
tramways for the financial year 1920-21 show а revenue of 
£3,225,383, against working expenses amounting to 42.594, 152 
--a gross surplus of £631,131. Last year's surplus was 
£476,459. 


Birmingham.—HaiLLEsS TRACTION.— At the last meeting of- 


the City Council a resolution was passed instructing the 
General Purposes Committee to prepare a draft Bill authoris- 
ing, amongst other things, the provision of railless electric 
traction on any tramway route now or hereafter to be autho- 
rised within the city. 

Edinburgh.— l'aw wav ELECTRIFICATION. — In connection 
with the electrification of the Pilrig-Nether Liberton tramway 
route the Tramway Committee recommends the erection of 
overhead trolley wires in Princes Street. 


Grimsby.—TRaMWay PuncHasE.—The Grimsby and Clee- 
thorpes tramway system is to be purchased by the Grimsby 
Corporation. The price 15 to be fixed by arbitration. 

Lilandudno.—RerrusaL то Surety Powtkn.—The Council re- 
fuses to supply electricity to the company operating the Llan- 
dudno and Old Colwyn Electric Tramway for the purpose of 
running a Sunday service from Rhos to Llandudno. 

Newcastle-on: Tyne, —ExTENsIONS.—AÀn inquiry was held at 
Newcastle-on-Tyne on July 22nd into the application by the 
City Corporation to the Light Railway Commissioners for an 
order to enable the Corporation to run a line through High 
Gosforth Park, the object being to link up the extension to 
the Longbenton line, on the east of the park, with the line 
of the Tyneside Tramways Co., which terminates at the main 
entrance to the park on the Great North Road. The town 
clerk of Newcastle pointed out that if the city were to extend, 
it was essential that the extensions should be to the north. 
The total estimated cost of the light railway was £60,000. 
The tramways manager supported the application, and said at 
the last three race meetings the total number of passengers 
carried. was 147,000, and the last meeting was held during the 
miners’ strike. The town clerk said if the application were 
granted, the Corporation would like to get on with the work 
as soon as possible. "The inquiry was then closed. 

Nottingham.—Yran's WonkriNG.—The following are the re- 
sults of working for the year ended March 31st last, the pre- 
ceding year's figures being given in parenthesis: Total income, 
£403,114. (£373,947) ; working expenses, including income tax, 
£555, 361 (£294,224); gross profit, £37,753 (£854,723) ; net profit, 
4655 (last year £24,000 was contributed to the rates). The 
number of passengers carried increased by 3,410,719, to 
62,166,373. | 

West Ham.—Yran's WonkiNG.—The accounts of the tram- 
way department for the year ended March 31st last show a 
total revenue of £405,833, as compared with £253,345 in 
1019-20. Working expenses amounted to £299,332, as against 
£253,004, leaving a gross profit of £6,551 (£29,651). "The 
payment of loan charges, &c., resulted in a net deficiency of 
£115,209; last year's deficiency was £44,777. 

Wolverhampton.—Yesr’s WonkiNG.—The report of the 
Tramway Committee for the year ended March 3186 last 
states that the total revenue was £126,994, and working ex- 
penses amounted to £107,458; the figures for the previous 
vear were £111,663 and 489, 835 respectively. Of the gross 
profit of £13,536, capital charges, &c., absorbed £16,558. Cre- 
diting bank interest, the net profit amounted to £2,934 less 
than the profit in 1919-20—.£6,390. The number of passengers 
carried was 19,370,676, and total car-mileage run 1,269,159, 
an average of 15.26 passengers per car mile. | 

Walthamstow.—A CONCESSION FOR CHILDREN.—During the 

holidays in Walthamstow апу adult travelling on the tram- 
cats during the school holidays may be accompanied by two 
children, not over 12 years of age, for whom no charge will 
be made between 10 a.m. and 4 p.m. This concession means 
that thousands of children will be able to take free trips to 
Epping Forest under proper supervision.—7'he Times. 
' York.—MisHar.—One of the front wheels of a Corporation 
tramear, passing over points near the Haxby Road terminus, 
last week, became detached, and the front portion of the car 
dropped on to the axle and springs. Fortunately the car was 
travelling slowly, and little damage was done beyond injury 
to the bogie. 


TELEGRAPH AND TELEPHONE NOTES. 


Australia.— LONG-DISTANCE WIRELESS.—Messrg. W. E. Coxon 
and Co., of Perth, have constructed wireless telegraphic re- 
ceiving apparatus to the order of the Perth Observatory, which 
will be capable of intercepting messages over a maximum 
distance of 12.500 miles. 

France. WIRELESS STATIONS TAXED.—Every private wireless 
station in France is to be taxed 10 fr. (4s. 5d.). Even receiv- 
ing sets put together for a few shillings by schoolboys are 
included ш the category of '' stations," says The Timea. 


FRANCO- AMERICAN TELEPHONE RELATIONS.—It is stated that 
the Compagnie Francaise Thomson-Houston has entered into 
an association. of interests with the Western Electric Co. of 
New York, which will facilitate the development of the tele- 
phone system in France. 


French Soudan.—WiikeLESS Ѕтатіох. The wireless station 
at Bamako in the Soudan begun in 1918 is expected to be 
finished before the end of the present year. During its con- 
struction a temporary post of 10-KW capacity with musical 
spark was set up to maintain communication between Bamako 
and the coust stations. When completed the Bamako station 
will be the chief one in the French Soudan, and will have 
antenna with horizontal emission, supported by six 120-metre 
high towers. The other equipment will comprise two 275-h.p. 
Diesel engines to yield the motive power. ‘Transmission will 
be made by quenched wave with a 100-kW alternator group. 
later on a second group will be installed. 

German - American Communications. — CONCESSION 
HuxrERs.— The Lokalanzeiger learns that the negotiations be- 
tween the Imperial postal authorities and. the representatives 
of the Mackay Co. regarding the laving of a direct cable 
between Germany and the United States are still proceeding. 
Similar concessions are being requested by the Western Union 
Telegraph and Commercial Cable Companies, and negotiations 
are also proceeding with two American companies with a view 
to the establishment of an American wireless station in Ger- 
many.—4teuter's Trade Service (Berlin). 

Italy.— GERMAN CanrEs.—In the event of the reported allot- 
ment of one of the German cables between South America 
and the Azores to Italy being realised, the Italian Government 
intends to lay & complementary section. between the Azores 
and Italy, and thus establish for the first tine direct cable 
connection between Italy and the American continent. The 
cost of the complementary section has already been reckoned 
and is set at 20,000,000 gold lire. The scheme will have а 
further complement in that it will enable direct connection, 
eventually, to be made with Northern Europe. The saving 
upon the fees now paid to foreign cable companies for the 
carriage of messages will suflice to pay for the outlay on these 
several schemes, estimated to cost over 75,000,000 gold lire. 


Naval Wireless Stations Closed.—The decision to dispense, 
on grounds of economy, with the wireless stations of the Royal 
Navy at Bathurst (Gambia), Mauritius, Port Nolloth (Cape 
Colony), and the Seychelles, as recently announced in this 
column, bas taken effect. They were put out of commission 
on July 15th. The station at Demerara 15 being retained for 
the present. АП the stations were built during the war. They 
will remain in the hands of caretakers until it is decided 
whether the Colonial Office or the Post Office will take them 
over, or whether it is possible for them to be run by private 
enterprise.—The Times. Я 

Russia.—Pnoroskb ‘TELEGRAPH СОХЕЕНЕХСЕ.—Ап Inter- 
national Telegraph Conference proposed by Latvia and Russia 
is to be held during the current month to regulate telegraph 
communication between Russia, the Baltic, the Scandinavian 
States and Germany.—Reuter's Trade Service (Riga). 

The Telephone Service.—INQUIRY INTO SWEDISH SYSTEM.— 
It 1s announced at Stockholm that the British Legation in 
Stockholm has been requested to obtain statistical information 
regarding the Swedish telephone system and organisation with 
the object of placing such information at the disposal of the 
committee recently appointed by the British Postmaster- 
General with a view to effecting cheaper running costs and 
lower subscription rates. —-Hteuter's Trade Service (Stockholm). 

Wireless Telegraphy.— WATCHERS’? ExAMINATIONS.—With re- 
ference to Notice No. 17, to Shipowners, Masters, Oflicers, and 
Seamen, under the Merchant Shipping (Wireless Telegraphy) 
Rules, 1920, relating, inter alia, to the examination of wireless 
telegraph watchers, it is notified that forms of application 
for examination may be obtained from the Wireless Telegraph 
Inspector, Coolfin Road, Victoria Docks, London, Е. 16, and 
not from the Wireless Section, General Post Office, London.— 
Board of Trade Journal. 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the HEurcrrical Review in which the 
'" Official Notice " appeared.) 


OPEN. . 


Australia.—Tasmanta.—August 15th. P. M. G.'s Depart- 
ment. Switchboard materia]. (July sth.) | 

MELBOURNE.—September 28th. Victorian Government Rail- 
ways. Lifting magnet and generating set with control ap- 
paratus and accessories. (Contract No. 34,241.)* 

QUEENSLAND. — P. M. G. s Department. — November 5th. 
Bronze wire, Schedule 536. (See this issue.) 

Belfast.— August 22nd. Electricity Department. One 
12.500 -k W turbo-alternator, with condensing plant and auxili- 
aries. Four water-tube boilers, with superheaters and forced- 
draught fans. Four fuel economisers. Two steel chimneys, 
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with four electrically- driven suction draught fans. One elec- 
trically-driven centrifugal pump, capacity 18,000 g. p. m. 
(July 2204.) 

Bristol. — August loth. Corporation Electricity Depart- 
ment. One 3, 00 -k W, single-phase, 93-cycle, 2,200-V turbo- 
alternator and condensing plant and auxiliaries; one 6,000-K w, 
three-phase, 20-сусіе, 6.000-V ditto. (July 15th.) 


Coventry.—September Ist. Electricity Department. Two 
10. MHK W. 3-phase turbo-alternators, complete with condens- 
ing plant; four water-tube boilers with chimneys, superheaters, 


mechanical stokers, economisers, and all accessories. (See this 


issue.) 

Chile.—August 3lst. Chilean State Railways. Emery 
and grind-stones, bolts, nuts, cotter pins, rivets, nails and 
screws, telegraph and telephone apparatus, chemicals, &c. 
(estimated value £44,000) .* 

France.—August 24th. French State Railwa authori- 
ties, 88 Rue de Rome, Paris, for the supply of two Кеги of 
accumulators for the sub-station at Argenteuil-Triage and for 
the maintenance of two batteries at that station during а 
period of fifteen years. Particulars may be obtained from the 
Service Electrique, 43 Rue de Rome, Paris. 


Glasgow.—August 8th. Corporation. Electric lighting in- 
stallation at Merklands Cattle Wharf, Partick. Burgh Elec- 
trical Engineer, 75, Waterloo Street, Glasgow. 


Londonderry.—August 12th. County Council. Electric 
lighting installation in the County Council Offices in the Court- 
house. Mr. T. B. Adams, Secretary to the County Council, 
County Courthouse, Londonderry. 


Manchester.—August 3rd. City Education Committee. 
Electric lift, for 24 cwt., at College of Domestic Economy, 
High Street, Chorlton-on-Medlock. Director of Education, 
Education Offices, Deansgate, Manchester. 


New Zealand.— WrrLINGTON.— November Ist. Public Works 
Tender Board. One 200/250-b.h.p. oil engine and one 3-phase, 
50 Cycle, I- kW at .8 power factor, alternator, with exciter 
and switchgear.* 

November Ist. Public Works Department. Fresh tenders 
for the supply and erection of steel pipe lines and fittings, re- 
quired in connection with the Mangahao power plant, are now 
being called for. While the quantities, &c., of the material 
would appear to be substantially the same as those specified in 
the original call for tenders, it may be mentioned that some 
of the conditions applicable to the contract appear to have 
undergone modification.* 

Rawcliffe, near Goole.— August 13th. West Riding 
Mental Deficiency Act Committee. Overhauling accumulators 
at Rawelitle Hall Institution. West Riding Architect, County 
Hall, Wakefield. 

South Africa.—Rand Water Board. September 28th. 
Contract No. 203. Tenders for supply, delivery, and erection 
at the Board's Intake Pumping Station, Transvaal Bank of 
Vaal River at Vereeniging of (1) Two vertical spindle centri- 
fugal pumps, direct-coupled to electric motors, with all acces- 
sories, and (2) one 10-ton travelling crane. Also for main 
pumping station site, Vereeniging, two horizontal spindle 
centrifugal pumps, direct-coupled to electric motors, with all 
accessories.” 

рсввах. August 10th. Corporation. Supply and installa- 
tion of superheaters and motor-driven mechanical stokers to 
three existing water-tube boilers at the Corporation Power 
Station, Alice Street, Durban.* 

Warrington.—August 9th. Corporation Electricity De- 
partment. Circulating pumps. (July 15th.) 

can be consulted at the 
Jd Queen Street, S. W.. 


»A copy of the specification, &c.. 
Department of Overseas Trade, 35, С 


CLOSED. 


Australia.— Victorian Electricity Commission. 
notities the acceptance of the following :— 
Seven transformers.—Australian С.Е. Co., £2,838. 


Five transformers.—Wesmouths, Ltd., 44.043. 
Transformers, switchgear, synchronous condensers, frequency changer, &c.— 


Australian G.E. Co., $1,541,888. 
700 miles aluminium steel reinlorced cable.— 


$305,663. 
Two turbo-alternator sets.—C. A. Parsons & Co., £100,196. 
Ltd., £43,363. 


Two sets condensing plant and pumps.—Wey mouths, 

Belgium.— Thirteen concerns recently submitted tenders to 
the municipal authorities of Montignies-sur-Roo for the estab- 
lishment of a primary and secondary electricity distribution 
system in the town. The tenders ranged from 84,377 fr. to 
133,41 fr., the lowest being that of Messrs. Biske, Livron and 
Kalinowsky, of Saint-Josse-ten-Noode, Brussels. 


Chesterfield.—T.C. :— 
Plowright Bros.—Coal conveyor an 
Electricity Works, £2,570. 


Edinbur h.—Tramways Committee. Accepted. 
lurst, Ne son & Co.—16 new electric car bodies, £19,520. 
North British Rubber Co.—Tires for Corporation ‘buses. 


Tenders 


Aluminium Co. of America, 


d ash elevator for the 


Committee. Recommended :— 


and Streatham sub-stations. 


Thomson-Houston Co., | 
accepted, as it is strictly in accordance with specification and 
taking into consideration the higher efliciency guaranteed, 
is in effect the lowest tender. 
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London.—STt. Pancras.—Electricity and Public Lighting 


Two sets (each 900 kW) power rectifying plant, with the necessary regu- 
lating and switchgear, for the proposed new sub-station in the north- 
western district of the borough, £13,010, plus £1,082 for freight and 
insurance, &c.—Brown, Boveri & Cie. Time for delivery approximatcly 
9,10 months. Installation of the underfeed stoker to cach of the four 
boilers in course of erection. at. King's Road Station at an additional 
cost of £400 per boiler. 

I. C. C. Highways Committee. Recommended: 
New plant, &c.. at Greenwich power station and Holborn 


Н.Р. CABLES. £ 
Western Electric Oo.; Ltd. (recommended) — ... ре im . . 98,4808 
Pirelli General ble Works, Ltd. "dn .. 38,531 
W. T. Henley's Teleg. Works Co., Ltd. . T Moe i» .. 39,029 
British Insulated and Helsby Cables, Ltd. din те 5% .. 39,255 
Johnson and Phillips, Ltd. bie jak ei мея gai S. 40,565 
.. 40,811 


W. T. Glover & Co., Ltd. — кн e sx sis : 

Callenders’ Cable and Construction Co., Ltd. ... — a э» 

Siemens Bros. & Co., Lid. me m са zie Ж . 41,912 
SrvEN. 1,000-kw. Rotary CONVERTERS. 

Dieny and Lucas (on behalf of Soc. Alsacienne de Constructions 1040 


Mécaniques  :.. "e sais " M as € kid —- 
Do. (alternative) T ei S 855 без ít .. 51,644 
Do. do. : ns Ae sie ves hs . . 54,668 
English Electric Co., Lt. "2 .. 02,939 
Metro. Vickers Electrical. Co., Ltd. аА iG s Pe . . 32,175 
H (alternative) see Же 2 Jag M Ha . . 53.425 
5 = з 54,367 
„ ” . 8 55,617 
» " . 56,756 
vi - um vis и? uM РА 58,006 
General Electric Co., Lid. ids 85 T s iis . . 52,181 
oe (alternative) bya eas v - iig c" .. 55,060 
Bruce, Peebles & Co., Ltd. ... me ag * is 998 . . 59,924 
is (alternative) ... " x e" МЕ di se. 0 wee 65,082 
British Thomson-Houston Co., Ltd. es bates Es eM . . 54,369 - 
(alternative) ... IM is iei ы - .. 54,382 
British Thomson-Houston Co., Ltd. (recommended) ... * ... 54,598 
Ateliers de Constructions Electriques ET us 708 де .. 58,950 
E . . 63,990 


Ateliers de Construction Oerlikon 


The Committee recommends that the tender of the British 
itd., amounting to £54,598 should be 


CONDENSING PLANT. 
Escher Wyss & Co. ; T 16,067 
M (alternative) ... T Si or Re d 2$. .. 16,505 
C. A. Pareons & Co., Ltd. ... E HUS "TA T ase .. 18,650 
3 (alternative) ... "NE ahs vet a ae ы .. 91,250 
М. Н. Allen, Sons & Co., Ltd. (recommenced) ies МЯ ... 18,835 
Cole, Marchent & Morley, Ltd. T ae ^ e nee . . 19,802 
Mirrlees, Watson Co., Ltd. Ves eed ae 522 " .. 19,806 
Worthington-Simpson, Ltd.  ... iss К ls н ET .. 19,811 
Hick, Hargreaves & Co., Ltd. iis sins i “at ы .. 19.826 
D. Adamson & Co., Ltd. е T cate 988 "m ah . 20,745 
English Electric Co., I. td. js us iss - 2s .. 21,269 
Metro.-Vickers Elect. Co., Ltd. сё ©з На iss sas . . 91,665 
2 (alternative) iss avs tes see 885 . . 23.820 
P (alternative) ENS $ed m" m 153 . 24.760 
Belliss & Morcom, Ltd. NS va tas 955 iva ie . 21,955 
Richardsons, Westgarth & Co., Ltd. oF -— 780 e$ .. 22,300 
24,957 


С. & J. Weir, Ltd.  ... xd un x Э say. хайыз 
As regards the condensing plant, the lowest tender, eub- 


mitted by Escher, Wyss & Co., is for plant of Swiss make, 
but the company is uncertain whether it would accept a con- 
tract for condensing plant to be used in connection with some 
other make of turbine. 
mends that the next lowest tender, amounting to £18,835 and 
subject to a reduction of 5 per cent., making the net amount 
£17,893, submitted by W. H. Allen, Sons & Co., Ltd., 


accepted. 


The committee, therefore, recom- 


Meter Contracts.—Messrs. Chamberlain & Hookham, 


Ltd., have secured contracts for a twelve months’ supply of 
electricity meters to the following municipalities :—Glasgow, 
Battersea, Belfast, Gloucester, Islington, Bath and Llandyther. 


n 


NOTES. 


The Ramsay Memorial.— % Times states that a memorial 


tablet to the late Prof. Sir William Ramsay is to be placed 
in Westininster Abbey аз part of the Ramsay Memorial. 


Appointments Vacant.—Visiting teachers in electrical 


engineering for the L.C.C. School of Engineering and Navi- 
gation, Poplar, and the Hackney Institute, Dalston Lane. 
Also assistant in electrical engineering workshop and assistant 
in practical wiring, for the Hackney Institute, 


Resident electrical engineer (Rs. 1.000 monthly+) and elec- 


trical engineer for power station (Rs. 540 per month +), for the 
Calcutta Electric Supply Corporation. Power station superin- 
tendent for St. Helens Corporation, salary according to 
E.P.E.A. schedule. (See our advertisement pages to-day.) 


Service Note.—EurcrRiCcAL ArtTIFICERS’ TEsTS.—As elec- 


trical artificers, from the nature of their employment before 
being examined in the torpedo schools, may be at a disadvan- 
tage when desiring to pass for chief electrical artificers, the 
Admiralty has ordered that men sent to the schools for this 
purpose are to be permitted to undergo a short course, lasting 
20 working days, in order that they may be able to bring 


their knowledge up to date. No electrical artificer, or acting 
chief electrical artificer, is to be examined for chief electrica 
artificer in a torpedo school without being given this pre- 
luminary course, if he so desires.— The Times. 
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Hydro- electric Enterprises in Formosa. — H. M. Consul 
at Tamsui, Formosa (Mr. G. H. Phipps), gives in the course of 
a despatch to the Department of Overseas Trade an account 
of hydroelectric developments in Formosa with some details 
of the Lake Candidius scheme, the main project in tbe elec- 
trical enterprise of the island. 

The first hydro-electrical undertaking was in 1902, when a 
company was formed to utilise the falla of the Shinten river, 
in the Taihoku Province, to produce power for supplying light 
to the city of ae eae The Formosan Government, however, 
decided to place the supply of electricity under its own con- 
trol and it accordingly took over the Shinten scheme. The first 
power station was opened in 1905 and a second followed in 
1909, the two together having a total of 4000 b.p. These 
were followed in the next few years by other power stations 
at Chikushinmon in 1909, 2,000 h.p., supplying Tainan and 
Takao; on the Daian river in 1911, 1,200 h.p., to supply Taichu 
and Shoka; and on the upper course of the Rono-kei in 1917, 
4,000 h.p., to supply Tainan and Takao. 

In order to facilitate the Dakusui river and Lake Candidius 
(the largest lake in Formosa which lies almost exactly in the 
centre of the island) scheme, the Formosan Government in 1919 
floated a semi-official limited liability company to take over 
all the Government's electrical undertakings. This company 
received a franchise for the Lake Candidius scheme and 
` commenced work in 1920. The date of completion is as yet 
somewhat vague; the year 1994 was at first spoken of, but it 
is likely that the actual date will be а year or two later. The 
estimated cost of the undertaking is Yen. 48,000,000, appor- 
tioned as follows: Civil engineering constructional work, 
Yen 19,900,000; electrical constructional work, Yen 26,500,000; 
business expenses, Yen 1,600,000. 

The scheme provides for leading water from the Dakusui-kei 
river from an intake in the Shimaigahara region into Lake 
Candidius (Japanese name: Jitsugetsutan), which will act as 
a reservoir. The power-station fall will be 1,100 ft. The 
volume of water at the intake on the Dakusui river will vary 
between a minimum of 300 cu. ft. per second and a maximum 
of 1,600 cu. ft., or an average of 954 cu. ft. This will allow 
a steady flow at the exit from the lake of 900 cu. ft. per second 
by means of which it is expected to generate a maximum of 
100,000 kW with a minimum of 65,000 kW. 

It is hoped eventually to construct а second power station 
some four miles below the first, the water being again car- 
ried through tunnels to the point required. A fall will be 
obtained of 465 ft., and it is hoped to generate а maximum of 
62.000 h.p. ТҺе two stations together would thus produce 
202,000 h.p., giving а maximum of some 145,000 kW, or an 
average of 95,000 kW. "The intention is, on completion of the 
first part of the scheme, to transmit electricity all over the 
island, and the entire electrification of the Government rail- 
way system is even spoken of. 

At Suma-an, situated some 92 miles in a north-easterly 
direction from the lake, the offices of the construction depart- 
ment of the company were established in January last. A 
network of light railway lines will be constructed for the 
transport of plant and materials to the various points at which 
work is to be carried on, including 33 miles of light electric 
railways. 

No electric power being at present available for running the 
electric lines and wireways and for working the rock-drills for 
piercing the tunnels, it has been necessary to construct a 
special power station for these purposes. The site is at Hoku- 
sanko, some 4 or 5 miles below the town of Herisha. А con- 
crete dam has been constructed and the water will be led 
through tunnels one mile in length to the point lower down 
the course of the river where the power-station building is 
practically completed and the plant is now in course of 
erection. The latter comprises two turbines, each developing 
1,200 h.p. The installation was expected to be completed early 
in the month of June. 

Pending completion of the big scheme, steam power stations 
are to be constructed at Keelung and Shokwa to furnish addi- 
tional power for the needs of thcse towns and vicinity. The 
Keelung station has already been begun, and work will soon 
be commenced on that at Shokwa.  Keelung enjoys the 
advantage of cheap fuel, the principal coal fields in the island 
being situated in its immediate vicinity. | 

Оп а much smaller scale than the Lake Candidius project 
and requiring less time for completion is the installation now 
under construction in the Giran district of Taihoku Province on 
the East Coast. This was begun as a private enterprise of the 
Tainan Sugar Co., but the big Taiwan Electric Power Co. took a 
share. Owing to financial stringency it was decided to form an 
independent company under the name of the: Taiwan Denki 
Kogyo (Formosa Electrical Enterprise) Co. with a capital of Yen 
6.000,000 divided into 120,000 fifty-yen shares, of which some 
were taken up by the Tainan Sugar Co., some by the Taiwan 
Electric Power Co., some by individual promoters, and the 
remainder by the general public. The company may eventually 
be amalgamated with the Taiwan Electric Power Co. 

The scheme provides for conducting water from the upper 
course of the Dakuaui river (Giran), a distance of about five 
miles to Lake Kyukyute, on the bank of which a power 
etation will be built. The cutting of a tunnel will soon be 
commenced ; the foundations of the power station are already 
nearly completed and the site is said to be an ideal one, 
Work was begun in June, 1920, and it m hoped to have 
{һе first power station in operation by the end of 1921 at the 


latest. A fall of 900 cu. ft. of water per second will be 
obtained, and the installation will generate 7,500 kW. 
A large proportion of the power will be transmitted to the city 
of Taihoku and taken over by the Taiwan Electric Power Co. 
The contract for the erection of the installation (other 
than the transmission wires mentioned above) has been let to 
the Okura Gumi, and work is progressing satisfactorily. 
Owing to the favourable nature of the locality, the cost of erec- 
tion of the installation has been estimated at 471 yen per kW, 
as compared witb 600 to 700 or even as high as 1,000 yen per 
kW in Japan. The Giran district is as yet undeveloped, but 
it is rich in coal, timber, sulphur, and marble, and it is hoped 
to use the power produced by the present scheme for the 
development of the natural resources of the district. 

The promoters speak of starting work on a second power 
station in 1923 and of following that by a third. 

Projects also exist for the utilisation of the water of the 
Daiko river, in the Taichu Province, and of the Dakko river 
in the Takao Province, and there is also a further scheme, in 
the Taito Prefecture on the east coast, projected by the Taito 
Sugar Co. All of these are somewhat nebulous and some have 
not even been fully surveyed. 


Church Lighting.—We recently reproduced a view of a 
church in which electric lighting had been installed. The 
British Thomson-Houston Co. now sends us particulars of 
another instance in which electricity has replaced gas for this 
purpose. The accompanying illustration shows the interior of 
St. Marie's Roman Catholic Church, Rugby, in which the 
lighting has been carried out by means of Mazda lamps in 
'" Mirolux trough reflectors. The photograph reproduced was 
taken at nicht solely by means of the lights themselves and is 


. untouched. Neither the lamps nor the reflectors are visible to 


the congregation, and the light comes from the same level as 
the daylight, eifectively illuminating every detail. There are 
14 trough reflectors in the nave and six in the chancel. The 
wiring was carried out on tbe Henley system under the 
supervision of Mr. Shenton, electrical engineer to the Rugby 
Urban District Council. 


Educational.—The 1921-22 session entrance examination 
of the Finsbury Technical College is to be held on September 
20th, and applications for admission must be sent to the Col- 
lege not later than September 15th. 


Institution Note.—TRHE ELECTRICAL Power ENGINEERS’ Asso- 
CIATION.—A lecture on the subject of ‘‘ Boiler Design, Latest 
Developments," was given by Mr. J. Сап егу on July 
22nd in the Central Hall, Westminster. The lecture had been 
arranged by the Southern Division of the Association. Mr. 
J. H. Parker, A.M.I.E.E., occupied the chair, and in introduc- 
ing the lecturer said their object was to obtain information 


. Which was not given in books, and they recognised that in 


that way they would rapidly increase the prestige of the 
E.P.E.A. and advance the interests of the industry. Mr. 
Cauthery said that engineers of this generation were keener 
in the quest of efficiency than in the past, and in no part of 
an undertaking was efficiency more essential than in the 
boiler house. The lecturer then dealt with the various types 
of boilers, with special reference to the Spearing boiler which. 
in his opinion, was the final word in the development of water- 
tube boilers. He described the Spearing boiler in detail, and 
diagrams illustrating the various points were projected on the 
screen. At the conclusion of the lecture, an animated dis- 
cussion ensued. 


The American Association.—The American Association for 
the Advancement of Science, which has a membership 0 
between twelve and fifteen thousand, will meet in Toronto in 
December next. Like the British Association, it is divided into 
a number of sections, each presided over by а vice-president. 
One of these sections is devoted to engineering in all its 
branches, and the officers of this section extend a hearty wel- 
come to any engineers from the British Isles who can make 
16 convenient to be in Canada at that time. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Sir WiLLIAM J. LARKE, K.B.E., M. I. E. E., M. I. and S.I., 
A. M. I. Mech. E., A. M. A. I. E. E., who was knighted by the King 
at Buckingham Palace on July 19th, was born in 1875. Sir 
William was a student at the London Polytechnic School of 
Engineering, while his ае training was received at 
the works of Mesars. Н. F. Joel & Co., Finsbury, and of 
Messrs. Siemens Bros. & Co., Woolwich. In 1898 ne joined 
the British Thomson-Houston | Co., Ltd., Rugby, becoming 
manager of its power and mining department. From 1912 
to 1915 he was Executive Engineer and Assistant to the Engi- 
neering Director of the company. As a volunteer, Sir William 
J. Larke, in July, 1915, 
entered the Ministry of 
Munitions to assist 1п its 
reorganisation. His first 
appointment was that of 
Director in the Controlled 
Establishments Section, 
and as such he was re- 
sponsible for the selection 
of firms to be controlled 
and for the negotiations 
with such firms on the 
difficulties arising out of 
„control.“ His skill in 
organisation brought him 
a new task in March, 
1916, when he devised 
and introduced the prio- 
rity scheme for the con- 
trol and regulation of 
munitions output. With- 
out this scheme produc- 
tion could not have 
reached its ultimate capa- 
city, as the rationing of 
skilled labour and mate- 
rials, as well as the clas- 
sification of munitions 
work in the order of its 
relative importance, were 
entirely dependent on it. 
In June, 1916, he reor- 
anised, and became 
ector of, the Badges 
and Exemptions Section 
of the Ministry of Muni- 
tions. In January, 1917, 
he reorganised and be- 
came director of the Dilu- 
tion Section, in connec- 
tion with the introduc- 
tion of female labour 
into munitions industries, 
particularly those of an engineering character from which 
men had been withdrawn for the army. When he relin- 
quished this appointment in December, 1917, there were 
900.000 women employed in munitions industries. From 
October to December, 1917, he was also the Government repre- 
sentative on the Hill's (Skilled Day Workers’ Rates) Com- 
mittee. Early in 1918 he was appointed technical adviser to 
the Secretariat for Special Service in connection with de- 
mobilisation and reconstruction. He was also a member of 
the Council Committee on Demobilisation and Reconstruction. 
In January, 1919, he inaugurated and became chairman of 
the Committee on the Utilisation of Surplus War Material, 
and was also appointed chairman of the Advisory Committee 
on the Disposal of Mechanica! Transport. During May, 1919, he 
organised, and acted as chairman of, an Engineering Commis- 
son which inspected German factories in the occupied terri- 
with a view to ascertaining German methods of munition 
production and conditions of pre-war and post-war trade. The 
report embodied the results of the inspection of the works of 
30 different German firms. Following his appointment as 
Director-General of Raw Materials (Metals), he became, in 
Шу, 1919, а member of the Disposal Board with responsi- 
Duy for the disposal of all metals, ferrous and non-ferrous. 
chemicals and explosives. His further activities have included 
membership of the Co-ordinating (Supply and Demobilisation) 
Yommittee, membership of the Advisory Council (Section III, 
bour and Industrial Organisation) of the Ministry of Recon- 
struction, and membership of the Standing Council on Post- 
oe rity during the whole period of its existence. Sir 
Шага received the O.B.E. in 1917 and the O.B.E. in 1920. 
Herborn U.D.O. доев not know what salary is payable 
© its electrical engineer, Mr. Ектнлм. An offer made to 
C by the Council had been declined by him, and when the 
gis discussed the matter it transpired that the accountant 
told nd his cheque under a misapprehension, and then 
1 85 fr. Feltham not to present it! It was decided by seven 
Éi о four, ав there was so little certainty what the Council 
as liable to pay the engineer, to give him two months’ notice 


[L. Turgill. 
Sır W. J. ТАЕКЕ. 
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to terminate his present engagement. We move that the 
Council now ask the I.M.E.A. or the E.P.E.A. to help ıt out 
of its muddle. 

Mr. WiLFRID PLANT asks us to state that the personal an- 
nouncement regarding himself appearing in the ELECTRICAL 
Review for July 15th, page 94, is not correct. Correspondence 
for him should continue to be addressed to him at the generat- 
ing station, Invergordon, and not to Tain. 

Mr. Т. R. WHurTEHEAD, the engineer and general manager 
of the Coventry Electric l'ramways, recently had a presentation 
made to him by the staff and employés as a mark of esteem 
on his completing 25 years’ service. 

Мг. Н. W. Laina, general manager of St. Annes Tramways, 
who has completed 15 years’ service, has been presented by 
the staff with two silver entree dishes and a silver muffin 
dish to mark the occasion. and ''as a mark of esteem 
and happy remembrance," Mr. J. Partington. rolling 
stock superintendent, presided, and Mr. G. W. Wood, 
traffic superintendent, made the presentation. 

Mr. W. Н. T. Swire, A. M. I. E. E., late chief electrical en- 
gineer of Bow Bridge Works, Dundee (Jute Industries, Ltd.). 
has been appointed chief electrical engineer for Jute Indus- 
tries, Ltd., with charge of the electrical equipment at au the 
Associated works. : К 


NBW COMPANIES REGISTERED. 


Rubber Club of Great Britain, Ltd. (175,840).—Registered 
July 20th as a company limited by guarantce. Objects: To promote the cause 
of the rubber and allied industries of Great Britain, The management is 
vested in a Council, the first members of which are:—A. B. Cook, 35, St. 
Paul's Churchyard, Е.С. (managing director, Anderson, Anderson & Anderson, 
Ltd.); J. Н. C. Brocking, St. Helens Cable & Rubber Co., Ltd., Warrington 
(general manager, St. Helens Cable & Rubber Co., Ltd.); G. E. Watson, 10, 
Grove Road, Willesden, N.W. (rubber manufacturers’ manager); T. B. Bur- 
rows, 13, Castle Street, Liverpool (director, William Somerville’s Rubber Co., 
Ltd.); O. Latham, 21, Mincing Lane, Е.С. (raw rubber merchant); W. G. 
Abbott, 4, Dod Street, Limehouse, E. 14 (managing director, Abbott, Anderson 
and Abbott); F. C. Jones, 212-213, Upper Thames Street, E.C. (director, Re- 
liance Rubber Co., Ltd.; managing director, Peerless Pictures, Ltd.; chairman, 
East Sheen Cinema, Ltd.; and director, Cinema Combine, ге Н. W. Н. 
Standring, 43, Essex Street, W.C. (journalist); J. L. Lake, 19-21, Wilson 
Street, Е.С. (rubber manufacturers’ a ent); W. H. Hatton, Bromley Street 
Rubber Works, Manchester (director, Phillip's Patents, Ltd.; director, Premier 
Waterproof & Rubber Co., Ltd.). Secretary: Н. W. H. Standring. Solicitor : 
Raleigh S. Smallman, 8, Queen Street, E.C. 4. 


Jeary Electrical Co., Ltd. (175,830).— Private company. 
Registered July 20th. Capital, £15,000 in 12,000 8 per cent. cum. participating 
preference and 3,000 ordinary shares of #1 each. To take over the business 
of manufacturers and exporters of electrical supplies carried on at 8, Lambeth 
Hill, Queen Victoria Street, E.C., as George Braulik,'’ and to adopt an agree- 
ment with W. C. Jeary. The subscribers (each with one share) are: F. O 
Franks, Bradstowe, Linden Gardens, Tunbridge Wells, gentleman; W. С. 
Jeary, 85, Erpingham Road, Putney, S. W. 15, electrical engineer. The first 
directors ate: F. О. Franks (chairman) and others to be appointed by the 
subscribers. Solicitors: Francis & Johnson, 19, Great Winchester Street, E.C. 

Hall Telephone Accessories.—Hall Telephone Accessories, 
Ltd., has been registered as a private company with a nominal capital of 
£30,000 in £1 shares. The objects are: To carry on the business of dealers 
in all kinds of telephone apparatus and telephone collecting boxes, marine and 
electrical engineers, brass founders and finishers, iron and non-ferrous metal 
founders, metal workers, &c. The first directors are: Major the Hon. Oscar 
Guest, 57a, New Broad Street, E.C.; Captain the Hon. Fredk. Guest, 57a, New 
Broad Street, E.C.; Maurice Rosenstern, 57a, New Broad Street, E.C.; and 
F. W. Hall, Queen Anne's Chambers, Westminster. No qualification required 
for first directors; of other directors, £50. Remuneration as fixed by the 
company. The registered office is at 57a, Old Broad Street, E.C.2. The file 
number is 175,783. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


New Welding Co., Ltd.—Particulars of £700 debentures 
authorised June 8th, 1921: Whole amount issued; charged on the company's 
undertaking and property, present and future, including uncalled capital. 


Hall Brothers (сне), Ltd.—Particulars of £3,000 
debentures authorised June 13th, 1921: Present issue £2,850, charged on the 
еетропув undertaking and property, present and future, including uncalled 
capital. 


Thermal Electric Works (Hackbridge), Ltd.—Debenture 
dated July 15th, 1921, to secure £300, charged on company's undertaking and 
proper». present and future, including uncalled capital. Holder: A. Keen 
, Barmouth Road, Wandsworth Common, S.W. à 


Milford-on-Sea Electric Supply Co., Ltd.—Particulars of 
£2,000 debentures (including £850 already registered) authorised by resolutions 
of September 3rd, 1904, and April 29th, 1921: Present issue £1,150, charged 
on company's property, present and future. { 


Durel Co., Ltd.—Particulars of £65,000 debenture stock 
authorised June 24th, 1921, and covered by trust deed of even date: Whole 
amount issued, charged on shares and debentures in various companies and 
company's undertaking and property, present and future. Trustees: W. E 
Thornton and J. Gardner. Ei llc ee 


‚ Cryselco, Ltd.—Particulars of £50,000 debentures autho- 
rised June 24th, 1921, and covered by trust deed of even date: Whole amount 
issued, charged on factory, works and other buildings at Kempston, Beds 

and company's undertaking and other assets, present and future. Trustces: 
W. E. Thornton and J. Gardner, | 


Duram, Ltd.—Particulars of £45,800 debentures autho- 
rised June 24th, 1921, and covered by trust deed of even date: Whole amount 
8 155 спас ed rcr shares in Стузеео, Ltd., factory, works and other 
uildings in Hanwell, and company's undertakin d oth 
future. Trustees: W. E. Thornton and J. Gardner, HAM Qc E 
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CITY NOTES. 


In the course of his interesting address 

General Electric delivered at the annual meeting of the 
Co., Ltd. company, held at the new oflices, Magnet 
House, Kingsway, W.C., last week, Mr. H. 

Hirst first alluded to the growth of the company since he 
assisted. its foundation in 1659; he also referred to the com- 
pletion of the new G.E.C. Home in which they were meeting. 
He closed his reference to the building with the wish that 
good fortune might continue to favour them. In expressing 
that wish he was somewhat influenced by the present un- 
happy condition of trade aud industry. He believed in being 
frank and facing facts. Ihey had every reason to be proud 
of the balance sheet before them, yet the four months of the 
new year that had Just elapsed were casting a shadow over 
those results. Unrest in the labour world, tne stoppage ot the 
coal mines, the shutting down of most of the steel works of 
the country, the standstill of the shipbuilding industry and 
automobile industry, the condition or the textile industry, 
and so on, had all av once reduced their home market beyond 
recognition; ше general fall in the values of securities bad 
ппрапеч tue purcnasing power of the public; simultaneously, 
the stale of exchange in шапу of their foreign markets had 
jnteriered. миц export and had added to ше present state 
ol depression, border on paralysis. die silicerely hoped 
ша? ше suugnt Improvement пойсеар!е during the last week 
or two Migut conunue, that they might stul create in the 
course OL ше reinaining eight шопишз a peak in the curve 
ol business Which would counteract tue dents and depressions 
created. during the nrst four months. ‘that, however, was а 
matter beyond thew control. ror the moment they were 
eiulecung ail possibie economies to help them over a dithicult 
period. Пе was satistied that as soon as that period was 
passed, the future ol the G. E. C. should be as happy and 


prosperous as in the past. Their progress had been so rapid . 


that 16 was difficult to compare tue results of the last tew 
years. Passing on to the accounts, he said that the increase 
of tne Items sundry deptors and stock-m-hand was not out 
OL proportion to the increased volume of business. As to trade 
imnvesünents, they represented sound assets, and wherever 
there was any doubt а reserve had been created. Alinost the 
Whole ot revenue from investments was derived from trade 
InVestinents in allied and subsidiary companies which were 
under their own control aud management. A few of them, 
particularly the electricity supply companies, still suffered 
irom the atslocation created by the war, and had yielded no 
return, but in many cases Unprovelnent was already 
noticeable. The item that would please shareholders most 
was the net results of prolits from all sources, ainounting to 
£190,148. He was preparing himself to hear comments on 
that result striking quite a dillerent note. Year atter year 
writers and speakers, who unagined they were doing a service 
to labour, pointed to the growth of their results as if it were 
wrong to progress or as if the 1esults were extorted at the 
expense of the manual workers in their organisation. they 
either did not or would not understand that the results were 
due to Joint efforts, that capital and the brain workers were 
doing their share as well. Labour would be told they had 
made 4100, 000 more profits, but no attention would be drawn 
to the increase of capital —342,000,000— which was essential to 
obtain the increased yleld. Out of the total profits only 
£534,000 had reached the pockets of the shareholders who, had 
they invested £5,600,UUU (which represent their total debenture 
and share capital) in British and Colonial securities, would 
have had an income of at least £500,000, without risk of any 
kind. ‘To secure to Шеш the remaining 4239, 000, distributed 
in their case amongst 12,500 shareholders, they had been able 
to employ usefully 16,640 workpeople and staff. They had paid 
to them in wages and salaries £2,564,000. In addition, they 
had contributed another £2,000,000 of wages to workers in 
other industries, spent on transport and on the raw materials 
required for their manufactures, such as coal, steel, copper, 
rubber, &c. In this year in particular they had besides con- 
tributed at least another million to the wages in. the building 
trade alone, but the main benefit to all was that capital and 
labour had jointly created new values and added to the much- 
needed wealth of the country some £5,000,000 or £9,000,000. 
This country was admittedly not self-supporting. To feed 
the people it was essential that they should import foodstuffs. 
They could only pay for those foodstuffs if capital and labour 
united in creating yearly more values than they consumed, 
but it should be borne in mind that the value of their finished 
product was not assessed by them, but by the foreign buyer. 
Capital and labour alike must realise that. They would have 
to be more modest in their demands in the future, or their 
country could not meet its obligations. The relative import- 
ance of industry and trade were misunderstood in many walks 
of life. The debates in the House of Commons in connection 
with the Key Industries and Anti-Dumping Bill showed that 
some legislators held equally hazy views on the subject. The 
name of the General Electric Co. was frequently mentioned 
$ connection with the decision of the Government to include 


electric light carbons in that Bill. Why should a powerful 
company like the G.E.C. be protected? ‘* Look at the 
growth of the company," were some of the remarks that 
dropped. Some seemed to imagine all their results were due 
to electric light carbons. The Government had been accused 
of favouring the G.E.C. and assisting 16 to a monopoly. The 
real facts were that the total capital invested in the carbon 
enterprise up to the outbreak of war was £40,000; the total 
losses incurred up to 1914, through no fault of theirs, but 
through the deliberate attacks of foreign trusts, was 478.000. 
Year after year the directors considered the shutting down 
of those works; nothing but the fear of war, the knowledge 
that electric light carbons were as 1mportant for the defence 
of the country as shells or guns, and nothing but the feeling 
of duty 1п the interests of the safety of the country prevailed 
upon them to continue that unremunerative enterprise, so long 
as the company could afford it. At the outbreak of the war 
it became apparent that the Government had underestimated 
the probable requirements in the ratio of one to ten. Addi 
tional works had to be established at а cost of £50.000, towards 
which the Government contributed £30,000, which latter the 
company undertook to pay back out of future profits. At the 
eame time they gave the Government an undertaking to con- 
tinue the supply of carbons throughout the war at pre-war 
prices. That promise was kept with the modification that 
towards the very end of the war they received a small increase 
in price based on the increase of wages dictated by the Govern- 
ment. The result was that they made no profit out of those 
carbon works during the war, in spite of their monopoly, with 
which they were taunted, and the great service which they 
had rendered. Their total accumulated losses to March, 1920, 
amounted to £115,000. - Every searchlight for coast de- 
fence or for anti-aircraft purposes throughout the country was 
fed from their carbon works. Since the war, owing to the 
arrival of the gasfilled lamp, the demand for carbons had 
dropped. "Their works, he believed, could feed the whole of 
the demands of the country, and they presumed the Govern- 
ment, entirely for reasons of defence, were anxious that the 
country should make use of those works. Another industry 
with which they were connected—their Lemington glass 
works—proved almost of equal value as the carbon works, and 
they regretted that it had not received the protection from 
the Government which was promised at one time. The finan- 
cial results of those works, owing to foreign competition, were 
always indifferent; foreign trusts tried to acquire them before 
the war, but they would not part with them, as they preferred 
independence from the foreigner to additional profits. Their 
policy was justified. Special bulbs for the safety of our war 
ships, which had never before been made in this country, 
were all at once required; bulbs for bombs, for vacuum flasks 
and other war supplies were at one time only available гош 
those works which, at the same time, kept alive at a critical 
period the lamp industry in this country. Without those 
works they could not have taken so prominent a part in the 
development of electric valves, which were used for a most 
effective defence against submarines, and which now, in peace- 


time. were beginning to revolutionise all systems of communi- 


cation, bringing wireless to the service of telephony and other 
branches of. electrical engineering. He could tell similar stories 
of nearly all their works. In the telephone works they had 
been busy throughout the war in making telephone material 
for the trenches, but since the war they had made such pro- 
gress as to reduce the dependence of the British Post Office 
ou foreign trusts to а minimum, and they hoped that with 
their new enlarged works they would succeed in making it 
entirely independent, though he was afraid they would always 
have their competition. Ніз reason for referring to those 
matters was to bring home once more to the shareholders and 
the public at large the dual importance of production versus 
trading. The war had created a large number of new ап 

small countries; their endeavours to be self-supporting would 
fail. It was only the producers in great countries who had 
a large secure home market who could, by producing cheaply 
and efficiently, supply the demands of the world. It was on 
those fundamental ideas that the greater programme ot the 
G.E.C. had been conceived. Other countries had produced 
electrical concerns with large capital, a large number of works 
covering every branch of tho electrical industry, assisted by 
the capital and the brain of the whole country. It was no 
use replying to those mammoth organisations: by the dis- 
jointed efforts of 60 or 80 small specialist electrical concerns. 
In order that Britain should have its share in the electrical 
work of the world, bigger groups had to arise, and they for 
one had laid themselves out accordingly. Every one of their 
works, had been enlarged or modernised. A great deal of 
money had been spent in ànproving the conditions under which 
work would be carried on in the future, welfare arrangements 
for the comfort and happiness of the workers playing an im, 
portant part. Laboratories and development departments had 
heen started, and results—modest as they were so far—ha 

already added to their prestige. To-day he was as convince 

as ever that throughout the world the demand for electric light 
and power was greater than ever. The whole world con- 
sidered wherever possible large hydro-electric schemes to 
counteract the absence or the dear price of coal. The whole 
world was considering power stations of one kind or another. 
Railway electrification schemes in this and almost hn 
country were pressing. Mines, steel works, and factories 3 

the world over had to be modernised. As and when power 
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was cheaper, the opportunities for developing domestic elec- 
tric business would be vastly increased. New fields would be 
opened for lamps, fittings, motors, heating apparatus, and the 
whole range of products for which the company had ever been 
famous. The demand of this and every other country for 
improved telephony was a well-known fact. They had pre- 
pared themselves to have their fair share of the world's work, 
and nothing but the finarcial or social collapse of this country 
could stop the G.E.C. from attaining their ideal, never mind 
what temporary hold-up or check it might experience. He 
had ever been an optimust, and he had never believed in such 
a collapse. lle was satisfied that, with the continued support 
of the shareholders, with the help of his able colleagues and 
stall, and with the continued loyal support of their workers, 
and the goodwill of the public, which they were ever anxious 
to merit, it would be their good fortune to attain the aims 
they had set themselves. In conclusion, the chairman paid a 
tribute to the stall, especially mentioning the industry, energy, 
and ubiquity of the general manager, Mr. Railing, without 
whom, he said, the labours of the board would have been 
much heavier. 

Sir John Hewett seconded the motion, which was adopted 
after a short discussion of a congratulatory nature. 


Mr. Follett Holt presided at the annual 
Pernambuco meeting on the 10th inst. He said that the 
Tramways and gross sterling receipts had increased, but, 
Power Co., Ltd. оп account of a larger increase in working 
expenses, the net receipts from operating 
showed a decrease of .£20.000 as compared with the previous 
vear. The net earnings were sufficient to meet the debenture 
interest, interest on the notes, amortisation of capital, and also 
for renewals, but the balance was not sufficient to entitle the 
directors, particularly in view of the present rate of exchange 
and the completion works in hand, to make any payment of 
dividend on the preference or ordinary share capital. Unfor- 
tunately the company must suffer along with so many in- 
dustrial undertakings. from the same cause—bad exchange 
and commercial conditions. They carried forward £15,373 to 
the credit of the revenue account. With the proceeds of the 
recently issued £500,000 8 per cent. prior lien debentures the 
company would be able within 12 months to extend its lighting 
and power supply, end, best of all, to complete the electrifica- 
tion of the steam tramway system and make the extension 
to Tiapio, and thus become entitled to а substantial increase 
in its tramway fares. With the completion of those works 
the earnings in milreis should show substantial progression, 
but exchange was the important factor. The present low 
rate of exchange was very disappointing, but nobody with any 
knowledge of the country beheved that this rate could. remain 
lor any considerable period. A new 3.000-kW set had been 
added and was now at work as an earning factor. New light- 
Ing customers were being added daily, and ten new double- 
truck passenger cars had arriyed, which would considerably 
Improve the tramway receipts. 


The directors’ report for 1920 states that 


Marconi the business continued to show expansion. 
International The gross revenue was £983,505, as com- 
Marine pared with 772.019 in the preceding year. 


Communication ‘The increase was due in substantial part 
Co., Ltd. to high remuneration paid to the telegraph 
operators, from which the company did 

not derive profit. The net result compared unfavourably with 
that of 1919. The profit is £117,570, as compared with 
£195,141 for 1919. The reduction is due very largely to excep- 
fional circumstances. In common with all other businesses. 
there was а substantial increase during the past year in all 
Working costs. Under normal conditions the increased cost of 
working would have been more than counterbalanced by the 
greater volume of business. The exceptional circumstances 
referred to consist of : (a) A loss of £15,301 occasioned by pay- 
ment of operators’ salaries in India and consequent upon 
fluctuations in the value of the rupee. (This loss will not 
recur.) (b) On December 31st, 1920. the quoted value of 
Government securities was very depressed and most foreign 
currencies were suffering from severe depreciation. Both 
securities and moneys, consistently with the company’s cus- 
tom, were taken into account on December 31st at the prices 
thev would have produced had they been then realised. This 
showed a temporary loss amounting to £67,506. (c) The com- 
many conducts a large foreign business, and that business 
has shown expansion during the past year. The revenue from 
euch business at the rate of exchange on December 31st, 1920. 
amounted to £91,085, notwithstanding the increased business. 
as compared with 451.109 in the preceding year. The money 
representing this profit has remained abroad, but is treated 
In the accounts as having been brought home on December 
3lst. On June 30th last the capital renresented Бу Govern- 
ment securities and monevs abroad had appreciated, and the 
loss substantially diminished: a considerable amount was 
braught forward from the preceding vear to the credit of profit 
and loss account and after making adequate allowance as the 
directors are advised, for FE. P. D. and corporation profits tax, 
а substantial balance remains. Taking all the circumstances 
A consideration, the directors feel iustified in maintaining 
10 rate of dividend, and recommend a final distribution of 
e Eu which, together with the interim dividend of 5 per 
the a In January last, will make a total of 15 per cent. for 


Central London Railway Co.—Interim 


4 


London dividend for the half-year on the undivided 
Underground ordinary stock of 2 per cent., comparing 
with 4 per cent. for the same period of 


Railways. | à 
1920; and on the preferred ordinary stock 


of 9 per cent., comparing with à per cent. 

City & South London Railway Co.—Interim dividend for the 
half-year on the consolidated ordinary stock of 2 per cent., 
against 4 per cent. for the same half of 1920. 

London Electric Railway Co.—Interim dividend for the half- 
year on the ordinary shares of 14 per cent., against 3 per 
cent. for the same half of 1920. 

Underground Electric Railways Co.—Interest on the 6 per 
cent. first cum. income debenture stock payable September Ist, 
less tax, at 3 per cent. Coupon No. 27 of the 6 per cent. in- 
come bonds will be paid on the same date at 2 per cent., 
free of tax, against no interin payment last year. 

Metropolitan District Railway Co.—Interim dividend for the 
half-year on the 5 per cent. second preference stock, of 24 per 
cent., against 14 per cent. for the same half of 1920. 


In their report for 1920, the, directors 


Fellows state that the year under review was а 
Magneto most troublesome опе, and the ditficulties 
Co., Ltd. which suddenly arose owing to the acute 


trade depression were such that it was 
impossible finally to deal with the accounts until the actual 
situation was ascertained. ‘The net profit for the year, after 
allowing for depreciation, &c., on the sume basis as in previous 
years, was £31,900, a considerable increase over 1919. Although 
during the first part of the year trade was brisk, towards the 
end of the year an unprecedented depression occurred which 
upset all ordinary caleulations, and produced а situation of 
the utmost gravity. With very large contracts in hand, ar- 
rangements were made for further extensions in order to 
cope with the demands of the business. The factory was 
working to its utinost capacity, and would have continued to 
do so except for the above circumstances, which affected the 
motor industry more seriously than any other. The contracts 
were suflicient to keep the factory fully engaged until the 
middle of 1921. In such a crisis the manufacturer was in 
the unfortunate position of having had to secure himself 
on forward contracts for raw material, and these contracts 
were in most cases very binding and could not be suspended. 
whereas the board considered ijt expedient to extend leniency 
in the matter of contracts entered Into for the sale of magne- 
tos, with a view to maintaining the goodwill of the company. 
The situation in the motor industry was such, that if these 
contracts had been rigidly enforced, the crisis would have 
been aggravated, and in many cases Insolvency would have 
resulted; but the position was now much clearer and better. 
There was still а considerable amount of money outstanding, 
some of which could not be collected for some little time to 
come, А reserve was in existence to provide for any loss 
Which might occur, but it was not anticipated that this would 
be required, as it was understood from responsible parties 
that the creditors would be paid in full. A much more eon- 
fident spirit was now prevailing in the motor trade. The 
weekly output of magnetos was steadily increasing, and it 
was hoped that very shortly the normal output of the factory 
would be reached. Interim dividends were paid on the 8 per 
cent. preferred and on the ordinary shares for the half-year 
ending June, 1920, which were warranted by the circum- 
stances at the time, but in view of the tightness of money, 
and the necessity for keeping sufficient. funds available to 
provide for immediate wants and for future development, the 
board did not recommend the distribution of any further 
dividends at present, although the profit earned was suflicient 
to maintain the usual dividends on both classes of shares. 
The balance standing at the credit of profit and loss account, 
404.330, is to be carried forward to next year, when it is 
hoped that the financial position will be easier. 


The report for the year ended Decem- 


Anglo- ber. 1920, to which we made brief reference 
Portuguese last week, states that the average rate of 
Telephone exchange for the year was 123d. per escudo, 

Co., Ltd. in comparison with 28 13/16d. for 1919. 


The rate prevailing at the close of the vear 
was 61d., as against 30d. at the end of 1919. The floating 
assets and liabilities in. Portugal at the close of the year have 
been converted into sterling at the rate of 61d. per escudo. 
The capital expenditure for the year amounted to £121,367, 
in comparison with £309,006 for 1919. The profit and toss 
account shows a gross income of £48.047 and expenses amount. 
ing to £42,023, leaving a gross profit of £6,024, as against 
£29,797 for 1919. After payment of income tax. £1,187. and 
providing for debenture interest and sinking fund, £6100. 
the amount for disposal (including £8,828 brought forward) 
is £7,505. In November last the company paid an inierim 
dividend of З per cent., less income tax, which absorbed 3 
sum of 47.778, being £213 in excess of the amount now 
available. The amount of the corporation profits tax has not 
yet been ascertained. The directors have not thought it 
necessary to encroach upon the reserve to cover the small 
balance of £213, which is carried forward to the current year. 
The directors regret that the final result shown by the audited 
accounts does not admit of the payment of any further divi- 
dend. As stated in the last report, the company's profits had 


„undergone serious contraction, & heavy increase in wages 
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having taken place in March, whilst the first substantial 
increase in the tariff only became effective in the latter half 
of the year. Throughout the year there was a persistent 
jncrease—corresponding to the fall in the value of the escudo 
—in the cost of material sent out by the company and in 
imported material purchased locally. The year’s revenue 
receipts and expenses had been converted into sterling at 
the monthly average of 1284. per escudo. Expressed in cur- 
rency—the true measure of comparison—tbe gross income 
from subscriptions, sales, &c., was Es. 797,832 (against 
Es. 491,908 in 1919), the expenses in Portugal were Es. 737,074 
(against Es. 262,849), and the trading profits Es. 60,755 (against 
Es. 229,059). The report contains a table showing the ex- 
treme fluctuations in the sterling value of the escudo (nomin- 
ally 534d.), in each of the last ten years; also the yearly 
average (taking the price on the last day of each month) and 
the rate prevailing on the last day of the year. We give the 
1911, 1919, and 1990 figures :— 


1911. 1919. 1920. 
Higheat ee ae es oe ees 50! Э 858 1 
Lowest T р M a si 19 E 
Average .. .. И: . . 494 281 
At December 81st Ü “0d. 61 


The highest price touched so far during the present year (1921) 
has been 944. and the lowest 44d.; latest price 84d. 

. Demands for another increase in wages were put forward 
in November and the Government, after hearing the men's 
case, refused to consider the company's petition for authority 
to increase the telephone rates until these demands bad been 
conceded. Subsequently a scale of charges was authorised as 
from February 21st last which is expected to leave a satisfac- 
tory margin of profit. 

In our last issue we quoted the statement of the general 
manager in which he showed that the fall in exchange com- 
bined with the ever-increasing value of imported material, 
high Customs duties (calculated on a gold basis), and sterling 
salaries, was disastrous in its effects on what would otherwise 
have been a profitable year to the company. He says:— 

“ From the beginning of the year up to June 15th the company was working 
under the tariffs fixed in 1918 and 1919, which, had the exchange remained 
at the average of 1919, would have made a successful year, but the fall of 
exchange and ‘he further demands of the employés were seriously affecting 
the company's financial position, and we were compelled to apply to the 
Government for a further increase in our rates. This was granted on June 
15th, 1920, the new tariff being based on an exchange rate of 17d., but 
by this time the exchange was already down to 12d., and therefore even the 
new rates did not put the company on a profitable basis. After many efforts 
the strike was settled by granting an increase of pay, but, unfortunately, 
the corresponding negotiations for an increase of tariffs to meet the heavy 
loss resulted only in an increase of tariffs three months after the increased 
pay had started. This delay was a source of serious loss to the company. 
The part taken by the telephonists in organising the strike was practically 
negligible, being confined to a few malcontents, but for whom it is believed 
that the great body of the men would have remained at their posts. Upon 
conclusion of the strike negotiations the manner in which the operating staff 
threw themselves into the work of reopening the service left no doubt as to 
their generally good disposition towards the company.” 

In spite of the many changes in the Government—there 
having been no less than seven Cabinets during the year— 
the company’s relations with the various Ministerial depart- 
ments were throughout quite cordial. In July Mr. Eustace 
Cuthbert Quilter joined the London board. Owing to the re- 
signations of Senbor Hugo O'Neill, Mr. C. Н. Bleck and Mr. 
R. W. Frazer from the Lisbon board, Mr. W. G. T. Pope, 
Mr. F. Frick. and Dr. B. Carqueja were elected as directors 
in their places. 

The annual meeting was held on Tuesday. 


Mr. B. T. Rumble, presiding at the an- 
Submersible nual meeting at Southall, last Friday, re- 
Motors, Ltd. ferred to the adverse effect of the fire in 
November, 1919, as being the chief cause 
of the falling off in profit. As they did not obtain a settlement 
from the insurance companies until October, 1920, they were 
unable to commence reconstruction until that date. The 
delay kept them without the use of their main machine shop 
during the whole of the year covered by the accounts, and 
this fact necessarily caused a considerable falling off in the 
company’s output during that period. In common with all 
other firms in the engineering industry, they had been suffer- 
ing from the recent severe depression in trade. The whole 
of the destroyed premises had now been rebuilt and equipped 
with modern machine tools. They had a fair amount of 
work in hand, and were hopeful, now the coal dispute was 
settled, that they would be successful in obtaining orders 
for submersible motor pumps for dewatering the mines and 
as permanent installations. They had some large sets going 
through the shops for a coal mine in China. In view of the 
figures shown bv the accounts the directors did not recoin- 
mend any distribution of dividend. 


In their report for the vear ended March, 

Ward and 1921, the directors state that the net profit, 
Goldstone, Ltd. after providing for bad and doubtful debts, 
depreciation on machinery. plant and stock, 

salaries, commissions. directors’ fees, advertising, and all other 
charges excepting income tax, E.P.D. and corporation profits 
tax, amounts to £25,100, of which it is estimated, E. P. D., 
income tax, and corporation profits tax will absorb £14,698, 
leaving £10,491, plus £6.041 brought forward, making £16,532. 
The interim dividends at the rate of 7 per cent. per annum, 
already paid, absorbed—preference, £3,920, ordinary £2,696. 
It is now proposed to pay 2 per cent. on the ordinary shares, 


meeting the requirements of consumers. 


, making 9 per cent. for the year (£770), a participating divi- 
dend of # per cent. on the preference shares (payable with 


the September interim dividend), making 73 per cent. for the 


year (4280), £2,000 is put to reduction of preliminary expenses, 
and £6,507 18 to be carried forward. During the first nine 
months of the period under review, records were established 
in output and turnover; the concluding three months witnessed 
а collapse in values of most of the stocks handled, and a 
paralysis in the home and export trade. Stocks have been 
written down irrespective of cost price to the reduced values 
ruling at March 3lst last; were it not for this necessity the 
results for the past year would have been much more favour- 
able. The removal to new works was completed in January 
of this year, and the favourable results from the increased 
plant and better conditions of working should be confirmed 
when the industrial conditions improve. 

Mr. Miller Lash presided at the annual 


Brazilian meeting, held in Joronto on July th. 
Traction, Light According to a report in the financial Press, 
and Power he dealt particularly with the financial 
Co., Ltd. position of the company and its inability 


to resume the payment of dividends. 
Although the earnings in Brazilian currency continued to in- 
crease rapidly, the increase was more than offset by the 
fall in exchange, und as a result the estimated available net 
earnings for the first half of the year 1921, when converted 
into dollars at the present rate of exchange, would ehow a 
very small surplus after providing for the fixed charges, eink- 
ing funds, and preference dividend. All construction work 
had, where possible, been postponed, but a certain amount 
was essential in order to comply with the terms of the com- 
pauy's concessions. The board hoped that in due course the 
markets for securities would so improve as to make possible 
a public issue to provide funds for extensions, and that ex- 
change would gradually rise to a point where the earnings 
when converted into Canadian currency would justify the 
resumption of dividends. Meanwhile, the duty of the direc- 
tors was obviously to proceed with caution. 

The Société de l'Union d'Eleciricité, 
Which alms at the consolidation of the pro- 
ducing interests in the environs of Paris 
as distinct from those which are vested in 
the Compagnie Parisienne de Distribution d'Electricité for 
the whole of the City of Paris, reports that as a result of the 
successive increases in share and loan capital, it was possible 
actively to continue in 1920 the great programme of works. 
The progress made at the Gennesvilliers generating station 
was satisfactory. The various works which had been incor- 
porated in the company by the absorption of the local com- 
panies (Secteurs) had been left in the hands of the latter for 
a period which would in principle extend to February, 1922. 
During the period the Secteurs were operating the works on 
their own account, they were paying to the Union an annual 
rental equal to the interest of 6 per cent. on the amounts 
Which had been paid to them for the acquisition of their 
works. Under the circumstances the operations of the Union 
in 192) were limited to the works of Vitry, Billancourt, Nan- 
terre, and Issey-les-Moulineaux, where important works of 
reinstatement were carried out. The negotiations with a con- 
siderable number of consumers, aiming at the bringing of 
pre-war contracts into harmony with existing economic con- 
ditions, had been concluded. On the other hand, the company 
had entered into new agreements with the Orleans Railway 
Co., and had participated with the latter in the formation 
of the Union Hydro-Electrique. After making provision for 
depreciation, the accounts show net profits of 3,990,000 fr., 
permitting of the payment of a dividend at the rate of 5 per 
cent. on the share capital. 

Addressing the shareholders at the annual meeting of the 
Compagnie Parisienne de Distribution d’Electricité, M. Benac, 
vice-chairman, referred to the understanding which had been 
reached with the Paris Municipal Council, and which would 
now allow the company to make the extensions necessary for 
He stated that the 
company had already secured municipal sanction to an in- 
crease in the tariff which had permitted the undertaking to 
bear the large advance in the prices of coal, and a supple- 
mentary agreement had been concluded with the city whieh 
revised the relations between the latter and the company. 
Without айпи for the vote of the Municipal Council, the 
directors had undertaken the works necessary for doubling 
the capacity of the generating stations, which had been esti- 
mated too low at the original total of 75,000 kW. The supple- 
mentary agreement had also modified the financial relations 
with the city. It had removed a clause which placed at the 
charge of the city the increases in wages and salaries which 
the company's staff and workmen could claim because they 
had been assimilated with the staff and workmen in the em- 
ploy of the city—a charge which was about 17,000,000 fr. On 
the other hand, the tariffs instead of being definitely fixed. 
would be automatically raised or lowered by taking into 
account both the prices of coal and of raw materials and the 
wages and salaries of the workmen and staff. Though the 
results which could be expected would not be ая satisfactory 
as was hoped for under the old convention the important 
advantage of having security for the capital invested in the 
undertaking had been gained. In addition, a further im- 
portant result had been obtained—namely, that the citv now 
at last regarded the company as a real partner, and relations 
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of mutual confidence were established between the municipal 
services and those of the company. "The vice-chairman added 
that the extensions in progress were being executed for the 
account of the city, for which the company was working; 
the works being built were the property of the city, and if 
the city did not find it convenient to pay for them at present 
—out of the loan which was being raised, the company would 
have to advance the funds and issue a loan for the purpose. 


Kalgoorlie Electric Tramways Co., Ltd.—Net profit for 
19, before charging depreciation, was £8,742. In January, 


1921, demand was made for further increase in wages, which , 


the company, having regard to its financial position, was 
unable to agree to, and an application to the Arbitration 
Court was made on behalf of the men for variation of existing 
award. Negotiations which followed were broken off on Feb- 
ruary Ist, when without waiting for the decision of the Court 
the men went on strike and the service was entirely sus- 
pended until February 25th. It was then agreed to refer 
the dispute to the local tribunal, the men resuming work 
meantime under the old conditions. The award of the local 
tribunal gave the men a considerable increase in wages, but 
this award was given subJect to confirmation or variation by 
the Federal Arbitration Court.—Financial Times. 


Stock Exchange Notices.—The undermentioned have been 
ordered to be officially quoted:— 

Madras Electric Supply Corporation.—3,469 ordinary shares 
cf £1 each, fully paid, Nos. 156,001 to 159,469. 

Dealings in the following securities have been specially 
allowed by the Committee under Rule 148а :— 

Madras Electric Supply Corporation.—3,469 ordinary shares 
of #1 each, fully paid, Nos. 186,001 to 159,469. 

Shropshire, Worcestershire & Staffordshire Electric Power 
Co.—4£300,000 7} per cent. 10-year guaranteed convertible de- 
benture stock, issued at 97 per cent., £30 paid and fully paid, 
after issue of allotment letters. 

The Swiss Brown, Boveri Co.—The directors of the 
A.G. Brown, Boveri & Cie, of Baden, have decided to abstain 
from making any distribution for the year ended March 3lst, 
1921, whereas 8 per cent. was paid for the preceding year. 
They state in explanation that the wholly satisfactory results 
in 1920-21 had been absorbed by the extraordinary deprecia- 
tion of raw materials, semi-finished products and manufac- 
tures which had taken place since the New Year, as well as 
through the further writing down of securities and participa- 
tions which had become necessary, which burdened the ac- 
counts with over 10,000,000 fr. The directors state that in 
reaching the decision they were guided specially by the pre- 
sent critical industrial situation and the large decline in orders. 

Chili Telephone Co., Ltd.—The gross revenue for the year 
ended March 3lst, 1021, was £238,754, less gross expenditure 
in Chili and London £195,137, leaving a profit of £43,647, plus 
419,843 brought in, making 463,490. The directors recommend 
a tinal dividend of 3s. per share, free of tax, making 6 per 
cent.. free of tax, placing. £17,285 to general reserve, carrying 
forward £10,594. The difference on converting liquid assets 
and liabilities in Chili at lower rate of exchange was £12,785, 
und this amount has been debited to general reserve. 

Thos. Bolton & Sons, Ltd.—According to the Financial 
Times, the accounts for the year ended March, 1921, show 
that after deducting 417.500 for interim dividend and putting 
£15440 to reserve for depreciation, and £500 to debenture 
redemption premium reserve, £130,920 stands at the credit 
of the profit and loss account. 

Charing Cross, West End & City Electricity Supply Co., 
Ltd.—Interim dividend on the ordinary shares of the West 
End undertakings for the half-year ended June 30th, 1921, 
at the rate of 3s. per share. 

Kensington & Knightsbridge Electric Lighting Co., Ltd.— 
Dividend of 4 per cent. on the ordinary shares for the half- 
Vear. 

Metropolitan Electric Supply Co., Ltd.—Dividend at 4 
per cent. per annum, less tax, on ordinary shares for the 


‚ half-year. ! 


South American Light & Power Co., Ltd.—Dividend of 


0 per cent. less tax, for the year. £10,000 has been written 


off plaut and machinery, and 44.737 carried forward. 
Barnsley & District Traction Co., Ltd.—Dividend at the 
rate of 14 per cent. per annum; £23,166 carried forward. 


Chelsea Electricity Supply Co., Ltd.—Dividend at 5 per 
cent. per annum, less tax, on ordinary shares for half-year. 

Hadfields, Ltd.—Interim dividend 6d. per share, free of 
Гах, on the ordinary shares. 

National Gas Engine Co., Ltd.—Dividend at 73 per cent. 
per annum, less tax, on the ordinary shares for the half-vear. 

Mather & Platt, Ltd.—Interim dividend of 3 per cent., 
{тее of tax. 

Bristol Tramways & Carriage Co., Ltd.—Interim dividend 
for the June half-year at the rate of 3 per cent. (free of income 
tax) оп the ordinary shares. 

Westminster Electric Supply Corporation, Ltd.— Interim 
dividend at the rate of 8 per cent. per annum, less tax, for the 
half-year. 

EY of Buenos Aires Tramways (1904), Ltd.—Dividend 
of ls. 3d. per share, less tax, for the quarter ended June. 


STOCKS AND SHARES. 


TOESDAT EVENING. 


The course of the Stock Exchange markets is governed by 
the fall in the Bank Rate. Investment securities are better, 
and there has been a little increase in business amongst such 
stocks as those that are being bought by people who, having 
money on deposit at the banks, wish to invest it in the Stock 
Exchange markets when they realise that the banks are pay- 
ing no more than 3j per cent. on such deposits. There has 
been, however, no particular rush to the Stock Exchange 
for investment, and while this has caused some little dis- 
appointment, it is attributed to the holiday season being close 
at hand, and to other such seasonal causes. Even the hot 
weather is claimed as one explanation for the unwillingness, 
on the part of people generally, to bestir their minds in the 
transfer of money from deposit into channels that will afford 
them better rates of interest. 

There is some talk of the possibility that the Bank Rate 
may come down to 5 per cent., though, on the other hand, this 
is met by the argument that the autumn is usually a time 
in which money stiffens, owing to the movements of Ameri- 
can crops. So there is plenty of room for speculation, either 
way, in Bank Rate prospects. 

The interim-dividend season of the Home Railway com- 
panies has produced several announcements pleasant to 
holders of Underground stocks, although the Underground 
Electric Railways Company, in declaring a dividend of 2 per 
cent. net on its Income Bonds, has disappointed those who 
were looking for the full 3 per cent. A month ago, the latter 
rate was regarded as practically certain to be declared, but since 
then, the rate of exchange with America has gone so much 
against this country that the Underground Company, whose 
coupons are payable in New York as well as in London, may 
have been swayed by this consideration in deciding to reduce 
the dividend. The £2 net is worth about 54s. 6d. if the 
coupons are sold through a broker for payment in America, 
and, as they are cashed free of tax, the return is not a bad 
one at the present price, having regard to the prospect of 
the company's being able to meet its full 6 per cent. in the 
future. The interest on the bonds is not cumulative, being 
dependent, as the name of the security implies, upon the 
income for each half year. The bonds fell 3 points to 791, 
and the £10 shares dropped to 1 15/16, the 1s. shares receding 
to 5s. 9d. On the decline, however, buyers came forward for 
the shares, and the quotations have recovered to 21 and бв. 
respectively. 

The Metropolitan Distrjct declares a dividend of 24 per cent. 
on its 5 per cent. second Preference, which is double that of a 
year ago. The London Electric is paying 14 per cent. on the 
Ordinary against 4 per cent. in 1920, the City & South Lon- 
don's 2 per cent. on the Ordinary compares with } ner cent. 
and the Central London's 2 per cent. on the undivided Ordi- 
пагу and Preferred stocks goes against 3 per cent. and à per 
cent. respectively. 

The Central London announcement has had a sharp effect 
upon the prices of the non-assented stocks. The Ordinary 
has risen 2 to 363, the Preferred 24 to 404 and the Deferred is 
3 higher at 324. The District Second Preference is all held 
by the Underground Electric Railways Co. Metropolitan 
Ordinary is better at 274; the dividend announcement is ex- 
pected to be made on Friday of this week. Districts are up 
JSUs., to the accompaniment of further talk as to the chance 
of the stock receiving a dividend next year. 

The Shropshire, Worcestershire and Staffordshire Electric 
Power Co. offered £300,000 74 per cent. 10 year Convertible 
Debenture steek at 97, the principal and interest being guaran- 
teed by the British Electric Traction Company. Such was 
the demand for the stock that the subscription-lists closed 
several davs in advance of the date to which they could 
have remained open. Applicants are hoping that their allot- 
ments will be posted towards the end of this week, and jn 
the market it 1s expected that there will be a premium of 
about a couple of points at the opening of business. The 
General Electric new Debenture is 3 premium. North Metro- 
politan Electric Debenture, after dipping to 33 premium, 
stiffened to 4, and the Metropolitan Extension Debenture 
remains steady at 6 premium. Chiswick Electric Debenture 
has hardened to 0634. British Electric Traction Ordinary 
stock 1s quoted at 324, the 6 per cent. Participating Preference 
at 57} and the two Debenture stocks at 68 and 51 for the 5 
per cent. and 44 per cent. issues respectively. 

In the Cable group. the Eastern stocks are all maintaining 
their prices, with Globe Ordinary better at 162. Great North- 
erns are easier at 233. Telephone shares are better. Chili 
Telephones improved to 51/16 and United River Plates to 
53. Marconis have eased off to 94. The report of the Marconi 
International Marine Communication Company shows а fall 


—— Ü— —— —  "— —— ашны 


rs 


160 THE ELECTRICAL REVIEW. 


[Vel. 89. No. 2,279, JULY 29, 1921. 


ee э — — — 


in the profit of £80,500 at £117,600, but the dividend is main- 
tained at 10 per cent., making 15 per cent. for the year, and 
the price of the shares remains at 15/16. To pay the 15 per 
cent. dividend, the carry-forward has to be drawn upon, but 
the Directors point out in the report that the company en- 
countered а loss on rupee exchange through paying operators' 
salaries in India, and that this will not recur. Canadian 
Marconi are a little lower at 7s. 9d. 

Engineering and kindred shares, including those of the 
armament companies, have been inclined to give way owing 
to the way in which works are being closed down in the North 
of England as a sequel to trade depression and labour condi- 
tions. Babcock & Wilcox keep steady at 23, but Vickers and 
Armstrongs have both fallen for the reasons mentioned, and the 
list is generally heavy. Rubber shares have weakened after 
their extremely brief spurt, the dullness being due to reaction 
in the price of the raw stuff to 84d. per lb., which serves to 
underline the arguments put forward in our leading article 
last week (E.R. page 105) to show that time will be required 
to rehabilitate the Industry upon a profitable basis. 

In the list of Home Electricity Supply shares, there are no 
changes to record. Melbourne First preference have improved 
to 53. The manufacturing market is quietly hard. British 
Aluminiums at 17s. and General Electric Preferences, of 
both classes, are all 6d. better. Siemens Ordinary and Prefer- 
ence both keep about 235. 3d. Мапу of the Canadian-American 
dollar stocks are up by severa! points. Mexicans have moved 
irregularly; Mexican Light & Power First Mortgage are 2 
higher, while the company’s shares show losses. A drop of a 
couple of points in Brazilian Tractions is due to the Rio ex- 
change. А усаг ago, the milreis was worth nearly IS. 3d., 
whereas at the present time it stands at a very small fraction 
above 7d. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Номи Югиствісгту COMPANINS. 


Dividend Price 

— July 26, Tield. 
1919, 1920. 1921. Riseor fall. p. o. 
12 12 4 


Brompton Ord ee se se 6 — 10 0 0 
Ohering Cross Ordinary .. o 7 8 a — 10 ва 
do. do. do. 4Pref... 4% — 140 
Оһо!веа.. eo ee oe ee 4 6 82 — 9 [Г] 8 
Oisy of London ex Р „ 18 14 11 — 1142 
o. do. 6 per cent. Pref... 6 6 17/- — 7 1 2 
County ої London æ. 8 8 8i — 917 0 
do. do. 6 per cent. Pref... 8 6 8 — 7 7 8 
Kensington Ordinary s ee 7 9 P — 10 18 3 
London Electrio  .. ee we я 4 1 — 710 0 
do. do. 6 per cent. Pref... 6 6 2 = 10 18 3 
Metropolitan .. 8 = ee 6 1 - 918 3 
do. 44 per oent. Pref. .. 4% 4 24 — 316 6 
St. James’ aud Pall Mall. o 12 12 6 — 10 0 0 
South London КА ee 6 q 98 == 10 13 4 
Bouth Metropolitan Pref... eo 1 7 16/8 — 8 12 4 
Westminster Ordinary .. e 10 10 68 — 960 
TELEGRAPHS AND TELEPHONES. 
‚ Anglo-Am. Tel. Pref. ЖА æ. 6 6 B8xd — 729 
do. eee ве „ 14 14 164 — 819 0 
Chile Telephone ee ee ee 6 6 4 + Å 5 18 Б 
Cuba Bub. Ord. ee ee ee 1 1 1 — 9 6 8 
Eastern Extension .. 55 .. 10 10 1 — 6 8 0 
Eastern Tel. Ord. .. "s ee 10 10 182 — 680 
Globe Tel. and T. Ord. .. „ 10 10 165 + 3 519 6 
do. do. Pref. .. we 6 6 de xd - / 811 6 
Great Northern Tel. 5 7. Cc HK 933 — ф 10 9 9 
Indo-European es js .. 10 10 BO — 868 
Marconi ee ee eo ee 95 — 94 — n" pd 
Oriental Telephone Ord. .. .. 19 19 92, — *516 8 
United R. Plate Tel. as co 8 8 bi + Ф 46 16 9 
West India and Panama „ Nil Nil 6/8 — Nil, 
Western Telegraph.. se . 10 10 163 =æ *6 1 8 
Homa Rans. | 
Central London Ord. Assented .. 4 4 493 — 8 1 8 
Me lien 1 1$ 27h +1 691 
о. District .. .. N Nil 18À +14 Nil 
Underground Electric Ordinary .. Nil Nil ЗА — 4 Nil 
йо, do, “A” Nil Nil 6/- —6d. Nil 
do. do. Income .. 4 2 79$ —8 6 08 
Ковктен Trams, &0, 
Anglo-Arg. Trams, First Pref, .. 124 g — 10 0 0 
do. do, ind Pref, .. Nj bà 2 — 911 4 
do. do. 5% Deb. .. 5 б 64 — 115 0 
Brazil Tractions  .. cé .. Ni Nil 29 -2 Nil 
British Columbia Elec, Rly. Pfce. 5 6 58 ss 819 4 
do, do. Preferred 5 4 — à *8 6 
do. do. Deferred 8 6 55 — *1016 2 
do. do. Deb. .е 41 41 b — 7 9 10 
Mexico Trams 5 рег cent. Bonds.. Nil Nil 52 — Nil 
do. 6 percent.Bonds.. Nil Nil 2 — Nil 
Mexican Light Common . Ni Ni 9 —23 Nil 
do. Pref. oe . Nil Nil 17 — Nil 
до. 1st Bonds .. .. Ni Nil 7A +2 Nil 
MANUFACTURING COMPANIES, 
British Aluminium Ord, .. .. 10 10 17/- J- 6d. 11 15 4 
British Insulated Ord. .. — .. 15 15 lixd = 10 0 0 
Callenders oe ae ee ae 16 15 1 3 — 10 8 8 
" 63 Pref, .. ee ee 64 64 118 — 7 7 
Orompton Ord. ee oe ee 10 10 16/8 — 12 6 
Edison- Swan s m) .. 10 — 10/6 — = 
do. до, 5 percent, Deb. Б б 68xd — 1 7 1 
Electrlo Coustruotion 10 10 16/8 = 19 6 9 
English Electric . oy er 8 8 12/6 — 12 16 А 
Do. ref. 6 6 15% — 800 
Gen. Elec. Pret. ee ee ee 64 64 17/- + 6d. 7 13 0 
do. та, ee ee ee 10 10 23/3 ome ^g 19 4 
Henley S0 . 16 17 lrs — 10 8 0 
do. 44 Pref. ee ee oe 4$ 44 8% — 618 6 
India - Rubber ee 0 0 se 10 =“ i — — 
Met.-Vickers Pret. .. oe ee 8 8 P — 8 16 10 
Biemens Ord. „ оо не 10 10 98/3 — *819 0 
10 20 — 56 17 1 


Telegraph Оов, ee ee m 
* Dividends paid free of Income Тах, 


MARKET QUOTATIONS. 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some oases the prices are only general, 
and they may vary according to quantities and other oiroumstanoes, 


Tuesday, July 26th. 


Se SS ee ro ay 
Latest Fortnight’s 

CHEMICALS, &c, | Price. Ino. ot Dec, 

a Acid, Oralic .. x Y . per lb. ва. 14. дес. 

a Ammoniac Sal sis es .. per ton &65 £10 dec. 

a Ammonia, Muriate (large crystal А £58 £1 dec. 

a Bisulphide of Carbon E id 9 ВЕ E 

а Вогах ee oe ee ee ee [1] £94 ee 

a Copper Sulphate <a € as is £81 be 

а Potash, Chiorate .. aa .. per lb. 6d. Id. dec. 

8 „ Perchlorate i s 8d. Зр 

а Bhellao .. Ls 25 is .. per owt. £15 10s. 80/. dec. 

a sulphur, Sublimed Flowers 2 » £17 £1 deo, 

a 170 Lump s we е £15 £1 dec. 

а Boda, Ohlorate ЕР ©» .. per Ib. 4d. 2 

а „ Crystals - i .. per ton £1 e 

a Sodium Bichromate, casks .. per lb. Jd. T 

METALS, &c. ` 

p Babbitt's Metal Ingots .. .. per ton £95 to 2800 $a 

c Brass (rolled meta! 2" to 12” basis) per lb. 13а. is 

c „ Tubes (solid drawn) “+ si 1/13 to 1/2 

с „ Wire, basis 928 А Led. ws 

c Copper Tubes (solid drawn) ; бе 1/43 i 

„ Bars (best selected) . per ton £105 47 oec. 

с „ Sheet vs PS Se T £105 £T dee. 

c Rod .. n T ©» 10 £105 41 dec. 

d 5 (Eiectrolytic) Bars s ii £75 108. 4u/- dec. 

d u „ Вһее{в sé 70 4145 ee : 

d n »" Wire Rods.. S £91 10s 40j- dec. 

d »9 » H.C. Wire. в рег lb. 1154. id. dec. р 

f Ebonite Rod .. T 29 M a 8/6 5» 

f s Sheet.. 3 8 E js s 8/- T 

m German Витег Wire se m я 2/9 vi 

bh Gutta-percha, fine Es vs h 18,7 Id. ino. 

В India- rubber, Para fine Ея M 11d. id. inc. 

і Iron Pig (Cleveland Warrants) .. per ton Nom. "E ; 

1 „ Wire, galv. No, 8, P.O. qual. 1 £85 

g Lead, English Pig га сЕ “ £91 108 

g Mercury is г .. per bot. £1) А 

e Mica (зп original cases) small .. per lb. 4d. to 4/- a 

e " [1] [T medium oe [T] 5 / to 10 / oe 

e „ $i „ large i 12/6 to 25/- & up Фә 

p Phosphor Bronze, plain castings.. н 1/4 to 1/9 š 

P % „ rolled bars and rods i 2/1 to 2/6 5 

Р » „ rolled strip & sheet " 2/2 to 2/7 ёв 

d Siliclum Bronze Wire .. .. рег1Ь. | 1/84 | jd. dec. 

г Steel, Magnet, in bars Ps 5 е Ajo .. [dec. 

а Tin, Block (English) és .. рег ton £158 £710s. to £3 

п „ Wire, Nos. 1 to 16 .. .. per lb. 3/0 3d. dec. 

p White Anti-friction Metals ^ .. per ton £78 to £800 " 


Quotations supplied by— 
g James & Shakespeare. 


a G. Boor & Co. 
h Edward Till & Co. 


с Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Oo. i Bolling & Lowe. 
e F. Wiggins & Sons. 1 Richard Johnson & Nephew, Ltd. 
f India-Rubber, Gutta-Percha and п P. Ormiston & Sons, 

Telegraph Works Co., Ltd. p 
г W. F. Dennis & Co. 


Battleships Controlled by Wireless. The efficient perform- 
ance of the battleship Jowa under radio control during recent 
aerial bombing tests may, naval officers at Washington believe, 
lead to revolutionary changes, in naval development. Without 
a soul on board she was manæwuvred from the battleship Ohio, 
five miles away, with the utmost precision, and there was not 
a hitch in the mechanism in more than two hours while the 
lowa was being bombed. So perfectly did the control function 
that the officer on the Ohio manwuvred the Jowa away from 
the attacking air force at the inoment the bombs were being 
released, varying the speed of the target vessel at will. It 1s 
pointed out that the blocking ship of the future might gall 
serenely into an enemy harbour without a soul on board and 
be sunk to obstruct its channel by the electrical explosion 0 
her magazines. 

Already the United States Navy is working out plans for 
shifting control at will from a surface vessel like the Ohio to 
aircraft, either heavier or lighter than air. A movement 1s on 
foot to install radio control on at least one more obsolete battle- 
ship and two old destroyers, to serve as targets for aerial bomb- 
ing practice and further experiments with radio control. Ex- 
tension of experiments to the possibility of applying the radio 
control idea to aircraft also is under consideration.—Heuter 8 
Trade Service (Washington). 

Manchester Motor Parade.—Five electric vehicles partici- 
pated in the parade of commercial motor vehicles at Man- 
chester on July 2rd that was organised by the Manchester 
Branch of the Commercial Motor Users' Association. All of 
them were entered by the Corporation, and consisted of а ]0- 
cwt. Electromobile van. a one-ton Edison lorry, a two-ton 
Ransome, Sims & Jeffries lorry, a 33-ton Walker tipping 
wagon, and a five-ton General Vehicle tipping wagon. he 
Edison vehicle was five years old, and had travelled 48,30 
miles. 

Measuring Emotion.—An interesting demonstration in ex- 
perimental physiology was given at Paris on July 15th at the 
Institute Marey, by Dr. Augustus Waller, of the Physiological 
Institute and the University of London. His experiments. 1 
will be remembered, show that the electrical resistance of the 
body varies under the influence of emotion. 
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THE INCORPORATED MUNICIPAL’, ELECTRICAL ASSOCIATION. | 


ANNUAL MBETING. . M : M 


(Continued from page 110.) 2 : 


Financial and Business Aspects of Municipal Electricity 
! Supply. 
By C. W. CHARLES WORTH. 


(Wolverhampton Electricity Supply Department.) 
О, (Abstract.) 


Capital.—The effect of the present conditions is that, in 
addition to an increased outlay, the rates of interest on bor- 
rowed moneys have advanced; thus while the capital expendi- 
ture amounts to two and a half times the pre-war figures (150 

cent. increase), the total charge to revenue, including 
interest (304 per cent. increase), and repayments (138 per 
cent. increase), is almost three and a half times as much ав 
jt was (nearly 250 per cent. increase). Present conditions will 
arrest development and hinder progress of economical fuel 
utilisation; it is therefore imperative that the situation be 
relieved without avoidable delay by either lowering the price 
of plant, mains, &c., or financing the industry so as to reduce 
the capital charges. 'The weight of interest 1s & serious item 
where moneys have to be borrowed for capital purposes, and 
it seems worth considering whether any help could be obtained 
by devising a system of loans with variable interest, the rate 
being fixed on a base with increases or decreases similar to 
those operating in connection with other charges. 

All capital expenditure is in reality deferred revenue expen- 
diture, because revenue must provide the moneys necessary 
to renew the assets or repay tbe outstanding debt, if a loss is 
to be avoided. It will be found much cheaper to buy assets 
direct out of revenue than to borrow for the purpose, and 
although it is not feasible to provide very large amounts out 
of any one year's revenue, particular attention is directed to 
the desirability of buying all small items such as meters, 
services, tools, and instruments, either out of the reserve fund 
where this exists, or out of current revenue. 

Cost of Production and Charges for Supply.—The large per- 
centage claimed by capital charges, together with fuel, com- 
pletely overshadow in importance all other items in the cost 
of production. Table I illustrates the composition of the total 
costs of electricity supply (per cent.). | 


| TABLE I. "Ms OP ONE 
Capital charges "EP e 5. ..96 30 31 
Fuel. s M. 2 . . 25 40 35 
Repairs maintenance, water, stores, &c. ..18 1l 14 
Shift and running wages ... 8 85 6 8 


Local rates, management expenses, and salaries 16 13 13. 

The fuel item in costs in some cases amounts to nearly 80 
per eent. of the works costa, but although a fuller use of plant 
decreases the fuel consumption per unit, the effects are more 
complex, and under specified conditions beyond a certain point 
very little improvement can be expected. Care in the purchase 
of fuel and the use of more efficient plant have been out- 
balanced by the enormous rises in the price of coal during the 
past few years. The author shows in the original paper how 
the increases have altered the proportion of expenditure under 
each head to the whole. 

The rises in the price of coal have not been based on s 
percentage of the pre-war price, but on a flat rate per ton, 
with a tendency to level the prices to industrial users. This 
has brought about a peculiar result in throwing % propor- 
üonately heavier burden on those undertakings that before 
the war were fortunate enough to obtain a cheap supply of 
good coal. In one undertaking, while in 1915-16 the total 
revenue expenses on all items, including approximately 40,000 
tons of coal, amounted to just over 460.000; in 1990-21 the 
cost of coal purchased, just about 40,000 tons again, alone 
exceeded £60,000! It was a good thing for that undertaking 
to be able in 1920-21 to generate almost 8,000.000 more unita 
with a rather smaller total quantity of coal than was used in 
1915-16, by means of which economy no less than £28,000 was 
saved on this one item. Such an instance provides a particu- 
ан illustration of one of the main effects of modernising 
pian ‘ e 

Labour is an important item, not so much because of its 
relative heavy expense, but on account of the numerous ways 
Ш Which leakage and waste may occur. There would seem 

а tendency to cut down supervision rather too much, 

and stress is laid upon the benefits and increased economy to 

obtained by the provision of sufficient officers and foremen 

Properly to check and direct the large number of operations 
ш a supply undertaking. , 

That the principles underlying the cost of production of 
electrical energy do not differ fundamentally from those present 
in most other manufacturing businesses, appears to be true if 
the effect of output upon overhead charges only 1s tuken into 
consideration, but а closer analysis reveals vital differences. 
hus classification or grading of prices on the usual commer- 
cial lines will not meet the whole of the conditions во as to 
Produce the best results, The question is perhaps somewhat 
complicated by the legal provisions relating to charges. 

e ordinary principles of business, which allow freedom for 
the operation of economic laws, and any adjustments necessary 
den consequent effects, have by these provisions been ren- 


~ 


Г Er O4 


ғ 
LI 


dered somewhat inapplicable in practice in framing tariffs. 
Section 19 of the 1882 Act is probably wide enough to etiable 
any reasonable case to be met, but the un inty that bas 
prevailed about the meaning of Section 20, which prohibits 
undue preference, has provided fertile matter for contention, 
and has tempted the opponents of electricity supply interests 
into active operations in attempts to secure narrow and fetter- 
ing legal decisions with a view to crippling electrical enter- 
prise. The decision of Mr. Justice Astbury in the Hackney 
test case is that the reason for different charges must be 
different costs, and it is now abundantly clear that differentia- 
tion may be made in relation to cost. The means adopted to 
meet the conditions were treated from a legal point of view 
by Mr. Justice Sargent in the case Attorney-General v. Long 
Eaton Urban District Council. This judgment laid down 
that the charge for supply must in equity be based upon the 
cost, and this now seems the only tenable ground upon which 
a defence of any particular method of charging can be put 
up with any chance of success. In the course of judgment it 
was said: It would seem that A must not be charged less 
than B, merely to overcome a greater reluctance on the part 
of A to become a customer, or to induce A to become à cus- 
tomer in respect of another supply, although either of those 
reasons might be a good commercial reason for charging less 
to A were the public undertdkers merely carrying on any 
ordinary commercial business." Undue preference, in the 
sense that supplies which cost less afe sold at higher prices 
and supplies which cost more are sold at lower prices, is 
shown in the commercial world, the justification put forward 
н that when the cost of production of anything is affected 
by the production of other things, the best way to develop 
the business as a whole is to adapt prices as fully as possible 
to the character of the demand. | ОЛ 

It is only possible to obtain а true analysis of costs by 
dividing the expenditure into running costs, embracing items 
that vary with output; and the standing expenses, cover DE 
all other items. Unfortunately, while the legal decisions quote 
make it clear that prices must be based on costs, Sections 31 
and 32 of the 1899 Act completely overlook the facts of the 
matter. The'third provision under Section 31 enables a just 
tariff to be put into operation, if sanction be obtained, but 
the right of consumers to be charged at their option by the 
amount of energy or electrical quantity renders it impossible 
to secure a reasonable return in many cases. The schedule 
mentioned in Section 32 has during the past few years created 
hardship in a number of undertakings. It is out of date and 
requires revision to enable it to be effective. 

The proper ошоп to meet the conditions experienced is a 
multipart tariff, and if approved and generally adopted this 
would be the means of removing some of the injustice now 
present. | 

The author shows the distribution of expenditure as between 
standing expenses and running costs and the relative import- 
ance of the items comprising these. It is also shown in the 
original paper how these two portions of the costs are built 
up from various sections, sub-sections, and items in the total 
expenditure. | | 

Load factor is extremely important, because the output of 
a given station can be increased enormously by keeping the 
plant more fully loaded throughout the day without affecting 
the standing expenses. However, it is possible to improve 
the load factor and yet actually increase the average costs 
per unit, and the improvement must come about in any given 
plant with a maintained or increased maximum demand. 

Utility factor has an effect on the average costs, and com- 
pese the picture only partially presented by load factor in 

ringing out the effect of the plant necessary as spare, or not 
utilised, at different stages of development. 

Divergence in the demand periods enables more load to be 
met from a given plant than would be possible if all the 
demands made coincided, thus reducing the commitmenta 
on plant and mains in respect of individual demandas, although 
this advantage is lessened by the additional expenditure neces- 
sary to extend the number of consumers. In normal circum- 
stances an undertaking will only be called upon to supply 
50 or 60 per cent. of the consumers' installed lamps, motora, 
heaters, &c., at any one time, and the figure is being reduced 
as domestic supply develops. | 

A high diversity factor 18 an effective means of improving 
the load factor, and it has been estimated that the diversity 
factor of different loads is in the following order :— 

Lighting, 1.1 to 1.5, average probably 1.95. 

Power, 1.5 to 3.0, average probably 2.00. 

Heating and cooking, 4.0 to 10.0, average probably 7.00. 


The period during which supply is taken ів а point that 
should receive full attention, as by arranging for load during 
the times of light demand to fill in the valleys in the load 
curve, both diversity factor and load factor can be increased. 
А consumer with а 25 per cent. load factor may, if his demand 
is made and maintained during the off peak periods, be more 
profitable than one with 100 per cent. load factor, in which 
case the demand would, of necessity, be maintained during 


the peak period. One hundred per cent. load factor oon- 
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sumers are undoubtedly entitled to very low rates of charge, 
аз such а load has a big effect on the average overhead ex- 
penses, but there would seem to be even better propositions. 
A good consumer with an off peak demand can be profitably 
supplied at a surprisingly small price per unit. There are 
great possibilities of saving by a rearrangement of working 
hours to flatten the peak load, an attractive alternative to 
securing off peak custom. With the present inflated prices no 
undertaking can айога to ignore the resultant decrease in 
efficiency brought about by low power factor supplies. 

In practice it is admittedly ditficult to try to take care of 
individual consumers, and therefore the costs to be met should 
be allocated on the basis of the current and declared pressure, 
varying the expense in such а way that it will pay the con- 
sumer to provide the best type of machinery and most efficient 
arrangements. The increased costs to carry out given work 
are so heavy when the power factor is low that the most 
effective correction can probably be obtained if these are 
properly allocated and charged. 

The danger of considering an undertaking as a whole or in 
using &verages based on the output in units, is clearly shown 
by the author, who brings out the effect of varying increases 
in the different items of cost on different load factor supplies, 
and the need for care in the allocation of such increases to 
each class of consumer. 

The law. of diminishing utility (which shows that the total 
utility of à commodity to а consumer increases with the in- 
creases in the amount he can get, but not at the same rate) 
is of particular interest. А curve representing this law has 
a close similarity to a curve representing the cost of produc- 


tion of electrical energy, thus proving the necessity of con- 


structing a tariff on the general lines indicated. This economic 
law means that, although a consumer may be willing to pay, 
say, 8d. per unit for 100 units per annum, he would not, other 
things being equal, continue purchases beyond this amount 
at the same rate of charge; to induce him to purchase 1,000 
units it may be necessary to reduce the average price by half. 
Elasticity of demand has a bearing on the question, a person’s 
desire for supply will probably diminish with the increased 
quantity available, but if this decline is slow, the reduction 
in price to induce purchase need only be small, while if it is 
rapid, the reduction must be a large one; in the first case the 
demand will be elastic, but in the latter case it will not. The 
action applies conversely to an increase in prices. This prin- 
ciple may be applied in considering a domestic consumer who 
uses supply for lighting only, and who might be quite willing 
to extend its application to other purposes if a sufficient re- 
duction is made, depending upon the savings that could be 
effected by disposing of domestic assistance, &c., and the 
extra comfort and leisure resulting. 

The writer places as of first importance the division of 
consumers into classes. This has generally been settled up to 
now by differentiating between power, lighting, and heating. 
It is open to question, however, whether this crude but com- 
mercial division is the right one, and whether the results 
brought about by it are as satisfactory as they might be. 

The best general solution the writer has met with up to 
now, combining expediency and ability to meet the factors in- 
volved, is the multipart tariff. It is a great improvement on the 
maximum demand indicator system.. To be generally accept- 
able the bases of charge for power and industrial users, busi- 
nes8 premises, and domestic consumers cannot be the same. 
Ап important point is to bring the unit charge down as low 
as possible, and the writer has found a standing charge of 
16 per cent. of the rateable value, with а follow-on charge 
of $d. per unit, very popular. The consumer is content in 
the knowledge of his fixed amount, and realises that it does 
not pay to worry about the exercise of those petty economies 
which are pressing in the case of a flat rate. Consequently, 
output tends to grow rapidly, and general domestic devices 
come into use with good effect all round. Figures, covering & 
year's sales for residential supplies, are given in the original 
paper to show what effect can be produced upon output and 
revenue by the introduction of а multipart tariff. 

One of the advantages of this method of charging is that it 
does away with the necessity of separate circuits and meters 
for different uses of the supply—a really important point. 

Multipart tariffs may possibly be the means of bringing 
about a general system of charging for all supplies, and the 
writer looks forward to the day when electricity will be put 
on tap and supplied without very great restriction for an 
inclusive figure per kilowatt per annum, independent of the 
number of units consumed. 

Application of Revenue Earned.—The usual clause inserted 
in Electric Lighting Orders relating to the application of 
revenue is on the lines of Section 7 of the Electric Lighting 
(Clauses) Act, 1899, but the section falls short of present-day 
requirements. 

There is probably no need to submit a full argument for 
the establishment of a reserve fund. It is important to under- 
stand the essential difference between reserve funds and re- 
serves, however, which lies in this: That a reserve is a charge 
made against revenue to provide for an expected loss, whereas 
a reserve fund is an allocation of surplus remaining available 
after payment of all charges, known and contingent. 

The security provided against future contingencies would 
be very well worth the sacrifice of & small present enjoyment. 
It js possible to have investments outside &n undertaking and 
yet be witbout e reserve fund. 


Regarding depreciation in municipal undertakings, the merits 
of the case have been somewhat disguised by reason of the 
inherent difference between private and public trading; when 
it comes to the application of the reserve, the difference 18 
at once apparent. Тһе company can dispose of it as may be 
decided, but the local authority must apply it in repayment 
of the loan debt. This, however (and it is here the confusion 
has àrisen), makes no difference in effect, as in both cases 
the capital has been preserved, and thus the process known 
as depreciation entirely provided for. 

Should а case arise, however, where the loan period is too 
long or where obsolescence occurs (the latter factor having 
entered largely into the affairs of electricity supply under- 
takings), the necessary adjustment should be borne out of a 
reserve for contingencies, which ought always to be provided 
as & charge against revenue, being available to correct any 
under-provision for depreciation by liquidating any outstand- 
ing debt on plant, &c., superseded or discarded, and to meet 
expenditure on renewals. 

In omitting to provide power to borrow for working capital 
the Legislature has passed over a vital matter, and it is 
difficult to understand how it could be conceived possible for 
undertakings to carry out their obligations under these con- 
ditions without acting ultra vires. A certain amount of relief 
can be found by arranging to issue monthly accounts for 
eupply to all large consumers. Where a bank overdraft has 
to be obtained, costing £1,300 per annum in interest, the 
position could be met by a loan costing in all £2,150 per 
annum; but in the one case, at the end of 20 years, conditions 
would not be improved, while in the other case the loan 
would be liquidated, and at a gross extra cost of £17,000 the 
undertaking would have accumulated a desirable reserve fund 
of £30,000. 

Any local rate relief, either direct or indirect, and per 
contra any aid from local rates, is unsound and actively against 
the real interests of both trading and non-trading departments 
of the same Corporation. The modern tendency ір Special 
Orders is towards the abolition of provisions enabling rate aid 
or relief to be given or received. The risk incurred by the 
5 body of ratepayers nowadays in guaranteeing loans 
or electricity supply undertakings is a small one, and it can- 
not be too strongly urged that rate relief must retard develop- 
ment. To use it as & means of indirect taxation is to depart 
from the prime reason for its establishment. | 

The provision included for limiting the surplus in any year 
to five per cent. of the aggregate capital expenditure deserves 
attention. The basis adopted seems to have little to recom- 
mend it and a better basis would be the aggregate capital 
expenditure, less the value of plant, &c., superseded and dis- 
carded, or the total revenue is thought to be the best basis. 
With the slow turnover in electricity supply the maximum 
rate of surplus would have to be higher than 5 per cent.; 
15 per cent. is suggested as being reasonable to meet the 
requirements at the present time, but taking pre-war figures 
а percentage would have to be increased, probably to 20 per 
cent. | 

Records and Statutory Form of Accounts.—One of the most 
valuable features in any scheme of control is the provision 
an efficient and reliable costing system, as the benefits derived 
by concerns that have invested in scientific costing machinery 
prove. 

To ascertain costs it is necessary accurately to measure 
quantities and time and, in addition to the usual apparatus 
for checking workmen's attendance and for measuring stores, 
&c., sufficient instruments must be installed on the water, 
steam, and electrical systems. А quick appreciation of the 
position is very necessary to enable any changes desirable 
to be made, во that any benefits therefrom may be realised 
without delay ; and although all records may be most carefully 
kept and balanced, their usefulness is to an extent imp 
if they are not available quickly. | 

The broad scheme of control put forward by the Depart- 
mental Committee on the Accounts of Local Authorities, whose 
report was issued in 1907, is а sound one, and briefly amounts 
to this: That the engineering department should be responsible 
for the policy adopted; for purchasing, the certification of all 
expenditure, and records in connection therewith; for sales, 
the certification of all revenue receivable, and records 1n 
connection therewith; the finance department to deal wi 
the actual handling of cash and to be responsible for raising 
capital moneys, records in connection therewith. &c. Buc 
cessful arrangements can be made on these lines. 

Distribution of Supply.—The market for electrical energy 
is the consumers' terminals, and though production can be 
increased enormously at low cost, the means of distributing 
electrical energy will probably present obstacles to its economi- 

-cal marketing for some time to come. Mains extensions are 
directly covered in the 1899 Act by clauses 21, 24, and 25, but 
were such provisions strictly adhered to or enforced the under- 
takers concerned would be the first to feel the effect of such 
а narrow policy. 

It is extraordinary that the average business man, who 
accepts the commercial principle of paying interest out 
capital in the case of new concerns during the first years or 
few years until established, should so often criticise pro 
mains extensions on the ground that they will not secure 
enough revenue at once. ; 

Delivery is a factor that cannot be overlooked. as a Wise 
and far-seeing policy in extending mains or providing dgio 
ably large conductors in the first instance may result, bJ 


© 
1 


eg 


i 


ced L: *. pS 1. 
* LM nue s i 
El cn ee: N 
nds Жут 


o 4 
Aes MAL 
t 


ТЕ 


йү 


бсш. 


ЧУ 


ES 


ELE = t TO 08 foa Wo 


vol. 89, No, 29,979, JULY 29, 1931.] 


THE ELECTRICAL REVIEW. | 168 


making the supply available quickly, in business otherwise 
impossible to secure. | 

Ihe cost of converting plant to-day is of the order of £6 
per kilowatt. The changing over from d.c. to a.c. distribution 
15 becoming an important шореш, but valuable work is being 
done by carrying out all mains extensions with four-core 
paper lead cables and arranging services accordingly (although 
operating these in the meantime with d.c.), thus gradually 
building up the skeleton of an a.c. network to utilise when 
the most opportune time arrives. In this way, too, the 
expenditure necessary 18 met gradually—a valuable help. 

Sales and Commercial Department.—The absorbing attrac- 
tion of engineering detail would seem to have been given an 
unduly large proportion of the management’s attention in 
the past; more surprising effects can often be produced on 
the financial results by a live and progressive sales department 
that is successful in extending the use of supply and increasing 
output. 

It is a mistake to rely on catalogue illustrations to show 
what might be done; the effect of having apparatus available 
for actual demonstration is of noticeable benefit. Advantage 
can be obtained by studying the methods adopted in up-to- 
date retail shops and stores in other trades. The industry 
is particularly fortunate in having the Electrical Development 
Association now, and provided the greatest possible use is 
made of this Association the help so obtainable should prove 
invaluable. All members of the staff of an undertaking, from 
the chief engineer downwards, should be required to use 
electricity for service in their homes. There is nothing like 
a practical belief in one’s wares to carry conviction. The 
retail or selling side of electricity supply has been more or 
less left to look after itself in a number of cases. Service is 
the object, and though the supply itself may be perfect, the 
sales results are liable to be disappointing if consumers do 
not obtain a reliable and economical means of achieving their 
ends. To ensure this the most suitable appliances must be 
installed, their use fully understood, and prompt help must 
always be available to deal with failures and defects. Stress 
is laid on the importance of а maintenance section; all com- 


ons snd faults in apparatus should be dealt with imme- 


ately. The value of this can hardly be exaggerated, ав 
satisfaction cannot be entirely measured by a good supply, and 
if apparatus in use does not fulfil requirements, very often 
rejudice 18 created against electrical methods. Indeed, the 
interests of the consumer and the undertaking are so tied 
together that it is a little difficult to see how great progress 
can be made unless powers are given to sell and hire-purchase 
the various lighting, power, heating, cooking, &c., appliances 
and to carry out repair and maintenance work. Section 98 
of the 1919 Act grants hiring powers, and the position would 
be very much helped if these could be extended at least to 
hire-purchase, which is an essential part of any scheme of 
development owing to the cost of installations and apparatus, 
and unless cultivated it would appear that the domestic uses 


of electricity (in all but the higher class of residence) must 


very much restricted for some time to come. 

One of the most important questions in administering a 
sales department is to work on co-operative lines with the 

wiring contractors. Every effort should be made to 
secure a mutually satisfactory arrangement, as up to а point 
the interests are to be regarded as identical. Both parties can 
be of great assistance to each other, and the unfortunate 
position—almost amounting to antagonism—in some towns 
18 entirely due to a want of appreciation of the dependence 
of each branch of the industry on other branches. Generally 
it may be said that an undertaking should not tender against 
the wiring contractors so long as sound work is carried out 
and a combination is not formed to raise or maintain prices. 

The greatest field for development is in domestic supplies, 
The number of consumers any undertaking has connected 
compared with the number of dwellings in its area of supply, 
in the majority of cases only amounts to 10 per cent., and 
m many cases it is even less. A town of, say, 200,000 in- 
habitants will have about 40,000 dwellings, and assuming only 
balf this number electrified, and an average demand of but 
one kilowatt per house, the resultant demand is 20,000 kilo- 
watts! The future generation of housewives is passing through 
Ив school days at present, and with the inclusion of domestic 
economy in the curriculum, if electrical methods could be 
Introduced into school demonstrating classes this would be of 
help in enabling students to become accustomed to the uses 
of electricity and to realise the many advantages to be obtained, 
In the lightening of domestic labour, in better conditions, in 
ee cooking, in greater cheerfulness, and general all-round 

nomy. 

Electric vehicle progress is an excellent illustration of the 
enterprising manner in which municipalities have helped to 
foster the growth of a new form of demand, and there is a 
big future for the electrically-propelled vehicle. 

egislation.—Since the 1882 Act а further Act has been 
Passed practically every ten years, in 1888, in 1599, in 1909, 
and in 1919; reasonable criticism arises from the fact that 
the opportunities provided by each subsequent enactment do 
hot appear to have been taken to amend certain clauses which 
зге obsolete and which under the altered conditions do not 
secure the effects desired. 

It would be a great help to development and а progressive 
step if general arrangements could be made to widen the 
supply areas of undertakers by enabling them to deal with 
Surrounding districts which could be economically served from 


existing stations without the need for creating new under- 
takers. A large number of fringe Orders have been 
granted under Section 6 of the 1909 Act, which have been very 
useful, but these are restricted to specific consumers, an 
there is à need for expansion on the lines suggested. 
Unfortunately, up to the present time the industry has 
been starved—by lack of cheap capital, by its small revenues, 
and by the absence of large conceptions of enterprise. It 18 
hoped that the Act of 1919 is an earnest of the opening up of a 
new chapter. | 


DISCUSSION. 


Mr. C. W. Charlesworth's paper was read and discussed 
on the first day of the meeting following the President's 
address, and BAILIE W. B. SMITH, in opening the discussion, 
agreed with the president's appeal for closer co-operation be- 
tween municipalities and companies, but he pointed out how 
the two kinds of undertaking differed inasmuch as the com- 
panies could repay their capital whenever they chose, whereas 
the municipalities had to do so within а fixed term of years. 
Their costs were, therefore, immediate and higher than those 
of the companies. Municipalities must be allowed to do more 
as they liked, and not be guided by Commissioners in London 
(who probably had less experience than the municipalities 
themselves); they must be allowed more latitude with regard 
to their loans and financial affairs. 

Ald. W. WALKER, however, had less confidence in munici- 
palities than the first speaker, and was of the opinion that 
Corporations should be very closely watched. He entirely 
disagreed with the fatal policy expressed in Bailie Smith's 
retrograde apeech. 

ВАШЕ KENNEDY (chairman of the Glasgow Electricity 
Committee) hoped the meeting would not assume that the 
propositions put forward by Bailie Smith were those held at 
Glasgow. He thought that Corporations ehould be held well 
in hand; a sinking fund was very necessary as well as a depre- 
ciation allowance, so as to enable their engineers to spend 
money more freely. He had confidence in their engineers 
being able to pay off their debta. 

Ald. J. A. G. BEAUMONT explained the manner in which 
municipalities were placed at a distinct disadvantage so far 
as raising working capital was concerned. They could only 
do that by creating a special reserve out of the surplus revenue 
at the end of each year, but by doing so they might place 
themselves im a very delicate position. Some satisfactory way 
of solving the difficulty would have to be found, and he was 
glad to announce that they at Marylebone had commenced 
to build up such a reserve, which he hoped in time would 
become commensurate with the size of their undertaking. 

Mr. S. J. Watson thought that part of the paper which 
referred to the sale and development of electricity supply was 
one of its most important sections; it was a subject which had 
been neglected in tbe past, and no time should be lost in 
recommencing activity in that respect. The author's sug- 
gestion that accounts should be collected monthly would ease 
the situation as regarded current working capital very con- 
siderably. Considering the conversion of a.c. to d.c., 16 might 
be assumed that the generation of l.p. d.c. had practically 
ceased. They could at least congratulate themselves that 
{һе price of electricity had only advanced by 100 per cent. 
notwithstanding the immense increase in cosís; but costs 
would not remain at their present high level. though, of 
course, pre-war figures would not be again reached. Cost 
would have to come down if this country was to continue to 
prosper. He endorsed what had been said about the desir- 
ability of imposing a compound charge for all kinds of eup- 
plies, except domestic supplies, and gave the cost of installing 
plant at the present time as £27, £28, or £29 per kW, includ- 
ing land, water arrangements, sidings, &c., with a probability 
of the figure falling within the next 12 months to £25 per kW. 

Mr. E. E. НОАрШЕҮ did not agree that difficulty was experi- 
enced in finding current working capital during the first years 
of an undertaking's existence. His undertaking was only now, 
after some 20 odd years, feeling any real disadvantage in that 
respect. The Commissioners, however, could give them no 
relief, neither could they do so with regard to the method of 
charging for supply. He estimated that only by imposing a 
charge of from l6d. to 18d. per kWh would such classes of 
premises as shops, &c., commence to be remunerative on a 
flat rate system. The Commissioners had eventually allowed 
him to charge ls. per kWh for the first 90 hours, and after 
that 5d. on the maximum demand system, but he had no idea 
how they had managed to do so, because they had previously 
informed him that they had no power to make any concession 
of that sort. He was glad to announce that they now had at 
Maidstone an automatic sub-station located 2.5 miles from the 
generating station which was operating with complete satis- 
action. 

Mr. A. H. Dykes thought that the crux of the whole problem 
was the provision of capital, and the subject of working capi- 
ta) had not been sufficiently emphasised. It would be a great 
step in the right direction 1f they could bring pressure to bear 
on Parliament so that the Electricity Commissioners could be 
given power to readjust methods of charging, which was parti- 
cularly required in the case of the smaller undertakings. The 
difficulty would not be solved by the domestic load, as was so 
often argued. 

The CHAIRMAN, Major H. RicHanpsoN, M.C., pointed out 
that they were not striving to obtain a price, no matter 
whethen it was ld. or 2s., but a system of charging. 
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Mr. О. W. CHARLESWORTH, in reply to some of the points 
raised, explained that he had not advocated the postponement 
of the repayment of capital. The matter of the sinking 
fund was made clear by the first set of curves in his paper, 
but after all, that was only & small part of the total charges 
to be met. With regard to working capital, that difficulty 
could be overcome by borrowing for the purpose, and auto- 
matically creating a reserve. 

At the conclusion of the discussion a meeting of the chair- 
men members (only) of the I.M.E.A. was held. 


— — 


ANNUAL DINNER. 


The annual dinner of the Association was held at the Hotel 
Cecil on Thursday, July lst. The president, Major Н. 


Richardson, F. R. S. E., occupied the chair and there was a | 


large attendance of members and guests, including all the 
Electricity Commissioners and many other distinguished mem- 
bers.of the electrical industry. After the loyal toast, proposed 
by the president, Sir JoHN SNkELL proposed the toast of the 
Incorporated Municipal Electrical Association, expressing the 
regret of the Commissioners at their being the unconscious 
cause of depriving the Association from meeting at the Institu- 
tion of Electrical Engineers by the prolongation of the inquiry. 
He expressed their pleasure at meeting old friends and enjoy- 
ing the comparative rest of that delightful entertainment. 
The Electricity Commissioners, he said, had concentrated upon 
the work that was formerly done by five Government depart- 
ments, together with the developments that had been arrested 
by the war; on top of that came the new legislation and re- 
organisation of electricity supply. Those who had had the 
misfortune to attend the London inquiry had listened to a 
number of chameleon-like schemes, and out of this mélée they 
cauld see the expediency of crystallisation from the fluid 
element—he hoped that the perfect crystal would be born. 
Nineteen years ago he was president of the Association; now 
he was one of the few honorary members, a distinction which 
he genuinely valued. The experience which he gained on 
the Parliamentary Committee of the Association proved of 
value in his practice, and might to some extent have led 
to his attainment of his present post. The Association now 
wielded а really great influence. Had not this and other 
Associations been organised it would not have been possible 
to deal with the emergencies that arose during the war period 
and the industrial crisis that followed. A vastly greater de- 
velopment would occur in the years to come, for which they 
must fit themselves, and he implored the members not to 
look at the problems in their districts in a purely parochial 
spirit, but to adopt a wider vision and assist the Commis- 
sloners in meeting the problems with which they would be 
confronted. He paid a tribute to the splendid war service 
of his old friend Major Richardson, who had been privileged 
to go overseas and to gain the Military Cross. In conclusion, 
he reminded them that each had a great and common duty 
to perform in the rehabilitation of this country as a great 
industrial nation and as the financial centre of the civilised 
world. He believed that in that new era electricity supply 


would be one of the key industries which would contribute to 
the prosperity of the country. | 

Responding to the toast, Major RICHARDSON said they had 
had a very serious and businesslike meeting this year, working 
the whole time. He could answer Sir John's very kind re- 
marks at some length, but all would agree that he had already 
done it in his presidential address. Electricity supply was 
undoubtedly going to be а vast industry, and he believed that 
their enthusiasm would make it a success. The way was 
being pointed out by the Electricity Commissioners, of whom 
they were proud; and they were grateful that, due to their 
personality, they were not likely to cultivate that quality of 
Government departments called prudence, but which he called 
“ frigid insensibility." Не concluded with thanks to Sir 
John for his encouraging remarks and to Capt. Sankey for 
the hospitality afforded to tbe Association by the Institution 
of Mechanical Engineers. 

Ald W. WALKER proposed the toast of The Visitors," and 

remarked that the papers that had been read were second to 
none in the history of the Association; they formed а most 
valuable contribution to the industry. He had no doubt that 
the curve of progress would resume its natural direction. 
They had every confidence in the Commissioners, and closer 
working between the companies and municipalities was already 
manifest. 'lhey came together on the district and national 
commissions, and found that both parties were necessary to 
the publie interests. Не spoke as the chairman of the National 
Joint Council and Board. The work of those Councils had 
taken off the hands of the members much individual work, re- 
placing it by collective bargaining. Не asked them to re- 
member that the Board and Council were their direct repre- 
sentatives, and that their decisions should be recognised, 
otherwise they would slip back into the old position; 95 per 
cent. of the undertakings had accepted their decisions, and he 
asked the &mall minority to remember that they were part 
a a great industry, and their action migbt injure the whole 
of it. 
Mr. J. S. HIGHFIELD, responding to the toast, said he àd- 
mired the extraordinary patience with which the Commis- 
sioners had listened to the exceedingly complicated problems 
ut before them during the past few weeks. He had himself 
een a member of the Association; since then he had worked 
for companies, and he could not say how pleased he was to 
read the president's remarks in his address, aiming to bring 
the companies and municipalities together. It did not matter 
who did the work, so long as it was well done. The prosperity 
of the manufacturing industry in a large measure depended 
upon the supply engineers. The man with money was the 
need of the moment, and the only way to make a man with 
money was by making profits. The municipal men realised 
the importance of profit; and without it private companies 
could not exist. 

The PRESIDENT proposed the health of the hon. secretary. 
Mr. C. R. Cramb, remarking that his work was done in the 
background, but they should let him know they were grateful. 
Mr. CRAMB briefly acknowledged the toast, and thanked the 
members for their assistance in making the meeting a success 
after the inevitable postponement. 


^ -THE TRAMWAYS 


— — — —— 


AND LIGHT RAILWAVS ASSOCIATION. 


ANNUAL CONGRESS. 


| ‘Electric Are Welding. 
By Henry M. Sayers, M. I. E. E. (Abstract.) 


TRAMWAY engineers have made as extensive use of arc welding 
for repairs and maintenance work as anybody. It is 
only by trial that its limitations can be defined. and 
from tbe results of trials which аге not wholly success- 
ful. lessons may be learned which will either widen 
the usefulness of the method or show definitely what 
it cannot be expected to do—both useful results. The 
author illustrates this by some instances of non-success, 
showing that it was not arc welding that failed, but an ill- 
considered application of it. Generally, when it is sought to 
repair a part which has failed from repeated bending stresses, 
or other reversed stresses, the repair should be curried out 
by reinforcing the part, which can very often be better done 
by welding on а reinforcement than by other means. This 
is not an admission that arc welding 18 useless for such repairs, 
but а warning that it should not be expected to accomplish 
impossibilities. Мо one would expect to make a permanent 
repair in, say, а brass piece which had failed in such con- 
ditions, by making a butt braze across the fracture. uU 

Jf a part has failed owing to sume unusual accident, it is 
quite sufficient and reasonable to make a welded repair which 
restores the normal section. If & part has failed under its 
normal working conditions, it should be sought to make the 
welded repair of such а character as to reinforce the part 
against the working stresses. Particularly it is undesirable 
to put а weld in euch а position that considerable bending 
stresses come upon the weld itself. The weld metal may, 
and, if the work is properly done, will, unite thoroughly with 


(Concluded from page 133.) 


It may also match the chemical com- 
position of the original metal, but it may very probably 
have somewhat different mechanical properties, and such 8 
difference, even if to the advantage of the weld metal, will 
produce some concentration of stress in the neighbourhood, 
exactly as a sudden change of section in а stressed memt 

concentrates this stress. It is easier to give due application 
to these principles by the use of welding than by any other 
method in a great many cases. | | | | 

Some relatively recent applications of arc welding for con- 
structional purposes, as distinguished from repairs, include the 
building up of lattice-work masts or poles by arc welding 
ordered by an electricity supply company for transmission 
lines. А welded mast of this kind has a greater initial stiffness 
than a riveted mast; there is a saving of weight over а rivetet 
structure of about 10 per cent.; the speed of manufacture 18 
higher than for riveting, and the total cost of manufacture 
is about 40 per cent. less than that of a riveted mast, ог, say, 
one can buy three welded masts for the cost of two rivete 
masts. E^ 

Another direction in which a good start has been made 18 
steel structural work. During the last two years several stee 
buildings have been erected in this country, and others abroad. 
in which welding takes the place of riveting, and for large 
Jobs the process offers very considerable advantages. 

The welding method has advantages which probna g have . 
been hardly realised; the facility of riveting dominates the 
design, which requirements add to the weight of the structure, 
sometimes to quite a large percentage, and more to the cost 
of materials. . 

It is possible to design members which could not possibly 


the original metal. 
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be riveted, but can be welded very readily. The facility of 


‘gn conduces to economy in the cost of material, because 
standard sections can be utilised throughoat with no parts 
cut to special shapes and dimensions, which special parte cost 
much more than their weight value, and frequently cause 
cumulative delays, There is а considerable saving of labour 
cost by welding as against riveting in this kind of work. 

Long lengths of steam pipe have been made up with welded 
joints and give complete satisfaction. A rather newer develop- 
ment is the welding up of large steel pipes for hydraulic power 
work, and tests have satisfied those who are doing large work 
of this kind; preparations are in hand for the welding of well 
over ]00 miles of very large pipe which will be welded on the 
longitudinal seams and circumterentially at the joints. 

Another application is the welding up of steel wheels for 
heavy motor vehicles, including omnibuses, and it may be 
possible to lighten and cheapen the construction of car bogies 
and frames by skilful application of welding in place of 
riveting and bolting. This seems worth the consideration of 
tramway engineers and car builders. Many broken truck side 
frames have been arc welded, and have stood up well in service, 
so that it seems that the effects of the shocks and vibrations 
to which cars are subject are quite well withstood by arc 
welding properly done. | | 

Specially technical points of welding technique are of interest 
to traction engineers, because they indicate a wider applica- 
tion of the art, and they are also of scientific interest. 

‘In this country the use of covered electrodes for arc welding 
has been developed much more fully than elsewhere. The 
Americans for some reason are extremely sceptical about the 
advantages of covered electrodes. Certainly bare electrodes 
are cheaper, and perhaps as long as one confines arc welding 
to work on mild steel, where a weld metal of nearly pure iron 
meets the requirements, quite good work can be done with the 
bare electrodes. But I am sure that properly covered elec- 
trodes ‘give better welds. I think this is especially the case 
when alternatmg current is employed. 

-The covering protects the electrode and the work around the 
arc also from oxidation. If the covering is of proper com- 
position it acts as а flux, which not only protects the hot 
surfaces from oxidation, but unites with any oxides into a 
fusible slag. This slag should be so much more fusible than 
the metal that it wil! rise rapidly to the surface; ‘and not 
remain entangled with the molten metal, forming a slag inclu- 
sien and a point of weakness in the weld. | 
. By properly relating the chemical composition of tbe cover- 
ing, i.e., eventually the slag, to that of the electrode and the 
metal to be welded, chemical action: will take place between 
the slag and the molten metal, which will give the latter a 
fina! composition closely approximating to that of the stock 
metal, so making & homogeneous joint. Doubt bas been cast 
on this claim, but I have been convinced of ita soundness by 
the results. For example, arc welding on cast iron has been 
generally considered as somewhat unsatisfactory, because the 
weld metal is much more nearly a pure iron in composition 
and structure than а cast iron. It is, however, quite possible, 
by using an electrode and a covering (both o roper and 
related composition), to deposit a weld metal which under 
tbe microscope is indistinguishable in structure from typical 
cast irons. The electrode is not a cast-iron one, but the 
resulting weld metal is a synthetic cast-iron produced by the 
reaction between the slag from the covering and the metal of 
the electrode. Similar results have been obtained on a number 
of special steels. Manganese steel, of particular interest to 
permanent-way engineers, can be satisfactorily welded by s 
proper combination, and it is quite consistent with well-known 
facts in steel metallurgy that this should be the case. In all 
modern steel-making processes the slags play в most important 
Part in controlling the composition of the metal. 

All electrode coverings which really flux, contain either silica 
of some other body which combines with iron oxide to produce 
з more fluid slag. Molten iron in contact with air (besides 
being oxidised by the oxygen) absorbs nitrogen, which remains 
in the metal as a nitride of iron, in the form of thin plates. 
It is believed that these nitride plates make the metal brittle. 

mericans make a good deal of this nitride formation, and 
state that the compound is always present in arc welds. 
American arc welding is almost entirely done with bare elec- 
trodes, во that there is nothing to keep the air away from 
the hot metal. Electrodes with fluxing coverings protect the 
hot metal from air contact to quite a large degree. Hence 
there is not only less oxidation, but also less nitrogen absorp- 
Поп, and welds made with such electrodes show very much 
less evidence of iron nitride than those made with bare elec- 
trodes, which is a considerable gain, because there is strong 
evidence that nitrogen is а bad constituent of steel’ in respect 
to mechanical qualities, 


DISCUSSION. 


. Mr. R. J. Howey said that electric welding would play an 
important part in tramway work in the future. He would 
ake to know what was the effect of phosphorus and sulphur 
In the Tails with regard to arc welding. He had read that an 
crease of these in the rail was apt to be against the mak- 
ing of а good weld, and it was important from the point of 
view of the specification. Was it necessary absolutely to 
ws the rust before welding, or would the effect of the 
ich temperature be such as to drive out the oxide and com- 
Ine it with the silica and so have no deleterious effect upon 


the weld? He also would be glad to know whether it war 
possible to harden the tread of the rails by applying welded 
metal to it. He was glad to hear Mr. Sayers say that man- 
ganese steel could be welded, because he had heard Sir 
Robert Hadfield say that һе һай not yet found a satisfactory 
method of doing this. Arc welding certainly gave very much 
more satisfactory results than oxy-acetylene welding; that 
might be due to the fact that in the case of the latter local 
action was possible, and this affected the surrounding metal, 
which should be avoided. D ү 

Mr. A. Norton said the inventor of stainless stee]—Mr. 
Harry Brearley—had said that this steel would not weld. 

Major J. CALDWELL, speaking with regard to electrodes, re- 
commended the use of the very best that could be obtained. 
The cost of electrodes was very small compared with the total 
cost of the job. For instance, on а £900 job the cost of the elec- 
trodes might be £2, and on another job £5 out of £300. Where 
large quantities of metal were deposited, the cost would be 
greater, but, generally speaking, it was wisest to use the very 
best. A great many experiments had been made to manu- 
facture synthetic cast-iron, without success, but there was no 
doubt that it was done in а small way in the process of 
welding, although it had not become a commercial operation. 
There was no difficulty whatever in depositing manganese 
steel, but there was some difficulty in рус! the crack- 
ing of the metal during the operation. Considerable heat 
must be used, and in many cases it was impossible to get a 
satisfactory job unless the work was pre-heated before wélding. 
After reading some extracts from a report upon the use of 
electric welding upon the Belgian State railways, Major 
Caldwell mentioned the successful use of the process in con- 
nection with automobile wheels which had been shod. with 
solid as well as with pneumatic tires. Welded wheels had 
half the weight of an ordinary steel wheel and cost less. to 
maintain, and the London General Omnibus Co. had carried 
out a number of quite successful experiments with such wheels 
in actual service. | LM na 

Mr. W. Тном said he had been using electric weldipg plant 
for 12 years, and he did not consider that there was. an 
undertaking of a reasonable sige that could do without one, 
Electric welding was not only а great convenience in enabling 
repairs to be carried out without pulling cars to pieces, for 
instance, but it enabled repairs to be carried out very cheaply, 
and a great deal could be done when dealing with ordinary 
steel. Where special steels were involved, it was necessary to 
have special electrodes, but he had been able to make some 
good welds on manganese steel points. His experience with 
regard to boilers was the same as that of Mr. Sayers, and in 
one case the repair had lasted the same time as the boiler did 
originally, viz., 9 years. At the end of that time it failed again 
and was re-welded, and had been working now for six 
months. Another application of electric welding was with 
regard to overhead wire standards, it having been found im- 
possible to fit new top sections. 

Mr. W. J. ALLEN referred to experience in America where. 
һе said, an electric welding plant was regarded as an essential 
part of the repair outfit of every tramway shop. Bare elec- 
trodes were practically standard in America, and he thought 
the bare electrode deserved just as much credit for bringing 
the art to its present state as the coated electrode. "The 
great essential was to have a constant heat and that could 
only be obtained with a constant voltage. Therefore, а system 
had been devised in America of having a control panel in 
circuit with a motor-generator which kept the voltage con- 
stant. He had not experienced any trouble in welding man- 

anese. | | | 

Mr. Е. Н. Epwagps, who was in the Chair for this paper, 
eaid he had been electric-welding for ten or eleven years, and it 
was a mystery to him how, in these hard times, а tramway 
undertaking could do without a plant. There was hardly any 
part of his system that he had not electrically welded at some 
time or other with more or less success. He was not yet 
convinced with regard to covered electrodes. They were very 
much more expensive than bare electrodes, and he did not 
agree with the speaker who said that the expense of electrodes 
did not matter. Before the war the cost of bare electrodes was 


anything up to £150, and when they had four electric welding 


plants going continuously, the expense had to be considered. 
He had tried all sorts of covered electrodes, but had not found 
that they gave better results than the bare ones, and for that 
reason he was continuing to use bare electrodes except in special 
cases like manganese steel, when ue was using covered elec- 
trodes more or less successfully. The greatest difficulty they 
were all experiencing was to get the correct hardness of metal, 
especially for rail welding, and although he had tried one 
or two systems of hardening the metal afterwards, they had 
been failures. He would like to know of such a process, if it 
existed. With cast-iron, the greatest difficulty was that the 
joint was generally cracked owing to the intense heat. 
Mr. Н. М. Sayers, replying to the discussion, said that во 
long at the proportions of phosphorus and sulphur were about 
the same as 1n ordinary rail steel, there was no effect on the 
weld. Large proportions would be injurious to the metal sur- 
rounding the weld. It was desirable to get rid of rust before 
welding. but it was not necessary to have the job chemically 
clean. He agreed that arc welding was better than oxy-acety- 
lene welding, although there was a special field for the latter 
in which arc welding could not touch it. Outside that field, 
however, arc welding was by far the best. The voltage of 


pe OB RR — 


166 


THE ELECTRICAL REVIEW. 


[Vol. 89. No. 3,979, JULY 29, 1921. 


. ——ů—ů——j—j———ê——eA—Wÿw-— — — DB 


the arc should be the smallest at which they could maintain the 
current. With machine- operated arc welding he had seen the 
voltmeter needle stick at 18 volts for minutes. It was difficult 
to get that with hand welding. but, generally speaking, 20 or 
25 volts would be found quite sufficient and should not be 
exceeded. One of the great secrets of arc welding was to keep 
the voltage low and work with as short an arc as possible; the 
shorter the better, so long as there was an arc. With regard 
to a separate machine for each welder, with direct current, that 
was the only satisfactory method, but if a.c. was being used, 
it was possible by the proper use of chokes or something equi- 
valent to а choke, to supply а number of welders from а eingle 
transformer, and they did not interfere with each other. Ап 
advantage of the covered electrode was that better results 
could be obtained by the partially trained welder than with 
the bare electrode. 


CORRESPONDENCE. 


Letters ri, by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Testing and Repairing Magnetos. 


I believe it would be of great interest to a large number 
of your readers to have some discussion in your columns on 
the subject of practical testing and repairing of high-pressure 
magnetos. There has recently been an extremely able series 
of articles on the theoretical and designing sides of magneto 
work in your paper, but as far as I am aware there is abso- 
lutely no literature on the matter of magneto testing and 
repairing, which is of far more general interest, and of huge 
importance at the present time, when the number of magnetos 
is daily increasing, and one would imagine that something 
like à standard system of handling repairs would have been 
evolved. I venture to say that at the present time hardly 
any two shops handling repair work adopt the same system, 
and the great majority have no system at all. 

In the hope of starting а profitable discussion, I would 
invite the opinions of your readers on the following every-day 
jobs in magneto repairing. What are the best methods of 
testing for each of the following? :— 


Low insulation resistance of armature liable to lead to 


breakdown to earth. 

Earth in windings (without disconnecting or unwinding 
anything), and how to determine whether in primary or 
secondary. 

Punctured condenser (without removing from 5 

To mention only the first of these low insulation —one 
I know of employs a 500-V megger to test for this (surely 
а hopeless test applying 500 V to a winding which will have 
to stand 10,000 V or thereabouts). Another connects the 
armature core to one side and the winding to the other side 


of a 3/16 in. spark gap energised by a coil and accumulator; - 


and yet another employs a small step-up transformer giving 
5,000 V. A similar variety exists in the means adopted for 
the other tests. All the tests mentioned entail disconnecting 
the windings. 

To come to repair work, the same firm which uses the 
500-V megger for testing makes a practice of never attempt- 
ing to remove a ball race in order to put on a new slip ring; 
it simply breaks it off and fits both a new ring and a new 
ball race. Another firm always attempts to remove the ball 
race intact, but only succeeds in one case out of five, and 
usually with much loss of time; its method is to grip the 
race in the vice (sometimes with the aid of jaw liners snaped 
to fit the race), and then drive the shaft out with a hammer 
and soft punch, but the race usually breaks directly it passes 
off the larger diameter of the shaft on which it is fitted. 

Examples of this kind could be made to cover pages of 
your paper, but sufficient has been said to show that at 
present many shops are doing this class of work in a hap- 
hazard and inefficient manner. and & good discussion would 
ue much to clear the air of the magneto shop from this 

isease. 


July 2th, 1921. 


Mag. 


Dr. E. K. Rideal’s Book on Ozone, 


Your reviews on books submitted to you are, as a rule, so 
fair and justified as to disarm any criticism on the part of your 
readers, but I am impelled to draw your attention to what 
I consider is a very thoughtless or careless remark which has 
been made by the reviewer in the last paragraph of his review 
on the above book (June 94th issue). 

During the period covered by the last few years the value 
of ozone apparatus and plant sold to the writer's knowledge 
amounts to not less than £2,000,000 (two million pounds). 
The capital of the companies employed in these operations 
is in the neighbourhood of probably another £1,000,000 (one 


million pounds), and has given and is giving direct and indirect 
regular employment to some thousands of persons, each of 
whom may be taken to represent the support of an average 
of two others. Surely this 1s more than an imaginary promise, 
It is an actual performance, however prosaic it may appear 
to your reviewer. | | | 

I agree that too small a proportion of space in this or any 
of the other books on ozone which have been published durin 
recent years is devoted to the really interesting and practi 
subject of actual application. On the other hand, I can readily 
sympathise with the authors. Tbe usual channels for glean- 
ing information are more or less closed, for the reason that 
many of the valuable commercial technical applications are 
the result of long апа special technical research, often in- 
volving very large financial expenditure. The successful user 
ig not anxious to disseminate his hardly-gained knowledge 
far and wide for the benefit of his competitors, and ultimately 
to his own undoing. This may appear selfish, but it is human 
nature. Over and over again I have eupplied apparatus, as 
to the ultimate use of which I am kept in the dark, although 
I may have a shrewd suspicion as to the purpose for which 
it will be applied. You will, I am sure, agree that 1$ would 
be wrong if I were to publish any details or information on 
these matters. 

Again, I am constantly consulted regarding processes in 
which ozone can be employed. After prolonged research, 
many of these mature, but there again my hands are tied. 
Other makers of ozone apparatus in foreign countries are in 
а similar ition. So that the author of a book on ozone 
can only deal with generalities. 

I disagree, however, with your reviewer to this extent. 
Sufficient general information is given in this book, to prove 
to the interested reader the various and multitudinous direc- 
tions in which ozone can be applied, and if his interest be 
real and not academic, i& should stimulate his zeal to in- 
vestigate the subject further or to employ a capable person 
for that purpose. I may perhaps illustrate my meaning with 
a single example—the manufacture of synthetic vanillin from 
isæugenol. This article is now made in very large quantities, 
is @ profitable industry, and is the direct result of some years 
of close study. It is hardly likely, however, that the manu- 
facturer of vanillin is going to publish the details of his 
industry eo that Tom, Dick, or Harry can start in opposition, 
and commence where he now is. 

If, as I take it, Dr. Rideal’s idea is to stimulate interest 
which will result in individual research and further profitable 
application and use of ozone, then I believe he has done his 
bit and done it well. 

The use of ozone in air purification is growing very rapidly, 
and may now be taken to be the result of beneficial experi- 
ence ав differing from curiosity or experiment. 

The result is, in my opinion, only in а very small degree 

sychological. It is to a much larger degree physiological. 

he presence in the air of only a minute percentage of ozone 
is sufficient to destroy the foul emanations of body, lungs, 
&c., which to a large extent are the usual cause of discomfort 
in crowded places. Although a high concentration of ozone 
may be necessary for instantaneous sterilisation, yet pro- 
longed contact with such a dilute mixture as is used in ordinary 
ventilation will make a very marked improvement. This is 
shown in the use of ozonised air in food preservation, and 
the fact that moulds will disappear in places when ozonised 
air is introduced. The fact that moth can, in time, be cleared 
from flour mills by the use of ozonised air may also be taken 
as further proof. 

Of great interest to electrical engineers should be the fact 
that the alternating current for production of ozone has 8 
leading power factor, so that the extended use of ozone ap- 
paratus on an alternating-current system should be helpful 
and profitable. 

The electrical industry, with a few notable exceptions, has 
hitherto shown a lamentable lack of interest in the subject 
of ozone. It has treated it much in the same manner 
as the farmer treated the egg supply. It is a subject which 
can be turned to profitable and pleasurable account, and i$ 
needs only the stimulating assistance of the leading (electric) 
lights in each of our cities to make its use become popular 
and general, not only for air purification, but also the hundred 
and one industrial applications for which it is eminently 


adapted. 
Edward L. Joseph. 
London, S. W. 


Reduction in Price of Lamps. 


I should be interested to know whether any of your readers 
have been able to get rebates for stocks of lamps held on 
February lst, 1921. 

I hear that, in some cases where firms have ''pegged 
away," they have obtained the full rebate. 

I have adhered to my decision of February, 1921, to buy 
no further supplies of ‘‘ ring lamps, and further, I am now 
passing no orders of any kind to any of the T.L.A. lamp 
manufacturers. 

I should be glad to hear from firms willing to take the 


same attitude as myself. 
Е C. Culmer Hodges. 
Electricity Works, Dswlish. 
July 19th, 1921, 
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Charges for Service Mains. 
This is а question which bas been very difficult for central- 


в to solve, especially during the war. The . 


station en 

trouble has been brought about by the abnormal increase in 
ices, in some cases 300 per cent., of labour and material, 

whereas we have been restricted in our increased charges for 

energy supplied, and consequently some one must pay at some 

time or other. . 

I quite agree with J. A. G.” that there is a wide field 
in picking up the working-class dwelling-houses, but some 
cheap though efficient method must be adopted. If excava- 
tion has to be made for every new service io each house, 
it is quite out of the question. | 

If mains are run along the buildings, one tapping must 
eerve at least з dozen or more houses, tapping in W. T. boxes 
or by looping-in & service for each customer, but here again 
we are restricted owing to the property being private.“ 
and we must not only obtain permission but pay wayleaves, 
with which I do not agree. 

When legislation bars our way to progress we have no 
alternative but to pay. 


July 19th, 1921. 


Trade Cards and Trade Discounts, 


On eending to town for some fans our man was asked about 
some goods that had been supplied on our card previously. 

These goods were not for us, but someone who had one 
of our business cards had apparently walked in, paid cash, 
and got trade discount. 

Cannot something be done to stop this practice, which is 
very unfair to legitimate traders? 

If firms would only supply goods to & written order from 
traders having accounts with them it would soon cease, but. 

parently the average wholesale firms do not trouble, and 
they ask no questions, so long as they receive cash. 

А man, not in business, told the writer yesterday that he 
finds it very easy to get hold of business cards, and that 
by presenting one and paying cash he can get goods at trade 


prices. 
S. G. Allen & Son. 


Central Station Engineer. 


Gravesend. 
July 22nd, 1921. uu 


Oil Consumption and Prices. 


In connection with a prospective proe war on lubricating 
mes 1 paragraph appeared in the Daily Mail of the 
inst. :— 


"On an average & 1.000-h.p. engine will need about 4,000 
gallons of lubricating oil in the course: of a year's working, 
said the manager of Messrs. Vickers-Petters, Ltd., the oil 
engine manufacturers, to a Daily Mail reporter on Saturday. 

"The oil used in our engines costs 4s. 3d. per gallon. 
Cheaper oil wil represent another nail in the coffin of steam 
power." | 

Being in South Wales a few days after this announcement 
appeared, the writer called upon the chief engineer of a colliery 
and, without giving any reason, inquired the amount of oil 
used during the past year on a 1,000-kW turbine under his 
charge. It appeared that the turbine together with the auxi- 
liaries used seven barrels—a total of 350 gallons. It may be 
mentioned that during the year this turbine ran seven days 
a week and 24 hours per day for 98.6 per cent. of the total 
possible time, all stoppages being voluntary ones. 

The nail appears to be in the other coffin. 

| E. F. Butler. 


London. 
July Brd, 1991. 


The E. P. E. A. and Dover, &c. 
It is rather amusing to read the recent advertisement re- 


Чета to the breach of agreement re salaries by the Dover 


ration. i 

What about the breach of agreement or promises by the 
E.P.E.A. and the original industrial members? In the early 
days the E.P.E.A. took the money of the industrial members 
and used it to boost up the positions of one class of members 
only—the public supply stations— consequently up to approxi- 
mately 18 months ago about one-third of the original E.P.E.A. 
шеп had resigned by refusing to continue subscriptions 
thi which they got no benefit, myself amongst the number; 
18 was admitted by the secretary at a meeting of the Midland 

section which I attended. 
OM for more amusement. A few months ago ће E. P. E. A. 
dou. active with advertisements calling meetings of in- 
| Strial engineers with a view to new members. It has now 
рис dawned on the E.P.E.A. that it would not matter 
0 pins if all its members went on strike, as engineers could 
fot from the industrial side, and particularly men who have 
pani 975 the large turbine and electrical manufacturing com- 
es, to run all the public stations in the country—exit the 
nothing: Station operation is only routine work—there is 
har 5 15 M but if the public stations go on increasing their 
DEDE 1 Ad unit P2 lighting. and B ihe E.P.E.A. 

2 awa : 

electricity м 10d. per ау. чы want of wor ou cannot sell 
Wake Up. 


July 9805, 1921. 


Dishonest Employers. 


I should be glad to know if any readers can tell me of a 
private inquiry agency which specialises in confidential reports 
on employers, for the benefit of prospective employés. 

If there is no such agency there ought to be. and I feel 
inclined to establish one. I have been victimised by a dis- 
honest employer; І had to decide on acceptance of the post 
rather hurriedly, but if I bad been able to get & correct report 
from someone in response to & telegram, no doubt I would 
have kept out of it, as I very soon found, when too late, that 
I was up against & chief with а bad reputation. Prevention 
is better than cure. 


Justice. 
July Ath, 1921. 


Abnormal Meter Records. 


With reference to Mr. R. Forrest Preston's letter in your 
issue of July Ist re ‘‘ Abnormal Meter Records," and in line 
with Ferranti's letter in your issue of July 15th, I beg to 
submit the following solution :— 

That an error in reading the meters was made by someone . 
who was not used to meter reading. The meters evidently 
register to one-tenth of a unit, and this has been taken as 
units (i.e., 1.0). | 

The readings for March, 1921, should be 12.3, 9.8, 11.5, 10.5, 


20.9, 22.8, 9.3, and 13.9. 
Theo. R. Kernick. 


Pontypool. 
July 16th, 1921. 


[This, we believe, is unquestionably the correct solution of 
the mystery. That a large number of meters distributed over 
a network should simultaneously give records tenfold the nor- 
mal must obviously be due to no fault of the instruments, 
but to some external agency common to them all—viz., the 
reader. Messrs. Ferranti inform us that they have had plea- 
sure in presenting a prize of one guinea to the writer of this 
letter indicating the correct solution.—Eps. ELEC. REv.] 


Leeds Electrical Training Centre. 


Re your note in the issue of July 22nd on the constructjon 
of a 20.000-volt transformer, &c., by the above centre, are 
we to understand that this work is the everyday thing or quite 
special, and how much is done by skilled staff and by the 
trainees themselves? | 

What is the value of a trained ex-soldier in а commercial 
workshop alongside а competent man? 

Та the department run on business lines or school practice, 
and was the job a success first time, or after several trials? 

What was the result of the discharge, total breakdown. or 
flash over? 


July 25th, 1921. 


Rotary. 


Metric System in Japan.—With reference to the note on 
this subject in a recent issue of the Board of Trade Journal, the 
Board has now obtained & translation of the recent Japanese 
Law (No. 71 of 1921), the object of which is the ultimate 
substitution of the metric system of weights and measures 
for the present Japanese system. Among the provisions of the 
new law are:— | 

Article 1.—The unit of measurement shall be the metre and 
the unit of weight the kilogramme (these are substituted for 
the shaku and tbe “ kwan '). 

Article 2.—The meter shall be determined by the standard 
metre delivered to the Imperial Government in accordance 
with the Metric Treaty, and the kilogramme by the standard 
kilogramme delivered to the Imperial Government according 
to the Metric Treatv. 

Article 5, Clause 2, provides that weights and measures or 
standards of measurement not in accordance with the new 
law, or with Imperial Ordinances based on that law, may 
not be used in business transactions or for purposes of certi- 
fication unless otherwise determined by Imperial Ordinances. 

Articles 6 to 14.—In the old law these imnosed certain re- 
strictions on the manufacture and sale of weighing and measur- 
ing appliances. provided for the official inspection of euch 
appliances, and set up regulations regarding the sale of goods 
marked with their net weight. In the new law these are all 
retained. 

Penalties.—Among the penalty sections of the law, it is 
provided by Article 15 that persons infringing Clause 9 of 
Article 5 above are liable to a fine not exceeding 100 ven or 
& police fine. ; 

Supplementary Articles.—The date of enforcement of this 
law will be determined by Imperial Ordinance. The weights 
and measures in common use hitherto may continue in use 
for such a period as will be determined by Imperial Ordinance. 
A copy of the law may be inspected at the Department of 
Overeeas Trade Pm uen) and Intelligence), 35, Old Queen 
Street, London, B. W. I. І 
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Compiled presaly for this journal by Messrs, Szrrow-Jowzs, O'Dmit AND 
eranc. Charice: Patent Agents, 285, High Holborn, London, W.C. 1. 
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18,525. i Automatic relay-operated starters for remote control of electric. 


motors." C. G. A. Woodford. July 8th. 

18,578. “ Asynchronous electro-motors." L. Segal. July 8th. 

18,564. '' ice for indicating interruptions in electric circuit," ^ W. E. 
Bottém: and M. Goldsarb. July 8th. | : 

18,589. '' Electric accumulators.” A. Dinin. July 8th. 

18,601. Electrical power transmission apparatus." W. J. Mellersh-Jackson 
(Neuland Patents, Ltd.) July 8th. | 

18,602. ‘‘ Sparking plugs." С. A. West. July 8th. 

18.608. Electric switches." J. R. W. Grainge and V. R. Ниге. July 9th. 

18,638. ‘* Electric controllers for alternating-current electric motors." J. A. 
Steven. July 9th. Я | ' 

18,646. '' Commutators or distributors for internal combustion engines." F. 
Mead. July gn. ` Ж | 

18,661. ‹'* Electric transmission or reproduction of sound.” S. G. Brown. 
" en " Electric contacts or switches.” W. Blenheim. july llth. 

18,701. “ Electro-magnets." Н. R. Jones, W. E. Lawton, and C. E. Wood. 


uly Inh. . | 
14570. Electric weasuring apparatus.” Da еа Dutilh. July lith. 


(France, March 31st) . . | , А 
710. '** High-tensior cable connections for internal-combustion’ engines.” 
Н. C. Lambert. July Mth. 


18,726. ''Oil-ülled high-tension insulators.” Е. C. R. Marks (Akt.Ges. 


Brown, Boveri et Cie.). July llth. | 

18,738. '' Metallic vapour lamp.“ Р. Eversheim. July llth. (Germany, 
July 10th, s pos 

8,753. '' Electrical measuring instruments." J. W. Record. July 12th. 


18.755. Electric press switches." J. Н. Gath. July 12th. 
18,758. “ Electric heaters." W. M. May and May & Padmore, Ltd. July 


18,772. “ Electrically-propelled lawn-mower.'" L. N. Raven. July 12th. 
18,811. “ Binder for securing telegraph, &c., wires to insulators.” O. R. 
Williame and D. D. Williams. July 12th. | 
16,818. “Electric switches." C. G. Bennett. July 12th. 
18,823. '' Magnetic material and its use for loading telephone and telegraph 
TA estern Electric Co., Ltd. (Western Electric Co., Inc.). July 


Electric arc-gap terminals." J. Y. Johnson (Balt Manufacturing 
с] July 12th. 


18,827. “ Electric switches.” J. Hall & Co. and G. F. Ostins. July 12th. 


18,846. “ Operating circuit and switch arrangement for car motors." F. B. 


Dehn (National Pneumatic Co.). July I9th. 
18,847. “ Electric control of fluid pressure actuated motors." F. B. Dehn 
and National Pnaumatic Co. July 12th. 
18,860. “ Control of air compressors.” British Thomson-Houston Co., Ltd., 
and General Electric Co. July 12th. 


5 Electric heating device." P. Grant. (R. F. Zimmermann). July 
th. — 


18,888. “ Electric conductors." A. D. Shuter and W. S. Smith. July 12th. 

18,932. ''Self-starting apparatus for self-propelled vehicles and vessels." 
К. M. Hamilton. July 12th 

18,934. '' Electric light fittings." ]. Scott. July 13th. 

18.952. Contact breakers for flywheel magnetos." J. Bradley, Е. Pountney 
and Villiers engineering Co. July 13th. 

18,955. '' Apparatus for EE ee a соне speeds of motors, &c." Igeanic 
Electric Co., Ltd. (Cutler-Hammer anufacturing Co.). July 18th. 

18,963. “ Impulse transmitters." Western Electric Co., Ltd. (Western 
Electric Co. (Inc.). july 13th. 

18.9684. Electric switch gear." W. A. Coates, D. R. Davies, G. E. 
Gittins, and Metropolitan-Vickers Electrical Co., Ltd. July 13th. 

18,965. “ Electric switches." W. A. Coates, D. В. Davies, G. E. Gittins, 
and Metropolitan-Vickers Electrica! Co., Ltd. July 18th. 

18.970. Electro-deposition of metals upon aluminium or its alloys." Q. 
Marine. July 13th. 

18.973. Electric switches." British Thomson-Houston Co., Ltd. (General 
Electric Co.). July 13th. 

18,974. '' Device for attachment to telephone recording data." J. Manley 
and E. Meldal. July 13th. . 00. е ` К 

18,975. '' Means for indicating adjustment ог output of dynamo electric 
machines." А. Н. Darker and J. Stone & Co., Ltd. July 13th. 

18,982. '' Electro-lighting and heating systems for railways, &c." A Spenser. 
July 13th. . , ` 

18,999. “Indirect lighting unit.“ A. J. Stephens (W. A. Dorey). July 14th. 

19,010. '* Watertight interlocked electric switch and plug and pocket con- 
nection.” J. Scott. July 14th. З 

19,037. '' Adjustable intensifier, sparking plug and engine tester." S. W. 
Parkyn. July 14th. 

10,046. * Production of tungsten and tungsten filaments.” Siemens Bros, 
and Co., Ltd. July l4th. 


19,041. “Circuit arrangements for automatic, &c., telephone systems.” 


D. A. Christian and Siemens Bros. July 14th. . 
19,065. ‘' Electric batteries or accumulators.” G. ]. M. Archer. July 14th. 
19,067. '' Eddy current diathermy." K. Horiguchi. July 14th. 

19,070. “ Electric wave filter." Western Electric Co., Ltd. (Western Elec- 
tric Со., Inc). July 14th. 
19,097. Electric switches." G. Oldham, ]. Oldham, and O. Oldham. 

July 14th. 

19.105. Commutator for electric dynamos and motors." W. Aldred and 

T. Milnes. July 15th. 

19.127. Thermionic valve devices, &c." Radio Communication Co., Ltd., 


15th. 
19,15]. '' Electrostatic condenser." E. С. R. Marks (Soc. degli Alti Forni 


19,163. '' Method of direct driving of slowly-rotating shafts by means of 
electric motor." C. Lott. July 15th. (Switzerland, January, 1917.) 
19,188. Electrically controlled door, Sc., locks, and controlling means 


Automatic Telephone Manufact гї Со. 
Ltd. July 15th. (United States, July 28th, 1920.) ep uring Co., 


19,196. “ Static transformers for alternating currents.” Soc. d'Electro 
Chimie et d'Electro Metallurgie. (France, July 15th, 1920.) 

19,204. “ Vacuum or low-pressure tubes, &., for electrical 
A. Н. S. Colebrooke and W. A. Williams. July 16th. 

19,222. ''Sparking plugs." S. R. Selliere. July 16th. (France, July 17th, 
1920.) 
19,227. “ Protective devices for alternating current systems.” Atliers de 
Constructions Electriques du Nord et de l'Est. July *16th. (France, August 
áth, 1920.) 

19.294. '* Thermionie valves," Mullard Radio Valve Co., Ltd., and S. R. 
Mullard. July 16th. 


discharges.” 


19,238. Devices for eupplying unidirectional pulsating or Intermittent 
currents of electricity." A. N. Angus. July 16th. 

19,239. '' Electric heating devices for. internal combustion engines, Ac. 
W. L. Davies and E. Н. J. Duberly. July 16th. | 
19,255. Apparatus for metal vapour rectifiers.” Siemens Schuckertwerke, 
July 16th. ( "many, July 31st, 1920.) 


19,258/9. '' Electric door protecting alarms." R. Dittmayer. July lech. 


19.260. Devices for testing insulation of electric three-phase high-tension 
conductors." F. Brennecke. fui 16th. 


LTTTITITTIEERDEPEUERgepegeeee 


PUBLISHED. SPECIFICATIONS. 


The numbers in parentheses ace those under whith the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


"d 2919. 
9,904. '' Pumps or syringes for charging self-ciling tram wheels." D. J. 
Davies and Haslam & Stretton. June lOth, 1918. (165,458.) 


15,197. Electro magnetic recording apparatus for telegtaph circuits.” 
J. S. Withers (K. C. ) September 18th, 1918. (165,400. 


1919. 

22,623. '' Methods of and means for reducing the lagging current on alter. 
nating current systems supplying induction motors and the like.” H. A. L. 
Barry and A. M. Taylor. ptember 5th, 1919. (Addition to 152,703.). 
(165,470.) 

32,533. “ Electric distributing switches for ignition purposes." A. E. 
Lamkin. October 29th, 1929. (165,478.) 

3.756. Wireless signalling.” F. A. Kolster. March Sist, 1916. (137,069.) 


' 2 29230. 
415. '' Marine condensers and the like." W. Н. Sandford. January 6th, 
1990. (165,484.) 


5,7368. '' Apparatus for charging and discharging electric storage batteries.” 
H. C. Hodges. February 25th, 1920. (165,498.) 


5,899. *' Electron tube apparatus.” Westinghouse Lamp Co. February: 


27th, 1919. (139,514.) 


5,978. ‘* Electron tube apparatus.” Westinghouse Lamp Co. (February 
27th, 1919. (Addition to 139,514.) (139,518.) 


5568. ар apparatus." British Thomson-Houston Co., Ltd. (General 
Electric Co.). arch 23rd, 1920. (165,512.) 


8,663. ‘ Electric motors." W. S. Dennett. March 24th, 1920. (165,515.) 

8.768. Telephones. J. Kay and J. Jennings. March 25th, 1990. (165, 517.) 

8,806. Selector switches for telephones," H. J. Palmer and Telephone 
Manufacturing Co., Ltd. March 25th, 1920. (165,517.) 

9,251. '' Electrolytic deposition of iron and the treatment of the deposits." 
H. Lovelock and Iry & Son, Ltd. March 30th, 1920. (165,535.) 

9,445. Electrolytic treatment of ores containing zinc and other metals.“ 


Electrolytic Zinc of Australasia Proprietary, Ltd. April 4th, 1919. 
(141,688.) | 


9,486. „Electric condensers.” Dubilier Condenser Co., Ltd. April llth. 
1919. (141,690.) 


9,844. “Visual mine signalling devices," D. M. Ritchie, W. Ritchie, and 
J. КОО УЕ 8th, 1990. (165,554.) 
‘El 


10,232. ectric overload circuit breakers.” R. A. R. Bolton. April 13th, 
1920. (165,563.) 


10,374. “Call indicators for telephone systems." Automatic ` Telephone 


Manufacturing Co., Ltd., J. Savin, and S. R. Smith. April léth, 1920. 
(Addition to 129,563.) (165,569.) 


10,552. “ Inductance or reaction coils.” А. R. Taylor. April 15th, 1920. 
(165,576.) 


13,245. “ Electric burglar alarms." W. J. Allbright and L. J. Allbright. 
1 8, 1920. (165,621. | 


3,3 “ Electric celle. C. S. Mummery and Ever-Ready Co. (Great 
o In) Ltd. May l4th, 1920. (165,623.) 


13,491. *' Electric motor controlling switch gear." M. Solomon, C. С. 
Garrard, and W. Wilson. May 17th, 1920. (165,036.) 


13,516. ‘ Protective fuses for electric circuits." Е, W. Uren. May 17th, 
1920. (165,697 ) i 


3,906. „Duplex electric welding machines.” J. Ledwinke. May 30th, 
1990. (165,632. ) g : has ý 


912. Electric transformers.” J. Ledwinka. May 20th, 1920. (165,634.) 


16,701. “ Electrostatic plant for depositing dust and particles from gases.” 
Skinningrove Iron Co., Ltd., and T. R. Smith. June 2lst, 1920. (165,655.) 
20,510. ** Electric flash lights and the like." Diamond Electric Specialities 
5 May па, 1918. (148, 835.) 
574. А * Contact finger for rheostats and other similar electrical apparatus." 
Construction Electriques de Belgique Soc. Anon. April nd, 1919. (148,570) 


22,313. “ Means for electrically driving the bowls of centrifugal separators.” 
A. Mellotte. December 26th, 1919. (156,070.) е ý 


691. Electrical measuring instruments," W. Clarks and Clarks Neo 
Electric Devices, Ltd. August 25th, 1920. (165,686.) 


36,449. “ Electric furnaces,” К. К. Reed. March 27th, 1990. (161,154.) 


i | 1021. ub 
1112. “ Electric arrester." H. P. Bendmann. August 9th, 1919. (157,938) 
5.655. Electrical apparatus for railway signalling.” Tyer & Co., Ltd., 
and F. Downes. May 21st, 1920. (Divided application on 169,559.) (165,790.) 


——— —————— . 
— ——.—— 


Electricity Commission Building at Melbourne. The Vic- 
torian Government is about to construct an eight-storey 
concrete building in a central position in Melbourne (Austra- 
lia) as the headquarters of the Electricity Commission. 

The heating and ventilating of the structure promise to be 
models of electrical equipment. Two electric lifta, one hand 
controlled, and the other with dual equipment, will be in- 
stalled.—Reuters’ Trade Service (Melbourne). | 


International Commission on Illumination. The first 
technical session of this Commission was recently held in 
Paris. Representatives of France, Great Britain, the United 
States, Italy, Spain, Belgium, and Switzerland were present 
under the presidency of Prof. Vautier (France). International 
sub-committees were appointed to deal with various branches 
of the subject, such as photometry, nomenclature, factory and 
school lighting. &. It was decided that the unit of candle- 
power employed by America, Britain, and France should be 
standardised- and termed the “international candle. The 
president for the ensuing three vears is Dr. E. P. Hyde (United 
States), and it is expected that the next meeting of the 
Commission will be held in New York in 1921. 
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FIREPROOF AND OTHER GRADES. 
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FERGUSON, 
PAILIN, 
LIMITED, 


INSTRUMENTS, CIRCUIT-BREAKERS, 


AUTO-CUT-IN & CUT-OUTS 


k Record Electrical Co., 3 


BROADHEATH. MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. 


BROOK 


. ONE, TWO and THREE-PHASE 


MOTORS. 
See Sup. 35. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manutacturing Electrica) ere ncers and 
Overnment Contractors 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
U— 


‘Cantie’ Switches 


NOTE NEW ADDRESS: 
THE "CANTIE" SWITCH CO. LTD 
LEIGHTON STREET, 
| NOTTINGHAM. 


e SAXONIA 


| ELECTRICAL WIRE CO., LTD. 
GREENWICH, S.E. tO. 


88 CORD DS an d 
— FLEXIBLE CABLES. 


ELECTRIC INSULATION. 


AUGUST 5, 1921. 


Colonial and 8 8. ta, 2 annum.—Nxw Yomx: D. Van N 
bers. : BovvEAU & CugviLLET, Librairie, Etrangére, 22, * de la 


ив, LAD., 
АВС Жу наа 


CHURTON * 
ФУЁ апа POL yee” 


N MOTORS. 


Т. HARDING CHURTON а Co., LTD., 
Atlas Works, Water Lane, LEEDS. 


Cutting 
Electric Moters. 


_ 868 Advt. Sup. 14. 
Telegrams: Outting, Stamford. Tel. No. 13. 


“EMPIRE” 
AUTOMATIC CONTROL 


FOR 


Pumps, Compressors, Machine Toole. 


ELECTRIC CONTROL, LIMITED, GLASGOW, 
SN RC MM EEE IS 


WESTERN-ELECTRIC 
COMPANY. LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON. B. 


TELEPHONES & CABLES. 
See Advertisement this week, p. xxxiii. 


CONNOLLY’S (BLACKLEY), Lo. 


for 
WIRES AND CABLES. 


See Advertisement last week, p. lii. 


INSULATING TAPES, 
WEBS, SLEEVING, &c. 


Delivery from Stock. 
JOHN MACLENNAN & CO., 


115, Newgate ‚ EC. 1. 
And at GLASGOW. 


DIAGRAM PLATES, 


Switchboard Labels, Name Plates, In- 
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INDUSTRIAL ENGINEERING IN 
EUROPE AND IN AMERICA. 


It is always instructive to hear what other people think 
about one, even though it be proverbial that listeners 
never hear any good of themselves. It may be wondered 
whether there is not a subtler meaning in this saying 
For if 
Bill Jones were to hear it said of himself that he was a 
splendid chap, energetic, hardworking, resourceful, and 
generally a paragon, to be feared by his enemies, envied 
by his rivals, and courted by his friends, Bill Jones 
might be tempted to sit back and say to himself that he 
might as well take things а bit easier, and trust to his 
normal energies to take him towards his goal with less 
effort. Such a result would be just what a rival would 
be very desirous of bringing about, and such a method 
might well be the only one by which that end could be 


LEE MES 


achieved. pom 
We think we shall be justified in acquitting Mr. 
Dwight T. Farnham of any intention of that kind. In 
a survey of European industrial conditions‘ now before 
us, being а reprint from the transactions of the Sociéty 
of Industrial Engineers, he warns American. industry of 
what it has to apprehend from European and notably 
from British activities. No doubt it will be a salutary 
tonic to our kinsmen to be told that methods.are.in use 
in very large concerns in Europe, of which they have 
only recently announced themselves to be the originators. 
““ 1 never knew what a desirable and healthy child 
Safety First was," says Mr. Farnham, until I met 
his father in Italy, in Germany, and in, England." 
Well, we know it has been said, though we forget by 
whom, that an American thinks his country, the finest 
in the world, and he will tell you so; while an English- 
man thinks his country is the finest іп the 
world, but refrains from mentioning the fact, 
hecause he thinks you must already be aware of 
it without being tuld. Апа salutary tonic though 
such news as Mr. Farnham has to give may be to 
the American nation, gratifying as it may be to our 
self-esteem, all is not well with industrial conditions 
in any part of Europe, and certainly not in Great 
Britain. What is lacking is not knowledge, not ability. 
not tools, not even reductions in Wages, since wages are 
notoriously higher in America. It is the will to work. 
Mr. Punch sardonically hits the thing off when he shows 
Sir Alfred Mond calling a halt in the Government’s 
housing programme by appearing at the window of an 
unfinished house and saying, Stop work " to two brick- 
layers who are lounging and taking their ease, pipe in 
mouth, accepting their wages and not giving a fair day's 
work in return. The ca' canny policy of, amohg other 
unions, the A.E.U., who are said to fine a man heavily 
for doing more than is held to be a day's work, or for 
not absorbing all the time allotted to a Job, in declin 
to be parties to a Whitley Council for the E 
industrv, and in adopting a selfish view вите 2 
one of the factors that is plaving havoc with British 
hat cannot be warrante] (о шава сша in wage 
7 cost of liviug, as in 


the cases of coal und engiheering, have the natural effect 
of increasing the distrustfulness with which labour re 
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gards the employer class. It is the besetting sin of 
selfish narrow-mindedness that must be fought against 
and conquered before rea] and permanent progress can 
be made. | 

The lessons addressed by Mr. Farnham to his Ameri- 
can friends ought to be taken to heart by British 
workers, whether employers or employed. Forget the 


words of praise, which will not do you any good, and 


think of the home truths about the work Germany is 
doing. Whatever any other nation can do, Britain can. 
Whatever any other nation is doing, Britain must do 
something better. If industry in this country will but 
do itself justice, we need have no fear for the future. 
Tbe Society of Industrial Engineers, of which Mr. 
Farnham is a vice-president, favours us with a brochure 
descriptive of its activities, which are numerous, and 
cover the whole ground of the engineering industry. 
The scope of this society may perhaps be best appreciated 
by a statement of its avowed objects. These are:— 


I.—To furnish a medium for bringing out original con- 
tributions to the science of munagement. 

II.—To provide an organisation through which persons who 
are applying scientific methods to the solution of the problems 
of production and distribution may exchange Views and co- 
ordinate their efforts. 

III.— To co-operate with other societies. 

IV.—To codify and standardise professional principles and 


practice. 
V.—To develop the professional stundards of the industrial 


engineer. 
VI.—To promote efficient energy-conserving management. 
VII.—To enhance the efficiency and prosperity of American 
industry. 


To advance these laudable objects, two national con- 
ventions are held annually, at widely separated indus- 
trialcentres. At these conventions, from 1,000 to 1,800 
industrial executives are present, together with en- 
gineers and educators from all parts of the world. They 
have, in addition, monthly district meetings in the 
larger industrial centres, and issue special publications 
as well as their regular Proceedings. There is a 


Speakers’ Bureau, the duty of which is to furnish ` 


industrial organisations with competent speakers on 
various subjects of general and special interest, and 
with programmes of subjects selected with a view to the 
promotion of efficiency in industry. There is a refer- 
ence library in Chicago; and, last but not least, there 
are nine committees, dealing with research, education, 
finance, promotion, fatigue elimination, publication, 
programme, membership, and executive matters. 


Here is an example that ought to be followed by in- 


dustrial engineers in this country. We have lately seen 
the first issue of the Journal of a Society which exists 
in Great Britain, whose objects are, or ought to be, 
somewhat similar to those enumerated above. The 
Society referred to was founded about three or four 
years ago to promote the interests of those engaged in 
technical pursuits, but up to the present little has been 
heard of its activities. We do not wish to be thought 
sarcastic when we congratulate the Society of Technical 
Engineers on having at last issued something over its 
own name, which can be read by the ordinary busy en- 
gineer without having to make tedious reference to a 
lot of other documents, which he may or тау not have 
kept, but which are almost certain not to be at hand 
when wanted. We have not been invited to express any 
views on this society, as we have by the American Society 
to which reference has been made, but we think this 
a fitting occasion to observe that the advice once given 
against'the hiding of a light under a bushel is worth 
following, not merely that the light may shine before 
men, but that it may not extinguish itself. 

It may be true, as some think, that the Americans 
are not so far in advance of us as some Americans would 
have us believe. Mr. Farnham is almost certainly 
right in his observations, and probably also in the 
deductions to be drawn from them. But this is no time 
for self-complacency, or for thinking other people ought 
to be aware of our good qualities, or for anything but 
& spirit of real hard work, and a determination to get 
on with the job that lies before us. 


Ir will be remembered that some little 

Reconstitutlon time ago there was much discussion both 

of tho National in public and private on the question 
Council. whether the members of the National 
Joint Council for the Electricity Supply 
Industry should be elected direct by the thirteen 
District Councils, instead of by the employers' asso- 
ciations. The proposal was for the time being nega- 
tived. Now, however, the National Council itself, or 
rather at the moment the employers' side, has decided 
that this side shall be enlarged straightway to 26 mem- 
bers (instead of 12 as at present) and that each District 
Council shall nominate thereto one municipal and one 
company representative. From the views originally ex- 
pressed by the District Councils, we may take it that the 
proposal will meet with practically universal approval. 
It will certainly weld the Whitley system, as adapted to 
the electricity supply industry, into a more thorouglily 
systematised and organic whole. 

An interesting point, and one which can hardly be 
called finally settled, is what the Trade Unions will do 
with regard to their side of the National Council. Their 
view as expressed in the National Council is that they 
are satisfied with their present mode of election—and 
apparently with their present total of twelve. (The 
inequality numerically of the two sides is immaterial, as 
all resolutions must be carried by a majority on each side 
independently.) But the view of the present Trade- 
Union members of the National Council is not necessarily 
the view of the various local branches of the Unions. 
Some of these seem certainly in favour of the niembers 
being elected from the Trade-Union members of the Dis- 
trict Councils. What the general feeling is remains to 
be seen. The question touches on one of those smoulder- 
ing controversies within Trade-Union circles—namely, 
the movement to throw more power into the hands of the 
rank-and-file as opposed to concentrating it in tlie hands 
of a small Executive. For the Trade-Union members of 
the National Council to be nominated by the local 
branches would obviously score a point for the democratic 
party. Anyhow, this is a matter for the Trade Unions 
themselves to settle. 

This method of electing the National Council is, of 
course, contrary to the Whitlev Reports, which lay it 
down as essential that the employers’ side must be 
nominated direct by employers’ associations. But how- 
ever cogent this recommendation may be for partially 
unorganised industries, the electricity supply industry 
is во highly organised as to entitle it to treat itself as an 
exception, especially on a practically unanimous decision 
of the whole. ° 


ACCORDING to a French contemporary, 
The French the reports of the big firms manufac- 
Manufacturing turing electrical machinery show that 
Industry. this industry is in a privileged situa- 
tion. Despite the general crisis, the 
crder books of the firms continue to be well stocked, and 
the reduced value of the turnover is relatively slight as 
compared with 1920. This favourable situation is due 
partly to the fact that quite a number of hydro-electric 
works are in course of erection, which work extends over 
a considerable period. In addition, the industrial re- 
construction of the devastated districts has rendered 
necessary the preparation of a special programme for the 
electrification of the industries in the North, and steam 
power generating stations are being constructed oF 
extended in these regions in the vicinity of coal mines. 
The supply companies also report an enormous expan- 
sion in consumption, as contrasted with last year, and 
this is leading to a large demand for electrical plant 
and materials. 
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As was mentioned in this journal 
Copper Replace some time ago, the production of alumi- 
ing Aluminium nium in Germany was greatly developed 
in Germany. during the years of war, but the use of 
the metal is said no longer to command 
the interest which is desirable for the advancement ot the 
industry. The principal works are the property of the 
Reich. These are those of the United Aluminium Works 
Co. at Lauta, with an output capacity of 12,000 tons per 
annum, the Horrem works and the Bitterfeld works, 
each with a capacity of 3,000 tons, and the Erft works, 
having в productive capacity of 12,000 tons. The Lauta 
works is based upon power raised from lignite, while 
the Inn works, which is not yet producing, was erected 
for operation by power from hydro-electric works. Al- 
though the Lauta works was established for the working- 
up of clay won in the vicinity, bauxite of non-German 
origin is mainly used. Hitherto the German bauxite 
mines have not been able greatly to develop because the 
native product is inferior to foreign bauxite, and the 
latter is offered at comparatively low prices at present. 
The producers of aluminium have to contend with great 
difficulties in disposing of the output, as various indus- 
tries are unwilling to work up the metal. Thus, for 
instance, high-pressure transmission lines are chiefly 
being made of foreign copper despite the fact that 
overhead conductors of aluminium have been made 
for many years past in the United States. Since the 
middle of May, 1921, 18,000 tons of American copper 
has been imported into Germany, whereas the stocks of 
aluminium amount to 5,000 tons, for which no home 
market can be found owing to the large imports of 
copper. 


As a result of a consideration of the 


Indias reports presented late last year by the 
Government Stores Committee which was appointed 
Contracts. — to examine the question of the purchase 


of Indian Government stores, the 
Government of India proposes.to revise the system 


, hitherto in use, and for this purpose a series of rules has 


been prepared for the guidance of the local governments, 
although the rules have not yet been brought into 
operation, pending the establishment of an organisation 
by three officials whose appointment has been sanctioned 
by the Secretary of State. A circular has been issued 
to the local governments informing them of the pro- 
posed changes, and copies of the letter and of the text 
of the projected rules were recently received by the 
Board of Trade from India, and were set forth in part 
in the Board of Trade Juurnal. The three principal 
rules relate respectively to the encouragement of Indian 
manufacture, the production in India of manufactures 
from imported materials, and articles not manufactured 
In [ndia. 

The third rule is certainly the most important from 
the British export point of view, as it lays down the 
Principle that stores imported into India for the public 
service are to be purchased through the London Stores 
Department, except in certain specified cases, to which 
additions may be made subsequently as experience is 
gained. The rule states that articles not made in India 
should be procured by indent upon the Stores Depart- 
5 18 0 except in the following cases: (a) When 
кн e г ате already in India or are on their way 
d E i eir price and quality are not unfavourable as 
E 150 D. those at which similar articles could 
When 1 ‘ae он the London Stores Department. 
олы T value of the articles required is trifling 
155 с 7 desirable to purchase them locally; (5) in 
V 5 works placed out on 
Та ины jj Mud in India and required for 
Ше ды A such works may be supplied by 
in the list orm m provided that the firm is ineluded 
the materials s проп by the Government, and 
and tests pier bere oe current specifications 
machinery aa y the Government; (c) plant and 
chased 195 bo nu parts thereof may be pur- 

ches established in India of British 


manufacturing firms, whose names are on the list of 
the London Stores Department and are approved by 
the Chief Controller of Stores, India, provided that the 
following conditions are observed: (1) That the pur- 
chase is to be made by the Chief Controller of Stores, 
India, or by а qualified engineer directly responsible 
to the Government; (2) that the plant and machinery 
are to be of standard patterns such as are ordinarily 
constructed by the firm; (3) that the branch firm main- 
tains а staff of expert mechanics capable when so re- 
quired of erecting and repairing the plant and machi- 
nery ; (4) that the actual cost price (exclusive of the cost 
of erection) is as low as that at which the articles of 
the same make can be supplied by the London Stores 
Department; (5) that the cost under any one order or 
detailed estimate in respect of any one type of standard 
plant or machinery is not to exceed 50,000 rupees; (6) 
that when test or inspection is necessary, arrangements 
are to be made for the work to be carried out by the 
London stores department. It is further provided that 
branch firms may be held to include approved selling 
agents who are also in a position to render the same 
kind of technical assistance in India as the actual 
branches of the firms. As to the purchase of plant and 


machinery from the branches of British firms, the view 


of the Government of India is that the establishment 
of such branches will encourage the development of 
local manufacture, and is indeed the only practical 
means of introducing certain specialised forms of manu- 
facture into the country. 

Coming to consider the remaining two rules, it has 
to be noted that the explanatory memorandum accom- 
panying them states that it is the policy of the Govern- 
ment of India to make purchases of stores for the public 
seryice во as to encourage the industries of the country 
as far as is consistent with. economy and efficiency. 
But as the Local Governments are practically forbidden 
to pay more for locally-made articles than the market 
prices, or to grant special bounties, and as indigenous 
stores can only be purchased by them at a “© negligible 
excess cost, it is not easy to understand where thé 
preference given by the first rule comes in. The second 
rule, too, appears to be even less encouraging to Indian 
industries. It deals with the preference to be granted 
to articles wholly or partly manufactured in India from 
imported materials, but it is stated not only that the 
price must be as low as that at which articles of similar 
quality can be obtained from the London Stores Depart- 
ment, but also that this condition is less favourable 
than the first rule with its preference amounting to а 
"negligible excess cost." The three rules clearly de- 
monstrate that the interests of indigenous manufacturers 
are not to be financially assisted at the cost of the 
general body of the taxpayers. 


Last Friday, as foreshadowed by Sir 
John Snell, the inquiry in connection 
with the London and Home Counties 
| Area was brought to its conclusion 
having occupied a total of 26 days in а period of seven 
weeks—and at what a cost! In view of the Importance 
of this inquiry, affecting a population of some eight 
millions, and a capital of 32 millions sterling alread 
invested in electricity supply undertakings, with Med 
rating plant aggregating some 400,000 kW. we have 
felt it to be our duty to report the proceedings as fullv 
as space permitted, and have in fact devoted nearlv 53 
columns to this matter. of 1 
vantage remains to be seen; we hope to 5 m 
procedure somewhat fully in a later issue—but it in 
be realised that if our condensed report runs to um 


The London 
Inquiry. 


ine ce Eus has been imposed upon them and that 
ley will be able to find a satisfactory ; О 
exceptionally important problem. "one Cao 
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SUBMARINE CABLE TESTS. 


By J. RYMER-JONES. 


Thr following article deals with methods of measuring 
the С.К. and D.R. of a laid submarine cable while it is 
subjected to frequent © earth, or tramway,” currents 
of varying strength and polarity. 

Measuring the D.R.—By direct detlection : — 

In spite of 10.5 n.m. of earth-cable-core at the testing 
end, the cable to which the writer refers is almost in- 
cessantly traversed by earth-currents of changing pola- 
rity due to electric tramway systems, causing the spot of 
light to make excursions all over the galvanometer scale, 
sometimes as much as 300 divisions or more, on the 
wrong side of the zero position. 

In consequence of this, the mean of the excursions 
during, say, the first five or ten minutes with the nega- 
tive testing current could not compare respectively with 
the mean of the first five or ten minutes with the positive 
current, when earth currents affected the insulation 
readings. | 

In making a D.R. test, when earth currents are strong 
and of unequal duration, me is a very important 
factor; and, therefore, the writer prefers a special test 
sheet where every minute for one hour, when testing 
with the negative current, and also every minute for 
one hour with the positive current, is divided up into 
12 vertical and parallel columns, for every five seconds, 
to be used in case the earth currents are very unsteady. 

After putting the negative current to the cable through 
a dead-beat galvanonieter, the electrician mentions the 
particular moment to his assistant, who has the test 
sheet and a watch in front of him, and who, at exactly, 


say, D-seconds interval, says in a loud voice, Now ''; 


and the electrician immediately calls out the deflection, 
observed at that moment, to be recorded by the assistant. 
The same procedure is gone through at exactly every 
succeeding five seconds for one full hour. | 
After this the cable is wholly discharged, and a similar 
test of one hour's duration 15 made with the reverse 


current. 

Jt is а long and tedious test, but gives remarkable 
comparable mean results between the negative and posi- 
tive insulations if, in each case, the test 1s continued for 
one hour. | 

When the E.C.'s do not change very frequently, and 
the deflections are consequently much more regular. 
readings at intervals of only 15 seconds, or more, will 
be sufficient. 

Formula to obtain the mean deflection with either the 
negative or positive testing current :—_ | 

Add together all the five-second readings, if any, on 
the minus side of the scale zero during, say, 30 minutes, 
and subtract their sum from the sum of all the five- 
second readings on the plus side of the scale zero; then 
divide the result by the sum of all the plus and minus 
five-second readings. | 

This will give an approximate mean scale deflection 
during the first 30 minutes, which should be compared 
with the mean deflection during the first 30 minutes with 
the reverse current. Similarly, the mean of all the 
five-second readings. obtained in the same way, during 
the second 30 minutes with the negative current should 
compare, more or less satisfactorily, with the mean de- 
fection with the positive current, according as the earth 
currents are less or more irregular. If negligible. the 
mean readings should be exactly the same (for both the 
negative and positive eurrents) for the same period of 
time. If the E.C.'s are very strong and changeable in 


direction. the more prolonged the test readings. and 


the shorter the equal intervals of time between them— 


say, five seconds only—the more accurate will be the 
calculated D.R. value. | 

The accuracy of the result is due to the test being 
prolonged over many changes in the strength and pola- 
rity of the earth currents; and also to the very inipor- 
tant influence on the mean observed deflection or the 
time during which the deflections remain im approxi- 
mately the same positions on the scale. During a test 


continued for, say, one hour with the negative current, 


the E.C. will probably undergo as varied changes as 
during one hour with the reverse current. 

It should, of course, be understood that the average 
deflection of, say, 30 minutes-—or 60 minutes, as the 
case may be—will give the average D.R. of the first 30 
minutes—or 60 minutes—and not for the thirtieth or 
sixtieth minute respectively. 

If the electric tramway-—in spite of the ten miles of 
earth-core-cable at the testing end—keeps the dead-heat 
galvanometer deflection rising and falling continuously, 
the foregoing method of averages is absolutely necessary 
in order to get even an approximately correct D.R. 
value. 8 Ж | : 

It is of interest that when tests were made from the 
other end where there is only an earth-cable-core of 
1.5 n.m., and no tramway disturbance, the insulation 
deflections were quite steady enough to dispense with 
elaborate methods of testing. | 

The writer had much the same experience with the 
San Francisco-Honolulu cable, the electric tramcars at the 
former end causing considerable disturbance; whereas 
final tests made at the Honolulu cable hut were often so 
free from any earth currents that, when about to start 
testing, the electrician had to assure himself that the 
cable was really connected to the testing apparatus. 
Hence the advantage, when such different conditions are 
known to exist, in making the final tests from the cable 
end least disturbed by earth currents. 

C. R. o’ Bridge Test. — So great and frequent were 
the reversals in the earth currents that no attention 
could generally be paid to adjusting the tens” and 
'" units" on the bridge. The method adopted was 
simply to reverse both battery and galvanometer re- 
versing-keys as nearly as possible at the same moment 
(*), so that too much or too little would always come on 
the same side of the scale-zero and confusion on this 
account be avoided. | 

The electrician has merely to confine his attention to 
turning the hand-knobs of the sliding contacts of the 
hundreds and thousands, and to keeping his eve on 
the spot of light, while quickly sweeping it along the 
scale to the zero to improve the balance. 

After calling out to his assistant the approximate 
bridge reading, the electrician very quickly indeed 
switches over both of the R-J(*) reversing keys, and 
again brings the spot of light towards zero—not paying 
too much attention to a few divisions of error—and calls 
out any important change in the resistance to be re- 
corded. | | 

In this way he can obtain а series of. say, 20 
readings, the mean of which, if very quickly done, will 
give an approximately correct value. Three or four 
series are sometimes desirable. There is no doubt 4 
certain amount of reliability resulting from à large 
number of reversals. but there is greater certainty still 
in judiciously selecting any series which most closely 
agree With each other. 

It is necessary to be very quick in reversing both the 
battery and galvanometer. otherwise the bridge reading 
with one polarity max have little relation with the rc 
sistance measured with the other battery pole. 


* The Rrmer-Jones reversers—both for the battery 2 
galvanometer—are found convenient if connected up 80 in 
their handles point in the same direction; and a small fractio 
of a second suffices to switch both over for в reversal. 
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JOINT ELECTRICITY AUTHORITIES. 
London and Home Counties Inquiry. 


(Concluded from page 143.) 


On Wednesday, July 27th, Mr. TYLER continued his speech 
for the railway companies, and reiterated the willingness of 
the companies to co-operate in every way possible in the 
development of electricity supply in the Metropolitan area. 
Une important means to that end would be representation 
upon the Joint Authority. The schemes before the Commis- 
sioners, however, treated the railway companies solely as 
large consumers, but he submitted that it was clearly the 
intention of the Electric Supply Committee of the Board of 
Trade that the railway companies should have representation 
as railway companies. Matters of wayleaves, feeder routes, 
Kc., would have to be discussed by the Joint Authority, and 
the railway companies could offer valuable technical assist- 
ance. The railway companies thought that the administrative 
expenses of the Joint Authority should not be spread over 
all those represented on the Joint Authority, but only amongst 
those who would benefit in the matter of supply. Mr. ‘Lyler 
eaid the railway companies had no objection to contributing 
to the administrative expenses when they became consumers 
of the Joint Authority. 

Sir Harry HawanD said this meant the railway companies 
wished to be placed in а better position than if they erected 
their own power stations, because preliminary expenses must 
be incurred before revenue was earned. 

Mr. ‘TYLER, in concluding, asked for two railway representa- 
tives to be appointed by the Railway Association or by the 
Commissioners on the representation of the Railway Associa- 
tion. So far as the supply to railways was concerned, the 
schemes proposed 50 cycles, but he was instructed that 25 
cycles involved less difficulty for railway purposes. А 

Sir Јонх SNELL said that nobody would suggest supplying 
з railway on a system which involved a change from 50 to 
25 cycles. 

Sir HERBERT NIELD, K.C., speaking on behalf of the Surrey 
County Council, asked that counties should not be split up by 
any scheme devised. Ав the schemes stood, there was no 
immediate prospect of many parts of the county getting a 
supply of electricity. Indeed, Barnes and Kingston were the 
only two stations which it was proposed to link up in the 
first stage. On the question of representation, he urged 
direct representation for the county. Dealing with some of 
the details of the Conference scheme, Sir Herbert drew atten- 
tion to the clause giving the Joint Authority power to oppose 
Bills in Parliament. There should be no power to any 
authority now to promote Bills in Parliament or to oppose 
them without the consent of the Commissioners. Another 
matter raised was the possibility of territorial encroachinent 
by the L.C.C. into the home counties. Only quite recently 


electricity supply had been given as one of the reasons for a 


greater County of London area. Coming to the opposition 
of Hertfordshire, counsel said the case for exclusion was even 
stronger than that of Surrey, because there was an intervening 
county between London and Hertfordshire, which made the 
likelihood of Hertfordshire getting a supply from the Joint 
Authority even more remote. His general reasons for not 
wishing to be included were those already put forward for 
Surrey, and if Hertfordshire were included then there must 

direct representation. It was part of the reconstruction 
proposals of the Government, but contrast the conditions then 
with what was the position to-day. The Minister who pro- 
moted the Bill had fallen. and tue Ministry of Transport, to 
Which the administration of the Act was entrusted, would dis- 
appear very shortly. The financial conditions of the country, 
too, were a serious factor in considering large schemes of 
this kind, and for all these reasons he hoped the Commis- 
&oners would see fit to exclude Hertfordshire from) this 
scheme, Surrey would like an opportunity of putting proposals 
forward if the Commissioners desired it, as an alternative 
to being included in the larger area. 

Mr. DONALD, on behalf of the East London scheme, suin- 
med up the position. First of all there was the unfortunate 
limitation of the powers of the Commissioners to apply driv- 
Ing force to any such schemes as those put forward now. The 
real powers of the Commissioners could not be made use of at 
the present time, but were held in reserve until the various 
undertakings came to the Commissioners for extensions of 
their plant, should such undertakings not be willing to come 
under the Joint Authority. The real powers of the Commis- 
sioners were under Section 19 of the Act, which provided for 
neiglibouriug authorities giving mutual assistance. It seemed 
to him that at the present time it would be impossible to 
det up one Authority for the whole of the delimited area 
Which would meet with the approval of both companies and 
local authorities. Having brietly reviewed the past history 
of electricity Supply legislation since 1882, Mr. Donald suggested 
a the fact that the L.C.C. proposed in 1914, after only 
Д had the purchase powers over the London companies 
a 1308. to transfer them to another body, and now proposed 
к, them to a Joint Authority. had made the local 
my (ee ch somewhat distrustful of the L.C.C. The local 
ime the of London had sold energy at a lower average 
in ап the companies, and the lowest price anywhere in 
und ta was in the East of London. The local authorities’ 

ertakings were in a sounder financial position. than. those 


of the companies. "This difference in tbe financial position, 
he suggested, provided an insurmountable difficulty in forming 
& Joint Authority which could include both companies and 
local authorities. There was not a single authority which had 
expressed its willingness to join in the L.C.C. scheme. So 
far as the engineering scheme was concerned, he contended 
that no one scheme as put forward could accurately repre- 
sent the ultimate financial working of the three proposals of 
the L.C.C., the Conference, and the Nine Companies, solely 
because the difference in the values of the company under- 
takings and the local authority undertakings, as he had in- 
dicated, had not been taken into account. 


Mr. DoNaLD continued his speech on Thursday, and dealt 
with the question of subdividing the large area delimited by 
the Commissioners into smaller areas, as suggested by the 
East London scheme. He called in aid in this connection 
the evidence of Sir Alexander Kennedy, Mr. Rider, ana Mr. 
Merz, as indicating that development would take place more 
etticlently in smaller areas than that taken in the L.C.C. 
scheme. Ав regarded the advisability of building capital sta- 
tions at once or postponing them, his clients favoured the 
former course. То elect a large Central Authority to 
take over the control of the generating stations in the 
larger area after the manner proposed in the L. C. C. and 
Conference schemes, would be to eliminate the very factor 
which would lead to a supply of cheap electricity being given, 
because one of the preliminaries to any such transfer was а 
guarantee that power would be supplied to the undertakers 
at a figure not less than the present generating costs. In 
the bulk of cases where public control had failed, it was due 
to the fact that the problem was an extremely complex one. 
and too much was attempted to be done under one control. 
That was a result to be feared if the larger area was adopted 
by the Commissioners. Criticising the figures in the en- 
gineers' report, Mr. Donald suggested that credit had been 
taken for certain existing plant as regards generation, but 
nothing had been Allowed for capital charges on that plant, 
the assumption being that the loan had been paid off at the 
period to which the figures related. His contention was that 
in this event soinething should be allowed for capital charges. 
otherwise the cost of generation was inuch lower than would 
be the case in a very short time afterwards when the plant 
must fall completely out of use. At the same time, he denied 
the possibility of plant amounting to 440,000 kW, being capable 
of use to the extent shown. | 

Sir JoHN SNELL assured Mr. Donald that the Commissioners 
would very carefully consider that point. 

Mr. DoNALD, concluding his speech, urged for the delimita- 
tion of workable areas, and not a larger and theoretically 
perfect area. 

Mr. KENNEDY, for the nine companies, said that so far as 
the technical scheme was concerned, he claimed that it was 
by far the best scheme that had been put forward vet, pro- 
vided the proper administrative means were found for giving 
effect to it. He was desired to refute some of the opinions 
expressed by Mr. Merz. In particular, he denied that the 
engineers of these schemes had taken up an obstructive atti- 
tude, as Mr. Merz had suggested. or thut they had been 
controlled by their clients in the views given. The whole 
Committee of Engineers regarded these statements not only 
as a reflection on their professional skill, but almost upon their 
bona-fides, and he wished to bring that strongly to the Com- 
missioners’ notice. 

Sir JOHN SNELL said it could be taken that none of the Com- 
missioners would for a moment doubt the bona-fides of the 
Committee of Engineers. | 

Referring to the position as between the nine companies 
and the County Co., about which an announcement would 
be made later, Mr. KENNEDY said that any agreement come 
to would not abandon the Beckton site for a power station. 
It was believed that a power station would be required at 
Beckton as wel as at Barking. Again, a defect in the tech- 
nical scheme of Poplar was the proposal to erect a power 
station at Dagenham, because the transmission costs would 
be greater from there than from Beckton or Barking. So 
far as the railway load was concerned, the impression given 
ta the engineers of the schemes before the inquiry was that 
the railway companies did not intend to take a supply from a 
Joint Authority, but that attitude had been modified. His 
chents were quite willing to take into consideration the railway 
supply now. If, for instance, the Great Eastern Co. could 
say that it would want 40,000 kW in a few years’ time, the 
Charing Cross Co. would put down that amount of plant 
at Bow. Similarly, if the railway companies indicated that 
railway electrification would be put in hand within the next 
few wears involving 100,000 kW. then his engineers would 
advise the companies or the Joint Authority to erect a capital 
station at once. To do this, they would want an assurance 
that they would get the business. 

Sir JOHN SNELL said there was an essential difference be- 
tween this and the view of the County of London companies, 
which was prepared to erect a station at once primarily far 
its own area, but also for the railway load. | 

Mr. KENNEDY said the Joint Authority or tlie companies 
would not put up a station costing 42.000.000 without sume 
reasonable assurance that the railway companies would take 
supply. However, he was certain that the railway companies 
and the Joint Authority would come to an arrangement. 

Dealing with the area, Mr. Kennedy frankly said it was 
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thought by Sir Alexander Kennedy and Mr. Partridge that 
no good purpose would be served by including а large area 
outside which could not be supplied for some years. His 
clients viewed with anxiety the choice of an area which might 
place an undue burden on the Joint Authority, because pres- 
sure might be placed upon the Joint Authority to give supply 
in areas involving long transmission lines, the cost of wiuch 
would react upon the cost of the general supply. 

Discussing the constitution of the Joint Authority, Mr. 
Kennedy said he did not think the companies would object 
to representation of the County Councils outside London 
provided local authorities in the county areas did not have 
representation also. His clients thought that those who found 
the money should have the largest proportion of the repre- 
sentation. | 

At this point Mr. Kennedy broke off to make а statement 
as to an agreement come to with the County of London Co. 
He said that his clients believed that the proposed Barking 
station was for the needs of the County Co.'s statutory obliga- 
tions only. They felt it would not be proper for them in 
any way to hamper the County Co. in this matter. His 
clients agreed that the Barking proposal, as outlined, did not 
necessarily conflict with their scheme. 

Mr. Morse, for the County of London Co., said he was 
instructed to agree with this statement, and to state that his 
company was prepared to co-operate with Mr. Kennedy's 
clients 10 every possible way. 

Mr. KENNEDY then went on to deal with the suggested 
transfer of the companies’ generating stations, saying 16 was 
doubtful] whether this could be done without further Parlia- 
mentary sanction. 

Mr. Craig HEN DERSON said he was going to argue that under 
the L.C.C. scheme, further Parliamentary powers would not 
be necessary. 

Mr. KENNEDY said that under the Act of 1908, the sale could 
only take place to the L.C.C., and to the Joint Authority. 

Mr. BoorH said the Act of 1908 referred to the whole under- 
taking, but he did not believe there was anything to prevent 
а company selling its generating station to anybody who was 
authorised to buy. 

Mr. KENNEDY, dealing with the control, submitted that it 
would be ultra vires for the Commissioners to impose a control 
of the undertakings as proposed in Clause 14 of the L.C.C. 
scheme. The Act of 1919 said that no undertaking should be 
transferred without the consent of the undertaker, and Clause 
14 of the L.C.C. scheme conflicted with this. 

Coming to the terms of purchase, Mr. Kennedy challenged 
the right of the local authorities to be purchased on the same 
terms as the companies, because in the case of the local 
authorities it was merely a change of ownership from one 
public authority to another, whereas in the case of the com- 
panies they would, by transferring their generating stations 
now, be giving up something with a cash value in 1931 more 
than the price now being asked. This must have the result 
of reducing the price of electricity. As to the alternative 
method of dealing with the value of the companies' stations 
by arbitration, instead of cost less depreciation, the companies 
did not see their way to give up this option, because there 
might be cases in which the true value could be arrived at 
on the cost basis. | 

Questions by tbe Commissioners indicated that they did 
not altogether like this decision, because 16 was pointed out 
that the alternative completely threw over the main principle 
of cost less depreciation. 

Mr. KENNEDY said he would advise his clients carefully to 
consider this question. In conclusion, Mr. Kennedy claimed 
for his scheme that it was the only one for which the capital 
for the preliminary work was assured. 

Mr. Turner followed for the Conference of Local Authori- 
ties scheme. After pointing out the chief differences between 
the various schemes, he stated reasons why there should not 
be such a small area as that proposed by the East London 
scheme, nor should an important industrial area like this 
be separated from the remainder of London. On the question 
of capital stations, his own scheme was flexible in Шаба 
capital station could be erected the moment conditions were 
favourable as regarded load and conditions of finance. 

Sir JoHN Swett said that since the Conference estimates 
were prepared the cost of money and the cost of pant had 
fallen. Did these facts cause Mr. Turner's clients to persist 
in the policy of interlinking and not erecting a capital station 


at once. | | 
Mr. ТєпхЕВ said he would rather consult his clients and 


answer the point later. 

Continuing, counsel discussed Mr. Merz's evidence at some 
length, and argued that the position of London was so unique 
that past experience of what had been done elsewhere was 


no guide. 


On Fridav. Jnly 29th, Mr. Turner, continuing his speech, 
referred to the point raised by the Chairman on the previous 
evening regarding the reduction of cost of money and plant. 
He said it had always been the policy of the Conference that 
the moment plant became cheaper and the conditions gener- 
ally were more suitable, they would be willing to consider the 
erection of a capital station. That did not represent any 
change of policy on the part of the Conference. because ita 
case had been ail along that capital stations would be erected 


the moment conditions permitted. 


Continuing with his general speech, Mr. Turner criticised 


Mr. Merz's view that the dominating factor in the supply of 
electricity was the cost of coal. Ihe proportion of the total 
costs attributable to coal was 20 per cent., whereas capital 
charges represented 50 per cent., and his case was that the 
County Co.’s Barking station would have to bear higher 
capital charges than a station erected by the Joint Authority. 
On the question of railway supply, counsel took up the same 
attitude as that adopted by Mr. hennedy. 

During the course of arguments with regard to the adminis- 
tration of the scheme, Mr. LURNER said the attitude of the Con. 
ference was against acquisition of the generating stations by 
the Joint Authority until a capital station was built. Mean- 
time, there should be control of the existing stations. 

Sir JOHN SNELL said that in the event of its being found 
possible to erect & capital station at once, that would mean 
acquisition at once. ‘Lherefore, why put off dealing witn ac- 
quisition in the scheme? | 

Mr. TURNER said that some of the authorities in the scheme 
were not at present willing to part with their stations, but the 
Conference hoped that time would bring them to cbange their 
view. 

Sir JOHN SNELL asked if the 34 authorities in the Conference 
would accept an order by the Commissioners providing for 
transfer. 

Mr. TURNER thought they would, subject to an appeal to the 
Commissioners, although he could not pledge the individual 
authorities to part with their stutions on any terms. Com- 
menting on the East London scheme, Mr. Turner said the view 
of the Conference was that it would be an unwise proceeding 
to tie the hands of the Joint Authority by saying that it should 
appoint a District Committee for the East London area. From 
this Mr. Turner passed to the financial proposals, and said that 
the Conference, through its individual constituents, was willing 
to provide the £1,050,000 necessary at the commencement, on 
the security of the rates of their areas. 

The most difficult question of all was the terms upon which 
undertakings or power stations should be acquired. The 
dominating factor in this was that nothing could be done 
except by agreement. At the moment he understood that the 
terms of acquiring the Companies' undertakings were a matter 
of negotiation between the L.C.C. and the Companies, but it 
must be remembered that those terms could only apply to the 
Companies concerned with the Companies’ scheme. Moreover, 
he contended that these terms, in any case, should be fair and 
equitable, vis-a-vis the local authorities' undertakings. It had 
never been suggested that the terms of purchase of companies' 
and local authorities’ power stations should be identical, but 
the case of the local authorities was that the terms should be 
on the same basis and no less liberal. As to the terms of pur- 
chase of the Companies’ generating stations coincident 
with an extension of tenure, which latter the Executive of the 
Conference had opposed in a resolution, Mr. Turner said that a 
full meeting of the Conference had now been held reiterating 
the view that the extension of tenure should not be made a 
condition of transferring the generating stations before 1931, 
and expressing the view that the Companies would not be in- ` 
jured if they were guaranteed electricity at a price not higher 
than the Companies could generate at. Subject to this, the 
Conference did not object in principle to an extension of tenure 
of the distribution rights of the Companies on terms to be 
arranged in each case. This resolution had been passed by the 
full Conference absolutely unanimously. As to the basis to be 
taken for depreciating the plant of the Companies in tbe event 
of purchase on the basis of cost less depreciation, Mr. Turner 
said the Companies had selected the Income Tax basis, be- 
cause it was the most favourable to them, Ав showing the 
difference effected by the difference in the method of calculat- 
ing the depreciation. counsel said that on the basis of the 
L.C.C. method of depreciation, the value of the Companies 
undertakings in 1921 would be 6.72 millions sterling; on the 
local authorities basis of depreciation it would be 5.5 millions. 
but on the Companies’ basis, or the Income Tax basis, it would 
be 8.2 millions sterling. Transferring those figures to cost per 
unit, on the basis of 63 per cent. over an output of 1,000 million 
units, it would be seen that the Companies’ valuation would 
add an extra 034. per unit to what it would be under the 
L. C. C. basis, or .06d. per unit over the Conference basis, whilst 
if the local authorities’ generating stations were transferred 
ou the basis proposed Һу the Companies for their stations. 1t 
would add another .06d. per unit to the cost, or a total of .12d. 
per unit over the whole area. , 

The next point dealt with was representation on the Joint 
Authority. Mr. Turnér suggested that if the smaller autho- 
rities were willing to be represented by the Counties, then the 
Counties should have one each. He also proposed that the 
Port of London Authority should have one, the railways one, 
other larger consumers one, and labour one. That would have 
the effect of increasing the number by one and making the 
total number the same as in the L. C. C. scheme. At the same 
tjme, he hoped to convince the L.C.C. that it could do with 
a smaller repres:ntation than the three members proposed in 
the Conference scheme; indeed. he rather thought that the 
L.C.C. would achieve its real object more effectivelv if it had 
no representation at all. It would be better for a large body 
like the L.C.C. to remain outside the Joint Authority. in order 
that it could bring pressure to bear in the interests of the con- 
sumer. The Conference certainly strongly resented the pro- 
posal of the Companies that representation should be on the 
basis of financial assistance and the voting power dependen 
on {һе amount of money provided. 
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Before Mr. Henderson began his speech for the L. C. C., Sir 
JohN SNELL said it might interest the parties to know that he 
had reason to believe that the Ministry of Transport would 
reintroduce the Electricity Supply Bill (No. 2) next session, 
«nd endeavour to secure its passage. 

Mr. Свла HENDERSON then made the final speech 
of the Inquiry. Не said the area delimited by the 
Commissioners was а proper area, and the test of it 
was the attitude one took towards the power com- 
panies whose areas were adjacent to London. ‘The Klec- 
tricity Act of 1919 clearly intended that power companies 
should be included in the area of a Joint Electricity Authority, 
because the powers to supply were expressly limited in the 
areas of power companies. "l'herefore Sir James Devonshire's 
objection to being included in a Joint Authority's area was an 
objection to the Commissioners' giving effect to Clause 12 of 
the Act of 1919. Moreover, before a Joint Authority could give 
a supply in а power company's area, the consent of the power 
company must be obtained, and there was an appeal to the 
Commissioners if the power company objected. Then the 
Commissioners would have to consider the terms upon which 
the Joint Authority was offering to supply. Therefore Sir 
James Devonshire’s objection was one of principle anu not 


because of fear of competition. As to the advantage which the 


power companies would derive from the scheme, he contended 
that quite apart from receiving a supply from a capital station, 
the linking-up of the power companies’ stations would benefit 
them enormously. Increased sales must follow for the power 
companies, which should result in cheapening the supply with 
an increased demand. The two Willesden power stations were 
an integral part of the main load in London, and could not 
be left out ot any ccusideration of the problem. If, therefore, 
the parts of the power companies’ areas were taken in, the 
logical course was to take in the whole of the area, and that 
was what the Commissioners had done. He thought the Port 
of London Authority had made out a case for separate repre- 
sentation. Passing to the estimates, counsel said they had 
been prepared at a time when money was dear. Since the 
Inquiry began, the bank rate had fallen twice, and therefore 


if his estimates were too high on the old basis, it would be 


possible for a Joint Authority to go ahead at once, and more 
cheaply than a company. On the other hand, he put it that if 
the capital charges owing to the cost of money and plant were 
4) per cent. of the total, then the time had not come to erect 
capital stations. Mr. Merz could not have it both ways. When 
considering what Mr. Merz said, they must remember that he 
was an engineer, but much of his evidence was that of a com- 
mercial man out to get orders, and when а man gave evidence 
which rightly did not come within his province, they were en- 
titled to discount that evidence. It was in this category that 
he placed Mr. Merz's evidence with regard to building capital 
stations far in advance of the railway load. Mr. Merz was not 
the business manager of the County of London Co., but when 
they read the evidence before the House of Lords Committee 
dealing with the County of London Co.’s Bill a few days ago, 
Sir Harry Renwick, the managing director of the company, 
said that he would cater for the railway load if he got a con- 
tract, and that was the very thing which Mr. Merz had сгій- 
cised the L.C.C. for doing. No prudent business man would 
do otherwise. It would be the duty of the Joint Authority to 
erect capital power stations as soon as possible, but only when 
it could be shown that a saving in the cost of supply could be 
effected. The immediate erection of a capital station would 
be all to the interest of the Joint Authority, because that 
would get rid of all the difficulties of purchasing existing 
stations and give control over the whole area at once. 
effect, therefore, both the L.C.C. and the objectors were follow- 
ing the same path, but the objectors were paying less regard 
№ the financial conditions than the L. C. C. 

Sir Јонх SNELL asked whether, assuming the reduced cost of 
Plant and money made the resultant cost of energy cheaper 
than was shown in the estimate, the Jeint Authority would 
epend the extra capital compared with the amount required 
for linking-up during the past few years. 

Mr. HENDERSON said the Joint Authority would certainly go 
ahead in that case, because of the cheaper supply of energy 
Iesulting, but the extra capital expenditure would. of course, 

incurred in stages. That was the policy the L.C.C. was 
prepared to advocate. It was anxious to spend the capital as 
soon as it could be done with advantage. As some guide to the 
financial conditions to-day, counsel mentioned the issue of 
capital of the Shropshire, Worcestershire & Staffordshire Elec- 
tric Power Co. at 74 per cent., the issue price being 97, making 
the total interest 8 per cent. 

Contrasting the evidence of the L.C.C. and the County of 

ndon Company, Mr. Henderson said that the Company had 
the idea of jumping the claim in order to get a station at 

arking in advance of the general scheme. There had not 

n put forward any witness who was an executive officer of 

the Company, and no details of the Barking proposal had been 
placed before the Commissioners. 

Sir Jons SNELL mentioned that the Commissioners had laid 
the limitations оп the County Co.’s evidence. 

Mr. HENDERsON agreed, and said he regretted it, although 
he did not complain. 

Continuing, counsel urged the Commissioners not to do as 
the East London scheme asked, and split up the area or com- 
pel the Joint Authority to appoint District Committees. More- 
over, the East London scheme would perpetuate the old anta- 
Gonism between companies and local authorities which was 


dying out, and he hoped the Commissioners would be able to 
kill it for all time. 

Turning to the proposal of the Nine Companies, Mr. HENDER- 
SON said the L.C.C. was in favour of the leasing scheme, but 
he doubted whether it could be done without further statutory 
authority. Apart from this, however, there were difficulties in 
arriving at the terms of acquisition, and here the L.C.C. and 
the Nine Companies differed from Mr. Turner for the Confer- 
ence scheme. He did not know now what the wish of the 
Conference was on this matter, because the resolution passed 
by the full Conference apparently objected to the extension of 
tenure and then agreed to it in principle. The position as he 
saw it was that the London Companies had a perpetual tenure 
subject to the option of the L.C.C. to purchase at certain in- 
tervals. It was not bound to exercise that option, and there 
was nothing to prevent it entering into а bargain with the. 
Companies that the option would not be exercised for 60 years 
if the Companies would do something, viz., transfer the 
generating stations. 

Mr. SvybNEx Morse said it had frequently been pointed out 
that а body with а statutory option, such as the L.C.C. had 
here, could not, by entering into a bargain with the Companies, 
deprive its successors or the Joint Authority of the right to 
purchase. 

Mr. HENDERSON disputed the point, but said this was a 
sample of the legal difficulties that had to be overcome. Ав 
to control, if there was to be a proper scheme, there must be 
such a control as would enable the central advisers to see that 
the undertakings were run in the general interest of the whole 
area. The L.C.C. scheme provided for that control, and he 
certainly objected to any scheme where the representation on 
the Joint Authority was based on financial support. Ав to 
County Council representation, that was the original intention 
of the L.C.C., but the Statute said the undertakers should have 
representation, but if the local authority undertakers all agreed 
to representation by the County Councils, then it would con- 
siderably simplify matters. Concerning the administrative ex- 
penses, if the Commissioners thought the L.C.C. ought to con- 
tribute, that would not be a matter of difficulty. 

Sir HERBERT NIELD joined with Mr. Henderson and the other 
parties in expressing thanks to the Commissioners and the 
Institution of Electrical Engineers. 

Sir JOHN SNELL acknowledged these sentiments, and said that 
a decision would be given as soon as possible. The Commis- 
sioners hoped to deal with it without loss of time, because they 
appreciated that interests were suffering by want of knowledge 
of what was to be the line of development. In conclusion, Sir 
John referred to the use of the Institution building, and to 
the manner in which all the facilities of the Institution had 
been placed at the disposal of everyone concerned with the In- 
quiry, and expressed à wish that the thanks of the Commis- 
sioners 8hould be conveyed to the Council of the Institution. 


South- West Midlands Electricity District. 


BIRMINGHAM CORPORATION AND SHROPSHIRE, &C., Co.'s 
JOINT SCHEME. 


THE following is an abstract of a scheme for improving the 
existing organisation for the supply of electricity in certain 
parts of the Counties of Shropshire, Staffordshire, Warwick- 
shire, and Worcestershire, that has been submitted to the 
Electricity Commissioners jointly by the Birmingham Cor- 
poration (Mr. R. A. Chattock being the city electrical en- 
gineer) and the Shropshire, Worcestershire & Staffordshire 
Electric Power Co. (of which Mr. J. T. H. Legge is chief 
engineer). 

In view of the fact that 98 per cent. of the electricity at 
present generated by authorised undertakers in the district 
is generated by the Birmingham Corporation and the Shrop- 
shire, &c., Co., it is not deemed necessary to set up a Joint 
Electricity Authority. It is suggested that the orderly develop- 
ment of supply in the district. сап be dealt with more 
thoroughly and economically bv pooling the resources of the 
existing large undertakings through the medium of an Advi- 
SY Committee, the Electricity Commissioners being the final 
arbiters. 

No actual fusion of financial interests on the part of the 
undertakings is either practicable or desirable, but subject to 
this reservation, the desired end can best be attained bv 
developing and co-ordinating the existing organisations. It 
would be the duty of the Advisory Committee, among other 
‘things, to consider and to make recommendations respecting : 
(a) The development of the capital stations; (b) the construc- 
tion of main transmission lines, and (c) the manner in which 
existing power stations in the district should be dealt with. 

It is not intended that there shall be any disturbance with 
regard to the distribution of electricity in the district, except 
by agreement. In the urban districts of Rowley Regis, Stour- 
bridge, I. ve, and Wollescote, the Shropshire, &c., Co.’s rights 
are exercisable only by consent of the Midland Electric Cor- 
poration for Power Distribution, Ltd.. but the area of these 
urban districts is only 224 sq. miles, and the Shropshire, &c., 
Co. already has mains Jaid through these districts for supply- 
ing outside them, and now seeks the necessary authority to 
supply within this small portion of the provisionally deter- 
mined district, but without interfering with the 50-period 
supply which the Midland Co. is now actually giving therein. 
In consideration for this (but not otherwise) the Shropshire. 
&c., Co. is prepared to relinquish its rights to supply 1,293 
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sq. miles of the northern portion of its area of supply in the 
Ceunties of Staffordshire and Shropshire. - | 

The Worcester Corporation and the Redditch Urban District 
Council. are each affording a 50-регіоі supply within their 
respective areas, and there is no desire to vary the position 
of these authorities unless and until they are prepared to 
receive bulk supplies from the Shropshire, &c., Co. In the 
саве of Redditch, the Shropshire,. &c., Co. already possesses 
authority to supply power users and for other purposes on 
the premises of such consumer s. E 

The Kidderminster and the Halesowen Companies are con- 
trolled by and take the whole of Ше supplies in bulk from 
the Shropshire, &c., Co., and the latter, under agreement 
dated December 3lst, 1917, with the Midland Co., furnishes 
a supply to the system of tramways in the Black Country 
owned and.operated by the companies constituting the Bir- 
mingham and Midland Tramways Joint Committee. Suitable 
provision to enable the Shropshire, &c., Со. to continue this 
tramwav supply should be specified in the Order constituting 
the district. | 

The Shropshire, &c., Co. also requires protection for the 
25-period supply to the Tipton Fuse Factory of Messrs. Harper, 
Sons & Bean, Ltd., whicn supply was commenced during the 
war, under the instructions of the Ministry of Munitions. 

A modification of the district provisionally determined by 
the Eleetrieitv Commissioners * ts docienhle hv. the omission 
of the rural district of Atherstone and the parishes of Austrey, 


Newton Regis. Seckington, Shuttington, Amington, and Stony 
Delph, Bolehall and Glascote. Wilnecote, and Castle Liberty 
(all within the rural district of Tamworth) in the County of 
Warwickshire, indicated in the accompanying mep, which 
aso shows the positions of the stations and transmission 
lines. This portion of Warwickshire contains a number of 
collieries which alreadv receive an a.c. 50-period supply from 


the Leicestershire & Warwickshire Electric Power Co.. and 


or any portion of the district. The committee shall advise 
upon such matters as: The operating time-tables of the 
undertakings; the best load factor obtainable; conservation 
of fuel; proper return upon the capital moneys; the stand. 
ardisation of systems; and regularising the supply. The 
committee shall also be responsible for making recommenda- 
tions to its constituent authorities as to the expenditure of 
capital moneys on extensions, but it shall not be competent 
for the committee to incur any capital expenditure nor to 
borrow moneys for such purpose. | 

Existing undertakings shall not be transferred either in 
whole or in part to the committee. The Birmingham Corpora- 
tion and the Shropshire, &c., Co. shall be responsible for the 
capital expenditure incurred by them respectively in the areas 
defined above, and the financial arrangements as to capital 
and revenue accounts shall continue on a separate basis as 
heretofore. | | | 

The portion of the district within the County of Warwick 
may be supplied in bulk by the' Birmingham Corporation. 
The distribution of energy in the City of Birmingbam shall 
continue to be dealt with by the Birmingham Corporation, 
and that in the Borough of Sutton Coldfield by the Corpora- 
tion of Sutton Coldfield unless otherwise determined by agree- 
ment with the Birmingham Corporation. | 
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it may be well that the supply to this area should continue 
tu be served us at presént. = | 

The electricity supply in the district is to be administered 
in the following manner: The Birmingham Corporation shall 
be responsible for the electrical development of the City of 
Birmingham and that portion of the district situated in the 
County of Warwickshire, which latter shall by Order be trans- 
ferred from the area of the power supply of the Leicestershire 
and Warwickshire Electric Power Co. 

The Shropshire, &e., Co. shall be responsible for the develop- 
ment of the remainder of the district under the Shropshire, 
Worcestershire and Staffordshire Electric Power Acts, 1903 
to 1919. The South-west Midlands District Electricity Com- 
mittee shall consist of four members, two of whom shall re- 
present the Birmingham Corporation electricity supply under- 
taking and two the Shropshire, Worcestershire & Staffordshire 
Electric Power Co. One of the members to be appointed by 
the Birmingham Corporation shall be a member of the Elec- 
tricity Supply Committee, and the remaining member shall 
be the city electrical engineer of Birmingham for the time 
being. One of the members to be appointed by the Shropshire, 
&c., Co. shall be a member of the board of directors, and the 
remaining member shall be the chief electrical engineer for 
the time being of the company. Each member shall have 
one vote only on all matters. 

The duties or functions of the committee shall not be 
delegated to any other body or persons as regards the whole 
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The distribution of energy in the rural districts of Meriden. 
Solihull, and the portion of Tamworth within the district shall 
be carried out by the local authorities for those areas, or may 
(by agreement) be undertaken һу the Birmingham Corpora- 
tion. In the latter event, the energy shall be supplied by the 
Corporation to consumers in such areas at the selling prices 
fixed for like supplies from time to time for consumers 1n 
the City of Birmingham, with a reasonable adjustment to 
cover any extra costs and contingencies involved. In that 
portion of the district within the Counties of Shropshire. 
Staffordshire, and Worcestershire the existing authorised 
undertakers may take supplies in bulk by agreement as may 
be required from, or they may transfer any portion of their 
undertakings to, the Shropshire, &c., Co. | 

The Birmingham Corporation and the Shropshire. &c., Co., 
respectively, shall exercise control of the generating stations 
and main transmission lines belonging to them in their re- 
spective portions of the district, and the responsibility for 
providing further interlinking main transmission lines shall be 
dealt with by the Corporation and the Shropshire, &c., Со. 
respectively, after consultation with the committee. 

In the event of a local authority within any portion of 
the district for which the Shropshire, &c., Co. is responsible 
deciding to exercise purchase powers it may possess under 
any Act or Order, the Shropshire, &c., Co. shall supply elec- 
tricity in bulk to such local authority. Authorised distributors 
shall accept supplies of 95-period 3-phase a.c.. which shall be 
the standard system throughout the district, and those fur- 
nishing a supply within their own areas at the date on which 
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this scheme becomes operative may, continue ав generatin 
authorities in their own areas, eo long as it is consider 
economically advisable, and until they are receiving full eup- 
рез in bulk from the capital stations of the Corporation or 
of the Shropshire, &c., Co. as the case may be. 
The Birmingham Corporation and the Shropshire, &c., Co. 
have identical systems of supply which are linked together at 
the present time, and a further link of substantial capacity 
for mutual interchange of supply will be installed. The main 
underground transmission pressures in Birmingham and 
Warwickshire will be 33,000 and 11,000 volts. The pressure 
of the main underground transmission lines from Stourport 
to Halesowen will be 33,000 volts, and that of the main over- 
head transmission lines will be 66,000 volts. ‘he supply will 
be stepped down to 5,500 volts for local secondary transmis- 
sion. 
The arrangements as regards existing generating stations 
are ав follows: There shall be utilised in conjunction with 
the new capital stations, an existing temporary generating 
station situated at Nechells, and the most economical portion 
of the plant in the Summer Lane generating station, both 
of which belong to the Birmingham Corporation, also the most 
economical portion of the plant in the Smethwick station 
belonging to the Shropshire. &c. Co. As considered econo- 
mically advisable, the existing stations at Water Street and 
Chester Street, belonging to the Birmingham Corporation, will 
be closed down, also the generating station belonging to the 
Sutton Coldfield Corporation, and the uneconomical portion 
of the generating plant at the Summer Lane station of the 
Birmingham Corporation; the generating stations at Kidder- 
minster and Dudley, belonging to the Shropshire, &с.. Co., 
as well as those of the Redditch and Malvern Urban District 
Councils, and the Ludlow Electric Light Co. will also be closed 
down. All these stations will, however, continue to be used 
as sub-stations or distributing centres for the districts which 
they now serve. The existing generating stations belonging 


to the Worcester Corporation will continue to run, but the 
supply from these stations will be augmented by means of a 
bulk supply from the new capital station at Stourport when 
the load on the Worcester Corporation undertaking 1s greater 
than the present plant із capable of supplying. 

The generating and other plant belonging to the Birmingham 
Corporation and the Shropshire, &c., Co. that will not 
required will be disposed of, and the amount во realised applied 
to extinguish the loans outstanding against these assets, or 
credited to capital account, as the case may be. The balance, 
if any, will be made good from the reserve fund account of 
the undertaking concerned. The auxiliary supply, which is 
now being purchased from the private generating station of 
the Dunlop Rubber Co. by the Birmingham Corporation, will 
be discontinued. 

The following capital power stations are in course of con- 
шоп or аге {о be constructed in successive stages as 
required :— 


Te Р Plant bein Ultimate 
Birmingham Corporation— installed, kW. capacity, kW. . 
ells ... EN 85,000 110,000 
Hams Hall es a — , 
Shropshire, &c., Co.— 
Stourport 22 — 105,000 


No works under Section 18 of the Electricity (Supply) Act, 
1919, will be constructed, and there are no existing generating 
stations in the district used solely for (a) railways, (b) tram- 
ways. Negotiations have been opened with the Midland Rail- 
way Co., in connection with a supply of power for railway 
purposes. 

The Hams Hall site is an ideal one for the supply of railways 
over a large area, and a supply of 25-period a.c. is peculiarly 
suitable for railway working. The district at present contains 
approximately 390 route miles of railways, and there are about 
2,000 route miles of railways within a 50-miles radius of Bir- 
mingham. 


NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit partieulars of new or improved devices and apparatus, which will be published 
if considered of sufficient interest. 


The Adjnstalite " Pendant. 


Ап adjustable lighting pendant without visible cords and the 
usual coun 18e is made by THE Кнорезѕ FrrrINGS Co., Ілр., 
24, Upper Thames Street, E.C.4. This device, known as the 


(a) Extended. : (b) Raised. 


Figs. 1 AND 2.—Тн» '* ADJUSTALITB '"' PENDANT. 


ы diustalite " pendant, is illustrated in figs. 1 and 2. It will 
seen that when the fitting is raised from the fully extended 
Position (a), by sliding the pendant holdere over the tubular 
ved т arms of {һе fitting are raised, drawing up 
of adi р | 555 (b). In this particular example the range 


The Priory " Distribution Board. 


We have received from the PRIORY ELECTRICAL ENGINENRING 
Oo., Bath Street, Birmingham, a new distribution board (fig. 
3) which has just been placed upon the market. As will be 
seen from the illustration (fig. 4) this board is made to facilitate 
the work of wiring up. Two pieces of angle iron are fixed 
to the wall and the frame supporting the fuse unite is hinged 
to one of them. The service cables and distributors are then 
connected and the frame is swung back and held in place 
by means of screws which fit into two pillars cast on the 
other piece of angle iron. The sheet steel case is then slipped 
over and fastened by screws into the sides of the angle iron 
supports. The board is arranged for six ways with two fuses 
per way. The cables are led into the box through an in- 
sulating separator and an asbestos fillet is fitted between the 
upper and lower rows of fuses. 'The service cables are con- 
nected to æ small busbar to which one terminal of each fuse 
is clamped by a screw. The construction of the board is very 
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Fia. 3.—Tue ‘ Priory ” Fig. 4.—METHOD 
DISTRIBUTION BOARD. OF WIRING. 


substantial, and all parts are easily connected up and ав- 
sembled. 
The “ Baby Paragon" Switch and Fuse. 

In our issue of February 25th last (page 258) we described 
the ‘‘ Baby Paragon switch designed by Тнв MIDLAND 
Еілотвіс MANUFACTURING Oo., Lrp., Barford Street, Birming- 

- E 
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ham. We have now been made acquainted with a further de- 
velopment of this line, the Baby Paragon combined switch 
and fuse gear. As will be seen trom the illustration (fig. 5), 
. the fuses are arranged above the switch, which is of the type 
previously described. The fuses have a looped break of 2% in., 


Fie. 5.—TuE “ BaBv PARAGON ” SwitcH AND FUSE. 


and are designed in compliance with the Home Office regula- 
tions. This gear is made in either two or three-pole types for 
250 or 500-Ү circuits. 

A Selenium Current Regulator. 


In connection with the 5,000-amp., 6-volt motor generator 
which was installed at the National Physical Laboratory for 
the purpose of assisting in the buried cables research and 
general work,* а current regulator has been constructed 
which employs selenium cells as a means of operating the 
first relays. It will be seen from the diagram, fig. 6, that 
leads from the standard resistance used for current measure- 
ment are brought to an ordinary potentiometer circuit; the 
two selenium cells are mounted one on each side in front of 
the ground-glass galvanometer scale and are arranged во that 
when the galvanometer is out of balance, due to the current 
varying from the normal, the light spot completely illuminates 
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Fid. 6.—A SELENIUM CURRENT REGULATOR. 


the surface of the cell. The two selenium cells are arranged 
as two arms of a resistance bridge, the other two arms being 
made up by a plug-resistance box, and a sensitive moving- 
coil relay is connected across the usual galvanometer terminals 
of the bridge with а 30-volt accumulator battery to give the 
necessary pressure. The arrangement of the remainder of 
the relays which finally vary a resistance in the excitation 
circuit of the current generator is shown in the diagram. The 
selenium cells respond very quickly, and the arrangement 
1,000 amp. constant to within 


will maintain a current of, say, 
0.2 per cent. for a whole day. A far higher degree of sensi- 
obtained, since in the case under review, 


tiveness can b nat k А 
current normally varying in rapid fluctuations 


owing to the 
of as much as 8 per cent.. the galvanometer was stiffened so 
that the movement from the centre of the scale to one or ое 


of the ium cells corresponded to a change of current 
0.1 per cent. Unfortunately the resistance of the selenium 
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cells was not sufficiently constant from day to day, and they 
could not always be relied upon to remain eufficiently uniform 
for regulation to be effected without adjustment of the bridge 
arms for a longer period than 10 hours, but the method has 
such great advantages for the re ulation of large currents that 
further work is being done both by way of endeavouring to 
make selenium cells which will remain more constant and also 
of using a thermopile to be operated by the heat transmitted 
from the galvanometer mirror. The main advantages of regu- 
lation of this type are that the operating forces are extremely 
small; the drop over the shunt being only 0.1 volt, a high 
degree of sensitiveness can be obtained; and the regulator will 
deal, with the aid of suitable shunts, with currents up to 


several thousand amperes. 


CORRESPONDENCE. 

Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter сат be published 
unless we have the writers name and address in our possession, 


Self-synchronising Rotary Converters. 


Would you, or some of your readers, please supply & good 
theoretical explanation of how a gell-eynchronising rotary- 
converter brings itself into eynchronism? А recent book on 
rotary-converters seems to fail badly by skimming over this 


question very lightly. 
1,500 kW. 
July 25th, 1921. 


Battery Explosions. 
Could you through the medium of your excellent paper 
explain the following phenomenon :— 

е power-house attendant at my place of employment was 
placing a fourth cell on charge (the three previously charging 
were connected to the +ve side of the board and had receiv 
practically a full normal charge); when he connected the fourth 
cell to the — ve and then to the three cells previously charging 
there was a report like а pistol shot, and quite as loud, and 
the electrolyte in the fourth cell assumed a milky-white ap- 
pearance, and seemed to be greatly disturbed. There was 
also a disturbance in the third cell, but not to such a large 
extent as in the fourth. He attempted to reproduce the effect 
but could not, but a few weeks later the same thing occurred 
under exactly similar conditions. 


July 29th, 1921. 


Denze. 


Abnormal Meter Records. 
With further reference to the above subject. the solution 


of Mr. Kernick does not appear to be entirely correct. 
If we assume the coincidence of the readings at the end of 
February to be zero, the following would appear in the read- 


ing book for the first meter. 
Reading. Difference. 


December, 1990 ... ie 82 9947.0 — 
January, 1921 es efus MN 9982.0 35.0 
February, 191 c "m 0000.0 18.0 
March, 1 2.6 РЕ .. ` 123.0 193.0 

144.0 21.0 


April, 1921 РЕ 7 


February, 1921 0000.0 18.0 
March, 1921 m je zi 12.3 19.8 
April, 1921 DUC 14.4 9.1 


If the readings at the end of February were not zero. the 
case becomes more confusing, ав will be seen by further study. 
If the April readings were taken correctly the error wo d 
easily have been seen; if not, the April readings would nof 


be normal or give the correct consumption. Any error of thi 
d when the meter 18 


description is neutralised or discovere 
correctly read. It would be interesting to see the actual read- 
ings. 
Thomas Southgate. 
I 


pswich. 
August 1st, 1921. 


— 


Testing and Repairing Magnetos. 


With reference to Mag's letter in your last issue, 88 8 
practical magneto repairer, it surprises me to learn that any 
firm adopts the method which he mentions of removing 81р 
rings and ball races. 


The armature tests mentioned, from my point of view, are 


absolutely useless; however, to go into а technical Е 
Ww 


of these would take up much valuable space, 80 I wil a 
simply ss possible give an outline of methods practised in 
most repair shops. | 

With regard {о armature testing, this is usually done on 
a specially constructed test board; current is supp to the 
board from a battery of 4 to 8 volts, depending on the size 
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of the armature. This current flows through the primary 
winding of the armature under test and through а hammer 
раке and break, actuated by the magnetism from the arma- 
fure core; in some cases а motor-driven rotary make and break 
is used. The current in the primary circuit is interrupted in 
this manner on the test board, whereas, in the machine, it ig 
interrupted by the contact-breaker, with this difference: In 
the machine tlie current in the armature is self-induced through 
the magnets, but on the test board the current is supplied 
from a battery. It naturally follows from this that a bigh 
voltage is induced in the secondary winding while under test. 

The high voltage is collected from the вір ring, and taken 
to an adjustable spark-gap. 

A standard capacity condenser and switch are included in 
the test board connected across the make and break. With 
this test board it is possible to test the condenser, primary 
and secondary circuits, and slip ring without disconnecting 
the armature windings. 

To operate the test board, current is ewitched on the core, 
or armature; if the make and break fails to act through lack 
of magnetism in the core, it shows either an open or short 
circuit in the primary winding, though these faults are rare. 
With а dead short the safety fuse in the primary circuit will 
blow; it is usual in a case like this, that the fault will be 
found in the condenser. Taking the primary winding as 
O. K., the make and break should be vibrating steadily but 
fast, without sparking at the points. If sparking is taking 
place badly, at the points, it shows a faulty condenser, such 
a8 low capacity or punctured. In this event the test board 
condenser is switched into circuit, which will give sparkless 
make and break. 

With primary winding and condenser O.K. there should, 
if the h.p. winding and slip ring are O.K., be a continuous 
line of sparking taking place between the points of the adjust- 
able spark-gap, the distance between the points varying with 
different sizes and makes of armatures. 

Should it be found that no sparking takes place, if the 
adjustable gap is opened beyond a certain point which prac- 
tice tells it should spark at, it naturally points to a broken- 
down slip ring or h.p. winding. For example. supposing an 
armature should be capable of sparking across a 12-millimetre 
gap at 6 volta, and that no sparking occurs at а 5-millimetre 
gap, it clearly shows here that the sparking is taking place 
either in the high-pressure winding. or in the slip ring; if the 
fault is in the elip ring, it will betray itself by the smell of 
burning ebonite, otherwise the h.p. winding has broken down. 

With regard to the removal of ball races and slip rings, a 
ball race is drawn off the spindle by a special tool, of which 


there are several kinds. The tool I am writing of bas a lip 
grip, which grips down and all round the ball track of the 
race, а ecrewed bolt through the centre of the tool is screwed . 
down on the end of the spindle, drawing the race off easily 
and quite undamaged; it is then, of course, an easy matter to 
remove the slip ш: 

I quite agree with Мад” that the majority of magneto 
repair shops have no system, and I might add, no knowledge. 
if they employ the methode Mag " writes of. 

Repairer. 


August let, 1921. 


The E.P.E.A. and Dover, &с. 


With reference to the letter in this week’s issue from Wake 
Up," who seems easily amused, I think all public supply 
{еен wil be equally amused at the latter part of 

tter. 

His statement: Station operation is only routine work 
there is nothing in it," reminds me of a little episode in my 
experience of seven or eight years ago. 

The station, 3 small one, had three a.c., three-phase geners- 
tors, each of 20 kW capacity, and the machine panels on the 
switchboard were fitted with an ammeter on each phase, but 
without a wattmeter or power-factor indicator. 

The manufacturers were asked to send someone to test 
these ammeters, so they sent the engineer who had originally 
erected the switchboard and generators to superintend the job. 
This gentleman, who, like Wake Up," was bursting with 
the nothing in it knowledge of power station work, of 
course declined the offer of assistance of the charge engineer 
in changing the sets over as required, with the remark that 
he could manage that himse!f quite easily. Two of the 
machines were on load and the other one was run up to 
speed. There would be about 900 amperes on all three am- 
meters of both machines at the time when the charge engineer 
left to attend to other duties. It was not very long before 
the manufacturer's representative sent for the charge en- 
gineer, who found him in a bewildered condition; he had 
paralleled the third machine, and had now about 250 amperes 
per phase on all three machines, and was wanting to know 
where the other load had come from. The charge engineer 
soon puc him right, which, of course, any switchboard atten- 
dant could have done. 

“Wake Up" should not underrate work which he has 
apparently never undertaken. 

Nothininit. 


Coventry. 
July 30th, 1921. 


RESTRICTIVE COVENANTS. 


By a Legal Contributor. 


ALL men of business who have occasion to employ clerks 
or assistants, are well aware of the necessity of inserting 
& restrictive clause in the agreement of service. Keen 
competition makes it difficult to make and keep a con- 
nection; and the employer is often anxious to prevent 
à discharged clerk or assistant drawing off the custom 
of his late master, or entering into direct competition 
with him. 

Again, when a business is sold, the purchaser will 
naturaly want to prevent the vendor competing with 
lim. In either case, а restrictive covenant of some kind 
becomes necessary. The case of Bowler v. Lovegrove, 
Which was reported in Zhe Times a few months ago, 
renders it desirable to refer to the matter once more. 
It is necessary to point out that, as a general rule, а 
covenant which binds а man not to practise his calling 
is looked upon with suspicion. The reason is that if a 
man deliberately sells the right which all men have in 
free country to the exercise of their calling, he deprives 
the publie of the benefit of his skill and experience, while 
he abandons what may be his means of livelihood. А 
principle of law has, therefore, been evolved, having ita 
origin 1n the famous case of Mitchell v. Reynolds, which 
Was decided in 1712, that contracts in restraint of trade 
are void, and must not be enforced by the Courts. If 
an electrica] engineer at the present day were to enter 
into a bond which prevented him from carrying on his 
business anywhere for the rest of his natural life, no 
court of Justice would enforce its due performance. 
5 contracts in total restraint of trade are 
is li » aa become а well settled rule that if restriction 
the = d as to area, and there is consideration“ for 

argain, the goodwill of a business may be made the 
proper subject matter of a contract. And so the well- 


known ''bond"' into which the vendor of a business 
enters is recognised in, and will always be enforced and 
respected by a court of justice. Were it otherwise, the 
sale of & connection would be rendered impossible, as 
nothing could operate to prevent the vendor from inter- 
fering with the practice which he himself had disposed 
of for а substantial sum of money. Similarly, unless an 
assistant or servant could be put under restriction, em- 
ployment anywhere would be dangerous on any terms. 
Such is the bare outline of & branch of law which is 
surrounded with many technicalities. Into these it is 
not our purpose to inquire at any length, but there are 
а few points which demand further elucidation. It 
has been pointed out that the restriction must be limited 
as to area. It would be wholly unreasonable, for in- 
stance, to prevent an assistant from exercising his 
calling anywhere in the British Isles. Many cases have 
arisen in the Courts as to what is a reasonable limit. 
In Horner v. Graves (7 Bing. 735) it was held to be 
unreasonable to restrict a dentist from practising any- 
where within 200 miles from York. On the other hand, 
to borrow an instance from the legal profession, а cove- 
nant preventing a solicitor from practising as such any- 
where in England for 20 years has been held to be 
reasonable and capable of enforcement (Whittaker v. 
Howe, 3 Bras. 383). It follows, therefore, that in mark- 
ing the border line, the Court will be influenced in а 
large measure by the nature of the business. The avail- 
able means of communication are also important. By 
means of railways, telephones, &c., & practice can be 
extended over & much wider area at the present day than 
would have been possible at the close of the last century. 
That. the Court is willing to enlarge the boundary in 
eertain cases, evon to the confines of the habitable globe, 
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was clearly demonstrated in 1896, when world-wide re- 
striction was placed upon the manufacture of a par- 
ticular class of guns and armament. Although this case 
could never have any direct application to the electrical 
profession, yet it serves to show the elastic nature of 
rules by which the Court is governed in these matters. 
With regard to time, there does not appear to be any 
restriction, Nevertheless, if a man binds himself not 
to practise for a limited period, the area of restriction 
may receive a slight extension. The rule by which the 
boundary should be determined was thus expressed in 
the case of Horner v. Graves, to which allusion has 
already been made:— 

‘ The restraint must be only such as to afford a fair 
protection to the interests of the party in favour of 
whom it is given, and not so large as to interfere with 
the interests of the public." 

. The consideration—another essential feature of these 
contracts—is the next matter which deserves attention. 
And upon this point, so long as the Court is satisfied 
that there is a consideration which is not merely colour- 
able, the contract will be enforced. The adequacy of the 
consideration is left entirely to the parties themselves. 
Instances could be cited without number to show what 
has been held as a reasonable consideration. In the case 
of Sainter v. Fergusson (7 C.B. 716) the engagement of 
the defendant as assistant was held to be sufficient con- 
sideration for an undertaking on his part not to prac- 
tise within a radius of seven miles after the termination 
of his employment. 

Having made an attempt to indicate the features 
which are essential to contracts in restraint of trade. 
we now propose to consider what constitutes a breach of 
such contract. In most contracts the covenant is in the 
following form: The vendor undertakes that he will 
not at any time hereafter, directly or indirectly, and 
either alone or in partnership with or as assistant to 
any other person or persons, carry on the profession or 
business of, &c., within a certain area.’’ A further 
elause prohibiting practice ''in open competition "' 
sometimes finds its way into the deed. l 

The question naturally arises, What constitutes prac- 
tising? Most men—or their consciences—will be able to 
answer this question without difficulty, but doubtful 
points arise from time to time. In the case of Palmer 
v. Mallett (36 Ch. D.411) it was decided that a person 
acting only as в salaried assistant was carrying on the 
profession of a surgeon, and that to do so was a breach 
of the covenant. In that case Lord Justice Cotton said: 
'" Carrying on а trade implies, to my mind, that the 
person engaged in it is engaged in it qua trade—that is 
to say, as а trade producing profit or loss which is to 
be shared by him; and that is not the case if he is merely 
a salaried assistant. . . . І cannot come to the con- 
elusion that & man is less carrying on the profession of 
a surgeon because he is doing во as assistant to someone 
else. Profession is different from trade, and it is 
much more emphatic, to my mind, than if ' business ’ 
alone were here. When, as here, the words ‘carrying 
on the business or profession of a surgeon’ are merely 
used to denote what is done by а man acting as а sur- 
geon, а man, in my opinion, acts as surgeon none the 
less because he is not the principal or engaged in the 
business аз а partner, but is merely carrying it on as 
an assistant.“ 

It will be observed that the case just referred io in- 
volved the discussion of a covenant in force between 
the vendor and purchaser of a business. The Courts 
will construe such a covenant less favourably to the 
person bound than а covenant which prevents a servant 
from competing with his former master. At the same 
time, even in the case of а servant & covenant will be 
enforced if not unduly harsh. 

. An example of the class of case which often comes 
before the Courts is to be found in Herbert Morris v. 
Saxelby (1916), (1 A.C. 688). In that case the plain- 
tiffs were engaged in the manufacture of very special 
forms of machinery, including pulley-blocks, runways, 
and travelling cranes. Their business was a leading 


one in the United Kingdom in this class of machinery, 
and extended over a large part of the United Kingdom, 
In March, 1911, the defendant entered into an agree. 
ment under which his salary was £3 17s. 6d. в week, 
and his engagement for two years certain. Ву Clause 
7 of the agreement he covenanted with the plaintiffs 
that he would not:— 

At any time during а period of seven years from the 
date of his ceasing to bé employed by the company, 
whether under this agreement or otherwise howsoever, 
either in the United Kingdom of Great Britain or (sic) 
Ireland, carry on, either as principal, agent, servant, 
or otherwise, alone or jointly, or in connection with 
any other person, firm or company, or be concerned or 
assist, directly or indirectly, whether for reward or 
otherwise, in the sale or manufacture of pulley-blocks, 
hand overhead runways, electric overhead runways, 
hand overhead travelling cranes, or any part thereof, 
or be concerned or assist as aforesaid in any business 
connected with such sale or manufacture. 

On leaving the plaintiffs’ employment, the defendant 
at once went into the employment of the French agents 
of the plaintiffs, but in March, 1914, he entered the 
service of Vaughan & Son, Ltd., Manchester, who were 
the principal competitors of the plaintiffs in the manu- 
facture of some of the articles mentioned in the above 
Clause 7. Thereupon the plaintiffs brought these pro- 
ceedings, claiming an injunction against the defendant 
substantially in the terms of tnis clause. 

In these circumstances, Mr. Justice Sargant held that 
while the covenant was not unreasonable from the plain- 
tiffs’ point of view inasmuch as it was necessary for the 
purposes of their business, it would be wrong to enforce 
it against the defendant, as it would deprive him and 
the public of the benefit of the skill and experience 
which he had acquired while in the plaintiffs’ employ- 
ment, and prevent him using his knowledge. By a 
majority the Court of Appeal upheld this decision. The 
Master of the Rolls pointed out that restrictive cove- 
nants are usual in three cases: (i) Where a trade secret 
requires protection ; (ii) where the goodwill of а business 
is sold; (iii) where the liberty of a former employé 
is to be restricted. While they must be construed very 
strictly in (i) and possibly also in (ii), a greater free- 
dom is to be exercised in (iii). In applying the older 
decisions to the facta of the case, the Court was animated 
by the desire to prevent the defendant being deprived 
of the advantage of all his previously-acquired know- 
ledge, and to relieve him from having to start the world 
afresh. The case emphasises the importance of consult- 
ing a lawyer before any document containing a restric- 
tive covenant is signed. 

A recent case on the subject (Attwood v. Lamont, 
1920, 3 K.B. 571) which was reported in the December 
number of the Law Reports, is interesting as showing 
that the Court may declare a covenant void because 
it will prevent competition. In that case the plaintif 
carried on business at Kidderminster as а draper, tailor. 
and general outfitter. Ву a contract of. employment 
of the defendant by the plaintiff, as an assistant in his 
business at an annual salary and commission in the 
tailoring department, the plaintiff declared that he was 
willing to employ the defendant upon his entering into 
the agreement not to trade in opposition to him. The 
defendant agreed that he would not at any time there- 
after ''either on his own account or on that of any 
wife of his or in partnership with or as assistant, ser- 
vant, or agent to any other person, persons, or company 
carry оп or be in any way direotly or indirectly con- 
cerned in any of the following trades or businesses; thst 
is to say, the trade or business of а tailor, dressmaker, 
general draper, milljner,” hatter, haberdasher, gentle 
men's, ladies', or children's outfitter, at any place with- 
in a radius of ten miles of Kidderminster." The defen- 
dant subsequently set up business as а tailor at Wor- 
cester, outside the ten miles’ limit, but obtained an 
executed tailoring orders in Kidderminster. ө 
Divisional Court held that the covenant was wider than 
was reasonably necessary for the protection of the 
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plaintiff's business, but that it was severable by striking 
out the enumerated trades except that of a tailor and 
limiting its operation to the trade or business of a tailor, 
and granted an injunction restricted to the tailoring 
trade. The Court of Appeal, however, held that the 
eovenant being а single covenant for the protection of 
the plaintiff's entire business and not several covenants 
for the protection of his several businesses could not be 
severed, and that even if the covenant could be severed 
by confining it to the tailoring business, it would still 
be void as being in restraint of competition. 

The following points m&y now be taken to be estab- 
lished :— 

l. It is the covenantee who has to show that the re- 
straint sought to be imposed upon the covenantor goes 
no further than is reasonable for the protection of his 
business. 

2. The restraint must be not only in the interests of 
the covenantee but in the interests of both the contract- 
ing parties. 

3. An employer is not entitled by a covenant taken 
from his employé to protect himself after the employ- 
ment has ceased against his former servant’s competi- 
tion, although a purchaser of goodwill is entitled to 
protect himself against such competition on the part of 
hie vendor. 

4. Previously accepted rules as to the doctrine of 
severance require careful application if not entire re- 
consideration. | 

In Bowler v. Lovegrove, the case referred to at the 
beginning of this article, we see a remarkable ap- 
plication of this principle. There a young man 
agreed to act as clerk at a salary of £3 a week to 
auctioneers and estate agents. He bound himself for 
the term of one year after his employment ceased not 
to enter into or carry on the business of auctioneer or 
estate agent, or to act as clerk, &c., in Portsmouth and 
Gosport. Having left the employment he set up on his 
own account. The judge having found as a fact that 
the clause was put in solely for the purpose of prevent- 
ing competition, he came to the conclusion that it could 
not be enforced. | 


REVIEWS. 

The Engineer's Year-Book, 1921. Compiled and edited by Н.В. 
ЕМРЕ, M. Inst. C. E., M. I. Mech. E., M. I. E. E., and W. 
HANNEFOKD pMITH. Pp. 2,014; ngs. 2.250. London: 
Crosby Lockwood & Son. Frice 808. net. [ 


First published in 1884, Kempe's Year-Book at once took 
Ше lead ав toe most complete aud comprenensive Work Ol 115% 
kind шеп obiwinabie by engineers, an euvlable position Wwrülcu 
A nas ever since maintaineu. Now in its twenty-eiguth edition 
and extending to some 2.000 pages, this сошрецшиш ol ап 
шаў is most modern in civi, mechanical, electrical, gas. 
wanne, mining, and metaliurgical engineering places belore 
We reader а veritable encyciopadia ot up-to-date engineering 
pracuce. Put unlike otber encyciop#dias, ћешре'в 1з revised 
annually, all obsolete matter undergoing а drastic process of 
excision, and though many of the startung engineering novel- 
ues of the war period were not too well boomed, few of 
Wem appear to have escaped inclusion in its pages. And thus’ 
we nnd ш this singie volume probably more recent information 
appertaining to well-nigh every phase of engineering than 18 
10 be found in any other book in the English language. 

Following a succinct " Summary of Engineering Progress 
uring 190.“ the main part of the work 18 divided into 43 
sections, each section forming a practically complete treatise, 
contributed by one or more experts on its particular eubject. 

these sections are interspersed miscellaneous data and 
numerous descriptions of typical mechanisms and appliances, 
a notable feature being the advantage which has been taken 
of the permission given by the leading engineering Institutions 
to reproduce data and information from papers included in 
their recent Transactions. Section ХШ, which treats of 

Electric Traction," and that part of Section XXXVII which 
deals with “ Electric Welding," have been thoroughly revised 
by Mr. A. H. Allen and Mr. T. T. Heaton. and will probably 
prove most serviceable for consultation purposes to our readers. 
Dternal-combustion engines have received careful considera- 
tion at the hands of Mr. С. A. Burls and Mr. A. Vincent 

larke, while the present position regarding '' Steam Engines 
and Boilers and ^ Boiler Plants has been dealt with at 

by Messrs. Wm. Н. Booth and D. Brownlie respectively. 


The ever-growing part taken by electricity in mining operations 
is touched upon by Prof. Henry Louis in bis absorbing exposi- 
tion of Mining in Section XXXVI. Other informative 
sections coming within the scope of our readers’ possible re- 
quirements are those on Steam Engineering," by Mr. Frank 
Foster; Steam Turbines,” by Mr. Н. L. Guy; and The 
Development of Water Power,” by Mr. A. Surveyer. 

As regards binding, paper. printing, and illustrations, the 
book leaves nothing to be desired, but the index to contents 18 
inadequate for present-day high-speed requirements. It is not 
sufficient to say that Section XXIX commences on page 1339. 
The section extends to 244 pages, and is divided into six parta. 
each one of which calls for separate pagination. Nor can we 
find in the index, in which much cross-referencing still remains 
to be done, any mention of the names of many of the authors 
whose contributions appear in the book. For instance, in the 
List of Associate-Editors and Contributors we see that 
Mr. J. Н. Horobin has dealt with Steam and Power Plants.“ 
but the author's name is not indexed. We would also suggest 
that having now reached nearly five times its original 
size, the volume has become too ''podgy to handle conve- 
niently, and in future editions an increase in the size rather 
than in the number of pages should be aimed at. 


Domestic Fuel Consumption. By Prof. А. Н. Barker, B.A.. 
Sc. Pp. x+159; figs. 26. London: Constable & Co., 
Ltd. Price 14s. net. 

The work of Prof. Barker on heating and ventilation is well 
known; his independent attitude as a scientific investigator 
renders this latest contribution most welcome and valuable, 
particularly at a time when engineers are awakening to the 
possibilities of the domestic field and the promise of work 
valuable to themselves, their clients, and the State, so soon 
as the householder can be made to realise the place of science 
in the organisation of the home. 

Prof. Barker’s book should be read and kept for handy 
reference by all interested in the electrical industry; to the 
consumer's engineer and the contractor it will prove most 
useful, not the less so because the arguments are expressed 
in language and in similes suitable for passing on to the 
layman. 

[he early part of the work is devoted to a general. study 
of the laws of heat, and an attempt is made to enable the 
reader to visualise its behaviour, and particularly the idea 
of heat quantity as apart from temperature; in later chapters. 
when discussing the design of cookery appliances, the writer 
also shows very clearly the importance of conditions which 
affect the rate of heat transmission as between the source, 
the utensil, and the food being cooked—exhibiting the quite 
subsidiary importance of mere temperature measurements in 
this connection, and во revealing important considerations in 
the design of ovens, &c. 

The possession on the part of the householder of any clear 
ideas on the heat content of familiar quantities of fuel, heated 
water, food, &c., is rare, whilst the notions associated with 
waste of calorific value in using fire and gas are generally 
most vague, and may be stimulated considerably by the 


: p references to the B.th.u.'s contained in а cup of 


ot tes, and his explanations of the manner in which the 
heat is continually *' soaking out of hot bodies and into 
their colder surroundings. 

The reviewer has found by experience the value of these 
simple expedients for popularising theory, and avoiding the 
sort of mental paralysis which seems to trouble even educated 
people when presented with the simplest engineering state- 
ments in ecientific form ; for example, the exhibition of weighed 
heaps of coal equivalent to the energy production required for 
keeping an electric lamp alight for an hour is quite an excel- 
lent way of countering the questioner who wants to know 
why electricity should be so dear as it all goes back to the 
works again.“ . 

However, the author's attempt to write in в popular vein 
sometimes leads him to slip below the proper minimum of 
sclentific statement, as when he ends his frequent praises of 
electricity by deploring its costliness, declaring, for example, 
that it should never be used for heating at rates higher than 
ld. per unit, and making similar statements which, although 
perhaps revealing his meaning to engineering readers, have 
no intrinsic value unaccompanied by the comparative rates 
for gas and other fuels. Such generalisations are apt to con- 
fuse а reading public which may be paying to-day anything 
from seven-eighths of a penny to 4d. per unit for electricity 
against 2s. 6d. to 10s. 6d. per 1.000 cubic feet for gas; the dear 
gas sometimes being associated with the cheap electricity 
and vice versa. 

Rather pessimistic references are made to the prospect of 
educating owners and servants in the proper use of well- 
designed and economical apparatus, as also to the apathy of 
property owners in relation to house equipment, and the 
possibility of getting higher rent for outfits which offer the 
tenant a tangible economy in daily use. The increasing num- 
ber of owner occupiers, and the need for reducing expenditure 
wil certainly lead to a much higher standard of skill and 
care in home work in the next few years; the passing of cheap 
coal and cheap domestic help is not entirely а disadvantage. 

The author appears to think that hire of heating and cook- 
ing apparatus, whilst good at first, may prove a disadvantage 
later, as more efficient forms are produced, and hiring under- 
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tekers may not be tempted to change the older types for fear 
of losing revenue. 

Both gas and electricity suppliers have got beyond that 
crude stage of development, and realise that their users must 
have the best if the business is to continue extending, more- 
over the keen competition for the supply of heat which will 
be a feature of the future, will keep both industries keyed 
up to providing the latest means for using the energy wnich 
they desire to sell. 

It would appear from internal evidence as if much of this 
work had been prepared during the war, not, however, a dis- 
advantage so long as the miners elect to give us a reminder 
of those evil days at frequent intervals. The figures on page 
18 concerning the values of gas rather remind us of the classifi- 
cation of eggs into new-laid, fresh, and mere eggs; the writer 
i8 perhaps unduly hard on the gas people, as he does not 
fully explain that in lowering calorific value and selling on & 
heat basis, they hope to get & higher percentage return from 
the coal, in which advantage presumably the user would share 
воопег or later. 

Writers of books of this.class on gas and electricity can 
seldom resist the temptation to show how meters should be 
read, and how they can be used to check the consumption in 
appliances, or even how appliances can be made to check 
the accuracy of the meters; this is always а dangerous sort 
of instruction to give owing to the variations in pressure and 
quality and the inaccuracies in the making or adjustment of 
consuming devices; however, the average householder is more 
interested in the amount of his quarterly bill, and generally 
satisfied that meters are about as reliable as the clocks, scales, 
and pint pots by which most of his many transactions are 
regulated. 

Some figures are given to enable the cost of using electrical 
apparatus to be computed, and the rather happy expression 
“ little unit” is employed to denote the watt-hour, but a 
little sum on page 33, in which a weekly bill is made up of 
two-thirds ed and one-third kettle consumption, all at 
8d. а unit, hardly represents average practice; whilst the 
writer's recommendation for obtaining a dim light by under- 
running lamps, and his comparisons of the cost of gas and 
electric lighting, show some neglect of the light/energy char- 
acteristics of the incandescent filament and of the results 
achieved with, and at their best only possible to, the com- 
binations of reflector and light source which the electric light- 
ing expert now gives us. 

However, the author has nothing but praise for electric 
lighting, although he thinks most people take whatever they 

find installed; that is not so, they make considerable efforts 
to get the more modern light, even paying heavy prices 
for fitting it into houses which do not belong to them. 
and find in the end that their money has been well invested 
on account of the incidental savings and conveniences. 

The chapters devoted to cooking and room heating are of 
great interest and value, and should be read with care by 
all electrical engineers; they put the problems in a clear light, 
and show how carefully statements on appliance efficiency 


should be received. 


The author thinks it difficult to get the best resulta with 
modern appliances, because the owners or their servants 
do not know enough; the real trouble is that they know too 
much, and unlearn with difficulty—for generations it has been 
customary to regard the heat of а fire as one does the heat of 
the sun or the flow of a stream, something from which to 
snatch a certain value, but to regulate hardly at all. Even the 
household fuel bill is looked upon rather as а form of rent, 
wealth permitting the luxury of waste and poverty meaning 
deprivation; but the last idea of all has been to get better 
value out of the expenditure or to spend more on permanent 
equipment in order to reduce the running cost of fuel. 

If this interesting work leads to a closer study of heat 
energy and its detailed use, and helps the layman to a clearer 


understanding of the value of fuels, whether crude or in the 
progressively higher forms of gas and electricity, 1 мр 5 


served a most useful purpose. 


Electrification of Railways. Ву Н. F. TRE WIN, MA. 
Pp. vi 78; 13 illustrations. London: Sir I. Pitman & 
Sons. Price 28. 6d. net. 

In the space at his disposal the author has only been able 
to sketch in the groundwork of his subject with a wide 
brush, detailed consideration being left to the more pre- 
tentious text-books. Stress has been laid on the commercial 
rather than the technical aspects of the question, since the 
former constitute the true test of all enyineering propositions. 

This little book should be of service, owing to the fact 
that it deals with those basic principles which are apt to be 
obscured by masses of technical detail. 

Some of the questions discussed are of a highly contro- 
versial nature, as, for example, the relative merits of 
alternating and direct current for traction purposes, but the 
author has evidently striven to be quite impartial in his 
statement of advantages and disadvantages. 

To illustrate the remarks on the importance of the load- 
factor, a typical load-curve for a tramway station, with 
its heavy morning and evening peaks, is given. It would 
have been interesting to compare this curve with that for 
а power station of a main-line railway. 16 would appear 
that the latter should have a much more uniform load, 
especially if goods traffic is handled electrically, since this 
would be dealt with as far as possible during the slack 
hours for passenger traffic. 

A comparison is made between the costs of operation of 
steam and electric traction, from which it is deduced that 
with electric working, goods traffic is likely to be more 
profitable than passenger traffic. The results arrived at 
would be more valuable if fuller information were given 
as to the components of the costs on which they were based. 

The book is simply and clearly written, and very little 
technical knowledge is required to understand the text, 
so that it should prove valuable to all who wish to gain an 
insight into the nature of the problems to be considered in 
connection with the electrification of railways. 


BUSINESS. NOTES. 


Bankruptcy Proceedings.—R. P. Barer and F. О. STUBBS, 
electrical engineers (trading as The Sheffield Electric Construc- 
fion Co.), 124, Pond Street, Sheffield. The following are 


creditors :— 

£ e 
Edison & Swan Electric Co. . 133 Morton, Wm. A "T . 81 
British Thomson-Houston Co. ... 56 Bairds, Ltd. Б: n .. 14 
Hallamshire Electric Co. ... .. 90 Parnall ay TA sis æ.. Ad 
Dunford &. Elliott, Ltd. .. 35 Сгіћп, Ernest, & Co. t vx 13 
Siemens Bros. oa "Pg .. 00 Metropolitan-Vickers Co. .. 11 
Smith, Н. W., & Co., Ltd. . 90 Oliver Typewriter Co. we .. 10 
General Electric Co. iva 20 


. JosEPH Francis Lyons, electrical engineer, 27, Palmerston 
Street, Front Street, Consett, Durham. The following are 


creditors :— 
4 ё 
Anderson s. ^U asd Am .. 15 Express Electrical Co. ... . 10 
Bridgewater ..  ..  ..  ..200 Electric Lamp Mfg. & Supplies 
British Electrica! Mfg. Co. .. 18 Со. .. E $e #55 Qu 
British Thomson-Houston Co. ... 27 Dum Brill Plant Co. kd . 130 
Callender's Cable & Construction Davidson, J. W., & Sons ... . 45 
Co., Ltd. e vis . . 23 Crabtree, J. R., & co. e dd 
Cleveland and Durham Electric Foster, К. C., & Со, " .. 20 
Co. еЗ n AN .. 10 Foxall .. ЖР aa а .. 70 
Consett Guardian m vee 23 General Electric Co. ... 108 
Fletcher Dros. T ids .. 14 Gladson & Co. m a .. 97 
Gibson, W. R. & R. ..... 17 Metallic Electric Engineering Co. 128 
Hudson's Electrical Eng. Co. ... 37 Railway Passengers’ Assurance 
Jackson Electric Stove Co. . 16 Co. эзе “+ ae 
Siemens Bros. 37 Tyne Printing Works, Ltd. „ 18 


Wardle Engineering Co., Ltd. ... 15 2 Electric Lamp & Supplies Co. 21 
Falk, Stadelmann & Co. 28 

I. J. Hopson and B. H. Newman, electrical engineers, 
Exeter.— Trustee, Mr. A. H. Ward, O. R., 9, Bedford Circus, 
Exeter; released, May 25th. 

Re ROBERT CHARLES JONES, lately carrying on business as 
Elect.-Ma. Engineering Co., 10, Caledonia Street, King's 
Cross, М. А sitting of the London Bankruptcy Court 
was held on July 29th before Mr. Registrar Francke 
for the publie examination of this debtor, who failed 


private address. In October, 1919, he was joine 


last March with liabilities £938 (unsecured £838), and 
assets, cash at bankers, £6 188. 8d.’’ Questioned by Mr. 
Е. T. Garton, official receiver, the debtor stated that having 
acted as @ canvasser for the electrical trade till 1908, he com- 
menced business on his own account as an electrical con- 
tractor at 27, Cursitor Street, Chancery Lane, W.C., under 
the style of The Globe Electrical Co., which he carried on 
till 1910, when he closed it and obtained employment in the 
same trade. In September, 1917, he again commenced busi- 
ness on his own account as an electrical engineer and power 
expert, under the style of '' Elect-Ma," and later under the 
style of Charles R. Jones," working principall ides 115 
ув Mr. 
Tanner, who agreed to find 4200 on consideration of an 
equal share of the profits; they took premises at 10, Caledonis 
Street, and in June, 1920, in order to commence business 88 
wholesale dealers in electrical accessories, witness advertised 
for & partner, with the result that a Mr. Midgley joined them. 
on terms that he provided £900 as а premium and a further 
£200 for a one-sixth share of the net profits, the balance to 
be divided equally between witness and Mr. Tanner. The 
business was carried on in that way until last January, when 
the landlord obtained possession of the premises, and witness 
then continued it alone from his private address up to the 
date of the receiving order. He attributed his insolvency to 
insufficient working capital and heavy expenses of manage- 
ment. The sitting was adjourned till August 9th, further 
accounts being required by the Official Receiver. 


company Liquidations.— Tun Srorns ELEcTROPHONE СО. 
(1914), Ілр., 8, St. Martin's Place, Trafalgar Square, W.C.— 
At the offices of the Board of Trade, Carey Street, W.C., on 
July 26th, the statutory meetings of creditors and contribu- 
tories were held. The statement of affairs showed, as regards 
creditors, ranking liabilities of £3,971 and net assets £3,786, 
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thus showing s deficiency of £185. As regards contributories, 
the paid up capital of the company was £5,000, to which has 
to be added the above deficiency of £185, making the total 
deficiency £5,185. Mr. Geo. Digby Pepys, Official Receiver, 
presided, and reported that the winding-up order was made on 
March 12th upon the petition of a creditor. The company was 
incorporated on June 6th, 1914, as the Stols Electrophone Co. 
(1914), Ltd., with à nominal capital of £5,000, to adopt an 
agreement dated May, 1914, made between the Stols Electro- 
phone Co. (1913), Ltd.. and one Robert A. Buddison on behalf 
of the 1914 company. The business consisted of the sale of 
electrophones, devices and instruments to improve the hearing. 
The instruments were at first purchased from America, and 
latterly the company manufactured its own instruments. The 
company's factory was at Shepherd's Bush, and branch busi- 
nesses had also been carried on at Glasgow, Nottingham, Man- 
chester, Liverpool and Bradford. On March Brad, 1916, the 
name of the company was changed to the Stols Electrophone 
Co. (1914), Ltd. A large amount had been expended on adver- 
tising; the total sum trom incorporation amounted to £9,000. 
In February, 1921, a debenture for £5,000 was issued, which 
would have to be inquired into. A Receiver for the debenture 
holder was continuing the business, and according to his ac- 
count, he had made а small profit. Ihe result of the company's 
trading was as follows: —1915, a net loss of £63; 1916, a net 
loss of £197; 1917, & net loss of £611; 1918, a net loss of £803; 
1919, a net profit of 4505; and 1929, a net profit of £550. At 
the creditors’ meeting a resolution was carried that the liquida- 
tion should remain in the Official Receiver’s hands, and this 
resolution was endorsed at the shareholders' meeting. 
ELECTRICAL MAINTENANCE CO. (LIVERPOOL), Lrp., London 
Road, Liverpool, electrical engineers and factors.—The creditors 
of the above were called together recently at the offices of 
Mesars. McAusland, Airey & Page, 8, Victoria Street, Liver- 
pool. Mr. John Airey, the liquidator, submitted a statement of 
affairs, which showed liabilities of £4,423, of which £4,348 was 
due to unsecured creditors. There were fully secured creditors 
for £350, holding securities valued at £424, or an apparent eur- 
plus of £74. The assets were estimated to realise 41, 740, from 
which had to be deducted £79 for preferential claims, leaving 
net assets of £1,661, or a deficiency as regarded the unsecured 
creditors of 22,761. It was stated that the fully secured creditor 
was the liquidator, in connection with the money advanced for 
which he held stock as security. The bank was guaranteed 
to the extent of £1,400. The partly secured creditors were two 
of the directors, and their claims arose in respect of cash ad- 
vanced. The company was registered in December, 1919, with 
a nominal capital of £2,000, divided into shares of the face 
value of £l each. The issued capital amounted to £1,400, of 
which £700 was issued as fully paid, and the balance for cash. 
The accounts to April, 1990, showed a small loss. The accounts 
since that date had not been audited, but it was believed that 
there had been a loss on the trading of about £1,600 or £1,700. 
The present position was attributed to heavy buying, and hav- 
ing to sell at a loss. An execution was levied, while at the 
date of the liquidation two creditors for £300 were in posses- 
mon and had to be paid out. After discussing the position, 
the creditors passed a resolution confirming the voluntary 
liquidation of the company, while an informal committee was 
appointed, consisting of the representatives of the Colson 
Co., Oldham; Oriental and General Trading Co., Ltd., Liver- 
pool ; and Mr. Parkin 8. Booth. The following are creditors т 
2 


Assoclated Electric Traders . 25 General Engineering Co. .. 75 
Blundell & Curphy ... - .. 28 Harnes, W., & Со. ia e. 76 
Blackwell, R. W., & Co. ... . 125 Metallic Engineering Co. ... „„ @7 
Collier, John, Liverpool, Ltd. ... 18 North Western Motor Co. .. 18 
BT.T. Lamp & Accessories .. 15 Oriental & General Trading Co. 128 
Colson COO. ive esi .. 947 Poore, С. & J., Ltd. se .. 16 
Concordia Electric Wire Co. ... 18 Oriam Electric Co. „ 45 
nw. Radiant Heat Co. 42 Sharpe & Killitt . . 40 
Dodd, .F., & Со. Ltd. .. 103 Smithwork Lighting Co. ... .. 13 
Dainty Modern Machine Co. . 10 Gremens Bros., LI. . .. 99 
De la Rue, Thomae, Ltd. .. 256 Solar Electric Co.. 10 
English Electric Co. xis .. 11 Siluminite Insulator Co. ... .. 90 
ES. Supplies, Ltd. 2. wee 13 Taylor, .. . 96 
Electric Heating Co. ius .. 81 Hayes & Co. P тез . . 26 
Fuller's United Electric Works ... 109 Hycromet Manufacturing Co. ... 40 


Re Bower & TAYLOR, LTD., electrical, &c., engineers, 7 and 
8, Great Winchester Street, E.C.—Under a compulsory wind- 
ing-up order made against this company last December upon 
& creditor's petition, accounts have been lodged showing 
liabilities £1,899, assets valued at £822, and a deficiency of 
21.080, аз regards contributories. Mr. Н. E. Burgess, 
Official Receiver and Liquidator, reports that the com- 
pany was incorporated as а private company in April, 

0, with a nominal capital of £5,000 in £1 shares, 
and was promoted by Mr. A. Bower for the pur- 
pose of acquiring the business of automobile and elec- 
trical engineers carried on by him under the style of Motor 
and Electrical Industries. The only capital issued was £3 
К the subscribers to the memorandum of association. Mr. 
Bower states that Mr. Charles Lawrence Taylor joined him 
in February, 1920, as manager at а salary of £8 a week and 
one-third of the profits, and to ensure his interests it was 
sh that a company should be formed te acquire the good- 
M 1 machinery, office furniture, and stock- in- trade of 

е Susiness for £1,000 payable in cash. Mr. Taylor applied 
5 200 shares In the company, but they were never allotted; 

oard meetings were held, and differences having arisen 

bhi the directors, he withdrew his application, and on 
oe Sth, 1920. obtained judgment against the company 
5 company has beer financed to the extent of 


sbout £1,600 by Mr. Bower and various companies in which 
he is interested. In August, 1920, it was found that tbe 
company was being carried on at a loss, and Mr. Bower re- 
fused to make further advances. The failure of the company 
18 attributed to depreciation in the value of stock. 

GRATZE, Lrp.—Winding up voluntarily. Liquidator. Mr. 
В. B. Gray, 44, Gresham Street, E. C. Meeting of creditors 
was called for August 4th. 

TECHNICAL INTELLIGENCE SERVICES, LTD., and THE TECHNICAL 
REVIEW, Lrp.— Meetings of creditors were called for August 
3rd. Liquidator, Major A. Graham Clark, 53, Victoria Street. 
ae of claims to be sent to the liquidator by September 
st. 

ALADDIN RENEW ELECTRIC АМР CORPORATION, тр. (in volun- 
tary liquidation for the purposes of reconstruction).— Meeting 
of creditors on August i0th at 82, Victoria Street, London, 
S.W.1. Liquidator, Sir Н. S. Foster, 82, Victoria Street, 
S.W., who is authorised to consent to the registration of a 
new company, the Aladdin Renew Electric Lamp Corporation 
(1921), Ltd., and to enter into an agreement with the same. 

ARMORDUCT BririsH Co., Ltp.—Particulars of claims should 
be sent to the liquidator, Mr. H. A. Pepper, 14, Temple Street, 
Birmingham, by August 318%. 

Trade Announcements.—THE OR. CONTINENTALB DES FOYERS 
TURBINE (Soc. AN.), 29, Rue de l'Eveque, Bruxelles, was 
formed on June 25th, with a capital of one million francs, to 
exploit the turbine furnaces invented by Mr. V. R. Chadwick, 
now the technical director of the Turbine Furnace Co., Ltd., 
of London. Mr. W. H. Badams, the managing director of 
the English company, has a seat on the board of the Contin- 
ental company, as representing the English interests. The 
managing director of the Continental company is Lieut.-Col. 
B. A. Thornton. The new company has been formed to work 
the whole of the Continent of Europe and such colonies as 
belong to the Continental countries. 

New show-room premises at 48, Grosvenor Road, Tunbridge 
Wells, have been opened by THE PREMIER ELECTRICAL Co. 

Mr. Joan D. MacKzNziE has recently removed from 155a, 
St. Vincent Street, to 16, Blythswood Square, Glasgow, where 
he will continue to represent the Scottish interests of the 
Park Royal Engineering Works, London; the B.E. Co. (of 
London and Birmingham), Ltd., and Mesars. C. J. Thurafield, 
Ltd., of Birmingham. He informs us that he is not the 
Mr. J. D. McKenzie who is starting as an electric light con- 
tractor in Edinburgh as noted in this column recently. 


Catalogues and Lists.—Tue STANTON IRoNWwORKS Co., LiD., 
near Nottingham.—A well-illustrated booklet givin particu- 
lars of various types of '' Stanton-Hume "' reinfor concrete 
pipes. 

Отту ELEcrRICAL Co., Lrp., 1, Emerald Street, W.C. 1.—Ап 
illustrated and priced list of standard motor starters of several 
types. 

Messrs. REAVELL & Co., Lrp., Ranelagh Works, Ipswich.— 
Pamphlet No. 91, illustrating and describing '' Quadruplex ” 
alr compressors. 

British INSULATED & HRLSBT CABLES, Іто., Prescott, Lancs. 
—'' General Descriptive Catalogue,” giving numerous illustra- 
tions and descriptions of cables and wires, cable racks, switch- 
gear, joint and terminal boxes, tramway material, meters, 
Jeclanchè cells, welding machines, and telegraph material. 

THE RHopzs Frrrixos Co., LID., 224, Upper Thames Street, 
E.C.4.—An illustrated and priced folder dealing with the 
'" Adjustalite " pendant fittings and table standards. 

Messrs. J. Н. TockER & Co., Lrp., King's Road, Tyseley, 
Birmingham.—A folder giving illustrations and prices of quick 
" make and break '" tumbler switches. 

The County of London Co.'s Bill.—On July 28th, the Bill 
being promoted by the County of London Electric Supply 
Co., Ltd., to enable it to construct а etation at Barking, was 
again considered by a Select Committee of the House of Com- 
mons. Sir Harry Renwick gave evidence as to the necessity 
for the station. He said that there had been seven years’ 
delay in this matter. and the position as regarded supply had 
become very desperate. The company’s City Road and Wands- 
worth stations were in congested districts and could not be 
extended. The Barking station would be designed to give 
an initial supply of 120,000 kW, and would be developed later 
to give 200,000 kW. The L.C.C. had powers to purchase the 
company's present system in 1931, but the new station would 
not be purchaseable by the Council. The Barking station 
would give bulk supplies of electricity to a number of London 
stations. and when these stations were purchased by the L.C.C. 
if the Council decided not to continue to take the supplies, 
they would be disconnected, and epecial compensation against 
this contingency was sought by the company. The L.C.C. 
opposed the Bill, and especialy the clause providing for the 
payment of compensation on severance of connections on the 
purchase of the London stations. Tbe committee, on July 
29th, approved the preamble of the Bill upon the insertion 
of amendments guaranteeing the L. C. C. a sufficient supply 
when the London stations were purchased, and providing that 
the station should not be taken over by a Joint Electricity 
Authority until a period of five years had elapsed from the 
passing of the Bill. 

Copper and Lead Prices.—Messrs. F. Smith & Co. re 
August 2nd: Copper (electrolytic) bars, sheets, wire rods, д 
h.c. wire, no change. Messrs. James & Shakespeare report 
August 3rd : Copper bars (best selected), sheet, rod, no change. 
English pig lead £25, 10s. increase. 
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Unemployment.—The Ministry of Labour's unemployment 
Pd for the week ended July 22nd show another decrease. 
| total (men, boys, women and girls) was 1,570,000 as com- 
pared with 2,018,671 in the preceding week. ‘Ihe fall was 
evenly distributed among the iour classes of workers. 


Beanfeast Subscriptions to Cease.— The practice whereby 
manufacturers are continually being asked for subscriptions to 
social or athletic clubs by the employes of tirms with whom 
they happen to do business has been under discussion in the 
Trade Associations. Members of at least one Association have 
passed a resolution pledging themselves to discontinue alto- 
gether subscriptions to beanfeasts, clubs, &c., owing to the 
great increase ш applications. 


Patent Restoration.—An order has been made restoring 
Patent 1902 of. 1910 granted to Jules Carpentier for an im- 
‘proved transmitter for transmitting telegrams composed ш per- 
forations on a band by the Baudot system. 


A “* Simplex " Competition,.—SixrLEX CoNDUrrS, LTD., re- 
cently offered a prize o1 tive guineas for the most appropriate 
name for a new continuity hitting. ‘Lhe winning suggestion 
was Lerra-Grip.“ which fits the device very aptly. 


Registration of Contractors in South Africa. An ordinance 
has been passed by the Cape Provincial Council empowering 
the municipalities in the Cape Province to make regulations 
for the registration of electrical contractors and for the licens- 
ing of electric wireinen. Should any municipality neglect to 
make such regulations within four months of the passing of 
the Ordinance the power to do so becomes vested in the 
Administration. 


The Cost of Living and Trade Revival.—In the course of 
his speech at the annual meeting of Messrs. Sir W. G. Arm- 
strong, Whitworth & Co., Ltd., last week, Sir Glynn West 
said, as reported in the Financial Times, that increased wages 
had brought about increased prices of material, with the result 
that the cost of everything required throughout the world 
became so excessive that, notwithstanding the wants of the 
people, orders were withheld after only most pressing re- 

uirements were fulfilled. Ihe cost of living was now slowly 
.declining and it was not unreasonable to hope therefore that 
within the next few months they might see à gradual revival 
in trade, but there was little chance of this unless they could 
have a period of freedom from industrial disputes, which 
‘benefited no one in this country, but were the greatest help 
to our competitors abroad. Further, while the export trade of 
England was of vital importance to the country as a whole, 
it was of special importance to them as ship-builders. A de- 
‘cline in export trade meant a decline in the demand for ships, 
and they now had to face not only a poor prospect of receiving 
further orders, but cancellation and suspension of orders 
already placed. If high wages and the cost of production were 
to continue in this country and not elsewhere there was little 
chance of orders for the manufacturers or work for employés. 
There were few manufacturing concerns which had not been 
faced with the necessity of providing further capital. If this 

great manufacturing country was to maintain its place among 
nations the world costs of production must fall, and the 
necessity for financing orders at excessive costs as in the 
immediate past would disappear. The firm had still a great 
deal of work in its shipyards and shops, and the accepiance 
of the principle that wages must vary with cost of living would 
greatly help it. 


Commercial Travellers and the Week-end Ticket.—Con- 
eiderable interest has been aroused amongst commercial travel- 
lers by the railway companies restoration of the week-end 
„tickets as from August 19th, but much disappointment is felt 
that the concession does not carry with it the old-time privi- 
lege of а return ticket at a single fare, available from any 
station to the traveller's home station. The National Union 
of Commercial Travellers has been informed by the Railway 
Clearing House that the return ticket will be issued at a 
cost of a single fare and a third, and the cost of the certificates 
and books of vouchers necessary to obtain these tickets will 
be 1s. and 5s. respectively, which is exactly double the charge 
made at the time the tickets were withdrawn in 1916. The 
minimum fares for commercial travellers’ week-end tickets 
are now to be 5s. third class, 10s. first class, and tickets will 
` be issued as before, i.e., after 12 noon on Friday, and the 

' return journey must be made on Sunday or Monday following. 
Commercial travellers can obtain fuller details by writing the 
secretary of the Union at St. Bride's Institute, Bride Lane, 


Australian Telephone Orders in Arrears.— Ihe Australian 
Commonwealth Postmaster-General has prepared a statement 
showing the amount of material on order in August, 1920, 
: still undelivered. The most important of this is six switch- 
~ boards, including two required for the exchange at Colling- 
: wood and three for Malvern. Of 217 miles of cable on order 
"jdn August, 1920, only 134 miles has been delivered; 521 miles 
' has been ordered since August, 1920, and the total of orders 

now outstanding is 544 miles. The position regarding wire is 
' even worse, and 14,648 miles is now on order, awaiting de- 
: livery. In August, 1920, there were 13,699 telephone instru- 
„ ments on order, and 30,943 have been ordered since. Deliveries 
have been so few that there are still 32,571 telephone instru- 
ments undelivered. The value of the material at present on 
order is £1,044,261.— Tenders. 


Forthcoming Exhibitions.—The following exhibitions are 
being organised :— eL . 

LoNDON.—Beptember 7th to 28th, Shipping, Engineering and 
Machinery Exhibition; September and October, Textile In- 
dustries Exhibition; October 14th to 22nd, Commercial Motor 
Exhibition ; November 4th to 12th, Passenger Motor Exhibi- 
tion; November l7th to 25th, Public Works, Roads and Trans- 
port Exhibition; March Ist to 25th, 1922, Ideal Homes Ex- 
hibition. i 

GLasuow.—September 19th to October 8th, Ideal Homes 
Exhibition; November 1st to 19th, Shipbuilding, Engineering, 
and Electrical Exhibition. 

CANADA (Toronto).—August th to September 10th. Cana- 
dian National Exhibition. 
Е DIM (Vienna).—September llth to 17th, International 
air. 

Bkld TUM (Liége).—September llth to 25th, International 
Machinery, Tools, &c., Exhibition. 

CzECHO-SLOVAKIA (Prague).—September Ist to 8th, Inter. 
national Samples Fair. ae 

_ France (Lyons).—October Ist to 15th, Metallurgy, Mach- 
inery, and Industrial Fair. | 

HOLLAND (Utrecht).—September 6th to 16th, International 
Industrial Fair. 

ITALX (Naples).—September, Samples Fair. 

Norway (Christiania).—September 4th to llth, Norwegian 
Industries Fair. 

PoLAND (Lemberg).—September, International Fair. 

Rumania (Bukarest)—Samples Fair and Rumanian Exhibi- 
tion. 

Spain (Barcelona).—September Ist to 10th, International 
Samples Fair. 
а lith to 25th, International Samples 
air. 

JAVA (Bandoeng).—September 9th to October 19th, Nether- 
lands East Indies Fair. 

Merxico.—September, Commercial and Industrial Fair. 

Inquiry.—Makers of the Euco " electric hand lamps 
are asked for. 


Glasgow Ideal Homes Exhibition.—The Ideal Homes Ex- 
hibition promoted by the Glasgow Corporation will be opened 
in the Kelvin Hall, Kelvingrove, on September 19th. and will 
continue until October 8th. The exhibition will be divided 
into different classifications, including building materials, 
furnishings, hghting, heating, labour-saving and cleaning ар- 
pliances, sanitary appliances, decoration, recreation, foodstutls 
(prepared and preserved), and appliances for home nursing. 
Working exhibits and competitions, including one for amateur 
photographers, will add to the interest in the exhibition. — 
The Times. 

Exploitation of Radium Deposits.—'' Lidové Noviny,” of 
Brno, states that an Anglo-Czecho-Slovak company 1s about 
to be formed with the object of exploiting the radium deposits 
near Jachymov, Bohemia. The capital of the company will 
be 20,000,000 crowns (about £70,000).—The Times. 


Perth Salaries Dispute.—A stoppage of work at the Cor- 
poration electricity works has been averted. Some time ago 
the stalf protested against a new grading arrangement, and 
notified the electrical engineer that if the original grading 
was not reverted to they intended to stop work on Thursday 
last week. A sub-committee, after hearing the assistant gene- 
ral secretary of the E.P.E.A., decided that the present system 
of grading and pay should be continued until the Town Council 
could submit the question to the Scottish District Joint Board 
for the Electricity Supply Industry, for its decision. 


The Highland Show.—At the Royal Highland and Arri- 
cultural Show at Stirling, last week, there were a number ol 
interesting electrical exhibits, including the Silent Alamo 
electric light and power plant shown in operation. MESSRS. 
WiLLIAM BearpMors & Co., Lb., had a small display of 
typical lines of their manufactures. The exhibits included 
а 20-b.h. p. Beardmore oil engine, direct coupled to a dynamo 
generating lighting energy for the stand. 

New French Company.—Among the new companies re 
cently formed in Paris are the Groupement des Compagnies 
d’Energie Electrique et d'Eclairage du Nord et de l'Est (94, 
Rue Saint Lazare), capital 1,000,000 francs; and the Sociéte 
Union Hydro-Electrique, capital 38,000,000 francs. | 

Swedish Exports.—The value of the exports of telephone 
and telegraph apparatus from Sweden increased from 2,600,000 
kronen in the first half of 1920 to 8,900,000 kr. in the corre- 
sponding period of 1921, and that of electrical machinery 
from 6,500,000 kr. to 9,400,000 kr. in the same periods re- 
spectively. | 

Price Reduction.—TH& BENJAMIN ELECTRIC, Тлр., of Tot- 
tenham, announce price reductions in respect of various sec- 
tions of their catalogue. 

The International Eight-Hour Day.—Among the conven- 
tions adopted at the International Labour Conference. hel 
at Washington in. 1919, under the auspices of the International 
Labour Bureau attached to the League of Nations, were those 
relating to the limitation of work in industrial establishments 
to 48 hours per week, the question of unemployment, female 
and child labour, and night work. It is stated that the only 
nations which have ratified these conventions are Greece, 
Czecho-Slovakia, and Rumania! Not even the United States, 
which inspired the conference at Washington, has fat 
its offspring. 
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New Italian Company.—La Societa Generale di Elec- 
tricità is the name of а new company which has lately been 
formed in Milan with a capital of 1,000,000 lire. 


German Competition in Italy.—Tenders were recently in- 
vited in Italy for the supply of hydro-electric plant. A German 
offer was submitted at 9,622,000 lire, including freight and 
duty, whereas the lowest Italian tender is stated to have been 
12,600,000 lire. 

Book Notlices.—'' Mex Fuel Oil " (210 pp.; 120 figs.). 
London: George Philip & Son, Ltd. Price 10s. 6d.—The 
utilisation of oil as fuel in the many directions in which coal 
is employed has become & question of first-rate importance, 
and any contribution to the literature of the subject is to be 
welcomed. This work, which has been produced by the Anglo- 
Mexican Petroleum Co., Ltd.. covers multitudinous applica- 
tions of oil in the generation of motive power. The first part 
deals chiefly with production, distribution, and kindred mat- 
ters. The advantages obtained by the use of oil are then 
set otu, and following this some twenty different kinds of 
burners are described. The use of oil fuel for naval purposes 
is given some space, and its application to railway locomotives 
is dealt with. Chapter VII is devoted to notes on the employ- 
ment of the fuel in land steam power stations, and the 
following chapter describes types and uses of oil-fired furnaces. 
In the course of Chapter IX, which is of considerable length, 
about 20 heavy oil engines are illustrated and described after 
some notes on the various classes, such as stationary and 
marine Diesels and semi-Diesels. In the appendices a great 
amount of miscellaneous information regarding fuel oii and 
its employment appears. 

"The Henley Telegraph,” Vol. 1, No. 6 (32 pp.). London: 
W. T. Henley's Telegraph Works Co., Ltd. Price 6d. net. In 
the June issue the excellent standard reached previously is 
maintained, and many articles of interest, both to the firm's 
staff and to those outside, again appear. 

The Mining Electrical Engineer," Vol. IT, No. 10. July. 
1991. Manchester: The Association of Mining Electrical En- 
gineers. Price ls. net.—In this issue are articles on the un- 
watering of a colliery and an overspeed device for electric 
winders, as well as notes on new miners' lamps, &c. 

The Journal of the South African Institution of Engineers, 
Vol. XIX, No. 12, July, 1921.— This issue contains the annual 
report for the 1920-21 session, with & statement of accounts and 
аа sheet, and the retiring acting president's valedictory 
address. . 

Journal of the American Institute of Electrical Engineers, 
Vol. XL, No. 7, July, 1921 (74 pp.). New York: The Institute. 
Price $1.—Including notes on hydro-electric development at 
айа Falls, the magnetic properties of compressed pow dered 
iron, &c. 

The Journal of Industrial Welfare, Vol. 3, No. 7, July, 1921 
(29 pp.. Price 9d.—The principal article in this issue 18 
“The Enlightened Employer," by Mr. William Graham, 
LL.B., the Labour M.P. for Central Edinburgh. Miss Lily 
Dormald contributes an article on canteen service, and there 
di notes on Health in the Workshop. works magazines, 


For Sale.—F. Hupson & Co., Lrp.—Mr. W. E. Harris, of 
88-90, Chancery Lane, London, W.C.2, who was appointed 
receiver and manager for the debenture holders in February 
last, has announced to the creditors that the debenture holders, 
the London Joint City & Midland Bank, Ltd., have now 
decided to foreclose, and instructions will be given for sale 
by auction next month, but in the meantime he is open to 
receive offers for sale by private treaty. Parts of the ma- 
chinery and stock have been sold for cash. 

By direction of the Disposal Board, MESSRS. GEERING AND 
Cotyer will sell by auction on August 19th at the seaplane 
shed, Dover, a quantity of machine tools, electric cranes, 
generating sets, electric motors, &c. For particulars see our 
advertisement pages to-day. i 


The Holidays.—The offices and works of Messrs. WILSON 
HanrNELL & Co., Lmp., of Leeds, are closed for the annual 
holidays until Monday next, August 8th. 


Annual Outings.—On Saturday, July Brd, Tue Erco 
RIC MANUFACTURING Co., LrDb., of Bristol, held its 
annual outing, the staff and employés and a few visitors 
journeying by charabancs to Minehead. At the dinner, which 
was served there, Mr. Fifield and Mr. A. C. Wiley, managing 
director, were the speakers. The latter said that orders for 
^, Elco " manufactures had been recently received from abroad. 
Sports were engaged in on the Minehead Sports Committee's 
10 Tea was partaken of at Greenuleigh Farm on the 
orth Hill, after which Mrs. Fifield presented the sports 
es. Supper was served on the homeward way, at the 
Fox and Goose," Brent Knoll. 


—— 


LIGHTING AND POWER NOTES. 


Accrington.—Proposep Loan.—On July 26th, Col. Elkin 
eid an inquiry into an application of the Corporation for 
sanction to the borrowing of £150,000 for electricity extensions. 
t was stated that the debt on the electricity undertaking was 
1835. The importance of the electricity extensions was 


emphasised by the Town Olerk, and it'was stated that the 
Corporation had been recommended to install a 6,000-kW set 
and four 25,000-lb. steam boilers. Mr. Blackmore (Staly- 
bridge) calculated that if Accrington obtained the additional 
electricity from Blackburn at the price quoted by the latter, 
it would cost Accrington £10,000 a year more than producing 
it under the present scheme. "There was no opposition. 


Amesbury.— ELECTRIC Licht ScHEME.—Messrs. Edmundsons 
and tbe Salisbury Electric Co. have arranged to carry out an 
electric light scheme for the parish, and to utilise water power 
from a local mill. Power will be transmitted by overhead 
wires, and а committee has been formed to secure 22,500, half 
the capital needed. | | x 

Bangor.—Loan.—The Urban District Council has applied 
for sanction to borrow £4,630 for the installation of a 100-kW 
Diesel engine set at the electricity works. 


Barrow.——-NEGOTIATIONS WITH LARGE CONSUMERS.—AÍ a 
Town Council meeting on July 25th, the Electricity Committee 
reported upon the electricity works extensions and proposed 
new power house. They had considered reports from the elec- 
trical engineer and the treasurer, and resolved: ‘‘ That the 
deputation appointed by this committee continue their nego- 
tiations with Messrs. Vickers, Ltd., with a view to obtaining 
from them a guarantee of з minimum consumption of elec- 
tricity in the event of the Corporation purchasing their Caven- 
dish Park Power House, and that the Barrow Hematite Steel 
Co., Ltd., the Barrow Paper Mills, and other large consumers 
be approached with a view to securing their custom for an 
extended number of years.” í 


Brighton.—Yr4g's WorKING.—The statement of accounts 
of the Corporation electricity undertaking for the year ended 
March 3lst last records a total income of £190,019, as com- 
pared with £158,062 ip the preceding period. The working 
expenses totalled £129,719, as against £105,755, leaving а sur- 
plus of £60,300 (£52,307). The net financial result, after pro- 
viding for interest and sinking fund, was а profit of £11,559, 
as against £13,374 in 1919-20. The number of units sold rose 
from 11,002,835 to 11,961,408. 'The plant capacity at the end 
of the year was 19,500 kW, апа the maximum load during 


the period was 6,286 kW. The amount of coal consumed per 


unit generated improved from 5.27 lb. to 4.21 lb. 


Continental.—F'iNLAND.—The British Vice-Consul at Wiborg 
says that the Imatra group of rapids, which constitutes one 
of the largest water powers in Finland, is capable of giving 
150,000 h.p. when fully developed. Very little has been done 
in this direction up to the present. There is a 1,300-h.p. 
plant at Linnankoski which is employed upon metal pro- 
duction. There are also other plants at Tainienkoski, 
Raikelankoski and Imatra; the first two are connected with 
the wood pulp industry, while the other is a small lighting 
plant of about 125 h.p. Plans have been drawn up or are 
projected for the development of a number of other rapids. 

IcELAND.—Berlingske Tidende learns from Reykjavik that 
the new electricity works which have just been opened con- 
tain two generators, one developing 1,000 h.p. and the other 
500 h.p. These machines are driven by the comparatively 
small stream of the Ellderaa, a few kilometres outside the 
town of Revkjavik. In spite of the cost of the works (nearly 
Kr. 3,000,000) it has been found possible to supply the town 
with electricity more cheaply than heretofore. The works 


can easily be adapted to produce double the power, and it is 


expected that this extension will soon become necessary. 
The works at Reykjavik represent but a fraction of the power 
which could be obtained from the great Icelandic falls. Two 
water power companies exist on the island at present, one 
Danish-Icelandic, the other Norwegian-Icelandic.—Reuter's 
Trade Service (Copenhagen) 

RUMANIA.— The Financial Times states that arrangements 
have been completed between the Steaua Romana Co. and the 
Electricity Supply Co. for the establishment of a new generat- 
ing station at Baicoi. A company with a capital of 20,000,000 
lei is being formed to give effect to the new development. 
This company, which it 1s expected will be in working order 
in the autumn, will supply power for oil wells in the district 
which require it, and will, it is calculated, prove a great boon 
to the companies operating both in the Baicoi and Ploeshti 
areas. 

Russ iA. A Russian paper quotes a decree, signed by Lenin, 
on the centralisation of electricity in Russia, which affects the 
various electrical stations and distributing systems, excepting 
tramways, in order to centralise the management and control 
which passes into the hands of the Superior Council of Public 
Economy, which exercises its powers in other parts of Russia 
than Moscow, through the medium of the local councils. In 
Moscow all the stations are to be brought under the direct 
control of one administration. 

With regard to provincial electrification, the Isvestyia says 
that the Perm Government Union of Councils has appointed 
& special commission to deal with the electrification of the 
whole agricultural industry of the Perm Government. A simi- 
lar step is being taken by the Uphim Government. 

In the Yaroslav Government at the central station of the 
town, the installation of a three-phase turbo-generator, with a 
capacity of 2.000 kW, is being completed, raising the power 
of the station to 3.200 kW. A plan is being prepared for the 
electrification of the whole Government of Yaroslav with a 
central station of 10,000 kW capacity on the Yaroslav peat 
marshes. 
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The demand for power this year in the district of Nizhni- 
Novgorod has been about 1,500 kW, to satisfy which, work is 
proceeding to combine & number of stations which will supply 
2,000 kW next year. A similar operation is being undertaken 
in order to supply the Kolomensk Engineering Works with 
the electricity they require, by joining up several other 
stations to bring the output up to 3,000 kW. 

FRANCE.—AB а result of the fall in the price of coal, а re- 
duction in the prices charged by the Compagnie Parisienne 
de Distribution d'Electricité has been made. 


Edinburgh.—PnospPECTIVE CAPITAL EXPENDITURE.— Capital 
expenditure amounting to £1,068,000 will be incurred this 
year by the Corporation electricity department, principally 
in connection with the new Portobello station. 


Erith.—LOAN.— The electrical engineer having reported that 
the cost of the necessary cables, transformers and switchgear 
in connection with the supply to Messrs. Vickers, Ltd., will 
be about £10,000, application is being made for sanction to 
borrow this amount. 


Electricity Districts.—Ea4sr MipLanps.—The Electricity 

mmissioners give notice that they have extended the time 
within which objections and representations may be made, 
or schemes submitted, in connection with the above-named 
district from the last day of July to October 31st, 1921. 

Mip-LaNcasHinE.—A similar extension of time (until October 
3lst, 1921) has also been made in the case of the Mid-Lan- 
cashire district. 


Hoylake.—NEw  Sup-sTATION.—After examining a report 

resented by the electrical engineer, the Electricity Supply 

mmittee of the Hoylake and West Kirby District Council 
has decided to erect & sub-station at Meols at an approximate 
cost of £483. 


Ipswich.—TEAR's WorKING.—The accounts of the borough 
electricity undertaking for the year ended March 3lst, 1921, 
show a total income from all sources of £90,854, as compared 
with £75,811 in the preceding period. The total working 
expenses were £61,682, as against £51,804, leaving a balance 
of £29,172 (£23,507). The net result, after payment of all 
capital charges, &c., was a profit of £7,981, which was trans- 
fered to reserve, as against £5,538 in the previous year. Тһе 
number of units sold increased from 5,812,021, in 1919-90, 
to 7,174,805. 


Joint Electricity Authorities.—CHESTER AND NORTH WALES. 
—The Electricity Commissioners have informed the Elec- 
tricity Committee of the Chester Corporation that it is pre- 
ferable for the provisional committee for the North Wales 
and Chester Electricity District to be constituted locally, and 
they suggest that the town clerk and the managing director 
of the North Wales Power & Traction Co.. shall issue a joint 
letter to tbe parties concerned, and bring about the forma- 
tion of a committee. Both parties have agreed to the ndop- 
tion of the recommendation. The Provisional Committee 
wil be constituted of а representative of the North Wales 
Power & Traction Co., the chairman of the Electricity Com- 
mittee of each local authority operating under its own Elec- 
tricity Orders, the district superintendent of the L. & N.-W. 
Rly. Co. the chairman of the North Wales Slate Quarries 
Association, and the chairman of the North Wales Coal 
Owners' Association. 


Leicester.—Prorosep Price INcREASE.—The City Council is 
asked to sanction an. increase of 334 per cent. in the charges 
for electricity, making an increase of 183$ per cent. upon pre- 
war prices. This is necessary to cover a deficiency of £14,540, 
occasioned by the coal stoppage. 

ExTENSIONS.—The Finance Committee has approved the ex- 
penditure of £125,000 on transformers, switchgear and cables. 


Leek.—Loan.—The Electricity Committee recommends ap- 
lication to the Electricity Commissioners for sanction to 
orrow £18,500 for the provision of additional plant at the 
electricity works. 

Middlesbrough.—Proposep  ExTENsIONS.—The Electricity 
Commission has written the Corporation with reference 
to the Electric Lighting Order of 1898, enclosing formal con- 
sent to the extension of the generating station. The Commis- 
віолегѕ add that thev are of the opinion that the Corporation 
should negotiate with the Cleveland and Durham County 
Electric Power Co., with a view to arrangements being made 
for the company to supply the whole of the energy required 
by the Corporation for the district. Such an arrangement, 
they point out, would enable the Corporation to dispose of 
its steam plant, retaining only the gas engines as stand-by 
plant. The Commissioners are further of opinion that it 
would be a mistake on the part of the Corporation to install 
further plant in its generating station, and, as the demand 
for clectricity in the borough is increasing each year, the 
Corporation will therefore sooner or later require to arrange 
with the Power Co., for additional supplies of energy. In 
these circumstances, the Commissioners suggest that steps 
should be taken by the Corporation to arrange for further 
supplies being available from the Company to meet further 
demands before the existing agreement between the Corpora- 
tion and the Company expires. The borough electrical 
engineer says that it would not be in the interest of the 
department to dispose of the plant as suggested. They had 
installed to meet the winter peak load 1,500 kW of steam 


plant, and to replace this plant by rotary converters would 
require at least three 700 kW sets. These, complete with 
switchgear, transformers and cables, &c., would cost approxi- 
mately £3,000 each, a total of £24,000. 

The Corporation has written the Electricity Commissioners 
pointing out that 1% has an existing arrangement with the 
Cleveland and Durham County Electric Power Co. for a 
period of six years, and that it would be uneconomical to put 
in rotary converters, and that it does not therefore consider 
it advisable to dispose of the steam plant. 

New Power SrATION.—In connection with the development 
of the north bank of the Tees in the neighbourhood of Mid- 
dlesbrough and Stockton, the Cleveland & Durham Electric 
Power Co. is ensuring an adequate supply of power by the 
erection of a large generating station on a site of about 60 
acres. The station 1s designed for 54,000 h.p., and in the 
lay-out of the site provision has been made for doubling the 
capacity. 

Northampton.—Price Repucrion.—The E.L. & P. Co., 
Ltd., announces that from the midsummer meter readings 
the initial price of electricity for power will be reduced by 
4d. per unit, and that the additional discount to high-pressure 
consumers for fully equipping their own transformer chambers 
will be increased by 6 per cent. 


Norwich.—YeAr’s WonkING.—The accounts of the city's 
electricity undertaking for the year ended March, 31st last, 
record а total revenue of £135,499 as compared with £114,221 
in 1919-20. Working expenses amounted.to £94,692, as against 
£71,322, leaving a gross balance of £40,807 (£42,899). After 
the payment of capital charges the sum of £13,668 was carried 
to the appropriation account; £20,972 was transferred in the 
previous year. The number of units sold increased by 4.58 
per cent. to 10,943,222. The report states that it will be 
necessary to install additional boiler plant to meet next 
winter's load. The erection of a new station has been de- 
ferred on account of the depressed state of trade. 


Paisley.—YeEAR’s WorkKING.—The total revenue of the 
burgh electricity department for the past financial year 
was £86,500 as compared with £64,254 in the preceeding 
year. Working expenses amounted to £51,775, as against 
£42,699, leaving a gross profit of £34,725 (£21,255). After 
paying capital charges, &c., a net profit of £7,796 remained. 
The profit in 1919-20 was £745. This is the second consecutive 
large increase in net profit as there was a deficit, in 1918-19, 
of 414,275. The number of units sold during the year was 
6,683,088, an increase of 799,118. It was stated at & meeting 
of the Council that a sum of £3,000 was to be taken from 
the electricity department's surplus to help to meet a deficiency 
incurred by the gas department. 


Peterborough.—PRoposED EXTENSION OF AREA.—The City 
Council is considering making an application for an order 
authorising an extension of the area of supply defined in the 
Peterborough Electric Lighting Order, 1894. It is proposed 
to include about twenty additional parishes. 


Seaham Harbour.—Orrer or Sox. -The Urban District 
Council has received a communication from the County of 
Durham Electrical Power Distribution Co., Ltd., offering to 
negotiate for the supply of electricity in bulk in the event of 
the Council carrying out its proposal to apply for Parlia- - 
mentary powers to provide the area with electricity for light- 
ing and other purposes. 


Shrewsbury.—Yr4n's WorkKING.—The total revenue of the 
electricity undertaking for the year ended March 318% last, 
was £20,988, as compared with £16,821 in the previous year. 
Working expenses amounted to £17,550, as against £12,617, 
leaving а gross profit of £3,438 (£4,203). The net result was 
a deficit of £192; there was a net profit of £713 in 1919-20. 


South Africa.—Pretorta.—The South African Mining and 
Engineering Journal states that Pretoria has decided to install 
а new and up-to-date lighting and power plant, costing up- 
wards of £300,000. In accordance with the latest power 
station practice, a steam pressure of 350 lb. has been adopted, 
which will ensure very low fuel costs. The power plant will 
consist of three turbo-alternator sets of 3,000 kW each, 
the order for which has been placed with the British General 
Electric Co., Ltd., of Johannesburg. The boiler plant order 
has been secured by Messrs. Reunert & Lenz for Babcock 
and Wilcox boilers. 


South Shields.—Lo4N Sancrionep.—The Electricity Com- 
оне have sanctioned a loan of £1,890, for boosting 
plant. 

Stoke-on-Trent.—Loans.—Application is being made by the 
Council for sanction to borrow £200,000 for extensions fo 
the main station previously approved. 

The Electricity Commissioners have approved loans of 
£10,000, for plant at the central station, and £1,400 for 
building extensions at the Burslem sub-station. 


Stafford.—New METHOD or CnuanGING.—In consequence of 
а report by a consultant, the Town Council has decided to 
terminate at the end of the September quarter, the existing 
methods of charging for electricity and to institute = 
differential system. 

Wolverhampton.—Nrw PrANT.—The Electricity Committee 
recommends the provision of an additional 5,000-kW eet at 
the Commercial Road generating station, and the consequent 
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extension to equipment, alterations to buildings &c., at & 
total estimated cost (including an amount for contingencies), 
not exceeding £136,000. ; 


Willesden.—CHARGES ON FUEL Basis.—At a meeting of the 
Electricity Committee, the electrical engineer reported that 
he had agreed with the North Metropolitan Electric Power 
Supply Company as to the basis to be adopted in calculating 
the average cost of fuel during the past quarter in view of 
the circumstances then prevailing, and the substitution of coke 
and fuel oil for coal. The principle adopted provides for 
the reduction of coke and fuel oil, in relation to their calorific 
values, to their ен values in tons of coal, and the com- 
mittee recommends that this method of calculating the amount 
payable Ьу the Council in respect of fuel during the past 
quarter be approved. 


TRAMWAY AND RAILWAY NOTES. 


Australia.—ELECTRIFICATION OF VICTORIAN RAILWAYS.—Ití is 
announced that the Victorian Railway Commissioners are 
about to convert a further 1003 miles of their lines from steam 
to electric traction and that the work is to be completed by 
the end of February, 1923. In addition to this electrification, 
which covers the passenger-carrying routes, a number of lines 
exclusively used for goods traffic are to be converted and the 
electric system extended over several of the busier sections of 
the country lines. This work will entail the overhead wiring 
and rail bonding of considerably over 100 miles of track, the 
erection of a number of sub-stations additional to those already 
in use, the replacement of the existing signalling services, and 
the construction of several workshops fully equipped with all 
types of machine tools. It is proposed that Australian ma- 
au shall be used to the fullest extent.—Times Trade Sup- 
plement. . 


Barnsley.—CHARGING PLANT.—The Town Council has re- 
ceived sanction to a loan of £9,000 for charging plant for the 
electric collecting vehicles. 


Dover.—Tise ExrENSION.—The Light Railway Commis- 
sioners have extended the period for carrying out the Dover 
and St. Margaret's Light Railway Order to October 9th. It is 
stated that the scheme has been in hand for about twelve 
years, having been interrupted by the war. 


Halifax.—Rait.LEsS Traction Report.—The Tramways and 
Electricity Committee has received from the Director-General, 
Public Safety and Genera] Purposes Department of the Ministry 
of Transport, a report by Major A. Mount, R.E., on his inspec- 
tion of the railless traction route at Wainstalls, authorised by 
the Halifax Corporation Act, 1915. Attention is drawn to re- 
pairs needed in the roadway, and the report suggests that the 
Corporation will find a good deal more work necessary in the 
near future if repair charges on the vehicles are to be main- 
tained at an economic level. Attention is drawn also to the 
fact that at one stretch the road is only from 14 ft. 6 in. to 
17 ft. wide, involving passing vehicles using the footpath on 
the east side, where the property belongs to the Corporation, 
and it is recommended that the road be widened there to a 
minimum of 20 ft. The Committee has decided to recommend 
the Highways and Improvement Committee to carry out these 
requirements at an early date. 


Ipswich.—Year’s WorkING.—The total revenue of the Cor- 
poration tramways during the year ended March 31st last was 
£50,341, and working expenses were £51,942, leaving an ad- 
verse balance of £1,601. The equivalent figures for the pre- 
Nous year were £47,054, £46,387, and (gross profit) £1,567. 
The net result, after payment of capital charges, &c., was а 
deficit of £7,802: last year’s deficit amounted to £4,151. The 
number of car-miles run fell from 667,260 to 652,420, although 
the number of passengers carried increased slightly. 


Japan.—ELxvVAT D RAU. WAY For Kose.—An elevated electric 
railway, with quadruple lines 73 miles in length, is being 
lanned for Kobe by the Town Planning Committee of Hyogo 

fecture. In the city proper, beneath the elevated line, а 
road for vehicles and pedestrians will be built. In the 
euburbs, embankments and roads will be built parallel to the 
tracks, and streets varying from 36 to 144 feet wide will be 
built in all directions from the new track. The rails and other 
materials for the electric line will be purchased partly in the 
el States and partly in Europe.—Heuter's Trade Service 

Obe). 

ELECTRIFICATION OF R OBE RAIL WAV. — Orders have been placed 
With American manufacturers by the Kobe Railway Bureau 
for 12 electric locomotives at a price of approximately 130,000 
yen each. which is from 20,000 to 30,000 yen more than the 
nio steam locomotives are costing the Railway Bureau. 

ese electric locomotives are the first to be ordered in con- 
nection with the execution of the plan for electrifying the 
main line railway between Kobe and Tokio. The first section 
of the line to be so transformed is that between Akashi and 

yoto. Overhead wires will be erected shortly. Tbe cost of 
putting up these wires between Osaka and Kobe is estimated 
èt 500,000 yen. The electrification of this section of the rail- 


way has been contemplated for some time, but operations hate 
been held in abeyance because of в lack of electricity in this 
part of the country. This has been remedied, however. and 
operations will commence at once.—Reuter's Trade Service 
(Osaka). 


London.—IMPROVED ‘“‘ UNDERGROUND” ROLLING STOCK.— 
The Metropolitan Railway Co. has put into service some of 
the locomotives which are being reconstructed by Messrs. 
Vickers. These each have four 300-h.p. series-wound traction 
motors transmitting power to the axles through single reduc- 
tion gearing and controlled by all-electric automatic multiple 
unita. 


North Shields.—AccipENT.—A serious accident occurred at 
North Shields on August lst. A crowded tramcar was pro- 
ceeding down Borough Road, a steep incline, and, while round- 
ing а curve, overturned. Five passengers were killed and nine 
seriously injured; about twenty others also sustained injury. 
This is the third accident which has occurred at thia spot. 


Sheffleld.— STRIKE AvERTED.—AÀ majority of eight averted а 
lightning strike of пошла жен on Monday over a dis- 
pute which arose about working hours. | 


TELEGRAPH AND TELEPHONE NOTES. 


Brazil.—CHEAP TELEGRAPHIC FaciLITIESs.—Marconi's Wireless 
Telegraph Co., Ltd., announces that ordinary and deferred 
messages can now be accepted for transmission via its trans- 
Atlantic wireless system to Brazil at rates lower than those 
charged for transmission by cable. 


Italy.—New CABLE.—A Bill authorising a concession to lay 
a cable between Italy, Spain, Brazil, Uruguay, and the Argen- 
tine was introduced at Rome on July 23rd. 


Rnssia.—TELEGnAPH CoNcEssioN.—The Times reports that 
the Russian Soviet Government has granted a concession for 
telegraphic connection between Russia, Denmark, Japan and 
China to a Scandinavian company (probably the Great 
Northern Co., which has been for some time in negotiation 
with the Russian Government over such a concession). 


Sweden. — TELEGRAPH REVENUE. — The Telegraph Board's 
annual report for 1920 shows an increase in revenue of 
Kr. 20,000,000, making a total of Kr. 90,000,000. This increase 
is due to the raised fees, but expenses are also higher. The 
net profit works out at Kr. 10,500,000.—Reuter's Trade Service 
(Stockholm). 


The Telegraph Service.—Press Messaces.—The Post- 
master-General announces that from August lst, Press tele- 
grams at reduced rates for Belgium, France, Germany, Hol- 
land, Norway, and Spain will be accepted at post offices on 
the usual conditions between the hours of 6 p.m. to 12 noon. 
Such telegrams for Denmark and Sweden will, on and from 
the same date, be accepted between 6 p.m. and 11 a.m. The 
deferred Press service at the rate of 44d. per word was restored 
on the same date between the U.K. and Australia, New Zea- 
land, and Fiji, via Imperial and Pacific only.“ ! 


The Telephone Service.—SeLEcT Commirree.—The Select 
Committee appointed by Parliament to inquire into the tele- 
phone service concluded its hearing of evidence on July 98th, 
and agreed to an interim report stating that it.had been un- 
able to complete its inquiry, and asked that it should be re- 
appointed next session. The evidence taken during tne 26 
meetings of the Committee this session is to be published. 
The chairman of the Committee (Mr. Evelyn Cecil) accom- 

anled the Committee's expert adviser (Mr. W. W. Cooke) on 

is visits to Norway, Sweden, and Denmark, where they in- 
vestigated the systems operated in those countries. They left 
on July 30th, and. Mr. Cooke will afterwards proceed alone to 
Canada and the U.S.A. The foreign Governments concerned 
have agreed, through diplomatic channels, that all facilities for 
investigation shall be given, says the Financial Times. 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL RRVIEW in which the 
“ Official Notice appeared.) 


OPEN. 

Australia.—MrLBoUvRNE.—Sept. 28th. Victorian Government 
Railways. Lifting magnet and generating set with control . 
apparatus and accessories. (Contract No. 34,941.)* 

QUEENSLAND. — P.M.G.’s Department. — November bth. 
Bronze wire, Schedule 536. (July 99th.) 

Barking.—August 9th. Electric lighting at new Special 
Subjects Centre. C. J. Dawson, architect, Clock House, 
Barking. 
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+ Belfast.—August 22nd. Electricity Department, Опе 
.12,500-k W turbo-alternator, with БЕРДЕ plant and auxili- 
Arias. Four water-tube boilers, with euperheaters and forced- 
draught fans. Four fuel economisers. Two steel chimneys, 
with four electrically-driven suction draught fans. Опе elec- 
trically-driven centrifugal pump, capacity 18.000 g.p.m. 
(July 22nd.) 

Bristol.—August 15th. Corporation Electricity Depart- 
ment. One 3,U00-kW, single-phase, 93-cycle, 2,20U-V turbo- 
alternator and condensing piant and auxiliaries; one 6,000-k vv, 
three-phase, 50-cycle, 6,6U0-V ditto. (July 16th.) 

. Coventry.—September Ist. Electricity Department. Two 
10,000-k W, 3-phase turbo-alternators, complete with condens- 
ing plant; four water-tube boilers with chimneys, superheaters, 
wh stokers, economisers, and all accessories. (August 
Edinburgh.—August 29th. Corporation. Open cuttings 
and tunnel between the power station site and coal sidings 
„site, including the construction of a coal bunker and access, 
and the earthworks for coal sidings and the laying of per- 
manent way and ballasting for same (Spec. No. 37).— Electrical 
Engineer, Dewar Place, Edinburgh. 

Glasgow.—August 8th. Corporation. Electric lighting in- 
stallation at Merklands Cattle Wharf, Partick. Burgh Elec- 
trical Engineer, 75, Waterloo Street, Glasgow. 

London.—L.C.C.—September Sth. H. & L.P. switchgear 
for sub-station. (See this issue.) 

.. Londonderry.—August 12th. County Council. Electric 
lighting installation in the County Council Offices in the Court- 
house. Mr. T. B. Adams, Secretary to the County Council, 
‚ County Courthouse, Londonderry. 


New Zealand.—WELLINGTON.—November Ist. Public Works: 


Tender Board. One 200/250-b.h.p. oil engine and one 3-phase, 
60-cycle, 190-kW at .8 power factor, alternator, with exciter 
and switchgear.* 


. Rawcliffe, near Goole.—August 13th. West Riding 
Mental Deficiency Act Committee. Overhauling accumulators 
at Raweliffe Hall Institution. West Riding Architect, County 
Hall, Wakefield. 


South Atrica.—Rand Water Board. September 28th. 
Contract No. 203. Tenders for supply, delivery, and erection 
at the Board's Intake Pumping Station, Transvaal Bank of 
: Vaal River at Vereeniging of (I) Two vertical spindle centri- 
fugal pumps, direct-coupled to electric motors, with all acces- 
eories, and (2) one 10-ton travelling: crane. Also for main 
pumping station site, Vereeniging, two horizontal spindle 
centrifugal pumps, direct-coupled to electric motors, with all 
accessories.* 

DunsAN. August 10th. Corporation. Supply and installa- 
tion of superheaters and motor-driven mechanical stokers to 
three existing water-tube boilers at the Corporation Power 
Btation, Alice Street, Durban.* 


DunBAN. September 2th. Corporation. Two 500-kW 
rotary converters, switchgear, and automatic controlling de- 
‚ vices, also h.p. supply feeders.* 

Sale.—Urban District Council. Cables, 
switchboards, house meters, and a.c. motors. 


South Africa.—PreToriA—October 4th. Electric Light & 
Power Department. Coal-handling plant, 6,600 V cables, in- 
duced draught and ash-handling plant, pumps, piping, &c.— 
Mr. T. C. Wolley Dod, General Manager, Municipal Electricity 
Supply, P.O. Box 423, Victoria. 

Stockton:on:Tees.—August 3151. District Fund, Gas and 
Electricity Committees. Articles and stores for six months. 
(See this issue.) 

Uruguay.—September 19th. Board of State Electrical 
Stations. Generating plant for four electrical groups, consist- 
ing of a.c. and d.c. generators, Diesel engines, &с.* 


A copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S. W. I. 


transformers, 
(See this issue.) 


CLOSED. 


Belgium.—Three concerns competed for the recent Bel- 
gian Post and Telegraph Department contract for the supply of 
a quantity of telephonic commutators working in conjunction 
with a central battery. The lowest quotation was that of the 
New Antwerp Telephone and Electrical Works Co., of 
. Berghem, Antwerp. 

. Burv.—Messrs. James Hill & Son have received the con- 
tract i installing the electric light in the parish church 


schools. 
Glasgow Corporation (Tramways Department). Ас- 


, cepted :— 
E.H.P. cable. — British Insulated and Helsby Cables, Ltd. 


V. I. R. cable.—Johnsun & Phillips, Ltd.: Liverpool Electric Cable Co., 


Ltd.; Siemens Bros. & Co., I. id. | 
D.C.C. wire.—London Electric. Wire Co. and Smiths, Ltd. 
Brake chains.—Weldless Chains, Ltd. 
Black adhesive tape.—C. D. Stewart, R, D. Taylor & Co. 
Oilless trolley bushes.—Fleming, Birkby & Goodall, Ltd. 
Grimsby.—Electricity Committee. Accepted:— 
E.H.P. switchgear for the new West Marsh and Riley Street sub-stations, 


£1,386.—Metropolitan-Vickers Electrical Co., Ltd. 
D.C. switchgear, £1,224.—Bertram Thomas, Ltd. 


1 


tracts were placed during June, 1921. 


ADMIRALTY CONTKACT AND PuRCHASE DEPARTMENT. 


Batteries and spare cells.—Fullers United Electric Works, Ltd, 

External electric lighting.—G. E. Taylor & Co., Ltd. 

Electric fuses.—L. Weekes, Ltd. 

Insulating materials.—Attwater & Sons; Birmingham Mies Co.; loos 
Rubber & Waterproofing Co., Ltd.; Micanite & Insulators Co., Ltd.: 
J. North, Hardy & Sons; R. Whiffen. ' 

Sheet mica.—Micanite & Insulators Co., Ltd. 

Switchgear.—Metropolitan-Vickers Electrical Co., Ltd. 

Wireless apparatus, condensers.—Dubilier Condenser Co., Ltd. 


Wan Orrics. 


Electric cables. -W. T. Henley's Telegraph Works Co., Ltd. 
Electric cells.—Ever Ready Co. (Great Britain), Ltd. 
Miscellaneous electrical equipment.—Newton Bros., Lid. 
‘Feeder units (600 kVA).—Johnson & Phillips, Ltd. 


AIR MINISTRY. 


Re- erection of batteries.—Hart Accumulator Co., Ltd. 
Ignition cable.—Siemens Bros. & Co., Ltd. 

agneto spares.—Lucas Electric Co. 
Magneto spares.—E.I.C. Magneto Co., Ltd. 
Switchboards.—Erskine, Heap & Co., Ltd. 


Post Orricz. 


Protective фы С. Leach & Co., Ltd.; Phoenix Telephone and 
Electric Works, Ltd.; Reed Bros., Engineers, Ltd.; Н. W. Sullivan; 
Western Electric Co., Ltd. 

Telephone apparatus.—Automatic Telephone Manufacturing Co., Ltd.; 
British L.M. Ericsson Manufacturing Co., Ltd. 

Telegraph and telephone cable.—Pirelli General Cable Works, Ltd.; Unioa 
Cable Co., Ltd.; Western Electric Co., Ltd. 

Compound.—Dussek Bros. & Co., Ltd. 

Conduit.—J. McDougal, Ltd. 

Ebonite.—North British Rubber Co., Ltd. 

Indicator lamps.—A. C. Cossor, Ltd. 

Laying conduits.—Manchester (High Street area, first section): Chandler 
Bros.. Burdett Road (Baggalay Street, Mile End Road): J. A. Ewart, 
Ltd. Streatham-Mitcham: G. J. Anderson. Great Yarmouth (H.P.O.. 
Fish Wharf B.O.): R. J. May. Kilmarnock-Hurlford : W. Dobson. 

Manufacture, supply, drawing-in, and jointing of cable.—London-Uxbridge 
and Bristol-Newport : W. T. Honey's Telegraph Works Co., Ltd. 

Power plant.—Northolt—Medium power wireless station : C. F. Elwell, Ltd. 
Subcontractors : Electric Construction Co., Ltd.; Submersible Motors, 
Ltd., for motor-generator sets; W. Н. Allen, Sons & Co., for oil 
engine; Allen, West & Co., for switchboard equipment. 

Telephone equipment.—Grimsby : Siemens Bros. & Co., Ltd. Rusholme: 
Western Electric Co., Ltd; North-Eastern Marine Engineering Co., 
Ltd.; Relay Automatic Telephone Co., Ltd. Sub-contractors: D.P. 
Battery Co., Ltd., for batteries. Penarth: Peel-Conner Telephone 
Works, Ltd. Sub-contractors : Tudor Accumulator Co., Ltd., for bat- 
teries; Crompton & Co., Ltd., for generator charging set. 


CROWN AGENTS FOR THE COLONIES. 


Cable.—Callenders Cable & Construction Co., Ltd. 

Electrical materials.—Callenders Cable & Construction Co., Ltd. 
Electric motors and switchgear.—Metropolitan-Vickers Electrical Co., Ltd. 
Electric transformers.—English Electric Co., Ltd. 

Osram lamps.—General Electric Co., Ltd. 

Storage battery.— Pritchett & Gold & Electrical Power Storage Co., Ltd. 
Telegraph line material,—Bullers, Ltd.; Siemens Bros. & Co., Ltd. 
Telephones.—British L.M. Ericsson Manufacturing Co., Ltd. 


Government Centracts.—The following Government con- 


Telephone materials.—Western Electric Co., Ltd. 
Copper wire.—T. Bolton & Sons, Ltd.; British Insulated & Helsby Cables, 
Ltd. 


Н.М. Orricr or Works. 


Engineering services.—Acton Ministry of Pensions. Cable: Pirelli-General 
Cable Works, Ltd. Electric wiring: J. Clarke & Co., Ltd. Kew, 
Head Insurance Office.—Switchboard : General Electric do., Ltd. 


London.—L.C.C.—The Council, on the recommendation 
of the Highways Committee, has accepted the tender of Messrs. 
Brown, Boveri & Co. for an 8,000-kW turbine in connection 
with the Greenwich power station extensions; the value of the 
contract is £45,000. The English firms were asked recently to 
amend their tenders on the understanding that they could 
obtain their raw material abroad, and revised tenders were 
accordingly submitted. It is stated that the difference be- 
tween the English and Swiss tenders amounted to between 
£6,000 and £7,000. ‚, 

Mr. Hirst, of the General Electric Co., Ltd., writing to the 
Daily Express, states that the saving of £7,000 is chimerical. 
and maintains that the country loses £25.000 by the work 
going abroad—£15,000 to £18,000 in direct wages to engineer- 
ing trades and probably another £10,000 in wages spent on 
raw materials. He says that the only benefit to the British 
manufacturer will be the prospect of a higher rate of contri- 
bution to the unemployment funds. 


Stafford.—Town Council. 
Supplying and laying 2,700 yards h.p. cable, £3,361.—Siemens Bros. & Co., 
td. 


Electrícally-driven screening apparatus for the Sewage Works, £7,591.— 
S. S. Stott & Co. 
Tramways Committee. 


Two ventilated motors, £620.— English Electric Co., Ltd. | 
Single-deck Leyland motor omnibus, £1,650.—Leyland Motors, Ltd. 


St. Marylebone. Recommended:— 

Circulating water pipes in connection with the 8,000-kW Oerlikon set, 
£298.— Davies & Slack, Ltd. . 

One 120 cb. ft. air compressor, belt driven, with extended shaft for gear 
ing, £171.—Lacy-Hulbert, Ltd. 


Salford.—River Irwell Conservancy Committee. Accepted: 
Klectrically- driven ecreening apparatus, &c., £7,591.--S. S. Stott & Co., 


Electrically-propelled Ships.—The electric drive will be a 
feature of the ss. San Benito, 8,695 tons, which was launche 
at Belfast recently by Messrs. Workman, Clark & Co., Ltd., 
to the order of the Unifruitco Steamship Co., Ltd. The 
erame, constructed by the British Thomson-Houston Oo., 
Ltd., derive steam from three large cylindrical boilers, supplied 
and fitted by Workman, Clark & Co.—Daily Telegraph 
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| NOTES. 


The “ Electrical Review " Index.—The Index to Vol. 
lxviii of the Electrical Review is now ready, and will be 
supplied for 6d. post free on application to the Publisher, 
Euecrrica, Review, 4, Ludgate Hill, E.C.4. 


Appointments Vacant.—Stocks and stores clerk (£150+) 
for the Wigan Corporation Tramways and Motors Department; 
shift officers at the Government wireless station at Abu Zebal, 
near Cairo (44s. + war bonus, approx. £6 4s. a week). See 
our advt. pages to-day. 


Institution of Electrical Engineers.—Meretinc Days AND 
Hours or MRRTIxdS.— Тһе Council has decided that, beginning 
with next session, the meetings will be held on alternate 
Thursdays (except at times of public holiday), beginning with 
the first Thursday in November. The Council has at present 
under consideration the question whether the meetings should 
continue to begin at 6 p.m., as has been the case during the 
last few years, or whether the former hour of 8 p.m. should 
be reverted to. 


Lead-Eating Ants.—Officers of the Australian telephone 
repair service, seeking a fault which, after the rains, 
had interfered with 59 telephones on the Young exchange 
(New South Wales), made the unique discovery of white 
ants among the wires in an underground cable. A cable 
buried 18 in. was found to contain а hole the size of a small 

a, and indications pointed to the conclusion that white ants 

d eaten through the lead, causing the leak. When laid 
down each separate wire was wrapped in paper; the whole 
of the wires were also wrapped in paper, and encased in 
lead weighing 7 lb. to the sq. ft. The lead was covered with 
eoft paraffin, and then the whole cable was covered with timber 
which had been specially treated with arsenic and tar. The 
paper inside the cable was eaten by white ants. This is 
believed to be the first occasion upon which white ants have 
been known to bore through the telephone cables in this 
State, hough a parasite known as '' the borer,” in Queens- 
land, is said to have often caused similar trouble, and in an 
article contributed to The Post Office Electrical Engineers’ 
Journal in 1918, signed by J. M. O., the initials of Mr. 
Crawford, State engineer of the Telephone Department, in- 
teresting details of other cases are recorded. Mr. Crawford 
mentions а case in the north where a white ants' nest reached 
32 ft. up to the telegraph wires, which they proceeded to 
enclose, effectively earthing the wire. That the white ant 
would be able to eat its way through the lead covering of 
telephone wires was, however, not suspected until а case 
‘came to light in Adelaide in 1911. The lead-covered wires 
were enclosed in an earthenware duct, and it was found tha; 
the lead sheathing had been badly eaten away in many 
‘places aver a distance of 20 ft. The ducts had been laid on 
a bed of 4 in. of concrete, and both sides and top were 
protected by concrete 3 in. thick. However, investigation 
showed that there was a crack in the concrete, and through 
this crack the ants had apparently worked their way. As 
the duct was just below the asphalt pavement sufficient heat 
would penetrate to encourage the ants to multiply. As the 


termites had been found in more than one manhole, the pos- 


ability of other sections of the lead sheathing being similarly 
pitted necessitated prompt action. The ends of the ducts 
were sealed with clay, and fumes of carbon bisulphide were 
pumped through. Even a white ant that lived on a diet 
of lead could not survive this poison gas. Since then, how- 
ever, white ants have been found in cable conduit in Perth. 
and the termites attacked the lead sheathing of a tramway 
feeder cable enclosed in wood troughing in Sydney. 

Why does the white ant like Jead as an article of diet? 
And how does he manage to eat it? The answer to the first 
question is that it is the white ants’ instinct to bore through 
snything it finds, and the second question is answered in 
Mr. Crawford's article by the statement of his belief that the 
termite does not bite the lead at all. It was at first thought 
that the lead sheathing had been destroyed by the cutting 
action of the insect’s mandibles; but subsequent analysis 
tended to show that the damage was probably caused by 
formic acid deposited on the cable sheathing by its opera- 
tions. One might almost say that the white ant does not 
bite his lead, but predigests it by sugaring it with formic acid. 

Abere 18 one hopeful aspect of the matter—no white ant 
will be able to eat the wireless telephone.—Sun. 


British Engineering Standards Association.—The British 
Engineering Standards Association held its third annual meet- 
Ing on July 14th at the Institution of Civil Engineers. when 
the chairman, Sir Archibald Denny, Bart.. presented his 
annusl report and reviewed the position. The meeting was 
well attended, some 80 members being present, and a number 
of useful suggestions were made. The accounts, as recently 
adopted by the main committee, were duly presented and 
passed. and Messrs. Deloitte. Plender, Griffiths & Co. were re- 
appointed auditors for the ensuing year. The chairman's ad- 

ress showed that there are now more than 1,500 engineers 
who give their time and experience to this national work, often 
at great personal expense and inconvenience. It must, how- 
ever, be said that the business community is not as impressed 
as it should be with the commercial value of standardisation. 
otherwise the Association would not have so much difficulty 


each year in raising the comparatively small sum required for 
this work, which is of such value to the trade and commerce 
of the country. Last year £15,000 only was expended, of 
which the industry of the country contributed about £10,000, 
the remainder being in the nature of grants from H.M. Tres- 
aury and the Indian and Dominion Governments. 

The Chairman briefly touched on many aspects of the work 
in its connection both with home and export trade. He em- 
phasised the progress made and the important development in 
the electrical work. In glancing at the work abroad, he men- 
tioned that there were now eleven local Committees aciually 
at work, continually making valuable suggestions to the Home 
Committee. | 


Fatalities.—An inquest was held at Cambridge recently 
into the death of Daniel Holmes, a G.E.R. wireman. It was 
stated in evidence that the deceased was replacing telegraph 
wires and was at the top of а ladder about 20 ft. in height. 
There was 40 or 50 yards of slack wire on the ground, and 
this was evidently caught by а moving train, causing Holmes 
to fall. He was admitted to hospital with fracture of the 
left leg and right forearm. Septic poisoning affected the 
leg wound and he died shortly afterwards. A verdict of 
'" Accidental death was returned, thé coroner remarking 
that no blame attached to the railway company. | 

On July 28th an inquest was held on Jesse Webb, of Brim- 
ington, who was killed by electric shock. The deceased was 
employed by the Staveley Coal & Iron Co., and, as he was 
about to commence work on the day of his death, he came 
into contact with a fallen cable, receiving a shock at 6,000 
volts. The consulting electrical engineer to the company said 
that the cause of the wire's falling was a faulty insulator 
causing the wire to fuse and burn through. The insulators 
were for 11,000-V working. A verdict of Accidental death 
was returned. 


A 33,000-volt Cable.—A few weeks ago we published some 
particulars of a 33,000-volt cable which is being laid at Bir- 
mingham. We have now received some information regarding 
а similar cable which Messrs. Johnson & Phillips, Ltd., are 
making for the supply of power at 33,000 volta to an important 
northern steel works. e cable (fig. 1) is designed for a 


Fig. 1.—A 33,000-V CABLE (about 2 actual size). 


3-phase a.c. supply. The conductors are of .2 вд. in. section, 
the thickness of the paper insulation between cores is .5 in., 
and between cores and the lead sheath, .5 in. Over the lead 
is & bedding of compounded jute upon which .16 in. diameter 
galvanised steel armouring wires are laid. A further layer 
of jute and another set of wires are then put on, and the 
whole is finally served with jute yarn and heavily compounded. 
The weight of the complete cable is 72 lb. per yard. 


Ball Lightning in London.—A description of ball lightning 
seen in the sky at St John's Wood during the thunderstorm 
in the early morning of June 96th has recently been received 
at the Meteorological Office. The phenomenon, a large incan- 
descent mass floating in the air below the clouds, and ap- 
parently stationary for eome minutes, is of great rarity, and 
the Director of the Meteorological Office, London, S.W. 7, 
would be greatly obliged if persons who observed it on this 
occasion would communicate with him. 


U.S. Patents Law.—A Bill has been introduced in the 
United States Senate requiring foreign patentees to work 
their inventions in the United States within two years from 
the date of the issue to them of United States patents. 
Failure to conform will give the Government the right to 
license the invention to any person for manufacture, use, 
or sale." About 1,900 British inventions are patented in the 
United States every year. Heretofore no British inventor 
possessing 8 United States patent has been required to work 


it in the States or pay any annual tax upon it during its 
17 years’ life. | M | | 
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The Federation of British Industries.—The Grand Council 
held its regular quarterly meeting at Prince’s Restaurant 
B.W., on July 20th. Sir Peter Rylands occupied the chair, an 
there was a large gathering of members present. The Fuel 
Economy Committee presented a report to the Council describ- 
ing the progress of the scheme since it came into operation in 
September last. Mr. A. W. Chivers, acting chairman of the 
Committee, proposed, and Sir Robert Hadfield seconded, the 
adoption of the report. In the discussion which followed, one 
or two members raised the question whether this development 
of the F.B.I. activities might not lead to direct interference 
with the practice of established consulting engineers, and 
whether it really came within the normal scope of a body like 

Federation. 

The President said that this aspect of the question had been 
considered before the Department was set up. . In his view 
fuel economy was a proper subject to be dealt with by the 
representatives of industry. 

ir R. Hadfield said the work of the Department was neces- 
sary. He felt that if the scheme were given support, it would 
be to the advantage of industry 5 y. 

The report was unanimously adopted. 

During the first six months’ operations twenty-five separate 
inquiries were dealt with—many requiring personal investi- 
gation of plant—on behalf of firms consuming over 175,000 tons 
per annum. It is therefore recommended :—(a) That the acti- 
vities of the Department should be gradually extended by 
development on the lines already laid down. (b) That the 
educational activities of the Department should become а more 
prominent feature, and the Fuel Economy Review should be 
produced quarterly as part of such development; and (c) As 
soon as the organisation ів on a completely self-supporting 
basis, any excess revenue should be allocated to development 
upon lines already indicated. 

Scandinavian Power Transmission.—A conference of :е- 
presentatives of Sweden, Norway, and Denmark will be held 
at Christiania in the third week in August to discuss the 
question of the proposed transmission of power from Norway 
to Sweden and Denmark. 


Electricity in Medicine.—The so-called new cure for 
cancer was briefly mentioned during a lecture in the Radiology 
Section at the final session of the recent meeting of the British 
Medical Association at Newcastle-on-Tyne. For some time 
specialists have hoped that they could cure cancer if they 
could direct certain rays into the particular part of the body 
and persuade the affected tissues te absorb them. The diff- 
culty was, however, to construct a tube capable of '' shooting ” 
such powerful rays without itself collapsing under the bom- 
bardment. It is now stated that this point has been largely 
overcome. 

The Newcastle Daily Chronicle says that an interesting 
demonstration of electrical treatment for chronic otorrhœa by 
zinc ionisation was given at the Electro-Therapeutic In- 
stitute, Jesmond, by Dr. Alfred R. Friel, M.A., F.R.C.S.I., 
aural specialist, Ministry of Pensions (London District), and 
clinical assistant at the Royal Free Hospital, London.  Tonisa- 
tion is only suitable for specially selected cases of chronic septic 
conditions of the ear, nose, and throat, and the treatment 
has proved most beneficial. In the process the zinc solution 
is electrolysed, and by that means penetrates the tissues, the 
electric current in the case under notice being administered 
in the ear and passing out of the arm. Dr. Friel expiained 
in detail what he described as the very simple technique of the 
apparatus, and with the aid of a boy patient gave a practical 
exposition of the process. It is mainly an antiseptic procedure, 
and as a rule causes very little discomfort. In a suitable case. 
he said, one treatment was sufficient to cure the often-neg- 
lected complaint of a running ear, and he instanced a case 
where one patient had been cured after 20 years’ suffering. 


A New Theory of Vision.—Prof. J. Joly, of the University 
of Dublin, has recently proposed a theory of colour vision, 
says the Times. When а ray of light reaches the retina, it 
sets free photo-electrons '" each of which contains a known 
quantum of energy determined by the frequency or wave- 
length of the kind of light to which its liberation is due. The 
electrons discharged by the red end, where the waves are 
long, have a small quantum of energy, but there is a con- 
tinuous increase in the quantum towards the violet end, where 
the short waves liberate more energetic electrons. These 
electrons have an action like the pulling of a trigger on the 
rods and cones of the retina, releasing 8 store of energy 
sufficient to send a stimulus up to the brain. But trigger 
action is a hit or miss; the energy of the propelled bullet 
depends on the explosive charge, not on the pull. The rods 
and cones of the retina are known to be tbe receptor cells 
which receive the stimulation of light, and pass it on as a 
relaved message to the brain. Prof. Joly suggests а function 
for a known difference in their structure. Euch rod is tbe 
starting-point of an extremely delicate thread which must 
be the channel of cominunication to the brain. Each cone 
has a stouter link with the brain, possibly consisting of a 
bundle of threads. He suggests that whatsoever be the 
quantum of energy in the electron which enters a rod. it can 
send only one kind of message to the brain. He supposes. 
therefore, that the rods are the apparatus by which messages 
of the presence or absence of light are received and trans 
mitted, without distinction as to “ colour.” But electrons 
entering the cones can ring up two, three, or four of the 
fibres, according to their quantum of energy, and eo send 


different kinds of messages corresponding with different kinds 
of light. By an elaborate physical argument he shows that 
uanta of energy would be excited in these proportions by 
the parts of the spectrum representing the three primary 
colours, red, green, aud blue-violet, of the Young-Helmnoltz 
theory. If he is right, the physical structure of the eye 
would thus account for the manner in which the sense of 
ju interprets external objects as displaying sharply marked 
colours. 


OUR PERSONAL COLUMN. 


Tha Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELEOTRICAL REVIEW posted as to their movements, 


The Times states that Mr. EVELYN CEciL, M.P., has left for 
Bergen, Christiania, Stockholm, and Copenhagen, in connec- 
tion with the telephone inquiry, accompanied by Mr. W. W. 
Cook, M.Inst.C.E., the assessor to the Telephone Committee. 

Mr. J. W. RoBERTSHAW, foreman of Messrs. W. & D. Wil- 
son, contracting electrical engineers, Bradford, was recently 
elected from among 40,000 ex-Service men to receive the free- 
dom of the city of Bradford. 

Mr. A. S. Buack, borough electrical engineer of Southport, 
has been selected by the Electricity Committee of Ipswich 
Corporation to succeed Mr. F. Ayton as borough electrical 
engineer there. 


Wills.—The late Mr. А. Н. KING, a director of Aron Elec- 
tricity Meter, Ltd., the Aron Taximeter Co., Ltd., and other 
companies, left £25,741 net personalty. 

Мг. С. E. TENNANT, а director of Messrs. E. Green & боп, 
Ltd., left £42,813 gross and £38,952 net personalty. £200 is 
left to the company for the income thereon to be applied to 
encouraging meritorious work among the staf and work- 


people. 
rr ——— 


OFFICIAL RETURNS OP ELECTRICAL 
COMPANIES, 


Tofield & Robinson, Ltd.—Particulars of 488,000 deben- 
tures authorised June 17th, 1921: Whole amount issued; charged on ones 
undertaking and property, present and future, including uncalled capital. 


Southern Electric Free Wiring Co., Ltd. (64,550).—Re- 
turn dated January 14th, 1921. Capital, £5, in £1 shares; 1,510 shares taken 
up and paid for in full. Mortgages and charges: Nil. р 


Sterling Telephone and Electric Co., Ltd. (101,415).— 
Return dated April 5th, 1921. Capital, £65,000 in £l shares (49,650 pref. and 
15.350 ord.); 39,500 pref. and 15,350 ord. shares taken up; £24,500 paid; 
£30,330 considered as paid. Mortgages and charges: Nil. 


Shanghai Electric Constrnction Co., Ltd. (86,795).—Re- 
turn dated June láth, 1921. Capital, £400,000 in £10 shares; 36,510 shares 
taken up; £317,000 paid; £48,100 considered as paid. Mortgages and charges: 


^ Nil. 


Bath Electric Tramways, Ltd. (74,278).—Return dated 
May 19th, 1921. Capital, £230,000 in £1 shares (75,000 pref., 125,000 preferred 
ord., and 30,000 deferred ord.); 75,000 pref., 75,606 preferred ord., and 30,000 
deferred ord. shares taken up; £150,606 paid; £30,000 considered as paid. 
Mortgages and charges: £147,517. © | 


CITY NOTES. 


Mr. Herbert Allen (chairman) presided 
at the annual meeting held on July 96th 
Portuguese at Worcester House, E.C. He said that the 

Telephone Co. company had had a serious setback in 

its fortunes, and for the first time for over 
90 years it had to pay as small a dividend as 8 per cent. 
The year 1920 was one of great disappointments. It was 
characterised by acute commercial, financial, and political 
conditions in Portugal; by comparative inelasticity in their 
business, by а complete collapse of the currency of the country 
(which recently for exchange purposes had reached only one- 
tenth of its par value), and arising largely out of this, by an 
intolerable increase in wages and other working expenses. 
Innumerable instances could be given of the disastrous effects 
of the depreciated currency in almost every branch of their 
husiness, and when they came to deal with the balance 
trading profit there was a disastrous loss on exchange. Another 
question of outstanding importance was that for all purposes 
they were entirely in the hands of the Government. They 
had to put up a hard fight for every concession. Their original 
tariff of 1901, although nominally in currency was practicall 
on & gold basis. for the milreis or escudo at that time sto 
at about par. The various increases which they had obtained 
amounted in the aggregate to close upon 500 per cent., whi 
meant that where they used to get 100 escudos they now 80% 
600. But there was a vast difference—the escudo w 
ба. 6d. and one worth 6d. only. and as between the fall in 
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the escudo, the rise in their tariff rates in sterling was still 
only two-thirds of what it was originally. The result was 
that whilst there was & rise in their receipts from 491,908 
escudos to 797,832 escudos, an increase of 60 per cent., there 
had been an increase of 150 per cent. in their expenses. The ex- 
penses went up from 262,849 escudos to 737,074. The result was 
& trading proiit of 60,758 escudos, as against 229,000 escudos 
in the preceding year, and enabled them to pay a dividend 
of 3 per cent. There was some &mall provision for depreciation, 
but personally he was unable to say whether it fully met the 
requirements. What the whole situation amounted to, seem- 
ingly, was this: For & period of two years their wages had 
gone up ten to twelvefold, and materials three to fourfold, and 
any profit they made in currency could only be turned into 
sterling at about one-tenth its face value. Their only hope 
inh to lie in the increased tariff which came into force 
a few months ago and an improvement in the exchange. So 
far ag the exchange was concerned, there had been a slight 
recovery, but as to how far that was based on intrinsic value 
or on reported loans from America, he could not say. Per- 
haps the most striking feature of the business was the great 
increase in the expenses. The directors had particularly ad- 
dressed their engineer on this point, and were assured that 
it was due to circumstances beyond the control of the company. 
He could say they were not overstaffed, and he was certain 
that was so so far as London was concerned. It was a little 
tantalising to all of them to read of the wave of prosperity 
on which во many of the telephone companies seemed to be 
riding, but they were not operating in Portugal, in which 
respect they were to be congratulated. There was not a 
single public utility company in that country which at present 
was paying its way. Railways, tramways, gas and electricity 
all appeared to be in the same boat. so that their own com- 
pany was not alone in misfortune, if that was any consola- 
tion to the shareholders. The great bugbear was labour, and 
in most of the services he had mentioned the item of wages 
absorbed the entire gross income. Perhaps he had said enough 
about the past and they would like to hear a word or two 
about the future. Since the opening of the year, when the 
escudo was 6jd., they had had some wide fluctuations in the 
exchange. They had seen it as low as 4id. and as high as 
9jd., and the last quotation was something about 74d. In 
January and for the first few weeks of February they worked 
under the increased tariff granted in 1920, and since February 
Ast they bad had the benefit of a still higher tariff with wages 
the same. This should mean that at the present time there 
was а substantial margin between their revenue and expenses. 
He spoke with considerable diffidence as to the future. for 
he had no means personally of forming an opinion which 
he would care to air in public. He had, however, addressed 
many inquiries on the subject to the managing director and 
the technical officers of the company, with the result that 
some definite figures had been given him as to their trading 
rospects for the year. He need not trouble them with the 

tails of the estimates, which were based on four separate 
rates of exchange, viz., 6d., 7d.. 8d., and 9d., but he would 
give the broad conclusions: These were that with the rate 
of exchange at 6d. they would meet all their charges and have 
a surplus of about £35,000; at 7d., a surplus of £45,000; at 
8d., nearly £60,000; and at 9d., close upon £70,000. He would 
not offer any opinion on the value of these estimates, but he 
was assured they had been prepared with the greatest care 
and on a conservative basis. Mr. Cook went further, and 
attributed the whole of their trouble (which he believed to 
be only temporary) to the lapse in the exchange and the in- 
terval between the time that the tariffs were increased. They 
had sufficient accommodation on their switchboards to meet 
requirements for the next three years, and 4,000 additional 
subscribers would mean about 30 per cent. of the present 


"business of the company. 1% was a bitter disappointment to 


them that after 15 years of prosperous business the fates had 
turned against them. During those 15 years the lowest divi- 
dend they had paid was 6 per cent. in 1918. Once thev paid 
74, eight times they had paid 8 per cent., and once 28 per 
cent. From 1919 they had paid 7 per cent. Thus this was 
lowest dividend they had paid in 20 years, and he could 
only hope that the recovery in their fortunes forshadowed in 
the estimates, or a substantial portion of them, would be 
Mr. J. E. Kingsbury seconded the motion, and emphasised 
several of the Doints in the chairman's speech. The report 
was adopted without discussion. 


C Presiding at the annual meeting, held in 
hile Telephone Tondon last week, Mr. C. W. Partsu said 
Co., Ltd. that owing to the unfavourable exchange, 

; their revenue, collected in Chilean cur- 
lag showed a marked shrinkage when converted into ster- 
кш adversely influenced the net results. According 
к : limes report, the speaker said that the business pvr- 
ызы in the Antofagasta district last vear had heen steadily 
E and was being modernised and extended; 
m E E of preparing the lines for the new auto- 
Wd Pant about to be erected had been activelv con- 
5 Valparaiso. In spite of the set-back in the 
mic situation, due to stagnation in the nitrate in- 
Chile Las the trade depression throughout the world. 
looked 4 ultimately bound to progress, and the board 
pany's Orward to the steady expansion of the com- 
business. Their concessions had recently been 


provisionally renewed for two years, and there was every 
reason to hope that the Chilean Government would give them 
such an extension of tenure as would be a sufficient guarantee 
to justify the directors in asking the shareholders to provide 
the additional capital required for future developments. In 
order to enable the company to counteract to some extent the 
loss on conversion of their currency receipts into sterling, they 
were arranging to charge & premium on their tariffs from 
October lst next until such time as exchange improved to 
10d.—a figure which the Government bad agreed they were 
justified in taking as а minimum basis for the dollar. Sefior 
Antonio Huneeus (chairman of the advisory local commit- 
tee) was present at the meeting, and briefly addressed the 
shareholders. He believed that the Government would treat 
the company justly, and, at an early date, renew its conces- 
sions on reasonable terms. 
Mr. A. Н. P. SroNEHAM, presiding at the 
Kalgoorlie annual meeting last week, said that the 
Electric Tram- net profits earned before charging depre- 
ways, Ltd. ciation were £8,742, against £7,040 last 
year. The car mileage had been reduced by 
22,592 car miles owing to the heavy running expenses. The 
new mining development actiyily at Kalgoorlie had not come 
up to expectations. Business had been depressed owing to 
the heavy losses of speculators in the many new сотрашев. 
It was possible that even now some of the new mines might 
turn out to be payable. The year had been one of difficulty 
for the tramways with increased expenses and strikes. The 
award of the Arbitration Court in regard to back pay did not 
bring that period of peace to which they looked forward, for 
as soon as the Arbitration Court granted the miners 16s. a day, 
tbe tramway employés applied for an increase to 17s. per day. 
An award of the local arbitrator had since given the men an 
increase of 2s. 4d. per day, but the Arbitration Court had re- 
duced it to 1s. 2d., and it remained to be seen what the atti- 
tude of the men would be. For tbe first four months of this 
year the returns showed a decrease of £4,020 in receipts, and & 
decrease of £2,066 in operating expenses, the net revenue 
being £1,266 against £3,220, but for 24 days the tramways were 


not running. | 
The directors report tbat the revenue for 
Yorkshire the half-year ended June, 1921, shows an 
Electric Power increase over the corresponding period in 
Co. 1990 notwithstanding the set-back caused 
by the three months’ dispute in the coal- 
mining industry. After payment of interest, the net profits 
for the three half-years ended June 30th compare as follows :— 
1919, £19,229; 1920, £30,146; 1921, £28,283. Interim dividends 
will be paid upon the preference and ordinary shares at the 
eame rate ав last year, Viz.. 3 per cent. for the half-vear. The 
time and thought of the officers of the company have been 
largely engaged upon the proposals of the Electricity Commis- 
sioners for the re-organisation of the area entrusted to the 
company. А public inquiry has already been held by the 
Electricity Commissioners at Leeds; a second and possibly s 
third inquiry is proposed to be held for other portions of the 
company's area and no decision has yet been announced. 
These inquiries involve a considerable expenditure of money 
and an interruption to the regular development of the com- 
pany's business, but the directors hope that they may result 
jn removing the legislative obstacles which have retarded the 
development of the company's undertaking. During the half- 
year considerable extensions have been made to the plant 
and mains which will enable the company to meet further de- 
mands from consumers who have contracted to take supply and 
п bring increased revenue during the second balf of the pre- 
sent year. 


Prospectuses.— Producer Gas Plants, Ltd.—The list was to 
close on August 3rd in an issue of 50,000 10 per cent. partici- 
pating preference shares in this company, which manufactures 
ə portable producer-gas plant, which can be fitted to any 
standard petrol-driven commercial vehicle without alteration 
to engine or chassis. The company began experimental work 
in 1917, but progress was stopped by the war. 

British Automobile Traction Co., Ltd.—This Company has 
been issuing at par 200,000 cumnlative 8 per cent. participating 
preference shares of £1 each. The company has been for many 
years operating motor omnibuses and motor coaches in various 
parts of the country. The dividends paid on the issued capital 
have ranged from 7 per cent. in 1913 to 10 per cent. in 1990, 
dropping for several years. the lowest being 4 per cent. in 
1917. The offices are at the Electrical Federation premises 
in Kingsway. 


Fullers United Electric Works, Ltd.—After deducting 
46.678 for loss on realisation of investments and £13,333 for 
interest on short term notes, the accounts of Fullers United 
Electric Works for the year ended March 31st. 1991, show a 
loss of 2129.408; £8,049 was brought forward. leaving a dehit 
halance of £121 368. The amount reserved for excess profits 
duty—namely, £14.000—will not be required, and accordingly 
the directors propose to use this to provide for the deprecia- 
tion of plant and machinery, and to apply the balance in 
writing off the experimental and development expenditure and 
£4,043 off preliminary expenses. The directors propose (I) to 
create and issue first mortgage debentures up to £150,000, and 
'2) to reduce the capital from £500,000 to £378,794 by writing 
off as lost 16s. per share on the 151,507 issued ordinary shares. 
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ү Vickers, Ltd.—The directors announce the following in- 
terim dividends for the half-year ended June 30th, 1921 :—94 
per cent. on the preferred 5 per cent. stock, less tax; 24 per 
cent. on the 5 per cent. preference shares, less tax; and 24 per 
cent. on the cumulative preference shares, free of tax. There 


are still outstanding questions of importance with Government 
Departments, chiefly the Inland Revenue and Admiralty, but 
until a settlement has been arrived at the directors are not 
1925 to complete the accounts for the year to December 318%, 


Stock Exchange Notices.— Dealings in the following have 
been specially allowed by the Committee under Rule 143a :— 
. Crompton & Co.—£20,00U six per cent. first mortgage de- 
bentures (registered), Nos. 1.251 to 1,450 (£100). 

West India & Panama Telegraph Co.— 10,000 five per cent. 
debentures of £100 each, Nos. 801 to 900. 


Hong-Kong Tramway Co., Ltd.—Interim dividend on 
account of 1921, of 1s. per share. 


National Boiler & General Insurance Co., Ltd.—Interim 
dividend of 12s. per share, less tax, on ordinary shares. 


Lanarkshire Tramways Co., Ltd.—Interim dividend at 5 
per cent. per annum, less tax. 


County of London Electric Supply Co., Ltd.—Interim 
dividend on the ordinary shares for the half-year ended June 
80th at the rate of 5 per cent. per annurn, less tax. 


Electrical Distribution Co. of Yorkshire, Ltd.—Dividend 
on ‘the ordinary shares for the June half-year at the rate of 
6 per cent. per annum, free of tax. 


. Herbert Morris, Ltd.—Half-yearly dividends on the 6 per 
cent. (less tax) and 5 per cent. (free of tax) cum. pref. shares 
are announced. 


Hart Accumulator Co., Ltd.—The directors recommend a 
dividend of 8 per cent., less tax, for 1920. The net profit was 
£94,092, plus 427.652 brought forward. After paying the 
dividend, £25,616 is to be carried forward. 


| Metropolitan Railway Co.—Interim dividend at the rate 
of 11 per cent. per annum on the ordinary stock, compared 
with 1 per cent. in 1920. 


. 


STOCKS AND SHARES. 


> TUESDAY EVENING. 


THE quietest season of a quiet Stock Exchange year will be 
the week in which there fell the August Bank Holiday, and 
this must prove both excuse and justification for our '' drop- 
ping into tables." It is inevitable, also, that this week should 
revive memories of the prices which ruled on the outbreak of 
war, seven years ago. In drawing up lists of comparative 
quotations at the present time, it 18 appropriate, therefore, to 
include what are available of prices which can still be matched 
against those of July, 1914. Some of those which would afford 
the most interesting comparisons do not lend themselves to 
euch treatment, owing to the way in which share-capitals have 
been reorganised and readjusted. However, making what we 
бап of the material at hand, the list of electricity supply shares 
affords a straightforward group that enables ready compari- 
son :— 


Nu. Dec. 31at, July 27th, 

Share. 1920, Now. Rise. 1914. 
Brompton and Kensington .. 6 6 — 93 
Charing Cross. 33 4 + й 41 
Chelsea... ie Өн .. Bh 37 +} 4 
City of London " e 14 bis + 1 = 
County of London z. ie 4 84 + 4 12 
Kensington " dá is 23 13 + i 74 
London А Y: B 0 1 + lj, 

f . Metropolitan os - .. OF 38 +1 34 

Bt. James’ .. is Чы .. 6 Б} — 9i 
Bouth London. - vs ri 2 + } 35 
Westminster PA bs — 4 bi + BR 


. The Home Railway market is amongst the few departments 
of the Stock Exchange in which prices have remained obsti- 
nately flat over the past seven years. Underground Electrics, 
however, are amongst the stocks which, at times, have risen 
superior to their pre-war figures. How they stand now, this 
table shows :— 


| Dec. 31st, Rise or July 27th, 
Stock or share. 1920. Now. Fall. 1914. 

r Central Lon. Ass. Ога... ee 495 495 — R3 
Metropolitan T “= .. 20 21 — 973 
District.. aia rio e .. 164 184 18 213 
Underground Ord. - . l% 24 + { 2 

Ditto А ve .. 5/- 6/- +1/- — 7, 
Ditto | Inc, jd .. 60А 774 +17 88 


Coming to the market in cable stocks and shares, exact com- 
parison is vitiated in the Eastern issues by the fact that the 
four cbief companies have raised money by the offer of new 
stocks at prices that gave proprietors a very handsome bonus. 
It is noteworthy that Marconis (where the capital has been 
largely increased) stand above their pre-war figure. Our re- 
presentstive list is as follows: 


Dec. 81st, Rise or July 27th 

Btock or share. 1920. Now. Fall. M "t 
Anglo-American Pref. .. . 754 8t + 1 
Cuba Submarine. ex гє Oeo 7 Tt Bi 
Eastern Extension os . 114 lt + 14 124. 
Eastern Telegraph M «s 152 12 + 10 130; 
Globe Telegraph Ord, .. .. H 164 + 9 11 
Great Northern .. 5 .. 204 234 1 B 
Indo-European .. ea * 80 80 — 59 
Marconi vi T .. 2% 2% — 133 
United River Plate 95 fer 5 


6 + 
West India & Panama à — \ . | 
Western Telegraph xs ul T * 1 1 
Manufacturing shares are difficult of comparison owing to 
the reasons set out in our first paragraph, and the table must 
perforce be limited to changes on the year :— 


Dec, Rise Dec. Rise 
31st. or 318ї, Or 
Share. 1920. Now. Fall. Share. 1920. Now. Fall, 
Babcock & Wilcox 7 28 +4 General Electric .. là 4 -4 
Brit. Aluminium.. 13 — % Crompton .. .. 16/6 15; -i 
Brit. West. Pref... I 113 +è Henleys  .. EP 1 Im -& 
Callenders .. . Ii, Im + India Rubber д ы =s 
Elec. Construct. . Siemens. oe là 15 +7, 


3 1; . 
Edison Swan id? 10% 46d. Telegraph Con. .. 21 20 -i 
Brazilian Tractions have fallen about 10 points since the end 
of last year. Anglo-Argentine 5 per cent. debenture has risen 
7. Mexican Utilities proved a very erratic market during the 
period. Mexican Light & Power First Mortgage bonds at 77} 
are 17 points to the good, and Mexico Tramways Firsts at 
524 are 144 up. Possibly the main feature of the markets 
dealt with in this weekly survey is the manner in which new 
issues have been promptly subscribed. Good premiums rule 
upon most of the stocks and shares offered this year, and the 
demand is for more stock, owing to the fall of 2 per cent. in 
the Bank Rate since the year began. 


SHARE LIST OF ELECTRICAL COMPANIBA, 
Номи ELmorRICITY COMPANIES, 


Dividend Prioe 


Yield, 
1919. 1990. 1991. Rise or fall. us 
Brompton Ordina ee eo eo 12 19 8 -— 4 0 6 
Charing Cross Ordinary is өө 1 8 4 + ё 10 0 0 
do. do. E do. 44 eee & 4 Bb — 7 4 @ 
Chelsea.. ee ee ee ee 4 6 83} — 9 4 8 
ону of London oe T . 18 14 1,3 ti 10 18 4 
о. do. 6 per cent, Pref... 8 8 17%. — 7119 
County of London .. os с, B 8 84 ~ 917 0 
do. do. 6 per cent. Pref... 6 6 8 - 1178 
Kensington Ordinary oe oe q 9 d — 10 18 3 
London Electric  .. s 94 39 1 — 710 0 
do. do. 6 per dont. Pret. eo 6 6 — 10 18 1 
Metropolitan ee ee ee ee 6 q — 9 18 3 
do. 4j per oent, Pref, .. 4 4% 9 — 716 6 
St. James’ and Pal] Mall. 19 13 ei +} 912 0 
South London ee ee eo 6 q 28 — 10 13 4 
Bouth Metropolitan Pref... ee q q 16/8 = 8 12 4 
Westminster Ordinary  .. „ 10 10 63 — 9 6 0 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am, Tel, Pret, e ео б 6 84 *1 7 210 
do. Def... ee iw 13 1$ 17 + ё 816 6 
Chile Telephone  .. T eo 6 57 — 5 18 6 
Cuba Bub. Оха. ed. 7 14 "ü — 96 
Eastern Extension .. we „ 10 10 164 — 680 
Eastern Tel. Ord. ee ee ee 10 10 1824 m 0 8 1 
Globe Tel. and T. Ord, ee ее 10 10 164 — 5 19 b 
do. do. Pref, .. ie 0 6 9exd — en 6 
Great Northern Tel, РР oo 93 94 932 — 10 2 6 
Indo-European ee ee ee 10 10 BO == 8 6 8 
Marconi aie © e о 5 — 92! — — 
Oriental Telephone Ord, .. œ B B 219 — 6 16 8 
United R. Plate Tel. T e 8 8 6 + 4 *6 13 4 
West India and Panama .. . Ni Nil 6/8 — Nil. 
Western Telegraph. T .. 10 10 164 — 6 1 3 
Номи Rans, 
Central London Ord. Assented .. 6 4 19 — 818 
Metro olitan ee oe oe ee 1 1 -1 5" b 11 1 
о. District... . N N 183 — Nil 
Underground Electrio Ordinary.. Nil Nil 213 — i Nil 
do. do. "A" Nil Nil 80 — Nil 
Говеои Trams, &0. 
Anglo-Arg. Trams, First Pret. .. 64 123 9 — 10 0 0 
do, do, and Pref, .. Nil 53 21 — 911 4 
do. do. 5 % Ded. 5 5 643 — 716 0 
Brazil Tractions  .. EN .. Ni Nil 38 -1 Nil 
British Columbia Bleo, Rly. Pfoe. b б 58 — 819 4 
do. do, Preferred 5 43 564 — *8 6 8 
do. do, Deferred 8 6 55 — 610 16 3 
do. do, Deb. n 4 5 — 7 110 
Mexico Trams 5 per cent. Bonds. N Ni 52 — Nil 
do. 6 per cent. Bonds.. Nil Nil 954 — Nil 
Mexican Light Common .. .. Nil Nil 9 —24 Nil 
do. Pref, o Nil Nil 174 —1 Nil 
do. Ist Bonds  .. Nil Nil 173 +38 Nil 
. MANUFACTURING COMPANIES, 
Babcook & Wilcox ..  .. .. 15 16 93 — 61 6 
British Aluminium Ord, .. . . 10 10 16/9 + 3d. 11 18 10 
British Insulated Ord. .. — .. 15 15 làxd — 10 0 0 
Callenders ee ee ee ee 15 15 lis — 10 8 8 
” Pref, m ee ee 64 64 17/6 — 1 8 7 
Orompton Ord, .. ... .. 10 10 15/- 1/3 IB 6 8 
Edison-Swan oe oe ee ee 10 = 10/6 — эг 
do. do. брег oent, Deb. .. 5 6 (ха — 171 
Electrio Construction x . . 10 10 16/8 — 19 6 1 
English Electric .. .. .. 8 8 1206 — 12 16 6 
Do. Pret. ee se 6 6 15 / — 8 0 0 
Gen. Elec. Pref. ..  .. 69 64 17/. — 718 0 
do. Ord. ee ee ee 10 10 4x0 — 410 b 4 
Henley ee ee ee oo 16 : 15 1 ^. — 10 8 0 
do. 4j Pret. МЕ 55 Us 44 4 af ue 618 6 
India-Rubber vi 25 . 10 ы 14 — — 
Met.-Viokers Pre. 8 8 133 = 8 16 10 
Biemens Ord, "uh vs .. 10 16 15 — "6 18 3 
Telegraph Ооп, oe ee ee 90 90 10) == 25 и 1 


* Dividends paid free of Income Pax. 
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THE ELECTRICAL ENGINEERING . TRADE IN SWITZERLAND. 


For no less than 15 years prior to the war, the United King 
dom took fitta place in dwitzerland's foreign trade. ‘Lhe 
tactors wüich subsequently disturbed normal relations are 
described at some length in the report which has recently 
deen issued by the Department of Overseas Lrade from the 
pen of Mr. J. R. Саши, rormerly Commercial Secretary to 
II. M. Legation, Berne, und now Commercial Counsellor to 
H.M. bmoassy, Faris. i 

‘the sound conclusion is drawn that judging even by recent 
resuits the Swiss Market 15 Worth more attention from the 
British manufacturer and merchant than it has so lar. received. 

A country, although its population be under four mions, 
whose importa ш 1919 and 49% reached in value 34 and over 
4 thousand million trancs respectively is important. Of these 
annual unports manutactured products represented 30 per 
cent., raw materiais 56 per cent., and toodstuits 54 per cent. 

Mr. Cabin criticises british. methods ot appointing agents. 
He mentions instances of United Kingdom hrins having their 
Swiss agents in Paris, Hamburg, Cologne, Frankfort, or 
Milan. dE 

British products, notably iron and steel goods, enjoy a high 
reputation in Switzerland, and Mr. Cahill mentions one reason 
why a good opportunity exists at present to cultivate the 
market more closely. 1t is that the Germans are largely out 
of tavour there. Firms which study Swiss requirements and 
grant liberal credit should profit at this juncture. Lhe new 
swiss import tariff, which has been introduced: since Mr. 
Cahill's report was penned, does not hit British goods any 
more {һап those of our competitors. ' 


The report mentions three special fac- 
tors which have allected Swiss imports of 
british iron and steel goods, viz., high 
prices, the state of tbe exchanges, high 
indefinite prices, long or indefinite delivery. For example, 
there was an exceptionally strong demand for various British 
steel products required in the Swiss electrotechnical industry 
(e.g., electrical steel sheets for transformers, steel for turbine 
blades) which enjoyed and enjoys the greatest prosperity, but 
fequirements could not be met by British makers—in one case 
in fact only one-fifth part of orders were being supplied. In 
one or two cases in other Swiss industries the firmius which 
preferred to obtain steel products from England and applied 
to the Engiish market therefor, were eventually obliged to 
obtain Шеш from Germany. In the last six months, however, 
it would seem tbat, principally owing to the exchange, Belgian, 
German, French, and Czecko-Slovakian exporters have been 
in a position considerably to undersell most British steel and 
engineering products, which do not happen to be definite 
British specialities. As regards the latter, Swiss orders are 
now being fulfilled without ditliculty. 

Swiss exports of electrical and other machinery showed 
some remarkable figures in 1920, e.g., dynamos, &c., to Den- 
mark (24 million francs), Sweden (1 million), Norway (2 
millions), Japan (1.1 million); also to Japan hydraulic and 
wind motors and pumps (2.6 millions), steam engines (2.5 
millions), gas and oil engines (1.5 millions), and iron boilers 
(16 millions). Expansion of trade with Spain has taken place, 
especially in machinery (dynamos, 6 millions; hydraulic and 
wind motors, 3.2; milling machinery, 2.3; steam engines, 1.3; 
textile machinery, 1.2). 


Mr. Cahill gives an interesting statement 
concerning the outcome of Swiss endea- 
| vours to develop her water power—a sub- 
ject with which readers of Ше REVIEW are generally familiar. 
These resources are officially estimated to contain a capacity 
of four million horse-power. One-fourth of this power is 
obtainable from her rivers, and the remainder from the lakes 
and streams in her mountains. At the beginning of 1921 a 
total of 171 works (of over 500 h.p.) had been erected or were 
in process of erection, whilst 190 works (of over 1.000 р.р.) 
had received, or had applied for, the necessary authorisation 
for construction. The following table supplies certain im- 


portant data with regard to both groups :— 
; Works (of over 1.000-h.p) 
for which authori- 
sation received 
or applied for. 


Iron and 
Steel Trade. 


Water Power. 


Works built or 
building (of over 
2LU-h.p.). 
Number of works _... is 171 190 
Utlisable accumulation (in. 


cubic. metres) 417.790.070 2.467,681.000 
Minimum power (net) 355,959 1,352,550 
Maximum power (net) 1.587.770 4.527.100 
Annual energy production in 

million kWh . 352.186 10.986 
Accumulation. energy capacity : 

in million kWh  .. —.. 315.030 1,871,339 


Among the power stations already built, or building, are 
five with from 60.000 to 63,000 h.p.; one of 52,000; one of 
45,600; three of 45,000; one of 42,000; one of 40.500; and ten 
of from 90,000 to 32,600: among the projected stations are 
fifteen of from 60,000 to 200.000, and eleven more of 50,000 to 
52.00. There are now 18 large (i.e., from 90.000 to 72.000 


b.p.) power stations in operation, and the sole obstacle to the 


tapid execution of the bulk of the numerous schemes is the 
dearth of capital. Ai the present time about 26 per cent. 
of the estimated water-power resources of Switzerland have 
been turned to account; on January Ist, 1914, the power 
utilised was ollicially estimated at approximately 500,000 (or 
124 per cent.); at the beginning of 1920 there were in course 
of construction eight works with а total capacity of 400,000 h.p. 
The linking up of the principal power. stations, во аз to 
provide mutual assistance and compensation in case of dearth 
or abundance of water power, has recently received serious 
consideration. | 1 ; К AN 
Last year the Swiss Power Transfer Co. (Schweizerische 
Kraftübertragung А.О.) was formed for the purpose of remedy- 
ing the inequalities in power production (through shortage or 
irregularity of water. supply) or distribution (through irregu- 
larities in demand, whether seasonal or daily). The majority 
of the works in Central and North-East Switzerland. have 
become members of the concern. and it is hoped that those 
in French Switzerland also will shortly participate. nergy 
is already being distributed in many cases over distances up 
to 100 miles in Switzerland; in emergencies or in the event 
of unusual strain assistance is immediately obtainable from 
one or more stations by a system of telephonic control. Energy 
is also exported to Germany, France, and Italy under Federal 


1 0.6. | 


It may be again noted here that the 
Railway Federal Railways have built or are building 
Electrification. their own power statjons. Опе reason 
generaly given for thjs action is that the 
current of normal stations js generated as 3-phase, 50 cycles, 
whereas railway experience in Switzerland finds the single- 
phase, 16 cycle current is more suitable. At the present time. 
however, non-railway power stations also supply the railways. 
The report closes with the following concise summary of 
the progress attained at the end of January last in the elec- 
trification of the Swiss Federal railways :— abe 
I. Sections whose electrification is completed : 
Km. 
Since 1906, Brigue-Iselle — ... — 22 
Since July, 1918. Brigue-Sion — 52 
Since July, 1918. Berne-Scherzligen 32 
Since Dec., 1920, Erstfeld- Biasca. 90 


I. Total 13 km. 69% 


II. Section whose electrification is in course of execution: 
Date when electrification 1s expected to be completed : 
May, 1921, Biasca-Bellinzone 20 | 


Jan., 1922, Bellinzone-Chiasso . 55 
Jan., 1922, Erstfeld-Lucerne e. 60 
Jan., 1922, Goldau-Zoug .. .. 46 
Jan., 1922, Immensee-Rotkreuz ... 8 
Jan., 1923, Zoug-Zurich ... .. 99 
Jan., 1923, Lucerne-Zoug ... .. 98 
Jan., 1923, Sion-Lausanne ... *. 99 
II. Total Ee 308 km. 10.8% 
IIT. Sections whose electrification will follow on above: 
By July, 1928, Lucerne-Olten — . 56 
By July, 1924, Olten-Basle ... . 39 
By July, 1924, Lausanne-Vallorbe... 46 
III. Total 141 km 5.0% 
Sum Тота, ae Seed 645 km. КҮ? 
Total length of the Swiss Federal Railway 
System „ оз .. 9,849 km. 100 % 


Employers and Leadership.—Mr. William Graham, М.Р. 
for Central Edinburgh, writing in the Journal of Industrial 
Welfare, is of opinion that there is substantial ground 
for the statement that the extremist suggestions which 
were true of the war period in industry and of the days in- 
mediately following the armistice, are being steadily discarded 
by the groups of workers to whoin for a time they apparently 
appealed. In the midst of crisis there is recognition of the 
fact that only by strictly constitutional methods are far-reach- 
ing changes of a beneficial nature possible in industrv and 
commerce. This being the case, it is exceedingly important 
that British employers should not lose so great an opportunity. 
There are many problems in which their leadership would һе 
invaluable. Questions of working hours, wasteful methods, 
improved machinery, scientific management, and pavinent by 
results would be received far more favourably by the workers 
if it were shown that there is no system which does not lav 
down a minimum, that there is no reason why rate-fixing 
should not be a joint operation of emplover and emploved, and 
that even in a collectivist state, efficient methods would be 
essential to the popular welfare. 
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(Continued from page 130.) 


Mechanical Advantages of Electric Locomotives compared 
with Steam Engines. 
Bx бік V. L. R. Raven, K.B.E., M.Inst.C.E. (Abstract.) 


. The mechanical limitations and disadvantages which exist 
in the steam locomotive and which are overcome to a very 
considerable extent by the adoption of electric traction may 
be briefly summarised as follows :— 

The locomotive being a complete independent unit, its 
power cannot be greater than the capacity of its boiler. 'To 


increuse the boiler capacity implies increased dimensions and 


weight, both of which offer grave difficulties with regard te 
clearances and strengthening of bridge structures. On many 
railways in Britain the limit of weight has been reached. 
and further development of power is only possible at 
enormous expense. 

The boiler, cylinders, valve gear, crankshafts, and all recipro- 
cating parts are costly to maintain. Turntables, fuelling plant, 
and water supply appliances must be provided. The cab is 
small and open to the weather, involving discomfort to the 
locomotive crew. The locomotive radiates heat and uses coal 
during many hours when it is doing no work, und the weer 
and tear of the locomotive on the track is considerably її 
creased by the impossibility of accurately balancing the reci- 
procating parts. 

The case for the electric locomotive may be set out by the 
brief statement that it is not hampered by any of the above- 
mentioned objections. Jn addition, 1t possesses other important 
qualifications such as : — 

Simplicity of mechanical construction and operation. In- 
creased power of acceleration. Higher scheduled speed due 
to the possibility of heavy short-period overloads resulting in 
more frequent service and increased use of existing tracks. 
Uniform turning effort resulting in better factor of adhesion 
at starting and on gradients. 

Absence of all reciprocating movement and accurate balance 
of all rotating parts. Facilities for driving from either end of 
a locomotive. Accessibility of mechanical and electrical parts. 
Better accommodation for locomotive crew by reason of in- 
creased cab area and by closing in and heating the cab. 
Possibility of coupling two or more locomotives together under 
the control of a single driver. 

The production of energy in a power station rather than 
on the locomotive leads to а very substancial economy of iuel. 
On а steam .locomotive fitted with all modern improvements, 
it,is not practicable to work at less than about 24 lb. of best 
quality coal per b.h.p.-hour, and very few engines are capable 
of doing this for any length of time; the average consumption 
is more like 34 lb. per b.h.p.-hour for passenger engines, and 
5 lb. for goods engines. | 

With electric locomotives, whether passenger or goods, it 
is possible to reduce the consumption of fuel to 1$ lb. per 
hour, or even less, of low quality coal per b.h.p. produced 
on the locomotives. In other words, electrification enables the 
fuel consumption to be reduced to one-half or one-third, the 
fuel employed being of a quality unsuitable for steam loco- 
motives. | 

Experience with regard to the cost of repairs of clec- 
tric locomotives working between Shildon and Newport, 
shows that this cost is approximately one-third that of main- 
taining the steam locomotives which worked this traffic pre- 
vious to 1915. The difference in America is much greater, 
as Mr. Armstrong. chairman of the Electrification Committee 
of the General Electric Co.. shows the cost of repairs per mile 
of three American railways varying from 6.3 to 14.6 cents, 
as compared with a cost of 60 cents per mile for a 2-8-8-2 
Mallet steam engine, which is the class of engine that would 
have to be used to haul a similar train to that taken by the 
electric locomotive, the «ost of repairs of which is 14.6 cents, 
or one-fourth that of the steam engine. 

The following methods of driving are used :— 

(a) Motor with reduction gear is the widely used method 
of transmitting the torque to the driving wheels; it is the 
ordinary double bogie articulated tvpe, is widely used for 
freight traffic. and is the same as that used on the Shildon- 
Newport electrification, North-Eastern Railway, and others 
in the States and on the Continent. | 

(b) Quill drive secures all the advantages of a flexible gear 
in cushioning the transmission of torque, and lessens the 
vibration more effectively than the usual flexible gear con- 
struction and mounting. This drive is employed on the geared 
locomotives of the New York, New Haven, and Hartford 
Railway, also on the Chicago, Milwaukee & St. Paul line. 
Advantages of the quill drive are: (1) The driving wheels are 
large. (2) The centre of gravity of the locomotive is high. 
(3) The dead weight on the track is reduced to a minimum, 
consisting only of the wheels and axles, without the addition 
of any portion of the motors. 

(c) Gearless motors are in use on the Chicago, Milwaukee 
and St. Paul and the New York Central Railways, and are 
giving every satisfaction. The advantages claimed for this 
design are: Simplicity of electric motor owing to the absence 
of motor bearings and gear, &c. Facility for examination of 
motor and removal of armature for repairs if required. The 


mechanical arrangement of the complete locomotive is said to 
possess the required flexibility and balance to enablé it to run 
at any speed equally well in either direction without tendency 
to oscillate or spread the track. : 

(d) The principal advantage of the connecting-rod drive is 
that the exact position of the motor in relation to the driving 
wheels 1s at the disposal of the designer, and he is therefore 
free from the restrictions imposed upon him by the Decessity 
for getting the motors into the space between the flanges of 
a pair of wheels, and is, therefore, enabled to use large motors 
and place ћеш in the most convenient position in the loco- 
motive. This method of driving has not been employed at all 
in this country, except for experimental purposes. In the 
United States there are a few examples, but on the Continent 
the connecting-rod drive is almost universal. Up to the 
present electrification in these countries has been carried out 
mainly on the single phase or 3-phase system, and Continental 
engineers consider that the additional complications caused 
by the introduction of cranks and coupling rods are more than 
compensated for by the advantage of having a free hand with 
the motor design. A large nuinber of designs have been 
worked out. Some have proved quite satisfactory, others have 
given rise to a good deal of trouble. In most cases the trouble 
has been eliminated by strengthening up special parts sucli 
as crankpins, Scotch yokes, &c., and by introducing a certain 
amount of flexibility 1nto the connections between the motors 
and the crankshafts. 

DISCUSSION. 


Sir Vincent Raven's paper was discussed jointly by Sections 
MS and III on July Ist, Capt. Н. Riall Sankey being in the 
chair. | 

Sir Јонм ASPINALL, in opening the discussion, said they 
had yet to learn which was the best tvpe of electric locomotive 
for main line use, and he could not view with satisfaction the 
prospect of adopting the Continental design in which rotary 
motion was converted into reciprocating motion, and the latter 
was converted again into rotary motion; some form of direct 
drive through gear wheels was wanted. They must not expect 
to obtain results too rapidly; until all steam engines had gone 
they would not see the full advantage of electrical operation. 
He paid little attention to comparisons of coal consumptions; 
the figure to watch was the average consumption on the whole 
of the railways of the country. He looked forward to the use 
of electric locomotives on all the main lines of the country, and 
hoped to see one electric locomotive running from Aberdeen 
to Dover without a change. The problem of lubrication would 
need much attention, because engines would make long runs 
without a change, and it was essential that they should get the 
utmost mileage out of a locomotive before having to send it 
into the shops for repairs. The motors, &c.. should be kept 
as high up in the cab as possible, above the bogies, dust, and 
dirt. Development had been retarded by the uncertainty 
about which system to adopt, but the Electric Railway Ad- 
visory Committee had recommended, and the Minister of 
Transport had approved, that there should be a uniform d.c. 
1,500-V system with a third rail throughout the country. 

Sir P. Nasu was of the opinion that, while the advantages 
and economies of electric traction were striking and could 
not be ignored by the railway companies, at the same tune 
wholesale electrification was neither desirable nor practicable. 
The time had come for serious deliberation before undertaking 
the conversion of main lines from steam to electrical operation. 
The electric locomotive had considerable advantages over the 


. Steam engine for the haulage of heavy loads, and it should 


be particularly useful in shunting yards by reason of its low 
stand-by charges. Experiments had indicated that 73 per 
cent. of a shunting engine's time was lost; it was standing 
for 43 and running for 57 per cent. of its time, but it only 
did useful work during 93 per cent. of its time. For yards 
which were not electrified a battery locomotive or tender 
would be applicable. 

Mr. С. H. Merz explained that railway electrification had 
been delayed by the heavy capital expenditure it involved. 
Nevertheless, he was strongly of opinion that that would be 
compensated for by the economies that would thereby be 
brought about, i.e., the saving in coal alone would be enoug 
to pay for the electrification and, therefore, efficiency was 0 
real importance. The great advantage of electric locomotives 
was that they were continuously available for service; thev 
would run long distances. and for long periods, without need: 
ing to be overhauled. The delay in this country was due to 
the uncertaintv about which system to adopt. but that had. 
now been settled. While they had not yet reached finality 
there was certain. standard equipment which could be adopted 
without fear with regard to financial or other results. At 
present the electric locomotive was a perfectly practicable 
machine, and he hoped railway engineers would not wait till 
they had produced a perfect machine before making 8 start, 
because it was only by experience with a variety of types over 
long distances that any great degree of perfection could b 
reached. The control equinment was not, however, what it 
might be: it was not creditable to electrical engineers an 
compared badly with the simple single-lever control o the 
steam engine. 
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Sir PRHILIT Dawson pointed out that the author being & 
steam man, his advocacy of electric traction was all the 
more significant. He agreed that in & good many instances 
electrification could be undertaken now; nevertheless, Sir 
John Aspinall's vision of electric locomotives running from 
Aberdeen to Dover without change was optimistic. At the 
present time electric locomotives were by no means stan- 
dardised, and he failed to appreciate the reason for introducing 
into thein the difficulties that had been experienced with 
steam engines, i.e., those involved by the use of connecting 
rods, the conversion of rotary into reciprocating motion, &c. 
Undoubtedly there was a great opening for electric locomo- 
tives in shunting yards where at present there was an enor- 
mous waste of time and, money. 

Mr. В. T. Ѕмітн explained that the international limits of 
jndustrial motors would have to be largely exceeded in the 
case of traction motors on account of the limited space into 
which the latter motors had to be placed. A traction motor 
should embody the latest advances made in the design of 
industrial motors, and for that reason they should be purchased 
in the open market, not built by the railway companies them- 
selves. The locomotive industry of this country had been 
hampered by the railway companies building their own en- 
gines, with the result that British firms had no incentive to 
take up the manufacture of either steam or electric locomo- 
tives. Had the policy been different. he believed England 
would have made ап equal position in the world in locomotive 
building as it had done in shipping. He hoped the same thing 
would not happen with regard to electric locomotives. 

Mr. J. рате, said that a comparison of the tractive effort 
curves was strikingly in favour of the electric locomotive, 
and regeneration provided mechanical advantages which were 
greater than the electrical disadvantages. The Midland Rail- 
way was specially interested in the development of electric 
locomotives, because it had heavier gradients on its line than 
anv other railway. The quill drive was good, and would 
sufice for the largest locomotives that would be needed in 
England. He regretted the possibility of the third-rail system 
becoming standardised in this country. because he believed 
overhead equipment could be put up at certainly no greater 
cost, it was specially suitable for sidings, and was the only 
means whereby a continuous system could be obtained so 
far as the equipment was concerned. 

Sir Hexry Fow.eR was convinced that main lines would 
be electrified considerably as soon as the financial position 
permitted, the reason being perfectly clear, namely. a higher 
efficiency could be obtained with electric than with steam trac- 


' the top of the gradient it was still as good as ever. 


tion. Some engineers had been frightened by the weight of 
electric locomotives that were used in the U.S.A., and it was 
true that a good part of the system might be put out of action 
һу a breakdown at the generating station, but, generally 
speaking, finance was the deciding factor, for, however in- 
geniously steam locomotive engineers might go to work, they 
could never surpass the great fuel economies that were ob- 
tainable in a central power station. He would like to see 
the gearless type of locomotive adopted. 

Sir Рнилр Nasa could not allow it to be assumed that the 
third-rail system had been standardised by the Ministry of 
Transport. The fact was that the Electric Railway Advisory 
Committee had standardised direct current as being most 
suitable for this country, and it had suggested a pressure of 
1,500 volts. The committee had not standardised—and it did 
not propose to etandardise—the third-rail system for all pur- 


poses. 

Lieut.-Col. F. A. Cortez Тон thought that so long as 
shunting engines stood for 40 per cent. of their time, it was 
obvious that a large field existed for the use of electric loco- 
motives. The latter engines had been known to run for ten 
days with hardly any attention at all, whereas he doubted 
whether a steam engine spent more than one-third of ita 
twenty-four hours in actual ruaning. Messrs. Armstrong had 
constructed a steam) turbo-electric locomotive, which would 
shortly be on trial, which was expected to show very real 
economies. | 

Sir Vixcext Raven, in reply to the discussion, explained 
that financial and economical considerations led him to believe 
in electric traction. Wages cou!d not be reduced, but costa 
must be, and electric traction would assist them to do во, for 
they could cover the same mileage with 30 per cent. less 
locomotives, and so reduce both skilled and unskilled labour, 
and not consume any fuel when the engines were not doing 
useful work. They would have to do something of that sort 
if they intended to pay any dividends at all in the future. 
He fully appreciated Mr. Roger Smith's point, but his com- 
pany had built its own electric locomotives for the simple 
reason that it could not purchase them anywhere outside. 
The necessary speed could not be got out of a single reduction 
gear. A steam engine could not be driven ‘‘ all out," and 
its boiler needed careful nursing, whereas an electric loco- 
motive could be driven for all it was worth, and on ne 

ey 
could build an electric locomotive 100 per cent. better than 
the present steam ones, and yet run it on the same permanent 
way. 
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Steam Raising. 
By Davip Witson, O. B. E., A.M I. E. E. 
(Abstract.) 


Tue author divided his paper into three sections: The Past, 
Present, and Future," and appealed for an endeavour to be 


made to put aside all self-interest and form an unbiased 
opinion of the true position; he well knows that progress 
In boiler design has been to a certain extent stifled by camou- 
aged reports. With all the experience available it should 
be possible for power station engineers to reach common 
ground on the more important points of boiler design and 
operation, and clear this ground for a real and effective 
advance, and a bureau of information should be established 
which would investigate differences of opinion and establish 
some definite lead. The contractor has to legislate for all, and 
owing to the Jack of agreement on essentials, it is difficult 
produce a standard boiler. 

Ltciency.—It is necessary to consider efficiency in two 
sections: (1) Test efficiency, (2) operating etticieney. Regard- 
Ing No. 1, it is established to the satisfaction of the author 
that when using a high-grade coal on a modern boiler con- 
structed with a suitable proportion of heating and recuperat- 
Jug surface, a combined efficiency of boiler, stoker, super- 
heater, and economiser equal to 85 per cent. of the net calorific 
Value of the fuel can be obtained on test. Apparently quite 
reliable tests are on record showing an even higher efficiency. 

Regarding No. 2. the big difference between test efficiency 

and operating efficiency is much greater than it need be, and 
the day is fast approaching when operating efticiency will 
approximate very closely to test conditions. 
‚ Load factor, with its resultant loss in banked ” fires, &c., 
18 à serious difficulty, but we are perhaps inclined to attribute 
too big a drop in efficiency to poor load factor. With а good- 
quahty free-burning coal it is quite possible to work boilers 
at very light loads and obtain high efficiency. 

е good results obtained on test are not so much due to 
any expert knowledge possessed by the man іп charge, as to 
the fact that he has facilities for maintaining absolute control 
over combustion. It means different staff arrangements and 
eipenditure on instruments, but there can be no question as 


to the commercial possibilities in this direction, and there is 
already sufficient evidence from America, where college 
graduates are now employed in some stations in place of 
hremen, to show that it will pay to completely alter the status 
of the boiler house staff and supply all the scientific gear 
necessary. " 

With high-grade free-burning coal the results mentioned 
above are easily obtainable, but with low-grade coal they 
present difficulty. 

Hence the selection and grading of coal should receive the 
utmost consideration from the station engineer. 

Furnaces.—Furnace efficiency is the dominating factor at 
the present time. Hand-fired furnaces are stil used, and 
when using high-grade low-volatile coal the furnace ethciency 
is not much less than in the case of mechanical stokers, but 
for bituminous coal mechanical firing is essential. Improve- 
ment in design of mechanical stokers has been such that thev 
will burn practically any class of coal due to the more general 
application of '' balanced draught,” which is not a distinctive 
system, but simply means the intelligent use of forced draught. 
]t means that with a given pressure under the grate the 
suction draught is reduced to the minimum amount necessary 
to lift the gases of combustion through the boiler flues—so 
that there is practically a balance in the furnace—the forced 
draught overcoming the resistance of the grate and firebed 
and completing combustion in the furnace. Whilst on the 
modern boiler there is no advantage in forced draught when 
using coal of average quality, it is often a necessity when 
burning very low-grade coals. 

Regarding the best type of mechanical stoker to adopt, vari- 
able opinion is very often much more due to difference in 
conditions than to difference in design, and the variations 
in the coal are in turn due more to physical characteristics 
than to any difference in proximate analysis. 

Concerning the talk about maximum combustion per square 
foot of grate, what we have to decide is the economical limit 
in this direction, irrespective of design—the range of fuel 
being a Very important point, in view of the fact that en- 
gineers often now specify a stoker which will efficiently 
consume a variety of coals from coke breeze to the highly 
bituminous. 

Maintenance costs go up in some proportion to the consump- 
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tion per square foot of grate. There is a limit to the maxi- 
mum amount you can burn per square foot of grate, and if 
you install stokers of reduced size tor such high consumptions, 
16 means that normally you have to run the piant under forced 
conditions, leaving little margin for ''boosting " in case of 
emergency. Again, it is more difficult to control etiiciency at 
high rates of combustion. Тһе station engineer should buy 
heating surface and grate area, but his specincation requires 
very serious consideration, as engineers too often suggest con- 
ditions which never arise, and to meet such conditions the 
contractor will put forward plant which is not best suited 
for the average conditions. Ihe engineer should have some 
fairly close idea as to the most suitable class of coal available 
for bis station before deciding on grate area, and in order 
to cover different qualities of coal, it would be better to con- 
sider coal consumption on a basis of the B.th.u.'s liberated per 
sq. ft. of grate, rather than on the basis of lb. per sq. ft., 
and а figure of 350,000 B.th.u.'s per sq. ft. should be taken 
as a maximum for normal duty. 

Modern boilers in this country are designed with sufficient 
combustion space for mechanical firing. The most prominent 
combustion expert in America does not attach very much 
importance to increased cubic capacity of furnaces, but 
attaches some importance to increased height. In reverbera- 
tory furnaces the height need not be so great as in the case of 
a hand-fired or other archless furnace. 

It is ditficult to imagine that any appreciable gain in effi- 
clency will arise from adopting higher combustion chambers. 
"he American Bureau of Mines determined, when burning 
Pocahontas, Pittsburg, and Illinois coals, that the combustion 
space worked out at 3.2, 3.9, and 5.8 cu. ft. of space per 
sq. ft. of grate respectively, when burning 40 lb. of coal per 
sq. ft. of grate per hour, which is equivalent to 12.5, 10.2, and 
6.9 lb. per cu. ft. respectively. In the modern boilers installed 
in this country the combustion space under the tubes, exclud- 
ing the combustion chamber proper under the arch, works 
out at about 6.1 cu. ft. of space per sq. ft. of grate area, and 
with a reasonable consumption of 25 lb. of coal per sq. ft. of 
grate, the consumption is 4 lb. of coal per cu. ft. of combus- 
tion space under the tubes. 

Liquid Fuel.—The three main systems used for burning oil 
fuel are those in which (1) steam is used as a spraying or 
atomising agent; (2) air is used for this purpose; (3) the oil 
is atomised mechanically by pressure. 

In practice, the first and third systems are those most 
generally adopted, the first on account of the greater sim- 
plicity of arrangement, and the last on account of its higher 
efficiency and greater applicability to higher rates of evapora- 
tion. Most burners designed to use steam will work equally 
wel with air. The compressed air system is not more fre- 

uently used on account of the initial expense entailed in 
the installation of air compressors. Steam is frequently 
adopted on account of the low first cost of the equipment, 
and of its ready application to small furnaces. However, it 
is not an economical system from the output point of view. 
аз usually about-5 per cent. of the steam produced from the 
boiler has to be used in atomising the oil, and this, in most 
cases, means a heavy cost for the make-up feed water. The 
actual efficiency obtainable with the steam burner is con- 
siderably lower than that obtained with compressed air, as 
a considerable amount of latent heat is wasted when steam 
is used. It is not suitable for large and important installations 
because of its want of efficiency and economy. 

Аё present the system which takes the lead is that in which 
centrifugal force is the spraying agent, by delivering the oil 
through suitable orifices at a high velocity. This system is 
the most economical in actual working, and gives the highest 
efficiency of any, but its first cost is somewhat bigh, as it 
involves pressure pumps, heating the oil, and also filters are 
required to prevent any foreign matter choking the small 
orifices in the burners. There is no wuste of feed water, 
and, as there is a closed circuit, oils can be used which are 
heavy and which cannot be dealt with in any other way, 
owing to the greater temperature to which the oil can be 
heated in a closed system. | | 

Comparing the use of oil and coal is not purely a question 

of price per ton and the corresponding calorific values, ав пеге 
is a considerable reduction in the cost of handling the fuel, 
and there are no ashes or clinkers to be carried away. Fur- 
ther, it is possible to work boilers at higher rates—that is, 
more steam per square foot of heating surface—with oil than 
with coal, although in relation to this point the draught 
conditions have to be most carefully watched in the design 
of the plant. Another important point is that the boilers are 
kept much cleaner over longer periods than when coal is 
used. - 
In large power houses at home there might be advantages 
in converting at least a few boilers froin coal to purely oil 
firing, as with an oil-fired boiler peak loads can be met with 
ease, and in view of the possible reduction in the price of oil 
and its certainty of supply and constant quality, it is felt that 
the combined result would show a commercial saving. 

Pulverised Fuel.—Seven systems have been tried in 
Europe during the past 30 years, and the subject must cer- 
tainly receive the most serious consideration, but it will be 
some time before we can form a really definite opinion as 
to the value of pulverised fuel for our power stations. 

Mechanical stokers have advanced to such an extent that 
many coals hitherto considered as refuse can now be used 
efficiently, and from a unit thermal efficiency point of view, it 


is not clear how it is going to pay to dry and pulverise high- 
grade coal, but the overali operating daily efficiency may be 


higher with pulverised fuel, owing to its nMexibility ; it should 


be possible to reduce standing losses, and it may be easier 
de ra fireman to control combustion with varying grades of 
coal. | 

Size of Boilers.—The size of boiler has very little effect оп 
unit thermal etficiency—in fact it is easier to control maximum 
efficiency on a boiler of moderate size than on one of the 
super-boiers now manufactured—and the selection of very 
large units is influenced chiefly by capital cost considerations 
and the possible improvement in overall daily working effi- 
ciency due to the reduction in the number of units and con- 
sequent lower radiation losses. | 

Steam Pressure.—In this direction Britain is ahead of 
America; 250 lb. pressure is quite common—severa! boilers 
are working at 35U lb., and at one installation boilers are 
now working at 475 lb. There is no difticulty in constructing 
boilers.for any pressure likely to be demanded by the turbine 
contractor, and high pressures have little effect on the effi- 
ciency or operation of boilers. The evidence so far collected 
is that the maintenance on boilers of 350 Jb. is no greater than 
on boilers of less pressure. 

With first-class construction safety is not a matter of pres- 
sure, but of the general design of the whole plant. 

Boiler Rating.—There is no difficulty in constructing boilers 
to work at high rating, but on account of increased mainten- 
ance charges American engineers are showing a decided ten- 
dency to lower the rating. It is quite misleading to talk of 
rating based on lb. of water evaporated per sq. ft. of heating 
surface, as this factor is influenced by different steam pres- 
sures and superheat, &c.; we must consider boiler rating on 
the heat transmission basis, and so put all comparisons on a 
common basis irrespective of different working conditions. 
The limit of the average rate of heat transmission through 
the heating surface of a water-tube boiler has not been 
arrived at, the practical difficulty of burning the fuel being 
reached long before there is any detrimental effect on the 
heating surface. 

Air Heaters.—These are receiving a good deal of attention, 
but they are not going to make, by themselves, any serious 
reduction on the 74 million tons of coal used per annum by 
the electric power and lighting undertakings. There is very 
little, if any, reliable data on air heaters to indicate their 
real value, but by next year we may be in a position to give 
final judgment. The author is strongly of opinion that so 
{аг as boiler unit thermal efliciency is concerned, the air 
heater in lieu of а water economiser will not be а success. 

Surplus and Waste Heat.—In future there will be consider- 
able utilisation of surplus and waste heat for central power 
station work. This covers the supply of surplus gas from 
coke ovens and blast furnaces. In the Newcastle district the 


. gas ia brought some distance, and is burnt under water-tube 


boilers with an average efficiency for boiler, superheater, and 
economiser of about 79 per cent. 

The Future.—The literal to-morrow indicates much more 
efficient results if scientific control of boiler plant is fully 
recognised and undertaken—not merely the buying of а few 
gauges, but the allocation of the best brains to the boiler 
house and orderly design. The margin between the best 
possible results and what may ultimately be obtained is very 
small. Final gas temperatures can now be reduced to а very 
low figure, and whilst further reduction is theoretically pos- 
sible by, say, the adoption of a secondary economiser con- 
structed of some material not liable to corrosion resulting 
from low temperatures and extended use of air heaters, capital 
cost considerations and other difficulties may prove that 1t 18 
not worth the candle. Furnace design will continue to im. 
prove, and we shall be able to efficiently tackle any. fuel 
which policy may decree to be the best from a national point 
of view. ! 

On the day after to-morrow it may be forbidden to use 
raw coal for steam raising, and steps must be taken to recover 
the by-products before using the carbon residue. There 
is no difficulty in designing furnaces to utilise coke fuel. and 
many are in use to-day. Hot coke may even be discharged 
direct to the boiler furnaces, and experiments are being 
already started in this direction. | 

Boiler pressures may advance still further if turbine con- 
tractors call for it. Boilers are being constructed in this 
country for 1,000 Ib. pressure now, but these are for process 
work abroad, and do not include drums in the ordinary sense 
of the term—the most difficult section to manufacture m 
large sizes. Superhent is not likely to advance much beyon 
the present maximum of 750 deg. Е. final temperature. It 
is not expedient to subject the steel of which the superbeater 
is constructed ta higher temperatures. | 

In the future some effort will be made to obtain coal of at 
least more uniform quality. if not higher average quality. and 
station engineers should bring pressure to bear in this direc- 
tion. With better coal selection, perfect supervision on the 
boiler house, complete equipment of all apparatus for control- 
ling combustion, and the further possible small improvements 
in design, we can foresee the bulk of our electricity being 
generated at an efficiency of 18 per cent. instead of the present 
miserable average of about 10 per cent., but beyond that our 
vision fails so far as the steam generating plant as we know 
it to-day is concerned. Аз we scan the horizon we do DO 
see anything which would suggest the dawn of any Very 
radical departure in boiler design. | : 
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Boiler House Practice. | 
By W. М. MILES, A.I.Mech.E., F. C. S. 
(Abstract.) 


In the States and on the Continent attempts have been made 
with more or less success to purchase coal on a calorific con- 
tents basis, but consumers in this country have not fully 
realised the importance of this matter. The author holds that 
the usual method of selecting the most suitable fuel cannot 
be termed adequate, and even when a contract has been drawn 
up on а selected sample, the steps taken to ensure that subse- 
quent deliveries ате of equal quality are in many cases in- 
ethcient. Special attention is given to the subject of coal 
sizes, and in addition to the proximate or ultimate analysis, it 
is essential that the weights of each size should be given as a 
percentage, and all the slate should be picked out and also 
given as а percentage of the total weight of coal as shown in 
the original paper. Provided shale and slate are absent, the 
quality of coal deteriorates as the size diminishes, the greatest 
variation being with unwashed fuel, which, in the very small 
sizes, becomes more or less useless as a free burning coal. - 

Could a reasonable basis be established on analysis, size and 
suitability, between supplier and consumer; there is no doubt 
that a definite step towards economical generation of steam 
will have been accomplished. А standard method of analysis, 
taking calorific values, size of sieves for sampling, &c., should 
be drawn up. 

There has been no general attempt' to establish a 
penalised system of purchasing fuel in this country. The 
author has found the following method very suitable in this 
direction. In determining the net B.th.u.’s per penny, the 
calorific value of the coal as fired is multiplied by 9,940, and 
the product is divided by the contract price in pence per ton, 
plus one penny for each one per cent. of ash present. 

For example, take a coa! specified to contain six per cent. of 
moisture, seven per cent. of ash; B.th.u.'s dry, 13,000, and as 
fired, 12,220, price 25s. per ton delivered. Then one penny will 
purchase (12,220 X 2,240)/ (300 plus 7) equals 89,162 B.th.u.'s. 

After finding the standard value in net B.th.u.'s per penny. 
future deliveries can be checked and allowed for as follows: 
Multiply the calorific value as fired by 2.240 and divide the 
product by the net B.th.u.'s standard, and from the quotient 
subtract one penny for each one per cent. of ash found to 
nearest unit. Assume that in future deliveries the calorific 
value as received was 11,900 and 12,500, and the ash 8% and 
5.85 respectively, then the relative value of the coal would be 
as follows :— | | 


(a) (11,900х2,240)/89,162 - 8.05 2990 —8 2 24/3. 
(b) (12,500 2,240) / 89, 162 -5.8=314 — 6 — 25/8. 


The point aimed at is that the number of heat units pur- 
chased for one penny should always be the same. 

The sampling and storage of coal, firebricks and refractories, 
feed-water treatment, corrosion in boilers, and condenser leak- 
age are all dealt with briefly to indicate the best lines along 
which to work, and the author, being a Fellow of the Chemical 
Society. lays special stress upon the importance of providing 
sufficient instruments for testing purposes in the boiler house. 
He next takes up the subject of boiler-house management, and 
explains that during the recent coal economy campaign he 
gave a series of lectures to the firemen and firewomen 
employed in the various boiler houses, which led to an increase 
ш the boiler efficiency, which averaged at the commencerment 
65.00 per cent. and gradually increased to between 73 and 74 
per cent. | 

In America, special courses in fuel technology and practical 
йпп are arranged for men who intend to take up this trade. 
Eficient results from these men should receive reasonable re- 
cognition. 

To obtain and maintain efficiency it is essential to have re- 
hable instruments, and also men trained to record their indi- 
cations in а proper manner, and the author advocates the 
drawing up of standard sheets of requirements for tests. 

With high-grade fuel, under normal working conditions, 
boiler efficiencies of 75% should easily be obtained, and where 
suitable instruments are installed and expert supervision given, 
possibly 77.5% for the combined efficiency of boiler and econo- 
miser without the effect of load factor being taken into eon- 
sideration. Under test conditions efficiencies of from Sh, to 
S55 varying with the grade of coal should not be hard to oh- 
tain, but if 82.5% is taken as standard when using high-grade 
fuel. the efficiency during normal running conditions with a 
good load factor should hot be less than 77.5%. and with a- poar 
load factor 75%. Comparatively good results can also be ob- 
tained by using inferior grades of coal under supervision. but 
as the losses in the ash and exit pases are greater than with 
high-grade fuel. a combined efficiency of 80°, must be regarded 
ах a satisfactory test figure. Too much must not be expected 
of the operating engineer, who already has his hands full. In— 
vestigations necessary for effecting any improvement should be 
Undertaken by the staff of the testing department. 

revision should also be made, either bv marine telegraph 
^r other suitable system, for interpreting the various changes 
of load and plant in the engine room to the boiler house staff. 

board showing maximum load in kilowatts, number of 
hoilers steamma and banking. average kilowatts per boiler. 
Le., should be kept fully posted in the boiler house, to enable 
the engineer to give definite instructions. | | 

The author has not put forward any opinion regarding 
diferent tvpes of boilers, stokers, &c., but has confined his 


remarks to definite methods of effecting economy and efficiency 
x boiler-house working, and he gives many valuable practical 
ints. 
DisCUSSION. 


: Messrs. Wilson's and Miles’s papers were read and discussed 
jointly on the second day of the meeting, when a hearty wel- 
come to the home of the Mechanicals '" was offered to the 


. Association by Mr. W. H. PATCHELL, vice-president of the In- 


stitution of Mechanical Engineers, who opened the discussion 
by advocating the use of large boilers. They received too many 
reports, and were afraid to speak the truth, whereas in the 
U.S.A. the working records were published week by week. 
He agreed with Mr. Wilson's remarks about power factor, but 
they must have large boilers which could be etticiently con- 
trolled. Heavy ash needed forced draught, and that encour- 
aged air leakage in the boiler setting. Some of the latest 


` American boilers had very large combustion chambers, and 


their lower drums were 21 ог 22 ft. above the floor line. it 
was important {о dillerentiate between the height of a com- 
bustion chamber and its mere radiation capacity; they must 
provide plenty of space so that complete combustion could take 
place before the gases reached the tubes. The amount of com- 
bustion per sq. ft. of grate area per hour was not taken into 
account in the U.S.A. The Ford Co.'s Ladd boilers stood 
35 ft. above the floor line, and burned pulverised fuel, tar, oil, 
coke or blast-furnace gas; but, generally speaking, it was best 
to keep to one kind of fuel because the many variables pre- 
vented the best results being obtained with all. Harm would 
be done by burning oil in boilers which were not suitable for 
it. Pulverising plant required an enormous amount of space, 
but in some cases in the U.S.A. local grinders were placed 
above the boilers; the fuel was also highly explosive. .Higher 
pressures seemed to be coming, but they would limit the size 
of boilers; it was time they adopted a uniform boiler test. 
Regarding Mr. Miles’s paper, fusibility of the ash was the 
real thing, and small coals were not broken up large coal. It 
would do coal merchants much good if they would read the 
paper. 

Mr. R. A. Снаттоск explained that he had been driven to 
burn oil at Birmingham to aid the poor coal which they had 
had to use, ahd which had reduced the boiler capacity by about 
one-third. The burners consumed about 100 gals. of on per 
hour, but they damped down the poor coal, and it became 
difficult to ignite it. Не then had small burners fitted on 
either side of the grate, consuming about 15 gals. per hour, so 
as to maintain incandescence and allow the poor coal to ignite. 
That example of the use of liquid fuel in an emergency might 
possibly be developed later on in cases where there was plenty 
of boiler capacity. The analysis of the fuel was of importance, 


because if there was more than 2 per cent. of sulphur in the 


oil, it would have a bad effect on the outside of the tubes. 
The use of oil in ordinary boiler settings might not do, as an 
ample combustion chamber was necessary to allow all the oil 
to burn before the gases reached the tubes, 

Mr. S. E. FEDDEN pointed out that at Sheffield they ran at a 
boiler ethciency of from 73 to 75 per cent., including banked 
fires and week-ends. Automatic control apparatus cost money 
and needed skilled attention. Although at Sheffield it had 
paid, it would not always do to strain after the last degree of 
efticiency if coal became cheaper. As regarded pulverised fuel, 
trouble might be experienced by reason of the fine dust that 
was discharged from the chimney, although in France it bad 
been suggested to him that such dust was beneficial as a ferti- 
liser. So far һе had only been able to ascertain that the saving 
resulting from the use of pulverised fuel was 1.44 per cent. as 
against mechanical stokers, a small enough figure compared 
with the large capital expenditure involved in installing crush- 
ing and drying plant. Не welcomed Mr. Wilson's warning 
about high total teinperatures because from the point of view 
of the materials it was unsafe to go too high. Regarding Mr. 
Miles’s paper, half their troubles would vanish if they could 
buy coal and not dirt. It was a crying shame that coal was 
the only commodity that could not be purchased on quality, 
and the Association should be powerful enough to influence 
the coal owners. During the miners’ strike he had used all 
sorts of rubbish, including coke dust and poor outcrop coal 
mixed with tar, at a cost of between £15.000 and £20,000 more 
than would otherwise have been the case, whilst the demand 
on his plant was halved. Oil could be burnt quite well in an 
ordinary furnace if the grate was covered with fire bricks, and 
the latter could be quickly removed when changing back to 
coal. 

Mr. W. B. WOODHOUSE, in referring to the purchase of coal 
by specification and on a heat unit basis, said it was worth 
while to look at the subject from the coal owners’ point of 
view. They were not buving a manufactured article, and if 
anything beyond a certain seam, size. and ash content was 
specified, the owners would have to safeguard themselves by 
increasing the price. One per cent. of ash meant a loss of 3 per 
cent. of the heat value in the coal; as the coal became smaller. 
the ash content increased up to a point, and then decreased 
as the coal became smaller still. He agreed that the fusibjlity 
of the ash was the important thing. and lamented the horrible 
practice of transporting dirt about. the country. 

Mr. W. M. SELvEY endorsed what the previous speaker had 
raid, and thought that the purchase of coal on a calorific value 
basis could not be enforced because of the knowledge. from 
the result of research, that coal was not a permanent sub- 
stance; it was always oxidising and changing. Perhaps, how- 
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ever, the I.M.E.A. could try and arrange with the coal owners 
for fuel to be supplied in, say, three grades, to be known as 
power-station smalls, good washed, and good unwashed. 
Small coal was not big coal broken up; it was inferior and 
was cut from under the seam to facilitate the extraction of coal 
proper. The control of the boiler house was becoming so im- 
portant that it was necessary to train men specially for it. He 
was not impressed with powdered fuel as a general solution of 
their difficulties. | 

Mr. Evans read some notes prepared by his managing 
director (Mr. Wood, of the Underfeed Stoker Co.), which 
pointed out that efficiencies of 85 per cent. had been exceeded ; 
they were obtained now, but unknown to the operators of the 
plant. It did not follow, however, that à combination which 
gave high results under special test conditions would give the 
best results under ordinary working conditions, and in the 
hands of the ordinary operating staff. Therefore, their aim 
should be to provide equipment that would give the highest 
possible results under ordinary working conditions. Mr. Evans 
added on his own account that trouble was experienced in 
America from chimney dust; it might be of some value as a 
fertiliser, but he thought they could not use pulverised fuel in 
a residential area without encountering serious snags. The 
burning of coke breeze (made possible in London by the 
flexibility of mechanical stokers) and low-grade fuels gener- 
ally would make a very great difference to the whole system 
of boiler-house economy. 

Major UrriNa dealt with the subject of forced and balanced 
draught, showing that the maintenance of a correct balance 
was essential, but it was not always realised what that con- 
dition was. So far as the available scanty information went, it 
was difficult to justify the use of air heating on commercial 
grounds, because so much depended on the layout and design 
of other parts' of the station than the boiler house. There was 
no need to dispute the author's figures, but at what cost would 
they be obtained? Could the use of heated air be advocated 
seriously? The direct saving resulting fram air heating (be- 
tween 4.7 and 5.2 per cent. as shown in a recent paper by Mr. 
Patchell was not enough to guide them in the adoption or 
otherwise of the method. Combustion when pulverised fuel 
was used was assisted, however, by heated air. 

Bailie SMITH referred to the nuisance caused by chimney 
dust in the neighbourhood of plant burning pulverised fuel, 
and suggested that before engineers adopted new methods they 
should consider what their effects would be outside the 
generating stations. Why could not the dust be collected by 
means of electrical precipitation or some other method? 

Mr. C. Ѕмітн said that the largest boilers in the world were 
now being erected in Paris; they were French made, and 
produced 132,000 lb. of steam per hour; the furnace capacity 
was roughly double that of the large Detroit boilers. The 
ies single-ended boilers had been constructed in England, 
and were now being shipped to the Shanghai municipal elec- 
tricity works; they would burn Chinese slack dust, a very low- 
grade fuel. 

Mr. WINDLE explained that engineers understood. but com- 
mittee members did not, that small stations did not receive 
the amount of skilled attention that large ones did. It was, 
therefore, all the more necessary to provide gauges and re- 
cording instruments; at Doncaster last year an expenditure of 
£300 on instruments had enabled a saving of about 1,900 tons 
of coal, representing £3,000, to be made. 

Mr. MITCHELL was of the opinion that boiler-house instru- 
ments were justified, and boiler makers had erred in the past 
in not being in а position to advise their clients which were 
the best instruments to use. The Dalmarnock, Glasgow, 
boilers compared very favourably as regarded combustion space 
with large modern American boilers. Large combustion 
chambers helped to eliminate smoke. but little could be done 
in that direction in many of the Glasgow stations because the 
combustion chambers were much too small and the fuel varied 
so much. Glasgow drew its coal from 75 different collieries, 
and he had paid 2s. 6d. per ton extra for washed coal. It was 
questionable whether that expense was justified, but he 
thought it was. Large boilers gave better satisfaction in every 
way, and mechanical soot-blowers could be dispensed with in 
modern stations. Oil fuel had not been successful in many 
cases during the coal miners’ strike because the conversion 
had been made in a hurried manner, and local heating resulted. 
He had used steam-flow meters for many years, and had found 
their accuracy good. | 

The authors replied briefly to some of the points raised, but 
reserved their full replies to the discussion for publication in 
the Proceedings of the Association. 

(To be concluded.) 


Gravesend Tunnel.—Mr. Alexander Richardson, M.P. for 
the division, arranged for the Minister of Transport to receive 
a deputation on August 4th with regard to the Gravesend 
tunnel scheme. The scheme is being supported by numerous 
firms along the line of the proposed connecting railway. The 
London Chamber.of Commerce has the matter under con- 
sideration іп committee, while the Baltic and the Port of 
London Authority have signified their approval of the construc- 
tion of the tunnel.—Tie Times. | 


ELECTRICITY IN FACTORIES. 


REPORT ОЕ Н.М. ELECTRICAL INSPECTOR, 


THE annual report of the Chief Inspector of Factories and 
Workshops for the year 1920 was fssued last week.* The use 
of electricity in factories is reported on by Mr. G. Scott Ram, 
M. I. E. E., who records that the number of accidents reported 
during the year (394, of which 25 were fatal) was practically 
identical with that of the previous year; 18 out of the 25 
fatal cases were due to shock from a.c. at low pressures, which 
is entirely in accordance with the experience of previous years. 
Although in most of these cases the systems were 3-phase, up 
to 440 volts between phases (the neutral point being earthed), 
the pressure of the shock would not exceed about 250 volta, as 
the contact was with one phase only, the victim being in con- 
nection with earth. In three of the cases the shocks were from 
lighting circuits taken from one phase and the neutral. The 
one fatality from d.c. at low pressure was not a case of electric 
shock, but was due to burns from an arc caused by a short- 
circuit at a switchboard. Of 20 high-pressure (2,000 volts to 
11,000 volts) accidents reported, it is remarkable that only 
four had fatal results. The injuries in a number of the others 
were, however, very severe, some involving permanent in- 
capacity. In 16 of the cases (11 of them in public supply 
stations) the injured persons were engaged in cleaning or other 
work on switchboards. Six were due to mistakes in switching, 
the sections of the switchboards on which work was to be done 
having been supposed to have been made dead. In five, work 
was deliberately undertaken close to unscreened conductors 
known to be live; one was due to а faulty arrangement of 
an interlocking device, and others were due to carelessness 
or forgetfulness. 

The low and medium-pressure accidents were due to the 
usual varied causes, e.g., non-earthing of metal work (four 
fatalities), handling of fuses of the non-protected type (two 
fatalities), contact with bare conductors, including trolley wires 
of cranes and furnace chargers (six fatalities). Many were 
due to faulty types of apparatus or inadequate protection and 
others to carelessness or ignorance on the part of the injured 
persons. Some accidents involving several fatalities were in- 
directly due to electricity, i.e., failure of crane control and 
lifting magnets and the bursting of emery wheels of portable 
motor-driven grinders, due to excessive speed caused by 
failure of the shunt winding of the field circuit of the motor. 

Amongst the dangerous occurrences " reported, t.e., acci- 
dents to plant not causing personal injury, were several break- 
downs of turbo-generators. In one case both the turbine and 
generator of a 6,000-kW set were completely wrecked. 

During his visits Mr. Ram found, as usual, numerous ex- 
amples of bad work, such as have proved fruitful sources of 
accidents in the past. 

Amongst the public supply generating stations visited were 
several which have been in operation for from 20 to 3U years 
and which have always been in an unsatisfactory condition. 
Badly located and badly designed in the first instance, without 
due regard to probable developments, when extensions of plant 
have become imperative, they have been put in from time to 
time without adequate extensions of buildings, thereby being 
unduly cramped. Old and out-of-date switchgear remains in 
use with extension panels added in inconvenient places, some 
at a distance from the original switchboards at which there 
was no room for extension and blocking access to other plant. 
The various cables are mixed up in a hopeless tangle. High 
pressure has been added in some, the switchgear being placed 
in most unsuitable positions. The plant is neglected, and 
everything is very dirty, with steam joints blowing. Naturally 
these stations are running at a loss, and they are very un- 
satisfactory from the safety point of view, and it has been 
difficult to get even small improvements carried out. The 


answer has been either that there is no money available or 


that it would be useless to spend money on patchwork im- 
provements, seeing that a large scheme of alterations is 1D 
contemplation or even that it is expected shortly to substitute 
a new station. In one case the new station has been in 
contemplation " for over 12 years, but appears to be as far 
from realisation as ever. It is to be hoped that under the 
new electricity supply schemes such stations as these will be 
scrapped and made into up-to-date sub-stations taking a bulk 
supply from elsewhere. | 

During the year Mr. Ram had the assistance of Mr. Lowe in 
the N.E. Division for the greater part of his time, and he bas 
accomplished much useful work. The following are some 
extracts from Mr. Lowe's report :— 

'" Inspections during the past year throughout the division 
have revealed how great a contrast there is in the quality and 
safety of electrical plant in different works; much very poor 
and slovenly work is stil being installed. In some cases it 
has been a question of cost, but not in all, and probably in 
the majority of cases lack of thought and care in the initial 
planning. and want of careful supervision and inspection 
during execution. are responsible. Frequently where the 
highest grade and most expensive apparatus has been pur- 
chased, the lay-out has been badly conceived and poorlv ехе- 
cuted, resulting in inefficient, inconvenient and dangerous 
plant. Among electrical contractors the requirements of the 


ра latio пй stil appear to be far from well known, and much 
* HM. Stationery Office, Kingsway, WO. 2. Cmd. M 
price 1s. 6d. net. ingsway, W.C.9. Cmd. 
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electrical plant which does not comply with the requirements 
of the regulations is being installed at the present time. 

„Many firms. which have changed from steam driving to 
electrical driving. have placed their electrical plant in the sole 
charge of promoted millwrights and engine tenters, and appear 
to have implicit faith in the knowledge and judgment of such 
men regarding electrical matters, and allow them to carry 
out alterations and extensions. Although such men may be 
qualified to carry out routine operation duties, they have not 
the knowledge neceseary for the detection and rectification 
of faulta. CM . 

As time passes it is easy to note the improvements, as 
regards reliability and safety, which are being effected in the 
use of electricity for different purposes. During the last year 
most excellent arrangements for the use of temporary electric 
lighting on board ships in course of construction have been 
noted.” 

Other inspectors have also done useful electrical work so 
far as their ordinary duties have permitted, notably Mr. Top- 
ham in the N.W. Division, Mr. Law (Sheffield), Mr. Luuder 
(Newcastle), and Mr. Bennett (Stockton). | 

Referring to Mr. Lowe's observations on unqualified person 
being in charge of important installations, this practice is by 
no means uncommon. At a large engineering works whiclt 
Mr. Ram recently visited in Scotland, and where over two 
hundred motors of various sizes up to 50 h.p. were in use on 
a 440-volt 3-phase supply. no electrical engineer was employed. 
The manager stated that he '' did not believe in electricians,” 
as he had tried them and found that they really had nothing 
to do and were always messing about with the plant.“ Re- 
pairs, of course, had to be sent out. There was strong evidence 
in this case of the need of a proper electrical staff; in fact, 
the visit was paid on account of an accident which proved 
to have been due to the want of skilled supervision. 

With regard to the practice of applying artificial respiration 
in cases of electric shock where the victim is rendered uncon- 
scious, there is still much ignorance on the matter on the part 
not only of factory employés and occupiers, but also of ambu- 
lance men and doctors who are called in. The importance of 
commencing the treatment at once and keeping it up for at 
least two hours, if the patient does not recover before that 
time, is not generally realised. During the year there were 
several cases where it was applied very soon after the accident 
and proved successful. In two cases of shock from 6,600-volt 
systems the patients came round in 20 minutes and two 
minutes :respectively ; in a 3,000-volt case, in 90 minutes; in 
à 2.000-volt case, in three minutes; in a 250-volt case, in 10 
minutes. On the other hand, amongst the fatal cases, artificial 
respiration was continued in one case for over two hours, and 
in two others for over an hour unavailingly. In these cases, 
however, it was not commenced until several minutes after 
the accident. In some other cases it was continued for over 
half an hour. In three cases it was applied for less than half 
an hour "until the doctor arrived ° and pronounced the 
patient dead, thus showing that the doctors in these cases 
were not aware of the necessity for continued efforts. In two 
cases no attempt was made to revive the victim, although one 
of them occurred in a large shipyard where an ambulance 
department was provided and one of the ambulance men was 
on the spot shortly after the accident. In order to bring the 
Importance of this matter to the notice of the medical pro- 
fession, а memorandum on the subject was issued by the 
Department in April and sent to all lecturers on forensic 
medicine in medical schools. 

During the year nine prosecutions under Section 136, for 
breaches of the regulations, were taken. Two cases were 
dismissed and in others penalties varying up to £50 were 
imposed. 


LEGAL. 


J. HOLBROOK & Co. v. COURT. 


Is the Mayor's and City of London Court, on July 26th, before 
Judge Jackson, a test case was tried in which plaintiffs, elec- 
trical engineers, 1, Foster Lane, Cheapside, E.C., claimed 
£69 3s. against Mr. H. J. Court, purveyor of meat and fish 
dealer, Whyteleafe, Surrey, for installing the electric light 
at his fish depot, butcher’s shop, &c. 

Mr. R. J. Sutcliffe appeared for the plaintiffs and Mr. Pocock 
for the defendant. | 

Mr. ЗСТСИЕЕЕ said that the defence was that to induce the 
defendant to give the order, plaintiffs’ representative, Martin, 
Warranted that they had made the necessary arrangements 
With the Electric Supply Co. to put the cables in the road, 
and that they would be laid down within two or three weeks. 
Defendant gave the order on the faith of that representation 
Which he said plaintiffs’ representative fraudulently or reck- 
lessly made, and he had lost the whole value of the work. 
He counter-claimed for the sum claimed and £10 damages 
for the misrepresentation. Plaintiffs’ case was that defendant 
vave the order for installing the electric light, and the 
work was done. Plaintiffs did not represent that the supply 
company would put in the mains either in two or three weeks 
or апу definite time. Plaintiffs agreed to wire the defendant's 
fish depot for £9 15s., the butcher's shop for £24, the refrige- 
tator and sausage-making machine, &c. The work was com- 


pleted and plaintiffs did their best to get the supply company 
to supply energy to the village, but that had not yet been 
done. That was no reason wby they should not be paid their 
account. Ў 

Defendant said that the plaintiffs’ services were useless to 
him as the supply was not yet in the village because plaintiffs 
never got 15 consumers as arranged. Plaintiffs said three 
backed out. | 

The further hearing was adjourned until after the long 
vacation, Judge JACKSON suggesting that the parties had better 
settle the case in the meantime. Plaintiffs’ work might yet 
be very useful. 


Brooks-Vos v. PURDEN, ITD. 


IN the King's Bench Division on July 30th, Mr. Justice Bail- 
hache had before him for further consideration an action in 
which Mr. Eugene Cornelius Brooks-Vos, of 147, Corporation 
Street, Birmingham, sued Charles Purden, Ltd., machinery 
and machine tools makers, of Lancaster Street, Birmingham, 
for the price of certain electric motors sold and delivered to 
the defendants. The case was partly heard at Birmingham 
Assizes in March. It appeared that defendants had refused to 
complete the contract or take further instalments of the goods 
on the ground that they were not of the horse power specified 
in the contract, and this was the main point at issue. His 
Lordship referred the matter to an expert, who now reported 
in the plaintiff's favour. 

His LoRDSHIP, in giving judgment, said the goods had been 
wrongly returned by the defendant. The plaintiff would have 
judgment for the price of the instalment delivered, £573, but 
on the issue ав to damages he found no damage had been 
suffered by the refusal of the defendant to take the balance of 
the contract quantity, and defendants would have the costs of 
that issue. The counter-claim would be dismissed. 


HAZELL v. L.C.C. 


IN the King's Bench Division on July 29th, Mr. Justice Bail- 
hache heard this action, in which the plaintiff, a railway car- 
man, sued for damages for personal injuries sustained in an 
accident at St. George's Circus, S.E. According to the 

laintiff's case, while he was in charge of his van a tramcar 

longing to the L.C.C., which had just been levered off а 
dead portion of the track, began running backwards, the con- 
troller having been left on, and the plaintiff suffered an injury 
to his foot. 

Counsel for the L. C. C. took a point under Section 3 of the 
Public Authorities Protection Act, providing that in actions 
against public authorities arising out of matters done in the 
execution of their duty, proceedings must be begun within six 
months of the occurrence complained of. In this case, it was 
stated, the plaintiff was out of time in issuing his writ. Coun- 
sel, however, said that no doubt any ооп ot the 
Judge would be conveyed to the L.C.C., whose legal advisers. 
however, were bound to take the point. 

Counsel for the plaintiff said he admitted the difficulty. His 
clients did not know the L.C.C. was relying on the point. 

His LonpsHiP said he thought the L. C. C. would acting 
fairly if it allowed the plaintiff £120 in respect of his injury. 
He must, however, enter judgment for the L.C.C., with costs. 


OBTAINING LAMPs BY FALSE PRETENCES. 


AT Bradford, on Friday last, James Edward Tatham (35), an 
electrician, was given six months’ hard labour for obtaining 
by false pretences 183 electric lamps, twelve switches, and a 
“ Plexsim iron, valued in total at £42, the property of 
Mr. J. Dyson, electrical engineer, Bradford. It was 
stated that the prisoner went to Mr. Dyson, on various 
dates, and obtained the goods, saying they were for 
Mr. C. F. Metcalf, electrical engineer, of Halifax, who 
was & regular customer of Mr. Dyson's. On each occasion 
an invoice was given, but when а total invoice was 
sent to Mr. Metcalf ultimately it was found that the prisoner 
had no authority to get the goods. He had been employed 
by Mr. Metcalf, but was dismissed last March. It transpired 
in evidence that certain of the goods were sold by prisoner 
to a hardware dealer named Jowett, in the local market, 
Tatham representing himself to have just started business on 
his own account. It was stated that the prisoner was well- 
connected, but had lost two situations -through drink. 


A Big Norwegian Loan.—The Norwegian Hydro-Electric 
Nitrogen Co. (Norsk Hydro-Electrisk Kvaelstof A.S.) and its 
subsidiary hydro-electric works—the A.S. Rjukanfos—have 
concluded a loan for 50,000,000 kr. with a syndicate of Scandi- 
navian and French banks, which are now offering the bonds 
for subscription up to August 20th at the price of 98 per cent. 
At present the plant in operation represents 345,000 h.p.. and 
a further 100,000 h.p. is available for future use. The proceeds 
of the loan are for the purpose of increasing the working 
capital, which has become inadequate partly on account of 
the great increase in wages and the depreciation in money. 
and partly as a consequence of the production being devoted 
to а growing extent to the output of Norwegian nitrate. 
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NEW PATENTS APPLIED FOR, 1921. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Mzssms. Sxrrow-Jowzs, O' Dl 4 
Seems, Chartered Patent Agents, 385, High Holborn, London, W.C. 1. 


19.277. Electric switches." A. А. G. Jensen. July 18th. 

19,278. Electrical apparatus for raising and lowering curtains, opening 
and closing doors, &c.'" E. Golland, W. Golland, L. Golland, T. Houghton, 
and Mackereth & Golland. July IBth. | | 

19,310. Electric are regulating devices." E. P. Howell's, Ltd. (Howell's 
Cine Equipment Co.). July 18th. | 

19.318. Electrically-heated boilers.” E. Meystre. July 18th. (Germany, 
September 8th, 1920.) 

19,326. Coating for electric wires or cables.“ E. P. Brasse. July 18th. 

19,328. ‘Selective switches for automatice telephone exchanges.” G. 
Deakin and Western Eleciric Co., Lid. July IBth. 

19,345. "' Electric switches." Н. M. F. Ireland and H. Lucas. July 18th. 

19,343. Gas voltameter.“  Siemens-Schuckertwerke. July 18th, (Ger- 
many, September 4th, 1920.) 

19,300. Electrical control systems.“ R. Brooks and Metropolitan-Vickers 
Electrical Co., Ltd. July 18th. 

19.351. Master controllers for electrical control systems.“ 
Vickers Electrical Co., Ltd., and N. E. North. July. 1%. 

19,352. Electrical control systems." R. Brooks and Metropolitan-Vickers 
Electrical Co., Ltd. July 18th. 

19.353. Devices for raising and lowering trolleys in systems of electric 
traction with overhead conductors. R. Brooks, Metropoliian-Vickers Elec- 
trical Co., Ltd., and A. Priestley. July 18th. 

19,354. “ Electric traction.“ К. Brooks, Metropolitan-Vickers Electrical 
Co., Ltd., and A. Priestley. July Ім. 

19,309. Means for securing windings in electrical apparatus.” 
Electrical Engineering Co., Ltd., and P. W. Scholefield. July ІКТ. 

19,369. '' Rotary converters," Igranic Electric Co., Lid. (Cutler-Hammer 
Manufacturing Co.). July 18th. 

19,378. '' Electric lamps to be carried on the person." G. Oldham and 
J. Oldham. July 18th. 

10.393. Systems lor generation and transmission of electric power.’ 
T. F. Wall. July 19th. 

19.394. Electrical condensers.” T. F. Wall. July 19th. 

19,411. '' Electrical transmitter microphones.” В. A. Pilkington and E. D. 
Young. July 19th. 

19,414. Trunk telephone device for conversion of single to double-bridge 
tests and vice versa." Е. A. Beavis. July 19th. 

19,433. Electric relays.” — M.tropolitan-Vickers Electrical Co., Ltd. July 
]9th. (United States, August 6th, 1920.) 

19.444. High-tension ignition apparatus for internal combustion engines.” 
Н. W. F. Ireland and Н. Lucas. July 19th. 

19,445. '' High-tension ignition apparatus for internal combustion engines." 
Н. W. F. Irelund and Н. Lucas. July 19th. 

19,450. “ Electro-pneumatic braking apparatus." Westinghouse Brake and 
Saxby Signal Co. July иһ. (United States, March Irth.) 

19.460. Electrodes for are welding and process for making same." W. Н. 
Borne. July 19th. 

19,468. Obtaining tubes electrolytically."" М. A. Jullien. July 13th. 
19,476. “ Means for production of electrical oscillations by choke coils or 
transformers." Ges. fur Drahtlose Telegraphie. July 19th. (Germany, July 
21st, 1920.) з 
19,49. '' Telephonographs, &с.” Ges. Telegraphon. July 19th. (Germany, 
August 24th, 1920.) | 
1J,4J2. '' Electrical cables.“ British Insulated & Helsby Cables, Ltd., and 
W. P. Fuller and G. Н. Nisbett. July 20th. 

19,512. Electric lamp holders." R. J. Berridge, L. W. Winnall. and 
. Н. Winnall. July 20th. ; 

19,520. Electrically heated appliances." С W. Marriott. July 20th. 
(Australia, December 10th, -1920.) 

19.527. Electrically operated switchgear railway, &c., signals and points.“ 
E. W. Smith. July 20th. 

19.528. Electro inagnets." E. W. Smith. July 20th. 

19.539. Electric generating plants or systems," — [granie. Electric Co., 
Ltd. (Cutler-Hammer Manufacturing Co.). July 20th. 

19,540. ''Rheostats, &c." — Igranie Electric Co., Lud. (Cutler-Hanimer 
Manufacturing Co.). July 20th. 

19,543. “ Electric distribution systems." — British Thomson-Houston Co., 
Ltd. (General Electric Co.). July 20th. 

19.586. Renewal of filaments of thermionic valves for wireless telegraphy, 
&c." A. Н. S. Colebrooke and W. A. Williams. July Zl«t. 

19,588. ''Spark plug testing set." W. M. Selwyn and J. Steel. July 21st. 
19.591. “Internal shaping of clay in production of electric insulators.” 
Н. L. Doulton and Н. Morris. July 21st. 

19,636. ** Electric couplings." A. L. Davis. July ZIst. 

19.637. Electric switch boxes." A. L. Davis. July 2lst. 

19,647, “ Electric railway control systems.“ Metropolitan-Viekers Elec. 
trical Co., Ltd. July 21м. (United States, July 30th, 1920.) 

19.650. Device for maintaining constant voltage in variable-speed dyna- 
mos. A. H. Traeger. July 21м. 

19.660. © Drives lor paper machines, &c." 
Lid. (General Electric Co.). July 21м. ; 
19.6%. Electric accumulators.” А, Pouchain. July Zlst. 

19,081. “ Operating mechanism for commutator of automobile engines.” 
Н. С. Crittenden. July 22nd. 

19,700. Process for production of metallic objects and for coating one 
metal with another by electro-deposition." S. O. Cowper-Coles. July 22nd. 
19.712. Electric alarms.” A. W. Amos, . L. Lloyd, G. E. Lloyd, and 
W. E. Lloyd. July 22nd. 

19.72. Renewal of electric incandescent lamps.“ 
22nd. (italy, March 3rd.) 

19.727. Directional wireless apparatus." ©. K. Chandler, July 22nd. 
19,734. “ Electric device of the cartridge fuse type’ A. de Gessler. July 
2nd. (Germany, July 28th, 1920.) 

19.738. '' Electro. magnets." H. Lacy. July 22nd. 

19.744. Electrolysis of solutions." Hooker Electrochemical Со. July 
22nd. (United States, August Sth. 1920.) 

19.752. Feed-water heaters." British Thomsen-Houston Co., Ltd. (General 
Electric Co.). July 22nd. 

19,759. Cooling electric transformers." Brush Electrical Engineering Co., 
Ltd., and P. W. Scholefield. July 22nd. 

19,803, ‘ Enclosed switch-fuse for controlling electric circuits." 
P. Keith, Power Equipment Со, Trd. July 23rd. 
19.808. Electric terminal jaw punching." J. H. Hall and S. E. Hall. 


July 23rd. А "e р А 
19,814. “ 0 for electric resistances." Credenda Conduits Co., Ltd., 


and F, F. D. Davidson. July 237d. 

19.83%), “ Denamo electric machinery.“ H. F. Joel. July 2374. 

19,833. “ Electromagnetic separators and extractors." H. Russell-Jones, 
W. E. Lawton, and C. E. Wood. July 237. 

19.884. Electro-masnetic separators and extractors.” F. J. Gemmell, 
НО Russell-Jones, W. E. Lawton, and €. E Wood. July 23rd. 

19.540. '' Electric. signal apparatus." Н. Wade (E. P. Severance). Juis 
23rd. 
19.833. ‘Adjusting device for electric meters, measuring apparatus, &c." 
New Antwerp Telephone & Electrical Works. July 23rd. (Belgium, July 24th, 
1920.) 

19.854 '' Voltage coils for electric meters.“ New Antwerp Telephone and 
Electrical Works. July 23rd. (Belgium, July 24th, 1920.) 
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PUBLISHED SPECIFICATIONS, 


The numbers in parentheses are those under which the кайаш | 
printed and abridged, and all subsequent proceedings will be takea, iie: 


ете 1918. 

126. Cooling of dynamo-electric machines.“ Vickers, L 

Field, June 19th, 1918. (168, 808.) ко ы dandi SB. 
| 1919. 

993. “ Telephonie systems.” E. A. Graham. January 14th, 1919. (165 814.) 
7,1506. Telegraphic receiving apparatus." F. G. Ci 2d d Cree Ж». 
Ltd. March 25th, 1919. (165,850) | db dp i E 
7. 7. Telegraphic receiving apparatus." F. G. Creed and C C 
Ltd. March 20th, 1919. ово в) MEM A. 
7,848. Electro-magnetic. separation or concentration of mine '„ à 
Mordey. March 28th, 1919. 1105.22. nens 
10.116. Electrolvtie cells." C. W. Marsh. April 23rd, 1919. (165,823) 
11:202. '' lhermiomic transmitting devices for wireless telegraphy and 

telephony." H. J. Round. May 5th, 1919. (465,824.) ` 
16,491. '' Magnetic chucks.” E. €. R. Marks (Taft-Pie M f i 

Co.) July 2nd, 1920. (163,531.) ee ee 
21,583. '' Electric water heaters." R. Frister Akt.-Ge Dec 9 

1916. (132.258. ^ PTS ecember Mth, 


2920. 


264. Electrical switches," Sir A. T. Dawson and Sir б. T. Buck 
January 3rd, 1920. (165,880.) . 
2,808. Controlling electric instruments or apparatus by mea vac 
tubes," S. Brydon. January 29th, 1920. (165,588 J d di: 
2.919. Electric switches.“ G. Comboni. January 30th, 1920.  (Conven- 

tion date not granted.) (138, 866.) 

3.20. Electrically-operated relays for use with valve sets for transmitting 
de ug pes ' A. К. Масгогіс and G. Shearing. February 2nd, 1920. 
3,568. '' Electric lamp with luminous discharge.“ J. Pintsch Akt. 
April 26th, 1918. (Addition to 135.485.) (138,642.) | id 
3.809. Method and apparatus for the electrostatic separation of materials." 
In 5. gon: d пар Trust for the Encouragement of Septic api 
ndustria esearch. February 7th, 1920. (Cognate applicati 31,242 20. 
465.8020 у ( Li e application 31,242, 1920.) 
6,360. '' Electric incandescent lamps." F. A. Feldkamp. March 2nd, 1920. 

(165,901.) 5 А POSTE 
6,414. “Sparking plugs for electrical ignition systems.” A. Орде 
March 9rd, 1920. (162,903.) e e: a 
8,438. '' Electric switches." Н. C. Hodges. March 22nd, 1920. (165.917) 
8,918. '' Protective devices for electric circuits and apparatus." British 
Thomson-Houston Co., Lid. (General Electric Co.). March 26th, 192. 


9.222. Electric oscillation generators." Western Electric Co., Lid. June 
151, 1915. (141,046.) 

9.452. Cooling of electrical apparatus." G. Schroeder. April ist, 1920. 
(165,936.) 

9,453. '' Means for carrying off heat generated in electrical, apparatus.“ 
С. Schroeder. April Ist, 1920. (165,937.) 

9,487. '' Mayneto-electric machines.“ British Thomson-Houston Co., Lid., 
and A. P. Young. April Ist, 1920. (Addition to 142,744.) (165,938.) 

9.680. Dynamo-electric systems for use on automobiles." British Lighting 
and Ignition Co., Ltd., and E. O. Turner. April 6th, 1920. (165,945.) 

9,708. ''Step-by-step mechanism for electric motor starters. A. H. Railing, 
C. C. Garrard, anu W. Wilson. April 7th, 1920. (Addition to 139,5689.) 
(165,947.) 

9,501. '' Electromagnetic couplings." R. Erban. March = 13th, 1919. 
(141,360.) 

9,816. “ Means for supporting porcelain or the like electric light fittings.” 
G. P. Dennis. April 8th. 1920. (165.155.) 

9.867. '' Ventilating systems for dynamo-electric machines.“ British Thom- 
son-Houston Co., Lid. (General Electric Co.). April 8th, 1920. (063.9562 

9,897. '' Wireless signalling systems." Н. J. Round and А. McLellan. 
April Rth, 1920. (165,959.) 

9.974. Dynamo-eleetric machines.“ British. Thomson-Houston Co., Ltd., 
and F. P. Whitaker. April 9th, 1920. (165,961.) 

10.184. Thermo-electric systems for the production of electrical energy.” 
E. B. Potter. April 12th, 1920. 165.970.) | 

10,188. '' Vacuum tubes.” — Siemens-Schuckertwerke Ges. January 27th, 
1917. (141,706.) 

10,217. “ Automatic telephony." L. Turcat..— April. 10th, 1919. (141,711) 

10.258. Automatic telephone and the like systems.” A. Labot, April 
13th, 1920. (165,971.) 

10,836. ''Protective devices for electric circuits and apparatus." — British 
us ы Co., Ltd. (General Electric Co.). April 19th, 1330. 
105,97 

11.239. Method of and apparatus for utilising an electric current to 
produce a modified current or а correspondingly modified magnetic flux." 
Igranic Electric Co., Ltd. (Cutler-eHammer Manufacturing Co.). April And. 
1930. (165,985.) 

11.240. Apparatus for utilising an alternating current of а given fre- 
quency to produce an alternating current or alternating magnetic flux of a 
ditferent frequency," Igranic Electric Co., Ltd. (Cutler-Hñammer Manufactur- 
ing Co.). April 22nd, 1920. (165,986.) 

11.667. Wireless telephony and telegraphy." Н. L. Crowther, L. A. 
McDougald, Н. Morris-Airey, and G. А. Irving. April 27th, 1920. 165,994.) 

13.275. Sf. induction coils for telephone circuits.“ Soc. Industrielle des 
Telephones, May 22nd, 1919. (143.507 .) 

15,083. ‘Impulse transmitters for telephone systems. Siemens Bros. and 
Co., Ltd., and F. Baker. June 3rd 1920. (166,027.) 

16.094. “Vacuum tube apparatus and method of controlling. same.“ 
coni's Wireless Telegraph Co., Ltd. June 14th, 1919. (145,039.) 

17. 586. Electric vehicles with storage batteries.“ &. Couallet. August 
(9th, 1919. (149,944) l 
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ASSETS TAKEN. ON TRUST. 


Ir has been éatabliohed: aud in our opinion well estab- 
lished, that the business of an auditor is to ascertain the 
true financial position of а company and to see that 
it is stated in the accounts submitted to its members; 
and that his duty ends there. 

He is to ascertain such position not merely by examina- 
tion of the books and documents constituting direct and 
indirect evidence, but also by due inquiry, and by seeing 
that the books themselves indicate the true position. 
He is not in any respect a final guarantor of the accuracy 
of the accounts, but what is most important, he is to 
exercise reasonable care and skill in the performance 
of his duties, and what is reasonable care and skill is 
a matter depending on the particular circumstances of 
any given case. He is not liable for not tracking out 
ingenious and carefully-laid schemes of fraud when there 
is nothing to arouse suspicion, and when such frauds 
are perpetrated by tried servants of the company and 
are undetected for years by the directors. To hold the 
contrary would make the position of an auditor intoler- 
able. 

Ап auditor is not bound to be а detective or to ap- 
proach his work with suspicion or with the foregone 
conclusion that there is something wrong. He is a watch- 
dog, but not а blood-hound. He is justified in believing 
tried servants of the company in whom confidence is 
placed by the company. If, however, there is anything 
to arouse suspicion he is to probe it to the bottom. 

Such are some of the delivered legal obiter dicta with 
regard to the dutv and responsibility of the auditor of 
a company. 

In an article in The Times, a writer, who evidently 
takes as his text the recent bank failure, and who 
would convert most of the foregoing negatives into posi- 
tives, and thus create а kind of prescient and omniscient 


man, states inter alia that ‘‘ the directors have to show 


cash balances ; assets other than cash balances and liabili- 
ties. The audit as regards cash is invariably real and 
searching and the balances are traced and vouched. But 
the statutory audit as regards assets is a farce, because 
the auditors are allowed to take from the directors any 
figures the latter choose to give them. The first part 
of the quotation indicates the mind of an amateur, and 
the concluding part is worse than gross hvperbole. 
He continues: ''It is no part of an auditor's duty 
to take stock. indeed in the ordinary case he would 
not be qualified to do so." Here he is on safe 
ground. and he ougbt to have added. among other 
things, that an auditor was not necessarily an expert or 
an Authority on matters involving depreciation and 
valuation. А varving degree of trust is inherent in the 
audit of large undertakings. Particularly is this de- 
pendence unavoidable in manufacturing undertakings 
producing and carrying а large and varied assortnient 
of stock-in-trade and conversion stocks, and all that 
can be demanded of the auditor is the exercise of reason- 
able care and skill in spite of the fulminations of the 
Times correspondent. In such cases the stock is taken, 
checked, and valued by the staff. under the instructions 
of the executive head. Everything in the record 
that can be authenticated is similarly performed, 
adequately certified, and approved Ьу the board. 
The auditor's duty is to examine such record as 
far as he thinks it necessary in the circumstances. 
He ascertains the principle or mode of valuation 
adopted; he тау refer to the cost accounts and in- 
voices of the business, and take other steps which it is 
impossible for us to observe here in the course of a short 
The writing-up of assets, whether fixed or 
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floating, is not difficult to trace, and the nature or com- 
position of additions to such specific assets as plant, ma- 
chinery, and buildings, is readily ascertainable by the 
auditor. Where, in so far as they can be or are installed, 
there may be found varying systems of internal check 
and internal audit necessarily conducted by special mem- 
bers of the staff of the company, the auditor may not 
be so rigorous in the procedure of his work as he would 
be in cases where such safewuards are absent, yet he will 
not fail to apply all reasonable and necessary tests. 
All auditors have their limitations. Тһе velocity of 
human evolution, however, 18 so marked that before long 
we may arrive at the type of superman required, who 
will not be able to make-an error even if he works to do 
so, and whose opinions of а business, which he does not 
know how to conduct, will be more valuable than the 
knowledge and ability of those who administer it. 

So far as the duty of the directors and of the staff of 
trading and manufacturing companies is concerned, the 
valuation of electrical goods stocks is a matter of supreme 
importance in these days of changing prices. During 
periods of manufacturing inactivity stocks may be dis- 
posed, of profitably, but with full production in pro- 
gress, and prices on the down-grade, it is possible to 
leave sources of.serious weakness for.later balance sheets, 
unless goods in store are written down to a reasonable 
figure, governed by actual costs, current suitabilitv of 
the articles themselves, the state of the trade or market, 
and so forth. These are matters falling within. the 
purview of staffs and officials with more or less specialised 
technical knowledge of the trade with which they are 
concerned. The peculiar times through which we are 
now passing throw a heavy duty and responsibility upon 
such men. They must know quite well that companies 
or firms which fail to reduce book values to figures 
corresponding to actual market values, may repeat, with 
disastrous consequences, the mistakes, which have been 
some of the outstanding causes of downfall in trade and 


industry in the past. 
———— Ó— 


MEMBERS of the Electro-Harmonic 


The Electro. Society who read the report recently 
Harmonic issued by the Executive Committee will 
Society. be aware that the statement of accounts 


for the 1920-21 season showed a defici- 
епсу of £23 lls., the expenses having exceeded tlie 
receipts by that amount. То reduce expenses in these 
days so as to bring them within the limits of the income 
is impossible if the high standard of the past is to be 
maintained. The only alternative, therefore, is to raise 
the annual subscription, which as the Executive points 
out in the report, has until now remained at its pre-war 
level of 10s. 6d. It is our belief that members will at 
once recognise the necessity for an increase. Certainly 
we feel that many of them will learn with astonishment 
that 10s. 6d. was the subscription rate for, the first 
season of the Society thirty-five years ago, and that it 
has remained unchanged until now! When the half- 
guinea was first introduced it was only intended to 
cover the cost of four concerts held between January 
and April The Society was then able to carry on at 
small expense, for there were many amateurs among 
the members who gladly rendered most acceptable ser- 
vice. We well recall that their number included Messrs. 
T. E. Gatehouse, James Swinburne, E. C. de Segundo, 
Alexander Siemens, J. E. Kingsbury. and severa] ladies, 
notably Mrs. Alexander Siemens. Some of these have 
passed bevond the call of the Conimittee, or prefer the 
less prominent place desired by those of a retiring dis- 
position. ln addition to this. as vears passed һу, the 
concerte became more elaborate. „artistes? fees were 
higher: larger rent had to be paid for the concert hall. 
the cost of printing increased, and all these things have 
combined to make inevitable the advance which is now 


proposed. if. as we ках. the musical entertainment is to 


he maintained at a high standard and is to be as en- 
jovable as in the past. | | i 


the amount they could produce. 


It may be feared that some members will withdraw 
from membership, but there will be féw who will so 
fuil to see the value of fraternising under E.H. con- 
ditions six times in the season, as to retire because 
an extra half-guinea has to be paid. But if there 
should be withdrawals, that fact alone is а reason 
for making the increase sufficient to cover any loss 
of revenue due thereto. That there must be some 
increase is undisputed—members will not desire the 
Society to run at а loss; and in all probability 
those who withdraw for 10s. 6d. would do so if the 
advance were less than that sum. It is very desirable, 
in order to give the general body of the membership 
a series of really good concerts in future seasons, that 
the Society should be put on to a stable financial basis. 
The new subscription rate (21s.) should bring about 
that result. 


THE statement issued by the directors 
of Fuller's United Electric Works, Ltd., 
which we publish in our financial pages 
to-day, will be read with regret, and may we add, вуш- 
pathy. А year ago the directors were able to recoin- 


Profit and Loss. 


mend dividends of 10 per cent. on both the ordinary 


and the preference shares. Extended manufacturing 
facilities had only just been completed, and the capital 
laid out thereon was expected to yield results in the 
then approaching year; indeed, the ''rapidly increas- 
ing business and the higher cost of stocks made it 
necessary to proceed to raise further capital which the 
directors were of opinion could be ‘“‘ profitably en- 
ployed.” The report to this effect appeared in the 
ELECTRICAL Review for July 16th, 1920. In addressing 
the annual meeting on July 14th, the chairman said 
he was ''filled with optimism," and he foresaw that 
the demand for electrical material would increase by 


leaps and bounds and fortunes would be made. The 


limit to the company's output would be fixed only by 
They had more orders 
than ever before in their history, and their output of 
manufactured goods was more than double what it was a 
year earlier. Оп July 26th the issue of .£200,000 short 
term notes was made for the purpose of repaying the 
bankers’ loan (£165,320) and providing further work- 
ing capital. The profit for the year ended March, 1920, 
was £48,045. А year later the accounts show a loss 
of £129,048. There is not within our memory a case 
of any electrical manufacturing company suffering either 
so rapid a change in its fortunes or so great a loss in 
any one vear. But during tbe last few years we hare 
become accustomed to large turnovers, high prices, big 
capital, and big profits. Operations have been on an 
unprecedented scale, and great opportunities have ap- 
peared to be opening out for those who were prepared 
to show a spirit of enterprise in taking advantage of 
them. But while all these things have been on the grand 


scale. we have also been up against the most serious 
conditions that have ever faced industry, and the com- 


pany now under consideration has, by reason of the 
special class and character of its products and the 
materials employed therein, as well as by “ unrestricted 
competition ’’ (carbons), been heavily beaten about by 
the tempest that has raged. The hopes of July, 1920. 
were followed almost immediately by the motor trade 
slump of August, and the effect of that and the series 
of adverse influences all became concentrated in the brief 
period of the following seven months, with the unfor- 
tunate result now reported. |.  . | 

Happily, we are writing at a time wlien some of the 
depressing conditions have passed away. leaving occa- 
sion to anticipate a much better state of things. It may 
be that even while the return to normal conditions 18 


in progress other concerns. шау have to divulge 


unfortunate experiences. but this need not mean a 
there is any reason for being pessimistic in regard to 
the future of British electrical industry. 


We live 1n 
times when it is verv easy indeed for conditions fo get 


hevond control. especially in an expanding business. 
The directors of Fuller's have been wise fo write down 


stocks to meet changing prices and conditioBs and 
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write down capital to meet the loss so far incurred. This 
has been done by reducing the value of the ordinary 
shares from £1 to 4s. each, and the desire to do the 
right thing is indicated by the circumstance that this 
class of share is held mainly (as to two-thirds of the 
whole) in the family circle. The company has been 
passing through an industrial and trade storm of un- 
precedented violence. and we wish it well in the efforts 
it is making to weather the gale. | 


'ТнЕ attitude recently taken up by the 
The E.T. U. and E. T. U. with regard to the connecting-up 
Non- union of installations carried out by non- 
Labour. ^ union labour has entered upon a new 
phase which opens up possibilities of a 
startling character. Not content with the original 
policy, which at least had its limits, the London branch 
of the E.T.U. has decreed that, even if an electrical 
installation at a kinema or theatre is executed by mem- 
bers of the Union, that installation shall not be con- 
nected to the supply mains if the men employed in the 
building are not trade unionists. Аз a result, the 
Stepney Corporation is threatened with legal proceed- 
ings for non-compliance with the terms of its electricity 
Order, and all it can do is to instruct its engineer to 
give orders for the connections to be made. Unless the 
members of the E.T.U. concerned ignore the orders of 
their Executive, it would appear that the result of such 
an instruction will be nothing. The Union maintains 
that a fundamental principle of trade unionism is in- 
volved, but this is very unlikely to succeed as a plea 
in the Council's defence. 

It is an avowed object of the E.T.U. to secure control 
of the industry, but if this means the control of every- 
thing connected with the industry in anv way whatever, 
tlie SUCCESS. of the Union's policy would bring an *' elec- 
trical ега’ of a kind very different fro that usually 
implied by the term. It seems to be a cardinal feature 
of that policy to meddle with someone else's affairs, and 
to produce discord: where harmony reigns. But sooner 
or later the meddler burus his fingers—or gets an electric 
shock-—and the E.T.U. Pondo ‘Exec ‘utive will one day 
have its lesson. | 


Tug Electricity Commissioners at the 
Representation London inquiry gave very full oppor- 
of Labour on tunity for the E. T. U. to put forward 
London Joint its views as to representation on Ше 
Electricity Joint Electricity Authority for Lon- 
Authority, don, if foruied. As we have already in- 
| dicated in our columus, the question of 
giving representation is not one which should be 
lightly entered into. ‘This need of serious considera- 
tion is especially important seeing that the constitution 
of the various Joint Electricity Authorities in different 
parts of the country will probably vary very much, and 
include: very varving powers. In some cases the Autho- 
rities will probably have verv few direct employés and 
very limited scope of operation. In other cases the Elec- 
tricity Authorities’ operations шау cover control“ of 
existing undertakings in their areas. Labour represen- 
tation on an Authority such as the latter would there- 
fore mean introducing quite a new feature into-the Joint 
Electricity Authority’ 8 oper: itions. since the control 
would obviously, in а sense, extend to the domestic labour 
arrangements of the individual undertakings. If the 
labour representation were limited to representing 
uerely- the workers who were directly emploved by the 
Joint Electric itv Authority, this would be one thing, but 
if they are to represent all the workers in the industry 
in the area. this is another’ matter altogether. THe 
latter would mean that all labour grievances of the area 
коша he brought hefore the Joint Electricity Authority. 
and it is difficult to see how in such case the Joint Elec- 
tricity Authority сап avoid becoming a general arbiter 
for the settlement of all the labour troubles of the dis- 


trict. That this would be the case was, we think, indi- 
cated by the evidence given by Mr. Webb before the 
Commissioners. One of the chief reasons why the Elec- 
trical Trades Union wished to be represented on the 


Joint Electricity Authority was that at present there 
are no statutory powers enforcing the decisions of the 


Whitley Councils on the employers. It is evident, there- 
fore, that. from the Trade-Union point of, view the Joint 
Electricity Authority would be looked upon as a body 
whose task it would he to enforce all wages agreements 
upon the undertakings in its area. The complexity and 
difficulty of such a function is obvious. 1% is in ne 
antagonistic spirit to the claims of labour that we make 
these criticisms. | We have always strongly supported 
the Whitley Councils as giving labour a proper voice in 
the industry, and we have nothing but condemnation for 
undertakings which do not carry out the decisions of 
District Councils. We are at one with Mr. Webb in his 
deprecation of agreements not being carried out, but 
we do consider that a Joint Electricity Authority, by its 
constitution and functions, is not a proper body to have 
to deal with such matters. 


Tue imperative need for prompt and 


- Imperial Com: ensy communication between all parts 


of the Empire, but above all between 
the Honie Country and the Dominions, 
has often been emphasised in our columns; we have 
urged that rates should be lowered and facilities in- 
creased as fully as possible, not only in the interests of 
trade, important as those are, but also in the interests 
of the Empire as an organic whole. The sea which 
separates the comporent parts of the Empire is at the 
same time the most effective bond between them, for it 
facilitates the direct transport of goods and persons, 
and affords a safe shelter for that wonderful network 
of submarine cables which has so magnificently served 
the needs of speedy communication in the past, and 
will continue to do so in the future. But these ways and 
means are still inadequate to fill unaided all require- 
ments, and while the airship has been invoked to accele- 
rate oversea transit, the wireless telegraph is needed to 
supplement the cable service. We look upon the de- 
velopment of the Imperial wireless chain, therefore, with 
the greatest interest and solicitude, earnestly hoping 
that the time will soon come when all parts of the Empire 
will be provided with efficient long-distance wireless 
stations. 

The subject necessarily came up for discussion at the 
recent Conference of Prime Ministers, which adopted a 
scheme proposed by the Imperial Wireless Telegraphy 
Committee. It is reported that the Australian Common- 
wealth has withdrawn from participation in the Imperial 
Wireless Chain, on the ground that there is no need for 
intermediate repeating stations, and that direct com- 
munication with the Antipodes is feasible; that may be 
the case, but whether it is commercially practicable is 
another question, and surely Australia would benefit 
more by the immediate extension of her means of com- 
munication through the Chain than by waiting until 
antipodal transmission is established on a sound worka- 
day basis. Canada, South Africa, and New Zealand are 
also omitted from the Scheme, which therefore is only 
nominally “© Imperial.” In the. meantime, other coun- 
tries are going ahead with their own systems, while the 
British Iniperial Chain has made but little progress— 
not even the Home stations have as vet been completed 
by the Post Office, which is in charge of the system. It 
was recently stated in the Press that even in China a 
Marconi temporary station was’ receiving almost daily 
messages from the Marconi station in Cornwall—yet the 
British Government, which tackled the subject ten vears 
ago. has not yet a single commercial wireless service 
overseas. The fact is that the Government is the very 
last authority that should he permitted by the nation 
to embark upon an undertaking of this kind. which. if 
it had been left to private enterprise. would probably 
have been in operation before the war. 
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AUTOMATIC LIGHTING SETS. 


By 


One of the most striking features of post-war electric 
lighting development has been the large and ever-in- 
creasing number of electric lighting sets put upon the 
market, as witness the advertising pages of the Review. 
Practically all embody automatic features; and they 
can be divided into two classes—full-automatic, and 
semi-automatic, the latter largely preponderating. 

The essential principle of the full-automatic set is 
that it starts up automatically under certain pre- 
determined conditions, and shuts down in the same way 
when it is no longer required—an admirable object 
lesson to Government departments! Probably the best 
example of this class, and the best known—a pre-war 
pioneer—is the . . . But it will be better to avoid 
names, as otherwise it may prove difficult to steer be- 
tween the Scylla of gratuitous advertisement, and the 
Charybdis of libellous criticism. Besides, one would 
have to mention them all, in fairness, and that would 
fill an issue of the Review. The example referred to is 
standardised in a large range of sizes, up to compara- 
tively large capacities, in both direct-coupled and belt- 
driven sets. It has an independent switchboard, and 
a battery of small capacity, floating across the mains. 
This supplies current when only a few lamps are in 
use. When the number of lamps alight reaches the limit 
for which the relay on the switchboard is set, the battery 
supplies the necessary current, through a special con- 
troller, to the suitably wound generator, motoring it 
to start up the engine. Compression is released by 
valve lifters actuated from the controller, until the 
engine picks up the load. When, later, the number 
of lights is again reduced to the limit, the relay comes 
out, the generator is cut out of circuit, and the battery 
again takes up the supply. The same general features 
are common to all full-automatic sets. 

The champions of this type of lighting set claim, of 
course, as an outstanding advantage. that nothing is 
required of the attendant (who may be as ignorant and 
unskilled as you please) while the set is in actual 
operation. It.can in theory be left to its own devices 
for days together, starting and stopping according to 
the number of lamps in use in the distant house. And 
this advantage is the only one they can claim over the 
semi-automatic sets, which need the presence of the 
attendant at starting up. Against this one advantage 
—at best a very unsubstantial one— must be set а num- 
ber of inherent disadvantages. 

The supposed advantage we will analyse later—now 
for the disadvantages. Unless running on town's gas, 
they have to run continuously on petrol, as an auto- 
matic change over to paraffin is difficult—almost im- 
possible. This, even in a small set, is a consideration: 
and in large sets it is a serious one. Using a battery of 
small capacity, the sets must be adjusted to start up 
whenever a relatively small number of lamps are in 
circuit, which means that they are running most of 
the time at low efficiency. As the batteries are at 
approximately the same voltage as the generators during 
normal running, they have to receive а  topping-up 
charge periodically. This is apt to be neglected, the 
attendant—by hypothesis, ignorant and unskilled— 
being instinctively biased in his neglect by the words 
„fully automatic.“ As a result, the batteries generally 
get into very poor condition. If, through some slight 
mischance or defect, the engine refuses to fire, or is 
stiff or difficult, excessive current is taken from the 
batterv. Flickering is apt to occur unless the engines 
are in perfect condition. Finally, to obtain the full- 
automatie features entails a complex switchgear with 
relays and controllers, solenoids and resistances galore. 
Hence trouble, and trouble necessarily bevond the com- 
petence of the poor, ignorant attendant. 

If the set is well designed and made, as in the exainple 
referred to above, the possibility of trouble may be 
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minimised, but it is obviously more apt to occur than 
with the simpler semi-automatics; and when it does, it 
is, for the same reason, more apt to be beyond the powers 
of the attendant, or even the local plumber. 

In one American set, still almost unknown in this 
country, the switchboard, although fully automatic, 
has been simplified practically down to the level ot the 
usual semi-automatic control. As the makers claim, 
too, that they have—they certainly have experimentally 
—overcome the difficulty of changing over from petrol 
to paraffin at starting, they would appear to have a 
set which may prove а serious competitor of the semi- 
automatics. 

These undoubtedly hold the market at present. There 
are a dozen different makes available for every one of 
the full-automatics. Compact, simple, and economical, 
they meet a general want, and their field becomes wider 
every day, as their advantages become known. It is no 
exaggeration to say that thousands of householders who 
have had these sets installed during the last few years 
would still have been using oil and candles if their 
only alternative had been the apparent complication of 
an ordinary electric lighting plant, and the seeming 
necessity of an expensive skilled man to run it. 

Although they vary considerably in detail, all embody 
the same principle—of taking the normal supply from 
the battery, and charging up whenever it is convenient 
to run the engine; the automatic feature being that the 
engine is shut down, in the absence of the attendant, 


as soon as the battery is fully charged, generally through : 


the medium of an ampere-hour meter. All of them, 
too, are arranged to start up, when the battery needs 
charging, by the movement of a switch, the specially 
wound generator taking current from the battery, and 
motoring the engine. 

At present there are more American automatic sets 
on the market than British. Generally speaking, they 
are smaller—3 kW is a favourite size—and less sub- 
stantially built than their British competitors. There 
are exceptions on both sides, of course, but the average 
American set is obviously built on the same principle as 
their cars—good service for a short time at a low first 
cost—then the scrap heap, to make way for an improved 
model. One very widely advertised model has a cylinder 
about the size of a half-pint tumbler. and is claimed to 
be capable of dealing with а 50-light installation. Ас- 
cording to the makers, it has done it by the thousand 
in the States, so there is no obvious reason why it should 
not do it here. The average Englishman, however, likes 
to see plenty of metal for his money, even if it means 
his great-grandson being landed with a white elephant; 
and our makers usually cater for his taste. 

The battery sold with American sets is also on the 
small side, judged by our standards. Their rating 15 
certainly not the ten-hour rating, down to 1.83 volts 
per cell, usually adopted here. Their average 160-Ah 
battery is something more like what we would call 110 
or 120 Ah. Some of the cheaper sets, indeed. have bat- 
teries which can only be rated on their ignition“ 
capacity. 

Another feature of the American sets is that then 
almost always standardised at 32 volts—a real draw- 
back for the British market. Not only is it difficult to 
get 32-volt lamps from stock. but 32-volt accessories— 
irons, kettles. and so on—are almost impossible. Again. 
the low voltage entails increased wiring costs. a dis- 
advantage even more marked in the case of the 23-volt 
sets marketed by some English makers. 

One of the earliest of the American sets has its engine 
of 1j b.h.p. air-cooled. the radiating fins of the cylinder 
heing enclosed in a sleeve through which air 18 force 
by the flywheel fan, a principle which has several imita- 
tors. It does away with the slight complications 0 
water cooling, and makes an efficient and compact ar- 
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rangement where small horse-powers only are concerned. 
The engine runs on paraffin, starting on petrol. lgni- 
tion is from the lighting battery. The dynamo—the 
usual 32-volt machine—is built up as an extension of 
the crank case. The switchboard is simple, and provides 
the standard features of semi-automatic control. The 
battery, of either 80 or 160 ampere-hour capacity, is 
generally supplied with sealed tops. The whole con- 
stitutes a workmanlike, and, within its limits, efficient 
set, at a very reasonable cost. 

But it is rather like attempting to compare a Ford 
with a Rolls-Royce to compare such a set with a 
representative British example—with, for instance, the 
set associated with the names of two firms of aeroplane 
builders. As this particular set is typical of the best 
British standards, it will be interesting to describe it in 
detail. 

To begin with, the engine is of З b.h.p., double the 
usual American size. This, while somewhat increasing 
its cost, widens the ‘field of application enormously. 
Moreover, as it is fitted with a pulley in addition to 
an outside flywheel, it can be used—and the switchgear 
is arranged for its use—as а power unit to drive small 
domestic and farm machinery within its scope, such 
as a pump, a small saw for firewood, churn, chaff-cutter, 
pulper, and so оп. It runs on paraffin, and is fitted 
with a simple but effective petrol starting device, with 
an automatic change-over, which effectually prevents 
crude paraffin being drawn into the combustion chamber, 
а source of much trouble in other sets. Water-cooling 
їз adopted, with plenty of jacketing, and a detachable 
evlinder head. Ignition is by magneto, and it is by 
earthing the magneto by a contact on the ampere-hour 
meter when the battery is fully charged, that the set 
is automatically stopped. The inagneto is also earthed, 
and the set stopped, if the lubricating oil in the sump 
falls below the minimum. For the rest, the engine is 
of standard four-cyele type, medium speed, vertical 
pattern, with the elean, simple lines апа massive con- 
struction that characterise British-made internal-com- 
bustion engines. | 

The dynamo, which is built up on an extension of the 
main shaft, with an outer bearing, is of the usual series 
shunt wound type, 1$ kW. 50 volts, with a normal 
maximum output of 22 amperes at 70 volts when charg- 
ing. 

li is in the switchboard that this particular set out- 
strips its American competitors and, indeed, shows the 
way to its British ones. In the first place, it is totally 
enclosed, and this, combined with the fact that it has 
n» porcelain parts—all insulation is mica on iron— 
and no copper strip contacts to work loose, makes it 
Immune from accidental damage, and proof against 
vibration. The only external features are the dial of 
the ampere-hour meter and the two levers operating the 
rotary switches. These switches are of the lift-controller 
type, with shaped seginents mounted on a cylinder and 
making contact, in different positions of the levers, for 
the various operations of starting, charging, running 
to lights, and soon. A valuable feature, and one that 
appears to be unique, is the provision made for cutting 
out the end cells of the battery if lights are in use while 
the battery is being charged. In most automatic sets 
there is no alternative to charging during davlight only, 
or over-running the lamps. In a 25 or 32-volt set, the 
over-running is perhaps not a serious matter, but in 
F 50-volt set it becomes an expensive draw- 
АСК. 

А battery of any make or capacity between about 75 
Ah and 200 Ah can be used with this set, the engine 
governor being set for the normal charging rate. 

Such а semi-automatic set—and the best of its com- 
petitors only differ from it in degree—has every advan- 
tage claimed for the full-automatic sets with the one 
erception that it will not start up automatically. And 
that advantage is, at best, a very shadowy one. The 
Owner or attendant of a full-automatic set has to visit 
it from time to time to clean it, to oil it, to fill up the 
Petrol tank. While he is doing that, is it so much 
trouble to press à switch, and start up the engine for 


а battery charge? Even if he does not visit the engine 
room for these purposes as often as is necessary to 
charge the battery, yet there are few who have suffi- 
cient faith in their full-automatie sets to keep them 
comfortable without a visit to the engine room either 
just before or immediately after starting up. So again, 
why not press a switch on the set, instead of in the 
house, and have done with it! For that is all it amounts 
to. Somuch for the claimed advantage. The attendant 
disadvantages we have already considered. 

If one could have an automatic set with all the fea- 
tures of the almost ideal semi-automatic set alluded to 
above, with the following further advantages:—(a) 
Automatic starting, controlled not bv the number of 
lights in use, but by the state of the battery. (0) Auto- 
matic change over from petrol to paraffin. (c) Auto- 
matic replenishment of the running supplies from large 
storage tanks of fuel and lubricant. And finally, com- 
plete enclosure from dust and dirt—then, indeed, we 
would have a really fully-automatic set, whieh could be 
left to its own devices for months at a time; until, in 
fact, it was necessary to decarbonise it. And if it could 
be produced at a price not exceeding that of the best 
semi-automatics, it would sweep the market. 

At present, considering the types actually available, 
the verdict of this article, as between full-automatic and 
semi-automatic sets, i8 all in favour of the latter; а 


' verdict which, to judge by the comparative numbers 


available and actually installed, is emphatically en- 
dorsed by the buying public. 


THE DUTY OF THOSE WHO SUPPLY 
ELECTRICAL FITTINGS. 


By A LEGAL CONTRIBUTOR. 


AN electrical contractor who sells and installs a fitting 
in the house of a private consumer is sometimes troubled 
to know the precise extent of his liability. A piece of 
electrical apparatus is not like a table or a chair which 
can be taken into and used in апу house without апу 
risk of danger to the house or its occupants. ]t can 
only be used in connection with and by ineans of the 
system already installed, which may consist in part of 
the mains of the supply company and in part of ap- 
paratus belonging to the consumer. The consumer 
probably knows very little about electricity. He has 
heard that an electric stove is the thing to have, and 
rushes off to buy one out of hand. What is the duty 
of the contractor who supplies it? "There are, of course, 


certain obvious matters with regard to which he must: 


be completely satisfied before he installs it and makes 
the necessary connections. But is it any part of his duty 
to inquire whether all the apparatus on the сопѕитег”ь 
premises is in proper order and of sufficient capacity 
properly to work the stove? 
The following is a type of case which will often occur 
in practice. A consumer buys a radiator, saying that 
he has a heating circuit in his house. All he asks is 
that an instrument of a stated kW capacity shall be 
supplied and connected up. The firm from which he 
buys makes po inquiry as to the capacity of the trans- 
former. It turns out that the transformer (which be- 
longs to the supply authority) is of insufficient capacity 
and is damaged. This painful fact is discovered by an 
inspector of the supply authority on his next visit. He 
reports the matter, and a bill for repairs is sent in to 
the consumer. Is he liable? Can he shift any part of 
his liability on to the electrical contractor? We have 
put the case of a radiator, but it is obvious that a 
similar question might arise in relation to other forms 
of electrical apparatus, e.g., a carpet sweeper, a wash- 
ing machine, or any other labour-saving device which 
the modern housewife, worried by the servant probleza, 
is во eager to buy. 

As to the liability of the consumer in the case abova 
quoted, it may well be that the installation ef a new 
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machine: will necessarily involve an increased demand 
upon ‘the mains, of which due notiee should be given 
to the supply authority. The consumer’s contract 
usually provides that such notice shall be given, and 
failure to comply with this provision may entail the 
supply being cut off. In these circumstances it will 
obviously be prudent for an electrical contractor to 
inquire of his customer whether such notice has. been 
given; but we do not think that he is under any duty 
to make such inquiry, particularly in a case where (as 
in that above suggested) the premises are already pro- 
vided with a heating circuit. 

Whether notice be given or not it is ОО. that 
if damage is dene to apparatus of the supply authority, 
the consumer will be liable unless he can show that the 
damage arose through some defect in that apparatus 
for which he was nof responsible. In the case suggested 
the overloading of a transformer would be а matter for 
which the consumer might be held responsible, and this 
although he had taken over that transformer, together 
with other apparatus of the supply authoritv, from a 
former tenant of the house. He could only escape 
liability by showing that the transformer was already 
damaged when he entered the premises. 

It remains to consider whether he can pass on the 
liability to the electrical contractor. If it is the duty 
of an electrical contractor to examine all the existing 


apparatus on а consumer's premises in order to see 
whether it is sufficient and in good order, and, through 
liis failure to discharge: this duty; damage occurs, then 
n will be liable.“ | Я . 

That he is under some duty to the consumer. is reason- 
iib plain. He is called in as an expert, and it is an 
implied term of his contract of sale that he shall.supply 
apparatus which will work properly in the surround- 
ings in which it is to be placed. He must do what is 
reasonably necessary in order to ensure that the article 
which he supplies is adapted to tts purpose, and that 
the heating circuit is sufficient for the purpose. It is 
not easy to lay down definite rules as to what he should 
do in order to test the heating circuit. He might do 
enough if he were to satisfy himself, by looking at the 
ampere meter controlling the wall sockets, that it was 
safe to connect the radiator on that circuit. On the 
other hand, if it were considered by men of experience 
to be necessary to examine the transformer, it would 
be the duty of the contractor to examine that instru- 
ment in order to see that it would not be overstrained. 
As was indicated at the beginning -of these notes, it 
must never be assumed that the consumer knows very 
much about electrical matters. and when he employs 
an electrical contractor he is entitled to rely on his 
skill and knowledge of the conditions under which any 
particular machine will work properly. 


ELECTRICITY DISTRICT 


INEVITABLY there will be—it is already beginning—an 
outcry that the expenditure for London only of seven 
weeks of the time of the Electricity Commissioners, a 
bevy of electrical engineers of the foremost rank and 
scale of fees, an even larger group of counsel and solici- 
tors, and a number of other people who are mostly not 


at the inquiry for health or amusement, is an extrava- 
gant and wasteful expenditure of energy and cash. It 
may be admitted that the cash value of the inquiry 
will total up to some few tens of thousands of pounds. 
Whether the expenditure can be rightly classed as waste- 
ful depends upon the result. rimá facie, the achieve- 
ment of the object of the inquiry, the provision of a 
eheaper and more abundant supply of electrical energy 
for the seven-odd million inhabitants of the delimited 
London district. approximately 20 per cent. of the popu- 
lation of the United Kingdom, is well worth a consider- 
able expenditure in the preliminary survey. Such a 
survey should show the right way in which to solve the 
problem, and is likely to cost less than a method of 
trial and error which may result in much heavier 
fruitless expenditure, or equally expensive delays in 
arriving at the right solution. It seems to show some 
lack of a sense of proportion to condemn the proceeding 
simply because it costs a sum which, while large in itself, 


is a small fraction of the financial value of the possible 


benefits which may result. 

But making full allowance for this view, it is a fair 
question whether the actual procedure adopted is either 
that best calculated to achieve the desired result, or the 
most economical way of arriving at it | 

The Ministry of Transport and the Electricity Com- 
missioners bave not, so far, seen fit to exercise the powers 
to inake rules for the holding of these Electricity District 
inquiries which are given them bv Section 34 of the 
Electricity (Supply) Aet, 1919. Before the first inquiry 
was held, no one had any official guidance as to the form 
of procedure to be followed. Even now there is onlv 
the guidance of former inquiries, and if any dispute 
arises oh а question of procedure it falls to the Com- 
missioners then and there to settle it, 

The disadvantage of this lack of guidance was shown 
in the very first inquiry, when Mr. Faraday Proctor, 
as the exponent of the only scheme put forward, was 
told hy the Commissioners that he was at a great dis- 
advantage in not having the assistance of counsel, 


INQUIRY PROCEDURE. 


though nothing in the Act or in any notice issued by 
the Commissioners requires that there shall be such 
assistance. 

Apparently the Commissioners have preferred to allow 
procedure to develop under their guidance, rather than 
t) give it a considered pre-determined form. They have. 
however, shown by their actions and utterances the 
kind of procedure which they consider desirable, and 
it is a fair criticism to say that to some onlookers the 
particular forms which they are shaping seem to be 
based on some misconceptions of their own position, 
of the position of parties who either submit or oppose 
schemes, and of the spirit of the Act. | 

Taking the course of the London inquiry, it may be 
said that the procedure adopted is modelled on that of 
Parliamentary Committees on Private Bills. with, some 
reminders of that of civil courts. 

The Commissioners are particularly solicitous to 
maintain a judicial attitude. On several occasions it 
has been said from the chair that the Conunissioners 
have before them evidence to a certain effect, and that 
unless such evidence is countered by some on tlie other 
side they are bound to regard that evidence as a correct 
statement on the point at issue. 

That, of course, is the correct attitude for a civil 
court, but not quite that for a Parliamentary Com- 
mittee, which is entitled and bound to consider broad 
issues of public interest and policy, as well as the evi- 
dence tendered by the promoters and opponents of a 
private Bill. 

But the Electricity Commissioners are not in the posi- 
tion either of a civil court or of a Parliamentary Сош- 
mittee. A civil court usually has to decide some dispute 
between litigants, on the facts established by the evidence 
tendered by the parties, applying to those facts and 
the arguments drawn from them by counsel, established 
principles of common and statutory law. In general 
the evidence it has to deal with is evidence о fact. 
There mav be in some cases evidence of opinion and 
estimate, but this is always secondary to evidence of 
fact. The practice of cross-examination as developed 
in British courts of law is eminently successful in test- 
ing evidence of facts, including the memory and pre- 
possessed notions of witnesses. It is not so satisfactory 
in testing evidence of opinion and estimates or forecasts 
of future events, in which the reputation and experience 
of the witnesses are important factors. Clearly the 
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Commissioners are not in the position of judges who 
have to decide a dispute between litigants. 

Neither are they in the position of 4 Parliamentary 
Committee considering a private Bill, or а group of 
competitive Bills. A Parliamentary Committee has to 
decide in the first place whether or no the ‘‘ preamble-is 
proved." That is to say, whether the promoters of the 
Bill have made out а sufficiently good case in the public 
interests to justify Parliament in conferring upon them 
the statutory. powers necessary to carry out their pro- 
posals. After deciding that the preamble is proved they 
have to consider whether and how interests that may 
be affected, private or publie, have to be safeguarded 
by compensation and in other ways. 

The Commissioners are not in that position. They 
have already by their notices under the Act decided 
that a certain area should be delimited as an electricity 
district, and that it is necessary that the organisation 
of electricity supply in that area should be improved. 
That is, they have declared the preamble proved. Fur- 
ther, they are not limited, as a Parliamentary Com- 
mittee is limited, to considering the definite schemes 
put before them. They need adopt no such scheme. 
There may be no scheme put before them. They may 
themselves formulate a scheme, which may or may not 
embody the proposals of the schemes submitted. No 
Parliamentary Committee does this. It may, indeed, 
delete some physical features or some of the powers 
sought for in a private Bill, and to that extent may 
modify the promoters' proposals, but it cannot, or at 
least does not, turn the Bill presented for its considera- 
tion into an essentially different measure. | 

A Parliamentary Committee is a more or less expert 


body on the practice of Parliament on the extent 


and limitations of the powers which can be properly 
given to various classes of promoters, and it has avail- 
able the expert advice of Speaker's counsel, other officers 
of Parliament, and reports from the Government De- 
partments concerned. lt is strong on questions of pre- 
cedent and the public interest. But it is not expected 
to be, and generally is not a body of experts on the 
technical features of the particular Bill which it is 
considering. For this reason alone—and there are 
others—it does not attempt to turn a promoter's Bill 
into its own Bill, though it may modify its details. 

The Electricity Commission, on the other hand, is a 
body of men highly qualified by special knowledge and 
experience not only to judge the merits of schemes 


submitted to it, but to prepare schemes itself, and it is, 


its duty to do that in certain circumstances. It is 
hardly necessary to say that these qualifications cover 
the engineering, legal, financial, and administrative 
aspects of schemes for the better organisation of elec- 
tricity supply. The Commission is so constituted as to 
һе fully competent to exercise its own judgment as to 
the general form of such an organisation, the constitu- 
tion and powers of the body which is to administer it, 
and the relationship which is to exist between that body 
and those already engaged in the electricity supply in- 
dustry within the particular area under consideration. 
It has open to it all the official and published records 
relevant to the subject. It can obtain other information 
and evidence. Hence it is not correct to say that the 
Commission can only act on evidence formally laid 
before it. It is an expert body empowered to put before 
Parliament for confirmation the scheme it considers 
most likely to achieve the desired object in each case. 
It is bound to utilise the knowledge and experience of 
Its own members in the formulation of these schemes. 

It seems, therefore. that the procedure at the inquiries 
shonld be modelled to fit these facts. The question is 
What alterations should be made which are calculated 
to save time and money without апу sacrifice of the 
clearness and fullness with which the cases of promoters 
and opponents of schemes are put before the Cominis- 
sloners. A 

In the first place, it must be remembered that the 
necessity of some improvement in the organisation of 
electricity supply has already been decided upon by 
the Commissioners, who presumably will consider any 


schemes submitted to them from that point of view. 
Logidally this would cut out any objections or proposals 
of a purely negative character, such as proposals from 
particular authorised undertakers that their areas of 
supply should be omitted from the operation of any 
scheme because they at least in their own territory have 
done and are prepared to do everything necessary. But 
as the inquiries cover proposals to vary the provision- 
ally delimited area by either. deletion or accretion, it 
may be difficult entirely to exclude pleas of this kind. 
The issues raised should, however, be narrowed. Pleas 
for exclusion from the delimited district because none 
of the schemes submitted promise any benefit to a par- 
ticular area, are clearly misconceived. It is the duty 
of the Commissioners to formulate schemes which will 
benefit the whole of the areas included in the delimited 
district. It therefore seems that there should be some 
definition of the grounds upon which objections to the 
area of the district will be taken into consideration. 

It would perhaps be too drastic to suggest that there 
should be any limitation to the representation of pro- 
moters and objectors by counsel and solicitors. Some 
counsel, it may be fully admitted, do help the Commis- 
sloners in various ways. Others seem to waste time. 
But it may be suggested that а great deal more would 
be gained than lost by a severe limitation of cross-ex- 
amination by counsel. The Commissioners, it has been 
abundantly proved at the London inquiry, are very well 
able to examine witnesses themselves, and the demeanour 
and answers of witnesses to questions from the tribunal 
are markedly different from the answers given and de- 
meanour shown towards hostile" counsel. Much 
more helpful to the object of the inquiry too. E 

The fact is that there ought to be no question o 
hostility at all, and it seems to lie in the powers and 
rights of the Commissioners to make this clear at the 
outset. 

There is, or there should be, only one object oi all 
the parties, z.e., to assist the Commissioners in devising 
а scheme which will improve the organisation for the 
supply of electricity in the district. Merely obstructive 
or negative utterances are out of.place, and shoula not 
be allowed to take up much time. Discussions as to 
whether certain proposals in a scheme are ultra vires of 
the Act of 1919, or any other Act, seem particularly out 
of place. First, because the Commissioners .with the 
legal and official advice open to them are most unlikely 
to submit, and Parliament is most unlikely to approve 
any scheme which conflicts with the 1919 Act, or the 
general and special law. · Secondly, because any scheme 
approved by Parliament will '' have effect as if enacted 
in " the Act of 1919 (Section 7 (2) E. (S.) Act, 1919). 
So that if it becomes virtually part of that Act, it 
cannot be ultra vires of it. There are quite a number 
of people, including the Commissioners, and the two 
Houses of Parliament, who will look out sharply that 
the Orders approved do not conflict with the main pro- 
visions of that Act, and such points should be left to 
them. | 

| There 1s, however, .another consideration which gives 
powerful support to the general plea for shortening 
the procedure and limiting the issues at these inquiries. 

‚ When the Commissioners have approved or themselves 
formulated a scheme, they have to publish it, and to 
hold a local inquiry thereon (E. (S.) Act, 1919, S. 5 (4)). 
So there will then be an opportunity for everyone con- 
cerned to offer his views upon one definite considered 
scheme, the outcome of the Commissioners’ consideration 
of what they have heard in the preliminary inquiry, 
all other sources of information open to them, and their 
own expert judgment. Criticism and discussion of such 
a single concrete scheme will be much better directed 
and more fruitful than the somewhat confused encounter 
which has been going on for the last seven weeks, in 
which the promoters of every scheme have been op- 
ponents—more or less— of every cther, and all have had 
to encounter objections from many other quarters. Gne 
advantage will be that there is & single scheme, not 
subject to alteration from day to day, until no one 
can say that he stands for any scheme as rubmitted, 
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and no one can be quite certain what the schemes under 
consideration are. Nothing has been more confusing 
than these sudden alterations, and one may suggest that 
the Commissioners will save time in future inquiries 
if they tighten up procedure in respect of alterations 
after schemes have been submitted. It is the fact that 
no scheme for London submitted to the Commissioners 
on March 31st is that they are now asked to consider. 
Even the ''supplementary particulars " asked for by 
the Commissioners made material alterations in the 
schemes as submitted. The original ‘‘ technical scheme 
agreed on by three of the promoters has gone. 'Гһе area 
to which it is to be applied, in two of these three cases 
at least, is not that of the delimited district, which these 
three promoters originally accepted. Most embarrassing 
of all—to the said promoters—the ostensible grounds 
for the alteration to the original technical scheme have 
vanished in. view of the declarations of other parties. 
It may be suggested that the Commissioners already feel 
the necessity of making some rules of procedure for 
future use which will minimise,such confusing changes. 


For positive suggestions to save time and expense it 
seems as though the procedure migbt be made rather 
that of a Conference of promoters of and objectors to 
schemes, that each party, by counsel if desired, and by 
at least one witness, should explain its schemes and 
objections, that examination by the Commissioners 
should take the place of cross-examination (counsel hav- 
ing the right to suggest questions which the Commis- 
sioners might or might not put), and that the closing 
speeches of counsel or other representatives of the parties 
should be limited to specific points to be indicated by the 
Commissioners. 

It may be recalled that the Commissioners have powers 
to require the attendance of witnesses and the produc- 
tion of documents, also to take evidence on oath, which 
powers they have not so far seen fit to exercise. 

Some recognition in the rules of procedure and the 
conduct of the inquiries, that the Commissioners are 
neither a Court of Law nor a Parliamentary Committee, 
but an expert tribunal, would further tend to shorten 


the proceedings. 


ELECTRIC ARC WELDING IN THE MANUFACTURE OF NEW BOILERS. 


As will be well known to our readers, a great deal of 
work has been carried out in the repair of boilers by 
electric welding. During the last ten vears its applica- 
tion has been gradually extended until now there is 
no doubt that whenever wasted parts have to be made 
good this method is preferable to апу other, being more 
efficient, cheaper, and taking much less time than any 
other method of repair. 

When the best methods are employed. and when the 
work is put in the hands of those who have specialised 
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Fic. 1.—HawtTHorn-Wrypser WELDED Poll. ER. 


in it, excellent results are obtained and repairs can in 
шапу cases be made in such a manner that the boiler 
is as good as new. We have been informed of one case 
where new furnaces were ordered for a boiler in 1913, 
in case certain electric welding repairs should not be 
found reliable. Up to the end of 1920 there had been 
no necessity to fit the new furnaces, | 

In view of the success with repair work it was decided 
some 18 months ago bv Messrs. R. & W. Hawthorn 
Leslie & Co., Newcastle-on-Tyne, to construct a new 
marine boiler with most of the joints welded in place 
of being riveted. This boiler is now known as the 


Hawthorn-Wyber welded boiler, and a photograph of 
the first of this type is reproduced in fig. 1. The boiler 
was specially designed, and the design has been protected 
hy letters patent. From the details shown in fig. 2 
the methods employed will be perfectly clear, and it will 
be seen that the construction 1з very much simplified 
by employing welded in place of riveted joints. It: 
will be noted that the flanging of the end plates, a diffi- 
cult and expensive operation, is altogether dispensed 
with, as is also the flanging for the combustion chamber 


joints. The saving in coal consumption alone in the 


plate-heating furnace for levelling and annealing the 
flanged end plates, is estimated at about 20 tons. In 
the size of boiler illustrated when riveted joints are used 
there are 290 rivet holes, 


1.312 in. diameter, to be 
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Pia. 2.—Derains or. WELDED JOINTS. 


drilled through the double ply of plate at each end of 
the boiler, and at the front end of the shell the.holes 
have to be counter-sunk and the riveting done by hand. 
All this work is, of course, dispensed with in the welded 

51 5 The following are the main particulars of this 
oiler : — 


15 ft. 6 in. internal diameter. 
11 ft. 6 in. mean length. 
oa corrugated furnaces, outside diameter 4 ft. 
in. 
Working pressure, 180 lb. per sq. in. 
Hydraulic test pressure, 360 lb. per sq. in. 
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Referring to the joint between the shell and the end 
plates, the width at the bottom of the groove in the 
shell plate is 3 in. wider than the thickness of the end 
plate with a j-in. bevel at the top of the groove. This 
enables the welder to get a solid body of metal which 
is in compression. The welding inside the boiler is only 
intended to prevent water getting between the end plate 
and the shell plate and causing corrosion. These 
grooves are machined on a planing machine while the 
shell plate is in the flat, the shell plate being afterwards 
bent ready for the end plates. The end plates are turned 
1/16 in. less in diameter than the bottom of the groove. 
It will be seen that the combustion chamber plates hav- 
ing pressure on the outside are recessed into one another 
and welded outside and inside. 

A careful study of the methods of construction will 
clearly show the saving of time and labour possible in 
the manufacture of a welded boiler. 

As regards the actual welding of the first of these 
boilers, preliminary trials were carried out in the first 
place, and after these trials it was decided to use the 
Kjellberg system as likely to give the most satisfactory 
results. The work was accordingly entrusted to the 
Anglo-Swedish Electric Welding Co., Ltd. There was 
in all а total length of about 500 feet of welding, and 
this was carried out so successfully that the boiler was 
absolutely tight the first time it was tested to 360 lb. 
рег sq. in., ?.€., double the working pressure, without 
touching up of any kind being required either during 
the tests or after prolonged steaming. The boiler has 
now been under steam at Messrs. R. & W. Hawthorn 
Leslie's St. Peter's Works for about 12 months, and 
has never given the slightest trouble. It has further 
been approved by Lloyd's Register of Shipping, the 
British Corporation, and Bureau Veritas. | 

We are informed that Messrs. Hawthorn Leslie are pre- 
pared to grant licences for the use of the design covered 
bv their patent. 


CONDITIONS IN SPAIN. 


IN our issue of July 1st ( City Notes, p. 23) we made 
brief reference to the financial results of the operations 
of the Barcelona Traction, Light & Power Co. We 
return to the subject now because the directors' report, 
а copy of which has reached us (it was issued in Canada 
at the end of June), deals in fuller detail with the con- 
ditions which prevailed in Spain during the year ended 
December, 1920, and expressed the hope that the worst 
period has passed, and that slow recovery is probable. 


The report shows that there was an increase of 
Pts. 6,125,033.25 in the gross earnings of the combined enter- 
prises of the companies operating in Spain over those for the 
year 1919, and in the net earnings an increase of 
Pts. 5.,044,321.95. These increases must be considered very 
satisfactory in view of the unfavourable political and labour 
conditions prevailing during the year, and are accounted for 
chiefly by the prices for energy, under many long-dated con- 
tracts, being raised by consent of the customers, and partly 
by the increase in the private lighting tariff which took place 
towards the end of the year, and also by the very large 
noce in the earnings from the operation of the Cataluña 
allway. | 

Тһе year under review was in many respects one of difficulty 
and anxiety. The conditions of unrest described in the pre- 
vious annual report continued until February. 1920, necessarily 
involving heavy loss of revenue—the consumption of power 
ш tbe areas served by the Ebro Co. falling as low as 58.5 per 
cent. of the normal demand. Drastic action by the local 
authorities in suppressing the syndicalist organisations led to a 
marked improvement, and business revived appreciably during 
the spring and summer, though sporadic unrest continued 
until November. 

Apart from the temporary paralvsis of local industrial 
activity, there was a great shortage of unskilled labour, due 
fo emigration in search of the inflated wages being paid in 
France and the United States. so that all constructional opera- 
tions were seriously interfered with, and such work as could 
not be postponed was necessarily carried out at an increased 
expense. | | 

In December of 1920 the Bank of Barcelona suspended 
Operations, with the result that industrial and commercial 


uw 9 throughout the province of Catalufia were seriously, 


The rate of exchange throughout 1920 was also an adverse 
factor, having risen from 19.57 pesetas to the £ in January to 
23.92 in June, and 26.90 in December. ; 

Notwithstanding the unfavourable conditions referred to, 
the City of Barcelona and the surrounding districts are full of 
vitality. In all directions building is in progress, and traffic 
increases in intensity. Given only a cessation from labour 
unrest and political agitation, with a relaxation in general 
economic conditions, development would move rapidly for- 
ward, involving greatly increased. demands upon the services 
of light, power, and transit. | 

With the completion of the new hydro-electric installation 
at Camarasa, ranking amongst the most important in Europe, 
the major construction projects of the Ebro Co. may be re- 
garded as realised. Two sets of 17,500 h.p. each are in opera- 
tion, and by the addition to this plant, as and when required, 
of three further sets the company will have electrical power 
available to meet all demands for some years. Considerable 
extensions have been made to the distribution system during 
the year, but as the demand for power grows the system will 
have to be greatly extended. 

The result of the year's operation of the Cataluña Railway 
Co. (Ferrocarriles de Cataluña) was highly satisfactory. The 
popularity of its services is undoubted. Work upon the 
extension to Sabadell, commenced in November, 1920, is now' 
well advanced. and there is every indication that the volume 
of traffic on this branch will equal that already attained on 
the Tarrasa section. 

For the purpose of financing this extension, a contract was 
made for the sale of Pts. 10.000,000 of the 5 per cent. 50-year 
mortgage honds of the Ferrocarriles de Catalufia, of which 
Pts. 5,750,000 had at June 1st, 1921, heen taken up and paid 
for in accordance with the terms of the contract. 

The operating results of the Tramway Co. (Les Tramways 
de Barcelone) showed an increase in gross earnings of nearly 
25 per cent. over those of the previous year, but, owing to & 
large increase in operating costs, the increase in net earnings 
was only about 14 per cent. | 

Towards the end of 1990 the sharp fall in wholesale values 
of raw materials. and especially cotton and wool, had the 
same paralvsing effect npon industry in Barcelona as in other 
parts of the world, and this was intensified hy the financial 
stringency caused by the failure of the Bank of Barcelona 


already referred to. As a result, since the beginning of 1991 


numerous textile mills have closed and many others are work- 
ing on short time. This has had its effect on the operating 
companies, directly, through the reduction in the amount of 
power consumed, and. indirectly, in other wavs. It is hoped 
that the worst neriod has been passed, but it is probable that 
the recovery will come slowly. | | 


ELECTRICITY SUPPLY ADMINISTRATION. 


A REPORT has been published by the Minister of Transport 
respecting the applications to, and proceedings of, the Minis- 
try under the Electricity (Supplv) Acts, from June 27th, 1920, 
to March 31st, 1921. (158. Price 14. net.) 

Tt states that the estimated net expenditure of the Elec- 
tricitv Commissioners for the period from the date of their 
appointment to March 31st. 1921. was £43,500. The fund 
out of which the expenses of the Commissioners are defraved 
will be provided bv contributions levied upon the electricity 
supply industry, although temporarily financed by advances 
from the Exchequer for the first two years. The repayment 
of the advances, together with interest, will fall to commence 
in the financial year beginning April Ist, 1922. 

The Electricity . Commissioners have submitted to the 
Minister for confirmation Special Orders made Һу them relat- 
ing to the Urban District of Panteg and the Rural District 
of St. Mellons (South Wales Electrica] Power Distribution 
Co.), and the Urban District of Mynyddislwyn (Urban Dis- 
trict Council). | 

The Minister made Orders under the Statutory Under- 
takings (Temporary Increase of Charges) Act, 1918, in some 
90 cases, and under Section 32 of the Schedule to the Electric . 
Lighting (Clauses) Act. 1899, or corresponding provisions, in 
69 cases (two of which come under both heads). 

The Minister made Orders extending the time for carrying 
out the compulsory electricity works scheduled to the Orders 
or Acts for Bradford-on-Avon, Lurgan, Portrush, Rickmans- 
worth and Chorley Wood, Yeovil, Crowborough, Ormskirk, 
Sidmouth, Sidmouth (U.D.C.), Skegness, and Yorktown and 


Blackwater. 


The Minister gave consent to the erection of overbead lines 
by the undertakers under 29 Acts and Orders, and under 
Section 22 of the Electricity (Supply) Act. 1919. to an appli- 
cation by the undertakers under the Woking Electric Light. 
ing Orders for a wayleave for part of the route of an over- 
head line. | 

Under Section 18 of the Electricity (Supply) Act, 1919, four 
applications were made to the Minister for the construction 
by him of generating stations or main transmission linea 
pending the establishment of ioint electricity authorities in 
certain districts provisionally determined by the Electricity 
Commissioners. After consultation with the Commissioners 
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опе of the applications was поё entertained. Їп two cases, 
however, the Minister decided to proceed with the construc- 
tion of the works subject to certain conditions. In one of 
these cases the application was subsequently withdrawn, and 
in the other the interested parties were unable to give the 
required guarantees, and the application therefore lapsed. 
The fourth application is under consideration. 

In addition to advising the Minister in the exercise of his 
powers and duties under the Electricity (Supply) Acts, 1882 
to 1919, the Electricity Commissioners also exercise certain 
statutory powers and duties vested in them by the Elec- 
tricity (Supply) Act, 1919, and certain other powers and duties 
delegated to them by the Minister. With the concurrence 
of the Minister the Commissioners have prepared, for separ- 
ate publication, а report dealing fully with their proceedings 
for the information of the electricity supply industry and the 
public generally. The report covers the period from the 
appointment of the Commissioners (January, 1920) to March 
3lst, 1921, and relates to the following matters :— 

Under the provisions of Section 5 of the Electricity (Sup- 
ply) Act, 1919, the Commissioners provisionally determined 
13 electricity districts. Local inquiries were held by the 
Commissioners in respect of three of the districts, namely, 
the Lower Severn, the Mersey and West Lancashire, and the 
North Wales апа Chester Electricity Districts. The first- 
named inquiry was adjourned and has not yet been resumed, 
but the other two inquiries were carried to completion. 

Subsequent to the date to which the report is made, the 
Commissioners issued their decisions in respect of the two 
districts and the schemes submitted in connection therewith. 
Draft Orders embodying the decisions are in course of pre- 
paration by the Commissioners. 

The Commissioners issued their formal consent in the case 
of eight applications relating to the establishment of new 
generating stations, in the case of four applications relating 
to the establishment of main transmission lines, and in up- 
wards of 120 cases relating to the extension of existing gene- 


rating stations. The new generating stations sanctioned 
represent the initial installation of approximately 150,000 kW 
of generating plant, with the possibility of further exten. 
sions at a later stage. The authorised extensions of existin 
cee represent approximately 550,000 kW of generating 
plant. 

Over 500 applications were received by the Commissioners 
for sanction to the borrowing of money by local authorities 
for the purposes of their electricity supply undertakings. 
Sanction to borrowing was granted in the case of 432 appli- 
cations, the total amount of the loans sanctioned being 
£15,181,298, which included (inter alia) £9,805,990 in respect 
of plant, and £3,428,161 in respect of mains and services. 
The Commissioners in every case satisfied themselves that 
the proposed expenditure was necessary. for enabling the 
undertakers to carry out their statutory obligations and that 
the cost of the proposed works was reasonable. 

The Commissioners made Statutory Rules with regard to 
applications for Special Orders under Section 26 of the Act 
of 1919 on August 10th, 1920, which were laid before Parlia- 
ment as required. The Commissioners received 28 applica- 
tions for Special Orders, and four applications for Provi- 
sional Orders lodged with the Board of Trade prior to the 
appointment of the Commissioners were subeequently trans- 
ferred to the Commissioners by the Board. Of the 82 appli- 
cations under consideration, the Commissioners refused two, 
and made Special Orders in respect of three. The remaining 
applications were under consideration at the date to which 
this report is made (five further Special Orders have since 
been made). 

The Commissioners approved in ten cases of agreements 
being entered into between authorised undertakers for mutual 
assistance or for the taking of bulk supplies, and made 71 
шне Orders permitting various authorised undertakers to 
supply electricity to specific pfemises situated outside their 
authorised areas of supply. They approved the adoption of 
special systems of supply in the cases of 15 undertakings. 


NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit partieulars of new or improved devices and apparatus, which will be published 
it considered of sufficient interest. 


The ** Gescha ” Cable Connector. 


The new invention illustrated in fig. 1, the importers of 
which are Messrs. Б. May & Co., of 27, Oliver Grove, 8.E. 25, 
permits reliable contacts to be made in cable thimbles, con- 
nection sockets, T-pieces, and branch terminals, without the 
use of screws and soldering tin. 

The novelty of this, which is a German invention (British 
provisional patent No. 35,734 for sale), is centred in the re- 
ciprocal conical tension which results, after the introduction 
of the cable, from driving the semi-cylindrical, conical-shaped 
extension of one part into the corresponding recess of the 


Ете. 1.—THe GESCHA CABLE CONNECTOR. 


other part. The contact surface is perfectly cylindrical and 
drilled to template and therefore absolutely metallic. The 
posue js so strong that the outer wires of the cable are 
attened. All loosening is impossible even under constant 
vibration, because the angle of inclination (5 deg.) is far below 
the frictional angle (13 deg.). The work of installation will 
only occupy a few seconds. It is also of great advantage 
that complete independence is obtained from the skill and 
attention of the workman, as the position of the terminal 
when once fitted must always be such as calculated for the 


cable in question. 
Service Cut-outs for Housing Schemes, 


There are many ways of cutting down the cost of house 
services—always an important item in the cost of distribution 
—and especially so nowadays with high-priced materia: and 
labour. A method now finding an increasing number of ad- 
herents is that of grouping together blocks of two, three, or 
four houses, and serving each block by one service cable only, 
thus cutting down the length of cable and the number of 
joint boxes required. This method necessitates the use of 
а special service cut-out, and to meet the increasing demand 
for this economical arrangement, Messrs. W. T. HENLEY'S 
TELEGRAPH Works Co., LTD., of Blomfield Street, London 
Wall, E.C., have placed upon the market a new range of cut- 
outs for groups of houses. 


We reproduce a drawing (fig. 2) of the four-way d.p. cut 
out with four bridge type fuses and a four-way neutral con- 
nector. The fuse units are connected by a special adjustable 
busbar fitting which ensures correct alignment of the con- 
tacts and simplifies connecting up the service cable. A service 
to each house is taken off each pole through the top of the 


Fic. 2.—A FOUR-WAY SERVICE CUT-OUT. 


cut-out in the usual way. The range covers circuits up К 
50 amps., 250 volts, two, three, or four-way. Where required. 
armour grips can be fitted for the incoming cable. 

These cut-outs are also specially suitable for blocks of flats 
as the service cable can be brought up to the block and in 
dividual services taken off to each flat. 


A Smoke Detector. 


A mechanical device which automatically records the pre 
sence of smoke in the surrounding air was recently demons 
trated at The Studio, 5, Great Newport Street, W. O. 2. It 
is claimed to be an advance on the principle of the existing fire 
detectors, as it does not wait for the outburst of flame, but 
gives the alarm with the appearance of emoke merely. 

e instrument is extremely sensitive, but its eensitiveness 
can be adjusted to any degree. 
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The detector is open top and bottom to allow of free circu- 
lation of the atmosphere through the instrument. It is fitted 
internally with a pair of very sensitive expansion chambers, 
which act in unison under normal conditions. These expan- 
sion chambers are somewhat similar in action to the vacuum 
chamber of an aneroid barometer, and are geared in such a 
manner that when they move in unison they keep the electric 
circuit open and no eignal is given. If smoke enters the 
instrument it will destroy the balance of the two expansion 
chambers thereby completing the circuit through a relay. 
which can actuate any warning signals or fire extinguisning 
apparatus desired. In cases where heat detectors are at 
present. installed, the addition of & smoke detector, which can 
readily be looped into the circuit, will greatly enhance the 


protection from fire. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUBSDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Oil Consumption and Prices. 


Re the note in your issue of July 29th by Mr. E. F. Butler, 
the 1,000-kW set he quotes has certainly set up a record, and 
seeing that the notes in your and other engineering papers 
are often taken as correct, I should be very grateful if Mr. 
Butler would confirm the figure of 350 gallons. which equals 
0.00004 gallon per kWh generated. 

Below I give several sets of figures for various stations 
using large turbines, Diesel engines, and gas engines, which 
have been under my charge. the figures being taken from 
actual costs sheets:— - 


Units Oil consump- 
Type of generated tionper kWh 
station. Capacity kW. per week. generated. 
Turbines D 48.000 3,179,792 0.00005 : 
Turbines and engines 3,900 33,610 0.0003 
Diesel "OAM 300 15,074 0.0009 
Gas engines 8,000 $00,000 — 0.00009 
Mr. Butler's quotation— 
Turbine SA 1,000 164,640 0.00004 


It will be noted from the above that the 1,000-kW set is able 
to show a lower oil consumption than the 48,000-kW station. 
and it would be very interesting to hear from Mr. Butler how 
this i8 carried out. 

I have done a lot of work in connection with oil filtration 
and the lowering of costs, so much so that I have obtained the 
Diesel figure given above, and with a 1,000-kW Diesel a figure 
much lower would be obtained, which would be in the neigh- 
bourhood of 0.00008 gallons per kWh generated, and would 
be a very close competitor of the large turbine. 

It will be seen from the above figures that a great deal of 
difference does not occur in the oil consumptions of internal 
combustion engines versus turbines. 

Dealing with the fuel used and costs per kW generated of 
turbines versus Diesel engines, a very useful article will be 
found in this month s issue of Gas and Oil Power. | 

I shall be glad to receive Mr. Butler's remarks on this 
matter. as I assume his informant must have a very efficient 
method of filtering and reclaiming the oil used. 

S. H. Fowles, A. M. I. E. E., A.M.I.Mech.E. 

Jarrow-on-Tyne. | 
August let, 1921. 


— X 


Testing and Repairing Magnetos. 

" Repairer's" letter in your last issue gives (just as he 
states) the usual method of testing for a complete breakdown 
of primary, secondary, or condenser, but it will not determine 
à partial breakdown, which, although it may not be serious 
enough to cause an appreciable diminution of spark length at 
the moment, yet will eventuall develop into a complete break- 
own. Such faults are: Earth in bottom layer of primary; 
short between two or three layers of secondary; condenser 
short which has burned itself clear, but started char- 
nog of insulation, which will 
cannot agree with ''Repairer " tbat а broken-down slip- 
Ting will always be indicated by a smell of burning ebonite 
(though such is usually the case); it would be a serious mistake 
15 condemn the secondary and strip and rewind it because 

ere was no smell of burnt ebonite when testing. This 
method of testing with an interrupted current is quite common 
| repair shops (although the idea of using the magnetism in 

Miner core to actuate the break is new to me). 
| Ith regard to removing ball-races, the various devices made 
a miniature pinion-pullers are all failures when they come 

a really tight ball-race; they either slip out of the groove, 

"nd. or break. 

10 to the matter of practical repairing. it would be 
LS ing to have the opinions of '' Repairer ” and others on 
11 905 machines; there are two great classes of these, 
N purchased and home-made.” Of the former there 
a У two or three makes, but the “ home-made ” types 

ekion, and in my experience usually far more satisfactc-v 


cause further trouble. I ` 


than the bought machines. The commonest fault is wire 
breaking; next comes overshooting margin at ends of layers; 
not stepping quickly enough (in case of hand-stopped ma- 
chines); or stopping too early or too late (in case of auto- 
matically-stopped machines). The most successful magneto- 
repairer I know 18 a man in a very small way of business, who 
does all his winding with a small lathe, with a crank handle 
fixed to the headstock spindle and the wire guided on by hand; 
this method may seem very crude, and it is certainly very 
tedious and comparatively slow, but by practice he has at- 
tained marvellous speed, and such things as breaks, over- 
running, &c., are unknown. Another matter on which con- 
siderable diversity of opinion exists is that of testing the 
strength of magnets. The two usual methods are: spring- 
balance and keeper; and distance which magnet will lift a 
small iron bar. Both of these methods should be all right if 
there were standard weights which each magnet should pull, 
or standard distances through which a bar of certain dimen- 
sions and weight should be lifted, but when one shop passes 
as О.К. а magnet which pulls 5 lb. before parting, while an- 
other must get a 10-lb. pull from the same size magnet, it 18 
fairly obvious that clear knowledge and standardisation is 


badly needed. 
Mag. 
August 7th, 1921. 


Re ‘‘ Mag's" letter, surely there are many ex-Service elec- 
tricians who were engaged during the war on the оркеер оѓ 
magneto and various ignition systems, and could effect im- 
provements on these firms' methods. 

J. H. Owen. 


Ruabon. 
July 30th, 1921, 


Leeds Electrical Training Centre. 


I have pleasure in supplying the following further informa- 
tion on the subject which is referred to in the letter from 
your correspondent '' Rotary." 

The transformer was one of а variety of special orders which 
are accepted in our electrical department in order to give 
trainees practice in actual construction, after they have 
acquired suflicient knowledge and skil by carrying out the 
graduated exercises which occupy the earlier part of the 
course of training. Such exercises are necessary in order to 
provide a general all-round training in the time available, 
but they need to be supplemented by a certain amount of 
complete construction to maintain the learner's interest, and 
to give him confidence in his work. 

The 20, 000- volt transformer was one of these orders, and 
in this sense only was it special. The whole of the work 
was done by the trainees themselves, the skilled instructor 
merely directing and supervising their work. It should be 
understood that the necessary skill in manipulation had been 
gained by the repetition of similar steps in the course of 
exercises. In this preliminary training each process has to 
be repeated by the learner until he can execute it to the 
satisfaction of the instructor. It is only then that he is 
allowed to proceed to the next step in the course. 

The result of this systematic instruction i8 that a complete 
job can be undertaken with & reasonable prospect of succesa 
on the first test, as in the present instance. It was not until 
the pressure reached 100,000 volts that discharge took place 
across the terminals of a coil. The pressure was again run 
up and reached over 100.000 volts before a breakdown occurred, 
this time at a coil terminal. When it is borne in mind that 
the tests were made on the unfinished transformer, and in 
air instead of in oil, as is intended, it will be agreed that 
the work was а credit to the trainees and а proof of the 
thoroughness of the instruction. 

This department of the school is run as nearly on business 
lines as is consistent with the exigencies of training. If 
" Rotary '" or any other of your readers would like to вее 
the methods of instruction for themselves, they might call 
here, and Mr. H. J. Fuller, who is in charge of the electrical 
training workshops, will be pleased to show them over the 
same any day (except Saturdays) after the 15th inst. 


| R. E. Barnett, 
Central Technical School, Principal. 


eds. 
August 3rd, 1921. 


Battery Explosions. 


The lack of detail in Denze's letter in your last i 
makes it a little difficult to visualise the exact ое dader 
which the ср оша 

t is to be presumed that the storage cells in questi 
of the small portable type, having lids which оре 3 
and as the charging of the three cells was almost complete, it 
is quite likely а quantity of hydrogen and oxvgen gases had 
accumulated in the top of the cells, thus forming an explosive 
mixture, which, if ignited, would explode with a loud report. 

In connecting the fourth cell in series with the other three, it 
is possible that at the point of interconnection a spark 
occurred, and as the atmosphere in the neighbourhood of the 
terminal of cell No. 3 might very easily be charged with the 
explosive mixture of gases extending from the cell vent, this 
would account for the explosion occurring. I have known 
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similar instances to occur on many occasions, and as there is & 
tendency on the part of some battery users to-day to prefer an 
“* enclosed " type of cell, even in a medium size, as used for 
house lighting and stationary purposes where portability does 
not necessarily enter into the question, it 1s perhaps advisable 
to sound a note of warning and remind such users that 
wherever there is any chance of battery gases accumulating, 
whether in the cell itself or in a larger space, such as a battery 
room, the utmost care should be taken to avoid a light or 
spark being brought into the vicinity where the gases are. 

It is true that with an ' enclosed " type of cell, an ex- 
plosion of the kind reported by your correspondent usually 
results in the cell suffering some damage, but as no mention is 
made of any such damage in this instance, it points to the 
possibility of the cells not being of the enclosed type. If 
such is the case, and the cells have their tops open to the air, 
it 18 still possible that the surrounding atmosphere contained 
sufficient battery gases to form an explosive mixture, and even 
а small spark would auflice to cause the necessary ignition. 

With cells contained in celluloid boxes, the danger 1s still 
worse. The white froth which appears in some types of cellu- 
loid cells during charging is highly explosive, and I am not 
sure whether your correspondent may not be referring to such 
froth when he refers to the milky-white ’’ appearance of the 
electrolyte. 

I am also not clear what is meant by the electrolyte being 
greatly disturbed,” but possibly the concussion caused by the 
explosion was sufficient to liberate some of the occluded gas 
from the plates, and the passage of the gas bubbles through the 
electrolyte might have given the latter the appearance which 
your correspondent describes as greatly disturbed.” 


F. J. Holmes, 
Hart Accumulator Co., Ltd. 
London, 
August 8th, 1921. 


With reference to the above matter, the explanation is as 
follows: During charging the water in the electrolyte is de- 
composed and split up into its constituents Н?О, i.e., two parts 
of hydrogen and one part of oxygen—a most explosive mixture, 
and easily ignited by a defective contact or the fusing or con- 
necting wires on the charging cells. Some people are careless 
enough to use à-amp. fuse wire to connect one cell to another. 
and the result is, in many cases, that the wire fuses, and 
coming in contact with the celluloid casing, sets fire to 1t, as 
well as causing an explosion that wrecks the whole cell. 

А friend of mine was nearly blinded some years ago by a 
similar experience, the electrolyte being shot into his eye 
when bending over and disconnecting some charged cells. 

Should any of your readers have the misfortune to experi- 
ence such а painful accident, the remedy is immediately to 
dash the face in a bowl of clean water and open the eyes 
wide whilst under water. 

J. Thain. 


Gloucester. 
August 6th, 1921. 


[Dilute ammonia should always be kept handy where acids 


are used.— Eps. ELEC. REv.] 


THE FARADAY SOCIETY. 


PiEgzo-ELECTRIC EFFECTS IN ROCHELLE SALT CRYSTALS. 

THE feature of the June meeting of the Faraday Society was 
a demonstration by Mr. E. KILBURN Scorr of the remarkable 
piezo-electric properties of Rochelle salt crystals. '[he experi- 
ments were originally carried out on behalf of the American 
Telegraph & Telephone Co., by Mr. A. McLean Nicolson, and 
they promise important applications in telephone practice. 
The effect is based on the well-known fact that many crystals 
will become electrically polarised when subject to changes 
of stress and conversely they will dilate or vibrate when electric 
forces are applied to them. The effect takes place in crystals 
which are optically active because of their asymmetrical struc- 
ture, and it has been found particularly in Rochelle salt 
crystals (sodium potassium tartrate) prepared in a certain 
way described іп" detail in the paper, which, on account of 
the rapidity of growth, develops internal stresses in the crystals. 

The finished crystal after drying, baking, and other suit- 
able treatment, is varnished and waxed tinfoil electrodes are 
pressed on it. It is then placed between two aluminium disks 
held together by small steel springs, which can be tightened 
by thumb screws after the crystal has been inserted. Any 
part of the metal structure will readily convey vibrations to 
the crystal, which in turn may be converted into telephonic 
currents. A crystal used on a phonograph record. and ad- 
justed so as to be subject to torsional vibrations, will generate 
several volts, and can operate a large number of telephone 
receivers—as many as 200 receivers have been operated from 
one crystal. 

With the aid of & vacuum tube amplifier very good trans- 
mission of speech and music may be obtained by using these 
crystals at both ends of a long line as the sole transmitting 


and receiving apparatus. 


Шон TEMPERATURE PHENOMENA OF TUNGSTEN FILAMENTS. 


At the same meeting, Mr. C. J. SMITHELLS, on behalf of the 
research staff of the General Electric Co., gave an account 
of recent experiments on the above subject. 

It is well known that nitrogen or argon at about one atmo 
sphere pressure is now introduced into tungsten filament 
lamps in order to suppress volatilisation of the filament and 
permit of a higher temperature being employed, and hence 
higher efficiency. This higher temperature has introduced 
new problems in the behaviour of the filament, and the experi. 
ments described were carried oub in order to study causes of 
failures in filaments due to:— 

1. Alteration in the crystalline structure giving rise to 
brittleness and deformation. 
| 2. Reactions between the filament and gases existing in the 
amp. 

(1) In gasfilled lamps the filament reaches a temperature 
of 2,500 deg. K., and considerable changes take place in the 
structure of the filament. Two types have to be considered, 
the pure tungsten filament and one containing up to about 
l per cent. of a refractory oxide, usually thoria. The pure 


filament before burning has a fibrous structure, but on in- 


candescence the fibres break up into crystals. In а gasfilled 
lamp the crystal growth takes place very rapidly, and continues 
unti] the diameter of the crystals is about equal to tbat of 
the wire. Mr. Smithells showed some striking lantern 
slides illustrating these changes, and it was interesting to 
note that a filament burning 600 hours was not substantially 
different from one which had burnt some 20 hours. The in- 
crease in grain size brings about deformation in the filament, 
and hence lessens its mechanical strength. 

In the so-called thoriated ” filaments crystal growth is 
restrained, and the filament is composed of relatively small 
grains even after 600 hours’ burning. Hence these filaments 
deform very little. 

In some cases red phosphorus and other reducing agents are 
introduced to remove traces of oxidising gases, and the effect 
of these on the crystal growth has also been studied. It was 
found that the grain size obtained with a thoriated filament 
and excess of phosphorus had the same value as that obtained 
with pure tungsten. 

(2) The second part of the paper dealt with chemical re- 
actions which occur in gasfilled lamps when traces of im- 
purities are in the gas. In the case of hydrogen there is no 
reaction. А small quantity of oxygen rapidly attacks the 
filament, and is probably the cause of the frequent blackening 
of bulbs. 'The presence of water vapour has the effect of 
thinning the filament at points adjacent to the supporting 
wires and the filament ultimately fails. This action is due 
to formation of tungsten oxide at the hotter points of the 
filament and subsequent reduction at the colder points. 

The action of carbon dioxide is similar to that of oxygen. 
In the case of carbon monoxide this gas is broken down to 
carbon, which is deposited, and carbon dioxide which slowly 
attacks the filament. Hydrocarbons attack the filament very 
vigorously, and it becomes brittle and soon breaks. | 

The following papers were also presented: ‘‘ The potential 
of the iodine electrode, and the activity of the iodine ion sí 
25 deg. C.. by A. McKeown; '' The influence of the solvent 
upon ionisation and the accompanying heat effect,” by Sidney 
Maurice Neale; A simple apparatus for determining the 
coagulation velocity of gold sols," by Emil Hatschek. 


The Demand in China.—According to a statement said to 
be based upon the report for 1920 of the Chinese Marine 
Customs Administration, the demand for electrical plant i5 
greater than the supply. Towns of a population of 30,000 per- 
sons in South China were equipped with installations years 
ago, and this development has constantly increased. 


Cleaning Condensers.—The use of hydrochloric acid for 
cleaning condensers was described by Mr. N. G. Hardy ш 
the Electrical World of July 9th. The tubes are first washed 
out with water and the scale is removed from the water 
boxes; after cleaning and thoroughly drying, the water boxes, 
heads, and tube sheets are painted with two coats of roohng 
cement, and the water inlet and outlet are blanked of. 
After replacing the heads, the water box is connected fo 8 
steel tank at a higher elevation, vent pipes about 12 fi. long 
are connected to the water compartments, and a brass centri- 
fugal pump to circulate the solution is coupled up to the 
water box. Commercial acid containing about 94 per cent. 
Н Cl is used, 1,000 lb. of acid being mixed with 7,800 lb. 
of water, which gives a strength of about 8 per cent. The 
pump is run for four or five hours,when the acid 18 entirely 
neutralised. The solution is allowed to stand for a day; u 
is then drained out, and the tubes are individually washe 
and brushed with a wire brush. The great advantage of acl 
treatment is that the scale is softened and loosened, 50 018 
it can be easily removed. It is better to treat a very duty 
condenser several times with weak acid than to use * 
stronger solution. The cost of the acid is an objection to 
the method where the tubes are in good condition and the 
scale is not too hard for mechanical cleaning; but no serous 
damage is done to the tubes by the use of acid, and the loss 
due to breakage of old tubes in the course of mechan! 
cleaning is avoided. 
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BUSINESS NOTES. 


Company Liquidations.— W HOLE SALE ELECTRICAL Co., LTD., 
Oxford Street, London, W., and Dunsmure Road. Stoke New- 
ington, London, N.—ihe statutory meeting of the creditors 
of the above was held on August dth at the Institute of 
Chartered Accountants, Moorgate Street, E.C. Mr. E. Н. 
Hawkins, of Messrs. Poppleton, Appleby & Hawkins, 4, 
Charterhouse ^uuare, E.C., one of the liquidators of the com- 
pany, presided. The statement of affairs presented showed 
liabillties of £10,602, of which £9,676 was due to the trade, 
while the bank was interested for £219, and there were 
sundry creditors for 4307. A sum of £400 was set down as 
owing in respect of E. P. D., but it was pointed out that owing 
to the losses latterly made by the company that claim would 
probably be withdrawn, while it might also be possible to 
obtain the repayment of a similar sum. ‘The assets were 
estimated to realise 47.600, from which had to be deducted 
#553 for preferential claims, leaving net assets of £6,717. The 
assets were as follows: Book debts £1,692, estimated to 
realise £1,900. Stock-in-trade £9,142, expected to produce 
45.000; fixtures and fittings £577, valued at £100; machinery 
and plant at Dunsmure Road 42.447, expected to produce 
£1,000. About 50 per cent. of the stock represented partly 
made goods, and at a forced realisation would not realise any- 
thing like their value. Ihe liquidators were of the opinion 
that it would be best to tinish the manufacture of the stock, 
and there would be no difficulty in disposing of it. ‘Ihe 
leasehold factory at Dunsmure Road was held on a long lease 
at 4800 per annum. ‘lhe company, in June of last year, paid 
a premium of £1,500 for the lease, but its present value was 
doubtful. Mr. Hawkins reported that the company was re- 
gistered in July, 1915, with а nominal capital ot £2,000. The 
capital was increased to £10,000 in January of last year. 
Ihe company was formed and acquired an existing business, 
and allotted to the vendor 855 fully-paid shares of £1 each 
for the goodwill of the business. The company carried on 
business successfully up to last year. During the year ended 
June 1917, the turnover was £75,000, with a gross profit of 
42.600 and a net protit of £357. In the following 12 months 
the turnover increased to £41,935, the gross profit being 
43.790 with а net profit of £040. During the year ended June, 
194), the turnover rose to £71,475, with a gross profit of £14,607 
and a net protit of £1,262. In the following 12 months the 
sales dropped to 434.400, the gross protit being 47. 20, and 
there was a net loss on the trading of 43.960. ‘Lhe present 
position of the company was attributed to the general depres- 
sion in trade, strikes and the delay in receiving deliveries 1rom 
manufacturers. In answer to questions, Mr. l!awkins stated 
that there were no debentures or any charges on the assets. 
]he matter was a straightforward one, and there was practi- 
cally nothing to call for comment. A resolution was unani- 
mously passed confirming the appointment of Mr. E. H. 
Hawkins and Mr. T. W. Greaves as the joint liquidators of 
tbe company, while an informal committee of the principal 
creditors was also elected. ‘The following are creditors :— 


£ £ 
Mlam, E P.. bis А .. 15 Johnston, R., & Co. ix .. 12 
Armstrong, Stevens & Co. e. 27 Кем, W ane T das ... 219 
Adams, George s TN .. 4 Lilley & Son s vss ... 237 
Accessories Electrical Co. .. 66 Lofthouse, Crosbie & Co. . 239 
Burrows & Dunns ... a0 w 62 Leach, S. G., & Co., Ltd. .. 28 
Buck & Hickman ... obs .. 20 Lowe, M. Н. Vis bus ... 13 
Bonnella Bros. pas a . . 237 L. W. C. Electric Construction Co. 49 
Butlers, Ltd. ost Pee 1,256 Lawton & Son Xs ... 108 
Bray, G., & Co, Ltd. . 26 Manifoldia, Ltd. ane T .. 18 
Cranfieid Rubber Co. Lo .. 270 Metal Tubes & Fittings Co., Ltd. 28 
Campart, С. e EX ..299 Makin, W., & Co. ТУА — 18 
Cheadle & Waltho, Ltd .. 188 Malleable Fittings Co. 822 s 7 
Cakebread, C. 25 un .. 11 Marbro, Ltd. O tas 32 15 
Chapman, Н. W., Ltd. .. 30 MecKechnic Bros., Lid. — S. 31 
Chubb, J. ni des $5 . . 10 Norris, T. G. m Sos „>“ 127 
Соке, C. E., & Co. i .. 15 Newman Electric Co. s .. 16 
Dale Forty & Co., Ltd. ..137 Partridge, Н. 4 e .. 10 
Deilagana, B., & Co., Ltd. .. 11 Scupham & Wood . wus — Al 
Diamond Co., Ltd. E .. 13 Reliance Electric Wire Co., Ltd. 18 
Durand, Sedgwick & Bird .. 31 Seage, A., & Co. ... dds .. 15 
Dorman & Smith, Ltd. ... .. 10 Sells, Ltd. Tn us sas .. 121 
Electrical Review ne . 50 Sydenham & McOustra, Ltd. . 319 
Electric & Ordnance Accessories Sweeney & Blocksidge — ... uu P 
„ Co., Ltd uu p .. 67 Stone, Н. hae 205 ws . . 176 
Electrical Contractor Co., Stott, James, & Co. К кы AEE 
Ltd. T ve oy .. 49 Shaw's Glazed Brick Co., Ltd. .. 11 
Foster Engineering Co., Ltd.. 47 Shenton, J., & Co., Ltd. . 2 
Farmer & Co. or os .. 22 General Accessories Co. ... ... 014 
Forester & Fox, Ltd. 8 .. 28 Tedische, V., Ing. & Co., Ltd. ... 463 
Gilson, D.. & Co., Ltd.. 396 Wood Wool Fibre COo .. . 10 
Geipel. W., & Co ook .. 10 Ward & Goldstone, Ltd. e. 34 
Hawkins Bros. & Co., Ltd. ... 59 Singleton, Benda & CO. ... 170 
Griffiths Bros. & Co., Ltd. .. 15 Tavior, lunniclifle & Co. .. 80 
Heaton & Dugard „ Watshbams ш ses UE Tun 10 
Harper, Sons & Co. s... 141 Wilson, John, Ltd. . 
Hervé, Ill — uu .. 193 Z Electric Lamp & Supplies 
Henry; А. „„ BR Со, be xe н. р 
Hand. C, & (o.  .. 25 Moir, Matthes & (Oo.. 567 
Imperial Lighting Co. .. 13 Davis Gas Stove Co. ak PEE ri 
lronclad Switchgear Mfg. Co.. . 15 


GRATZE, Ltp., Whitfield Street, London, W., mechanical and 
electrical engineers.—'Ihe statutory meeting of creditors was 
held on August 4th at the Institute of Chartered Accountants, 
Moorgate Street, E.C. Mr. R. B. Gray, C.A., of 44, Gresham 
Street, E. C., the receiver for the debenture holders and the 
liquidator in the voluntary liquidation of the company, pre- 
Eded. He stated that the present company was registered 

year and was formed to take over as from March 318, 
19À, the assets and liabilities of the old company, which 


traded under a similar name. The purchase consideration 
payable to Mr. Gratze, the liquidator of the old company. 
was £25,000, which was to be discharged by the allotment of 
420, 000 in shares and £5,000 in cash. Ihe assets taken over 
by the company were valued at £43,615, but there were liabih- 
ties of £0,015 Which had to be discharged. Ihe assets taken 
over consisted of stock and work in progress, 47, 291; piant, 
machinery, furniture, &c., £18,117; book debts, £2,297; lease- 
hold premises, 42,0; and goodwill and patents, 43, 409. 
The 20, 000 fully-paid £l shares were duly allotted to Mr. 
Gratze, but he ошу received 43,500 in cash, of which £700 
came back to the company. Under those circumstances Mr. 
Gratze as the liquidator of the old company was now а creultor 
for £2,200. To provide funds for the new company 210,000 
was obtained op debentures, while in April of the present 
year a furtber £2,000 was raised on debentures. The com- 
pany took over & number of contracts, but finally the trade 
depression set in, and orders were cancelled, while no fresh 
inquiries came along. ‘The unsecured liabilities of the com- 
pany, the chairman stated, amounted to £8,419, made up 
as follows: Trade creditors, £2,609; directors’ fees, &c., £1,471; 
cash creditors, £1,700; bank overdraft, £151; and liquidator 
of old company £2,486. The assets were set down at £26,536, 
but they were only estimated to realise £8,663, from which 
had to be deducted £538 for preferential claims, leaving net 
assets of £8,125. Those assets were not sufficient to discharge 
the claims of the debenture holders, and there was nothing 
available for the creditors. The deficiency as regardeu the 
creditors was £12,308, and as regarded the shareholders it 
amounted to £32,310. In answer to a question, the liquidator 
said he did not think there was any chance of the unsecured 
creditors ever receiving a dividend. No resolutions were passed 
and, therefore, the voluntary liquidation of the company will 
be continued with Mr. Gray as the liquidator. 

ORIZABA TRAMWAYS SYNDICATE, Ltp.—Meeting called for 
September 12th at Sardinia House, Sardinia Street, W.O., to 
hear an account of the winding-up from the liquidator, Mr. 
А. F. Dickin. 

SUTTON-IN-ASHFIELD MOTOR & ELECTRICAL ENGINEERING Co., 
Ltp.—Meeting of creditors called for August 16th, at 3, King 
John's Chambers, Brindlesmith's Gate, Nottingham. Liqui- 
dator, Mr. J. Keetley. | 


Bankruptcy Proceedings.—Harry MicuaEL WOLLMAN, 9, 
Greasboro' Road, Parkgate, near Hotherham, Yorkshire, elec- 
trical factor.— The public examination of this debtor was held 
recently at the County Court Hall, Bank Street, Sheffield. 
‘lhe statement of attairs showed habilities amounting to £184, 
against assets 434. Debtor attributed his failure to trade 
depression, the coal strike, and losses through damage to 
goods. ‘The examination was closed.. The following are 
creditors herein :— 

Marsh Bros. (Electricians), Ltd., £100; Phoenix Supply Co., Ltd., £79. 

EDWARD STANLEY TAYLOR, electrical engineer, Wilson's 
Buildings, Stenhousemuir, Stirlingshire.—At Falkirk, on the 
eth inst., this examination in bankruptcy took place, after 
which the statutory oath was adininistered. Bankrupt stated 
that he started business in January, 1920, without any capital; 
he borrowed #60 in June of the same year. His statement of 
allairs showed that he was owing trade accounts to the extent 
of £534, and that between his stock and book debts his assets 
amounted to between £50 and £90. He calculated that he 
had lost 4130 in under-estimating contracts, and that his 
expenses were generally bigger than his income. When asked 
if he attributed his bankruptcy entirely to losing on the 
various contracts, he said that he became insolvent jn the 
first place through under-estimating; in the second place, 
owing to his high expenses in running the business, and, 
lastly, his position was due to what he described as victimisa- 
tion by other contractors. 

ROBERT CHaS. Jones, electrical engineer, lately trading as 
Elect. Ma. Engineering Co., 10, Caledonia Street, King's 
Cross, N.—This debtor again attended before Mr. Registrar 
Mellor at the London Bankruptcy Court on Tuesday in rela- 
tion to his public examination. Particulars of the failure re- 
cently appeared in these columns. Mr. F. T. Garton, Official 
Receiver, reported that the debtor had furnished the further 
particulars required, and he accordingly had no more questions 
to ask him. "The examination was concluded. 


Dissolution of Partnership.—HaLLENAN & FLEtTcHER, taxi- 
cab proprietors, electrical engineers, &c., Halfway Garage, 
Cathedral Road, Cardif.—Mr. E. P. Hallenan and Mr. 1. J. 
Fletcher have dissolved partnership. 


Trade Announcements.—TuE Jackson Evectric Stove Co., 
Lrp., has appcinted Messrs. Witty & Wyatt (Cardiff), Ltd., 
of 5. Burt Street, Clarence Road, Docks, Cardiff, as its 
agents for Wales and the West of England, and Mr. Blogg 
is not now its agent. The firm will hold a showroom stock. 

Tug BRITISH CENTRAL. ELECTRICAL Co., LTD., has recently 
been appointed sole selling agent for Messrs. Richardsons, 
Westgarth & Co., Ltd., for the sale of their productions, 
comprising steam turbines, condensers, boilers, &c. 

The publicity organisation of the GENERAL ELECTRIC Co., 
Lro., has now been removed from Queen Victoria Street, 
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E.C., to the new head offices at Magnet House, Kingsway 
London, W.C. 2 (telephone No.: Regent 7050, 50 lines), and 
all шш relating to publicity matters should be 
sent there. 


THE MaGNETA Time Co., Lrp., of Westminster, has acquired 
the control of the Standard Time Co., Ltd., 19-21, Queen Vic- 
toria Street, E.C., and Magneta directors have personally 
acquired the control of the Lowne Electric Clock & Appli- 
ances Co., Ltd., 103, Bromley Road, Catford, S.E., and the 
Silent Electric Clock Co.. Ltd., 192, Goswell Road, E.C. 1. 
We are informed that the change is expected to result in re- 
duced cost of manufacture. The Catford works are being 
considerably enlarged and additional plant is being installed. 
It is not intended to change the personnel of the various 
businesses, which will be conducted as heretofore. 


THE WHOLESALE Frrrixds Co., LTD., has removed its Man- 
chester branch to larger premises at 78 and 50, High Street, 
the first floor of which is fitted out as a showroom.  « 

Messrs. Simpson, Baker & Co., electrical and mechanical 
engineers and merchants, have removed their Cardiff depót 
to 12, Westgate Street, Cardiff. Telephone No. 3403. 

Semaphore dry batteries and cells are now controlled by 
Messrs. Harwell, Ltd., of 2, Bayley Street, Tottenham Court 
Road, W.C.1, who are also sole selling agents for insulating 
material made by the Improved Solidite Co., Ltd. 

Messrs. Twiss ELECTRIC TRANSMISSION, LTD., of 39, Victoria 
Street, S. W.l, have added an extra telephone line, and the 
number has been changed to '' Vic. 3310," 2 lines. 


Catalogues and Lists.—Z ELECTRIC Lamp & SUPPLIES Co., 
Lrp., 73, Newman Street, W. 1.—A showcard and folder illus- 
trating the Electrolux portable cleaning apparatus. 

Mr. T. L. Беер Cooper, II, Tothill Street, Westminster, 
S.W. 1.—An illustrated brochure describing in detail iminer- 
sible electric pumps, and giving particulars of various sizes. 

NATIONAL X-RAY REFLECTOR Co., Chicago (U.S.A.).—T wo pro- 
fusely illustrated booklets dealing with the use of X-ray 
lighting reflectors, principally for the illumination of shop 
windows. 

Tae SUN ELECTRICAL Co., Lrp., 57-59, Neal Street, Long 
Acre, W.C. 2.—List No. 317. An illustrated folder giving 
revised prices of Sunco electric fires. 

THE Nuneaton ELECTRICAL Contractina Co., Lrp., Market 
Place, Nuneaton.—An illustrated descriptive list of new type 
link disconnecting boxes and service boxes. (Described in 
our issue of April 8th last, p. 437.) 

Messrs. JOHNSON & PHILLIPS, Charlton, S.E.7.—List J.B.2. 
A well-produced list of mining type cable boxes of all descrip- 
tions, high- and low-pressure, straight-through, 3-way and 
4-way, disconnecting and non-disconnecting, dividing, &c. De- 
tails of glands and armouring clamps are also included. 

SEMAPHORE, LTD., 2, Bayley Street, Tottenham Court Road, 
W.C.l.—A card giving prices of batteries for flush lamps, 
torches, &c. 


For Sale.—Messrs. Epwarbs, Son & Biawoop are to sell 
by auction at Branston, Burton-on-Trent, surplus plant and 
machinery, including electrical motors, ёс. For particulars, 
see our advertisement pages to-day. 

Peterborough City Council invites offers for oue overhead 
travelling crane, by Gibbons & Co., Ltd.. . . 9 in. span, 
to lift 6 tons. 


Fire.—As the daily Press reports may con. ~ a wrong idea 
of the extent of the damage, we are asked to state that the fire 
at the Falcon Works, Loughborough, of the Brush Electrical 
Engineering Co., Ltd., last Saturday, has not in the least 
curtailed manufacturing operations. One of the timber sheds 
with its stock of timber was completely destroyed, together 
with some log converting machines. ‘The large stock of cars, 
omnibuses, and similar work in process of manufacture was 
unharmed. The engineering section of the works, which is 
away from the scene of the fire, 18 also intact. 


The L.C.C. Turbo-Generator Contract.—With further re- 
ference to the contract recently placed with a Swiss firm 
by the L. C. C. Highways Committee for an 8,000-kW turbo- 
generator set, we have received from the British Engineers' 
Association а copy of a letter addressed to the chairman of 
the L.C.C., in which the Association puts forward the follow- 
ing statement :— 

The London County Council makes its purchases with 
public funds for the purpose of rendering public services, and 
uf the purchases be made in this country the money expended 
remains here. Їп the case of an order for а turbo-generator, 
it is fair to say that at least S0 per cent. of the purchase 

rice would be distributed amongst our own people in the 
ES of wages and salaries. If, on the other hand, the pur- 
chase be made abroad, the money leaves this country, and 
in something like the same proportion is distributed to 
foreign labour and salaried officials. Our cost of manufacture 
is relatively high, because of the larger amount of purchasing 
power demanded by our workers in return for their produc- 
tion of a given commodity value. Surely the people of this 
country, who are themselves responsible for the high cost of 
manufacture, owing to their defiance of sound economic prin- 
ciples, should ungrudgingly pay the higher prices for the 
products of the home industries, which are the primary source 
of any well-being they have ever enjoyed or ever will enjoy. 
А high standard of real wages cannot continue to co-exist with 


* 


discrimination, on the part of the spender, against dear home 
producta in favour of the power-priced products of other coun- 
tries where the wages cost per unit cost of value produced is 
substantially lower. The two conditions are mutually exclu. 
sive. Turbo-generators are dear in this country, but the reason 
is not far to seek, and our own people are in duty and honour 
bound to pay the higher prices which they themselves have 
created and which are eventually redistributed amongst toem. 
Hoping that further consideration of the proposed transaction 
inay result in Justice being done to British labour, even at the 
cost of conferring some small benefit on British capital and 
brains.” 

The clerk to the Council replied to the above communication 
under date August 2nd, stating that the Swiss tender was 
some £8,000, or about 16 per cent. lower in amount than tha 
of the lowest acceptable British tender. | . 


This matter was raised in the House of Commons on Tues- 
day. In reply to а question by Mr. О. Balfour, Sir P. Lioyd- 
Greame (Director of the Overseas Trade Department) said that 
the Government had no power to interfere with the discretion 
of local authorities in a matter of this kind. He was informed 
that the British firms were invited to amend their original 
tenders. Mr. Balfour drew attention to the difference in 
hours of labour and rates of pay in this country and in Swit- 
zerland, and asked for some method of fair trade to be secured 
as between foreign countries and ourselves. In reply, it was 
stated that these considerations were present to the minds of 
the local authorities when placing the contracts. Another 
member asked whether а number of the shares in the foreign 
company were owned by British firms in this country, but 
Sir P. Lloyd-Greame replied that he did not see that that made 
the least difference, as the employment would go to foreign 
and not to British workmen. Mr. Balfour thought it a 
matter for broad legislation so far as securing fairer trade 
between home and foreign manufacturers was concerned, but 
Sir P. Lloyd-Greame replied that it would be obviously im- 
possible to legislate in order to control the placing of alı con- 
tracts. 


Book Notices.—Publications of the Massachusetts Insti- 
tute of Technology. Vol. 56, No. 30, A Dynamometrical 
Comparator; a differential dynamometer for accurate com- 
parison of alternating and direct current strengths." No. äl, 
" Induction Motor Core Losses." Boston (Mass.): The In- 
stitute. 

Steam Boiler Maintenance." By R. Clayton. pp. ix IIZ; 
4 figs. London: Sir I. Pitman & Sons, Ltd. Price 28. 6d. net. 

Principles of Radio Communication." By J. Н. Morecroft, 
pp. x 935, illustrated. London: Chapman & Hall, Ltd. Price 
45s. net. 

The Electric Furnace." By J. N. Pring, pp. xii 485; 24 
figs. London: Longmans, Green & Co. Price 32s. net. 

Fifty Years of tlectricity—Ihe Memories of an Electrical 
Engineer." By J. A. Fleming, D.Sc., Е.К.5. (354 pages and 
111 plates.) London: The Wireless Press, Ltd. (To be pub- 
lished shortly.) This history of electrical engineering com- 
mences in 1870 and, therefore, covers practically the whole of 
the science and art. | | 

The Transactions of the South African Institute of Engineers, 
Vol. XII, Part 6, June, 1921. Price 2s. net. Containing dis- 
cussions on а number of papers which have recently appeared 
in the journal. 

South African Engineers’ Electrical and Allied Trades 
Directory, published by the South African Mining & Engineer- 
ing Journal in Johannesburg. and sold in this country at 82-65, 


Fleet Street, London, E.C.4, by Argus South African News- 


papers, Ltd. 1921-22 edition. 30s.—This directory, which 18 
quite business-like in get-up and arrangement, covers all 
branches of the engineering, electrical, iron, steel, machinery, 
constructional, automobile, hardware, and allied trades 
throughout the Union, Rhodesia, and Mozambique. The 
names of 1,500 firms appear in the alphabetical section, which 
is followed by a geographical section. Other features are 


sections giving particulars of the overseas agencies held by 


South African firms; a list of mining and industrial under- 
takings, with the names of their officials; and a list of muni- 
cipalities and public supply undertakings. These and other 
contents should be of great use to home firms doing or contem- 
plating export trade to South Africa. 


South African Electrical Trade.—The British and South 
African Export Gazette states that the growing importance of 
the South African market for electrical material and machinery 
is demonstrated by the £1,683,112 registered for imports last 
year. In 1919, £972,398 worth was imported, but from 1910 
until that year nothing over £550,000 had been recorded. Some 
4450, 000 is to be spent on the Union telegraph and telephone 
systems this year. A substantial improvement in the business 
in electrical supplies may be looked for on the Rand in about 
two months’ time, when additional power will be available. 

Our contemporary also draws attention to the increase 
purchases of electric cooking and heating appliances which 
are now being made. During the first quarter of the current 
vear imports to the value of £10,005 were registered, a8 com- 
pared with only £3,645 for the same period in 1920, and the 
demand has since been steadily increasing. The United 
Kingdom, of course, now holds the bulk of this business, 8n 
is fast cutting out the United States, which last year onl 
managed to secure £9,414 out of £41,337, as compared Wi 
£13,688 out of £23,616 in 1919.” 
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Big Reduction in Steel Workers’ Wages.—The heavy de- 
flation of iron and steel prices is reflected in the monthly 
ascertainment of the Midland Wages Board. Since January 
the average net selling price of finished iron has fallen by 
over £13 per ton, and the effect of the ascertainment is to 
reduce ironworkers' "c by 80 per cent. as from Monday 
last. The decline since February is 1424 per cent. The wages 
of men not affected by the sliding scale are down 16s. per 
week.—Financial Times. (These percentages are based on the 
pre-war rates.) 

Swedish Wages Reduced to meet German Competition.— 
Ironworkers and engineers at the Eskilstuna factory, near 
Stockholm, are reported to have agreed to accept reduced 
wages in order to meet cheap German competition and secure 
for Sweden a big Russian order for locomotive parts.—The 
Times. 

Sheffield Rejects the German Plant Tender.— The Daily 
Mail ” states that the Sheffield Electric Supply Committee has 
decided to reject the German offer (that of the Amsterdam 
Corporation) to supply а 10,000-kW generating set for £50,000. 
The lowest British tender at current costs exceeds £90,000, and 
the buying of plant is to be deferred. Prices, it is thought, 
wil have fallen enough some months hence to enable the 
Corporation to place the contract with a British firm. 

It may be recalled that when the matter was under discus- 
sion a few weeks ago, Mr. W. L. Hichens, chairman of Mesars. 
Cammell, Laird & Co., Ltd., and deputy-chairman of the Eng- 
lish Electric Co.. Ltd., stated that if the Sheffield City Council 
was going to set an example of buying the special products of 
Sheffield abroad, it was difficult to see how other corporations 
could be persuaded not to follow its example. Ап ounce of 
practice was worth а ton of theory. High rates were an im- 
portant factor in handicapping us against the Germans, and 
the policy of the council would appear to be to increase unem- 
ployment, and thus swell the already swollen rates. Thus 
they went round in а very vicious circle. 

On July 13th the Sheffield correspondent of the Financial 
Times said it was unlikely that the corporation would accept 
the recommendation to purchase from Germany. The com- 
mittee which originally made the recommendation had asked 
to be allowed to reconsider the matter, the chairman тайа 
that the publicity that had been given to the proposal ha 
done an enormous amount of good and brought British com- 
petitive prices down. 

Scottish Electricians’ Wages.—Throughout Scotland, 
meetings of the Electrical Trades Union are being held, at 
which the employers’ new conditions are being submitted to 
the men. In the meantime, it is stated, the Scottish Con- 
tractors’ Association have withdrawn their proposal to reduce 
wages by 2d. an hour from September 1st. 

Cable Makers’ Association.—We are notified that in the 
case of Able drums supplied by members of the Cable Makers’ 
Association subsequent to August lst, 1921, a reduction of 25 
per cent. from the current prices will be allowed, and the same 
reduction will be allowed for all periods of hire (that is beyond 
TA "i loan period of three months subsequent to August lst, 

Excess Profits Duty.—On the application of the Monte 
Video Telephone Co., Ltd., the Board of Referees under the 
E.P.D. has increased the statutory percentage to 74 per cent. 
for companies providing telephone services in Uruguay as 
from December 818%, 1916. : 


The E.T.U. and Non-Union Labour.—4A recent report of 
the Electricity Supply Committee of the Stepney borough 
Council shows that the E.T.U.’s * ban on the connecting-up 
of non-union installations has been extended in another direc- 
tion. The report says that cases have occurred in the borough 
ш which the E.T.U. has given instructions that kinemas are 
not to be connected to the supply mains if the operators at 
these places are not members of the E.T.U., in spite of the 
fect that the installations have been executed by members of 
the Union. Apart from this, music halls are also affected. 
One case, in which legal proceedings against the Council are 
threatened, is that of the Royal Cambridge Hall. Although 
de wiring, &c., was carried out by E. T. U. members, connec- 
Поп is refused on the ground that several employés at the 
theatre are not members of the National Association of 
Theatrical Employees. The installation contractors are unable 
to carry out final tests, and until they do the proprietors ot the 
theatre will not pay the account, and in consequence are 
threatened with legal action. In turn the proprietors also in- 
tend to sue the Council if the necessary connections are not 
made. The London District Organiser of the E.T.U. expresses 
regret that the, ban cannot be removed. as this is a trade 

spute which involves fundamental principles for the trade- 
union movement.” The committee is of the opinion that the 
matter should have been raised before the wiring was carried 
out. It is also stated that this is not an isolated case. The 
тшге recommends '' That the Council do authorise the 
orough Electrical Engineer and Manager to give the neces- 
forthwith s requiring them 
Nub to connect up the Royal Cambridge Music Hall 
5 e Council's mains and to maintain such supply when 
ч nected, and also to give similar instructions with regard to 

1 55 = other places of amusement.”’ 

ur Years’ Electrical Progress in Russia.—In a long 
de re article on the г of electricity in Russia since 
volution, the Novy Mir summarises in tabular form the 


results alleged to have been attained, as follows :—In the year 
1917, four town stations of 2,421 kW and two village etations 
of 59.2 kW were opened; in the year 1918 six town stations 
and two village stations were opened, totalling 4,704 kW and 
53.4 kW respectively. The corresponding figures for 1919 were 
24 town stations and 12 village stations, ог 1,305.8 and 342.7 
kW respectively; in 1920, 47 town stations and 63 village 
etations, of 7,670 kW and 1,029 kW respectively. Progress ap- 
pears to have slowed down in 1921. As far as it has gone, the 
year shows only 22 new town stations and 17 new village 
stations, the respective total powers being 1,683 kW and 320.6 
kW. It is pointed out that powerful] new stations are being 
built, and old ones are being enlarged in five governments, in 
of any form of trade which private enterprise could carry on. 
and asking for the discontinuance of operations by the Elec- 
tricity Department in the sale of electrical appliances, &c. 


Wolverhampton Contractors’ Protest.—At a meeting of 
the Town Council on August 3rd a letter was read from Mr. 
Ellis Aldridge, an electrical contractor, enclosing a resolution 
passed by a well-attended meeting of electrical engineers and 
contractors protesting against competition carried on by the 
Wolverhampton Electricity Department. The matter was re- 
ferred to the Electricity Committee, as also was a protest from 
the local branch of the Middle Classes Union. That organisa- 
tion sent a resolution protesting against the municipalisation 
of any form of trade which private enterprise could carry on, 
and asking for the discontinuance of operations by the Elec- 
tricity Department in the sale of electrical appliances, &с. 


Annual Outings.—The employés of the Hart ACCUMULATOR 
Co., LTD., of Stratford, held their twenty-fourth annual outing 
on Saturday, July 28rd, going by charabanc to Souwend. 
The party was photographed during a halt at Brentwood. 
Dinner was served at the Maisonette Café, High Street, 
Southend. The toast of the Hart Accumulator Co., Ltd., was 
proposed by the chairman (Mr. F. J. Holmes, M.I.E.E.), man- 
ager of the company, who in a few well-chosen words referred 
to the difficult times caused by trade depression, the coal 
strike, &c., through which the company had safely passed, 
and urged upon the employés the necessity for taking their 
share of hard work to enable conditions to become more 
normal. Mr. C. Cartwright (vice-chairman) proposed the toast 
of ‘‘ The Chairman," which was suitably respondeu to. 
Thanks were expressed to the committee who organised the 
successful outing. and to Messrs. W. McDonald and C. Cart- 
wright, who acted as hon. secretary and treasurer respectively. 

The annual outing of the employés of Messrs. HIGGINS AND 
GRIFFITHS, Lrp., took place on July 9th. The party, accom- 
panied by Mr. Albert Higgins, one of the principals, left 
Paddington for Windsor, whence by private launch they were 
conveyed to Cookham and district. The river trip was much 
enjoyed. Luncheon and tea were served on board to the 
strains of music provided by an orchestra. Toasts were given 
by the president, and were suitably responded to. At k- 
ham, sports occupied attention, and the party then returned to 
Windsor, where, during а concert interval, the sports prizes 
were presented. Mr. J. Ansell organised the arrangements 
with the assistance of Mr. Barclay, treasurer. 

On Saturday last the staff and employés of Mesars. Robson & 
Coleman, of Newcastle-upon-Tyne, went for their annual ex- 
cursion to Warkworth by charabanc. The party arrived there 
about midday, and after lunch, games and sports were entered 
into. A company numbering over 100 sat down to tea, after 
which prizes, provided by Mr. and Mrs. Robson and Mr. 
Ridley, were presented to the fortunate winners in the Castle 


- Grounds. 


The Electrical Contractors’ Association.—The August 
number of The Electrical Contractor records the election of 
Mr. Orringe as President and the re-election of Mr. H. Marryat 
as hon. treasurer. The following committees have been ap- 
pointed (chairmen's names are given in parentheses): Pro- 
pagandist (Mr. W. A. Shaw); Law and Parliamentary (Mr. 
W. Cross); Apprenticeship (Mr. А. E. Chesters); I.M.E.A. 
and Registration (Mr. H. J. Cash); Finance (Mr. Orringe); 
Trading (Mr. Heywood); Electrical Contractor (Mr. Baxter). 


Contemplated Withdrawal from Industrial Council.—The 
Transport and Electricity Committee of Newcastle-on-Tyne 
Corporation has decided to hold a special meeting to consider 
the advisability of withdrawing from the National Wage 
Agreement and the Industrial Council, as it is not satisfied 
that the reductions, &c., proposed are adequate to meet the 
circumstances, having regard to what has been done in other 
industries. 

“ Whirlwind " Advertising.—The PoRraBLE UriLITIES Co. 
one of whose specialities is the Whirlwind " suction sweeper, 
conceived the idea of bringing to life a familiar figure in its 
advertisements of the appliance. Accordingly a lady dressed 
in a costume on conspicuous lines—spiral lines suggestive of a 
whirlwind, and equipped with an umbrella also bearing a 
spiral design and an announcement—was engaged to promen- 
ade the streets of a well-known seaside resort. The electrical 
dealers of the town co-operated with window displays, and 
excellent results are anticipated. 


British Industries Fair.—Correction.—In our issue of 
July 29th we gave the address of the General Manager of the 
British Industries Fair (Birmingham) as 73, New Street: the 
оше! address is Chamber of Commerce Buildings, 95, 'New 

reet. 
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An Electrical Conference in France.—The Union des 
Syndicats de |’ Hlectricité is arranging an international conter- 
ence in Paris in October for the discussion of all problems re- 
lating to the transmission of electricity in bulk. ‘Lhe confer- 
ence will probably last three of tour days and the opening 18 
fixed for the 20th. At least three delegates will be invited 
from each country to attend the conference. һе official 
address of the Union is 7, Rue de Madrid, Paris. 


Inquiries.— The makers or agents for the following devices 
have been asked for: Induction coils for Stecophone tele- 
phones; the Hotaplunge pump. 


Sterling Dispute Settled.— I he dispute between the Ster- 
ling ‘lelephone & Electric Co., Ltd., and its skilled employes 
has now been settled, and the works re-opened on the 9th inst. 


German Exports. — The quantity of machinery, electrical 
manufactures and motor venicles exported from Germany in 
1920 is now officially returned at 672,011 tons, of the value ot 
11,270,005,000 marks. 


Dublin Electricity Staff Re:organisation.—4A Re-organisa- 
tion Committee on Civic Administration, appointed by the 
Dublin Corporation, recommends that electrical work carried 
out by the Council be entrusted to the electricity supply stall ; 
that the Town Clerk, as ex-officio secretary of all committees, 
should have direct supervision of the correspondence of the 
electricity department; also that the appointment of Mr. F. J. 
Allan, as secretary of the Electricity Supply Committee, be 
determined, but that, pending a report of the committee on 
the proposed re-arran;tement, he should continue to act in the 
capacity of commercial manager of the undertaking. 


Wages Reduction.— The Darlington Town Council has ap- 
proved a reduction in the wages of workers in the electrical, 
‘tramway and gas departments by 6s. 9d. per week, to be 
taken off 1р two instalments. 


German Tubing Manufacturers Combine.—Under the 
name Verband Deutsche Isolierrohrwerke, а union of fourteen 
of the principal manufacturers in Germany of insulated tubing 
has recently been formed in Hagen. 


New French Company.—A new company has lately been 
formed in Paris (45 Avenue de Friedland) with a capital of 
1,000,000 fr., and the title La Société La Radiotechnique. 


LIGHTING AND POWER NOTES, 


Aberfeldy (Perthshire). — ELECTRICITY SCHEME. — Provost 
Haggart, who has recently purchased the town, has decided 
to carry out an electricity supply scheme, although he is chair- 
man of the local gas company. 

Accrington.—lIMPonTANT. SUPPLY CONTRACTS.—The Electri- 
city Committee has had several applications for supplies of 
power in considerable quantities. Messrs. Steiner & Co., of 
Church Docks, desired à night load of 900,000 units per year. 
A cable was necessary, and the engineer was instructed to 
interview the firm thereon. The Phoenix Chemical Co. asked 
for special terms for a continuous night and day supply. Sub- 
ject to its taking 150,000 units per month for 12 months. 
with an equal load night and day, the committee agreed to 
supply at l.75d. per unit. Messrs. Howard & Bullough, in 
agreeing to take à minimum of 15,000 units per month, were 
also quoted а special price. 


Blackburn.—J.oan.—The Town Council has decided to 
borrow £221,500 in connection with the new generating station 
at Whitebirk. lt was also decided to convene a special meet- 
ing to approve a scheme for the supply of electricity to Great 
Harwood, Rishton, Wilpshire, Clayton-le-Dale and Rams- 
greave. . 

Blackpool.— NEW Sus-staTion.—The borough electrical engi- 
neer has recommended that, in order to meet the increasing 
demands on the electricity service, an underground transformer 
station be constructed in Abingdon Street. The Electricity 
Committee has approved the recommendation. 


Blackrock (Co. Dublin).—PnorosEb LARGE SrATION.—At a 
meeting of the Urban Council, the manager of the Irish Over- 
seas Trading and Engineering Association brought forward a 
proposal for the erection of a large capital power station for 
generating and distributing electricity for lighting and power 
over a wide area. With modern machinery and a really up- 
to-date plant, if was stated, the Association should be able 
to distribute electricity at a price below that at which the 
‘ouncil could generate it. The Association intended to secure 
a concession for a peat bog, and use the peat as fuel. The 
matter was referred to the Council's Electric Light Commit— 
tee for consideration, and the surveyor was directed to give 
the Association particulars of a scheme which the Council had 
in view. 

Canada.—IlyYpRO-ELECTRIC DEVELOPMENT.—A recent. review 
of hydro-electric progress published by the Department of the 
Interior (Water Power Branch) states that plant of 560,000 
h.p. capacity was installed or under construction during the 
past year. The capital sunk in hydro-electric enterprises has 
reached a total of. $475,000,000. An annual saving of 18,500,000 


tons of coal is made; this represents a eum of $148,000,000. It 
is stated that the 2,470,590 h.p. already installed is only about 
6 per cent. of the available water power according to recent 
surveys. 'lhe resources of Quebec seem to be the greatest, 
but the most advanced development is in Ontario. 


Cookham.—ELrcrRiciTY ScuEME.— The Town Council has 
received notice of the intention of the Rt. Hon. the Lord 
Miston, K. C. S. I., and others to apply to the Electricity Com- 
missioners for а special order to authorise them to generate 
and distribute electricity within part of the parish of Cook. 
ham, being part of the area of the undertaking of the Maiden- 
head Corporation, and repealing the powers granted to the 
Town Council to supply electricity within the area. The 
Council has decided to offer no objection to the application. 


Caterham.—Proroseb Price Increase.—The Urban Electric 
Supply Company has applied for an order to increase the 
maximum price of electricity from 10d. to ls. 2d. per unit as 
from September 30th next, and the minimum quarterly pay- 
ments from 12s. 6d. to 178. 6d. in the winter quarters, and 
from Өз. 4d. to lls. 8d. in the summer quarters. 


Cavan.—LIGHTING ConTrAcTt.—The Urban Council has ac- 
cepted a seven years’ agreement with the local Electric light- 
ing Co. for the lighting of the town. The price per urit is 
fixed at 1s. 


Ellesmere Port.—BuLK Svuppity.—In reply to a letter 
of the Electricity Commissioners regarding the with- 
drawal of the Council's Electric Light Order, the Ellesmere 
Port and Whitby Council has protested against its exclusion 
from the Mersey and West Lancashire Electricity District, but 
states that it 1s prepared to take a supply from the Mersey 
Power Co, in bulk for all purposes at a price to be agreed, or 
failing an agreement, as may be determined by the Electricity 
Commissioners, this arrangement to remain in force until the 
Joint Electricity Authority for the Merseyside and West Lan- 
cashire Electricity District is in a position to offer a cheaper 
supply to the district. or such other period as the Electricity 
Commissioners may determine. 


Edinburgh.—Price INcREASE.—The Electric Lighting Com- 
mittee has decided that it will not be necessary to increase 
the charges for power, but the charge for lighting has teen 
increased from 44d. to 43d. per unit. 


Exmouth.—Company’s Proposats.—On August 3rd the 
General Purposes Committee reported the receipt of a letter 
from the Electric Supply Corporation asking whether the 
Council would,agree to cancel the agreement of 1903 and sup- 
port the Corporation's application for a Provisional Order con- 
stituting itself the undertaker, containing a purchase 
clause as favourable to the Council as the purchase Clauses in 
the agreement of 1903, and providing for a maximum price of 
ls. per unit. The Corporation would be prepared to bear the 
Council's reasonable charges. Тһе committee stated that it 
would make a recommendation later. The matter was referred 
to the Finance Committee. 


. Gloucester.—TEMPoRARY Price INcnEAsE.—The City Council 
15 applying for permission to increase charges temporarily in 
order to recover the financial loss incurred during the coal 
dispute. : | | 

An additional feeder is to be laid in the Bristol Road dis 
trict, at an estimated cost of £3,000, to meet increased 
demands. 


Keith.—Proposep ELECTRICITY ScHEME.—A committee ap- 
pointed by the Town Council to consider the possibility of a 
municipal electricity supply scheme has made its report. The 
committee has examined installations in towns of similar 
size, and has made a partial canvass among the inhabitants. 
and both items are regarded as satisfactory. Тһе moti 
power recommended is either suction gas, oil, or wind power. 
The report was ' received,” and will be considered at this 
month's meeting. 


Lanarkshire.—Evectricity SurPLy.—The County Council 
Electric Lighting Orders Committee, having considered the 
question of providing supplies of electricity to the districts 
of Strathaven and Law, as well as to the county in general, 
is of the opinion that an application should be made to the 
Electricity Commission for a Special Order. The clerk is fo 
confer with the Clyde Valley Electrical Power Co. as to the 
possibility of supplies being obtained for portions «f tle 
county for which orders have not yet been made. 


Lurgan,—ExtTensions.—The Electric Light Committee's re- 
commendation for the extension of cables in various thorough 
fares was adopted by the Urban Council, and it was mti- 
mated that a report would be made soon on the question í 
raising funds for extension of the works. | 


Monmouth. —SGdESTED Compination.—According to йе 
Hereford Times, it was stated at а recent meeting of the Mon. 
mouth Town Council that electric light standards were-being 
erected by Hereford within five miles of Monmouth. 216 
clerk suggested that the two undertakings might be combined 
by the taking over of the Monmouth station by the Herefor 
City Council. A deputation was appointed to meet the Here 
ford Council to discuss the subject. x 
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Northwich.—APPLICATION FOR ORDER.—The Electric Supply 
Co., Ltd., has applied for an Order to supply electricity in the 
rural district of Northwich and the parishes of Aston-by-Bud- 
worth, Pickmere, Tabley Superior, labley Inferior, Plumbley, 
Bexton, loft, Lower Peover, Mobberley, and the urban dis- 
tricts of Northwich, Middlewich, Winsford, and Knutsford. 


Portrush.—PRoposeD Price INCREAsE.—The Urban Council 
is applying for permission to increase the maximum prices of 
electricity as follows: For any amount up to 20 unis, 
£1 68. 84.; for each unit over 20 units, ls. 4d. At огәзеп{ 
thc maximum amount chargeable is 8d. per unit. 


Sleaford.—PnorosED PRICE IxcnEAsE.—The Urban District 
Council has applied for an order permitting it to increase ihe 
maximum price of electricity from sd. to lid. per unit. 


Southend.—G.E.R. SuPPLY.—Ai a meeting of the Electri- 
city Committee an inquiry was submitted from the chief engi- 
neer to the Great Eastern Railway Co. stating that the сош- 
рапу was considering the question of lighting by electricity 
the whole of the station premises, goods sheds, signal boxes, 
&c., on the companys property in the borough, and asking 
the terms upon which the Corporation would be prepared to 
supply energy for the purpose indicated for an estimated 
minimum consumption of 14.500 units. Instructions were 
given to the electrical engineer to confer with the company 
on the matter, and to report to the committee in due course. 

Loan INQUIRY.—On July 30th, Col. T. C. Ekin, on 
behalf of the Electricity Commisioners, held an inquiry into 
the circumstances in which the Council has applied for sanc- 
tion to a loan of £114,873 for electrieity purposes. Evidence 
was given as to the growth of the demand and number of 
consumers, special reference being made to the development of 
Leigh, where 1.080 kW of plant had been installed. The 
Inspector was satisfied that additional piant was necessary 
and, after inspecting the plant, closed the inquiry. 


St. Annes,—SUPPLY TO LyTHAM.—The Urban District Coun- 
cil has appointed a sub-committee to confer with the Lynam 
Urban District Council on the question of an immediate supply 
of electricity to Lytham. The two districts expect to be incor- 
porated as а joint borough next year. 


South America.— WATRR PowEnR.—The Economic Review, 
quoting Technik und Wirtschaft, says that the entire 
economic development of Latin-America depends upon tbe 
possibility of its becoming independent of coal. This possi- 
bility is given by the possession of water power. In the 
Iguazu, the continent possesses the greatest waterfall of the 
world, surpassing in power the falls of the Zambesi and 
Niagara. Its exploitation has only been prevented hitherto 
by its unfavourable situation. То conduct electric power from 
it to the industrial centres of Argentina would mean travers- 
ing hundreds of km., and for Brazil, which lies on the other 
bank of the Iguazu, conditions are not much more favourable. 
Brazil is, however, carrying on her economic development by 
means of the Government settlements along the bank of the 
Iguazu, and this development will be accelerated if the con- 
templated, strategically important railway to the Paraguay- 
Argentine frontier in the vicinity of the fall materialises. 
Quite apart, however, from the Iguazu, most of the South 
American Republics possess vast, still unexploited, sources of 
energy in hundreds of rivers, waterfalls and rapids. 


Sevenoaks.—Price Increase.—The Electricity Company 
has asked the Urban District Council for permission to 
increase the charges under an agreement for the supply of 
electricity; in the case of public lighting from 2d. to 44d. per 
unit, and for other purposes from 4d. to 8d. A recommenda- 
tion that the company be offered 50 per cent. increase on the 
charges laid down in the agreement was referred back. 


. Teesdale.—Proposep ELECTRIC LIGHT ScHEME.—At a meet- 
ing of local authorities at Barnard Castle, the practicability of 
providing electricity to the Tees valley district was discussed, 
and it was finally decided to ask representatives to secure the 
financial support of their respective councils. The possibility 
of employing water power is being considered. 


Tunbridge Wells.—LoaN.—The Town Council has applied 
for a loan of £7,500 for the construction of a water tower, 
interconnecting pipe-work, &c.. at the electricity works. 


Torquay.—SMokE Nursaxce.—Complaints have been made 
regarding the smoke from the electricity works. It was stated 
at a meeting of the Council that a private firm had offered to 
Install smoke-consuming apparatus free of charge. The matter 
was referred to the Electricity Committee for report. 


Wolverhampton. — ANTICIPATED DEVELOPMENTS. — The 
borough electrical engineer recently stated that the electricity 
undertaking would be fully loaded in a year or eighteen 
months’ time. He considered that when the existing station 
had been extended to the utinost limit, the demand would be 
too great for it by 1927, and a new station would have to be 
erected. Under the proposed joint scheme, in which Stoke-on- 
Trent, West Bromwich, Stafford, the Midland Electric. Cor- 
Poration and others would participate, it was estimated that 
the Corporation would effect a saving of £250,000 by taking a 
nus from the Joint Authority instead of erecting a new 

lon. ч 

„The Town Council has decided to support the Joint Autho- 

nity scheme. 


TRAMWAY AND RAILWAY NOTES. 


Barrow- in-Furness.— TRACK REPAIRS.— The tramway man- 
ager has reported that car failures have occurred owing to the 
defective state of the permanent way, and urged that the 
cost of maintenance of cars must be beavy until the points, 
crossings, and rail corrugations have received attention. On 
the recommendation of the borough surveyor it is proposed, 
in order to improve the track, to accept a quotation of the 
Rail Welding Co., Ltd., to deal with about 500 joints by 
electric welding. 


Belfast.—Yrar’s WonkiNG.—The accounts of the tramway 
undertuking for the year ended March 3lst, 1921, record з 
total revenue of £601.154, us compared with £545,348 in the 
preceding year. Working expenses totalled £503,555, as against 
£319,088, leaving а gross balance of £97,629, a considerable 
decrease from that of the previous year—£166,260. Capital 
charges were considerably greater, causing a net deficit of 
£39,635. In the period 1919-20 there was а net profit of 
£35,150. One factor, stated to have contributed to this loss, 
was the military Curfew order. The number of passengers 
carried was 100,643,705, an increase of about 5,000,000. The 
number of car-miles run rose from 6,276,133 to 6,313,203. 
While the receipts per car-mile increased by 2d., working 
expenses rose by 4.65d. . 

Bournemouth.—TI'nEg INcRRASE AGREEMENT.—An application 
by the Corporation for permission to increase fares has been 
assented to by Poole, which has agreed that the present differ- 
ential system of services and fares shall be abolished in favour 
of equal rates throughout the two systems. Bournemouth 
holds the Poole system on a lease. 


Brighton.—YEAR’s WoRKING.—The annual report of the 
manager of the Corporation tramways shows that the total 
revenue for the year ended March 3lst last was £131,478, as 
compared with £116,839 in 1919-20. Working expenses 
amounted to £110,675, as against £97,924, leaving a gross 
trading balance of £20,803 (£18,915). After payment of capital 
charges a balance of £2,356 remained. Provision for renewals 
absorbed £22,800, leaving an excess of expenditure over income 
of £20,414. Although the total car-miles run increased from 
1,203,961 to 1,273,787, the nuinber of passengers carried fell 
from 20,441,351 to 16,268,035. Ошу the increased fares pre- 
vented a heavy fall in receipts. | 


Doncaster. NEwWw RourE.—The Town Council. has approved 
a proposal of the Tramways Committee to apply. to the Light 
Railway Commissioners for an Order under the Light Railways 
Acts to lay a circular tramway track in French Gate, St 
Sepulchre Gate, Factory Lane, and Trafford Street to North 
Bridge Road, Instructions have been given for the laying of 
me track in Trafford Street in anticipation of receipt of the 
Order. 


Exeter.—PROPOSED SALE OF UNDERTAKING.—A communica- 
tion from the National Electric Construction Co., Ltd., with 
regard to the sale or lease of the tramway undertaking has 
been deferred by the Tramways Committee until the city 
treasurer has reported upon the financial aspect of the com- 
pany's proposals. 

Gateshead-on-Tyne.—OrrioN or ‘PURCHASE.—At a meeting 
of the Town Council on the 3rd inst., it was decided not to 
exercise the option:of purchase of the tramway undertaking 
next year. The matter had been considered by the Parlia- 
mentary Committee, which estimated that the sum required 
to purchase the system would approximate to £500.000, and 
about £24,000 a year would be needed to meet the interest 
upon the borrowed money. ' 


Halifax.—PERMANENT-WAY ENG INEER.— The Town Council 
has approved a recommendation by the Tramways Commit- 
tee that a permanent-way engineer be appointed, at a com- 
mencing salary of £350 per annum. The acting chairman of 
the Tramways Committee said the new appointment was pro- 
posed in view of the tramway manager's report, and in view 
of the great amount of work involved; they anticipated con. 
siderably more work in reconstruction than in recent vears. 


London.— EARLIER ‘‘ UNDERGROUND " TRAINS.—Commenc- 
ing on August 8th, the Underground Railways Co. has in- 
stituted a number of earlier trains. Full details have been 
published, and may be obtained at any of the company's 
stations. | 


Neucastle-on-Tyne.—RFSCLT or INquiry.—The town clerk 
has received an intimation that the Light Railway Commis- 
sioners, who held an inquiry on July 22nd into the City 
Council's application for permission to construct a light rail- 
way through Gosforth Park, have determined the expedieney 
of granting the application, and have satisfied themselves as 
to compliance by the Corporation with the requirements of 
the Light Railways Acts, subject only to the passing of a 
formal resolution by the Council upon the matter. This resolu- 
tion will be submitted to the Council on September 7th.  , 


North Shields.—INQrinY INTO Acctbent.—On August 4th, 
Major G. L. Hall, R.E., held an inquiry into the fatal tramcar 
accident reported in our last issue. Evidence was given as to 
special instructions to drivers drawn up after a previous acci- 
dent at this place. The conductor of the overturned car, who 


. had only been employed for а month, stated that he did not 
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‘remember reading any instructions to conductors as to the 
action to take when a driver was in difficulties. The inspector 
asked if the car was pulled up at the top of the bank or at the 
bottom end of the curve, а compulsory stopping place, but 
the witness could not give a definite reply beyond stating that 
he was sure the driver pulled up to а very low speed. Не 
did not remember which brakes the driver used at the time. 
He did not ring his bell at the bottom of the curve as this 
was & compulsory stopping place, but he blew his whistle when 
the car had passed the spot and was gathering speed. Witness 
said he had not received any instructions regarding the hand- 
ling of the brakes or sanding gear. ‘The driver said he had 
been in the company's service since January lst this year. 
On the day in question he pulled up at the first compulsory 
8top, but passed the second because the wheels '' picked ир.” 
He applied the hand brake and, partially, the slipper brake, 
because the track was greasy, he also sanded the track. In 
spite of the use of the brakes the car continued to travel at 
an excessive speed. He could not account for the overturning 
of the car. After further evidence the inquiry was closed. 


Walthamstow.—hRaiLLESS Traction.—The Council has pro- 
дош in favour of a railless electric traction system for the 
istrict, 


TELEGRAPH AND TELEPHONE NOTES. 


France.—SUBMARINE TELEPHONY.—A device by which, it 1s 
claimed, it will be possible to harness telephone lines to 
submarine cables ’’ has been invented by MM. Gaston Vincent 
and Louis Duverger, two French engineers. 

According to The Times, the French Government has sanc- 
tioned experiments with the invention during the next fort- 
night over the submarine cable between Antibes, near Cannes, 
and Saint Florent, Corsica. Although this cable is in a state 
of disrepair and has been disused for telegraphic purposes for 
some time, the inventors are confident of success. ‘The cable 
has a length of only 125 miles, but it is claimed that the new 
principle can be applied to all existing submarine cables. 

FAC-SIMILE WRITING BY WIRELESS.—Last week Le Matin of 
Paris published an account of a wireless message received 
from the New York Times in which the handwriting of the 
sender in New York was reproduced clearly in Paris. The 
Daily Telegraph says that the actual words of the message 
were transmitted in a few minutes exactly in the form in 
which they were written (the inventor of the appliance by 
which it was accomplished being a French engineer, 
Belin), and goes on to explain that the exactly analogous 
appliance for the transmission of handwriting and pictures 
over ordinary telegraph lines, which has been available for 
some years, has not been largely employed on account of the 
distortion produced by atmospherics and stray currents. 
Signor Marconi recently announced the discovery of a method 
of screening such interferences, which method, however, is 
still in the laboratory stage. 


The Telegraph Service.—DererreD Press Servica.—The 


P.M.G. gives notice that from August 8th the deferred Press 
service at the rate of 24d. per word will be restored between 
the United Kingdom and Canada, via Imperia! only. 
Mr. Pike Pease, assistant P.M.G., in reply to questions in 
the House of Commons, has circulated the following tabular 
statement comparing the number of and revenue from ordinary 
inland and Press telegrams during the six months ended June 
90th, 1921, with the figures for the corresponding periods in 


1919 and 1920 :— | 
ORDINARY INLAND MESSAGES. 


Year. Number. Revenue. 
1919 34,737,000 41.602.250 
1920 34,329,000 £1,544,897 
1921 27.172.000 41.757, 92 
Press MESSAGES. 
1919 1,470,000 £44,570 
1990 1,874,000 £04,496 
1921 1,398,000 467.241 


The Telephone Service. THE Money BILL. — On the motion 
for the second reading of the Telegraph (Money) Bill in the 
House of Commons on August 7th, Mr. Kellaway, P.M.G.. 
explained that the £5.000,000 for which the Bill made pro- 
vision would last till the end of April next, by which time 
he hoped the House would have before it the report of the 
Select Committee on Telephones. 'The money was not needed 
for new work, but for the completion of contracts which had 
been made and work already in progress. Much had been 
done to overtake arrears and, although they had now 93.000 
applications which they could not entertain, at this time last 


year, they had refused 35,000 applications. The new exchanges | 


covered the country generally, and if they were to mect the 
increasing demand plant must be available. The three main 
trunk routes of the cable system from London were rapidly 
nearing completion, and there was a marked diminution of 
the calling-up time in the trunk service. no doubt due to the 
trade depression and revised rates having reduced the 
number of calls. Generally, there had been an improve- 
ment in efficiency; the time taken in answering calls 
in London had been reduced from 7.5 secs. in May, 1920, 


to 5.3 secs. in May, 1921. Не wished that the finan- 
cial situation of the country made it possible to go in 
for a large extension of the automatic telephone systein be- 
cause, although it did not ellect anything like the saving in 
working costs which was generally supposed, 1& got nid to 
a great extent of the human factor. But the automatic system 
entailed a very heavy capital expenditure, and in the present 
condition of the country’s finances he did not think that he 
would be justified in asking the House to agree to great ex- 
penditure on installing the system. There were some 13 auto- 
matic exchanges at work in the country, and they were 
proving very satisfactory. He hoped that before long it would 
be possible to lay before the House proposals for introducing 
the system into London. Mr. Keliaway fully realised the 
necessity of doing everything possible to develop the telepnone 
system in rural districts, but the great difficulty was the dis- 
inclination on the part of the residents in those districts to 
accept a party line system, such as that which was in operation 
in Canada and in America. 

Mr. Pike Pease, Assistant Postmaster-General, said that new 
exchanges had been opened at Perth, Carlisle, Liyerpool Cen- 
tral, Huddersfield, West Bromwich, and Northampton. Ех. 
changes in replacement of worn-out exchanges had been com- 
pleted at Leith, Bristol, Lincoln, Derby, Birmingham, and 
Hove. A number of applicants for telephones could not be 
supplied owing to shortage of plant. The number of new 
exchanges was 54, and 35 exchanges had been ordered but 
not'yet completed. In 46 other places equipments were in 
course of design, and 235 others were eaf-marked for extension 
or replacement at an early date. In January last year 40,000 
lines were lost in twoehours in a snowstorm, and it war 
plainly in the interests of the service to put the lines, if 
possible, underground. | 


Wireless Telegraphy.—ImpPeriaL CHaIN.—Tbhe Imperial Con- 
ference of Prime Ministers has endorsed the scheme proposed 
by the Imperial Wireless Telegraphy Committee, with some 
modifications. Australia has withdrawn from the scheme, 
but promises co-operation. Australia would be the last to 
receive messages, as there would be three or four retransmis- 
sions on the way, and Mr. Hughes considers that there can 
be direct communication, at any rate for short periods each 
day, between Australia and England, or through one inter- 
mediary station. Mr. Hugbes on his return will put the 
matter before the Australian Parliament, which will be free 
te adopt any scheme, and Australia will take the. financial 
responsibility. | 

New Zealand was not included in the list of stations out- 
lined in the Norman Report, and Canada was also omitted. 
South Africa does not really form part of the Imperial chain, 
of which it is an offshoot. The chain is, therefore, curtailed 
to about one-half of the Empire, including transmission across 
the Atlantic, for which, however, a receiving station has not 
been planned. Existing stations in Canada are the property 
of companies. 

The Post Office is to be the wireless authority for this 
truncated scheme. In order to expedite the construction of 
the stations, it is proposed to standardise all the engineering 
parts. The withdrawal of Australia will increase the loss 
which will fall upon the Post Office, the Indian Government. 
and the Crown Colonies by more than one-fifth. The estimated 
cost of each station is £185,000. The scheme does not provide 
for the erection of any bigh-powered station comparable to 
those now operating between the Continent and the United 
States or between France and the Far East.—Daily Telegraph. 
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CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELEOTBIOAL REvIBW in which the 
** Official Notice appeared.) 


OPEN. 


Australia.—MELBOURNE.—Sept. 28th. Victorian Government 
Railways. Lifting magnet and generating set with control 
apparatus and accessories. (Contract No. 34,941.)* 

_ QUEENSLAND. — P.M.G.'s Department. — November bth. 
Bronze wire, Schedule 536. (July 29th.) | 


Belgium.—August l7th. The Belgian Ministry of National 
Defence. Supply of 5.000 three-electrode valves for the mili- 
tary wireless telegraph service. Tenders to the Third Direction 
Générale du Ministere de la Defense Nationale, 10, Rue du 
Meridien, Brussels. 

August 25th. Municipal authorities of Schaerbeek, Brussels. 
Alterations to the existing static transformer boxes and the 
'* repartition ’’ box, and for the construction of two additional 
static transformer boxes. Copies of the plans and specifica- 
tions (24 fr. each) from the Caisse Communale. Also supply 
of electricity meters. Particulars (13 fr.) from the Caisse 
Communale. Tenders are to be addressed to the Administra- 
tion Communale, Schaerbeek. 

September 2nd. Provincial Government of Limbourg. For 
the establishment of an electricity distribution system between 

ingen-Bourg Leopold, Tessenderloo, Beeringen and Zon- 
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8 hoven. Copies of the plans and specifications may be obtained Electricity Committee. Accepted 

— : : A А . А 
re from 99, Rue des Flamands, Louvain, or they may be inspected Cable.—Western Electric Co., Ltd.; Johnson & Phillips, Ltd. UIS 
P up to August 29th at the offices of the Provincial Government Poniendo s Cable & Construction Cos Lit, Enhed Edüwas Cable 
o. at Hasselt, where also on Tuesdays those desiring further Works, Ltd.; W. T. Glover & Co., Ltd.; W. T. Henley's Telegraph 
Tenders are to Works Co., Ltd.; Johnson & Phillips, Ltd.; Macintosh Cable Co., 


is particulars can make individual inquiries. 
be on special forms and enclosed in double envelopes, the 


Ltd.; Pirelli-General Cable Works, Ltd.; Siemens Bros & Co., Lid. 
ii outer one to be sealed and marked Offre pour l'Entreprise | 


Western Electric Co., Ltd. 


is pi . 7 С . . . : Я E Р 
bs de l'Etablissement d'une partie du Reseau de Distribution de Stores for six months:— . 
a i j i ans le Li rg. Adhesive tape.— W. T. Henley's Telegraph Works Co., Ltd. 
Ben: l'Energie Бесна б Е mbon g Blackley tape “Connells (Blackley), Ltd. 
"dis Belfast.—August 22nd. Electricity Department. One Dry batteries for flash lamps.—Siemens Bros. & Co., Ltd. T 
ipe 12.500-kW turbo-alternator, with condensing plant and auxili- чо ошо оер: work and bittite tape.—Callender's Cable & Con- 
pe aries. Four water-tube boilers, with superheaters and forced- Box compound (for l.p. work) and resin oil.— Dussek Bitumen Co. 
D. draught fans. Hour dud economisers. Two steel chimneys, Carbon brushes.—Le Carbone: Morgan Crucible Co., Ltd. - 
le with four electrically-driven suction draught fans. One elec- ynamo brushes and copper tape brushes.—— Wm. Patterson, Я 
` ; ч i : — Е d.; Ish Bros., 
lees trically-driven centrifugal pump, capacity 18.000 g. p. m. кипе pipes and bends.—Doulton & Co., Lt erwood Br 
Pi. (July 22nd.) | S Insulators. —Bullers, Ltd.; ошод & Co., Ltd.; Gaskell & Grocott; 
d Coventry.—September Ist. Electricity Department. Two Et 3355 Co: Ltd. | | 
S 10.000-k W. 3-phase turbo-alternators, complete with condens- Lion | jointing and fecking.--Jas. Walker & Co; um NETS 
} . x i 1 i u tape.—L. Andrew о.; Callender’s Cable nstruction Co., 
thst mg lant; four water-tube boilers with chimney 8, superheatera, Ltd. ; у. T. Glover & Co., Ltd.; W. T. Henley's Telegraph Works 
d mechanical stokers, economisers, and all accessories. (July Co., Led. д 
|: 4 29th.) Service boxes. Forrest & Sym; Hardy & Padmore, Led. ; dos. Stubbs, Ltd. 
" es Auto-balancers and auto-transformers.—Genera ectric Co., Я . 
ec ‚ Horsham.—August 27th. Electricity Department. One Trifurcating boxes.—British Insulated & Helsby Cables, Ltd.; Johnson & 
ар circulating water pump, one steam ejector air pump, one Phillips, Ltd. : dose 
Ten water extracting pump, complete with driving units or, alter- W Ediswan Tubes & Conduits, Ltd., and Simplex 
d natively, a centrifugal circulating water pump. one Edwards D.C.C. wire.—London Electric Wire Co. & Smiths, Ltd. 
ee air extraction pump, complete with driving units; 1,000 yards Tin fuse wire.—Connolly Bros. Adhesive Твре & insulating: Co. 
s l.p. feeder cable, .15—.075—.15 8q. in. area; 1,000 yards 3-core Tinned copper and tin fuse wire.—Hawkins Bros. & Co., Ltd. 
us pilot cable, .003 sq. in. area. (See this issue). Stepney.—Electricity Department. Recommended:— 
"m India.—High Commissioner for India.—August 30th. Half mile 3-in. conduits, £135.—Albion Clay Co., Ltd. E Р 
di Telegraph cable. (See this issue.) Meters and combined meters and demand indicators.—Aron Electricity 
ub grap : : Meters, Ltd., combined meters and demand indicators, Recommended. 


London.—L.C.C.—September 5th. 
gear for sub-station. August 5th.) 


West Haw.—September 8th. Board of Guardians. Three 
months' supply of electrical fittings. Mr. T. Smith. clerk to 
the Guardians, Union Road, Leytonstone. 


PappiNGTON.—August 22nd. G.W. Railway. Three months' 


H. and lp. switch- 


The supply of meters (50 and 100 amps).—Ferranti, Ltd. Recommended. 

Meters (24 and 25 amps).—Reason Manufacturing Co., Ltd. Recommended. 

Eighteen circuit breakers, £289.—G. Ellison. Accepted. 

Five-ton lift, at Osborn Street sub-station, £1,595.—Marryatt & Scott. 
Recommended. : 

Steelwork for flooring of stores at Osborn Street.—Drew-Bear, Perks & Co., 
Ltd., £872. Recommended. > 

Nine line reactance coils at Limehouse generating station, £1,464.—British 
Thomson-Houston Co., Ltd. Recommended. 


supply telegraph . instruments, electrical apparatus, wires, Two additional circuit breakers, for use on the converters at Osborn Street 
cables, telegraph Ironwork and tools, and drysalteries. (See sub-station, £164.—G. Ellison. Recommended. \ 
ae и ше) ‚ Salisbury.—Joint Isolation Hospital Committee. Accep- 
neu Manchester.—Lessees of the City Hall. Tenders to under- ted :— 
De ze take the electrical work for all exhibitions to be held in the Salisbury Electric Light & Supply Co., Ltd., for renewing the battery 
ps Hall. The Lessees Provincial Exhibitions, Ltd., 60, Corn at the hospital and putting it in working order, at #198. М. 
bee Exchange Buildings, Fennel Street, Manchester. Wolverhampton.—Town Council. Accepted:— 
a South Africa.—PnETORIA.—October 4th. Electric Light and Underfeed Stoker Co., Ltd.—£741 for 8 hoppers with special guides, 


rack, and pinion, and controlled double doors. 


Power Department. Coal-handling plant, 6,600-V cables, in- 
duced-draught and ash-handling plant, pumps, piping, &c.— ; à 
Mr. T. C. Wolly Dod, General Manager, Municipal Electricity 


10 5 5 5 P.O. Box 423, Pretoria. | 
ЫЗ URBAN.—August 3lst. Corporation. One 3.000-k W. tlfree- 

ү phase, 50-period. 6,600-У — turbo-alternator wth condensing NOTES. 
N plant. circulating water pump and piping. (See this issue.) 

September 2th. Corporation. Two 900-kW rotary con- The Ramsay Memorial Fund.—A new scholarship has 
{417 кек, switchgear, and automatic controlling devices, also у. | c. found p "e 
pus р. supply feeders.* just been created in connection with the Ramsay oundation in 
dh Sal ПИР : France. It is recommended that the French candidate shall 
em sale.—Urban District Council. Cables, tr ansformers, . be a post-graduate research student and undertake research 
oe switchboards, house meters, and a.c. motors. (See this issue.) work on problems connected with chemistry and engineering 
dmn Southampton. — August 30th. Electricity Department. at à school in the British Empire which he may select with | 


the approval of the trustees.—Reuter. - 


Fatalities.—On July 31st, at Hayle, William Mills, a 
linesman employed by the Cornwall Electric Power Co.. came 
into contact with a live cable, and the shock made him 
fall from a standard, with fatal results. | 

On August 5th, William Tomkins, a plumber, was employed 
at the top of а ladder when his head came into contact with 
an electric cable, burning his ear and rendering him uncon- 
scious. Artificial respiration was tried without success. 


A New Method of Barge Propulsion.—A Reuter message 
T". ttg | from New York outlines a rather complicated method, devised 
| 70 | | | by a New York engineer, of propelling a number of barges. 
ó CLOSED. A кепетацан plant ів installed in one boat unf mieten 

Crook (Durham). ; ; mc cables from this provide power to motors on individual barges. 
(housing 5 5 Bice in 228 houses It is suggested that the motors being identical in type and the 
: ` power constant to each, the barges will move as a unit, and 


E.h.p., 3-phase cable. (See this issue.) 


Stockton-on-Tees.—August 31st. District Fund, Gas and 
a Electricity Committees. Articles and stores for six months, 
(August 5th.) 


Urnguay.— September 19th. Board of State Electrical 
Stations. Generating plant for four electrical groups, consist- 
Ing of a.c. and d.c. generators, Diesel engines, &c.* 


* А copy of the specification, &c., can be consulted at the 
| Department of Overseas Trade, 35, Old Queen Street, S. W. I. 


H Tow я 
- i Town Council Accepted:— there will be no strain on the cables. Each barge 
x awcett Construction Co., Ltd.—Alterations, &c., to buildings, £11,191; will be equipped with a secondary battery to enable it to 
ae Bru Ерте, galeries, ladders, e., £736. move independently in harbours or docks. А demonstration 


Engineering Co.,  Ltd.—1,125-kW 
i в turbo-generator plant, £17,705. 
r umstead & Chandler, Ltd.—Centrifugal pump engine and tachometer, 
ss сеа. 24 b. h. p fan engine, £4,020. 
? tee Boiler Co., Ltd.—Stirling water-tube boilers, * A type, under- 
"T eed stokers, Crosby water regulators, foundations, flues, coal chutes, 
an еа coal meters, £10,085. 


Brush-Ljungstrom 


trip, in which only the generating boat and one barge took 
part, was made from New York to Oswego via the Hudson 
river and Erie canal. 


Heating Rivets with Electricity. —Mr. A. S. Mill, writins 


ee ae rs Co., Ltd.—Steam and water pipes and valves, Lea recorders, * to the Electrical World, draws attention to the economy effected 
191 Holden аа Brooke. 1 heater, £3,198 13s. 6d. by heating rivets electrically. At a price of 2.8 cenis per 
E | е, .—No. igh-velocity heater, £149. 7 -1 i 

** Ferguson, Pailin, Yr E а kWh, a batch of 2-in. rivets was heated at a cost for energy 


of 0.1 cent per lb. under favourable conditions. The average 
cost is about 0.35 cent рег lb. The heater requires about 


: Manchester, — Tramway; Committee. Accepted. 60 kW at full load, and heats up 150 4-іп. by 51. in. rivets in 
12 licium bronze trolley wire.—F. Smith & Co., incorporated in the London twenty minutes; a f. in. by 5-in. rivet can be heated in fifty 
Е. " Uu EC & Smiths Ltd seconds. Compared with the former practice, using four 
E Baths агы У poles.—J. Spencer, Ltd. | coal-fired heaters, which required 16 hours’ attendance per 
27 е ash. houses Committee. Accepted. | week, the first cost of an electric rivet heater is more than 
of: Electric СЛЕ installation at Levenshulme Public Wash-house.— Alliance covered in the first year 8 service. ‘ 


The County of London Co.'s Bill.—The County of London 
Electric Supply Company Bill was read a third time in the 
House of Commons on August 10th. 


Education Committee. Accepted:— 


lnstallation of electric f: 
trie light.—Plymouth Grove School: A. Harrison. 
Upper Jackson Street School : Garner, Holt & Co. 
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Appointments Vacant.—Electrical foreman (445 
month) for the Gold Coast, West Africa; e.h.p. and p. 
plumber-jointer, for the Wolverhampton Corporation Electri- 
city Department; plumber-jointer, for Stepney Borough Coun- 
cil Electricity Department; assistant in the mains department, 
for the Wolverhampton Corporation Electrical Engineer's 
Department; junior charge engineer, for Barnsley City Council 
Electricity Department; instructor in oxy-acetylene and elec- 
tric welding, for the Loughborough College. (See our adver- 
tisement pages to-day.) 


Electrolytic Disinfecting Fluid.—The report of the Medical 

fücer of Health (Dr. F. W. Alexander) to the Borough of 
Poplar, for 1920, states that 39,255 gallons of electrolytic dis- 
infectant were manufactured, making 78,510 gallons as broken 
down for distribution. The cost was for materials, £153; elec- 
trical energy, £105; total, £258. Since the installation of the 
plant, a period of 15 years, 576,759 gallons of fluid have been 
manufactured at a cost for electricity of £769, and materials 
£938, less than 14. per gallon (previous to the war the cost 
was under 4d. per gallon, but even with the strong fluid which 
at present is being made and broken down, the cost is still 
about 4d. per gallon when the gallons are reckoned in bulk). 


The Government of Greater London.—It was recently an- 
nounced by Sir Alfred Mond, Minister of Health, that a 
Royal Commission is to be appointed to consider the question 
of the government of Greater London. It is considered prob- 
able that, among the main questions which will receive the 
Commission's attention, transport and electricity supply will 
be in :luded. 


Electrical Fires.—A part of the big station of the Triphasé 
company at Asnières, France, was destroyed by бге lately 
owing, it is said, to a short circuit. L'Industrie Electrique, 
however, takes exception to this too general explanation, and 
says it may more easily have arisen trom overheating of the 
conductors, ignition of the оп in the transformers or circuit- 
breakers, or breakage of the wires in cables through electro- 
lysis. Abuse of the term short circuit leads to the frighten- 
ing of persons ignorant of the effects of electricity, and very 
often casts unmerited discredit on electric installations. 


Date of the End of the War.—The Premier announced in 
the House of Commons on July 2th that the official date of the 
termination of the war, except as regards ‘Turkey, will be Sep- 
tember Ist next. The Defence of the Realm Regulations and 
other temporary laws expire at the end of the war, except 
such as have been continued by fresh statutes. An Official 
date for the end of the war also affects many contracts. 


Human Electromotive Force.—That a considerable deflec- 
tion is produced on a sensitive high-resistance galvanometer 
_ by applying the fingers to the terminals is well known to 
electricians who use such instruments, and has probably been 
ascribed to electrolytic or thermal e.m.f.'s. But a new light is 
thrown on the subject by Messrs. G. G. Scott and J. ulgan, 
of the College of the City of New York, in a letter to Science 
of July 29th. "They say :— 

“ Recently, while making a nerve muscle preparation, the 
thigh muscles of the left leg of the frog were removed and the 
nerve on the same side isolated but not sectioned. ‘The body 
was well moistened with physiological saline, and lay on a 
glass plate which was also well moistened. The toes of the 
left foot were held in the left hand, while forceps, held in the 
right hand, were accidentally placed upon the body of the 
frog. Immediately a violent contraction of the muscles of the 
left leg occurred. This was so unusual that we investigated 
it further. The same results were obtained repeatedly. It 
must be noted here that one metal was used instead or two 
as in Galvani's experiment, and in place of the other metal 
the human hand was used. The current stimulating the 
nerve might have been due to the difference in potential be- 
tween the metal and the hand, and for that reason we sub- 
stituted the right finger for the metal previously used and ob- 
tained the same results. We therefore concluded that the 
nerve was stimulated by the action current of the human body 
the electrodes being the fingers of the right and left hands and 
the indicator or the galvanometer being the contractions of the 
frog's muscles. 

The same experiment was tried on a number of frogs and 
in every case we obtained the same results, although more 
striking in some preparations than in others. We found that 
by making contact with any part of the frog's body or even 
the saline solution on the plate the muscles contracted. 

When a non-conductor was interposed between the toes 
and the hand we found that no contraction took place. When 
а non-conductor such as wood was used for the right electrode 
no contraction took place.” 


Interlinking in California.—In order to “meet pressing 
demands for power supply in 1920, pending the installation 
of additional generating plant, says Mr. Е. В. Lewis, in the 
Electrical World, the companies in the northern and south- 
ern halves of the State of California were inter-connected, 
with marked advantage to the load curves and to the cost 
of working, as the hydro-electric stations were thus more 
fully utilised. In the southern half of the State seven sys- 
tems are interlinked, covering an area of about 350 by 150 
miles, with a maximum demand of 300,000 kW-—which occurs, 
strange to say, in the forenoon during July, owing to the 
heavy demand of the agricultural load. The daily load 
factor is also greatest in the summer. Great attention has 
been given to consideration of the operating conditions at 


all periods of the year, to ensure that both the steam-driven 
and the hydro-electric plant shall be utilised to the best 
advantage. 

Educational,—The report of the Standing Joint Commit. 
{ее of local education authorities and teachers' associations on 
scales of salaries for teachers in technical schools, &c., has 
recently been published (Н.М. Stationery Office, 3d.). Among 
Ше recominendations are special additions to salaries for 
honours degrees or their equivalents, the latter being deter- 
mined by the local authority concerned, in addition to any 
list which may be drawn up by the Standing Joint Committee. 
The report states that instructors should be skilled in trade 
processes or artistic crafts, and have had at least five years’ 
commercial or Industrial experience after the age of 21. Prin- 
cipals, head masters, and head mistresses, heads of depart. 
ments and instructors are classified. under six heads, but the 
committee recommends that standard scales should be for- 
mulated by the local education authorities. Service towards 
additions to salaries is detailed under six heads, and it is 
recommended that the scale shall take effect as from April 
Ist, 1921. 

Institution Notes.—INsriTUTE oF MkrerTaLs.— The Autumn 
Meeting of the Institute is to be held at Birmingham from 
September Zlst to rd, and a large percentage of the 
Institute's 1,400 members 18 expected to be present. Visits to 
a number of works in the district are being arranged, and 
among the papers to be read are the following :—'' Experi- 
ments in the Working and Annealing of Copper,” by Е. Jobn- 
son, D. Sc.; The Extrusion Defect," by R. Genders, M.B.E., 
B. Met.; and The Electrolytic Etching of Metals," by Е. 
Adcock, M.B.E., B.Sc. 

All applicants for membership whose forms are in the 
secretary's hands before noon on September 7th will be en- 
titled to take part in the proceedings. 

I.E.E. WESTERN CENTRE.—The tenth annual meeting of this 
Centre was held in Hereford on July 25th, when about 80 
members were present. Members arrived from their various 
districts by motor-car, and a meeting was held in the Booth 
Hall, Mr. A. J. Newman presiding. ‘The following ofticers 
were then elected for the ensuing session :—Chairman, Mr. 
MacWhirter; vice-chairmen, Messrs. C. T. Allan and Е. 
Tremain. After routine business had been disposed of, Mr. 
Dymond, Chairman of the Hereford Electricity Committee, 
gave an Interesting address upon the city’s electricity under- 
taking and the rural supply system. After luncheon, various 
parts of this system were inspected. The party was enter- 
tained to tea by Mr. W. T. Kerr (the City Electrical Engineer) 
and Mrs. Kerr. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side ot the profession and industry, 
also electric tramway and raicway officials, to keep readers of the 
ELEC1RICAL REVIEW posted а» to their movements, 


Mr. WILLIAM C. JEARY, late of the General Electric Co., 
Ltd., Armorduct Manufacturing Co., Ltd., Magic Appliances, 
Ltd., and recently manager for Great Britain for N. V. Telga, 
Amsterdam, is now managing director of the Jeary Electrical 
Co., Ltd., 8, Lambeth Hill, Queen Victoria Street, E.C., which 
company bas been formed for the purpose of taking over the 
business of the late Mr. G. Braulik. 

The Bolton Corporation Electricity Committee has passed 
a resolution of appreciation and thanks to the borough elec- 
trical engineer, Mr. W. J. Н. Woop, and his staff, for шег 
excellent and indefatigable services during the coal dispute. 

Mexborough Urban Council and Mr. J. B. FELTHaM, the 
Council's electrical engineer, have compromised on the amount 
of arrears of salary in controversy, and the salary has been 
fixed at £500 a year, subject to confirmation at a further 
meeting of the Council. 

Major F. J. Снарыљ, D.S.O., has succeeded Mr. E. A. 
Paris as general manager to the Yorkshire (Woollen District) 
Electric ‘Tramways Co., Ltd. In addition to the D.S.O., he 
holds the French Legion of Honour and the Croix de Guerre. 

Sir Georce Hapcock has joined the board of the Still En- 
gine Co., Ltd. 

An Australian newspaper states that Mr. GEOROE A. P. WEI- 
MOUTH (of Weymouth's, Ltd., Melbourne, and the English 
Electric Company of Australia, Ltd., Sydney), having decided 
io practise privately, has resigned from the boards of these 
companies. He will continue to act as technical adviser on all 
electrical engineering matters to both companies. 

We regret to learn of the serious illness of Mr. №. L. 
MaADGEN, but we are glad to hear that his health is now 
improving. | 

Mr. F. О`Ётуху has resigned his position as electrical 
engineer to the Limerick Corporation. f 

Mr. А. L. Tester, A. M. I. E. E., who joined the firm o 
Messrs. Williams & Williams. Ltd., engineers and metal case- 
ment manufacturers, of Chester, towards the end of last year, 
has just been appointed sales manager to Mr. B. À. Willams, 
managing director. He will control the sales organisation 
from the Sardinia House office in Kingsway, W. C. 2. 

Mr. Н. К. Forges Mackay, general manager of the Sydney 
Municipal Electricity Department, is shortly visiting this vind 
try and America to study the latest electricity supply dents 
ments. He is expected to arrive in London 1n ber. We 
shall refer to the matter further next week. 
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Obituary.—Francis BACON CROCKER.—We regret to learn 
from Nature of the death of Prof F. B. Crocker, who 
was president of the American Institute of Electrical Engineers 
in 1897. He was the author of various works on elec- 
trical subjects. From the American Electrical Review 
we learn that Prof. Crocker was in his 6lst year; he founded 
the School of Electrical Engineering at Columbia University, 
and was head of it for nearly 20 years. In association with 
Dr. 8. S. Wheeler and Mr. С. С. Curtis, he produced in 
1886 the first commercial electric motor, and was one 
of the founders of the C. & C. Co. and the Crocker-Wheeler 
Co., of which he was a director at the time of his death. He 
was a keen advocate of the standardisation of electrical equip- 
ment throughout the world, and contributed ‘very notably to 
the development of the electrical inductry. 

SAMUEL ALFRED VARLEY.—By the death of Mr. S. A. Varley, 
A.M.Inst.C.E., on August 4th, at the age of 89, another of 
the few remaining links with the pioneering days of the 
electrical industry has been severed. Mr. Varley was 
one of the original members of the Society of Tele- 
graph Engineers (now the I. E. E.). Не was the third son 
of 0 Varley, and brother of Cromwell F. Varley, and 
he sat at the feet of Faraday himself. Scientific investigation 
was with him а passion, and in the employment of the Elec- 
tric Telegraph Co. he found opportunities for developing hie 
inventive faculties, his first notable achievement being the 
construction of an electric chronograph. During the Crimean 
war field telegraphs were used for the first time, and Varley 
was placed in charge of this new service until peace was 


THE LATE S. A. VARLEY. 


restored. On his return to England he took a prominent part 
in submarine telegraph work, showing marked originality of 
thought, and invented important improvements in telegraph 
apparatus, including a polarised-needle instrument and a 
lightning “ bridge.” He also, in 1866, constructed a self- 
exciting dynamo (the first machine made with soft-iron 
Magnets), and a system of electric communication between 
passengers, guards, and drivers on railway trains. Unfor- 
tunately, the publication of his invention of the dynamo was 
delayed, through no fault of his own, with the result that 
he did not secure the credit due to the originator of this 
supremely important discovery. The purchase of the tele- 
graphs by the Government ruined a manufacturing business 
which Varley had built up, and he suffered from ill-health 
for some years, but in 1874 he became assistant manager of 
the British Telegraph Factory, and in 1876 he patented tne 


first compound-wound dynamo; here again he was unfor-. 


funate in being before his time—the patent was allowed to 
lapse. But in 1885 and following years the question was 
raised in the Courts, and was fought through to the House 
of Lords, the decision at each stage being in favour of Varley's 
claim to priority. Another of his inventions was the time 
ball used а$ Greenwich and other observatories. Throughout 

career he was dogged by misfortune, and never reaped 
the reward that was due to his epoch-making inventions. A 


Civil List pension was granted to him as a slight recognition 
of his meritorious services to the nation. Mr. Varley had 
been in ill-health for five years, and had been in the care of his 
son, the Rev. Telford Varley. 

[n our issue of September 9th, 1892, we published a full 
account of his career, with illustrations of his self-exciting 
and compound-wound dynamos, from which we reproduce 
the accompanying portrait. | | 

The funeral took place on Tuesday last at Winchester.. The 
service. conducted by the Rev. Telford Varley, was held at 
St. Paul's Church, and the remains were interred at the New 
Cemetery, Winchester. Among those present? were a daughter 
of the deceased gentleman, Mr. Percival Varley (the eldest 
sou), the Rev. Telford Varley and daughters, and Mr. E. A. 
Gatehouse (son of the late Mr. T. E. Gatehouse, who was & 
close personal friend of Mr. Varley's, and was zealous in 
championing his cause). The wreaths included one from the 
president of the Institution of Electrical Engineers on behalf 
of the members, and one from the chairman -and directors of 
the ELECTRICAL Review, Ltd, 
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NEW COMPANIES REGISTERED. 


Allenwest-Brookhirst (1921), Ltd. (175,995).—Private 
company. Registered July 28th. Capital, £550,000 in £1 shares. To adopt 
agreements with Allen West & Co., Ltd., Brook, Hirst & Co., Ltd., Electric 
Control, Ltd., and the Watford Electric & Manufacturing Co., Ltd., and to 
carry on the business of electrical and mechanical engineers and contractors, 
manufacturers of and dealers in electrical switchgear, control gear, engines 
and apparatus, brass, iron, and metal founders, &c. The subscribers (each 
with one share) are: W. J. Hill, 2, Bond Court, Walbrook, E.C., solicitor's 
clerk; J. Bennett, 45, Kildoran Road, Brixton, S.W.2, clerk. The first 
directors are to be appointed by the subscribers. Qualification (except first 
directors who require none): £1,000. Remuneration as fixed by the company. 
Solicitors: Linklater & Paines, 2, Bond Court, Walbrook, E. C. 


Standard Electric Sign Co., Ltd. (175,987) .— Private com- 
pany. Registered July 27th. Capital, £500 in #1 shares. Objects as in- 
dicated by the title. The subscribers (each with one share) are: E. A. F. 
Boys, 478, Archway Road, Highgate, N., clerk; Doris Wain, 65, Clyde Road, 
Alexandra Park, N., clerk. The first ‘directors are not named. Qualification, 
1 share. Solicitor: H. G. Thomas, 17, Streatham Place, Brixton, 5.W. 


Rose Bros. Electrical Co., Ltd. (175,986).—Private com- 
pany. Registered July 27th. Capital, £20,000 in £1 shares. To carry on 
the ‘business of manufacturers, importers, and exporters of and dealers in 
electrical batteries, lamps, and torches, hand, cycle, and other lamps, elec- 
érical instruments and novelties, &c. The permanent managing directors are: 
A. H. Rose (chairman), 25-27, Milton Street, E.C.2; T. A. Rose, 25-27, Milton 
Street, E.C.2. Register. d office: 25-27, Milton Street, E.C. 


London Emery Works (1921), Ltd. (175,949). —Ргіуаќе 
company. Registered July 26th. Capital, £100,000 in 4£1 shares. To take 
over the London Emery Works at Park, Tottenham, N., together with the 
building and other estate formerly belonging to the London Emery Works, 
Co., Ltd., and recently to R, Nuttall, and to carry on the business of manu- 
facturers of and dealers in emery, emery and glasscloths and papers, flint, 
garnet, carborundum, corundum, and other abrasives, founders, engineers, 
machinery manufacturers, &c. The first directors are: R. Nuttall, Meadow 
Bank, Shuttleworth (chairman and permanent director); N. Haslam, 8, Nelson 
Street, Bury. The Board of Trade authorises the acquisition of the under- 
taking of the London Emery Works Co., Ltd., the books and documents of 
which have been liable to inspection under the Trading with the Enemy Act. 
No qualification required for first directors. Qualification of subsequent direc- 
tors: 10,000 shares. Remuneration of R. Nuttall as chairman: £300 pee 
annum. Registered office: Park, Tottenham, N. 17. 


Hay Maryon Works (Stroud), Ltd. (175,943).—Private 
company. Registered July 26th. Capital, £1,000 in EI shares. To carry on 
the business of electrical, mechanical, mining, civil, agricultural, motor, 
and general engineers, general engineers’ sundriesmen, contractors, machinists, 
smiths, millwrights, electricians, brass, iron, steel, ahd other metal founders, 
manufacturers of and dealers in light castings, makers and repairers of 
springs for vehicles, carriage and chassis builders, &c. The Grst directors 
are: M. Hay, “ Pyrford Green House," Pyrford Green, near Woking, en- 
ineer; J. F. Maryon, 75, Park Road, Ilford, engineer (both directors of 
iay, Магуоп & Co., Ltd.). Qualification: £10. Registered office: Lightpill, 
Stroud. | 


British & European Trading Co., Ltd. (175,913).—Private 
company. Registered July 25th. Capital, £100 in 2s. shares. To carry on 
the business of manufacturers of and dealers in electrical and. other goods, 
appliances, articles, and novelties, general manufacturers, haulage and carting 
contractors, carriers and dealers in motor cars, lorries, or other vehicles, &c. 
The first directors are: А. A. Henley and D. W. Henley, both of Oak House, 
The Mount, Sydenham, S.E. Registered office: Copthall House, Copthall 
Avenue, Е.С. 2. | 


Semaphore, Ltd. (175,929).—Private company.  Regis- 
tered July 25th. Capital, £500 in EI shares (275 A and "B" To 
carry on the business of importers, exporters, and manufacturers of and 
wholesale and retail dealers in electrical apparatus of all kinds, electric 
batteries, machinery, motor vehicles, agricultural implements, tools, hardware, 
soft goods, and textile fabrics, boots and shoes, clothing, fancy goods, stationery, 
leather goods, furniture, china, glass, toys, grocery, confectionery, and pro- 
visions. &c. The subscribers (each with one share) are: J. Portwine, 14, 
Sydenham Hill, S.E. 26, motor engineer; W. Wadden, 44, Willington Road, 
Stockwell, S.W.9, typist. The first directors are: J. Portwine (chairman). 
E. E. G. Boite, W. H. Edridge, H. M. Harris, and J. Weller. Solicitor : 
J. Lee Smith, 49, Finsbury Pavement, E.C. 


W. J. Tough & Partners, Ltd. (175,871).—Private com- 
pany. Registered July 21st. Capital, £2,000 in 1,500 10 per cent. cumulative 
preference shares of £1 each and 2,000 founders’ shares of ls. each. To 
carry on the business of electrical, mechanical, and motor engineers, &c. The 
permanent directors are: J. Wright (chairman and managing director), 149, 
Brixton Hill, S.W.2; W. J. Tough, 29, Goulden Street, Battersea, S.W. 
Registered office: 32, Shaftesbury Avenue, W. I. 


Electric Locomotion & Foundry Co., Ltd. (175,895) .— 


Private company. Registered July 23rd. Capital. 26,000 in £1 shares. To 
take ower (1) the business of iron and brass founders and finishers, carried 
on by G. D. Gillender and T. Gillender at Glasshouse Lane, East Street. 
Gateshead, as the “© Northern Brass Foundry Co.,“ and (2) the business of 
electrical and mechanical engineers carried оп by R. L. Stanbrook and 
W. S. Mundle at Globe Chambers, The Side, Newcastle-on-Tyne, as Stan- 
brook & Mundle"' and“ Electric Locomotion Co." The first directors are: 
G. L. Collins, South Dene Tower, Gateshead, Durham; R. A. Bowron, 
Sheriff Mount South, Gateshead, Durham; R. L. Stanbrook. 34. Tal Street, 
Newcastle-on-Tyne; W. S. Mundle, 33, Monarch Terrace, Gateshead; С. D. 
Gillender. 38, Claremont Street, Gateshead; T. Gillender. 24. George Street, 
Pelaw, Durham (general managers and directors). Qualification: #500, Re- 
gistered office: Globe Chambers, The Side, Newcastle-on-Tyne. i 
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B. I. Statf Guild Stores, Ltd. (175,937).—Registered July 
96th. Capital, £1,000 in 5s. shares. To carry оп on a co-operative basis for 
the benefit oí the members and those entitled to the privileges of members 
‘the business of storekeepers in all its branches. No person shall be eligible 
to become a member unless he shall be at the time when any shares are 
acquired bv him employed on the permanent staff of British Insulated and 
Helsby Cables, Ltd., and over 21 years of age, or else a member of the 
management committee of the said company. The first directors are: J. 
Davidson, 10, Aspinal Street, Prescot; Е. А. Dabbs, 20, Beverley Road, 
Liverpool; W. Pirie, 132, Warrington Road, Prescot; F. S. Phillips, Step 
lands, Whiston Lane, Prescot; F. Smart, Auld House, Warrington Road, 
Prescot; E. Mather, 64, Beaconsfield Street, Prescot; D. W. Aldridge, Beech- 
wood, Warrington Road, Prescot; W. G. Pender, Mayfield, ld Lane, 
Eccleston, near Prescot; C. E. Croston, 4, Jubilee Avenue, Broad Green, 
Liverpool; B. Wood, Lea Hurst, James Lane, Prescot. Minimum cash 
subscription : 400 shares. Qualification: One share. Secretary : W. Leivesley. 
Registered office: Warrington Road, Prescot. 


„ Norwegian Radio Co., Ltd. ((1,981F).— Particulars filed 
July 12th. Capital, Kr. 1,000,000 in Kr. 1, shares. Incorporated in Norway 
on July Ist, 1919, to manufacture and deal in radio-stations afd apparatus. 
British address : 50, Grainger Street, Newcastle-on-Tyne, where A. E. Salvesen 
is authorised to accept service. Directors: Major C. H. Bruun (chairman), 
C. Wisbech, H. A. J. Krag, and K. Holmvang (manager), all of Christiania. 


OFFICIAL RETURNS ОР : ELECTRICAL 
| COMPANIES. 


C. F. Elwell, Ltd.—Mortgage debenture dated June 30th, 
1981, to secure £6,000, charged on company's property, present and future, 
including uncalled capital. Holders: Radio Communication Co., Ltd., 34-35, 
Noríolk Street, Strand, W.C. 


Central Electric Supply Co., Ltd.—Particulars of £500,000 
8 per cent. secured and guaranteed redeemable notes, authorised by resolution 
of March 29th, and covered by trust deed dated June 22nd, 1921; whole 
amount issued, charged on certain freehold land and buildings in Marylebone 
and company's undertaking and other assets, present and future (subject to 
£500,000 4 per cent. guaranteed debenture stock). Trustees: Merchants 
Trust, Ltd. (Registered July 23rd, pursuant to Order of Court.) 


Dudley, Stourbridge & District Electric Traction Co., Ltd. 
(14,763).—Keturn dated June 8th, 1921. Capital, £200,000 іп £5 shares (20,000 
ordinary and 20,000 Penne: All shares taken up. 200, 000 paid. Mort- 
gages and charges: ,900. 

Cuba Submarine Telegraph Co., Ltd. (4,710).—Return 
dated May llth, 1921. Capital, ‚000 їп £10 shares (16,000 ordinary and 
| ушы „ AM shares taken up. £220,000 paid. Mortgages and 
charges: Nil. 


Chesham Electric Light & Power Co., Ltd.—Particulars | 


of £35,000 debentures authorised July 22nd, 1921; whole amount issued; 
charged on the company's undertaking and property, present and future, 
including uncalled capital. 


Pernambuco Tramways & Power Co., Ltd.—Particulars 
of £500,000 debentures, authorised June 15th, and covered by trust deed dated 
July 15th, 1921; wholé amount issued; charged on the company's undertaking 
„and roperty, present and future, including uncalled capital and tramway, 
electric lighting and power and gas undertaking, and other real or immovable 
propery in razil. Trustees: Hon. A. P. Henderson and Capt. C. H. 

hreiber. 

Hall Brothers (Manchester), Ltd. — Issue on June 30th, 
1921, of £150 debentures, part of a series already registered. 


Thomas Belton & Sons, Ltd.—Third mortgage dated July 
18th, 1921, to secure £150,000, charged on company's undertaking and pro- 
perty, present and future, includiny uncalled capital. Holders: R. C. Hender- 
son and J. S. Gray, 39, Threadneedle Street, E.C. 


London-Platino- Brazilian Telegraph Co., Ltd. (12,093).— 


Return dated May 25th, 1921. Capital, 2 in £10 shares. 37,480 shares 
taken up. 4374, considered as paid. Mortgages and charges: Nil. 


Chelsea Electricity Supply Co., Ltd. (20,468).—Return 
dated March 30th, 1921 (filed May 10th). Capital, £400.000 in £5 shares 
(74,000 ordinary and 6,000 preference). 49,436 ordinary and 6,000 preference 
shares taken Гр; £218,850 paid. 258,330 considered as paid. Mortgages and 
charges: £94,675. | 


City of Oxford Motor Services, Ltd. (91,106) (formerly 
City of Oxford Electric Tramways, Ltd. Renamed February Lith, 1921).— 
Return dated March 21st, 1921. Capital, £150,000 in £1 shares. 63,000 shares 
taken up. £1,007 paid. £61,993 considered as paid. Mortgages and charges: 


General Electric Co.—A memorandum of satisfaction in 
full on July 21st, 1921, of first mortgage debenture stock issued by the 
General Electric Co., Ltd., and secured by trust deed dated November 30th, 
1900, securing £200,000, has been filed. There has also been registered a 
trust deed dated July 22nd, 1921, to secure 43.500.000 7 per cent. mortgage 
debenture stock, charged on Witton Works, cottages and buildings in Aston- 
juxta-Birmingham, the Peel Conner Telephone Works, and various other 
properties in Salford and Coventry; the Fraser & Chalmers Works, Erith, 
the Osram Works, Hammersmith, the Union Works, Wembley, Magnet 
House, Kingsway, and the company’s undertaking and property, present and 
future, including uncalled capital. The trustees for the debenture stock 
holders are the London City K Midland Executor & Trustee Co., Ltd., 5, 
Threadneedle Street, E. C. 

New Gutta Percha Co., Ltd. (74,517). Registered [ипе 
Rth, 1921. Capital, £125.000 in 50,000 preference shares of £1 and 138.250 
ordinary shares of 10s. Return dated June 8th, 1921; 14,100 preference and 
138,250 ordinary shares taken up; £30,475 paid on 11,350 preference and 
38.250 ordinary: £52,750 considered as paid on the remainder. Mortgages 


and charges: £25,000. 


— ge тиа — 


CITY NOTES. 


In our last issue (p. 191) we published a 

Fuller's United brief summary of the directors’ statement 
Electric Works, for the vear ended March 315%, showing a 
Ltd. loss of £129.408. We now have before us 

a copy of the report itself, and we are 

enabled to supplement the information already given Ьу ex- 
planatory comments included in the directors’ review of the 
vear's operations. It ia pointed out that the year under 
review was an anxious one for all industrial enterprises, and 


in common with many others, Fuller's experienced great diff- 
culties in their business. The loss of £129,408 includes £6,678 
loss on realisation of investments, also interest on short-term 
notes, £13,333, whilst in order to meet the great drop in 
prices the stock has been substantially written down. Until 
the autumn of last year large orders were being placed for 
the company's products, but in the latter part of August the 
motor trade suffered a severe set-back, which has since 
become more acute. The result was that contracts booked 
were not taken up and orders were cancelled, and the antici- 
pated business did not materialise. The same conditions were 
experienced in the colliery, rubber, and other industries on 
which the company was dependent for orders. In consequence 
the company, which had made large purchases in order to 
meet the anticipated trade, found itself with heavy stocks at 
& time when business bad seriously shrunk. Owing to this 
depression in trade, the overhead charges largely exceeded 
the contemplated ratio to the business effected, which, together 
with the depreciation in the value of stock, has adversely 
affected the year's trading. Important economies have been 
made to reduce the overhead charges to meet the present 
conditions of trade. 'The carbon factory felt the effect of 
unrestricted German competition, with the result that the 
directors decided to close this department temporarily pending 
the passing of the Key Industries Bill. Proposals were sub- 
mitted to the meeting, held on July 23th, for reducing the 
capital by writing down the ordinary shares to such а figure 
as will.almost cancel the loss shown in the. accounts. i 
will permit future profits to be distributed in paying dividends, 
instead of being applied to pay back the deficit shown in the 
accounts. The directors and their relations hold between them 
over two-thirds of the ordinary shares, and the loss, therefore, 
wil be largely borne by them. The company during the 
year found it necessury to obtain loans from the bankers, 
who now ask for security, and it was in order to enable this 
to be done that the directors asked the shareholders to sanction 
the creation and issue of debentures as mentioned last week. 
There are at present indications of returning trade, of which 
the directors have every confidence the company will obtain 
its share. 

In the balance sheet ''stock-in-trade stands at £171,777; 
goodwill '' as at April Ist, 1920 figures at £25,000, and pre- 
liminary expenses at £22,775. The issued and subscr 
capital is £401,493 in preference and ordinary shares, and 
£200,000 in short term notes, 7 per cent., income tax free. 
The loan from the National Bank of Scotland is 477.494. 
Sundry creditors and credit balances appear at £68,187, and 
on the assets side sundry debtors and debit balances are 
£84,488, less £2,500 reserve for bad and doubtful debts. 


The two special resolutions coming before the meeting were : 
(1) Sanctioning the issue of first mortgage debentures for 
securing an aggregate principal sum up to but not exceeding 
£150,000. Resolution (2) reads:— 

(2) That the capi.al of the company be reduced from £500,000 divided into 
250,000 ordinary shares of £1 each and 250,000 8 per cent. cumulative partici- 
pating preference shares of #1 each, of which 151,507 ordinary shares and 
250,000 preference have been issued and are fully paid up (less 14 of such 
preference shares which have been forfeited) to £378,794 8s., divided into 
98,493 ordinary shares of £1 each, 151,507 ordinary shares of 4s. each and 
250,000 cumulative participating preference shares of £1 each by writing off 
from each of -he 151,507 present issued ordinary shares the sum of 165. рег 
share, which has been lost or is unrepresented by available assets. 


The twenty-first ordinary meeting was 


The Marconi held on August 4th at the Connaught 


International Rooms. Mr. Godfrey C. Isaacs, the deputy 
Marine chairman, presiding. In proposing the 
Communication adoption of the report, after referring to 


Co., Ltd. the absence of the chairman, Senatore 
Marconi, who was away from London en- 
gaged in some very important research work, Mr. Isaacs said 
that in the balance sheet the first mortgage debentures stood 
at 468. 100, showing a reduction of £28,280 since the preceding 
year, due to favourable opportunities arising as а consequence 
of the depreciated value of the franc for purchasing the de- 
bentures on advantageous terms. The general reserve account 
and the reserve account for obsolescence of plant together 
represent the same figure as at the end of 1919. In the profit 
and loss account salaries showed an increase of some £4,500. 
general charges, difference in exchange and depreciation 
investments showed an increase of some £39,000, all of which, 
with the exception of about 42.000, was due to depreciation of 
Government securities and to the reduced value of foreign 
currencies. Expenses of ship telegraph stations had very 
materially increased, in part due to the greater number of 


stations in operation at the end of 1920, as compared to 1919, 


but the increase which had taken place in operator’s salaries 
was mainly responsible for the high figure of £588,693, which 
appeared under this heading ih the accounts. On the credit 
side the revenue had amounted to £933,567, as compared with 
£772,018 for 1919. It was, of course disappointing to see 8 
set-back in the profits, but they must not be despondent upon 
that account. They were going through a very bad period. 
which was being felt in practically every business. They had 
suffered perhaps far less than most. There had been а Very 
substantial increase in all working costs, material had risen 
considerably, wages of every description had been raised sub- 
stantially. whilst travelling expenses were more than double 
what they used to be. That which had affected them most, 
however, was the state of foreign currencies and the depre- 
ciation of Government securities; but those losses might 
for the most part only temporary, and he thought they coul 
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confidently look to their being far less extensive finally than 
the bate at which they had been calculated. That which 
was most material and upon which they could congratulate 
themselves, was that the business during the period showed 
further expansion. The number of ships' installations in- 
creased during 1920 by approximately 19 per сепё. and the 
revenue from ships’ telegrams showed even a greater appre- 
ciation. Those circumstances, together with the fact that the 
business this year continued to expand, had been mainly re- 
sponsible for their feeling Justified in recommending that part 
of the balance of profit of previous years shoyld be used to 
maintain the dividend for the last year. Until foreign cur- 
rencies became more normal the profit in sterling of their 
foreign business must, of course, continue to suffer, but they 
hoped they had seen the worst in that direction. When he 
last addressed them they were in the throes of a strike of 
wireless telegraph operators. He then explained that they 
were unable to make any change in the pay of their employés 
without the consent and approval of shipowners. On August 
26th last terms of settlement were arrived at which uve а 
very substantial increase of salaries. Subsequently by an 
award of the Industrial Court, dated July lst this year, some 
reduction in those rates was made consequent upon the re- 
duction affecting the wages of other seafarers. Since the last 
meeting shareholders would probably have heard of a serious 
attempt on the part of a new wireless company to compete 
with them bv offering to shipowners terms and conditions 
which were represented to more advantageous than those 
furnished by their company. That competition. fanned by 
the word monopoly," had met with some success in some 
directions. It had been explained to them that whilst ship- 
owners had been in every way satisfied with the service which 
the company had furnished, they had not been altogether loth 
to give some support to a competing company, believing that 
competition was a healthy thing. That that was true gener- 
ally could not be questioned, but personally he was very: 
strongly of opinion that a business such as theirs was likely 
to give infinitely better results if under one control. First 
of all there was the efficiency of the service, which amongst 
other things meant safety at sea "; efficiency was largely 
dependent upon discipline, ànd discipline was far better main- 
tained under one control. Then there was the question of 
cost. For a business of that nature to be carried out in a 
thorough manner, which the very ‘nature of it demanded, one 
required depots and responsible men in every important port 
throughout the world. Finally, there was the all-important 
question of research and invention, both very costly, but 
without them there would be no progress. That there should 
be some who did not altogether share their opinion was not 
unnatural, and they did not complain. They believed that 
their experience, their world-wide organisation, and the care 
which was given to the conduct of the business. would ensure 
their holding their own at all times. Therefore. upon merit 
alone they would confidently rely whenever they might be 
faced with competition which did not infringe their patents. 
They claimed that the competing company was infringing a 
number of their patents. and they had communicated with 
em accordingly, resulting in certain admissions being made 
and a request that they should grant them a licence. That 
would seem to be the equivalent. to saying to them: “ We 
could not take your business from you without using your 
patents: since vou have knowledge of what we are doing we 
must discontinue unless you will give us authority to go on.“ 
ne could scarcely believe that such a request was put forward 
with any seriousness. They were, of course, taking steps to 
secure the necessary injunction together with compensation 
for whatever damage they might have sustained. Very con- 
siderable improvement had been made in wireless installa- 
Попа which were being fitted on ships at sea since the war. 
ese Improvements would have been introduced during the 
жаг but for the fact that the company was required to turn 
out sets and install them upon ships as fast as was possible. 
The new designs, carrying the latest improvements, were now 
Ing installed. The range of a ship's station had been in- 
creased under normal conditions to between two and three 
thousand miles; and thus a ship crossing the Atlantic was 
now able to keep in direct communication with one or other 
| e two coasts during the: whole voyage. Wireless tele- 
Phony for use by ships had made considerable strides during 
е last vear. There could be no doubt that wireless telephony 
was destined to play an important part on ships at sea. There 
ue also been great Improvements in the wireless direction 
т since he last addressed them. Не had told them of the 
substantial increase Which had taken place in the pay of tele- 
rapa Operators. at increase was the onlv increase which 
M shipowners had to bear in connection with wireless tele- 
graphy. Notwithstanding the great increase in all costs. the 
MAE for the supply of their apparatus and the services 
n ey rendered in connection therewith had not been 
Bd. In that respect they were perhaps one of the rare 
dens in these. times. He could not think of anvthing 
conten ost of which had not considerably risen. Tt was in 
ahle ү of the volume of the business that they had been 
ae continue on the old terms. So long as thev were 
b maintain their nosition and increase the business year 
mi : 1t was the poliev of the board, in spite of monopoly. 
ship ME M Increase in the charge for the services on board 
. Which the company performed. 


Sir C. J. 8 i 
without на seconded the motion, which was adopted 


Belgium.—The Société d'Electricité & Hydraulique, the well- 
known Belgian electrical engineering concern, of Charle- 
roi, reports a net profit of 264,603 fr. for the financial year 
ending April 30th last. This is being devoted to wiping out 
the loss shown in the balance sheet for the preceding twelve 
months. and in writing down the value of the company's 
holding in the shares of the Sociét5 d' Eclairage Electrique de 
Saint Petersbourg to the extent of 169,524 fr. 

Shropshire, Worcestershire & Staffordshire Electric Power 
Co.—Including £740 brought forward, the accounts for 1920 
show an available balance of £33,255. There ig put to reserve 
sinking fund £4,572; the dividend on the 7 per cent. prefer- 
ence shares for the year requires £3,500; the dividend on the 
6 per cent. preference shares for the year, £9,000; £16,183 is 
carried forward. | 

W. T. Henley's Telegraph Works Co., Ltd.—The direc- 
tors have declared a dividend on the preference shares at the 
rate of 44 per cent. per annum, less income tax, for the half- 
year; also an interim dividend on the ordinary shares of 18. 
per share, less income tax. 

Vera Cruz Electric Light, Power & Traction Co.—A divi- 
dend of 5 per cent., less tax, is to be paid for the half-year, 
making 10 per cent. for the year; £15,000 is put to depreciation 
and reserve account; £21,981 is to be carried forward. 

Northampton Electric Light & Power Co., Ltd.—Interim 
dividend at 34 per cent. (8 2-5d. per share), less tax, on the 
B ordinary shares is announced. 


Stock Exchange Notices.—The undermentioned have been 
ordered to be officiallv quoted:— | 

Hadfields.—£1,000,000 7} per cent. 10-уеаг first mortgage 
debenture stock. 

Chatham & District Light Railways Co.— Dividend at the 
rate of 4 per cent. per annum, less tax, on the ordinary 
shares for the half-year. | 

Liverpool Overhead Railway Co.—The directors do not 
see their way to declare an interim dividend on the preference 
or ordinary shares. The end of ''control," the present state 
of trade, and the consequent serious loss of revenue. coupled 
with the enormous increase in working expenses, render it im- 
55 to forecast the financial results for the remainder of 

. the year. | 


`7 STOCKS AND SHARES. 


TUESDAY EVENING. _ 


Stock EXCHANGE markets are feeling the effects of the high 
tide of holidays, but in spite of general business being ag 
apathetic as, in August, it usually is, a variety of interesting 
developments serve to keep alive the financial interest of those 
who follow the electrical departments. The movements of 
prices in the markets for new issues are comforting to those 
who have embarked money upon the latest attractions. After 
the first rush of stags to sell their Shropshire, Worcestershire 
& Staffordshire Electric 71 per cent. dehenture stock, the price 
rose from & discount to a premium of 10s. With the guar- 
antee of the British Electric Traction behind the security, it 
does not look expensive even at 971, which is the present price 
of the fully-paid scrip. General Electric Co.'s 7 per cent. de- 
henture stock is 1 premium—as against 4 discount soon after 
it came out at 92$—and the 7} per cent. Extension debenture 
of the Metropolitan Electric Co., issued at 95. looks quite high 
enough at 74 premium. North Metropolitan Electric 7% per 
"s debenture, also offered at 95, commands в premium, of 


Those who subscribed to Fuller's United Electric Works 
short-term Notes will view with the reverse of pleasure the. 
disastrous report issued by the company. For the year ended 
March 31st last, a loss of no lesa than £129,400 is shown," the 
debit being reduced to £191,300 by £8.100 brought forward 
from last time. The directors Propose to write off 16s. per 
share on the issued 151.500 ordinary shares of £1 each, and to 
create first mortgage debentures up to £150.000. The sum of 
£14.000 had been set aside for excess profits duty, and this 
provision. ironical as it now appears, comes in usefully for 
writing-off experimental and development expenditure, part 
of the preliminarv expenses, and depreciation of plant and 
machinery. Another companv, of another class, which has 
passed its ordinary dividend is Vickers. The last time that 
nroprietors of the ordinary shares received a dividend was in 
May, 1920. No particular surprise is felt at the present an- 
nouncement. and the shares remain about lls., the tax-free 
preference stiffening to 138. 3d... | 

In the list of electricity supply shares, County ordinary are 
hetter at 8}. Charing Cross keen Rood at 44, but St. James’ & 
Pall Mall are back to 6, at which price the yield on the money 
is 10 per cent. _The various interim dividend announcements 
are up to anticipation. and the prophets begin to talk of the 
1920 dividends being fully maintained when the tale of the 
present twelvemonth is completed. The manufacturing list . 
exhibits a good tendency. Better prices are quoted for British 
Aluminium, Henleys. Siemens, Telegraph Constructions and 
General Electric preference. 

The Eastern gronn of cable stocks and shares is stiffening, 
from which it wonld appear that investment is*auietlv taking 
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as to imply that there was a good deal of support ready to pick 
up the stocks if the prices declined to tempting levels. Chili 
Telephones stand out again as a strong feature, and Great 
Northerns are a shade better, while Anglo-American preferred 
goes steadily ahead. 

August 16th is the date upon which the arrears of dividends 
are to be paid on the coupons of the Mexican Light & Power, 
the Mexican Electric and the Pachuca companies. On the 
bonds of the first two named, there are eleven coupons due, 
and ten on Pachuca Fives. It is peculiarly hard luck that all 
of these should be subject to income tax at 6s. in the pound, 
but this is the law. Bondholders do get consolation, however, 
in the fact that these coupons can be sold at a substantial 

remium in the Stock Exchange. Some of the proprietors 
ave been cashing the coupons at the Bank of Montreal, but 
a much better price is given by people who buy them for 
transhipment. 

Marconis have been going softly. people being afraid to 
speculate so closely to the time of a dividend declaration that 
might contain a surprise—in either direction. The Telephone 
debate in the House of Commons brought in a few inquiries 
for Automatic Telephone shares. The Postmaster-General 
gave the system a handsome advertisement, but said that the 
5 condition of national finances did not justify the very 

eavy capital expenditure that an extension of the automatic 
system would involve. The price of Automatic Telephones is 
about 108. 

No particular change has occurred in Home Railway Elec- 
tric stocks, but British Columbia issues are better, and 
Brazilian Tractions recovered to some extent. Anglo-Argentine 
Second preference have gone back to 91, the same price as the 
Firsts. Engineering shares are scarcely altered. The York- 
shire Electric Power Co. has done well in the past six months, 
having regard to the coal strike, its net profits of £28.300 being 
rather less than 22,000 down. Rubber shares are entirely 
neglected. 


SHARE LIST OF ELEOTRIOAL COMPANIES. 
Номи Exgocrnicrry COMPANIBS. 
Dividend Price 


— August 9, Yield. 
1919. 1930, 1921, Rise or fall. р 
1 19 a — 8 


Brompton „„ s 13 0 
Charing Cross Ordinary . e. 9 8 4 +1 9 8 
do. do. do. & Prei.. 44 4 — 14 
Chelsea. 0 ee ee ee ee 4 6 -— 9 4 
oN of London ee ee ee 18 14 12 + 12 10 8 
o. do. 6peroent.Pret.. 6 6 АЙ 7 1 
Oounty of London .. . 8 8 ed +} 9 10 
do. do. 6 per cent, Pref... 6 6 77 
K п Ordinary © A g 8 = 10 18 
London Electric oo ee ee 24 $4 1 — y 10 
do. do. 6peroent.Pret... 6 6 i — 10 18 
m den mt. Prei. A ü 11 = 216 

" per cent. e oo — 

St. James’ and Pall Mall .. „ 19 19 6 — 10 0 
Bouth London " ёе o 686 1 » — 10 18 
Bouth Metropolitan Pref... * 7 1 16/8 — 8 12 
Westminster Ordinary .. .. 0 10 6% — 9 6 

{ > TELEGRAPHS AND TELEPHONES., 

Anglo-Am. Tel, Pref, TIT 6 24} +4 124 
до. 000 ee ee lè 1è 17 T 8 16 6 
Chile Telephone ee ee өө 6 6 5 ч + 1 Б 18 6 
Соба Вор. Orx lll... 7 7 P ке 9 8 8 
Eastern Extension .. Ws „ 10 10 163 +3 6 2 0 
Eastern Tel. Ord, ee ee ee 10 10 1633 — 6 2 0 
do. do Pref. .. o 6 91 +4 610 0 
Great Northern Tel. o 0 9 M 93; * à 10 1 0 
Indo-European  .. .. . 10 10 BO — 868 
Marconi ee ° о ee өө 95 STIR 2 k * == 
Oriental Telephone Ord... .. 19 19 a — *5 16 8 
United В. Plate Tel. " з 8 8 6 — *6 13 4 
West India and Panama .. „„ Nil Nil 6/8 — Nil. 
Western Telegraph.. oe .. 10 10 164 — *6 1 3 
Номв Rans, 
Oentra! London Ord. Assented .. 4 4 «94 — 8 1 8 
Metropolitan .. oe sa «v. 1 1 26 — 4 512 6 
derground Electric Ordinary ; Nil Nil 2 4 Nil 
Underground Electric Ordinary .. . 2} +1 i 
do. do. “A” .. Nil Nil 57 — Nil 
do. do, Income .. 4 3 779 — 5 3 3 
Forren Trams, &0, 
Anglo-Arg. Trams, First Pref. .. 124 97 — 10 0 0 
y anda do. 9nd Pref, . Ni 54 27 — à 10 0 0 
Brasil Tractions  .. а .. Ni Nil 39 +2 Nil 
British Columbia Elec. Rly. Pfce. 6 5 t9 — 8 9 2 
do. do. Preferred 6 43 67 — 68 5 6 
do. do. Deferred 8 6 69 — *]0 1 6 
do. do. Deb. .. а 4 59 — 7 210 
Mexioo Trams брег cent. Bonds. N Nil 62 — Nil 
do. 6 per cent. Bonds.. Nil Nil 2 — Nil 
Mexican Light Common .. .. Nil Nil 9 — Nil 
do. Pref. ee ee Nil Nil 17 — Nil 
do. ' 1st Bonds .. .. Ni Nil 47 + Nil 
MANUFACTURING COMPANIES. 
Babcook & Wilcox .. РР .. 16 16 92 — 6 14 6 
British Aluminium Ord, .. . 10 10 ‚ 116 4 9d. 11 8 6 
British Insulated Ord. .. .. 16 15 14ха — 10 0 0 
Callenders  .. "n T . 15 16 ly ~~ 10 8 8 
50 64 Pref, oe oe ee 64 64 17 — 1 8 7 
Crompton Ord, , eo eo. ee 10 10 15/- — 18 6 8 
Edison-Swan . е se oe oe 10 -— 10/6 — = 
do. do. брег cent, Deb, .. 5 6 €8/- = 771 
Electric 5 “> is ч 18 tae — 13 ic - 
h Electr с oe ee ee — 

e le Й Pref. eo ее ее ib + e ‹ 0 
oen : Ord. oe ee ee 10 10 lxo — 210 0 0 
Henley ee ee ео oe 15 15 17. + i 10 5 0 

do. 4à Pref. ee oe ee 44 1$ Bi = 6 18 6 
Indis-Rubber "s EN .. 10 — li — — 
Met.-Vickerg Pref, .. de T 8 R à -— 8 16 10 
Biemens Ord. eo oe ee 10 10 1; — 8 1H 3 
Telegraph Оов, — .. . « 9» 90 N +} 8 16 1 


* Dividends paid free of Income Тат, 


ai OA 000009 љо озо! ere 


MARKET QUOTATIONS. 
IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
und they пау vary according to quantities und other circumstances. 


Tuesday, August 9th. 


—— — — 


— 


CHEMICALS, &o, roll оц 
а Acid, Oxalio .. sa is .. per lb. | 84d. 
а Ammoniac Bal „> we .. per ton £65 : 
а Ammonia, Muriate (large crystal) н £58 ; 
a Bisulphide of Carbon - ix к vs oe 
е Borax ee ee ee ee ee [1] £94 ee 
a Copper Sulphate  .. 23 i ў &81 
а Potash, Chlorate... н . per lb. 64. 
а „ Perchlorate ch s " 8d. 
а Shellac .. a vi " .. рег сиф. £15 10s. 
а Sulphur, Sublimed Flowers = ii £17 
a : Lump x 2 S aa £15 
а Boda, Chlorate ‘ Кя .. per lb. 4d. Т 
а „ Crystals " bs .. per ton £1 EN 
a Sodium Bichromate, casks .. рег lb. 7d. ë 
METALS, &c. 
p Babbitt's Metal Ingots... .. per ton £95 to £800 МЕ 
c Brass (rolled meta! 2" to 12’ basis) per lb. 104. jd. dec. 
с „ Tubes (solid drawn) vs - 1/14 to 1/13 . дес.“ 
c „ Wire, basis е T i 1134. ‚ deo. 
c Copper Tubes (solid drawn) 2: i 1/83 ‚ dec. 
с Е Bars (best selected) .. рег ton £105 тА 
с ii Sheet .. a ae кә n £105 6 
c ie Rod à $i a Е £105 А 
d „ (Electrolytic) Bars "ET i 4275 10s 5 
d «€ W Sheets EN á £145 Ya 
d ^ " Wire Rods.. 7 £91 10s. РЯ 
& LI] н Н.С. Wire. 0 per lb. 1144, ee, 
f Ebonite Rod .. ss va ee РА 8/6 T 
f „ Sheet.. ee ee ee 90 i 8/- ee 
a German Silver Wire ae re 5 2/9 V» 
* h Gutta-percha, fine. а i$ vé 18,7 8 
h Indis- rubber, Рага fine .. .. я 1/- 1d. ino, 
4 Iron Pig (Cleveland Warrants) .. per ton Nom. T 
I „ Wire, galv. No, 8, Р.О. qual. 8 #35 ө 
g Lead, English Pig £25 10/ inc. 
g Mero na bs va "n per bot. £10 15s. to £11 T 
e Mica (in original oases) small .. per lh 8d. to 3/- Id. to] / deo. 
e 70 90 [T] medium ee ?9 4/- to 8/- 1/- to $/- dec, 
e „ Р > large и 10/- to 20/- & up is 
p Phosphor Bronze, plain castings.. н 1/4 to 1/9 T 
Р н „ rolled bars and rods н 2/1 to 2/6 T 


p 99 И] rolled stri & ghee$ 90 2/2 to eo 
d Silicium Bronze Wire Ё da .. per lb. 11 T 


г Steel, Magnet, in bars " 1/8 os 
B £161 1 £8 to £4 ine. 


а Tin, Block (English) sis .. рег ton 

m , Wire, Nos. 1 to 18.  .. per lb. 3 . 

p White Anti-friction Metala . рег юп | 468 to £285 йн 
Quotations supplied by— 

a G. Boor & Co. s dimos & Sbakes ' 


h Edward Till & Co. 


с Thos, Bolton & Sons, Ltd. 
i Bolling & Lowe. 


d Frederick Smith & Оо, 
o F. Wiggins & Sons. 1 Richard Johnson & Nephew, Lid. 
f India-Rubber, Gutta-Percha and a P. Ormiston & Sons. 
Telegraph Works Co., Ltd. В ———————— 
r W, F. Dennis & Co, 


The Engineers’ Club (London).—The announcement that 
the Engineers' Club will open its doors on September lst 
comes after а prolonged period of silence, during which those 
who have applied for membership have doubtless wondered 
what had become of the scheme which was so enthusiastic- 
ally adopted at the general meeting on June 2nd. It should, 
however, be realised that an undertaking of this magnitude 
cannot be established on a sound basis in a few days or 
weeks; the original scheme, moreover, fell through, and the 
formulation of а new one was a difficult and delicate matter. 
We understand that the arrangements which have been suc- 
cessfully effected show a very marked improvement upon 
the former scheme, and that the delay of a couple of months 
has proved a fortunate circumstance. 

The premises, which will be opened next month, are 
situated at the corner of Coventry Street and Whitcomb 
Street, within а few minutes' walk of Charing Cross, 8D 
easily accessible by tube railway (Piccadilly, Leicester Square, 
and Trafalgar Square stations), ог by omnibus services pass- 
ing Piccadilly Circus. They were until recently occupied by 
the Road Club, and after renovation will be available for all 
club purposes in full going order. Ample accommodation 18 
provided, including some 76 bedrooms, and we have 00 
doubt that the Club will very quickly become the rendezvous 
of engineers in all branches of industry. While the qualifi- 
cations of applicants for membership will be strictly scruti- 
nised, in order to ensure that the Club shall be in fact 88 
well as in name an Engineers’ Club, the definition of an 
engineer is broadly interpreted, including architects, chemica 
engineers, and metallurgists, in addition to the civil, mecha- 
nical, electrical, gas, hydraulic. and other well recogni" 
professions. Mr. E. Manville, M.P., is the president, 20 
Mr. E. L. Hill (39, St. James’s Street, S.W. 1) Шилу 
secretary, to whose indefatigable and enthusiastic efforts wi 
success of the scheme is mainly due. We understand t > 
after September 30th an entrance fee will be imposed 5 E 
all new applicants for membership. The subscription 1 
town members is ten guineas, for country members -. 
guineas, and for oversea members (who will not be reqwt 


to pay an entrance fee) two guineas. 


Ы 
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THE INCORPORATED. MUNICIPAL ELECTRICAL ASSOCIATION. 
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ANNUAL MEETING. 


(Concluded from page 198.) 


The New President. 


Ат the annual general] meeting on July 22nd, Mr. S. T. 
Allen was unanimously elected president of the Asso- 
ciation for the year 1921-2. Mr. Allen has been vice- 
president during the past year, during which he has 
been actively engaged in the interests of the Association, 
on its own Council and committees, and as its’ represen- 
tative on other bodies, and his well-known force of 
eharacter, combined with his personal popularity, en- 
sures that his year of office will prove fruitful of results, 
of advantage to the Association and the electricity 
supply industry in general. Before he attained to his 
present position as chief engineer and general manager 
of the electricity de- 
partment of the 
County Borough of 
Wolverhampton, Mr. 
Allen had gained а 
wide and varied ex- 
perience in electrical 
engineering. His 
general education was 
acquired at Plymouth 
and Mannamead Col- 
lege, and his technical 
training at Cardiff 

University College. 

Afterwards he served 

a term of pupilage 

with Messrs. S. F. 

Walker & Co., at the 
Cardiff Electrical En- 

gineering Works, 
where he remained for 

a time as draughts- 

man, before assuming 

a post of responsi- 

bility as electrical en- 

gineer in Cardiff and 

the adjoining district 

to Messrs. Gilbert & 

Co., of London, tak- 

ing charge of all their 

electrical work in that 

quarter. Mr. Allen’s 

next appointment was 

that of electrical engi- 

neer to the Ebbw Vale 

Stel, Iron and Coal 

Co., in which capacity 

he was engaged on the 

design and erection of tire 
electrical plant. He Phot» by) 
now turned his atten- 


Api 4 $ » — 


tion to public electri- 


city supply, making his debut in that profession as 
senior charge engineer at the Plymouth Corporation 
Electricity Works, which led to his attaining the posi- 
tion of chief assistant borough electrical engineer in the 
same town and holding it for seven years. His first 
appointment as chief was that of city electrical 
engineer at Carlisle in 1908, which he held for five 
years, after which he was appointed to his present 
position. 

In our issue of July 30th last year we published an 
account of the important extensions of plant which were 
carried out at Wolverhampton by Mr. Allen, in great 
part during the war, to meet the urgent demands for 
power in the town. Not only was the plant completely 
modernised and trebled in capacity—the engine room 
and boiler house were reorganised and practically re- 
built, and that without interrupting the supply. The 


SypNEY T. ALLEN. 


cost of the extensions was only £16 a kilowatt, and the 
new plant effected a remarkable economy of fuel. At 
the same time, the undertaking itself was radically re- 
organised. 

In addition to his normal duties, Mr. Allen took an 
active part in developing the local industries; as chair- 
man of the District Joint Industrial Council for Electri- 
city Supply, he established cordial relations between the 
employers and employés, and presiding over the Elec- 
trical Engineers! Committee which prepared tbe joint 
scheme for electricity supply for the North-West Mid- 
lands District, he was largely responsible for the pro- 
posals embodied therein (this scheme has just been pub- 

lished,; and 1s ab- 
stracted elsewhere in 
this issue). 

A Member of the In- 
stitution of Electrical 
Engineers, Mr. Allen 
is а past chairman of 
the South Midland 
Centre; he is also a 
member of the Council 
and of the Executive 
Committee of the 
British Electrical De- 
velopment Association, 
and a member of the 
British Engineering 


Standards Associa- 
tion. 

It will be seen, 
therefore, that the new 
President of the 
I. M. E. A. has not 


spared himself in the 
past in promoting the 
interests of the indus- 
try with which he is 
identified; and the ex- 
per ience and energy 
which he brings to his 
new appointment 
afford a guarantee 
that his year of office 
wil be a successful 
one, and that the 
choice of the Associa- 
tion will be amply 
justified. 

Mr. Allen, at the 
annual general .meet- 
ing, expressed a hope 
that he would be able 
to entertain the Asso- 
ciation at Wolverhampton next vear ; we trust that Fate 
will be kinder to him than. unfortunately, it has been to 
his predecessor, Major Richardson, and that by that 
time industry will have regained its customary activity 
.—if so, we have no doubt that the Convention of 1922 
will bear favourable comparison with any of its fore- 


runners. 


[ Whitlock, 


Commercial Problems in Electricity Supply. 
By E. Cross, A.M.I.Mecn.E., А.МІЕ.Е. (Abstract.) 


Іх our anxiety to attain the highest possible efficiency in the 
generation of power we must not lose sight of the principal 
object, which is to afford such supply at the lowest possible 
rates consistent with reliability. It is not necessarily advis- 
able to seek to generate the maximum quantity of power per 
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given quantity of coal. If the reliability of the supply is 
prejudiced in straining to obtain the last degree of efficiency, 
it will prove infinitely more costly to the supply department 
and to the consumer in the end. 

Jhe additional capital expenditure which can be justified 
to iwi a saving in coal consumption is given by the for- 
mula :— 


head on the cooling water system is then comparatively high, 
thus reducing the economical vacuum, which js still further 
reduced due to the additional capital expenditure involved 
by the erection of coolers. 

In considering the economical distance from the load at 
which plant can be erected for an abundant supply ot cold 
water, the author shows that the cost of transmission per unit 
proves to be the least with 11,000 volts for a distance of about 


СИРТ" | І 
R ( + ) ) 
100 


Where Е= Additional expenditure warranted per pound of coal 
per unit saved. 


4 miles at 50 per cent. load factor to about 8 miles at 10 per 
cent. load factor, but beyond these points 33,000 volts 18 the 
best commercial proposition. If energy had to be delivered at 
6,000 volts, cables for this pressure would be clieaper than 
for 11,000 volts for the first mile or two, as a step-down trans- 
former would have to be debited to the 11,000-volt trans- 
mission. | 

If overhead lines had been assumed instead of underground 
cables, it is doubtful whether there would be any great 
improvement. Overhead lines are cheaper to install but more 
costly to maintain, and as the impedance is considerable owing 
to the reactance voltage, the economic loading of an overhead 
line is less than tor an underground cable. As the voltage 
drop is higher it has a bad eflect on the regulation, and in 
order to keep this in the neighbourhood of that for under- 
ground cables the line voltage must be increased to reduce 
the percentage drop, the actual drop being practically con- 
stant. 

The conclusion arrived at from the foregoing reasoning is 
that with the more recent practice of cutting down the losses 
in the latent heat as a percentage, by adopting high steam 
conditions, the gain due to high vacuum is relatively of less 
importance than when lower steam conditions were the order 
of the day. Therefore, the actual saving in improvement of 
vacuum is not so great as to warrant the cost of annual 
capital charges, maintenance, and losses on long transmission 
lines. The difference in efficiency of, sav, a 100,000 and a 
200.000-E W station is small, working under like conditions, 
and if the load from the latter has to be distributed over a 
large area it might prove to be more economical to erect 
two 100,000-k W stations in suitable positions instead. 

Never was it more necessary to take the long view ” before 
embarking upon schemes of great magnitude. 

Buying at the present high prices and borrowing at such 
high rates of interest will for the time being have a вегіоиз 
effect on the annual capital cost per unit delivered to the 
consumer. The industry cannot stand still, but extensions 
should only be made to meet the demands as they arise and 
not to forestall the requirements for long periods in advance. 
We must not overlook the effect in the future of carrying out 
а large scheme under present financial disabilities in order 
to obtain 20 per cent. efficiency if, in the near future, Dr. 
Ferranti's prophecy at Ilkley last year is realised, and capital 
costs have fallen to figures approaching pre-war prices. 

In busv industrial districts capital stations of 100,000 to 
150,000 kW capacity will be found advisable, and present-day 
experience does not indicate that any commercial advantage 
could be obtained in housing a greater capacity of plant 
under one roof. The capacity of the roads for laying under- 
ground cables is also limited. Many small stations have been 
erected at pre-war cost, and as much of the capital debt has 


с= Cost of coal in bunkers in shillings per ton. 
L= Maximum load in kilowatts. 

J= Percentage average load factor over one year. 
k= Rate of interest. 

ъ= Number of years of active life. 


How much capital expenditure is warranted to gain 0.3 Ib. 
of coal per unit at 30s. per ton with a load of 10,000 kW at 
a load factor of 35 per cent. assuming un active life of 15 years 
and interest 6 per cent.? 


к=30 х 10,000 x35 X0.019+0.3 = £59,850. 


- Dealing with the turbine room, if the heat in one pound of 

steam is made up of Ht+c where Hf 1s that portion which 
can be converted into work and c that quantity (assumed 
constant) which 18 abstracted by the cooling water, it follows 
that the eflicienty Ht/(Ht+c) is higher the greater the value 
of Hf, and high steam conditions and reheating at interme- 
diate stages, which are inethods of increasing the value of 
Ht, will make for improved etficieney ; Ht is also increased 
by improving the vacuum which also tends to improve the 
overall efficiency within limits. 

The author presents in the original paper a series of dia- 
grams to show the effect of varying certain factors (t.e., gain 
in steam and coal consumptions by increasing the vacuum 
and tbe latter’s commercial effect on cost; Variation in cost 
for different cooling-water conditions; relative losses in trans- 
mission lines; economical distance from load at which plant 
can be erected for an abundant supply of water; approximate 
correction factor for coal consumption with fuels of different 
calorific value; &c.) which need careful study. 

He shows that with a given temperature of cooling water, 
an increase in the vacuum requires a larger quantity of cooling 
water, and more power for driving the circulating and air 
pumps due to an increase in the ratio of compression. Both 
items become appreciable if the vacuum be improved to any 
appreciable extent, and regarding the true percentage saving 
in coal by increasing the vacuum, a point is soon reached 
when any further improvement in vacuum means an actual 
loss in coal. 

If bleeding is used, the quantity of cooling. water required 
will be less, but heating the feed water by passing out steam 
from one or more intermediate stages of the main turbine 
would reduce the saving due to increased vacuum in the same 
way as in the case of increased steam conditions, as less steam 
is condensed and t / (Ht c) is greater the less the value of c. been repaid their continued existence would be justified in 
Steam auxiliaries are very efficient provided the heat in the some instances both for stand-by purposes and for dealing 
exhaust steam can be made full use of (otherwise they are with “ peaks.” | 
wasteful); the only loss. ignoring radiation, &c.. is due An important saving in capital cost can be made by retain- 
to the boiler plant, but as there is such a loss in the boiler ing for a time the plant in the smaller stations as spares. 
house, 4t follows that the less steam generated the more In a capital station in some cases it has been deemed 
eflicient is the station plant. Before installing auxiliary steam necessary to allow up to 50 per cent. spare on the working 
plant the efficiency. of which depends entirely on the efficient capacity of the plant; provided the sum total of the capacity 
use of the exhaust, due regard must be given to whether or of the smaller stations amounted to at least a single large 
not it can be efficiently used at all loads. unit there would not be the necessity for providing more than 

The most efficient мау of utilising exhaust steam for feed one large spare plant at the capital station. Even if we were 
heating is to pass it out from the main turbine, as a greater starting de novo in the erection of capital stations in suitable 
amount of work has been obtained from each pound of steam positions it would be advisable to provide stand-hy stations 
so used than if it had passed through а small turbine or steam а" suitable strategic points to deal with emergencies. Мапу 
ejector: in fact electrical auxiliaries, including electrically advantages would be derived from the use of oil as fuel at 
driven feed pumps, show a saving over steam auxiliaries when the stand-by stations instead of coal, even at а higher cost. 
the feed water is heated bv bleeding the main turbine. In conclusion, the author asks: Why should not the ordi- 
Although it is stated that steam feed pumps are less efficient nary factory operate during more than one shift, as is the 
than those driven electrically under the conditions stated above. ‘ase in the heavy steel trades, collieries, and power stations? 
their use іх recommended on the score of reliabihty. If elec- Such a rearrangement would accelerate production and very 
tricully-riven pumps are used for the sake of the last degree materially decrease cost. ! | 
of economy, then stand-by steam pumps should always be Tn some instances it has heen found commercially feasible 
ready for immediate service, but it is doubtful whether the to install rotary-converter sub-xstations at the centres of 
extra capital cost (with spares) of the dual system could be gravity of important blocks of local load, but even in these 
justified. Having decided to install steam-driven feed. pumps caves the combined capital and. running costs take а serious 
for regular use, the exhaust steam from which is utilised to toll of the receipts. The* perfecting of a reliable automatic 
hert the feed water, the possibility of utilising, efficiently, apparatus would lead to its adoption where rotary sub-stations 
exhaust steam from other auxiliaries 18 more remote, and in have already been installed. but where И Is found necessary 
апу сасе bleeding the main turbine is more efficient. t» extend a mere satisfactory solution of the problem wou! : 

Dealing next with the effect that the capital cost of the seem to be forthcoming in the shape of the mercury are 
plant has on the most economical vacuum, the author demon- rectifier, | 
strates that it does not рау to install plant to work with a Are we satisfied that we shall alwavs obtain energy for the 
very high vacuum unless the load factor is god, due to the purpose of the generation “ut ТӨШЕП hy the medium 0 
fact thet a hich-vacuum turbine is more expensive than a steam? The advent of the gas turbine would necessitate 4 
low-vacuum turbine, while the cost of condensing plant and revision of future schemes. and it would be unwise to assume 
auxiliaries for the same temperature of water is also greatly that such an eventuality is so remnte as to be unworthy o 
Increased, | x some attention. Moreover, it is claimed that the mercury- 

It is not a good commercial proposition to strain at the steam combination with 35 Ib. pressure in the mercury vapour 
last 1/10 in. of vacuum even if an abundant supply of cold boiler will give about 52 per cent more output per Ib. of fuel 
circulating water is available, and this contention is more than a steam turbine generating plant using 200 lb. per 
pronounced where artificial cooling is necessary, as the external sq. in. gauge steam pressure jai | 
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DISCUSSION. 


Mr. C. M. Suaw (Worcester), referring to a diagram, said 


that some vears ago he made similar calculations, апа 
arrived at an economical distance of 23 miles, with cooling 
water at 50 deg. F., not 44 miles as given by Mr. Cross. 
They were talking about big generating stations nowadays 
using dirty water for condensing, which led to. a falling 
vacuum; with cooling towers the tubes kept clean, and the 
vacuum was maintained. With regard to a case discussed in 
the paper, in which the effect of using the short available 
supply of water at 65 deg. F. and supplementing it with 
water from cooling towers at 75 deg. was shown, he pointed 
out that if the towers were designed for 75 deg. at full load, 
the average temperature would be much lower. Alternative 
"B" (running with half the amount of water that was 
desirable) would result in a very unsatisfactory vacuum. 
Mr. S. E. FEppEN (Sheffield) congratulated the author on 
the excellence of his paper, and on having installed the 


largest generating set in this country. Referring to the con- 


sideration that was being given to the use of high pressures 
nowadays, to effect а very small gain in economy, he said 
they must conaider the whole of the plant, and be very 
eareful before embarking on the use of high-pressures in 
respect of the increased capital cost, maintenance, and repairs. 
He questioned whether much benefit would be gained in 
that direction. With regard to the auxiliaries, he had found 
the advantage of having a proportion driven by steam, to 


prevent a complete shut-down. Most of his pumps were 


electrically driven, but a steam pump kept running in re- 
serve was well worth having. Old plant should be retained 
for peak loads, even if it were ineflicient, in view of the high 
prices now obtaining. The author had referred to the re- 
heating of steam at convenient stages; the consensus of 
opinion was to the effect that nothing was to be gained by 
reheating—the small saving was swallowed ио by the large 
capital cost. The use of steam abstracted from the steam 
turbine for heating feed-water was also mentioned; he had 
never been able to understand how, if heat were allowed 
to escape with the flue gases at the steam generator itself, 
the loss could be made good at a later stage. He had used 
air heaters, but had found it diflicult to utilise the heated 
ai While the author assumed a life of 20 years for the 
station plant, he had found it profitable to scrap turbines at 
15 years, bringing down the steam consumption from 16 to 
12 lb. per kWh, without altering the condenser. Twelve 
years was taken by the author as the life of the cooling 
towers, but the speaker had some 20 years old, which showed 
no sign of decay. The Local Government Board allowed only 
five years’ life. With regard to the proposal to run with a 
reduced vacuum, this meant using more steam, more boilers, 
and more coal. He believed in generating at 11,000 volts 
without step-up transformers; the generators gave no trouble. 
He also transformed direct from 11,000 volts to 200 or 250 
volts in one step. With a normal load factor, the traditional 
allowance of 1,000 volts ver mile of transmission line was, 
fairly near the mark. If they bud sufficient boilers, there 
was no need to use high-class coal. He did not care to con- 
centrate more than 100,000 or 120,000 kW at one snot, owing 
to the immense quantities of coal, ash, and water to be 
handled, and the difticulty of getting the energy away from 
the station. He thought that 15,000-kW sets were large 
enough, and actually less costly in operation than bigger 
ones. The efficiency of a 10,000-kW set was practically as 
good as that of the big sets, and the cost was not much 
greater. The small sets, also, were more easily put on load. 
Large gas-engine stations would require enormous quanti- 
ties of cooling water. At Neasden, where cooling towers had 
to be used with water from wells, the costs were excellent; 
at Stonebridge Park, under similar conditions, the plant could 
be extended to 100,000 kW. He held that the generating 
plant should be kept near the load; 13 years ago he recom- 
mended this course, and all later experience confirmed this. 

Ald. Wixter (Rotherham) claimed that Mr. Cross was the 
best electricity engineer in the world! As chairman of the 
Electricity Committee, he always did what the engineer ad- 
vised him to do—that was the sort of chairman such under- 
takings should have. (Applause.) 

Mr. C. W. CnuagLEswogTH. (Wolverhampton) dealt with 
the capital expenditure that was justified in order to effect 
economy of fuel, and pointed out that the particular method 
of repayinent. of loans that was adopted must be taken into 
account. There were four systems, and Mr. Cross's formula 
only related to one of them: the example he gave agreed 
with the." terminable annuity ” system, but another method 
Would result in a deficit of £500. Buving and borrowing at 
the present high rates would atfect the annual costs not only 
for the time being. as the author stated, but throughout the 
Whole future of the undertaking. The position was reflected 
in the recent prospectus of the Shropshire, Worcestershire and 
Staffordshire Electric Supply Co., which was raising capital 
at i$ per cent. over а period of ten years. 

À long communication from Mr. A. С. Pain related to the 
utilisation of exhaust steam and the recovery of waste heat 
from coke ovens, kc. 

Мг. W. M. Servey said that electrical engineers were not 
always good at propaganda—they let the business come to 
them. In this connection, the Coal Conservation reporta 
Were an excellent form of propaganda; they showed that 


electricity was now the motive power. A great demand. for 
power was being experienced which -had been held back for 
a few years by the-financial stringency, Mr. Cross had made 
it elear-that the advocacy. ef the super-station. was somewhat 
overdone; caleulations made with the data available to-day 
showed that they must move -with very great caution in 
putting. a large station-.at-.a considerable distance from its 
load. Mr. Fedden. and he. had concluded that a station 
of 100,000 kW with a -toal load factor. of 50. per cent. 
might be put ten miles from the load, where Mr. Cross 
arrived at 44 miles. He was glad that they were returning 
from. wide and hasty generalisations to the detailed study of 
concrete cases, and he eongratulated the Association on secur- 
ing this very excellent paper. With regard to the economy 
due to а high vacuum, he drew attention to the Callendar 
theory of super-cooling, and said it was not purely.a question 
of moisture content. He advocated the installation of steam- 
driven pumps as а stand-by. to electric pumps, and said that 
45 ft. was sufficient head for cooling towers. If the gas tur- 
bine were to be a success, they would have to have a new 
cycle; the efficiency of the present cycle was less than. that 
of steam. : 

Mr. W. Н. ParcugrLL pointed out that the size of the 
station affected the choice of size of generating set; he had 
seen plans for power stations in the United States to contain 
six or seven 30.000-kW sets, which were not too big for such 
stations. In the Detroit district feeder networks were in 
use at 40,000 and 90,000 volts, overhead. For low pressures 
he certainly would use underground cables, but for high- 
pressures overhead mains were far away the best. In Wales 
he had put down both overhead and underground mains for 
6,000 volts, and preferred the latter. Mr. W. T. Kerr and 
Mr. Napier Prentice had done splendid pioneering work with 
everhead mains, for which wide facilities should be given. 
In the case of gas engines, the cooling water was a very 
serious question; it must not be allowed to deposit scale in 
the gas-engine jackets, hence much more water was needed 
than might be supposed. There was a great deal of useful 
information in the paper. | 

The President, Major RicuRDsON, referred to the Knap- 
sack station in the Rhine Valley, of 195,000 kW, which had 
been put up near the lignite beds, though this necessitated 
the use of cooling towers, in preference to a site near ample 
water supplies, 10 km. farther away. 

Mr. Cross, replying on the discussion, said that prices 
were quite different now to what they were a few years ago. 
If only half the normal quantity of water were available, he 
was convinced that it was quite good practice to use a large 
condeiser, or mix part of the outgoing water with the in- 
coming water and get an average result. Не believed in 
feed-water heating, and would give data when the tests were 
completed. Depreciation was not alone to be considered— 
obsolescence came in; the old plant at Rotherham was in 
good condition, but obsolete for its purpose, owing to its 
lower efficiency. Cooling towers which were kept constantly 
on load, and always moist, would last a long time. He 
thought it was better to run on а reduced vacuum for a 
month or two than to put up costly cooling towers. At 
Rotherham he had adopted big sets right away, to avoid the 
usual steps and stairs"; a single one of his consumers 
took half the output of a 30,000-kW set. The generating 
plant cost £14 а kilowatt, and the whole installation, includ- 
ing the buildings, £32 per kW. The gas turbine was a 
symbol of what might happen; in view of the possibilities, 
they had better not lay long mains. It would be a serious 
matter if private consumers got another means of motive 
power. In South Yorkshire it was not feasible to run over- 
head mains on a large scale. 


Annual General Meeting. 


Tue twenty-sixth annual report of the Council was submitted 
and adopted at the annual general meeting which was held 
on July 22nd, when Mr. S. T. ALLEN (Wolverhampton) was 
elected president апа Mr. А. S. Blackman (Sunderland) vice- 
president. Mr. Allen said he hoped to entertain the Associa- 
tion next year at Wolverhampton. The hon. secretary (Mr. 
A. C. Cranib, Croydon), the hon. solicitor (Mr. P. M. Heath, 
Manchester), and the hon. treasurer (Mr. Н. Faraday Proctor, 
Bristol) were all re-elected, and the ballot showed the additions 
to the Council to be as follows: Engineers of large towns: 
Messrs. S. E. Fedden (Sheffield). P. P. Wheelwright (Black- 
burn) and G. Tough (Coventry). Engineer of small town: 
Mr. R. W. L. Phillips. Cominittee representatives: Council- 
lors E. C. Ransom (Ipswich) and E. P. Dymond (Hereford). 

Owing to the issue of a monthly report, with the primary 
object of keeping members in closer touch with the Council, 
the report for 1920-2] was less voluminous than in previous 
years; it showed that five members resigned and the member- 
ship of three lapsed, but eight new members were elected, 
the balance for the vear therefore remained unchanged. The 
membership now includes the committees and chief engineers 
of AM undertakings, and there are, in addition, 15 associates. 
There are eight standing committees (some information con- 
cerning each of which 1s given in the report) among which the 


bulk of the Association's work is divided. The accounts show 


a satisfactory balance of £372 for the year. 
During the discussion on the report Mr. S. E. Feppen (Shef- 
field) objected to the B.E.A.M.A. and I. M. E. A. Joint Com- 
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3———ñÄkỗ HMM MMC —.—.......—..—..ñß5,v — .;. ——......—.—. UMEN IM ET EE I I TET RTI TUMOR CU 


mittee’s proposal to discontinue the price contract adjustment 


clause and to substitute for it the fixed date and penalty 
clause (Clause 31 of the I.E.E. conditions) now that prices 
were falling, because when they were on the increase manu- 
facturers had refused to eupply at a fixed price. 

Mr. F. W. Purse (West Ham). while supporting the pre- 
vious speaker, explained that the manufacturers' contention 
was that, as the material had to be purchased when the order 
was given, there was little probability of a reduction being 
made, even if the prices fell between the dates of placing the 
contract and delivery. The manufacturers refused to con- 
sider the suggestion that the purchaser should inspect the 
books in the price edjustment clause case; however, that 
clause was still in force, as the matter had not yet been 
settled. 

The Secretary (Mr. A. C. Cramb, Croydon) said that the 
I.M.E.A. desired a penalty clause so as to be able to influence 
manufacturers regarding delivery. 

The Presipent (Major Н. Richardson, Dundee) was firmly 
in favour of а fixed contract. 

Mr. N. SrANILAND (Hornsey) was of the opinion that so long 
as а combination of manufacturers existed, they would be at 
a disadvantage whether they had a fixed price or sliding 
scale; sooner or later the I.M.E.A. would have to fight the 
B.E.A.M.A. He had been told that the manufacturer could 
make a profit by selling a certain article at a third of its 


price, but the B.E.A.M.A. forbade its members to supply at 
that price. 

Mr. S. T. ALLEN (Wolverhampton), in answer to Mr. J. K. 
Brydges (Eastbourne), announced that no arrangement had 
yet been come to with the G.P.O. with regard to marking its 
conduit. The G.P.O. contended that it would be difficult to 
do so because the conduit used by electricity undertakings 
was initially made for, but rejected by, the G.P.O. 

Mr. J. К. BRYDGES (Eastbourne) also complained about the 
attitude of the British manufacturer of heating and cooking 
apparatus with regard to the cost of replacement and time 
taken to make repairs, to the annoyance of users. The Secre- 
tary asked for information on this subject which he promised 
to forward to the E.D.A. to be dealt with. 

Мг. Н. К. Burnetr (Barrow) moved a resolution, which 
was carried, requesting the Council to consider the desirability 
of arranging for the expenses incurred by members of the 
Council in attending Council meetings to defrayed by the 
whole of the undertakings in the Association. 

Councillor Нім, (Willesden) moved a vote of condolence 
(which was passed) with the relatives of the late Ald. Vaughan, 
of Maidstone, and with the Maidstone Electricity Committee, 
and the meeting concluded with the chairman’s announcement 
that the Association’s premium had been awarded to Messrs. 
С. W. Charlesworth (Wolverhampton) and W. M. Miles (Shef. 
field! for the papers they had read during the meeting. 
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(Continued from page 195.) 


Steam versus Electric Winding. 
By W. C. Mountarn. (Abstract.) 


If the collieries are so isolated that a supply of electricity 
cannot be obtained from a public power station, and the 
collieries are of large capacity, such as those in Yorkshire. 
Nottinghamshire, South Wales, and to some extent in Lanca- 
shire, the most economical method to adopt is to insta!] steam 
winding engines and to utilise the exhaust steam in mixed- 
pressure turbo-generators. 

If the collieries are of moderate size, or are sinall, and there 
are several of them under one or more ownerships, it is 
probable that electric winding can be economically adopted. 
particularly if power can be obtained from a power company 
at a reasonable cost, but even under these circumstances the 
type of winder to be adopted must be carefully considered, 
because unless the power company has a large capacity it 
may be necessary to adopt electric winders with ligner 
balancers, as small direct-driven or geared winders, with three- 
phase motors with rheostatic control, may throw a peak load 
on the power station which will cause serious trouble. 

There are also collieries where blast-furnace or coke-oven 
gas could be used either in gas engines or under boilers, and 
there is no doubt that in simplicity and first cost the use of 
steam turbines, with water-tube boilers using gas as fuel and 
properly arranged for superheaters, has advantages, and that 
в very high degree of economy can be obtained. 

On the other hand, circumstances may make it possible to 
utilise the gas direct in gas engines, but it all comes to a 
question of cost and efficiency in running, also freedom from 
stoppages due to breakdowns or repairs that may be necessary 
in daily working. 

In heavy winding in collieries in Derbyshire, which may 
be taken as tvnical of the heavy duty in this country, the 
exhaust steam from {һе winding engines is used in mixed-pres- 
sure turbo-cenerators and in 1918 the costs per unit delivered 
to the busbars in the power station were as follows :— 


Labour I per cent. in 
steam interest and depre- Total 
and stores. ciation on capita'. cost. 


Per kW Per kW Per kW 
1 


d. d. d. 
_ "Exhaust steam only 0.0189 0.06 0.0789 
Mixed pressure steam . 040902 0.06 0.502 
High pressure steam . 0,227 0.06 0.987 


In the case of the high-pressure steam the coal to the boilers 
was taken at 7s. per ton. 

Up-to-date modern steam winders are economica] as regards 
the consumption of steam per shaft h.p.. and it must be 
remembered that in utilising exhaust steam turbines a kilo- 
watt can be obtained for about 35 lb. of exhaust steam at 
16 lb. pressure absolute delivered from the winding engines 
into the turbines. | 

Electric winding has made very substantial progress and 
a great deal of heavv work of this description has been done 
in South Africa. The winders are fitted with semi-conical 
or parallel drums in accordance with the requirements, and 
the motors are rated to give from 1,450 to 1,600 h.p. normally, 
but are capable of carrving а peak load of from 3.000 to 
4.000 h.p. Electric winding bas also been successfullv ap- 
plied to mines in South Wales, the North of England, and 
elsewhere. 

(a) For small collieries there is a future for electric winding 
if the coal used under the boilers is of any considerable value. 


(b) In large collieries there is a future for electric winding 
if the cost of coal used exceeds 8s. to 10s. per ton, but this, 
of course, depends entirely upon the relative costs of steam 
winders with their boilers compared with the electrical 
equipment. | | 

(c) Electric winding cannot be economically applied to col- 
lieries for very large outputs where it is necessary to install 
a generating plant to produce the necessary output for operat- 
ing the winder, because the h.p. required for winding is $0 
greutly in excess of that required for driving other machinery, 
and as it would be necessary to provide a stand-by plant, the 
costs would be prohibitive. 

(d) In collieries generally, particularly those in which elec- 
trie winding is adopted, colliery owners would be well advised 
to take their power from the supply companies, assuming 
they can purchase it at a reasonable price, even if this price 
is slightly in excess of the cost at which they can produce 
energy themselves, due to the amount of capital required 
for the generating plant being so heavy. The same capital 
expenditure could be applied to much greater advantage in 
increasing the electrical plant on the surface and underground. 


DISCUSSION. 


In opening the discussion, Mr. M. Deacon expressed the 
opinion that putting down new boilers to generate electricity 
for winding engines was not economical, as good winding 
engines were so economical of steam, and electrical winding 
plant cost at least three times as much as steam-winding plant. 
Unless power could be purchased from а power station 1n 
the district the total electrification of a colliery plant was 
not an economical proposition, but where two or three col- 
lieries were so situated as to enable them to use a combined 
plant, the position was must better. If situated near blast 
furnaces or coke ovens, then a cheap source of power was 
available, and electric winding then became more feasible. 
A vast field still remained open for the utilisation of this waste 
heat in this country, and the lay-out of the sixteen contem- 
plated large areas of electrical supply should provide for 
the utmost employment of these coke oven and blast furnace 
gases. ! 

Mr. Luck asked whether, seeing that the winding engines 
onlv worked part of the time. it would be possible for à 
colliery to generate electricity during its slack time and 
supply it to the power tempany, or for public purposes. 10 
this, in the absence of the author. and at the chairman 8 
request. Mr. Deacon replied that there was no surplus elec- 
tricity available at а colliery. Energy not required for wind- 
ing was used for lighting, &c. 

Mr. Тномрѕом called attention to the fact that the system 
of generating electricity from waste heat was now being 
extensively used in Yorkshire. 


The Utilisation of Exhaust Steam in Turbines. 
By M. Deacon, M.Issr.C.E. (Abstract.) 


An enormous development of the use of exhaust and mixed 
pressure steam turbines has taken place, particularly at col- 
lieries, where the volume of exhaust steam is necessarily large 
in relation to the h.p. developed, and hundreds of collieries 
in the United Kingdom are now performing the bulk, anc, 
in many cases, the whole, of the underground pumping, 
hauling. and electric lighting, through the medium of mixed 
pressure turbines. A colliery of average depth (вау, 500 yds) 
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and raising from 2, 000 to 3,000 tons of coal per day, will 
produce enough exhaust steam to develop at least 1,000 h.p., 
and with the assistance of h.p. steam when the supply of 
exhaust steam is insufficient, from 1,500 to 2,000 electrical 
h.p. may be produced through the medium of turbines and 
electric generators. Assuming there are 500 such collieries in 
the kingdom fully equipped with turbines, the total economy 
in fuel amounts to 2,000,000 tons or more per annum. 

In a mixed-pressure turbine plant at one of the collieries 
under the author's control the exhaust steam is conveyed from 
No. 1 winding engines and the fan engines to a receiver, and 
thence to an accumulator, the exhaust steam from the No. 2 
winding engines being taken direct to the accumulator, from 
which it is conveyed to the turbines, which are direct coupled 
to the generators running at a speed of 3,000 r.p.m. 

The pressure of the exhaust steam generally given off from 
a winding or fan engine varies from 2 to 3-lb. per sq. in. above 
the atmospheric pressure, which represents the pressure in the 
accumulator when not regenerating and, together with a 
vacuum of from 27 to 28 in., produces the required energy. 

The exhaust steam from several engines may be introduced 
into the accumulator, and owing to the intermittent operation 
of winding engines, the more constant-running engines there 
are which can contribute a constant supply of steam the better, 
in order that, if the winding engine is stopped for several 
minutes as is sometimes necessary, the period of stoppage is 
bridged over by the evaporation of the water in the accumu- 
lator. 

The cost of generating electrical power by exhaust steam is 
naturally very low, having regard to the fact that the steam 
would otherwise be wasted. Disregarding the exhaust steam 
as of any value, the cost of running is confined to labour. 
repairs, stores, and interest on capital and depreciation of 
plant. Taking the two latter at 20 rer cent. on the capital 
outlay the cost of production per kWh with exhaust steam 
only is approximately 0.20d., and with mired-pressure con- 
sisting of 20 cent. of h.p. steam 0.40d. These costs are 
based upon plant at collieries controlled by the author, and 
are taken upon the present-day values of plant. wages, and 
stores, and with small coal at 20s. per ton with the plant 
running ten hours per day. On 20 hours per day instead of 
ten, on approximately full load, the cost per kWh would have 
been 0.10d. for exhaust steam, and 0.204. for mixed-pressure 
steam. Prior to the war the cost was rather less than half 
the present-day cost. 

The following tables show the approximate steam consump- 
tions, including all losses in the turbine and generator, for 
1.500, 2,000, and 3,000-kW turbines, with h.p. and with ex- 
haust steam :— 

HidH PRESSURE STEAM. 
Pressure 175 lb. per sq. in. Superheat 150 deg. F. 
Vacuum 283 in. 


1,500 kW. 2,000 kW. 8,000 kW., 
Lb. per Lb. per Lb. per 
kWh. kWh. kWh. 
Full load ............... 13.50 13.10 12.68 
Three-quarter load 13.85 13.55 13.08 
Half load  ............... 14.75 14.50 13.88 
ExuHavsr Steam (Mixed-pressure set). 
1,500 kW. 2,000 kW. 
Lb. per Lb. pe 
kWh. kWh. 
Full load ............... 29.25 28.95 
Three-quarter load ... 30.20 29.85 
Half load  ............... 32.75 32.40 
DISCUSSION. 


In opening the discussion on Mr. Deacon’s paper, the CHAIR- 
MAN remarked that the very: large amount of energy realisable 
from low-pressure steam was not yet fully appreciated. Deal- 
ing with the economic advantages of low-pressure turbines 
for generating electricity, Mr. MAcLAY mentioned a case where 
it was more economical to reduce the boiler pressure from 
65 lb. to 15 lb. and put in exhaust-steam turbines in place 
of the high-pressure sets. 'The speaker strongly favoured the 
use of surface-condensing plant as ::zainst the jet type. 

Mr. E. S. Woop instanced an old pit, established in 1735. 
where he had scrapped 24 underground boilers and replaced 
the whole power system with electrical plant. He also used 
exhaust steam for driving air compressors. 

In replying to the discussion, Mr. Deacon stated, inter alia, 
that he did not consider complete electrification of a large 
colliery the most economical method to pursue. With heavy 
winding a steam engine was under better control. In the plant 
described in the paper, very little high-pressure steam was 
used, and this was automatically controlled by a governor. 


Damage to Tires and Rails caused by Brakes or Slipping 
Wheels. 
By C. P. SanpperG, C.B.E.. М.Іхѕт.С.Е. (Abstract.) 
Investigation into the mutual action between steel or iron 
brake shoes and the wheels or rails to which they are applied, 
Indicates that the energy absorbed by the brakes is imme- 
diately converted into heat, and if the surface temperature 
attained exceeds the lower limit of the critical range of the 
material, then in any ferrous material containing over, say, 


0.8 per cent. carbon, very definite structural changes will 
occur. If the thickness of the heated layer is small in com- 
parison with the whole mass. then directly the heating effect 
ceases, the surface will be very rapidly cooled by conduction, 
and the metal will be left in the hard or martensitic state. 

In addition to the thermal formation of a hardened skin 
the following action may also take place: Sliding of one sur- 
face over the other proceeds to a point at which both surfaces 
have become so heated that they are soft and plastic and 
tend to seize together at numerous points of contact. Whilst 
so united the surface layers are dragged bodily forward form- 
ing an overlap in advance of each area of adhesion and a tear 
behind it. The adhesion is only momentary, and the surfaces 
are quickly dragged apart, and recommence to slip over one 
another until sufficient rise of temperature and softening have 
occurred to cause another seizing. This alternating action of 
seize and slip probably occurs many times per second during 
the application of the brakes, and gives rise to the jarring 
or squeaking noises which accompany such applications, the 
period of the sound vibration evidently bearing a relation to 
the periods of slip and seize of the brakes. 

The result is to produce a series of surface tears or cracks 
upon both brake block and the wheel or rail, the cracks run- 
ning in a direction at right angles to that of the motion. 
and forming at regularly spaced intervals, evidently bearing 
з relation to the periods of seize and slip. Numerous examples 
of such cracks have been found upon wheel tires, and even 
in & more marked degree upon tramway rails acted upon by 
powerful (magnetic) track brakes. Corresponding cracks are 
also found upon brake blocks; the spacing and also the depth 
of the cracks appear to be greater upon the brake blocks than 
“upon the tires or rails. 

With a steel tire, which is firmlv shrunk upon a rigid wheel 
centre, or a tramway rail which is supported throughout the 
whole of its length. there would appear to be no tendency 
for the surface cracks to spead downwards to any appreciable 
depth. The existence of such cracks upon a tire or a tramway 
rail is thus without any measurable effect upon the liability 
to fracture, and the chief point to be considered is that the 
cracks are evidence of very excessive wear. since. owing to 
the manner in which they are formed, portions of both sur- 
faces must at the same time be wiped bodily away. This 
wear is additional to that due to ordinary rolling abrasion 
common to electric traction and the total wear may be two 
or three times greater than is the case under normal running 

The results of wheel braking may be directly responsible 
for damage to rails when the brakes are applied with such 
violence as to lock the wheel and to transfer the sliding motion 
from between brake block and tire to between tire and rail. 
In addition, driving wheels frequently slip when starting and 
direct evidence has been obtained that from one, or from both. 
of these causes (i. e., skidding or slipping) surface damage may 
be done to a souud rail which may lead to its ultimate failure 
in the road. The surface cracking of a railway rail is essen- 
tially more serious than that of а tire or а tramway rail. 
since it is only supported at intervals along its length. and 
is bent to an appreciable extent each time it is loaded. Under 
such conditions there is a definite tendency for a surface 
crack gradually to spread downwards until the section is 
sufficiently weakened to fail suddenly and completely under 
@ normal working load. 

References to rail damage caused by skidding or slipping 
wheels have been included їп several recent American 
publications, and the investigations have ascribed the forma- 
tion of the cracks to the failure of the hard and brittle mar- 
tensitic skin under subsequent wheel loads. According, how- 
ever to the views outlined above, the author's investigations 
point rather to the fact that the cracks are actuallv formed 
momentarily in advance of the martensite, and that their sub- 
sequent formation is doubtful or at least of minor importance. 

Since occasional slipping or skidding cannot be avoided 
there is no sovereign remedy against rail failures of this 
descripton. The original surface damage is, however, clearly 
visible upon the rail tread, and could be observed during 
routine rail inspection. Any rail showing either a hardened 
surface or, still more important. signs of transverse cracks, 
should be treated with suspicion. 


(To be continued.) 
Se EL SE ETE) 


Ап „ gi iq Battleship.—According to the 
Scientific American, the U.S.S. Maryland will be ready to 
carry out her official trials early in November. The Maryland 
is a '' super-Dreadnought '' of 32,600 tons displacement. is 624 
ft. long. 97.5 ft. in beam, and has a draught of 30.5 ft. The 
drive and equipment is wholly electrical. The motive power 
is provided by two 11,000-kW steam turbo-generators, running 
at 2,030 r.p.m. These supply power to four 7,000-h.p. induc- 
tion motors which are 12 ft. in overall diameter and revolve 
at 170 r.p.m., the propellers being directly connected to them. 
Power for auxiliaries and general purposes is generated bv 
six 300-kW turbo-generators. Oil fuel is to be used in all 
the boilers. The building programme of the United States 
Navv includes a number of electrically-propelled vessels, in- 
cluding three more battleships of the Maryland type, six 
43,000-ton battleships, and six battle cruisers. The production 
of several of these is now proceeding under the direction of 
Mr. W. L. R. Emmet, who was instrumental in obtaining the 
adoption of the electric drive for battleships. 
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JOINT ELECTRICITY AUTHORITIES. 


The North Lancashire and South Cumberland Scheme. 


THE following is an abstract of a scheme for the constitution 
of a Joint Electricity Authority for the provisionally delimited 
North Lancashire and South Cumberland Electricity District * 
that has becn subinitted to the Electricity Commissioners 
by the Provisional Joint Committee for the district, the ehair- 
man o£ Which is Mr. P. J. Hibbert and the secretary Mr. 
H. R. Burnett, chief engineer of the Barrow-in-Furness Cor- 
poration electricity undertaking. 

lt is proposed that the ^" North Lancashire; Westmorland, 
and South Cumberland Joint Electricity Authority ° shall 
consist of 30 members, eight of whom are to be appointed by 
the authorised undertakers in the district—namely, three by 
the burrow Corporation, two by the Lancaster Corporation, 
and one each by the Kendal and Morecambe Corporations and 
the Windermere Electricity Supply Co., J.td.; one jointly by 
the County Councils of Lancashire,t Cumberland, + and West- 
morland t ; one each by the Urban District Councils cf Millom, 
‘alton, Ulverston, and Grange (in the west), and Carnforth, 
Heysham, Ambleside, Grasmere, Kirby Lonsdale, and Win- 
dermere (in the east); one each by the rural district councils 
of Bootle and Ulverston (in the west), and Lancaster, Tunes- 
dale, and South Westmorland (in the east); one by the Furness 
Railway Co., and one jointly by the London & North- 
Westernt and Midlandt Railway Co.'s; three by large con- 
sumers in the west, and one by large consumers in the east of 
the distriet. — | | 

The voting power will be in respect of: (a) rateable value 


applicable only to local authorities ass than county coun- 


cils) represented on the Joint Authority—one vote per £50,000; 
(b) capital invested in the Joint Authority—one vote for each 
£10,000; (c) and kWh sold or purchased in the district from 
a public supply: undertaking—one vote for the first 500, 000 
kWh and опе vote for each additional million kWh per annum. 
All money required for the provision by the Joint Authority 
of generating stations: ог main transmission lines in the 
district; shall be raised by the Joint Authority, but wat 
required’ in connection with the distribution of electricity 
within the -aréa of any local authority represented on the 
Joint Authority (other than а County Council) shall. unless 
the Joint Authority otherwise determine, be raised and lent 
by the local authority for that area to the Joint Authority. 
The Joint Authority shall in each financial year estimate its 
probable revenue and expenditure (other than capital expendi- 
ture), and if it appears that there will be a deficiency in the 
net. revenue of the undertaking the Joint Authority shall, 
after deducting any amount which should be provided out 
of the reserve fund of the Joint Authority, apportion 25 per 
cent. of the deficiency between the local: authorities (other 
than County Councils) represented on the Joint Authority in 
proportion to the rateable values of the districts of such local 
authorities; 25 per cent. jn proportion to the number of in- 
habitunts in the respective districts of such local authorities 
as appearing in the last published census return in existence 
at the time when the Joint Authority apportions the deficiency ; 
and the remaining 50 per cent. 1n proportion to the number of 
units of electricity consumed in each of the respective districts. 
The Joint Authority shall apportion the net surplus revenue 
of the undertaking remaining in any year (after making the 
payment provided for in “ revenue account,“ and the annual 
proceeds of the reserve fund) among the local authorities 
represented on the Joint Authority in the same proportions 
as deficiencies are chargeable to such local authorities, an 


the sums so paid shall be carried to the credit of the respec- 


tive district funds, and general district rates of their respective 
ar cus. С ЧАЙ, | 

Provided always that if such net surplus revenue in апу 
year еҳсесав 45 per centum per annum upon the aggregate 
capital expenditure for the time being on the undertaking, 
the, doing- Authority shall make such а rateable reduction ih 
the charges for the supplies of electricity as will secure that 
іа. tlie next succeeding vear the net surplus revenue shall not 
exceed the said percentage on such aggregate capital. 

The Joint Authority shall enter into agreements whereby 
the whole of the generating plant (but not necessarily the 
buildings) of the five authorised undertakers in. the district 
shall be transferred to the Joint Authority. The agreements 
may provide for the working of the plant by the undertakers 
on behalf of the Joint Authority until such time as the Joint 
Authority isin a position to shut down the plant and provide 
a supply from another source. 

To obviate the necessity for any innnediate large exnenditure 
upon а capital station. it is proposed that the existing Buc- 
eleuch Street works of the Barrow Corporation should con- 
tinue to be emploved, and that a hvdro-electric station should 
be. constructed at Backbarrow which would together generate 
a large proportion of the total supply required, and the re- 
ааа. ee 
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* Tn ‘the event of the bodies marked thus (+) above failing: to agree as ‘ta the 
method’ of election and or appointment of their representativa on the Taint 
Authority, such’ representatives shal! he appointed as fallous: Ry the Lar. 
cashire County Council for the first. s ear, be the Westmorland County Courcil 
for the second vear. and hv the Cumberland County Council for the third 
vear. and in the same rotation for each succeeding period of three veare By 
the Midland Со far the fret sear, bv thé L & NAW Railway Co. far the 
second vear, se that each cumpany shall be entitled to appoint я representative 
every alternate vear 


Mainder would be generated at the Cavendish Park power 
house (Barrow), of Messrs. Vickers, Ltd., from whom it would 
be purchased. In the event, however, of Messrs. Vickers 
Cavendish Park power house being acquired by the Barrow 
Corporation, and transferred to the Joint Authority, the whole 
of the supply would be generated at these works, and the 
construction of the proposed hydro-electric station at Back- 
barrow would be deterred for the time being. 

As soon as the financial conditions become favourable for 
the raising of the money necessary for the construction of a 
capital station, it is proposed that the Joint Authority shouid 
(in the event of Messrs. Vickers" Cavendish Park power, house 
not being acquired) proceed with the construction of a generat- 
ing station containing two 5,000-kW sets, with provision for 
the addition of two sets of 10,000 kW each, which Would 
preferably be constructed in Barrow, where for some years 
u large proportion of the suppfy for the district would be 
required, and where a suitable site with an ample supply of 
water for condensing purposes and good railway facilities is 
avallable. 

{t is proposed to interconnect the generating stations of 
the Barrow, Lancaster, and Kendal Corporations Бу means 
of 33,000-volt, three-phase, 50-period, transmission Imes, which 
will be principally erected overhead, and that 6,600-volt trans- 
mission lines shall also be constructed from Lancaster to 
Morecombe and Heysham; Lancaster to Galgate; Lindale-in- 
Cartmel to Grange; Lindale-in-Cartmel to Arnside; and 
Barrow to Dalton. | | 
In view of the urgent need for a supply in certain portions 
of the district and to avoid extending the generating plant at 
works which will be shut down when the scheme 1s carried 
out, it is suggested that the Board of Trade should, under the 
powers conferred by Clause 18 of the principal Act, imme- 
diately construct the 33,000 and 6,600-volt transmission lines 
and hand them over to the Joint Authority within two years 
of its formation. 

The Joint Authority. shall becoine the distributing authority 
for the whole of the district, with the exception of the areas 
in which the five existing undertakers are already authorised 
to distribute, in which areas the Joint Authority shall only 
distribute with the consent of the Electricity Commissioners. 
In the first instance it is proposed that the necessary work 
should be carried out for the distribution of electricity in 
portions of the area only, but should any other constituent 
authority express a desire for electricity to be distributed 
within its area, the Joint Authority would extend the trans 
mission lines (or provide isolated plant until such time as an 
extension of the transmission lines may be desirable). pro- 
vided that such constituent authority enters into an agree- 
ment with regard to the prices to be paid for the supply, and 
also with regard to the capital required for the work of 
distribution. 

The distribution in all areas not already supplied shall be 
on the four-wire svstem, three-phase, 50-periods, at 380 volts 
for power and 220 volts for lighting and heating purposes 
Wherever practicable the existing systems shall be changed 
over to this system of supply, and large power users will he 
supplied at 6,600 volts, three-phase. 

It is proposed that the Joint Authority should, at a later 
period, consider the desirability of utilising the generating 
plant at the National Projectile Factory, Lancaster, the water 
power which is available at Troutbeck, Kentmere, Eskdale, 
and the Duddon Valley, and that the waste gases from the 
blast furnaces in the district. should, wherever possible, be 
utilised for the generation of electricity. 

In the appendices to the scheme certain statistical informa- 
tion is given. Which is summarized below: The total plant 
capacity in 1920 of the Barrow-in-Furness, Lancaster. More- 
cambe, Kendal, and Windermere undertakings was 9,260 kW 
with a maximum demand of 4.627 kW, the kWh sold being 
8,360,607. It is estimated that the maximum demand will be 
9,930 kW in 1925 and 11,705 in 1930, and that the kWh sold 
will amount to 20,012,000 and 23,568,000 respectively. 

In 1920 a total of 11.220.275 kWh was generated at a con- 
sumption of 90,829 tons of coal or 4.159 lb. per kWh. It is 
estimated that during the first period (1925) of the proposed 
new scheme 22,176,000 kWh will be generated at a consump- 
tion of 22,940 tons of coal or 2.32 Ib. per kWh. thus showing 
a saving of 13.41 tons per annum. Similarly, during the 
second period (1930) 25,990,000 kWh will be generated at a 
consumption of 19,282 tons of coal, or 1.658 Ib. per kWh, thus 
showing a saving of 26.915 tons per annum. 

The first period. of development provides for the erection 
of a 1.500-KW hydro-electric power house at Backbarrow (about 
one mile below the foot of Lake Windermere), at which point 
a weir and headrace already exist, and, by increasing the 
sectional area and lengthening the latter, a tota! fall of about 
37 ft. will be obtained over a distance of approximately 575 
vards. Tt is proposed to install three 730-b.h p. turbines to run 
at 250 г.рап.. end to each of these to couple direct 200-kV 
alternators to generate at 6,600 volts, three-phase, 60 periods. 
and bv sten-up transformers to 33.000 volts, for main trans- 
mission. These machines would, be run in parallel with those 
at Bucelench Street works. and would take as much of the 
load as the water available would allow. Assuming that 
apnroximatelv 30 per cent. of the water nower available is 
utilised for the veneration of electricity. 4,450,000 units ner 
annum would be available for consumption, after making 
ajlowance for supplies to the owners of the water rights. 

The proposed 33.000.volt main transmission lines wil 
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five in number, totalling 48 miles in length, of which nine 
miles will be underground and the rest overhead; the con- 
ductors will be 0.05 sq. in. sectional area. There will also 
be five 6,000-volt linea, totalling 20.5 miles in length, of which 
five miles will be underground and the remainder overhead; 
three of the conductors will be 0.08 and two 0.04 sq. in. sec- 
tional area. | | 
The estimated total capital expenditure during the first 

riod (1925) is £287,250, allocated as follows: Main trans- 
mission lines, &c. (excluding telephone or pilot wires), 
£157,250; Backbarrow hydro-electric station (1,500 kW at £40 
per kW), £60,000; and distribution (for which constituent 
authorities will be liable), £70,000. By the end of the second 
period (1930) the total will have reached £736.850. made wp 
as follows: Main transmission £171,850; hydro-electric station 
£00,000; Barrow capital steam station (2.000 kW at £20 per 
kW), £400,000; and distribution, £105,000. | 

The income and expenditure during the first period. (1925) 
is estimated as under (generation and transmission only, ex- 
eluding local distribution) : Total revenue, £129,000 (20,640,000 
kWh at 1.5d.); generation costs, £105,900 (1. 223d.); transmis- 
sion costs, £12,190 (0.142d.); net surplus 47.610 (0.088d.). 
For the second period the figures are: Total revenue, £160,000 
(36.663.000 kWh at 1.44d.) ; generation costs, £120,600 (1.0864.); 
transmission costs, £27,320 (0.245d.); net surplus, £12,050 
(0.1094.). 

The above figures may be compared with the financial 
statistics of the existing undertakings for 1920 which are: 
Total revenue, £96,808 (8,300,607 kWh at 2.779d.); cost of 
production, £105,316 (3.023d.) ; net deficiency, £8,508 (0.244d.). 


The North. West Midlands Scheme. 


The draft scheme for the constitution of a Joint Electricity 
Authority for the North-West Midlands Electricity District 
that has been submitted to the Electricity Commissioners, and 
which is abstracted below, was prepared by a Conference of 
Authorised Undertakers in the district, the chairman of which 
is Mr. S. T. Allen, chief engineer of the Wolverhampton 
Corporation electricity undertaking, and the hon. secretary 
Mr. F. E. Warbreck Howell. 

It is proposed that the area provisionally delimited by the 
Electricity Commissioners" shall be modified by the inclusion 
of so much of the county of Worcester as is included in the 
borough of Stourbridge and the urban districts of Lye and 
Wollescote. and so much, of the county of Stafford as is in- 
cluded in the urban district of Rowley Regis. Further, it is 
desired to exclude from the area so much of the county of 
Chester as is included in the municipal boroughs of Congleton 
and Macclesfield; the urban districts of Alsager, Ballington, 
Buglawton, Sandbach, and Yeardsley-cum-W haley; and the 
rural districts of Congleton, Disley. and Macclesfield, and 
so much of the county of Derby as is included in the urban 
district of New Mills and the rural district of Mayfield. 

The members of the Joint Electricity Authority may or 
may not be members of the undertakers who appoint them. 
and each undertaker shall appoint one or more representatives 
ш accordance with the gross revenue of the undertaker— 
namely, up to £20,000, one member; between £20,000 and 
£50,000, two members; between £50,000 and £100,000, three 
members; between £100,000 and £150,000, four members; 
between £150,000 and £200,000, five members; and for each 
additional £100,000, one member. The voting power will also 
be in accordance with the gross revenue of the undertaking— 
namely. up to £20,000, one vote; between £20,000 and 440.000. 
two votes; and for each additional £20,000, or part thereof, 
one vote. 

The Joint Electricity Authority shall have power to borrow 
money for the purposes of its scheme, and the following 
technical provisions are not intended to be binding, but may 
be varied at апу time with the approval of the Electricity 
Commissioners. The system of supply to be adopted will be 
phase, W-cycle, a.c.. the generated pressure to be from 6,000 
to 6.000 volts; the main transmission pressure from 30,000 to 
33.40) volts; and the secondary transmission pressure from 
6,600 to 11,000 volts | 

It 1 proposed that arrangements shall be made in pursuance 
of Section 13 of the Act to transfer to the Electricity Autho- 
Піу, upon terms which are now under consideration, the 
following generating stations :— 


Ocker Hill, Tipton, Staffs.. belonging to the Midland Elec- ` 


tric Corporation for Power Distribution, Ltd. Stafford. he- 
longing to the County Borough of Stafford. Park Road, 
Hanley, Staffs., belonging to the County Borough of Stoke-on- 


Trent. Birchills, Walsall, belonging to. the County Borough 
of Walsall. Black Lake, West Bromwich. belonging to the 


County Borough of West Bromwich. Commercial Road. Wol- 
verhampton. belonging to the County Borough of Wolver- 
hampton. And the other existing stations in the district to be 
transferred later as and when determined by the Electricity 
Authority, viz..— | | 
ке DUE belonziug to the County Borough of Shrews- 
Nawe an, ere vine, helonging оше d d 
eae иеге ү. Leek, Staffs.. belonging to the Urban 
| nn auneil of Leek. Market Drayton. belonging to the 
| i Dravton Electric Licht & Power Ca., Ltd. | 

f Is not considered desirable that any of the existing generat- 
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ing stations should be shut down immediately, but that- they 
should be continued so long as economic conditions justify. 
After the interlinking transmission cables or lines have been 
laid or erected and the economic conditions warrant it, all the 
existing d.c. generating stations and plant, and later, when 
necessary, the more uneconomical of the existing a.c. station 
plant, will be shut down. | 

The scheme provides for the erection of three new capital 
generating stations, one near Rugeley on the river Trent, 
having an ultimate capacity of 80.000 kW, the second near 
Ironbridge on the river Severn, having an ultimate: capacity 
of 150,000 kW, and the third on the river Trent near Stone, 
having an ultimate capacity of 30,000 kW. ! 

The Electricity Authority will make provisions for the supply 
in bulk, on terms to be arranged, to the two small tramway 
generating stations situated at Stoke-on-Trent and belonging 
to the Potteries Electric 'Traction Co., Ltd., and for adequate 
supplies to be provided from the main transmission system 
for the railway companies for traction and railway purposes 
when required. | 

The Electricity Authority may utilise, as far as it is econo- 
mical and expedient, such water power resources as may be 


available. 


LEGAL. 


ELECTRICAL APPARATUS Co., LTD., v. J. Сохсовр & Co., LTD. 


At Lambeth County Court on Monday, plaintiffs brought an 
action against defendants, engineers, of Balm Road Mills, 
Leeds, claiming the return of £97 15s., the price of a Concord 
improved inclinable power press, No. 19. -'fhey pleaded that 
there was an implied condition in the salé of the press that 
the machine was in all respects made of sound castings and 
materials and parts, but that the machine did not comply with 
the conditions, as there was a latent flaw in the frame which 
caused the press to break. | 

A good deal of evidence was heard, шешш that of Mr. 
E. A. CHELL, managing director of the Rodney Iron Foundry, 
Ltd., Walworth, who said the broken part had undoubtedly 
been welded at some time during its manufacture, though he 
did not believe it had been broken in two parts. 

Mr. Frank W. WanD, for the defence, said he was manag- 
ing director of Burton, Griffiths & Co., Ltd., machine tool 
makers. There was some evidence of welding in the broken 
part of the frame. It was on the inside, but he did not think 
the piece had been broken in two before it was welded. He 
was of the opinion that the press was not capable of doing the 
work which it was set to do. Another press should have been 
used for flattening the brass pieces. It was not strong enough 
to stand the concussion, and if two pieces of brass slipped in. 
there would be a fracture. This was not an uncommon kind 
of accident, and he had known of three or four similar ones. 

Judge Parry said he had formed the opinion that the press 
was sent out with a welded casting, and that it was unfit for 
the purpose for which it was designed. He was surprised at 
the amount claimed by plaintiffs, as they could have asked 
for more damages for the loss they had sustained through the 
machine breaking down. He gave judgment for plaintiffs for 
the £97 15s. claimed, with costs. 


MaRcoNr WIRELESS PATENTS. 
А VERDICT Jn favour of Marconr's Wireless Telegraph Co., Ltd., 
and the Compania Nacional de Telegrafia Sin Hilos has been 
given in the Spanish Courts as the result of a joint action 
brought by these companies against the Compania Iberica de 
Telecomunicacion for infringement of patents relating to ther- 
mionic valves. The award nullifies certain. “ Telecomunica- 
cion " patents known as the Deforest Audion ” ; requires the 
defendants to hand over to the plaintiffs all materials manu- 
factured under the patents concerned ; and orders the payment 
by the Telecomunicacion Company of an indemnity to be fixed. 
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Electrification Scheme in Czecho-Slovakia.— A scheme in- 
volving the construction of a barrage 70 metres in height at 
Stechovice, near Prague, has been submitted to the Minister of 
Public Works. This barrage, situated 30 kilometres south of 
Prague. would produce over 250 million kW-hours a vear. and 
would save Czecho-Slovakia 60,0% wagons of coal. The 
realisation of this scheme would cost from 250 to 300 million 
crowns. All organisations concerned in Central Bohemia. not- 
ably the Chamber of Commerce at Prague. the Agricultural 
Board, and the Federation of Czecho-Slovak Industries, support 
the project, which has attracted the attention of many foreign 
engineers and financiers. It is stated that the electrification 
af Central Bohemia and the improvement of the Vitava as a 
waterway will completely alter the economic situation of that 
region. The first essential to economic development in Czecho- 
Slovakia is the increase of national output. especially az ré: 
gards agricultural produce. With this end in view, a scheme 
should be drawn up for the rational utilisation of the hydraulic 
resources of the country, and for the investigation of kindred 
problems: the realisation of the barrage scheme at Stechovice 
would mean a considerable advance in this direction. 
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NEW PATENTS APPLIED FOR, 1921. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Mzssms. Szrron- Jonas, ODI. ANB 
Sreenans, Chartered Patent Agents, 485, High Holborn, London, W. C. 1. 


gee Guides for wolley heads for electric traction.“ W. Peake. July 
goth. 

19,896. ‘‘ Long-distance electric power transmission with underground 
cables." А. M. Taylor. July 25th. 

19.908. Sound transmitters." F. A. Watkins. July goth 

19,914. '' Means for registering telephone calls." W. Clark, Clark's Neo- 
electric Devices, Ltd., and Е. H. Rinnard. July 25th. 

19,915. Appliance for recording telephone calls and/or amount charge- 
able.” H. G. Cocks, and E. R. Royle. [шу 25th. 

19,916. '' Magnetos." P. Courtot. July 25th. (Belgium, July 26th, 1920.) 

19,917. '' Duplex, &c., telegraphic systems." Н. W. Sullivan. July 25th. 

19,928. Incandescent electric lamps." A. J. Barnett and F. Н. Leles. 

19,930. '' Electrical circuit breaker for vulcanising apparatus." А. Ludi. 
July 25th. (Switzerland, July 24th, 1920.) mE 

19,937. Electric hand drills." I. Sweetland. July 25th. 

19,940. '' Compensation of electric networks." Akt. Ges. Brown, Boveri et 
Cie. July 25th. (Switzerland, July 3lst, 1920.) 

19,942. Electric cables." L. R.. Lee. July 25th. 

19,947. '' Electric cables." L. R. Lec. July 25th. 

19,954. “ Electric magnetic control systems,“ British Thomson-Houston 
Co., Ltd. (General Electric Co.) and General Electric Со. July 25th. 

19,961. Telephone systems." ^ Automatic "Telephone Manufacturing Co., 
Ltd. July 25th. (United States, January 11th.) 

19,971. Portable electrical power machine stand." Н. E. Dickerson and 
A. H. Gillborn. July 26th. 

19,991. Electric selective switches for automatic telephone exchanges, 
&c." C. W. Wilman. July 26th. 

19,996. '' Devices for avoiding glare from electric lamps of automobiles, 
&c." Butlers, Ltd., and A. Reeves. July 26th. 
ai “Electric filament lamp holders." W. W. К. F. Griffiths. July 

th. 

19,999. Electric accumulator boxes." С. R. D. Pritchett, Pritchett & 
Gold, and E.P.S. Co., Ltd. July 26th. 

20,054. '' Electric switches. J. W. Tennant. July 26th. 

20,059. ‘Storage battery electrolyte." Е. de W. Cheney. July 26th. 

20.069. Dry batteries." Ever Ready Co. (Great Britain). Ltd. (Hoka 
5 Fabrik Ges.) and Hoka Elektrotechnische Fabrik Ges. July 

tn. 

20,082. '' Diaphragms, sound plates, and amplifiers of gramophones." J. 
W. Barstow. July 26th. 

20,096. '' Electric switches." W. L. Barber and Midland Electric Munu- 
facturing Co., Ltd, July 27th. 

20,114. Suspension of electric light fittings from overhead conductors.” 
H. C. Busbridge. July 27th. 

20,117. Locking electric lamp bulbs to their sockets." C. A. Ely. July 


27th. 
20,127. Carton boxes for holding electric lamps." А. A. Brown. July 


27th. 
20.178. '' Apparatus for TEL and breaking electrical circuits in submer- 


sible bodies." E. Ceano Vivas. July 27th. 
20,183. '' Voltage regulating systems. British Thomson. Houston Co., Ltd. 


(General Electric Co.). July 27th. 

20,186. “ Electric battery lamp." M. L. Kaplan. July 27th. 

20,202. “ Electrically illuminated advertising devices." Н. S. Coleman. 
July 27th. | . 

20,218. Apparatus for cooling central electrode of ignition plug of air- 
cooled internal-combustion engines." E. D. Н. Robinson. July 28th. 

20,219. '' Electro-magnetic vehicle coupling." G. Johnston. July 28th. 

20,230. “ Girder attachment for electrical conduits, gas, or water pipes. 
&c." E. Laycock and Н. Laycock. July 28th. 

20,248. Electrically heated kettles, &c." C. Kratt. July 28th. 

20,244. ‘Electrically operated water heaters." C. Kratt. July 28th. 
" Electrolytic oxidising or reducing substances." C. J. Thatcher, 


‘Telephones operated by heat." L. B. Miller. July 28th. 

20,271. ‘Electric heating devices." М, Buiskool, H. J. W. Hamers, and 
W. J. Sillman. July 28th. 
20,273. Machine for recording telephone calls." С. A. Harcourt. July 


20,280. Electric switches." Н. Lucas, О. Lucas, and W. C. Turner. 
20.981. “ Terminals or connections lor electric circuits.“ W. Н. Eggington 


and Н. Lucas. July 28th. 
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PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1914. 


4.953. High- tension rectifiers.” Moller. February 25th. 1914. 

5.544. '' Method of interconnecting lines by electro: mechanically controlled 
switches.“ Baron (Aldendorff). (Addition to 28,833, 1913.) March 4th, 1914. 

9.285. Method of and connections for tuning antennæ to a plurality of 
electric waves which are independent of one another." — Mellersh-Jackson 
(Otto Scheller and C. Lorenz Akt-Ges. April l4th, 1914. 

10,869. ''Dynamometers and brakes." Zoller & Schaster. Mav 2nd, 1914. 

12,048. “Control or regulation of motors." Vulcan, Werke Hamburg 
Und Stettin Akt-Ges. (Addition to 12,035, 1914.) March 3rd, 1914. 

14,980. “ Regulation of alternating сг threc-phase current generators.” 
Voigt & Haeffner Akt-Ges. June 16th, 1913. 


1915. 


5,942. '' Receiving arrangement for wireless telegraphy." Ges fur Dracht- 
lose Telegraphie. April 9th, 1914. 
358. Receiving arrangement for wireless telegraphy.” Ges. fur Draht. 
lose Telegraphie. (Addition to 5,342, 1915.1 May 30th, 1914. 
10.669. I elephonic sound reproducing apparatus." Stille. (Addition to 
9,644, 1913.) July 22nd, 1915. 
14.210. Construction of detectors for use in submarine sound receivers.“ 
Signal Ges. October 7th, 1914. 
A910. 
6,887. '' Electrically actuated devices especially applicable to electric 
alarms." J. R. Quain. Мау 13th, 1916. (166,148.) i 
13.237. Telephone systems," R. С. M. Hastings. September 18th. 1916. 
(166,150.) 
117. 
1.515. Frequency changers and generators of alternating electric current." 
N. Oboukhoff. January 30th, 1917. (166,156.) 
17,872. '' Telephonie apparatus." I. Berliner, S. Berliner, and A. Berliner 
December 3rd, 1917. (166,178.) і 


Р 1918. 

2,047. Dynamo-electric power transmission systems." А. H. 

February th, 1918. (166,181.) | Neuland, 
2,344. Device for suppressing earth current in high-voltage systems.“ 

Aligemeine kiektricttats Ges. January 23rd, 1917. (113,451.) i i 
A416. U Wireless signalling systems.“ J. H. Hammond. March 17th, 


) 
6,432. '' Electric cells.” W. Н. Exley and H. Leitner. November 
1918. (166, 186.) : "us 
9,642. '' Instrument for the rapid and exact measurement of capacity and 
Wie calibration of electrical condensers.” J. Scott Taggart. June 12th, 1918. 


(166,189.) 
: 1919. 

8.215. Vacuum tubes having an incandescent cathode." Soc. Anon. Des 
Etablissements Н. Pillon. April 20th, 1918. (125,945.) 

8. 888. Electro- magnetic devices for use with alternating currents.” 
LE & Cowans, Ltd., D. Н. Ogley, and G. Н. Меер. April 3rd, 1919. 
(166, 218.) 

8. 669. Electric incandescent lamps." D. W. Hogan. April 5th, 1919. 
(166,215.) | 

12,010. '' Wireless telegraphy." J. J. Aurynger. May 20th, 1919. (166,993) 

12,939. “ Alternator for high-frequency currents. H. Antranikian. May 
22nd, 1919. (166,224) 

18,651. ''Full-wave vacuum tube oscillation detectors," J. Scott-Taggart. 
July 28th, 1919. (166,237.) 

19,498. “ Thermionic devices for wireless telegraphy and telephony." Н. J. 
Round. August 7th, 1919. (166,241.) | S 

19,953. ** Commutators or distributors for use in connection with electrical 
ignition systems and for analogous purposes." F. W. Baker. August léth, 
1319. (166,243.) 

20,412. Rotary interrupters for magneto-electric ignition apparatus.“ 
Ruthardt & Co. March lyth, 1919. (740,362.) 

22414. ‘Switchgear for controlling electric motors." J. A. Hirst and 


and y 


P. S. Brook. September 12th, 1919. ‘Cognate applications 29,453, 1919, and 


19,837, 1920.) (160,256.) 

22,790. '* High-frequency dynamo-electric machines." А. M. Glass (С. 
Lorenz Akt.-Ges.). September 16th. 1919. (166,259.) 

22.863. '' Electron discharge devices especially for use in wireless com- 
munication." J. Scou-Taggart. September 17th, 1919. (166,960.) 

23,081. '' Current motors." R. О. C. Hurst. September 36th, 1919. (Cog. 
nate application 28,343, 1919.) (166,264.) 

24.027. Electric storage batteries." E. C. R. Marks (Koehler Manulsc- 
turing Co.).“ October Ist, 1919. (166,267.) | 

24,028. '' Electrical system of train communications." E. С. R. Marks 
(Macfarlane Communications Corporation). October Ist, 1939. (106,268) 

24.114. “ Electric lamps." Е. C. R. Marks (Koehler Manufacturing Со.). 
October 9nd, 1919. (166.269.) 

24,813. '' Electrie heating apparatus." British Thomson-Houston Co., Ltd. 
(General Electric Co.). October 10th, 1919. (166,276.) 

24.831. Dry battery cells." Portable Electric Current Patents Co. Octo- 


ber 10th, 1918. (133,707.) 
| 1920. 


796. “ Electrical cut-out or circuit breaker." W. Н. Iilingworth. January 
Mth, 1920. (Cognate application 14,413, 1920.) (166,286.) if 5 


1,375. ''Cableways." Ropeways, Ltd., and E. Roe. January 15th, 190. 


4,275. '' Transmitters for wircless telegraphy and telephony." A. K. 
Macrorie and G. Shearing. February llth, 1950. (166,300.) , 

4,314. ‘Sparking plugs for internal combustion en ines." P. R. Cartwright 
and E. T. Glanville. February 12th, 1920. (166,301. 

7.519. '* Means for securing the ends of electric cables." К. S. Woods. 
March 13th, 1920. (106,311.) 

8.769. Construction of magnetos for ignition purposes." E. A. Layton 


9,389, '' Eleetro-magnetic induction micrometers. J. M. Ford. March 
31st ,1920. (166.317.) 
9,483. Compound anode for electro plating and methods of making the 
same." C. R. Dean. December 12th, 1917. (141,073.) 

9,884. ‘Electric soldering apparatus.“ E. Martin. April 8th, 1920. 


10,216. “ Automatic telephone exchange systems.“ L. Turcat. March 6th, 


1919. (141.710.) 


10.373. '' Distributing arrangements for use in connection with telephone 
or like systems." Automatic Telephone Manufacturing Co., Ltd., and 
Mercer. Aprii 14th, 1920. (Cognate application 29,154, 1920.) (166,351.) 

10,549. “ High-frequency electrical signalling.” Western Electric Co., Ltd. 
August 219, 1915. (141,732.) 

10,551. “ Wireless telephone transmitters," А. R. Taylor. April 15th, 
1920. (Cognate application 21,354, 1920.) (166,358.) 

. 10,944. “ Electron discharge devices." ^ British. Thomson-Houston Co., Ltd. 
(General Electric Co.) April 20th, 1930. (166.365.) 

11.516. Armatures of magnetos." L. E. Brunner and P. J. M. Lefevre. 
April 26th, 1920. (166,373.) 

11,617. '' Telephone systems." Automatic Telephone Manufacturing Co., 
Ltd., and C. Gillings. April 27th, 1920. (166,375. 

11,819. “ Magneto-electric machines.“ British Thomson-Houston Co., Ltd., 
and A. P. Young. April 28th, 1920. (166,378.) 

11,888. "' Electrical indicators for cailway signal and other lamps." A. L. 
wee aces representative of W. H. I. Welch, deceased). April 29th, 1920. 
160,379.) 

11.904. Duplex and multiplex telegraphy." B. Davies and Eastern Tele- 
graph Co., Ltd. April 29th, 1920. (166,380.) 
nar " Telephone systems.” Western Electric Co., Ltd. Мау 5th. 1919. 
(142,822. 

‚12.701. Process for the manufacture of perborates by electrolysis." Н. б. 
C. Fairweather (Fredriksstad Elektrokemiske Fabriker Aktieselskabet). May 
7th, 1920. (166,396.) 

13,622. '' Operating handles of electrical resistance boards or frames, 
switchboards, and the like." Hockley Chemical Co., Ltd., and F. V. Breeden. 
May 18th, 1920. (166,407.) | 

13,775. “ Electrolytic separation of metals." С. Langer. May lth. 1920. 
(166,409.) 

14,415. ‘ Electrically heated vessels. such as kettles.” wW. W. Soutter. 
May 27th, 1920. (166.416.) | 
14.636. Dy namo-electric machinery." M. Walker and Metropolitan-Vickers 
Electrical Co., Ltd. May 28th. 1920. -(166,423.) 

17,000. “ Radiators or liquid coolers applicable especially to electric trans 
formers.” Pressed Metal Radiator Co. November 27th, 1916. (146.181.) 

19.052, * Electric pushes." Е. A. Graham. July 6th. 1990. (166.446. 

20.408. Electric arc lamps.“ Optische Anstalt C. P. Gorerz Akt.-Ges. 
June llth. 1919. (148,453.) | 

21.040. “ Manufacture of armatures of electric rotating machines." T. 
Tanaka. July llth, 1919. (149,251) T 

24.473. Ejector devices for withdrawing condensate from a condenser. 
Metronolitan-Vickers Electrical Co.. Ltd. September 12th, 1919. (150,996.) 
30.367. Secondary electric batteries or accumulators.” Н. De 
Chloride Electrical Storage Co., Ltd. October 26th. 1920. (168.478. 

30.410. High potential electric condensers.“ Dubilier Condenser Co.. 
March 7th. 1919. (Divided application on 140,046.) (158,027.) . 

30,984. „ Eleetrode for are welding and like purposes and method of making 
« me." W. Н. Boorne. October 28th, 1920. (Addition to 132.354.) (166.479) 


70,141. E 19521. 8 
10.141. '' Electrical switchboards." M litan-Vi lectrical C. 
Lid. April 23rd, 1990. (162,247) C 
p Kon for 5 separating of suspended bodies from m 
sulating gaseous fluids.” . Moller. 1 a applicatio 
om 11.088, 19153) (164.014) e (Бине е 
е С NE x electricity. meters and the like.” S “а 
i ` 1 aed 'erranti, Ltd. . ary 17 20. (Divi applica: 
tion on. 165,133.) шоо i. Ltd. January 17th, 1920. (Divided app 
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40 Rights 
Reserved. 


Telegraphic Address: 


LITHOLITE 
INSULATORS, Ltd. 


65—67, Hackney Grove, London, E. 8. 
Phone and Telegrams: Dalston, 592, London. 
FIREPROOF AND OTHER GRADES. 
EsTABLISNED 90 YRARS. 


ELECTRIC INSULATION. 
NON-HYGROSCOPIC. 


FERGUSON, 


PAILIN, 
LIMITED. 


INSTRUMENTS, CIRCUIT-BREAKERS, 
AUTO-CUT-IN & CUT-OUTS 


Record Electrical Co., з 


HEP a ea rs 


BROADHEATH. MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. 


BROOK 
ONE, TWO and THREE-PHASE 


MOTORS. 
See Sup. 35. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical ences and 
Government Contractors 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


‘Cantie’ Switches 
NOTE БЕМ ADDRESS: 
THE “CANTIE” SWITCH CO. LTD 
LEIGHTON STREET, 
NOTTINGHAM. 


* SAXONIA 


ELECTRICAL WIRE CO., LTD. 
GREENWICH, 8.Е. 10. 


. co RDS and 
FLEXIBLE CABLES. 


" Ageekay, Cent., London." 
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ABC C da 


CHURTON * 
oE and Por ye? 


"d MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. ` 


Cutting 


Electric Moters. 


Bee Advt. Sup. 14. 
Telegrams: Outting, меана Tel. No. 12, 


“EMPIRE” 
AUTOMATIC CONTROL 


FOR 
Pumps, Comprossors, Machine Toole. 


ELECTRIC CONTROL, LIMITED. GLASGOW, 
ER, сок сагы TOR E a Uc RSEN D E E 


WESTERN-ELECTRIC 


COMPANY, LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement this week, p. vi. 


CONNOLLY'S (BLACKLEY), Lo. 


for 


WIRES AND CABLES. 


See Advertisement last week, p. iii. 


INSULATING TAPES, 
WEBS, SLEEVING, &c. 


Delivery from Stock. 
JOHN MACLENNAN & Co., 


115, Newgate Street, Е.С. i. 
And at GLASGOW. | 


METER DIALS, 


Switchboard Labels, Name Plates, In- 
struction and Address Plates, Adver- 
tising Novelties, Club Badges, Checks, 
Tokens, Blanks, Die Stampings, Tin 
Press Tools, Punches and Cutters 


RELIANC севан Co, i 
JULIUS SAX & CO. Ltd., 


24А, HIGH STREET, 
LONDON, W.C. 2. 
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SIXPENCE. 


Park Place, New 


Blackpool again. 


See Sup. 10. 


MOTORS. * DYNAMOS. 
VICTORIA DYNAMO & MOTOR Co., 


CRAVEN HOUSE, 


- Kingsway, London, W.C. 2. 
Phone: Gerrard 12485. д 


FULLER'S 


ACCUMULATORS "BATTERIES 
WIRES & CABLES CARBONS, &c. 


WORKS: CHADWELL HEATH, ESSEX. 


General Sales Offices : 
langst en HOUSE, Caxton $t, Westminster. 
"Grams : Blocbat, Vic. London. "Phone : Victoria 6863. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


UNITED ELECTRIC 
vo ORKS, LIMITED. 


RAYNER & HEALD, LTD., 


DUKE STREET, DERBY. 


TWO & THREE-PHASE 
MOTORS only. 


CONTINUOUS CONTROL 
of COAL CONSUMPTION 


BY MEANS OF THE 
LEA COAL METER 
for Chain Grate Stokers. 
Ask for Leafiet K.C.M. 


_ The LEA RECORDER Co., Ld., 28, Deansgate, Manchester. 


Many receive advice, only the 
wise profit by it. 


Be wise and use M.E.M. gear. 


See page xi. 
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VERTICAL ENCLOSED 
HIGH SPEED 


_ ENGINES. 


Early Delivery of 
, 74, 10 & 20 KW. Sets 
for 110 Volts. 


COMPOUND AND SIMPLE 


For Ship Lighting and Industrial Works 
of all kinds. 


| Also 
VERTICAL MULTI-CYLINDER GAS ENGINES. 


E. S. HINDLEY & SONS, 


Works: BOURTON, DORSET, 


11, Queen Victoria Street, E.C. 4. 


РА Telegrams H “ Telephone 2 
TRADE MARK,  Steamport, Cagnon, London. City 9804. 


Our claim that the 


V acuum C... 


is evidently not extravagant. 


MICA«MICANITE sinis 


INSULATORS FOR EVERY OESCRIPTION OF ELECTRICAL WORK. 
Contractors for Alr Board, War Office and Admiralty Requirements. 
CUTTING AND GAUGING OUR SPECIALITY. 

BEST QUALITY MICA ONLY. 


— 19, 1011. 


| STOCK-TAKING 


SALE 


ALL A.C. & D.C. MOTORS, DYNAMOS 
in Stock to be sold at 


HALF’ LIST PRICES 


before the 31st of August. 


LANG & SQUIRE, LTD., 


(Manufacturing Electrical Engineers) 


Wales Farm Road, Acton, 
LONDON, W. 3. 


Telephone: 493. 


Address Enquiries to Sales Manager. 


\ 
DYNAMO AND MOTOR REPAIRS DONE QUICELY. 


'PHONE—40575 CENTRAL. 


40, HATTON GARDEN, 


. LONDON, E.C.1. 
(The Oldest Established Mica House in the oountry.) 
AND ALL BRIXISH. 


SUCTION 


Е... 


I purchased this some years ago, and since that time 


Read this unsolicited Testimonial :— 
“1 should like to say how pleased I am with your Cleaner. 


I have been all over America and have seen all the different forms of Vacuum Oleaners and other electrical appliances 
—as I am rather keen on labour saving devices—but have never come across anything so good as your ‘Nilfisk,’ It isa 


perfectly sound mechanical job. 


lt is very rarely that I speak so openly, but I do feel that the article you sell, which is the Nilfisk' Vacuum 
Cleanar. is such a good thing that it ought to be better known, and by making it better known you are doing someone 
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LARGE CONSUMERS AND LOCAL 
AUTHORITY UNDERTAKERS. 


IN certain of our big industrial towns a rather curious 
position is developing, perhaps one may say has already 
been reached in some cases, ав between а local authority 
as the purveyor of electrical energy and a few ot the 
manufacturers who are large consumers. 

The municipal undertaker is providing the essential 
motive power, which may be partly utilised in the form 
of heat, for carrying on the particular business or in- 
dustry of one or more large manufacturers. 

One feature of this position is that the manufacturer: 
is relieved of a large capital expenditure which he would 
otherwise have to incur in the provision of prime movers 
and so forth. This is an advantage to him, as any 
avoidance of capital expenditure without a correspond- 
ing restriction of output is advantageous, because it 
leaves а larger margin of available credit for his special 
business. 1t may be an advantage in respect of net 
income ав well, if the capital charges included in the 
price for supply are at a lower rate than the manufac- 
turer would have to pay out of revenue for dividends, 
interest, and amortisation. Generally speaking, a local 
authority with power to pledge the rates can obtain 
capital at lower rates than industrial undertakings, 
and even if its loan repayments are larger than ‘the 
manufacturer would generally allow for depreciation 
or its equivalent, the total annual payments may be leas 
in the municipal case. In this event, the manufacturer 
gets some advantages of а directly financial kind, be- 
cause indirectly, the general body of ratepayers guaran- 
tees the interest and repayment on а substantial part 
of the capital employed in his business. There is a 
further way in which this condition of things operates 
to the advantage of the manufacturer. Опе, or a very 
few, large consumers naturally receive а good deal of 
consideration from the committee and officers controlling 
the municipal supply undertaking. If these few con- 
sumers provide a very large part of the revenue, the 
undertaking cannot be quite во independent in dealing 
with them as it is with small consumers. It may be 
supposed that for the protection of both parties con- 
tracts will be entered into covering & long term of years. 
But there is always either & definite period to such con- 
tracts or some period of notice to terminate, and when 
that period arrives, or such notice is given, the supply 
party will be very loth to lose a large consumer on 
questions of price. It will be inclined to accept a price 
which will barely cover its capital charges and costs 
rather than risk having a large proportion of its plant 
standing idle, earning nothing towards those charges. 

Of course, this need not always cut one way. `The 
manufacturer may be very much -inconvenienced by 
having to put in his own generating plant, perhaps with 
some period of interruption of his production, perhaps 
with some necessity to enlarge his works, at a cost which 
niay be very onerous. А good deal will depend upon the 
state and prospects of trade at the time the bargain has 
to be reconsidered. 

Whilst many municipal authorities have men of good 
commercial aptitude and bargaining capacity in their 
electrical engineers and town clerks, it is by no means 
certain that thev will be a match for the managers of 
big industrial concerns, but it is quite certain that those 
municipal officers have not the same direct personal in- 
centives to keen bargaining. Also, they have to carry 
with them their committees and councils. on which the 
interests of big local concerns are generally sure of very 
full consideration, | 
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There certainly seems to be some little danger of the 
municipal undertaking being run rather conspicuously 
in the interests of its big consumers in these cases. 

On the other side, it is no doubt an advantage to 
other and smaller consumers that there should be big 
industrial loads with good load factors justifying the 
use of the most economical plant, and the most .com- 
petent management. Always provided that the big con- 
sumers' price covers the proper share-of capital charges 
and working expenses, the small consumer шау be posi- 
tively benefited. It inight be impossible to supply him 
so cheaply if the undertaking were run on the smaller 
and less economical scale corresponding to the absence 
of the large industry load. 

There is a certain risk in the event of a slump in the 
particular industry. However fair and carefully drawn 
up the contract may be, it is impossible to get payment 
from & commercial concern which has no jncome. Even 
bankruptcy proceedings in such cases are apt to be 
singularly unsatisfying. Something of this kind actu- 
ally occurred а considerable time back when a. town 
with one predominant industry, to supply which it had 
specially developed its electrical undertaking, found 
itself in a difficult position—as regards the undertaking 
—during a prolonged slump in that industry. And, 
of course, there is a possibility of & municipal council 
getting into the hands of a majority of a political party 
which will use its power to put pressure on its opponents, 
or to favour its friends, through the medium of. the 
electricity or other undertaking. There need be no 
actual corruption in the narrow sense, yet à good deal 
of harm may be done by such political action. 

It seems as though these cases call for some superior 
authority which will see fair play to all concerned, 
preventing, on the one hand, a big manufacturer 
taking advantage of the cheapness of municipal credit 
to the detriment of his fellow citizens and fellow con- 
sumers; and on the other hand, preventing any capri- 
cious action influenced by political or other motives from 
taking unfair advantage of a large consumer whose busi- 
ness is essentially dependent on a reasonably cheap 
supply of electrical energy. | 

Possibly the Electricity Commissioners and Parlia- 
ment may see fit to give Joint Electricity Authorities 
such powers. Clearly if a Joint Electricity Authority 
were in command of the generating side of the supply 
industry over a large area there would be less risk of 
such dangers to either party as above outlined which 
may emerge under present conditions. 


THE case of Bell v. Sir W. Arm- 

Apprentices and strong, Whitworth & Co., Ltd., which 
Short Time. was recently heard by Mr. Justice Sar- 
gant, whose judgment was reported in 

The Times of July 30th, involved a question of con- 
siderable interest to employers who have apprentices 
in their works. То state it quite brieflv, the point was 
this: If an apprentice is put on short time, e.g., to 
work every other fortnight, is he entitled to be paid 
as for {ull time in accordance with the terms of his 
indenture? Like many another industrial problem, 
this has arisen owing to circumstances brought about 
by the war. Before and during the war Messrs. Arm- 
strong employed a large number of apprentices under 
an indenture which is in a form commonly used on the 
North-East Coast. Тһе apprentice is bound for five 
vears at a wage of from 78. to 12s. per week of 53 hours. 
These hours may be temporarily shortened; but an ap- 
prentice working for the full shortened period is deemed 
to have worked a full week. In 1918 the weekly hours 
were reduced from 53 to 47. АП went well until the 
armistice. when, in consequence of the cancellation of 
war contracts and of their having to change over to 
peace work, Messrs. Armstrong found it impossible to 
continue to employ all their apprentices. Some agreed 
to their indentures being cancelled ; others were sent 
to college for training. As regards the remainder, they 
were kept on, but in the middle of July, 1920. Messrs. 
Armstrong adopted a system of short time, paying them 


for working every alternate week. The plaintiff in the 
action was one of these. He sought a declaration that 
he was entitled to be paid according to his indentures 
for every week. The einployers alleged that they were 


entitled to make the reduction both under the terins 


of the indenture and by reason of an alleged custon 
under which the wages of an apprentice, like those of a 
journeyman, were based only on time worked. 

Mr. Justice Sargant rejected both these pleas, and 
found for the plaintiff. He said: When one considers 
the object of the indenture, and the fact that both 
parties bind themselves for a period of five years, the 
one to employ and teach the apprentice and the other 
to serve the employer, it 15 impossible to read into the 
indenture or its schedule such a modification of the 
employer's pr?má facie liability as would enable him 
to employ the apprentice for shorter hours and at a pro- 
portionately reduced wage.’’ In the result the plaintiff 
was declared to be entitled to his wages as prescribed 
by the indenture for the whole period since he had 
worked short time. For the sake of simplicity, the above 
account of the case has not been complicated by any 
reference to another claim made on behalf of the plain- 
tiff, namely, that he was entitled to be paid not only his 
10s. 6d. a week, but all the war bonuses and additions 
to his wages which had been made either voluntarily 
by the employers or pursuant to the Munitions of War 
Act. It is enough to say that on this part of the case 
the learned judge was against the apprentice, and found 
for the employers. M 

This case will no doubt settle а large number of claims 
now outstanding between apprentices and employers in 
all parts of the country and in many different industries. 
We have every reason to doubt the wisdom of those who 
have insisted upon forcing the matter to a decision, for 
it must inevitably lead employers either to reduce the 
wages of apprentices generally or to adopt a form of 
indenture which will relieve the employer from making 
payments to apprentices for working when there is no 
work for them to do. We fancy, however, that the 
Ministry of Labour will be glad to have had the point 
decided as it has been. Numerous claims for unem- 
ployment benefit have been made in respect of appren- 
tices working & week on and a week off, in respect of 
the week during which they are not working. Mr. 
Justice Sargant has made it plain that they must be 
regarded as earning all the time, and they can, there- 
fore, prefer no claims for unemployment benefit. 


THE announcement issued by the 
The Lesson from directors of Yarrow & Co., Ltd., that 
the Clyde. they will have to close down their works 
on the Clyde in November next is a 
serious development in the industrial situation. The 
decision has been reached not because of any want of 
faith in the future of British engineering. and ship- 
building, but because, as things stand now, it is impos- 
sible to carry on with any reasonable success, and that 
being so, employés are given early warning во thav they 
may seek work elsewhere. We hope that the shutting 
down in November may be averted, but that cannot be 
unless those concerned realise that commercial under- 
takings can only be successfully carried on when they are 
conducted on economic lines. It is not only the employes 
of Yarrow & Co. who have to take this lesson to heart 
or lose their employment, for there are many businesses 
that have been beaten about by adverse circumstances 
such as have affected the Clyde company, and cannot 
survive unless the workers recognise the imperative 
obligation that rests upon them to do their part to main- 
tain the security of the undertaking from which they 
desire to draw their wages. As we go to press, Messrs. 
Brunner. Mond & Co. are announcing their intention to 
close down unless their men remain at work in sufficient 
numbers to carry on manufacturing operations. It 
the conditions imposed by labour are such as t? 
continue the cost of shipbuilding or anything else 
at an excessive figure so that orders or purchases 
fall away, then where is the inducement for capital 
to carry on? Or assuming that there are spec! 
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orders available on condition that delivery be given 
within a specified period, but such delivery cannot 
be given because of labour's unwillingness to co-operate, 
are we in any better plight? The Yarrow difficulty is 
that cost has become excessive, and delivery to date 


cannot be given, because of repeated strikes, reduction: 


of output, and demarcation disputes which have taken 
place in various industries throughout the country. As 
a matter of fact, the Yarrow decision should be an urgent 
appeal to that part of the industrial community through- 
out the United Kingdom that has not conie to 1ts senses, 
to do so quiekly—before it is too late! Yarrows evidently 
believe that common sense will return, or they would 
hardly describe their closing as a temporary measure. 

It is remarkable, after all the talk there has been 
during the past five or six vears, on the need for re- 
moving suspicion from the relationship of master and 
man, that it should still be necessary for Sir Robert 
Hadfield to be writing, as he does in Unity, call- 
ing for the dissipation of the great cloud of suspicion 
and mistrust which 1s poisoning all relationships, һаш- 
pering the recovery of the country. Sir Robert feels 
that while the workers may bow to the logic of facts 
and accept wage cuts, because thev have no alternative, 
unless some permanent edifice of conciliation and co- 
partnership is reared on the foundation of the present 
agreeinents the peace for the present attained will prove 
"but a hollow truce.” He believes that ‘‘ renewed 
prosperity will bring renewed demands in all probability 
ill-timed and impatiently urged, and we shall traverse 
the whole * vicious circle’ again. Sir Robert suggests, 
therefore, that all employers should now meet the workers 
* in full and frank discussion of all the conditions of 
their common industry, laying the cards on the table as 
to tlie state of the order books and the conditions under 
which contracts may be obtained, the profits and losses 
made during recent years, and to discuss, with a view to 
arriving at a permanent scheme, the question of unem- 
plovment." 4 good deal of this reads very much like 
other matter that we have been hearing and reading 
for vears. The time for discussion seems now to be 
far spent. We тау go on discussing for years and years 
while works close down and unemployment grows. What 
we ought all to be doing now is working our hardest 
and bearing whatever sacrifice is necessary, in order 
to keep alive the industry by which we live. 


We are glad to note from the official 
Empire Patents. report of tlie work of the Imperial Con- 
ference that the important subject of 
an Empire patent came under consideration, and that 
а recommendation was agreed to by the whole Confer- 
ence to the effect that a Conference of Representatives of 
the Patent Offices of H.M.’s Dominions shall be held in 
london at an early date to consider the practicability 
of instituting a system of granting patents which 
should be valid throughout the British Empire. 
.. We trust. that engineers in general and our readers 
in particular will do their best to see that this recom- 
mendation is not forgotten, and that a conference on 
patents 18 not very long postponed. We have often 
pointed out the enormous disadvantage of a British 
patentee as compared with an inventor in the United 
States, [n the States, as is well known, an inventor 
hv a single payment of £7 secures protection in every 
State of the Union, whereas in this country he 1s not 
only subjected vear by vear to a heavy and increasing 
tax upon his British patent. but is also obliged in order 
to secure protection throughout the British Empire to 
take out separate patents and pay separate renewal 
feex in each of the states, colonies, and dependencies 
oming under the British flag. This system may quite 
properly be described ах a heavy brain tax. and it 
Operates as a protective tariff against the introduction 
of new inventions in the Empire. The sooner a British 
к patent on the excellent model in force in the 
Ў.А. is adopted the better. It is а long-overdue re- 
form, and the cost of it would be trifling compared with 
the advantages to be gained. 


Тнк question of commercial educa- 

Universities and tion at the Universities was discussed 
Commercial at the recent Congress of the Univer- 
Education. sities of the Empire at Oxford, and it 
appears that the subject was received 


with ready sympathy. The late Lord Balfour of Bur- 


leigh had gone to a good deal of trouble to obtain 
accurate information as to the work already being done 
in the various Universities throughout the Empire, in 
order that he might introduce the subject from the chair. 

The principal address was given by Sir William 
Ashley, Professor of Commerce at the University of 
Birmingham. Sir William expressed the opinion 
that during the next 20 years faculties of commerce, 
or something like them, would be found in every 
important University in the Empire. Sir William 
said that he had never been ashamed of being frankly 
utilitarian in recommending a curriculum of com- 
merce. Instead of aiming only at mental culture, and 
trusting that in some way utility would emerge as a by- 
product, he claimed that they should aim directly at 
utility, and seek to obtain the mental discipline and 
mental enlargement they all desired by means of such 
useful studies. He laid stress on the necessity of work- 
ing together with the commercial community, which at 
present seldom sends its sons to the Universities, and 
would only consent to do so if it was sure of receiving 
most of them back again into commercial life. 

We need hardly remind our readers that we have al- 
ways been in favour of the adoption of commercial 
courses and commercial degrees at our Universities. 
We feel strongly that in comparing ourselves with 
foreign nations, such, as for instance, the Germans, we 
must be forced to the conclusion that they are provided 
with à commereial army better equipped than our own 
оп nearlv all points of education. They are linguista 
and economists, and although at times the similarity of 
phrase or method suggests too thorough a ‘uniformity 
in the method of teaching, and occasionally causes them 
to make themselves ridiculous, 1t must be admitted that 
too frequently a German in a foreign Country is better 
able to push his wares than is the average Englishman 
in similar circumstances. Perhaps he is armed with 
fuller authority and freedom of action. Given these 
weapons in the hands of a British representative, would 
not his personal initiative carry him further? 

There should be a faculty of commerce in every Uni- 
versity with a man at the head who is not only versed in 
political economy and in the text-book side of commer- 
cial knowledge, but who has had actual commercial ex- 
perience. The teaching of languages should be brought 
into the course, and the student should be given the 
choice of, вау, three languages in accordance with his 
future intentions as to the locality in which he intends 
to work. | | * 

The commercial student should be taught the niceties 
of commercial honour and good manners, for we have 
not lost our pride in British commercial integrity, and 
he should also be trained to express himself either in 
writing or in speech clearly and effectively. Salesman- 
ship is perhaps a little overdone in the United States, 
but it is certainly underdone in this country, and al- 
though. for our part, we attribute the unfortunate ¢om- 
mercial position in which this country finds itself to-day, 
t» causes quite other than inefficiency on the part of our 
commercial travellers, it must be obvious to everybody 
that such efficiency was never more necessary than it is 
now if we are to recover our position as suppliers of the 
world's markets. | 

From the point of view of the engineering trade it 
would appear to be clear that the commercial traveller, 
however well trained. would be practically useless unless 
he had some technical knowledee of the machinery. and 
plant which he had to sell. For this reason we would 
suggest that the most effective wav to help the engineers 
would be to give theim such commercial training as time 
permits, in combination with their technical training at 
the Universities. | 

We hope this subject will not be allowed to drop. 
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SAWDUST AS FUEL. 


MESSRS. J. SADD & 


IN view of the prevailing high price and unsatisfactory 
quality of the coal that is now being sold for power 
producing purposes, any instances of the successful use 
of cheap fuels should be of considerable interest and 
value to engineers. In this connection remarkable 
economies have been made in the cost of power pro- 
duction by the efficient use of sawdust, chips, and fine 
wood shavings, considerable quantities of which are pro- 


Fic. 1.—BiRD's-EyE View or Messrs. J. Sapp's TIMBER YARDS. 


duced at saw mills and timber conversion and treating 
works,'both in this country and abroad. 

There are several ways of utilising this tvpe of wood 

fuel, опе of which is to burn it in boilers for steain 
generating purposes. An example of a steam-electrical 
installation consuming such fuel we described some five 
years ago,* but another and probably better way of 
reaching the same goal is to produce 
gas from the sawdust, which can be 
used to drive internal-combustion 
engines and electric generators, with 
the added advantage that provision 
can be made for the recovery of the 
tar, wood naphtha, acetic acid, &c., 
from the gas as is done in Sweden. 
- An installation of the latter type, 
without the recovery of by-products, 
however, we described about nine 
veurs ago. f It is situated at 
Maldon, in Essex, and is owned by 
Messrs. John Sadd & Sons, Ltd., 
English and foreign timber mer- 
chants, whose mills are illustrated 
in fig. I, which was reproduced from 
& photograph taken from the air. 
The initial installation, which com- 
menced operation in June, 1910, 
comprised two sets of 100-h.p. Cross- 
ley waste wood-refuse gas plant and 
two 100-h.p. Crossley horizontal 
single-cylinder gas engines direct 
coupled to Crompton  dynamos 
generating electricity at a pressure 
of 220 volts. А view of a portion of | 
the older part of the engine room showing the switch- 
boards is given in fig. 2. Since that time the plant has 
grown considerably, and is now in a prosperous con- 
dition ; the following additional plant has been installed 
in recent vears:— | 

Gas Producers.—A 100-һ.р. Salmon & Whitfield set. 
a 300-h.p. Crossley set, and а 250-h. p. Ruston and 
Hornsby set: in addition, one 250-h.p. Dowson and 
Mason and one 150-h.p. National producers were in- 
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'* Erec. Rev., April 7th, 1916; p. 389. 
+ Erre. Rev., Dec. 27th, 1912; p. 1,039. 
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SONS' TIMBER MILLS, 


stalled (to consume anthracite coal) as stand-by plant, 
but no occasion has as yet arisen for calling them into 
use. 


Gas Engines. — One 120-h.p. Kynoch horizontal single- 
cylinder engine direct-coupled to à Crompton dynamo, 
one 260-h.p. Crossley four-cylinder vertical engine (fig. 
3) direct-coupled to an E.C.C. dynamo, and a 500-h.p. 
Premier four-cylinder horizontal engine (fig. 4) rope- 
driving an English-Electric dynamo; a view of the valve 
gear of the latter engine is shown in fig. 5. | 


The three newer generators produce electricity at a 


‚ pressure of 440 volts, and the dynamos are assisted by 


à battery of 112 E.P.S. and 112 D.P. accumulator cells 
having a 1,200 ampere-hour capacity, and being capable 
of delivering about 1,000 A momentarily. By this means 
the engines can be kept on full load, notwithstanding 
the exceedingly variable station output, which is charac- 
teristic of all timber mills. The engines are so closely 
governed that the variation in speed is not large enough 
to interfere with the maintenance of a steady pressure 
at the busbars, which desirable end is considerably 
facilitated by the use of very heavy flywheels on the 
engines. 


. The gas engines are water-cooled, the water being 
circulated through the cylinder jackets by gravity, and 
the cooling towers are illustrated in fig. 6. The neces 
sity for the latter arises from the fact that the water in 
the tidal river which surrounds the works is not suff- 
ciently fresh to be used for cooling purposes. А Ruston 
and Hornsby waste heat boiler is connected to the er- 
haust of the 500-h.p. Premier engine, and supplies 
steam to heat а timber-drving kiln ; still further use is 
therebv made of heat which is generally exhausted to 
atmosphere. : 

The switchboards, portions of which are to be seen in 
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Еа. 2.— ExdINER Room AND SWITCHBOARDS. 


fig. 2, were supplied by Messrs. Crompton & Co. The 
whole of the auxiliaries are electrically driven, and & 
10-ton travelling crane spans the engine room. 

Very little difficulty is experienced with the gas Pro 
ducers, two views of which are to be seen in figs. 7 and 8; 
they are operated entirely on wood refuse produced in 
the adjoining timber yards, and have given every satis- 
faction. The gas is first passed through a dust-collecting 


coke 
box over a water seal, and then up through à 


: tor- 
serubber and afterwards through a centrifugal E 
driven tar extractor, fig. 8, to a wood-wool scrubber, 
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thence into the bus pipe. The gas produced is of such 
excellent quality that the engines will, with perfect free- 
dom, produce well over their nominal rated output for 
considerable periods. 

Clinker is formed, due to the presence of stones, 
gravel, &c., in the bark, and a certain amount of care 
and judgment is needed while charging when the fuel 
is damp (it may contain up to 40 per cent. of water), 
and poking is necessary to keep the fuel solid in 


Fia. 3.— VERTICAL CROSSLEY GAS ENGINE. 


the plant. The scrubbers, washers, pipe connections, 
and engines are cleaned out periodically after a definite 
number of hours of operation ; thus the plant is always 


Fic. 4 —HORIZONTAL PREMIER Gas ENGINE. 


maintained in a clean state. The crude tar as produced, 
probably containing about 40 per cent. of moisture, is 
sold at a price of £1 per barrel, and the wood ash from 
the producers is a valuable fertiliser with a market value 
of £3 per ton. Whether it is economical to recover 
the by-products from the gas depends, of course, on 


the quantity produced, and as the plant is growing so 
rapidly such recovery will probably be undertaken in 
the near future; the matter is receiving consideration 
at the moment. 
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FiG. 5.—PREMIER ENGINE VALVE GEAR. 


Messrs. J. Sadd & Sons, Ltd., besides lighting and 
electrically driving the whole of the machinery in their 
own extensive mills and vards, wherein some 50 motors 
are installed, aggregating 668 h.p., 
as illustrated and described in the 
previous article above referred to, 
also supply electricity for lighting 
and power purposes in the town of 
Maldon and the adjoining village of 
Hevbridge. Distribution is entirely 
by means of overhead mains sup- 
ported on wood poles, and wayleaves 
are readily granted by the owners of 
property en route, the supply being 
on the 3-wire system at 200 and 400 
volts pressure. 

During the twelve months ending 
April 30th, 1921, the maximum load 
recorded at the generating station 
was 475 kW; the quantity of elec- 
tricity sold amounted to 998,364 
kWh; and the fuel consumed in the 
gas producers to 2,876 tons---com- 
prising 1,015 tons of scrap wood, 
740 tons of sawdust, 545 tons of 
chisellings, and 576 tons of bark. 
Since January, 1921, the energy sold 
has averaged 83,622 kWh рег 
month, and the cost of production 
has been 1.3514. per kWh at the bus- 
bars. This figure, however, is rather 
high owing to numerous repairs 
which are being carried out in order 
to overtake arrears in this direction, and it is antici- 
pated that when normal conditions '' can be resumed 
the figure will approach 0.754. per kWh. It should also 
be mentioned that energy is being supplied to consumers 
on much more favourable terms than are quoted in other 
districts. 
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Three shifts are run at the power house, as part of 
the owners' timber mills run throughout the night, and 
about 100 h.p. is also supplied to a flour mill continu- 
ously for 24 hours per day ; it is contemplated that other 
local works and factories will demand supplies in the 
near future. Nearly 400 consumers are at present con- 
nected to the mains; their number is being added 
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Fic. G. WaTER-COOLING TOWERS. 


to rapidly, and the overhead mains are being extended 
to embrace outlying districts. Public lighting is at the 
moment restricted to a small area, but plans are in 
‘contemplation for lighting electrically the: mifintstreets 
in Maldon.. Electricity. for heating. and zcenking ipur- 
poses is. being. favourably received in the town, and be- 
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Fias. 7 & 8.—Woop Reruse Gas PRODUCERS AND TAR EXTRACTOR. 


sides the usual heating apparatus, automatically-regu- 
lated incubators and service water heaters were in use 
80 far back as 1912. 

Sufficient has been said regarding this interesting 
installation, whereby electricity may almost be said to 
be produced as a by-product of the timber mills, to show 


that scrap wood and sawdust, &c., when used intelli 
gently is a satisfactory and economical fuel. In con. 
cluding, we have to thank Messrs. J. Sadd & Sons for 
their permission to visit the works and publish the 
foregoing article, and also Mr. M. Lonsdale, chiet. elec. 
trical engineer to the firm, for his assistance in the 
preparation of the particulars embodied therein. 


LEAVES FROM AN INSPECTOR' S NOTE-BOOK. 
By " ANODE.” | 


Many years ago, shortly after I had been introduced to 
Ohm's law and other interesting electrical facta, [ 
attended evening classes in electrical engineering at the 
local technical school, and I well remember the teacher, 
& very clever.engineer (a real one, not one of the in- 
cubated brand), getting on his hind legs and enthusing 
over the glorious future of electricity, and the burden 
of his song. was: E ! 

In a few years the whole of the world will be run 
by push-buttons, which will set in operation the illimit- 
able power of this mighty mysterious force we call elec- 
tricity. You will ride in electrically-propelled vehicles. 
You will.sail in electrically-propelled ships. You will 
find electric.lifts to take you up and down. Your food 
will be cooked by its agency. When you are ill it will 
cure you, later on it will kill you, and then its aid will 
be invoked to cart you -off to the crematorium, and it 
will then perform its last offices and incinerate you. 
Further, all this.electrical machinery will -be- entirely 
out of. sight, placed in obscure corners, economising - 
space, and all.we shall see will be the small push-button 
controlling and directing the mighty motors which shall 
do our bidding and work our will.” 

Not во bad. for 25 years ago! 

A lot of this prophecy has come true, éspecially the 
“© obscure corner "part, and it is this that I intend 
to take as my text. 

I Ља гоп my list of inspections:a l-h.p. motor at a 
bacon: factory, and n attending there J found that the 


motor was bolted ‘to tlie: ceiling. and the only means of 


access was by climbing up a greasy ladder, after which 
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I had to twist myself through an angle of 60 deg. 
remove а band cover, hold on, strike a match, check the 
clearances, get covered with fat, find the bearings badly 
worn, oil all over the windings, the commutator as black 
as the ace of spades and badly grooved, and the brushes 
worn down and sparking brilliantly. 
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All this trouble was due to the motor makers, who tell 
the simple non-technical user that their motors work 
well in all positions, and once fixed it is only necessary 
to oil them once à month, as lubrication is automatic. 

Our bacon factor looks at the pretty picture of the 
large works where motors are made, listens to the tale 
of the salesman, who descants on the large sets they are 
turning out for the Slocum-on-Slush Council, ‘‘ 3,000 
volts, sir," “and every one up to Board of Trade stan- 
dard," ''guaranteed full cream, and that's the stuff 
we turn out," and thinks that the X.Y.Z. Co. are just 
the people to turn out his 1-h.p. motor. 

Accordingly, in it goes, it is stuck up in the ceiling, 
and is а nine days' wonder; the most intelligent man 
in the shop is detailed off to look after it, which he does 
daily, flooding it with oil, and fancies he is well on the 
way to becoming a second Edison. Then he gets tired 
of it, а fuse blows, the factory is stopped for a day, the 
insurance agent blows in, effects an insurance, and hence- 
forward it is my funeral. I point out all the defects, 
instruct the attendant how to look after the machine 
properly, adjust the brush position, and so it goes on 
till the motor finally breaks down. 

One repairer with whom I was discussing the matter 
summed it up as follows: — 

The average user of an electric motor knows nothing 
about it, and doesn't want to, so he insures it, and 
rests contented. All he knows is that if it starts making 
а noise and things inside bump about, it 1s a mechanical 
fault; if sparks and flames come out, it is an electrical 
fault. You are called in, and you have to get them 
out of their trouble; but if you expect them to take an 
intelligent interest in the motor, well, you are expecting 
too much. The millennium is not just yet, and when 
it arrives we will be too busy looking after other things 
to bother with I-h. p. motors.“ 

I have come across open-type motors in boot shops. 
where they have been placed on the floor in just such 
a position that they will collect all the dust from the 
grinder, and it is nothing unusual to find the whole 
of the machine full of leather dust, resulting in the 
machine running hot owing to the non-conducting cover 
of dust with which it is surrounded, while it would have 
been an easy matter to have put the motor a couple of 
yards or more away, with a horizontal instead of a 
vertical drive, meaning less bearing wear and a more 
satisfactory drive. 

In another case I came across a motor driving a circu- 
lar saw, the motor being placed in a pit and covered 
with an extremely loose-fitting cover. The motor was 
covered with sawdust, and naturally ran excessively 
hot. The risk of fire was very great, and I had a lot 
of difficulty in persuading the owner to bring the motor 
out of the pit, fix it on the floor level, and cover it with 
a really good sheet-iron cover. In this case the motor 
Was fixed in the pit in order to save floor space, but I 
venture to say that what he lost in floor space by re-, 
moving 11, was more than gained by the extra facility 
given for examination, and the lengthening of the life 
ot the motor through cooler running. , 

Motors in laundries come in for rough treatment. In 
one case | found an open-type machine fixed on the 
floor of the wash-house, and running in an atmosphere 
full of water vapour, and, in consequence, continually 
breaking down. It would have been an easy mutter to 
place the motor in a small building outside the wash- 
house, where the conditions would have been more suit- 
able, but the owner grudged the small expense he would 
have been put to, and preferred the continual losses 
through stoppage of the plant, which amounted to a 
larve sum vearly. 

Motors in breweries also cause a lot of trouble, which 
could easily be avoided by installing machines suitable 
for the work. і 

Totallv-enclosed motors should be put down in all 
cases where water vapour ix present, and the use of 
*inr-enclosed or open motors should be limited to situa- 
tions Where the atmosphere is normal and free from dust. 
It is quite an easy matter to have the windings coated. 
With acid-resisting varnish, and if its use were universal 


throughout breweries, &c., electrical trouble would be 
greatly minimised. 

The same remarks apply to all chemical works, and 
tanneries also run their plant under equally bad con- 
ditions. 

It must not be imagined that it is only in the case of 
small users of electric power that we find these instances 
of neglect. 

In many instances I have found machines placed in 
bad positions simply because that happened to be the 
easiest way of accomplishing the task, no regard being 
paid to the question of efficiency and upkeep, and this 
is especially noticeable in collieries. I am not now 
speaking of motors fixed in temporary positions, as in 
some circumstances it is essential that a motor be put 
to work at a moment’s notice, and even if it has to run 
under continuous overload it has to go through with the 
work, pending one more suitable being obtained. The 
instances to which I refer are those of permanent pump- 
ing plant, one case being that the motors and pumps 
were fixed at the lowest part of the mine, with the result 
that when a breakdown occurred to two of the three sets, 
the whole of the pumps were flooded, whereas had thie 
motors been brought 10 ft. higher up there would have 
been a storage capacity which would have enabled con- 
siderable repairs to be carried out before water trouble 
was threatened. | 

And the moral: Leave the job to engineers, real ones, 
not incubated ones! 


RUSSIA’S ELECTRIFICATION. 
AMBITIOUS SCHEMES AND CONSIDERABLE PRUUHESS. 


A Russian paper states that for the purposes of the elec- 
trification of the industrial establishments of the 
Vladimir Government, the Tiekoff and Pistzoff inarshes 
will be turned to account in the first place, after which 
others will be exploited for the purpose of yielding fuel 
to drive the machines. These marshes are all of con- 
siderable extent and of useful depth for fuel production. 
On the Tiekoff marsh it is intended to install during 
the next three years 60 peat presses, and to extract at 
the rate of 6,000,000 poods of peat per year. This 
quantity will supply the electrical station to be in- 
stalled, the buildings of which are now in process of 
construction near the Rubisky marsh. It is intended to 
install three turbo-generators of 60,000 kW. It is in- 
tended also to follow on with an electric station at the 
Pistzoff marsh. The idea is to connect all the industrial 
centres of the Government to this central station, and 
such would include the district of Ivano-Vosnesensk, 
Schuya, &c. The extension of the distribution froin 
these stations to the agricultural establishments of the 
Government is likewise contemplated. 

In the current year on the construction of the electri- 
city generating station on the Rubisky marsh, the con- 
struction of a full gauge railway connecting it with 
various centres, the length being 153 versts, will be pro- 
ceeded with. A temporary electric station has been in- 
stalled to light the establishments on the Rubisky marsh, 
where a sawmill will be erected, also engineering shops. 
workmen's dwellings, and general service buildings. 
The utilisation of the above electric stations is expected 
to effect a saving of 80,000 cubic sazhens of firewood per 
annum. 

Although determined efforts are being made to effect 
what are called capital repairs in the Petrograd electrie 
stations, it has to be admitted that delay. has occurred 
owing to scarcity of competent labour. There is also 
ereat difficulty in obtaining some parts and materials, 
which have failed to be delivered, although ordered in 
apparently good time; and it was feared that it the 
necessary steps were not at once directed towards obtain- 
ing these goods, the repair work then in hand would 
have to cease by August 15th. In some cases the work- 
men have formed Cartels or group unions and addressed 
themselves to overhauling the turbines, and reinstalling 
them with considerable suecess. 
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It is announced in one journal that а concession 
granted to а large Scandinavian group for the exploita- 
tion of submarine cables between Russia and Denmark, 
Japan, and China has been confirmed. 

The telephone system, of Tula is said to be completely 
ruined, and in its place a new underground double wire 
system is being laid. The work is proceeding with great 
energy, about 1,000 men being engaged on it. The 
number of subscribers expected, when the work is com- 
pleted, is 1,500, or approaching three times the number 
that was connected to the old system. 

It is hoped to start the Kashirsk electric station in the 
month of November. The plant already installed repre- 
sents 10,000 kW, but this is to be increased to 60,000 
kW. The machinery will be run on coal from the Mos- 
cow district. 

An electric station to supply the Utkin factory, Petro- 
grad, is being completed. The present power is 10,000 
kW. 

The Russo-French Metallurgical Works, Petrograd, 
were to deliver a first consignment of electric ploughs by 
the first of August. 

——— 


WORKING CONDITIONS IN FACTORIES. 


Report ОЕ H. M. IN SPECTOR Or FACTORIES. 


From the report of the Chief Inspector of Factories and 
Workshops for the year 1990 * (the electrical inspector's por- 
tion of the report was abstracted in our issue of August 5th) 
we learn that notwithstanding the trade depression during 
the year the number of registered factories increased by 4,610 
to 140,064, while workshops continued to disappear, their 
number being 141,971. The total number of persons employed 
in all factories in 1919 was 6,1297,706—1.e., 2,157,783 females 
and 3,969,923 males. ‘Thus when practically all the females 
employed as substitutes for men during the war period had 
given up their occupations, there were employed in the factories 
alone 430,000 more females than in 1913, while at the same 
time there were 350,000 more males. 

Rather fuller accident statistics are given than in former 
years; they show that the total number of accidents reported 
in 1920 was 138,709 '*"*, f of which 403 2° were due to electricity. 
The tota! number of accidents in electrical generating stations 
was 531 of which 59 * were due to electricity, and in elec- 
trical engineering 2,442 *, of which 42? were due to electricity. 
During the year 350 fires were reported, of which one was in 
а generating station and six in electrical engineering works. 

During the year the Employment of Women, Young Persons, 
and Children Act, 1990, and the Women and Young Persons 
(Employment in Lead Processes) Act, 1920, became law. The 
Departmental Committee on Factory Lighting that was ap- 
pointed in 1913 and issued its first report in 1915, when its 
work was suspended owing to the war, resumed its investiga- 
tions towards the end of the year, but owing to the urgent 
need for economy its inquiries have since been restricted. It 
has. however, assisted the department to prepare a pamphlet 
on factory and workshop lighting, and an important memo- 
randum on artificial respiration in cases of electric shock was 
issued during the year. It is proposed to reorganise the 
inspectorate so that the men's and women's sides will be 
amalgamated and women inspectors will become eligible for 
all posts. ' Ihe number of districts is to be increased from 
62 to 88, and four additional electrical inspectors are to be 
appointed. Though the changes will involve considerable re- 
distribution of the stail, the total wil! remain about the same. 

Crane ÁAccidents.— he grave character of many of the cases 
arising from overhead cranes is noticeable. Certain types of 
accidents which are known to be preventable by fencing or 
slight modification in the design of the mechanism responsible 
for injury, still continue to occur up and down the country. 
Investigations show clearly that cranes are not examined suffi- 
ciently often nor carefully enough. Further, repeated failures 
suggest that the original safe load should be reduced as the 
crane increases in age, to allow for the factors of fatigue and 
deterioration of macerial generally. The whole subject is one 
of special importance, for not only is the total of accidents 
high. 2.379 in 1920, but many prove grave in character—no 
fewer than 109 terminated fatally. The use of cranes is 
increasing, and the modern tendency is towards higher speed 
in hoisting and lowering, and (in overhead cranes) acceleration 
also in speed of travel. 

Abrasive Wheels.—It is reported that a hitherto unsuspected 
cause of excessive speeding-up was revealed by the bursting 
of periphery wheels driven by compound-wound electric motors. 
The shunt circuit breaks, owing to the fusing of the shunt 
winding. The motors thus become series wound and a greatly 
increased speed results under no load ” conditions. Means 
of prevention. are now under consideration. 


H. M. Stationery Otfice, Kingsway, W. C. 2. Cmd. 1403; 
price 18. 6d. net. 


+ Principal numbers are those of accidents; small figures 
аге those of fatal accidents only. 


Ezplosions.—An explosion in an india-rubber factory, which 
caused the deaths of seven men and injury to nine others, is 
thus described: Cotton fabric impregnated with a solution 
of rubber in naphtha and rolled into bundles is taken to the 
naphtha recovery plant, where the excess of naphtha is re- 
moved, before being taken to the steam heating frame. Owing 
to an oversight, a roll of solutioned fabric was conveyed directly 
to the warming frame from the spreading shop with the result 
that, when a certain amount of cloth had passed over the 
frame, a violent explosion took place. Elaborate precautions 
are taken with regard to ventilation and the prevention of 
fire; the place is lighted electrically, safety globes being placed 
round the lights, and the machines are operated electrically, 
It is presumed that the explosion was caused by a spark trom 
the calender motor or by a spark of static electricity generated 
by the passage of the cotton fabric over the steel frame ot the 
warming machine, and shows the necessity for taking all 
possible precautions to prevent sparking in an atmosphere 
charged with inflammable vapours. 

A curious accident occurred in a large boiler shop where 
16 smiths’ hearths received their air supply from an electrically- 
driven fan. ‘The air blast was fed to the coke fires through 
pipes from a main. While the fires were in full blast the fuse 
'" blew on the fan motor circuit and the fan stopped. The 
heat of the fires then caused a reverse current in the pipes, 
and air was drawn through the fires forming carbon monoxide 
us it passed through the hot fuel. When the blast came on 
ugain the oncoming air formed an explosive mixture with the 
carbon monoxide and this ignited at one of the fires. The 
resulting explosion ruptured the blast pipes, but nobody was 
hurt. Safety flaps have since been fitted in the blast pipes. 

Dangerous Trades.—The high incidence of lead poisoning 
in the electric accumulator industry—48 cases in 1919 and 47 
in 1920—emphasises the need for the most meticulous attention 
to the detailed observance of the statutory precautions, and 
suggests, indeed, the desirability of an even higher standard 
of working than the code demands. А very considerable ex- 
pansion of the accumulator trade hus followed the great de. 
velopment of the motor industry. Тһе Women and Young 
Persons (Employment in Lead Processes) Act, 1920, it shouid 
be noted, forbids—section 1 (e)—the employment of women, 
and young persons of both sexes, in mixing and pasting both 
in manufacture and repair of accumulators. 

Some of the works under the code are quite small. Several 
came into existence during the war, when the premises taken 
were in many cases far from satisfactory for the purpose. Con- 
siderable pressure had to be put on some of the firms con- 
cerned to ensure the necessary remedies, or failing this, the 
closure of the works was ordered. 

The reports show that the standard of compliance varies 
considerably, and the following notes indicate the requirements 
which were found to be the most neglected :— 

Regulation 3.—Constant maintenance of floors of pasting 
rooms and those in which dry compounds of lead are manipu- 
lated in moist condition, and daily hosepipe washing of same. 

Regulation 4.—Provision and use of suitable receptacles for 
lead ashes and old plates. 'The receptacle for the dross and 
ashes, from which most harm is to be feared in the lead 
melting process, should be under exhaust. 

Regulation 5.—Any manipulation of dry compounds of lead, 
whether in connection with paste mixing or otherwise, except 
when carried on in a dust-proof machine, must be done under 
the prescribed conditions of exhaust ventilation. Such mani 
pulations would include, for instance, scooping from barrels 
of lead compounds; weighing of lead compounds; breaking-up 
and remixing of unused dried paste. ‘It has been noted that 
a narrow view of the scope of the regulation is sometimes 
taken, and that such processes as mentioned ate carried on 
without the specified precautions. 

Regulation 15.—This requires the daily cleansing of floors 
and benches, and is often seriously neglected. Cleansing 
should be done with the scattered lead material properly 
moistened. or a suction cleaner should be used. 

Some important health matters are not specifically dealt 
with by the code, but under the more general requirements 
of the Acts. Thus, the small power-driven saws used for 
plate trimming should be provided with exhaust ducts. Filing 
and brushing operations shou'd also be carried on at benches 
provided with localised exhaust. Sheets of brown paper or 
cloths are used in some places in connection with paste 
operations, i. e., between the pasted plates. It is important 
that the risk from the paste which dries on these shouid be 
recognised. The paper is thrown away. In either case proper 
receptacles are required. 

Suitable warming arrangements should be provided at the 
fresh air inlets to the room to ensure that the ventilation 
will not be interfered with in winter time, and that the 
workers will not block up the inlets in сег to prevent 
draughts. 

Special inquiries have been made during the year in con- 
nection with the overloading of cranes, and although there 
is very little evidence to show that deliberate overloading 
often occurs, a great lack of care is exhibited by some firms. 
Electrically-driven cranes are very liable to be over-loaded. 
owing to the crane drivers and others interfering with the 
fuses In the hoisting motor circuits. 

The increased use of electric lighting has effected 8 con 
siderable improvement in the standard of lighting provide 
on ships under construction or repair and ales in the ship- 
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to the inadequacy of lighting. 

Lighting in Factories and Workshops.—There is evidence 
that the importance of adequate and suitable illumination is 
being increasingly recognised by employers, and that-a high 
degree of brüliancy, not only on the field. of work but m 
the general lighting of the reoin, is appreciated by the workers. 
Inpprovements are reported both as regards natural and arti- 
ficial lighting; there is reported, too, from all parte a- wider 
adoption of electric lighting in substitution fer gas. 

The most obvious defect in many new installations is that 
of glare, chiefly due to the increased use of gasfilled lumps 
which are substituted for the ordinary vacuum electric globe, 
and used with inadequate shades. The rival claims of general 
diffused lighting and localised lighting confront the employer. 
The former. is gaining in favour; for factory use. Localised 
lighting is the more expensive. High-power lamps increase 
the illumination for the same consumption of electricity, and 
enable the employer to provide for the general illummation 
of his workrooms an intensity of light previously restricted 
to the small area of an individual operator's work. Such 
general lighting 18 ш practice usually obtained by means of 
gasfilled lamps distributed over the room at very varying 
heights with shallow shades, or far too often, without any 
shade whatever. The indirect lighting obtained by means 
of an opaque bowl, which causes the whole of the light to 
be received by reflection from the ceiling, is more suited to 
restaurants and places of entertainment than to factories. 
For processes requiring brilliant light on the field of work 
а combination of general and of localised lighting seems to 
be the most suitable. 

While progress in lighting is reported by the inspectors, the 
other side of the picture is unfortunately equally prominent, as 
are also defects in both natural and artificial lighting. In 
this connection the result of investigations made by the 
Fatigue Research Board on output in silk weaving is of special 
interest. It was found that every unnecessary hour under 
artificial light means a direct loss of production and makes 
the task of the worker more difficult than it need be. It 
was proved that ''under artificial illumination production 
falls even if electric light of sufficient intensity is provided. 
The magnitude of the fall 18 of the order of 10 per cent. of 
the daylight value of the output.” 

Seeing that daylight is so superior to artificial light, and, 
moreover, saves the cost of an illuminant, it is surprising 
that more care has not been taken to admit it into workrooms 
as fully as possible, and that so little use has been made of 
devices whereby daylight may be secured or conserved. A 
word of caution may not be out of place, in view of reports 
of artistic ‘‘ colour schemes ” for factory walls, adopted with 
the object of relieving the drabness of industrial employment, 
namely, that care should be taken to choose colours which 
will not absorb the light. 

In some industries daylight is essential for colour work, and 
use is being made by some firms of artificial daylight.“ 
whén natural light is not available. The effect produced is 
reported to be highly satisfactory to those who have installed 
the necessary fittings, but the expense involved, owing chiefly 
to the amount of eleetric light necessary to obtain a sufficient 
illumination, is too high to permit at present of more than 
a very restricted use. The principle in each case is that of 
reducing the red and orange rays which preponderate in 
artificial light, until they bear the same proportion to the 
blue-viole& rays as in daylight; the result is reached by 
different methods. 

The relation between the safety of the workpeople and the 
efficient lighting of every part of the factory has not yet been 
sufficiently appreciated by many employers. Ру 

The many and varied problems involved in industrial lighting 
are to receive further consideration in the coming year. 


(To be concluded.) 


yards generally. Very few complaints have been made as 


Swedish Transformers for Russia.—About a year ago an 
order for eight transformers, representing a value of over 
1,000,000 kronen, was placed with Luth & Ropens Elektriska 
A.B. by M. Krassin and Prof. Juon on behalf of the Centro- 
sojus. Three of the transformers were delivered some weeks 
ago, two have just been shipped, and the remaining three 
are expected to be ready by the end of the present month. 
Payment for the transformers is aid to have been made in 
Swedish currency. The transformers already completed have 
been inspected and approved in Stockholm by Soviet experts, 
and four of them are destined for erection at Kaschira, about 
43 miles from Moscow, while the others are for a step-down 
station in Moscow. There is a steam power station at Kas- 
chira where local lignite is used as fuel. The generation 
pressure ig 2,800 V, which is raised to 115,000 V, and about 
12,000 kW is transmitted to Moscow. where the pressure is 
reduced to 1,000 V. The weight of each transformer, in- 
cluding oil, is stated to be about 29 tons; they have been 
constructed on the mantle type, which possesses great power 
of resistance against electrical and mechanical strains, and 
they are the first which have hitherto been constructed in 
Sweden for this high pressure. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


faders ате invited to submit partioulars of new or improved devices 


and apparatus, which will be published if considered of sufficient 
interest, _. РР 


Mosaic Fittings. 
A type of fitting which is quite new to the British market 


has been introduced by the Mosaic Fitting Co., Ib., of 31, 
Newman Street, W.1. 
globes, or shades, in mosaic patterns composed of variously 


It is made in the shape of bowls, 


FiG. 1.—Mosaic FITTINGS. 


shaped pieces of coloured glass, which, we understand, are 
put in position whilst molten ог plastic. 
beautiful and artistic designs can be produced in this way, 
and the light passing through them gives very pleasing effects. 
Examples are shown in fig. 1, but a black and white repro- 
duction naturally fails to do justice to the originals. 


Obviously, very 


А Traffic Regulator. 


Mn. ALEXANDER ZARKY, 990, W. Temple Street, Los Angeles 
(Cal), U.S.A., has sent us some particulars of his traffic- 


Ета. 2.—Trarric REGULATOR. 


regulating device which, he states, has already been employed 
with success. This regulator consists of a pedestal mounted 
on a box. On the top of the pedestal is a glass globe. con- 
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taining à lamp, on which are painted four circles—two red 
ones bearing the word Stop,” and two green ones in which 
the word Go” appears. The box at the pedestal’s base 
contains dry cells or accumulators. Fixed half way up the 
pedestal is another box containing an adjustable clockwork- 
operated timing device which operates small contactors which 
are housed in the column between the clockwork box and 
the globe. The globe does not revolve but turns and reverses 


Fic. 3.—CLoCKWORK MECHANISM. 


in periods depending upon adjustment. If desired, the one 
control can be employed for operating other synchronised 
lights by means of relays. The column is shown in fig. 2. 
Fig. 3 illustrates the clock mechanism. The contactors are 
seen mounted on a shaft revolved by the second ’’ movement 
of the clock; these dip into mercury in which the terminal 
screws, seen at the side, are immersed. The inventor states 
that if overhead trolley wires are already in existence the 
device can be inverted and suspended. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No lettsr can be published 
unless we have the writer's name and address in our possession, 


Oil Consumption and Prices. 


In your issue of July 29th we note that your correspondent, 
Mr. E. F. Butler, refers to the lubricating oil consumption 
of the Vickers-Petters oil engines. A comparison is made of 
the performance of a 1.000-h.p. engine using, according to 
the statement in the Daily Mail, 4,000 gallons of lubricating 
oll in the course of а year's working, and a 1,000-kW turbine 
using 350 gallons. 

The Vickers Petters ol engine is made in sizes up to 500 
b.h.p., and within that range great economies can be shown in 
comparison with steam engines. It does not, however, profess 
to enter iato competition with large turbines such as the 
1.000-kW set referred to by Mr. Butler. A turbine certainly 
has the advantage of only requiring to make up for lost oil 
due to leakage and atomisation. | 

As a matter of fact the new Vickers-Petters oil engine is 
lubricated on a patent system which effects a great economy of 
oil, and makes the comparison favourable with Diesel. hori- 
zontal, and other types of oil engines. The lubricating oil 
consumption on an average amounts to 0.006 pint, or, вау, 
3 grams per b.h.p. per hour. 


For Vickers-Petters, Ltd., 
G. B. PETTER, Director. 
Ipswich. 
August 12th, 1921. 


Country House Lighting Plant. 


Mr. Taunton’s very able and interesting article in your last 
week's issue shows some of the disadvantages of automatic 
and semi-automatic electric lighting sets. but T do not think 
he gives enough emphasis to the fact that even the largest of 
these sets is too small for quite moderately sized country 
houses. The average owner, usually. has no idea how much 
light and power he needs until the plant has been installed: 
then, ав his ideas and experience increase, he proceeds to add 


lights and accessories to the installation without any thought 


as to the size of his plant? This becomes overloaded and, 
finally, gives up the ghost," greatly discrediting electric 
light in the neighbourhood. The only way to avoid this ia to 
install ample engine and dynamo capacity at the beginning. 
The battery is not so important, as it can be worked con- 
tinuously at full load with less harm, in the long run, than an 
oil engine. 

If the 3-b.h.p. set, which Mr. Taunton favours, is viewed 
from this standpoint, it does not show up very well, and I 


should doubt very much if it would be adequate for а 50-light 
installation. 

Personally, I have found that an installation, comprising a 
low-speed horizontal oil engine, a dynamo, battery, and 
switchboard, costs very little more than these 3-b.h.p. sets. 
The low-speed set is certainly more difficult to start, but it 
can easily be run by unskilled labour. Have these small semi. 
automatic sets been installed for a sufficient number of years 
to enable a satisfactory estimate of their reliability to be 


formed? 
C. E. Atkinson. 
Bexley. 
August 15th, 1921. 


The Electrical Trades Union and Non- Union Labour. 


Having read with annoyance the attitude taken up by the 
above Union in London with regard to connecting up installa. 
tions carried out with non-union labour, the writer is wonder- 
ing how the organisation (or disorganisation) gained its great 
power. By experience he has proved that it certainly isn't 
due to the practical qualifications of the average member of 
the E.T.U. I am told by several of its members that they 
Joined up for peace, but not by choice, and I believe that 
that is exactly the position taken up by Ше minority of really 
practical electricians in the E.T.U. I am also surprised that 
no trade test is carried out before admitting a prospective 
candidate or '' would-be ”' electrician ав a member, and that 
anyone who comes along (or is dragged along) with the 
slightest knowledge of electrical work is admitted a member. 
Му information has been furnished by so many members of 
the Electrical Trades Union that I have no reason to doubt it. 
I also think, like the ELECTRICAL. Review, that sooner or 
later the meddler burns his fingers, and not only will the 
B London, one day have its lesson, but the E.T.U. as 
a whole. 


August 15th, 1921. 


I have read with interest your editorial comments on The 
E. T. U. and Non-Union Labour.“ It seems clear that there 
is something radicaly wrong with the methods adopted by 
the Union to protect its members, as it has never enjoyed 
the reputation and status of the A.S.E. or, later, the A.B.U. 
The electrical industry is flooded with all sorts of intruders 
who have never served any apprenticeship at all, a condition 
which is almost absent in mechanical engineering. Can vou, 
Sirs, or any reader, explain why electric wiring is included in 
the standard recognised course to qualify for a registered 
plumber? It may not be objectionable for a firm of plumbers 
to have ап electrical branch so long as it employs practical 
wiremen or electricians to do the work, but if electricians were 
to erect gas and water pipes, &c., I think the plumbers would 
have something to say against it. Until all this is stopped, 
it is doubtful if the E.T.U. will ever be able to give its 
members the protection it ought to. 

Fair Play. 


August 13th, 1921. 


Draughtsman. 


Abnormal Meter Records. 


In line with Mr. Southgate’s letter in your issue of August 
oth on the above subject, I quite agree that it is very difficult 
to understand how the readings were taken, and continued to 
be taken, without the error becoming apparent and the matter 
cleared up. 

In order to do this, more information and details are re- 
quired from India, giving а complete list of readings from 
January, 1920. 

I am, however, perfectly satisfied that a mistake was made 
by someone, and І gave what I considered the most likely 
solution on the data supplied. 

One other solution did occur to me which would only be 
possible if the“ records“ were kept carelessly. That is, that 
the l'ebruary, 1920, readings were subtracted from the March, 
1921, readings, thus giving a year's consumption, instead of 
one month's. 

Assuming that the summer units consumed were less tlan 
the winter units consumed, the total units shown for March, 
1921, would represent a year's consumption for that class of 
consumer. Any change of meter during the period would, 
of course, show up the mistake. 

Still it is just possible, and it certainly would account for 
the error nof being discovered by the reader who took the 
April, 1921, readings, assuming the mistake was made by tbe 
meter-reader of March, 1921, in line with my solution. 


Pontypool (Mon.). Theo. R. Kernick 
August 13th, 1991. 


Testing and Repairing Magnetos. 


A controversy upon the subject of magneto repairs is about 
as deep as one upon religion, and leads to the same place— 
usually nowhere. Robert Bosch is reputed to have termed the 
magneto. “a box of tricks," and this would appear to be 
borne out by the fact that no electrical genius has eveT 
attempted a work of апу great proportions on the subject. 
The application of any fixed theory in magneto repair work 15 


as abortive as the application of theory to horse-racing. 
invariably comes '' unstuck.” 
4 
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With regard to ball-race ** pullers,” the writer knows of 
two distinct designs in everyday use which are infallible, 
even in the case of a tight race. 

Dealing with the standardisation of magnet tests, there 
ean obviously be no standardisation of test until we have a 
standard magnet-steel und à standard magneto design. 

Concerning armature tests, the invariable practice is a 
stationary test with d.c. supplied from an accumulator to the 
ришагу winding with trembler action (either a “master ” 
tumbler or a tumbler actuate! by the magnetism of the 
соге itself). This is a totally diflerent state of affairs from 
what actually happens in the armature under working condi- 
tions, where the current is а.с. with a high crest voltage 
which immediately collapses to zero; also where the current 
js solely dependent upon the strength or weakness of the 
magnets. Why not start from the other end and apply a 
h.p. current (with a spark gap) of approximately the output 
voltage of the machine, to the secondary winding? This 
should immediately detect an earth leakage. A bell test dis- 
poses of any doubt as to continuity of windings. 

The siip-ring should be tested with the same h.p. current, 
an earth “ Search lead being provided, which will imme— 
diately detect a © burn out.” 

The only hope for a practical condenser test is а compara- 
tive capacity test based upon manufacturers’ standards, to- 
gether with a breakdown '' test. 

The only really positive and conclusive “ running ” test is 
to arrive as nearly аз possible at road conditions, viz.: heat 
(approx. 1209 F.). vibration, and speeds; the spark itself to 
occur in compressed air—say, at 100 Ib. pressure. 

Although an ex-Service electrician myself, and having had 
experience of Le. ignition under very adverse conditions jn 
France, D can scarcely agree with Mr. J. Н. Owen, for, per- 
sonally, I found the aterage Service electrician with a mag- 
en а sunilar. predicament to the proverbial ©“ cow withea 
musket.’ 


Leytonstone, august lth, 1921. J. Perry. 
T.... ͤ K а т TONE MN ES GEN A NIE TE ATES 
ELECTRIC HEATING BY HEAT 
ACCUMULATION."* 


TRE following notes are abstracted from a translation of a 
lecture by Herr Paul Beuttner to a Soclety of Engineers in 
Switzerland. 

After preliminary notes on the high cost of coal in Switzer- 
land and the possibilities of water-generated electric potver 
for heating, and even steam raising, kiln firing. &c., particu- 
larlv during bours of light load, the lecturer referred to 
electric heat accumulation. Accumulator stoves are now made 
according to three different systems: 1. Heat accumulation 
by means of hot water. When the water is heated to 120 
deg. С. and cooled down to 40 deg., an accumulating capacity 
of 71.0000 heat units is produced per cubic metre of accumu- 
lator storage capacity, 2. Heat accumulation in the form of 
steam with а I3-atinosphere. pressure. When cooled down 
from 190 deg. to 110 deg., an accumulating capacity of 65,000 
heat units is produced per cubic meter of accumulator storage 
capacity. 3. Heat accumulation in а solid block, heated to 
8 temperature of 500 deg. When cooled down to 200 дер. 
an accumulating capacity of 90,000 heat units is produced per 
cubic meter of accumulator storage capacity. 

The accumulator stoves constructed by Herr Paul Beuttner 
are based on the principle of heat accumulation. The heating 
stoves at present in use require during a short space of time 
в large amount of electricity, particularly in the morning and 
evening; this is a great drawback on technical grounds. The 
modern accumulator stove is continuously heated for 15 hours 
fexcepting the hours during which the energy is used. for 
lighting). The rate of use of electricity during the time 
mentioned is small, and the temperature available in the 
stove is so high that at any time meals can be cooked. Ex- 
heriments which were made under the supervision of the 
Swiss Electrical Society proved that the following amounts 
nf electricity were used for cooking the meals of an average 
large family :— 

0.87 kWh, 
3.00 kWh. 
1.95 kWh. 
6.50 kWh. 


For the morning meal ... 

For the mid-dav meal 

or the evening meal . ae en 

Amount allowed for losses in current 

Total 19.32 kWh. 

In addition, water is heated at the same time for washing 
un. This consumption of 12.32 kWh entails a demand rate 
of 05 kW during 15 hours (outside of the time during which 
electricity is used for lighting). In this way it is possible to 
attach the accumulator staves to any circuit used for lighting 
Ошен. At rates charged in Zurich, the actual cost per day 
I5 125 fr. where electricity is used directly for cooking the 
meals of an average family: where used in an accumulator 
Мохе the cost would be 0.79 fr. per day: or, assuming a night 
energy price of 2 ets., the cost with an aceumulator stove 
Would be reduced to 0.45 fr. These accumulator stoves can 
wu A ЖЫ, ee ee 
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be arranged to burn wood or coal, in case the power is cut 
off owing to a scarcity of water or other reasons. These stoves 
are heated by warming rods of silicium carbonate." | 

The use of electricity for heating has spread rapidly in cer. 
tain industries, particularly in the case of baking ovens. 
These ovens are also made to use the silicimn carbonate rods. 

Every variety of baking oven is adaptable for electrical 
heating. The alterations necessary can be carried out in a 
few days, and in such a way that, although it is intended 
to use electricity regularly, the oven may be stoked wito coal 
or wood should it be found necessary. 

The electricity supply undertaking in the Lyons (France) 
district has now agreed to a special tariff (about 3d. per unit) 
for heat accumulating appliances operated during the night. 


THE THIRD FACTOR IN PRODUCTION. 


A LECTURE which attracted considerable interest was given 
at Birmingham some. time ago by Mr. F. L. Impey, manag- 
ing director of Messrs, Moreland & Impey, Kalamazoo Works. 
Northfield, on“ Management's Responsibility for Restriction 
of Output." The meeting was representative of the Birming- 
ham branches of four staff trade unions—the Society of Tech- 
nical Eugineers, the Electrical Power Engineers’ Association, 
the Association of Engineering and Shipbuilding Draughtsmen. 
and the National Foremen’s Association—and was presided 
over by Mr. W. Wilson, XM. I. E. E. | 

In the course of his address, Mr. Impey said that апу 
attempt at better production. was largely dependent upon 
management for success. Management he defined as the 
third leg upon which industry stood. Capital and labour 
were the other two. neither of which could achieve much 
unless brought together by the brains and skill of manage- 
ment. It had become customary for the whole of the blame 
for under-production to be thrown upon labour; this, however. 
was false, for capital and management could regulate produc- 
tion, whereas labour could only check it. It had been sug- 
gested that labour refrained froin blaming management for 
its inefficiency because of its fear of payment by results, but 
he believed. that labour's failure to blame management had 
been due to ignorance of the actual facts. 

Efficient production, he urged, was recognised as the 
supreme need of industry to-day, yet everywhere plant and 
machinery were working wastefully and not vielding sufficient, 
output. Though it was true that labour, if it so willed, could 
increase. production to an appreciable extent, most of the 
blame for the present backward state of industry was attribut- 
able to management through lack of organisation. On the 
other hand, certain trade unions had, during the war, en- 
couraged their members to restrict output, and this had been 
reflected in the work of large bodies of men. Capital could 
only overcome the hostility of labour by taking workpeople 
into its confidence in a just and open manner. 

Mr. Tinpev gave twelve factors as being responsible for 
poor production. For seven of these, he contended, manage- 
ment was directly blameable; in four the blame was shared 
by management and labour, and only for the remaining one 
was labour responsible. In the first group were classified 
congestion of work in the factory, obsolete machinery and 
tools, unsuitable materials, bad working conditions, frequent 
changes in design, inadequate costing, and bad salesmanship. 
The failure in obsolete machinery was obvious, but there 
were many firms which could not afford to scrap their plant. 
The remedy lav. then. in working such machinery to the 
best of its capacitv and making renewals eradually. Conges- 
tion of work in the factorv was due to failure to take jobs 
consecutively, failure to collate requirements for a inh before 
commenemg it. lack of space, fixing machines in the wrong 
place, and overworked foreinen. The cure for this was general 
reorganisation and the infroduetion of a planning office. When 
the planning office functioned properly it would have absolute 
control of the factory. 

The remedy for unsuitable materials lav in efficient store- 
keeping, intelligent purchasing to standard specifications, and 
the inspection of goods on arrival. 

Darkness, dirt and damp, poor floors, and narrow stairwayver 
were cited as bad conditions which proved the woeful lack of 
imagination among the factory owning classes, who had not 
realised that such a state of things not only was inhuman. 
but created low production ара poor quality. These things 
could be removed and lessened at verv small expense. 

Changes in design, the lecturer urged, should he saved and 
introduced when the output was so well in advance of the 
selling organisation that а temporary fall in output would 
have no serious consequences. 

As to inadeanate costing few firms could comprare their 
actual ontout with fhe standard ontput that сота have heen 
obtained had the functions of management and labour been 
exactly co-ordinated. A cost system should serve a8 a test 
ef qvalitv and quantity, and should as far as possible forecast 
the future. 

On the subtect of bad salesmanship, the speaker thonght 
the snecess of a business depended on the factorv's making 


* Silicon carbide. (“ Silundum ') or silicon oxvearbide ? 
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as small a variety of articles as possible, and the salesman 
selling this limited number in large quantities. The sales- 
man's aim should not be to sell the highest value in pounds, 
shilings, and pence. but the largest number of articles hie 
factory could economically turn out. 

In the second group untrained workmen constituted the 
first cause for low production and discontent. One person 
should be responsible for engaging all staff and workpeople. 
lor seeing that they were properly trained on arrival, and 
for the education and comfort of all the employés. 

Excessive reduction in hours was to be guarded against, 
for while it had been proved that a gradual reduction often 
resulted in improved efficiency, a drastic reduction was 3 
mistake, in that it did not give management or labour time 
to readjust themselves to new conditions. 

Antagonistic labour was the third factor in the group. 


Labour must put aside the past mistakes of management, and 


management must take a wider and more humane view of 
the demands of labour. If management acted the nigger 
driver, labour would remain sullen and hostile. and might 
even try to absorb management into its ranks by force. But 
management could not be etlicient if fettered either to capital 
or labour, its mentality and duties were quite different, and 
it must maintain a separate entity, nevertheless meeting 
labour in a friendly spirit in all disputes: 

Strikes, declared the speaker, could only be avoided by 
honourable dealing on both sides. Management could nip 


disputes in the bud by arranging for the discussion of matters 
in which it and labour were jointly concerned. Labour's 
opposition to any form of payment by results was due to the 
past unfairness and laziness of management in handling the 
work. 

It was now a commercial axiom that poor service wag 
suicidal to industry. The true product of labour was skilled 
work. Labour, then, should encourage the useful and elimi. 
nate the wasteful, and should put itself in з position to 
demand the best price. Trade unions should have a research 
department to study the methods of payment, and they should 
at least share the responsibility of promoting a wages system 
which would bring about economy in production. 

Concluding, the lecturer said he looked forward to the time 
when management's responsibility would be recognised by 
the public. Old prejudices must be overcome, capital, labour, 
and management must pull together for a better state. His 
chief fear was the hot-heads on each side, but surely there 
were enough level-headed, peace-loving men to bring about the 
changes in organisation that were necessary for the evolution 
of industry alongside of the security and well-being of labour, 

That the lecture had provoked much keen thought was 
evidenced by the discussion which followed. А representative 
of each society spoke. and several members of the audience 
expressed their appreciation of Mr. Impey’s address, one 
characterising it as the laying-down of first principles for the 
reorganisation of the industry of the country. 


BUSINESS NOTES. 


Bankruptcy Proceedings.—C. П. STEEL, electrical engineer. 
1, Nelson Square, Bradtord.—Last day for proofs for dividend 
August 27th. Trustee, Mr. E. Owen, O. R., 117, St. Mary's 
Street, Cardiff. 

J. W. GLADWIN, electrical engineer, Meersbrook, Sheffleld.— 
Last day for proofs for dividend August 27th. Trustee, Mr. 
C. Turner, 155, Norfolk Street, Shetteld, 

C. T. Stanton (Southern Electrical Engineering Co.): B, 
Beckenham Road, Penge.—First and final dividend of 72d. in 
the E payable August 29th at the Official Receiver’s offices, 
133, York Road, S.E. I. 

Company Liquidations.— PORHTAELE ELkcriic Motors (1919), 
Lrb.—i1in the summary of the statement of allairs the gross 
abilities stand at 422.857, estimated by the officers ot the 
company to rank at £11,114. Ie estimated total assets are 
£17,957, less 473 preferential creditors for rates, taxes, е. 
The estimated umount available to meet the claim of debenture 
holders is £17,914. From this there are deducted loans on 
debenture bonds secured on the assets, £10,409. The estimated 
amount to meet unsecured creditors (subject to cost of liquida— 
tion) is £7,504, leaving ап estimated deficiency of assets. to 
meet the liabilities of the company, subject to the cost of 
liquidation, of £3,609. The statement as regards contribu- 
tories shows a total deficiency of £30,962. [t£ appears that 
the company was registered as a private company on April 
3rd, 1919, with а nominal capital of £50,000 in £1 shares, 
its objects being to acquire and carry on the business of manu- 
fucturers of portable electric motors for cutting metals, stone, 
Ke. The first directors were George Fryer and Lord Clifford 
of Chudleigh. The latter resigned in July, 1919. H. E. Sadd, 
F. Bright, and C. de P. Myburgh were appointed directors in 
July, 1919, and resigned in February, 1920. John Cooper 
and Stanley Lingard were appointed in February, 1920. No 
remuneration was fixed, and none appears to have been paid. 
Fryer was appointed managing director in April. 1919, with 
a salary of £12 per month, and ceased to act as such in Feb- 
ruary, 1920, from which date Cooper acted as managing 
director. No remuneration was fixed at the time of Cooper's 
appointment, but according to the minutes he and Fryer were 
to receive £900 per annum for their services as from October 
Ist, 1920, but nothing appears to have been paid. to them on 
this account. Fryer states that he was the inventor of a 
portable electric motor for cutting metals, stones, &c., 
that he sold the patent to a company called Portable Electric 
Motors, Ltd., for a consideration of £1,500 in fully-paid-up 
shares, the remaining capital of that company, £1,000, being 
issued to cash subseribers, and that, with a view to exploiting 
the patent, a new company was formed. On December 30th, 
1915, an agreement was entered into between the shareholders 
of the old company and Miss Nona Small. for and on behalf 
of the new company then about to be formed, which provided 
that each shareholder of the old company should receive ten 
shares in the new company for each share in the old. com— 
pany; this agreement was adopted by the company on April 
lith. 1919, and 25,000 shares were Issued to the shareholders 
of the old company. By a further agreement dated April 17th, 
1919. between the old company, its liquidator, and the new 
company, the latter acquired. the goodwill and assets of the 
business of the old company, including the letters patent in 
connection with the invention connected with the portable 
electric motor previously referred to. The consideration was 
fixed at €1,000 pavable out of profits only, but as no profits 
were made no part of the consideration had been paid. The 
company entered into contracts with one II. P. Girling for 
the supply of motors and drills, which continued down to 


October, 1920, when the directors decided that it would be 
better for the company to manufacture its own motors and 
drills. For this purpose the company acquired from Girling 
land, buildings, and machinery for a consideration of £4,300, 
payable as to 42.500 in cash and 2,000 fully-paid-up shares of 
the company. Additions were made to the buildings at a cost 
to the company of about £2,000. On June l6th, 1920, a de- 
benture was issued to secure a loan of £5,000, and on October 
Ast, 1920, further debentures for £10,000 were issued for the 
purpose of paying off the above-mentioned debenture of 45,000 


and to secure an overdraft and moneys to be advanced by the 


company s bankers. Cooper, who has financed the company 
to the extent of about £3,500, had control of the company s 
factory, and states that he aimed at manufacturing 500 motors 
and drills and ordered the necessary material for that number. 
The company. however, appears to have been hampered by 
want of capital, and on March 24th, 1921, the debenture 


holders appointed. R. B. Petre, chartered accountant, of H, 


Ironmonger Lane, E.C., receiver and manager on their behalf 
on the ground that execution had been levied upon the com- 
pany's property. The receiver reports that he is not yet in 
a position to state whether the assets will realise sullicient to 
satisfy the debentures. The unsecured liahilities in the state- 
ment of affairs. £5,951, include £3,509 and £925 advanced by 
Cooper and Lingard respectively, the balance being mainly in 
respect of goods supphed. The partly secured creditor for 
£3,393 for work done and goods supplied has а lien on assets 
ralued at £1,260. The trading account lodged with the state- 
ment of affairs shows a gross loss of £17. Cooper states that 
this is accounted for by the fact that part of the stock has 
been valued at less than its actual cost to the company. The 
directors attribute the failure of the company шашу to the 
slump in trade and lack of sufficient capital. Fryer and 
Lingard also attribute the failure to the over-purchase of 
material, but Cooper does not agree with this. As a result 
of the meeting of creditors and eontributories, held on July 
]9th, 1921, the Senior Official Receiver has become liquidator 
of the company. 

Htpson's ELECTRICAL ENGINEERING Co., Ттр. Meeting. of 
creditors called for August 29th at the Gritlin Hotel, Boar Lane. 
Leeds. Mr. M. Emmerson, liquidator. 

SUTTON-IN-ASHEFIELD MOTOR & ELECTRICAL ENGINEERING Co., 
Lrb.—Winding up voluntarily. Liquidator. Mr. J. Keetley. 
King John's Chambers, Bridlesmith Gate, Nottingham. 

OLDHAM, Asuton & Hype Ergcriuc Tramways, Lrb.—Wind- 
ing up voluntarily. Liquidators, Mr. P. M. Rossdale and Mr. 
T. Н. Underhill, 88. Kingsway, W.C. Meeting of creditors 
called for August 26th. 


Dissolutions of Partnership.—IlARTLAND & RIDGWAY, elec- 
trical and mechanical engineers, 26, Monument Road, Lady- 
wood, Birmingham. Mr. II. Hartland and Mr. V. T. Ridgway 
have dissolved partnership. 

KILBURN MAGNETO & ENGINEERING Co., electric magneto am 
general engineers and dealers in electric lamps, 288. H 
Road, Brondesbury.—Messrs. F. Giladjian and E. J. Lord have 
о partnership. Debts will be attended to by Mr. E. J. 
„Or 


Trade Announcements. Mssus PERRY, SAVAGE & со 
electrical engineers and power specialists, have opened pre. 
mises at . Conway Street, Birkenhead. 

Messrs, SMITH & Gita, electrical engineers and contr 
have opened new showrooms at 46, Cross Street, Nelson. . 105 
are informed that Mr. A. Smith is now the sole ргорп 
of the business, 
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Messrs. PONSFORD & MacHanby, LTD., are opening a branch 
at 165, High Street, Arbroath, on September Ist, and they 
wish to receive. price lists and catulogues from manufacturers, 
factors, бс. | 

Catalogues and Lists.—Mkssus. Мавнулт & Scorr, Lrp., 
Js, Hatton Garden, Е.С. 1.—А catalogue which, in addition 
to details and prices of many types of lifts and accessories, 
gives a great amount of information of value to those interested 
ш lift engineering. The first part of the publication deals 
with various. types of control apparatus such as switches, 
relays and control panels. The winding engine is treated 
of very fully, such details as gearing, lubrication, braking, 
&c.. being described. The choice of position for the winding 
engine is discussed, and helpful suggestions are made. ‘The 
last part before the catalogue proper describes various kinds 
of cars and explains the methods of calculating the total cost 
of an installation. A number of ordering codes is piven. The 
book (which has 84 pages) 1s profusely illustrated, the coloured 
views of a number of cars and enclosures being especially 
excellent. The producers claim that a study of this volume 
will enable any engineer to design his own installation. 

Messrs. JoHN PHILLIPS & Co., 166, Walworth Road, S. E. 17. 
—An illustrated leaflet giving details and prices of curved 
hack-saw blades. 

Messrs. Lanois & Gyr, LTD., Windmill Road, Hampton 
Hill, Middlesex.—An illustrated leatlet dealing with patent 
induction-type indicating wattmeters. 

MeTROPOLITAN-VICKERS ELECTRICAL Co., Lro., Trafford Park, 
Manchester.—Circulars Nos. 1,266/1 und 2, giving very com- 
plete details, with illustrations, of large oil circuit-breakers 
for extra-high pressures. Also а reprinted article from the 
" Metropohitan-Vickers Gazette " containing valuable informa- 
tion on the breaking capacities of oil switches and circuit 
breakers (Circular No. 1,254/1). 

THe SUN. ELECTRICAL. Co., Lro., 118 and 120, Charing Cross 
Road, W.C. 2.— ive illustrated pamphlets dealing with the 
“A.B.C.” electric laundress’’ and ironer. One, " The 
A.B.C. of wash-day," points out advantages and gives some 
useful operating details. 

Messrs. E. P. Амам & Co., 107-109, Gray’s Inn Road, 
W.C. 1.—Monthly Stock List No. 11, giving particulars of 
d.c. motors rated at from 1 to 50 h.p. 

SIMPLEX. CONDUITS, Lrb., Garrison Lane, Birmingham.— 
" Disposal List," No. 880, giving prices and illustrations of 
electric heating and cooking appliances. 

For Sale.—Orinskirk Board of Guardians invites offers for 
one -b. h. p. National gas engine coupled to a 220-V Watton 
multipolar dynamo. 

By direction of the Disposal Board, Messrs. Fuller, Horsey, 
Son & Cassell will sell by auction on September 6th, at Pur- 
fleet. plant and machinery, including generating sets, electric 
Winches, &e. Messrs. II. & R. L. Cobb will sell by auction on 
August 29th and following days at Н.М. Explosive Factory, 
Lower Hopepoint, Cliff-at-Hoo, Rochester, machinery, plant, 
general stores, &e., including generating sets, electric motors, 
wire and cable, fittings, &e. 

Messrs. Thomas Whitfield & Son will sell by auction. on 
September 6th and following days at the Shawbury Aero- 
drome, near Shrewsbury, the whole of the electric light aud 
power plant, 165 buildings, fittings, stores, &e. For full parti- 
culars see our advertisement pages to-day, 

Wages Reductiens at Dowlais.— Fitters and turners at the 
Dowlais works, Cardiff, have accepted a reduction of 30s. on 
their former wages of £6 a week, and agreed to a further cut 
of os. later on.— Times. 

Produce for Germany on Nine Months’ Credit.—lnteresting 
details have reached us regarding the long-credit transactions 
Which were arranged for the export of wool and hides trom 
Uruguay tu Germany. Nine months was the term accorded. 
Bills at 270 days were drawn on the Deutsche Bank at Berlin 
to the order of the German Bank of Montevideo, the currency 
being Uruguayan gold pesos. The drafts were accompanied 
by B/L's, invoices, insurance policies, and all other docu- 
ments relative to the shipments of wool and leather. The 
German Bank of Montevideo discounted the drafts at the 
Bank of the Republic at the rate of 6 per cent. per annum, 
the latter sending them to its Berlin correspondent for accept- 
ance. Directly the bills were accepted the shipping documents 
Were forwarded to the Deutsche Bank. 

Coal v, Oil.—Tests carried out at the Crown Point power 
Station of the Leeds City Council indicate that oil fuet can 
only completa with coal if it costs 27s. per ton with coal at 
dbs. per ton, or 578. with coal at 37s. 6d. 

E.D.A. Activities —The British Electrical Development 
Association. bas pressed into the service of electricity that 
popular modern vehicle of fiction, the short story. © The 
Awakening of Peterkin “ (E. D. A., 152) tells of a salesman who 
was galvanised into activity and © brought off а big " deal " 
by the enthusiasm of his wife for electrical methods. Cherchez 
la femme! 

Copper and Lead Prices.—Messrs. F. Smith & Co. report 
August Ith: Copper (electrolytic) bars, £76, Is. increase. 
Ditto, electrolytic sheets, £145 10s., 105. increase. Ditto, elec- 
trie wire rods, P, 108. Increase. Ditto, H.C. wire, 
11 9/16d., 1/16d. increase. Messrs. James & Shakespeare re- 
port August Ith : Copper bars (best selected) sheet and rods, 
£103, £2 decrease. English pig lead, £24 lös., os. decrease 
ou last week's figures. 


Electrical Wages reduced in America.—A wage reduction 
alfecting 12,000 eniplovés of tbe General Electric Co.'s plant 
is announced. The cut will vary according to the several 
classes of employés, unskilled workers’ wages showing the 
greatest reduction. ‘The announcement followed conferences 
between the management and а committee of employes at 
Which means to assure continued operation of various depart- 
ments were discussed.—Ateuter's Trade Service, Lynn, Mass., 
August 4th. 


Book Notices.— We have received from Messrs. Mavor and 
Coulson, Ltd., the first issue of a magazine which is to appear 
monthly. 
and is devoted exclusively to the application of machinery to 
the economic winning of coal; it claims to be the first of its 
kind. In this first number Universal " coal cutters are 
dealt with fully, and notes connected in various ways with 
machinery in wining are included. 

‘The Journal of Industrial Welfare," Vol. III, No. 8, 
August, 1921. Price 9d.—Among a number of interesting 
articles included in this issue is one upon the artificial lighting 
of workshops and factories. 

Income Tax Up-to-Date.” By II. J. Gully. Published by 
the Financial News. Price 9d. 

The Times issued a special railway number on. Mondav last 
to celebrate the end of Government control of the systems 
of the United Kingdom. There аге numerous interesting 
articles, including one on railway electrification, one on 
equipment arrears that have to be met, and another on 
signalling. 

Metropolitan-Vickers Gazette," Vol. VI, No. 100, July, 
192]. Price ls, post free.— Premier place is given in this 
Issue to a description of the visit of the Prince of Wales to 
the Trafford. Park works. The technical articles include : 
High Eflicieney Steam Turbines "; “ A.c. Electrical Equip- 
ment of Mine Haulages.“ by Charles E. Raeburn: and Break- 
ing Capacity of Oil Switches and Circuit Breakers," by W. A. 
Coates, M. I. E. E. ; 

Liquid and Gaseous Fuels.” By V. B. Lewis (pp. xiv+ 
354; 59 figs.). London: Constable & Co., Ltd. Price 12s. 6d. 
net. 

British Engineering Standards Association.—The latest 
specification (No. 101—1921, Is. net) issued by the Associa- 
tion lays down standards for tramway tires 

The profile of tread and flange originally standardised and 
issued. in the British Standard Specification for ‘Tramway 
Rails in 1903 has been retained, but in place of the varying 
widths of tire then provided to suit the British Standard 
Sections Nos. l.to 5, one uniform width has been adopted 
suitable for rails having a tread of 2} in., which dimension, 
we understand, is being recommended for the revised rail 
sections now under consideration and approaching issue. This 
width is that of the B.S. Section No. 4, probably the most 
extensively used of the standard sections. Three diameters of 
tire are provided for, namely, 32 and 33 in. (with thicknesses 
of 24 and 3 in. respectively) for tramway driving wheels, and 
22 m. (with a thickness of 24 in.) for pony wheels, and the 
plate attached to the specification gives the finished sizes of 
these and the rolling allowances for machining. 

Electricity in the Textile Industry.—Mr. Arthur Charles, 
managing director of Components, Ltd., of Burnley, told a 
Burnley gathering last week that electrical plant, correctly 
installed, was sater than any other agent, and it was as 
econonucal. He pointed out that in 1910, 998 consumers in 
Burnley paid for 3,249,257 units, as compared with 3,000 
consumers and 7,591,107 units last year. Coun. L. Thornber, 
a prominent cotton manufacturer, said the application of 
electricity to textiles was all a question of cost. So far as he 
could gather, electricity for mill power could not be supplied 
cheaper than steam could be produced. Electricity would 
have to be produced under at 4d. per unit to be profitable in 
the running of cotton mills, though he was prepared to admit 
that electricity would ensure a better and steadier drive. 

Mr. J. Holden, chairman of the Electricity Committee, 
stated that electricity was produced in. Burnley more cheaply 
than in most places in the country. In fact, there were only 
eight towns in England where 16 was produced at lower cost. 


New Italian Company.—l.a Società d'Eletricittà de la 
Venezia is the name of a new company which has recently 
been organised in Padua with a capital of 10,000,000 lire. 


Applications for British Trade-marks.—Appended is a 
summary of the recent applications for British trade-marks in 
respect of goods and productions connected with the electrical 
trades and industries :— 

The Limpet Magnetic Папа Lamp (lettering and design), 
No. 414,067, Class 13. Maguetie hand lamps. William Bar- 
ton & Sons, II. Forrest Road, Edinburgh, April 27th, 1921. 

Instarter, No. 414.031. Class S8. Electrical resistances 
adapted for use with induction and air supply pipes of in- 
ternal-combustion engines, E.D. Motors, Ltd., Empire 
House, 175-6, Piccadilly, London, W. April 26th, 1921. 

Superforma, No. 415,539, Class 50. A preparation of oils 
for electrical insulating purposes. C. С. Wakefield & Co., 
Ltd., 30-2, Cheapside, London, Е.С. May 26th, 1921. 

Rickite, No. 415.455, Class 40. Covering, insulating, and 
like material manufactured from india-rubber. Edwin Riek- 
ard, 7, Parkinson's Chambers, IIustlergate, Bradford. May 
24th, 1921. 


This bears the title M. & C. Machine Mining,“. 


> 


— —————————С————————————————————————„„———„—„——„„„ 


. 246 


THE ELECTRICAL REVIEW. [vol 89. No. 2,282, AUGUST 19, 199], 


— — — 


Lead. —Messrs. James Forster & Co., reporting under date 


August 18th, state: —“ The intrinsic position is unchanged. 
Consumers have bought sparingly and export is quiet, 
although France is still à buyer this week. Arrivals are s ort, 
and to fulfil July contracts a heavy call has been made on 
lead in store. The whole of the Government stock of 
lead has been disposed of privately. The Board of Trade 
returns for July are :— 


Imports 885 к T ке . . 12,718 tons 
Exports Liss ае ud ie ac. “BOA х 
10.676 „ 
Taken out of stores a sis See 882 „ 
Total left ſor home consumption 11,58 „ 


Of the above, 8,011 tons came from Spain.” 


Swiss Exports of Energy.—The anger of the Swiss 
Federation of Consumers of Electrical. Energy, which is said 
to be composed of the largest customers of the supply works 
in Switzerland, has been aroused by the fact that the 
l'ederal Council has authorised the export of 6,000 kW at 
an exceedingly low price to the Lonza Electro-Chemical 
Works at Waldsput, Germany. It is pointed out that a veto 
is imposed on the import of Swiss carbide into Germany, and 
the Federation has asked the Federal Council to withdraw 
the authorisation in question until Germany removes the ob- 
stacles in the way of the importation of Swiss products into 
that country. 


Calcutta Distribution Pillars.—The accompanying illus- 
tration shows one of a large number of distribution pillars 
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CALCUTTA DISTRIBUTION Pirar FITTED WiTH HENLEY UNITS. 


erected in Calcutta by the Calcutta -E.S. Corporation, Ltd. 
They are. fitted with Henley patent pillar units, and one of 
Henley's durwans, who has apparently taken paternal in- 
terest in the erection of the pillar, is shown in the picture. 


Parcels by Air.—The Postmaster-General announces a re- 
duction in the rates for the carriage of parcels by aeroplane 
to Paris. The new charges range from ls. 6d. for packets 
weighing up to 1 lb., to 9s. 9d. for parcels of 11 lb, weight. 


Swiss Electro- Chemical Production.—During the war the 
output of German electric furnaces wag strongly developed, 
especially by power stations, electro-chemical works, and the 
various groups interested in lignite mines. So long as coal 
was cheap those industries could easily compete with Swiss 
products, not only in Germany, but also in other Continental 
countries. А serious crisis consequently overtook Swiss pro- 
ducers, and most of their factories were closed during 1990. 
Fortunately, however, the high price of imported coal re- 
sulted in such an increased production of hydro-electric power 
all over Switzerland that the electro-chemical works soon began 
to recover. To this export statistics for January to May hear 
witness. The export of aluminium, which during the first 
five months of 1920 averaged only 406 tons, rose to 633 tons. 
This figure is even higher than the average of 1913. The 
Swiss export of calcium carbide amounted in 1913 to a monthly 
average of 2,500 tons, during the first five months of last vear 
to only 283 tons, but in January to May of 1991 to 665 tons.— 
The Times Trade Supplement. 


Insulated Conductors in Finland.—4A petition has been 
presented to the Finnish Council of State on behalf of the 
engineering firms of Zitting & Co. and the Finnish Cable 
Works Co., asking for an increase to be made in the import 
duties on insulated electrical conductors, as the Finnish 
makers in this branch are unable successfully to compete 
with German works. It is stated that the duties on these 
conductors are 73 times greater in Germany than those ap- 
phed for the protection of the Finnish works. 


Forelgn Trade. —Jurv FIGURES.— The following were the 


values of imports and exports of electrical goods and machinery 
during July, 1921: 


July. 7 months, 1921. 
1921. Inc. or dev. Inc. or dec. 
IMPORTS. £ £ £ 
Electrical goods, &e. 114.752 — 27,506 + 616,796 
Machinery 586 gus 853,107 — 835,613 — 3,053,190 
Electrical machinery 55,921 — 39.319 — 94,19) 
(included above) 
EXPORTS. 
Electrical goods, &c. 1,157,591 + 192,755 + 2,617,920 


Machinery ... 6,130,712 
Electrical machinery 407,954 
(included above) 
RE-EXPORTS. 
Electrical goods, &c. 12.77. 
Machinery sas 112.31; 
Electrical machinery 1.26 
(included above) 


Austrian Electrical Industry.—The Economic lieview, 
quoting the Neue Freie Presse for July 17th, says that the 
latest reports regarding the state of the German electrical in- 
dustry are somewhat pessimistic, but this.is no doubt due to 
the disturbing political conditions of some important areas. 
The Austrian industry cannot complain of any lack of business. 
From all the big firms come cheerful reports, recording an 
amelioration of all facilities for work and an improved quality 
in the work done. The State projects for the electrification of 
the railways are in full progress, and orders for the construe 
tion of water-works under the partial control of local govern- 
ment authorities become increasingly frequent, while there is 
no lack of private orders for agricultural, manufacturing and 
household purposes. As soon as the projected building 
schemes are put into operation there will be a large increase 
in orders for all kinds of household installations. Without ex- 
ception, all the principal firms have recently greatly increased 
their capital, c.g., the Siemens-Schuckert Werke have in- 
creased their joint-stock capital by Kr. 75 mill., making a total 
of 200 mill., and the A.E.G. Union Electrical Co. by Kr. 100 
mill., making a total of 225 mill. This is not due only to in- 
creased price of materials or falling off of the exchange, but 
chiefly to the decision of German parent firms to enter into 
closer relations with Austrian establishments. The tendency 
to close Austro-German collaboration has been greatly en- 
hanced by the application of the“ Sanctions " against Ger- 
many. The introduction of the Bill for the favourable treat- 
ment of hydro-electric enterprises, giving special exemptions 
to the electrical industry from certain taxes, has created a very 
favourable atmosphere. 


Japanese Export Trade.—Japanese exporters have been 
agitating for Government assistance to their trade. It seems 
from the Board of Trade Journal that at a combined meeting 
of Tokio and Yokohama exporters, which was attended by 
the Director of the Commercial Bureau of the Department 
of Agriculture and Commerce, and many other prominent 
persons, the following resolutions were passed :— 

1. That the Railway Bureau give special reduced rates and 
special facilities to goods destined. for export. 

2. That the Government take steps to lower prices. | 

3. That the Government grant special exchange rates in 
the cases of export transactions. e 

4. That the Government provide some sort of an institution 
for the benefit of both producers and exporters. 


The Production of Aluminium.—The world's production 
of aluminium has increased nearly three-fold during the past 


eight years. The following figures are given in a French con- 
temporary :-— 


— 1.213.345 


+ 16,084,117 
+ 205,992 


+ 1,714,806 


+ 1,688 + 81009 
— 12.814 — 200.163 
+ 2,318 + 1.340 


ce wl 


=! 


Production in 


Country. 1913. 1990. 
Tons. Tons. 

Germany Ae Es . 1,000 40,000 
Austria and Switzerland . 11.000 25,000 
France " in . 180000 20.000 
Great Britain .. i . 7.500 12,000 
Italy B idee T 0 1,000 1,000 
Norway m " . 1.500 16.000 
United States . 28.000 73.000 
Total ... m . . 68,000 193,000 


Contractors’ Registration in Australia.— The Electrical 
Contractors’ Association has asked the Minister for Labour 
and Industry {о secure registration. of contractors, principally, 
it is stated, to prevent the risks of fire and shock caused by 
faulty installations. А deputation said that anybody could 
call himself an electrical contractor at present - whether he 
knew anything about the business or not. 
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Electric Furnaces in Belgiam.—The Cockerill Works at 
Seraing is reported to be making progress in reconstruction 
after the damage caused by the war, and has now started 
working its electric steel furnaces for the making of motor-car 
and other machine parts, delicate and complicated pieces of 
unusual thinness calling for a quality of steel only turned out 
by the electric furnace. The Ougrée Marihaye Co., which 
added in 1914 to its other manufactures that of special steel,” 
has also set up two electric furnaces, a rolling mill, and а 
machine hammer, which enables it to produce twelve qualities 
of carbon steel, four of nickel steel, and three of silicon steel, 
the last-named being for use in the making of sheet steel for 


dynamos and transformers. 


The German Electrícal Industry in July.—The improve- 
ment in business in the German electrical industry ів reported 
to have continued in July. According to information received 
by the Prussian Ministry for Commerce, the orders for instal- 
lation materials increased in consequence of the revival in 
building activity, and the demand also improved for small and 
medium-sized inotors for agricultural purposes. Orders from 
industrial circles remained on the favourable level of the pre- 
vious month. A number of orders for telephone apparatus 
was placed by the Government, and the cable branch also im- 
proved slightly. Raw material prices increased to some extent, 
but those of manufactures showed a falling tendency. Despite 
the general improvement, it is impossible to utilise the full 
capacity of the works in certain branches, particularly in the 
production of measuring apparatus in the district of Frank- 
tort-on-Main. Concerning the foreign trade, it is stated that 
the export of electrical manufactures left something to be de- 
sired, being hampered, as reported for the district of Berlin, 
by the large increases in Customs duties in other countries. 


Electrical Construction Co.— The directors of the 
Constructions Electriques de Belgique, reporting on the year 
ended April 30th, 1921, stated that the report was the first 
submitted since the absorption of the Anciens Ateliers Van den 
herkhove, of Chent, and the year was necessarily a period of 
starting the new organisation of the works. Тһе results ob- 
tained were satisfactory, and would have been even more so 
had it not been for the crisis aflecting all industries. The 
orders booked had permitted of the works at Liége and Ghent 
being suthciently supplied with work, and the general course 
of the industry led to the hope that the company would 
traverse the period of scarcity or business without great ditti- 
culty. However that might be, advantage had been taken of 
the period of quietness to push on the development of the 
works and the construction of a new foundry. Lhe under- 
standings which had been reached with French and English 
groups, particularly with the Société des Constructions Electri- 
ques de France and the English Electric Co., not only assured 
the company the working of patents and processes held by 
these groups and their technical co-operation, but also per- 
mitted of the hope of obtaining good customers for the pro- 
duction. During the year the company acquired most of the 
assets of the Société Auxiliaire de Constructions Electriques. 
The gross profits earned in 1920-21 amounted to 4,625,000 fr., 
permitting of the extinction of the remainder (1,372,000 fr.) 
of the deticit arising from the years of war. The final result 
was a net profit of 1,918,000 fr. and a dividend at the rate of 
0 per cent. on a share capital of 40,000,000 fr. As a conse- 
quence of the interests assumed in the company by the English 
Electric Co., it is proposed to elect a representative. ot the 
latter on the board of the former. 


Unemployment.—The latest Ministry of Labour unemplov- 
ment statistics show that the total number of persons out 
of work on August 5th was 1,735,000, а reduction of about 
42.0% on the previous week's total. There were also 63,400 
fewer on " short time.” 


Withdrawal from District Council.—Sunderland Town 
Council has decided, on the advice of its Electricity Com- 
mittee, to withdraw from the District Council (No. 1) North- 
East Coast Area (Blectricity Supply Industry), but it has 
agreed that the terms and conditions of employment laid 
down by the District Council shall be adhered to except (a) 
as regards mechanical and electrical fitters, blacksmiths, and 
building trades employés, who will continue to be employed 
on terms and conditions for the time being agreed between 
the recognised local employers’ and employes’ organisations, 
and (b) that the terms of Award No. 579 of the Industrial 
Court with reference to holidays for skilled men and their 
assistants shall be strictly observed. 


Duties on Electrical Imports into Spain.—The Association 
of Producers of Electric Power has protested against some of 
the duties in the new draft tariff on material used in the 
electrical industry. The Association points out that certain 
articles, as, for example, tubes for pressures of over 25 atmo- 
spheres, cannot be obtained in Spain. One of the members 
of the Association has ordered 1.000 tons of these tubes in 
Germany at about 1.000 pesetas per ton; if the customs duties 
Proposed in the draft tariff are brought into effect. without 
reduction these goods will have to pay 1.600 or 800 pesetas 
а ton, according to whether they are admitted under the first 
or second column of the tariff. Purchasers of large parts and 
very high-pressure apparatus will be similarly affected, the 
Spanish market for these goods being too small to warrant the 
ting up of works for their manufacture in the country.— 
Reuters’ Trade Service (Madrid). 


Wages Reductions.—The general manager of the Sheffield 
Corporation Electricity Department reports that the wage 
reductions recently agreed upon will reduce the department з 
expenses by £12,000 per annum. Reductions in the salaries 
of the technical staff will effect the saving of an additional 
£1,344. 

Germany and Australia.—The Sydney Morning Herald 
quotes, as a typical example, a letter received by an Australian 
firm from a Charlottenburg manufacturer of electric lighting 
fittings. If the business proposed were done under the pre- 
sent conditions of exchange and tarifls, effective competition 
by any Australian, British, or American manufacturer would 
be out of the question. The letter says: "I am prepared 
to concede to you a rebate of 10 per cent. for orders of not 
less than £100 value. I would particularly draw your atten- 
tion to the fact that the goods quoted for are of high-class 
quality and finish, equal to British make, and must not be 
confused with cheap Continental manufactures. The prices 
quoted include packing and delivery f.o.b. Rotterdam or 
Hamburg." 


Electrical Trade in China.—The Chamber of Commerce 
Journal, in the course of an article on Chinese markets for 
general hardware, quotes a Canadian review of the situation. 
It 1s reported that the general extension of electrical develop- 


- ment has created a large demand for electrical equipment of 


every description, and in China the trade is very active; elec- 
trical fittings of all kinds are required, also wiring. cables, 
switches, plugs, insulators, door bells, &e. A large demand 
also exists for fans, both desk and ceiling, as such are univers- 
ally in use during several months of the year. With the 
further extension of electrical installations threnghout the 
cities of China this trade will probably greatly increase in the 
future. * Large quantities of pipes and tubes and pipe fieungs 
are annually required in China. These include wrought iron 
and galvanised steam and water pipes and boiler tubes. Cast 
iron pipes for waterworks and gas companies are also 
imported in considerable quantities. The greater portion of the 
above formerly came from England, but since the war the 
United States and Japan have been furnishing the bulk. The 
present-day condition of the hardware trade is no index of 
what the future will have to offer. Industrial enterprises in 
China must soon be put under wav. Railways must be built, 
and agricultural methods vastly improved if China is to make 
any headway at all, and the hardware trade must also expand 
through the needs of these enterprises.” 


Belgian Activity.—In addition to the order for 36 locomo- 
tives which Belgian engineering works recently received from 
China, they have just received a further order for 425 trucks. 
A Liége firm has obtained an order for 20 locomotives for 
Spain.—The Times. 

New French Companies.—La Compagnie Radio-France 
(Installations Radio-Electriqués) is the name of a new com- 
pany which has recently been formed in Paris (79, Boulevard 
Haussinann) with a capital of 60,000,000 fr. 

Among the new companies recently formed in France in 
connection with the utilisation of pater power for generat- 
ing electricity are the Société des Forces Matrices de la 
Vallée d'Aspe, Paris (16, Rue de la Pepiniére), capital 
10,000,000 fr.; and the Société IIydro-Electrique de la Basse 
Romanche, Paris (27, Rue de Turenne). capital 1,000,000 fr. ; 
the last-named concern will devote its attention to developing 
the water resources of the Department of Isère. 


The Germans іп Jugo-Slavia.— The Siemens-Schuckert 
group is reported to have formed, with the co-operation of 
the Croatian Discount Bank, a company at Agram for the 
import of semi-finished electrical materials on a large scale 
for conversion into manufactures in а works at Apram. 


LIGHTING AND POWER NOTES. 


Aldershot.— BELGIAN TEN DER RrrUskp.—It is reported that 
the Council recently rejected а Belgian tender for electrical 
plant, although the price quoted was £600 less than that given 
in the lowest British. tender. | 


Аиѕќгаіа.—Вкіѕвахе (Q.).—The City Electric Light & Power 
Co. has recently installed new plant at a cost of £000,000, and 
now controls practically the whole of the Brisbane supply. 
The suburban districts of Tlamilton, Stephens, Balmoral. 
Coorparoo, and Sherwood are already receiving supplies, while 
extensions are being made to Toowong, Windsor, Toombul, 
and Sandgate. 


Ауг.—СОХ5ГТАХТ'5 Rerort.—At a meeting of the Town 
Council, on August 5th, consideration was given to a minute 
of the Lighting Cominittee, which stated that a report had 
been received from Mr. Rider, consulting engineer, with 
regard to а proposed. scheme of electricity. supply for the 
Burgh of Ayr at Loch Doon. Mr. Rider was of opinion. that 
the Loch Doon scheme was of such а promising character and 
involved such a small amount of engineering work that it 
should be put in hand at the earliest possible moment. In 
the course of discussion one member stated that the proposed 
scheme would entail an expenditure of approximately £250,000, 
The Council resolved to proceed with the scheme. Scots nan. 


. 
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Bangor.— NEW PLANT.— -As a bulk supply will not be avail- 
able for some time, and to meet the demands of consumers for 
the next two years, a LOU-KW Diesel engine generating set is 
to be installed at a cost of £4,630. 


Beckington (Somerset).—LProrosep 1лантіха SCHEME.—A 
public meeting was recently held to discuss the question 
of a scheme of electric lighting for the locality. A representa- 
tive of Edmundsons! Electricity Corporation attended and 
stated that it was proposed to utilise an old mill on the river 
for the generation of electricity, and the price per unit would 
be about 104. 


«С arlisle.—Yrai's WoikiNG.—Tlhe report of the city elec- 
trical engineer (Mr. C. W. Salt) for the усаг ended March 
dist, 1921. states that the undertaking had a revenue of 
£24,617, as compared with £45,971] in 1919-2. Working costs 
amounted to £41,401, as against £384,655, leaving a gross profit 
of £13,120. (£14.316). After payment of capital charges, &c., 
а net profit of £155 remained; the net profit in the preceding 
year was 42.301. The number of units sold was practically 
the same as in the previous year, the greater revenue being 
derived froin Increased prices. 


Clacton-on-Sea.—1.o4N.—The Urban Council is applying for 
sanction to borrow £2,000 for electricity purposes. 


Continental.—Fraxce.—A Reuter (Paris) message states 
that a group of American engineers and [financiers has under- 
taken to experiment with the tidal power in the Day of St. 
Michel where the rise and fall is considerable. The experi- 
ments аго estimated to cost 2,000,000 fr. A barrier. with be 
erected. from the Point du Roe to le Ligouet, a distance of 
123 mles. There will be special outlets through the barrier 
for rivers emptying into the bay and for shipping. By this 
means it is hoped to secure an annual output of 6.000, 000.000 
kWh. 

The French Commission proposes. to erect a barrage at 
Aber-Wrach. This will be 150 an. across the estuary and 
13 m. above the spring tide level. The barrier will be con- 
structed of hollow reinforced-concrete blocks; the centre block, 
which will be 35 m. long and 22 in. broad, will contain turbo- 
alternators. Arrangements will be made to utilise both rising 
and falling tides, a difference in level of 24 ft. being sutlicient 
to keep the turbines running. Four turbines and two alter- 
nators Will be used capable of producing from 75 to 1,200 h.p. 
each. To equalise the power, a storage dam of 12,000,000 cu. in. 
15 to be constructed in such 3 manner that а fall of 8 m. will 
be obtained at high tide and 29 m. at low tide. The 
regular output is estimated at 1,600 h.p. with a maxi- 
mum of 4,900 h.p. According to M. Moreau, Dean of 
the Faculty cf Sciences at Rennes, the French coast from 
Boulogne to Brest could yield some 6,000,000 h.p. by the utili- 
sation of the tides for power generation. The Breton shore 
alone could furnish 1,000,000 h.p., a huge figure when it is 
recalled that Paris consumes only 250,000 h.p. This immense 
source of energy should not, he contends, remain neglected, for 
in Brittany alone there are extensive beds of iron of a quality 
equal to that of the Briey product, if not better. Brittany 
would be able to supply the raw materials to the French iron- 
working industry for several centuries. 

A Central News message reported, last week, that while a 
party of men were laying a cable at Argeles they received a 
severe electric shock, four being killed instantly апа eleven 
badly burned. 

Itaty.—The Sila hydro-electric scheme whereby between 
150.000 and 300.000 h.p. would be obtained, vielding 800,000,000 
kWh yearly, successfully started, has had to be suspended 
owing to the present financial crisis in Italy. With it are 
hung up the scheme for a local electro-chemical industry and 
the projected transmission of energy in the province of Puglia 
and across the straits of Messina into Sicily. The delay will 
probably serve to benetit the last-named project, by allowing 
of à more complete study of the obstacles to be met with on 
its realisation. According to the Italian engineer, Vismara, 
the distance to be covered to Messina, 150 kilometres, will be 
traversed by submarine cables. The currents are very strong 
in the narrowest part of the channel, the bed is rocky, and 
the cables would be liable to serious deterioration from the 
stony fragments churned up by the currents. The best parts 
of the coastline, where the currents are less strong, are already 
occupied by telephone and telegraph cables, the only alter- 
natives being potnts to the north or south of this belt, where 
the bed is sandy and the currents weaker. Earthquake shocks 
have also to be taken into account. 

The projected scheme of the Banca Conti e Ca., of Florence, 
for generating electricity by means of the lignite beds at 
Nestore, in the province of Perugia, has secured special 
Government subsidies towards its fullest realisation. The 
company undertakes to install a plant of a capacity of 12.000 
KW, with a normal output of S. KW, also providing for 
recovery of the by-products of sulphate aimmenia and tar. The 
Government’s subsidy is fixed at 150 lire per KW installed, for 
a period of 20 vears. 

EstuONIA.— Negotiations are reported to be proceeding bhe- 
tween the Government of Esthonia and the Reval branch of 
the Siemens-Schuckert Works with regard to the establish- 
ment of hydro-electrie works on the Narva for the utilisation 
of 50.000 h.p. The scheme ds a revival of a plan projected 
by the late Imperial Governmeas oi Russia. 

e 


| SAIN.—Data collected in 1920 gave the amount of developed 
water power ав 618,756 h.p., of which 577.192 h.p. was pro- 
duced by the larger installations, nine of which were of over 
10.000-h.p. capacity. ‘There were also under construction 


hydraulic works totalling over 300,000 h.p., the largest of 


which were those of the following :—Sociedad Hidraulicas 
Iberica (00,000); бос. Riegos y Fuerzas del Ebro (50,000) ; Soc. 
Hidroelectrica Española (40,000); Soc. Electra del Viesyo 
(22,000); Soc. Saltos del Cantabrico (15,000); Soc. Hidro- 
electrica de Castilla (15,000); Soc. Mengemor (7,000); Soc 
Saltos de Somiedo (6,000); Soc. Sevillana de Electricidad 
(5,000); Soc. Electrica de los Almudeses (9,000) ; Soc. Produc- 
tora de Fuerzas Motrices (15,000); and Soc. Wenceslao Garra 
(18,000). As the output of coal will tend to decrease by the 
exhaustion of the beds, the day is not far distant when the 
water power will wholly replace coal in the generating of elec- 
tricity. 


Dorchester.—ErrcruiciTY Sri  Orper.—The London 
Gazette gives notice that the Borough Council has applied for 
a Special Order permitting it to generate and supply electricity 
within the borough. 


Dublin.—Pusui:c LiGHnriNG,.—Contrary to expectation, the 
full public electric lighting service was not given by the Cor. 
poration for Horse Show week, but on one or two nights 
an extended service Was given in some central areas. The 
economy regulation provides for the extinction of all public 
lamps at 12.15 a.m. 


Federated Malay States.—Proposep PUBLIC SupPLY.—At a 
meeting of the Council of the Federated Malay States, held at 
Kuala Lumpur during April, writes the United States Consul 
at Penang, it was decided to engage an electrical staff to in- 
vestigate the question of a public power supply. The sun of 
$150,000 (Straits currency) was voted to defray the salaries 
and expenses of this staff, which included ten engineers, sur- 
veyors, and draughtsmen. A preliminary survey had already 
been made by the Government Electrical Adviser, which caller 
for an expenditure of approximately $40,000,000. The develop- 
ment of à comprehensive electric power scheme would be of 
tremendous value to the industrial facilities of the Federated 
Malay States, and the application of low-cost power to the 
mining of tin should greatly stimulate that industry.—Com- 
merce Reports. 


Glasgow.—ANNUAL Revort.—The report of the engineer of 
the electricity undertaking (Mr. R. B. Mitchell) for the year 
ended May 31st last contains a great deal of interesting in- 
formation. The total number of units sold was 151,655,036, 
the proportion of lighting energy to power supplies being as 
one to five. This total is an increase of 3,198,546 upon the 
previous year’s sales. During the year 35 miles of low-pres- 
sure feeders were laid and 182 miles of high-pressure feeders. 
as well as 141 miles of distributors. The generating plant at 
the Govan station, which is now to be used as a sub-station, 
is being disposed of to make room for converting plant. 
There are five sub-stations in course of construction. During 
the year under review the first two 18.750-K M turbo-altetnator 
sets were installed at Dalmarnock and two tore sets will be 
in commission for the coming winter. In future the Port 
Dundas station is only to run ten hours a day, and no further 
plant will be installed in this station. The maximum load 
on the system rose during the year from 66,200 to 76,064 kW. 


Hastings.—Yrar’s Workinc.—The accounts of the Corpora- 
tion's electricity undertaking for the vear ended March 3lst 
last, show a total revenue of £42,300, as compared with £32.04 
in the preceding year. Working expenses amounted to 39.077, 
as against £21.11, leaving a trading balance. of £5,052 
(£10,620). After. the payment of capital charges, &c., the 
net result. was a deficit of £217; the result in 1919-30. was a 
profit of 43.552. The total number of units sold increased 
from 1,211,050 to 1,521,000. 


Japan.—Nrw Ilvbno-ELEcTRIC. PraNT.—A plan for the con- 
struction of nine hydro-electric plants to use the waters of the 
Sho and the Chigusa Rivers, is being considered by the Hyogo 
Prefectural Assembly. It is proposed to begin construction in 
19 2 and to complete three plants every two years until 1920.— 
Commerce Reports. | 


Liverpeol.— AMALGAMATION oF UNDERTAKINGS.—At a confer- 
ence between the representatives of the Liverpool and Bootle 
Corporations, it was agreed that the town clerk of Liverpool 
should forward to the town clerk of Bootle the draft heads 
of а proposed agreement for the amalgamation of the two 
electricity undertakings. This the Bootle Electricity Com- 
пее has received, and after considering it, reports that it is 
prepared to agree to the amalgamation of the undertakings 
subject. to satisfactory terms being arranged. 


_ Llandevery.—Fircriic Lacntixa хот Desinep.—At a meet- 
my of the Town Council on August Yth, it was moved tnat à 
public meeting be called to consider the adoption of electric 
Пити in the town. An amendment to take no actin in the 
matter was, however, carried. 


London. Strexey.—The annual report of the engineer and 
manager (Mr. MW ‚СОР. Tapper), and the statement of accounts 
of the electricity undertaking for the year ended Mareb Ast 
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last, have come to hand. The total income was £229,321, as 
compared with 4205, 150 in the previous period. Working 
expenses amounted to £105,904, as against £100,421, leaving 
à Pluss prolit ol £5 54U (402,139). Alter paying capitar 
charges and taking in sundry credits, the net resuit was a 
protit of £9,376, а considerable reduction on last year’s profit 
of £33,376. ‘Lhe totat number of units sold, 25,095,011, re- 
presented a decrease of 220,404, accounted for by Ше trade 
depression, Ihe net profit was transferred to the appropriation 
account, but the heavy charges against this, meluding meome 
tax. £7,161, necessitated the transter of £5,417 from the reserve 
fund. 


Monaghan.—Eurcriic Lightixu.—The Urban Council is in 
communication With the Lighting Co. regarding the lighting of 
the town by electricity during the comimy winter. 


New Zealand.—l.AkE CoLEkibGE.— The past year's working 
of the Lake Coleridge hydro-iectrie undertaking was араш 
satisfactory. ‘hig scheme, which supplies Christchurch, had 
а total revenue of £51,573, an increase upon the previous 
years revenue of £5,540. Working expenses increased by 
£5,082 to £74,941, the gross proht thus being £30,032, as 
against £28,044. Most of this was absorbed by interest and 
depreciation. charges, but there was a net prolit of £3 447. 
The actual result tor the whole of the period during which 
the plant has been running has been a loss of £50,044. ‘The 
output increased by about 10 per cent. to 36, % 580 units. 
The plant, whose rated capacity is 8,000 h.p., has been sus- 
tung a daily overload of,20 per cent. 

EI CTI CAI, DEVELOPMENT. — During the past twelve months 
A) miles have been reticulated and 2,000. new customers 
added in connection. with the extension ot the Auck- 
land City Council's electricity scheme. ‘Lhe profit for the 
year ending Mareh 31st. aggregated £17,000. ‘The city eu- 
gineer forecasts the following requirements during the next 
two years: Meters, £10,000; 60 miles of reticulation, 430,000; 
and sub-station and feeder extensions and switchgear, £20,000. 
The Council has accepted contracts totalling £215,000, which 
will be provided. for from the recent. loan of £500,000.— 
Reuters Trade Service (Melbourne). 


Oswestry. — ProposED PURCHASE OF UNDERTAKING. — The 
General Purposes Committee has recommended that, provided 
satisfactory terms could. be arranged, it would be to the 
interests of the borough that the Council should acquire. tlie 
undertaking of the Electric Light & Power Со. The company 
is to be approached. with a view to ascertaining the purchase 
price of the undertaking. 

Portishead.—Pricrs.—On August 9th, Col. T. E. Ekin 


beld an inquiry into the application of the North Somerset 
Electric Supply Co. for pernussion. to increase its maximun 


charge to Is. per unit. It wis explained that it was not“ 


Intended to charge more than 9d. per unit at present, but 
the company wished to be prepared for апу eventualities. [t 
at present bad a contract for large supplies to the Portbury 
shipyard and а local company. The first contract was de- 
teriiinable by six months’ notice, and the other customer 
might cease to take electricity at апу time. These. two 
consumers. took three-quarters of the output. Expenses were 
heavy, as the company had a wide, thinly-populiated area of 
supply. A number of local bodies Opposed the application. 


Portsmouth.—Y far's WonrkiNG.—The accounts of the elec- 
tricity undertaking (Mr. B. Handley, engineer) for the year 
ended March 3156 last show a total revenue of £114,351, as 
compared with £91,685 in 1919-20. Working expenses were 
£91405, as against £68,027), leaving a gross profit of 422.979 
(£3062). The payment of capital charges left a net profit 
of £2072, which was considerably less than the previous 
year's net profit of 45,751. The running deficit on the under- 
taking has now been reduced to £1,303. The number of units 
sld was 4,885,752, and the maximum demand during the 
year was 3,410 kW. 


Sale (Cheshire).— BLK Scrriv.—Subject. to the approval 
of the Electricity Commissioners, the Council has agreed to 
take а supply of electricity in bulk from the Manchester Cor- 
poration, 


Sheffield.—Orrxixa or xew Statiox.—The Duke of York 
has. promised the Lord Mavor of Shetlield that on the occasion 
of his visit to the city in ( ): tober, for the Cutlers’ Feast, he 
will stay to open the new power station of the Corporation at 
Blackburn) Meadows. See Independent. 

Eteeiricity Baincre.—On the night of August Ith several 
districts were affected for half an hour by the failure of the 
electricity supply. It was discovered that water had got into 
à faulty. main. 


Stretford.—Rorany FROM. Sanrorp.—The Electricity. Com- 
Шор luta confirmed the purchase of a ak W rotary con- 
verter set. from the Salford Corporation to be delivered and 
handed over in complete running condition for the inclusive 
sum of £2,170, or any lower figure Which the chairman may 
be able to negotiate, 


d Mirichen (Aberdeenshire) .— ле нтіІхс Scueme.—It has been 
1 ed to light the village electrieallv. A company is to be 
ormed with a share capital of 43.500. 


Taunton.—Dericit.—The deficiency of £1,073 on the year's 
Working of the electricity department is mainly due to the 
increase in the price of coal; wages have increased from 425 
per week in 1914 to £100 per week this year. During the 
27 years’ municipal ownership of the undertaking it has cost 
the rates only £500, and of £100,000 loan capital, £00,000 has 
been redeemed. The Town Council has authorised the mlec- 
tricity Comittee to Increase, if necessary, the charge for 
electricity from 110 per cent. to 120 per cent. above the pre-war 
scale, the price not to exceed 15. per unit. 


Warrington.—W ater-powrER Rerort.—It will be remem- 
bered that in a recent issue mention was made of the tact 
that the electrical engineer (Mr. F. V. L. Mathias) had been 
instructed to prepare a report upon the possibility of utilising 
the water power of Woolston Weir for the generation of elec- 
tricity. The report states that the maximum fall at Woolston 
Weir is approximately 8 ft. with small quantities of water 
passing over the weir. Definite figures at this stage could 
not be put forward as to the relation between the levels and 
the tlows, but it was quite certain, stuted Mr. Mathias, that 
the power derivable Irom Woolston Weir would be very 
small compared with the power required in Warrington, 
either at the present or in the future. The maximum load 
in Warrington was over 5,000 kW, with the certainty of a 
considerable increase in the near future; possibly an average 
of 150 kW with a load factor of 50 per cent. would be the 
figure for Woolston Weir. This would represent about 
660,000 kWh per annum, and the capital cost, provided no 
exceptional difficulties were encountered, would be about 
£25,000. The total expenses would be about £4,000 per 
annum, representing 1.464. per kWh generated. This figure 
was comparable with steam costs at the present prices of coal. 
Mr. Mathias pointed out that if the Corporation. embarked 
upon the scheme it would assume responsibilities with doubt- 
ful financial benefit. The records of low-fall water-power 
plant in this country at pre-war constructional costs compared 
with pre-war coal prices were not encouraging. New works 
would have to be constructed at post-war figures, with the 
probability of a fall in coal prices. It is thought that the 
present moment is hardly opportune for the further considera- 
tion of the project, and it should be deferred until conditions 
become more established. 

Year's WORKING.—À remarkable improvement is evident 
in the report upon the electricity undertaking for the year 
ended March Bist, 1921. The revenue rose from 490,188 to 
£123 365, and expenditure from £80,613 to 492,212. The gross 
profit thus increased from £9,575 to £31,153. Capital charges 
were heavier than those of the preceding year, but the net 
result was a profit of £12,037, as compared with a deficit of 
£1,550. 


Whitehaven.— I OAX.— The Town Council has applied for 
sanction to а loan of £1,300 for the laying of a mam ш. con- 
nection with the extension of supply to Kells. 


Willesden.—Yrar’s WonkiNG.—The report upon the elec- 
tricity undertaking for the year ended March gist last shows 
a total revenue of £95,651, as compared with £77,030 in the 
preceding year. Working expenses totalled £71,347, аз 
against £90,738, leaving a gross profit of £27,304 (£26,292). 
After payment of capital charges a net profit of £4,503 re- 
mained, as contrasted with £5,314 in 1919-20. The total 
number of units. sold rose. from 7,180,004. to 8.362.787. In 
presenting the report, the chairman of the Cominittee ex- 
pressed his appreciation. of the efforts of the electrical en- 
gineer. (Mr. A. W. Blake) and his staff, which ensured the 
satisfactory result. 

Winchester.—l;oAN Sanctionep.—The Electricity Commis- 
sioners have sanctioned the borrowing of £17,500 for the fol- 
lowing purposes: Plant, £11,000; mains and services, £5,600; 
and meters, £1,200. 


Wolverhamptoa.—Yrar’s  Workkinc.—We have received 
from the borough electrical engineer. (Mr. S. T. Allen, 
M. I. E. E.) a copy of the annual report and accounts ot the 
Electricity Committee for the vear ended Mareh 31st. last. 
The total Income amounted to £193,619, as against. £140,530 
in 1919-20, and working expenses to £119,982, as compared 
with £57,145, leaving a gross profit. of 473.687 (453.685). 
After payment of capital charges, the net result was a profit 
of £27,004, of which £5,000 was transferred to the Improve- 
ment Rate Fund and the balance to reserve. Last year’s 
profit was £14,156. The number of consumers increased from 
3.182 to 4,329, making total connections 23,130. KW. The total 
units sold rose from 17,9f2.935 to 21,559,351. The amount of 
coal per unit generated was reduced from 3.258 lb. to 3,124 h., 
but the coal cost per unit sold increased. from 5834. to .717d. 
The report shows the preference of consumers for the two-part 
tariff. system in vogue; in fact only 4 per cent. of the total 
sales was effected under the flat rate system. It is proved that 
the former system is the more advantageous to the consumer. 


Worksop.—1l;osN Saxctionep.—The Urban District Council 
has received sanction. to borrow £25,000. for electricity pur- 
poses. 

Wrexham.—Drrierr.— In reporting a loss of £2,016 on the 
electricity undertaking for the year ended March 31st. last, 
the Mayor stated that the wages of the staff had risen from 
£29 in 1915-16 to £140. 


250 


THE ELECTRICAL REVIEW. [Vol 89. No. 2.282, Апепвт 19, 1921, 


TRAMWAY AND RAILWAY NOTES. 


Australia.—NrwcasrLE (N. S. W.) Tramways.—The New 
South Wales Railway Cominissioners have been asked by the 
Government to note the sum of £120,000 on their estimates 
for the next financial year as ап instalment towards the carry- 
ing out of the work of electrifying the tramway system at 
Newcastle.—Iieuter'a Trade Service (Melbourne). 


Blackpool.—CotnrisroN.—Through the wrong setting of 
points at Blackpool, last week, a St. Annes car collided with 
& Blackpool car, and а number of passengers complained of 
shock. The damage was slight. - 


Continental.—S wiTzERLAND —The power required for the 
electrification of the entire Swiss railway system amounts to 
approximately 1.3 milliard kWh, that is to say, one-third of 
the present hydroelectric power output of the country. The 
maximum output of the power works required must be in the 
vicinity of 800,000 h.p. and the average output 300,000 h.p. 
The necessary power stations have been foreseen by the autho- 
rities of the Swiss Federal Railways and have in certain 
cases already been started on. Among the latter are the power 
stations of Ritom, Amsteg, and Barberine. After several years’ 
investigations and studies, single-phase, 163-cycle alternating 
current has been chosen. The Swiss Federal Railways have 
drawn up an electrification programme according to which the 
entire work of electrification will be terminated within the 
next 3) or 30 years. The Erstfeld-Bellinzona section of the 
former Gotthard line is already working electrically.— Anglo- 
Swiss Review. 

In connection with the electrification of the Bernese railways 


the report of the works and railway authorities of Berne 


contains the following statement :— 

In view of the falling tendency of coal prices the intended 
electrification of the Berne-Neuchatel direct line and of the 
Emmental railways has been postponed. The price of coal 
has already fallen to such an extent that it is no longer 
practicable to face the increasing costs of electrification, and 
especially of electrie locomotives. It is, however, to be hoped 
that within a reasonable period of time the cost of construc- 
tion will fall sufficiently. to make it possible to undertake the 
work of electrification and that it will then be possible to 
complete the proposed work. Financial Times. 


Cuba.—HaiLway ELECTRIFICATION.—The Tramway and Rail- 
way World recently described the electrification of the Hershey 
Cuban Railway. The original steam-worked line was 35 miles 
long; this is being extended to maintain service between 
Havana and Matanzas, a distance of 56 miles, for the trans- 

crtation of sugar and other freight, as well as passengers. 
neluding spurs, sidings, and extensions, the railway will 
consist of about S0 miles of track. The passenger cars will 
be 37.3 ft. in length, with steel underframes. Baggage and 
postal cars, 49 ft. in length, are also to be put into service. 


Leamington.— Noisy Cars.—In consequence of numerous 
complaints received from residents regarding the noise made 
by the local tramears, the Town Council has threatened to 
apply for powers to run 1notor omnibuses if the company does 
not take steps to remedy the nuisance. 


London.—CuHeEarer "' ТовЕ”' TRAVEL.—As an experiment, 
the City and South London Railway commenced issuing cheap 
return tickets on August 15th between stations on this tube. 
The tickets will be issued daily (except Saturdays and Sun- 
days) between 10 a.m. and 4 p.m., and will be available only 
on fhe day of issue. There will be a considerable saving in the 
fares. A return ticket from Euston to Clapham Common will 
be 9d., as against the ordinary fare of Is.; between Moorgate 
and the Oval the fare will be 4d., as against 6d.—Daily Mail. 

TRAMCAR DrnainLkp.—On August 9th an I. C. C. tramear pro- 
ceeding to Catford left the track in High Street, Lewisham, 
and mounted a pavement. A cvelist was slightly injured, and 
one of the passengers sustained shock. 


Newport (Mon.).—THE FEMALE EMrLovF.—Defending the 
retention of one female employé in. the tramway department 
when all the others had been discharged, the Chair- 
man of the Electricity and Tramways Committee. аё 
a Council meeting on August 9th, described her as а most 
valuable servant. ‘‘ She carries out delicate duties in a very 
tactful manner," he said, " knows how to keep her mouth 
shut and at other times when to say NO.“ A young woman 
of that class is cheap to our department at 50s. а week." A 
motion to discharge her was defeated by a large majority. 


South Africa.—DURBAN STRIKE ENDFD.—Durban tramway- 
men. who had been on strike for two months with the object 
of obtaining a 10 per cent. wage increase, agreed on August 
13th to resume work on the old terms, on the understanding 
that there would be no reduction before the end of the year.— 
The Times. 

Sunderland.—Repuceb ReckiPTSs.— The. Corporation tram- 
wavs are feeling severely the depression in trade and industry 
in the town, and their receipts for the past few months have 
been reduced by something like £300 a week as compared with 
the corresponding figures a year ago. 

St. Helens.—'Busrs as STor-Gars.—The Corporation has de- 
cided to run motor 'buses while the tramway track is being 


relaid. The quotation of the Bristol Tramways and Carriage 
Co., Ltd., for the letting of two motor omnibuses, for a period 
of two months, has been accepted. 


The Railways Bill.—DrriNiTioN OF Light RAILWAYS.” — 
It has been decided that for the purposes of the Railways Bill, 
the term light railways’’ shall apply only to those light 
railways constructed after the passing of the Bill, and will 
not include the undertakings of tramway companies. 

Wolverhampton.—CuaNaE or SysTEM.— The work of chang- 
ing over the tramway system from surface contact to overhead 
collection is expected to be completed by the end of next 
month. Of the 12 miles of route more than half is being 
operated under the new system already. 


TELEGRAPH AND TELEPHONE NOTES, 


France.—lI1iGuER FOREIGN TELEGRAM CHARGES.—A decree of 
August 4th decided that foreign telegram rates, hitherto fixed 
by the Telegraph Administration in gold francs, should in 
future be fixed in * French francs," that is to say, at the 
current. value of the franc, which is considerably less than 
that of the'franc at раг. An average equivalent of one franc 
50 centimes for the French franc as compared with the gold 
franc has been decided upon, though this figure is susceptible 
to alterations in accordance with variations of the rate of ex- 
change. Thus a telegram to London (ten words at the ordi- 
пагу rate), which formerly cost 2 francs 50 centimes, will now 
have to be multiplied by 1.8. costing 4 francs 50 at the new 
rate. A ten-word telegram to Switzerland (formerly costing 
1 frane 50) will now cost 2 francs 70, and so on. The new 
rates came into force on August IIth.—Heuter's Trade Service 
(Paris). 

New Cables.—Three new submarine cables, from Casa- 
blanca to Tangier, Tangier to Oran, and Casablanca to Oran— 
direct—have Just been laid, says The Times. 


Norway.—New WikeLtess Station.—It is reported from 
Christiania that a scientific expedition has left Norway for 
Jan Mayen Island, which hes between Norway and Greenland, 
where 1t will establish a wireless telegraph station that is to 
be used for meteorological service. 

Riga.—A Britisu-Battic Розтл„ СОКЕЕВЕХСЕ.—Ап Inter- 
national Post and Telegraph Conference opened at Riga on 
Monday, which was to be attended by representatives of Great 
Britain, Latvia, Esthonia, Lithuania, Russia, Finland, Poland. 
Germany, Denmark, Norway, the free Port of Danzig. and 
the Great Northern Telegraph Co. Questions relating to 
tariffs, charges, settlement of accounts, &c., will be dealt with. 
—licuter's Trade Service (Riga). 

South Africa.— DEVELOPMENTS.—Promise is developing into 
performance so far as the extensions of the Union's telegraph 
and telephone services are concerned. The Government has 
allocated £450,000 for expenditure on the system during the 
current financial year, and we learn from the British South 
African Eæport Gazette that attention is also to be given once 
more to the installation of automatic exchanges at Durban, 
Capetown, Johannesburg, and other large centres. British 
manufacturers have now completely secured the chief position 
in the market which was temporarily ceded to Sweden during 
the war. Indeed, out of the £124,703 spent by the Govern- 
ment last year, the United Kingdom secured £107,505, and 
should have little difficulty in annexing the bulk ot the 
£450,000 mentioned above. 

In Rhodesia, as well as the Union, there are telephone and 
telegraph extensions in prospect, and it is confidently ex- 
pected that the total of £7,991 for imports of this character 
last year will show an appreciable increase at the end of 197]; 
while, incidentally, it is interesting to note that the South- 
West African Protectorate is also coming into the market for 
supplies, though its purchases last year were worth only 
£1,154, the bulk of this being secured by Germany. Finally, 
the imports on private account amounted in the Union itself 
to £31.564, as compared with only £16,727 in 1919, and for the 
first three months of the current year to as much as £10,215. 
Rhodesia has not yet made its weight felt in this section 0 
the market, but nevertheless the total of £2,368 for 1920 shows 
a promising advance on the £1,285 for 1919. 


The Telephone Service. —Rysulr or New Cuarcrs.—In 
reply to a question, the Postmaster-General informed the 
House of Commons that the total number of telephone sub- 
scribers who had given up the service as a result of the in, 
creased charges was estimated at 28,500, and the number o 
extension instruments that had been surrendered at 21.500. 
The rental value of those services at the new tariff would have 
been approximately 4£205.000. The number of new installa- 
tions provided at the new rates was about 35.000 new stations 
and 30,000 extensions. 

Tue Moxey Bua.—No amendments to the Telegraph 
(Money) Bill (which was read a second time in the House 0 
Commons on August 7th, as reported in our last issue) were 
submitted to the Standing Committee of the House ? 
Commons on August lith, and the Bill was ordered to 
reported to the House. 
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U. S. A.- PHOTOGRAPHY BY WIRELESS. —A photograph has 
been transmitted by wireless telegraphy across tlie Atlantic 
Ocean and reproduced in Paris. ‘Tbe picture was a recog- 
nisable likeness, though detail and tone were lacking. The 
transmission was by the Berlin process from the offices of the 
New York Times through the wireless telegraph stations at 
Annapolis and the Effiel Tower to the offices of La Matin at 
Paris. 

WIRELESS DEVELOPMENTS. — The Radio Corporation of 
America announces that its new central stations wul be opened 
early in September. Two of the mammoth wings or spokes 
of the wheel-like arrangement of the lofty antenne towers, 
which we described some time ago, are complete. Twelve 
steel towers, each 400 feet high, compose the two wings or one 
operating unit. When the entire station is complete there 
will be twelve of these wings. The total distance between the 
first and twelfth towers of the completed unit is approximately 
three miles. In the centre of these twelve towers stands the 
central power house, which is now fully completed, so that in 
reality it will be the focus or hub of the entire вуеш when 
future wings are added. Two of the 200-kW Alexanderson 
high-frequency alternators have been installed ready for 
operation.—Reuter’s Trade Service (New York). 


Venezuela.— THE MARACAIBO WIRELESS STATION.—According 
to Commerce Reports, the erection of the towers for the new 
wireless station at Maracaibo has been completed, and the 
apparatus installed, so that it was expected that the station 
would be opened tor commercial use by the latter part of 
June, 1921. The station is equipped with а 5-kW set with 
a rotary synchronous spark system. The towers are 50 metres 
high and the normal sending radius by day will be about 
ми miles and by night about 1.600 miles. 

Che Venezuelan Government has already definitely arranged 
for seven additional wireless stations to be situated at Maracay, 
Caracas, Puerto Caella, La Guaira, San Cristobal, Cuidid 
Bolivar, and on Margarita Island. Some of these stations 
have already been installed by the American who holds the 
contract covering all the installations. After all of the above- 
named stations are completed, there are to be 16 additional 
stations installed to provide service for the capital of every 
state in Venezuela. 


Wireless Telegraphy.—IwrrErian Cuaix.—The first com- 
pleted station m the Imperial wireless chain was to be formally 
opened on August Isth by the Postmaster-General (Mr. 
hellaway). It is situated at Leafield, near Oxford, and under 
normal conditions will have a range of 2,000 miles. The next 
station to be completed will be that at Cairo, in Egypt, which 
Is expected to be ready before the end of the year. Construc- 
поп of other stations is to be commenced next vear, and in two 
vears’ time the full chain will be finished.— Daily Telegraph. 


Wireless Telephony.—TnaiN CON TROI.— Experiments car- 
red out by the Midland and L. & N. W. Railway Co.'s with 
wireless telephony, including the transmission of messages to 
drivers and guards, have shown that at the moment the use 
of wireless on railways is not commercially profitable, says the 
Daily Mail. 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 
Official Notice ” appeared.) 


OPEN. 


Australia.—MrLBOURNE.—October 19th. Victorian Govern- 
ment Railways. ‘Three-phase motors, starters, circuit breakers, 
and switches. Contract No. 34,181. (See this issue.) 


P.M.G.'s Department, Queensland. October 12th. Gal- 
vanised iron and steel wire. Schedule 537, October 19th. In- 
sulated wire. Schedule 538. (See this issue.) 


Belfast.—August 22nd. Electricity Department. One 
12.500-kW turbo-alternator, with condensing plant and auxili- 
aries. Four water-tube boilers, with superheaters and forced- 
draught fans. Four fuel economisers. Two steel chimneys, 
with four electrically-driven suction draught fans. One elec- 
trically-driven centrifugal pump, capacity 18.000 g. p. mi. 
(July 2nd.) 


Belgium.— August 25th. Municipal authorities of Schaer- 

ek, Brussels. Alterations to the existing static transformer 
oxes and the "' repartition " box, and for the construction. of 
two additional static transformer boxes. Plans and specilica- 
tions from the Caisse Communale. 

September 9nd. Provincial Government of Limbourg. For 
the establishment of an electricity distribution system between 
Tingen-Bourg Leopold, Tessenderloo. Beeringen and Zon- 
hoven. Qopies of the plans and specifications may be obtained 
9, Rue des Flamands, Louvain. | 

Municipal authorities of Ixelles. Brussels. Low-pressure 
anuoured cables for the electricity supply undertaking. 


Glasgow.—August 20th. Electricity Department. Works 
required in connection with the erection of a sub-station at 
Greenhead, Govan. Electrical engineer. 


Horsham.—August 27th. Electricity Department. One 
circulating water pump, one steam ejector air pump, one 
water extracting pump, complete with driving units or, alter- 
natively, a centrifugal circulating water pump, one Edwards 
air extraction pump, complete with driving units; 1,000 yards 
l.p. feeder cable, .15—.075—.15 sq. in. area; 1,000 yards 3-core 
pilot cable, .003 sq. in. area. (August 12th.) | 

September 3rd. Electricity Department. One 3-crank, triple- 
expansion engine, coupled to a 300-kW d.e., 460/500-V gene- 
rator, or alternatively, one 2-crank compound engine, coupled 
to generator as above. (бее this issue.) 


Ilford.—September 9th. — Electricity Department. — Air 
conipressor, motor and starter. (See this issue.) 


India.—High Commissioner for India.—August 30th. 


Telegraph cable. (August 12th.) 


London.—L.C.C.—September 5th. 
gear for sub-station. (August 5th.) 

. FuLHAM.—September 10. Electricity Department. А.с. 
motor-driven centrifugal circulating pump with pipework and 
valves. (See this issue.) 

PapDiNGTON.—August 22nd. G.W. Railway. Three months’ 
supply telegraph instruments, electrical apparatus, wires, 
cables, telegraph ironwork and tools, and drysalteries. 
(August 12th.) | 

Metropolitan Asylums Board.—August 31st. Electric light- 
ing installation at the Grove Hospital, Tooting Grove, S.W. 
(See this jssue). 


H. and lp. switch- 


Malta.—September 15th. Government of Malta. Single- 
phase a.c. meters. (See this issue.) 
New  Zealand.—WtLLiNGTON.—September 27th. Public 


Works Teuder Board. Six sets 3-phase. 50,000-V air-break 
switches for the Waikato electric power scheme.“ 


August 30th. Tramways Committee. Stores, 
lamps, line ma- 


. Portsmouth. | 
12 months (including Insulating materials, 
terials, &c.). (See this issue.) 


South Africa.—Pretoria.—October 4th. Electric Light and 
Power Department. Coal-handling plant. 6,600-V cables, in- 
duced-draught and ash-handling plant, pumps, piping, &c.— 
Mr. T. C. Wolly Dod, General Manager, Municipal Electricity 
Supply, P.O. Box 423, Pretoria. 

DunBAN.—August 3lst. Corporation. Опе 3,000-kW, three- 
phase, 50-period. 6,000-V turbo-alternator wth condensing 
plant, circulating water pump and piping. (See this issue.) 

September 25th. Corporation. TWO 500-kW rotary con- 
verters, switchgear, and automatic controlling devices, also 
h.p. supply feeders.* 

JOHANNESBURG.—November 7th. Tenders for incandescent 
lamps. South African Railways and Harbours. 85.560, in- 
candescent train lighting lamps (tungsten filament) tor 94 
volts, 8 to 10 candle power. 8,125, engine headlight lamps. 
150- watt, 3J-volt (sastilled type with concentrated filament). 
20,472. incandescent lamps (tungsten filament), and 5,545, in- 
candescent lamps (carbon filament).* 


Sale.—Urban District Council. Cables, transformers, 
switchboards, house meters, and a.c. motors. (August 19th.) 
Southampton.—August 30th. Electricity Department. 


E.h.p., 3-phase cable. (August 12th.) 


Stockton-on-Tees.—August 31st. District Fund, Gas and 
Electricity Committees. Articles and stores for six months. 
(August dth.) 


Uruguay.—September 19th. Board of State Electrical 
Stations. Generating plant for four electrical groups, consist- 
ing of а.с. and d.c. generators, Diesel engines, &c.* 


West Ham.—September Sth. Board of Guardians. Three 
months’ supply of electrical fittings. Mr. T. Smith, clerk to 
the Guardians, Union Road, Leytonstone. 


* A copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S. W. 1. 


CLOSED. 


Aldershet.—Urban District Council. Accepted: 

Met.-Vickers Electrical. Co.—H p. switchgear, £974; Lp. ditto, £780. 

Bruce Peebles, Ltd.—Converting plant, £6,147. (The next three lowest 
tenders were: Ateliers. de Construction, Belgium, £5,500; Oerlikon, 
Lid., Switzerland, £5,960; Crompton & Co., Ltd., £6,056.) 


On recommending the Council to accept the quotation of 
Messrs. Bruce Peebles & Co. (which was £600 higher than 
the Belgian tender) for converting plant, the engineer stated 
that the Belgian tender was lower because lower wages were 
paid in Belgiuin, and their quotation was for a two-bearing 
machine, Which was cheaper than the three-bearing type 
made by Bruce Peebles & Со. Both tenders were for machines 
made under the La Cour patents; the question of obtaining 
spare parts was an important one. It was for the Council 
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to decide whether to keep business at home or to patronise 
foreign manufacturers, Personally, he considered they ought 
to stick to British manufacturers as much as possible. The 
Council unanimously agreed to accept the tender recommended. 


Bangor.—City Council. Accepted: 
English Electric Co., Ltd.—l00-KW Dicsel set, £4,260, 


Glasgow.—Tramways Committee. Recommended: 

R. W. Blackwell & Co., Ltd., Fleming, Birkby & Goodall.—Insulated bolts. 
Wardle Engineering Co., Ltd.—Lanterns, 

B. I. & Helsby Cables, Ltd.—Cab-tire cables for lighting. 
Sunderland.—Corporation. Accepted: 


Ferranti, Lid., Hollinwood.—Eighteen direct-current. meters. 


— — 


NOTES. 


Practical Education at Manchester. — A scheme designed to 
give Manchester engineering students practical experience in 
the City Engineer's departinent was considered by the Town 
Hall Committee on August lOth. It was proposed that two 
or three suitably qualified men should be taken ou for a two 
years’ course during Which they would pass through tlie draw- 
ing oftice and take part in work on roads, bridges, walls, 
sewers, and surveying. They would net be paid, but would be 
given a certificate at the end of the course. 

The proposal is, of course, applicable to every technical 
department, and the Town Hall Cominittee, which approved 
the scheme, has invited opinions from the other departments 
of the Corporation.—Manchester Guardian. 


А 22,000: КУА Water: Wheel Generator.—In a recent issue 
of the Electrical World was described one of the largest hori- 
zontal water-wheel-driven generators ever built. This was 
made for the Great Western Power Company of California. It 
is a three-phase, 60-cycle machine rated at 22,200 kVA, 0.9 
power factor, 11,000 volts, 171 r.p.m. There will be two units 
of this type in the Great Meadow plant on Feather River. 

The fact that it was built to operate on a 162,000-volt trans- 
mission line, the highest operating voltage to be reached so 
far in the U.S.A., caused some interesting features to be in- 
corporated in its construction. Tests made at the factory on 
the generator show that it has 97.25 per cent. efliciency at full 
load and unusually high efficiencies at partial loads. These 
аге 95 per cent. at half load and 93 per cent. at quarter load. 
All efficiencies were at 0.9 power factor. 

The rotor consists of four separate wheels nidde into a single 
spider with the rim dovetailed to receive. the poles. The 
machine is enclosed for ventilation, having air inlets on each 
side consisting of ducts coming from underneath. ‘The heated 
air is expelled into the room. Some of the diniensions are as 
follows: Total height over all, 21 ft.; distance over the end 
shields, about 7 ft.; distance from the floor line to the top of 
the machine, 13 ft. The total net weight is 354,000 Ib. The 
machine was built by the American General Electric Co., and 
is the largest ever built by that. company. 


Electricity on New Zealand Farms.—^Addressing a meet- 
ing of Bradford wool textile manufacturers, last week, Mr. 
Н. W. Massey, Prime Minister of New Zealand, referred to 
the up-to-date sheep and dairy farms in New Zealand, and 
spoke of the increasing use of electrical power on such farins. 
He said he fancied they were rather more up-to-date in New 
Zealand than in the homeland; they were going to provide 
electricity for motive power purposes for practically every 
industry in the country. They were developing their water 
powers to deal with this, and he believed that within five years 
every. dairy farm in New Zealand having over a dozen cows 
would have its machinery driven by electricity. 


Stage Lighting.—1n a new scene shortly to be introduced 
into The Peep Show at the London Hippodrome the 
scenery, dresses, and furniture will be ©“ changed " by means 
of coloured lighting. It is claimed by the inventor. of the 
innovation (Mr. Adrian Lamoiloff, a young Russian) that it is 
possible by this means to completely alter the colour, shape, 
and pattern of, for example, a girl's dress on the stage.— 
Daily Mail. 


Indirect Storage of Power.—During the recent Chicago 
Convention. of the National Electric Light Association an 
interesting plant at Vivarone, Italy, was described. This 
plant belongs to the Società [droelettrica Piemonte ed. Elettri- 
cità Alta Italia, and is a case of artificial storage of power. 
The company had a certain amount of power available during 
the night which it wanted to store for use during the Пау. A 
place was found where there were two lakes with a difference 
in elevation of 483 ft. (147 m.). On a level with the lower 
one, Lake Vivarone, a plant was erected and equipped with 
a set of motor-driven high-pressure pumps which could be 
used during the night to pump the water from the lower 
lake to the higher lake. During the day the water thus stored 
was discharged into the lower lake through waterwheels driv- 
ing generators. From the technical point of view it worked 
well, but the efficiency of the whole system is very low. The 
calculated efficiency is 53 per cent., but the real efficiency is 
not more than 40 per cent.—Electrical World. 


Testing for Phase Sequence.—In an interesting article by 
Prof. F. А. Камак on " Testing for Phase Rotation in Three. 
phase Circuits " which appeared in the Electrical World for 
April 23rd, 1921, four methods of determining phase rotation 
are classified. A method devised by Mr. H. J. Blakeslee, of 
Hartford, Conn., which differs materially from the four meu— 
tioned in the article will be of interest to those who have ty 
make tests of this nature. This method requires а small 
polyphase transformer core having two primary windings, 
one on each of the outside legs, a secondary winding on the 
common leg, and a lamp in the secondary circuit. 

The ratio of resistance to reactance in one of the primary 
coils is made greater than the corresponding ratio in the other 
primary coil. The flux in the core of the former coil will, 
therefore, lag the e.in.f. impressed on that coil by an angle 
smaller than. that by which the Пих in the core of the latter 
coil lags the e.m.f. impressed on that coil. Therefore, the re- 
sultant flux in the common leg will have a value which is of 
different magnitude according to the phase rotation of the 
source, and it follows that the lamp connected in the secondary 
circuit will have a different brightness. | 

The electrical connections of the transformer are shown in 
the accompanying illustration, as are the approximate phase 
relations of the polyphase e.m.f.'s and transformer fluxes for 
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A THREE-PHASE CIRCUIT. 
opposite orders of rotation. Vectors 1-2, 2-3, and 3-1 represent 
the three e.an.f.’s of a polyphase circuit. 4 represents the ap- 
proximate phase of the flux in the core surrounded by the 
highly reactive coil. B represents the approximate phase of 
the flux in the core surrounded by the coil of lower reactance. 
A lags the corresponding ели.Ї. 3-1 by nearly 90 deg. B lags 
e.m.f. 1-2 by about 45 deg. € is the resultant flux in the third 
or common leg. 

The effect on the resultant flux caused by different orders 
of rotation is shown by the two sets of diagrams. The current 
in the secondary circuit naturally reacts upon the component 
fluxes so that their lags and magnitudes will not be identical 
in the two orders. There is no difficulty, however, in so pro- 
portioning the windings as to secure the effect desired. 

A convenient assembly of the apparatus, including a quick 
reversing switch, occupies a box 64 in. by 44 in. by 24 in. and 
weighs 3 lb., thus being readily carried їп а meterman’s kit. 


The Most Popular Lamps.—In the vacuum-type lamp the 
40-watt size is used in the United States to the greatest ex- 
tent, it representing about a quarter of all lamps of this class. 
The 25-watt is a good second, followed by the 60-watt and 
5ü-watt. A tendency to standardise the last-named size ac- 
counts for a very pereeptible increase in its use during the 
last two years. Meanwhile the gasfilled lamps of 75 watts 
and 100 watts have risen in popularity, while little change 13 
shown in the larger sizes. It now looks as if the two sizes 
just mentioned will very rapidly drive out the 100-watt and 
perhaps the watt vacuum lamps. For street-lighting work 
the vacuum type has virtually disappeared. The Lamp Com- 
mittee brought out these facts at the recent N. E. L.A. con- 
vention in Chicago.—Electrical World. 


Spontaneous Combustion of Coal.—Fight vears after its 
appointment, the Departmental Committee on Spontaneous 
Combustion of Coal in Mines has now issued its final report 
Cmd. 1417, Stationery Office, IS. 6d. net). It presented an 
interim report, however, in December, 1913, and afterwards 
its work was interrupted by the war. The present report, 
according to The Times, states that probably all bituminous 
coal is liable to spontaneous combustion in some degree. but 
that there is greater liabilitv to self-heating of the coal m 
the seams of sume British coalfields than in others is due to 
several causes other than the chemical composition of the enal. 
The thicker the seam the greater, in general, is the Парх 
to spontaneous combustion: and coal which has been стихе 
in the mine by reason of superincumbent weight is more 
liable to self-heating than coal in a solid, compact state. 

As regards systems of working, it is declared to be impossible 
to lay down any hard-and fast rule for universal application: 
No regulations are recommended additional to those brought 
into force in July last, which were based on the committee 8 
interim report. 
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Electric Dish Washers.—1n this country the dish washer 
appears to be the least-known of electrical appliances, atten- 
tion being devoted almost entirely to such articles as clothes- 
washing machines. cooking apparatus, and suction cleaners. 
Of course, an electrical dish washer is not exactly suitable 
for the small ménage, and this may be the reason for the 
apparent neglect of the appliance. ‘The United States, how- 
ever, is still working at this, and the Electrical Review of 
Chicago recently gave some particulars of two new electric dish- 
washing machines which have been placed on the American 
market. One of these, the, Autosan, is made in three sizes. 
The first 15 suitable for establishments catering for between 100 
and 500; the medium size is designed for larger establishments 
from 50% to 1.000 persons; the largest size is for establish- 
ments dealing with more than 1,000 persons. In this machine 
a rotary conveyor carries the tableware through washing, 
rinsing, and sterilising sprays applied from above and. below ; 
special fibre cushions are embodied in the tank to prevent 
chipping or breakage of china and glass. The sterilisation of 
the washed articles is effected by boiling water and steam. 
The smallest type is driven by a 1-һ.р., 1.750 r.p.m. motor 
installed in the base of the machine, and connected to the 
water pumps, and, through a reducing gear, to the conveyor, 
thus eliminating belts or chains. 

The Walker heavy-service " dish washer is entirely dif- 
ferent in design. It contains only one moving part, that is 
a blade of special design which revolves rapidly in the conical 
tank of the machine, and thus forces a whirling stream of 
water through the articles in the upper part of the tank. Four 
stationary nozzles in the top of the machine introduce water 
for washing and rinsing. A rubber knob is another accessory. 
Before being put into the tank, the plates, &c., are tapped 
against this to remove all loose pieces into a hopper. The 
plates are then put into trays and slid into the tank. A 4-h.p. 
motor has been found suflicient for the operation of this 
Washer. 


The Odometer.—The Quest, which will carry the Shackle- 
ton-Rowett expedition to the Antarctic, will include in her 
equipment, besides wireless telegraph apparatus, an odometer. 
The latter device, according to The Times, is an electrically- 
worked recording instrument resembling the barograph, which 
will be connected to the electric log and gyroscopic compass. 
Its function is to trace automatically on a chart the route fol- 
lowed by the vessel and to record her speed; it is adjustable to 
any chart. The odometer is the invention of Rear-Admiral E. 
C. Villiers, and it is believed that only three such instruments 
have so far been constructed. 


Electric Welding in Wireless Apparatus.—Some very fine 
work with a small electric welder about the size of an ordinary 
sewing machine is described in а recent issue of the Journal 
of Electricity and Western Industry. This little machine is 
used in. connection with the manufacture of vacuum tubes, 
and the work is of such a delicate nature that it has been 
necessary to. confine it. to female labour. In one type of 
detector i8 a tungsten filament surrounded Бу a nickel helix, 
and a nickel cylinder. The helix, whieh is composed 
of nickel wire 02 in. in diameter, is — electrically 
welded to a nickel wire support. The weld is so suc- 
cessful that only the single support is required. The cylinder 
Which is 1 in. in diameter, J in. long, and made of .007 sheet 
nickel, is supported by a .03 in. diameter nickel wire which is 
Welded to the cylinder. The amplifying tubes are made in a 
similar manner. The De Forest tube is a much larger and 
more powerful type, and the electric welding in it shows a 
larger field of accomplishment, for a greater number of 
diferent metals are used, all electrically welded to each other. 
Within this tube, tungsten is electrically welded to dumet; 
nickel to tungsten; copper to nickel; molybdenum to nickel ; 
Iron to molybdenum, and molybdenum wire to tungsten, and 
copper to dumet. All of these metals are of very Small sec- 
tional area, being under 1/16 in. in diameter or thickness. 
The electric welding is all of the resistance type. The delicacy 
of the work may be judged from the fact that the two elec- 
trodes and the wires to be welded are within an area of 
three-sixteenths of an inch in diameter, and this inside a 
“pyrex " glass tube. 


Conscious after а 33,000-volt Shock.—.\ correspondent of 
the Electrical World states that recently, while examining 
some hiph-line oil switches preliminary to overhauling them, 
Charles Moore, of the Texas Light & Power Co., came into 
contact with a circuit and established a "' ground ” through 
his body. While he was во badly burned that he lost his 
right hand, he never lost consciousness, despite the fact that 
the circuit was operating at 33,000 volts. Mr. Moore and an 
assistant had been standing before the switch box, the door 
of which was off. Mr. Moore, it is thought, swung around 
to leave. and as he did so be caused ап are and was knocked 
down. Witnesses of the accident rushed to the stricken man 
expecting to find him dead, but to their amazement he began 
fo talk towards them and intelligently directed. the first-aid 
Work himself. The discharge entered his right hand, travelled 
through his body, and passed through his left leg. The con- 
crete flooring on which Mr. Moere was standing at the time 
clearly showed the outline of Mr. Moore's left foot, having 
been turned black where current passed out of his body. It is 
esumated that the minimum pressure which he could have 
received was 19,000 volts. 


Energy from a City Water Supply.—We recently described 
an installation in a Canadian town in which the town’s surplus 
water supply was used in the generation of electricity. In 
los Angeles, according to the Electrical World, there 18 а 
hydro-electric installation upon the same principle but on a 
much grander seale. During the spring of 1919, the power 
shortage in this district became во acute that the power 
companies found it necessary to develop a source of power 
which could be utilised in a short space of time. It was found 
that by the use of water from the city aqueduct an effective 
head of 515 ft. could be obtained at a distance of 40 miles from 
the city. This distance was, however, no disadvantage as the 
transinission lines from another station passed the site. The 
water was diverted from the main aqueduct to a surge tank. 
From this, two riveted steel penstocks, 7 ft. in diameter and 
1.430 ft. long, were erected to the bottom ot the San Francis- 
quito Canyon, wherein was constructed a power house contain- 
ing two 17,500-KVA vertical turbo-alternators. The present 
rate of flow to these machines is 600 cu. ft. per second, and 
the head of 515 ft. gives an eifective 30,000 h.p. The generators 
have a power factor of .8, they are of the umbrella type 
with directly-connected exciters and spring-type thrust bear- 
ings. Provision has been made for a third machine of this 
іуре. Upon leaving the station the water passes through a 
tunnel 400 ft. long and re-enters the aqueduct. The whole 
construction was effected in a remarkably short time. The 
contracts for the hydraulic part of the work were let in the 
spring of 1919, and awarded to the Wellman-Seaver-Morgan 
Co. in July. At the same time the General Electric Co. 
received an order for the generators. The turbines were de- 
livered in March and April, 1920, and were put into operation 
on June 30th and August 7th respectively. So accentuated 
had the power shortage become that seven hours after water 
was adinitted to the second unit the plant was under full load. 


Railway De:control.—The control of the British railway 
systems, after being in the hands of the Government for the 
past seven years, ceased at midnight, August Loth-l6th, 1921. 


Educational.—Ciry AND GUILDs or LONDON INsTITUTE.—Mr. 
Н. P. Philpot, B. Sc., A. M. Inst. C. E., Assistant Professor at 
University College, has been appointed to the Professorship of 
Civil and Mechanical Engineering at the Finsbury Technical 
College; and Mr. A. J. Hale, B. Sc., F. I. C., Chief Assistant in 
the department of Applied Chemistry, to the Professorship in 
that department. The entrance examination of the College 
will be held on Tuesday, September 20th. 


Porcelain in Australia. — & deputation representing manu- 
facturers of hard porcelain ware interviewed the Australian 
Minister of Customs recently to ask for increased duties to 
be imposed on hard porcelain ware for electrical purposes. 
The manufacturers contended that they were in a position 
to meet all local requirements, both for high and low-pressure 
work, and that they were installing plant (which had been 
made in Australia) to test up to a pressure of 150,000 volts. 
They desired additional protection, particularly on the general 
tariff, and the Minister promised to consider the request. 


Copper Tempering.—Mr. Walter Bunton, of Laporte, 
Indiana, has discovered a process of tempering copper, which 
has been a lost art for many generations. Bunton found some 
pages of an encyclopedia in an ash heap. and read an account 
of how a Roman megallurgist had discovered the secret of 
hardening copper, but that the secret had died. He at once 
began experiments, which have resulted in the neu process. 
llis patent has been purchased by the United States Steel 
Corporation, says the Chicago Tribune (Paris editions, for 
£250,000, and а royalty of ld. for every pound of material 
manufactured, The process is being kept secret until foreign 
patents can be completed.— Birmingham Post. 


Wireless:Controlled Motor-car.—The first radio-controlled 
motor-car has appeared in the streets of Dayton, Obio, accord- 
ing to the New York Herald (Paris edition). No one was in 
the car—to all appearances a conventional one 8 ft. long—yet 
it made its way through the main streets, obeying the traffic 
signals, taking the turns, and blowing its own horn at careless 
pedestrians. The car was driven by its inventor, Captain R. 
E. Vaughan, from another car following it at a distance of 
17 yards or so.— Daily Mail. 


Colouring Gem Stones.—Experiments in colouring colour- 
less gem stones by exposure to radium emanation are being 
carried on at the Rare and Precious Metals Station of the 
United States Bureau of Mines at Reno, Nevada. A colourless 
Colorado topaz was tinted yellow. but the colouring was not 
permanent when exposed to light. If it is found that radium 
possesses the power to colour gem stones, the discovery will 
Increase the commercial value of gem stone material found 
largely in the West, says the Engineer. 


Institution Note.—Ikon лхо STEEL, — INsTITUTE.— The 
Autumn Meeting, as previously announced, is to be held in 
Paris from September 5th to 10th. The programme includes 
visits to works in Lorraine, Burgundy and Normandy. Among 
the papers to be read and discussed are :—'' Does the critical 
point depend on the strength of the magnetising field? ” by 
K. Honda, and “ The situation of the French metallurgical 
industry in the North and in the East of France," by L. 
Guillet. 
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Appointments Vacant.—Cable jointer for the Burnley 
Electric Lighting Department; teachers in electrical engineer- 
ing, wireless telegraphy, and mechanical engineering, for the 
Croydon Education Committee. (бее this issue.) 


Legal.—ConnkcrioN.—With reference to the report of the 
case Electrical Apparatus Co., Ltd., e. J. Concord & Co., Ltd. 
(Erec. Rev., August 12th, p. 231), Mr. Frank W. Ward states 
that he did not say that he was managing director of Mesors. 
Burton, Griffiths & Co., Ltd. Counsel referred to him as late 
of thut company. 


The Ghegan Simpiex Main Line Relay.—. radical de- 
parture from the time-honoured methods of adjusting the 
magnetie circuit of main line telegraph instruments has been 
devised by Mr. J. J. Ghegan, president of J. Н. Bunnes and 
Co., New York, says the 7. & T. dge. Heretofore this aajust- 
ment has been done by varying the distance between the 
magnet cores and armatures by sliding the magnets back and 
forth. Mr. Ghegan's method is to leave the armature und 
magnets in fixed positions in close proximity to each other, 
and vary the magnetic circuit by moving the voke or back 
iron, on which the magnet spools have heretofore been per- 
manently mounted, from contact with the magnet cores to any 
desired distance away from one or both cores. Mr. Ghegan's 
relay arrangement has some distinct. advantages over the 
former types, such as the positive protection of the magnets 
and their connecting wires from mechanical injury by enclos- 
ing them jn a suitable covering; simplifying the construction 
by eliminating sliding mechanism for the magnets, and by 
doing away with the back adjusting post. The instrument is 
decided!y quicker in action, owing to the additional break in 
the magnetic circuit, as Well as being more responsive to small 
current variations, perfect work being obtained on a variation 
of less than 2 milliamperes over a 100-ohm leak on a 3.500-ohm 
circuit. This is made possible by the clcseness of the arma- 
ture to the magnet cores at all times, so that all lines of rorce 
go through the arinature, whereas in the old arrangement of 
separating armature and magnet cores, besides the pull being 
in inverse ratio to the distance, many of the lines of force 
passed directly from ono core to the other, and thus had no 
effect on the armature. The arrangement for moving the 
yoke or back iron is simple and ingenious, and is accomplished 
by turning a nut exactly as in the old style relay, so that 
operators do not have to learn any new adjusting methods 
when using the instrument. 


Simplified Connections and Diagrams of Three-phase 
Motors. — Set of simple and clear diagrams for the recon- 
nection of motors by ordinary machinists who were not familiar 
with the usual style cf connections adopted in motor diagrams 
was desired by the manager of an important manufacturing 
establishment of Lima, Peru. The work was started having 
in mind that the diagrams to be prepared must show clearly 
and faithfully not onlv the sequence of groups, poles, and 
phases, but also the formation of groups. Starting at the 
two terminals of each coil, 16 was proposed to make a detailed 
and continuous line representation to converge at the three 
motor terminals. In some cases it became necessarv to alter 
the usual style of connection so as to make practicable the 
reconnection in the most simple and regular way. The phases 
were shown differently, the terminals had to be located sym- 
metrically, the top and bottom splicings were drawn separately, 
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In Phases, "s 


16 coils 


and even the coil-to-coil stubs were clearly indicated. Among 
the diagrams prepared there were some for twlve, ten, eht, 
six, and four poles, using 2.200, 550, 440, and 220 volts beth for 
American and German makes of motors. 

The accompanying. drawing is a sample of the diagrams 
made. It belongs to a 2-h.p., 1.150-r.p.m., 220-volt, ^ 48-coil, 
series-delta, three-phase motor. Each of the small circles re- 
presents а coil. The different phases are drawn respecuvely 
clear, hatched and black. The lines issuing from the small 
circles represent the terminals end connection ends ot the 
coils, and there is no other explanation accompanying the 
diagram than the direction to connect the motor in strict 
accordance with the lines joining the small circles. As the 
motor requires odd grouping of coils. the distribution of coils 
in poles and phases is also indicated.—Mr. V. M. Arana, in 
the Electrical World. 


OUR PERSONAL COLUMN. 


Tha Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway ard railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as tu their movements, 


The Sheffield City Council discussed at some length last 
week the salary of Mr. J. W. Barnes, the commercial assistant 
in the electricity supply department. From the speeches it 
uppears that in August, 1919, the Council decided to pay him 
the amount he would have received bad he been a member 
of the E.P.E.A. (then £630 per annum; now £702), but ihat 
resolution had never been carried out. Mr. Barnes is now a 
member of the E.P.E.A., and is receiving £600. One coun- 
cillor said that the Council ought to redeem its promise, while 
another denied that the Council ever made any bargain with 
Mr. Barnes, and wanted to know why he should be paid 
£700 to-day '' when the bottom of Sheffield trade had dropped 
out." Sir William Clegg, who said that he had always sup- 
ported Mr. Barnes having £700 a year, now took up an 
attitude of strong opposition to any advance, and, according 
to the Sheffield Independent, he is reported ав saying, 
" although I believe the шап has been badly treated, I will 
not support him, as I do not approve of the methods. Sir 
William said that Mr. Barnes said at one time that it was 
not in the interests of the department that he should join 
the Association, but when he had failed to persuade the 
Council to raise his salary he changed his attitude and 
joined it, his avowed object being to bring himself within 
the Association's scale. The increase was refused by 36 votes 
to ойт. ' 

As mentioned in our last issue, Mr. H. R. Forests 
Mackay has been instructed by the City Council of 
Sydney, N.S.W.. to visit Great Britain and America 
for the purpose of making himself acquainted with the latest 
developments in electricity supply systems. Mr. Mackay ex- 
pects to arrive in London about the middle of October. He 
will make its headquarters at the offices of Messrs. Preece, 
Cardew & Rider, 8, Queen Anne's Gate. Mr. Mackay is city 
electrical engineer and general manager of the electricity 
department in Sydney. The Sydney undertaking is a big one. 
The capital expenditure is already near 44 millions sterling, 
and the annual revenue approximately one million. There 
are more than 50,000 consumers, with a total connected load 
of over 130,000 kW. The observed greatest demand. is about 
40,000 kW. For the twelve months ending May 31st, 101, 
there were 12,041 new consumers connected. Mr. Mackay has 
reported t the Sydney Council that the next main generating 
unit installed. which it is proposed should be of about 16,009 
kW. will fill up the whole of the space available on the site 
of the existing power house, and that, therefore, by about 
1925 a new power house should be in operation. It is largely 
in connection with the design of this proposed new power 
house that Mr. Mackay is making his visit to Great Britain 
and America. He is specially interested in (a) The economy 
and effectiveness under different conditions of pulverised coal 
as fuel: (b) the automatic protection of high-pressure cables; 
(c) modern designs cf high-pressure switchgear; (d) the latest 
developments in different types of automatic stokers; (е) 
steam turbines, particularly the maximum rating up to which 
a 3,000-r.p.m. machine can be carried. with safety; (f) the 
use of extra high steam pressures in boilers, &.; (gy) methods 
of disposing of ash and clinker where coal is burned in large 
quantities. 

On Friday, 12th instant, the staff of the Wallasey elec- 
tricity department, with a number of business friends, met 
together in the afternoon at the offices, Sea View Road, and 
presented the borough electrical engineer and manager, Mr. 
J. А. CROWTHER, With a solid silver tea and coffee service as 
an expression of their esteem and regard, оп the occasion of 
his retirement after 25 years! service. Mr. Starkey. the mains 
superintendent, by virtue of being the oldest official, made the 
presentation. | 

Owing to the resignation of the borough electrical engineer 
of St. Helens, Mr. B. T. Hawkins. who has been appointed 
bv the Corvoration of Wallasey, the Electricity Committee 
has resolved that Mr. F. N. RkxpELL. Baker, power-station 
superintendent at the Corporation electricity works. be ap- 
pointed acting electrical engineer for a period of twelve 
months at a salary of £650 per annum (inclusive). | 

Mr. P. J. Warrs, O.B.E.. first assistant electrical engineer. 


‘who has been at the head of the electrical engineering depart- 


ment at Sheerness yard since July 5th, 1917. as electrical 
engineer (acting), has been promoted to electrical engineer: 
and in the same department Mr. A. R. Reeves, inspector 
of electrical fitters, who has been emnloved on Admiralty 
overseeing duties in the Birmingham district for some vears 
nast. has been appointed second assistant electrical engineer 
in the place of Mr. A. E. Frankling. The promotion of Mr. 
Watts is to the vacancy caused hy the death of Mr. А. C. 
Newington. | 
Lieut.-Col. A. K. Tasker. T.D.. from the Tyne Electrical 
Engineers, has been posted in the same rank to the Re‘ 
mental List of the Territorial Force Reserve. and Major О. M. 
SHORT and Capt. С. M. Campren., A. XI. I. E. E., of the same 
cores in their respective ranks, have been similarly bos 
to the Reserve of Officers (Territorial Force) from %th ult. 
A vacancy for a captain in the Hants (Electric Lights Com- 
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pany) Fortress Engineers has been filled by the promotion of 
Lieut. К. N. ARNOLD, who joined the corps in 1915. 

Mr. Н. J. GREEN has been appointed switchboard attendent 
at the works of the Scarborough Electric Supply Co., Ltd. 

Mr. Н. T. W. Bowe t informs us that he has severed his 
connection with the Silent Electrice Clock Co., Ltd. 

According to the Sydney Nun, Mr. Е. B. SHENSTONE was 
entertained at dinner in July’ by the officers of the Chief 
Electrical Engineer for Railways and Tramways, on the осса- 
sion of his retirement from the position of works manager, 
Randwick workshops, Sydney, to take up the general mana- 
gership of Messrs. Purkinson’s (Australia), Ltd., who are 
starting works for the manufacture of electric motors in 
Sydnev. | 

Sir Ernest V. HII HY, formerly Town Clerk of Birmingham. 
and more recently chairman of the Metropolitan Railway 
Carriage & Wagon Co., of Saltley, has been adopted as prospec- 
tive Unionist candidate for the Parliamentary Division. of 
Buddeston, Birmingham. The present member has intimated 
his intention to retire at the next General Election. 


OFFICIAL RETURNS OF BLECTRICAL 
COMPANIES, 


Electrical Distribution of Yorkshire, Ltd.—Mortgage on 
company's undertakings authorised by various provisional orders and tolls 
and sums arising therefrom, and all estate, right, title and interest therein, 
all future undertakings which may be granted to the company during the 
existence of the mortgage and company's other assets, present and future, 
including uncalled capital, dated July 26th, 1921, to secure all moneys duc 
or to become due from company to Barclays Bank not exceeding £20,000, 
including £10,000 previously secured. 


Hutchinson Bros., Ltd.—Satisfaction in full on July 19th, 
1921, of debentures dated June IIth, 1915, securing 22,500. 


Arc & General Equipment, Ltd.—Second debenture dated 
July 28th, 1931, to secure £100 charged on the company's undertaking and 
roperty, present and future, including uncalled capital. Holder: A. D. 
jones: of 5t. Aubyns, The Vale, Hampstcad. 


Н. E. Ashdown (Birmingham), Ltd.—Mortgage dated 
July 26th, 1921, to secure all moneys due or to become due from company to 
London Joint City & Midland Bank, charged on certain land and premises, 
&c., at Perry Barr, Birmingham. 


Staffordshire Electrical Accessories Co., Ltd.—Satisfaction 
in full on July 39th, 1921, of debenture, dated April 8th, 1920, secured £1,735 
notified. Particulars of £1,735 debentures, authorised July 29th, 1921. also 
filed; whole amount issued; charged on the company's undertaking and pro- 
perty, present and future, including uncalled capital. 


Chesham Electric Light & Power Co., Ltd.—Satisfaction 
in full on July 30th, 1921, of debentures dated July 31st, 1914, securing £25,000. 


Sussex Electricit Supply Co., Ltd.—Particulars of £20,000 
debentures, authorised July па, 1921, and covered by trust deed of even 
date; present issue £10,000; charged on certain land and buildings at Crawley 
and company's other assets, present and future, including uncalled capital. 
Trustee : J. F. Drughorn. 


Northampton Electric Light & Power Co., Ltd.—Issue on 
July e 1921, of £100 second debenture stuck, part of a series already 
registered, 


CITY NOTES. 


In their report for the year ended Decem- 


Marconi’s ber 31st, 1920, the directors state that many 
Wireless matters remain unsettled, and consequently 
Telegraph the accounts cannot reflect the true strength 
Co., Ltd. of the company's position. The credit 


balance of profit and loss account for the 

year amounted to £297,682, which added to the balance brought 
forward, leaves to the credit of profit and loss account 
41.242.134. The preference and ordinary dividends paid in 
January last absorbed £147,959, leaving available for distribu- 
ton £1,094,175. The directors recommend payment of further 
dividends for the year ending December 31st, 1920, as follows: 
On the ordinary shares 10 per cent. (making 15 per cent. for 
the year), £261,108: on the preference shares 5 per cent. (mak- 
Ing 12 per cent. for the year), £12,500, leaving as balance to 
carry forward £820,567. A large amount of the company's 
business during the past year has been with foreign countries. 
D consequence of the unfavourable rates of exchange which 
obtained during the year, substantial sums of money have 
been retained abroad on deposit or invested in foreign Govern- 
ment, securities. At the end of December, when the com- 
Pany $ accounts Were closed, foreign currencies showed а verv 
considerable depreciation, materially affecting the profit and 
loss account for the year. There has been a marked improve- 
ment in recent months, but the directors, believing that in 
the course of time a further appreciation in foreign exchanges 
will be experienced, regard it to be in the interests of the 
company that these moneys should, for the present, remain 
ДЦ There has still been по settlement with any of the 
UE departments in respect of any of the company's 
aims arising out of the war or the services rendered during 

EE war, therefore no sum in respect of any of these claims 
gures in the year's accounts. Some progress, however, has 


been made. Ап important and controlling patent used very 
largely by the Navy, Army, and Air Force was cballenged by 
the Admiralty. The matter was referred for arbitration to 
the late Lord Moulton, who gave his award on August 2nd, 
1920. He found that the patent was valid, and was infringed. 
The amount payable to the company under this decision has 
not yet been assessed. Lieut.-Col. Adrian F. Н. S. Simpson, 
C.M.G., has been appointed a director. Annual meeting: 
August Ath. 
The report of the Hengelosche Elec- 
Dutch trische en Mechanische Apparaten Fabriek 
Heemaf Co. (Heemaf), of Hengelo, dealing with the 
year ended on April 30th, 1921, states that 
good reasons existed when the directors proposed last Sep- 
tember to make a fresh issue of shares for 2,250, 000 fl. 
(£187,500), as the number cf orders had increased beyond 
expectations, and an extension of the warehousing space was 
necessary, having in view a growth in the export trade. Dur- 
ing the first four months of the financial year the monthly 
orders averaged 1,200,000 fl. (£100,000), as coinpared with an 
average of 400,000 fl. (£33,000) in the same months ot the 
preceding year. In November, however, a sudden and large 
fall in the demand for manufactures took place in conjunction 
with keen competition, particularly from Germany, together 
with a big decrease in the prices of raw materials and an 
unexpected increase in the delivery of the latter under then 
current contracts. The result was that stocks were now greater 
than required under existing circumstances, and jt was neces- 
sary to write them down considerably. During the year the 
foreign sales organisation was largely extended, and good 
agencies having wide connections were now established in the 
principal countries. Having regard to the possibility of the 
partial electrification of the railways in Holland and the Dutch 
colonies in the near future, the directors considered that they 
ought to be active in this direction, and they had concluded 
an agreement with the Westinghouse Electric Co. under which 
they would have the right of manufacture of the principal 
subsidiary parts needed in connection with electric railways. 
After writing off 1,895,000 fl. for depreciation (of which 
1,594,000 applied to stocks), as compared with 223,000 fl. in 
1919-20, the accounts show a loss of 361,000 fl. This contrasts 
with net profits of 782,000 fl. and а dividend at the rate of 
10 per cent. in 1919-20. 
Mr. Herbert Guedalla (chairman) pre- 
sided at the first ordinary general meeting 
Metallurgical on August 9th. In moving the adoption 
Corporation, of the report and accounts, the chairman 
td. said that the estimates of technical experts, 
that from 18 months to two years would 
be occupied in bringing the process to a state of commercial 
utility, were being justified. The commencement of the work 
was undertaken at a time of general shortage and of labour 
dithculties, and having regard to these circumstances, the posi- 
tion was very satisfactory, thanks to the unremitting efforts of 
the technical staff. The excessive cost of coal and labour had 
compelled the company to devise and install special plant to 
cut these charges down to a minimum. ‘lhe recovery process 
had been developed in a remarkable way; from 90 to 100 per 
cent. of the lead contents of complex ore could now be gained; 
the recovery of silver had been improved from about 30 to 
over % per cent.; and zinc recovery from 85 to over 95 per 
cent. The application of the process had been so improved 
that the treatment of lead-copper ores and the separation of 
lead-copper matter was well within their scope. There had 
been some delay in the purchase of lund on the river Tees, 
but the delay had not proved injurious. The Francois Cemen- 
tation Co., Ltd., formed by the company, had experienced 
a check, due to the coal dispute, but the directors considered 
that this company would eventually prove of valuable assist- 
ance. 


Chemical and 


At the annual general meeting, on July 
Fellows Magneto 28th. Mr. V. L. Fellows (chairman) said 
Co., Ltd. that although the year had been one of 
unprecedented difficulty, the results were 
very satisfactory. Until towards the end of the year the 
demand for the company's magnetos steadily increased, and 
the existing plant had been taxed to its limits. The new 
buildings were delayed on account of the low output of labour. 
but they were now coinplete and formed a valuable addition 
to the factory. The shortage of raw material had necessitated 
a rationing system, and in consequence the company. in 
some cases, had received only about half of its requirements. 
Large forward orders had been placed when, suddenly, the 
demand ceased and orders were cancelled. Only by long nego- 
tintions was the company able to secure a modification of 
the terms upon which raw material was being purchased. 
Several patents, whose actual value was well in advance of 
their book figures, had been purchased during the year. Тһе 
fall in value of raw materials accounted for a large reduction 
in the vear's profit. A gratifving feature of the accounts was 
the absence of апу debenture or mortgage charges, and the 
directors looked forward to a prosperous future. The report 
and accounts were ndopted unanimously. 


Companies struck off the Register.—The following com- 
panies have been struck off the register, and are dissolved :— 

Electric Tramways of Ribeirao Preto Brazil, T.td. 

Midhurst & District Electric Supply Co., Ltd. 


ee ep ö. ——————— 
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Rangoon Electric Tramway & Supply Co., Ltd.—The 
directors announce the issue of the balance of the authorised 
ordinary capital, amounting to 72,009 shares of £1 each, to be 
offered at par to existing shareholders, Any shares not sub- 
scribed by ordinary proprietors will be available for subscription 
by the preference shareholders. The new capital will be used 
to repay bankers’ loans and to carry out necessary extensions. 
—Financicr. 

British Columbia Electric Railway Co., Ltd.—lnterim 
dividend of 34 per cent., free of tax, on the deferred ordinary 
stock. ' 

Brompton & Kensington Electricity Supply Со., Ltd.—In- 


terim dividend for the half-vear ended June 30th. on the 
ordinary shares at the rate of 0 per cent. per annum, less tax. 


Fairbairn-Lawson Combe Barbour, Lid.— Interim divi- 
dend on the ordinary shares at the rate of 10 per cent. per 
annum for the half-year ended June. 


Waste Heat & Gas Electrical Generating Stations, L.td.— 
Interim dividend of 14 per cent. in respect of the half year 
ended July 3lst, 1921, less income tax. 


South Metropolitan Electric Light & Power Co., Ltd.— 
Dividends on the 7 per cent. cuniulative first preference and 
6 per cent. cumulative second preference shares. 

Montreal Tramways Co., Ltd.—Dividend of 22 per cent. 
for the quarter. 


AND SHARES. 

TUESDAY EVENING. 
DeE-coNTROL of the Home Railway companies has had little 
effect upon the stocks and shares of the various undertakings. 
So far as the steam ‘stocks аге concerned, the tendency has 
been to let prices go back a little, but with Undergrounds— 
which are, of course, less affected by the release from Govern- 
ment control—the market on the week is irregular. Under- 
ground Electric Incomes have recovered sharply, and are 4 
points up at 814. The shares remain about the same as they 
were, but of the other Underground issues. Districts and 
Me fropolits ns are lower. The recent dividend announcements 
of the tube lines give promise of distinctly satisfactory results 
being achieved ;over-the full twelve months, whereas the out- 
look for the stocks of the steam companies is that lower divi- 
dend are likely to be declared, on the ordinary issues at all 
events, untii companies get into the full swing of their own 
working arrangements once more. — De-control may be re- 
garded as а good thing from the point of view of the Tube 
^ stockholders, but of somewhat doubtful immediate benefit from 
the standpoint of proprietors of Home Railway steam stocks. 

Another feature in the industrial market is the way in 
which Marconis have given way during the past few days. 
The price has gone back 2s.-to 36s. 3d., which, as a matter of 
curiosity, is 3 under the quotation ruling for Marconis on the 
eve of war, though it is necessary to add that the capital has 
been largely increased during the period. "The reason for the 
present depression is the fear of what the dividend announce- 
ment may turn out to be. The declaration was expected on 
Wednesday in this week. (See “ City Notes " in this issue.) 
Other Marconi shares are dull in sympathy, the preference 
going back to 14. while Marines are easier at 238. Od. ex divi- 
dend. United River Plate Telephones are a good market at 
6 3/16, and Orientals maintained their firmness at 2 1/16. 
The Eastern group is very quict. Anglo-American Telegraph 
stocks are both better. Great Northerns have recovered to 21. 

Telegraph Constructions at 2L аге 58. up. Other manufac- 
turing shares display а good tendency on balance, English 
Electric ordinary and preference being, exceptionally, lower at 
128. and 145. Gd. respectively. General Electrics are once 
more over par. The newly-issued 7 per cent. debenture stock 
has risen to 94, which is a premium of 14 over the price at 
which it came out. British Insulated hardened to 315. ad., 
Electric Constructions to 16s. 9d., but Edisons are a weak 
market, falling back to 9s. Gd. Henley's hold. their improve- 
ment at 288. 9d. Of the new Issues, North Metropolitan 74 per 
cent. debenture is 6 premium, while Metropolitan Electric. Ex- 
tension 74 per cent. debenture is difficult to buy at 8 premium. 
The Shropshire Electric Power 74 per cent. ten-year convertible 
debenture stock hangs fire a little, and сап be obtained at 4 
premium above the issue price of 97. The stock carries the 
cuarantee, both as regards principal and interest, of the British 
Electric Traction Company. 

This week. on Tuesday, there fell due the payment of eleven 
half-vears’ coupons, of 24 per cent. each, upon Mexican Elec- 
Light bonds, and Mexican Light & Power First Mortgage 
bonds. Upon Pachuca Fives there were ten coupons due, also 
of 24 per cent. each, less tax in all cases. As the coupons 
were saleable in the Stock Exchange at 371 and 35, less tax 
amounts deducted from the bonds were 26 
pect of the Mexicans and 23 points net for 
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the Pachuca bonds. With the payment of these arrears of 
interest, there drops out the necessity for quoting any longer 
the certificates of deposit, and these are accordingly with- 
drawn from Stock Exchange lists. 

British Columbia Electric Railway stocks аге again in re- 
quest, and the deferred at 594 has regained the 70s. dividend 
deducted from the price last weck. Ihe preferred, also ex 34, 
recovered 24 points. Brazilian Tractions have dropped 1) w 
284, which is the more singular in the face of the rapid way 
in which Brazilian Government bonds have been advancing 
on New York purchases. Some of the Indian electric lighting 
and traction issues are better. Southland (New Zealand) is 
about to Offer three-quarters of a million pounds 6 per cent. 
debentures at 96, the money being required for electric power 
purposes, and the Issue bearing the guarantee of the New 
Zealand Government. 

Home Electricity shares are a good market. Rises are to 
be noticed in the ordinary shares of the Charing Cross, County 
of London, Westminster and the Metropolitan companies. 
London Electric preference have advanced to 2i. On the other 
hand, there is a decline to 15s. 9d. in South Metropolitan pre- 
ference. Notting Hill Electric 6 per cent. non-cumulative pre- 
ference, of £10 each, are offered at 7%, at which price the 
return on the money comes to £7 175. Gd. Dividends are due 
in January and July. 

Engineering shares keep tolerably hard. Babcock & Wilcox 
at 2 7/16 are 1/16 better. Vickers have got over their dividend 
statement, and braced up to IIs. Od. The rubber share-list is 
flat, with rubber down to 81d. per Ib. Valorous attempts 
are being made. to take steps that shall prove really effective 
in rallying the price of the produce. It is hoped that some- 
thing tangible will result. Meanwhile, however. the American 
buvers of raw rubber decline to be stampeded mto buying 
stocks of rubber even at the present diminutive figure. 


SHARE LIST OF ELEOTRIOAL COMPANIES. 


Hom ØLROTRIOITY ОомРАИШВ, 
Dividend Price 


August 16, Yield. 
1919. 19%. 1991. Riseor fail. р 
Brompton Ordin oe эө oe 12 12 6 — 1 а 5 
Gharing Cross Ordinary .. .. 1 В 4i +3 9 2 6 
do. do. do. A Pret... éd | 4 Hf — 1 44 
Chelsea.. ee ry ө ee ee 4 0 — 9 4 @ 
Qity of London. .. as . 18 14 18 — 10 3 0 
до. ас. 6 per bent. Pref... 6 6 19/- тїп 
County of London .. sa . B 8 з t à 9:8.6 
do. do. 6 percent Pref... б 0 d : 111 
Kensington Ordinary . æ. 1 9 ` — 10 18 4 
London Eleotrio  .. 29 4 9 1 — 710 9 
do, do. 6 per oenb. Pref... 6 6 2 + } 10 9 .f 
Metropolitan... A x ET A ] : + n : 
_ йо. ... т беп, Frei — ==; A5 
$. James an * ie , 19 11 i 6 — 10° d 0 
uth London | ge tee Uf» @ 5 4 * 98 — E 14 18 1 
South Metropolitan. Pre... 7 T.. 15% „ 6d. 8 17 10 
Westminster Ordinary „„ 10 10 6j. +1 8 18 10 
 TELEGRAPHS AND ''EREPHONES. / id 
Anglo-Am. Tel, Pref. ee ee 6 6 853 + 1 1 0 
do, Def... ce „ 14 HH 174 + } 815 1 
Chile Telephone .. .. .„ 6 6 5} — 1 5 14 3 
Ouba Bub. Ord. „ө oe oo 9 3 ` Фа — 9 6 В 
Eastern Extension .. 68 „ 10 10 163 — 620 
Eastern Tel, Ord. .. s „ 10 10 1t 34 — 6 20 
Globe Tel. and т. Ота, ee ee 10 | 10 | 163 — 5 19 Б 
do. do. Pref, ee ee 6 6 — 0 10 0 
Great Northern Tel. e оо H M 24 +1 10 0 0 
Indo-European e» оа „ l0 10 B0 — 8 68 
Marconi eo ee eo ee 95 — 13 = 1 PX 
Oriental Telephone Ord... . 19 12 2). — 26 16 8 
United R. Plate Те]. ee ee 8 8 645 + is +6 9 4 
West India and Panama .. Nil Nil 6/8 — Nil. 
Western Telegraph.. .- .. 10 10 164 — «11 
Номи Rats, 
Central London Ord. Assented .. 4 4 49) — 818 
Metropolitan oe ee oe oe l 1 25 ” 14 6 0 0 
do. District ee ee N N 18 — Nil 
Underground Eleotrio Ordinary.. Nil Nil 24 — Nil 
do. do. "A" .. Ni Ni 8/6 ‚ +64. Nil 
do. do. Income 4 2 814 +4 813 8 
Forsien Trams, &о. 1 
Anglo-Arg. Trams, First Pref, .. 123 2 — 
do. do. and Pref, .. Nd 53 91 — 10 0 0 
do. do. 5 Deb. 6 5 644 — 1160 
Brazil Tractions ...  ..  .. Nil Nil 283 —13 Nil 
British Columbia Elec. Rly. Pfoe, 6 6 t9 — 8 93 
do. do, Preferred Б 4j £Gàxd +94 8 8 2 
do. do. Deferred 8 6 50% d 733 10 10 2 
do. do. Deb. .. a 4 н} — 7 210 
Mexico Trams б per cent. Bonds.. Nil NI 5 +1 Nil 
о. 6 per coent, Bonds., Nil Nil 45 +14 Nil 
Mexican Light Common .. .. Nü Nil 9 = Nil 
о, Pret. .. .. Nil Nil 17 — M 
до. Ist Bonds Nil Nn 514 xd — 9H 
MANUFACTURING COMPANIES, 
Babcook & Wilcox...  .. .. 16 16 A +i! 630 
British Aluminium Ord, .. .. 10 10 17/8 — n 8 6 
British Insulated Ord. .. .. 15 15 Lis +t 913 0 
Callenders .. .. .. .. 15 15 lá ES 10 8 | 
90 64 Pref, oe ee ee 64 64 17/6 — 7 8 8 
Crompton Ord. .. .. .. 10 10 15% — 18 6 
Edison-Swan .. Se 5 „ 10 — 9,6 —1 / PE 
do. do. 5 per cent. Deb., .. 5 Б 68 J. — To 
Blectric Construction .. . 10 10 16/9 463, 111810 
English Eleotrio .. E a 8 8 12,0 —£d 13 6 8 
Do. Pref, ee oe 6 6 14,6 —6d. 8 5 6 
Gen. Bleo, Pref. .. .. 63 68 17,6 = 3 н 
до. Ord. ee to oe 10 10 20/9 +94 9 12 Р 
Henley s» 3e гюз. o9 | ee | A — 10 5 
do. 4 Pref, КОП Па а 26 618 6 
India-Rubber a nee „ 10 — = = 
Met.-Viokers Prell. В 8 111 = 8 16 10 
Siemens Ord. ee өө ee 10 10 1 =. 6 18 " 
Telegraph Coen. . 9» W il +4 "H 


* Dividends paid free of Income Тах, 
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THE RIGHT TO USE WATER FOR CONDENSING. 


[By а Legal Contributor.] 


In considering the question: Where shall a generating 
station be erected? there 18 one very important problem 
which often confronts the engineer called upon to select 
the site. It is: Can water for condensing purposes be 
procured? Even if there is water near the chosen site, 
whether in & stream, tidal river, or canal, it does not 


follow that it can be used. 

Although water which is to be employed for con- 
densing purposes need not be pure, it must be ample 
in amount, and, generally speaking, the manufacturer 
who uses it must be allowed to return it to the place from 
whence it came. Bearing these considerations in mind, 
it will be seen that there may be serious objections in 
the way. If the source is a tidal river, a question can 
scarcely arise. In the case of a canal, it is possible that 
the canal proprietors if allowed to do so by statute would 
charge but a small rent for the use of some of their 
water ; unless, indeed, that water was used (lower down) 
for drinking purposes, and in that case the chance pre- 
sence of а certain amount of grease in the water might 
make it impossible to allow it to be used for condensing. 

In the case of а running river, the problem becomes 
much more difficult. The generating station may ve 
erected on the banks of a stream in such a position that 
the company becomes a riparian owner. 'Гһе question 
then arises whether the use of water for condensing is 
reasonable conduct on the part of a riparian owner, who 
is under certain obligations to similar owners lower 
down the stream. | | 

In so far as it relates to the rights of electrical under- 
takers the law has recently been modified in certain 
particulars; but before considering these modifications 
let us see how matters stand at common law, and under 
older statutes. 

In Sandwich v. Great Northern Railway (10 Ch. D., 
107) it appeared that the railway company, whose line 
crossed a stream in the immediate neighbourhood of one 
of their stations, took water for supplying their engines 
and for the general purposes of the station. 
owner lower down the stream stated that the abstraction 
of water did no damage in wet weather, and never 
shortened the working of the mill for more than a few 
minutes a day. It was held, therefore, that the com- 
pany, as a riparian owner, was entitled to take a reason- 
able quantity of water for its purposes, and that in 
this case the quantity taken was reasonable. 

The question whether the use of water for condensing 
is a reasonable use of his property by a riparian owner 
appears never to have been decided. It is conceived, 
however, that if it interfered with the fish, or fouled 
the water, it could be restrained by injunction. 

One case shows that when a plot of land on the banks 
of a stream is let with intent that the water shall be 
used, among other purposes, for condensing, the land- 
lord must not himself heat the water by using it higher 
up for condensing. 

In Tipping v. Eckersley (2 K. and J., 261) it appeared 
that the defendants demised to the plaintiff a plot of 
land, one-half of an adjoining brook, a cotton mill. 
reservoir, and a steam engine of 100 h.p.. and the use 
of a weir below the mill for the purpose of holding up 
the water from the level of the bed of the brook at a 
bridge above the mill, ** and the free use and enjoyment 
of so much of the stream of water which usually flowed 
down the brook adjoining the plot of land as should 

necessary for effectually. supplying with water and 
working the steam engine, or any other steam engine 
of like power and capacity.“ and covenanted not to 
construct any other weir or dam between the weir and 
bridge. Shortly afterwards the defendants erected, a 
little below the bridge, but above the plaintiff's mill, 
* new cotton mill and steam engine, with а reservoir, 
Which drew off water from the brook between the plain- 


А mill 


tiff’s reservoir and the bridge, and they discharged the 
heated water which they had used for their new mill 
into the brook, whereby on one occasion they raised 
the temperature of the water which the plaintiff had to 
use for condensing purposes from 57 deg. to 68 deg. 
It was also deposed that in consequence of the increased 
temperature the plaintiffs engine worked nearly half 
a stroke a minute less than the usual rate of 28 strokes 
а minute. Upon a motion for a decree the Court 
granted a perpetual injunction restraining the deten- 
dants from discharging heated water, so as to increase 
the temperature of the water which the plaintiff used 
for condensing purposes, being of opinion that the evi- 
dence, exclusive of that as to the actual diminution in 
the working of the engine, showed a material interfer- 
ence with the quality of the water to which the plaintiff 
was entitled under the demise. 

The use of canal water for the purpose of condensing 
has often been expressly recognised and sanctioned by 
Act of Parliament, on the ground that such use must 
of necessity encourage the erection of mills near the 
canal. Where such use is authorised the statute will 
be liberally construed in favour of those who have the 
right to condense. Thus in Rochdale Canal Co. v. Rad- 
cliffe (18 Q.B.D., 287) a company was established by 
statute for making and maintaining a navigable canal, 
and by a section reciting that the erection of steam 
engines near the navigation might promote its interests 
it was made lawful for the owners of lands within 20 
yards of the canal to draw off sufficient water to supply 
such engines for the sole purpose of condensing, such 
water to be returned into the canal (allowing for in- 
evitable waste) so that no obstruction should be caused 
to navigation. Тһе company sued the defendant on 
the ground that, being possessed of land within 20 yards 
of the canal, and of a mill and steam engine on such 
land, he drew water from the canal more than sufficient 
for the sole purpose of condensing, and used it for pur- 
poses other than that of condensing. The defendant, in 
his defence, alleged that he was a tenant of the land, and 
was the occupier of a mill abutting on the canal and 
of a steam engine, and that he and all occupiers or the 
land, mill, and engine, had for 20 years used as a right 
the easement of drawing from time to time from the 
canal such quantities of water as were necessary for 
other purposes than that of condensing—such as supply- 
ing the boilers of the engine, generating steam to heat 
the mill, cleaning the boilers, and supplying water to 
a cistern on the roof of an engine-house on the land. 
A mill of the defendant called the Old Mill, with a steam 
engine, abutting on the canal, had existed for more 
than 20 years; but within 20 years a new mill with 
another engine had been erected adjoining and com. 
municating with the old null, water passing from one 
to the other. The machinery of one mill was worked 
by power from the other, and the water of the canal 
had been used in both mills for most of the purposes 
mentioned in the plea. The jury found that the build- 
ings constituted one mill, and a verdict was taken for 
the company. It was held that the use of the mill was 
justified, and that in so far as there had been excessive 
use there should be nominal damages for the canal 
company. | 

Where a mill-owner is entitled to use water for con- 
densing purposes, he may well be tempted to use it for 
steam raising. If he does so, and the canal company 
acquiesce, it seems that he may acquire a right. In 
another case, by a Canal Act, the owners of steam engines 
on the banks were empowered to lay pipes and take 
water from the canal for the purpose of condensing 
steam. In 1830 К. built a steam engine and laid pipes 
to the canal with the cognisance of the canal companv, 
and, until the year 1847, when disputes arose, used 
the water for the purpose of raising as well as condena- 
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ing steam. An action was brought by the company 
which recovered Is. damages. ‘The defendant continued 
to take the water, and the company filed its bill, pray- 
ing that he might be restrained. The defendant, by 
his answer, produced and alleged evidence that the 
company was aware, when the mill was built, that the 
water would be used for raising steam. Although the 
company’s right had been established at law, the Court 
at the hearing held that the company was bound by 
its acquiescence, and refused a perpetual injunction 
to restrain the defendant from taking water for the 
purpose of generating steam." Ап injunction, 
however, was granted with regard to another mill, 
acquiescence and encouragement on the part of the com- 
pany not having been established. 

With regard to tidal waters, it is conceived that there 
could be no objection to а riparian owner making use 
of the water unless restrained by the port authority 
acting under the provisioos of some statute. — 

We now come to the point at which the legislature 
has intervened. 

The Electricity (Supply) Act, 1919, confers very im- 
portant rights on those who are responsible for the 
supply of electricity. By Sec. 15 of this Act the Ministry 
of Transport on the representation of the Electricity 
Commissioners may by order authorise any Joint Elec- 
tricity Authority or any authorised undertakers to 
abstract water from any river, stream, canal, inland 
navigation or other source, and to do all such acts as 
may he necessary for the purpose of enabling the Joint 
Electricity Authority or authorised undertakers to 
utilise and return the water so abstracted, subject to 
such conditions as may be specified in the order. The 
Board, however, cannot in any case make such an order 
until notice of its intention to make the order has 
been given by advertisement or otherwise as the Board 
may direct and an opportunity has been given to any 
person, who appears to the Board to be affected, to state 
any objections he may have thereto, and such order may 
provide for the recovery in a summary manner of penal- 
ties for infringement of the order, | 


The reference to a special order " in this section 
involves that än inquiry must be held before the rights 
of riparian owners are interfered with by an order made 
in pursuance of the Act. At such an inquiry a riparian 
owner might put forward such objections that the 
Ministry of Transport could reject the scheme and refuse 
the order. 

Where the source from which the water is to be ab- 
stracted is а canal, inland navigation, or harbour, or 
where any existing rights of riparian owners will be 
affected, the order authorising the abstraction shall be 
à special.order, and shall provide that the water not 
consumed shall, subject to any agreement to the con- 
trary, be returned at a level not lower than that at 
which it was abstracted. 

The order must also require that all water not con- 
sumed (and in no case less than 95 per cent. of the water 
abstracted) shall be returned in a condition not less 
pure than when it was abstracted, and at a temperature 
not higher than such as may be specified. The tempera- 
ture is to be fixed at such a degree as appears necessary 
to avoid injury to public health or to fisheries, if any, 
or in the case of a canal or inland navigation to the 
works thereof, or to vessels using the same, or to the 
trade or business carried on by any person using the 
water for the purposes of or in connection with his trade 
or business. Finally, no order can be made authorising 
ihe abstraction of water from any dock regulated by 
Act of Parliament except with the consent of the owners. 

We are not aware than any order has yet been made 
in accordance with these provisions. Some nice ques- 
tions are sure to arise when the words“ not less pure” 
have to be considered. Does this mean that no water 
which shall be used for condensing must be contaminated 
with the least trace of oil? Again, the question of tem- 
perature may create difficulties where the water ab- 
stracted from the stream or river forms a considerable 
part of the whole. Expert evidence will have to be 
adduced to show how far, if at all, fish life is affected 
by raising the temperature of water to any material 
extent. 


CARPETS AND THE ELECTRIC SUCTION CLEANER. 


By Е. FRENCH: KEMP. 


' [In the course of a recent article on electric suction cleaners, the author commented adversely оп 
the use of a brush driven by the motor, in conjunction with the exhaust fan. The following article, 
which has been written by a dealer in oriental and antique carpets, presents arguments in favour 

of the brush, from his point of view.—Eps. Etec. REv.!] 


Тик great increase in the sale of electric cleaning 
machines during the past few years has led to the pro- 
duction of so many and various types, that the retailer 
who handles these appliances must, in his own and his 
customers’ interest, deliberate very carefully before de- 
ciding to adopt a particular make. Inasmuch as the 
primary function of these machines is to clean carpets, 
and it is by their efficiency in this operation that they 
should be mainly judged, the opinion of one who has 
for years been engaged in the sale of antique and 
oriental rugs and carpets, may be of some help. 

'l'o a dealer in antique carpets the problem of thorough 
cleaning without damage to the fabric and the delicate 
pile is one of primary importance. "These carpets, when 
received by us, are generally in a very dirty state, and 
the first step to be taken by the dealer is to have them 
cleaned. Oriental carpets also, when first imported, are 
full of sand, which likewise needs removal. Now the 
old method of carpet cleaning was to send the carpet 
away to be beaten by steam or shampooed, but in the 
case of antique carpets, which frequently come to us 
after 100 vears or more of use, such a process was quickly 
found to be unsatisfactory. The carpets certainly re- 
turned clean, but the injury caused to their delicate 
fabric was irretrievable. In some cases hardly anything 
but the bare foundation was left. 


We were, therefore, forced to seek some method of 
cleaning which would be equally thorough, but not de- 
structive, and we decided to test the capabilities of elec- 
tric suction cleaners. Superficially the results were very 
encouraging. The surface of the carpet was rendered 
beautifully clean, the dust-dimmed colours regained 
their beauty, and no injury was done to the carpet. 

But close study of the carpet cleaning problem had 
taught us that there are three kinds of dirt in carpets. 
First, there is the surface dust; secondly, surface 
litter, such as erumbs, hairs, threads, &c. ; and thirdly, 
most destructive of all, dirt deeply trodden into the 
material of the carpet. This last kind of dirt, apart 
from the insanitary condition which it produces, 1% 
ruinous to carpets. It is the cause of those ugly, bare 
patches which necessitate many an otherwise beautiful 
carpet being prematurely relegated to the lumber room. 
l'or amongst this dirt are particles of sharp-edged grit. 
Ground in by constant foot pressure, these sharp plece’ 
of grit soon sever the threads, and the pile thus detached 
leaves behind the bare foundation of the carpet. 

Now, though the surface dust was quickly removed by 
suction, a close Inspection of the carpet revealed the 
fact that the other two kinds of dirt were still left 
behind. Hairs and threads still adhered obstinately 10 
the surface, while, more important still, the destructive 
grit was left behind embedded in the fabric. After 


ii 
mI 
ДА 


cl 


— 2 . — ——— €T 
; : 1 nd um : $ goto We * 1 45 E E 7 
А ert af gee 2 — PIE ET 
— far fs fa hoo. T А tu E ps 
ONU! LESE pu Ed — 7 
* > > „ : 
reg =r ar om os ат ж v E 2 
E Н П w — “oT 7 o е 
— £ft c c M um coa M Nd E = 
ed kie T xat * М F3 —,.- e 


O ꝑä œDn]—: 


Vol. 89. No. 2,282, Асесвт 19, 1921] THE ELECTRICAL REVIEW. 259 


repeated tests, we were driven to the conclusion that 
suction alone could not clean with the thoroughness 
which was essential; but its advantages were so obvious 
that we decided to make further investigations on these 
lines. | 2 

It was at this Juncture that our attention was called 
to а type of machine which, besides making use of suc- 
tion, embodied à motor-driven brush, and an inspection 
of this machine at work decided us to give it а thorough 
trial. Its method of operation seemed extremely simple. 
The revolving brush, driven by the electric motor, pos- 
gesses two rows of spiral bristles. As the carpet is lifted 
off the floor by suction, the first row of bristles strikes 
and depresses it. Again the suction lifts it, and the 
second row of bristles depresses it. It will be seen, there- 
fore, that the constant repetition of this procesg is equi- 
valent to a gentle beating of the carpet while suspended 
on a cushion of air. At the same time, of course, the 
brush sweeps the carpet, so that here was a machine com- 
bining three processes—beating, sweeping, and suction 
cleaning. 

Exhaustive tests of this machine proved to us con- 
clusively that in this simple addition of a motor-driven 
brush to a powerful suction cleaner lay the solution of 
our carpet-cleaning difficulties. The closest scrutiny of 
the texture of а carpet after it had been cleaned by one 
of these machines failed to reveal dirt of any kind. All 
the clinging threads and hairs, all the deeply-embedded 
dirt, had vanished and the carpet was readv to pass in- 
spection by the most critieal buyer. It seems to us im- 
possible to over-estimate the importance of the motor- 
driven brush in securing this result. The suction cleaner 
pure and simple keeps the carpet suspended all the time 
it 1з being cleaned; whereas we found that it was the 
alternative raising and depression due to the impact of 
the brush, which shook loose the embedded dirt, and so 
gave the suction a chance to operate. Surface matter 
also, which had adhered too firmly to the surface to be 
removed by suction unaided, had been swept up by the 
rapidly revolving soft hair bristles. In short, this 
{уре of machine seems to us to be the logical result of 
experience; it combines effectively the new process of 


suction cleaning with the old methods of beating and 
sweeping. | E $ Sm ee 

It must be borne in mind that the fabrics we were 
dealing with were oftentimes of an extremely delicate 
n&ture. We had to satisfy ourselves, therefore, that 
repeated cleaning by this machine would in no way 
injure the carpet. In this connection perhaps it will 
be sufficient for us to say that for years now we have 
used nothing else but this machine on every kind of 
carpet, some of them over 200 years old, and that the 
experience thus gained enables us to state definitely that 
this process is absolutely harmless to even the most de- 
licate material and, in our opinion, a regular grooming 
by such a process, which removes the destructive em- 
bedded grit, must tend to lengthen the life of carpets 
very considerably. 

It has been stated that a motor-driven brush js inclined 
to injure the pile of carpets—a misunderstanding which 
has arisen probably from the fact that some makes of 
carpets, when new, contain a certain amount of loose 
pile. This is due to the fact that when the final process 
of clipping the pile takes place, some of these clippings 
are left behind. By wetting the thumb and drawing it 
across the surface of the carpet, it will be found that 
some of this loose pile adheres to the wet skin. In other 
cases also, the sharp pieces of grit cut the pile, which 
then lies about loose. Needless to say, the motor-driven 
brush machines will remove this, but its removal is 
essential in order to obtain the longest possible life from 
this species of carpet. To leave these soft clippings in 
ineans that thev become matted with dirt and grit, the 
ruinous consequences of which we have seen. 

To summarise the results of our experience, we would 
unhesitatingly advise dealers in these appliances to 
recommend to their customers a machine which embodies 
the principle of a motor-driven brush. Many carpet 
owners are ignorant of the very existence of beneath- 
the-surface dirt embedded in the material, and still 
more so, of its destructive effect. It can only be extracted 
by beating, and for this purpose the inclusion of a 
motor-driven brush combined with powerful suction is 
effective and essential. 
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(Concluded from page 229.) 


The Relation of Run-off to Rainfall. 
By Н. LarwonrH, D. Sc., M. INS T. C. E. (Abstract.) 


The relation of run-off to rainfall is extremely complex, and 
though many data have been published of late years with 
regard to the flow of British streams, the accuracy of some 
of the figures is open to question. 

A study of 29 different streams in Britain yields the result 
that the mean annual loss (evaporation) may range from 
minus 2 in. (or gain) to 28 in., the average being a little over 
14 in., while 18 out of the 29 observations show average losses 
between 11 and 17 in. | pu. oin 

The evaporation from land surfaces increases with increase 
of rainfall, both regionally and in the same watershed. While 
our British records are too uncertain and variable to enable 
one to trace this regional law. it certainly appears to hold 
good in individual British streams. The mean annual evapo- 
ration increases by about 7/10 in. for each degree (Ё.) increase 
in the mean annual temperature. The influence of vegetation 
lespecially with regard to forests) on rainfall, evaporation, and 
stream flow regimen is still a vexed question. 

No investigation of stream flow regimen can be satisfactory 
unless the factor of ground water storage be taken into 
account, and assumptions that the distribution of flow in dry 
years will be similar, or that the monthly losses will be 
Identical with those in normal vears, may be seriously inis- 
leading. Owing to the dual nature of stream-flow, that is, 
а surface or flood flow superimposed upon a discharge of ground 
Water, it would seem that casual stream-gauging, unless 
covering a fairly dry year, is apt to be of less real value thanh 
18 usually supposed, except in so far as the average annual 
loss and the average drv-weather flow is concerned. The 
dry weather or spring flow is derived almost solely from 
ои Storage, and is a factor of the greatest import- 

The extreme drv-weather flows in this countrv appear to 
range from zero in very sinall gathering grounds and areas 
of low rainfall to 1 or more cusecs per 1,000 acres in areas of 


previous rocks or of high rainfall. In relatively impervious 
gathering grounds with average annual rainfalls of between 
40 and 50 in., the extreme dry-weather flow is generally 
found to lie between 1/10 and 4 cusec per 100 acres. The 
dry-weather discharge is higher in areas of pervious than 
of impervious strata, and that the dry-weather flow increases 
with the rainfall is certainly the case in individual gathering 
grounds, though when we study the minimum summer flows 
from many different watersheds in relation to the average 
rainfall, no obvious connection is apparent. 

The maximum rates of flood-discharge appeur universally 
to have no relation to the mean rainfall, and in Britain our 
heaviest storms and floods appear to take place in areas of 
least rainfall. 

For British upland impervious gathering grounds the late 
Mr. Р. à Morley Parker recently proposed the formula 
Q = 500 M 5/6, where Q = rate of maximum flood discharge 
in cusecs and М = area of gathering ground in square miles. 


Mechanical n and Labour in Loading and 
nloading Ships’ Cargoes. 


Bv A. MUSKER, M. IXST. C. E. (Abstract.) 


This note indicates how much more mechanical appliances 
could be used, and shows how шапу docks lack up-to-date 
methods in this respect. 

For example, in the London docks over 3,000.000 tons of coal 
per annum are raised from barges by means of crude steum 
winches and boilers; the coal being shovelled by hand into 
wickerwork baskets. Some large appliances are used for this 
purpose, but being unwieldy and difficult to move from dock 
to dock, they only do a small portion of the work required. 

А visit to any ordinary dock shows a fearful lack of mechani- 
cal appliances which could take the place of manual labour, 
and the loss of time one sees owing to the men having to wuit 
on one another is appalling. To keep up-to-date and handle 
warehouse goods economically, warehouses, if not suitable, 
should, like old machinery, be scrapped. 
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А. striking instance of what could be done is shown by the 
appliances used in handling goods at the Port of Manchester 
warehouses, where they have overhead cranes, electric trucks, 
conveyors, stacking machines, and numerous others. Why 
should not electrical trucks be used in place of hand trucks? 
and why should not careful attention paid to the floors 
over which they have to run? On the other hand, why should 
not ordinary wheel trucks, to carry about 10 or 15 cwt., be 
fitted with ball bearings so that each load lowered by the 
crane could be moved to its destination by one man, instead 
of its being split up into hand-truck loads of, say, 9 cwt., one 
man to each? With a reasonably smooth floor and a well 
designed truck, 20 cwt. can be easily moved by one man. 
Even in the slings used for lifting the goods there is а want 
of attention to detail; one sees almost every lift sling used 
about 8 or 10 ft. too long, which means that the crane, as a 
rule, lifts 8 or 10 ft. higher than is necessary, probably wasting 

per cent. of the power used. 

The discharge of frozen meat is an important item. and 
although in some cases conveyors are used, it is to a very 
limited extent; the continuous conveyor, ав against the inter- 
mittent crane system, might be extended with considerable 
advantage as regards economy in time and labour. 


DISCUSSION. 


Opening the discussion on Mr. Musker’s paper, Sir ARTHUR 
Trevor Dawson, Bart., who presided, considered that they 
were far from being up to date as a country in their loading 
and unloading appliances. 

Sir JOHN ASPINALL, who followed, thought it nothing less 
than astonishing to see the apathy displayed in this country 
regarding the handling of cargo, and instanced Liverpool, 
where even now there was no crane capable of lifting a ton 
from a ship and placing it in the warehouse. With rapidly 
working electric cranes one could do the work so quickly, 
Sir John said, that the position of the goods did not matter. 

In his remarks, Mr. Scrurron said that the old-fashioned 
methods of handling cargoes had completely broken down. 
New ships of great capacity had put the hydraulic crane and 
the hand truck out of court, ant more up-to-date appliances 
must take their place. 

Mr. Davis referred to the method of handling cargo at Liver- 
pool as being of the most elementary kind. 


Exhaust Steam : Its Employment for Power, Heating, &c. 


By E. R. "рову, М.Іхѕт.С.Е. (Abstract.) 


Steam which has passed through a prime mover may vary 
in pressure from that of the atmosphere to 60 lb. per sq. in. 
or even higher. In non-condensing engines about 90 per cent. 
of the heat which is contained in the steam entering the 
engine is discharged with the exhaust; also in the condensing 
engine or turbine, about 60 per cent. of the total heat in the 
fuel burned passes to waste with the cooling-water effluent 
from the condenser. The total heat units from water at 
32 deg. Е. in а lb. of dry saturated steam at 150 lb. gauge 
pressure is about 1,194, while in exhaust steam at 1 lb. gauge 
pressure it is about 1.147. | 

The most efficient utilisation of the thermal value in coal 
cannot be obtained until there are sets of public mains pro- 
vided by the community for public utility. Опе set of the 
mains might receive electric energy in the form of alternating 
current at a standard pressure and frequency; another set 
might receive steam at a pressure of from 5 tq 10 lb. per sq. 
in.; while а third set would deliver water at a temperature of 
from 180 deg. to 900 deg. F. The electric energy. steam, and 
hot water, would be by-products from scattered installations 
comprising prime movers driven by steam. | 

The subsidiary electric mains would be coupled to the exist- 
ing public supply mains, as is now the case on the north-east 
coast of England, the consumer being paid for what he 
delivers and charged for what he consumes. The steam mains 
would furnish direct heating in radiators, drying-chambers, 
and calorifüers for the supply of domestic hot water, and 
wherever practicable the condensate would be drawn back 
by an air-pump to the starting point. Such mains are com- 
mon in the United States, although rare in Great Britain, 
where, however, several large blocks of buildings in Man- 
chester are supplied with exhaust steam from an electric 
generating station. The hot-water mains would convey water 
heated in exhaust steam calorifiers and cireulated by pumps. 
In some instances steam mains would be preferable, while 
in other cases hot-water mains would be better. | 

The subject may be divided under the following headings :— 

Class I.—Power only Required.—l. If steam be employed 
solely for power purposes with a fairly steady load and con- 
densing engines are used, then the saving of the thermal loss 
in the condensing water may be obviated by eliminating the 
condenser. providing steam at a somewhat higher pressure. 
and discharging the exhaust at, say, 5 lb. back pressure into 


a public steam main. Electric power from the public mains 


might in some cases be substituted with advantage. | 

9. If the load is intermittent, euch as that of colliery wind- 
ing, hauling, &c., the exhaust may be passed into an accumu- 
lator and thence into an exhaust steam turbine. If extra 
power is not required, this turbine can be used to drive an 
alternator and the energy delivered to the public electricity 
mains. The heat loss in the condensing water could be ob- 


viated by omitting the turbine and discharging from the 
&ccumulator to the public steam mains. 

Class ]I.—Power and Other Uses.—l. If the other uses 
require &team at about atmospheric pressure only, then steam 
engines or steam turbines may be used for power only, or 
for electric energy also; they would be non-condensing, and 
the exhaust at a back pressure not exceeding 1 lb. would be 
tuken into the private heating mains, and an air pump used 
on the return. Steam at this temperature would not boil 
water, but it could be used for drying, air heating, water 
heating, and in radiators. | 

2. If rapid boiling ог high-temperature heating be necessary, 
the stop-valve pressure would be selected so that the necessary 
power could be obtained from the prime mover within the 
assumed fall of pressure. With steam turbines several dif. 
ferent '' pass-out ° pressures may be selected, вау, 60 lb. for 
cooking the raw product, and from 15 to 30 lb. for heating 
the drying cylinders. If reciprocating engines were used they 
would be of the simple type exhausting at the highest back 
pressure desired. 

The methods of allocating charges to the various purposes 
for which the heat is employed are often fallacious. The 
author is of opinion that the thermal units employed for. each 
service should be charged to that service, and that all costs 
of labour, fuel, stores, taxation, interest, and sinking fund 
should be charged pro rata on the thermal units consumed 
by each service. 

Enormous savings can be effected by using back-pressure 
on reciprocating engines, employing '' pass-out steam tur- 
bines, and utilising apparatus to employ the heat in the ех- 
haust steam. The cost of electric energy can in many cases 
be reduced well below the rates charged bs public authorities. 
It must, however, be borne in mind that much private elec- 
trical generating plant in works, and also in public institu- 
tions, has been removed, even although the whole of the 
exhaust steam was usefully employed. This has occurred 
particularly in London, but in most of these cases the high 
cost of labour, the necessity for three shifts of stokers, and 
the high costs of secondary battery maintenance have been 
the deciding factors in the removal. 


MAGNETIC STORMS: 


Their Effects upon Railway Signal and Telegraph 
Apparatus.* 


THE effects of magnetic storms on railway telegraph apparatus, 
such as single needle, Morse, duplex, quadruplex, and telephone 
single-wire circuits, have been noticed on very many occa- 
sions, rendering signalling almost impossible. 

Records of the value and direction of these currents have 
been taken by some railway companies, notably the Midland 
Railway Telegraph Administration. But the difficulties in 
obtaining actual measurements in the cases of tablet or block 
circuits are very great, owing to the fact that the circuits 
are mostly isolated, and in the majority of cases practically 
impossible to get at, to take measurements while the storm 
is on. Further, it is not desirable to interfere with these 
circuits at such times any more than 1s necessary. | 

Fortunately, local circuits have not been so frequently in- 
terrupted by these currents as through or long circuits have. 
This, however, depends upon the intensity of the magnetic 
storm. The severe magnetic storms during 1919-1920 were 
strong enough to generate currents sufficient to affect many 
local or comparatively short circuits, such as signal arm 
repeater circuits, which are considerably under one mile in 
length. In all cases inconvenience and delay have been caused, 
but if tablet, staff, block, or lock and block instruments are 
interfered with, the consequences may be serious. 

Through the kindness of the engineer-in-chief of the Post 
Office and various railway companies’ telegraph engineers, ш 
supplying measurements and particulars, the author has pre- 
Dre tables, which show the extent and importance of the 
subject. 

The currents actually measured on railway eignal and tele- 
graph circuits vary from 8 to 33 milliamps, and voltage from 
13 to 53 volts. The interference is not due altogether to the 
earth's magnetic field acting magnetically on the armatures 
or needles of telegraph apparatus, as in the case of s.n. tele- 
graph instruments, if the circuit is disconnected the needles 
tend to return to normal. There may be some influence mag- 
netically due to the variations in the earth's field, buv the 
major part of the interference is due to currents in the circuits. 

The currents passing over the wires during magnetic storms 
may be due to one of many causes, for instance :— 

1. The effect of the energy discharges from the sun may 
be to raise the potential of the earth itself electrostatically at 
one point (or area) above the surrounding areas, and in the 
endeavour to establish equipotential, currents flow throug 
ee and every other conductor that offers a convenient 
path. 


— 


т Abstract of paper read at the Institution of Baim 
Signal Engineers (Inc.) by Mr. W. J. Thorrowgood, il 
and telegraph superintendent, London & South-Western Һа 
way. 
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The author has calculated that the total currents passing 
through the earth between observing etations (the distance 
between which varies from 3 to 350 miles) may be anything 

m 5 to 225 amperes. . 

E The effect may be due to the changes in the egrth's 
magnetic flux (in or surrounding the conductor) acting in- 
ductively on the wire. This view necessitates & continual 
alteration in the magnetic lines of force, or flux, across the 
conductor to maintain the potential difference, and the author 
gives the absolute value of the earth's magnetic field and rate 
of change per second to generate the currents observed. He 
also gives the strength of the earth's magnetic field per sq. cm. 
in the area enclosed between the surface of the earth and the 
wire above the surface of the ground. 

3. It may be that the ions driven off from the sun bombard, 
as it were, the earth at certain parts, the conducting wires 
become electrically charged at that place, and the electricity 
passes to earth over the conductor. It may be that the elec- 
tricity flows from the charged spot towards both ends of the 
wire to earth at the same time, thus there may be two 
currents in the circuit passing in opposite directions from 
the charged part. ; 

The currents due to magnetic storms on August 11th, 1919, 
and March 22nd, 1920, caused a release or false clear indication 
to be received on practically every form of block, lock and 
block, tablet, staff and block bells in use on English railways, 
but there is no case recorded where a signalman actually 
acted upon the false signal, although it is obvious that he was 
free to do so had he disregarded the block instructions. 

A summary of the Post Office records of currents due to 
magnetic storms between August Ist, 1919. and April Ist, 
1920, a period of eight months, during which 18 magnetic 
storms, or an average of 2.25 per month, were recorded, is 
given in the original paper. 

On ten days the observed currents were 25 m-A, or over, 
to 56 and 150 m-A on March 23rd, 1920, which may be called 
dangerous magnetic storms, or 1.25 per month on an average. 

The areas over which the magnetic storms are experienced 
are very great. On Ann llth, 1919, magnetic storm effects 
were felt all over Great Britain and Ireland, and the maximum 
current values observed varied from +150 to —60. 

The merit of the author’s tables is that the records of the 
currents and e.m.f. recorded, have actually been measured 
during magnetic storms, and the resistances measured. 

The special feature concerning the magnetic storm on August 
lith, 1919, was its sudden appearance and its effects upon 
comparatively short circuits (such as signal arm repeater cir- 
cuits) which had not been noticed previously; a current of 
90 m-A was recorded on a circuit 13 miles long between Amber- 
gate and Mansfield. A summary of the record of the number 
of days the earth's magnetic field was disturbed and the com- 
parative extent of the daily disturbances during the years 
1918 and 1919, shows that the number of magnetic disturb- 
ances vary from year to year. In 1918 disturbances were 
observed on 211 days; on 13 days the disturbances were great, 
and on 8 very great In 1919 on 253 days magnetic dis- 
turbances were recorded; on 21 days the disturbance was 
great, and on 18 days very great; thus in 1919 there were 
235 as many days when the magnetic disturbances were 
"very great than іп 1918. During the magnetic storm in 
August, 1919, the declination of the earth's magnetic field 
varied from 13° 44’ W. to 15° 49' E. The vertical force varied 
Jy. The north force varied 840y. During the storm in 
March, 1920, the declination varied from 13° 35’ to 14° 54’. The 
vertical force varied 820y. The north force varied over 810y. 

Circuits having no connection with earth (that is, having 
metallic returns) are practically immune from the effects of 
currents due to magnetic storms. Mr. Stevenson, of the Cale- 
donian Railway, states :— 

None of our block, train tablet, or train signalling tele- 
graphs were interrupted in any way, as they are practically 
all now on return wire circuits." although some of the s.n. 
telegraph circuits on that railway were disturbed to a certain 
extent. The records show that some metallic circuits have 
been affected, but very slightly, compared with the effects 
observed on earth-connected circuits. 

he complete and safe remedy therefore appears to be to 
Provide metallic returns for all circuits. This does not of 
necessity mean that a return wire will have to be provided 
for each circuit, as à common return wire can be used for 
all circuits over certain lengths, but the distance between the 
conductor and return should be as little as possible. It is 
best to sectionalise common return wires. owing to the diffi. 
culty of tracing faults, also to the lowering of the insulation 
resistance of the whole of the circuits, when only one common 
return js used over a large area. If a common return wire 
is provided the resistance of the instruments should be as 
igh as possible. 

€ currents due to magnetic storms or stray earth currents 
тау be reduced by increasing the resistance of the circuit 
and keeping the sensitiveness of the electric signalling in- 
‘truments the same ag at present. The question arises what 
value of resistance should be added to the circuit to ensure that 
апу magnetic storm current would not affect the apparatus? 
Probably 200 per cent. increased resistance would give a suffi- 
cient factor of safety to render the circuit safe from danger- 
ous interference. It would. of course, be necessary to increase 
fhe battery Power at each station to correspond with the 
increased resistance to give the working current for the in- 
struments on the circuit. 


It may be put forward that owing to the infrequency of 
magnetic storms the expense of providing return wires would 
not be justified, but there is a danger that, owing to their 
infrequency, & false signal given by а magnetic storm may 
not be recognised immediately. . | 

А third method of lessening the effects of magnetic storm 
currents would be to issue special regulations to signa:men. 
and rely upon the men to notice any irregular working of the 


aparatus. . 


TELEGRAPHY AND TELEPHONY IN 
THB UNITED STATES. 


Тнв annual report of the Telegraphy and Telephony Com- 
mittee of the American Institute of Electrical Engineers re- 
views telegraphy, telephony, and radio-communication during 
the Institute year 1920-21, and according to the T. & T. Age, 
points out that the technical developments of the past year have 
placed the telegraph and telephone departments of railroads 
in the United States and Canada in a more serviceable con- 
dition than they have heretofore been. 

The employment of recent types of telephone repeaters has 
been arranged for on a number of the large railroads for 
the purpose of improving long-distance telephone service, and 
the subject of stronger pole lines has been given serious 
attention on many railroads. On some lines the factor-of- 
safety plan of construction has been extended. During the 
year the increase in telephone lines has not been great, due 
mainly to retrenchment following temporary business depres- 
sion, but tests have been made with wired radio, under the 
direction of Major-General! Squier, and the practice of welding 
joints in exposed lines has been extended. 

The application of automatic printing telegraph systems to 
commercial requirements is being extended, both in the 
United States and Canada. For trunk circuits carrying heavy 
traffic, the multiplex system is being widely applied, by 
which it is possible to handle eight hundred or more mes- 
sages per hour over a single conductor, correct incidental 
errors instantly, and have every message ready for delivery 
to the addressee as soon as it has passed over the wire. 

A new field being entered by printing telegraphs is that 
including private branch offices, and way- office circuits. A 
promising use for this system is its employment by com- 
mercial concerns and industrial establishments for intercom- 
munication purposes and for communication between busi- 
ness offices and telegraph offices. Start-stop systems are 
satisfactory, their use is being extended, and they are operated 
duplex over distances of 300 miles without intermediate re- 
peaters. The employment of repeaters permits operation 
over greater distances. Simplex printers are operated at a 
speed of about fifty words per minute. 

Considerable progress has been made in applying printing 
telegraph systems to submarine cables. Further improve 
ments now being made will result in much simplified equip- 
ment with promise of an increased output in unit time. 

No radical changes bave recently been made in the char- 
acter of devices installed on communication lines for pro- 
tection against lightning disturbances, but promising pro- 
gress has been made during the year toward the solution of 
the problem of inductive interference control and reduction. 
Prominent among the efforts towards more systematic treat- 
ment of the problem are facilities inaugurated by the 
National Electric Light Association for centralised study by a 
committee and engineering: staff specialising in this subject. 
The trend is clearly toward co-operative study and treat- 
ment. There has been no outstanding development during 
the year in the form of specific devices or methods applic- 
able, but the American Telephone and Telegraph Co. has 
developed and given some preliminary field use to a new type 
of noise meter," designed to measure the degree of dis- 
turbance indicated in a telephone receiver without bringing 
in the personal factor of the observer in judging equivalent 
noise as is the case with the older '' noise " standard employed 
by the telephone companies. s 

During the year there was in general & continuation of 
refinement in the design of automatic telephone apparatus. 
So far as radically new developments are concerned no epoch- 
making inventions have been disclosed, but progress has been 
made in standardisation and the standardisation of nomen- 
clature resulted in the publication of about one hundred 
definitions of current terms. 

There have been placed in service three devices which mav 
have an important relation to the further development of the 
art :— 

l. The call indicator, used in calling from an automatic 
office to a manual office during the period of mixed working, 
which displavs the call number before the operator and per- 
mits automatic exchange subscribers to dial all numbers. 

.2. A calling device number plate with office names in addi- 
tion to numbers, to permit retention of office names in small 
multi-office exchanges converted to automatic operation. 

9. А calling device number plate with the alphahet in 
addition to the numerals to enable the first few lettera of the 
office name to be used as numerals in a large multi-office 
exchange. 
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At the Midwinter Convention of the Institute а paper by 
Messrs. Colpitts and Blackwell described the carried systems 
which have been developed and put into commercial use in 
the Bell telephone system. Lo к» He uu igi | 

The commercial telephone installations described give four 
added circuits over each pair of line wires ш addition to the 
usual telephone and telegraph facilities provided by the wires. 
Commercial telegraph systems provide as many as ten added 
duplex telegraph circuits, alsa in addition to the usual 1acili- 
ties. The apparatus involved in such systems 18 necessarily 
complex. and therefore expensive, so that systems of this type 
are in general economical only for comparatively long circuits. 

Radio-communication during the past year has undergone 
а reorganisation of ownership of the important. patent rights 
which should relieve а very complieated situation and result 
in placing in use equipment superior to that heretofore em- 
ployed: ‘I'he radio companies аге now in a position to proceed 
without imminent fear of infringement of essential patent 
rights. 

The superior serviceability of continuous waves, with beats 
reception, has been recognised, and spark transmitter systems, 
for all but ship emergency uses, are no longer planned for 
commercial operations. ‘There is a strong legislative sentiment 
in favour of more liberal regulations. The sentiment that 
favours greater freedom in wave-band selection also favours 
the enforcement of more rigid requirements of purity of radia- 
tion and the securing of minimum damping at transmitting 
stations. | | 

A broadening of the field is noticeable in adapting radio to 
new uses, and several such applications are looked for in the 
immediate future. The remote control of switches by means 
of radio is now being considered. | i 

The superheterodyne method of reception, due to E. H. 
Armstrong, stands out as an important contribution of the 
past year. ö | | 

The progress of radio-telephony during the past year in all 
its phases is illustrated in a radio-telephone toll circuit now 
in commercial operation in the territory of the Pacific Tele- 
phone & Telegraph Co., furnishing telephone service between 
the Island of Santa Catalina and the wire network of the 
mainland centring in California. The circuit is operated ac- 
cording to wire line methods. he radio section is between 
coastal stations 32 miles apart. The circuit is provided with 
through line ringing of a type which is free from interference, 
and a superposed telegraph circuit capable of forming a link 
in а duplex wire telegraph circuit. The transmission and 
quality over the circuit are of such high standards that it is 
regularly connected, when required, into the long-distance 
telephone circuits. The extensive application of electric wave 
filters in transmitting and receiving circuits has made it 
possible to obtain a good quality of speech and at the same 
time to secure greater selectivity than was possible with the 
prior art. The use of loops for receiving and of shorter wave 
lengths for short distances has to some extent reduced inter- 
ference. pisc | 

А sub-committee of the Standards Committee of the Institute 
has been engaged in the work of formulating standard de- 
finitions of terms most commonly used in telegraphy, tele- 
phony, and radio signalling. | | | | 

Consideration has been given to bringing about agreement 
зо far as is practicable between English-speaking countries, and 
the sub-committee is co-operating with the British Engineer- 
ing Standards Association, with the above-mentioned object 
In view. | i 7 

Considerably greater attention is now given in American 
universities and technological schools to instruction and re 
search work in communication engineering. | 
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REVIEWS. 


Coil Ignition for Motor Cars. Ву C. SYLVESTER, A. M. I. E. E.. 
A. M. I. Mech. E. Pp. xii 228; figs. 106. London: Sir I. 
Pitman & Sons, Ltd. Price 108. 6d. net. | 

The subject of ignition in motor-car engines is particularly 
interesting from the fact that exactly opposite practice 1з found 
as the standard system on eitner side of the Atlantic, coil 
ignition in America and magneto ignition in England and 
on the Continent. Opinions differ widely as to which system 
will prevail and as to the merits of each; consequently a book 
with the above title appearing at this juncture has great scope 
for a wide appeal, and should be full of interest. One natur- 
ally expects to find a. full diseussion of the case, all the argu- 
ments set out clearly for and against each system, a well 
balanced opinion of the problem stated and the reasons for 
it given. After that one might expect to see the various steps 
in the evolution of coil ignition traced, and all the important 
inventions noticed, especially as regarde this country. All 
the differences in the use of coil and magneto ignition might 
be brought to notice, together with the latest refinements in 
coil ignition practice from America. MEE ; 

Unfortunately, in this case one is largely doomed to dis- 
appointment. A third of the book is taken up in the first 
two chapters. called“ Introductory ” and Equipment Test- 
ing.“ with instructions to the chauffeur- mechanic on ele- 
mentary electrical principles, the care of dynamos and motors, 


&c. Full details ere given and illustrated of such operations as 
undercutting the nuca on commutators, sanding-in brushes, 
&c., and much space is devoted to testing armatures with a mil- 
livoltmeter. It is recommended that £5U be spend by every саг 
owner on electrical testing instruments for his garage. In the 
preface we are told by the author: Every owner of a motor 
car should obtain a copy of this work. He should give it to 
his chautleur, who is sure to appreciate it." Also the remark 
is made that when a fault occurs in the electrical system the 
chauffeur generally scratches his head instead of laying his 
hund on the fault.. He is supposed to start reading the book 
With his electrical knowledge at zero, and arriving at page 15 
is confronted with the following: To commence a simple 
description of induction one cannot do better than quote гага: 
day's Law. ‘This is to the effect that ' An electromotive torce 
is induced in any circuit when the magnetic flux linked with 
the circuit changes in value, the magnitude of tbe induced 
electromotive force being proportional to the rate at which 
the magnetic flux linked with the circuit changes." One can 
imagine the chauffeur- mechanic indulging in а consider- 
able amount of head scratching at this point. 

Chapter ПІ is taken up with detailed instructions about 
making a trembler type induction coil. A new trembler is de- 
scribed which gives a spark described as being more juicy " 
than others. By this time the chauffeur- mechanic has 
presumably become a chauffeur-electrician- mechanic.“ And 
Chapter IV deals with the ignition system, a point where the 
book might well have begun. The usual hydraulic analogy 
appears, and then some examples of Delco interrupters, 
wrongly. called distributors, are given. А good modern form 
of interrupter is shown on p. 106, and a clear circuit diagram 
on the next page, the remainder of the chapter dealing with 
faults in the ignition system interspersed with a description 
of an automatic cut-out on the lighting system. 

Chapter V is called Coil Ignition Systems in Use," the 
first 44 pages being devoted to descriptions of Delco apparatus 
as produced in the years 1912—1920. The Delco system is 
stated to be almost the standard system in America—a fairly 
large claim. Are such names as Hemy, Atwater-Kent, Con- 
necticut, Westinghouse, and Wagner entirely negligible? The 
C.A.V. and the Mira systems are described, the latter being 
a peculiar kind, in which the coils and contact-breaker rotate, 
thereby losing one at least of the advantages of coil ignition. 

The remainder of the book consists of wiring diagrame of 
Delco lighting, starting, and ignition installations as used on 
ten American cars, very few of which are well known in this 
country, with comments on these diagrams. 

. It is curious as the author is such a strong believer in the 
future of coil ignition, that he does not gather together all 
the claims for this system, and put forward a strong case, for 
there is no doubt that an attractive appeal can be made out 
by a skilful counsel. Instead he merely mentions a few pointe 
in favour of coil ignition incidentally, while describing the 
apparatus, and assumes that magneto ignition is dead and 
almost buried. Now, considering the fact that 96 per cent. 
of this year's British cars rely on magneto ignition, and ap- 
proximately the same proportion of Continental cars, this 
is a pretty large assumption. The author several times gives 
his opinion that coil ignition will very soon become the stan- 
dard system here as in America. Does he realise that in some 
well-informed quarters the opinion is held that the only 
reason why coil ignition is used so much in America is because 
that country has never yet been able to produce a really good 
magneto? Соп ignition undoubtedly has points in 165 favour, 
and one would have expected to see all of them brought ouf, 
and the whole subject thoroughly ventilated in a book with 
this title. Perhaps the most remarkable fact concerning сой 
ignition in this country is that the Wolseley Co. has adopted 
it on some if not all its new cars. That so well-known 4 
firm, rather conservative in its habits, should have taken 
this step is a very noteworthy incident, but is not mention 

in the book under review. Neither is there any notice of two 
very interesting pieces of apparatus connected with the history 
of coil ignition. One of these is the ingenious Atwater-Kent 
open-circuit type contact-breaker used on enormous numbers 
of cars in recent years; the other is the unique and very 
scientifie form of coil ignition invented by Sir Oliver Lodge 
which might well have become general if the high-pressure 
magneto had not been commercially developed just about the 
same time. Two other notable omissions are the Conner coil 
system. which has some specially interesting features, an 
the Rotax, as installed on the Cubbitt cars. B 

The book is well printed on good paper, and there 158 
pleasing absence of misprints. | F. H. H. 
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Armature Winding and Motor Repair. By амін, Н. BRAY- 
MER. Рр. vii+515; figs. 298. New York and London : 
McGraw-Hill Book Co. Price 18s. net. 


This book is intended by its author to be a practical treatise 
for the benefit of those engaged in the manufacture, opera- 
tion and repair of electrical machinery. In the preface, the 
author disclaims any intention of dealing with the theoretica 
side of his subject. but, as a matter of fact, he does give 8 
considerable amount of information on the theory of wind- 
ing, as becomes iievitable in describing the various types 
and atrangements of armature coils. 

Perhaps it is impossible for a book of this kind to be quite 
complete, but some of the omissions are of such importance, 


| 


- 


Reet 


— —ä.ẽ.—ů d 9. .... ——— ————— 
268 


19, 1921.] THE ELECTRICAL REVIEW. Eo 


Yol 89. No. 2,282, AUGUST 


my, ore 


that attention should be drawn to them. The squirrel-cage 
winding of induction motor rotors, and the closely allied 
damping windings of alternating-current machines, have 
caused manufacturers and users probably more anxiety than 
any other single detail of design. The problem, of course, 
is to make a stronger Joint than 1s possible by soldering, and 
although riveting, brazing, and welding have good points, in 
this particular application they also have their bad points, 
and finality has certainly not yet been reached. The author 
had ample scope for telling the practical men how to approach 
this thorny question, but he dismisses the whole subject of 
squirrel-cage rotcrs in ten lines, with a single illustration 
of a cast construction, now discredited for all except the 
smallest sizes. Another example of inadequate treatment is 
to be found in the reference to turbo-alternators. А big per- 
centage of the generating plant in this country and America 
is now of the direct-coupled steam turbine type, and before 
long the percentage will be still higher. The winding of the 
stator calls for the greatest skill and care, and the author 
quite rightly devotes a special section to this work. Difficult, 
however, as the stator шау be, the rotor of the modern 
turbo-alternator is still more difficult, and only specially 
trained and experienced men can deal with it satisfactorily. 
It is, therefore, an important and curious omission on the 
part of the author to make no reference whatever to the 
rotor. The section dealing with varnishes is very incomplete, 
and the question of insulation generally receives inadequate 
treatment. The author indicates the use of mica for the 
insulation of large machines, but for machines of small and 
medium output, he recommends such unsatisfactory materials 
as duckcloth, pressboard, fish paper, and Empire cloth for 
parts for which mica would now be used in this country. 
We have to remember, however, that this is an American 
book, and the use of mica on the other side of the Atlantic 
is not so general as here. From the winder's point of view, 
winding jigs play a big part in the universe, and it is dis- 
appointing that the author has made only very casual refer- 
ence to such an important item. Tbe author makes clear 
reference to the importance of symmetry in the windings of 
armatures for direct-current machines, but he ignores the 
subject altogether when dealing with alternating-current 
machines. The omission is important for the reason that 
it is possible to have a winding symmetrical without a com- 
mutator that would be unsymmetrical if а commutator were 
connected. It is to be regretted that the author confines 
himself to giving rules for determining symmetry, instead of 
giving the fundamental definition that the voltage in parallel 
circuits must be identical at any instant. 

Ihe author does not always make his meaning clear. For 
instance, what will be the state of mind of the student who 
refers to the book to find the correct section to employ for 
equalising connections and reads the following? 

Equalising rings should have an extremely low resist- 
ance. Such practice requires not only an excessive amount 
of copper, but leads to considerable loss and heating in the 
winding. All that is really necessary is to provide an alterna- 
tive path of negligible resistance compared with that of the 
brushes, and for this purpose it is usually sufficient to make 
a of the rings about half that of the conductors.” 

е least satisfactory part of the book lies in the extensive 
quotations from articles, and from manufacturers’ catalogues 
ee pamphlets. The illustrations are plentiful 

4 good; the printing also is good, and there are few mis- 
1 955 The book can be recommended to practical men, 
N and junior designers, for, although each of these 
a ud A readers will find the subject treated inade- 
91 "y from t eir point of view, nevertheless the hook does 

ntan à great deal of information and is free from incorrect 
and misleading statements. 


Pp. хуш + 


Electric Power Transmission. Ву ALFRED STILL. 
1919. 


407. 136 Ник, [ic , : 2 Polos mae ie 
е Men Hill Publishing Co., Ltd. 
Tu work, published in 1913, on '' Overhead Elec- 
1 Wer Transmission ” is now expanded by the addition 
The Here M chapter treating of underground conductors. 
work. is He object, in issuing a second edition of his useful 
A i. ated to be that of making it more suitable for use 
du ae text-book ; but the constructional engineer in 
need а work, for whose use the first edition was 
КО md find the value of the book in no way diminished 
jen enn e eid of utility. Since the new chapter has 
BU un with the assistance of Mr. C. J. Beaver, the 
Tanna: ntamed in it is sure to be reliable, and thoroughly 
ee of modern practice. 
1 85 oe aa with a list of the symbols employed, a 
hee houle be glad to see all authors adopt. Some 
Which hae ч. ed for several different purposes, such as К, 
RN SUE meanings when used without a suffix, and 
date. ag 5 used with one. Some are not quite up-to- 
heen ale e d of kVA, but as it has only recently 
from 1 at there are standard symbols. we refrain 
Halter c ore than drawing Prof. Still's attention to the 
The JT 

nies 1 fo add to our review of the first edition, 
Bull's: ener IS worth mentioning to an author of Prof. 
88 à writer thes and experience, both as an engineer and 
T. that the production of books for use as college 


texts, while very necessary, and to that extent desirable, is 
not the highest aim a clever engineer, even if he is engaged 
in teaching, can set before himselt. The present volume, as 
we have already said, is excellent, but we could point to. 
others, one at least by Prof. Still, which bear every sign of 
having been written between lectures. The student at college 
needs feeding with theory and up-to-date accounts of the 
practice obtaining, but the man in the field, on the Job, 
feels the need more frequently than seems to be generally 
appreciated, of looking up the theory of the subject with 
which he is dealing, and so carrying out his work more in 
telligently. The field to be covered in the electrical industrv 
is so enormous, and the really good books are so few, that, 
in the language of the day, it is up to” those who can 
write, and who have the knowledge, to do what they can to 


supply the deficiency. 


ER ысы ... ————— 


IEXPORTS AND IMPORTS OF ELECTRICAL 
GOODS FOR JULY, 1921. 


ome 5. 


AN improvement occurred in the export total during July. the 
figure heing 29 per cent. above the June total, although it must be 
remembered that the latter was low on account of the coal diapute. 
There was à substantial increase in electrical machinery, but by 
far the largest advance was in submarine telegraph and telephone 
cable. Imports fell by about 30 per cent.. the principal decreases 
being in the items “Glow lamps" (75 per cent.). Batteries," 
“ Meters," Carbons.“ and Telegraph instruments and apparatus." 
The total of re-exports was increased by the re-appearance in the 
third column of Telegraph and telephone wire and cable." other 
items, with the exception of Electrical machinery." showing 
decreases. Further information showing the increases and de- 
creases for the month, and for the seven months. is given in our 


Business Notices ` to-day. 


VALUES OF ELECTRICAL EXPORTS AND IMPORTS FOR 
JULY, 1921. 


Exports. Imports, Бе-ехрогів. 
Electrical goods and apparatus 
(unenumerated) : . £148,081 £10,176 43.250 
Insulated wire 180.853 10.816 210 
Glow lamps kn i Se 34.711 9.742 312 
Switchboards (not telegraph ог 
telephone) ые s 24.645 243 — 
Arc lamps and parta 101 1.343 — 
Batteries S 51,534 1.470 = 
Meters 51.891 3.699 762 
Carbons 3.285 3.094 1.314 
- Electrical machinery :— 
Railway and tramway motors ... 25.417 E 
Other motors and generators 252.654 de 25 
Electrical machinery  (unenu- 
merated) is 129.883 55.02] 1.267 
© Telegraph and telephone cable 
and material: 
Telegraph and telephone wire 
and cable (not. submarine) 135.324 7.708 3.416 
Submarine telegraph and tele- 
phone cable — ... $i d 338.208 - . ж 
Telegraph and telephone instru- 
188.655 30.401 3.511 


ments and apparatus ... 


Totals... 1.563.545 £170,673. £17,042 

The total weight of electrical machinery exported during last, 

month was ].496 tons. as compared with 863 tons in 1920 and 

2.035 tons in 1913: for the seven months ended July, 1921. 

1920, and 1913 the total weights of electrical machinery exports 
were 11.231 tons, 5,611 tons. and 15,820 tons respectively, 


Estimated Cost of Hydro- Electric Transmission.—An esti- 
mate of the cost of building a new hydro-electric plant of 
6.000-h.p. rating, and 60,000-volt lines from the station to 
other points on its system, has been prepared by the New 
England Power Co., and is published in the Electrical World. 

The estimate is for doing this work during 1921 and 1922. 
It is based upon the company's extensive experience in 
hydro-electric plant and line construction in central New 
England. and assumes  wooden-pole lines and a generating 
station operating under a head of about 245 ft. and producing 
about 25,000,000 kWh per year. The proposed dam is to be 
from 30 ft. to 40 ft. high. The figures are summarised 
below :— 

Preliminary and general expenses. $36.000: dam. $70.000: 
spillway, $73.000; outlet, $53.000; conduit, $598,500. surge 
tank, $13.000; penstock, $26,200: power-station building. 
$36.000: power-station equipment, $222,000; engineering and 
supervision (5 per cent.]. $54.300; total, $1.137.000 

Transmission lines: Length 6 miles, $35,521: length 9.5 
miles, $69,900; length 21 miles, $163,220: total, $268,641. 
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NEW PATBNTS APPLIED FOR, 1921. 
| ` (NOT YET PUBLISHED.) 


' Ceepiled expressly for this journal by Mzssms. Szrrow-Jowss, O'Dell AND 
Srarusus, Chartered Patent Agents, „High Holborn, London, W.C. 1. 


20,289. Magneto electric machines.“ F. L. Hollister. July 28th. 


20,292. Maintenance of high vacua in closed vessels." General Electric 
Co. July 28th. 


20,845. Device for effecting magneto timing of internal-combustion en- 
gines." L. C. Allen. July 29th. 


20,360. “ Dynamo electric machines for motor vehicles," Н. Foxton. July 


“ Electric switches." F. B. Cox. July 29th. 
20,368. '' Electric horns." W. J. Spicer and T. S. Rogers. July 29th. 
20,369. “ Electric horns." W. J. Spicer and T. S. Rogers. July 29th. 
20.380. Electric kettles, &c." B. C. Joseph and N. C. Joseph. July 29th. 
20,384. '' Telephone systems.". Western Electric Co. July 29th. (United 
States, September 25th, 1920.) 
20,391. Apparatus for measuring distance between two wireless stations.“ 
A. C. Spreadbury, July 29th. 
20.395. Electrolytic cell.“ C. J. Thatcher. July 29th. 
20,402. '' Electric foot battery: Е. Rickards. July 29th. 
20,406. High-frequency inter-valve transformers," A. E. Greenslade. July 
h 


th. 

20,407. '' Printing machines." British. Thomson-Houston Co. Ltd. (General 
Electric Co.) and General Electric Со. July 29th. 

20,419. “ Electric furnaces." H. С. Lemoine. July 29th. (France, July 
29th, 1920.) 
20.422. Electric standard lamps, portable radiators, fans, &c.“ C. 
Elphick. July 29th. 

20.435. Electric flashlamps." Schwabe & Co. july 29th. 
March lst.) 
“ Method of increasing output of gas from electrolytic apparatus.” 
E. Vesme. July 29th. 

20,443. '' Electric transmission." A. M. Taylor. July 30th. - 

20,446. ''lnterlocking devices for electric switches." E. J. Brothers and 
Tucker & Co. July 30th. 
20,467. Methods of controlling electric lighting circuits." E. Booth and 
N. R. Booth. July 30th. 

20,468. '' Resistances." E. Booth and М. R. Booth. July 30th. 

20,469. “ Conduits for electrical conductors." Е. Booth and N. R. Booth. 


(Germany, 


aoe “ Electric. gramophone.” О. P. Petersen and A. E. Wells. July 
th. 
20,504. '' Electrode insertion for mercury vapour arc rectifiers of glass." E. 
Marschner. July 30th. | 

20,506. ‘Sparking plug." J. Nairn. July 30th. 

20,545. Electrically operated warning horns.” 
Standard Motor Co., Ltd. August 2nd. ` 

20,565. '' Electric calling devices." T.- Lenaghan. August 2nd. 

20,567. '' Microphones." №. К. L. Dickson. August 2nd. 

20,574. '' Commutator for motor car engines," С. L. Coppin. August 2nd. 
г Electric switches." R. Alkan. August 2nd. (France, March 

th. . i 

20.595. Speed regulating devices for electrically driven vehicles.“ Asso- 
ciated Equipment Co., Ltd., and D. E. Batty. August 2nd. 

20.605. Electric ашы Socks, &c." L. P. d'Hainaut. August 2nd. 

20.624. Electric fuses, с." F. A. Ross. August 2nd. . 

20,629. '' Electric control of indicators." J. E. Dannah. August 3rd. 

20,638. '' Wireless control of vessels." T. F. Wall. August 3rd. 

20.644. '' Control of alternating current electric motors." W. Brooke and 
E. M. Kerr. August 3rd. 

20,659. '' Electrical and mechanical safety lock for lifts.” W. Н. Cozens. 
August 3rd. 

20.666. Electric player for pianos, &c." J. Lawler. August 3rd. 

20.672. Telephone systems. С. Deakin and Western Electric Co., Ltd. 
August 3rd. ; 

20,683. '' Electric switches," R. F. Paiton. August 3rd. 

20,688. “Insulating structures for high-potential condenser terminals, &c."' 
W. Dubilier. August 3rd. (United States, February 18th.) 

699. Electric magneto switches." British Thomson-Houston Co., Ltd. 

(General Electric Co.). August 3rd. 

20,701. '' Electrode for electric welding, &c., and method of making same." 
S. H. Gordon. August 3rd. | 

20,704. ''Sparking plugs." Armstrong Sparking Plug Co., Ltd., and J. Н. 
Im Thurn. ил 3rd. 

20.712. Electric switch for converting two lamps from parallel to series 
lighting." P. F. Godfrey. August 3rd. 

20,738. Spark plugs." S. Brown. August 4th. ` 

20,761. Electric switches." C. L. I. Manufacturing Co., Ltd., and E. A. 
Watson. August 4th. 

20,763. '' Electric ovens." A. Selvatico. August áth. 

20,764. Communtating apparatus for electric commutator machines.“ 
Siemens Schuckertwerke. August 4th. (Germany, August 9th, 1920.) 

20.770. Electrically operated switch machines." W. Н. Simms (General 
Railway Signal Co.). August 4th. 

20.790. Antenna systems for wireless signalling." 
Telegraphie. August 4th. (Germany, August 6th, 1920.) 

20,793. '' Mercury motor meters." A. E. White (Sangamo Electric Co.). 
August 4th. 

20,800. '' Wireless signalling, &c." T. F. Wall. August 5th. 

20.813. Magneto-electric, &c., machines." R. Bosch Akt-Ges. August 5th. 
(Germany, August 23rd, 1920.) 

20,835. ''Screw grip tongues for electric lamp holders," G. E. Tolson. 
August 5th. 

20,836. '' Electric shade breakage preventer." С. E. Tolson. August 5th. 

20,841. “ Directional wireless apparatus." J. Robinson. August 5th. 

20.855. Electric light device." Н. J. Redmond. August 5th. 

20,861. Oil cooled transformer boxes." Akt-Ges Brown, Boveri et Cie. 
August 5th. (Switzerland, August 5th, 1920.) 
„Wireless signalling svstems." British Thomson-Houston Co., Ltd. 
(General Electric Co.). August 5th. 

20,874. ''Spark plugs." W. B. Bronander. August Sth. (United States, 
February 11th.) | 
„ Electro-magnetic gearing.” W. L. Baynham. August 5th. 


К. W. Maudslay, and 


Ges fur Drahtlose 


90.904. '' Illuminated advertisements." W. Beck. August 6th. 
90,922. “ Electric current limiting devices." W. F. P. Fanghaenel. August 
6th 


20.925. Electric heating." H. Harrison. August 6th. 
' Electric resistance furnaces.” B. Н. Thrupp. August 6th. 
20.928. Glands of electric joint boxes." C. J. Beaver and E. A. Clare- 
mont. August 6th. : 

20.930. ‘Electric switching devices for telephone, &c." Relay Automatic 
Telephone Co., Ltd. August 6th. (Sweden, September 8th, 1920.) 

90.935. * Electric testing and measuring instruments," F. L. Castle and 
General Electric Co., Ltd. August 6th. 

20.942. '' Wireless signalling svstems.’’ British Thomson-Houston Co., Ltd. 
(General Electric Co.). August 6th. 

20.943. Telephone systems.“ H. Baron (Е. Aldendorff). August 6th. 

20.50. Svnchroni«m apparatus," E. M. C. Tigeratedt, August 6th, 
(Denmark, August 7th, 1920.) | 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under whieh the epeeifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


A914. 


6,165. . devices for maintaining in motion rolling bodies,” 
Magerle and Martinek. June 16th, 1913. : 


1918. 


13,476. Ignition device for internal combustion engines." 


A. P 
June lith, 1917. (166,503.) ress. 


19180. 


1,392. '' Electro-magnetic wave signalling arrangements." F. Lowenstein. 
January 19th, 1918. (122,640.) 


21,067. '' Operating mechanism for electrical generators and magnetos," 
Splitdorf Electrical Co. January 16th, 1915. (131,899.) 

21,503. '' Telemotor apparatus." W. | Paulin, T. C. Fortune, and T. 
McLeod. September 2nd, 1918. (166,591. 


21,714. '' Electrical switches." E. Dobson and Foster Engineering Co., 
Ltd. September 4th, 1919. (166, 592.) 


23,801. '' Wireless telegraphy and wireless telephony and the like.“ S. 
Brydon and A. G. T. Cusins. September 27th, 1919. (168. 594.) 


| 1920. 

2,021. * Electrical heater or warming device." D. Lyon. (October 23rd, 
1920.) (166,603.) 

3,930. '' Electric aural apparatus more especially for use by deaf persons." 
S. G. Brown. October 25th, 1920. (166,610.) 

4,714. '' Electric transformers."  Hackbridge Cable Co., Ltd., and W. С. 
Kennett. November 4th, 1920. (166,613.) 

4,916, Junction box for electric wiring systems." J .C. White. February 
18th, 1920. (Cognate application, 7,106, 1920.) (166.615.) 

6,988. '' Telephone transmitters.” Miessner 
March 12th, 1919. (140, 070.) 

7,614. Arc lamps." А. H. Railing and А. E. Angold. 
1920. (166, 627.) 

7,851. '' Wireless transmitting circuits employing thermionic valves.“ A. K 
Macrorie, Н. Morris-Airey, G. Shearing, and R. L. Randall. 
1920. (166, 634.) 

8,833. '' Thermionic valve circuits for wireless telegraphy and telephony." 
A. J. Macrorie and С. Shearing. March 25th, 1920. (166,640 

9,648. '' Telephone apparatus for deaf persons." G. L. Jonason. April 
6th, 1920. (166,641. 

„899. Combined electric switch and meter for use on motor cycles and 
the like." 4. E. Wilson, W. A. Shepherd, and Powell & Hammer, Ltd. April 
8th, 1920. (166,649.) 

9,900. '' Electromagnetic cut-outs.” Е. E. Wilson, W. A. Shepherd, and 
Powell & Hanmer, Ltd. (166, 650.) 

9,963. '' Electric step-by-step motors of the unwound armature type." Barr 
and Stroud, Ltd., and J. W. French. April 9th, 1920. (166,651.) 

10,068. '' Electrical measuring instruments of the moving coi type." R. F. 
Hamilton & Co., Ltd., F. S. J. Pile, R. F. Hamilton, and H. Smith. April 
10th, 1920. (166,653.) 

10,105. “* Electrical switching "apparatus of the kind comprising a conduct. 
ing liquid jet." J. F. G. P. Hartmann. April 10th, 1920. (166, 654.) 

0,187. “ Metal vapour electric apparatus." Siemens-Schuckertwerke Ges. 
March 4th, 1915. (141,705.) | 

10,241. “ Electrical energy distributing systems. J. W. Goodman. April 
13th, 1920. (Cognate application 16,148, 1920.) (166,656.) 

10,299. Electric muffle furnaces.” Automatic & Electric Furnaces, Ltd., 
L. W. Wild, and E. P. Barfield. April 13th, 1920. (166,659.) 

10,404. '' Multiplex high-frequency electrical signalling systems." Western 
Electric Co., Ltd. (Western Electric Co., Inc.). pril 14th, 1920. (166.602. 

10,477. '' Mounting of electric motors on machines," W. Asquith (1919), 
Ltd., and С. Feather. April 15th, 1920. (166,667 .) 

10,644. High-frequency dynamo-electric  machines."' 
Houston Co., Ltd. June 22nd, 1915. (141,745.) 

10,646. “ Electric lamps." W. R. Bullimore. April 16th, 1920. (166,675) 

10,760. “ Sparking plugs." К. E. L. Guinness. April 17th, 1920. (166.680.) 
. 10,996. '' Inter-communication telephones." Н. J. Palmer and Telephone 
Manufacturing Co., Ltd. April 20th, 1920. (166,700.) 

11.018. Railway signalling apparatus.“ Automatic Telephone Manufac 
turing Co., Ltd., and А. E. Hudd. April 21st, 1920. (166. 703.) 

11,072. '' Arrangements for obtaining substantially uniform electric current 
from pulsating currents," Siemens-Schuckertwerke Ges. November 15th, 1915. 
(142,116.) 

11.078. Storage batteries." J. A. Law (A. P. Smith). April 21st, 1920. 


Inventions Corporation. 


December 14th, 


* 


March 16th, 


British Thomson- 


(166,707 
11,080. * Electrical relays." Igranic Electric Co., Ltd., and Е. Bergmann. 
April 21st, 1920.  (Cognate application 2,562, 1921.) (166,708.) 


. '"'Electro-magnetic chucks or work holders." J. Zehnder & Sohne. 
April 22nd, 1919. (142, 123.) | 

11,184. ''Systems of electric ship propulsion." British Thomson-Houston 
Co., Ltd., J. Martin, and F. Н. Clough. April 22nd, 1920. (166,715.) 
. “ Devices for coofing electric machines." P. Ehrmann. April áth, 
1919. (142,828.) | E 

13.042. “ Means for producing alternating currents." British Thomson- 
Houston Co., Ltd. (General Electric Co.). May 11th, 1920. (166,760. | 
13,702. '' Process for the production of formate of ammonium from barium 
cyanide.” Norsk Hydro-Electrisk Kvaelstof-Aktieselskab. May 26th, 1919. 
143,850. 
or „Maximum demand controller and load indicator for electric power 
installations." D. Е. Campbell and C. С. Gow. May 19th, 1920. (Addition 
to 121,312.) (166,774.) ; , 

14,043. “Wireless directional systems.” J. Robinson and R. T. Smith. 
May 2lst, 1920. (166,780.) 
Telephone systems.“ 
1919. (144.320.) 

16,550. Sparking plugs." С. Zorzi. August 28th, 1918. (145,450. 


" Electric arc lamps.“ H. Jackson, June 24th, 1920. (168.805. 


17,413. Electro-magnetic wave receiving and transmitting arrangements. 
Soc. Francaise Radio-Electrique. November 3rd, 1916. (146.204. i 
19,512. '' Device for strengthening telephone currents and other Жаа 
oscillations." Ferdinand Schuchardt Berliner Fernsprech und Telegraphen- 
werke. April 20th, 1917. (147,579.) TE G 
19,799. “Armature construction for dynamo-electric machines. V. C. 
Apple. November 19th, 1914. (147, 771.) det 
20,891. ‘Thermionic tube relay arrangements." М. Latour. Septem 
27th, 1915. (153,319.) EN 
29,333. ''Polarisers of polarimeters, saccarimeters, and such like 190 
ments." A. Hilger, Ltd., W. E. Williams, and С. F. Smith. Oc tober 
1920. (166.842. | dis" 
32.477. “ Drawing-in tape for threading electrical wires in condu? 
Т. W. Nixey. November 17th, 1920. (166,853.) 1990 
5 0 Recording phonographs." Telegraphon, Ges. January 10th, 1529. 
57,076.) 


Western Electric Co., Ltd. January 2th, 


1921. 


15.928. ‘Alternating current electricity meters.“ S. Z. de Ferranti. M 
Wall, and Ferranti, Ltd. January 17th, 1920. (Divided Application 
165,133.) (166.869.) type. 

15.929. '' Direct current electricity meters of the mercury motor d 
S. Z. de Ferranti, С. Wall. and Ferranti, Ltd. January 17th, 1920. (b 
application on 165,133.) (166,870.) 
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AM Rights 
Reserved. 
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LONDON: PUBLISHING OFFICE, 
Kingdom Oanada, 


21 12s. 6d. ; 
York City. phates or.! Wu. Dawson & 'Воив, LTD., 
" Ageekay, Cent., London." 


LITHOLITE 
INSULATORS, Ltd. 


68—87, Hackney Grove, London, E. 8. 
‘Phone and Telegrams: Dalston, 692, London. 
FIREPROOF AND OTHER GRADES. 
EerasLiswED 20 Yuans. 


Birkby $ xi ELO T 


For all purposes for which 1 in- 

sulation is required specify `` ELO" 

which is watec, oil and heatproof. 
*99909099090909 *999999999999 


FLEMING, BIRKBY & GOODALL, LTD. 
LIVERSEDGE. YORKSHIRE. 


. WRIGHT 


I. C. and 
D. C. 


WRIGHT MOTORS, Ltd., HALIFAX. 


"Phone: 499. 
Tel.: Motor. 


EVERY DESCRIPTION OF 


SMALL TURNEO PARTS and CASTINGS 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
6, Tenby Street North, Birmingham. 


BROOK 


ONE, TWO and THREE-PHASE 


MOTORS. 
See Sup. 41. 


SWITCHGEAR. 
ERNEST F. MOY, LTD.. 


Manufacturing Electrical Engineers and 
vernment Contractors. 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
— INDIEN, DNI 


MICA & MICANITE 
TAYLOR & PETTERS, LTD., 


40, Hatton Garden, London, E.C. 1. 


Phone: 
4575 Central. See paze ii. 


MOTORS. • DYNAMOS. 
Истока Dynamo & MOTOR CO.. 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 
'Phone Gerrard 1945, 


MOTORS. 


оа. 


AUGUST 26, 1921. 


Colonial and Heu m £ 
Марк Сз Í 
АВ с Code. 


CHURTON * 
ФУЕ and Porye® 


Y MOTORS. 


T. HARDING CHURTON а co., LTD., 
Atlas Works, Water Lane. LEEDS. 


NewingtonCauseway, 
LONDON. S.E. t 


“EMPIRE” 
AUTOMATIC CONTROL 


FOR 


Pumps, Compressors, Machine Tools. . 


Tel.: Нор; 1161, 


ELECTRIC CONTROL, LIMITED, GLASGOW, 


WESTERN-ELECTRIC 
COMPANY. LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, p. vi. 


CONNOLLY'S (BLACKLEY), Lo. 


for 


WIRES AND CABLES, 


See Advertisement this week, p. iii. 


WHITE 
Electrical Instrument Co., €td. 


2 4 & 6, GLOUCESTER ST. 


CLERKENWELL, LONDON, E. C. I. 


Wire: Phone: 
Volto graph. London. City, 5650 


ELECTRIC MOTORS. 


One, Two and Three-Phase. 


BRITTAIN'S ELECTRIC MOTOR Co. 
(Late Langdun-Davies Electric Motor Co.!, 
110, Cannon Street, London, Е.С, 4 


INSULATING 
g a BEADS е: 


Immediate Delivery. 


HOLDER-HABRIDEN LTD., 


35/37, Noble St., 
London, E. G. 


4, 4, LUDGATÉ/. ILL, £c Å. SUBSCRIPTION RATES, Postage Free: United 
. per annum. EN Үовк: D. Van 
& CI LIT, Librairie, Etrangére, 22, Rue de la Banque. 


5 Nos. : 


TST ae A d 
. os і 


NN 
P ES GS 


— 


Registered at G. P. O. as a Newspaper and PRICE 
* »Oanadian Magazine rate of postage. 
ан 


SIXPENCE, 


Nostraxp Co., 96, Park Place, New 


Centrai 8260 and 8261. 


The House on the Hill. 
See Sup. 16. 


Better than Rabber, Leather and Gutta-Percha. 


— RE 


DERMATINE CO., Ltd IN E 
NeateSt., London, S. K. 5 


SHUNT REGULATORS. 
MOTOR STARTERS and all classes of Resistance Work. 


STAR DELTA SWITCHES. 


THE SOLENOID REGULATOR CO., 


HIGHGATE SQUARE, CAMP n 
eens: 
Midland 532 BIRMINGHAM, "ү Баш. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS. 
SWITCHGEAR. 


— British A lum inium Co., Ltd. 


309. Queen Victoria Ft., Lendon 


RAYNER & HEALD, LTD., 


DUKE STREET, DERBY. 


TWO & THREE-PHASE 
FU LLER'S WORKS, Litre. 


ANUFACTURERS OF 


ACCUMULATORS BATTERIE 
WIRES & CABLES CARBONS, 8 
WOKKS: CHAD 3 p ATH, ESSEN. 
IDDESLEIGH HOUSE, vaxton st, Westminster, 

Grams : Blochat, Vic. Lerdo Pho 


oy 645565. 


INGLEBY & CO., 


Old Lane, Beeson, LID, 
MOTORS 
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China during the past two vears. 


THE CHINESE MARKET. 


A REMARKABLE communication from a Chinaman resid- 
ing at Frankfort-on-Main, dealing with the industrial 
(raining of Chinese students, was ‘published recently in 
the Frankfurter Zeitung. The article brings to mind 
the fact that as a rule young Chinese aud Japanese who 
come to Eurepe or proceed to.the United States in order 
to study the industrial and other conditions in these 
countries, and also to work in them for a certain time, 
usually return home with a- predilection for the manu- 
factures and machinery of the particular countries 
where thev have received most of their industrial edu- 
cation. As these students are frequently those who rise 
to official and ether positions of importance, it gener- 
ally follows that when they have reached the stage of 
being: able to control business in the departments. or 
branches which they manage, they place the orders which 
have to be executed abroad, in the countries where they 
were trained, because they retain the impression through 
the acquisition ef the language and the perusal of the 
technical literature of the countries concerned that the 
manufacturers in the latter turn out the best goods in 
the world, apart from the efforts made by the 1nanufac- 
turers themselves to convey this idea to their pupils. 

The author of the communication is Wang Kwang chi, 
who acts as the correspondent of a Chinese newspaper at 
Shanghai. After referring to the recent conclusion of а 
treaty of peace between China and Germany, the author 
states that all educated people in China are weary of 
political activity and now devote themselves to the social 
sphere, and as a consequence the centre of gravity of 
political influence has gradually passed from the govern- 
ment to the social sphere. 

In this respect China is divided into two classes. The 
one represents the idea of capitalism, and 1s endeavour- 
ing through it to develop Chinese economy, The leader 
is Tschang Tehien, he is a big capitalist, was formerly 
Minister for Trade and Agriculture, and is at présent 
superintendent of the commercial port of Wusung. The 
modern Chinese industrialists and merchants of “Shang- 
hai belong to this class. The second class would like to 
make use of socialism in order to bring about the 
development of Chinese economy. This class, whose 
leader is Ysai Yuan pei, Rector of Peking University, 18 
of opinion that China should not enter upon the path 
sald to have been erroncously trodden by Europe. The 
leader was formerly Minister for Education, and at one 
time studied in Germany. 

Mr. Wang Kwang chi proceeds to state that the 
Government of the United States has always paid great 
attention to social questions in China 1n order to carry 
eut what is termed educational (civilisation) policy. 
Among these matters is mentioned the return of the 
Boxer indemnity, so as to permit of the defraving of the 
costs of maintaining Chinese students in the United 
States, and for these reasons the relations between 
America and China are declared to be growing more in- 
timate day by dax. The number of voung Chinese who 
are studving in the United States already exceeds 2,000, 
and the modern Chinese industrialists and merchants 
are mostly students who have returned from the United 
States. i 4 

We are also told that the French Government has like- 
wise devoted much attention to the social question in 
The Rector of Peking 
University, in conjunction with French interests. has 
orcanised the Chinese-French Educational Community. 
whose object, among others, is to promote the dispatch 
of an increasing number of Chinese students to France 
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to study, and the number there also surpasses 2,000. 
It is noted in this connection that most of those who 
have been sent to France are young Chinese who repre- 
sent the iden of socialism, After arrival in France they 
take an active part as they learn by practical experi- 
ence in the works on the one hand, and on the other they 
iu this way eurn wages and thus raise the expenses for 
their education. The French Government only collects 
from these students the sum of 100 dollars each to cover 
the travelling expenses, and the Government also exerts 
itself to secure the introduction of the students into 
works and educational establishments. 

The author says that the situation of Germany is now 
different from that of France, as Chinese students who 
wish to proceed to the former country do not find the 
same facilities as those who go to the latter, and there 
are consequently only about 200 Chinese pupils in Ger- 
many at the present time. In his opinion, however, no- 
thing now stands in the way of the Gerinans forming 
with the social leaders a Chinese-German Educational 
Community so that the industrialists in China could 
then send more students for training in the German 
works. The industrialists would be able to furnish 
financial support, although it would be better for the 
German works to pay wages to the Chinese volunteers, 
while the duty would devolve upon the Germans to in- 
struct and supervise the pupils. If this procedure were 
adopted, the author states that on their return to China 
the students would be able to spread the idea of German 
education, which would have the practical result that 
German goods would be purchased to a larger extent. 

The pages of the EvectricaL Revirw ‘contain a record 
of the solicitude of German electrical authorities toward 
fathers of Chinese lads whom, taking the long view, they 
were anxious to have under their educational influence 
in Berlin electrical factories in pre-war days. Тһе 
writer of the article now under consideration states that 
about 40 or 50 students have been sent to Europe and 
the United States with the assistance of private capital 
furnished by large industrialists. As to the difficulty 
of language, it is considered that this could be remedied 
in a short time by study; and it 18 mentioned as an in- 
stance that from 60 to 70 per cent. of the students who 
go to France have no previous knowledge of the lan- 
guage. In conclusion, Mr. Wang Kwang chi expresses 
the belief that after the lapse of 20 years from now the 
position of all the Powers in China will change in a 
great measure, quite irrespective as to whether this 
will be brought about through the idea of capitalism 
or that of socialism. | 

It appears, however, that the engineering training of 
voung Chinese has now been overdone. Оп this point 
the Norwegian Legation, in а communication which 
reached the Government of Norway at the end of July, 
states that. the bulk production of Chinese engineers, 
both in China and abroad during the past two vears, 
without any corresponding expansion in the industrial 
life on the country, has placed these engineers in a 
critical situation. Complaints are being increasingly 
made to the Government that young Chinese students, 
who have been abroad at the instance of the Government 
to obtain engineering training, on their return have to 
wait a considerable time before they can find any em- 
ployment, and as a consequence many of them have to 
enter upon а commercia] occupation. 

At а Convention of Chinese students held at Swan- 
wick, Derby, on Saturday last. Dr. V. K. Wellington 
Koo, the Chinese Minister. laid emphasis upon the need 
of encouraging more Chinese students to come to these 
islands. He said that the number here was 250 against 
ten times the number in the United States. Through 
the students who come here the Chinese people learn 
about us. our countrv, our industries, and our business 
organisation, as well as engineering skill and applied 
seience, The speaker said that the Chinese students’ 
movement must lead to a rapid extension of commercial 
and trade relations between China and Great Britain ; 
each student and his social circle became channels for 
the consumption of British goods. The rapid growth of 
trade between the I. S. A, and China was largely due to 


the fact that her relationship with the Chinese students 
was on so large a scale. 

A ‘‘ Correspondent recently in China, writing in the 
last number of T'he Times Trade Supplement, says there 
is very little doubt of the desirability of our establishing 
a closer contact with the Chinese—especially those in the 
remoter districts. Closer contact unplies among other 
things ability to speak fluent Chinese. When the writer 
enters into details he states that the British organisation 
for the sale of machinery and electrical goods is at the 
present time most open to criticism in this respect. This 
weakness, however, appears to be recognised, and efforts 
are being made to improve matters in some measure. 

Though Mr. Wang Kwang chi suggests that the 
foreign training of Chinese engineering students has 
been overdone, there is reason to believe that the elec- 
trical and engineering developments, of which the 
country is on the verge, should sooner or later absorb all 
their special knowledge and ability. Yet it is quite 
true, as The Times writer says, and as we have often 
stated here, thut the immediate consideration in tne 
machinery market is not the present demand, which is 
admittedly small, but the safeguarding of the future, 
which has enormous possibilities.“ 


H 


À GREAT deal has already been written 
on the subject of boiler inefficiency, and 
there is no excuse at the present day 
for either engineers or managers to 
profess ignorance of the subject. It is at last becoming 
recognised that the boiler house is tlie place where large 
sums of money may be either wasted ог saved in a power 
plant, and the up-to-date engineer realises the effects 
of improved efficiency upon his weekly cost sheets. 

It is interesting to analyse the psychology of some 
of the engineers and managers responsible for the policy 
adopted in connection with the management of boiler 
plant in this country. 

We have first of all the chief who decides that the 
installation of certain ornate and expensive instruments 
will bring about the much desired higher efficiency in 
his boiler house, and after the expenditure of quite an 
appreciable sum in this direction, he is somewhat dis- 
appointed to find that his ambitions are never realised. 

Then there is the engineer who delights in the ef- 
ciency of his new turbines, the consumption of which 
per kWh is jealously worked out to two places of decimals 
each day, but his boiler house is regarded as being 
quite efficient because it contains the latest type of 
steam-raising plant. | 

Or again, we may have the engineer who, although 
he probably realises the effects of boiler inefficiencies on 
the cost sheets, adopts the policy of leaving the operation 
of the steam-raising plant to the already overburdened 
charge shift engineers, who may or may not have the 
necessary training and time to exercise adequate control 
in the boiler house. 

In view of these facts it was quite refreshing to hear 
Mr. David. Wilson discoursing on boiler house manage 
ment at the recent Summer Conference of the Institution 
of Mechanical Engineers. In the course of his brief 
paper, Mr. Wilson dealt with the importance of expert 
supervision and the necessity of having an engineer- 
specialist in control of а modern boiler house staff. The 
raising of status and the payment of adequate salaries to 
secure competent men were emphasised, arid the author 
laid stress on the fact that immediate action was neces 
sary if results were to be obtained. Undoubtedly, the 
savings in fuel alone by the adoption of such & policy 
are sufficient to pay the salaries incurred several times 
over in even comparatively small plant, in view of the 
present cost of fuel in this country. 

In the case of a plant using. say. 1.000 tons of coal 
per week. the difference between ordinary supervision 
and specialised control may quite well result in a 10 per 
cent. saving of fuel, and this alone capitalised means 
£200 per week, assuming a coal cost of, say, £2 Pe 
ton, There are. of course, other incidental ndvantages 
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such as а steady supply of steam, increased capacity 
of plant, and reduced costs of coal and ash handling, 
&c., which can only be obtained by the adoption of 
scientific boiler control. 

In some of the large American plant the importance 
of the boiler house has led to a system of staff organisa- 
tion which ensures that the best engineers are appointed 
to boiler room duties, whilst we in this country are 
still inclined to view the turbine room as being of the 


greatest importance. 


— 


THE memorandum (Form 329, June, 
1921) on the subject of electric arc 
welding which was recently issued by 
the Factory Department of the Home 
Office, is presumably intended to invite discussion tro ı 
those intertsted in electric arc welding, in preparation 
for the issue of definite safety regulations by the De- 
partment. It is, therefore, highly desirable that it 
should be in the hands of all users and makers of arc 
welding machinery, to prepare them to meet the official 
views indicated in the memorandum, and to seek to 
alter those views if they see any danger to their own 
interests—without corresponding advantages of safety 
to the workers—in their crystallisation into definite 
regulations. 

As regards danger from shock, very little exception 
can be taken to what is said about direct-current weld- 
ing. Whatever the pressure at the arc, it i8 the open- 
circuit pressure when the arc is broken which constitutes 
the chief source of danger from shock. This, of course, 
is true for both direct current and alternating current. 
The memorandum states, as а matter of fact, that up 
to 100 volta the danger of shock from direct current 
is practically negligible, whereas the danger from shock 
from alternating current where the open-circuit pressure 
is generally from 100 to 120 volts 1s а real one. and the 
use of direct current is consequently to be preferred 
wherever it is, or can reasonably be made, available. 

This statement is profoundly modified by а footnote 
stating that since the memorandum was drafted the 
Department has been made aware of systems of welding 
by a.c. in which the open-circuit pressure is reduced 
to as little as 25 volts. This is in accordance with the 
most recent developments, and it may be expected that 
in any regulations the preference for d.c. welding will 
be deleted, subject to the use of such a.c. apparatus as 
indicated. As a matter of practice, if direct current 
is taken from a public supply (3-wire with iniddle wire 
earthed) there will usually be 200 volts or more open- 
circuit pressure, which is decidedly dangerous. It is 
clearly easier to get the lower pressure by а proper 
transformer from public supply a.c. mains than by 
à motor-cenerator from d.c. mains. 

The suggestion that, to avoid shock and short-cirenit 
dangers, there should be a switch in the electrode lead 
within easy reach of the welder when at work is gener- 
ally quite impracticable, and it may be hoped will not 
be found in any regulations. At least it should be 
limited to fixed working places. Other precautions for 
avoiding dangers from accidental © shorts and con- 
facts are reasonable, and such as uo careful supervisor 
or operator can object to. 

The protection from the injurious effects of radia- 
tions is treated rather tentatively. The trouble is that 
most effective protection is somewhat cumbrous and 
awkward to the welder. and he gets careless about using 
It. Reference іч made to the matter elsewhere in this 
Issue 1n the report of the Chief Inspector of Factories. 
A very great step in this protection will be achieved 
when someone finds a sereen combination which will 
Мор the injurious rays and vet let sufficient light 
through to permit the welder to see his tools. &c.. as 
well as his work. This is bv no means unattainable. 
The direction in which to seek it is already known. 
Жы from hot metal and slag is suggested in 
one quite practicable wavs. The beginner who lets 
a few shots drop into the front of his boots and similar 
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crannies of his attire is not likely to neglect them after- 
wards. 

The memorandum does not suggest that the Factory 
Department proposes to do anything unreasonable or 
unduly restrictive in the way of safety regulations for 
arc welding, provided that one can read the footnote 
on а.с. welding ав cancelling the preference for d.c. 
welding expressed in the body of the text. 


А CONTRIBUTOR to the Daily News has 

Economy and а grievance which he may, or may not, 

the Minimum share with a number of other consumers 

Charge. of electricity. He complains that al- 
though, in response to a request from 
the company which supplies him with electricity, he re- 
duced his consumption drastically during the coal dis- 
pute, and thereby fell far short of the minimum for 
which the company charges, tlie minimum price remains 
the same. Не considers that he is, therefore, in effect, 
paying for his assistance to the community in a time of 
stress. | 

Now we know the company's defence already ; it will 
point out that coal prices rose and neutralised the effect 
of reduced consumption so far as running costs were 
concerned; moreover, the standing charges continued 
unaltered. All this is true, but the question is: Will 
the average consumer view it in that light, even after 
explanation? There is already a considerable amount 
of doubt in his mind about the Justice of the minimum 
charge itself, and surely this development will not tend 
to allay the suspicion that he is being '' done.” 

Thus, although the charge can be fully justified, elec- 
tricity (or the supplier) secures a bad character. 

The course taken by the Bexhill Corporation of sus- 
pending the minimum charge for the quarter may, super- 
ficially, appear to be ‘‘ bad business,’’ but the effect of 
this action may show itself in а certain measure of con- 
fidence on the part of the consumer, who will be gratified 
to see that his contribution towards the general good is 
not to be penalised. What do the other supply autho- 
rities think about it! 


THE grant of a Royal Charter of In- 


Chartered corporation to the Institution of Elec- 
Electrical trical Engineers, recorded elsewhere in 
Engineers. this issue, will be welcomed by all the 


members and well-wishers of this, the 
largest engineering Institution in this country, as an 
important further step in its development; we extend 
our hearty congratulations to the President and Council 
on the success of their petition. Thus it has fallen to 
Mr. Ll. B. Atkinson to celebrate most fittingly the 
jubilee year of the Institution during his period of 
office; but he, we are certain, would be the first to asso- 
ciate with this new distinction Mr. C. Н. Wordingham, 
C.B.E., who included in his famous catalogue of pro- 
jects for the improvement of the Institution and the rais- 
ing of its status, as one of the most important factors, 
the obtaining of a Royal Charter. He was unfortun- 
ately unable to carry that project to fruition during his 
occupancy of the chair, but he will share with the sitting 
President in the satisfaction arising from its accom- 
plishment. | 
Under the provisions of a Roval Charter, the Institu- 
tion ceases to he bound by the restrictions imposed upon 
the conduct of a limited liability company, which at 
times have been felt to be extremely irksome ; far greater 
scope will be conferred upon its operations. and the 
prestige associated with its membership will be greatly 
enhanced. | | 
We think the Council was well-advised in petitioning 
for a Royal Charter on the basis of the existing con- 
stitution of the Institution ; thus all questions regarding 
the effect of proposed changes have been avoided. and the 
desired end has been attained in less than three months. 
Necessary changes can be effected ак and when they are 
required the main thing was to get the Charter, and let 
the rest follow. 
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A NOTE ON THE INTERCONNECTED-STAR METHOD OF CONNECTING THREE - PHASE 
TRANSFORMER WINDINGS. 


By S. AUSTEN STIGANT, A.M.LE.E., M. Am. l. E. E. 


THE interconnected-star or zigzag connection of three- 
phase transformer windings is now fairly well estab- 
lished, but so far as the writer is aware, the various 
reasons for its use have not been given quite the amount 
of publicity which is desirable. It is with a view to 
remedying the omission that this article has been 
written. s 

In actual practice the connection finds its greatest 
application. when adopted as the method for connecting 
the secondary windings of three-phase transformers or 
transformer, groups in conjunction with a star con- 
nected, primary, and the combined connection is fre- 
quently used in place of the delta/star connection. 16 
would be as well, therefore, to compare the star/inter- 
connected-star connection with the delta/star, particu- 
larly as the latter connection is perhaps the one most 
widely used, and certainly so in this country. The 
chief features involved are as follows: — | 

1. The effect of the connection chosen on the econo- 
mical limits of voltage and output. й 

2. Parallel operation of star/interconnected-star with 
delta/star connected transformers. 

J. Unbalanced loading. 

4. Harmonics. uM | 

9. Availability of neutral point. 

1. Effect of the connection chosen on the economical 
limits of voltage and output.—As a high-pressure dis- 
tribution system extends into less dense areas it is often 
found that more or less scattered loads of а few hundred 
kW require supplying, the only voltage immediately 
avallable being that of primary distribution which may 
be, say, 11,000 or 20,000 volts. Now it is at once 
upparent that there must be some economic relation 
hetween the eutput and voltage of a transformer, other 
things being equal; in other words, for a given kVA 
output there is a limiting voltage per phase beyond 
which a transformer to be supplied could not economic- 
ally be designed, particularly having in mind the 
exigencies of standardisation. Conversely, for a given 
phase voltage there is a minimum kVA output below 
which it would not be economica] to go. The economical 
upper and lower limits of voltage and output are dic- 
tated by considerations of mechanical strength and 
rigidity of the windings, and not by electrical or mag- 
netic features of the design, so that outside these limits, 
while the proposed coil conductors might be amply large 
from the standpoint of current-carrying capacity, losses 
and voltage drop, they would not be mechanically strong 
enough to withstand the short-circuit conditions occur- 
ring on a large system, nor would they lend themselves 
to the best methods of modern winding and insulating 
processes. Such coils would be '' mushy "' of necessity, 
due to the inherently low copper factor. . P d - 

Fig. 1 shows an average relationship between the 
economical voltage and the three-phase output. i 

Broadly speaking, we are not so much concerned with 
the voltage per phase for which the transformer is de- 
signed, as with the line voltage of distribution, so that 
if the same, or closely similar operation conditions can 
be attained with two different types of connections, 
obviously the one to select is that giving the greatest 
mechanical strength to the transformer windings. 

Consider first the delta/star connection for a step- 
down transformer of given line voltage ratio. 

On the h.p. side the number of turns per phase is a 
maximum as the phase voltage is equal to the line 
voltage. The красе taken up by the insulation is also 
a maximum due to maximum number of turns. The 
eross section of the winding conductor need onlv be 
large enough to carry 58 per cent. of the line current. 
ко that in the region of voltage and output limits we 
have all the characteristics of a ''mushy " winding. 
viz.. 100 per cent. turns, 100 per cent. insulation, and 
58 per cent. copper section. 
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If, however, a star connection is used on the primary 
side the number of turns per phase is 58 per cent. of 
the foregoing, the space taken up by insulation is 58 
per cent. of that taken up by the delta winding (as the 
best modern practice is not to reduce the insulation 
between turns and layers on account of the star voltage), 
and the conductor cross section is a maximum as the 
phase and line currents are equal. Hence a much more 
robust winding is produced which is inherently better 
able to withstand the arduous conditions imposed by 
service on a large system. The total space taken up by 
the copper and insulation of the high-pressure winding 
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Fic. L—AVERAGE RELATIONSHIP BETWEEN ECONOMIC VOLTAGE 
AND J-PHASE OUTPUT or TRANSFORMERS.” 


is, therefore, less with the star connection than with the 
delta as the total copper section in the coil is the same, 
but the star connection only requires the same thickness 
of insulation for 58 per cent. of the maximum number 
of turns. So far as the high-pressure winding alone is 
concerned, therefore, a smaller magnetic frame can 
theoretically be used by adopting the star winding 
though due to standardisation of parts it may not be 
found convenient. 

Now clearly it is not desirable to retain the star con- 
nection on the secondary side with a star connected 
primary, particularly if loads are to be connected be- 
tween line terminals and neutral. The reason for this 
is discussed later. Neither is a delta connection suitable 
for somewhat similar reasons. If, however, the secon- 
dary windings be designed for and connected up inter- 
connected-star the objectionable operating features of 
the star or delta secondary with star primary for three- 
phase four-wire service are immediately overcome. 

With such a winding, due to the phase difference of 
the two halves of the windings on different limbs which 
are connected in series and comprise each phase, the 
number of turns per phase is 67 per cent. of the maxr 
mum, i. e., of those obtaining with a delta connection. 
The space taken up by the insulation is also 67 per 
cent. of the maximum, while the cross section of the 
individual conductors is a maximum as the phase and 
line currents are equal. Consequently a winding !* 
produced which mechanically is almost as good as å 
star winding and which, in conjunction with a star 
connected primary, is electrically as good as the delta/ 
star combination. 

So far as the l.p. winding alone is concerned, а slightly 
larger magnetic frame is theoretically required to ас 
eommodate the interconnected-star winding as compared 
with the straight star, as there is 154 per cent. тоге 
copper and insulation per phase in the former than in 
the latter. This mav be offset to some extent by the 
gain obtained in using a star connected primary. and 
often the delta/star standard magnetic frame will ac- 
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commodate the interconnected star secondary, in which 
case there may be only a slight increase in cost due to 
the 154 per cent. additional copper in the secondary 
winding, though this depends on the relative cost of 
labour to materials. it may happen, of course, that 
the nearest standard frame size suitable for the par- 
ticular output and voltages will not take the star/inter- 
connected-star winding, so that the net result is a some- 
what larger magnetic frame, and consequently increased 
cost of the transformer. 

With, at the most, a small increase in frame size we 
have, therefore, obtained a design and connection of 
windings electrically equivalent to the delta/star, and 
mechanically much stronger, and in addition, one in 
which the high-pressure voltage per phase is only 58 per 
cent. of the maximum, . e., of the line voltage of dis- 
tribution. 

In effect, therefore, the upper limit of line voltage 
for a given KVA output has been increased by 73 per 
cent., or the lower limit of kVA output lras been re- 
duced by 42 per cent. for a given line voltage by chang- 
ing from the delta-star to the star/interconnected-star 
combination. 

Due to the higher copper factor the secondary l.p. 
winding takes much less room in proportion to the 
h.p., and for the purpose of this argument can be 
ignored. 

Given, therefore, equal possible technical perform- 
ance of the two combinations, this is the main reason 
for using the star/interconnected-star connection for 
an ordinary step-down transformer supplying а con- 
sumer direct. 

2. Parallel operation of star/interconnected-star with 
delta / star connected transformers.--With regard to the 
question of parallel operation of star/interconnected- 
star transformers with delta/star transformers. it js 
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not necessary to go into this here in great detail, and 
it is sufficient to state that delta/star connected trans- 
formers or transformer groups will operate satisfactorily 
In parallel with any star /interconnected-star trans- 
former or transformer group. This holds good whatever 
the meshing of the phases may be or whatever may be 
the direction in which the primary and secondary coils 
are wound, and it is only a question, of selecting a 
proper set of external connections from the transformer 
terminals to the busbars in each case. 

It has already been stated that electrically a star/in- 
terconnected-star transformer is equivalent to a delta- 
star connected one, though no proof has been given for 
this. The fact can best be illustrated by means of a 


vector diagram, and fig. 2a shows a comparison between 
the two kinds of combined connections. From this 
it will be seen that there is the same angular displace- 
ment in both eases between primary and secondary 
terminals, viz., 30 degrees, and therefore both primary 
and both secondary line currents and voltages are in 
phase. | | | 

ОЁ course, cases may also occur in practice where the 
interconnected star winding is required on tlie primary 
side to be ‘used in conjunction with a star-connected 
secondary, and in this case the connection would be 
electrically equivalent to the star/delta. Fig. 2b shows 
а comparison between these two combined connections 
from which it will be seen that there is again the same 
angular displacement. in both cases between primary 
and secondary terminals. | | 

3. Unbalanced Loading.—One great advantage of the 
delta/star connection for step-down distribution trans- 
formers is that a three-phase, four-wire, supply тау 
be given without appreciably distorting the position 
of the neutral. The four-wire supply need not neces- 
sarily be balanced, in which case the resulting distortion 
of the neutral is simply due to the out-of-balance current 
flowing through the impedance of the phase concerned. 
There is no choking effect as the primary current cor- 
responding to the secondary out-of-balance current has 
a perfectly free path through the primary winding of 
the phase concerned and the two line wires; the other 
two phases are not affected by the out-of-balance current. 


(T'o be concluded.) 
—— —— 
AN AUSTRALIAN POWER SCHEME. 
By H. M. S. 


A sPECIAL supplement to the /ndustrial Australian and 
Mining Standard, entitled Power for Victorian In- 
dustries, has been sent to the writer for review, but a 
review in the ordinary sense of that word is hardly 
appropriate to a publication evidently designed to in- 
form the Victorian public of the plan for the provision 
of electrical energy for Melbourne and other towns. 
and to raise some interest which may later display itself 
in a practical form. 

The scheme is that known as the Morwell brown coal 
scheme, which has been mentioned in various ways in 
Australian contemporaries and in these pages for some 
time past. The plan was drawn up by Mr. C. H. Merz, 
specially engaged by the Victorian Government. It has 
the particular interest of combining coal production 
with the supply of electrical energy. and shows what can 
be done where one is so fortunate as to have a clean slate, 
with no vested interests to conciliate or acquire. 

Melbourne finds itself near the limit of its present 
power houses. The Government wishes to develop hoine 
industries, and has appointed а body of Electricity 
Commissioners first to advise on, and later to carry out, 
the necessary power supplies, as well as to control elec- 
tricity undertakings generally in the State. 

At present the State depends for its fuel on coal 
imported from Newcastle, N.S.W., the price of which 
has risen greatly of late years, and the supply of which 
has been irregular lately as the result of labour troubles. 

So the Electricity Commissioners studied the possible 
sources of power supply. There are some water powers 
in the State, but they require heavy expenditure to 
develop, and the works will take a long time to execute. 
Recognising that these resources тпау be of future value, 
they have determined that the readiest plan which will 
give early results is to utilise the very large beds of 
brown coal at Morwell, in the vallev of the Latrobe river, 
about 90 miles south-east of Melbourne, not far from 
the Gippsland main railway, and with a branch line 
off that already built to the coalfield. The coal lies 
in thick beds with an overburden of from 30 to ХО feet 
of alluvial, so that it can be worked by open quarrying. 
Both the overburden and the brown coal can be excea- 
vated by steam navvies or other mechanical diggers. 
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The conditions are not unlike those of the German brown 
coalfields at Fortuna and elsewhere, and the scheme pro- 
poses to utilise similar methods to those there employed. 
The coal is State property, and has been proved by 
borings to exist over a wide area. There are other 
thick beds below the top one above described, but it 
appears that the upper one will provide for a good 
many years’ working. The cost of quarrying this coal 
by such means is reckoned at only 2s. 3d. per ton. Its 
calorific value is low; indeed, as mined, it contains 
nearly 50 per cent. of water, but as Newcastle coal costs 
32s. 9d. per ton at the Melbourne wharves, the low cost 
will make up for low heating value. From a number of 
calorimeter and boiler tests, it is estimated that it will 
take 2} tons of this coal (air dried down to about 20 per 
cent. moisture) to equal one ton of Newcastle coal, when 
burned in properly-designed boilers. It is not clear 
from the description whether the method of firing has 
been settled; briquetting and powdering are both men- 
tioned. Powdering should be a fairly cheap process; 
briquetting will probably be used, as it is in Germany, 


to make some of the output suitable for transport, for 


ordinary use. It appears, indeed, that the idea is to 
make Victoria independent of its neighbour State for 
coal supplies. 

The power house at Morwell has been designed by 
Messrs. Merz & McLellan for an output capacity of 
50,000 kW at its first stage, with turbo-alternators 
generating at 11,000 volts, to be stepped up to 132,000 
volts to the duplicate overhead transmission lines to 
Melbourne. 

It is estimated that the energy can be delivered to the 
20,000-volt distributors in Melbourne at about three- 
fourths of the present cost from the existing stations 
there using Newcastle coal. 

The whole scheme involves much more than has been 
described. It will be necessary to build а new town at 
Morwell to accommodate the miners and other employés, 
and plans for this modern industrial town are in course 
of preparation. The country appears from the descrip- 
tions given to lend itself to real garden city conditions. 
It is undulating, with а considerable river, and sparsely 
inhabited. It was, when first explored, well wooded, 
but the not very successful attempts at settlement for 
sheep raising brought about the destruction of the 
forests. 

Besides supplying the power house and briquetted 
coal for general use, it is hoped to distil some ot the 
output for the production of oil, tar, sulphate of ammo- 
nia, &c., and gradually to develop a chemical industry 
based on these by-products. 

The future development of the water power elsewhere 
is evidently linked up with irrigation and the fostering 
of agriculture. 

It will be noted that the scheme means a considerable 
amount of nationalisation, but under all the circum- 
stances, this may possibly be the only method by which 
such a far-reaching combination of objects of public 
interest can be made effective. The fact that there are 
no private interests to be compensated or conciliated is 
favourable to State enterprise. Development of a 
country with great potential resources, and a very sinall 
population, is something like afforestation; it takes a 
long time to become actively remunerative, longer than 
the private investor can afford to wait for returns. A 
Government can take longer views and plan for future 
benefits. | 

The publication gives a good deal of interesting his- 
tory of the early exploration of this part of the State, 
and is written in a stvle to arouse enthusiasm and hope. 
It will be very pleasant to hear that the scheme is work- 
ing out according to plan in all its phases. 

When it is remembered that the population of the 
whole of Australia is about that of the Administrative 
County of London, and its area over 1,400,000 square 
miles, вау, twelve times that of the United Kingdom. 
it will be realised that the success of large schemes of 
industrial and agricultural development тау have a 
very important and beneficial result on the future of 
the British race. 


HOUSEHOLD MACHINERY AND THE 
HOUSEWIFE. 


By MARY GWYNNE HOWELL. 


Тнк average English housewife is too new to the wonders 
of electricity for general household purposes to make a 
whole-hearted bid for the all-electric house unless she 
can be quite convinced that the equipment is going to 
prove an all-round blessing. She ''trembles on the 
brink," having been pushed that far by the overwhelm- 
ing burden of housework performed by human labour, 
old-fashioned methods, and the lack of doinestic help. 

Yet she is fearful to avail herself of the wonder-work. 
ing appliances she sees on every side, for several reasons. 

1. The apparent high cost scares her. 

2. She knows nothing of mechanism and fears to 
experiment. 

J. Shop demonstrations are given under conditions 
totally different to her home surroundings. 

These difficulties can best be dealt with by understand- 
ing the woman's point of view, and meeting her on her 
own ground. 

In all explanations it must be remembered that if 
the housewife is ignorant of the workings of machinery, 
on the other hand, she knows methods of housework from 
A to Z, and it is worse than useless to try and convince 
her that a washing machine, for example, plus a pail 
of hot water and an indiscriminate sprinkling of soap 
powder, is going to accomplish all her washing while she 
gets on with her other work! Such“ lore“ is fatal to 
the general adoption of machinery, since one disap- 
pointed housewife who spreads the news of failure has 
more influence on her friends and acquaintances than 
all the spectacular window demonstrations. The sellers 
of household appliances need the principles of house- 
wifery behind their teaching. 

As regards the cost difficulty, the average woman 
purchaser can be won over, if it is pointed out to her 
that if the original outlay is somewhat costly, this is 
practically the only cost, and the long-lasting results 
show it to be an investment which will repay the cost 
over and over again in the saving of time, energy, 
labour, and wear and tear, as well as money. This 
puts the matter in a fresh light, and gives the housewife 
а true idea of labour-saving appliances as an economy, 
not an extravagance. 

It is not altogether easy for one versed in mechanical 
lore to understand the total ignorance of the ordinary 
housewife on all matters pertaining to machinery, and 
therefore it does not occur to the salesman to give the 
necessary instructions to a would-be purchaser. А 
woman who buys a vacuum cleaner expects it to act by 
magic, aud if the magic fails she discards the machine 
as a poor thing, and goes back with fortified adherence 
to her brush and broom. Every time this occurs it is 4 
serious set-back to the electrical appliance trade. 

A summary of the teaching necessary for housewives, 
apart from detailed explanations of individual appli- 
ances, is as follows : — 

1. The directions supplied with a machine must be 
followed minutely. | 

Good results cannot be expected if wrong use and 
handling take place. Every detail of the instructions 
is important and should be faithfully carried out by 
the operator of the appliance. | 

2. The machinery must be kept in a condition о) 
absolute cleanliness, | 

Satisfactory service is impossible if the appliance 8 
clogged with dust or allowed to become rusty. 

3. The use of every appliance must be strictly con 
fined to ats own particular work. 

Unlawful use is a frequent cause of deterioration. 
A vacuum cleaner is not intended as a polisher of floors, 
hor is an electric iron designed for a door stop! 

4. Frequent oiling is necessary with all machinery. 

Unless some lubricant is applied to all the moving 
parts. the constant friction will result in scoring ал 
grooving, but a film of oil between metal faces 1n the 
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hinges, and around bolts and screws, will lessen the 
wear and tear to a marked degree, and consequently 
lengthen the life of the appliance. 

5. Great care must be taken of the connecting cord. 

It contains the wires that transmit the power neces- 
sary to operate the machine, and knotting or twisting 
this cord or any excessive wear on any portion of it 
will shorten its life and affect the usefulness of the 
machine. 

The faithful observance of these simple rules will in 
many cases guard against failure, and the housewife, 


thus fortified with knowledge, will be much more con- 


fident in her attitude towards labour-saving appliances. 

A word as to telling arguments for selling pur- 

poses. 
In the case of a vacuum cleaner, for example, it is 
possible to impress а woman favourably by explaining 
that the life of her carpets and rugs depends upon keep- 
ing them free from gritty dirt, which is ground into 
the pile by every pair of shoes treading on them. Grit, 
plus the tread of heels, is the most destructive combina- 
hon possible. From this the obvious deduction can be 
made and used as a text, t.e., a clean carpet has the 
longest life. | 

Having got the housewife to see the importance, from 
an economical point of view, of thorough cleanliness, it 
should not be a difficult matter to convince her of the 
superiority of the suction method over the brush and 
broom. 

1. It is more thorough. 

2. It is more sanitary. 

3. It is more economical. 

The possibilities of a washing machine properly used 
have already been dealt with, but since the use of such 
a machine makes it possible to wash sheets and table 
linen at home, it follows that the ''aftermath "' of 
laundry work (the ironing operations) call for equally 
efficient labour-saving appliances. For this purpose 
the merits of the roller ironer may well be extolled, 
since the speed and efficiency with which the ironing 
сап be accomplished with such a machine save hours of 
time and an immense amount of human energy. А 
seeming drawback to such a machine is sometimes 
pointed out in the fact that it cannot iron '' gathered "' 
garments, but as a matter of fact, it is quite possible 
to iron all but the actual gathers themselves in the 
machine, releasing the shoe just before these are reached. 
The arnount of hand ironing is thus reduced to a mini- 
mum. 

The investment idea will here again overcome the 
cost difficulty, especially since such large articles as 
sheets, counterpanes, tablecloths, &c., are priced во 
highly at the commercial laundry. 

The position in which the average housewoman finds 
herself to-day, obliged to play the double róle of mistress- 
maid, is in itself quite the most telling argument in 
favour of a general adoption of labour-saving equip- 
ment, and it should not be a difficult matter to overcome 
the prejudices and ignorance which are the chief stumb- 
ling blocka in the way. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved devices 
and apparatus, which will be published if considered uf sufficient 
Merest. 


і 


Ав Electric Conduit and Pipe Cleaning Device. 


So far no eflective method has been employed to blow down 
obstructions thoroughly in pipes, particularly electrical conduit 
that is placed in the walls or other positions during the con- 
struction of a building, and which is liable to become clogged 
ied the time that cementing or plastering is being accom- 

ed. 

А device has been patented in the United States, however. 
by Mr. E.G. CRHEUVREUx, Junr., of 710, Leonard Street, Brook- 
lyn, N.Y., and will probably be placed on the market in the 
bear future, that will, it is said, blow down any foreign matter 
U conduit, such as wooden plugs, waste, cement, plaster, and 


even icé, and on a test it blew through 900 ft. of conduit, 
around elbows, carrying before it all material in the tube. 
The principle of the device is concussion, and the tool itself 
is simple in construction, easily handled, and, it is claimed, 
safe. Conduit is usually provided with screw threads on the 
exposed ends to which fittings are screwed, and it is to these 
exposed threaded ends that the device is attached. 
ig. 1 shows а sectional view and details of the device. 
Through a longitudinal passage the firing pin passes and 
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Ес. 1.—A PiPE-CLEANING DEVICE. 


operates freely, so that there is no effective pressure unti the 
time desired. There is also a spring used on the firing pin, 
80 that it rebounds after discharging the cartridge. but this is 
not shown in the sketch. 

The device is operated as follows: Member (1) is screwed 
to the pipe, and this member can be made any size to suit the 
diameter of the pipe, and can be used on two sizes of pipes 
by means of reducers, and also on elbows or any fitting 
attached to the pipe. A blank cartridge (2) of .32 calibre is 
then placed in the passage (3) with its flanged end resting 
on the face of the passage. Member (4) is then firmly screwed 
to the latter, and a blow of a hammer on the knob (5) will 
explode the cartridge. The explosion in the pipe will cause 
sufficient pressure to blow out all foreign matter; if a single 
cartridge does not accomplish the work effectually, a second 
or even a third cartridge may be used, but as a rule it will 
be found that one will do the work. 


A New Brush Holder. 


Tur Corlett ELrFCTRicAL ENaiNEERING Co., Lro., Wilcock 
Street, Wigan, has recently placed a new brush holder on the 
market. The special feature of this holder (fig. 9) 1s that no 


Fic. 2.—Tur. " Parkir " BRUSH Hol. DER. 


pressure is put on to the brush until the top portion is held 


in position by the retaining pin on the end of the flex. In 
this way complete contact is ensured. No tools are required 
when changing the brushes, aud the spring is totally enclosed. 
The holder is known as the 


'" Parkir,”’ 


A New Belting. 


Messrs. ESSRNHIGH., Bros., 27a, Green Street, Warrington, 
have sent us particulars of a new type of belting which they 
are manufacturing. This belting, the S.N.1 Patent Link V 
Belt.“ is intended for high-speed drives of all kinds. The belt 
is made up of leather links connected by small metal links. A 
brass bush runs right through each connecting point, and thus 
the strain is taken off the leather. These brasses are retained 
by small screws sunk into the substance, there being no pro- 
jections at all. The links have an air space in the centre, 
which, it is claimed, effectively cools the brasses when the belt 
is in use. 
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The Agraf Switch. ГА 

We-have received а sample of a new type of switch intro- 
duced to this country from Germany by Mr. T. M. SUMMERS, 
8, The Mall, W. 8. This is a three-position switch of very 
compact design. The base, which is of porcelain, has a raised 
centre with four steps—three contacts and an off position. 
The operating knob and contacts are contained in a domed 
porcelain cover, and are assembled as а part of the cover. The 
spring beneath this contacts serves also as the cover's retaining 
spring, and the cover instead of being screwed on to the base, 
as is usual, is held by two sinall brass projections which slide 
into slots in the cover. Correct ‘alignment is obtained by 
means of a steel pin which. enters the centre of the base. 
The switch is very neat in appearance, und, so far as can be 
judged, likely to prove efficient, and it is unfortunate that it 
is not a British invention. The sample is rated at 6 A, 125- 
250 V, but larger sizes are being made. 


The Dictograph " Telephone Junction Box. 


We reproduce an illustration (fig. 3) of the new Dicto- 
graph telephone junction box, which has now been placed 
on the market for the first time by DICTOGRAPH TELEPHONES, 
Ap., Aurelia Road, Mitcham Road, Croydon. 

For many years this box has been successfully used in the 
* Dietograph ” telephone installations, by some of the biggest 
engineering concerns in the country. but it can also be used 
for other apparatus which employs multi-core cable, such 
as annunciators, and large systems of bell indicators for hotels. 

The chief feature of the box is that all connections are 


Fic. 3.— THE DictoGrarH JUNCTION Вох. 


soldered. Each lug, made of heavy tinned wire, will take 
three conductors, and each junction box three or four main 
cables. There is ample room behind the base of the box to 
lace and form the cable, and when fixed to the wall, the 
cables are entirely hidden, only the soldered ends and colour 
code being visible from end to end. The box is completely 
enclosed in а hard-wood cover which can be obtained in a 
variety of finishes to match the furniture of the room in 
which it is placed. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No lettsr can be published 
unlots we hace the writer's name and address in our possession, 


Self-synchronising Rotary Converters. 


In answer to 1.500 KW's " letter, I bave attempted the 
following elementary explanation of the self-synchronising of 
а rotary converter, 

The problem is this: We must get a synchronous motor 
(for a r.c. viewed as an a.c. machine is really а synchronous 
motor) up to synchronous speed, while we have at our dis- 
posal a 3-phase supply of constant frequency and voltage. 

We cannot, of course, apply the working voltage directly 
across the slip-rings of the machine while at rest. This would 
he equivalent to shorting the supply through the rotary arma- 
ture. But we could easily apply the same voltage to the ma- 
chine, if we put in series with the armature a suitable choking- 
сой; all the supply e.m.f. being taken by the choker and none. 
cr practically none, by the armature itself. If, now, this 
choking-coil—T аш at present considering one only of the three 
phases of the machine—be in the shape of the stator-winding 
of an induction motor, which will start our rotary, во much 
the better. 

Again, this starting induction-motor has a lesser number of 
noles than the rotary, i.e., its synchronous speed is higher 
than that of the rotary, so that the machine is bound to pass 
through its synchronous speed while accelerating. 

How will it stop at that particular speed? Thus: Consider 
for а moment the rotary as a shunt d.e. generator. When 
speeding up it tends to excite, quite an appreciable field being 


maintained. We have, therefore, again our synchronous motor 
coming up to speed and having a strong field as well. 
At the particular instant when it is exactly in synchronism 
with the supply, the well-known strong torque of the 
synchronous motor comes into play and keeps it there. 

The induction motor being now rid of almost all its load, 
the supply current falls down to that value which will suit 
the synchronous motor (i.e., the rotary), and the voltage across 
the former diminishes and-is simultaneously transferred to the 
rotary armature. A further reduction can be made Ьу. adjust- 
ing the rheostat in the rotary field-circuit, when the induction 
motor can safely be shorted out of circuit. DN 

Qur rotary is now straight across the supply and running at 
synchronous speed. | 

The above explanation is, I repeat, very elementary, but, 
I hope, clear enough to suit its purpose. | 


M. L. C. 
August 18th, 1921. | 


In reply to “1,500 kW” re the “self” sychronising 
rotary converter, may I, without the aid of elaborate vector 
diagrams апі calculations, submit to him the following 
theory, which is true for all numbers of poles and phases. 

Consider N. S,, in the figure, to represent a two-pole re- 
volving field. produced by the stator supplied with 3-phase 
current. N, S. will not, of course, actually be salient polea 
as indicated, but will be ^' polar. regions.“ N.S, will represent 
the two actual salient poles of the rotor. At the time of 
starting the speed of the rotor is much below that of the 
stator field N,S,, and consequently much below that of syn- 
chronism. At the speed of synchronism, the speeds of NS, 
and N. S. will both be equal, and one is at rest with respect 
to the other. Imagine the whole to be given a backward 
rotation equal to the speed of synchronism so that NS, will 
be brought to rest; however, at starting. N,S, will move in 
the direction of the double arrow А with synchronous speed 
when it first starts from rest, and as the rotor body gains 
speed in the direction of the single arrow B, so the imaginary 
backward motion of N.S, with respect to N,S, decreases. Ая 
the poles N. S. sweep by the polar regions of the stator, N,S,. 
the former experience an alternately retarding and accelera- 
ting torque by the Jaws of simple magnetism—“ unlike poles 
attract, like poles repel." Hence, superposed on the driving 
torque—due to the prime mover or induction-motor-action, 
according to the type of machine and method of starting 
we have an alternating torque caused by the fact that the 


, 


№; 


S, 


A = Relative direction of rotor-field before synchronism is reached. 

B — Actual direction of rotor-body given by prime mover. 

N,8, is always at the speed of synchronism, but is at rest in the diagram bv 
assuming the whole is rotated backwards ас synchronous speed. 


rotor has well-defined poles. So long as the speed falls well 
helow that of synchronism, the effect of this alternating 
torque is slight, as each half-wave of torque is of short dura- 
tion and the corresponding impulse (mean torque X time) is 
not enough to affect the speed materially. But as synchronism 
is approached, the impulses of these alternating toraues have 
longer, i.e., slower periods, and therefore increase in value, 
and oscillations are imposed on the uniform rotation of the 
rotor. Finally, at a certain speed just a little below synchro- 
nism, the impulses become powerful enough to jerk the rotor 
field into step (synchronism) with the stator, and after that 
synchronous rotation is maintained. 

The residual magnetism of the rotor field is sufficient to 
cause à machine to pull into synchronism, but, unless Dr. 
Rosenberg’s series motor method is used,* it is easy to see 
that N.S, may be reversed by induction from a strong №, 
and the rotary will come up with the wrong polarity, neces 
sitating the well-known ‘ pole slipping." 


W. T. P., Wh. Ex., Student I. E. E. 
August 10th, 1921. | 


L.C.C. Tramway Car Design Competitlon. 


It will be remenibered that about a year ago the L. C. C. 
tramway authorities organised a £1,000 car design competi- 
tion. The fact is kept fresh in one's memory by the articles 
recurring in the lay papers, ridiculing those unwitting enous 
to have paid the necessary two guineas. 

J x RE 


* NorE.— For Dr. Rosenberg's method of starting "nl 
chronising rotaries, see I. E. I. Journal, Vol. II, p. 77 (1913). 


-————Á—— 
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“Sardine Tin " tramcars, &c., are doubtless entertaining 
to the ignorant; that the misguided entrants are either humo- 
rists or lunatics is comforting also to the reader—an '' official ” 
of the L.C.C. said so (lucky for him he was debarred from 
competing)—and note that these scurvy diatribes are the 
only official statements that have been published; no 
rational report to a technical journal, upon those designs 
which show that the designer to have understood the techni- 
calities and shortcomings of his subject, and made an en- 
gineering attempt to improve it. 

Here 1t should be stated that to comply with the conditions 
of competition required а knowledge of mechanics, also draw- 
ings costing anything from £20 to £60. 

Then why this Judas attitude of the L. C. C.? The fact is, 
officialdom's sold its soul (and the competitors) for that 
£1.000. 

Finding, what their technical advisers should previously 
have known. that mere mortal could not by magic improve 
that which is the product of a dozen, at least, independent 
specialists, they repented of the £1,000 offer. But certain 
gentlemen, influential in the tramway world. having reason 
io know, cast certain doubts upon the honestv and even the 
legal tenabilty of their position. 

So why not smother criticism by appealing to the readers 
of Puck with Sardine Tin " tramcars, complete with tin- 
opener; picture them an orange box on four scullery boiler 
covers, motored from a cat's interior scratched backwards on 
a revolving broom. Never mind immolating the few inno- 
cents on the pyre of contumely. 

The L. C. C. says many " entrants were either humorists 
or lunatics; the insult applies to all. Т say some tramway 
undertakings (or is it overtakings?) are unscrupulous and 
heartless. Let the L.C.C. if the cap fits | 

B. Lloyd Price. 


Newport (Mon.). 
August 17th, 1921. 


Country House Lighting Plant. 


Having read Mr. H. R. Taunton's interesting article on 
Automatic Lighting Sets." T am surprised to see no mention 
of a type made by the Kohler Co., of America. So far as 
T remember the main details are as follows: The petrol fuel 
is vacuum fed from a tank sufficient to last over a month. 
There is no lighting battery, but a 12-volt battery is used to 
automatically start the engine as soon as the first lamp is 
switched on, and when the last lamp is switched off the engine 
automatically stops; hence no power is wasfed. 

Р. Р. Roberts. 


Hertford. 
August 16th, 1921. 


Trade Cards and Trade Discounts. 


The letter from Messrs. Allen & Son, of Gravesend, in vour 
issue of July 29th, to my mind opens up & very big subject. 
It is not possible to stop a dishonest person from using, say. 
a traveller's visiting card in order to obtain a trade discount. 
This, however, might be minimised if the trade as a whole 
would resolve what firms or persons should be entitled to 
trade discounts, say, not without an official order or its 
equivalent. There are trades where no discount is allowed 
eren to the larger firms outside their circles, an agreement 
having been arrived at in the particular trade and rigidly 
adhered to. The engineering trade as a whole. however. as 
far as mv experience goes, makes no inauiries from the pur- 
chaser if he seems to have a knowledge of the discounts when 
purchasing. 

‚ 1 came up against this matter only a few days ago. An 
Inquiry was received from two electrical firms; a quotation 
was sent to each. identical in price: the order was received 
from one and a letter from the other grumbling because we 
had stolen his customer. This makes things very awkward. 
ence was not meant, and T considered myself a victim of 
circumstances, as I have little doubt that my competitors 
quoted on the same lines. 


August 16th, 1001. 


Interested. 


A Synthesis of Production. 


I do not know to what extent the varions manufacturing 
companies have developed the system of recording the pro- 
cress through the factories of the various orders which they 
receive for their standard nroductions. 

I believe that a carefully organised progress department 
could serve two very valuable purposes. First. to prevent 
material. upon which considerable sums of money have been 
dnent. lving about the shops which are waiting for some. pos- 
“bly small, piece of mechanism from another denartment. 
Here. Т would sav, that shop manasers, shon foremen. and 
shon clerks are all тегу human and it is to expect more from 
ordinary human nature than is just, to expect the man in 
charge of one department to chase round into another depart- 
ment and collect the small parts of a machine necessary for 
completion. The head of a department might вау that he 

ad enough to do to keen yn Р: autput without worrying any- 


body else in the factory. Very often the delay, say. of & 
month, could be occounted for by the waiting for these 
additions necessary to complete the order. 

The other point which I think a progress department would 

bring out to the advantage of any manufacturing concern 18 
coherence in delivery dates. It is extremely difficult for a 
head office which is directing the affairs of a company to 
keep track of all promises of delivery given. Experience shows 
that, day by day, the sequence of delivery has to be modified 
on account of relative urgency of different orders, and some 
very valued customer might find that his requirements bad 
suddenly developed an urgency that was not apparent when 
he placed his order, and be would naturally get in touch with 
{һе head office of а company to know whether his order could 
not be pushed forward, and this 1s one of the occasions on 
which a good progress department could supply the bead office 
with all the data. For every order or part of an order should 
be booked out from one department into another by the shop 
clerks, and it would be possible for the progress department 
of the factory to give the head office the exact history of that 
order, as to where it stands and the possible date of its com- 
pletion and, at the same time, give the head office the neces- 
sary information as to what orders stand in front of that 
particular one, and will occupy the machines in advance of it, 
so that the head office could then give instructions to the 
factory as to which order should take precedence. 
. It should be borne in mind that the progress department 
would have a necessarily more comprehensive view of the com- 
pany's interest rather than that of the factory which is mainly 
concerned with production pure and simple. 

I think it is possible to organise. at comparatively small 
cost, a progress department dealing with all orders received by 
any factory. In such а way the actual position of any order 
could be ascertained in a few minutes and definite instructions 
could be received in & factory, conditioned by the knowledge 
of any of the company's interests as & whole, which is more 
likely to be held in the head office than in the factory. 

In every complex form of manufacture, even with the most 
carefully thought out scheme of mass production, either 
stock orders on factory orders must come through from one 
department to another and во on to another, and with а care- 
fully organised progress department all this information could 
be given on the telephone from the factory to the head office. 
Thse two points which I am advocating, the ordered sequence 
through a factory of materials for production (eliminating the 
cost of half-finished materials waiting), and the power con- 
ferred on the head office to give a reasoned date of delivery, 
would be safeguarded. | 

Human nature being what jt is, I venture to think that 
customers are likely to be pleased rather than otherwise at 
receiving a date of delivery based on the whole effects of manu- 
facture rather than the cheery optimism that is sometimes 
evinced in dates of delivery given by those who hope for 
the best. 

n. P. 


August 18th, 1921. 


Carpets and the Electric Suction Cleaner. 


T have read with interest the article оп vacuum cleaners, 
and as an engineer who has spent many vears in this particular 
line, I would like to point out to your correspondent (who 
appears to favour a foreign machine) that a machine that is 
properly designed will, withont the assistance of a brush, take 
practically every morsel of dirt out of a carpet. 

Now. he is an expert on carpets, and in his position wishes 
to safeguard his antique carpets. T am an engineer with wide 
experience of vacuum cleaners. Will your correspondent be 
interested enough in his property to allow me to give him the 
benefit of my experience, and, if required. take actual testa 
in his carpet store? I will then prove to him that: (1) The 
best vacuum cleaner on the market is British: (9) has no 
brush; (3) runs at a lower speed than any other machine (and 
has in consequence a longer life): (4) is more robustlv made 


* than any other machine, and is, therefore, а sounder proposi- 


tion than competitive machines; (5) that all parts are stan- 
dardised and interchangeable; (8) that soft-hair bristles are 
not powerful enough to depress a carpet that is lifted by 
powerful suction: and hard bristles do take the pile off a carpet. 
Trusting that T may have the pleasure of meeting Mr. Kemp 
in the near future. 
б. М. Oates. 


Tondon, S.W. 
August 22nd, 1991. 


We have read with interest the article appearing in vour 
journal under the heading of Carpets and the Electric Suc- 


tion Cleaner." To апу person connected with the electric 
suction cleaner business it is obvious to what partichlar machine 
the writer refers. So why not state the name— Hoover.” 


The so-called tests which the writer claimed to have snb- 
mitted his delicate oriental carpets to, apnear altogether too 
vague to be convincing. He mentions “ this simple addition 
of a motor-driven brush to a powerful suction cleaner ” (the 
italics are mine). The machine in question, like all the Ameri- 
can-produced cleaners, has not a powerful suction, and nnless 
it were fitted with a brush, to incorporate the old-fashioned 
E 
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idea of beating and sweeping, the suction would not be suffi- 
ciently powerful to take up even the surface dust or dirt. 

There is no misunderstanding respecting the fact that motor- 
driven brush machines extract the pile of the carpets 
cleaned. Most people are well aware that there is always а 
certain amount of loose pile on а new carpet which has to 
be taken off by whatever cleaning method is employed, but the 
users of vacuum cleaners are beginning to appreciate the fact 
that they are destroying their carpets when they find that 
they always extract pile or nap, even after constant use of a 
motor-driven brush machine. This is readily proved by an 
examination of the contents of the dust bag. 

Embedded grit or dust extraction from any fabric is purely 
& question of suction, but that suction must be sufficiently 
high to loosen and pull the dirt out of the fabric. 

It is possible to obtain electric suction cleaners. which are 
solely suction cleaners, and not a combination of а vacuum 
cleaner and a broom—machines which have ample suction 
to extract all the embedded grit and dirt out of any fabric 
without brushing out the pile or nap. 

A recent test, carried out in one of the most efficiently 
equipped research laboratories in the world, proved that the 
Magic suction cleaner—no brush—extracted within five 
minutes 97 per cent. of the dirt from a saturated carpet, 
against 61 per cent. extracted by an American machine. 

Yet intending purchasers.of cleaners should well consider 
the different merits of the various machines available prior to 
purchasing, bearing in mind that carpet cleaning comprises 
only one of the duties of a suction cleaner. Hanging tapestries, 
chairs, beds, book-cases, pianos, and stairways, &c., have to be 
cleaned, and there are various machines that have to rely 
upon suction alone, and this is where the American vacuum 
cleaners fail, because they have insufficient suction to operate 


efficiently. 
Magic Appliances, Ltd. 


London, S.E. 1. 
August 22nd, 1921. 


Flickering Light. 


I have read with some interest the report on Factory 
Lighting, with its suggestions as to.the production of flicker- 
ing and uneven light. 

Also I noticed at the British Industries Fair, Birmingham, 
our principals’ stand was supplied with a very flickering 
light. On inquiring the reason of this, I was informed it was 
due to the supply being at 25 periods in that part of the Fair 
buildings (other parts were supplied with d.c.). | 

Now I see that 25-period supply is to be standardised in 
the Birmingham and Shropshire and Worcestershire power 
area, and this makes me wonder if lighting is to be on the 


25-period system, and whether this will be suitable for factory 


lighting. Speaking personally, I found it highly fatiguing 
and discomforting at the Fair, and would rather have oil 
lamps in my home than this. | | 

You will understand that I am not an electrical engineer. 
and this is my first acquaintance with a 25-period lighting 
supply. Ї am a constant visitor at а colliery where it is used 
for power, but they have a separate d.c. lighting circuit, and 
say their a.c. supply is unsuitable for the purpose. 


L. R. I. 
August 19th, 1921. 


Accumulator Froth. 


I have noticed that wher a celluloid accumulator has been 
placed on charge for two or three hours a froth oozes through 
the vent plug. | 

This never happens with accumulators other than of the 
celluloid type. The accumulators are always charged at the 
rate specified by the makers. Could you please tell me the 


reason? 


| Curious. 
August 17th, 1921. 


Testing and Repairing Magnetos. 


On the subject of magneto repairs in your issue of August 
19th. I quite agree with Mr. Perry that there were Service 
men who did not have the slightest idea of testing or repairing 
з magneto. But I saw quite good repairs carried out by 
Service electricians. The repairs consisted of testing, re- 
winding. re-magnetising, drawing off and fitting new slip- 
rings and ball-races, &c. After the repair, the parts were 
tested, and the whole assembled and run at various speeds, 
and the timing was checked before being passed out of the 
shop. An electrician when out with a repair lorry was only 
provided with а pair of pliers, a roll of adhesive tape, a screw- 
driver, and a few tools borrowed from the fitter'a kit, eo he 
could not do much away from the shop in any case. 


J. H. Owen. 


Ruabon. 
August Ack, 1921. 
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I quite agree with all the remarks of Mr. J. Perry on thia 
eubject, particularly those about ex-Service electricians. My 
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experience is that the only magneto repair ever done by a 
Service "' electrician " was to take off the magneto, scrap it, 
and replace it with a new one. I am quite satisfied that there 
are one or two firms which have a good system of dealing with 
repairs, but they guard it as a trade secret," and think it 
is to their advantage to do во—ап. idea which has been 
exploded long since in other branches of electrical work. 
Surely this lack of knowledge (or apparent lack) on one ot the 
most every-day matters in the electrical industry is a disgrace 
to this industry, which prides itself on having applied scientific 
methods and theoretical principles to its practical work more 
closely than any other industry. 

The only way in which this can be cleared up is by every. 
body placing on record the best methods, tests, machines, and 
materials he has used or seen used; it should then be fairly 
&mple to pick out the best of these good methods, and as 4 
result everybody would benefit. | 

Would Mr. J. Perry let us have a sketch of the infallible 
race puller '" he mentions? 


| Mag. 
August 20th, 1921. 


Oil Consumption and Prices. 


The writer has been specially interested in the letters con- 
tained in your issues of July 29th, August 12th and 19tn, re- 
ferring to Oil Consumption and Prices.” 

As no mention has yet been made of the consumption of vil 
in high-speed steam engines, perhaps the following informa- 
tion will be interesting to readers of the ELECTRICAL Review. 

At a neighbouring colliery a 400-kW high-speed steam engine 
has been running practically continuously for eighteen months, 
always up to load and very often 25 per cent. overloaded, and 
during this time has used 50 gallons of oil. The temperature 
of the oil has never exceeded 110 deg. F., and the engine has 
required no maintenance attention whatsoever. With the 
capacity of the engine in kW as 400 and the kWh generated 
per week as 67,200, we find the oil consumption to be. 0000097 
gal. per kWh generated. 

On comparing this consumption with those mentioned in 
your issue of the 12th inst., it is аб once seen to be exception- 
ally low—almost incredibly so. The result, however, is ob- 
tained by the introduction of a recently patented cil-cooler 
working in conjunction with the engine. This cooler is also 
adaptable to steam turbines and internal- combustion engines 
fitted with forced lubrication. 

Robert Scott, 


The Economy Ой Cooler бо. 


Swansea. 
August 22nd, 1921. 
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The E. P. E. A. Schedule and Economy Stunts 


The insistent craze for economy, which is so prominent & 
feature in public life at the present time, is doubtless the in- 
evitable aftermath of the orgy of expenditure during the war. 
The necessity for retrenchment in every direction in which 
such can reasonably be accomplished is obvious, and тові 
people are awake to the fact that the spendthrift habite ac- 
quired in recent years must necessarily be replaced by those 
of greater prudence. 

Unfortunately, to many minds economy is synonymous with 
low wages. The more or less drastic cuts in the remunera- 
tion of employés, which have been, and are being effected, 38 
evidence of this point of view. Wages must come down 
is preached to us from the pulpit of the.Press; shrieks at us 
from every hoarding. 

As with wages, so with salaries, and it would be too much 
to hope that the ‘‘ emoluments of the technical staffs in the 
electricity supply industry should escape the prevalent epi- 
demic of economv. 2 

In point of fact, there have been two recent determined 
attempts to effect а radical reduction in staff salaries and to 
throw overboard the E. P. E. A. Schedule, viz., at Dover and 
Perth. In both cases, thanks to the resolute front shown by 
the members of this Association, the move was successfully 
countered. | 

It is well known, of course, that the Schedule includes s 
sliding scale for the periodical adjustment of salaries accord- 
ing to the Government figures for the cost of living, but tbis 
provision evidently was not sufficient to satisfy the voracious 
appetite of the Hotspurs of economy, whose zeal for retrench- 
ment rendered them oblivious of the fact that they had but 
recently accepted and approved of the Schedule as a fair n 
eatisfactory scheme. . 

Although victory has favoured the cause of the intended 
victims of a coup de main in these two instances. there is litt 
doubt that, despite the object lessons of Dover and Perth, other 
attempts will be made to upset the Schedule, either openly or 
in ways that are less obvious though none the less dangerous 
In every case, it is the firm intention of the E. P. E. A. to теў“ 
by every means in its power. It is determined to mainta 
unimpaired the ''Bill of Rights" which has received yi 
approval of both sides of the National Joint Board. and whicb, 
with very few exceptions, has been accepted by every under 
taking in the Kingdom to which it is applicable. 
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А significant feature of the attacks made on the Schedule 
bas been tbe complete disregard shown by the aggressors for 
the machinery erected for dealing with all matters pertaining 
to the ealaries and working conditions of technical engineers, 
that is. the District Joint Boards. It is no secret that the 
E.P.E.A. pins its faith to Whitleyism as the best existing 
means for the preserving of peace and the securing of justice 
in industry. Whether Whitleyism will be the ultimate solu- 
tion of the problem is a matter for the future, but until a 
better eystem is devised, the Association will refuse to coun- 
tenance any attempt to short-circuit or to ignore the estab- 
lished tribunals for the consideration and settlement of 
grievances and disputes. It consistently adheres to constitu- 
tional procedure itself, and it expects others who are parties to 
and are represented on the Joint Boards to do likewise. 

In the event of an undertaking desiring a variation in the 
interpretation of the Schedule owing to particular circum- 
stances, its proper course is to lay its views before the D.J.B., 
when due weight will be given to any arguments brought for- 
ward and a fair decision arrived at after careful consideration 
of the case. The Board exists for that purpose. To resort to 
arbitrary methods and without reference to the body con- 
stituted for the deciding of precisely such cases is to revert to 
the chaotic conditions prevalent in the bad old days before the 
idea of Whitleyism had taken coherent form. 

It is to be hoped—though one must be careful not to be over- 
sanguine—that the exemplary lessons of Dover and Perth have 
been duly noted and taken to heart by all other undertakings, 
and that there will be no further attempts at similar high- 
handed and unconstitutional action. 


Should such unfortunately occur, the E.P.E.A. will be found 
no more disposed to take it lying down than it has already 
shown itself, for it is after all very much like the cat, which 
is un animal méchant; quand on l'attaque, il se défend.” 


W. Arthur Jones, 
General Secretary, 
Electrical Power Engineers’ Association. 
London, S.W.1. 
August 19th, 1921. 


The Electrical Trades Union and Non-Union Labour. 


It is amusing to read in your current issue of the latest 
edict uttered by the London Executive of the Electrical 
Trades Union, placing & ban upon the connecting up of in- 
stallations in buildings wherein the employés are not trade 
unionists. 

Do they really think the whole community is going to bow 
down to them and obey their laws? In these days of slack 
trade and widespread unemployment, it is no time to clog 
the wheels of industry and hamper trade as these dog in 
the manger ' followers are attempting to do. 

The obvious solution to the present dilemma would be for 
Stepney Corporation's engineer to order his men to make. 
the necessary connections, and should the chosen few 
refuse to obey orders, there are plenty of non-union men out 
of work who will be only too glad to take their places. 


Non-Union. 
August 15th, 1921. 


POWER FACTOR.—I. 


By E. W. DOREY, A. M. I. E. E. 


INCREASING attention is being given by the engineers of 
supply undertakings to the improvement of power factor, 
but until such time as the supply undertakings in general 
adopt a tariff which incorporates some form of charge 
on a kVA demand basis the installation of apparatus 
for the improvement of power factor will not be given 
the attention which it merits. | 

It is а generally accepted fact that the power factor 
of the load is the concern of the consumer, and is con- 
trolled by the consumer, therefore logically the consumer 
should improve the power factor, but in turn should get 
some benefit by way of reduction of the bill for improving 
the power factor, and thereby reducing the КУА demand. 
Again, it is obviously the correct thing to effect the 
improvement at the source of the trouble, viz., the con- 
sumer's load. 

The supply of cheap electrical energy is vital to the 
interests of this country, and to obtain this we must 
have the maximum of economy in working. The link- 
ing-up of power stations and the construction of super- 
stations are all working to this end, but it is doubtful 
whether sufficient consideration is being given to the 
question of low power factor. The maximum economy 
of working cannot be obtained unless the general power 
factor of the system is high. 

The power factor of the station may be high—even 
às high as unity—but it does not follow that, so far as 
power factor is concerned, the maximum economy is 
being obtained, and to illustrate this point a simple 
example will be taken as follows:— 


POWER STATION 
1950 KW. af 550"; P. F. Lag. 
2030 KV A 


3 $n KV A 
590 KV A 4 2 
1000 K V.A. 
RO KW at o. PF Lead 
Rotar; Converter $ub.Slation fa | 
800 KW at 80% 350 KW at r 
PF. Lagging РЕ Lug 


Fia. 1. 


lt will be seen that the load of the power station in 
both cases is identical, but with conditions as in fig. 1, 
although the power factor of the station 18 96 per cent. 
lagging, maximum economy, во far as distribution is 
concerned, is by no means being obtained. 

By the installation of , вау, statio condensers at sub- 


stations B and C to improve the power factor 
at these points to 89.6 per cent. lagging, and by running 
the rotary converter sub-station ‘‘A’’ at unity power 
factor instead of 90 per cent. leading (with reduced 
excitation losses), we get precisely the ваше result at 
the power station, but with obviously improved resulta 
on the distribution network as follows: — 


Ав А 1. Ав » 9. Sa P 
104. kVA VAS 
Load on power-station . 2,030 2.030 -— | 
Load on feeder (1)  ... ae 890 800) 90 
Load on feeder (2) 1.000 893 107 
Load on feeder (3)  ... E 500 391 109 
Totals: 1, 2 and 3 ... 2,390 2.084 306 


If it be assumed that the system as figs. 1 and 2 is to 
be laid out to meet the respective conditions, then fig. 2 
would show the following saving against fig. 1 :— 

Reduction. 
Power-station switchyear capacity 
Distribution feeder capacity 
Sub-station transformer capacity 

To effect the improvement of power factor stated, 
assuming a frequency of 50 cycles and a normal medium 
pressure of supply would cost about £1,800, or in other 
words, the condensers would cost the equivalent of ap- 
proximately £6 per kVA of reduction in load. Again, 
there would be a very considerable saving in the running 
costs due to reduction in excitation losses of the rotary 
converter sub-station. (It is assumed that the losses in 


= T 


POWER STATION 
1950 KW. at 9605, P F. La 
2030 KVA. 


893 KVA. 


Condenser 


m E Condenser Xu 


800 KW at 8965 350 KW. at 69^. 
Lagging Lagging 


$00 AW at Unity Р.Е. 


Fig. 2. 


the mains would remain the same, as the section would 
be reduced in fig. 2.) 

An expenditure of £6 per kVA for power-station 
switchgear, feeder mains, sub-station transformers, and 
sub-station switchgear will not carry very far, and 
although an apparently unpromising example has been 
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chosen, it will be seen that the improvement of power 
factor would undoubtedly result in improved overa'l 
economy both as to capital costs and running costs. 

It is obviously impossible to disassociate capital costs 
and running costs, and power factor has an important 
bearing on both. The power factor meter at the power 
station gives no indication whatever as to the conditions 
on the distribution network, as will be seen from the 
example given above. It is essential, therefore, that to 
ensure а supply of electrical energy. at а low figure the 
problem of power factor be dealt with on а sound basis 
by keeping the power factor of the consumer's load at 
as high a figure as is reasonably possible. 


TI 


t 


A HIGH-RESISTANCE BREAK TEST OF 
SUBMARINE CABLE. 


Bx J. RYMER-JONES. 


Ix re high- resistance break test, based on both the 
measured resistance up to, and through, the break in 
the cable conductor, in combination with the observed 
capacity, the Rymer-Jones means of easily perfecting 
the balance adds considerably to the value of a dead- 
beat marine galvanometer for localising, at sea, the 
position of a high-resistance break, by the Rymer-Jones 
test; because it will be recognised that the better the 
coil is balanced, the more steady and comparable will 
be the capacity throws observed while the ship is pitch- 
ing and rolling.* 

In saying this, the writer wishes it to be understood 
that observations made from the shore (where every- 
thing is quite steady) with а loose-wire suspension ; and 
where the galvanometer can be made much more sensi- 
tive; and where, moreover, the consideration of balanc- 
$ng does not come in, will always be much more exact 
because the swing is comparatively slow, and therefore 
more easily read. Qn the other hand, on board ship 
the suspension must necessarily be very taut, and the 
throws comparatively quick and abrupt; so unless they 
are tolerably regular and the limit of each throw is, 
therefore, approximately known (i. e., supposing that 
the fault under test does not vary much) the true value 
of the throw cannot be read with absolute certainty ; 
and the number of reliable throws obtainable in a given 
time is considerably lessened. 

Moreover, an ordinary '' Kelvin astat:c galvano- 
meter, whose coils can be connected differentially, is very 
suitable for use on shore; for, although not dead-beat 
when measuring the conductor part of the circuit, it is 
very suitable for observing capacity throws. Indeed, 
it was with such an astatic galvanometer that the writer 
first made his tests when localising the positions of 
breaks, of very high and differing resistances, which 
gave the remarkably exact results as published in the 
ELECTRICAL Review of June 24th, 31st, and August 
7th and 14th, 1908, and reprinted in pamphlet form. 

At the end of the same pamphlet will also be found 
the effect of retardation in reducing the capacity throws 
below their true value, when observed through long 
lengthe of cable extending from the testing station to 
the broken end, which retardation has to be taken into 
account (according to the kind of galvanometer em- 
ployed) when evaluating, from the observed readings, 
the distance of the high resistance break. 

As the two balancing wires are at right angles 
to each other, and both pass exactly through the merh- 
'anical centre-line of suspension, altering the position 


J TOREM CHO En Re ТН ND M бызде Ез ыа 
* See Rymer-Jones' galvanometer and particulars of sus- 
pending, and balancing. the coil as explained in Patent Speci- 
fications No. 108,649, 19/8/17; and No. 117,088, 7/1/18. 
The galvanometer coils can be connected in series or differ- 


entially. 


of the threaded wire, to equalise the weights, вау, at 
the back and front of the coil, should not make any 
change in the degree of balance brought about by pre. 
viously adjusting the position of the wire intended to 
equilibrate the weights of the two sides of the coil. Con. 
sequently, one adjustment can be made immediately 
after the other. In other words, the two adjustments 
are quite independent of one another in their effect on 
the existing degree of balance. It is on this fact that the 
extreme simplicity and success of the balancing process 
depends; time is saved, and risk of damaging the coils, 
by unnecessarily frequent handlings, is obviated. 


HYDRO-ELECTRIC POWER IN FRANCE. 


PROSPECTIVE WATER-POWER DEVELOPMENTS. 


ALL the water power resources in France which are available 
for use in connection with the production of electricity are to 
be mapped and harnessed, and rendered serviceable where 
lacking and where it has hitherto been, and still is, furnished 
by steam power, or in certain cases even imported. This is 
the broad scheme of the Administration, the present situation 
being set forth in the accompanying map, fig. 1, on which 
the areas in which hydro-electric energy is generated are 
shown in circles (the sizes of which are proportional to those 
of the installations), and the areas in which electricity is 
generated by steam power are indicated by squares, similarly 
dimensioned. 

Arranged according to size, the existing water-power plant 
is as follows: In the south-east, a group of 2,500,000 h. p.; 
in the south-west, one of 800,000 h.p.; in the middle, a group 
of 700,000 h.p.; and in the east, a group of 500,000 h.p. 

The steam-driven plant is distributed throughout the 
whole of the north-west, with 600,000 h.p. at Paris, 300,000 
h.p. in the coal districts of Arras, 200,000 h.p. at Rouen, 


VERSEILLES LAME 


M Á 2 
UG i: kc, 


‘Fig. 1.—CENTRES oF PRODUCTION oF ELECTRICITY IN FRANCE 


AND THEIR ÍNTERLINKING N&TWORK. 


100.000 h.p. at Caen, 100,000 h.p. at Brest, 100,000 h.p. sí 
Nantes, and, by way of exception. 300,000 h.p. at Marseilles. 
The network of lines in the Government's programme 
link up all these generating stations, in order to obtain 
systematic utilisation of the whole of the water and steam: 
power resources in the centres of consumption, taking accoun 
at the same time of developments under way and the ide 
of securing the utmost continuity in working. The programme 
also shows how it is possible, in the ordinary way, to convert 
the steam stations into reserves and stand-bys, as well a8 
some of the water stations. " 
As a principal result, the consummation of the network wil 
tend to bring to zones wholly unprovided with energy—8n 
Paris is the biggest centre of consumption of the whole 
country—the energy available in the Alps and along the 
course of the Rhéne, besides utilising. within the bounds 
practical economy, energy generated by steam-driven pial 
in coalfields or by local waterfalls. Thus Paris, which 18 i 
km. from Arras, and about 500 km. from the principal 00 "i 
eastern centre of water-power production. may serv 
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from two quarters, according to the economic conditions of 
production of the energy. The scheme does not contemplate 
setting up an entirely new distribution network, but the 
provision of suitable section posts for the reinforcing of exist- 
ing networks serving consuming areas, with bold offshoots 
to the right or left. French technical experts thus intend. 
on one.hand. to facilitate the progressive extension of the 
networks already in existence in all districts contemporane- 
ously; and, on the other hand, avoid the difficulty of the 
parallel operation of power stations at great distances apart, 
and also general dislocation in cases of.overload at any point 
jo the network. There will thus be many high-pressure net- 
works and many at lower pressures, but the dangers from 
the crossing of mains will be suitably guarded against. The 
scheme for the utilisation of the power recoverable from the 
Rhóne, which is typical of the rest, is arranged in six groups, 
esch with its respective generating stations, as portions (fig. 2). 
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Юа. 2.—HyDpRo-ELECTRIC Power RECOVERED FROM THE RHONE. 


In the French portion of this river some 770,000 h.p. is ob- 
tained, of which more than 260,000 h.p. is got in the higher 
part; and over 100,000 h.p. in the Lyons and neighbouring 
districts. The first group, from the Swiss border to the 
Canale Saviére, hus three generating stations—Genissiat, 
206,000 h.p. capacity; Seyssel, 16,000 h.p.; Bourein, 46,900 
h.p., or & total of 265,900 h.p. The second group, from the 
Canale Saciére to Saóne, Belley No. 1, 22,225 h.p.; Belley No. 2, 
21,000 h. p., and Belley No. 3, 26,900 b. p., or a total of 70,125 
h.p. The third group consists of one generating station, 
Villette, of 38,325 h.p. capacity, and embraces the district of 
yons. The fourth group, from Saóne to the Isére. has five 
generating stations— Ternay. 18.200 h. p.; Vienne, 12,425 h. p.; 
St. Rambert, 40,425 h. p.; St. Vallier, 14,350 h.p., and Tournon, 
17,325 h. p., or a total of 102,792 h.p. The fifth group. 
from the Isère to Gardon, has six generating stations—La 
he du Gluc, 19,495 h.p.; Valence, 58,850 h.p.; Logis Neuf, 
30.100; Montelimar, 51.450; Mondragon, 70.175; Sorgues, 
35,325, а toal of 965,325 h.p. The sixth group, from Gardon 
the sea, has one station, Aramon, 25,375 h.p. The grand 
total of the Rhóne is thus 770.775 h.p. 
The technical method of division and crossing of the general 
redigi: will help the carrying ont of the political idea of 
aving the production of electricity to private initiative, stimu- 


for nuisance to which electricity aut 


lated solely by actual local requirements for industrial pur- 
poses, and controlled by the principles of strict economy. 


With neither industrial nor private initiative forthcoming to 


undertake the erection of generating plants, then the State 
will step in, as it has done in the war-devastated areas. The 
amount of coal that the scheme will save will be very large.— 
Ingegneria Italiana. 
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STATUTORY COMPANIES AND THE LAW 
OF NUISANCE. 


From a LEGAL CONTRIBUTOR. 


A RECENT case in the King's Bench Division will serve to 
remind those who carry on manufacturing processes in large 
cities that they are exposed to actions for nuisance. In the 
case in question, it was alleged that the defendants, a gas 
company, who had a coal conveyor at Wapping, had caused 
а nuisance in the neighbourhood by allowing coal dust to 
escape from their conveyor. They pleaded, in extenuation, 
that they did their best to cope with the nuisance and to keep 
the coal dust within its proper limits; that the air of Wapping 
could not be expected to be like that of a breezy moor. It 
was also urged that they had carried on business on the site 
where their works now stand continuously éver since the 
year 1823. One other defence was also put forward. It was 
suggested that the defendants were protected by the Public 
Authorities Protection Act, 1893. But it was in vainl. Mr. 
Justice Shearman held that a nuisance had been caused and 
that the defendants were liable to pay damages. 

This case appears to point a moral for electric lighting supply 
authorities who necessarily carry on the production of elec- 


‘tricity in crowded areas. If, in the course of their operations 


they create a nuisance, are they liable, and, if so, to what 
extent? They are not excused, by etatute, if they cause а 
nuisance. Their liability is the same as that of an ordinary 
manufacturer. 

There is one plea advanced on behalf of the defendants in 
the case just mentioned which is often put forward in these 
cases—namely, that the defendants had been in the same 
place and done the same thing for a number of years. But 
this is no answer to an action for nuisance. If Brown builds 
a house next door to Jones's factory, from which nasty 
odours, or disagreeable noises are emitted, it is no answer to 
an action for nuisance for Jones to say that Brown knew 
what he was in for when he came to the district. Similarly 
those who complained of the coal dust from this Wapping 
gas works: But there are certain pee forms of sction 

orities are exposed, and 
product which is generated at the station may do damage 
to premises and property far away. For example, side by 
side along many of the principal streets in the City of London 
there are laid electric mains, gas pipes, water pipes, and 
mains for the convevance of water under hydraulic pres- 
sure. When subsidences take place forces are let loose 
which begin to react one upon the other. Who is liable? 
Damage is sometimes done by the bursting of a gas main; 
the effusion of gas into an inspection chamber. and the in- 
evitable explosion. Is the gas company liable? 

We may refer to the case of the а Cross, West End 
and City Electric Supply Co. v. London Hydraulic Power Co.. 
which was decided in 1918. The Charing Cross Co. 
supply electricity in the City of London under a provisional 
order which authorises them to place their cables under the 
surface of the streets. They brought an action against the 
London Hydraulic Power Co., who have by statute the right 
to place in the streets of the City of London mains contain 
water at high pressure used to supply hydraulic power, an 
alleging that water escaping from these mains damaged their 
cables, and that it either escaped through the defendants’ 
negligence, or, having escaped, was a nuisance doing them 
damage, and they claimed damages. The defendants replied 
that they were not negligent, and that in the absence of 
negligence they were not liable, especially as they contended 
that the fractures of their mains were caused by subsidences 
due to the laying of the plaintiffs’ pipes. This case came 
before Mr. Justice Scrutton (as he then was). In giving 
judgment. on July 5th. 1913, he said that the hydraulic 
company had been guilty of no negligence either in their 
system or its working. This finding must. no doubt, have 
been gratifying to the hydraulic company; but it must have 
been a little disconcerting to find that this favourable opinion 
B his Lordship felt bound to decide against 

em 

Upon what principle did he so decide? Tt wan lon 0 
declared that any man who brings anything on to his land 
which may escape and do damage to his neighbours’ property, 
must keep it there at his peril, and the very fact of its 
escaping 18, prima facie, evidence of negligence. This principle 
was settled in relation to water in the case of Fletcher v. 
Rylands (1868. L.R. 8 H.L.C. 330). There the defendant 
had made an artificial lake on his estate. The water broke 
through and flooded certain shafts in a mine belonging rà 
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the plaintiff. The defendant was held liable. Mr. Justice 
Blackburn etated the principle to be that anyone who brings 
on to his property something which is not naturally there. 
harmless to others во long as it is confined to his own property, 
but which he knows to be mischievous, if it gets on his 
neighbour's land, must keep it at his peril, ‘‘ and ought to be 
obliged to make good the damage which ensues if he does 
nof succeed in confining 1$ to his own property." It was 
the very essence of this decision that the plaintiff was injured 
through no fault of his own. оош Mr. Justice Blackburn, 
Lord Cairns, in giving judgment in the highest legal tribunal 
in England—the House of Lords—said, at page 340 of the 
report: The person whose grass or corn is beaten down by 
the escaping cattle of his neighbour, or whose mine is flooded 
by the water from his neighbour's reservoir, or whose cellar 
18 invaded by the filth from his neighbour's privy, or whose 
habitation is made unhealthy by the fumes and noisome 
vapours of his neighbour's alkalj works, is damnified without 
any fault of his own.” 

. The learned judge might have had some пын in apply- 
ing the doctrine of Rylands v. Fletcher to water under hydrau- 
lic pressure had it not been for the fact that the principle had 
already been followed in relation to electricity. 

In the case of Midwood & Co. v. Manchester Corporation 
(1905), 2 K.B. 597, the defendant Corporation were empowered 
to supply electric energy for lighting purposes in the City of 
Manchester, and were accordingly empowered to lay down 
mains under the streets, and were bound to give a supply to 
persons requiring it. Clause 70 of the statute under which 
thev worked provided that nothing in the order should exone- 
rate the undertakers from any indictment. action. or other pro- 
ceeding for nuisance in the event of any nuisance being caused 
bv them. А leakage of electricity occurred in one of the 


mains which fused the wire, and the fusing of the win 
caused the compound in which the mains were laid to be 
volatilised. Large quantities of gas were thus generated which 
caused an explosion and eet fire to the plaintiffs house. It 
was held that apart from any question of negligence, the 
Corporation were liable for а nuisance by virtue of clause 
70 supra. The judge came to this conclusion with evident re- 
luctance, and gave а distinct hint that the day may come when 
the use of the highway underground for pipes, cables, and 
the like will be looked upon as ordinary normal use. Thus he 
said towards the end of his judgment: '' But for Midwood's 
case, I should have some doubt whether the defendant was 
not protected as u person using the road, in the ordinary 
way, and therefore not liable to persons damaged by the user 
unless his negligence was proved on the lines of such cases 
as Blake v. Woolf (1898) 2 Q.B. 426 and the authorities cited 
therein. For I think it is now an ordinary use of a road to 
carry mains for water, ordinary or hydraulic, gas, and elec- 
tricity underneath it, and that there is something to be said 
for the view that all these co-licensees take the road subject 
{о the risks arising from the ordinary use of the mains of 
their co-users, so long as the latter аге not negligent. Ви 
this defence was open in Midwood's case, and was not sanc- 
tioned, and Section 17 of the Act and eimilar clauses may 
be meant to exclude it.” 

In the result, therefore, the hydraulic company have brought 
а dangerous thing into the road, and tbe dangerous thing 
has escaped through the subsidence of the soil. This is just 
how the water escaped in Rylands v. Fletcher (supra) where 
the defendant was held liable. It would seem that in this 
case also the defendants are liable for the amount claimed 
with costs. The same measure of justice will apply to the 
plaintiffs if their electricity escapes and does damage. 


BUSINESS NOTES. 


Bankruptcy Proceedings.—T. Нуре, electrician, 180, Lon- 
don Road, Croydon.—Receiving order made August 16th on 
debtor’s own petition. First meeting August 26th at 132, York 
Road, S.E. Public examination October 20th at the County 
Court, Croydon. 

A. Гонр, electrical contractor, Burnley.— Last day for proofs 
for dividend August 31st. ‘Trustee, Mr. C. Н. Plant, O.R., 13, 
Winckley Street, Preston. 

А. E. Dickinson (Crown Electrical Co.), electrical engineer 
and contractor, Leeds.—August 3lst is the last day for proofs 
for dividend. Trustee, Mr. Н. C. Bowling, O.R., 24, Bond 
Street, Leeds. | 

A. KERSHAw and С. Н. Woop (Kershaw & Wood), electrical 
engineers and merchants, Dewsbury.—First and final dividend 
of 4s. in the £, payable at 155, Norfolk Street, Sheffield. 

W. Hepaecox, electrical engineer, 121, Salop Street, Wolver- 
hampton.—First and final dividend of 13d. in the £, payable 
August 29th at the Official Receiver's Office, 30, Lichfield 
Street, Wolverhampton. 


Dissolution of Partnership.— Maurice & Cowanp, 139, Ox- 
ford Street, London, W. 1.—Messrs. C. B. Maurice and Н. W. 
Coward have dissolved partnership from 6th inst. The busi- 
ness will be carried on under the title of Coward & Co. Debts 
will be attended to by Mr. Coward. 


Company Liquidation.—F. Houssanp, Lrp.— Meeting called 
for September 19th at 119, Finsbury Pavement, E.C., to hear 
an account of the winding up from the liquidator, Mr. 
W. A. J. Osborne. 


Receiver Appointed.—F. J. Shenton & Co., Ltd.— Receiver 
and manager, Mr. H. A. Allison, Kennans House, Crown 
Court, Cheapside, E.C., appointed August 10th by order of 
the Court. 


Deed of Assignment.—A. Gray (ony: Electrical Co.), 9, 
‘Denmark Street, Charing Cross Road, W.C.2. Particulars 
of claims must be sent to the trustee (Mr. W. A. J. Osborne, 
Balfour House, Finsbury Pavement) by September 12th. 


Trade Announcement.—With reference to a recent an- 
nouncement, the appointment of the British Central Electrical 
Co., Ltd., as agents for Messrs. Richardsons, Westgarth & Co., 
Ltd., relates only to London, Midlands, and South Coast. 


Catalogues and Lists.—THE BRUSH ELECTRICAL ENGINEERING 
Co., Lrp., Falcon Works, Loughborough, Leicestershire.—A 
well-produced brochure dealing with the construction and 
capabilities of Brush-Ljungstróm turbines and alternators. 
Many illustrations of details are given, ав well as detail draw- 
TRE Р.Р. Batrery Co., Lrp., 11, Victoria Street, S.W. 1.—A 
folder illustrating and describing a specific gravity tester for 


| types of enclosed accumulators. | | 
A TELEPHONES, LrD., Aurelia Road, Mitcham Road, 


Croydon.—A descriptive pamphlet of a new calling system for 


‘tories and offices. 
ио Rayner & НЕлАГЮ., Тлтр., Duke Street, Derby.— 
Stock list of 2 and 3-phase induction motors of from 1 to 


45 b.h.p.—slip-ring and squirrel-cage types. 


Messrs. GREY & Co., 7, Market Place, Oxford Circus, W.1.— 
A pamphlet advertising Platact —a metal for electrical con- 
tacts. 

SIMPLEX CONDUITS, LTD., Garrison Lane, Birmingham.—4n 
illustrated pamphlet dealing with the ‘* Тегга-Сгір" con 
tinuity system for conduit installations. 

Messrs. BELLINd & Co., Derby Road, Edmonton, N.18.—A 
number of illustrated pamphlets dealing with ‘* Belling” 
cooking and heating appliances. 

Messrs. J. & W. B. SwrTH, Leb., 15-23, Farringdon Road, 
E.C.1.—Catalogue No. 151, a price list of switches, fuses, 
adaptors, ceiling roses, flexible wires, cables and other elec- 
trical accessories. | 

Messrs. F. A. WILKINSON & PARTNERS, LTD., Hatfield, 
Herts.—A small brochure describing automatic high-speed 
wind dynamos (vide Exec. Rev., April 29th, 1921, p. 545). 

Messrs. ANDERSON, Boyes & Co., Lrp., Flemington Elec- 
trical Works, Motherwell.—A profusely-illustrated catalogue o! 
mining type ironclad switchgear, lighting fittings, &c., of com- 
pact and robust design. 

THE New HRororLUNGE Pump Co., Ілр. 24, Broadway. 
S.W.1.—A number of illustrated and priced lists dealing with 
" Rotoplunge " pumps and pumping sets for hand-operation 
and various types of drive. 

METROPOLITAN-VICKERS ELECTRICAL Co., Lrp., 20, Brazennose 
Street, Manchester.—Circular No. 1790/1, an illustrated des- 
cription of motor equipments for main rolling mill drives. 


For Sale.—By direction of the Disposal Board, Messrs. 
King & Chasemore will sell by auction on September 22nd, at 
Southwick, Sussex, electrical plant and machinery, including 
motors, rotary converters, electric winches, cranes, &c. 

Aldershot Urban District Council Electricity Department 
invites offers for one 4-cylinder, 135-kW Carel-Peebles Diesel 


set. 

By direction of the Disposal Board, Messrs. Geering 304 
Colyer will sell by auction, at Harty Ferry Factory, Paver- 
sham, on September 14th and 15th, electrical equipment çon- 
sisting of electric generators, motors, dynamos, lifts, pumps, 
&c., and on September 15th and following days, at the Royal 
Dockyard, Woolwich, Messrs. L. Farmer & Sons will offer 
by auction plant, machinery, electrical equipment, telegraph, 
telephone, and wireless stores. Full particulars are given in 
our advertisement columns in this issue. 


By order of the Disposal and Liquidation Commission, 
Messrs. Fuller, Horsey, Sons & Cassell will offer by auction 
on September 20th, at Greenwich, chemical plant and machi- 
nery, &с. 


Fusion of Swedish Telephone Manufacturing Concerns. 
According to Svensk Handelstidningen, the Cedergren Co. W 
hold an extraordinary meeting on August 30th regarding the 
fusion with the L.M. Ericsson Co. at which it will be pro 
posed that the agreement be accepted. Although the 11 
ment was rejected on June 17th, it is stated that шапу of the 
opposing shareholders have changed their opinions regarding 
the real position of the L.M. Ericsson Co. If the agreement 18 
approved one share of the Cedergren Co. will probably be ex 
changed for each ten shares in the Ericsson ‘concern.—Reuter ! 
Trade Service (Stockholm). 
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Mimers' Conference and F.B.I.—We have received the 
following communication from the Federation of British In- 
dustries :— | 

„At the Miners’ Conference at Llandudno on Friday last, 
Mr. Gavan Duffy. was reported generally in the Press as 
having said that the Federation of British Industries had 376 


of their members in the House of Commons—this group, in 


his opinion, possessing complete control over the Government. 
Gtatements of this kind have been made by responsible labour 
leaders in every part of the country, though without the 
slightest foundation. It seems necessary, therefore, to correct 
an error which such a large number of Labour publicists 
are making. The facts can be clearly stated as follows :— 

"The Federation of British Industries takes no part in 
politics whatever, and has never at any time supported or 
worked for Parliamentary candidates. 

„It happens in the ordinary course of events that there 
are between 70 and 80 Members of Parliament who are con- 
nected with firms which are members of the Federation, but 
in no single instance can it be said that the Federation had 
any part in these being elected.” 


International Exhibition in Brazil Next Year.—The Cen- 
tenary of the Independence of Brazil will be celebrated at 
Hio de Janeiro in the autumn of next year. In connection 
with the celebrations there will be an extensive Brazilian 
National Exhibition, and also an International Exhibition. 
A number of nations have been invited to participate, and 
many of them, it is understood, have already accepted the 
invitation. The celebrations will be on a magnificent scale, 
and will include an international naval display. It is quite 
certain that it will be largely attended by the peoples ot all 
the South American States, and should айога an unusual 
opportunity for those interested in trade with Brazil to develop 
their business. The social atmosphere in Brazil is said to be 
most favourable towards the British. Empire. The friendship 
is the result of long association and the vast British interests 
which have been developed in Brazil over a long period of 
years, notably in connection with their railways. It is calcu- 
lated at the present time that there is nearly 9300 millions 
of British capital invested in the country which at the same 
tine is being subjected to intensive propaganda by rival 
nations. It is probable that official participation by the Em- 
pire wil be decided upon at an early date. Owing to the 
limitations of space available for the erection of national 
pavilions such participation fortunately need not entail very 
much expenditure, but while it affords opportunities for collec- 
tive exhibits on behalf of the various nations of the Empire, 
and of those manufacturers and commercial bodies most in- 
timately interested, it is insufficient to provide space within 
the national pavilion for individual exhibits of British firms. 
lt is understood, however, that space for these is available to 
the extent of some 100,000 superhcial feet on adjoining quays, 
and that 16 may be found possible to provide space within 
the city itself for exhibits to be made. 1n the opinion of the 
British Chamber of Commerce in Brazil the opportunity 
afforded to British manufacturers, not only of the United 
Kingdom but of the whole Empire, is а unique one, and should 
not be lost sight of. The exhibition will open some time 
early in September, 1922, and it is hoped that full information 
inay be available at an early date. 


New French Companies.—A new company has lately been 
formed in Paris (57, Rue Pierre Charron) with a capital of 
| 17 0 50 fr., and the fitle La Société Union Hydro-Electrique 

There has been formed at Grenoble (27, Rue de Turenne) 
the Société Hydro-electrique de la Basse Romanche with the 
object of developing watertalls in the Department of the Isére, 
and more especially those on the right bank of the Romanche. 
The construction of one or several generating works is in con- 
DL MON: The capital of the company is 1,000,000 fr. in 

snares. 

At Levallois-Perret (Seine) has been formed into a company 
the Etablissements Paul Gadot with a capital of 2,600,000 fr. 
ш 900 shares, 1,400 of which are allotted to M. Bertrand 
Parouty, as liquidator of the former concern of the same паше. 

e company's operations are the manufacture, sale, and in- 
stallation of electrical apparatus of all kinds. 


The Engineering Wages Ballot.—The results in the ballot 
vote amongst the engineering and kindred unions on the pro- 
posed wages reduction have been ofticially issued to members 
as follows :— | 

In favour. Against. 


Amalgamated Engineering Unions 71,862 63,624 
Affiliated Societies uon c ba 43,016 21.394 
National Union of Foundry Workers 17,989 5,241 

Societies affiliated to Federation of General 
Workers Y es bis - . . 42,278 18,710 
175,145 108,969 


Majority in favour of acceptance, 66,176.— Daily Dispatch. 


Book Notices.—'* Some Notes on the Application of Oil 
Fuel to Steam Boilers, July, 1921." (11 pp.) Manchester: 
Taylor, Garnett, Evans & Co. (for the Manchester Steam 
Users Association).—This pamphlet describes in some detail 
the advantages and disadvantages of the adaptation of coal- 
fired boilera to oil fuel. 

Dew arrangement has been adopted in the 1921 iseue of 


the Electrician annual tables of electricity undertakings 
(London: Benn Bros. Price 10s. net). Instead of the tabular 
form, the particulars of each undertaking are given separately ; 
there is much to be said for this system, as tracing details 
across two pages often leads to errors. The details of generat- 
ing and steam-raising plant, omitted during the war period, 
have been restored. Some information regarding oil-burning 
apparatus installed recently by several undertakings also 
appears. 

The Electrical Power Engineer," Vol. III. No. 2, August, 
1921. Price 4d.—Containing an instalment of a paper 
Factors Affecting Power Station Efficiency," by J. N. Waite, 
A. M. I. E. E., and notes on recent happenings in the profession. 

The Mining Electrical Engineer, Vol. II, No. 11, August, 
1921. Manchester: Association of Mining Electrica] Engi- 
neers.— The special articles include: Early Electric Coal- 
Cuttera," by E. Kilburn Scott; ‘‘ Submersible Electric Motors 
for Mines’ Pumps," by A. J. Ramsey; and '' Tests on a Large 
'Turbo-alternator," by W. D. Wheeler. | 

“ Journal of the American Institute of Electrical Engineers,” 
Vol. XL, No. 8, August, 1991. New York: The Institute.— 
The following papers are included: '' Electric Propulsion of 
Ships," by W. E. Thau; On the Equivalence of the Two 
Theories of the Single-phase Induction Motor," by V. Karape- 
toff; Voltage Regulation and Insulation for Large-power, 
Long-distance Transmission Systems," by Е. G. Baum: 
Dimensions and Output," by Lawrence E. Widmark; '' Ad- 
vances in the Art of Waterwheel Design and Settings." by 
W. M. White; and '' Electrical Terminal Facilities," by C. S. 
McDowell. 

Financial Times Income Tax Guide." Ву H. W. Palmer. 


1921 edition. London: Financial Times. Price 1s. net. 


“ Electrical Transmission of Energy." By W. M. Thornton. 
Pp. red figs. 49. London: Sir I. Pitman & Sons. Price 
9s. 6d. net. 


Holidays.— Messrs. E. Brook, Lro., Empress Works, Hud- 
dersfield, announce that their works and offices will be closed 
from September 3rd to September 10th inclusive, for the annual 
holidays and stocktaking. 


Electric Locomotives for Japan.—The Westinghouse Elec- 
tric International Co. has received from the Imperial 
Government of Japan an order for two electric freight loco- 
motives to be used in service in the neighbourhood of Tokio. 
These locomotives, which will weigh 69 tons and have a capa- 
city of 1,000 h.p. each, will operate on the 1,500-volt direct- 
current system.—Reuter's Trade Service (New York). 


The Engineering and Steel Trades.—Authorities speak of 
an approaching revival of the Sheffield steel trade. 

The new steel works of Messrs. Baldwin at Port Talbot will 
be opened shortly. Orders for 17,000 tons of rails are said 
to have been received. . ` 

At Lincoln the position of the engineering trade has already 
improved, a number of important export orders for wagons, 
locomotives, &c., having been booked. 

There is also renewed activity in connection with the blast 
furnaces of the Cleveland district. 


Electrical Snpplies in South Africa.—The South African 
Mining and Engineering Journal (Johannesburg), in its issue 
of July 30th, says: Trading in electrical goods in town and 
country remains pretty much the same; little activity is being 
shown generally, and apart from the usual repair work there 
is not much life in this section. Nor does the acknowledged 
inadequacy of the present power station, together with the 
very subdued scale of operations in the building trade, justify 
any promised improvement in the immediate future. As re- 
gards lamp prices, these are declining. and have already gone 
down about 10 per cent. Other lines remain without quotable 
change. Electrical wares from Britain are arriving steadily, 
with no present alteration in prices, but the tendency in con- 
sequence of the termination of the coal strike is towards lower 
levels, which may be felt, it is thought, sometime next month. 
Continental goods show no material change, but are, as pre- 
viously pointed out, coming on to the market at prices much 
below British manufactures. 

The National Bank of South Africa reports that German 
competition in South Africa has restarted in electrical machi- 
nery and electrical articles. Continental manufactures, it is 
said. are being offered at 20 per cent. less than English prices, 
and in many cases 50 per cent. cheaper, but the business in 
the market is inconsiderable as building trade operations are 
depressed. 


An Indian Steel Contract.—According to a Bombay Press 
dispatch (Exchange Telegraph Co.) appearing in the London 
papers the fall in prices of steel is reflected in the tender for 
the supply and laying of 105 miles of water main in Bombay. 
The lowest tender was that of Messrs. Braithwaite, of Calcutta, 
which was approximately 256 lakhs of rupees (EI. 640, 000). The 
fact that the steel to be used is English, makes the acceptance 
of the tender of special interest. It was expected that American 
steel makers would be in a position to quote competitive rates, 
but the four tenders received varied between 377 lakhe 
(£2,520,000) and 609 lakhs (£4,050,000). The successful ten- 
derers are said to be backed by Dorman, Long & Co. The next 
lowest tender, that of Sir John Jackson, was 350 lakhs 
(£2,333,000). The dispatch adds that ‘‘ the result of the in- 
vitation of tenders is regarded as a triumph for English manu- 
facturere."' 
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, Czecho-Slovakia.—TuE Customs TAnirF.—Ovwing to the re- 
vision of the various Customs agreements between Czecho- 
Slovakia and other countries all goods imported into Czecho- 
Slovakia will henceforth be subject to the general Customs 
tariff.—Heuter's Trade Service (Prague). 


. Prices Reduced.—The Automatic Telephone Manufactur- 
ing Co., Ltd., of Liverpool, has recently made considerable 
reductions in the prices of its Xcel” heating and cooking 
appliances. 

American Steel Workers’ Wages.— The United States Steel 
Corporation announces that in view of the low selling price 
prevailing for steel, another reduction will be made in wages 
for day labour from 37 cents to JU cents an hour.—Leuter’s 
lrade Service (New York). 


Syria.—In the course of a report on the trade of Syria 
(with special reference to Beyrout) for 1920, H.M. Consul- 
General at Beyrout mentions that two of the three public 
utility undertakings, the Tramways Co. and the Electric Light 
Co., give cause for complaint. ‘Lhe foriner's service is inetti- 
cient, the rolling stock requires renovation and the lines relay- 
ing. The Electric Light Co.'s power station is inadequate, so 
that the lighting of both of the streets and of private houses 
18 very poor. Тһе Gas Co., never a very prosperous concern, 
has ceased to function. It has just been invited to carry out 
the terms of its concession within six months, failing which 
it will lose it. | 

There is nothing definite to report as to the project for 
building a port at Alexandretta, but it will be realised in course 
of time. "There are some schemes under discussion for obtain- 
ing electric power. from streams in the Lebanon. A beyinning 
has been made with one such scheme at the Nahr Ibrahim, 
north of Beyrout, but it has made little progress. 

There is à vast amount of reconstruction and development 
to be done in Syria by the French to whom the mandate has 
been given. The difficulties are great and the complete re- 
organisation of the country will entail a large outlay of money. 
With the terms of the mandate not yet definitely approved, 
and the settlement of the country not yet completely eifected, 
no striking developments can at once be expected, but progress 
if slow will undoubtedly be sure. 


Leeds Tramways.—The seventeenth annual sports festival 
of the Leeds Tramways Employés’ Social and Athletic Club 
took place at Headingley on August 17th, in the presence of 
a gathering of between two and three thousand spectators. 
The prize list amounted to about £120, and the events—for 
which there were many entries—included running, walking, 
and cycling races, most of which were open to entrants from 
other towns’ tramway services. Music was provided by the 
Leeds Tramways Band. The Lord Mayor and Lady Mayoress 
and many members of the City Council and Wramways Com- 
mittee were present. 

Miners’ Unions.—The National Enginemen, Stokers’ and 
Electrical Trades Union has applied for affiliation to the South 
Wales and Monmouthshire Mechanical and Surface Workers’ 
Union, as the Colliery Enginemen and Stokers’ Association 
has been renamed on its secession from the South Wales 
Miners’ Federation. 


Wages in the Contracting Industry.—A ballot vote is 
being taken of members of the Electrical ‘Trades Union as to 
the acceptance or otherwise of a sliding-scale basis of remunera- 
tion for members employed on contracting work. ‘The index 
figure of 150 will represent 2s. 3d. per hour, and for each 
variation of three points in the cost of living a corresponding 
increase or reduction in wages will be made, if an affirmative 
vote 1s recorded.—Daily Herald. | 


American Steel Production.— The figures relating to elec- 
tric furnace steel for last year are particularly interesting as 
showing the marked advance this process has made in the 
United States. During the year a total of 155.196 tons of 
electric steel was cast, as compared with 111,510 tons for the 
previous year and 108,296 tons during 1918. An increase of 
43,656 tons is thus shown, representing an improvement of 
39.18 per cent. on the last year’s figures, and it may be noted 
that the total electric steel-casting production during 1920 
was only & few tcns short of the total output of the United 
States to the beginning of 1915, and was actually nearly 42 
per cent. of the total electric steel. production of the States up 
to the end of 1919. It may be noted, further, that the output 
of electric steel last vear was опу 5.648 tons less than the 
record production of Bessemer, which was during 1918. and 
50,916 tons in excess of the 1920 Bessemer figures.—The Times 
Trade Supplement. 

German Pre-war Debts.—The attention of British sub- 
jects resident in this country who have pre-war debts owing 
to them from branches outside Germany of German under- 
takings whose lead office is in Germany, is drawn to the fact 
that apart from their remedy against the branch, they may 
be entitled to claim payment alternatively from the head office 
through the Enemy Debts Clearing Office. In the event of 
there being any doubt as to recovery of such debts from the 
branch, British creditors will be well advised to file a claim 
against the head oftice with the Enemy Debts Clearing Office, 
Cornwall House, London, S.E. I. It is essential, however, that 
апу such claims should be received by the Clearing Office 
before September 30th. 


Agency Arrangements in Constantinople.—Despite the de 
Pression and uncertainty which mark conditions in (оп. 
stantmople, there are points worth examination in the report 
which the Department of Overseas Trade has just issued 
regarding trade and industry in Turkey. 

Many of Britain's competivors nave either resumed activi- 
ties or paved the way tor their resumption. For example, 
American firms and corporations which were totally unknown 
ш Turkey in pre-war days have now established branches 
or have appointed agents. Italian competition, too, has to 
be met, as elsewhere in the Orient, owing to the advantage 
1 geographical position, combined with an efficient merchant 
eet. 

Before entering into commercial transactions with firms 
in Turkey, of which the British manufacturer has no know- 
ledge, he should invariably make inquiries either from the 
banks or the Consulate as to the integrity of the firm in 
question. ‘here have been numerous cases during the current 
year of bands of swindlers who by their ettrontery have pulled 
olf successfully various commercial swindles. 

A number оі British tirms have appointed agents and repre. 
sentatives in Constantinople and Smyrna, and a large portion 
of these are of foreign and in some cases of formerly enemy 
nationality. A Greek agent is liable to be called up for 
military service, and exemption is impossible. Stress cannot 
be too strongly laid on the inadvisability of appointing any 
other than a British. subject as a representative. Cases have 
been reported of agents of foreign extraction obtaining repre- 
sentation of a British firm at the same time as of a шш 
of their own nationality, purely for the purpose of interfering 
with the former's sales. Largely owing to Russian influence 
in Constantinople advertising has become widespread. Ш pre- 
war days this science was in its infancy in the country. 
There are now numerous daily papers and weekly reviews, in 
which printed advertisements сап be displayed to advantage, 
and in addition the whole town is covered with posters of 
all types of advertisements. The letterpress should be in 
French, and, if possible, Turkish. 


Applications for British Trade Marks.—Appended is a 
summary of the recent applications for British trade marks 
in respect of goods and productions connected with the elec- 
trical trades and industries. 

Sparta.—No. 404,410, Class 8.—Electric batteries. Fuller's 


: United Electric Works, Grove Road, Chadwell Heath, Essex. 


May 20th, 1921. 

Armalux.—No. 414,755, Class 8.— Electric primary batteries, 
electric wet and dry cells, &c. Arma Manufacturing Co. 
Ltd., За, Yonge Park, Seven Sisters Road, London, N. 4. April 
29th, 1921. | 

J. Skinderviken.— No. 416,151, Class 8.—Electrical sound 
transmission instruments. Johan Skinderviken, З, Colosseum 
Terrace, London, N. W. I. June lóth, 1921. | 

The Drurion (lettering and design).— No. 415,552, Class 13.— 
Electric lamps, switcbes, sparking plugs, connections, and 
other like electrical accessories. J. Ukion and C. W. 


Drury, trading in co-partnership, Holborn House, 22, Gray's 


Inn Road, London, W.C. May 27th, 1921. 


Engineering Employment in India.—As we so frequently 
receive postal inquiries regarding the chances of obtaining 
employruent in overseas countries, 16 шау be of interest to 
sume of our readers if we quote from a letter recently written 
to [ndian Industries and Power by Mr. Hugh W. Brady, as 
secretary of the Institution of Engineers (India), on the 
subject of engineering employment out there. He says: " Ac- 
counts of the hardships of the ex-service men now out of 
employment in large numbers in India are appearing in the 
Press. Many of the men are said to be trained engineers. 


Any such writing to me may have their names entered, free 
of all obligation, in the employment register maintained by 
the Institution of Engineers (India). Applicants for registra- 


tion should (a) state nationality and date of birth, (b) give 
particulars of education and of engineering training, (c) give 
4 synopsis of career, including experience in Н.М. Forces 
and since demobilisation, (d) send copies only of testimonials, 
(e) state class of engineering work desired, aud (f) not call 
ut this office (Post Box 669, Calcutta) unless requested to do 
so. It is not considered likely that engineering employment 
can be found for any large number, but efforts will be made 


. to put really well-trained engineers or engineering subor- 


dinates in touch with suitable vacancies.” 

The editor adds a foot-note to the letter stating that Mr. 
Brady has now been appointed Inspector of Factories of Behar 
and Orissa, but letters to him or to the Institution of En- 
gineers will receive prompt attention. 


An Electrical Demonstration at Bournemouth.—The Bri- 
tish Electrical Development Association informs us tbat Mr. 
E. Brontman, of Parkstone, has arranged to give a lecture 
and demonstration on October 5th at St. Peter's Hall. Bourne- 
mouth. A number of prominent firms of electrical manu- 
facturers and contractors are participating. An additional 
attraction, a“ wireless“ concert, is being arranged witb the 
aid of the Marconi Scientific Instrument Co., Ltd. 


Reval Port Improvements.—The Port of Reval is beine 
enlarged to the utinost extent, and all modern improvement? 
are being introduced in order to facilitate trade with Russi. 
—Reuter. | 
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Inquiries.—Ihe names and addresses of makers of ma- 
chines for winding the cores of magneto arinatures are re- 
quired. The type needed has а hand-driven spindle, and is 
capable of holding different sizes of magneto cores. It is 
also fitted with some sort of reversible, geared, spiral drum, 
or а moving arm, to guide the wire on to the drum. A 
counting attachment is an extra refinement which can always 


be fitted afterwards. | 
The name of the makers of an electric curling iron bearing 


the letters 8. H. D. G. in the four quadrants of a circle, 


is required. 

Rectifiers for the Chemins de fer du Midi.— We learn 
that in connection with the electruication of the above runway 
the Societé Anonyme Brown, Boveri et Cie (the Swiss House 
of Tower Rectitiers, Ltd.) has recentiy secured an important 
contract for the complete equipment ot the five sub-stavions 01 
Pau, Lourdes, Tarbes, Montiejeau, and Lannemezan with 
mercury arc rectitiers. Ihe contract comprises in all sixteea 
1,200-kW rectifier sets to operate at а d.c. pressure of 1,д,ә 
volts. Each set consists of a single main transformer supplying 
two high-pressure rectifers in parallel. Ihe primary supp'y 
will be three-phase at 60,000 volts and a periodicity of 50 cyues, 
Everything from the high pressure to the d.c. side is inciuded 
ш the contract. The overload capacity for which the rectitiers 
are being designed 1s 90 per cent. for two hours and ДА) per 
cent. for five minutes. The progress made during recent years 
with this class of plant is very marked, something like 160 
individual equipments being either installed or in hand. They 
comprise roughly 340 separate rectifiers giving a total capacity 
uf about 100,000 kW. 

Engineering in China.—The North China Tung Chi En. 
gineering Administration has been registered by the Ministries 
uf the Interior and of Agriculture and Commerce. 


Catalogues Wanted. —Mr. L. Henshaw, the electrical en- 
gineer, Fublic Works Department. Madras, India, wishes to 
receive price lists from suppliers of electrical machinery, fit- 
tings, and accessories; power plant up to 500 kW; and house 
lighting sets. 

Messrs. Н. Wogan & Co., 71, Stockport Road, Ardwick, 
Manchester, want catalogues of electric novelties, flush lamp 
cases, torches, and геі». 

The Director of New Zealand Hospitals is anxious that 
equipment and supplies for those hospitals shall be obtained 
from the United Kingdom, and he has applied to Н.М. Trade 
Commissioner at Wellington for assistance in obtaining cata- 
logues from our manufacturers. American firms are notice- 
ably enterpriang in this respect, and we hope that British 
lirnms making а speciality of electro-medical, X-ray, and other 
such equipment will forward their catalogues, &., in dupli- 
cate, direct to Н.М. Trade Conmnissioner. Р.О. Box 369, 
Wellington, N.Z., for transmission to the New Zealand Health 
Department. | 

New Indian Company.—The Godhra Electricity Со. is 
the name of a new undertaking which has lately been formed 
in Shahpur, Ahmedabad, with a capital of 1,000,000 rupees. 


Calcutta Motor Show.—The Calcutta Motor Show will 
be held from December 19th to 24th. It will not be open 
to exhibits frorn enemy countries. 

Birmingham Trade.—Our Birmingham correspondent 
writes: The condition of the Birmingham electrical industry 
shuws a little more animation than recently, and while there 
is а good deal of short-time working, better hours are being 
maintained than was the case а month ago. ‘There is rather 
more doing, too, in the accessory branches of the trade, and 
small castings in aluminium for a variety of electrical work 
are figuring much more prominently." 


LIGHTING AND POWER NOTES. 


Alyesbury.—[.04N.—A public inquiry is to be held on 
September Ist into the application of the Town Council for a 
loan of £27,632 for the purposes of the electricity undertaking. 

Bath.—Prict Incressk.—Owing to the increased cost of pro- 
duction the charge for electricity for lighting is to be increased 
by ld. per unit. 

. Belfast. —FiNNce.—The Trish Independent. states that the 
Electricity Committee sume time ago received a report from 
the consultants on the financial position of the undertaking as 
it was likely to be when the first section of the Harbour power 
‘tation was completed. The city accountant stated that certain 
Portions of this report could not be accepted, and others re- 
quired explanation. Ihe consultants thereupon desired to with- 
draw their report and to submit another, but it bas been 
Circulated to all the members of the Corporation and а sum- 
mary bas been published. Кто the report it is evident that 
the Corporation will have to increase its charges for electricity, 
although it is in the favoured position of owning the electric 
tramway system and of having the huge shipbuilding firms 
as customers for power supply. There is one very remarkable 
fee in the report. It is estimated that the contract prices 
d he electricity supplied to the sbipyards would mean в 
eficit of over £50,000 a year. 


Chester.— THE QUEENSFERRY PLANT.—The Queensferry T. N. T. 
factory, which has just been taken over by the Chester Cor- 
poration, contains three 1,500-kW turbo-generators; one 1,000- 
kW turbo-generator; one 90-kW, 410-volt d.c. generator, and 
one 37.5-kW, 10U-volt generator. The turbines are of the 
three-stage horizontal Curtis буре with a working pressure of 
160 lb. per sq. in., and the alternators are three-phase, 440-volt, 
50-cycle machines running at 3,000 r.p.m. A fourth 1,500-kW 
set was retained for emergency purposes. At the full produc- 
tive period of the factory there were motors with a total 
horse-power of 8,618, and tne highest record of units generated 
in one month was 2,588,991 units in November of 1917. 


China.—The Sui An Electric Light Co. at Han Ti, Sui 
An, Chekiang has been registered by the Ministry of Agricul- 
ture und Commerce, as has also the Electric Light Co. of Hai 
Chia Chen, Taichow, Chekiang. 

Continental.—FRANcE.— The price of electricity in Paris has 


been reduced by 10 per cent. for lighting and by from 25 to 50 
ent. for power.—Reuter’s Trade Service (Paris). 


per x 
СО укку А general outline of the present progress and 


future intentions of the Swedish Waterfall Board with regard 
to the State provision of electricity from water power is con- 
veyed in а report to the Department of Overseas Trade by 
the Commercial Secretary to Н.М, Legation at Stockholm 
(Mr. Н. Kershaw), who recently visited the well-known in- 
stallation at Trollhattan and the one in process of construction 
at Motala. 

Trollhattan power station is situated about two or three 
miles from lake Wennern, from which it draws its water 
supply. The superficial area of this lake is about 5,570 sq. km. 
At Trollbattan the Gota river is divided intu three sections, 
one forming the traffic canal, the second being the canal 
which conveys the water for the power station, and the third 


being the original river proper which conveys the surplus 


water not required for the traffic canal or the power station. 
Lake Wennern can, however, be dammed at will, and it may 
be that in course of time, if the large extensions in contem- 
plation are carried out, the whole of this large force of water 
from the lake will eventually be diverted for the production 
of electric energy. The present power station consists of eight 
turbines of 12,500-h.p. each, and five of 13,200-h.p. each, mak- 
ing an aggregate of 166,000 h.p. 

The total energy delivered from Trollhattan in 1920 amounted 
to 431,500,000 kWh. The height of the fall at the works is 
30 m., and the volume of the fall of water varies from 300 to 
900 cu. m. per second; the average fall for the past two years 
has been 500 cu. m. per second. Trollhattan has 12 sub-sta- 
tions equipped to transform down from 50,000 V to 20,000 and 
10,000 V, for country purposes mostly, and down to 6,000 or 
3,000 V for use in cities. Gothenburg, for example, is supplied 
at 6,000 V. The farthest transforming station is situated at 
Skofdo, a distance of about 100 km. "oT 

Motala lies about midway between Lake Boron and Lake 
Wettern. Work on the construction of the electric generating 
station and damming operations were begun in October, 1918, 
and it is expected that they will be completed (with two 
turbines) in April, 1922. The estimated cost of the under- 
taking with two turbines working and foundations ready for 
the installation of three other turbines is 12,000,000 kr. Ar- 
rangements are being made to operate eventually five turbines, 
each of 6,000 b.p., which will be directly coupled to generators. 
The current will be alternating 3-phase, d0-cycle, 6,000-V, 
which will be transformed up to 70,000 V, 


Edinburgh.—ExTrNsioNs.— Tenders are being invited for 
work at the new Corporation power station at Portobello. The 
erection of the pump house is now to be proceeded with as 
soon as possible. Sub-stations are also to be constructed at 
Gorgie and Morningside. 


Hitchin.ä— BULK SurrLY.—At а meeting of the Council a 
letter from the Electric Supply Corporation, Ltd., was read. 
It stated that although the taking of a bulk supply from 
Letchworth would be more expensive than a supply from 
Hitchin, the difference would not be great. If the Council did 
not agree to this it would necessitate new plant at Hitchin 
which would further increase the price. 


Inverness.—CosT or HYDRO-ELECTRIC SCHEME.—At a special 
meeting of the Town Council to consider the hydro-electric 
scheme drawn up by Messrs. Buchan & Partners (ELECTRICAL 
Review, June 24th, p. 818), it was stated that the cost would 
be approximately 430,000. The Council decided to obtain 
expert advice on the procedure necessary to secure legislation 
giving it powers to carry out the scheme. 


Keighley.— ELECTRICITY Orper.—The town clerk bas re- 
ceived notice that the Keighley Corporation Electric Lighting 
Order, held up since 1915, will come into operation on Septem- 
ber Ist, the official termination of the war. The order gives 
authority to supply light and power to out-districts such as 
Oxenhope, Oakworth, Steeton, Eastburn, Sutton. and Morton 
Banks. In recent times there has been a considerable demand 
for electricity in most of these districts. At Eastburn an 
overhead high-pressure cable, {о supply large quarries there, 
is on the point of completion. This supply will augment the 
supply along the railless car route to Sutton and serve the 
districts through which the cable passes. 
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Newport (Mon.).—A LARGE Savine.—A saving of £15,000 
Will be effected through an agreement come to after consider- 
able negotiation between the Corporation and the local Har- 
bour Trust whereby the cables conducting electric power to 
certain big industrial consumers on the west side of the river 
Usk will be laid six feet below the river bed, instead of carry- 
ing them round by the bridge, a considerable distance away. 


Rochdale.—Loan Sanctionep.—The Gas and Electricity 
Committee has obtained sanction to a loan for the purpose of 
extensions, new mains, and other work in connection with the 
electricity undertaking. A sub-committee has reported that 
it is having estimates prepared for lighting, both by gas and 
electricity, the Spotland and Turf Hill housing sites, and also 
for the better lighting of Drake Street and Oldham Road. 


Selby.—TEuMs or Suppl. —At a meeting of the Urban Dis- 
trict Council, last week, a letter was received from the Elec- 
tricity Commissioners stating that the maximum charge under 
tbe Order applied for by the Electrical Distribution of York- 
ehire, Ltd., with respect to the supply of electricity to the 
area, would be 10d. per unit. The order also provided that 
the company should have two years in which to carry out its 
scheme. The terms were accepted by the Council. 


Skegness.—SrreeT LiaHTING.—O wing to the poor quality 
and low pressure of the gas supply, there have been complaints 
of inadequate street lighting, and a member of the Town 
Council has intimated that he will shortly introduce a scheme 
for providing public electric lighting. 


Southend.—REPA IHN d Damace By Finr.—The Electricity 
Committee has arranged to repair the damage caused by a 
fire at the electricity works last month, at a cost of £255. 


Stirling. — Bulk Surpl. x INQUIRIEs.—The Town Council has 
decided to apply for terms for a bulk supply of electricity to 
the Scottish Central Power Co., and to the Alloa Town Council. 

Application has been made for a loan of £6,700 for a 
generating set. 


Swansea.—SurPLY FaiLURE.—Owing to a failure of the 
power at the electricity station, caused by the poor quality of 
some of the coal used, the tramway system was at a complete 
standstill for an hour on August 22nd. 


United States.—PhobucrioN or Evecrricity.—The United 
States Geological Survey has completed a tabulation of the 
operation reports for 1920, supplied by approximately 3,000 
public utility power plants having a capacity of 100 kW and 
over. According to these figures the average daily output of 
electricity for each month of the year ranged from 115,600 kWh 
in May to 124,000,000 in January, the average for the whole 
year being 120.000,000. The proportion of this output resulting 
from water power varied from 3J per cent. in January to 42 
per cent. in May. The total production for the year was 43,900 
million kWh, an increase of 12.9 per cent. over 1919. Water- 
power supplied 374 per cent. of this total, or practically the 
eame proportion as in 1919. The amounts of coal, fuel oil, 
and gas employed to generate electricity in 1920 increased by 
6, 18.4, and 13.6 per cent. respectively over the preceding year. 
If the fuel oil, gas, and wood consumed in generating elec- 
tricity were converted into the equivalent amount of coal, the 
coal consumption would have been 35,500,000 tons in 1919 and 
41,200,000 tons in 1920, an increase of 7 per cent. This increase 
in the amount of fuel consumed was, however, accompanied 
by an increase of 12.9 per cent. in the output, indicating a 
much more eflicient consumption of fuel in 1920. On the 
basis of the equivalent coal consumed in each of the two years, 
the public utility plants burned 3.17 lb. of coal in 1919 to 
produce 1 kWh of electricity, and 3.01 lb. in 1920.—The Times 
Engineering Supplement. 


Wales.—EL&cTRICITY ORDERS. APPROVED.— The Panteg, Bed- 
was and Machen, Mynyddislwyn and Risca Electricity Orders 
have been approved by the House of Lords. 


Wrexham.—SuUuGGESTED CURTAILMENT OF STarr.—Owing to 
the loss of £2,353 which has been incurred during the past 
three months, Mr. Coe, the engineer, is being strongly urged 
by the Council to reduce the staff at the works, but he replies 
that, though he 1з very anxious about the whole concern, he 
cannot further decrease the staff, having already cut it down 
to an absolute minimum. It is felt that increased prices will 
kill the demand, and the Council is to hold a special meeting 
at which its policy will be decided. Meanwhile, Mr. Coe has 
been asked to go carefully into the matter again and give to 
the Council a return of the staff which the undertaking '' can 
afford to pay. 


— a 


TRAMWAY AND RAILWAY NOTES. 


China.—The Ministry of Communications has registered 
the Shanghai-Paoshan Tramway Co., for constructing tram- 
ways along the new roads between Shanghai and Paoshan 
Hsien. 

Halifax.—TRack RENEWALS.—The Tramways Committee is 
attending to the relaying of track, which is very badly needed. 
The committee has provisionally accepted tenders for 250 tons 
of rails and two other contracts for smaller quantities of tram- 
way track metal. 


Hendon.—Track Reconstruction.—After long delays and 
negotiations between the Hendon District Council and the 
Middlesex County Council, the work of reconstructing the 
tramway track along the Edgware Road from Cricklewood to 
Edgware has been begun. ‘Lhe whole work is estimated to 
cost £184,000, of which Hendon is to provide £86,000. This 
sum works out at 484.000 per mile. Prior to the war the 
undertaking would have been done for about £20,000. For a 
considerable distance а single track*is now being used.— 
Evening Standard. 


Lancaster.—ACQUISITION OF "TRAMROAD.—Lancaster and 
Morecambe Town Councils have appointed sub-committees to 
negotiate jointly for the purchase of the road rights held by 
the Lancaster and District Tramways Co. on the main highway 
between the two towns. The object, it is understood, is to 
get rid of the ancient horse tramcurs still run by the company 
and, doubtless, to substitute electric or some other modern 
type of cars. Former attempts to secure the rights have failed. 


Leeds.—l'nE INCREASE APPROVED.— Ministry of Transport 
sanction has been received to the increase of maximum tram- 
way fares from ld. to 11d. per mile. There has been a good 
deal of opposition, both locally and by out-districts served by 
the Leeds tramways, to the application, and it is not yet 
established that the increase will be applied to the full. ‘ibe 
reduction of the amount of loss during July, ав against pre- 
vious months, gives the lramway Committee grounu for 
hope that increases beyond the present advanced fares may 
be avoided, particularly if general industrial conditions—and 
thereby tramway traffic—improve. 


London.—'' STRAPHANGING " ORDER.—At а meeting of the 
London M.P.'s held recently at the House of Commons, Mr. 
Gilbert presiding, strong objection was raised to the order of 
the Home Secretary, which comes into force on October lst, 
prohibiting straphanging in the tramcars and omnibuses. ‘The 
view was taken that great public inconvenience would result, 
and that numbers of people would be unable to get to and 
from their work. A deputation consisting of Mr. J. D. Gilbert, 
Sir Reginald Blain, Mr. Purchase, Sir \\. Lane-Mitcheli, Sir 
Alfred Yeo, and Lord Curzon was appointed to interview the 
Home Secretary on the matter. 


Manchester.—EnrLoyes' Waces.—Mr. J. M. McElroy, the 
general manager of the Corporution tramways, states that 
when the adjustment of the wages of tramway employés, ac- 
cording to the tluctuations of the cost of living, was decided 
upon, on a national basis, the Manchester employés asked 
that their case should be considered separately. Чһеу con- 
tended that their wages were not equal to those paid by other 
undertakings of comparable size and conditions. "his question 
was considered by tne District Council on August 16th, when 
the employers maintained that the national character of the 
adjustments should be adhered to, and that the District Council 
was not competent to deal with departures from a national 
award. ‘lhe matter is, therefore, to be decided by the National 
Joint Industrial Council of the industry. | 

* STRAPHANGING.’’—The proposed revival of the regulations 
forbidding vehicles in the Metropolitan area to carry more 
passengers than they are licensed to carry, is not viewed wl 
favour in Manchester. Ihe Tramway Committee states that 
at present it cannot afford to buy new stock, and "strap 
hanging seems to be a simple solution of the traffic problem. 


Nottingham.—FaLLEN TRoLLEY Wire.—On August 19th à 
car had turned off Derby Road when the trolley pole swung 
loose and snapped the wire used for the purpose of keeping 
tbe live wire taut. The live wire also broke, but the repar 
staff were soon in attendance, and in three-quarters of an hour 
cars were again running, temporary repairs having been 


effected.—Nottingham Guardian. 


Sheffield.— Year's Work1NG.—The accounts of the Corpors- 
tion Tramways Department for the year ended March 3lst last 
record a total income of £998,427, as compared with 4825,64 
in the previous year. Working expenses amounted to 1 
as against £679,173, leaving a gross profit of #181, А 
(£146,469). After the payment of capital charges a net pro 
of £66,616 remained. Of this amount the greater part 400, b 
—was transferred to the renewals fund. 


South Africa. RAILwWAT —ELEcTRiFICATION.— The х ish 
African Government, acting upon advice given by Вп t 
electrical engineers, had determined to adopt the direct epe 
system, but some prominence has recently been given ш: 
Press of the Union to the statements of Dr. William May 
donald, who has just returned to South Africa after 8 cin 
Italy. that the improved three-phase system which has b R 
installed on railway lines in northern Italy is the most dre 
eystem of electric traction in the world. Ап invitation ; 
been extended to the Union Government to send id к 
engineers to Italy to investigate this system from the tec 55 
standpoint, and it is suggested that pending such an E 
no further steps should be taken by the Union . 
to convert existing steam railways to direct-current ү jel 
It is quite unlikely that this controversy will ехе 
influence on the policy of home railways, among the б шт o! 
of which there is a strong consensus of opinion ш jur 
direct current inetallations.—T'he Times Trade Supplement: 
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TELEGRAPH AND TELEPHONE NOTES. 


Belgium.—AUTOMATIC TELEPHONES.—The Central Telephone 
Bureau, Brussels, is installing an automatic exchange, and 
the system is later to be extended to other offices in the dis- 
trict. The first one will be put into service in April next. 


France.—SToRM DaxaGE.—The Doua wireless station, near 
Lyons, has been considerably damaged by a violent storm, 
two of the masts, more than 600 ft. high, having fallen. Com- 
munication with America and the Far East is consequently 
suspended for the present. 


India.— WIRELESS TELEPHONY.—The first practical use of 
wireless telephony in connection with the Press in the East 
was made recently when The Times of India received racing 
results by that method direct from Poona racecourse. "The 
experiment by the postal authorities is attracting the widest 
interest, says The Times. 


Jersey.—TELEPHONE SySTEM.—The report of the expert re- 
cently appointed to study the local telephone system declared 
it to be most satisfactory, and it was decided to send a delega- 
tion to interview the Postmaster-General on the questions of 
staff and salaries. 


Poland.—New WIRELESS Station.—It is stated that the 
Polish Government has made a contract with the Radio Cor- 
poration of America for the construction of a $3,000,000 high- 
power radio station at Warsaw, having direct connection with 
Rocky Point, Long Island. It is understood that the Polish 
Government will own the station, which will be operated in 
conjunction with the Radio Corporation for a period of 30 
years.—Financial Times. 


Russia.—CaBLE Party CAPrURED.— The Social Demokraten 
learns from the Great Northern Telegraph Co. that the mem- 
bers of a caravan expedition sent from Pekin to Kiachta 
(Mongolia) in connection with the effort to re-establish com- 
munication with the Far East, via Russia, have been taken 


prisoners by freebooters in Russian Mongolia. So far the com- . 


pany has not received any confirmation of the concession from 
Russia.—Evening News.. 


Wireless Telegraphy.—Companiges’ Fusion.—The Stockholm 
Svenska Dagbladet states that the negotiations for the amalga- 
mation of the English Marconi Co. and the Swedish Radio Co. 
have led to positive results, but the majority of the shares will 
Temain in Sweden.—Financier. 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 
Official Notice '' appeared.) 


OPEN. 


Australia.—MELBOURNE.—October 19th. Victorian Govern- 
ment Railways. Three-phase motors, starters, circuit breakers, 
and switches. Contract No. 34,181.* 


P.M.G.’s Department, Queensland. October 12th. Gal- 
vanised iron and steel wire. Schedule 537, October 19th. In- 
sulated wire. Schedule 538. (August 19th.) 


Belgium.—Ministry of National Defence. September 
14th. Establishment and equipment of a number of wireless 
telegraphy and telephony receiving and dispatching stations. 
8° Direction Générale du Ministere de la Defence Nationale, 
10, Rue du Meridien, Brussels. 


Bristol.—September 16th. Electricity Department. One 
9U-kW rotary converter. (See this issue.) 


Dorchester.—September 10th. Electricity Committee, 
Replating battery, &c. (See this issue.) 


France.—September Ist. The Etablissement Centrale 
du Materiel de la Radiotélégraphie Militaire, 51, dis Boule- 
vard de la Tour Maubourg, Paris.—2,000 40-volt, 3-amp.-hour 
accumulators. 


 Halifax.—September 10th. Electricity Committee. Steel- 
Work in connection with foundations for new turbine set at 
the electricity generating station.— Mr. A. C. Tipple, acting 
borough engineer, Crossley Street. 


b Holsworthy. September lst. Urban District Council. 
oles, fittings, &c., for electric lighting installation.—Mr. F. 
anstone, Surveyor, Council Offices. 


Horsham.—September 3rd. Electricitv Department. One 
"crank, tripleexpansion engine. coupled to a 300-kW d.c., 

/900-V generator, or alternatively. one 2-crank compound 
engine, coupled to generator as above. (August 19th.) 


Iiford.—September 9th. Electricity Department. Aif 
compressor, motor and starter. (August 19th.) 


India.—High Commissioner for India.—August 90th. 
Telegraph cable. (August 12th.) 


London.—FuLuH4M.—September 10th. Electricity Depart» 
ment. A.c. motor-driven centrifugal circulating pump with 
pipework and valves. (August l9tb.) 

Metropolitan Asylums Board.—August 31st. Electric light- 
ing installation at the Grove Hospital, Tooting Grove, S. W. 
(August 19th.) 

Н.М. Office of Works. September 16th. Supply of elec- 
trical and mechanical labour-in-daywork in the Cardiff dis- 
trict. (See this issue.) 


Lourenco Marques.—September 30th. Department of 
Posts and Telegrapbs. 4,200 iron telegraph poles, 15,000 G.I. 
insulator stalks, 11.000 G.I. insulator brackets, 15.000 porce- 
lain insulators, 330 tons G. I. wire, N00 tons H.D. copper wire.“ 


Malta.—September 15th. Government of Malta. Single- 
phase a.c. meters. (August 19th.) 


New Zealand.—WELLINGTON.—September 27th. Public 
Works Tender Board. Six sets 3-phase, 50,000-V air-break 
switches for the Waikato electric power scheme.* 

November 29th. Public Works Department, Mangahao 
electric power scheme: 3 water wheels, three 6,000-kVA and 
two 3.000-kVA a.c. generators, two 3-unit exciter sets, seven 
4,000-kVA single-phase transformers, insulators, lightning 
arresters, switchboard, &c.* 


Portsmouth.—August 30th. Tramways Committee. Stores, 
12 months (including msulating materials, lamps, line ma- 
terials, &c.). (August 19th.) 


South Africa.—PRETORIA.—October 4th.. Electric age and 
Power Department. Coal-handling plant, 6,600-V cables, in- 
duced-draught and ash-handling plant, pumps, piping, &c.— 
Mr. T. C. Wolley Dod, General Manager, Municipal Elec- 
tricity Supply, P.O. Box 423, Pretoria. 


DunaAN.—August 3lst. Corporation. One 3,000-kW, three- 
phase, 50-period, 6,600-V turbo-alternator with condensing 
plant, circulating water pump and piping. (August 19th.) 

September 28th. Corporation. Two 500-kW rotary con- 
verters, switchgear, and automatic controlling devices, also 
h.p. supply feeders.* 

JOHANNESBURG.— November 7th.—South African Railways 
and Harbours. 85.560, incandescent train lighting lamps 
(tungsten filament) for 24 volts, 8 to 10 candle power. 8,125, 
engine headlight lamps, 150-watt, 32-volt (gasfilled type with 
concentrated filament). 50,472, incandescent lamps (tungsten 
filament), and 5,545, incandescent lamps (carbon filament).* 


Salford.—August 29th. Coal supplies for Electricity De- 
partment for six months.—Borough Electrical Engineer, 


Frederick Road, Salford. 


Southampton.—August 30th. Electricity Department. 
E.h.p., 3-phase cable. (August 12th.) 


Stockton-on-Tees.—August 3151. District Fund, Gas and 
Electricity Committees. Articles and stores for six months. 


(August 5th.) 


Urnguay.—September 19th. Board of State Electrical 
Stations. Generating plant for four electrical groups, consist- 
ing of а.с. and d.c. generators, Diesel engines, &c.* 


West Ham.—September 8th. Board of Guardians. Three 
months’ supply of electrical fittings. Mr. T. Smith, clerk to 
the Guardians, Union Road, Leytonstone. 


* A copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S.W. 1. 


CLOSED. 
Blackpool. Accepted: 


Wiring the rew secondary school off Poulton Road, R. Barron, Blackpool, 


Battle.—Board of Guardians. Accepted:— 
Renewal of plates in storage battery, £145.—Tudor Accumulator Со, 


Pewsey.—Board of Guardians. Accepted. 
Electric light installation, £148.—Lotts & Co 


Government Contracts.—The following Government con- 
tracts were placed during July, 1921 :~ | 
ADMIRALTY (CONTRACT AND PURCHASE DEPARTMENT). 

Electrical installation.—Johnson & Phillips, Ltd. 

Switches.—A. Gabriel & Co.; A. Graham & Co.; General Electric Co., 
Ltd.; W. McGeoch & Co., Ltd.; Player & Mitchell, Ltd.; Wandsworth 
Electrical Manufacturing Co., Ltd. 

Overhead electric traveller.—Sir W. Arrol & Co. 

ADMIRALTY (Civic EnNcinger-in-Cinse’s DEPARTMENT). 

Battery repairs.—R.N.V.R., St. Leonards-on-Sea: C. Lynn & Son. 


— — ——— 
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War Orrics. 


Crucibles. - Morgan Crucible Co., Ltd. 
Electric cells. —Fuller's United Electric Co., Ltd. 
Telephone parts. —Britisb L. M. Ericsson Manufacturing Co., Ltd. 
Rotary transformers. -W. Mackie & Co.; Newton Bros., I. id.; Small Elec- 
tric Motors, Ltd. 
Aix MINISTRY. 


Control boxes. -H. W. Sullivan. 


Post Orrict. 

Telephone apparatus.—British 1. & H. Cables, Ltd.; General Electric Co., 
Ltd.; Peel-Conner Telephone Works, Ltd 

Testing, protective apparatus, &c.—Siemens Bros. & Co., Ltd. 

Telegraph and telephone cable.—British 1. & H. Cables, Ltd.; Hackbridge 
Cable Co., Ltd.: W. T. Henley's Telegraph Works Co., Ltd.; Johnson 
& Phillips, Ltd. 

Dry cells.—Siemens Bros. & Co., Ltd. 

Gasfilled lamps.— British Thomson-Houston Co., I. td. Edison Swan Elec- 
tric Co., Ltd.; English Electric & Siemens Supplies, I. id.; General 
Electric Co., Ltd. 

Glow lamps.—British Thomson-Houston Co., Ltd. 

Thermionic valves.—General Electric Co., Ltd 

Enamelled and cotton lapped wire.—Macintosh Cable Co., Ltd. 

Laying conduits.—Hawarden-Rhyl (Section 1): Hodge Bros. (Contractors), 
Ltd. Marple: Whittaker Ellis, Ltd. Bishopsgate: Grieg & Matthews. 
Hawarden-Rhyl (Section 11): G. P. Trentham, Ltd.; (Section III): 
W. Pollitt & Co., Ltd. Hastings: Н. Farrow. 

Manufacture, supply, drawing-in, and jointing cable.—Colchester-Ipswich : 
Johnson & Phillips, Lid. Ware-Hertford : Johnson & Phillips, Ltd. 
Marlborough-Bristol : Western Electric Co., Ltd, Airedale junctions : 
British I. & H. Cables, Ltd. 

Telephone exchange equipment. Blackpool : Peel-Conner Telephone Works, 
Ltd. Great Yarmouth : Western Electric Co., Ltd. 


CROWN AGENTS FOR THE COLONIES. 


Battery materials.—Siemens Bros. & Co., Ltd. 

Distribution boxes, &c. (pole).—Siemens Bros. & Co., Ltd. 

Telephone exchange.—British L.M. Ericsson Manufacturing Co., Ltd. 

Telephone materials.— British L.M. Ericsson Manufacturing Co., Ltd. 

Train lighting spares.—]. Stone & Co., Ltd. 

X-ray apparatus.—F. R. Butt & Co. 

Forced draught cooling tower.—Davenport Engineering Co., Ltd. 
HIGH COMMISSIONER FOR INDIA. 

X-ray apparatus. Watson & Sons (Electro-Medical), Ltd. 

Cable.— Western. Electric Co., Ltd. 

Cells.—Tudor Accumulator Co., Ltd.; Chloride Electrical Co., Ltd. 

Cords.—Peel-Conner Telephone Works, Ltd. 

Insulation cups.—General Electric Co., Ltd. 

Rotary converters.—Metropolitan-Vickers Electrical Co., Ltd. 


Редис Works, Din ix. 
Electric bell installation. New Public Offices, Dublin: V. G. Middleton & 
Co., Ltd. s 


NOTES. 


The I. E. E. Royal Charter.—At a meeting of the Privy 
Council held at Buckingham Palace on Wednesday, August 
10th, 1921, the petition of the Institution for a Royal Charter 
of Incorporation was approved, and a Royal Charter has now 
been granted. His Majesty the King has also been graciously 
pleased to intimate his willingness to become Patron of the 
Institution. 


New Electric Signalling Device.—A Committee of the 
Ministry of Transport is shortly to visit Liverpool to inspect a 
new system of railway signalling which has been adopted by 
the Liverpool Overhead Railway Co. along the five miles of 
double track between tbe Alexandra and the Herculaneum 
Docks. Automatic electric lamp signals have been substituted 
for the semaphore arm signals, and an advantage is that even 
in broad daylight the signal is more easily seen than the 
ordinary signal arm. The Liverpool Overhead Railway Co. 
now employs 26 of these new signals, which are worked by 
the trains themselves switching on the respective lights behind 
the coloured lenses. If the train runs past a signal set at 
danger, & circuit brake comes into operation, and by cutting 
off the power and applving the train's brakes, pulls it up 
within 300 feet. 

Баео Training in China.—The UU (Com- 
munications) University was formally opened on July Ist. 
This new institution will unify and improve the technical 
education that has been afforded in the past by the Railway 
Administration College, the Postal and Telegraph College, and 
the Shanghai and Tangshan Colleges. It is hoped to model 
the training of China's future engineers on the best standards 
prevailing in modern universities. 


Ship-propelling Machinery.—.\n excellent condensed ac- 
count of the various types and arrangements of ship-propelling 
plant is given in the Pacific Marine Review, which states that 
the more common systems that have been applied to merchant 
vessels are: (1) Direct connected reciprocating engine; (2) 
direct connected turbine; (3) geared turbine: (4) turbine-elec- 
tric, with direct connected motor; (5) turbine-electric, with 


Fuel Machinery 
Drive (Consumption, Weight. 
Geared Turbine - 1 "OE 
Turbine Electric Р 106  .. 1.05 to 1.10 
Direct-connected Diesel .49 1.10 to 1.25 
Diesel-electric 5T = 75 


geared motor;; (6) internal combustion engine, direct con- 
nected; (7) ditto geared; (8) internal combustion engine, using 
direct-connected motors. The author examines each tvpe in 
turn from the point of view of first cost, general running 
capabilities, and cost. The above figures are based on a 
3,000 h.p. ship operating over a 4,000-mile course at a speed 
of 11 knots and making 14 single trips per year, the geared tur- 
bine ship being taken as unity.—Technical Review. 


Tests on Coal-cutter Connections.—Messrs. Anderson, 
Boyes & Co., Ltd., Electrical Works, Motherwell, who specialise 
in coal-cutting plant, have bad a series of tests carried out at 
their works, by Prof. Burns, of the Royal Technical College, 
Glasgow, to demonstrate that a rectangular type of trailing 
cable plug attached to a coal cutter is capable of being used 
in an explosive mixture of gas and air. ‘Lhe tests were most 
successful. 


Radium in Belgian Congo.—During the war British 
geologists discovered exceptional quantities of radium in ігар. 
ments of colcobite, sold in London by a Belgian coming from 
the Belgian Congo. Efforts to trace the former owner of the 
specimens failed, and the exact spot where the mineral had 
been found was not determined. Ihe Effort du Katanga, an 
Elizabethville newspaper, states that radium has now been 
discovered in the Belgian Congo, and that a special mission is 
to be sent to investigate the importance of the discovery.— 
Financial Times. 


Fatalities.—Six people were killed during a storm at 
Florence on Friday, when an electric power station was struck 
by lightning, and three persons were killed in the village of 
Romito, near Florence, where a cottage was struck and a fire 


started which spread and destroyed several houses.—The 
Times. 
Underground Conduit-return Lighting System.—An 


article describing a series system of street lighting that in- 
volves the use of the conduit as the return conductor, which 
was installed at a cost equalling about 334 per cent. of the 
usual system, is described in the Journal of Electricity, from 
which we learn that tests made with 6.6 amps. at 50 cycles 
before installation indicated that the voltage drop per 1.000 ft. 
of conduit was 14.2 with a complete copper circuit, and 10 volts 
when using the conduit as а common return, with a power 
loss of 32 and 45 watts respectively. The voltage drop is 
reduced because the reactance is diminished. Half-inch gal- 
vanised conduit was employed in 300-ft. runs, so that special 
methods employing compressed air had to be used to draw 
in the wires. The conduit was fixed and earthed to each 
lamp-post, and the maximum voltage between the conductor 
and the conduit exists only at the feed point. No difficulties 
are encountered, it is said, when it becomes necessary to 
install new posts between the existing ones, and trouwe is 
very easily located because, in the case of an earth, all the 
lamps beyond the fault go out. The system has been in 
ев for over four years without having given any 
trouble. 


New Ships.—S.s. " ScyrH1A."— The actual performance of 
the new s.s. Scynthia on her maiden voyage to New York this 
week will be watched with interest. She is the largest Cunard 
liner built since the war, being of 21,000 tons gross displace- 
ment, and up to the present is also the largest passenger-carry- 
ing vessel on the Atlantic specially designed and built to burn 
oil fuel; she possesses propelling machinery of the double 
reduction geared turbine type. Her electro-hydraulic auxiliary 
machinery also represents a notable advance on previous 
practice. 

S.s. " BanaDINE."— This twin-screw passenger steamer, built 
to the order of the Peninsular & Oriental Steam Navigation 
Co., by Messrs. Harland & Wolff, Ltd., for the branch line 
service between London and Australia, left port on the 18th 
inst., after undergoing successful trials in Belfast Lough. The 
principal dimensions are: Length, 537 ft.; breadth, 64 ft.; and 
depth 41 ft., with a gross tonnage of about 13,300. The new 
vessel, Which is class 100 Al at Lloyds, has a very complete 
electrical installation, consisting of four main genérators, in 
addition to which there is a vertical oil engine driving à 
dynamo. The watertight doors are all operated and controlled 
electrically from the captain's bridge. There are two elec- 
trically-operated lifts for the pantry, and among the service 
machinery there is electrically-driven apparatus for mixing 
the dough, washing dishes, and peeling potatoes. The ship в 
whistle is automatically operated electrically from the captain's 
bridge. Among the other electrically-driven gear are include 
large forced-draught fans for the boilers, refrigerating fans 
and the ventilation fans throughout the vessel. Special atten- 
tion has been given to the ventilation, so as to give the maxi- 
mum comfort to passengers in hot weather. Joud-speaking 
telephones are available to assist in the navigation of the 
ship, and there are considerably over 1,000 lights installed, 
and over 70 motors. 

S.s. '" MasrsTIC."— This White Star liner will make her first 
voyage on the Southampton-Cherbourg-New York service next 
spring. She is 956 ft. long and has a displacement of 64.000 
tons when loaded; her 100,000 h.p. will enable her to steam 3 
knots, and she will carry sufficient oil fuel for the round trip. 
Her electrical equipment is considerable, and includes electric 
baths. She will carry two motor lifeboats fitted with wireless 
telegraph apparatus, and the vessel herself will have шге 
wireless stations, the largest being capable of maintaining 
communication with land stations throughout the voyage. The 
Majestic was formerly the Bismarck, and was in course 0 
construction at Hamburg when the war broke out. 


Railway Expert Wanted.—A i | ; 
Е; —According to Reuter's reports 
ов Adelaide, Ње South Australian Government 18 searching 
or an expert of the widest possible experience in either 


England, America : 
the Btate railways. or Australia, to take supreme control 
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X-ray Treatment of Cancer.—The following statement has, 
according to The Times, been issued by the Council of the 
British Association for the Advancement of Radiology and 
Physiotherapy, їп view of the publicity that has been given 
to radiotherapy in the treatment of cancer by the publication 
of laudatory articles in the medical and lay Press, and the 
extraordinary claims that have been put forward by the autho- 
rities of the West London Hospital. 'The treatment referred 
to has not yet been thoroughly tested. It possesses great 
potential dangers, and may not prove as eflicacious as the 
claims now made would suggest; however, no certainty can 
be arrived at for some years. The unwarranted laudation of 
this change in technique will probably lead to а reaction, and 
bring discredit upon X-ray treatment in general. 

The claim put forward by the Erlangen school is that it is 
possible to administer a dose of X-rays which will cure cancer 
in one application. This claim is commented on as follows by 
tha Lancet of July 2nd, 1921 :— 

‘ The suggestion that cases of malignant disease should go to 
the radiologist immediately the diagnosis is made, and before 
operation, 18 based on the observation of competent observers. 
There is little doubt that the time has come for us to recon- 
sider our position in dealing with the situation.“ 

This is regarded as а most ill-advised pronouncement, and 
the Association emphatically disagrees with the conclusions 
expressed. The time has not yet come when radiotherapy may 
be regarded as the first choice in the treatment of the majority 
of cases of cancer. 

The Association believes that, of any single method, surgery 
stil! offers the best prospect of cure in nearly all cases of 
cancer, and that until much тоге convincing proof of the 
efficacy of- X-rays or other form of radiation is forthcoming 
it would be extremely dangerous to encourage patients to trust 
to X-ravs treatment alone. 

It is, however, of the opinion that a closer co-operation be- 
tween the surgeon and the radiologist would lead to а clearer 
appreciation of the value of radiation in treatment. Combined 
treatment offers the greatest hope of success. 

Radiologists in this country have, during the past few years, 
во far perfected their technique that the risk of any injury to 
the patient 18 now small, provided that his treatment is under 
the direction of à medical man of wide experience in this class 
of work, and the public may rest assured that if the prospects 
held out by the more drastic procedure prove to be better than 
those offered by existing methods full advantage will be taken 
of it in this country. 

The Association holds that the real contribution to progress 
on the part of the Erlangen school is that it has employed 
in suitable quantities X-rays of a higher penetration than those 
hitherto used, and has also carefully systematised already 
known methods of measuring dosage. Several firms in this 
country are now making the requisite equipment, so that diffi- 
culty of obtaining plant will not be а bar to research. 

X-rays have already relieved suffering and prolonged active 
life in thousands of cancer victims. They have even effected 
3 few apparent cures; and their value in helping to prevent 
return after operation is now generally recognised. It would, 
therefore, be neither more nor less than & calamity if public 
disappointment resulting from unfulfilled promises were to 
bring discredit on radiation therapy, which is in reality a 
powerful agent in the warfare against disease. 


Power Station Employés’ £5,000 Claim.—A few months 
ago two employés at the Johannesburg power station were 
dismissed by the municipality and expelled from the Engincer- 
ing Union. The expulsion was declared illegal by the Court, 
and one of the two men (Mr. Young) has commenced an 
action against the Union claiming £5,000 damages. The action 
will shortly be heard in the Supreme Court. 


Appointments Vacant.—Power station maintenance engi- 
gineer (£392) and resident station engineer (£534). for the York- 
shire Electric Power Co.; assistant sub-station engineer, for 
the Shanghai Municipal Electricity Department (350 taels per 
month. tael=3s.); shift engineer. for the Doncaster Corpora- 
uon Electricity Works; teacher of electrical engineering and 
mathematics, for the Doncaster Technical College. (See our 
advertisement columns to-day.) 


Petrol-electric 'Buses for London.—Messrs. Tillings, Ltd., 
announce that they are shortly introducing an improved type 
^t omnibus to replace those which they are now running in 
london. The drive will be effected by motors supplied with 
electricity generated by a petrol engine. The carrying capa- 
city will be for 48 passengers, and about 150 of these vehicles 
are to be put into service. 


‚ Speech Projection.—The Electrical World, in a recent 
issue, reproduced a photograph of a speech-projection equip- 
ment constructed by the American Telegraph & Telephone Co. 
This consists of a tower about 30 ft. in height, on the top 
of which four loud-speaking projectors are mounted. Under 
the tower is a speaker's platform on which are fixed a 


number of electrostatic transmitters. About twelve feet above 


this platform a single speech projector 1s installed, and thia 
created a record by rendering speech audible at a distance of 


38, miles, The energy amplification is stated to have been 


Making Ice Cream Eiectrically.—Keeping a community 
cool in the summer is a task that demands аз much electricity 
as that of keeping it warm in winter. An interesting descrip- 
tion of ice cream making in the Journal of Electricity 18 
typical of the extent to which manufacturing plant ot all 
kinds is becoming dependent on electric power. The Benham 
Ice Cream Co., of Fresno, U.S.A., has an output of 650,000 
gallons per year; during the summer the plant is run on a 
24-hour basis, and 4,500 gallons of cream are used per day. 
representing the yield of 5,000 cows. About 500,000 lb. of 
sugar and 500 tons of salt are consumed a year, and all the 
ice needed is manufactured in the factory, the daily ''refri- 
gerating capacity " of the plant being 80 tons and the output 
of the two ice crushers 20 tons per hour. The four 100-gallon 
per hour freezers are each driven by a 7.5-h.p. motor, and the 
12 40-gallon ones by 2h.p. motors. The plant includes a 
50-h. p. steam boiler for sterilising and heating purposes, and 
for condensing the surplus milk. Water is pumped from 
private wells for all uses in the factory; the principal com- 
pressor is driven by a 75-h.p. motor, and there are two 
smaller ones driven by 25-h.p. machines. There are 34 motore 
in all with a total capacity of 226 h.p., and the maximum 
15-minute demand to date is 181 h.p. The company operates 
specially built trucks for distributing its product locally; it 
uses 20 vehicles, part of which are Walker and part General 
Vehicle ''electrics," having a capacity of 300 gallons of ice 
cream and two tons of ice and salt. Some of the vehicles are 
nothing less than refrigerating rooms on wheels,. being fitted 
with brine circulating pipes so that the compartments in which 
the ice cream is stored for delivery are kept cool. One of the 
most novel features is the latest electric truck, which has been 
equipped with a complete refrigerating plant; the truck has 
two product compartments and is fitted with an electrically- 
driven system instead of refrigerating by means of salt and 
ice. The company operates its own vehicle-charging outfit, 
using а motor-generator set for the purpose. The use of elec- 
tricitv in ice cream plant facilitates à process which is ver 
exacting, is subject to very heavy demands during the ru 
season, and requires great flexibility. On account of the re- 
quirements for complete sanitation, individual electric drive is 
considered the only satisfactory method; operators, in fact, 
never have to think of their driving apparatus and are free 
to give all their attention to the manufacture and delivery af 
& product in which uniformity and reliability are particularly 
ќо be desired. | | 

The plant represents an investment of over а quarter of a 
million dollars, and it is said that it is the most complete and 
largest of its kind west of Chicago, not even excepting the San 
Francisco and Los Angeles factories. 


Closed Labour Exchanges.—In accordance with the policy 
announced in the House of Commons on August 4th, the 
Ministry of Labour is closing down country labour exchanges 
in North Devon. ''I am taking steps to close 84 rural ex- 
changes immediately, and 150 or more will be shut down b 
the end of the ycar," Dr. Macnamara is reported to have said. 


Ed ucational.— BACHELOR OF CoMMEncE DeEGREE.—At the 
beginning of the autumn session of the University of London 
in October next, four students will begin four years’ training 
for the degree of Bachelor of Commerce.. They are the suc- 
cessful candidates for the four £250 Scholarships offered by 
The Daily Mail in connection with the Efficieney Exhibition 
held in February last. 


s 


The qualifying examination was the Matriculation Exam- 


ination of the University of London, held in June last. The 
winners of tbe scholarships are the students who, having 
completed Daily Mail entry forms, were placed highest on 
the list of candidates for that examination. Each of the 
winners is engaged and has undertaken to continue to be 
engaged in whole-tirne employment in business while pursuing 
a regular course of study for the degree of Commerce. 

The administrative work in connection with the scholarships 
will be carried out by the authorities of the University of 
London. 


Institution Note.—ASsSOCIATION OF ENGINEERS-IN-CHARGE.— 
The 21st Annual Dinner of the Association which was post- 
poned owing to the coal miners’ strike, will take place on 
Saturday evening. October 8th, at the Holborn Restaurant at 
6 p.m. Mr. W. H. Patchell (president) will preside, and the 
principal guest of the evening will Engineer Vice-Admiral 
Sir George G. Goodwin, K.B.C., LL.D., Engineer-in-chief 
of the Fleet, who will be supported by many eminent repre- 
sentatives of the engineering world. 

A Ladies’ Night, consisting of a dinner and dance, will 
be held by the Association. at the Holborn Restaurant on 
Saturday Evening, November, 19th. "The Chairman of the 
Association (Mr. J. E. Watkins) will preside. 


Medals for Resuscitation. —The Accident Prevention Com- 
mittee of the Canadian Electrical Association offers & medal 
to апу person who saves the life of another, who has received 
an electric shock, by artificial respiration. The first lot of these 
medals will be struck, very appropriately, from copper taken 
from the first high-pressure transmission line in the British 
Empire, installed 30 years ago. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELEUTBICAL KEVIEW posted а» tu their movements, 


WB shall be glad if electrical and allied men who are pro- 
ceeding overseas on business visits, will acquaint the Editors 
of the ELECTRICAL REVIEW with their movements. Equally 
acceptable to us will be notification from our overseas friends 
when they are visiting this country; the date of arrival and 
their address here, if known, would be of interest to our 
readers, and of value to the trade, while the objects of the 
visitor might be more easily attained, and the visit made more 
successful. Many of our triends already keep us posted, but 
we should like more to do so. | 

Mr. E. A. GATEHOUSE, until recently assistant manager of 
. the contract department of the British Thomson-Houston Co., 
Ltd., has relinquished that position in order to join the staff 
of the ELECTRICAL REVIEW. On leaving Rugby Mr. Gatehouse 
(who is the son of the late Mr. T. E. Gatehouse, well known 
as the editorial and technical editor of the ELECTRICAL REVIEW) 
was entertained at dinner by a large number of the staff, who 
presented him with some handsome Georgian silver plate as 
а token of their regard. 

Mr. Н. М№овтн, of the Engineer-in-Chief's Office, General 
Post Office, retires this month. He has been connected with 
the Post Office for upwards of 40 years. Some of our readers 
wil remember his work in connection with the Ghent Inter- 
national Exhibition in 1913. Не organised the Post Office 
exhibit in the British section, and superintended the erection 
of representative apparatus from the various sections of Postal 
telegraph, telephone, pneumatic, savings bank and money order 
departments, and was awarded a diploma for his services. On 
the outbreak of war, Mr. North took a prominent part in the 
volunteer movement, and early in. 1915 opened a free school 
for instruction in signalling, at the Inns of Court Hotel, 
London. Lord French inspected the school on June 6th, 1916, 
and was very favourably unpressed. Upwards of 1,200 students 
were passed into the various signal units from this school. 
In retirement Mr. North will be devoting his energies to 
electrical matters, for he now represents the Fahnestock Elec- 
tric Co., of New York, Ferodo, Ltd., &c., whilst at his rooms 
at 264, High Holborn, W.C.1, he will continue his experi- 
ments in wireless telegraphy. 

Мг. Н. W. Роттіск, A.M.I.Mech.E., A. M. I. E. E., has re- 
signed his position under the Calcutta Electric Supply Cor- 
poration, Ltd., and will be returning to England at the end 
of October. 

Mr. J. WaLLis BaiLkEy, the hon. secretary of the South 
Midland Students' Section of the Institution of Electrical 
Engineers, has changed his address to c/o Messrs. General 
Electric Co., Ltd., Witton, Birmingham. He will be glad to 
hear from student members desirous of reading papers during 
the forthcoming session. 

The Southport Corporation Electricity Committee has de- 
cided that the salary of the new borough electrical engineer, 
when appointed, shall be at the rate of £800 a year, rising 
by annual increments of £50 to £1,000. The salary of the 
present borough electrical engineer, Mr. A. S. Віск, who 
has been appointed borough electrical engineer and tramways 
manager at Ipswich, is £400, plus £300 bonus. At Ipswich 
he will receive £900. | 
. It is refreshing to note that there are no fewer than thr 

engineers standing for Parliament in the bye-elections now 
proceeding. Mr. ARNOLD Lupton, the Liberal candidate for 
Westminster, is a mining and civil engineer in practice there. 
Sir ALAN HUTCHINGS, the Conservative candidate for Louth, 
is a member of the Surveyors’ Institution, and Sir PHILIP 
Dawson, the well-known railway electrical engineer. is stand- 
ing for Lewisham as a Conservative. Apart altogether from 
their politics, we should rejoice to see practical and construc- 
tive men of this type in Parliament. 

Mr. WILFRED Evans, foreman for four vears of the electrical 
department of the Briton Ferry Chemical Works, has been 
appointed, out of a large number of applicants, head of the 
electrical department of the State railways of the Malav 
Peninsula at a commencing salary of £750 per annum, and 
sails for Malaya on October 1st. Mr. Evans is a member of 
the Technical Advisory Committee of South Wales for Elec- 
tricity and chairman of the Port Talbot Branch of the Elec- 
trical Trades Union. 

The marriage took place on August 17th, at the Cathedral 
Church. Chelmsford, of Mr. Суви, Неквект FORD, A. M. I. E. E., 
of the staff of the Marconi Co., Chelmsford, and Miss Kathleen 
Millicent Manning. 

Signor Marconi? who has been spending a few davs at 
Aberdovey in connection with wireless experiments he ig 
making on his steam yacht Electra off the Welsh coast. hag 
been presented with an address Бу the Aberdovev Council. 

Mr. С. H. Dorna, who has heen appointed tramwav 
permanent wav engineer to the Halifax Corporation—a new 
office created by the taking over of the whole of the lines 
(formerly partly under Highways Department control) by the 
Tramway Committee—was on the staff of the Rochdale 
borough engineer. 

Mr. W. С. WickHAM, Н.М. Senior Trade Commissioner in 
South Africa, who is at present in this country on an official 


visit, is prepared to interview at the Department of Overseas 
Trade in London, from September lst to 16th, firms who 
desire to consult him regarding South African trade possibili- 
ties, &c. 

The following appointments have been made in the Faculty 
of Engineering at University of London, University Couege: 
Mr. M. T. M. Овм5вү (previously reader in surveying), to be 
Chadwick Professor in Municipal Engineering; Mr. BERNARD 
Н. KNIGHT, to be Assistant in Municipal Engineering; Mr. 
Н. T. Davibdk, to be Senior Lecturer in Civil and Mechanical 
Engineering. 

The Rr. Hon. EARL Buxton, G. C. M. G., has accepted an in- 
Dou to join the board of the British Thomson-Houston Co., 

td. j 


Obituary.—Sig SAMUEL DAVIDSON.— We regret to record the 
death of Sir Samuel Davidson, K.B.E., founder of the Sirocco 
Engineering Works, which occurred at Belfast on August 18th. 
at the age of 75 years. It will be remembered that on the 
occasion of the recent visit of the King to Belfast the honour 
of knighthood was conferred upon the deceased gentleman, 
who was too ill to be present in person. We published an 
account of Sir Samuel's career, together with a photograph, 
in the ELECTRICAL. Review for July Ist, 1921 (p. 20). 

Alb. Н. LiNsLEY.—The death took place last week, at the 
age of 73 years, of Ald. H. Linsley, chairman of the Salford 
Corporation Tramway Committee since its inception twenty 
years ago. 
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NEW COMPANIES REGISTERED. 


Frank Rawcliffe & Co., Ltd. (176,278).—Private company. 
Registered August lóth. Capital, £12,000 in £I shares. To take over the 
business of an electrical engineer and factor carried on by F. Raweliffe at 
8, Nun Street, 16, Westmoreland Road, and 49, Westgate Road, all in New- 
castle-on-Tyne, and 94, Victoria Road, Darlington, as Frank Rawcliffe and 
Co. The first directors аге: F. Rawclifie (managing and permanent director), 
9, Queen's Gardens, Benton; J. McGhee, 9, Queen's Gardens, Benton. Qualif- 
cation, 1 share, Remuneration as fixed by the company. Registered office: 
8, Nun Street, Newcastle-on-Tyne. 


Modern Electrical Su ply Co., Ltd. (176,236).— Private 
company. Registered August loth. Capital, £1,500 in £l shares. To take 
over the business of electrical engineers formerly carried on by G. F. А. 
Stone and G. A. Davenport at 14, High Street, Pinner, and to carry on the 
sanie and the business of dealers in electrical goods, &c. The permanent 
directors are: А. T. Whittle (governing and managing director and chairman). 
l'aines Lane, Pinner; G. F. A. Stone (sales manager), 14, High Street, Pinner; 
G. А. Davenport (works manager), 14, High Street, Pinner. Qualification 
of managing director. 400 shares; of other directors 1 share. Remuneration as 
fixed by the company. Registered office: 7.9, Whitecross Place, Wilson 
Street, Finsbury Square, E.C.2. 


Ohms, Ltd. (176,318).—Private company. Registered 
August 16th. Capital, £400 in El shares. To carry on the business of 
electricians, electrical engineers, and contractors, &c. The subscribers (each 
with one share) аге: W. J. Wood, 34, Shakespeare Road, Acton, W.3, solici- 
tor's clerk; W. J. Lovell, 110, Maryland Road, Wood Green, N. 22, solicitor's 
clerk. The first directors are to be appointed by the subscribers. Solicitor: 
У L. ое» 199, Piccadilly, W. Registered office: 41, Upper Berkeley 

treet, W. I. 


Wren Three Link Patent Safety Coupler, Ltd. (176,331). 
Private company. Registered August 16th. Capital, £1,500 in #1 shares. 
To carry on the business of electrical, mechanical, motor, and general en- 
gineers, iron and brass founders, boiler makers, wire drawers, iron and 
steel cable makers, &c., and to adopt an agreement with A. Wren. The sub 
scribers (each with one share) are: G. T. Little, 7, Dorncliffe Road, Fulham. 
S. W. 6. clerk; F. W. Eve, 38, Salmon Lane, Limehouse, Е. 14, clerk. The 
subscribers are to appoint the first directors. Solicitor: A. Barrie, Balfour 
House, Finsbury Pavement, 


Engineers’ Club (London), Ltd. (176,343).—Registered 
August 17th as a company limited by guarantee. To promote the interests 
of engineers generally and provide a club house for a club in course ol 
formation to be known as the Enyineers' Club. The first directors are: E. 
Manville (М.Р. for Coventry), 39, Coventry Street, W.; E. L. Hill, 39, St. 
James's Street, S. W. 1; P. C. Pope, Wainholm, Toddington, Beds. Е. Manville, 
M.P., is the first president. Registered office: 39, Coventry Street, W.1. 


British Samples, Ltd. (176,336). Private company. Re- 
Ristered August 17th. Capital, £3,000 in £1 shares. To organise and conduct 
exhibitions in the United Kingdom and other countries with the object of 
promoting British manufacture and trade, and fostering the relationships 
between manufacturers and consumers throughout the world, and between 
exporters abroad and consumers in the United Kingdom and other countries. 
and for that purpose to co-operate with newspapers in cataloguing and 
advertising of exhibits; to act as agents for exhibitions organised by other 
concerns, &. The subscribers (each with one share) are: G. B. Crowder, 
51, Lincoln's Inn Fields, W.C.2, solicitor; H. G. Russell Smith, 51, Lincoln's 
Inn Fields, W.C. 2, solicitor. The subscribers are to appoint the first directors. 
Registered рћсе : 51, Lincoln's Inn Fields, W.C.2. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


British Illuminated Sign Co., Ltd.—Particulars of £10,000 


debentures, authorised July 11th, 1921; present issue £1,000; charged on the 
company's undertaking and property, present and future, including uncalled 


' capital. 


A. Hirst & Son, Ltd. (57,889).—Return dated July 5th, 
1921. Capital, £20,000 in £10 shares (100 preference and 1,900 ordinary); 100 
preference and 1,220 ordinary shares taken up; £2,200 paid; £11,000 considered 
as paid. Mortgages and charges: Nil. 


Metropolitan-Vickers Electrical Co., Ltd. (62,919).—Re 
turn dated May 4th, 1921. Capital, £6,395,000 in 616,525 preference shares 
of £2 each, 5.136,950 ordinary shares of £1 each, and 500.000 deferred shares 
of 1s. each; 616,525 preference, 1,136.950 ordinary, and 500.000 deferred shares 


taken up; £2,245,000 paid; £15 ; И and 
charges: £1.395.153. pai 50,000 considered as paid. Mortgages 


Rangoon Electric Tramway & Supply Co.. Ltd. (86,932). 
—Return dated June Ist, 1921. Capital, £500 bn "in 50,000 preference shares 
of £5 and 250,000 ordinary shares of 21 each; 50,000 preference and 177,001 
ordinary shares taken up; £362.001 paid on the preference and 119,001 ordinat? 


h : i 
9 ia e eden as paid on 65,000 ordinary shares. Mortgages aod 
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CITY NOTES. 


The annual meeting was held in London 


Vera Cruz on August 17th. Mr. Vincent W. Yorke 
Electric Light, (chairman), who presided, suid that the 
Power and gross earnings of the company continued 


to increase satisfactorily although operat- 
ing expenses had also increased. A serious 
strike of the tramway employés in September had reduced 
the income considerably. To meet an increase in wages 
awarded to the men, the company had been permitted to 
increase its fares. The lighting and power business had shown 
good results, the combined net earnings for the current year 
being about 25 per cent. in excess of those for the correspond- 
ing period of 1920. The opening up of a bathing resort, in 
which the company had an interest, near Vera Cruz, would 
add considerably to the earnings of the tramways. The 
stand-by Diesel plant, which was used in the event of a failure 
of the supply from the Puebla Tramway, Light & Power Co., 
was very old, and it would be necessary to install a steam 
turbine within the next few months. The political conditions 
in Mexico remained satisfactory, and if these continued so. 
and if labour troubles could be avoided, 1921 should prove 
а very satisfactory year. 


The Watt А.С. fur Elektrische Unter- 
nehmungen, of Glarus, which is associated 
with the Zurich Bank for Electrica] Under- 
takings, reports a slight increase in the 
deficiency in 1920-21 to 2,891,000 fr., and the loan capital again 
receives no interest. 

The report of the Maschinen Fabriken Escher Wyss & Co., of 
Zurich, states that the volume of the turnover in the year 
ended on March 31st, 1921, was approximately the same as 
in the previous year, although sale prices considerably de- 
clined. After making provision for depreciation, the accounts 
record net profits of 809.000 fr., as against 804.000 fr. in 1919-20, 
and the dividend remains at 6 per cent. as in the preceding 
year. , 

The report of the directors of Brown, Boveri Ё Cie., of 
Baden, dealing with the vear ended on Mareh 31st, 1921, states 
that the sudden falling off in the sales of electric motors which 
took place in September was followed bv stagnation of business 
in large machines in the following month. "This change would 
have had no direct consequences on the activitv of the works 
at first, as orders were on hand for a long time forward. But 
the stagnation led to а rapid fall in the prices for all raw 
materials and for manufactures, which decline reached extra- 
ordinary dimensions in the first quarter of 1921. If this situa- 
tion had not arisen, the working results for the year would 
have been entirely satisfactory despite other unfavourable 
factors. The accounts show net profits of 666.000 fr., as com- 
pared with 5,084,000 fr. in 1919-90, when a dividend at the rate 
of 8 per cent. was paid. As & conseauence of the denreciation 
of raw materials and manufactures, the valuation of the stocks 
at the end of the financial year represented a loss of about 
7.000.000 fr. on an ordinary share capital of 56.000.000 fr. It is 
stated that this is the first time during the 30 vears' existence 
of the company that no dividend has heen paid. 


Traction, Ltd. 


Swiss 
Companies. 


Ёгапсе.—СомрлахтЕ CONTINENTALE EnrsoN.—The ordinary 
meeting approved the accounts for the vear 1990, leav- 
ing a debtor balance of 65.666 fr. Taking into ac- 
emnt credit carry overs from former years’ working of 
136621 fr., a final balance of 60.508 fr. remained, which 
it was decided to carry forward. The Nevers instal- 
lation during 1919 was in the preparatory stage. but 
developed in an encouraging manner in the course of 1920. 
Tn January only 161.598 kWh were sold, bnt by December that 
fignre had risen to 496,909. kWh, the total for the vear being 
3.451.511 kWh. If the industrial conditions had not caused 
various important customers to restrict their operations con- 
Riderably, the consumption of electricitv would have more than 
doubled that actually attained. In 1990 the City of Paris 
carried out long experimenta in the Vals-de-Loire district in 
deep pumping to tap underground water supplies. for which 
the company furnished the electrical equinment. The opera- 
tions were completely successful and are stil! being continued. 
The report passed in review the position of the various under- 
takings in which the company has shares, namely. the Société 
Hvdroelectrique de Lyon. the Société de Distribution de 
l'Flectricité de l'Ouest. and the Compagnie Parisienne de Dis- 
tribution de l'Electricité. An extraordinary meeting which 
followed sanctioned the raising of the capital from 10.000.000 
ta 25.000. 000 fr. by the issue, on one or more occasions, of 
30.100 500-fr. shares. 


Tyneside Tramways & Tramroads Co.—The report for the 
alf-vear ended Tune recommends dividends at the rate of 
? Per cent. ner annum on the preference and & ver cent. ner 
annum fhath lees tax) on the ordinarv shares: £500 to reserve 
and £140 carried forward. Tnerease in traffic receipts, £1,181. 


Сиу of London Electric Lighting Co.. I. td. The directors 
е declared half-vearly dividends on the 6 рег cent. first and 

рег cent. second preference shares; and at the rate of 10 per 
cent. per annum on the ordinary shares, all less tax. 


Prospectus.—The list is due to close to-day (or earlier) in 
the issue of £750,000 in 6 per cent. debentures at 96 per cent., 
by the County of Southland Electric Power Board. The prin- 
cipal and interest are unconditionally guaranteed by the New 
Zealand Government. 


Aberdeen Suburban Tramways Co.—Profit for the half- 
year ended July 3lst £1,771, plus 43.808 brought forward. 
After putting £1,000 to renewals and depreciation, a dividend 
at the rate of 7 per cent. per annum is to be paid. £2,292 
carried forward. 


Oxford Electric Co., Ltd.—4A dividend at the rate of 5 per 
cent. per annum, less tax, on the ordinary shares for the 
half-year is announced. i 


Clyde Valley Electrical Power Co.—An interim dividend 
at the rate of 5 per cent. per annum, less tax, is announced 
on the ordinary shares for tbe past half-year. 


British Electric Transformer Manufacturing Co., Ltd.— 
An interim dividend on the ordinary shares at the rate of 
6 per cent. per annum, less tax, for the half-year, is an- 
nounced. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


THE markets are not lacking in points of interest, although 
general business continues quiet. Money is said to be getting 
cheaper, but this may be а transitory matter: the usual tend- 
ency 18 for rates to stiffen as autumn approaches. Investment 
securities remain firm. The new General Electric 7 per cent. 
debenture 1з again better at 944, а premium of 2 points, as 
against the discount of 4 to which it fell soon after allotment, 
when the stags were hastening to get out. Other new issues 
in this market are inclined to be irregular. North Metro- 
politan has risen to 7 premium, Metropolitan Electric Exten- 
sion debenture is unchanged at 8 premium, and the Shropshire 
74 per cent. debenture weakened to 96$, which is 4 discount. 
The Marconi report, given on p. 255 of last week's issue, 
caused a sharp drop, to 33s. 9d.. in the ordinary shares. Sup- 
port was quickly forthcoming. and a rally to 1 13/76 ensued. 
As announced here, the dividend on the ordinary shares is to 
be made up to 15 per cent. for the year, while the preference 
receive 19 per cent. This is a reduction of 10 per cent., in 
both cases, upon last year's dividends. Moreover, а bonus pay- 
ment of 25 per cent., free of tax, was distributed a year ago, 
out of money received from the Government. 1% is interesting 
to trace the net profits record for six years, which stands as 


follows :— 
1913 £192,300 ... . 1918 £597,900 
1916 £318.400 . 1919 £1,220,740 
1917 £383,900 ... . 1920 £291,682 


Unfavourable rates of exchange are declared to be largely 
responsible for the shrinkage in the net profits. Because of 
these rates, substantial sums have been retained abroad on 
deposit, or invested in foreign Government securities. There 
are still outstanding claims against British Government de- 
partments, and it is difficult to appraise what may be the 
value of the shares from the standpoint of the permanent in- 
vestor. The cumpany has plenty of scope for expansion, in 
spite of the official ** wireless chain." To the Stock Exchange 
eye, the shares retain attraction from the fact of their being a 
popular medium for speculation wherever there is anything 
doing.“ which at present (save amongst investment stocks) 
there is not. 

Following upon the payment of a healthy string of coupons 
upon Mexican Light & Power, Mexican Electric & Pachuca 
bonds, there comes the modest announcement that the March, 
1915, coupon upon Mexico Tramways first mortgage bonds ig 
to be met. Not much more than this had been anticipated. 
The price of the bonds is а little better at 54. The coupon, it 
may be useful to state, can be sold at £3 7s., less tax, in the 
Stock Exchange, whereas the company is paying, of course, 
only £2 10s. The Mexican Light & Power coupons can be 
sold at £37 5s. and the Pachuca coupons at £33, both less tax. 
British Columbia Electrics have gone back a little after their 
sharp rises last week, and Brazilian Tractions at 29 are 4 up. 

Electrical manufacturing shares are inclined to be heavy, 
Edisons have dropped 1s. 3d. to 8s. 3d. English Electrics are 
down 1s. 6d. to half-a-guinea. General Electric ordinary can 
be bought at £l. Other manufacturing shares manifest a 
similar disposition to dulnees. The reason is that people are 
beginning to get a little afraid lest German competition may 
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become acute in this industry. То what extent the appre- 
hension is justified, those connected with the business can 
judge better than a mere writer upon financial subjects, but it 
Is certainly having its effect upon prices, and the market is a 
dull and somewhat heavy one. 

The electricity supply group, however, is generally firm. 
County of London ordinary are ё up to 98, though Charing 
Cross at 4i lost the half-a-crown improvement which they 
picked up а week ago. City of Londons at I= are unaffected 
by the interim dividend announcement of ls. per share. York- 
shire Electric Power 54 per cent. debenture stock has eased off 
to 844. The prospectus of the Southland 6 per cent. deben- 
tures, at 96, guaranteed by the New Zealand Government is 
now out. As a matter of domestic interest, it may be men- 
tioned that the bonds will be dealt in, not by the electrical 
market, but by jobbers in Colonial Government securities. 

Changes in the cable market are few and insignificant. Great 
Northern Telegraphs bave put on another 2s. 6d., but United 
River Plates, after the sharp advance they had enjoyed, lost 
1/16 at 63. Anglo-American Telegraph deferred is still being 
bought by the investor, and the price is better at 171. The 
Eastern group shows no alterations, except for a rise of } in 
Globe preference. 

Babcock & Wilcox remain steady at 2 7/16, while other 
engineering shares, together with those in the coal, iron and 
armament list, move narrowly, and, on balance, shghtly down- 
wards. Progress is being made this week with the formation 
of a new Rubber Shareholders’ Association. and a preliminary 
meeting took place on Wednesday. The intention ів to afford 
support to the proposals for enabling to be put into force a 
programme of further restriction of output, and control of 
the sale of the raw material. So far as market prices are con- 
cerned, however, these activities have had no influence in help- 
ing quotations. In fact, rubber shares are mostly lower on 
the week. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Hous Юівотв:сгту COMPANIES, 
Dividend Price 


— August 23, 
Brompton Ordinary a 1s в" йш” e's g 
Charing Cross Ordinary .. .. 9 8 — à 98 4 
do. do. do. Pref... 4 4 = 944 
Chelsea... ee oe oe ee 4 6 — 9 4 в 
City of London ae ix æ. 18 M 1 = 10 8 0 
0. do. 6 per cent, Pret.. e 6 6 1 fe — $ 1 0 
County of London .. 85 . 6 8 B +1 9 5 6 
do. do. 6 per cent. Pref... 6 6 = 9 9 4 
Kensington se ve 7 9 — 10 18 4 
London Blectric .. T" ^ 4 39» 1 — 9 10 9 
do. do. 6рет cent, Pref... 6 8 — 10 9 
25 300 ad por одб, Prot а а — 1133 0 
0. T oen ° Г] ee — 
Bouth London T oe ee 6 q A - 1018 3 
South Metropolitan Pref... .. 1 $ 15/9 — 8 17 10 
Westminster Ordinary .. 10 10 5j — 8 18 10 
| TRLEGRAPHS AND TELEPHONES. 
Anglo-Àm. Tel. Pref, oe "T 6 6 i — 904 
do. Def. «„ hh 1 17 + 814 2 
Chile Telephone .. .. «o 6 6 1 — 514 8 
Quba Sub. Ord. ee ee ee 7 7 7 тет 9 6 8 
Eastern Extension ee ee ee 10 10 85 => 6 2 0 
Eastern Tel. Ord, oe ee ee 10 16 1 — 6 2 0 
Globe Tel. and T, Ord. .. „ 10 10 1 — 519 6 
do. do. Pref. eo ee 6 6 9 + 6 8 0 
Great Northern Tel. sx . 1 M 94 t 917 6 
Indo-European vs oe „ 10 10 B0 — R 8 8 
ee oe өө 25 15 2d — 8 5 6 
tal Telephone Ота. ee eo 19 13 а — 96 16 8 
United В. Plate T ee e 8 8 ed — (4 *6 10 4 
West India and Panama. - Ni Nil — Nil. 
Western Telegraph.. g. 10 16 164 — % 1 2 
Hous Rats, 
Central London Ord. Assented .. 4 4 19) - 8 1 8 
Metropolitan ч E Fx is l u 25 — 600 
ажыы Ordinat) o Ni Nü 2 -i Nn 
Unde und Elec ary.. — 
do. do. a Nil Ni 8/6 — 
do. do. Inoome .. 4 3 793 — 2 15 8 
Forzien Trams, 40. 
Anglo- . Trams, First Pref. ee 1 re 10 0 0 
a do. ind Pre. wi 5 3 = 10 0 0 
do. do. 6 % De 0 ee 6 6 e — 1 16 0 
Brasil Tractions .. . » Ni Nil +4 Nil 
British Columbia Hleo. Rly, Pfoe. 5 6 — 8 9 2 
е до. Preferred b 4 55h т 1 8 11 2 
do. do. Deferred 8 59 — 3 910 5 4 
do. eb  .. Ф E n — 7 910 
Mexico Trams Sper cent. Bonds.. N N *1 Nil 
do. 6 per cent. Bonds.. ИП pi 5 — Ni 
exioan Light mmon .. eec т 
М do. Pref. ee ee Nil Nil 17 тт Nil 
MANUFACTURING COMPANIES, 
booo Wilcox "9 ee es 15 18 PM . 8 8 0 
sae iy water i Ord, .. . 10 10 17/6 — 11 8 6 
British Insulated Ord, " 15 15 Me — 9 12 0 
Callenders un eo eo ee 16 15 — 10 8 8 
63 f. ec ae е 6 68 19, == 787 
Crompton C C. . 10 10 15 — 18 6 8 
Edison - S sn - 10 — 873 —17³⸗ — 
do. ло, б per cent, Deb, .. 5 5 68 — 1171 
E» b O æ e cc 8 8 106 —1/6 15 410 
Pref. A „ 6 [^ 1555 — an 6 
ee ee l = 
e e NOS „ 10 a 3). Cod. 10 0 8 
s „о e. c5 o5 16 16 ly — 10 6 0 
do. 43 Pref, ee ee ee 10 4 = 618 6 
Met wen PHL ck В DE = B 16 10 
Siemens Ord. „ „ c. 10 D 1 — *8 18 8 
Telegraph Goon. M9 М 3 = 84 1 


е Dividends paid free of Income Tax. 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Tuesday, August 23rd. 


CHEMICALS, ac. Pit урон 
! 
а Acid,Oxalio .. .. . per lb. 84d. | 
a Ammoniao Sal 2 = .. per ton £65 
a Ammonia, Muriate (large orystal) н £58 
a Bisulphide of Carbon aa Gx % НЯ 
а Borax .. - we cid "e ü £94 
2 Copper Ba ats ws S э £81 
a Po , Chlorate .. А .. рег lb. . ва. ў 
а ; Perchlorate 25 ps i 8d. m 
4 Shells. per ow £14 10s, £1 dec. 
a Bulphur, Sublimed Flowers v i £16 #4 dec. 
а 70 Chi — . ee . "ть 340 а. 
а Soda, ога per lb. 5 ‚ дес. 
8 ^ 1 % xá per ton £1 EN 
a Bodium Bichromate, casks per lb. id. 
METALS, &c. 
p Babbitt’s Metal Ingots  .. .. per ton £90 to 2875 |26 to £95 dec, 
c Brass rolled metal 2” to 12” basis) per lb. 103d. - 
c „ ubes (solid drawn) ix + 10} to 1/1 id. дес. 
Cc " Wire, basis ee ee ee » 4. ee 
c Copper Tubes (solid drawn) T " 1/23 zd. dec. 
c „ Bars (best selected) per ton £101 £4 dec. 
© » Sheet oe ee ee oe [T] 4101 £4 dec. 
с ee ee ee ee ve £101 £4 dec, * 
d „  (Electrolytio) Bars va й £2 10s. dec. 
d „ : Sheets. „ #145 55 
d 4 Ж Wire Rods.. 5 £89 £2 108. dec. 
„. " H.C. Wire.. per lb. 11.4, rd. dec. 
f Ebonite Rod ee ee ee oe " 8/6 ee 
f 50 Sheet ee ee ee м 8J- ee 
n German Silver Wire ee ee ?9 2/9 ' өө 
h Gutta-percha, fine .. e Vk ni 18/7 is 
h India-rubber, Para fine... 2 "s 11 ld. in. 
і Iron Pig (Cleveland Warrants) .. per ton Nom. - 
„ Wire, galv. No. 8, P.O. qual. 10 £85 M 
Lied, English Pig ee ee ee 2% bs. 15s. dec. 

g Merou и .. per bot, 210 75.6d.-£10 10s. 7/6 to 10/- dec. 
e Mica (in original cases) small .. per lb. 8d. to 8/Ь x 
0 ^" " " medium. " 4/- to 8/- uL 

U [] 59 10 / to $0J. & up se 
p Phosphor Bronze, piainoasings. — , 1/4 to 1/9 " 
p э » rolle bars and rods » 9/1 to 2/6 ee 
Р К » rolled strip & sheet 10 9/9 о 47 . T 
d Siliclum Bronze Wire we .. per lb. 1/34 zd. dec. 
г Steel Magnes, in bars К si ifs Fe 
п Tin, Bloo ) per ton £149 to 8150 £13 dec. 
P Wire, Nos. 1 to 16 per lb 3 is 
p White Anti-friotion Metals . per юп | 465 to 2976 eg to 210 dee. 


& 
c Thos. Bolton & Sons ' 
Qo. 1 Bolling & Lowe. 


e F. Wiggins Sons. 1 Richard Johnson & Nephew, Lid. 
India - Rubber, Gutta- Percha and n P. Ormiston & Sons, 
Telegraph Works Co., Ltd. 


r W. v. Dennis & Oo, 


— — — — 


Film Studio Lights.—The Departmental Committee ap- 
pointed by the Minister of Health to investigate the causes and 
prevention of blindness, of which Mr. G. H. Roberts is chair- 
man, has just issued an interim report dealing with the injuries 
to the sight of actors and actresses alleged to be due to the 
powerful lights used for the production of films in kinemato- 
graph studios. Complaints on this matter were made by the 
Actors’ Association last year. The Committee traces the 
trouble to the use of open arc lights without diffusing screens. 
and finds that some transient eye ee have thus been 
caused, but that there is no evidence of permanent damage Ю 
sight. It states that the evidence given is to the effect that 
unscreened arcs are not only unnecessary, but give less satisfac- 
tory photographic results, and the Incorporated Association of 
Kinematograph Manufacturers has given an undertaking to thé 
Minister of Health that its members will not permit the use 
open arc lights without filters in their studios. The committes 
accepts this undertaking, but points out that the industry 18 
in a state of development, and that research is needed as to 
the best types of lamp for the purpose. Daily Telegraph. 


Fire.—There was an outbreak of fire at the premises of 
Mr. G. Blackburn, of Crown Street, Bolton, on August 19th. 
the cause being unknown. When the brigade arrived the 
building was well alight. Electrical appliances, valued 8 
over £600, were destroyed. 


Insufficient Foreidn Postage.—The Postmaster-General 
draws attention to the fact that considerable numbers of E: 
sufficiently stamped letters are being sent through the post to 
places abroad, and more especially to the Continent. De 
prepaid rate of postage on letters for all foreign шч 
(except the United States of America and Tangier) 18 3d. | 
the first ounce and 14d. for each succeeding ounce or fraction 
of an ounce; from the United Kingdom to British Possession 
generally, the United States, Tangier and Н.М. ships Arst 
troops on foreign stations, the letter rate is 2d. for the M 
ounce and 144. for each succeeding ounce or fraction thereo- 
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IN SPECTOR S NOTE 


LEAVES FROM AN 
BOOK. 


By * ANODE.” 


One of the most disagreeable duties of an electrieal in- 
spector is in connection with the inspection of storage 
batteries, it being an extremely dirty and tedious under- 
taking, and in the majority of cases, any suggestions 
put forward for the maintenance of the battery are 
ignored, with the result that one sees a steady deprecia- 
tion in its efficiency and performance. | 

Another point is that one's clothes are not benefited 
by sundry drops of acid being sprinkled upon them, 
and where the battery is situated at some distance from 
a station, it is not always possible to carry overulls, 
especially if burdened with a megger and other indis- 


pensable instruments. 

It ia really marvellous what a storage battery will 
stand up to in the way of bad treatment, and there is 
no doubt that battery makers generally can congratulate 
themselves on the superb qualities of their goods. 

One of the best examples of how not to trent a battery 
came before me not long after I started out on the road, 
and being new to the job, and this my first batterv 
inspection, | went into the matter very thoroughly and 
scientifically. i - 

The first thing was a general look round, and from 
the appearance of the battery, I came to the conclusion 
that it was, and had heen, out of use from time im- 
memoria]. | | 

The attendant was a sort of combined groom-ostler- 
coachman-knife-boy-estate engineer generally, with a 
predilection for wisps of straw, those not in his hair 
being in his mouth, and I regret to say that he did not 
look a budding Faraday. 

I asked this worthy whether the battery was ever 
used, and when did he think it was charged last, and 
to my astonishment he gravely informed me that it was 
in regular use, charged every day,. and what was more, 
that it had been charged about twelve hours prior to 
my visit! 

After a definite statement like this, I thought it 
better to get down to the job properly, and see exactly 
where we stood, and find out something definite about 
this happy battery. | 

The level of the electrolyte was extremely varied, in 
some cells the bridges being covered, while in others 
there were several inches of the plates uncovered; the 
density was all over the hydrometer, and in several cells 
80 low that the hydrometer went straight to the bottom, 
giving me a nice job fishing it out again, to the detri- 
ment and soiling both of my suit and my soul. 

The deposit in the cells in nearly all cases reached 
to the bottom of the plates, and reminded me of strata 
of multi-coloured sand, pointing to the fact that both 
the charge and discharge were extremely varied. 

At the time of inspection there was no load on the 
battery, so voltmeter readings were of little, if any, 
use, the total reading being 115 for 55 cells. 

Several cells were not in use, and in order to give 
these every chance when they were eventually taken out 
for overhaul by my С.О.С. friend, the attendant, instead 
of cutting out the defective cells simply short-circuited 
Шеш with a piece of 19/16 cable. 

l next turned my attention to the charging arrange- 
ments, and found that the dynamo and main switch- 
board were half а mile азау. | 

Тһе G.O.C. next took me to see the dynamo, and 
said he would now put the battery on charge. Sim- 
plieity itself; run the volts up to 150, slam the switch 
in, let it rip for four hours, and there you are! What 
more is wanted or required! 

I was next shown the battery maker's record book, 
and this I found had been filled up daily, giving Ше 


a 


density of electrolyte and voltage without any variation 
from the day when the makers handed it over ; on asking 
how the G.O.C. accounted for the discrepancy between 
his and my figures, he quite candidly informed me that 
he filled the sheets up from the previous day's readings, 
and so back to page I. | 

1 took the С.О.С. into my confidence, and told him 
what he should do to-get the battery back into decent 
condition as far as possible, especialiy pointing out the 
necessity and urgency of correcting the density of the 
electrolyte; all of which he promised faithfully to do. 
Yet on my next. visit of inspection 1 found that all 
he had done was to top up the cells with water from a 
rusty tank. 

Another battery that fell by the wayside was installed 
in a club, and was well and carefully looked after until 
on one unlucky day the gas engine broke down, and 
owing to the fact that a certificate could not be obtained 
(this was in the days of the great war) it did not appear 
that the battery was likely to be charged for some time. 
1 visited the club about a month after the disastrous 
occurrence, and found the battery right down, and sug- 
gested that under the circumstances the best thing to 
do was to take the plates out, wash and dry them, and 
when the engine was repaired, to allow me to superintend 
the battery being recharged. 

This was agreed to, but on calling round some months 
later, 1 found nothing had been done, the battery being . 
by this time sulphated up. My advice was now asked 
for, and I suggested that the club committee should get 
into communication with the battery makers, and obtain 
a price for overhauling, &c. | 

But the committee, instead of giving the makers a 
free hand in the matter, sent for the local cycle and 
sewing-machine mechanic and asked him for his price 
and, needless to say, he quoted a considerably lower price 
than the makers and got the job. 

On my next visit, I found the gas engine in full 
swing, but, unfortunately, the battery had been charged 
wrong way round. What should have been positive 
was negative and vice versa. 

Again I informed the committee that the advice of 
the makers should be obtained without delay, but to 
crown all, they called in the sewing-machine mechanic 
who just ran the battery down, and charged up again 
in the opposite direction. The result was that the plates 
shed 75 per cent. of their active material, and in the 
end the committee had to install a new battery at war 
prices. Serve ’em right. | 

A peculiar case of battery trouble occurred at а 
brewery situated not a hundred yards from this club. 

The battery was apparently of ample capacity for its 
work, was well erected and maintained, properly 
charged and looked after, yet for some reason the plates 
were continually buckling and shedding their active 
material, and it was quite by accident that I found 
{һе cause of the trouble. 

I happened to miss my usual train on one occasion, 
and as it was a wet dav 1 decided to remain on the 
brewery premises till the next train went, in about a 
couple of hours or so. 

I tilled in my time as best I could going over my notes, 
and about an hour after the regular staff had gone, 
the watchman suggested that 1 should partake. 

Needless to say, the offer was accepted, and he led 
the way to the lift, which in due course landed us up 
in the regions where the bottling was done. After I 
had partaken, I had a brain wave, and asked the watch- 
man to take me to the bottom again. I then asked him 
to take the lift up and down a few times while I re- 
mained in the power house. I found that the lift took 
60 amps. at 110 volts, and this was the cause of the 
trouble, the battery being only of 200-Ah capacity. 

Still. all batteries do not get this class of treatment, 
and I know of one battery which gave 18 vears! con- 
tinuous service, and was then in good condition, and 
was only put out of service owing to the fact that the 
local supply company ran а main out to the estate. This 
battery was cared for by a first-class type of man, not 
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an electrician by any means, but a man who was content 
to do what he was told, and do it thoroughly. 

In circumstances like these, a battery will do all, 
and more, than the makers claim for it, and as I said 
at the beginning, it is really marvellous what a storage 
battery will stand up to in the way of bad treatment. 
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WORKING . CONDITIONS IN FACTORIES. 
Report or Н.М. Inspector ОЕ FACTORIES. 


(Concluded from page 211.) $ 


Industrial Diseases.—l1t is recorded that the total reported 
cases of lead poisoning during the period under review num- 
bered 243 ** * (the 1919 figures being 207 ), of which 47 ° cases 
occurred in the electric accumulator industry (the 1919 figures 
for which were 48 ?). 

The figures for electric accumulators continue to be the high- 
est. The principal chemist of the Government Laboratory was 
asked to assist by determining the amount of lead fume and 
dust given off in lead burning and chemical plumbing in this 
industry. An interesting inquiry followed, and after tabulating 
several estimations made of lead fume and dust, with know- 
ledge of the processes and of the incidence of lead poisoning 
in them, it was concluded that if the amount of lead present 
in the air breathed contains less than five milligrammes per 
10 cu. m. of air, cases of encéphalopathy and paralysis would 
never, and cases of colic very rarely, occur. And this figure 
is a quite practical one to expect in any process amenable to 
locally applied exhaust ventilation. Somewhere about two 
milligrammes of lead are regarded as the lowest daily dose 
which (inhaled as fume or dust in the air) may, in the course 
of years, set up chronic plumbism.  Arranged in this Way 
the figures given in the report show that in experiments in 
lead burning апа wire brushing in smoothing the lugs and in 
the pasting room, Ње standard laid down is considerably ех- 
ceeded. The experimenters, moreover, said: It is probable 
that the air breathed is richer in lead than that drawn through 
the apparatus. Jt would be very difficult—if not impossible— 
under ordinary working conditions to catch and trap in the 
upparatus all the lead rising from the burning operations.’ 

There were five cases of mercury poisoning; two in the 
manufacture of clinical thermometers, one in the testing of 
electric meters (the only case in this factory for many yeurs 
past, occurring during alterations to the premises when the 
exhaust fan wus out of use), one in the manufacture of corro- 
sive sublimate, and one of a man employed as an electrode 
cleaner in the manufacture of caustic potash and bleaching 
powder by electrolysis. . | 

Dermatitis in electro-plating works has also been investigated 
and 18 largely due to the lime and caustic solutions used in 
the preliminary processes of cleaning. 

Investigating a complaint of vesicular dermatitis among 
women electro gilders, it appeared that the contact with the 
wire carrying the very weak current set up the primary skin 
irritation, as it was chiefly limited to the inside of the fingers 
coming in contact with the wire. 

The Medical Inspector of Factories was asked by a coroner 
to assist in determining the cause of a condition of the skin 
found after death. The deceased was in charge of a small 
electrical station supplying an institution, and on the evening 
of his death had complained of not feeling well, attributing 
this to a commencing attack of malaria. About midnight he 
was found lying dead on the floor of the station, and at the 
inquest medical evidence showed that there was heart disease 
sufficient to account for sudden death, but attention was 
directed to a condition of the skin simulating burns which it 
was thought might have been caused by electricity. The skin 
showed a condition not unlike a superficial hurn but without 
any surrounding inflammation, the superficial layer of the skin 
being removed as though py vesication and subsequent rubbing. 
Apart from its superficial character, the area was too extensive 
to admit of the possibility of an electric burn, and this opinion 
was subsequently endorsed by the Electrical Inspector of 
Factories, who found the pressure of the electric current in 
the plant too low to produce even a slight shock. The de- 
ceased had in falling upset a hurricane lamp containing paraffin 
and on examining the clothes—which had remained on the 
body for five or six hours after death—it was found that the 
parts corresponding with the affected skin areas were saturated 
with parafin. There was no indication of the clothing having 
been burnt either by acid or heat, and the condition, it is 
considered, was produced by the prolonged action of the 
paraffin on the skin. | l 

Electric Are Welding.— During the year Dr. Bridge com- 
pleted an inquiry with Mr. Scott Ram into tbe danger to the 
‘eyes of workmen employed in the process of electric arc 
welding. As a clear view of the work is required in order 
to strike tbe right place with the arc, and skill is necessary 
so that the screen used to protect the eyes may be interposed 
at the right moment, learners suffer more than experienced 
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Principal figures refer to cases; the small ones to fatal 


cases. 


The symptoms, which occur from four to eight hours after 
exposure, are a feeling of sand in the eyes accompanied by 
intense pain, conjunctivitis, photophobia, lachrymation, with 
blurring or temporary loss of vision. Severe headache is also 
frequently experienced. These symptoms gradually subside, 
the time varying according to the intensity, and length, of 
exposure to the arc, recovery being generally complete in from 
24 to 48 hours. 


Dr. Bridge found no evidence of permanent scarring of the 
cornea, such as might have been produced by a previous 
keratitis. It is, however, possible that with inflammation and 
abrasion of the superficial layers of the cornea the ulceration 
would leave a permanent scar. 


The rays also affect those parts of the skin which are er. 
posed, and the effects closely resemble a severe sunburn, the 
skin peels, and recovery is complete. Slight pigmentation 
of the skin has been observed on those who have been affected, 
but no evidence of ulceration or cell proliferation has been 
seen. The length of exposure to the rays necessary to pro- 
duce the eye symptoms described above is difficult to determine 
accurately, but is very short and may be calculated in seconds 
(a flash being sufficient) so that, when the symptoms occur, 
the man is said to have caught a flash.“ It is for thia 
reason that the difficulty of providing full protection 1s in- 
creased, for a man passing from one place to another where 
electric welding is in progress, may receive a flash as he passes : 
or again, two welders working near one another may receive 
side flashes from each other's work unless they are carefully 
screened. The exact distance at which it is safe to receive 
a flash or to look at the arc when the work is in progress is 
also difficult to estimate, but at a distance of 15-90 feet a 
flash does not appear to produce symptoms, in fact, at this 
distance the arc itself can be looked at for a few seconds. А 
longer exposure at this distance, however, possibly might pro- 
duce symptoms. 

Dr. Bridge obtained no evidence that permanent injury to 
the eyes resulted from exposure to the гаув produced by elec- 
tric welding. Electric welding has not been carried on in 
this country to any great extent until the last few years, and 
therefore the number of men exposed for any length of time 
in the past has been few. It was suggested that cataract 
might be produced by the rays given off trom the arc. Here 
again, the length of time in which the work has been in 
operation in this country is short, and while it is too early 
io state positively that cataract (a disease of slow growth) will 
not occur among electric welders, there are essential differences 
in this occupation and that of glass workers which is known 
to produce cataract, both in the rays which affect the eyes 
and the length of exposure to them, which makes this highly 
improbable. Experiments would seem to demonstrate cleatly 
that cataract is not produced by the light from welding or 
from flashes from a short circuit, but that it may follow 
injuries by short circuit when the current passes through tbe 
body of the injured person. The flash which frequently ае 
companies a short circuit is the explanation of cataract being 
produced hy the light. 

The precautions taken in all the works visited were very 
much ou the same lines and generally consist of a hand screen 
to protect the face und eyes, and gloves or gauntlets to pro- 
tect the bands. The hand screen, which is sometimes of metal 
und, therefore, offers certain dangers from contact with a live 
cable, is provided with a handle and with a window of coloured 
glass, an eflective combination being a ruby glass between 
two blue glasses. Sucb а combmation of coloured glass М 
practically opaque to ordinary light. bat the molten metal and 
the point of the electrode when the work is performed сап 
be seen clearly through it. Helmets of various types have 
also been seen, and have the advantage of screening the 
worker from side flashes from the arcs of adjacent welders 
on either side. A similar protection is afforded in a simpler 
manner by providing, in addition to the screen, ordinary clear 
glass spectacles fitted with side pieces which have the addi 
tional advantage that they protect the eyes when the slag 1$ 
chipped from the weld. ` 

To protect the hands and arms, gloves or gauntlets are 
generally provided, and where the culf of the shirt is brought 
down over the glove and fastened, burning of the skin 1 
avoided. In certain situations, such as work overhead, pro 
tection is required against falling particles of molten metal. 
Leather capes and leather aprons afford good protection. 


The Batti-Wallahs Look Ahead.—The Committee of is 
Batti-Wallahs has been discussing provisional arrangelnen > 
for the winter of 1921 and the summer of 1922. The proposals 
include the monthly luncheons, four informal gatherings. 8 
ball, a smoking concert, golf, tennis, billiards, and snooker 
competitions, a summer outing, and an annual dinner. ane 
bers are at present being circularised by Mr. Greenly, 2 
hon. entertainment secretary (37 and 38, Strand, boa 
asking them to make their wishes known regar qud 
events, also to indicate the amount of support that the E 
likely to be able to give. Only one smoking concert Pont 
posed (as last year) as the attendances have not been su | өй 
to cover the cost. The Batti-Wallahs' quarterly iiis d 
be revived if sufficient support is forthcoming to cover thé 
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THE SUPPLY OF ELECTRICAL ENERGY IN BIRMINGHAM AND DISTRICT. 


By FRANK FORREST, M.LE.E. 


(Abstract of paper read at the BrrmincHam & District ELrcrRIC CLUB by the chief assistant electrical engineer of the 
City of Birmingham Electricity Department.) 


Just prior to 1914 the equipment of the Summer Lane station 
was completed, and work had already been commenced upon 
the foundations of & proposed new generating station at 
Nechells, which was designed for an ultimate capacity of 
100, 00 kW. Immediately upon the outbreak of war, however. 
work in eonnection with this new generating station was 
stopped at tlie request of the Government. By the end of 
1914 the departiuent was faced with a rapidly increasing load 
which, in the national interests, had to be supplied at the 
earliest possible 1noment. Аз it was clear that if work was 
resumed on the new permanent station it would be at least 
two years before it could be put into operation, the Electric 
Supply Comunttee decided to erect a temporary generating 
station With a plant capacity of 10,000 kW.; this station 
started work in 1915, within the record time of nine months 
frum the date when it was commenced. 1t, however, proved 
quite Inadequate to meet the ever-increasing demand for 
electric power, and extensions were taken in band, bringing 
the total plant capacity in this station up to 22,000 kW. 

As the demand for war purposes stil continued to grow 
(it increased from 73,000,000 to 160,000,000 units in four years), 
in 1917 arrangements were made for the Dunlop Rubber Co. 
to supply an additional 9,000 kW; even with this assistance 
it was necessary to restrict all new connections and to run 
the plant practically without any stand-by at times of heavy 
load. 

After the war was over, the demand very soon began again 
to increase, and last winter it was roughly 14,000 kW in excess 
of the highest war demand. 

Shortly after the armistice was signed, work was again 
commenced on the Nechells permanent station, and this is 
being pushed on with all possible speed. Unfortunately, 
however, largely owing to the moulders’ strike, but also to 
the slow rate at which work is now carried out, very serious 
delays have occurred, with the result that it will not be until 
the end of the current year that the first section of this 
station, totalling 30.00 kW, will be ready for running. A 
strong recommendation was recently made to the City Council 
to sanction the instalhug of a further 30,000 kW, bringing 
the capacity of this station up to 60,000 kW. Unfortunately 
the financial stringency of the times made it necessary to 
rule out this exteusion, but it has been decided to instal! an 
additional 5. % KW set next year to tide over until money 
18 easier. 

At the rate of increase that is anticipated during the next 
few years it is pretty clear that the ultimate capacity of the 
Nechells permanent station, viz., 105,000 kW, will all be 
taken up within à measurable period of tine, and in order 
to make still further provision for the future a large site 
has already been acquired close to the Midland Railway, 
between Water Orton and Whitacre, where there are ample 
facilities for a station having, if necessary, an ultimate 
capacity of 1,000,000 kW. The position of this site, being 
80 close to the large industrial demand of Birmingham and 
district, should ensure a supply being given at a more econo- 
mical figure than could be obtained from a super-station at 
a greater distance. 

Nechells Temporary Generating Station.—This station was 
built in the yard of the dust destructor close. to the site 
of tbe permanent station, it being realised that by doing 
this, the feeders supplied from this station could be most 
economically and easily transferred to the permanent station 
next door when the time came for shutting it down. The 
comparatively small space available made it necessary to put 
up two distinet boiler houses and turbine houses; the cooling- 
tower equipment also had to be erected in two sections. 

No. 1 turbine house contains two 5,000-k W turbo-alternators 
and surface condensers installed by the Metropolitan-Vickers 
Electrical Co.; No. 9 turbine house contains two 6,000-kKW 
turbo-alternators installed by the British "'homson-Houston 
Co. with surface condensers by Messrs. Worthington-Simp- 
son, ltd. 

All these turbines run at а speed of 1,500 revolutions per 
minute, and the alternators generate. three-phase, 25-period 
ehergy at a pressure of 5.000 volts between phases, 

A complete set of circulating water, air, and water extrac- 
ton pumps, each driven by a small steam turbine, is installed 
ш connection with each condenser. These small turbines run 
at a very high speed, and are geared down through special 
gearing so as to enable the pumps to run at a lower speed. 

The two boiler houses contain 12 marine-type water-tube 
boilers, by Messrs. Babcock & Wilcox, fitted with chain-grate 
Wechanical stokers and superheaters. The steam pressure is 
20% Ib. per square inch, and the steam is superheated to a 
tote! temperature of 700 deg. F. Induced draught is supplied 
to these boilers by means of the " Prat” systern. 

о economisers are installed, but feed-water heaters are 
arranged to utilise the exhaust steam from the station auxili- 
aries. and in this way the temperature of the feed water is 
raised to 150 deg, F. 

The overhead coal bunkers are supplied by electrically-driven 


overhead telphers, made by Messrs. Herbert Morris, Ltd. 
The circulating water is pumped through the condensers 
and through a system of wooden cooling towers. 'The make-up 
water required to replace that evaporated in the towers is 
obtained trom the emuent that is discharged from the bac- 
teriological filter beds on the sewage farm. This eftiuent is 
practically free from germs when 16 is obtained, and after 
16 has been once through the cooling towers, it is sutficiently 
aerated and puritied to remove any trace of germs that may 
be in it. Exhaustive tests have been carried out which prove 
that no deleterious eflect is caused by the use of this water. 
At the same time it is found that the nature of the etHuent 
is such that the condensers are kept absolutely clean by: its 
use; no scale formation takes place in the tubes, and no 
corrosion of any kind is set up. 

The station 18 built upon a ferro-concrete raft upon the 
surface of the ground. Ihe structure itself consists only of 
a steel framework covered with corrugated asbestos sheeting, 
which is the lightest construction that could be obtained for 
the purpose. 
|! Necheila. Permanent Station.—In the scheme, this station 
is laid out for an ultimate capacity of 100,000 kW. It will 
comprise an engine house and boiler house Jocated side by 
7905 with a switch house built out at one end of the engine 

O0use., 

The nature of the soil on this site is poor, end it was 
decided to drive ferro-concrete piles into the hard subsoil 
about 12 or 15 ft. down. ‘These piles are arranged either 
singly or in groups to take the concentrated loads of the 
steel structure, whilst ferro-concrete beams аге constructed 
between, which form the footings of the brick walls which 
are filled into the steel structure. 

The initial installation in the turbine house will consist cf 
two British ‘Thomson-Houston 15,000-k W — turbo-alternators 
supplying three-phase energy at 2,000 volts, 25 cycles, running 
at 1,500 r.p.m. ‘The surface condensers are by Messrs. О. 
and J. Weir, Ltd. 

The boiler house will be divided up into sections, each 
section containiug six boilers, a total of twelve boilers being 
put in for the first instalment. These boilers are of the 
Babcock & Wilcox inarine pattern, each being capable of 
evaporating 40,000 Ib. of water per hour from and at 212 дер. 
F. They are equipped with balanced draught mechanical 
chain-grate stokers, and with superheaters, and supply steam 
at a pressure of 325 Ib. per sq. in. ut a total temperature of 
ТОО deg. F. 

An overhead steel tube econcmiser is fitted to each boiler, 
the boiler and econonilser acting as one unit. i 

The boilers are being set 2 ft. higher than the standard 
setting, in order to allow of ample combustion space between 
the boiler fire and the bottom row of tubes. This is found 
to be of great advantage in obtaining perfect combustion 
and mixing of the furnace gases. before they reach the com- 
paratively cool surface of the tubes, 

lorced-draught fans are installed. in the basement of thie 
boiler house, one fan for every line of three boilers, and these 
deliver air under pressure into the closed ash pits of the 
mechanical stokers. The air that is used for cooling the 


: windings of the main alternators and which becomes heated 


in this operation is Jed to the suction of these forced-draught 
fans, so that the heat dissipated from the alternators is 
utilised in the boiler fires. 

Overhead coal bunkers аге provided in the boiler house, 
which are fed by electrically-driven overhead telphers. ‘These 
telphers can draw their coal by means of grabs either from 
pits external to the boiler house into which the railway 
trucks are discharged, or from canal barges lying in the private 
canal basin, or from a cecal store on the far side of the canal 
basin. 

One electric telpher is provided for each line of three boilers, 
and by means of switches in the overhead runways it will be 
possible to interchange telphers between one boiler house and 
another, should this be necessary. 

At the high duty at which this. modern type of boiler 
works, viz., an evaporation of about 5 lb. per sq. ft. of heating 
surface per hour, it is necessary. to ensure that the internal 
tube surfaces are kept absolutely clean and free from scale. 
Water with practically no bardness in it, therefore, has to 
be used, and it is found that when this is done. internal corro- 
sion of the feed pipes and economisers із very liable to take 
place. This corrosion is largely due to the presence of air 
and carbonic acid gas in the water, and arrangements have. 
therefore, been made, as far as possible, to prevent the feed 
water coming in contact with the air. The make-up water 
before it is introduced into the system is subjected to a vacuum 
in order to extract the air from it, and the combined соп: 
densate and make-up water on its way to the suction of the 
feed pumps is passed through a de-aerating heater. In this 
wav the large quantity of air that is usually pumped into the 
boilers with the feed water will be. as far as possible, kept 
out of the system, and internal corrosion will be eliminated. 
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The large cooling-tower reservoir will be divided up into 
sections, and а certain number of wooden cooling towers will 
be erected over each section. Bach turbo alternator has its 
own circulating Water pumps which draw the Water trom 
these reservoirs, pump it through the condensers, aud on to 
the cooling towers. ‘The suction of each pump is distinct, 
but the deliveries go into a common header from which con- 
nections are taken to each tower. The evaporation can be 
made up from three sources: (1) The effuent from the bac- 
teriological filter beds on the sewage farm; (2) the discharge 
from an artesian well whieh has been sunk on the site, and 
(3) the town water supply. The first of these will noninally 
be used, whilst the second will be run every day in order to 
keep the artesian well in working order, the third being kept 
as a stand by. 

A large area of ground. to the north of the station has been 
reserved for coal storage. The final arrangement for handling 
the coal into and out of this store has not. yet been decided 
upon. 

The switchgear which is contained in the switch house, 
and which controls both the main turbo-alternators and the 
outgoing circuits, is all arranged to be operated from the 
control room by means of electrical connections. This room 
із being arranged so that the operator m charge of it is really 
iu control of the whole electrical system throughout the city. 
A diagram of every high-pressure main and connection will 
be kept in this room, showing every switch controlling either 
à generator or a circuit. Whenever a machine or a circuit 
is sWitched in or out, or whenever апу alteration is made in 
the distribution system outside the station, the information 
will at once be given to the operator, Who will reproduce. it 
on the diagram. Ile will then be able to see at a glance 
exactly how the load is being distributed throughout the 
system, What machines are carrying it, and at the same 
time he &ill be kept informed of the amount of load that 
has to be dealt with. Any disturbances, breakdowns, or other 
occurrences. Will be immediately reported. to hin, and he 
will have to decide what steps have to be taken either to 
restore the supply if it is interfered with, or to readjust the 
load between the various stations. The operator in this control 
roon, therefore, really acts asa © load dispatcher "" in a some- 
What similiar way to a load dispatcher on a railway system. 

|ótra-ligh-pressure energy will be supplied from this switch 
house, partly at a pressure of 30.000 volts between phases and 
partly ut a pressure of 5,000 volts between phases. The 30,000- 
volt energy will be stepped up by means of groups of trans- 
formers installed in the switch house from 5,000 to 30,000 
volts. Each 30.000-volt circuit will have a capacity of 10,000 
kVA, and the trunk cables will be run to various centres in 
the town, where the energy will again be transformed down 
to 5,000 volts for distribution in the district. 

The rotary converters in the sub-stations are divided into 
two sections, one for the supply of traction power at 550 
volts and the other for low-pressure lighting and power supply 
at 440 volts between the outer conductors of a three-wire 
network. 

Storage batteries are installed partly to carry the peak 
load in the winter afternoons, and partly to float on the lighit- 
ing busbars in order to maintain a steady voltage. End-cell 
regulation is provided on these batteries in order to meet the 
variation in the busbar voltage which is required at different 
times of the day. 

The low-pressure direct-current cable network supplies from 
each of the generating stations and sub-stations are isolated 
from one another, so that a disturbance in one area will not 
affect the supply in апу other area. The low-pressure traction 
supply is divided up in the same way, but in both cases means 
are provided for connecting stations together through the low- 
pressure network, should this be necessary at апу time.“ 

The extra-high-pressure supply to large consumers is given 
bv means of ring mains, which can be controlled at the 
generating stations and sub-stations, and the switchgear and 
mains are so arranged that any consumer can be fed from 
either of two stations or sub-stations. | 

The Birmingham Corporation electricity supply undertaking 
up to the present has been practically confined to. the area 
contained within the city boundary; it is. however, probable 
that in the near future Birmingham will. not be allowed to 
remain in isolation. B 

he West Midlands area delimited by the Electricity 
Commissioners, Which affects the Birmingham district, in- 
cludes the four counties of Shropshire, Staffordshire, War- 
wickshire, and Worcester. By far the larger. portion. of. the 
demand in this area— about 52 per cent. will le concentrated 
in the industrial district comprising Birmingham, Wolver- 
hampton, and the Black Country, whilst other. towns such 
as Nuneaton, Coventry, Rugby, Warwick, Leumnington, Red- 
ditch, and Worcester, added to any demand required in the 
agricultural district, will account. for the balance. | 

Wolverhampton, Walsall, West Bromwich, und. the Midland 
Electric Power Corporation supply current at ol) cycles per 
second, Whilst Birmingham and the Shropshire, Staffordshire, 
and. Worcestershire Power Co, supply Levele B 
Tt is a verv ditlicult and expensive matter to make such 
energy interchangeable in anv quantity. ln all oe 
therefore, the Birmingham district will E "nes 
two sections, one о a supply at 20 cycles and the other 

275 ceveles per Second. Я 2 
ч у iz already on foot to combine the 20 cycle under- 


takings into a Joint Authority under the new Electricity 
(Supply) Act,” and it is suggested that large power stations 
should be erected at Rupeley und Stoke ou the river ‘Trent, 
and at lronbiidge on the river Severn. ‘These sites ше 
situated a considerable distance from the®centres of demand, 
but energy will probably be transformed to a very uel 
pressure. and transinttted by overhead trunk lines. 

For the two cycle undertakings, that is, Birmingham and 
the Shropshire, K., Power Co., Birmingham is already build. 
ing а large station at Nechells, and has obtained a further 
site for a station of a still greater capacity at Hams Hall, 
close to Water Orton on the Midland Railway. The Shrop- 
shure Power Со. has already developed plans for erecting a 
large power station at Stourport on the river Severn. These 
sites аге much nearer to the great centres of demand, and 
the cost of transmission. will, therefore, be considerably. less 
than for the 5U-cycle section. At the same time, Nechells 
and Hams Hall will be obliged. to use cooling towers für 
condensing purposes Instead of river water, and the extra 
cost of this will be a set-off against the lesser cost of. trans- 
Inission. The net result to the consumers, therefore, should 
be very much the same in both cases. 

At the Hams Hall site, which has an area of а thousand 
acres, it will be possible to obtain a very large quantity of the 
etlluent. from the bacteriological filter beds on the вземане 
farms. About 25 million. gallons a day are at present running 
from these beds into the river ‘Tame, and this quantity, af 
utilised in cooling. towers, could easily provide the make up 
required by the evaporation in the towers for a station capacity 
up to one million kilowatts. 

The site is also situated very conveniently for three coal- 
fields: The Cannock Chase. district; the Nottingham aud 
Derby district; and the Warwickshire and Leicester. district. 

The Stourport. station on the river Severn could easily 
develop 100,000 KW by using the river water through the 
condensers, Without the necessity for installing cooling: towers. 
lor a greater capacity, cooling towers will probably be re- 
quired during dry seasons. 

In the future, in all probability, Stourport. Nechells, and 
Hams Hall will be linked-up by means of heavy trunk mains, 
so that the spare plant in one station can be made available 
for assisting another in case of emergency. In this way great 
reliability of supply given from these stations should be 
obtained. 

It will probably be а good many years before the whole of 
this scheme is bronght into being. 

A commencement has already been made at the Nechells 
station, and an early start is contemplated with the Stourport 
station. The development of the scheme will proceed gradually 
but on bold lines, in order to meet the gradual growth in the 
demand. 

A recent estimate that has been prepared of the require- 
ments in the district goes to show that from nine hundred 
thousand to one million kilowatts will be required in the 
Birmingham and district industrial area. This will, of course, 
take some vears to develop, but it must be regarded as certain 
that it will be required sooner or later, aud the plans for 
dealing with the district will have to be developed with this 
end in view. 


THE MAGNETIC PROPERTIES OF 
MONEL METAL. 


DURING recent years monel metal has come to be used quite 
extensively. It is a useful nickeleopper alloy which has de- 
finite magnetic characteristics that аге well below those of 
soft iron, but the critical temperature at which it becomes 
non-magnetic is very low, near the boiling point of water 
property which should make the metal of importance for 
such use as in relays for temperature-coutrol equipment. 
Moreover, monel metal resists corrosion, and is tough, strong. 
and elastic, | 
[и view of its growing Importance, and the complete luck 
of information concerning its magnetic properties, the results 
of an investigation of the magnetic nature of monel metal, 
ах communicated to the Klectrical World by Mr. C. W. Bur- 
rows, are of interest. The material used in the . 
was the standard product regularly supplied commerce? 
by the International Nickel Co., and an analysis e 
samples tested showed the following average perenne 
60.030, Cu 29:37, Fe 1.13, Mn 1.178, C 0.16, Si 0.376. 8 . 
The samples of monel metal were examined MAENE 
by placing them in the uniform field of a long magnetine 
solenoid and suddenly withdrawing them therefrom. ИТ nr 
sulting change in magnetie flux threading the small dete: Y 
coil Which at the beginning surrounded the metal pant 
the test bar was indicated by the ballistic deflection of | 1105 
vanometer, and this quantity, added to the strength MEE 
magnetic field as determined by a separate шейшош т, 
the true induction in the specimen. Full induction e 
typical samples are shown in fig. 1. while fig. е "d. tbe 
the relative inagnetie characteristics of monel metal à 
usual magnetic materials. sa $ 
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The critical point was determined by placing a small slug 
of the material under test in а beaker of paraffin. at а tem- 
perature differing only slightly from that of the paraffin, to 
pass through the critical temperature. During this operation 
the slug was repeatedly tested with a small pointed electro- 
magnet, and the temperature at which the magnetic change 
occurred was noted. In the samples tested there was no 
appreciable difference between the temperature at which the 
magnetisability of the material disappeared on heating and 
that at which it reappeared on cooling. The average critical 
point for a number of sheet and rod samples, hot and cold 
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Fic. 1.—MacNETIC Data ОЕ Monet, METAL. 


rolled, was 203 deg. I., compared with 670 deg. I. for nickel, 
1,440 deg. F. for iron, and 2,000 deg. Ё. for cobalt. 
Experiment showed that the heat treatment which produced 
the lowest permeability in monel metal consisted in heating 
to a temperature of 1.300 deg. F., cooling slowly to 350 deg. F., 
and finally quenching in brine at 16 deg. F. The highest 
permeability resulted from furnace annealing at approximately 
1,300 deg. F. The influence of hot working upon the magnetic 
properties of monel metal is shown by a comparison of the 
magnetic results obtained from cast and hot-rolled materials. 
The former in the annealed state exhibits the lowest induc- 
tion, annealed hot-rolled sheet shows the highest permeability, 
and hot-rolled rods take an intermediate position. In general, 
the effect of hot working is to increase the magnetic softness 
of. monel metal, the cast metal being the hardest magnetically, 
and sheet which has received a maximum .of hot working. the 


softest. 
TABLE I. 


Magnetising force. Change in permeability. 


1 100 per cent. increase. 
85. м e" 17 per cent. decrease. 
5 27 per cent. decrease. 
10 29 per cent. decrease. 
25 28 per cent. decrease. 
50  .. us 9R per cent. decrease 
100 v" 14 per cent. decrease. 
2) к 12 per cent. decrease. 


Cold working changes the magnetic characteristics of monel 
metal. For large magnetising forces {һе magnetic. changes 
are similar in nature and magnitude to the corresponding 
ones in the properties of steel. To determine the effect of cold 
working, a 10-in. rectangular bar of monel metal was ham- 
mered while cold until it increased 24 per cent. in length; 
Table I shows the relative change in permeability between 
the origina! specimen and the hammered bar. 
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THE LIGHTING OF FACTORIES AND 
WORKSHOPS. 


SECOND ПомЕ Orrick Rerorv. 


IN January. 1913, the Home Secretary appointed а (Home 
Office) Departmental Committee to inquire into and report 
on the conditions necessary for the adequate and suitable light- 
ing (natural and artificial) of factories and workshops, having 
regard to the nature of the work carried on, the protection of 
the eyesight of the workers employed, and the various forms 
of illumination. In 1915 the Committee issued its first report“? 
dealing with the general lighting of factories, and further 
inquiry was then postponed until the termination of the war. 
In November, 1920. the Committee resumed its work, but 
owing to the urgent need for economy it has since heen found 
necessary to restrict its inquiries. Nevertheless the Committee 
has Issued a second reportt on the conditions necessary to 
secure suitable artificial lighting, and recommends certain 
requirements which if applied to all factories and workshops 
Will. in its opinion. ensure that artificial lighting shall be 
suitable for its purpose. Moreover, the Committee promises 
to report separately, in due course, on the subiecte of mixed 
natural and artificial light, classification of processes accord- 
—————M ——— 


„ Cmd. 8.000, Fire, Rev., Sept. 17th. 1915: р 358 
+ Cmd. 1.415. Н.М. Stationery Office. Kingsway, W.C. 2; 
price 14, net. , 
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ing to the minimum illumination required, &c., and to in- 
vestigate other lighting eflects. | 

In its present report the Committee deals only with the 
problems of suitable artificial lighting, and states inter alia 
that some misconception and ignorance of these problems 
exist, and that unsuitable systems of lighting are still common 
in factories and workshops. ‘This condition has been accen- 
tuated recently by the extending use of high-intensity gasfilled 
electric lamps, which in many instances are used to replace 
tungsten lamps in shades and reflectors intended for the 
latter, whereas to maintain suitable lighting. change of type 
of lamp often necessitates change of 
type or readjustment of the shade. 

The requirements of suitable lighting 
are quite definite, they are: Absence of 
glare and of troublesome shadows, а 
steadiness and constancy of the light 
source, together with a moderate degree 
of uniformity of illumination and of sur- 
face brightness over the plane of work. 
Certain other factors bearing on euit- 
able lighting are :— 

1. Diversity, i.c., tho ratio of maxi. 


a 
Ш 
М 
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E mum to minimum illumination. This 18 
— — — closely related to adequacy, since upon 
180 200 


0b 120 140 0 180 the maximum illumination depends the 


extent to which the illumination may 
fall before it becomes inadequate. 

| 2. Contrast due to difference of sur- 
face brightness. Further experiments may show that some 
regulation as to the surface brightness of any two visually 
contiguous surfaces may be required. 

3. Colour and composition of the light. The introduction of 
new high-intensity light sources of different types may, even- 
tually, make it necessary to consider how far this factor 
affects the suitability of lighting, but no requirement dealing 
with this point 15 called for at present. 

Glare.—The terin glare covers the effect (a) of looking 
directly at a bright source of light so that the observer is for 
the time being dazzled and his vision is impaired for a short 
period after the light has ceased to enter his eye; (b) produced 
by the presence of one or more bright sources of light towards 
the edge of the field of vision so that the rays enter the 
eyes obliquely from them. An observer may never look 
directly at such sources of hght, but he is nevertheless troubled 
by their presence near to the object at which he is looking. 
This is the commonest form of glare; (c) produced when the 
surface of the material being worked upon is shiny or polished, 
and reflects light directly [rom some source into the eyes of 
the worker. causing work with such materials to be very 
trying unless the worker is so placed with reference to the 
source of light that none of the rays can be directly reflected 
from the material into his eyes. 

All three forms of glare are still to be met with in factories. 
The possible effects of the first two (which are most commonly 
due to absence or imperfect protection of the light sources) 
are twofold. Discomfort may be caused to the worker by 
the presence of a strong light in or near bis line of vision, or 
a worker or other person entering a room may be temporarily 
dazzled by tbe light, so that he is unable to see his way 
about, and тау incur additional risk of accident. 

The first essential of suitability, therefore, is proper shading 
of the light sources. The effect of a shade is to reduce the 
intrinsic brilliance of the source, and proper shading could 
accordingly be defined by the simple criterion whether the 
incandescent filament, mantle, or flame, is distinguishable ав 
such when viewed through the shade. 

So far as glare 1з concerned, the source need only be screened 
when in or near the direct line of vision, and then only in 
the direction towards the eye; accordingly the framing of a 
requirement which, without insisting on complete screening 
of the source, will ensure that no bright surface is visible 
except when considerably away from the asnal line of vision. 
takes two factors into consideration: (L) The distance of 
the source from the eye; (2) the angle at which the light from 
an unscreened or improperly screened source may enter the 
eye without producing objectionable glare. 

(1) If an unscreened source is situated beyond a certain 
distance, which for all sources commonly employed in factories 
may be taken as 100 ft , its apparent size and tbe amount of 
light entering the eye will be so моа as to render the glare 
effect much less evident, and апу such sources may be excluded 
from the requirement which we propose. 

(2) Conversely, as the distance between the eve and the 
source decreases, the apparent size of the source and the 
influx of light from it will increase, and glare can then only 
he avoided by screening the source or bv increasing the angle 
between the central line of vision and the source. 

Therefore, m practice a suitable requirement might be ex- 
pressed in terms of the distance of the source and of a limiting 
value of the angle between the line from the source to the 
eve and a horizontal plane, within which anale ne such source 
should be directly visible. In the case of sources used far 
general lighting for the purpose of a legal requirement. the 
limiting value of the angle specified. should be 30 deg. but 
in the case of very near sources such as are emploved fer 
Jocal lighting. an angle of 50 deg. should he substituted 
The Committee accordingly recommends that there should be 
a provision as follows :— 
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(5... Every light source (except one of low brightness“) 
within a distance of 100 ft. from any person employed shall be 
so shaded from such person that no part of the filament, 
mantle, or tiame is distinguishable through the shade, unless it 
ve so placed that the angle between the line from the eye to 
an unshaded part of а source and a horizontal plane 1s not 
less than 2U deg.. or in the case of any person emploved at a 
distance of 6 ft. or less from the source, not less than 30 deg." 

The third form of glare (which is сопипоп in factories where 
smooth or polished material 1з used) is generally caused by 
unsuitable placing of the source, and may be remedied either 
by changing the position of the source relatively to the eye, 
or by increasing the diffusion of the light by enclosing the 
source in some diffusing material. 

Shadows.—Troublesome shadows (frequently to be found 
even with systems of hghting which are good in themselves) are 
generally due to unsuitable placing of the light sources, where- 
by the shadow of the worker himself or of some part of 
the plant or material is cast on the place of work, and are 
particularly objectionable when thrown by some object in 
motion. Apart from the annoyance caused and the interfer- 
ence with the proper execution of the work, deep shadows, 
by concealing dangerous parts of machinery, may lead directly 
to accidents. 

Constancy.—Constancy in artificial illumination is a matter 
of great importance. Unsteadiness and flicker have an in- 
jurious effect on vision, and if pronounced, increase the risk 
of accidents. Therefore. flicker which can be remedied should 
be prohibited. 

In arriving at the above conclusions the Committee con- 
sidered the codes of lighting which have statutory force in 
many of the American States and the recommendations for 
industrial lighting formulated by the Illuminating Engineering 
Societies of America and Germany. 
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HOPEFUL SIGNS IN AUSTRIA. 


VIENNA hopes fervently to resume her position as an im- 
portant intermediary of exchange between Middle and Western 
Europe on the one side and the Near East on the other. 
The time when-that hope may be fulfilled seems remote, and 
other cities in the reconstructing States are competing for 
the place—Budapest, her old rival, Belgrade in the new and 
rapidly-reviving Serb-Croat-Slovene Kingdom, aud last, but 
not least, Prague, in Czecho-Slovakia. 

Vienna's chances have recently been improved by the 
arrangements which are being made for Austria to enter into 
the advantages of the Ter Meulen credit scheme. They would, 
of course, be improved, too, by the economic recovery ot 
Russia, but that contingency is also remote. Н.М. Com- 
mercial Secretary at Vienna says, in his recent report, that 
the Austrian capital must inevitably lose some of the business 
it has hitherto done, to the merchants, banks and insurance 
houses in the capitals of the other Succession States. Моге- 
over, the head offices of most of the important Bohemian 
undertakings are already being removed to Prague. Yet, in 
spite of all, there is no doubt, in the Commercial Secretary's 
view, that Vienna will remain the most important city in 
that part of Europe. | 

Tbe new Austria presents several features of interest to the 
engineering trades. In the Erzberg, Styria, it possesses 
one of the most valuable iron deposits in Europe. The neces- 
sary supply of coke, which was cut off when the Monarchy 
was broken up, will henceforth be furnished by Herr Stinnes, 
one of whose companies has acquired a large interest in 
the deposit. Consequently, Austria will soon be producing 
enough steel and iron to cover its requirements, and later 
be in a position to export. ‘There is a very large machine 
industry, including the manufacture of locomotives, wagons. 
automobiles, and agricultural machines. ; | | 

Owing to the shortage of coal and oil and the high prices 
that have prevailed for fuel during and since the war, atten- 
tion has been drawn to the ample water-power availahle in 
the Alpine districts of Austria and in the Danube. Elaborate 
surveys and plans were already made before the war, and the 
total amount of available water- power 1з calculated аё 
2.250, 000 h.p., of which, however, only 9 per cent. 18 em- 
ployed. In Switzerland, which has about the вате available 

wer, 22 per cent. 1s In use. | 
И рулы тош» have been made during the last two 
years to induce American, British and other foreign capitalista 
to assist in the exploitation of the Austrian water-power, but 
eo far without success. The Austrian Government has now 
itself started work on a five years programme for the electrifi- 
cation by means of water-power of 652 km. of the most western 
part of the State railways, in Arlberg, Tyrol, Salzburg and 
Carinthia, as the most remote from the coal supply, and con- 
siderable progress has been made. though the lack of coal 
for transport and cement-making delays the work. The ex- 
pense in the depreciated crown currency appears alarming. 
hut the cost of labour has not risen 10 proportion to the fall 
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* By “low brightness — 18 meant an intrinsic brilliance of 
not more than five candles per sq. in. 


in the value of the currency, and it has been calculated that 
the average outlay per h.p. has fallen 624 per cent. between 
1913 and 1920. Since the crown has tallen further rince 
October the cost now is probably still less. The expense of 
coasiructing the new locomotives will, however, be Very 
heavy, and it is doubtful whether the electrification of the 
can really be carried. through without any foreign 
welp. 

Though the programme provides for the electrification of 
only one-seventh of the State railways, it is estimated that 
when completed it will save 450,000 tons of coal and 32 loco- 
motives, and 1.000 coal wagons now used for its transport. 
Before the war only 250 kilometres of the railways, mostly 
of narrow gauge, had been electrified, as the military autho. 
one were always opposed to the electrification of the main 
ines. 

Power for the numerous factories of Vienna and neighbour. 
hood and for the electricity works of Vienna and other towns 
could also be obtajned with advantage from water-power, 
particularly if coal is to remain dear and scarce in this part 
of Europe; but, unless foreign capital will assist, any 
developments on a large scale will probably have to wait 
until the country 18 more prosperous. 

Whatever may be the result of the present financial negotia- 
tions for the relief of Austria, Н.М. Commercial Secretary 
adheres to the opinion that the country sooner or later will 
emerge from its present troubles, and that Vienna will con- 
tinue to play its leading róle in South-Eastern Europe. 
British business men should remember that there are a large 
number of thoroughly sound commercial and manufacturing 
houses in Austria which may be inconvenienced and ham- 
pered but are not endangered by the unfavourable condition 
of the Austrian public finances. Lastly, it should be men. 
tioned that this country has, in spite of all its troubles, 
managed successfully to preserve public order since the end 
of the war, and that the following of the Bolshevists is «o 
small that they have obtained no representation in the 
National Assembly. 


: lie 


TRADE STATISTICS OF SOUTH AFRICA. 


THE following statement, showing the imports of electrical 
and similar goods into the Union of South Africa during the 
усаг 1920, has been compiled from the recently-issued official 
trade statistics. The figures for 1919 are added for purposes of 


comparison, and notes of any increases or decreases аге 
made ;— 
1919 1920 Inc. or Dec. 
£ £ £ 


Electrical cable and wire.— 


Total 372,000 417.000 +145100 
From Great Britain 152,00) 394,000 — -- 212,000 
2, Japan . e 25,000 2,000 — 23.000 
» United States 62,000 20,000 — 42.000 
Batteries, primary.— 
Total [тинн 30,000 + 13,000 
From Great Britain 2. 6.000 + 000 
m United. States 11.700 18,000. + 3,5 
Batterics, secondary.—- | 
Total 63.00) 74.000 + 11.000 
From Great Britain II ( 26,000. + 15,000 
» United States . бою 47.000 — 5,0% 
Heating and cooking apparatus.— g 
Total РЕ .. 94,000. 41.0% + 17,000 
From Great Britain 10,000 31,000. + 21.00 
4 United States 14.0 0,000 =. 5,000 
Insulators, porcelain.— | | 
Total 4000 7.0% + 3, 
From Great Britain 3,700 6,000 + 25 
Insulators, all other.— 
Total... "m E 500 1.500 + 1. 
From Great Britain » ке 30 1300 + —»! 
Lamps, incandescent.— 
Total 94.00) 78,000 — 16.007 
From Great Britain J6,00) 95,000 + 900 
» Holland d 28.50% 21.00% — a 
„ United States 47,000 32,000 — 15.00 
Motors.— 
Total, kW 15.0% 12,000 — 30% 
£ E 05.0001 151,000. + Tn 
reat Britain, kW . S. 00 5.½0 — „% 
„л T £... 49,000 80,000 + i 
United States, kW ... 6.770 бию — 2 
Е боор 45.000 68,000 + 2 
Transformers.—- | | 
i Total 17,000 30,000 + pu 
From Great Britain ids 4.600 0 1 7 Күй 
4, United States m 12.000 20,0 m 
Electrical machinery, other.— 
% tal“ .. ss 180,000, 321,000 SUIT 
From Great Britain us. mu ОМ 1 MET 
„ United States у... .. 117,000 113,00 
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GA : 1919. 1920 Inc. or Dec. 
Electrical matertal, other.— 


S8 £ 
Total... е . . 195.000 482,000 +287,U00 
From Great Britain a .. 120,000 362,000 +242,000 

„ United States 64,000 90,000 + 26.000 
"gs Japan cos 9,000 9,000 ex 

» Holland 500 5.000 + 4,500 
Станев. Total 11,000 60,000 + 49.000 
From Great Britain 8.000 47,000 + 39,000 

United States 3.000 13,000 + 10,000 

‘levators and lifts.— | 
nrg etal ts. qum МОО DEO оос 
From Great Britain 228 a 7,000 24,000 + 17,000 

United States 3,000 3,000 == 
Mint achinery.— 

И Total 715.000 618.000 — 97,000 
From Great Britain 303,000 419,000 +116,000 

„ Sweden € 1.000 — — 1.000 

» United States 406,000 195.000 — 211,000 

Switzerland " 1,000 — — 1,000 

‘el hand telephone material.— 

я Total  ... "E .. 17,000 392,000 + 15,000 
From Great Britain 8,000 24.000 + 16,000 
„ Sweden ifs 1,500 2,000 + 500 
„ United States 7,000 6.000 — 1,000 
rails.— 
Tramway 133 am. 21.000 " 16.30 
From Great Britain 1.50 500 + 19, 
„ United States 3,000 900 — 2,500 
say rolling-stock.— | 
ш Total 29,000 87,000 + 58,000 
Great Britain 10.000 34,000 -+ 24,000 
дш United States 19,000 53,000 + 34,000 
ther tramway materials.— 
ELE UR Total 3 we us 7,900 050 + 00 
From Great Britain jid bs 1.500 3. + 1,500 

„ United States Р = 13,000 +. 13,000 

In addition to the above the following goods were imported 
ав Government stores '' :— 

Batteries, primary.— i US um 
From Great Britain j 3. — 9! 

„ United States 11.000 — — 11,000 
Batteries, secondary.— nm m 
From Great Britain ix. 5 ; ‚000 + 9%, 

„ United States — 16000 + 16.000 
Heating and cooking apparatus.— 

From Great Britain 1.000 — — 1.000 
[nsulators, porcelain.— 

From Great Britain us 6 4,000 10.000 + 6,000 
Motors and parts.— % a 
F Great Britain kW ... 25 67 00 4 

ic : £... 2 1100 1,800 + 700 
Electrical cable and wire.— 

Ки Total ы P .. 99.500 86,000 — 13,500 
From Great Britain 84.000 74.000 — 10,000 

„ United States 15.500 5.000 — 10.500 

„ Canada "T ГЭЕ ы — 7,000 + 7,000 
Telegraph and telephone material.— | 

Total 85 .. 78.000 125.000 + 47.000 
From Great Britain 59,000 107.000 + 48,000 

„ United States .. 10,000 6000 — 4,000 

„ Sueden к E 8 9,000 10,000 + 1,000 
Transformers. — 

From Great Britain 187 — — 197 


Electrical machinery, other.— 


From Great Britain bas Et 1,500 24.000 + 22.500 
» United States 8 M 400 — — 400 
Electrical mate rial, other. — 
From Great Britain x. "M 3,000 11.000 + 8,000 
REVIEWS. 


Winning the Public. By S. M. Kennepy. New York and 
London: McGraw-Hill Book Co., Inc. 1920. Pp. 168; 
4 plates. Price 15s. net. | 


, The author of this work is described as the “ vice-president 
in charge of public relations and business development of 
the Southern Californian Edison Co. Most of the chapters of 
the book appeared serially in the Journal of Electricity or the 
Electrical World during the year 1920, and some have been 
read before meetings of people interested in the subjects 


dealt with. 


There are fifteen chapters, and the object of all of them is 


the same, that of understanding the public, with the view 


of owning." 
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of inducing the public to understand and trust the undertaking 
with which they are dealing. Patience, courtesy, cheerfulness, 
conciliatory bearing, co-operation, and general friendliness are 
urged in all cases, so that it may be clearly shown that the 
supplier i8 interested in the purchasers having a square deal 
first, last, and all the tine. 

The philosophy of the square deal is preached nowadays to 
an extent which might lead the cynically-minded to imagine 
that it had only been discovered of late years, and particularly, 
perhaps, since 1492. It is, however, not an exotic, nor exclu- 
sively American. It is realised even by political economists, 
that value must be given for value received, and that these 
values do not take long in mutually adjusting themselves to 
changed conditions. Nevertheless, it is well to bring out the 
desirability. not only of the square deal in itself, but of the 
best atmosphere in which to do business. Habits have changed 
in a very marked degree in the last 15 or 20 years in this 
respect. It is no longer considered necessary to spend con- 
siderable sums on entertaining, mainly of an alcoholic nature, 
in order to induce the mutually trustful frame of mind in 
which the transaction is best concluded. The generally friendly 
bearing, the willingness to give a patient. hearing to what 
may seem to be a trivial complaint or an impracticable sug- 
gestion, the readiness to impart information on all sorts of 
subjects and details—in short, a desire to render service, and 
to give quality—these are the better things that have super- 
seded the grosser methods formerly in vogue. 

The book now before us does not seek to show how to win 
the public by advertising, although publicity is not neglected. 
It seeks instead to show how to advertise by winning the 
public. To some it may seem a labouring of the obvious, but 
a8 we have often remarked before, a thing does not cease 
to be true because it is trite. Rather does it become the more 
necessary to repeat the truism in a thoughtful and discerhing 
manner, in order that we may be sure that we appreciate ita 


full meaning. and all that its originator intended to convey. 


In spite of а certain amount of what the Prince of waleg 
graphically describes as pi-jaw,'' and notwithstanding sundry 
liberties taken with the English language and literature, the 
book will serve a useful purpose, and those whose duties bring 
them into contact with the buying public should absorb ita 
principles. | 


Dynamo and Motor Erection and Management. By A. H. 
AvERY, A.M.LE.E. Pp. 152; 91 figs. London: Cassell 
and Co., Ltd. Price 1s. 6d. net. 


Though the scope of the work is indicated on the first page 
by the author, as follows: Every one who owns, or has 
charge of, a dynamo or motor cannot be a skilled electrician ; 
but he can, and should, soon acquire sufficient practical ac- 
quaintance with certain technical facts and details essential 


to the proper operation of such machinery,” even more is 


included in this handy little volume, e.g., cable installation. 
The first chapter forecasts the arrangement of the matter 
commencing with the purchase, then the installation, 
cabling. and connecting up starters and control gear, 
transmission of power, attendance, and finally, troubles. 
While set forth in a simple manner, the warnings 
as to risk of shock (page 6) might with advantage 
be much more strongly impressed. It is very mild to say 
220 volts is distinctly unpleasant and painful, while acci- 
dental contact with 440 volts might prove fatal." The defini- 
tion of power, at the foot of page 7, is confused with that 
of work or energy. It would be an improvement if power 
and watt were defined in conjunction with one another, and 
then work or energy defined with watt-hour and kilowatt-hour. 
The definition of phase is difficult in an elementary work, but 
that given on page 8 is too brief to be clear. The chapter on 
selection of machines gives many valuable hints, and there 
will be those who are in sympathy with the rather com- 
plicated remark that ' there are always machines on the 
market that it is worth paying a little to avoid the annoyance 
This impresses the desirability of Witnessing а 
thorough test at the maker's works before purchasing a dynamo 


or motor of any considerable size. The temperature limit 


(page 19, at the foot) of 80 deg. F. rise above that of the room 


seems rather stringent compared to the figures of the British 
Engineering Standards Association (1917), which allow 90 Чер. 
F. {о 99 deg. F. for various parts of machines. À noticeable 
misprint occurs on page 22, line 4, where “ pile-tips should 
read pole-tips.“ and another seven lines lower down. 


." rediates " for “ radiates.” On page 38 a numeral l being 


omitted gives the result of the problem worked ав 9/16 S. W.G. 
instead of 19/16 S. W. G., marring the effect of a good example. 
The notes on the installation of overhead bare transmission 
lines for medium pressures are very good and well illustrated. 
The customary description of standard types of switches and 
fuses is given, followed by a chapter on starters, controllers, 
and switchboard connections. Chapter XI on drives and coup- 


lings is very clear on points to be observed and characteristics 


required for belt or chain driving. Then follows a chanter 
on the elementarv principles of dynamo construction. The 


. final Chapter XIII deals with faults and troubles of the com- 


moner kinds and their remedies. The results of the racing 
away of two motors are very well shown bv reproductions 


from two photographs of the armatures. The book should 


prove a useful and interesting guide to these for whom it is 


written.—W. N. Y. KING. 


at 
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Lubricating and Allied Oils. By ELLIOTT A. Evans, F. C. S. 
Pp. 128; figs. 25. London: Chapman & Hall, Ltd. Price 
9s. 6d. net. | | 

Occupying as he does the position of chief chemist to the 
well-known oil finn of Messrs. C. C. Wakefield & Co., Ltd., 
Mr. Evans's experience in all branches of his subject is beyond 
question. | 5 | 

Such a book from such ап author, one might reasonably 
expect to be highly technical, and we were pleasantly sur- 
prised to find it couched throughout in the plainest terins. 
Needless to say the subject matter has been drawn from 
the author's experience and close association with the science 
of lubrication, both in the laboratory and in the workshop, and 
where outside information is necessarily included the name 
of the author aud source of reference are given. 

Alter briefly sketching the history of petroleum, oil refining, 
and the occurrence of fatty oils, the author deals fully with 
physical tests, including the electrical resistance method of 
determining the specific heat. of oils, and with the chemical 
tests of transformer aud other oils. The oxidation of petro- 
leum, oleography. and the selection of lubricants are also 
treated succinctly, while. in the: final chapter. Oils Em- 
ployed.” typical examples of mechanical parts und the lubri- 
cants employed therewith are given, reference being made to 
the most snitable oils for use with dynamos and motors, trans- 
formers and switches. E 

We have no hesitation in coinmending the book to those 
who, wishing to master some of the fundamental factors зл the 
problem. always facing the actual users of lubricating oils, 
have hitherto had to rely upon the experience of others for 
their facts. . | Ж 


Industrial Control. By F. M. Lawson. Pp. 130; figs. 19. 
London: Sir Isaac Pitman & Sons, Ltd. Price 8s. 6d. net. 
The six lectures originally delivered by the author at the 
Mappin Hall, Shettield, after being subjected to considerable 
revision, are embodied in this helpful volume, the raison d'étre 
of which lies in the fact that most of the industrial unrest of 
to-day 1s due to the inability of many directors of industry to 
direct. In other words, to their failure to recognise and to 
meet the needs of the laws of mutual accommodation and unity 
of control. | } . ; 

If, as the author states, the safety of the future depends 
upon the true records of the past, then, judging by the 
diagrams апа charts he has selected. to illustrate the results 
obtained at works where his system is now in use, he bas well 
accomplished his avowed purpose of setting before thore who 
are engaged on organisation work the true fundamental laws 
governing direction, whether they be applied collectively -or 
individually to the nation. the factory, the men, or the 
machine. ! 

The book is not written so that he who runs may read "'; 
if anvthing the style lacks clarity. but the man who 15 looking 
for more output and less dissatisfaction in bis works will find 
it well worth reading. | 
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NEW PATENTS APPLIED FOR, 1921. 
(NOT YET PUBLISHED.) | 


Cempiled expressly for this journal by Messrs. Szrrow-Jowzs, O'Dert АМО 
SraPHENS, Chartered Putent Agents, 285, High Holborn, London, W.C. 1. 


20,957. Arrangements. of transformers and cables on electric transmission 
systems," A. M, Taylor. August 8th. 

20.972. Contact device for electrical telegraph transmitters," II. J. 
Hansen. August 8th. | и 

20,981. Electric cable connectors, &.“ W. J. Syson Nibbs. August Sth, 

20.982, '* Electric incandescent lamps. E. Schattner. August 8th. 

300990, ** Means. for making watertight connection between cables and 

js A ; ` , : Ф Dena 
switch junction boxes, &.“ H. V. Owen and M. J. Railing. | August 8th. 

20,996, Electromagnetic power transmission for automobiles, Фе. W. 
Mellarry,. August 8th, Н” " 

21,002. Holders for electric incandescent lamps.“ J. W. Manley. August 
Sth. VEM E Oo RE 

21,06. “Anchor for stays of. telegraph, &c., poles.® Т. S. Entwistle, 
August Nth. | i А 

21,010. „ Wireless receiving systems, &e. 
and J. Seott-Pagg art, Augus Rih. , | 1 | | : 

“POL. „ Electric circuit breakers” Metropolitan Vickers. Electrical Co., 
Ltd. August Sth. (United States, October 18th, 1320.) 

91,025, „ Electric switches,“ R. Alkan. August Ат. 
24th.) | . " "P 

21.026. * Recording apparatus for electric current impulses. British. Thom- 
son-Houston Co., Lid. (General Electric Co). August 8th. 

21,040. „ Apparatus for regulating asynchronous machines having a com- 
mutator secondary machine.“ Siemens-Schuckertwerke. August Sth. (er- 
many, August 7th, 1920.) . | i T" ма 

21.052. “Application of natural ambient or artificial magnetisms in com- 
bination with ambient or artificial electric energy’ N. Mancini. August иһ. 

Ор өнд. C Magnetos" М. E. Magrath. August 9th, 

21.05. Directional wireless apparatus," N. F. S. Hecht, August 9th. 

рдак „ Electrically operated indicators," S. Webb. August Oth. 

ортоо ** Elertrically, operated indicators.” S. Webb. August өш. | 

51114. * Link boxes for electrical mains." G. P. Cosway and F. Thurs- 
peld August а. | 2 P А ve 

21.10 Thermals controlled circuit interrupters, 
otd. (Cutler. Hammer Manufacturing Con, August th | 

21.138. "o NVartab!o electric inductinces," Rritich Thomson-Houston Co., 
Lid. and R. C. Clinker. August Ath | 

21.140. Control ef «electric motors. 


* 


Radio Communication Co, Ltd., 


(Fran e, March 


I2ranic. Electric Co, 


British Thomson-Houston Co, Н. F. 


27 ПТ 1 2 ^+ 
Formen ard Н С. Hastings, August 0m „ W. Langd 
21,167 "Gore: tor eloctrice transformers, motors. &c. : angdon 


Laie: and А. Soames. August Sh. "e 
211c9  " High-frequency scli-izduction coils. 
(Ботам, August lth, 1920.) 9. ast 
2] 226. ' Sparking plug terminal.“ W. J. Atkins, August 10th. 


E. Binard. August Sth. 


21.252. Telephone exchange systems.“ Western Electric Co, Lid 
(Western Electric Co., Inc.). August 10th. : 
21.280. Means for regulating strength of electric currents.“ C. S 


Agate and А. E. Hill. August 10... : 


21,283. * Electric torches, &c." Ever Ready Co, (Great Britain), Lid 
and F. S. Johnson. August 10th. . ү, 

21,299. '' Sparking plugs." J. de La Boissiere. August 10th. (Frame 
August 10th, 1920.) ; | у 

21.056. Starüngærank for internal-combustion. engines, fitted with Aywheel 
magneto systems.“ A. D. Mackcllaow. August. lith. 

21.312. Switches [or electric vehicles." M. Rogers and Wingrove and 
Rogers, Ltd. August lith. À 

ЖАИЗ. Induction coils for currents. at radio frequency." W. R, H 
Tingey. August Dh. i | 

21.3.8. Metallic articles having an electrically insulating amd mechanicill, 
adhesive coating," F. Krupp Akt-Ges, August Hth. (Germany, September 
Jd, 1920.) | . 

21% Nine rescue, Kea telephone apparatus," R. L. Murray ‘Lele. 
phone Manufacturing Со. (ТЗ), Ltd. August Ith. | E 

21,355. *' Hydro-electeie generating. plant. M. Payne. August. Mih ’ 

21,359. “ Automatic telephone transmitters," E. S. Heurtley and Muirhead 
and Co., Ltd. August Hlth. i 

21,400. '* Electrical gear for operating theatre curtains, fire-proof doors 
lifts, Фс A. Bibby and T. Houghton. August ]2th. | 

21.419. Winding, forming, „ &c., coils for dynamo electric machinery,” 


Б. Gill. Aupust Vth. 


21,460. | Driving mechanism fof Eramophones, Xe.. actuated by an elec. 
trie motor." ©. Below. August hth. 

21.163. Wave transmission." Western Electric Co., Ltd. 
(United States, August 7th, 1920.) | | : 

21,473. '' Wireless signalling stems.“ British Thomson-Houston Co., Ltd 
(General Electric Co.). August 12th. | | : 

21.474. Control of electric motors." British THomson-Houston Co., Ltd. 
Н. F. Farmer and H. C. Hastings. August ıh. | 

21.475. Control of electric motors.” British. Thomson- Houston Co., Ltd., 
H. F, Farmer and H. €. Hastings. August ]2th. - 

21.478. '' Electric starters lor internal-combustion engines." А. HY Midgley. 
August 12th. 

21,495. ** Electric controllers," 
М. J. Pattison. August )2th. ; ; 

21,499. **"pelegraphv." E. S. kleurtley. August Hth. 

21.504. Quick make-and-break switches.” P'. W. Davies and F. H. 
Reeves. August 13th. 
21,507. “ Electric lamps and switches therefor." O. J. Hughes. August 


August Rih. 


* 


LI 


Electro-mechanical Brake Co., Ltd., and 


21,5409. Electrically-operated polishing, burnishing, and prinding apparatus, 
&c." A. €. Nobbs. Ашу: Du 6 2 ё Rd 
21.561. *'Casings for electric cut-outs, &e."" W. T. Henleys Telegraph 
Works Co., Ltd., and W. H. Nichols. August 13th. f | 
21,563. Means for connecting electricity meters, &c., with supply mains.“ 
W. T. Henlev's Telegraph Works Co., Ltd., and P. Rosling. August 13th. 
21.574. White electrical insulating plastic mass, and process of manu 
facturing same." J. F. E. Granet. August 13th. ` . 
21,665. “ Apparatus for condensing mercury vapour in metal vapour rec 
tifers,"  Siemens-Schuckertwerke. (Germany, August 19th, 1920.) s 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses асе those under whieh the epecifieations will be 
printed and abridged, and all subsequent prooeedinge will be taken. 


+ 


1916, 
13.940. Telemeters. A. Shtschukin. September 30th, 1916. (168405. 
1920, ' 


94. “Electric valve or lamp relay and intervalve transformer.” б. A. 
Mathieu. May 3rd, 1920. (166,913.) 
1.102. Electric. welding." B. Longbottom and E. Greenhalgh. January 
14th, 1920. Cognate application. 21.745, 1920.) (166,914) 
1.873. '' Electric switches," J. B. Tucker. October 21st. 1920. (166,918) 
8.49») „ High-frequency alternator. О. Billieux, (Patent of addition not 
granted) January 24th, 1918. (140,773.) 
` 10.709. '' Electric relays.” W. H. Eecleg. April 17th, 1920. (166,94) 
11.166. Electro magnets!’ J. Neale. April 22nd, 1920. (166,951,) 
11.81. „ Wireless. direction. finding apparatus." C. K. Chandler. April 
23rd, 1920. (166,958.) | 
11.401. ''Protective devices for electric apparatus." — British Thomson- 
Houston Co., Lid. (General Electric Co.). April. 24th, 1920. (166,968.) | 
11,436. "© Duplex. and like telegraphic systems." H. W. Sullivan. April 
24th, 1920. (Cognate application 5,810, 1921.) (166,970.) 
11,663, “Sparking plugs.” G. Howell April 27th, 1920. (166,985) „ 
11,957. '' Holders or fittings for incandescent electric and like lamps. 
W. E. Shuttleworth. April 30th. 1920. (167,001.) 
12,592. “ Electric tumbler switches." M. J. Railing and W. Manchester. 
May 6th, 1920. (167,011.) 8 
12.720. Means for drying ink and discharging electricity in printing. 
W. H. Chapman. May 7th, 1920. (167,014) VEL 
12,820. '' Magnetos for internal combustion engines." Н. Schmid and G. 
Fuepel. July 18th, 1917. (142,869). | NE n ca 
13.160. Radiogoniometers especially suitable for use in wireless direction 
finding." G. M. Wright. May 12th, 1920. (167,018.) : : 
13.417. Electric switches.“ R. Н. Baker and С. W. Parsons. May loth, 
1920. (167.019.) 
13,928. "' Electric bells or similar apparatus." A. Fisk. May 20th, 1920. 
(167 027.) | | І | 
14.543. Means for suspending bowls, shades, and the like, for | electric 
and other lights." B. Richardson. May 28th, 1920. (167,032. 922 
14.630, “ Electric burglar alarms." W. Doms. April rh, 1218. (10.92. 
15.349. Manufacture and production of graphite electrodes for T 
electrolysis." С, L. Higgins, D. A. Pritchard, and United Alkali Co., WV. 
June 7th, 1920. (167.041.) Ж Zur А E 
15,37R. Transmission of messages and signals by electrical means. 
Evershed & Vignoles, Ltd.. and A. G. Moore. June 7th. 1920. (167.04 G 
16.170. “ Electric generating systems." British Thomson-Houston e 
Ltd. (General Electric Co.). June 15th, 1920. (167.049) — : Boorne 
17.901. “ Electrode for use in depositing molten metal.” W. H. t 
June 30th, 1920. (167,063) . 
19.292. Electrical generating units having an internal combo, ˖ 
as the prime mover." H. D. Sbamberg. July Oth, 1919. (47,2141. Ск 
19.332. “ Telegraphic transmitters. employing thermionic generators. 
fur Drahtlose Telegraphie. July 15th, 1915. (147.429.) — Lond 
19.345. Method for directive wireless; tclegranhv with „ 
antenne.“ Ges, fur Drabtlose Velegraphie. June Lith, 18. 047.4 Н. 
19. UWH. Wireless telegraph transmitters. Ges. fur Drabtlose Teles А 
September 12th, 1918. (147,698) | ‚оо and dh 
23.412. “ Electric motor attachments for bath chairs, tricycles, а 
like" А C. Nobbs. August. 10th, 1220. (167 092.1 | | 
24450 “ Electric direct. current circuit" Н. J. Warner. 
1900. (167,007) x | Бу обод rd. 
25 383, ©“ Writree pad batders for telephone instruments. 5, о 
September 15th, 190. (187,104) : f 
, 192). | 
8.476 ^! Screw’ fans. "Westinghouse Electric & Manuf 
ta, 1920. (101.934) - І E 
Aon ы Patent Treuhand Ges. fur 


11,239. '' Tpacsten are lamps.” 
Gluhlampen.' April 28th, 1990. (162,651.) 
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ац а” | 
Ко. 2284. 


Reserved 


faunas Address : 


LITHOLITE 
INSULATORS, Ltd. 


65—57, Hackney Grove, CES E. 8. 
‘Phone and Telegrams: Dalston, 692, London. 
FIREPROOF AND OTHER GRADES. 
Derain 20 Yuans, 


ELECTRIC INSULATION. 
NON-HYGROSCOPIC. 
F IREPROOF - 


INSULATOR Co., Ltd., 


FERGUSON, 
PAILIN, 
LIMITED, 


INSTRUMENTS, CIRCUIT-BREAKERS, 
| AUTO-CUT-IN & CUT-OUTS 


Record Electrical Co., 3 


BROADHEATH. MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM, 


| 
| BROOK 
| ONE, TWO and THREE-PHASE 


MOTORS. 
See Sup. 41. 


SWITCHGEAR. 
. ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineers and 
Ovérnment Contractor Ors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON, 


‘Cantie’ Switches 
NOTE NEW ADDRESS: 
THE “CANTIE” SWITCH CO., LTD 
LEIGHTON STREET, 
NOTTINGHAM. 


"* SAXONIA 


ELECTRICAL WIRE CO., LTD. 
GREENWICH, S.E.10. 


CORDS and 
Ni BLE CABLES. 


E 


r усы 


" Ageekay, Cent. - London. е 


— —— — 
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ng ington, PUBLISHING OFFICE, 4 4, LUDGA" LUDGATE HILL, E.C.4. 
‚ #1 14s. ; Canada, #1 


13s. 6d. ; Colonial and ak ny iua 1а. 60, put per annum.—New Үоңк: D. Van N 
City. — Онт, : Wu. Dawson & Bons, Lap 


ABC Code. 


CHURTON 


УЕ апа то 


=~ MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works. Water Lane, LEFOS. 


Cutting 


есігіс Motors, 


See Advt, Sup. 6, 
Telegrams: Cutting, Stamford, Tel, No. 12, 


“EMPIRE” 
AUTOMATIC CONTROL 


Pumps, Compressors, Machine Tools. 


ELECTRIC CONTROL. LIMITED. GLASGOW, 


WESTERN-ELECTRIC 
COMPANY. LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, Е, 


TELEPHONES & CABLES. 


See Advertisement this week, p. xxxix, 


CONNOLLY’S (BLACKLEY), Lo. 


for 
WIRES AND CABLES, 


See Advertisement last week, p. iii, 


INSULATING TAPES, 


WEBS, SLEEVING, &c. 


Delivery from Stock. 


JOHN MACLENNAN & Co., 
115, Newgate Street, E.C. 1. 
And at GLASGOW. 


PRESS TOOLS, 


Dies and Punches, Cutters, Die Stamp- 
ings, Blanks, Checks, Tokens ; also 
Name Plates, Instructiou Plates , Meter 
Dials, Switchboard Labels, Advertising 
Novelties, Club Badges, Address Plates. 


RELIANC 
JULIUS SAX 


FOR 


BELLS. 


CHISWICK. 


Over 50 years’ experience. 


SUBSCRIPTION 


Engraving Co., Ltd. 


PRICE Жу 
SIXPENCE 
RATES, Postage Free: United 
NOSTRAND 


25, Park Place, New 
Banque, 


Os, 
: Borveau & & CuEVILLET, Librairie, Etrangére, 22, Впе de la 
Telephone Nos.: Central 8260 and 8261. 


Cables under the X-Rays. 


See Sup. 16. 


MOTORS. * DYNAMOS. 
Victoria Dynamo & Motor Co. 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 
Phone: Gerrard 1245, 


B A eo 
FU LLER’S ч UNITED ELECTRIC 


ORKS, LIMITED. 
a eil АР. ОЕ 
ACCUMULATORS BATTERIES 
W'RES & CABLES CARBONS, &с. 
WORKS: Sox ee wr ESSEX. 
neral Sales Offic 
IDDESLEIGH HOUSE, Gaxton $t, Westminster, 


Grams: Blocbat, Vic. Lo ndon. ‘Phone : Victoria 6863. 


MAVOR & COULSON, Ltd., 


зир INE 


MOTORS, _ DYNAMOS, 
SWITCHGEAR. 


е? N 
n 
SS 8. 
b» Co British Aluminium Co. Did., 
109. Queen Victoria st. Londen. 


LIS. Quem Vitoria St, London. __ 
RAYNER & HEALD, LTD., 


DUKE STREET, DER BY. 


TWO & THREE-PHASE 
MOTORS only. 


CONTINUOUS CONTROL | 
of COAL CONSUMPTION 


BY MEANS OF THE 


LEA COAL, METER 
for Chain Grate Stokers. 
Ask for Leafiet K.C.M. 


The LEA RECORDER Co., Ld., 28, Deansgate, Manchester. 


Forethought will often | 
save Afterthought, | 


IF M.E.M. GEAR IS-USED THERE. | 
IS NO: AFTERTHOUGHT” 
See Page xi. 
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. HIGH SPEED - u | 
STEAM ENGINES. @ | ELECTRIC PORTABLE TOOLS. 


Earl 
For N pias Delivery DELIVERIES FROM STOCK. 
to Dynamos, Pumps, of 
Fans, &c. 5, 7}, 10 
5 No. 1 size, Mark 1 DRILL for % holes, 110 
110 volts and 220 volts, D.C. (Leaflot 
Volte. No. 98.) 


No. 3 size, Mark 1 DRILL for 14° ho:es, 110 
| volts and 220 volts, D.C. (Leaflet 
No. 90.) 


ELECTRIC PORTABLE BLOWER, 110 volts 
and 220 volts, D.C. & A.C. (Leaflet 
No. 92.) 


Write for Prices and Leaflets. 


SIMPLE AND COMPOUND. 


For Ship Lighting and Industrial Works 
of all kinds. 


Also | E | 
" VERTICAL MULTI-CYLINDER GAS ENGINES. 


E. S. HINDLEY & SONS, 


11, Queen Victoria Street, E.C. 4. 
Works: BOURTON, DORSET. Telephone: Сиу 9804. 


port, 
Caig 


оп.” 


HE 


WESTMINSTER TOOL: ELECTRIC t^. 


WESTOOL WORKS, 
Putney Bridge Road, Putney, 
LONDON, S.W. 18. 


ороо PUT. 1179. 


MICA-MICAN ITE октар 
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40, HATT 
INSULATORS FOR EVERY DESCRIPTION OF ELECTRICAL WORK. , ON GARDEN, 
Contractors for Air Board, War Office and Admiralty Requirements. | LONDON, E.C. 1. 
CUTTING AND GAUGING OUR SPECIALIT Y. (The Oldest Established Mica House in the oountry.) 


BEST QUALITY MICA ONLY. 


AND ALL BRITISH. 


©, Offer your sto cks 

И b- f, г< Hate tall description ano 
CEA иа „Terms of Purchase ЗАКОМРТ 
HO 4520 | -SANA LONDON 
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INSUL SULATIN G MA TERI 


EN 
DYNAMO TAPES, FIELD COIL WEBB NIN TAPER 


EBBING 
ADHESIVE TAPE. TUBULAR SLEEVING AEN 5 8 | 


JOHN МАСЕ Ерл s. 


ical. 7.7 АА 
[15 NEWGATE a) LONDON E c BAR 
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— FINANCIAL POLICY. 


Tue address of Mr. Edgar Crammmond to the Institute of 
Bankers ought to be circulated at Government expense 
for the education of the nation. Though many people 
might cast it aside as dealing with a dull and difficult 
subject, intelligent persons who began to read it would 
in all probability read it to the end, as the facts set forth 
are of supreme importance, and the form of the address 
is clear and in every way excellent. 

The speaker commenced by comparing the national in- 

come of 2,400 million pounds in 1913 and 4,400 million 
pounds in 1920—a nominal. increase of about 2,000 
million pounds, or 83 per cent. increase over the national 
income of 1913. This increase was, of course, not repre- 
sented by a corresponding increase of the national pro- 
duction for 1920, which as a matter of fact was 20 per 
cent. below that of 1913. It was due entirely to in- 
flation of values. 
. Mr. Crammond gave an analysis of the manner. in 
which the national income was spent in 1907 and 1920. 
He pointed out that the most striking features were an 
increase in the percentage of the national income spent 
on food (including drink) in 1920 as compared with 
former years, and an enormous increase in the cost of 
national services. In 1907 the cost of national services 
was 8.5 per cent., whereas in 1920 it had risen to 24 per 
cent. of the total national Income, 

He proceeded to show that the ваше economic forces 
which carried the nominal national income up were now 
carrying it down with even greater rapidity. The 
highest point of prices of commodities shown by the 
Statist Index Numbers was 266 in April, 1920, whereas 
at the end of May, 1921, the average had dropped to 
162.2. In fact, prices had fallen three times as rapidly 
аз they had risen, and it was not quite certain that the 
end had been reached. 

We should like to point out, as we have done before, 
that the Excess Profits Duty has had a very large share 
vf responsibility with regard to the fall in prices in 
general, as manufacturers and merchants were glad to 
throw their stocks on the market at any price so long as 
they were in a position to set off their losses against 
the Excess Profits Duty, which they would otherwise have 
had to pay. 

Foreign trade returns (imports and exports) show a 
falling off of 41.7 per cent.. and the earnings of our 
shipping a decline of 23 per cent. in the first five months 
of 1921, as compared with the same period in 1920. 

Mr. Crammond estimated that the national income for 
1921 would not exceed 2,300 million pounds, whereas the 
budget for the present vear provides for an expenditure 
of 1,039 million pounds. This, however, is bv no means 
the worst of it, as it 18 now clear to everybody that the 
Budget will be down on the receipts side by many 
millions and up on the expenditure side also by many 
millions. and as a matter of fact the position 1s very 
much worse than it appeared on the Budget figures. 
The revenue return for the first two months “of the cur- 
rent vear showed a decrease of 100 millions. It is 
already apparent that it is a sheer impossibility for any 
great industrial nation in urgent need of capital to 
afford anything like 32 per cent. of its entire national 
income for the purpose of national services, which 18 Mr. 
Cranunond’s estimate for the current vear. On the 
Budget Estimates we should all (or rather all those of 
us who are at work) have been working for four months 
out of the twelve for national services, but i in view of the 
worsening of the position since the Budget was intro- 
D 
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duced it would appear that six months out of the twelve 
would be nearer the mark. 

Such are the facts as set forth without any unnecessary 
comment by Mr. Crammond. The second half of his 
paper was devoted to the question of the policy which 
must be adopted to meet this appalling situation. 

In the first place, Mr. Crammond estimated that if the 
real wealth of the country increased in the same propor- 
tion as formerly, we ought to be able to pay off the war 
debts in the course of the next two generations, but in 
order to achieve this result it is evident that we must 
&dopt & policy which will enable our manufactures and 
our volume of trade to be restored and increased above 
the former rate. In this connection Mr. Crammond 
pointed out that the economic interests of Great Britain 
and France were not quite identical. We have over two 
million persons registered as unemployed, while France 
has only a hundred thousand. Great Britain is mainly 
& manufacturing country, while France is mainly an 
agricultural country. Our exports for the first five 
months of this vear show a decline of 36.5 per cent., 
whereas the exports of France during the same period 
show an increase of 12.7 per cent. The effect of the Ger- 
man indemnity as at present settled 1s shown to be that 
Germany, in order to fulfil her external obligations, 
must increase her exports (which will, of course, be 
chiefly manufactured goods) up to 16 hundred or 18 
hundred millions per annum. [n the past Germany has 
supplied one-tenth of the world's consumption of manu- 
factures, whereas in the future she will, in order to 
fulfil the terms of the Reparations Settlement, have to 
increase her share to 40 per cent., taking the place of a 
corresponding proportion of competitors’ goods. 

Mr. Crammond's most important proposals might be 
summarised very briefly, as requiring first an enormous 
cut in the cost of our national services, and the total of 
our national Budget; secondly, a greater proportion of 
contribution to the needs of the Empire by the Colonies 
and Dependencies; and thirdly, he urged that either 
with or without similar action on the part of the United 
States we should cancel the war debts owed to us by our 
Allies, and also, if thought desirable and possible, the 
war debts owed to us by our Colonies, thus setting our 
debtors free to order and рау for more of our goods. His 
view was that 1f on the contrary we continued to collect 
Interest and repayment of these war debts, we should lose 
far more than the sunis they represented in the reduction 
of our export trade. Mr. Crammond did not suggest that 
the United States should cancel our debt to it of one 
thousand million pounds, but he did suggest that the 
United States, with great advantage to itself and 
us, might cancel the debts due to it by the other 
Allies in the Great War. 

The only alternative to some such strong remedial 
policy is that we shall have to relinquish a great propor- 
tion of our foreign trade; and Mr. Crammond pointed 
out that 1f the people of these islands became self-con- 
tained and self-supporting, it would only be possible to 
support a population of 20 millions, and the other 26 
wilions or so would be compelled to seek occupation 
broad. 

We trust that this extraordinarily illuminating state- 
ment of the present state of our financial affairs will 
receive the attention of the whole British public. 


ELECTRICITY IN MINES. 


Ах КОО little wablication | has been issued by the 
Mines Department and published bv H.M. Stationery 
Office, which should certainlv be in the hands of every 
colliery manager and electrician, as no doubt it will be 

—and we would certainly recommend every one engaged 
or interested in the manufacture of mining elëctrical 
plant to obtain a copy * without delay. 


„Coal Mines Act, 1911. General Regulations as to the In- 
etallation and Use of Electricity, with Explanatory Memoran- 
dum. Mines and Quarries Form No. 11. (April, 1921.) One 
shilling net. 


Its value lies in the explanatory memorandum form. 
ing Part II, and covering 54 out of its 73 pages—which 
is the official interpretation of the“ Regulations" as 
given in Part I. 

The first regulation relates to the duty of the mine 
owner, agent, or manager to comply with and enforce 
the regulations," but there is also a duty laid upon 
all employés, and particularly those who operate the 
plant, to carry out their work so as to comply with the 
regulations. It is of little use to install first-class plant 
unless this is adequately maintained and properly 
worked, and therefore it is pointed out that improper 
use, or interference, or gross negligence, may cause a 
breach of the regulations, and render a ''safe"' piece 
of apparatus dangerous to handle or operate. "The whole 
of the plant, therefore, is to be under the effective super- 
vision of the ''electrician," and it is the duty ot the 
manager to ensure that the former satisfactorily carries 
out his duties. The ''electrician," or in cases where 
the size and complexity of the plant requires them, “ as- 
sistants, must be appointed in writing. and their 
duties properly apportioned. Moreover, the ‘ electri- 
cian "' must be in daily attendance at the mine, and if he 
be absent for more than one day, the manager must ap- 
point an efficient substitute. On the question of efficiency 
or competence, it is pointed out that an assertion of com- 
petence by the person appointed will not absolve his 
superior from responsibility, but it is the duty of the 
‘electrician " to satisfy himself by observation and 
instruction that the person selected to assist or operate 
any machinery does really understand the work, and is 
capable of performing it without danger." А “log- 
book must also be kept, in which all records and tests 
must be entered as evidence of such work being duly 
carried out, but apart from the legal aspect of this 
matter, it is quite rightly pointed out that a concise 
and systematic record is of great value in securing 
proper maintenance, in forestalling breakdowns, and 
in avoiding interruption of service. 

Notes on the various notices and returns to be given 
to H.M. Inspector for the Division, and notices to he 
exhibited against unauthorised interference, in case 
of fire, and electric shock," are given, the latter 
being especially interesting, as showing how important it 
is to resort to, and persevere with, artificial respiration. 
The notes on“ Working space and access to apparatus," 
General requirements for avoidance of danger," 
‘Switchgear cables, and Earthing,“ are dealt with 
in а practical and common-sense way, and should be 
read and carefully studied by those concerned in the 
management and control of electrical apparatus in and 
about mines. 

Undoubtedly the publication is intended to assist and 
help those in charge of mining plant thoroughly to grasp 
and understand clearly the meaning of the regulations 
which are designed for the sole purpose of safeguarding 
life and property, and which, to this end, should be 
faithfully studied and obeyed. 


ON W ducas next the eighty-ninth 

The British annual meeting of the British Associa- 

Association. — tion for the Advancement of Science 

opens at Edinburgh, where, exactly 50 
years ago, Lord Kelvin (then Sir William Thomson) pre- 
sided over a meeting in which electricity took a mos 
Important part. 

This year, as was the case at Cardiff in 1920, the 
matters which will occupy the attention of members are 
not predominantly electrical, although a number of 
topics of interest to electrical engineers will be discussed. 
The proceedings of Section G Engineering—vwill em- 
kody at least three important СОИ ол» to the study 
of the utilisation of water power. In his address the 
President. of this Section, Prof. A. Н. Gibson, will give 
a review of the subject: Dr, T. F. Wall will present ап 
ingenious scheme for overcoming some of the difficulties 
raised by the varving force of tides; and Prof. F. С. 
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Lea will also deal with the subject of tidal power. In 
this Section, also, Mr. S. B. Donkin is to contribute 
notes on the new powcr station of the Corporation of 
Edinburgh, and Mr. J. Scott-Taggart will describe two 
new negative-resistance devices tor use in wireless tele- 
graphy. 

In the Mathematical and Physical Science Section (A), 
the President, Prof. O. W. Richardson, will deliver an 
address on Problems of Physics.” ‘‘ The Einstein 
Theory ” will be dealt with by Prof. Eddington, and the 
Rev. А. L. Cortie, of Stoneyhurst, is to read a paper 
оп * Magnetic Storms of the Present Solar Cycle.” 
Wages and conditions in industry naturally, at this 
tine, find an important place in the Economics Section 
(FT). Miss G. Jebb is to discuss The Cost of Living 
and sliding Scales,“ and a paper on The Breakdown 
of the Minimum Wage "" is to be contributed by Mr. 
A. A. Mitchell. Those who consider that, in this country, 
the limit has been reached, will await with some appre- 
hension Sir Josiah Stamp's paper on ‘‘ The Taxable 
Capacity of а Country." Dr. Mary Ranken will speak 
on“ Arbitration in Recent Industrial Legislation.“ 

An endeavour has been made this year to arrange that 
there shall not be more than two sectional addresses or 
important discussions in progress simultaneously, and 
another innovation 18 the decision to permit discussions 
upon sectional addresses. 

A number of visits have been arranged, and it is 
to be hoped that the weather will be favourable, although 
uo doubt Edinburgh needs rain as badly as the rest of 


the Kingdom. 


Ат the beginning of last month, 

Classics and = Dr. Walter Leaf, who is one of the 

Business. leading bankers in the City of Lon- 

don, and who is also chairman of the 

Classica] Association. delivered an address at Cambridge 

to a distinguished conipany, including representatives 
of the American Philological Association. 

Dr. Leaf began his address with а reference to the 
fivhtening of intellectual bonds between this country 
and 'the United States, and as evidence of the vigour of 
the classics in the Middle West, he spoke of a ineeting 
which he attended in Chicago where they sang '' The 
Star-spangled Banner ° and Three Blind Mice" in 
Latin. He also referred with the relieh of the scholar 
to certain discussions upon passages from Thucydides 
which had taken place at the board meeting of an elec- 
tricity company in London. Не referred to the popular 
estimate of the Classics having been at its lowest in the 
early stages of the war, when it seemed that nothing 
could win a victory but pure science; and that no educa- 
tion which did not lead directly to the discovery of а 
new poison gas was worth the attention of rational 
people. There was a jeer at some statesman who did 
not know the origin of glycerine, and it was inferred 
that no one could lead the people in war if he did not 
know the chemistry of fats. Dr. Leaf rejoiced that there 
was now clearly a reaction against that extreme view, 
in favour of the Large humanism °” based upon the 
rlassics. He said that classical teaching produced the 
power in dealing with men for putting oneself in their 
place, in sympathy with their ideals and sentiments ; 
and said that this precious gift had never been more 
needed than now in the constant expansion of inter- 
national relations in business of every sort. 

While we have the greatest respect for Dr. Leaf as 
a scholar and a business man of the greatest eminence, 
we are bound to say that we differ from him fundamen- 
tally on the subject of education. If science is really 
losing ground as compared with the Classics, 1t 1s 1n 
our view only to be deplored. 

Either the whole educational mechanism would have 
to be immensely speeded up, or the educational period 
of life would have to be greatly lengthened to enable the 
average student to become a classical scholar as well as 
a scientific man. Even regarding the classics merely as 
& medium for exercising and enlarging the thinking 
faculty, we doubt if anything less than scholarship is 


of much use. The ordinary grounding in Latin which 
enables a boy to read De Bello Gallico "" with difficulty 
and loathing is, in our view, a waste of time which 


would be much better spent in obtaining a knowledge 


of modern languages. ln any case, it seems to us per- 
fectly clear that any man who is to succeed in any 
branch of applied science will only do so provided he 


‘gives practically the whole of his time to science from 


the age of 15 upwards. The ''large humanism " of 
which Dr. Leaf speaks is not, so far as we are able to 
learn, regarded by the business community as & pro- 


minent feature in the inake-up of the bankers of to-day ; 


and if, as we believe, a very large proportion of the 
persons ruling us from official and semi-official arm- 


chairs have either received a classical education or prac- 


tically none at all, it does not seem to have saved them 
from making an impossible mess of the nation's affairs, 


financial and political. 


We hold that what is required to-day in executive 
chiefs is not so much,an acquaintance with dead lan- 
guages as of living men; and we hold that a year's 
commercial travelling on the Continent would help a 
man more to understand and sympathise with the 
foreigner's point of view than any amount of Latin and 
Greek. Ап elementary acquaintance with the science 
of Political Economy would be of more value to our 
Chancellors of the Exchequer than ripe classical scholar- 
ship. With regard to the nation's production, both in 
peace and war, if we were asked to choose between hand- 
ing over as hostages to the enemy the whole of our 
classical scholars, or as an alternative all our chemists 
and engineers, we fear that we should promptly decide 
to part with the former. The experts in poison gas 
successfully used their brains and risked their lives 
in discovering the protective masks, and precious little 
thanks they got for it. 

The salaries paid to chemists and other scientifically 
trained men during the war showed very plainly the 
value placed on their services by the classical rulers of 
the country. For ou? part, we look forward to a time 
when the róles will be reversed, and the practical and 


scientific men will hold the reins. The country may then 
have а chance of recovery. 


YESTERDAY, as we have previously 
The Engineers’ announced, the Engineers’ Club was to 


Club (London). open its doors, and thus at last a pro- 
ject long cherished by those who had 


enjoved and appreciated the amenities of its Manchester 
prototype has come to fruition. The difficulties—as we 
foreshadowed last Deceniber—that had to be overcome 
were great, perhaps greater even than the promoters 
anticipated, and it has taken many months of investi- 
vation and negotiation to surmount them; indeed, had 


not the Provisional Committee had the good fortune to 


enlist the whole-hearted and indefatigable support of 


Mr. E. L. Hill, one-time hon. secretary of the Man- 


chester Club, whose enthusiasm never wearied and whose 
dictionary does not contain the word 
doubt whether the movement could ever have been 


Lrought to a successful Issue. 


ee 


defeat, Me 


We understand that the Club is to be above all an 
Engineers’ Club in fact as well as in name, and that the 


qualifications of candidates in that respect will be 
strictly scrutinised ; nevertheless, the term will not be 


interpreted so as to exclude those—-architects, for ex- 


ample—who, while not usually classed as engineers, are 
intimately connected with that profession. The best 
way to find out whether one comes within the category 
of ‘eligibles’ is to file an application, and as an en- 
trance fee is to be imposed when this month ends, the 
sooner the better. 


The membership roll is approaching 3,000, but. there 


is ample accommodation in the spacious premises in 
Coventry Street for more than that number, which, of 
vourse, includes a large proportion of country and over- 
sea members. Extending our congratulations td the 
Committee and the members, we wish the Engineers’ 


Club every success, i 
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MR. GEORGE ELLISON'S 


Кот very often does one come in contact with an estab- 
lishment that was initiated for the set purpose of pro- 
ducing а commodity and which has continued through- 
out the whole of its existence to nianufacture the ваше 
product and that one only. Yet such is the history of 
Mr. Geo. Ellison's undertaking at Perry Bar, Birming- 
ham, the inore recent extensions of which we had the 
pleasure of viewing last week. These works, which have 
been laid out and built with much care and forethought, 
are devoted exclusively to the design and construction of 


SWITCHGEAR WORKS. 


design and construction of industrial switchgear. 
Standardisation and interchangeability аге insisted 
upon wherever possible, and the special conditions im- 
posed by the character of the work, such as mistake- 
and wenther-proofness, — dust-tightness, simplicity, 
strength, compactness, and above all, reliability, are ful. 
filled in no uncertain manner. It must be added that 
the solutions of the problenis encountered in this respect 
are not always the cheapest, but they are sound, and that 
is what really matters. 


FIG. 1.—Orrick AND STORES FRONTAGE. 


electric control gear for industrial installations, and are 
worthy of note inasmuch as they possess several features 
uncommon to similar establishments. 

Foremost amongst these is the fact that in contrast to 
the more or less co-operative method of governing most 
industrial establishments, this concern 15 controlled 
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А view of the office and stores frontage is given in 
fig. 1. which shows the goods receiving deck on the left 
and the new research house and office accommodation 
that is nearing completion on the right. The smoke 
stack seen in the illustration belongs to the refuse 
destructor. the heat from which is utilised to warm 


FIG. 2.—Main ASSEMBLY Bay. 


autocratically һу one man. No female labour whatever 
is employed, and every emplove without exception is 
paid by time—no piece or night work is allowed—and 
strange as it тау seem to коте, the policy adopted 
answers splendidly. and none but the most cordial rela- 
tions exist between Mr. Ellison and his emploxés. 

By concentrating upon one line of manufactures. the 
firm has been able to gather together a specialist staff, 
and has acquired unrivalled experience in the successful 


the establishment. The whole works are thoroughly 
well lighted, both naturally and artificially. Fig. 2 
shows the main Бах assembly benches, with a part 
view of the machine shop on the right; the works 
are electrically driven throughout at a pressure of 
440 volts, which is stepped down in the works sub- 
station. from the public supply pressure at 5,000 volts. 
Fig. 3 Js а view of the test room, while fig. 4 shows 4 

Unit" type distribution board, including oil-break, 
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circuit breakers and busbars; it is made for all indus- 
trial purposes, and is intended to cover the field between 
the ordinary switch and fuseboard and the elaborate 
cellular ones for large power stations. The arrangement 
lends itself to the building-up of quite complicated 
boards, yet each part is simply and robustly constructed. 

The open circuit breaker illustrated in fig. 5 is of 
practically the same design as the breakers which were 
selected for use on the Paris tramway system in 1899, 
after severe tests in competition with other well-known 


of the electrical gear on the crane when the supply fails; 
an overload inverse time-element relay in the circuit of 
each motor, to trip the main breaker when a motor is 
overloaded or fails; pilot lamp with plug, socket and 
switch, and indicating instruments if required. This 
method of employing one circuit breaker only reduces 
the number of elements to the minimum and increases 
the ease of manipulation. It is convenient for a quick 
re-start after a temporary stoppage, and there are no 
troublesome fuses to blow "" and be re-wired. 


Fic. 3.—Test Room. we SE 


makes. Since then the only alterations which have been 
found necessary are in details, in order to cheapen and 
simplify the manufacturing processes. The breakers are 
mounted on slate bases and are made up in numerous 
combinations of single, double, triple and four-pole pat- 
terns, with or without magnetic blow-outs, open type or 
with protecting covers. Every form 
of automatic feature is provided, 
and they can be supplied to satisfy 
any condition for which switchboard 
circuit breakers may be required. 
The exceptionally long carbon break 
and the simplicity of design are 
factors in the success of the breaker. 
There are six standard sizes, for cur- 
rents ranging up to 3,500 amperes. 
Finished parts are stocked to enable 
the works to supply promptly any of 
the 20,000 variants which are pos- 
sible with the different sizes, types of 
handles, number of poles and auto- 
matie releases, blow-outs and covers, 
interlocks and contactors. 

The crane control panel shown in 
fig. 6 is part of the Ellison patented 
system of complete electric crane con- 
trol equipment for d.c. and a.c. 
motors, which also includes con- 
trollers, resistances, limit switches and brake solenoids. 
All live parts are enclosed, and the panels comply 
in all respects with the requirements of the Home 
Office and Factory Acts. Тһе gear on each, panel in- 
cludes a main air-break circuit breaker, with overload 
and no-volt releases, of ample size and breaking capacity 
fo interrupt the supply with safety and certainty under 
the worst conditions of service, and to isolate the whole 


DISTRIBUTION BOARD. 


There are many situations in factories and non-fiery 
mines where a convenient plug arrangement for connect- 
ing up portable tools is of great utility, and a suitable 
fitting is made by the firm to facilitate the use of trail- 
ing cables and sockets and plugs for air-break gate end 
boxes. А substantial socket and plug are mounted 


Fic. 4.— UxiT " TYPE Fig. 5.—Open ТҮРЕ 


CIRCUIT BREAKER. 


direct on a standard “ Mill’ {уре circuit breaker, and 
the plug is interlocked with it to prevent the plug being 
withdrawn while current is flowing. А similar piece of 
apparatus is illustrated in fig. 7, being an oil-break 
circuit breaker mounted on a stand with an interlocking 
plug and socket for use as a gate end box; the plug is 
shown removed and a cap screwed over the socket. 


These few examples of Mr. Ellison's products. will 
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serve to show that he is thoroughly acquainted with the. 


methods of combining a maximum of those good qualities 
which go to the making of reliable apparatus and also 
of satisfactory manufacture. The subject of interlock- 
ing and correct sequence of operation is, in any case, of 
vital Importance, and the care and thought that has been 
devoted to the problem ensures that the apparatus works 
satisfactorily and safely however unskilled the personnel 
under whose charge it may be. | 

From the electrical point of view, the switchgear is 
equally worthy of study. The fixed and moving con- 
tacts are separately attached to their supports, are 
readily adjustable for wear, and are easily replaced. 
The oil-cooled rotor starters made by the firm are of 
special interest; they are designed for starting slip-ring 
induction motors, and are weather-proof and dust-tight. 
They control the rotor circuits only, and separate circuit 
breakers should be used for the stators. Starters are 
built up to 1,500 b.h.p. and 1,000 amperes rotor cur- 
rent. 

The contacts and resistance elements are submerged 
completely in oil. The contact dial is at the bottom of 


Fic, 6.—CRANE CONTROL PANEL. 


the tank under a very ample head of oil, and in the 
coolest part, eliminating danger, which otherwise might 
cecur if the oil level falls. The complete starter can be 
removed bodily from the tank for inspection. 

The moving contacts consist of heavy copper rollers, 
which are free to rotate and swivel on copper ball joints 
carried on a brass spider. They are forced against the 
fixed contacts by strong springs, so located that each 
roller is positively controlled and can surinount a rough- 
ness or obstacle on the dial without relieving the pres- 
sure on the others. The rollers are, therefore, self-seat- 
ing and self-aligning. 

The resistance element consists of a wire of high resist- 
ance alloy with a negligible temperature co-efficient that 
is wound on strong stoneware cylinders which support 
the wire throughout its length, and being threaded, 
effectually prevent short circuits from turn to turn. 

A slow-motion device is fitted to the operating 
mechanism, thus ensuring a quick movement from con- 
tact to contact, but with a pause ùt each contact. 

In concluding this brief survey of the Perry Barr 
works, it remains to be said that no amount of care in 
design will produce satisfactory plant if the workman- 
ship is indifferent. But such a contingency is avoided by 
the amenity of the conditicns under which the employés 
work. They are allowed privileges, such as smoking 
during working hours, which are not tolerated in other 
establishments: excellent cloak-room and eanteen facili- 
ties are provided—and it pays. because a satisfied work- 
шап gives satisfactory service. 


A Strike at Lima.—The railwavmen and electricians here 
have gone on strike, and the tramway employés and work- 
men in the factories are taking sympathetic action. Tt is 
feared that a general strike will be declared.—Reuter’s Trade 
Service (Lima, August Brd). 


Fria. 7.— GATE END Box. 


NOTES ON THE GRINDING OF COMMUTATORS, 


By OWEN LINLEY. 


When the bars of a commutator begin to show signs 
of the development of flats, it is necessary for these to 
be removed. 

Performing this operation by turning is open to many 
objections. "hose who have had any experience in turn- 
ing copper know how troublesome that metal is to operate 
on under ordinary conditions, and in the case of a 
commutator it is worse, for the following reasons: First, 
the metal has been hardened by the friction of the 
brushes, and the bars, not being very rigid (especially 
towards the centre), are inclined to spring, so that the 
curve produced by the tool does not coincide: with the 
circle of the commutator, as it should do. Moreover, 
the tool, as it leaves the bar, is apt to tear off small 
portions of the metal, and these are likely to break the 
mica. Apart from these matters, there is another point 
which should be considered as regards turning a com- 
mutator in a lathe. Every one who 
has had much to do with turning 
will have noticed that it is very 
seldom that anything will run true 
in a lathe other than the one in 
which it was turned, 

This is mostly due to the careless- 
ness of turners as regards the state 
of their centres and the countersinks 
in the ends of the shafts of the com- 
mutators. A commutator should be 
trued or corrected when running in 
its own bearings, under its normal 
conditions and speed, and not on its 
centres. There is also to be con- 
sidered the time and trouble spent in 
getting the commutator in and out 
of its place. 

There is now no need to attempt to 
turn a commutator or take it out of the dynamo. There 
are machines for grinding commutators so designed that 
they can easily be attached to any type of dynamo. Some 
are specially designed for dynamos on board ship (al- 
though they can be used for other purposes), which as а 
rule are erected close to the bulk-heads, thus allowing but 
little room for operating. This type of machine is 
invaluable when a commutator goes wrong at sea. Other 
types are designed for the motors of tramears апа elec- 
tric trains. 

The driving of these machines may be effected in two 
ways, in one of which the spindle which carries the 
grinding wheel is actuated by a rubber disk resting 
on the commutator itself, while the other and more 
elaborate type has its own motor, and is specially suited 
for turbo-generators and the largest sizes of dynamos, 
being able to grind up to 32 in. face and any diameter 
of commutator. 

Many dynamo manufacturers use a machine in the 
first instance after the armature has left the ovens in 
preference to turning it in the ordinary way, as the 
work done by it is more satisfactory, the waste of copper 
less, and what is of the utmost importance, the mica 
is not disturbed. 

When a machine has been obtained and is fixed up for 
grinding, its use is very simple, but there are certain 
points which should be borne in mind. One is to use 
the wheels which are supplied by the makers of the 
machines, as thev have found out from years of expert- 
ence the grit and grade which are most suitable for tlie 
purpose. Ordinary wheels are of but little use, as they 
quickly clog with the copper dust. Specially insulated 
wheels can be obtained when it is required to true UP 
live commutators. 

Again, in the actual application of а grinding 
machine, some users are inclined to allow the grinding 
wheel to press too hard on the bars of the commutator, 
being under the impression that they will get through 
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the work more quickly by that means. Experience, 
however, has shown that a wheel will do its work faster 
if it is run lightly in contact with the bars of the com- 
mutator. The best guide in this matter is the sound 
given out by the wheel while it is running. If this is 
a clear ringing sound, the wheel is working as it should, 
hut. on the other hand, if the sound is dull and 
muffled, the wheel is being clogged. It is usual to use 
two wheels, a coarse one for roughing-down the bars of 
the commutator, and a finer one for finishing. 


— — —— — e o — 


SUBMARINE TESTS WITH THE NEALE 
ELECTROMAGNET. 


AN interesting and successful demonstration of the capa- 
hilities of. the Neale electromagnet as applied to sub- 
marine purposes was carried out at the Albert Dock, 
Silvertown, on August 24th, in the presence of represen- 
tatives of the Admiralty and the Port of London Autho- 
ritv, officials of many of the leading salvage and ship- 
building companies, and lighthouse and harbour autho- 
rities. 

The magnet used for the test was octagonal in shape, 
36 in. in width between opposite sides, 24 in. in depth. 
aud weighed, approximately, 7 cwt. 

The tests consisted in depositing on the bottom of 
the dock by means of the magnet, swung for the occasion 
from a dock-side crane, several pieces of metal, varv- 
ing from a portion of iron ship's plate weighing sonie 
10 cwt. to three steel girders strapped together and 
aggregating about 2} tons. 

At the time of the demonstration the depth of water 
in the dock reached 36 ft., and in the 5 ft. or 6 ft. of 
mud, silt, &c., on the bottom of it, the objects destined 


to be ultimately“ fished ' out by the magnet were pro- 


Fig. 1.—МклгкЕ MAGNET LIFTING GIRDERS. 


miscuously laid. As each of the objects had a consider- 
able superficial area, the suction due to the presence 
of the mud added enormously to the work to be done 
by the magnet in the initial effort to lift the pieces to 
һе “© salved.”’ 

Without entering into constructional details, it тау 
he stated that the Neale electromagnet has been so 
designed as to ensure the maximum pull on the object to 
be salvaged with the minimum weight of magnet and 
least expenditure of power. 

To attain these desiderata it is essential to have the 
flux density in the iron as high as possible, and also to 
have a large area of pole face, both of which are in- 
geniously provided for in this magnet. 

For purposes of description we тау compare the 
magnet to an octagonal surface-plate, dimensioned ах 
hefore stated and having at its centre a hollow with 
а radius of 6 in. The exciting winding is wound in 


four slots, cut round the face of the magnet, which 18 
provided with an appropriate number of radial pole 
pieces. As in practice the actual contact obtainable will 
not be perfect, provision is made for such a contingency 
by having an extra number of ampere turns to allow 
for any air gap that may occur. 

In this connection we may mention that one of the 
pieces we saw ‘‘ salvaged "' at the demonstration weighed 
approximately 16 cwt., and was lifted with clinker-im- 
pregnated mud interposing between quite 70 per cent. 
of the surfaces that should have been in metallic con- 
tact. | 

Owing to the sub-division of tle poles the magnet can 
be designed to attain the greatest efficiency in handling 
any particular class of work, while the method adopted 
for cooling the magnet body and windings by water, 
or compressed air, the latter for land use, permits the 
windings to be operated at a high current density. 

Owing to its general arrangement the Neale magnet, 
compared with the present stock magnet, has a greatly 
reduced weight and consequently lower crane power 
costs; a reduced power consumption for a given load 
viving lower running costs; and a lower first cost, due 


. Fia. 9.—TBH& NEALE ELECTROMAGNET. 


to the general construction being simplified, and the 
weights of copper and steel being greatly reduced. 

In a report comparing the efficiency of a Neale magnet 
with one of the ordinary stock type, it is stated that only 
1 kW was absorbed by the former as against 8 kW by 
the stock type in performing a given task. 

The weight of the Neale magnet was 7 cwt., as against 
55 ewt. for the stock type, the lift in each case being 
identical, viz., two 12 in. by 12 in. by $ in. girders, 
weighing approximately 5,500 lb. Тһе ratio of 
efficiency — weight x consumption of power—between the 
Neale and the stock magnet was 440 to 7, in this par- 
ticular instance. 

]n the report upon a test recently carried out at the 
Faraday House testing laboratories, it is stated that 
for the purpose of the test а Neale magnet was placed 
in a tank of water, opposite a suitably stiffened 3 in. 
mild steel plate, representing the side of a ship, and 
placed at an angle of about 30 deg. to the vertical, a 
projecting plate at the top representing a joint in the 
ship's side. 

With a current of 9.3 amps. at 95.5 volts, the magnet 
slipped on the plate at 24 tons; When it reached the 
projecting plate, the pull was increased nntil the magnet 
hecame detached. at à load of 63 tons. With 17 amps. 
at 200 volts, slipping occurred at 3 tons, and the 
magnet could’ not be detached at 92 tons, the maximum 
load which could be applied. On dropping the current 
to 14 amps. at a pressure of 165 volts the magnet came 
off at a pull of 83 tons. 

Similar tests with a gap between the magnet and the 
plate made by inserting about 16 in. of cardboard 
gave the following results: With a current of 9.5 amps. 
at a pressure of 100 volts, the magnet slipped at a pull 
of 1] tons, and came away at 2 tons, while with a cur- 
rent of 18 amps.. at а pressure of 200 volts. the magnet 
slipped at 4 tons, and came away at about 4 tons. 
With double the gap mentioned and with a current of 
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9.5 amps. at а pressure of 101 volts, slipping took place 
at 12 cwt. and detachment at 15 cwt. On increasing 
the voltage to 200 and the current to 17 amps., slipping 
occurred at 2} tons, at which stress the magnet also 
came away. 

The invention which, it is gratifying to know, is 
British both in its inception and development, would 
appear to have an almost unlimited field of usefulness 
before it, particularly for holding work during a 
machining operation. It can also be used for the re- 
covery of anchors and chain cables, the varied loading 
and unloading of steel sections from rolling mills to 
railways, and thence to ships’ holds, the discharging of 
metallic ores, the lifting of machinery, even when en- 
cased in wood, and the recovery of some of the many 
thousands of tons of metal forming part of the war 
wrecks sunk around the coasts of the United Kingdom, 
many of which have been dispersed by explosions in 
order to remove obstructions to shipping. 

The makers of the apparatus are the Neale Magnet 
Construction Co., Ltd. 


THE ALLOCATION OF BOILER-HOUSE 
WORKING COSTS IN REDUCING 
STEAM-ENGINE PLANTS. 


By T. E. HOUGHTON, B.Exc., Assoc.M.Inst.C.E. 


1ч many industries there is a simultaneous demand for 
electrical energy and low-pressure steam for heating 
purposes. This problem is usually solved by the in- 
stallation of a back-pressure or reducing prime mover 
which exhausts into the low-pressure heating system 
instead of the more usual condenser. Considerable 


economy results from the use of such plant since, in 


addition to the energy generated, low-pressure steam 
i; obtained which would otherwise have to be supplied 
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from a separate plant, and it is obvious that the effi- 
ciency of the reducing plant will be higher than the 
combined efficiency of separate generating and heating 
installations. 

Much doubt, however, appears to exist as to the cor- 
rect method of allocating the boiler house working costs 
of such plant. Some engineers maintain that the whole 
of the steam-raising cost should be charged to the low- 
pressure heating system, the argument being that the 
boiler plant would he in use whether the generating 
plant existed or not and, therefore, the energy is ob- 
tained at the expense of engine-room charges only. 
Others affirm that a proportion of the steam-raising 
charges should be borne by the engine room, an arbi- 
trary rule often used being 25 per cent. of the total 
hoiler house running costs to be charged to power gene- 
ration. 

The latter method is undoubtedly the more correct 
of the two since, as power is required, the boiler plant 
works at a higher pressure than it otherwise would do, 
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Кїс. 1.—PERCENTAGE ALLOCATION OF STEAM-RAISING COST TO 

POWER GENERATION FOR RECIPROCATING ENGINES. 


resulting in an increased running cost, and the generat. 
ing plant should thus be charged with some portion 
of the steam-raising cost. The method, however, is 
open to criticism on account of its empirical nature, 
and the author, therefore, suggests that the following 
reasoning gives the correct proportion of the boiler 
house working costs, which should be allocated to power 
generation and low-pressure heating respectively, 

It is assumed that the boiler pressure is 175 lb. per 
sq. in. absolute, and the exhaust pressure —z. e., the low. 
pressure heating pressure—is 18 lb. per sq. in. absolute. 
Under these conditions the available heat according to 
the Rankine cycle is 170 B.th.u. per lb. of steam. 

If the plant were put down for power generation only, 
it would, in general, exhaust into a condenser for eth- 
cient working. Assuming the maximum economical 
vacuum for reciprocating engines—26 in. Hg (bar 30 
in.)—the available heat from 175 lb. per sj. in. absolute 
is then 295 B.th.u. per lb. In both cases the * Ran- 
kine efficiency " would be the same, and, therefore, the 
steam consumption condensing, and hence the fuel con- 
sumption would be 170/295 —0.575 times the consump- 
tion of the back-pressure engine. 

Further, if the boiler plant was only required for 
generating low-pressure steam, less heat per lb. of steam 
would be supplied by the fuel than in the case of the 
high-pressure boilers. Assuming the feed temperature 
in both eases to Бе 92 deg. F., the heat in the steam 
would be:— 

(a) 1,135 B.th.u. per lb. for the h.p. boilers (175 
lb. /sq. in. abs.). 

(^) 1,094 B.th.u. per lb. for the l.p. boilers (18 Ib.’ 
sq. in. abs.). 

Thus, for l.p. heating only the fuel consumption 
would be 1,094/1,135=0.965 times the consumption 
when generating h.p. steam.  Evidently, then, if sepa- 
rate plant were installed for power and heating pur- 
poses, the fuel consumption under the best conditions 
would be 0.965+0.575 —1.540 times the consumption 
of a reducing plant supplying power and l.p. steam. 
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Hence, the proportions of fuel consumption due to 
(1) power generation =0.575/ 1.040 — 37.4 per cent. of 
the total, and (2) l.p. heating = 0.965 1.540 =62.6 per 
cent. of the total. 

Taking labour, water, and other charges pro rata, 
with a plant working to the above conditions, 37.4 per 
cent. of the steam raising cost should be charged to 
power generation and 62.6 per cent, to low-pressure 
heating. This proportion will, of course, vary with 
different plant, depending upon the pressures, and the 
curves A and B in fig. 1 have been drawn to illustrate 
this variation with boiler pressures of from 155 to 219 
lb. per sq. in, absolute, assuming vacuum and feed 
temperature as above. From these it will be seen that 
the proportions do not vary very much, the range for 
power generation being only from 31 per cent. to 37.2 
per cent. 

In the case of reducing turbines it should be remem- 
bered that the vacuum is usually higher than that for 
reciprocating engines and, in addition, the steam 13 
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invariably superheated. The effect of this is to slightly 
alter the proportions and íhe curves in fig. 2 have, 
therefore, been drawn for turbine plant for 28 in. Hg 
vacuum and 200 deg. F. superheat, the boiler pressures 
being taken from 175 to 265 lb. per sq. in. absolute 
and back pressures of 20 and 30 lb. per sq. in. absolute. 

In this case it will be seen that the proportion charge- 
able to the engine room varies from 32.D per cent. to 
j8.8 per cent., which is not very different from the 
previous case, so that, in general, reasonable figures to 
use are 37.5 per cent. and 62.5 per cent. for the pro- 
portions of steam-raising cost chargeable to power 
generation and low-pressure heating respectively. 

In some instances it may be argued that it would 
not be possible to work up to the economical vacuum, 
and so the above figures would not hold. This is true, 
but it is an easy matter to determine the correct pro- 
portions and, in any case, they will not be found very 
different from the given figures, the engine-room figure 
increasing slightly with falling vacuum. To illustrate 
this, curve о, fig. 1, has been drawn for 20 Ib. per sq. in. 
absolute back pressure and a 24-in. Hg vacuum, and it 
will be seen that there i8 only a 1.75 per cent. variation 
from the corresponding curve B for a 26-in. vacuum. 


A HIGH-FREQUENCY INDUCTION FURNACE. 


Tue Ajax-Northrup high-frequency induction furnace, which 
has been described in our pages in its earlier forms, is being 
developed by the Ajax Electrothermic Corporation in the 
United States, and particulars of a ‘‘ Ten-inch conical pouring 
furnace were given in Chemical and Metallurgical Engineer- 
ing, Vol. 24, No. 7. Current for this furnace is supplied by 
a standard 90-kW converter set at about 15,000 cycles per 
second: this set is entirely static, and works with alternating 
current at 220 volts, 60 cycles, raising the pressure to 6,600 
volts. The equipment comprises condensers, a transformer, 
and a discharge gap, by which the output can be regulated. 
The furnace is shown in cross-section in fig. 1; it consists 
essentially of a crucible and a coil, with a small amount of 
electrical and heat insulation between them. Тһе conical coil 
ranges in diameter from 4} to 104 in., and is 104 in. high; 
it is made of 37 turns of 3-in. copper tubing, flattened and 
wound on edge, through which cooling water passes. Inside 
the coil is a layer of micanite about 4 in. thick, and between 
this and the crucible is a 4-in. space filled with a powdered 
heat insulator. The crucible holds from 50 to 60 lb. of metal 
of the density of steel, and will melt that weight of any 
metal of high specific resistance which melts under 1.200 deg. 
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C. Metals which require higher temperatures are dealt with 
in smaller quantities. The metals are put into the crucible 
5 n form of turnings or chips, but not fine powder. Owing 
7 addition of hysteresis to eddy currents, magnetic metals 
E eated with special facility. The molten metal is auto- 
matically stirred, rising high in the centre and descending at 
i circumference, under the action of electromagnetic forces. 
Y homogeneous alloys result, a matter of great value in. 
may applications. 
Board rie the melt, the crucible is lifted off the asbestos- 
x е on which it reste, and is then entirely disconnected 
e electrical circuits. On replacing it, the terminals 


make contact with terminal plates sunk in the table top, as 
shown in the figure. 

An actual test shows that 50 lb. of the metal of which 
castings for type-writer frames are made was melted in two 
hours 26 minutes with an average input of 17 kW. This metal 
is non-magnetic. Metals of high conductivity are not so 
readily dealt with in a crucible of non-conducting material; a 
crucible of moulded carbon or graphite is substituted, or fitted 
into the former, and the heat generated in the walls of the 
crucible melts the metal. A furnace of the size illustrated, 
with a carbon crucible, will melt 85 lb. of copper per hour. 

Amongst the advantages claimed for this type of furnace are 
ihe following :— 

The exterior is always at room temperature. As soon as the 
metal becomes molten it is actively stirred automatically. 

сонар gases and carbon can be excluded from the 
metal. 

The mass is heated uniformly throughout. 

А temperature of 1,800 deg. 2 may be attained. 

Control of the temperature is perfect. 

Crucibles for different metals can be 
furnace. 

The component parts are readily interchangeable, but the 
essential parte suffer little wear, and the whole etructure 18 
simple and inexpensive. 


—ÓÓÓ —_—- 
INDUSTRIAL RESEARCH. 


THR Quarterly Progress Report recently issued by the 
BRITISH ELECTRICAL AND ALLIED RESEARCH ASSOCIATION con- 
tains particulars of the scope and progress of several important 
researches which this body is carrying out. 

Since the publication of the last report, work has been ех- 
tended by the formation of new sections to deal with certain 
matters too big for subordinate classification. The work of 
the Joint Committee on Dielectric Losses, for instance, has во 
developed in extent as to demand independent treatment. The 
new Section to deal with this will conduct researches in the 
fundamental properties of insulating materials; immediate 
attention will be given to the question of thermal resistivity, 
on which but few experimental data are at present available. 


inserted in the same 
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Preliminary tests on Fibrous Insulating Materials (Section 


A) have revealed wide differences in the manufacture of both 
treated and untreated fabrics. These are under investigation, 
with the co-operation of manufacturers; at the same time the 
requirements of the users of treated fabrics are being considered 
as a basis for the purposes of standardisation. А similar 
policy is being pursued with treated papers. Specifications for 
fibres and boards are now drafted and under test prior to 
publication. 

Work in Section B (Composite Insulating Materials), extend- 
ing over twelve months, has emphasised the difficulty of deal- 
ing with materials of this class, owing to their wide variations 
in properties. The results of this work are now to hand, and 
methods for bringing them into perspective have been 
developed. 

Of the extensive programme of research on Insulating Porce- 
lain (Section C), based on preliminary researches by Messrs. 
Langton and Harris, much yet remains to be done. Included 
in this are researches on insulation resistance, improvement of 
surface, dielectric strength, and uniformity of vitrification. 

Two reports by the Committee of Section D (Mica) are in 
course of preparation. ‘The first is based on collected data on 
the use.of mica and micanite for commutators; the abrasive 
hardness of these materials 1s, however, still under considera- 
tion. The second report deals with the use of mica in con- 
densers. 

Under Section E (Insulating Oils), a preliminary specifica- 
tion has been drawn up, and is in the hands of the British 
Engineering Standards Association for its consideration. 
There are extensive researches in hand on thermal transfer- 
ence coefficients, vapour pressure, thermal conductivity, and 
the action of catalysts. Samples of oils subjected to severe 
arc discharges in oil circuit-breakers have yielded data under 
the spectroscope and the ultramicroscope; these results will 
be valuable later in developing the research programme. 

In Section F (Conductors), researches have included further 
tests on the heating of buried cables and tests on overhead 
wires. The results of the former are to hand, and will receive 
immediate consideration; other recent work on this subject, 
published elsewhere, is receiving attention. The tests on 
overhead wires have involved the provision of special apparatus 
for testing long lengths, under conditions corresponding to 
5 conditions; this is now ready, and results are expected 
shortly. 


The Committee of Section G (Control Apparatus) has been. 


able to collect valuable data from power plant engineers and 
others. The voluminous material, collected from all sources 
on the phenomena of switching and arcing, has pequired care- 
ful reconsideration before it could be reduced tg a résumé, but 
new methods of attack have been developed as a result. Large 
scale tests, with the practical co-operation of power station 
engineers, have now been arranged. The Newcastle Electric 
Supply Co. has promised plant in the autumn for short- 
circuit tests on existing oil switches, and for the general study 
of the phenomena of circuit breaking. 

Tests on Mining Switchgear have been arranged with the 
Home Office. These are to include studies of the magnitude 
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and relief of pressures set up by arcs in switch cases and by 
gas explosions. The Committee is also collecting data and 
samples of British standard ordinary-duty fusible cut-outs, pre- 
liminary to tests on heavy-duty fuses. Power plant engineers 
have been invited to co-operate in collecting data and in ex- 
perimental work on d.c. circuit-breakers. A comprehensive 
programme of researches on the resistivity of joints and con- 
tracts 18 now ın hand, and data are being obtained from exist- 
ing plant showing results now obtainable under service con- 
ditions. Temperature rise is also under consideration. 

The Committee on Corrosion Researches (Section Н) is re- 
viewing the phenomena of corrosion, with special reference to 
the corrosion of condensers. 

Two new Committees (Sections J and K) have been set up 
since the publication of the last report. The first will deal 
with researches on turbines and turbine blading; it will co- 
operate with the Institution of Mechanical Engineers in the 
research on turbine nozzles being carried out at Manchester 
University. Section K will deal with the whole question of 
the manufacture of insulating materials with a synthetic resin 
base; special attention is being given to the production of these 
materials in this country. 
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CORRESPONDENCE.. 


Letters recewed by us after 5 P.M. ON TUESDAY cannot appear wntil 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


A Motor Problem. 


Wenld you or any of your readers kindly help me in the 
following case? :— 

A few days ago I was called to see a small motor which has 
been erected to drive some cleaning machines in а shop. 
This motor has never worked since installed. I examined the 
system, and found it was a single-phase, 230-volt, 25-cycle 
supply. I then examined the motor, but could find no maker's 
name on it, and no output plate (absolutely no information). 
Next, I took the motor adrift, and found it was a single-phase, 
0.5 h.p. one with two distinct windings, a running winding 
and a starting winding. each consisting of six coils. I reas- 
sembled everything. put fuses in, and started up. I found 
the rotor would rotate, but very slowly; and the motor took 
from 8 to 9 amps., во obviously I could leave current on but 
8 short time, in case of burning the coils out. Now I thought 
it possible that some of the coils were wrongly connected, 
eo I had the machine removed to my workshop. There I 
disconnected the coils and tested each separately, and found 
them perfect. I then traced the way they were connected 
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Squirrel-cage rotor; running winding conists of 6 coils, each coil occupying 
4 slots; starting winding also consists of 6 coils, each occupying 2 slots. In 
the figure the currents circulates upwards in coils 1, 3, and 5, and down- 
wards in 2, 4, and 6 

A-starting winding. running winding. c= starting switch. 
D D = supply mains. 


and found them as shown in the accompanying diagram. The 
Starting winding was purposely left disconnected, so I am deal- 
ing only with the running winding (being а small motor it can 
always be started Ьу hand). The diagram shows the coils as 
they were originally connected; the current would produce 
poles N.S. N.S. N.S. (i.e., assuming d.c. was passed through). 
Are these connections correct for single-phase motors? For 
the sake of experiment I have connected the coils up all 
sorts of ways imaginable, but with worse results than I ob- 
tained originally. Is it possible that this motor was designed 
to run on a 50 or 60-cvcle system, or some circuit with a 
higher periodicity than 25? I may say I examined the rotor 
and found it correct. The bearings are of the ball-bearing 
type. How am I to get this motor working and on a 25-cycle 


eupply? 
D. T. D А 
Porth, South Wales. avies 
August 22nd, 1921. 


The Electrical Trades Union and Non-union Labour. 


With regard to Fair Play's" letter in last week'a i 
he states that the E.T.U. is flooded with all sorta de 
&c.. and although not in the E.T.U. myself (I should be one 
of the so-called intruders, as I have never been apprenticed) 
I should be quite confident to back myself against any ap- 


prentice or improver of my age, where practical and theoretical 
d.c. work as & whole is concerned. 

I may say that there seems to be more prejudice against 
a man who has not served his time than non-union men 
but I feel sure that if a trade test were given before a шап 
could join the union, there would still be men in it who 
had never been apprenticed. 

As regards wiring, I have done at least a dozen installation 
jobs, on my own, and never quoted less than 33s. a point, 
when I know that union men, on their own, have been quot. 
ing from lds. to 35s. & point; and I may add that I have not 
had а job turned down yet, nor any delay when putting in 
the supply, as they have other methods here of trying to 
squash non-union men who are canvassing for work. 


L. Н. Edwards, 


Bristol. 
August 90th, 1921. 


Overhead Transmission Costs. 


In your current issue you quote estimates made in the 
U.S.A. for three lengths of transmission lines for the New 
England Power Co. i 


6° miles cost £1,200 per mile. 
9.5 miles cost £1,500 per mile. 
21 miles cost £1,600 per mile. 


If the original is accurately printed, there is only sufficient 
weight allowed in the six-mile line for one and a-half lengths 
of No. 9 B. & S. conductor; '' 19,800 lb. at 17 cents being 
only half enough for the work specified. 

The right of way is narrower, and insulators and telephone 
equipment cheaper per mile. 

In the Electrical World, May 7th, 1921, p. 1,048, Mr. Ash- 
worth, engineer, Utah P. & L. Co., criticised the absence 
from the estimates of the New England Power Со. of any 
expense for surveying for э line which involved very con- 
siderable expense for clearing a right of way. These errors 
are worthy of correction. 


London. 
August 24th, 1921. 


Theodore Stevens. 


Carpets and the Electric Suction Cleaner. 


If a “last word " is permissible as a comment on the 
correspondence evoked by the recent article on '' Carpets and 
Vacuum Cleaners," may I ask why so much empbasis is laid 
by the correspondents on the necessity for. powerful suction? 

Do the manufacturers of vacuum cleaners imply that ihe 
carpets and rugs in an ordinary everyday household have 


in the past been allowed to get into such a condition of dirt 


and grime that they need really drastic treatment to clean 
them? or do they anticipate only a '' spring-cleaning " use of 
the vacuum cleaner? In either of these cases powerful suction 
would be necessary, but since most women buy vacuum 
cleaners with the idea of using them at least once a week, the 
etress might with advantage be laid on simple construction and 
easy manipulation rather than on powerful suction. 


Mary Gwynne Howell. 


London, S.W., 
August 29th, 1921. 


Accumulator Froth. 


In answer to Curious in your issue of August 2th, 
I should like to point out that frothing only occurs in 
accumulators by certain makers. In а nut-shell, the reason 
is inferior quality celluloid. 

Ав а manufacturer for the past 12 years of celluloid cases, 
and also of the complete accumulator, I can truthfully say 
that I have never seen or heard of one of my make frothing. 

A. E. Frost. 


London, N. 
August 29th, 1921. 


Trade Terms and Direct Trading. 


It has come to my knowledge that private firms are receivin 
as favourable terms (re lamps) as the contractors, who are tie 
down by certain rules of the E.L.M.A. with regard to retail 
prices, and also what make of lamp to sell, and I think it is 
unfair for private customers to be able to inform me that they 
can get better terms from the manufacturers than we con- 
tractors can give them. 

І should like the opinion of other contractors on this matter. 
I myself have had large orders cancelled through customers 
mine getting better terms from the E.L.M.A. 

: = pud 1 ny that contractors took this matter up. : 
7 а а 46 ы „э 
[ocal contractors ring " lamps should be ordered throug 
this unfair business conti | ush 
e кашы. ntinues I shall be obliged to p 
Halt What? 


August 2th, 1921. 
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Country House Lighting Sets. 


An article on Automatic Lighting Sets is long overdue, 
and the contribution of Mr. Н. R. Taunton is acceptable. At 
the same time, it is a pity Mr. Taunton has dealt with this 
admittedly important development in rather incomplete 
fashion; certainly one is afraid that “in sailing through the 
straits of Messina," so to speak, there is trouble both at 
Scylla and at Charybdis! | l 

in dealing with the various points Mr. Taunton raises, it 
may, in the first place, be said that, so far as the number of 
seriously competing lighting plants is concerned, these amount 
to some 3U-odd makes, a list of which is enclosed for informa- 
tion. The case of the full-automatic set is clearly stated, but 
one may question if darnnation has not been ladled out exces- 
sively. Certainly this class of plant may be expected to im- 
prove in construction and performance in the course of time, 
though the dithculties are obvious. Even so, it is likely that 
semi-automatic sets will always hold the market in this line 
of business, for precisely the reasons Mr. Taunton sets forward 
in his third from last paragraph. With regard to the size of 
these plants, 1 kW 1s not the favourite size, this being 1 kW, 
ог over. В 

By anyone engaged in this business—and опе supposes this 
to include practically all electrical contractors—the plant so 
enthusiastically described by Mr. Taunton will be at once 
recognised, and while, on patriotic grounds, no one can cavil 
at the support given to any British plant, yet, on general 
technical and commercial grounds, there is much to be said 
for many non-British plants. Mr. Taunton's remark to the 
effect that ‘the average Englishman likes plenty of metal 
for his money, even if this results in a white elephant,“ is 
hardly flattering to the average Englishman; and п "a 
widely advertised American set, which has a cylinder of the 
size of a half-pint tumbler, and can deal with 50-light installa- 
tions," meets buyers’ requirements, and a very large number 
of such equipments are sold, then the case appears to be one 
where the proof of the pudding is in the eating thereof, and 
there would appear to be evidence that the average English- 
man seeks performance“ first and " serap-iron "' value at 
а later date. Above all, Mr. Taunton’s remark that the average 
American set is built for only a short period of service is to 
be seriously challenged, and one would be glad of a detailed 
statement. It may also be suid that one British lighting-plant 
manufacturer is known to have recently turned out three 
different models in almost as many months. 

As regards the matter of American batteries, one can hardly 
agree with Mr. ‘Taunton’s conclusion so far as the question 
of standard is concerned. The fact that British makers 
rate their batteries differently to the Americans, and that, in 
consequence, there i8 some degree of reserve in the case of 
the British battery is, of course, to the advantage of the 
purchaser, but this does not necessarily imply faulty descrip- 
поп on the part of the American makers. In any event, Mr. 
launton's remark as to certain of such batteries being rated 
on " ignition capacity can, one believes, be suitably ignored. 
The whole situation here appears to be one for battery makers' 
own consideration when viewing the competition they are 
meeting. 

Turning to the question of 32-volt accessories, experience 
goes to show that these are not too difficult to obtain, and а 
ist of such suppliers can be furnished if necessary. To secure 
B- or 50-volt apparatus seems more difficult. With regard 
to lamps, Association firms are supplying them, and no short- 
аде has been known to the present day. The point of low 
voltage entailing increased wiring cost is hardly to be taken 
seriously, unless comparison is made with standard systems 
of 110 volts and upwards. As against any such increase in 
cost, the fact that 32-volt svstems or thereabouts are infinitely 
saler to the public, in the way of freedom from shock and 
-eneral safety, cannot be ignored. Also, 16-cell batteries are 
about the limit so far as the question of voltage drop from 
"full charge " to an “empty ’’ is concerned, and the con- 
necting of such a battery as a "block " without end-cells. 
inakes the simplest form of equipment for non-technical owners 
to handle. | 
In the case of the Ford-Rolls-Royce " comparison men- 
toned by Mr, Taunton, the position 1s not at all clear. In 
the first place, such small sets are intended primarily for 
zenerating electricity and not for driving saws, churns, cutters, 
&c.. direct. To drive such appliances from the generating set 
itself is poor engineering practice; moreover, it is more often 
than not а very difficult matter to reconcile the best position 
for the generating set with that most suitable for pumping 
ог the driving of the farm appliances in question. Again, 
every country resident does not have accessories grouped 
together, and considerable lengths of line shafting would be 
required under such a scheme. Far better is it to have separate 
motors ог a portable motor, though, of course, this increases 
the cost of the installation. It is also to be observed that 
farm appliances are not constantly in use, so that a material 
wastage of power is likely to result in adopting the system 
mentioned by Mr. Taunton. 

With regard to Mr. Taunton’s penultimate paragraph as to 
the ideal set. it may be said that under (a) there is such a set 
on the market, (b) ditto, (c) a simple, though expensive. 
matter to safely arrange. At the same time. the question of 
leaving any set to its own devices for months at a time 18 

exaggerated for consideration; moreover, one questions 
Whether this ів required. Mr. Taunton appears to forget that 
à reasonable amount of service is implied and is included 


in the sale of these plants. Experience goes to show tbat for 
the first two months or so the average country owner fakes 
great care in maintaining; during the second two or three 
months rather less attention is given to the equipment; finally 
many owners appear to decide that the plant needs no further 
care in a general way. This is really the secret of the 
semi-automatic plant, as 1% calls for human attention at regular 
intervals, and the equipment benefits according]y. lf the 
plant is not properly maintained and periodically inspected 
trouble is bound to develop with even the best of sets, whether 
they be full- or semi-automatic. 

Mr. Atkinson’s letter on this subject in your issue of August 
19th may also be referred to, and here there is evidently a 
inisconception. In the course of selling well over 1,900 plants 
of this description, it has been found that the average installa- 
tion is certainly not more than about 40 lights, with a little 
power load, such as iron, sweeper, fire-log sawing. churning, 
and possibly some pumping duty. In fact, it is for a 
recognised average duty that the үш lighting plant 
with which the writer 1s connected is specially built. One 
agrees that the average owner often adds to his installation 
in the course of time, but not to the extent implied by Mr. 
Atkinson—in fact, only two cases are known where the plant 
was overloaded, one being an error at the commencement and 
the other a case where it was recognised as being a temporary 
measure till a larger plant on order was obtained. For large 
establishments, institutions, &c., 16 is the practice to install 
two, three. or more plants, which may be worked in parallel 
or separately. А number of such installations are actually in 
existence. 

With regard to the point Mr. Atkinson raises as to whether 
semi-automatic sets have been installed for a sufficient number 
of years for a satisfactory estimate of their reliability to be 
formed, it may be said that such plants have been on the 
market for at least the past ten years, and that there is a 
real history behind this development; moreover, one looks 
for considerable future development in this particular line of 


industry. 
Marshall Tate. 
London, W.C. 
August Ath, 1921. 


The E.P.E.A. Schedule and Economy Stunts. , 


What good does Mr. Jones hope to achieve by rattling the 
sabre? 

If he imagines he cin maintain the drooping spirits of his 
Assoclation and, likewise, ensure a steady flow of subscriptions 
by shouting '' We whacked 'em at Dover and Perth, — Well 
good luck to him. 

But has he won? Did he win at Stalybridge? When 
reading his bragging letter, one is forced to the conviction 
that the victory he is so bombastic about is merely of an 
evanescent nature, and soon things will find their own level. 

There is the law of Supply and Demand, which will dictate 
to Mr. Jones what schedule he must adopt, even за it has 
done to the miners. 

As to all that ре of "'resisting by every means in ite 
power," what is power in the commercial sense? It is money, 
and the power of any trade union is the measure of its solv- 
ency. 

If the E.P.E.A. called all its members out to-morrow (that 
is. supposing they all came out! !!), the E. P. E. A. would be 
“ busted " financially, and its members glad to get back as volt 
boys, and Mr. Jones knows it. That is why he shouts 
Dover! Perth Beware! 

If unions like the A.E.U. of many years’ standing, and 
backed up by powerful finances, accept reductions as a logical 
consequence, it should be evident to Mr. Jones that sooner 
or later his weak Association must be submerged by powerful 
municipalities. . | 

There are always plenty of good engineers ready to fill a 
station at a low wage, hundreds in fact. There are many 
engineers, chief assistants among others, who threatened to 
plunge towns into darkness not so very long апо. What ia 
their position to-day? The various committees have granted 
their demands temporarily, but they hold them in such disgust 
and contempt, that when the chief’s post becomes vacant, 
thev will be passed over, and dismissed on the first opportu- 
nitv, and thev have to thank their indefatigable secretary 
for landing them in such а hole. 

Anti Bunkum. 


August 27th, 1921. 


Foreign Competition. 


The wails of the British manufacturer at the sad sight of 
contracts going abroad are particularly interesting when one 
studies his terrific energy in going after business offered him. 

My firm advertised in the Review a week or two ago for 
starters for single-phase motors that 16 wishes to run in con- 
junction with its machines, and for which it does not want to 
pav fancy prices. 

Net result: three replies from foreigners and one offer of 
second-hand oil switches from an English firm. 


W. A. C. Phillpot. 


London. 
August 26th, 1921. 
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Oil Consumption and Prices. 


I have held over my reply to Mr. S. Н. Fowles's letter in 
vour issue of August 12th, until I had an opportunity of hearing 
from the engineer in question. He sends me the following :— 

Capacity of alternator 1,000 kW. 

Total running hours=98.6 per cent. of possible per annum. 

Energy supplied, exclusive of station auxiliaries, 92,666,000 

units for year 1920. 
Temperature of bearings of turbo. set, 148/150 deg. F. 
Lubricating oil used per annum for turbo. and auxiliaries, 
350 gallons. 

No attempt is made to attain economy records as regards 
oil consumption. Те safety of the collieries depends upon the 
electrical plant, therefore reliability and continuity of service 
is more desirable than the saving of lubricating oil. No old 
or filtered oil is used in connection with the plant, all 
reclaimed oil is used for the rough machinery outside the 
station. The oil cabinets are under the care of the power 
station attendants, and oil is not doled out to them. 

In addition to oil, 98 lb. of grease lubricant are used per 
annum for the circulating pump thrust bearing. This con- 
stitutes, with the oil, the whole of the lubricant used. 

Mr. Fowles inquires how the 1,000-kW set can show a 
lower oil consumption than the 48,000-kW station. In this 
instance it is done by Mr. Fowles assuming that the turbine 
in question runs at full load for 98 per cent. of the time. As 
the number of kWh generated is now given, he will be able 
to correct his figures, and will obtain a value of about 0.00013 
gal. per kWh generated. This figure, dealing as it does with 
8 station using only new oil, is of interest as it shows up 
clearly the economies which Mr. Fowles has succeeded in 
obtaining. 

I am obliged to him for calling my attention to the article 
on fuel and costs in Gas and Oil Power, and also wish to 
thank Messrs. С. B. Petter and Robert Scott for their useful 
contributions to the discussion. 

E. F. Butler. 


London, 
August 27th, 1921. 


Testing aud Repairing Magnetos. 


Having followed with interest the letters under the above 

heading that have appeared in your recent issues, and as 
part answer to Mag's letter in your issue of August 26th, 
we should like to state that we have had а race puller in use 
in our workshon for a considerable period. 
' That this pattern is infallible we can guarantee, and if it 
is a trade secret," then we can only imagine that that 
portion of the trade who do not know its construction, must 
be lacking in ingenuity, as it resembles in principle the well- 
known wheel puller. 

We enclose a sketch for the benefit of interested readers, and 
may add that the only secret embodied is that the bore 
must exactly fit the walls of the inner race, otherwise it is 
impossible to obtain screws sufficiently strong to' withstand 
the strain to which they are subjected. 

. We may add that this puller has never vet failed us except 
on a starting motor with a very long shaft, and in thia case 
it is cheaper from a business point of view to crack the inner 
race (not by the Service method), and replace. 


We have had difficulty at times in removing an outer thrust 
race, as we find that some of these, instead of being a fit, in 
the mechanical sense of the word, have apparently been forced 
home with something akin to а hydraulic press. 
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A, eight hardened steel screws; B, piece of mild steel shafting; c, magneto 
^ spindle; D, brass or copper buffer. 
- Вли, RACE PULLER. 
(Not to scale.) ' 


We should be pleased to hear of a simple method of test- 
ing & condenser in situ and without disconnection of the 
primary which is, of course, virtually, in shunt. 


Taylor & Briggs. 


Derby, 
August 27th, 1921. 
„ 
LEGAL. 
EMBEZZLEMENT OFT OUTING ” FUNDS. 
AT Ealing Police Court on August Ath, Ernest Mowbray 
Walker, described as an electrical engineer, wae charged 


with having embezzled the sum of 2500, this being money 
deposited with him on account of contributions to ап Out- 
ing Fund" by employés of the Underground Railways. A 
police officer, giving evidence, said that prisoner rang him up 
&nd told him that he (prisoner) had used the money, and 
asked to be arrested. 'The defendant said that he had given 
part of the money to friends and had squandered the re- 
mainder. Не thought that he mighti be able to get some of 
the money back. He was remanded on bail. 


TRAMCAR DRIVER ASSAULTED. 

At the Bolton Police Court last week, Jas. O’Donnell, Howe 
Bridge. Geo. Smith, Westleigh, and Edward Heaton, West 
houghton, were summoned for assaulting a tramcar driver with 
the object of taking the car beyond its destination late one 
evening. 

The magistrates considered it a very serious offence to attack 
& public official whilst executing his duty, and fined the defen- 
dants the maximum penalty of £5, and ordered them to pay £l 
costs. 
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BUSINESS NOTES. 


Baukruptcy Proceedings.— T. Hype, electrician, 180, Lon- 
don Road. Croydon.— The first meeting of creditors was held 
on August 26th at 132, York Road, S. E. 1. The statement of 
affairs showed liabilities £635, while assets were estimated to 
realise £172, from which £30 had to be deducted in respect 
of preferential claims, leaving net assets of £142, or a de- 
ficiency of £494. Debtor attributed his position to losses in 
trading consequent upon general trade depression, loss of staff, 
and restrictions relating to light and heating during the war. 
It appeared that he commenced business in 1895 at his present 
address with £50 capital. In 1904 he added the business of 
an electrical engineer. Until 1911 his takings averaged about 
£800 a year, but they subsequently decreased. Early in 1914 
he realised that his profits were not sufficient to cover his 
household and personal expenses. From 1916 no profits were 
earned and debtor had since been subjected to pressure by his 
creditors. At the date of the receiving order four creditors for 
about £907 had obtained judgments against him, and an 
execution having been levied on his effects, һе filed his petition. 
The only book of account produced was one containing records 
of his transactions with his credit customers. He became 
aware of his position in 1914. "The case being a summary опе, 
tha matter was left with the Official Receiver as trustee of the 
estate. The following are creditors :— 


£ 2 
A. Turner & ko. . 39 Heath & Co. ... . 6 
Edison Swan, Ltd 174 С, Johnson sat . 6 
Gencral Electric Co. e) e 20 Stella Lamp Co. . 5 
W. Hall aus iss wee .. 95 Whitworth Lamp Co. 8 
A. Taylot e ..190 Bankers | m Ves .. 95 
Baxter & Caunter ... "S .. 5 Mrs. Davies .. 100 


A. C. A. WAMPACH, electrical engineer, Formby 9 1 Бев. 
brook Road, Hythe.—Last day for proofs for dividend Beptem- 
ber 10th. Trustee, Mr. J. О. Morris, Official Receiver's Office, 
682, Castle Street, Canterbury. 

A. R. MEGGETT, electrical engineer, 45, Thrumpton Lane. 
East Retford. First and final dividend of 5s. 9d. in the 4. 
payable at the Official Receiver's Office, Lincoln. 


Company Liquidations.—H UDbsoN's ELECTRICAL ENGINEER 
ING Co., Ltp.—A meeting of creditors was held in Leeds on 
August 29th, when the following statement of affairs was 
submitted: Liabilities £5,642; net assets £2,056; deficiency, 
as regards creditors, £3,586; share capital issued £1,000. The 
net assets represent approximately 78. 344. in the £ on the 
claims to unsecured creditors. The total deficiency of £4,586 
is accounted for by the loss on trading, depreciation in stoc- 
in-trade, motor lorry, fixtures and fittings, goodwill, an р 
preliminary expenses written off, reserve on book debts, ап 
a very heavy discount on а debenture taken in satisfaction о 
а trading debt. It was decided to appoint a committee 0 
inspection to confer with and advise the liquidator appointe 
by the company in the voluntary liquidation and to investigate 
the statement of affairs and general position of the company. 


Anc & GENERAL Equipment, LTD.— Winding up voluntarily. 
Liquidator, Mr. F. A. Gillies, 37, Brown Street, Manchester. 
Meeting of creditors, September 5th, at Manchester. | 

Malaga Etecrricrry Co., Lrp.—Winding-up voluntarily 
Liquidator. Mr. F. C. Allwork, 39, Coleman Street, EC 
Meeting of creditors, September 15th. 
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Trade Announcements.—THE ATELIERS DE CONSTRUCTIONS 
ELECTRIQUES DE CHARLEROI has now opened its own offices at 
56, Victoria Street, London, S.W.1, under the management 
of Mr. John H. Bunting, who will handle the whole of the 
company’s British and Colonial business. The various works 
of the A.C.E.C. are all located within Belgian territory which 
was occupied by the enemy throughout the war, and owing 
to the company's anti-German attitude, the works were taken 
over and were used exclusively for German purposes for more 
than two years before the armistice. The Germans removed 
the company's machinery and equipment, which, after the 
cessation of hostilities, had to be recovered, repaired, and in 
many cases renewed or replaced, before the tirm was in a 
position to resume its normal pre-war activities. We under- 
stand that the company is to-day the largest electrical manu- 
facturing concern in Belgium, that it employs nearly 5,000 
people, and that it is in a better position than ever before to 
supply all classes of electrical machinery, La Cour motor 
converters, rotary converters, turbo-alternators, transformers, 
switchgear, electric winders, pumps, traction equipment, 
cranes, railway signalling apparatus, and paper and rubber 
insulated cables. 

Tue JacksoN ELECTRIC Stove Co., Lro., has appointed as 
its agent for the whole of Scotland Mr. Н. L. Kirby John- 
son, of 63, Gordon Hoad, Glasgow. А range of samples and 
small stocks wil be held at this address for Scottish clients. 
It bas also appointed as its agent for the Midlands Mr. 
Kenneth Hoggan, of Needless Alley, New Street, Birmingham. 
He likewise will hold a range of samples and small stocks. 

Mr. C. B. Maurice has joined the board of directors of 
Messrs. Catchpole & Maurice, Ltd., whilst continuing .to act 
as the London agent for Messrs. Cranmore & Co., Ltd., 
Birmingham, and Messrs. W. Н. Cheadle & Waltho, Ltd., 
Wolverhampton; the address is Albion House,.59-61, New 
Oxford Street, W.C. 1. Telephone: Museum 3942. 

Messrs. HARWELL, LTD., of 2, Bayley Street, Tottenham 
Court Road, London, W.C.1, inform us they are the sole 
agents in this country for the Usines Diélectriques," Delle, 
Territoire de Belfort, France, manufacturers of micanite, am- 
berite, oil silk, paper and sheets, tapes and cloths, all classes 
of insulating varnishes, and also commutator rings, presspahn 
and bakelite material. 

THE LONDON ELECTRIC Firm, Brighton Road, Croydon, in- 
forms us that the telephone number for its stall and exhibit 
| the Shipping Exhibition at Olympia will be Hammersmith 
2148. 

Messrs. CHARLES CHURCHILL & Co., of Leonard Street, Lon- 
don, E.C., have been recently appointed sole agents for Great 
Britain for the National Acme Company, of Cleveland, Ohio, 
U.S.A., which manufactures Grindley automatics, Acme auto- 
matics, and numerous auxiliary machines. This department 18 
under the supervision of Mr. C. W. Simpson at Manchester. 
He has for many years been associated with the Gridley and 
Acme products. A stock of spare parts will be held. 

Messrs. BaxeNDALE & Co., Іло., 3, St. Andrew’s Square. 
Edinburgh, have removed to Grassmarket, Edinburgh. 
The telepbone numbers remain the same. 


Catalogues and Lists.—Messrs. ALAND & Co., 203, Great 
Dover Street, S.E. 1.—1л5% No. 45, giving illustrated details 
and prices of exhausters and blowers of widely varying sizes. 

THE Dussek. BirumMen Co., Empress Wharf, Bromley-by- 
Bow, E. 3.—An illustrated treatise upon the manufactures of 
the electrical department, dealing principally with "'''lrini- 
dite joint-box compound. 

Messks. W. T. HeNLEY'S 'TELEGRaPH. Works Co., LTD., 
Blomfield Street, Е.С. 2.—A blotter advertising Henley " 
sticky tape; also List W.L. 2, an illustrated and priced 
catalogue of Isco " loop-in cut-outs for house services. 

Messrs. J. A. CRABTREE & Co., Ітр., Rushall Street, wal- 
sall—A number of illustrated and priced leatlets dealing with 
" Crabtree " quick make and break switches. 

Messrs. A. Fort & Co., 51, Whitfield Street, Tottenham 
Court Road, W. 1.—An illustrated and priced catalogue of 
electrically-driven gramophones in various styles and periods. 

THE British Тномѕох-Носѕтом Co., Ітр., 77, Upper 
Thames Street, E.C. 4.—An illustrated and priced leallet 
describing X-ray Scoopette " fittings for show-case and 
window lighting. 

THE Ел„кщк Iron Co., Lrp., Falkirk.—T.eaflet No. 261, 
dealing with the '' Falco ” electric wash boiler. Illustrated 
and priced. 

Tue Epison Swan ELECTRIC Co., Ltp., Ponders End, Mid- 
dlesex.—List No. W.W. 932, an illustrated and priced pub- 
lication dealing very fully with tbe "'Ediswan " house 
wiring system described in our issue of July 22nd last. 
| Messrs. Hersert Morris, LTD., Loughborough.—Book 97, 
illustrating and describing hand-operated cranes. 

„MR. GEORGE Euuison, Perry Barr, Birmingham.—List No. 
330 (76 pp.), giving very full particulars and diagrams of drum 
vee motor control gear (hand-operated) for d.c. and a.c. work- 

ne . 
THE KEY ENGINEERING Co., LTD., 4, Queen Victoria Street, 
Е.С. 4.—A well-illustrated booklet dealing with '' Key ” fibre 
oonduit and troughing, giving views of installations and par- 
ticulars of tests. 

Mrssus. HiG38 Bros., Sand Pits, Birmingham.—Monthly 
Magazine, Vol. III, No. 6, September, 1921, containing stock 
sts of а.с. and d.c. motors, d.c. dynamos, notes on starting 
gear, and humorous items. 


Messrs. PHILLIPS & Turner, 115, Edmund Street, Birming- 
ham.—'hree illustrated lists of ceiling fittings, including 
plates, bowl rings, and chains. 

THE BRITISH ALUMINIUM Co., LTD., 109, Queen Victoria 
Street, Е.С. 4.—A set of tive booklets giving Hints on Work- 
ing Aluminium." А great deal of valuable information of a 
varied nature is contained in these booklets. ‘They deal re- 
spectively with: Aluminium Ingots,” Sheet.“ Circles. 
Tubes,“ and Sections.“ Tables of weights, sizes, &c., 
are embodied in the publications. 

THE '" ATTRACTA " ELECTRICAL Co., 11, Hanway Place, W. 1. 
—An illustrated pamphlet dealing with a wide selection of 
electrical signs. Priced. 


Forthcoming Exhibitions.—The following exhibitions are 
being organised :— 

LoNDoN.—September 7th to 28th, Shipping, Engineering and 
Machinery Exuibiuon; September 12th to 16th, International 
Dental Exhibition; October l4th to 22nd, Commercial Motor 
Exhibition; November 4th to 12th, Passenger Motor Exhibi- 
tion; November 17th to 25th, Public Works, Roads and Trans- 
port Exhibition; March Ist to 25th. 1922, Ideal Home Ex- 
hibition. 

CanbIFF.—May to October, 1922, Welsh National Exhibition. 

GLascow.—September 19th to October sth, Ideal Home 
Exhibition; November 186 to 19th, Shipbuilding, Engineering, 
and Electrical Exhibition. 

BELGIUM (Brussels).—April, 1922, Commercial Fair. 

France (Lyons).—October Ist to lóth, Metallurgy, Mach- 
inery, and Industrial Fair. (Paris). November 12th to 27th, 
International Aviation Exhibition; March lst to 15th, 1922, 
Spring l'air. 

Rumania (Bukarest).—Samples Fair and Rumanian Exhibi- 
tion. 

Spain (Barcelona).—March 15th to 25th, 1922, Samples Fair. 

UNITED States (New York).—January 15th to 25th, 1922, 
General Merchandise Fair. 

A Reuter message states that the International Samples Fair 
which was to have been held in Trieste this month has been 
postponed until next year. 


The Welsh National Exhibition.—We have received from 
the secretary of the above exhibition, 4, Mount Stuart Square, 
Cardi, a сору ot an advance prospectus. Mr. Шоуа George 
has accepted the presidency of the exhibition, which is to be 
of ambiuous proportions, covering an area ot 60 or 70 acres. 
"ће names of many representative Welshmen appear in the 
list of ошсегѕ and committee. Ihe exhibition is to ve arranged 
in seven sections: Education, mining, health, housing, agricul- 
ture, fine art, history, and music. It is stated that ample 
provision will be made for the supply of power for exhibits 
of machinery in motion and for lighting, and no profit will 
be made from this source. Machinery will play a prominent 
part in the exposition. 

For Sale.—Assets Auctions Co., Ltd., will sell by auctio 
on September th, at 119-121, Newington Causeway, S.E., 
electrical stores, including fuseboards, switches, cable, wire, 
&с. 

By direction of {һе Disposal and Liquidation Commission, 
Messrs. Fuller, Horsey, Sons & Cassell will sell by auction on 
September bth, at the Military Railway Wharf, Purtleet, plant 
and machinery including electric generating sets, motors, &c., 
and on September 20th, chemical plant and machinery at the 
Grilo-oleum Works, East Greenwich, S.E.; on September 14th, 
lth, and 16th, at the Central Stores Depot, No. 83, George- 
town, near Glasgow, Mr. H. Marshall will offer by auction 
engineering and electrical plant, machine tools, &c., for par- 
ticulars, &c. (See our advertisement pages to-day.) 

According to a Central News correspondent, the Dis- 
posal Board has decided to put up for sale within the next 
lortnight the huge stocks of machine tools and electric plant 
which are lying at the munition towns of Gretna, Georgetown, 
and Irvine, and at the experimental station on the Gareloch, 
valued at some millions sterling. 


Copper and Lead Prices.—Messrs. F. Smith & Co. report. 
August 30th.—Copper (electrolytic) bars, 472 10s., 108. de- 
crease; electro!vuc sheets, no change; electrolytic wire rods, 
£55, 20s. decrease; ditto H.C. wire IIàd., 1/16d. decrease. 

Messrs. James & Shakespeare report, August 3lst.—Copper 
bars (best selected), ditto sheet, ditto rod, no change; English 
pig lead, no change. 


Battery Contracts.—Edinburgh Corporation has placed an 
order with Messrs. Pritchett & Gold and E.P.S. Co., Ltd., 
for two batteries, each consisting of 120 cells having a capacity 
of 2,640 ampere-hours at the 10-hour rate of discharge. Ihese 
batteries will be installed at the new power station which the 
Corporation is putting down at Westbank, Portobello, and 
will be able to supply 500 kW for three-quarters of an hour 
in an emergency. 

In 1900 Messrs. Pritchetts & Gold supplied a battery to the 
Macdonald Road station of the Edinburgh Corporation, and 
this battery is still giving useful service. 


The New Spanish Tariff.—The British Chamber of Com- 
merce for Spain has called attention to the new Spanish 
Customs tariff, which imposes a duty on 1,425 articles com- 
pared with 718 in the old tariff, and urges that manufacturers 
and others should lose no time in petitioning against the tariff 
the latest date for doing which is September 8th. 
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Industrial Conciliation.— It is largely because of the 
mutual growing respect of the two sides of industry that 
recent wage сиба have been accompanied by so few strikes,” 
declared Mr. A. H. Paterson, general secretary of the National 
Alliance of Employers and Employed, in a recent interview. 
During July. he pointed out, there were 94 industrial disputes, 
compared with 965 in the corresponding month of last year, 
and reports received by the National Alliance showed that the 
spirit of good will and conciliation was becoming more manifest 
in industry. There is, he added, a growing sense of 
sympathy, of understanding, and of the desire to understand 
by & large number on both sides. Now is the time, while 
there is an atmosphere of sympathy and understanding, for 
leaders of trade unionism and of employers to join together 
to concert preventive measures ugainst future strife. Good 
trade brings strikes or threats of strikes. Get the right fecling 
now, and when а boom comes in a particular trade employers 
will be able to make it clear that their first thought is of 
benefiting their workers. The moment you move first towards 
giving workers the advantage of increased prosperity you kill 
strikes."—Daily Telegraph. 

Book Notices. —'' The Decimal Educator," Vol. IV, No. 
13, September, 1921. London: The Decimal Association. 
Price 6d.—In addition to the secretary's quarterly report, and 
included among a number of useful and interesting notes, is 
a reprinted article on The Metric System in an American 
Workshop." by Theodore Н. Miller. Тһе author's experience 
of twelve years of the metric system is that it is an economical 
niezsure, reducing the number of errors in interpreting draw- 
inzs and in making calculations. 

“ The Indian Importer and Exporter,” Vol. I, No. 1. August. 
1921 (30 pp.) London: The Pioneer and Civil and Military 
Gazette, Ltd. Monthly, 10s. per annum, post free.—This new 
journal will prove а valuable aid to those engaged in general 
trade with India, as it deals with many important and varied 
subjects. 

Science Abstracts.“ Vol. XXIV. Part 7, Sections A 
Physics.“ and B Electrical Engineering." London: E. 
and F. N. Spon, Ltd. Price 28. 6d. per section. 

Reported German Commercial Intrigues in Italy.—A 
Rome paper has published a report, said to have been sent xo 
the German Government by the Commercial Attaché at the 
German Embassy in Rome, which lays stress on the German 
ellort after the Armistice to recapture the Italian markets 
[rom France, Great Britain and the United States. In order 
to create a political atmosphere favourable to Germany the 
report suggests the exploiting of the discontent of the Italian 
people with the Entente Powers, and says it 15 necessary vo 
aggravate this discontent by economic action. With this 
object," the report continues, we must establish economic 
ties and interests with Italy, such as will compel her always 
to support our policy. Above all, it is necesary to organise 
а systemutic export service of German goods into Italy, and 
even at а lower cost than that of production. We shall thus 
gain the sympathy of the Italian consumer, and at the same 
time render it impossible for Italian industry to continue its 
activities. А crisis will thus be brought about which will 
leave Italy in the throes of constant agitation, and make us 
the master of commerce in the peninsula. It will also allow 
us to buy up Italian concerns at very low prices. 

The report proceeds to point out how German industry can 
be developed in Italy by taking over various Italian con- 
cerns. lt shows how the Siemens firm is endeavouring to 
absorb the Fiat Company by a Stinnes-Fiat combine, and by 
the acquisition by the Deutsche Bank, which 1t says is inter- 
ested in Siemens, of shares in possession of the Banca Com- 
merciale Italiana. 

The alleged report next speaks of the necessity of preventing 
Ttaly from securing a privileged position in Jugoslavia and 
the East, and announces that steps have been taken to secure 
German participation in certain Italian firms, and for the 
return by Italy of vessels of the German Levant Line. 

The products of the Allgemeine Electricitaets Gesell- 
schaft," continues the alleged report, ‘‘ have killed the manu- 
facture of electrical plant in Ttaly, but the German firms must 
understand the necessity for their branches to be known under 
Italian names.” 

The Consortium of Chemical Products of Berlin, the 
Deutsche Bank and the Disconto Gesellschaft have opened 
negotiations with Italian groups. 

The report concludes by urging that the German-Italian 
Union shall constantly make its influence felt, and that an 
Information Office shall be established at the German Consu- 
late in Milan to report on the industrial situation, and to add 
to the difficulties in labour troubles. 

The German Embassy at Rome has emphatically denied that 
such a report was made. The Idea Nazionale, however, says 
it has sure proof of the authenticity of the document.—Reuter’s 
Trade Service (Rome). 

А Switch's Action '* Filmed."—To enable the action of 
their quick '" make and '' break tumbler switches to be 
studied, Messrs. J. A. Crabtree & Co., Ltd., Walsall, have 
recently had a switch photographed by an ''ultra-rapid "' 
kinema camera. The film was taken at a speed of 200 ex- 
posures per second, the actual period of each exposure being 
0011 sec. The throw-over of the switch was so rapid that 
there was only one exposure between the commencement of 
the movement and complete contact. 


Electrical Demonstration at Bournemoath.—Referring to 
the note in our last issue, Mr. E. Brontman, of 139, Bourne. 
mouth Road, Parkstone, who is organising the demonstration 
that is to take place next month, informs us that there is still 
room for further exhibits, and he invites manufacturers and 
wholesale firms to participate. According to the loca’ Press, 
his electrical showrooms contain an extraordinary variety of 
devices for use in the all-electric home. 


Trade with Denmark.—It is reported that a large party 
of Danish electrical experts will visit this country during 
September, and make a tour of British works. 


Cricket Match.—In a cricket match between teams repre. 
senting the Barrow-in-Furness Corporation tramway men and 
the local police, last week, the tramway men badly beat the 
guardians of law and order, scoring 84 runs against the meagre 
score of 18 by the police. 


Power House Equipment Required for Canada.—The D.. 
partment of Overseas Trade is informed that a power house 
is to be erected for the Normal School and Institute of Tech. 
nology, Calgary, Canada, and it is proposed to install a steam. 
driven generating plant. The boilers have been already pur- 
chased, but specifications for the remainder of the plant are 
not yet prepared. British firms interested should send litera- 
ture, &c., to the Provincial Architect, Department of Public 
Works, Alberta. 


Stoker Contracts.—Among the contracts recently carried 
out by Messrs. E. Bennis & Co., Lrp., are the following for 
electricity works :— 

Wallasey Borough electricity station, Liscard.—Relinking 
two Babcock & Wilcox chain grates. 

Peterborough Corporation electricity works (per Spearing 
Boiler Co., Ltd.).—Two chain grate stokers for Spearing 
water-tube boilers. 

Cardiff Corporation. Electricity Department, Roath power 
station.—One complete ash-handling plant. 

The general contracts include coal and ash-handling plant 
for mills at Warsaw, and sprinkler stokers and compressed-uir 
furnaces for shipment to Japan. 


The Kiewa Hydro-electric Scheme.—His Majesty's Trace 
Commissioner in Australia (Mr. S. W. B. McGregor) has for- 
warded a copy of the Report on the Kiewa Hydroeelectric 
Scheme by the Electricity Commissioners of Victoria, which 
includes the report and estimates of the scheme by Mr. 
A. G. M. Nichell. M.C.B., their consulting hydraulic engineer. 
The reports may be consulted by United Kingdom firms in- 
terested on application at the Inquiry Room of the Department 
of Overseas Trade, 35, Old Queen Street, Westminster, S. W.I. 


Henley’s Wiring System.—Correction.—Messrs. W. Т. 

enley's Telegraph Works Co., Ltd., ask us to correct an error 
which they made in their advertisement in our issue of August 
26th, in that they referred to Witley Court as recently the 
seat of the Earl of Durham," when in fact the reference 
should have been to the Earl of Dudley. This mansion, which 
was illustrated, was for over 300 years the seat of the Earls of 
Dudley, but last year it was acquired by Sir Herbert Smith. 


Annual Outings.—The first annual outing of PENROSE 
Lirrs, LTD., formerly the lift department of Messrs. A. W. 
Penrose & Co., Ltd., was held on Saturday, August 20th. 
The party journeyed by road to Brighton, and lunch was 
served at the Devon Restaurant. The toast of ‘‘ The Fim” 
was proposed by Mr. W. E. Johnson, who said that mosí 
of the employés who were transferred from the old company 
had а sentimental attachment to the Penrose Lift, and had 
confidence that the new firm would have a successful future. 
Mr. F. E. S. Lindley, in replying, said that the difficult times 
had been got through so far successfully, and the difficulties 
would disappear in the near future. 

The offices and works of Messrs. J. Н. Tucker & Co., LID., 
Birmingham, will be closed on Saturday, September 3rd, for 
the annual outing. 


Chemical Industry Wages.—<As a result of the conciliation 
efforts of the Ministry of Labour at Manchester on Augus 
26th, the threatened stoppage of work in the chemical industry 
was averted, and the notices were withdrawn. It is under- 
stood thnt the terms of settlement provide [for lid. re 
duction from August 18%, with another reduction of id. per 
hour from October Ist, as against 2d. per hour proposed. The 
settlement also provides for the stabilisation of wages until 
the end of the year.—Daily Telegraph. 


Swiss Production.—The Dutch Consul at Zurich reports 
that Swiss glow lamp makers and electrical contractors com- 
plain of an increasing scarcity of orders, and makers of porce- 
lain for electrical purposes have been compelled further to re- 
duce their production. 


Proposed Amalgamation of Transport and General 
Workers.—The Executive Council of the National Transpor! 
Workers’ Federation has passed a resolution welcoming the 
scheme of a Transport and General Workers’ Union, and urges 
all the unions affected to consider the necessity of strengthen- 
ing the Labour movement by a further consolidation of forces 
inside the new organisation. The executive is to instruct à 
special sub-committee to open negotiations with the executive 
committees of the affiliated unions to consider all necessi? 
means of securing the best and strongest organisation O the 
men employed in all forms of transport.—The Times. 
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Australian System of Surtaxes.—It is reported that the 
Australian Parlament is considering the adoption of a system 
of surtaxes to be levied on goods coming from countries where 
the rate of exchange is low, on the ground that these countries 
—France, for example—pay their workers in depreciated 
money, and can consequently produce at a cheaper rate than 
can Australian firms. The Journée Industrielle understands 
that the nations interested will protest against the allegation 
on which the Bill is based.—Reuter’s Trade Service (Paris). 


The Rumanian Market.—Rumania offers a market for 


British goods in very many lines, states the Commercial Secre- - 


tary to H.M. Legation at Bucharest in his recent report on 
the economic conditions in Rumania. The following are 
among those of most importance: Electric dynamos and 
motors, fans, lamps, &c., gas and oil engines, pumps, iron 
pipes and tubes, belting, and rubber goods (machinery). 


Social.—On Saturday, August 20th, the' chairman and 
directors of Messks. RAWLINGS BROS., LTD., and the RawLPLuG 
Co., Lrp., gave a garden party and fête to the members of 
their staff. The opportunity was taken to present a silver 
salver and other presents to Mr. und Mrs. J. J. Rawlings as 
mementos of their silver wedding. The directors also made 
presents to employés of 20 years’ standing. Sports were neld 
during the afternoon in which a large number of people took 
part; prizes were presented to the winners by the donor, 
Mr. J. J. Rawlings. There were several amusing side shows 
run by members of the staff, the proceeds being given to the 
Rawcester Benevolent Fund. 

The fifth annual horticultural show and sports of the Brad- 
ford Corporation Tramway Employés’ Social and Athletic 
Society were held on two days recently, and were quite suc- 
cessful, alike on the exhibiting, sporting, and attendance 
sides. The horticultural exhibits were rather fewer in number 
than last year, but the quality was distinctly good. The sports 
prizes were presented by the wife of Mr. R. W. Wilkinson, 
the general manager. The tramway band provided music. 

On Saturday afternoon, the 27th inst., the staff, employés 
and friends of the County of London Electric Supply Co.'s 
Horticultural and Social Society held their fifth annual ex- 
hibition of vegetables, flowers, and fruit at Oaklands,” 
Cavendish Road, Clapham Park, S.W. Although exhibits were 
fewer in number, the quality was quite up to the usual stan- 
dard. A magnificent exhibit of both fruit and vegetables was 
inade by Sir Frederick Hall, M.P., D.S.O. Lady Hall kindly 
presented the prizes. Witty speeches were made by Sir 
Frederick Hall and by Sir Harry Renwick, K.B.E., and Mr. 
А. К. Bacon. Features of the afternoon were a wireless de- 
monstration kindly arranged by Mr. Т. D. Dallas, M. I. E. E., 
and sports arranged by а member of the Society. The pro- 
ceedings were carried on until dusk, when dancing took place 
to the accompaniment of a band. АП the exhibits were pre- 
sented to local hospitals. 


Lamp Taxation in Germany.—The German Government 
bas introduced а Bill for increasing the tax on lamps. If 
passed, the new taxes, which are given below, will come into 
force on October 1st :— 


Carbon filament Metal filament lamps, 


lamps. Nernst lamps and 
other tvpes. 
Tax per unit Tax per unit 
in marks. in marks. 
l. Up to 15 watts 0.20 0.40 
2. Over 15 and up to 2 watts 0.40 0.80 
3. Over 20 to 60 watts 0.80 1.60 
4. Over 60 to 100 watts 
5. Over 100 to 200 watts 2.00 4.00 


In the case of carbon filament lamps of a higher consump- 
tion than 200 watts. an additional tax of 1 mark 1s to be paid 
for each further 100 watts, or portion of 100 watts. Arc lamp 
carbons made of pure carbon, are to be taxed at 2.40 marks 
per kilogramme, and those formed of carbon and admixtures 
at 4 marks per kilogramme. The tax on burners for mercury 
Vapour and similar lamps up to 100 watts is 4 marks each, 
and for those of further consumption, an addition of 4 marks 
is made for each further 100 watts or portion of 100 watts. 

Incandescent gas mantles are to be subject to a tax of 0.40 
mark each. 


German-Italian Commercial Agreement.— The  Lokalan- 
zeiger states that the German-Italian Commercial Agreement 
(Be ше at Berlin on August 9?9th.—HReuter's Trade Service 

гїп). 


Lead Market Report.—Messrs. ]. Forster & Co. report 
that the closing prices on August 96th, were £23 "s. 6d. for 
August, and £22 15s. for November. against £23 7s. 6d. and 
£22 178. 6d. respectively, at the end of last week. 

The market has been 7s. 6d. lower than these figures, £23 
heing done for August on the 28rd and 24th. and 25th, and as 
low as £22 Тв. 6d. for November on the 94th. 

Business on the Metal Exchange has been on a somewhat 
larger scale, about 9,500 tons changing hands, but there is little 
speculative interest shown in lead, and what there is, is on 
the bear“ aide, Delays in shipment of lead, against July 
contracts, both from Spain and America, obliged sellers to 
eliver wharf lead against July contracts, with a consequent 

ge reduction in stocks here, and a corresponding increase 


of lead available for August contracts, which perhaps accounts 
for the easy conditions on the market last week. At the 
same time, there is no surplus foreign lead about, and the 
prospects for September arrivals are much on the short side. 
Consumers have shown no disposition to buy beyond im- 
mediate requirements, and export business is very slack. 


Encouraging Electric Foundries in Brazil.—A project is 
under the consideration of the Chamber to grant a subsidy of 
200 contos of reis (nominally £10,000) to each of the first three 
electric foundries to be established in Brazil.—Financial Times. 


Inquiry.—The present address of the firm trading under 
the name of О. б. & Co., Ltd., Birmingham and London, is 
required. 


National Food Exhibition. — The above exhibition, which 
is to be held at Olympia in September, 1922, will present an 
opportunity to manufacturers of electrical cooking apparatus 
and utensils, dairy machinery, refrigerating plant, &c., to 
exhibit and extend the use of electricity in this most important 
direction. | 

Unemployment in South Africa.—O wing to the prevailing 
lack of employment even mechanics and better-class workers, 
including a number of skilled men, are accepting relief work. 
While this is to a certain extent due to the general depression, 
the position is largely caused by an influx of men from over- 
seas, owing to the bad state of the engineering trade in 
Great Britain. A thousand unemployed have registered in 
the town. Unemployment is also rife in Cape Town and 
other large centres in the Cape Province.—Heuter's Trade 
Service (Johannesburg). 


Canadian Preferential Tariff for West Indies.—The Cana- 
dian preferential tariff in favour of the West Indian Islands 
becomes effective on September Ist by proclamation.—Reuter's 
Trade Service (Ottawa). 


New Spanish Companies.—The Hidroelectrica del Maes- 
trazgo is the title of a Spanish company formed at Tortosa 
(Calle de Cervantes 14) for developing certain waterfaus for 
the generation of electric current to supply a number of towns 
in the provinces of Tarragona and Castellon. The capital of 
the company is 500,000 pesetas. 

The Asociacion de Productores y Distribuidores de Elec- 
tricidad has been formed in Spain to vindicate the rights of 
the producers and distributors of electrical energy against the 
urbitrary action of the Government and Government officials. 
Acts complained of are the imposition of heavy fines for slight 
faults of supply, exaction of the deposit of heavy guarantees 
for the discharge of fines, maintenance of the price of energy 
at pre-war rates, variation of terms of granted con- 
cessions, the incidence of the new customs duties, and penalties 
exacted for importing machinery not made in Spain, ignoring 
the national importance of the electrical industry, and other 
matters. Sefior Urrantia is the spokesman in a vigorous cam- 
paign which has been begun. 


New French Companies.—The Forges et Ateliers de Con- 
structions Electriques de Jeumont is a company recently con- 
stituted at Paris (75, Boulevard Haussmann) with a capital 
of 80,000,000 fr., to take over certain assets of two other 
companies, namely the Société des Ateliers de Constructions 
Electriques du Nord et del’Est and the Société des Forces et 
Ateliers de la Longueville. Of the 320,000 250-fr. shares of the 
new company 160,000 are allotted to the former, and 150,000 to 
the latter, in consideration of their assets, the balance of 10,000 
shares being subscribed in cash. 

At Grenoble has been formed the Société d'Etudes des 
Chutes de la Moyenne-Isére, with а capital of 160,000 fr., 
with the object of acquiring existing rights for creating falla 
on the Middle Isére between the Saint Gervais bridge and the 
confluence of the Arly. Four hundred founders' shares and 
400 250-fr. shares, fully paid, are allotted to the former owners 
of due rights, the remaining 240 shares being subscribed in 
cash. 

The Société d'Electricité de Surgères, Agreferuille et Eten- 
sions has been formed at Surgéres (Charente Inférieure) with 
4 capital of 1,000.000 fr. (raisable to 3,000,000 fr. by simple 
decision of the Council), with the object of the generation, 
purchase, sale, transformation, and transport of energy in all 
its forms, and accessory applications. 

With a capital of 500,000 fr., subscribed in cash, has been 
formed the Electricité Asea at Paris (114, Boulevard Hauss- 
man) for the manufacture, purchase, and sale of electric ap- 
paratus and material of all kinds. 


Trieste Samples Fair.—The authorities of the annual 
Trieste Samples Fair, which was to open on September 11th, 
having invited H.M. Government to form a British propaganda 
and information bureau at the Fair. а stand was placed 
at the disposal of the British Consul-General free of charge. 
and the organisation cf the bureau was commenced. Owing 
to the postponement of the Fair to May, 1922, the arrange- 
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ments have been suspended for the present. 


The Export Credits Scheme.—The Board of Trade has 
added Italy and Portugal (including Portuguese Colonies) to 
the list of countries included in the new export credits scheme. 
Inquiries in this connection should be addressed to the Director 
of the Export Credits Department, 73, Basinghall Street, 
London. E.C.2, from whom forms of application can be 
obtained. 
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LIGHTING AND POWER NOTES. 


Ashington (Northumberland). —PROTEsT AGAINST LIGHTING 
AGREEMENT.—Ratepayers of the district are petitioning the 
Ministry of Health to investigate à proposal of the local coun- 
cil to enter into a 1lU-years' agreement for public lighting by 
electricity on the ground that it is creating an unnecessary 
monopoly.—L'he Times. 

Belfast.—CoNsuLTANTS' Rerort.—At the monthly meeting 
of the Corporation on August 2nd, it was stated that the con- 
sulting engineers, Messrs. Preece, Cardew & Rider, desired to 
withdraw for the present their report dated June 7th on the 
financial position of the electricity undertaking as 16 is likely to 
be when the first section of the Harbour Power Station is 
completed. A resolution was, however, adopted to the effect 
that each member of the Council be furnished with a copy of 
the report. These copies were received by the mem- 
bers, together with the agenda for the meeting on September 
lst. Councillor Alexander gave notice that he intended to 
move:—'' That in view of the very grave state of the city's 
electricity undertaking, the Corporation forthwith dispenses 
with the services of their consultants, and that the opinion of 
senior counsel be taken as to their responsibility and the re- 


sponsibility of Sir John Snell in the matter.” 


Bradford.—Morors AND Rares.—Despite the understood 
rule that tenants’ fixtures are not included in the valuation 
of premises for rating, 16 appears that electric motors in 
Bradford industrial establishments are liable to assessment, 
even though most of them are tenants' fixtures, as distinct 
from big permanent plant like steam power machinery. The 
local custom in valuation of business premises has been to in- 
clude only such machinery as would pass with the freehold. 

One firm has been advised to give the Corporation notice 
to remove a 15-h.p. motor. Therefore, the immediate result 
of insistence on the small amount to be yielded by this rating, 
ig that the city loses £7 10з. per annum for hire of the motor 
and the revenue from the electricity which would have been 
consumed. 


Canada.—Hawitton (Oxt.).—Kvery house in the city of 
Hamilton, Ontario, is to be equipped with electricity for heat- 
ing and cooking. This decision has been reached by a conr 
mission which has been studying the scheme for some tune. 
Electricity sufficient for cooking, and for heating and light- 
ing а six-roomed house will cost about 148. a month, the 
commission estimates, apart from the initial wiring expense 
of about £50.—Daily Express. 

Chester.—JoiNt DISTRIBUTING Autiortry.—The Chester 
Rural District Council has authorised its Electricity Committee 
to confer with the Chester Corporation electrical engineer, 
on the question of the formation of a Joint distributing autbor- 
ity. It was explained that the Chester Corporation hoped 
to obtain electricity supplies from H.M. Factory at Queens- 
ferry in November, when it would be in a position to 
supply all the requirements of the city and the district. 
It was stated that the cost of cables, &c., where laid in the 
Rural Council's area, would fall on that Council whose idea 
was that the scheme should be self-supporting. 


Continental.—FnaNcE.—The strikes at Strasburg, affecting 
mainly metallurgists and electricians, are having far-reach- 
ing results. The town is entirely deprived of ordinary light- 
ing, only the central streets being lit up by searchlights and 
a few powerful acetylene lamps. The inhabitants were con- 
siderably astonished to sce the first tramcar which was run 
after the electrician's strike began; it was drawn by a rail- 
way engine of а type used on light railways. A skeleton 
tramway service is now being run in this manner. 

Although the workers in the gas and electricity works 
at Strasburg and also in ten factories have come out, the 
metallurgists’ strike in the Lower Rhine area is not complete. 
Of 46 works, 22 are now working, the reduced wages having 
been accepted. In two of the most important metallurgical 
works in Strasburg, work has been partially resumed.— 
Reuter’s Trade Service (Paris). 

AusTRIA.— [he City of Vienna, in conjunction with a 
banking syndicate, 1s forming a company with a capital of 
half-a-million crowns to develop water power near Vienna 
suflicient to supply the city with electricity. The cost of 
construction will be covered by an issue of bonds aggregating 
10 milliards of crowns, about one-third of which will be issued 
in the first five years.—Reuter’s Trade Service (Vienna). 

Potixp.—On August Hth the employes of the Warsaw 
municipal electricity works, came out on strike, depriving the 
city of light and power. The tramway emplovés had already 
been on. strike two days causing a breakdown of transport. 
It was reported that the gasworkers had also ceased work. 


Exeter, — Fire АТ Powrr Starton.—An_ outbreak of fire, 
believed to have been caused by a spark, occurred at the 
Corporation power station early on August 21th. 

Flames were noticed on the wooden roof of the boiler house 
at the rear of the station, There was for a timo danger to 
the generating plant, but the fire brigade, which promptly 
arrived, got the outbreak under control, and there was no 
stoppage of the electricity supply. A first. estimate puts the 
damage at several hundred pounds. 


- Crieff.—Evecrricity ScHEME.—Mr. J. E. Macewan, consult- 
ing engineer, Glasgow, recommends the Town Council to in. 
stitute an electricity supply, and to install Diesel oil engines. 
The estimated expenditure, including expenses in connection 
with the obtaining of an order and installation of plant is 
£15,050. "The yearly outlays are estimated as follows: Stand. 


ing charges, £2,223, and running expenses £1,656, a total of 


43.879. The estimated revenue is 44, 275. 


Haslingden.—Loan SaNcTIoNED.—The Corporation has те- 
ceived the sanction of the Electricity Commissioners, to the 


‘borrowing of 410,000 for electricity purposes, made up as 


follows: Mains and services, £7,000; sub-stations, £3,000. 


Haworth (Yorks.).—5UPPLY PROBLEM.—At an inquiry in 
1915, the Council objected to inclusion 10 the Keighley supply 
scheme, preferring to promote an order separately for its own 
area. Nothing has yet been heard of this order, and the dis- 
trict is not included amongst the other urban districts 1n 
which Keighley has obtained power to supply. 


Leek (Staffs.).—I.oan.—The Urban Council is seeking sanc- 
tion to borrow 418,500 for the provision of additional plant 
at the electricity works. 


Matlock.— WarER PowrR.—Some time ago a letter was read 
at a Council meeting from Mr. D. Palmer Pearson suggesting 
that electricity for the district could be secured from turbines 
placed in the Derwent, and he gave the locality as the Col- 
lingwood stream, at the northern end of Matlock Dale. 

On August 23rd, the Council considered the report of the 
engineers, Messrs, Grime & Frith, of Manchester, and it was 
explained that the engineers, on their inspection of the district, 
visited the High Tor Works, and it was there shown that the 
works could take the whole flow of the Derwent at its present 


level.—Sheffield Daily Telegraph. 


Morecambe.—lLo4N SANcTIONED.—Sunction has been re- 
ceived from the Electricity Commissioners $o borrow £0,000 
for the purchase of mains and meters for the electric light 
undertaking. 


Oldham.—Yran's WoRkiNG.—The report of the borough 
electrical engineer (Mr. Е. 1. Ogden), for the year ended 
March 25th last, shows that the total revenue of the electricity 
undertaking was £146,846, as compared with £119,865 in the 
preceding year. Working expenses amounted to £117,326, as 
against £79,139, leaving a gross balance of £29,520 (£40,420). 
After adding a balance of £10,774 from the previous year's 
accounts and paying capital charges, &c., a credit balance ol 
£3,536 remained. "he large increase in working expenses 18 
due to the increased cost of fuel and labour, and to a larger 
expenditure upon repairs, maintenance and renewals. The 
total number of units sold was 18,340,242 as against 16,693,515 
и The maximum load rose from 9,292 kW to 10,9% 

South Africa.—JonaNNEsBUIRG.— The municipality proposes 
to call for tenders for two new boilers costing £20,000; a 
converting plant to cost £19,000; and other plant. There 
is also а proposal to construct a large new generating station 
making provision for future extensions, as the town grows. 
up to an approximate total of 54,000 kW. Machinery and 
plant estimated to cost £119,551 is urgently needed to equip 
the power station for the next two years. The Tramway 
and Lighting Committee recommends the Council to apply 
to the Administration for authority to borrow 119,551. 

GrAHAMSTOWN.—The City Council has adopted a scheme 
for the electric lighting of the district, involving an expendi- 
ture of £65,000. 


Southport.—Extension or SurrLy.—The Corporation la 
applying to the Electricity Commissioners for an order to 
supply electricity to that part of the Kew district within the 
jurisdiction of the West Lancashire Rural District Council. 


South Shields.—YrFAn's WonkiNa.—The report upon thé. 


Corporation electricity supply department (engineer, Mr. Е. 
Moxon) for the year ended March 3156 last records а total 
revenue of £93,066, as compared with £66,377 in the preceding 
year. Working expenses amounted to £57,655, as against 
4413.138, leaving a gross profit of 435.411 (£23,230). The net 
result, after payment of all capital charges, &c., was а profit o 
£10,218, comparing very favourably with a profit of 43.514 in 
1919-20. The number of units sold rose from 6, 962.929 to 
7.955.603, and the average price obtained per unit from 3.14. 
to 9.69d. 

Prorosep Price Repuctioy.—Owing to the satisfactory #17 
plus obtained during the past year, and also to the fact that 
the engineer considers that the highest level of working co! 
has been reached, the Electricity Committee recommends ? 
substantial reduction in charges, to take effect at once. 


Teignmouth.—Erectric Ligutinc.—At a meeting of the 
Chamber of Commerce reference was made to the question € 
electric lighting for the town, and opinions were expres% 
that Dr. Purves's proposal to erect three miles of overhead 
cable in two years was insufficient. 


Wakefield.—Extrxsios ov рр. The City Council has 


decided to make application to the Electricity Commissioners 
for power to supply electricity to the parish of Lupset 
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TRAMWAY AND RAILWAY NOTES. 


Bolton.— MARKET SIDING.—Negotiations have been com- 
pleted for the construction of a tramway siding at the south 
end of the wholesale market, to serve us a terminus for the 
Daubhill and Deane route, so as to relieve the congestion of 
trallie in Great Moor Street. | 

Birkenhead.—Yragn's WoRKING.—The annual report of the 
manager of the borough tramways and motors department 
(Mr. Cyril Clarke), for the year ended March 3156, 1921, records 
that the revenue of the tramways amounted to £152,304, as 
compared with £148,179 in 1919-20. Working expenses ab- 
sorbed £116,000, as against £100,476, leaving a gross surplus of 
£36,244 (447.703). Ihe net result, after payment of interest, 
sinking fund contribution, and income tax, was a profit of 
44,033, a considerable decline from last year’s balance of 
£16,104. The number of passengers carried and car-miles run 
were almost the same as in the previous year, but there was 
a slight decline in the number of passengers and a small in- 
crease in the number of car mules. | 

ResuLT or Fake INcREAsE.— Ihe Tramway Committee's re- 
port upon the result of the increased fares during the first 
week of their operation shows that compared with the corre- 
sponding week last year there was a decline of over 83,000 in 
the number of passengers and a reduction of £149 in the re- 
ceipts. Compared with the previous week, the falling-off in 
the number of passengers wus 22.500. 


Canada.—TonoNTo.—The Times Toronto correspondent 
states that the tramways were to pass into the possession of 
the municipality on September Ist. It was announced that the 
fares would be increased. 


Chile.—R4iL, way ELtCTRiFICATION.—Thie Government has de- 
cided to take up a loan of 42,700, 000 for the purpose of elec- 
trifying 200 kilometres of railway between Santiago and Val- 
parlaso.—Reuter’s Trade Service (Santiago de Chile). 


Gateshead.—CoLLIsion.—On August 2th a tramcar was 
proceeding up West Street, which is a steep gradient, when 
it was run into by a motor coach which. was proceeding in 
the same direction. The two vehicles came into contact with 
considerable force, and as а result the motorman's platform 
and controlling mechanism of the tramcur were torn away. 
With nothing to check it, the car at once began to fall back- 
ward down the hill. Upon the same track another car was 
travelling in the same direction. ‘The motorman of this car 
saw the collision, and at once realised that his car was in peril 
as the first tramcar backed down the hill. He at once applied 
his brakes to their full power, and held on to Шеш until the 
first car dushed into his car and was brought to a standstill. 
None of the passengers were seriously injured. 


Glasgow.—ENLakGED BorrowinG Powers REQUIkRED.— With 
а view to meeting expenditure on tramway extensions, motor 
omnibuses, &c., the ‘Tramway_ Committee has recommended 
the Town Council to increase the borrowing powers of the 
department to the extent of £600,000. 


London.—F'ingE.—On August 24th an L. C. C. tramcar, which 
was standing in the Brixton Road, suddenly burst into flames. 
It is reported that this happened immediately after the tixing 
of a collector shoe in changing from overhead to conduit work- 
ing. The few occupants of the car escaped without injury. 

DFRAILMENT.—On August 2th, a London United Tramways 
car jumped the track at Shepherd's Bush. It crossed the 
road and mounted the pavement, being brought to a stop by 
some railings. Several passengers sustained shock and slight 
injuries. 

CoLLISIoN.—Another accidend occurred at Greenwich оп 
August 25th. A motor coach collided with an L. C. C. tramear, 
aud six persons, including the two drivers, Were injured. 


Manchester.—THREATENED STRIKE.—A serious position has 
arisen at Manchester on account of the employment of non- 
union labour—five men—in the tramway department. The 
trade union employés have balloted in favour of a stoppage 
during the next week-end if the men in question refuse to 
join the union or are not discharged. 


Northampton.—ExtTension or Time.—The Minister of Trans- 
port has further extended the time of the Northampton Cor- 
poration Act, 1911, for the construction of tramways until 
August, 1922. 


Portrush.—GisNT's Causeway LINE. It is reported that the 
ortrush and Giant’s Causeway Electric Tramway, а very 
early electric line, may be forced to close down owing to a 
combination of adverse circumstances. 
0 


Southport. Роек ror Tramways.—The alterations which 
have recently taken place at the Crowlands power station will 
constuners, the Tramway Committee will be charged at the 
to work the whole of the Corporation tramways. Subject to 
any future revision of charges by the Corporation to private 
consumers, the Tramway Committee will be charged at the 
rate of 2d. per unit up to 100,000 units а year; 12d. per unit 
for additional power up to 300,000 units a year; 14d. for further 
900000 up to 500,000 units a year; and 144. for supplies above 

J units a year. 


TELEGRAPH AND TELEPHONE NOTES. 


Canada.—Proposep New WIRELESS STATION. —It is stated 
that the Department of Naval Affairs has in view the instal- 
lation of a very powerful continuous-wave wireless station near 
Vancouver to undertake land work and to communicate with 
distant points up the coast, leaving the present station at 
Point Grey to handle shipping business only.—lieuter'a Trade 
Service (Vancouver). 


Electricai Storm.—The Cardiff telephone system was dis- 
located by an electrical storm early in the morning on August 
29th. NO calls to area subscribers could be put through. 
Trunk calls were received at the exchange. but could not be 
connected locally. After thirty minutes the service became 
погна! again, says the Daily Express. 


Russia. —TLEPHONE AND TELEGRAM FEES. As from August 
Ist the following charges were to be made for telephones and 
telegrams: A single subscriber has to pay 350, 000 roubles а 
year, while a collective telephone that is, one installed 
in а large house and used by a number of persons—costs 
500.000 roubles a year. The fee for three minutes’ conversa- 
tion on a long-distance or suburban telephone has been raised 
from 1,800 to 7,200 roubles. The installation of а new 
apparatus costs 500,000 roubles. 'The persons or organisations 
who have the right to possess and use telephones on these con- 
ditions are those who previously were allowed to have the 
telephone free of charge. The charges for telegrams are as 
fcllows: Local telegrams, 100 roubles a word; inter-urban tele- 
grams, 500 roubles; and urgent telegrams, 3,000 roubles.— 
Morning Post. | 


Sweden.—Suips' WIRELESS INSTALLATIONS.—As а result of 
the British regulation which came in force last December 
requiring vessels of 1,600 tons or more plying to British porte 
to carry wireless installations, the wireless section of the 
Swedish Telegraphic Administration has been overwhelmed 
with orders for new wireless apparatus. About 200 ships are 
required as a result of this regulation to be fitted with wire- 
less, and the installations are not yet entirely finished. Some 
of these would have been fitted without the special incentive 
of the British regulation. When Swedish shipping recovers 
from its present depression a further thirty will have to be 
fitted. In Göteborg harbour there are already two salvage 
vessels fitted with wireless apparatus; in Stockholm harbour 
there are three, and will shortly be four.—Economic Review. 


Switzerland.—TEMPORARY WIRELESS STATION.—In order to 
facilitate the transmission of Press dispatches from Geneva 
during the discussion of the Silesian problem by the Council 
of the League of Nations and during the second assembly of 
the League, the Marconi Co. again erected in Switzerland, 
at the request of the Swiss Government, а temporary wireless 
station giving precedence to news messages. The transmitting 
station, which is at Borno, will be operated automatically at 
high speed and by distant control from а room adjacent to the 
Assembly Hall of the League in Geneva. Communication will 
be established with England and several other European coun- 
tries. <A staff of experts has been sent from London to con- 
duct the service which opened on August 30th. 


The Telegraph Service.—TrLrcrarHists’ Bonus.—The daily 
Press announces that the Government has decided to appeal 
against Mr. Justice Darling's decision on the question of the 
payment of a bonus to General Post Oftice telegraphists who 
enlisted in the Royal Engineers. Mr. R. T. Sutton, along 
with many others, Joined the signal section of the R.E. under 
contract with the Government that he should receive on 
return from the war full civil pay. He did not, however, 
receive the amount by which the civil pay was increased by 
awards (bonuses) during his military service, says the Evening 
News. 


The Telephone Service.—ScirsorougHy.—On Saturday 
afternoon the telephone exchange service was transferred from 
the old premises at Vernon Place corner to the General Post 
Office in Aberdeen Walk. The new switchboard is a common 
battery manual No. 10 of 2,000 subscribers capacity, although 
at present Scarborough has only 900 subscribers. Trunk calle 
will be dealt with direct by the exchange operators, and it js 
expected that before very long lines to Malton, Bridlington, 
Whitby, York, Middlesbrough, &c., which are at present trunk 
calls. will be worked merely as junction services. i 

Нои, — The Corporation telephone department experienced 
а loss of £13,279 on the year's operations.—The Times. 


U.S.A.—New Тома ISLAND WIRELESS STíATION.— What is 
chimed to be the largest and most powerful radio plant in the 
world, the new central station of the Radio Corporation of 
America on Long Island, N.Y., will be formally opened for 
service in the latter part of August or early in September. 
Two of the wings or spokes of the wheel-like arrangement of 
the antenna towers, that has been described in our pages, are 
complete. Twelve steel towers, each 400 ft. high, compose the 
two Wings or one operating unit. When the entire station is 
complete there will be twelve of these. The total distance be- 
tween the first and twelfth towers of the complete unit is 
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approximately three miles. In the centre of these twelve 
towers is the central power house, which is now completed, 
and two of the 200-kW Alexanderson high-frequency alter- 
nators have been -installed and are ready for operation. 

I The receiving station designed to operate in connection with 
Radio Central " is at Riverhead, L.I., about 17 miles away. 
This receiving centre is capable of intercepting six different 
messages simultaneously. The control system is so arranged 
that there are no actual receiving operators present. The 
aerials pick up the signals, special apparatus in turn directs 
these to & regular land wire, and finally the messages are 
received in New York City. 
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CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW im which the 
“ Official Notice appeared.) 


OPEN. 


Australia.—MrELBoURNE.—October 19th. Victorian Govern- 
ment Railways. Three-phase motors, starters, circuit breakers, 
and switches. Contract No. 34,181.* 


Bristol.—September 16th. Electricity Department. One 
500-kW rotary converter. (August 26th.) 


Bulgaria.—September 19th. Supply of 2,000 telephones. 
CUI ир des Postes, lelegraphes et des Transports bulgares, 
Sofia. 


Dorchester.—September 10th. Electricity Committee. 
Replating battery, &c. (August 26th.) 


Eastbourne.—September 26th. Electricity Department. 
One water-tube bouer, fan and chimney, boiler-feed pump and 
piping; one 2,500-kW turbo-alternator with condensing plant 
und pipework. (See this issue.) 


Halifax.—September 10th. Electricity Committee. ‘Steel- 
work in connection with foundations for new turbine set at 
the electricity generating station —Mr. A. C. Tipple, acting 
borough engineer, Crossley Street. 


Horsham.—September 3rd. Electricity Department. One 
3-crank, triple-expansion engine, coupled to a 300-kW d.c., 
460/500-V generator, or alternatively, one 2-crank compound 
engine, coupled to generator as above. (August 19th.) 


Ilford.—September 9th. Electricity Department. Air 
compressor, motor and starter. (August 19th.) 


London.—FuruaM.—September 10th. Electricity Depart- 
ment. A.c. motor-driven centrifugal circulating pump with 
pipework and valves. (August 19th.) 

H.M. Office of Works. September 16th. Supply of elec- 
trical and mechanical labour-in-daywork in the Cardiff dis- 
trict. (August 96th.) 

BERMONDSEY.—September rd. Board of Guardians. Six 
months’ supply of electric lamps. Mr. Н. Reeve, clerk to the 
Guardians, 253, Tooley Street, S.E. 


Malta.—September 15th. Government of Malta. Single- 
phase a.c. meters. (August 19th.) 


Manchester.—-September 13th. Tramways Committee. 
Motors, controllers and trucks, &c. Mr. J. M. M’Elroy, general 
manager Corporation Tramways, 55, Piccadilly, Manchester. 


New Zealand.—\WELLINGTON.—September 27th. Public 
Works Tender Board. Six sets 3-phase, 50,000-V air-break 
switches for the Waikato electric power scheme.* 

November 29th. Public Works Department, Mangahao 
electric power scheme: 3 water wheels, three 6,000-kVA and 
two 3,000-EVA a.c. generators, two 3-unit exciter sets, seven 
4.000-kVA single-phase transformers, insulators, lightning 
arresters, switchboard, &c.* 

October 15th. Corporation. Two water-tube boilers with 
feed-water heaters, superheaters, stokers, &c.; one 5,000-kW 
turbo-alternator with condensing plant. (See this issue.) 


Uruguay.—September 19th. Board of State Electrical 
Stations. Generating plant for four electrical groups, consist- 
ing of a.c. and d.c. generators, Diesel engines, &c.* 


South  Africa.—JonuaNNEsBURG. November, “th. Rand 
Water Board. Two 350-kKW steam-driven electrical generating 
sets, complete with switchboards and all accessories.* 


West Ham.—September 8th. Board of Guardians. "Three 
months’ supply of electrical fittings. Mr. T. Smith, clerk to 
the Guardians, Union Road, Leytonstone. 


* A copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S. W. I. 


FORTHCOMING EVENTS. 


Institute of Marine Engineers. — Tuesday, September 6th. At the Institute, 
The Minories, Tower Hill. Е.С. At 6.30 p.m. Paper on The Burning of 
Oil Fuel, and the arrangement of machinery necessary, together with 
observations and comments drawn from actual conditions," by Mr, 4. 
Keens. 

British Association for the Advancement of Science.—September 7th-14th. 
At Edinburgh. Eighty-ninth annual meeting. 


Shipping, Engineering and Machinery Exhibition.—September 7th to 28th. 
At Olympia, W. 
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NOTES. 


Appointments Vacant.— Associate Professor of Electrical 
Engineering ($3,800 per annum), for the New Provincial Uni- 
versity of British Columbia; electrical engineer and manager 
(£500), for the Corporation of Southport Electricity Depart. 
ment. : 

Fatality.—Edward Braithwaite, electrician at the works 
of the Yorkshire Electric Power Co., was killed in the course 
of his work on August 28th. He was examining a defective 
lamp fitting on the top of the ash tip at the Thornhill works, 
when the tip man heard him call out and saw him clinging to 
the electric wires. When he succeeded in pulling him off 
the wires to the ground, Braithwaite was unconscious, and 
artificial respiration methods failed to have effect. 


Educational.—Advanced evening technological courses 
have been arranged in electrical, civil and mechanical engi- 
neering at Leeds University, commencing on September 12th. 
Certificates of attendance for four sessions at courses in mathe- 
matics, mechanics and machine drawing, or evidence of 
similar work elsewhere, are required. In the absence ot such 
evidence there 1з an entrance examination, but students of 
22 years of age and over may be admitted without examina- 
tion at the discretion of the head of the department. 


Heat-resisting Glass.—' The Montreal convention of the 
Society for Chemical Research, which was opened on August 
29th by Sir William Pope, is being attended by noted chemists 
of Great Britain, Canada, and the United States. Among the 
scientific papers to be presented is one dealing with a new 
glass, which, the inventor claims, admits unlimited ught while 
eliminating all heat rays.—Daily Express. 


Seeing Through Criminals.—The Daily Mail recently те- 
corded the strange case of a woman who, by means of X-rays, 
was discovered to have swallowed two stolen rings. This 
journal also recalls another instance in which the interior of a 
criminal was examined by the agency of the ravs; in this case 
it was a Berlin burglar who had swallowed a bunch of skeleton 
keys. Radiology is likely to become an unpopular science to 
members of this industry. 


Turbine Locomotives.—The Dagens Nyheter learns that 
the Ljungstrom Steam Turbine Co. has built a new type of 
locomotive from a Swedish invention which is now being tested 
by the State Railways. The chief innovation in the new loco- 
motive is that reciprocating machinery has been replaced by 
a steam turbine. The locomotive is also equipped with a con- 
denser and other appliances for economising fuel. Another 
turbine locomotive is being tested in Switzerland.—Reuter’s 
Trade Service (Stockholm). It wil be remembered that 
rumour has it that a similar type of locomotive has also been 
built in this country. 


Institution Notes.—ASSOCIATION OF MINING ELECTRICAL Ex- 
GINEERS.—On August 24th the members of the Midland 
Branch of the Association paid a visit to the works of the 
General Electric Co., Ltd., at Witton. After inspecting the 
various departments, where the manufacture of motors and 
generators was in progress, the visitors were entertained to 
luncheon at the Imperial Hotel, Birmingham, by Mr. T. Evan 
Davies, general manager of the works. 

INSTITUTION OF MINING ENGINEERS.—The offices of the In- 
stitution have been removed from 39, Victoria Street, West. 
minster, to Cleveland House, 225, City Road, London, E. C. I. 
Tel. No.: Clerkenwell 3670; tel. add.: Instimini, London. 


Use of Electricity in Scottish Coking Seams.—The referee 
appointed to arbitrate in the case mentioned in our issue of 
July 22nd last, p. 193 (Mr. John Gemmell), states with regard 
to the use of electrical plant at Auchengeich Colliery, Arthurlie, 
that if used in the coking coal seam at or within 50 yards of 
the face for any purpose (other than that of shot-firing or 
obtaining light by means of electric safety Jamps) it would on 
account of the risk of explosion of gus be dangerous to life. 


Bolshevist Dreains.— Our dreams are of establishing the 
most modern system of electrification Tor our entire industry 
and agriculture, if possible with the United States’ assistance, 
M. Chicherin, Soviet Russia's Foreign Minister, is reporte 
to have remarked recently in an interview with а United 
Press of America reporter. 

We intend to establish powerful electrical centres all 
over Russia, utilising the natural power available locally 
coal in the Don region and certain parts of Siberia, naphtha in 
the southern districts, and water power wherever possible. 
We are prepared to give concessionaires every possible guar- 
antee of protection.“ 
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Electric Wiring at the Royal Albert Docks. — Another 
example of the increasing use of c. t.s. cables is provided by the 
new Royal Albert Dock, which was recently opened by Н.М. 
the King. This magnificent dock, constructed by the Port of 
London Authority, is equipped with the most up-to-date 
travelling electrical cranes, and for the trailing cables c.t.s. is 
used exclusively. The same type of cable is also used wherever 
cables have to cross the water, as in feeding island jetties. 
The latter each carry four 3-ton travelling cranes. ^ Each 
crane has а range of travel of 150 ft., and the cable is led 
over a series of pulleys, as shown in the accompanying illustra- 
tion. C.t.s. cable is, of course, а type which lends itself, 
particularly to such conditions as these. On the dock side 
there are a number of 25-ton cranes which are similarly fed 
by c.t.s. cables. The examples of wiring at these new docks 
demonstrate the manner in which the c.t.s. cables are run, 


C.T.S. CRANE CABLE. 


in striking contrast to the extremely careful and elaborate 
manner in which it was found necessary to install the type 
of cable previously used. It should be mentioned that c.t.s. 
wire is run through the water without any external protection, 
and also underneath the floor of the jetty, feeding the various 
шон boxes to which the c.t.s. trailing cables аге 
a ; 


Electric Plonghs in Russia.—At the Briansk works a new 
electrical plough has been prepared which on trial has yielded 
very satisfactory results. The plough has 16 shares—eight on 
each side. It will do a lot of 011 and will plough as deep 
as 14 in. The capacity of the implement is considerable, and 
it does not refuse virgin land or land that has not been 
ploughed for a long time. Twenty are being made at the 
Briansk works. It is the first such plough made in Russia, 
and it is hoped that it will be one of the chief features in the 
electrification of the country's agriculture. 


Labour Control of Italian Industries.—The text of the 
much-talked-of Bill for the labour control of factories that 
was introduced in the Italian Chamber by Sr. Giolitti last 
month is now available, but in view of the resignation of his 
Cabinet, it remains to be seen what the fate of the Bill will 
be. The lengthy preamble explains the reasons for the intro- 
duction of the Bill, and states that the divergencies of the 
opinions of the General Confederations of Industry and Labour 
Were too great to admit of agreement; therefore, each sub 
mitted a scheme to the Government which was thereby guided 
In drafting the Bill. 

Concerning the substance of the Bill, provision is made for 
the control of ten industries, including the electrical, engi- 
Deering, iron, steel, and chemical industries, by the work- 
men and the reasons for so doing are set out. State and 
municipal industries, those established for а period of less 
than four years, and factories employing less than 60 hands, 
are to be exempt from control. A Committee of Control will 
he elected every three years by the workers in each industry, 
ànd of its nine members six will be chosen by the workmen, 
and three by the technical, clerical, and managerial staffs. 

Two or more workmen, who will also be elected every 


three years, will be appointed by the Committee as stewards 
to each factory to exercise control, but their functions will be 
determined by regulations which are to be issued. They will 
be empowered to furnish the Committee with information 
relating to the costs of raw materials and production, 
administrative and production methods—but not trade secrets— 
wages, profits, and the constitution of capital. Two employers’ 
representatives and one of the Supreme Labour Council will 
have the right to attend and speak at the meetings of the 
Control Committee, they will have no vote, but will have power 
to demand entry of their remarks in the minutes, and to 
prohibit the publication in the reports, or even entries in the 
minutes, of information calculated to prejudice the interests 
of the industries. 

A Board of nine employers’ representatives is to be elected 
every three years under special regulations to negotiate with 
the Control Committee for the purpose of compelling indi- 
vidual manufacturers to carry out the provisions of the Act. 
The Control Committee will be entitled to attend and speak— 
but not vote—at the meetings of the Board, and at least 
once a year the employés’ representatives and the Control 
Committees are to meet to consider improved methods of 
working the industry, means of increasing production, and 
to settle any disputes. n 

Special regulations to govern the hire and dismissal of 
workmen are to be framed, and employment bureaux, com- 
posed of repesentatives of the Control Committee and the 
employers, are to be established to register and engage persons 
seeking work. The dismissal of emplovés is to be governed 
by rules, and in the event of staff reduction, before any hands 
are dismissed, the hours of work are to be reduced to a 
minimum of 36 per week, with a proportionate reduction of 
wages, after which preference in the retention of hands is 
to be given to the oldest workmen, and those having large 
families. | 

If circumstances so require, more than one Control Сош- 
mittee can be appointed for one industry; the ехоепвев of 
such committees are to be borne in equal shares by the men 
and employers; all disputes must be settled by arbitration: 
and, finally, penalties may be imposed for breaches of the 
Act, and of the regulations relating thereto. 


New Bearing Material.—4 new bearing material called 
Genelite, recently developed in the research laboratory of the 
General] Electric Co. (U.S.A.), has given remarkable results 
in a series of tests made to determine its performance, both 
when lubricated and self-lubricating. 

It consists of а mechanical mixture of a high-grade '' synthe- 
tio bronze, and graphite, the latter amounting to about 40 
per cent. by volume of the whole mass. Since the material 
cannot be melted and poured into moulds like ordinary metals, 
its formation into bearings is accomplished by а special pro- 
cess. It is made from the oxides of tin, lead, and copper 
(mixed in the proportions to form a high-grade bronze) plus 
graphite, all the ingredients being in a finely divided state. 
Graphite is added in sufficient excess quantity to reduce the 
oxides to the metals and still leave the required content in the 
finished material. The oxides are partly reduced by heating 
the mixture, after which it is still in powdered form, but is 
then pressed as nearly as possible to the required shape in 
massive metal moulds. 

In the pressed form it is still too brittle to stand handling, 
80 it is given а final heat-treatment which reduces and sinters 
the metals together into a homogeneous bronze, holding the 
graphite uniformly distributed throughout the mass. The 
baking fixes the graphite so securely within the mass that it 
cannot be separated or washed out. even if the metal is 
lubricated. The material bas the general appearance and body 
of branze, but the characteristics are different. It does not 
machine readily by ordinary methods, but can easily be ground, 
which has been found to be the best method of handling it 
in production. Neither has it the physical characteristics of 
bronze, having very low tensile strength, but being able to 
withstand high compressive strains. 

Another marked difference is its porosity, it being able to 
absorb as much as 24 per cent. by weight of oil. This feature 
is made use of in some of the high-speed applications where 
oil is applied to the outside of the bushing and carried to the 
bearing surface by capillary attraction. 

A bearing made from this material never seizes or '' freezea "' 
as these expressions are commonly understood. The metal of 
the shaft and bearing never flow and weld together as a result 
of bearing friction. If the Genelite bearing sticks, owing to 
having been fitted too close, examination will show that no 
damage has been done, either to the bearing or the shaft, 
and they can be reassembled after the bearing has been ground 
down to proper size. 

Genelite is useful where lubrication is either poor or neg- 
lected altogether owing to the inaccessibility of the bearing.— 
Chem. and Met. Engineering. 


Church Telephones.—The deaf of the province having 
formed themselves into a mutual aid association, which has 
submitted a request to the ecclesiastical authorities for more 
religious facilities, special churches for the deaf are to be built 
in the Province of Hanover. They will be provided with a 
telephone transmitter, into which the preacher directs his voice, 
together with from 50 to 100 receivers to be worn on the wor. 
shippers’ heads. 
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. Service v. Trouble.—Following a prize-winning suggestion 
in an employés’ suggestion contest, the Oklahoma Gas & Elec- 
tne Co., Oklahoma City, has issued orders that the former 
trouble department shall henceforth be known as the'' ser- 
vice department.” The line of reasoning followed by the com- 
pany js that this department is the one charged with the duty 
of seeing that customers receive service at all times, and that 
in a great majority of cases the interruption is not due to 
trouble on the lines of the company. It is believed that the 
change of name will materially assist the company in its 
attempt to convince customers that the commodity furnished 
is primarily service and secondarily electricity. Ihe policy of 
the company has been that the degree of satisfaction derived 
by individual customers is influenced by continuity and quality 
of service rather than by the mere use of the commercial pro- 
duct supplied. In selecting an employé to take charge of this 
work consideration was given to the personal qualities of 
diplomacy and energy, while thorough information concerning 
the functions of the various departinents of the company was 
another decisive factor.— Electrical World. 


Electric Vehicles in the U.S.A.—Notwithstanding the tre- 
mendous output of cheap petrol-driven passenger cars and 
trucks, which are sold at prices much below those charged for 
electrically-driven vehicles, the advantages for certain purposes 
of the electric car and the electric lorry are gradually being 
realised by an increasing number of firms апа individuals. 
Electric passenger cars are slowly making headway in the 
arger American cities ainong doctors, travellers, and others 
who are largely occupied in making frequent calls within a 
restricted area; they are also used as auxiliary cars by wealthy 
people who find them easy to drive and, therefore, very con- 
venient іп emergencies. Many manufacturers and department 
stores are using small electric trucks in increasing numbers; 
most of these firms formerly used gasolene-propelled vehicles 
exclusively, and it was only after proving the superiority of 
electrically-driven trucks for short hauls that the change was 
made. 

No official figures are published showing the number of elec- 
tric vehicles in use in the United States, but there were 3,142 
in operation in New York City in March, 1921, as compared 
with 2.495 in 1913. The increase may not appear to be large, 
but allowance should be made for the extremely keen coin- 
petition provided by the innumerable types of cheap petrol- 
driven vehicles now on the American market. A Wholesale 
baker, who has several branches in New York, Buffalo, and 
other Eastern cities, owns more than a thousand small electric 
trucks, while several department stores in New York City each 
have 100 or more in operation. The New York Post Office re- 
cently authorised the expenditure of 50,000 dollars for the pur- 
pose of testing electric trucks in the transportation of mail 
matter. Comparisons will then be made with the records of 
petrol trucks used on the same routes and carrying similar 
loads. 

Detroit is said to possess the best electric taxi-cab service in 
the United States, and quite a number of these public vehicles 
are in operation in other western cities, but they have not yet 
appeared on the streets of New York. An exhibit of elec- 
trically-operated trucks will be a feature of the New York 
Electrical Show, which 3s to be held in the Grand Central 
Palace from September 28th to October 7th.—Reuter’s Trade 
Service (New York). 


Rearing Chickens Electrically.—Labour-saving devices on 
the farm are among the most important contributions which 
electricity has made towards rural progress. At least 10,000 
farms, says the New York Sun, will be supplied with electric 
ligbt and power when the plant now being constructed by 
the Ontario Government is completed, and in this connection 
the following account which the Journal of Electricity gives 
of the practical elimination of all human labour, and the 
efficient accomplishment of a task that formerly could only be 
undertaken on a much smaller scale, and with infinite 
trouble, is therefore of interest. The chicken-brooding plant 
owned by Mr. J. W. Dobbins of Sebastopol, California, 18 
said to be one of the largest and most modern in the world, 
and is so conveniently arranged that the services of only one 
man are required to raise and handle thousands of chickens. 
The electrical features of these modern chicken brooders 
have contributed so much to their success that a new field 
has been opened up for further practical application of elec- 
trical appliances. The large number of Mazda lamps together 
with the heaters and motors make up a combined load which 
is well worth while, and extends over a period of approxi- 
mately nine months, beginning in the latter part of September 
and extending into June. 

At the present time Mr. Dobbins has four brooder houses. 
One takes care of 4,000 chickens. The other three houses 
are each capable of handling 1.500 chickens. 

The usual principle of brooders is to set the heater at 
a central point and place the chickens about it, or to set it in 
a long line brooder and have the chickens run in or out on 
one side. These methods, according to Mr. Dobbins, are 
unscientific in that they do not radiate the heat so as to cover 
all the chickens at one time with an even and uniform temper- 
ature. The new principle which he has worked out reverses 
this old method, and it completely surrounds the chickens 
with the heat. 

All the brooders are constructed in a rectangular form, with 
a well hole in the centre, which is surrounded with a double 


coil of hot water circulating pipes placed under a board cover. 
ing all around it. Around the outside of the brooder is а 
fringed billiard cloth. The well has a cover which can be 
raised or lowered, and a ventilator in the apex controlled by 
w thermostat. When the chicks are put in at the start they 
are kept in the well space during the entire first day. [ш 
next day they are allowed a three-foot space all round the 
brooder, which is enlarged day by day as they grow older. 
The feeding during the first two days is done in the well. 
Each brooder has an independent hot water circulating system 
heated by the latest 2-kW electrical heaters which have been 
developed by the Edison Electric Appliance Co. They are 
all equipped with thermostats which maintain a remarkable 
evenness of temperature in the brooders. 

Putting the chicks to bed at night has always been a prob- 
lem, but this dithculty has been overcome in a very novel and 
simple manner. Lights have been placed around the inside of 
each brooder well. When the time comes to put the chicks to 
bed, the attendant simply turns off all the lights except those in 
the brooder. Since chicks do not like to be running around in 
the dark they inmnediately flock into the brooder where the 
licht is, and in a few minutes the lights can be turned out and 
all the chickens will be in the brooder. Each of the buildings 
is thoroughly lighted so that the houses can be brilliantly 
illuminated in the morning and late afternoon in order that 
the chicks can be kept busy 15 hours а day. There аге 115 
40-watt lights in the four buildings. 

The drinking water is supplied by new principle fountains. 
They are designed to furnish fresh running water constantly, 
and at the same time are automatically self-cleaning. Each 
fountain is equipped with electric lights for night use. The 
lights illuminate the rippling surface of the water and the 
ehicks will drink where otherwise they would not. Other con- 
veniences, such as blinds for the windows, automatic feeders. 
and so forth, are all worked out so that the routine involves 
a minimum amount of time and labour. 

The water supply is taken care of by а 5-h.p. motor con- 
trolled by a float switch. This automatically furnishes an 
abundance of water at all times. Another motor is used for 
the feed cutter. Vacuum cleaners are used to pick up all 
straw, dust and dry droppings. Each house is supplied with 
а stationary motor-driven spraving pump and whitewashing 
apparatus equipped with a sufficient length of hose to reach 
every crevice both inside and outside the building. 

The electric control of the whole plant is most thorough 
and complete. АП human agencies are eliminated wherever 
possible. An electric bell svstem is so arranged that an alarm 
18 sounded if the heat or lighting fails at any time. 

Offhand, one might think that this would be a very expen- 
sive system to operate, but such is not the case. Апу other 
svstem would require more help in addition to the maintenance 
of some other class of heating and lighting. The plant has 
shown a remarkable record for pereentage of chickens raised. 
It has been so satisfactory that the owner is planning another 
larger and more elaborate building. The electrical equipment 
and the circulating water system were furnished and installed 


hy the J. L. Bone To. 


Carbon Monoxide in Gas.—The Departmental Committee 
appointed by the Board of Trade in January to inquire into 
the question whether it is necessary or desirable to prescribe 
any limitations of the proportion of carbon monoxide which 
may be supplied in gas used for domestic purposes has issued 
its report, which states that on the balance of advantage to the 
public, it is not necessary or desirable to prescribe any limita- 
tions of the proportion of carbon monoxide which may be sup 
plied in gas used for domestic purposes. The Committee sug- 
gests that it should be made an offence to supply any gas for 
domestic purposes which does not possess the distinctive 
pungent smell of coal gas.—The Times. 


Super- power Survey in the U.S.A.—The committee which 
has been organised to study the need or desirability of working 
toward a super-power transmission system in the north-west 
States has commenced operations, and data are to be compiled. 
It is not expected that steps towards actual construction will 
be taken for several years as the immediate needs of the 
territory are being satisfactorily taken care of by the existing 
organisations апа transmission systems. Until the industrial 
expansion exceeds the capacities of the present systems 8n 
the available minor power sites are all developed there appears 
unlikely to be any economic pressure which will force the 
development of the major power sites at which energy can 
feasibly be developed only in large blocks. In this territory 
the primary basis for the development of a super-power trans 
mission system 1s not the saving of fuel, but the expansion 
of industry and agriculture through the use of the large hydro- 
7 resources as yet virtually untouched.—Electrica 

orld. 


Colonial Research.—The Committee on Research in the 
Colonies, which was appointed by Lord Milner in November. 
1920, reports that for the recruiting of scientific departments 
in the Colonies the Universities and allied institutions in this 
country can most usefully assist by encouraging post-graduate 
study and by providing facilities in their laboratories for the 
training of students in the principles and methods of inde- 
pendent research. For the adequate development of this post 
graduate study all witnesses were of the opinion that the 10; 


crease of research fellowships or studentships woul 
prime importance, 
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Dransfield’s Special Voltmeter.—With reference to the 
note in our August 19th issue on the subject of Testing for 
Phase Sequence," the following brief description of a device 
(Patent No. 5,676/15), which was patented by Mr. Н. S. 
Dransfield some years ago, might be of interest. : 

This instrument is designed for use on three-phase circuits, 
more particularly where potential transformers are used for 
the purpose of energising meters, instruments, relays, &c. In 
appearance 16 18 exactly similar to an ordinary voltmeter, has 
the usual type of scale, and has three terminals marked A, B, C; 
it may be either of the moving-iron, induction or dynamometer 
pattern. It is provided internally with two magnetising coils, 
which act on the moving element, one coll being in series with 
an inductive resistance and the other with a non-inductive 
resistance. It is of simple construction and of the same relia- 
bility as an ordinary voltmeter, and only requires the same 
amount of current for its working. The accompanying dia- 
gram shows the connections as viewed from the front. In 
practice it is connected across the three secondary phases of 
the potential transformer, and it then performs the following 
functions :— 

1. It indicates the voltage of the three phase circuits. 2. 
It indicates when a break occurs in the potential transformer, 
or its connections, and/or the falling of any of the fuses, 
whether it be a high or low pressure one. 3. It indicates 
which fuse has blown, or the particular phase in which the 
break may have occurred. 4. It indicates the direction of 
phase-rotation in the potential transformer secondary. 

The indications are observed by means of special points 
marked (in colour) on the scale А, B, С and a, b, c. For ex- 
ample, in the event of a fuse failing on the binh- pressure 
primary limb 4 of the potential transformer, the pointer of the 
instrument immediately falls from its normal reading to point 
A on the scale. i.e., approximately 70 per cent. of the normal 
reading. Similarly, in the case of a fuse a on the secondary 
side of the potential transformer, the pointer would fall to 
point a on the scale, i.e., approximately 50 per cent. of the 
normal reading; similarly, for faults on other phases the 
pointer will fall to other points, of great diversity, on the scale. 
In the event of the phases being in incorrect order, the instru- 
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ment will only read approximately 57 per cent. of the normal; 
this enables one to see at a glance if, for instance, in the case 
where two single-phase transformers are used in open 
delta," they are incorrectly *‘ paired," or if there should 
happen to be any cross connections in a three-phase potential 
transformer, or even if the high-pressure mains themselves 
have been incorrectly '' phased out.” 

‚ Undoubtedly these indications are most important where 
integrating watthour meters are used, as in the event of any 
of the above mentioned faults developing, the said meters 
would immediately become inaccurate, to a degree depending 
on во many factors (such as conditions of load, power-factor, 
&c.) that approximation and adjustment are difficult. This 
instrument in such a case gives a clear signal to an observer 
immediately on the fault taking place, thus enabling it to be 
rectified with the minimum of delay. It bas also been found 
оп several occasions that a prompt discovery of a faulty poten- 
tial transformer winding has saved a complete burn-out ” 
and eventual '' short."' 

_ It is, therefore, claimed that at a very slight extra cost. the 
Instrument acts as а constant detector of faults that sooner or 
later are bound to occur, in addition to its duties as an 
ordinary voltmeter, which is an indispensable part of the 
equipment of switchboards and control gear of all descriptions; 
this has been fully borne out in practice, many of the instru- 
ments having given satisfactory service during the last six 
years. 


Shop Photo- prints. Why use the blueprint? Per- 
haps the experience of the writer, not on a large scale but 
оп а scale big enough to give an idea of possibilities, would 
interest. The outfit includes a 4-plate camera and a simple 
enlarging apparatus adapted to use the camera as a projector. 

e plates cost a few pence a time; cheap bromide papers 
12 in. by 8 in.—4d. or so. Adding cost of chemicals, each 
12 in. by 8 in. print will be worth when finished about 6d. 
You cannot reckon the plate, for that will last till the job 
expires, maybe years hence, and dozens of prints have been 
made therefrom. With accurate focusing the i-plate will 
enlarge to more than 12 in. by 8 in. if bigger prints are needed 
and give good enough results. 

What do you save? Tracing, for the drawing need only 
Ь Well pencilled in. Re-tracing, for the drawing need not 

е disturbed till you break the plate, provided you do not get 
5 boy on the job; that is a matter of organisation 


What do you get? Clear prints free from spiders’ webs 
hiding important figures perhaps, or making 3s into 5s and 
scrapping work. Black lines on white, easier to read and less 
trying to the vision than white on a dirty brown or blue. 

Consistent results can be obtained after a little experimenta- 
tion, for all processes can be regulated by time and tempera- 
ture methods. The aim should be to get the biggest possible 
contrast at all steps.—F. W. Saaw, in the American Machinist. 


An Electric Vitreous Enamel Furnace.—A two-compart- 
ment electric furnuce for baking vitreous enamel on resistance 
tubes has recently been installed at the Schenectady works 
of the General Electric Co. 

The furnace is divided by a door which can be raised or 
lowered when a batch of tubes is to be transferred from one 
compartment to the other. These tubes consist of a grooved 
porcelain body, wound with resistance wire; the enamel is 
placed over this winding. The front compartment of the fur- 
nace is used as a pre-heater, where the tubes are held at a 
temperature of 570 deg. F. for six minutes, This 1s necessary. 
because if the body of the tube is subjected to too high an 
initial temperature, it will crack. The connected load on this 
compartment is 9 kW and the temperature is automatically 
controled by means of a thermostat. When preheating is 
accomplished, the work is moved into the second or baking 
compartment by raising the door between the two compart- 
ments. In this compartment it is subjected to a temperature 
of 1,650 deg. F. for six minutes, emerging from it in a finished 
state. The connected loud in the compartment is 24 kW, and 
the temperature is also automatically controled by means of 
a thermostat. 

This furnace has not only saved time and floor space, but 
has improved the quality of the finished product ana has 
reduced the percentage of defective tubes from 20 per cent. 
to less than 1 per cent. 

Some interesting comparisons have been obtained with this 
furnace and an oil-fired furnace which it replaced. Workin 
on two different classes of material—viz., push buttons an 
resistance tubes—it was found that the kWh per lb. of push 
buttons was 1.87, and the cost per lb was $0.023. For resist- 
ance tubes. the kWh per lb. was 0.541, and the cost per lb 
$0.006. The cost per hour of operating the oil furnace was 
72 cents, since it consumed 6 gallons of oil costing 19 cents 
per gallon. The cost over the same period with electric heat 
was 41 cents, or a saving of 31 cents per hour in favour of the 
electric. It is estimated that production has also been in- 
creased approximately 50 per cent.—Chem. and Met. Engineer- 
ing. 


Service Notes.—Commander H. E. H. Spencer-Cooper, 
M.V.O., has been appointed to the light cruiser Raleigh, tlag- 
ship of the North America and West Indies Station, for wire- 
less duties, оп the Commander-in-Chief (Vice-Admiral Sir 
Willam Pagenham, K.C.B.) hoisting his flag. А commis- 
sioned or warrant electrician for service with the Australian 
Navy 1s required for a period of two years. The electrician so 
chosen will be in all respects in the same position as if serving 
in the Royal Navy, in which he will take his turn of promo- 
tion. Lieut. J. Е. Parnall, from the Tyne Electrical Engineers, 
has been posted in the same rank to the Regimental list of 
the Territorial Reserve. | 


The Minister of Transport.—Sir Eric Geddes has left 
London for Scotland, and the consequent rearrangement of 
duties will, it is expected, lead soon to the appointment of Mr. 
Arthur Neal as Minister of Transport in succession to Sir Eric. 
Mr. Neal, who is nominally Parliamentary Secretary to the 
Ministry, is already virtually the Minister їп charge. In time 
the Ministry is destined. by the Government to become a 
department of the Board of 'Trade, but for the present its status 
as a Ministry 1s determined by Act of Parliament. 


Radium іп Czecho-Slovakia.—In order to increase the 
annnal output of radium in the country, which at present is 
only one gramme, the Czecho-Slovak Government has granted 
twelve million crowns for the technical improvement and en- 
largement of the mines. The annual output is expected as a 
result of these developments to reach four grammes, of which 
1.2 grammes will be used for educational purposes and 0.8 
gramme for medicinal purposes in Czecho-Slovakia itself. The 
remainder will be lent to foreign countries.—Reuter's Trade 
Service (Prague). 


Defence of Straphanging.’’—It is considered, states the 
Morning Post, that straphanging is a necessary evil in the pre- 
sent conditions of London traftic. It had been imagined that 
the time was approaching when there would be sufficient roll- 
ing stock to carry all passengers with comfort, but the autho- 
rities catering for this public need cannot fulfil this expecta- 
tion, and are urging the necessity for permitting “ strap- 
hanging as a permanent feature of travel in London. The 
views of the traftic authorities were voiced by Messrs. Н. E. 
Blain, A. L. C. Fell, and А. V. Mason on August 3lst, when 
the Assistant Commissioner of Police received them at Scotland 
Yard. It was pointed out that congestion in some of the prin- 
cipal City streets would be still further increased by the aboli- 
tion of straphanging," and the public seriously inconveni- 
enced. The Assistant Commissioner of Police promised that 
careful consideration would be given their representations. 
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OUR PERSONAL COLUMN. 


Tha Editors invite electrical engineers, whether connected with tha 
technical or the commercial side of the profession. and industry, 
also electric tramway and railway officials, to keep readers оў the 
ELEOTRICAL REVIEW posted as to their movements. 


The marriage took place at Chapel Street Wesleyan Church, 
Luton, on August 22nd, of Mr. J. E. Burrows, technical 
representative of Gent & Co., Ltd., electrical engineers, of 
leicester and London, and Miss Ida Maud Bennett, only 
daughter of Mrs. Bennett, of Napier Road, Luton. 

Messrs. John Sterling & Co., of 66, Victoria Street, 
state that they are no longer acting as consulting engineers 
for the Bourne End & District Electricity Corporation. 

Obituary.—We regret to ‘earn of the death of Mr. 
Peter Cooper Hewitt, which occurred at Neuil on August 
25th. Mr. Hewitt was the son of A. S. Hewitt, a former 
‘mayor of New York, and a member of Congress; his mother 
was the daughter of Peter Cooper, a well-known American 
philanthropist. Peter Cooper Hewitt was cducated at the 
Stevens Institute of Technology, Hoboken, and at Columbia 
University, and having inherited a large fortune from his 
parents, he devoted his life to scientific research in several 
directions, achieving an international reputation. 

Although he was perhaps best known in Europe in connec- 
tion with the development and application of mercury 
vapour apparatus—the Cooper Hewitt lamp and the arc 
rectifier for the conversion of alternating to direct current— 
for the manufacture and sale of which he founded, in col- 
laboration with Mr. George Westinghouse, the Cooper Hewitt 
Electric Company of New York and the Hewittic Electric 
Company of London, yet he was & contributor to scientific 
discovery in a diversity of fields from wireless telegraphy and 
telephony, to a special process for the electrical welding of 
steel. In 1903 the degree of Honorary Doctor of Science was 
conferred on him by Columbia University. He was at the head 
of mining, railway, and philanthropic societies, and associated 
with many organisations for the encouragement of Art. He 
was onlv 60 vears of age at the time of his death. 

MR. J. Swirr.—The death bas occurred at Helsby of Mr. 
Joseph Swift, one of the oldest employés of the British In- 
sulated & Helsby Cables, Ltd., by whom he had been em- 
ploved fcr 33 years, occupying the position of chief of the 
stores department. 

Will.—The late Sir James PEN DER. chairman of the Aron 
Electricity Meter Co., Ltd., and of the Direct United States 
Cable Co., Ltd., and a director of the Electric Construction 
Co., the Globe Telegraph & Trust Co., and the Tele. 
graph Construction & Maintenance Co., left £44,555. 


NEW COMPANY REGISTERED. 


Jones & Pordes, Ltd. (176,414).—Private company. Re- 
gistered August 22nd. Capital, £1.000 in £1 shares. To adopt an agreement 
with A. E. Jones and M. Pordes, and to carry on the business of manufacturers 
of electrical batteries, accumulators, dry cells for bells and batteries, electric 
pocket lamp cases, lighters, and electric novelties of all kinds, motor and 
cycle accessories, metal press work, nickel platers and gilders, &c. The 
permanent directors are: A. E. Jones, Vavistock Residential Club, 38, Tavis- 
tock Square, W. C.; M. Pordes, 6, Stanley Road, Broadstairs. Qualification: 
£5. Secretary: M. Pordes. Registered office: 8, Crawford Passage, Farring- 


dun Road, Е.С, 1. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Johnson & Phillips. Ltd.—L.and registry charge on certain 
lands and premises in Charlton, dated July 20th (supplemental to trust deed 
dated July Ist, 1921, securing £350,000 first mortgage debenture stock). Trus- 
tees; Law Debenture Corporation, Ltd., and London General Investment 
Trust, Ltd. 

McWhittaker, Ltd.—Debentures dated August 5th, 1921, 
to secure £400 charged on the company's undertaking and property, present 
and future, including uncalled capital. Holder: A. McWhittaker, 48, Qucens- 
borough Terrace, Bayswater, W. 

Morrell Export Co., Ltd.—Debenture dated August 17th, 
1921, to secure £4,000, charged on the company's undertaking and property, 
present and future, including uncalled capital. Holder: A. Green, M.P., The 
Knoll, Old Normanton, Derby. 

Ely Gas & Electricity Co., Ltd.—Satisfaction to the ex- 
tent of £500 on June 18th, 1921, of debentures dated October Ist, 1908, securing 
£3,400. 

Malleable Fittings, Ltd.—Debenture dated July 28th, 1921, 
to secure £400, charged on the company’s undertaking and property, present 
and future, including uncalled capital. Holder: J. T. Forrester, 65, Stanley 
Road, Hounslow. ў 

British Illuminated Sign Со., Ltd.—Issue on August 17th, 
1921, of £1,000 debentures, part of a series already registered, 

Sloan Electrical Co., Ltd. (61,528).—Return dated August 
17th. 1921. Capital. £60,000 in £l shares (10,000 preference and 50.000. ordi- 
narv); 5,000 preference and 460,000 ordinary shares taken up; £38,500 paid; 
£6,500 considered as paid. Mortgages and charges: Nil, i 

South American Light & Power Co., Ltd: (74,446).—Re- 
turn dated August Bth, 1921. Capital, £200,000 in £l shares; 180,000 shares 
E S £190,007 paid; £49,993 considered as paid. Mortgages and charges: 

United Electric Tramways of Montevideo, Ltd. (80.456). 
Return dated June 30th, 1921. Capital, £1,000,000 in £5 shares (100.000 
preference and 100,000 ordinary); all shares taken un: £295,105 paid; £704,895 
considered as paid. Mortgages and charges: £930,275, 1 


Brush Electrical Engineering Co., Ltd. (29,533 
. А 97 . — 
dated May 23rd, 1921. Capital, £600,000 in £1 1 1059) Return 
up; £296,841 155. paid; £161,175 considered as paid; £546 2s. remai "a 
arrears. Mortgages and charges: £325,581 18s. um 

W. Н. A. Robertson & Co., Ltd. (95,906). — Return dated 
June 6th, 121. Capital, £36,000 in £10 shares (600 ordinary and 3,009 pin 
„„ PD and 2,177 preference shares taken up; £25 б) 19 
(being £o per share on 4390 preference and £10 on 1,747 {сгепсе und ¢ 
ordinary). Mortgages and charges; Nil. Š | кен ый 

British Electric Transformer Co., Ltd. (76,351c).—Return 
dated May 13th, 1921. Capital, £1,000,000 in £1 shares (300.000 prelerenu 
4nd 700,000 ordinary); 300,000 preference and 325,000 ordinary shares taken Us 
£539,821 paid; £89,179 considered as paid. Mortgages and charges: Nil. P 

Ilfracombe Electric Light & Power Co., Ltd. (71,378),— 
Return dated June 27th, 1921. Capital, £15,000 in £5 shares; 77 shares taken 
up; £385 paid. Mortgages and charges: Nil. 

United River Plate Telephone Co., Ltd. (23,654).—Return 
dated June 28th, 1921. Capital, £2,500.000 in £5 shares (324,000 ordinary 
30,000 preference, and 136,000 unissued); 324,000 ordinary and 40,000 preter. 
ence shares taken up; £1,740,000 paid; £80,000 considered as paid. Mortgages 
und charges: £300,000. i 

British Mica Co., Ltd.—Mortgage dated July 30th, 1921, 
to secure £650, charged on 15, Cardingtun Road, Bedford. Holder: J. H. 
Howard, Clapham Park, Beds. 

S. Gillatt & Co., Ltd.—Debenture dated July 17th, 1921, to 
secure £4,000, charged on company's undertaking and property, including 
uncalled capital. Holders: Albert Lee & Co., Ltd., 8 and 9, New Zealand 
Avenue, E.C. 

Edison Swan Electric Co., Ltd.—Mortgage On certain 
lands and buildings in Ponders End and Winchmore Hill, dated August 24th, 
1921, to sccure all moneys due or to become due from company to Coutts & Co. 

D. and J. Hill, Ltd.—Debenture dated July 25th, 1921, to 
secure £1,000, charged on the company's property, present and future, in. 
cluding uncalled capital. Holders: Smart Ad. Service Agency, Ltd., 3, Ave 
Maria Lane, E.C. 

Rose Bros. Electrical Co., Ltd.—Particulars of 23,00 
debentures authorised August Sth, 1921, whole amount issued; charged on the 
company's undertaking and property, present and future, including uncalled 


capital. 
CITY NOTES. 
Marconi's Senatore G. Marconi presided at the an. 
Wireless nual general meeting at the Connaught 
Telegraph Rooms, London, on August 24th. In deal- 
Co.. Ltd ing with the balance sheet, he said that 
: the general reserve account figured at 


£4,001,368, which represented a very considerable increase in 
consequence of the premiums from shares having been trans 
ferred to that account. Having regard to the very large 
amount which now stood to tlie credit of this reserve account, 
they had not thought it necessary to make any provision for 
the big sum which they had invested in Russia, amounting to 
£375,000, but which they hoped they would not lose, nor in 
respect of the considerable advances which they had made 
to several of their associated companies during a time of great 
stress. They had every reason to hope that all these moneys 
would be not only recovered but productive of profitable 
results so soon as they might see the much hoped-for improve- 
ment in the trade of the world. Sundry debtors, debit balances 
and expenditure on foreign developments was some 504.29! 
more than it was in the preceding year, due to a number o! 
matters which were under way, and from which result: 
should be obtained in the future. Stock also showed an 
increase, amounting to some £166,000 in round figures, repre- 
senting largely material which bad not been invoiced at the 
end of the year. Approximately 451.000 had been added to 
freehold and leasehold property at home and abroad, and 
about £94,000 was expended during the year on long-distance 
stations and plant. Shares in associated companies and patente 
stood in the accounts as shown at their cost price. They 
were represented by £2,941,517, an increase of approximately 
£1,015,000 during the vear. The shares were ot a par value 
of 43.488.847, from which they hoped to see a steadily increas- 
ing revenue. Turning to the profit and loss account (whic 
showed an actual balance for the year of £297,682), he said 
the balance of contracts and sales, traffic and trading accounts 
which represented the gross profit, was only 503.314, as 
compared with £946,997 in the preceding year, which in part 
accounted for the reduced profit, which was due to many 
circumstances. During 1920 еу experienced а very serious 
depreciation in most foreign currencies, which had the effect 
very naturally of impeding the commerce of the world. The 
buying power of all Governments was greatly reduced, an 
nothing but what was immediately essential was contracted 
for. In the second place, the business which they did car 
through in many countries showed substantially reduced 
profits in consequence of the fall in value of currencies, whi 
were practically at their worst on December 31st last, when 
they closed their accounts for the year, but a substantial 
improvement had now taken place, and in the course of time 
they looked forward to further appreciation. There were a^? 
other disadvantages which their business had been under а> 
a direct. consequence of the war. It was for these reasons 
and others that the directors had resolved that it was bes 
in the interests of the shareholders onlv to recommend a fina 
dividend of 10 per cent. on the ordinary shares and 5 P 
cent. on the preference shares, carrying forward to the nest 
account £820,567, and so preserve the cash resources the 
company, which would enable them to take advantage 0 
opportunities which might not recur. During the past twelve 
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months research, experimental work, and technical demons- 
trations represented an expenditure of approximately £84,000, 
plus а very substantial sum for patent tees. The nation had 
enjoyed the benefit of all this work and outlay year after 
vear, but nothing yet had been received from the Government 
on the credit side of the account. АП this was yet to come. 
‘they were doing their utmost to obtain settlements in respect 
of tnese matters, but they had to до by stages, and progress 
was extremely slow. Subject to sutisfactory arrangements 
with the Post Office, they hoped, in the near future, to create 
telephonic services with several foreign countries, and provided 
they had the opportunity, as they hoped to have, of creating 
a wireless telegraphic service between here and Australia, 
it was quite within the realms of possibility that having the 
means of experimenting with their telegraphic stations they 
might thereatter supply Mr. Hughes with a telephonic means 
of communication with this country besides the direct wire- 
less telegraphic service; but the one must exist before there 
was а possibility of the other. Considerable progress had been 
made in the perfecting of wireless telephones and tbe employ- 
ment of them in aeroplanes plying between this country and 
the Continent. The whole of the British aeroplanes flying 
on the London-Paris route had been equipped with their 
system, and were giving most excellent service. "There had 
been a certain amount of infringement of their patents in 
recent times which they had stopped in part and were taking 
steps to arrest entirely. They could not afford either the 
expenditure in research or patent fees and allow others to 
reap the benefits therefrom. Towards the end of last year 
they erected а temporary station in record time in Switzerland 
at Geneva for the purpose of conducting the Press service for 
the first Conference ot the League of Nations. So satisfactory 
were the results of this demonstration that the Swiss Federal 
Government had granted to the company a concession for 25 
years for the erection and maintenance of a wireless station 
in Switzerland to conduct international telegraph services. 
As that station could not be completed in time for the second 
meeting of the League of Nations to be held shortly the tem- 
porary station was being re-erected to conduct the Press ser- 
vice. The reasons advanced by the Swiss Government for 
granting that concession were that they had neither the know- 
ledge nor the experience necessary to enable them to embark 
upon such an enterprise. They considered that by entrusting 
the work to а private organisation with full experience they 
would best serve the interests of their country. The company 
had taken over the administration of the postal and telegrapu 
services, both wired and wireless, of the Republic of Peru; 
and in other countries in Europe and elsewhere they bad a 
number of negotiations pending, and in some cases on the 
point of completion. In Canada they were looking forward 
{о developments of an important nature. 

Mr. Godfrey C. Isaacs seconded, and the resolution was 
carried unanimously. 

A shareholder said that a few years ago they heard some- 
thing of the Chinese business, but they had heard nothing of 
it that day. As he understood the matter, they were to have 
a monopoly of wireless telegraphy in China. The American 
Government stepped in and raised some objection to a mono- 
poly to any other company. He would like to know what 
the position of this company was in China. 

Mr. Godfrey C. Isaacs said they did enter into an agreement 
with the Chinese Government under which they agreed to 
join with them in the formation of a Charter in China for 
the conduct of wireless telegraphy work throughout China. 
The Chinese Government were to have half the interest in 
the company, and the company was to be given the other 
half for the benefit of its patents and its guidance and 
assistance in the work which was to be done. An American 
company subsequently obtained the right to construct a station 
ш China. The company had protested, and the British 
Government had given it all the support possible. The 
matter had not been finally disposed of. But independently 
of that, the company was building three stations in China, 
the contract for which was entered into prior to the creation 
of the Chinese National Company. 

The half-yearly meeting of the Tyneside 

Tyneside Tram. Tramways and Tramroads Co. was held on 
ways and Tram- August 30th at Newcastle-on-Tyne. Dr. J. 

roads Co. T. Merz, who presided, said it was rather 

- remarkable that they were able to pay a 
dividend at all. It was the smaliest paid for some time, but 
considering the difficult times the company had gone through, 
the position was satisfactory. Те reserve fund now stood at 
£35,898, which was less than the figure of 12 months ago. 
That was due to taking out of reserve some £2,000 for the im- 
Provement of the permanent way. This improvement was a 
specia] welding process which they were now carrying out. 
The decrease in the amount available for dividend was £3,209, 
which would be met by carrying to reserve £1,000 less, carry- 
ing forward £870 less, and paying £1,339 less in dividends. 
The report was adopted. 


The Trinhasé (Nord Lumiére).—The re- 


French 


port stated that the rise in coal prices, raw 
Companies, 


materials, and wages which marked the 
fb : year 1990 had weighed heavilv on the task 
ot balancing cost of working, maintenance and first establish- 
inda In the department of the Seine negotiations with the 
ршен were being continued, without, however, leading to 

actory results. In Seine-et-Oise more had been achieved, 


and the sanction of the Administration only was awaited.’ 
Various legal steps had, however, to be resorted to. After 
deductions for depreciation, the accounts for 1920 showed a 
profit of 2,091,708 fr., which, with the carry over of 1919, 
made a total of 2,184,926 fr., from which a dividend of 30 fr. 
per share was declared, payable from June 30th, less taxes. 

Under the style of Groupement des Compagnies d'Energie 

Electrique et d' Eclairage du Nord et de l'Est has been formed 
à combination with a capita: of 1,000.000 fr. to issue bonds 
guaranteed by the annuities owed by the State for war dam- 
ages. The ottices are at 94, Rue St. Lazare, Paris, and the 
combination comprises some twenty companies spread over the 
districts which suffered most severely from the ravages of the 
war. 
Compagnie Parisienne de Distribution d'Electricité.—At the 
last general meeting of the company it was stated that the 
number of subscribers had risen from 132,600 in January, 1914, 
to 240,720 in December, 1920; the kWh consumption from 
76,000,000 to 191,000,000; the new connections from 1,143 km. 
at the end of 1913 to 1,285 km. at the end of 1920. The rise 
wag still in progress in 1921. A programme of new works 
to a value of 200, 000.000 fr. was under way, comprising 
enlargement of stations, increases in their power, and con- 
struction of a new sub-station on the left bank of the Seine. 
The profit and loss account showed a deficit on working of 
12,903,510 fr., increased by financial charges to 29,979,198 fr. 
This had been covered by drafts from the special account and 
the interest account, so that the creditor balance, with the 
addition of the profits carried over from former years, 
amounted to 6,818,771 fr. The agreement with the City of 
Paris allowed of the distribution of the greater part or this 
among the shareholders, and a dividend of 6 per cent. was 
proposed, payable from July Ist at the rate of 13.50 fr. per 
nominative share and 11.75 fr. per share to bearer. 

La Electrica Popular de Vigo y Redon- 
dela.—The report for the year 1920, pre- 
sented at the meeting in March, referred 
to the increase of capital, sanctioned in 
the foregoing December, namely, 2,000.000 pesetas, in 4,000 
shares of 500 pesetas each, of which 1,500 had been taken up 
at par. The issue was intended to defray the cost of enlarging 
the steam reserve stations. The acquisition of machinery 
for the service of the tramways, the carrying out of works at 
the Lerez Waterfall, and the unification of the voltages on the 
lines of transport and distribution networks. Of the works 
mentioned in the report for the foregoing year, the enlarge- 
ment of the Central del Oeste had been completed, and the 
new 700-h.p. Diesel motor group had been installed. The 
cost of the latter, with accessories, &c., totalled 351,048.12 
pesetas. The 625-kVA alternator for this group. up to the date 
of the report, had not. however. been delivered by the Swiss 
makers, the Maschinenfabrik Oerlikon. The debt of the 
municipality of Vigo at the end of 1920 totalled 454,111.92 
pesetas, after payment during the year of 203.624.66 pesetas. 
The profit and loss account showed an available profit of 
336,661.08 pesetas, allocated as follows: — 10 per cent. to re- 
serves; 5 per cent. to management; 5 per cent. for statutorv 
services; 204,328.88 pesetas to sinking fund; and 65,000 pesetas 
for a dividend of 6.50 per cent on 1.000,000 pesetas of ordinarv 
shares. Compared with the foregoing year. the gross profits 
had increased by 116,480.91 pesetas. the receipts by 151,176,.45 
pesetas, and the expenses by 965,806.87 pesetas. 


Spanish 
Company. 


Stock Exchange Notices.—Dealings in the following have 
been specially allowed by the Committee under Rule 148a : — 

Canadian General Electric Company.—$1,750,880 Common 
stock (and fractional certificates). 

County of Southland Electric Power Воагӣ— £750,000 
Guaranteed Six per cent. Debentures (guaranteed by New 
Zealand Government). issued at 96 per cent., 16 per cent. paid, 
and fully paid after issue of allotinent letters. 

New Issues.—County of Southland Electric Power Board. 
—Letters of allotment in connection with the issue of £750,000 
6 per cent. debentures were posted on August 96th. It was 
over-subscribed nearly five times. The scrip went to a pre- 
mium of lon the issue price of 96. The loan is to provide 
funds for the erection and equipment of the electric power 
station, most of the plant for which has been or will be pur- 
chased in this country. 

Debentures in respect of the City of Auckland 6} per cent. 
electrical undertaking extensions loan will be ready for de- 
E in exchange for scrip or allotment letters on September 
5th. 

The Bank of New Zealand is authorised by the Thames 
Valley Electric Power Board to receive subscriptions for 
£360,000 6 per cent. loan in debentures to hearer of £100 each, 
at £06 per £100 debenture. The principal and interest are 
unconditionally guaranteed by the Government of New Zen- 
land, and are free from all New Zealand taxes, present and 
future. unless held by persons domiciled in the Dominion of 
New Zealand. The loan is issued to provide further funds for 
the purchase and construction of electric works throughout the 
Board's area in the North Island. The list will close on or 
before September 5th. 

Victoria Falls & Transvaal Power Co., Ltd.—Net earnings 
(including those of the Rand Mines Power Supply Co.) for 
the quarter ended June 30th amounted to £208,041, before 


. 


providing for taxation. dens 
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STOCKS AND SHARES. 


TUESDAY EVENING. 

THE centre of Stock Exchange interest is shifting from the 
pivot of investment on to the more or less unsteady ground of 
speculation. For some reason diflicult to define the attractions 
of speculation are making something of an appeal to those 
people who hitherto have been content to put money into 
purely gilt-edged stocks. Stock Exchange business has started, 
very faintly, to revive. Some people ironically attribute this 
to the fact of the holidays drawing to an end, involving the 
annual necessity for attempts to be made to replenish bank- 
balances depleted by hotel bills, &c. About the greater willing- 
ness on the part of the public to venture into speculative fields, 
there is no doubt. lt remains to be seen whether the buying 
which is taking place in the speculative markets will be of 
inuch practical benefit to those who take an optimistic view in 
regard to the general settlement of world conditions and in- 
crease of trade. The austere will doubtless point to the fact 
that business is reviving but slowly, and that the United 
States, where activity is likely to make appearance first, does 
not report anything startling in the way of improved con- 
ditions. 

The war is now over, officially speaking, and those who have 
pre-war obligations which are stil open under the various 
measures of protection that came into force in August, 1914, 
are faced with the knowledge that they must liquidate, or 
shoulder, their responsiblities within the next twelve months. 
What effect this is likely to have upon markets in the Stock 
Exchange it is difficult to estimate. The pre-war account in 
stocks and shares has been closed down to the extent, pro- 
bably, of 90 per cent., but the other 10 per cent. is a trouble- 
some legacy, and its completion may give a certain amount of 
trouble that will find reflection in realisations of existing 
stocks and shares in order to wipe out the pre-war liabilities. 
So far as can be seen, the fact of a whole year being available 
for paying-off these old scores will enable operators, and other 
debtors, to make their arrangements without any unfavour- 
able effect being exercised over Stock Exchange markets. We 
must expect to be told, & good many times within the next 
twelve months, that liquidation is the cause of what there may 
be of dulness and depression in markets, when no other reason 
is assignable for the heaviness. 

The market in new issues is little affected by the prospect 
of further newcomers in the near future. Тһе Southland 
(N.Z.) Electric Power 6 per cent. debenture stock, issued at 96 
with the guarantee of the New Zealand Government, was 
promptly over-subscribed, and a premium of about a point 
became established at once. This is followed by the offer of 
£275,000 similar stock, also with the New Zealand guarantee, 
by the Thames Valley Electric Power Board. There was brisk 
demand for underwriting. The credit of New Zealand stands 
particularly high, so that any industrial company which is 
successful in obtaining the guarantee of the colony can be 
assured of a welcome in the money market. Indian industrials 
are a shade easier by reason of the riots that have broken out. 

Metropolitan Electric 74 per cent. debenture stock and North 
Metropolitan 74 per cent. debentures are both 71 premium. 
The Shropshire debenture, after being down to a sinall dis- 
count, 18 now 4 premium. General Electric 7 per cent. deben- 
ture stock is а good market at 95 buyers. There is on oller at 
the present time a small amount of Bournemouth & Poole 
Electricity 74 per cent, seven-year notes at 101, free of stamp 
duty. Interest 18 payable on January Ist and July Ist, and 
the notes are redeemable in July, 1927, at par, or at any time 
after July next year by drawings at 102. The company’s 
financial record for the past 10 years, and the fact that last 
vear's profits would a ntoxima lel cover the interest on the 
seven-year notes four times over, make these worth noticing 
by investors on a look-out for a security of this class. 

Yorkshire Electric Power 54 per cent. redeemable debenture 
stock is on offer at 854, free of stamp, with interest payable 
April lst and October Ist, the present price carrying half a 
vear’s dividend. The security, in this case also, is well 
covered. 

The market for Home Railway stocks is generally better, 
but Undergrounds are hanging back in the improvement that 
has carried up prices of the steam issues. Central London 
Assented ordinary has fallen a couple of points. Metropolitan 
at 96 is 1 higher, and Underground Electric ordinary gained 
t at 24. City and South London Senior preferences at 573 are 
up 2; the 1901 stock strengthened to 56 and the 1903 to 55. 
There has been a small inquiry for East London Prior Charge 
stocks without, however, baving any quotable effect upon 

rices. 

Foreign railway and tramway descriptions show compara- 
tively little change. British Colombia Electric deferred is a 
point down, but the preference hardened to 60. In the 
Mexican group, Mexico Tramways 5 per cent. bonds at 58 are 
34 higher. in consequence of the payment of the March 1915 
coupon, which, as already pointed out here, can be sold at a 


substantialy better price in the Stock Exchange than is paid 
by the bank over the counter. Mexican Light & Power bonds 
have gone back to 51}, interest in them having subsided now 
that the string of eleven coupons has been duly met. There 
has been some exchanging of these bonds by holders who have 
put the money into Mexico Tramway bonds, the latter having 
of course, some 64 years’ coupons still overdue. 

Electricity Supply shares are firm, with a rise of 5s, to 64 
in St. James’ and Pall Mall ordinary. The manufacturing 
group, however, continues dull. English Electric preference 
at lis. show a small fall, compensated by а recovery to lls. 
in the company’s ordinary shares. Metropolitan-Vickers fell 
Js. 6d. to 1 11/16. Edisons are nominally Әз. 3d., though actu. 
ally the price is not so good as this. It may be that the talk 
of apprehended German competition in this trade is being 
rather overdone. Cable manufacturing shares are inclined to 
be better, with Siemens 1/32 up at 23s. 14d. Cable stocks and 
shares are quietly good. Great Northerns at 243 are 5s. higher. 
Globe preference rose to 94, though the ordinary at 10 are 
easier. Marconis at 15 are better; the price 18 ex 2s. dividend 
deducted last week. Other shares in the Marconi group are 
holding their prices. 

Armament and engineering varieties are generally steady. 
Vickers ordinary, and the company's tax-free preference, both 
spurted on а rumour to the eflect that the company is on the 
point of concluding a satisfactory termination to its claim 
against the Government. Armstrongs have advanced upon re- 
ports that the prospect for work ahead of the company i 
decidedly good. Iron and steel shares are better. The rubber 
market continues heavy. Next week there will probably be 
published the official details respecting the Rubber Share- 
holders’ Association, to which the support of proprietors in 
rubber-producing companies is being invited. But so far tha 
negotiations have had no influence in helping the prices of 
rubber shares. 


SHARE LIST OF ELEOTRIOAL COMPANIES, 


Homs Bigcraiciry ÜOMPANIBS. 
Dividend Price 


^ August 30, Yield. 
1919, 1930, 1921, Rise or fall. ро, 
Brompton ee 0 0 өө . a A : == n е 1 
do. do. do. dà Pref... ay tà — 7 4 4 
Chelsea.. ee ео ee ee 4 6 ^ -— 9 4 L| 
do. do. 6 per cent. Pref... 6 6 17/. — 1 1 0 
County of London .. és æ. 8 8 8g — 956 
do. до. 6 percent.Preft... 6 6 d = 111 
Kensington Ordinary ee . 9 9 — 10 18 4 
London Electrio ee ee ee N N 1 — 7 1 t 
do. do. 6 per cent. Pref, ee 6 6 2 — 10 9 
Metropolitan oe ee ee oe 6 q ee 9 6 8 
do. 4% per coent, Pref, .. 4 & — 716 0 
Bt. James and Pall Mall. 19 12 e +$ 912 0 
South London ee ee 0 0 6 7 — 18 18 3 
Bouth Metropolitan Pret... өө 1 7 1 n9 = 8 17 10 
Westminster Ordinary .. „„ 10 10 6i ome 8 18 10 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel, Pret, ee eo 6 6 854 — 7 0 4 
0. Det... ee ee 14 1$ 7 — В 14 2 
Ohile Telephone  .. о оо 6 6 — 5143 
Cuba Sub. Ога. ee ee өө 1 1 70 = 9 6 8 
Eastern Extension .. т „ 10 10 163 — 620 
Eastern Tel. Ord. .. ee ee 10 1 1633 zm 9 2 0 
Globe Tel. and T. Ord, ee ee 10 168 -— $ 6 0 { 
do. do. Pref, .. .« 6 6 9 + 6 6 4 
Great Northern Tel. „ оо йй M 24 + 9 16 8 
Indo-European  .. ... . 10 10 80 — 8 6 6 
Marconi ° oe ee ee eo 26 15 lj + В 0 0 
Oriental Telephone Ord... .. 19 1 ре - 616 ! 
United В. Plate Tel. ce „ 8 8 6à — •6 10 4 
West India and Panama ee еә Nil Nil — Nil, 
Western Telegraph.. .. . 10 10 163 — $11 
Номи Rams. 
Central London Ord, Assented... 4 4 478 -2 RR б 
Metropolitan 2, dP 1 26 +1 6 0 0 
do. District  .. . . Nil N 178 — ND 
Underground Electric Ordinary.. Nil Nil 2 +4 Nil 
о. do. “A” . NI Nil 676 — Nil 
do, .do. Income .. 4 7 79) - "8:15 8 
Forsien Trams, &о, T 
Anglo-Arg. Trams, First Pref, .. 1 - 10 
до. йо. 9nd Pref, ee ni 53 21 — 10 0 0 
do. do. 595,Deb .. 5 6 6 — 315 0 
Brazil Tractions .. .. .. Nil Nil QR — Nil 
British Columbia Eleo, Rly. Pfoe. 6 6 60 +1 9 6 3 
do. do, Preferred Б 93. 55h - «8 11 : 
do, do. Deferred 8 124/- 58 -1 10 15 ^ 
do. do. eb, .. t it 593 — 131 
Mexico Trams б per cent. Bonds.. Nil N БУ + 3h Nil 
do. 6 per cent. Bonds.. Nil Nil 95 — un 
Mexican Light Common .. .. Nil Nil 9 — k 
do. Pret, „ Ni Nil 17 — Аш, 
do, 1st Bonds.. .. Nil 5 51 —2 9 l 
MANUFACTURING COMPANIBS, 
Baboook & Wilcox .. .. . 15 16 2,7. - 6 3 : 
British Aluminium Ord, ..  .. 10 10 17/6 = и 8 : 
British Insulated Ord. .. . 15 15 172 — 9 13 i 
Calenders о поз , i i im 1 6 1 
н t ee ee oe A r 
Crompton Ord. ds ss P 105 100 14/6 — ôd. 13 1510 
Edison-BBwan .. „ „ .. 10 — 8&3 — 141 
do. : do. 5 per cent. Deb. ee 5 6 68 € 1 8 10 
Electric Construction ..  .. 10 10 16/9 = 111 0 
English Electrio .. vs em 8 8 . Ly +64. 14 | 6 
Do. Pref, ee ee 6 6 14J- —64d. 8 | 
Gen. Elec, Pref. ee ee ee 6a 64 17/6 = 7 " 1 
do. Ord. ee ee ee 10 10 20/- = 10 5 0 
Henley i oe ee эө ee 16 15 1 6 Tom 10 6 
до. 4 Pref, эө ee oe 4) éà af к 6 1 
Indis-Rubber T з „0 — { — 3 4 
Met,-Viokers Pref, .. .. „„ 8 8 l — 4 9 B 
Biemens Ord, co ee æ 0 10 ч 4 8 1 1 
Telegraph Com,  .. . . 9 9 їй" — " 


* Dividends paid free of Income Tax. 
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A NOTE ON THE INTERCONNECTED- STAR 


METHOD OF CONNECTING THREE - PHASE 


TRANSFORMER WINDINGS. 


By S. AUSTEN STIGANT, A. M. I. E. E., M. Am. I. E. E. 


(Concluded from page 269.) 


With the three-wire primary and four-wire secondary 
star / star connection the primary current correspond ing 
to the secondary out- of-balance current flowing through 
any one phase of a four-wire system must flow through 
the primary windings of the remaining two phases, and 
as there are no balancing load ampere-turns on the 
secondary windings of these two phases the primary 
out-of-balance current acts wholly as magnetising cur- 
rent to such phases, with the result that the phase volt- 
ages of the two lightly loaded phases increase consider- 
ably, the phase voltage of the heavier loaded phase cor- 
respondingly drops, and the position of the neutral is 
considerably deflected. Тһе angular distances between 
the phase voltages also become unbalanced. A delta 
connected secondary does not improve the conditions. 


Ag Аяясуз INDICATE DIRECTION 
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Vocraces 


DIRECTION OF BRO 
MARMONIC COMPONENT 
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P | Shamanic 
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ARROWS NOATE | 


Еіс. 3.—NEUTRALISING ErrEcT OF ‘THIRD HARMONIC VOLTAGES. 


If, however, the secondary winding is connected up 
in the interconnected star manner in which the windiu; 
on each limb is split up into two halves, the half of the 
winding on one limb being electrically connected in 
series with the half of the winding on another limb, 
any out-of-balance current Howing through one of the 
interconnected secondary phases is balanced by a cor- 
responding primary current flowing through each of 
the two primary phase windings, the interconnected 
secondaries of which carry tne out-of-balance current. 
Ав a consequence, the primary out-of-balance current 
has a perfectly free path through the two windings 
affected and the two-line wires, and the neutral is only 
slightly disturbed on account of the voltage drop due 
to the out-of-balance current. As with the delta/star 
arrangement there is no choking effect. 

These remarks apply equally well to three-phase trans- 
formers and three-phase banks of single-phase trans- 
formers. 

4. Harmonics.—It is generally known that on account 
of the variations in permeability with changes in mag- 
netic density in the transformer iron, and also on 
account of the shape of the hysteresis loop, the m.m.f., 
and consequently the magnetising current wave form 
required to produce a sine wave of induction in the 
magnetie circuit will contain a third harmonic; if the 
third harmonic is absent from tle wave of magnetising 
current it will be present in the induction wave, and, 
therefore, in the induced voltage waves. 

As with а symmetrical star connected generator the 
third harmonic and its multiples are eliminated frorn 
the terminal voltages, it follows that they also will not 
appear in the applied line (or phase) voltages of the delta 
connected primary of a transformer, but third harmonics 
Will appear in the wave of the magnetising current. 
Such a delta winding provides a closed short circuit path 
for the circulation of the triple frequency component of 
the magnetising current, and there exists no third har- 
monic voltage to neutral on the secondary star connected 
windings. Looking at it from another point of view, 
the triple frequency current circulating round the pri- 
mary delta, supplies the third harmonic component of 
the magnetising current so that the wave of induction, 


and consequently the induced voltage waves are sinu- 
soidal, and no third harmonic voltages exist. 

Third harmonic voltages of any appreciable magni- 
tude can only occur in single-phase transformers (core 
and shell type), and in three-phase shell-type trans- 
formers, as in each of these types the magnetic core 
presents a completely closed path to the third harmqnic 
flux. They cannot be of any serious value in the usual 
construction of three-phase core-type transformers Pav- 
ing three limbs, whatever the connection, as the result- 
ing triple frequency flux instantaneously flows in the 
same direction in each limb, and so must take the return 
path through the air (or oil) and tank, this path being 
of very high reluctance. 

When changing to a star connected primary, it is 
not permissible to retain the star connection on the 
secondary side, nor is a delta secondary desirable, as a 
neutral point is usually required for giving a four-wire 
supply or for earthing purposes. Both of these require- 
ments, of course, can be obtained by artificial means, 
but it is better to incorporate them with the trans- 
former secondary winding if possible. 

By using an interconnected-star winding on the 
secondary side of the transformer the third harmonic 
voltages which are induced in the same direction in 
each half of the windings on each limb are eliminated 
from lines to neutral by opposition, as shown in fig. 3. 

This, therefore, becomes an important feature per se, 
when dealing with single-phase shell and core-type trans- 
formers and three-phase shell-type transformers, but not 
80 to any practical extent in the case of three-phase 
core-type transformers. It does, however, give an ad- 
vantage even with the latter type, but is not a decisive 
factor in the selection of the interconnected star 
secondary. 

5. Availability of neutral point.—As stated earlier, 
one of the chief features of the delta/star connection is 
that the neutral point on the secondary star connected 
side is available either for supplying a three-phase 
four-wire load or for earthing purposes. On the pri- 
mary side, if а system requires earthing, this is usually 
done at the generator or by the creation of an artificial 


N 
Ес. 4.—ParHs or THIRD. HARMONIC CURRENTS WITH INTER- 
CONNECTED STAR TRANSFORMER Primary WINDING AND FOURTH 
WIRE BETWEEN GENERATOR. AND TRANSFORMER NEUTRALS. 


neutral point. With the star/interconnected-star con- 
nection a neutral point is available on both primary and 
secondary sides of the transformer, so that one still 
has the same facilities on the secondary side, with 
additional provision on the primary side for earthing 
if desired. This may at times be a very useful feature. 

If the primary winding is connected in the intercon- 
nected-star manner and supplied direct from the gene- 
rator, the generator and primary neutral points should 
not be connected together, either тта earth or direct 
by a fourth wire. If the neutrals are joined a third 
harmonic current may flow in the fourth wire resultant 
from third harmonic voltages in the source of supply, 
and due to the splitting and interconnection of the trans- 
former primary windings, the third harmonic exciting 


ampere turns, and consequently the induced e.in.f.’s. 


we кат 


4 1464 


- ` * ы { 
— Р ; 


322 


THE ELECTRICAL 


REVIEW. [Vol 389. No. 2,284, SEPTEMBER 2, 102], 


in the halves of the windings on each limb of the trans- 
former neutralise each other, thereby providing a low 
impedance path (virtually a short circuit, so far as 
transformer reactance is concerned) for the flow of third 
harmonic currents. Such currents would only Бе 
limited in magnitude by the impedance of the generator 
winding and by the resistance of the connecting cables 
and transformer windings, and they would reach such 
large values in practice as seriously to overload the 
transformer and generator windings. Fig. 4 shows the 
paths of the third harmonic currents, and in both 
sketches the opposition of third harmonic exciting 
ampere turns in the halves of the windings on each 


limb of the transformer will be seen. . 

In conclusion, it may be interesting to show how the 
préssure distribution varies in the interconnected wind- 
ings at different parts of each cycle. Fig. 5 shows this 
distribution during one complete cycle at intervals of 


180° 
Fic. 5.—PRESSURE DISTRIBUTION IN INTERCONNECTED STAR THREE-PHASE WINDING DURING ONF COMPLETE CYCLE AT 
INTERVALS OF 30 ELECTRICAL DEG. 


30 electrical degrees. The distribution at 360 degrees 
is, of course, the same as at 0 degree. The figure shows 
the winding diagrams with relative directions and in- 
stantaneous values of the voltages in each half-winding 
and in the lines, and also the corresponding positions 
of the vectors. The vector diagrams also show the dis- 
tribution of voltage in the windings, together with their 
instantaneous values which are obtained by projection 
on to the vertical line passing through the centre of 


each diagram. 


An American Copper Research Association.—Producers, 
manufacturers, and selling agents of copper and brass and 
their products in the United States, have recently formed a 
Copper and Brass Research Association. The principal object 
of the organisation appears to be not research, in the generally 
accepted meaning of the tern, but to interest and educate 
the publie in the advantages of the substitution of copper 
and brass for many purposes for which other materials are 
«aged at present. The head of the Association is Mr. R. L. 
_ Agassiz, of the U.S. Copper Export Association. 


' REVIEWS. 


Factory Administration and Cost Accounts. Ву Epwarp T. 
ELBOURNE. Pages xx+811; 12 diagrams. London: Long. 
mans, Green & Co. Price 45s. net. 


The author is to be congratulated on not allowing this work 
to remain in statu quo. The book comprises seven main sec- 
tions, and each section is further sub-divided; there are 
numerous diagrams, tables, and 166 specimen forms, 

The author states in the preface that industrial conditions 
have permanently changed to such an extent as to induce him 
to start entirely afresh, on the foundation of hig previous work 
(7th Reprint. Factory Administration and Accounts, first 
published April, 1914) {о re-organise and re-write the whole 
book from beginning to end. 

The work appropriately opens with a diagram of staff organi- 
sation and functions, and throughout the book a system of 
cross references is adopted, so that once the reader has found 
his particular subject through the index, he is automatically 
referred by marginal page references to other pages bearing on 
the same subject. 


Section 1, General Administration.“ illustrates lucidly 


manufacturing policy, and the conclusions arrived at, taking 


into consideration the altered conditions of industry since tbe 
pre-war state, form an interesting and valuable treatise on | 
facts. The choice of manufacturing policy, production 
efficiency, and programme is discussed in some detail; the 
author's comments upon staff-organisation and control, and the 
principles propounded, are both logical and a valuable com 
mentary on modern administration methods. The sub-section 
on " Sales Management and Estimates ” will at once appeal to 
the sales manager; the subject is dealt with in a gener 
manner. No industry in particular is described, and the pri 
ciples could be adopted in any industry, either large or sms". 
'' Correspondence "' forms an important section, dealing wit 
general responsibility and routine, filing systems, and intern 
correspondence, and the recommendations if carried out woul 
obviate many of the slipshod methods very often employed in 
some otherwise highly organised works. Ж. 
Under Insurance, not only is the question of fire 10607 
ance dealt with, but also insurance against loss of pron"? 
through fire, a contingency that has probably not receive the 
consideration it merits. | Workmen's compensation, plant 10° 
surance. superannuation funds coupled with life insurance, 
einking-fund policies, fidelity guarantee, and goods in transl 
are also dealt with. This section concludes with routine 
organisation, that is, duties of a regular nature that are 16 
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quisite for administrative and commercial purposes. Section 
2, Production Control," comments admirably on the selec- 
tion of a factory eite, availability of labour, power supply, 
transport, &c., and contains instructive diagrams of lay-out of 
administrative buildings; it also describes the general arrange- 
ment of & factory, factory construction, lighting, heating and 
ventilation, and plant lay-out. А sub-section deals with the 
organisation of pattern stores and records. Production, esti- 
mating. rate-füixing," gives an interesting account of the im- 
portant process of fixing job rates, suggestions re piece work 
and premium systems, and manufacturing operations. '' Tools 
and Gauges," Production Regulation, and Foremanship 
and Inspection are fully covered. 

Section 3, on Labour Administration," deals with a subject 
of the first importance, and the author has spared no effort 
to make a concise exposition of the matter. He states that of 
the most important oflicial reports in this connection, two are 
of outstanding value, viz., the Memorandum issued by the 
Garton Foundation in October, 1916, and the reports or the 
Whitley Committee, issued in March, 1917, and copies of 
these reports are given, together with the functions of Works 
Committees, &c. A sub-section on“ Government Regulations 
refers to certain Acts which have an intimate relation to labour 
administration. ‘‘ Trade Union Agreements comments on 
collective bargaining, and gives specimens of various agree- 
ments between federations and unions. 

" Working Conditions," Principles of Remuneration,” 
Selection and Training of Workers," and '" Works Regula- 
tions form the subjects of other sub-sections. 

Section 4. Material Control," is a practical and careful 
analvsis of the principles relating to purchasing, and contains 
interesting sub-sections on the principles of '' Stores Organi- 
sation. Warehouse Organisation,” and “ Dispatch.” 

Sections 5 and 6. Adiministrative Records and ‘* Cost Ac- 
counts. cover in a most thorough manner all matters relating 
to works accounting, and conclude with an interesting chapter 
on Cost Returns.” 

In Section 7, Specimen Forms,” the author deals with this 
subject with his usual distinctness, and makes specific recom- 
mendations for universal application under all conditions. 
Cross references are given to all those pages where, forms have 
been indicated as having some interest or application. 

Ender Departmental Application of Specimen Forms the 
various forms are scheduled and illustrated, and are grouped 
under the headings of officials and departments likely to be 
interested. 

There are one hundred and sixty-six forms illustrated, deal- 
ing thoroughly with the complete business organisation of an 
undertaking, and covering practically every departmental re- 
quisite. The forms are notable for their lucidity and utility, 
and no pains have apparently been spared in order to make 
Шеш complete. 

The work concludes with a comprehensive general index and 
a glossary appendix on the various principles dealt with; as 
the author states, some are admittedlv old and well known, 
but their interpretation requires modernising, which is. in 
fact. the key-note of this interesting book. The work is of 
general excellence, dealing with the subjects in a practical 
manner, and it is a valuable book of reference to all interested 
ш present-day problems of management. 


Elements of Radiotelegraphy. By E. W. Stone. Pages viii+ 
265; 158 figs. London: Crosby Lockwood & Son. Price 
16. 64. net. 


This work is essentially an elementary book for students 
commencing the study of wireless telegraphy. ‘The author 
states that it had its origin in lectures given to radio classes 
for шеп in the American Navy, and considers that it шау be 
found useful for instruction purposes generaliy. There are 
some 267 pages with well-prepared illustrations of which the 
clearness and detail leave little to be desired. 

A noteworthy feature of the book is the description given of 
high-power Poulsen arc transmitting stations and plant used. 
Much of the more general information given 15, however, of 
& disappointing character. Many of the usual fallacies which 
аге handed on from text-book te. text-book are repeated, whilst 
also errors, inaccuracies and unscientitic explanations аге 
much too prevalant. As examples the following may be 
quoted. The plain aerial transinitter is credited with being 
only able to give out highly damped waves, and that because 
the spark gap is included in the antenna circuit of the trans- 
miter. The same reasoning should preclude the formation 
of prolonged oscillations in a Leyden jar discharge seeing that 
the spark gap is there, also, in the discharge circuit. The fact 
18, of course, that the damping can be made just as large or 
às small as we please, depending on the canacity of the aerial 
among other factors; the presence of the spark gap in ihe 
system being a matter of relatively small moment. 
Article 105 the electrical resistance of the air or other gases 
Ix said to depend on the degree of compression, this being fol- 
lowed by a statement that when the molecules are not free to 
move about, no conduction can occur. In Articles 330 and 
331, the fallacy of the high-resistance and therefore practically 
Untunable coherer receiver is repeated. The fact is that the 
coherer 18 quite a sharply tunable receiver, and is normally 
an insulating device except in bad or wrongly treated speci- 
mens. The diagrams of connections given in Chapter X are 
bearly all incorrect and practically unworkable. The action 


of the Pedersen ticker used for continuous-wave reception is 
not clearly or completely explained, nor is that of the rotating 


or slipping contact device. 
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Advertising the Technical Product. By CLIFFORD ALEXANDER 
SLoAN and James Davip Mooney. Pp. x4 365. New York : 
McGraw-Hill Book Co., Inc. 1920. Price 30s. net. 


The authors of this exciting book expressly state in their 
preface that they do not pretend, either to write a "manual 
upon advertising methods, or.to cover the whole subject of 
advertising the technical product. They believe that the 
science and art of advertising 18, pence speaking, well 
understood, so that a manual is hardly necessary. In spite, 
however, of the numerous invitations to learn to write 
advertisements," and the glowing prospects held aut of the 
wealth to be gained thereby; and notwithstanding the un- 
deniable advances lately made in advertising practice, both 
from the scientific and the artistic point of view, there is 
still much to be done in the direction of adapting particular 
advertiseinents to particular products or markets. Dedicating 
their book To the man who pays the advertising bills, the 
manufacturer of technical products," the authors, whose ex- 
perience and knowledge of their subject 1s considerable, attempt 
(successfully, in our opinion) to show how technical advertis- 
ing may be made better, more attractive, and more efficient 
in the obtaining of business. 

In such a country as America, where distances are very 
long, and railway journeys frequently occupy several days, 
the cost of sending travelling. representatives to make Ше 
product known, and to do the spade work as well as collect 
the results, is obviously much more serious than it is nere, 
where distances are so much shorter. This, we think, is 
one of the chief reasons why advertising has progressed to so 
great an extent in the United States. Some developments of 
American advertising do not commend themselves—perhaps we 
should write. do not yet commend themselves—to the un- 
reserved admiration of British readers; but no doubt this 
was true 0) years ago, when the positions were relatively the 
ваше. The great weight of advertisements carried by American 
technical Journals seems to show that manufacturers fee: they 
cannot afford to discontinue their insertions, but there is now, 
and has been for some few years, a considerable amount of 
advertising. Newspapers announce: ''You will find many 
novelties among the advertisements in to-day's paper." Popu- 
lar papers state that if the goods advertised jn their columns 
fail to give satisfaction, either the advertiser will give back 
the money paid for them, or the proprietors will do so, and 
(presumably) will not accept advertisements for such goods 
from the defaulting advertiser. So we have reached a point 
where the advertisment is admittedly likely to be overlooked, 
unless those to whom it is addressed voluntarily assist with 
their goodwill. 

This being so, it is of enormous importance to be sure that 
the advertisements are directed to the right end. How often 
do we find the whole purport of the message to be taken up 
—we had almost written “ obscured ’’—with information about 
the goods themselves, when what really interests the prospec- 
tive user is, what they will do in his service, and the manner 
in Which they can be adapted to further his ends, by cheapen- 
ing his costs and increasing his output, and in consequence 
augmenting his profits in a geometrical ratio. 

We have called this an exciting book. If to be continually 
tickled by a new point of interest; if to be led almost breath- 
lesslv onward to the development of a point of view as unex- 
pected as it is important; if to have new aspects of the subject 
suddenly revealed; if to find one’s own views, which have 
perhaps been suspected, even by oneself, of unorthodoxy, 
confirmed for novel reasons, and yet again to find a pet theory 
knocked into the middle of next week—if these characteristics, 
which might almost describe a successful detective story, are 
those of an exciting book, then that distinction is merited in 
this case. 

Not only do we find much that is of interest concerning the 
bringing of technical products in a suitable wav before the 
favourable notice of the prospective purchaser, but there are 
many useful hints on the essential characteristics of house 
Journals, both public and private. It is necessary to keep 
the staff and workpeople apprised of how thev can best 
advance their emplovers! interests, but this can be done in 
a right way, as well as in many wrong wavs. Our reeders 
do not need to be told that we have rather a high opinion 


. of human nature; and for this reason. we think it offensive 


for an employer, whether firm or individual, to tell his staff 
to “get an hour's earlier start to-morrow morning," to ‘ do 
it now," to '" make one more call to-day than vesterday.” 
The natural instinct of mankind is to give a square deal, and 
this instinct is strengthened, in the great majority of cases, 
during the process of coming to vears of maturity. It is the 
unnatural who cheat and defraud, and the very existence of 
criminal courts and prisons is a symptom that the person 
‘who operates against the recognised natural principle is abnor- 
mal, and must be put outside the pale of ordinary society. 
Those whose interests are bound up together should work 
together. It is the business of the leaders, not to insist upon 
this necessity, but to show how it may best be accomplished. 

We commend this book to all, whatever their state of educa- 
tion in matters pertaining to advertising, who have at heart 
the advancement of our engineering industry. 
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FUTURE PROSPECTS IN 


HUNGARY'S principal asset is her capacity to produce food- 
stuffs. Other sources of natural wealth, such as oil, may 
possibly be discovered, but this 1s uncertain. Coal there 18, 
but with the exception of that mined at Pécs (at present under 
the occupation of the Serbs, Croats, and Slovenes) of poor 
quality and insutticient. There are possibilities of obtaining 
power by hydraulic means, but these, again, have not been 
developed. 

А few good harvests, together with sound financial economy, 
should, according to a recent report by the British Commer- 
cial Commissioner,“ place Hungary in a fair way to recover 
her balance, always provided that the essential factors of 
internal as well as external peace are assured, and an un- 
restricted market with the neighbouring States is mutually 
arranged. 

The coalfields yield but a poor quality of brown coal, similar 
to lignite, which therefore cannot be used for gasworks, 
foundries, domestic purposes, or express trains, without an 
admixture of better class material.“ Last year's production 
amounted to nearly five million tons, equal to 78 per cent. of 
the 1913 output. 'The annual requirements are estimated at 
7,900,000 tons. 

Certain raw materials which were available to Hungary 
before the war are now cut off, and unless supplies are obtain- 
able from neighbouring States without restriction, Hungarian 
industries will be in serious jeopardy. 


Apart from the question of the rate of 
exchange, demand in Hungary is keen, and 
if British firms were willing to do business 
on consignment to first-class houses, a very 
fair trade would ensue. British. houses have always had an 
excellent reputation in Hungary, but competition is likely to 
be keen in the future, especially from Germany. Machinery, 
hardware, small tools, and iron-mill products are some of 
the main branches which will have to be taken into account. 
and in order to secure a market, apart from such credit 
facilities as may be granted, the selection of good agents is 
а matter of utmost importance. Budapest, owing to its posi- 
tion on the Danube, will in all likelihood become a centre 
for transit trade eastwards. A large stock of goods of various 
categories could be warehoused or bonded for transit purposes 
as well as for local sale. 


No electrification of the State Railways 
has ав yet taken place, although its de- 
sirability appears to be generally accepted, 
but it із proposed to electrify an ехрегі- 
mental line of 49 km. from Kelenfold-Adony and Prisztrasza- 
boles, with a generating station at. Budafok, near Budapest. 
This station is complete with a 4,000-h.p. installation, and one 
electric locomotive is under construction at the Ganz-Danubius 
works at Budapest. The system will be single-phase with over- 
head wire, and the local brown coal will be used for power 
generation. If good results are obtained, it is proposed to 
electrify about 1,400 km. of line. 

Tramears and tramlines in Budapest and other towns are 
in need of thorough overhauling. 

In connection with a scheme to build а commercial harbour 
on the island of Coepel, south of Budapest, it has been pro- 
posed to take advantage of the 44 metre fall of the river during 
its 6) km. run, and by building a lock at the northern end 
and one at the southern end of the so-called Soroksur arm 
of the river, to develop some 7,000 b.p. Foreign capital is 
also needed for this scheme, but although both British and 
French firms have examined the proposition, no definite offer 
has yet been made. 

A preliminary concession has been obtained by a firm of 
Swiss engineers to harness a branch of the river near Press- 
burg (Bratislava) and Györ. ‘This, if undertaken, would 
vieid between 20,00) and 45,000 h.p. according to the state of 
the river, and would be of great valde to the industrial town 
of Györ. А third. river power scheme is proposed in the 
neighbourhood of Vacz. 

As soon as financial conditions permit, telegraphic and tele- 
phonie communication will need. to be set in order as, owing 
to the War, Instruments are still sadly in need. of repair. 


Goodwill 
to Britain. 


Electrification 
Schemes. 


Amidst a turmoil of internal and external 
political struggles Poland has been striv- 
ing bravely to reconstruct her economic 
life. The turning point would come, it was believed, when 
tbe plebiscite in Upper Silesia was tuken. Yet that event 13 
over and uncertainty still. prevails. | | 

Poland reckoned to lay а strong foundation again for her 
manufacturing industries with raw materials from Upper 
Silesia if that territory became an integral part of the new 
State. The Commercial Secretary to Н.М. Legation at War- 
saw dwells upon this factor in Poland's future in the report 
which has been recently issued by the Department of Overseas 
Trade + 
EMEN „Бе ыу ERR «ðùty 8 

* H.M. Stationery Office, IS. 6d. 
FILM. Stationery Office, 28. 


Poland's Task. 


HUNGARY AND POLAND. 


Whatever Poland may ultimately gain from Upper Siesia, 
ahe will certainly make а big bid for trade with Russia and 
other countries in Europe in the products of her textile and 
engineering industries. i 

"ће character of the latter is local and interests Great Britain 
only in so far as it will be possibie in the future to purchas 
in the United Kingdom machinery for the extension ot the 
existing plant and the erection of new ones. Betore the war 
nearly ail the machinery required in the metallurgical and 
engineering industries was imported exclusively from Ger. 
many. . 

Exact statistics have not yet been compiled, but the follow- 
ing figures give an idea of the present position of the ш. 
dustry :— 

1. Number cf rolling mills, foundries, &., employing more 
than 20 workinen in operation at the end of 193), 325; at 
these, 237 belonged to the Polish Metallurgical Association. 

2. Number of workmen employed in 1920, 27,000; in 1913, 
54,000. 

The Starachowice Metallurgical Co. has entered into an 
agreement with the Creusot-Schneider Co. and Messrs. Vickers 
for the development of the company on a larger scale and the 
erection of munition works. 


In spite of the difficulties in obtaining 


Electrical metals and other materials necessary for 
Engineering this industry, various enterprising capita- 
Industry. lists started factories for the mauufacture 


of indispensable articles. Local factories 
are now able to supply insulated wire of small diameter, 
switches, safety appliances, insulating tubes with accessories, 
electrotechnical porcelain, electric lainps, &е. All these articles 
are of good quality, and, although the output does not cover 
local requirements, the industry is developing satisfactorily. 
and improvements are made in manufacturing. 

Owing to the depreciation of the Polish mark there is no 
competition in this class of goods at the present moment, but 
there i8 no doubt that, as soon as the exchange improves, the 
Germans will throw on the Polish market their manufactures. 
of which they hold large stocks, and which were imported in 
large quantities by Poland before the war. 


The import trade is not likely to increase 
until conditions become more normal, the 
currency appreciates, and the buying power 
of the country is larger. 

It i8 readily admitted that Poland will become a buyer of 
foreign goods in the future not only for her own needs but 
ав а middleman for the Russian market. The Poles have an 
extensive and accurate knowledge of Russia, and should play 
an important part in the commercial and industrial regenera- 
tion of that country. German competition is likely to be very 
keen in this part of the world, as, having lost important 
colonial markets, she will probably devote special attention 
to the capturing of Polish trade. It is therefore essential not 
to consider the Polish market as a buyer of goods to be 
utilised only in Poland—the scope is much larger. 


Import Trade. 


German and other competition was not 
felt much during 1920; as regards е 
former, this was perhaps due to the en 
forcement of special regulations by which the export from 
Germany to Poland of a large number of articles was pro 
hibited by law, but such goods as have been offered are cheaper 
than British-made goods. 

With a view to competing successfully, it will be necessiry 
for British traders, in the first instance, to adapt their goods 
to local requirements, to appoint local representatives of 8 
good standing, with a thorough knowledge of the country. 
and to sell goods on credit, as soon as local conditions will 
justify the granting of it. In some branches it will he m- 
dispensahle to keep stocks of goods in Poland to enable quick 
delivery with a view to overcoming the advantage м) 
Germany, Czecho-Slovakis, or German Austria possess, owing 
to their more favourable geographical positions. 


Competition. 


Severn Barrage Scheme.—The Ministry of Transport. 7?" 
a communication to the Newport (Mon.) Development Asse 
tion regarding the Severn barrage hydro-electric scheme. i» 
that while it is impossible to state that the scheme will not * 
proceeded with at some future date, when financial ал, 
are more favourable, there is certainly no prospect of Mr 
scheme being carried out for some time to come. 

The Water Power Resources Committee, it is adde 
mended that a technical commission of inquiry should | 
stituted, but, in view of the financial stringency, it was decim 
not to establish a commission at present. The. recommen 
tion will be further considered when conditions are more 
nearly normal. In the meantime the Board, in LP 
with other Government Departiments, proposes to eollect : К 
information and data concerning the Severn as may y 
available, with a view to its possible future utilisation- 
Times. 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit partieulars of new or improved devices and apparatus, which will be published 
it considered of sufficient interest. 


A Reflector for Show:case Lighting. 


The ‘X-ray Scoopette " fitting sold by the Britisa-THom- 
sox-Houston Co., LTb., 77, Upper Thames Street, Е.С. 4, 
has been designed to meet the demand for a neat and effective 
lighting unit suitable for use in show-cases and shop windows 
which cannot be lighted. from the top. The fitting consists 
of a '" Scoopette " reflector (which is corrugated as shown 


Fig. 1.—'* X-ray ScoorkrTE " FITTING. 


in the illustration, fig. 1), a polished nickel or Florentine 
bronze casing and а bayonet-type lamp-holder. Two forms 
of casing, rectangular or elliptical, сап be supplied—the former 
Is illustrated. Special brackets have been designed for fixing 
these fittings to a wall or woodwork. 


A Lamp-locking Device. 

A new type of lamp-locking device has recently been placed 
upon the market by The HEIGHT ENGINEERING Co., 33, Bridge 
Street. Manchester. As will be seen from the illustration 
(fig. 2). this consists of a brass cover which fits over the 
collar of the lamp, the shade resting on the top of the cover. 
Normally a locking nut is screwed down on to the top of the 
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чо. 2.—LAaMr-LOCKING DEVICE. 


shade, leaving a space on the screwed top. This is covered 
hy a ring whieh can be slipped on to prevent the nut being 
turned to release the pressure holding the lamp on to the 
bayonet contacts. The ring is Jacked by a nut and screw 
and through the latter is drilled а hole for a sealing wire. 
The width ОЁ the ring ean be varied for different. types of 
lamp holders, 


The Terra:Grip " Continuity System. 


A system has been introduced by Simplex Сохрстт«, LTD.. 

irmingham. to provide a cheap means of effecting ample and 
permanent electrical conductivity in light gauge unscrewed 
conduit installations. Each outlet of every fitting has a drilled 
and tapped bess for housing a steel serew of the formation 
shown in fig. 3. After the conduit is inserted into the outlet 
of the fitting, the screw is driven home. and, by virtue of its 
structure. the cup-shaped nose of the screw on making con- 
tact with the conduit expands, as shown in fig. 4. Та expand- 


ing, the enamel is automatically scraped off the conduit, thus 
ensuring continuity. Further, the expansion of the cup- 
shaped nose automatically locks the screw in position, thus 
guarding against loosening under vibration. Conductivity 
tests ou lerra-Grip junctions have been carried out by the 


Fius. 3 & 4.— THE Terra-Grip ’’ CONTINUITY SYSTEM. 


Electrical Engineering Department of the University of Bir- 
mingham, by measuring the potential drop in millivolts across 
a number of Terra-Grip " junctions in series. Currents up 
to 40 amperes were passed through the conduit and junctions, 
and the average resistance per junction was found to be only 
.0003 ohm. 

A Tramcar Tire Heater. 

A device (of Swiss manufacture) for heating tramcar tires, 
preparatory to fixing them on the wheels, which is being put 
on the British market by the EQUIPMENT & ENGINEERING 
Co., 2 & 3, Norfolk Street, Strand, W.C.2, is a distinct im- 
provement upon the types of heaters usually employed at 
tramway depots and repair shops. As will be seen from the 
illustration (fig. 5), the device is а very simple one, con- 
sisting of а transformer with a removable voke which per- 
mits of the placing of the tire in the magnetic field to form a 
closed secondary. The tire is placed upon a bed of insulating 


Fic. 5.—Tramcan Tike HEATER. 


material, and heats up very quickly. The yoke of the 
transformer slides in a guide, and is moved by means of a 
handle. The power required is about 25 kVA, and the de- 
sired temperature is reached in from 15 to 30 minutes, 
depending principally upon the size of the tire being heated. 
The apparatus weighs about 9 ewt. The only drawback to its 
use is the fact that an a.e. supply is not usual in tramway 
depots, and of course this would involve the installation. of 
the necessary plant. 

We may mention. that this appears to be an improvement 
upon а similar device made by the Oerlikon Co., ot Switzer- 
land, described in our issue of September 21th, 1915. (p. 393). 


The Universal’ Electric Range. 

A distinct advance in electric cooker construction is apparent 
in the " Universal range, recently placed on the British 
market by Messrs L. G. Hawkins & Co., 116, Charing Cross 
Road, W.C. 2. This cooker is shown in fig. 6. The first point 
which strikes those who have to do cooking is the height of 
the appliance which does away with the stooping necessary 
in the case of most cookers, whether electric or otherwise. 
The overall height is 61 in. [n appearance the range is very 
neat, and the floor space it occupies very small, being only 
27 in. bv 29 in. The oven is of rigid construction and heat- 
insulated by means of high-grade '" Sani-Therm " block which 
will not deteriorate witb long service or under high tempera- 
tures. The lining is of '' aluminised " sheet steel. The oven 
equipment consists of а broiling rack. two heavy wire racks, 
and drip pans. The amount of heat is adjustable through 
& large range, as there are two elementa, each with a three- 
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heat control. There are three hot plates containing very 
simple but efficient elements, simply connected to the cables 
upon the under-side of the bottom steel casing. Bach 
of the hot plates consists of an insulating block, an 
asbestos pad, and the top plate containing the element. 
These hot plates are also connected with three-heat 
switches. In addition, there is also a shelf which embodies 
a hot plate. The switches for these heating elements are 


Fic. 6.— THE UNIVERSAL ELECTRIC RANGE. 


arranged on the front board. and their construction is such 
that it can be seen at a glance which elements are '' on " and 
which ''off." The total (full-heat) loading is 7,660 watts, 
the oven taking a maximum of 3,500 watts. The range is 
made by Messrs. Landers, Frary & Clark, of New Britain 
(Conn.), U.S.A. 


THE INTERNATIONAL TRAMWAY AND LIGHT 
RAILWAY ASSOCIATION. 


First ANNUAL CONGRESS. 


THe International Tramway and Lignt Railway Association 


was founded in Nuremberg in November last. The greater 
part of the membership is German or Austrian, practically 
all the undertakings in the two countries having given the 
Association their support. The number of representatives of 
other countries is 72, made up as follows: Denmark, four; 
Holland, sixteen; Italy, one; Jugo-Slavia, two; Norway, six; 
Poland, two; Rumania, three; Spain. one; Sweden, six; Fin- 
land, one; Switzerland, twelve; Czecho-Slovakia. nine; and 
Hungary, nine. It will be noticed that of the nations of the 
Entente only Italy has a representative. The membership is 
apparently not confined to traction undertakings or their 
representatives, for in the list given by The Electric Railway 
and Tramway Journal, from which this information is taken, 
the names of companies which are concerned only indirectly 
with the industry appear. | | | | 

The first annual congress took place in Vienna on May 30th 
and following days, under the presidency of Herr Ludwig 
Spüngler, director of the Vienna municipal tramways. About 
350 delegates attended, and the day prior to the opening was 
devoted to a reception and sightseeing in Vienna. Among 
the visitors were official representatives of the Austrian, Dutch, 
Swedish, and Hungarian Governments. In replying to a 
number of addresses of welcome, the president stated that the 
membership already exceeded 450. | | 

During the first day's proceedings President Engineer Dr. 
Exner (Vienna) discussed the relations between transport and 
experiments. He began with a reference to the year 1840, 
which saw the birth of the first large railwav in Belgium, 
described the various stages of development of technical ap- 
pliances and experimental work as the traffic increased, and 
mentioned the obstacles which had to be overcome in effecting 
satisfactory arrangements. 

Director Dipl.-Enuineer van Putten (Amsterdam) spoke of 
the many difficulties which had had to be overcome in the 
construction of the Amsterdam tramways. "The reclaimed land 
was below sea level and of a gravelly nature. The tramwav 
track had to be laid on concrete topped with asphalt. Of 
the present 115 km. of track. 74 km. was laid on con- 
crete. The extended area presented difficult problems for 
the tramways, and especiallv in respect of the intercommunal 
tramways. At present, although Amsterdam had 700.000 in- 
habitants, it had onlv about 59 km. of tramwav lines, on 
which about 130 million passengers were carried  vearly. 

е 


The eight car depots and repair works of the tramways were 
all built on piled foundations—in fact most of the buildings 
in Holland were built on wooden piles. These piles often had 
a length of 13 metres and in some cases as much as B metres. 
these facts showed clearly that the cost of the foundation 
ot any building in Holland must amount to 10 or 15 per cent. 
of the total cost of the structure. 

Prof. Dr. Helm, dealing with the German light railways 
and tramways, sald that at the end of 1916 (when the last 
statistics were published), the mileage was about 19,000 km. 
In the case of tramways, the metre gauge redominated, then 
came the standard tramway gauge, which was followed by 
the 75-cm. gauge. Other gauges were very little used. In 
the light railways the standard gauge predominated. The 
small increase in the length of the lines with other than 
standard gauge was almost exclusively due to the extension 
of the existing lines, and not to the building of new lines. 
Owing to the war, tbe formerly favourable economic position 
of the light railways and tramways had been greatly affected. 
Many had had to be closed down, and on others the traffic had 
had to be greatly reduced. The higher prices often made it 
impossible to maintain the lines and the rolling stock in proper 
order. This would require at least 2.35 milliard gold marks, 
of which 1.5 milliard gold marks would be required for the 
tramways. In Germany the State had attempted to support 
the lines which were in financial straits, but this attempt 
must be considered as a failure, as the 100,000,000 marks 
allotted was quite out of proportion to the requirements. 
Moreover, these contributions meant a complete sacrifice of 
independent working. It would be much more to the point 
to release the railways from compliance with agreements and 
Acts which were passed when the conditions were entirely 
different. Many economies could be effected in the working; 
thus, for instance, a series of experiments was being carried 
out with the object of reducing the quantity of the roiling 
stock required and its wear. The tapping of new sources of 
revenue was absolutely essential. Such new sources could 
be found in an extension of the goods traffic on tramways, 
in the storing of goods on railway land at the receiving or 
shipping station, but chiefly, however, in advertising. 

Director Norregard (Copenhagen) gave an account of the 
history and development of the Copenhagen tramways. He 
said that it was in the year 1863 that the first horsed tramway 
line was put into operation. In the course of the next year 
or во no fewer than ten other tramway lines were built by 
private companies. In the latter part of the nineties, how- 
ever, these little tramways were amalgamated by two large 
private companies, and the tramways were electrified. Mean- 
while the oldest line had been acquired by English capitalists 
and was under English control, although the electrification 
had been carried out by German firms with German capital. 
In 1911 the Copenhagen Tramways Co.'s large undertaking 
was purchased by the municipality, and now all the systems 
were municipally-owned and operated. The total length of 
tramways was 91.6 km., and the rolling stock comprised 
496 motor cars and 440 trailers. The tendency to travel by 
tramcar had increased rapidly in recent years. Increased 
fares, due to adverse economic conditions, had not given a 
satisfactory balance between revenue and expenditure, and 
severe economies in working were necessary. | 

Director Hultmann (Malmó) said that it was impossible 
to secure satisfactory results by further increasing fares; 
attention must be paid to economies in staff and in new pur- 
chases. He advocated an extended use of trailer cars and 
the introduction of the one-man car which was becoming 
common in America. The Malmö Tramway Co. had been 
experimenting with a car of this type so designed as to allow 
passengers to enter and leave the car at the same time. 
It was, as yet, too early to pronounce a judgment on the 
merits or demerits of this arrangement, as the period of expert 
ment had not yet closed. " 

The session then closed. and in the afternoon visits were 
paid to the Meidling Works and to the Favoriten station of 
the municipal tramways. 

On the second day. Directors Barth and Falkenburg dealt 
very fully with the Christiania tramways and light railways. 
The former said that in 1917 a prize was offered for the best 
scheme of co-ordination and organisation of the traffic facil 
ties in the city and its suburbs. Thirteen projects—two 0 
them foreign—were presented. The speaker described the 
successful plan, the main principle of which was to run cars 
from east to west, and to lay down in the centre of the 
city as many tracks as were necessary to avoid the delay: 
of passing cars. Outside the centre. the lines are carne 
as far as possible radially to the limit of the populated area 
and beyond, the terminal stations all being designed as loops. 
Between the residential quarters and the business part there 
will later be a ring line. Another outer ring will ds 
built. There will be branch lines to the harbour and me 
stations for goods traffic. Altogether the scheme provides А 
60 km. of new suburban lines and 34 km. of new city 7 55 
estimated to cost, without rolling stock. at present eh 
100,000,000 kr. This scheme 15 being activelv proceeded Ch " 
Director Falkenburg outlined the present position of the € з 
tiani» system. There were two companies serving the 5 
and the total route length of both was 36.3 km, There ү. 
155 motor cars and 150 trailers each carrying from V n 
passengers. In 1919 over 90 million passengers ha the 
carried. as compared with 37 million in 1913, showing 
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enormous growth of traffic which had taken place in recent 
vears. The speaker gave statistics which showed that the 
cost of material and labour had risen to from four to six times 
the 1915 Башев The fares had necessarily been increased 
considerably. 


Chief Engineer Tramm (Berlin) then dealt with the psycho- 


technical test of the fitness of motormen. He said it was 
necessary to test the sight (long or short sightedness, quick- 
ness, colour blindness), the hearing (sharpness of hearing, 
ability to locate sounds), general state of nerves and other 
inovements such as trembling, &c., arm rotation, manipulation 
of the driving apparatus, staving power of the driver. atten- 
tiveness and presence of mind. With the test of fitness went 
hand in hand the training on the Taylor method, and the 
activity was regulated in accordance with given principles. 1% 
went without saying that in testing for fitness the humane 
point of view must not be lost sight of. The speaker de- 
scribed brietly, with the aid of slides, the testing and training 
methods applied їп the case of over 2,000 employés, as well 
as the results obtained. He mentioned that out of 100 can- 
didates medically passed, 20 to 30 per cent. had to be rejected 
after the test of fitness. The psycho-technical test of the 
fitness of drivers was an extraordinarily efficacious means for 
ensuring safe and economic working, as had been proved by 
experience on the Berlin tramways. 

Director Lehmann (Cologne) laid down the broad lines for 
the amalgamation of transport undertakings in large German 
cities. Ile described the reasons that had led to the splitting 
of transport undertakings in these cities, the results being 
a number of independent transport undertakings, want of a 
general plan for the whole of the city, great variety of tech- 
nical equipment, great difference in rates, and frequently 
want of facilities for quick, direct, efficient, and cheap travel- 
ling. Amalgamation of transport undertakings must be con- 
sidered as the only remedy. ‘The object of the amalgamation 
of transport undertakings would be to lay down a joint plan 
for the trafüc, to improve the existing traffic connection, and 
to equalise and to reduce the rates as far as possible. Amalga- 
mation ought to be dealt with by the municipalities to which 
the necessary powers would be transferred, and their „task 
should be facilitated by the unification of State examiners 
and inspectors, and by suitable legislation. The amalgamated 
transport undertakings should be owned chiefly by munici- 
pahties, but worked privately. 

Engineer van Nes (Vienna) dealt with automatic converter 
stations for electric railways, and with mercury rectifiers. He 
gave a general description of the object and arrangement of 
automatic converter stations with single-armature converters 
in America, and of automatic converter stations on the Brown- 
Boveri system. He also dealt with the successful converter 
station at Riehen, near Basle, for the Basle-Lórrach tramways. 
The mercury rectifier, its construction and use, were described 
with the assistance of a number of slides, and converter stations 
with distant control from a central station, and automatic 
rectifier stations, were also described. 

On the third day Dr. Mattersdorf (Harburg) dealt with 
the standardisation of equipment, and spoke of the work of 
the Union of German Tramways, Light Railways and Private 
Railways in this direction. Among the subjects dealt with 
by this union were voltage, motors, controllers, interior wir- 
ing, mechanical parts, collectors and rails. As regarded eon- 
trollers, IS positions with four different connections had 
been standardised. Four standard sections of grooved rails 
had been approved, and six sections of headed rails. Dr. 
Mattersdorf also spoke on ''service," and emphasised the 
need for centralised management and careful supervision aud 
upkeep. He recommended the formation of a special com- 
mission to deal with these problems. 

Director Tobias (Budapest) described the experience gained 
on the Budapest tramways in the use of ball and roller bear- 
ings. His conclusions were that properly designed ball and 
roller armature bearings were superior to armature bearings 
with sliding friction as regarded reliability of working, and 
that considerable economies could be effected in lubricating 
material, as well as in the cost and attendance and upkeep of 
the bearings and of the motors, such economies soon paying 
for the cost of purchase, in addition to the interest, even 
in the case of bearings subsequently put in. 

Director Albert (Crefeld) and Director Loercher (Stuttgart) 
also testified to the advantages gained by the use of correctly- 
designed ball and roller bearings. 

Engineer Stehr (Vienna) gave statistics and general in- 
formation about high-pressure direct current, about speed 
regulation by shunting, and about power and converter sta- 
tons. He concluded by describing the possibilities of the 
use of high-pressure direct current for light railways. 

Engineer Findeis (Vienna) dealt with railless systems, and 
considered this a cheap means of locomotion for districts with 
small truffic. With the assistance of slides he gave particulars 
of the various constructions of current collectors, such ав 
the Schiemann, the Kohler, &c., of the construction of the 
cars, of the possibilities of electric overhead lines, and de- 
scribed some existing lines and their results. 

D conclusion of the day's proceedings, officers and council 
for 1921 and 1922 were elected. 

On May 30th, the members visited the principal depot of 
the Vienna municipal tramways, and inspected the various 

epartments, shops, and products of that large establishment. 
еу saw about 450 cars in the sheds, besides rail-cars, snow- 


ploughs, and other service vehicles, &c. Later the members 
were the guests of the City of Vienna, and were welcomed 
by Burgermeister Reumann in the Magistrates' Sessions Hall. 
On Tuesday afternoon, June Ist, a visit was paid to the 
brown coal depot at Zilingdorf and the new power station 
at Epenfurt of the Vienna Electricity Department, as well 
as to the electricity works of the Southern Railway Co.; and 
on the following day the visitors inspected the modern works 
of the A.E.G.-Union Co., and the railless trolley installa- 
tion between Potzleindorf and Salmannsdorf. 
The next congress of the Association is to be held in Buda- 
pest. 
222 ——— 


SIGNALLING BY INVISIBLE RAYS. 


SELECTIVE TRANSMISSION AND DETECTION OF ULTRA-VioLRT 
RADIATIONS. 


Very little regarding the origin or detail of the invention which 
enabled signalling to be carried out by means of invisible 
ravs during the later period of the late European war has 
been so far available. A recent issue from the U.S.A. Patent 
Office, however, let the cat out of the bag for. according 
to the Electrical World, the invention 1s claimed by Dr. Louis 
Bell and Mr. Norman Marshall, of Boston, who are reported 
to have attacked the problem many months before America 
entered the conflict, and to have achieved success following 
a brilliant series of research investigations. 

The peculiarity of the system described is that it utilises 
not the radiations of very short wave lengths known academic- 
ally as the ultra-violet, but rather a part of the spectrum to 
which relatively very little attention has been paid—that 
portion which lies between the extreme visible violet and 
the point at which radiation is strongly absorbed by glass. 
Very powerful radiation in this region, which roughly lies 
between 400 ди and 350 ди, can be obtained from divers 
sources like the carbon, mercury, and magnetite arcs, but— 
what is here of great importance—the incandescent lamp, 
particularly hard pushed, yields very excellent results. Rays 
in this region are of extremely low visibility, so low as to be 
virtually invisible under all working conditions, and yet they 
have the power of exciting the chemical eye of fluorescence 
with somewhat astonishing efficiency. 

Perhaps the most remarkable thing about the system 1s the 
extremely small quantity of energy required to operate it, 
less than 90 watts total output being ample for ordinary front- 
line work and 100 watts or so for distance signalling. Bearing 
in mind the fact that even this small amount of energy is 
filtered through half an inch of dark glass, the extraordinary 
sensitiveness of a properly organised chemical eye becomes 
strikingly evident. The retina itself, for visible rays, responds 
to amounts of energy во small as to be hardly imaginable, but 
the photochemical process of fluorescence, if photochemical 
it be, seems not to fall far behind. 

All previous efforts to signal by normally invisible rays had 
attempted to use either the extreme ultra-violet or infra-red 
rays in the belief that the former were so quickly absorbed hv 
the atmosphere, and во difficult to obtain in quantity 
as to be impracticable for portable service, and even 
less attainable in suitable transmitting. apparatus. More- 
over, everv previous attempt to utilise ultra-violet light 
ravs had involved the use of quartz apparatus which was 
utterly impracticable for production in quantity as required 
for military use. Therefore, Messrs. Bell & Marshall turned 
to the region just bevond the visible spectrum and instead of 
working with quartz lenses, the experimenters used ordinary 
Mangin mirrors. which by tradition were entirely incapable 
of dealing with the ultra-violet rays without vital absorption 
for the region now used (400 44 to 350 uu). The Mangin 
mirror proved excellent for the work, and it was found pos- 
sible to obtain a powerful beam in this part of the 
spectrum from an ordinary. gasfilled lamp of the type used 
for automobile headlamps. 

A suitable screen to cut out the visible spectrum gave the 
investigators а large amount of trouble, owing to the fact 
that nearly everything in the way of an absorbing medium 
is permeable to the red of the spectrum, of low visibilitv by 
dav but conspicuous by night. The problem was to leave 
the nearer part of the ultra-violet and to transmit it with 
considerable freedom. Traditional screens failed utterly. 
Messrs. Bell and Marshall tested virtually the entire range 
of dyed films and liquid absorbing media, literally in hundreds 
of combinations, before success was achieved. The screen 
finally settled upon as the most practicable was a combination 
of glasses nroduced bv the efforts of Dr. H. P. Gage, of the 
Corning (N.Y.) Glass Works. working on the specified require- 
ments as to wave-length limits. Still more persistent in- 
vestigation was required. to discover the “ chemical eve“ 
which should finally render visible the radiation passed by 
the incandescent lamp through the necessary screens. To 
reach snecess it Was necessary to have a receiving screen 
which should be verv sensitive to the one particular region 
of the spectrum supplied and shonld fluoresce with the colour 
of the maximum luminosity value for тегу weak stimuli. Even 
when the best substance was finally found it proved to he a 
rather difficult art to prepare it in the sensitive films necessary 
for use. 

Jhe investigators had particularly in mind the production 
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of a very light and effective signalling set which had maximum 
portability so that it could be carried if. necessary on a soldier's 
belt. The first complete apparatus turned out, in fact, con- 
sumed less than 20 watts derived from a dry battery carried 
оп the belt and was capable of signalling probably over 1 or 
2 km. In the receiving apparatus, again, all traditions were 
violated, for the chemical eye was fixed to an ordinary 
prism field glass where the rays had to pass through two 
cemented lenses and 6 or 8 cm. of glass. Glass, in fact, is 
quite transparent to the particular radiations employed, and 
ordinary field. glasses form as good a receptive device as could 
be desired. | 

Finally, the whole outfit, with combined sending and receiv- 
ing apparatus, battery. and tripod mount, weighed but 13.6 
kg. and was capable of working over 6 or 8 kin., using only 
about 95 watts in the lamps. It gave a singularly narrow 
and sharply defined beam, appearing in the receiving glass 
as a little green moon blinking a code unseen through the 
darkness. 

Signalling with this particular kind of ultra-violet ray proved 
successful even in face of a drizzling rain or a snow squall. 
The absorption by the atmosphere did not appear to be at all 
severe, and the apparatus was extruordinarily compact and 
portable. 

In the most developed form two telescopes are used.side һу 
side. One is used in transmitting and the other in receiving 
signals. In the former are mounted duplicate lamps, the filter, 
eyepiece, and transmitting lens. The latter contains a con- 
densing lens, with the fluorescent screen at its focus, and an 
eyepiece. Clear glass was used in these lenses. 


NEW PATENTS APPLIED FOR, 1921. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal bv Messrs. Serron-Jongs. O'Dzii AND 
Srepumns, Chartered Patent Agents, 285, High Holborn, London, W. C. 1. 


21.163. Electric colour changing signs," E. W. Chamberlain. August 
9th. 

21,335. “Incandescent electric lamps." J. F. N. Young. August lith. 

21.342. Dynamo-clectric machines for producing oxides ol nitrogen.“ 
F. Stacey. August lith. 

21,357. “ Party-line telephone systems.“ R. €. M. Hastings. August lith. 
21.365. Apparatus for condensing mercury vapour in metal-vapour rec- 
tifiers." Siemens-Schuckertwerke. August IIth. (Germany, August 191Һ, 
1920.) 

21.371. Drawn wire filaments." General Electric Co., Ltd., and F. S. 
Goucher. August lith. 

21.438. Electric emergency lighting installations.” P. Das. August 12th. 


(Holland, October 28th, 1920.) 
21,582. “ Electric light fitting." J. Hall. 
21,5 „Terminal connectors for spark plugs, &c."' 


15m. | 


August ]5th. 


B. Deakin. — August 


S. Coxon and F. M. 


21.595. Shade carriers for electric lamp holders.’ 
Soulsby. August l5th. 

21,000. ‘Clips or brackets for holding petrol cans, accumulator boxes, 
&c." J. H. Holland. August loth. | 

21.612. Electric floor-polishing machine and waxing attachment." G. E. 
Robinson, F. M. Soulsby, and R. А. Stencel. August l5th. (United States, 
May 23rd.) 


21.024. Dynamo-electric machines." J. A. Киузег, Metropolitan-Vickers 
Electrical Co., Ltd, and К. Townend. August 15th. 


21,680. “ Electric lamp brackets or supports." Cable Accessories Co., Ltd., 


and F. Н. Reeves. August 16th. | : | 
21.681. Electric — plug-and-socket connections, бс? J. AL Crabtree, 
August 16th. | А l 
21.683. Electric switches.“ J. A. Crabtree. August Iih. 
21.723. Electric. radiators.” C. W. Marriott. August 16th, 
21.742. Means for connecting electric conductors to rails.“ British. Power 
Railway Signal Co., Ltd., and H. E. Cox. August 16th. 
21.755. Electric revolution counters.“ Evershed & Vignoles, Ltd., and 
J. C. Needham. August 16th. . 
21,757. “ Electrical moving figure." L. R. Henson. August 16th. 


21.761. '* Means for increasing sound transmitted by telephones, &e.“ W. H. 


Hipgs. August l6th. ' т A T 

21779. ‘Safety fuses for miners’ electric lamps, &c." E. Summerfeld. 
August 16th, ! „ 

21.786. * Electric transmitters for automatic telegraphy." F. G. Creed 


and Creed & Co., Ltd. August l6th. — | : | 
21.798. Electric lanterns for signalling, &c." J. Eaton, Efandem Co., 


Ltd., and A. H. Williams. August 17th. 


21,814. '' Apparatus for testing magnetos, insulated plugs, &c. E. J. Davis. 
st 17th. x р n Е 
М Ае E Electric lamp holders." W. Barnett. B.5.T. Electric Fittings Co., 


F. Saunders. and P. J. Thompson. August 17th. M 


21,846. '' Amplification and/or shaping of impulses in telegraphy. Eastern 


* ` M ` in f t б - h 
Telegraph Co., Ltd., and W. Gave. August 171 ; | _ 
21.847. Selective telephone systems.“ R. €. M. Hastings. August 17th. 


Hastings. August Ith. 


21.848. Telephone systems," R. €. M. 
Whitworth and Dyson. & Co., 


* Telephone mouthpieces, &c." L. 


21,853. ib 
Enfield (1919), Ltd. August lth. | 
M H 7 y Н sande see t elec- 
21855. “ Process of manufacturing carbon filament for incandescen 
c { (Japan, September 12th. 1920.) 


August 17th. 


: Е 3 
lamps." K. Nishikawa. i à x 
ET Eastern Telegraph Co., Lid., and W. Gaye. 


21,857. '' Electric telegraphy.” 

August 17th. | 

əl BOR, “Sparking plug." F. Scott. Aupust 17th. M " 

21 859. „ Electric connections between conductors." S. Cohen and J. Firth. 
! sust 17th. , | аке | 

AL E Safety systems for electric networks, N aanlooze Vennootschap 
Liin. Protectie. August 17th. (Holland. September loth, Ta.) 

21 871. “ Electric clutch coupling (ог dental technics. E. Huet. August 
17th. (Belgium. November 2th. 1120.) _ | u | 

21.872. Electrical precipitation. Lodge Fume Co., Ltd. (Internationa 


cipitation Сол. August 17th. | 
121. " Electto- magnetic engines or Н. F. Mordev. August 


motors.” 


21,893. 
255 ч Small electric motors.“ N. W. Bairstowe and W. A. Benton. 
ast 18th. | А 
бы: Electric motors" M. Rawarada and T. Yamamoto. August 1&th. 


n сє 7th. 1920.) 8 А 
Да " С, A. Damev and Kingsmill Electrical Co. 


21.935. Electric cut-outs. 
An he, &c," A. S. Bowley. August 18th. 
21.947. '' Telephones, phonographs. &&. a) v. н 


trolled frequency." T. 


21,954. “ Windings for dynamo-electric machines.” W. E. M. Avres 
August 18th. | TES 
21,969. “ Sparking plugs.” : Armstrong Sparking Plug Co., Lid., and 


J. H. Im Thurn. August 18th. 


21,986. “ Dimming clectric lamps of automobiles." G. E. Webb. August 
19th. | * BON 
22,000. *' Mounting electrical apparatus on cycles." S. C. Westwood and 


Н. B. Westwood. August 19th. 


22,001. '' Electric. switches.“ S. C. Westwood and H. В. Westwood 
August 19th. 
22,005. '' Apparatus for converting acetylene, paraffin, &c., lamps for use 


as electric. lamps." С. Hewitt. August 19th. 


22.019. Tramway. &c., rails." E. W. Walsh. August 19th, 

22,02]. "' Electric light fittings." Holophane, Ltd., and E. Stroud. Augi 
Wth. `` 

22.026. Miners’ electric lamps.” Н. Wade (Concordia Elektrizitats АМ. 
Ges.) August 19th. ' 

22,032. “ Magnetos for electric ignition." B.d.V. Motor Co., Ltd., ang 
C. J. Coleman. August 19th. 

22.0435. Connection for electric cable conduits.” T. Clarke. August 19th 

22,040. Instruments for producing interrupted electric current of con. 


W. Booley. August 19th. 

22,070. Methods of measuring high voltages.” 
Co.. Ltd. August 19th. 

22.074. Automatic trolley retrievers for electric tramcars.™ Chilian Elec. 
tric Tramway & Light Co., Ltd. (A. Bowen), August 19th. 

22.076. '' Electrical fittings." W. M. Barrington, W. EQ Bottom, and 
M. Н. Goldfarb. August 19th. 


British Thomson-Houstun 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be takea. 


10186. 


“© Cooling of transformers or other electric apparatus.“ Н. A. Carney 
Lacey. April 22nd, 1920. (167, 197.) 


1920. 


18.797. 
and II. XI. 


3,0 2. Elecirical apparatus for transmitting indications to a distance.“ 
M. I'. Favre-Bulle and M. J. Lavet. February 19th, 1920. (167,304) 

6.314. Combined lighting and ignition dvnamo-electric machines.“ E. T. 
Fer; Februars 6th, 1518. (139.780. 

6.345. Combined lighting and ignition dvnamo-electric machines.“ E. T. 
Ferat. October. loth, 1919. (Addition. to 139.780.) (152,624. 

9.496. Self-supporting electrical coils.” ре Forest Radio Telephone and 
Telegraph Co. April 4th, 1919. (141,344) 

10.943. Telephone systems." Wesiern Electric Co., Lid. December 3lst, 
1919. (156,065.) 

11.243. Mercury vapour are devices," Igranic Electric Co., Ltd. (Cutler 
Hammer Manufacturing Co.). April 22nd, 1920. (167.222) 


11,625. '' Electric. switches and locking devices therefor. R. K. Winning. 
April 27th, 1920. (167,231.) 

11.658. Impregnating paper and the like with insulating compounds and 
the like for electrical. purposes." E. A. Claremont and C. J. Beaver. April 


27th, 1920. (167,232.) 

11.880. Dynamo-electric machines adapted for synchronous working." 
L. J. Hunt. April 29th, 1920. (167,242) 

12,043. * Method of. preventing loss of zinc in an electric battery." А. 


Pouchain. 
12,231. 
Electric Co., Ltd., and J. 


April 30th, 1920. (167,250.) 
“ Means for arranging electrodes. in vacuum tubes." Edison Swan 
Scort-Tagpart, May 3rd, 1920. (167.266. 


12,279. *' Electric lanterns.” kíandem Co., Ltd., and A. H. Williams. 
May 4th, 1920. (167,277.) 

12.402. Electric operated hammers. S. W. M. Kollock. May 4th, 1920. 
(167 286.) . 

12,482. ''Slow-motion devices for electric rheostats and — controllers,” 
British Thomsor-Houston Co., Ltd., and J. Sugden. May Sth, 1920. (167, 01. 


and other road 


12,999. *'' Dynamowleetric generator for lighting — eveles 
vehicles." Exact: Manufacturing, Ltd, and H. T. Moores, May IIch. 1920. 
(167.305.) — 

13.194. Telegraph printing stems.“ Automatic Telephone. Manufactur- 


(167.310. 


ing Co., I. td. H. Harrison, and S. R. Smith. Мау 13th, 1920. T 


13.428. Electrical heater for use in perforating and other devices.“ 
Campbell. Mav löth. 1920. (167,316) 
13,673, Мапийасиге of electrical 
interrupters, or the like,“ H. Herrmann. 


controllers, 
(153.27. 
metal sheets, 


collectors, commutators, 
October 29th, 1919. 


13.913. Method of electrically welding together galvanised 
plates, and other parts." J. Ledwinka, May 20th, 1920. (167,320. 
14.687. Terminals for electric conductors.” G. H. Sykes. May 23th. 
1990, (Cognate application 22.418. 1920.) (167,346.) 


Schneider, May 


14,802. “Instantaneous electric water heaters." L. J. 
Jl«t, 1920. (167.348.) 

15,124. “Sparking plugs." Brewster Goldsmith Corporation, Ine. June 
Oth, 1919. (144.632.) 

15,336. Automatic spark advance for magnetos." G. B. Gousset. June 
20th, 1919. 145,404.) 

17.723. Process and apparatus for clectricaHy separating dust from 
gases and vapours. W. North. August 27th, 1917. (145.585.) ; 

18.139. “ Means for coupling wires to electric lamp holders rra 

5.774. 


terminals.” D. M. G. R. De La Pichardais. February Sth, 1919. vf 
19.361. Connecting clamp for electric wires.“ Allgemeine Elektricitato 
Ges. Мау Hth. 1918. (147.452) EY 
21.231. Frollevs for electric tramways of the overhead conductor systems. 
W. Lawrence. July 14Һ, 1920. (167,374.) 
21.341. ** Electricallvalriven vehicles.” 
(167 375.) | 
22.472. rocess for protecting against К 
parts of apparatus which contain several liquid spaces, 
һегиет. August 2nd, 1919. (149,632.) 
23,030. Electric welding machines.“ 
and Forging Co.). August 4th. 1920. 
96.173. “ Holders for electric incandescent: lamps.” D. M. 6. 
Pichardais. (Addition to 150.726.) Sentember 12th, 1919. (150.971) о," 
96.55]. “Electric current generator for high voltage ignition and lighting. 


Е. M. Walters, July 15th, 19%. 


destruction certam 


electrolytic | 
F. von Wurstem- 


ae r 


I. V. Johnson (United States Chain 
37.391. 
167.391.) G R. De La 


Gehrig. September 16th, 1919. (151.274. о бй) 

] 99,597. б Electrical wall plugs," A. Ten Bosch. July 23rd, 1919. der 
31.665. Telesraphie tell-tale instruments.“ A. C. Nacneur. + oy 

9th, 1920. (167,427) | Жоп, 
32.027. Homopolar ductor alternator.” Maschinenfabrik Oerlikon 


November 28th, 1919. (154,893,) 


192i. 4 
2.432. ''Bonding blocks for metal-covered electric wiring." A. Kirk an 
К. C. Miliken. January 1, 1921. (167,436.) | _ os, 19. 
6 5% * Magnetos." Soc. Duten Doublet et Cie, February =f 
(167,437 .) : jo the 
9.628. Process for suppressing the higher harmonic currents eee” 
secondary circuits of transformers feeding polyphase metal vapour rec 
Akt.-Ges. Brown, Boveri et Cie. April Ist, 1920. (100,833) povided 
11.829. Method of manufacture of lamin ted. magnetic nass 1919. 
with cooling vanes for electric machines“ P. Hermann. April : 
vl 1 1 ы J 9 HP 
(Divided application on 142.828.) (162.2819) ea tene Scinti'la. 


Wire elimning terminal for low-voltage 


(165,402. ) 


17.014. 
June 24th, 1920. 
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Ю.С. MOTORS. 
WEIGHT MOTORS, Ltd., HALIFAX. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and-CASTINGS 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
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SWITCHGEAR. 
ERNEST F. MOY, LTD., 
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Government Contra 
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TAYLOR & PETTERS, LTD., 
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“EMPIRE” 
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ELECTRIC CONTROL, LIMITED, GLASGOW, 
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COMPANY, LIMITED 
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Electrical Instrument Co., Lid. 
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»Phone: 


Wire: 
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ELECTRIC MOTORS. 
One, Two and Three-Phase. 


BRITTAIN'S ELECTRIC MOTOR Co. 
(Late Langdon-Davies Electric Motor Co.), 
110, Cannon Street, London, Е.С, 4. 
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Immediate Delivery. 
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An Old English Garden. 


See Sup. 12. 
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Neate St., London. S.E.5 


SHUNT REGULATORS. 
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STAR DELTA SWITCHES. 


THE SOLENOID REGULATOR co., 
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SPORIS WORKS, LIMITED. 
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General Sales 


IODESLEIGH HOUSE, Gaxton $t, Westminster. 
Grams : Blocbat, Vic. London. Phone : Victoria 6863. 


INGLEBY & CO., 


Old Lane, Beeston, LID, 
FOR DIRECT AND 
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NO CROSS CUT ON THEM TO 
DESTROY CONDUCTIVITY. 


NO CLEANING ENDS. 


For any of the following Electrical Supplies .— 


Industrial Fittings. 
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Accessories. 
Accumulators. 
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test, and without hope of extension of plant unless it 
can beat sts rival on selling price. 
Now, the words italicised contain the kernel of the 
argument. There is no doubt that in some cases the 
small local unauthorised undertakings, with plunt pur- 
chased at pre-war prices, and working on economical 
lines, will be able to defy any competition from a newly 
established supply, whether from a distance or locally 
generated. No one can shut them down—as the law 
stands at present; and if, us mentioned above, they are 
able to obtain a special order endowing them with statu- 
tory powers, their position will be impregnable. 
However, they must not caleulate their costs in the 
manner indicated by our correspondent, who tacitly 
assumes that the oil-engine set is going to run at full 
load and maximum ећсіепсу when it runs at all, and 
makes no mention of interest on capital or allowance 
for depreciation or obsolescence (say, 20 per cent. per 
annum togetlier), or rent, rates, labour, lubrication, and 
repairs. That ''horse-power-hour for 1d.“ is an old 
story—in a double sense. Ав we have said, in some 
cases the small private plant will undercut any public 
supply of future development ; but in many cases 1t will 
be found, on an impartial investigation, when all the 
relevant charges have been fairly taken into account, 
that the apparent cheapness of the supply given by the 
small plant is only apparent. Hence we recommend 
the owners of such plant to make sure of their ground 
before they commit themselves to any definite policy. 


On Wednesday the Shipping, En- 
The Engineering gineering, and Machinery Exhibition 
Exhibition. жаз opened at Olympia for its three 
weeks’ run. Coming at a time when the 
trade barometer is distinctly rising—as evidenced by 
the reopening of iron and steel works, the reduction of 
unemployment, &c.—the Exhibition ought to provide 
a valuable stimulus and produce useful results. It 
should be borne in mind by exhibitors that to equip a 
stand and place а man in charge of it is not the sum 
of their duties to themselves and to their potential 
clients; assuming that the exhibit is well selected and 
displayed, and that the attendant is not merely a man, 
but a competent demonstrator, able and eager to explain 
the operation and merits of the items shown, it remains 
to ensure that he shall be well supplied with visitors 
interested. in the class of goods concerned. There are 
various ways of attaining this end, which need not be 
detailed ; our object is only to point out that thev should 

not be neglected. | 
Again, the immense educational value of such an 
exhibition should be duly appraised, and the oppor- 
tunity should be taken to turn it to the best possible 
account. In this respect we appeal not only to exhibi- 
tors, but also to manufacturers and traders in reneral 
to make use of the exhibition and increase its efficiency 
ot ные embers of their staf, from the heady 
exhibition and шаке а Шого Rope үн UE 
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assistance they have given him during the year. Мг, 
Atkinson has а gift for doing, and saying, the unex- 
pected thing, with which, fortunately, is associated an 
unerring sense of what is fitting; and hence no one can 
fail to appreciate the spirit in which his message is con- 
ceived. He pays a special tribute to the effective work 
of the honorary treasurer, Sir James Devonshire, as well 
as to that of the secretary, Mr. Rowell, and his staff, 
but he makes no reference to his own labours, which 
must have been as arduous as they were successful—and 
that is no faint praise, for, as he remarks, '' in many 
ways it has proved a record session.“ 

Already we are looking forward to the next, which 
oflicially commences when this month ends. The Coun- 
cil is still engaged in debating the very difficult question 
whether the meetings shall begin at 6 o'clock or at the 
former hour of 8 p.m.—difficult, because so many mem- 
bers hold strong views one way or the other. While 
we have our own opinion, it is a matter for individual 
decision, upon which we do not care to comment. But 
we think we shall voice the views of a good many mem- 
bers if we suggest that the informal dinners, inaugu- 
rated by Mr. Wordingham, and abandoned only because 
of adverse circumstances, might now be revived, and 
that no more suitable rendezvous could be found than 
the Engineers! Club. 


ENGINEERS of all branches of the pro- 
The Engineers’ fession will be glad to learn that the 
Club. Engineers’ Club (London) was duly 
opened last week, and that from tle 
very first it“ made good." On the opening day the 
luncheon rooms were fully occupied, and most of the 
sleeping accommodation was booked; and since then 
the attendance at and use of the club has been all that 
could be wished. So far as we have been able to ascer- 
tain, the members generally are very pleased with the 
arrangements provided for their comfort and conveni- 
ence, and there is every reason to forecast a prosperous 
future for the new institution. 


Juao-Stavia, the kingdom of the 
Serbs, Croats, and Slovenes, has to im- 
port from abroad machinery, all kinds 

of railway material, scientific instru- 
ments, brass, copper, steel, &c., amongst 
other goods, which the United Kingdom should be in a 
position to supply. Unfortunately, the purchasing 
power of the new kingdom is limited, and though gradu- 
ally recovering, must remain restricted until its ге 
sources are developed. To this end capital is needed, 
transport must be improved, and labour requires to be 
reorganised. By co-operating in these directions with 
local interests, British entrepreneurs would be making 
a useful contribution towards the reconstruction of a 
promising region, and might at the same time gain an 
outlet for British goods. 

The prospects facing such schemes may be gauged 
from the report by H.M. Commercial Secretary at Del. 
grade, which has recently been issued by the Department 
of Overseas Trade. "The main factors which affected 
trade in British goods last year were: (1) Exchange 
variations ; (2) time taken in transit of goods ; (3) terms 
of To cun or credit; (4) Valuta competition. 
5 aki ß . 

жазы ы Ovakia, and Italy. Machinery, cop- 
per, Cars, tires, and iron and steel goods were 
amongst the articles affected by this competition. 
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THE TESTING OF ELECTRICITY METERS. 


By R. M. MOBERLY. 


Just as а power canvasser does not labour the com- 
parison of costs of electricity versus other methods of 
driving, but rather concentrates on the inereased or 
improved output available when the electric drive is 
used (since power costs, although important, form only 
a small portion of the total cost of production, whilst 
increased sales are very important), so a supply en- 
gineer regards, or should regard, the importance of 
output, and should be willing to go to a reasonable 
expenditure to increase his sales. Money is spent in 
advertising, and in canvassing, but expense for the up- 
keep of meters is frequently frowned upon. The money 
spent to buy meters represents a by no means negligible 
portion of the total capital expenditure, and although 
this may be considered to be depreciated duly by the 
income received from meter rents, it would be better 
tə regard this revenue as providing a maintenance and 
renewal fund, and by systematic care to keep the meters 
in good condition. 

The securing of maximum sales implies minimum loss 
in distribution, which in turn implies meters in good 
condition, and fast up to the statutory limits. This 
last desideratum is & reasonable aim, and one which 
does not necessarily involve great preliminary outlay, 
elaboration, or running cost, but which, when decided 
on, must take cognisance of certain incidentals which 
make all the difference in obtaining quick and reliable 
results. These incidentals are: (1) Instruments; (2) 
variation of test load; (3) accuracy of observation; (4) 
accuracy of preliminary calculations, and calculations 
during test; (5) personal element, eye strain, fatigue, 
&c. ; (6) miscellaneous items. 

In starting a test room of moderate capacity, these 
incidentals may be considered in the following man- 
пег: — 

Personal Element.—The way of the man who gets 
through his work well, but is apparently lazy, is often 
the best. The lazy mañ’ method should, therefore, 
be kept in view in the arrangement of the test room, 
во that а bench and chair of proper respective heights 
are provided for one class of meter, and suitable racks 
and a stool for other types. The position of control 
should be as nearly central as convenient. 

instruments.—The most exact, showing the clearest 
definition of the smallest variation over a large range 
is naturally the best, but no doubt a potentiometer and 
good retlecting galvanometer with an N.P.L. certificate, 
or a Kelvin balance, are too expensive to consider, so 
it is necessary to take the best that the powers that be 
will pay for, have it periodically checked, and assume 
it to be correct between checks unless proved otherwise. 
Ав the limits of accuracy prescribed are expressed as a 


percentage, values from beginning to end should be. 


considered on this basis. Instrument scales should be 
аз large as possible, and should be calibrated во that 
fine readings may be taken, a mirror below the needle 
being, of course, essential. Shunts or transformers 
should be во graded that for the majority of readings 
Iequired for every-day meter testing, the pointer will 
be on the high side of at least 50 scale divisions, where 
one division (equal to & variation of 2 per cent.) is as 
clearly read, as at 10 scale divisions where one division 
ls equal to a variation of 10 per cent. 

Variation of Load.—For d.c., current from accumula- 
tors is essential. As the cost of sufticiently high-dis- 
charge-rate accumulators for a separate installation is 
prohibitive, it is best to use regulating cells of the main 
battery. Eight cells form a useful group, and these 
should be the last regulators in the batterv, so that the 
effect of outside conditions is reduced as much as pos- 
eible. A spirally wound heating element with suitable 
tappings forms the cheapest type of rheostat for the 
calibration of voltmeters, whilst voltage from the bus- 
bars, with the addition or subtraction of a few volts by 


means of test cells or independent small cells, answers 
the requirements of voltage circuits in energy meters. 

For а.с. testing, as the phase difference comes into 
consideration, and as the type of standard instrument 
most suitable for obtaining quick results is different, 
it is often best to use energy from the busbars through 
suitable banks of lamps, heaters, &c. The instrument 
recommended for use as a substandard is a portable 
rotating standard as supplied by the British Thomson- 
Houston Co., or the Metropolitan-Vickers Electrical Co. 
Several ranges are obtainable with either instrument 
by means of variable series coil connections, and usually 
two or more voltage ranges can be supplied. With such 
an instrument quick readings can be obtained with the 
advantage that fluctuations in the supply will not upset 
the tests. A good ammeter and voltmeter may be ob- 
tained, but although useful for power factor tests, such 
tests are of little practical value with modern meters in 
which the range of power factor met with in commercial 
practice makes less than 1 per cent. difference. Suitable 
inductances and choking coils complete the requisite 
equipment. 

Accurate Observation.— Absence of eye strain is es- 
sential. The eye must obviously be in the same align- 
ment at the beginning and end of each test, but need not 
be in the interval, hence it is obvious that good aligning 
marks must be available. The meter under test usually 
contains one such mark such as the spindle, the end of 
а magnet, &c. ; the other alignment can conveniently be 
external, made to stand or hang in front of the meter. 
It is then only necessary to align the eyes for perhaps 
10 seconds in 60, and to remember whether it was the 
head or tail of the disk mark that was counted at the 
start. А lamp with а concentrating lens to throw а 
beam of light into the meter under test is also helpful. 

Preliminary Calculations, and Calculations during 
Test.—' The lazy man will endeavour to eliminate the 
latter entirely, if possible, by paying more attention to 
the former. А percentage chart on а large scale showing 
the error of апу reading from the constant, or the varia- 
tion between any two constants in the tables, saves much 
time, especially in the case of meters with readily 
changeable constants, such as Chamberlain & Hookham . 
or Ferranti meters. А variation chart to and from 60 
wil be required for meters in which the constant is 
calculated in revolutions per minute at full load. A 
variation chart to and from 60, and to and from 
various other numbers will be required for meters in 
which the constant is calculated in revolutions per unst, 
and also a standard relationship between this constant, 
number of revolutions, time and load. (If one works 
in revs. per minute, fractions of revs. come in, involving 
the use of a slide rule during test.) In each case varia- 
iion per cent. must be obtainable from the charts, for 
direct entry on the test sheet. As the majority of meters 
to be dealt with will not be above 100 amps. capacity, 
it is as well to provide circuits as follows : — 

D.c. Battery Cables, —So that one or more cells up to 
the full number (eight) may be used in series the cables 
of 70-À capacity should terminate in a simple plug and 
socket, а bar and clamp, or what is more economical 
in space and expense, a mercury switchboard, From the 
switchboard at least three circuits should be run to 
different positions terminating in good screw terminals 
on walls or benches. Provision should be made on the 
switchboard so that any of the ammeter shunts can be 
readily connected into any of the circuits in series with 
any number of the test cells. 

Flezibles for connecting meters may be conveniently 
made up of 7/18 or 7/20 cable sweated into suitable 
lugs, easily obtainable from Davis & Timmins, as a 
standard terminal, but with the screw thread omitted. 
The terminal to take 7/18 will be found to have the right 
size stalk for most meters except Chamberlain & Hook. 
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ham, which require ап extra } in. length in the stalk. 
The thimble part of this terminal can be used in larger 
sized meters. A number of barrel connectors for this 
size will also be useful. 

Resistances.—A pair of good carbon resistances and 
а small carbon cloth pile will give all the variation re- 
quired from 100 amperes to 1/100 load on the smallest 
meter used. The plate resistance should have either 
smooth or corrugated plates about 34 in. square by 
lin. thick. The carbon cloth pile suould have three 
terminals, and be provided with a robust short-circuit- 
ing switch so that it may be arranged in the circuit in 
use and set at the beginning of а range of tests to give 
the required light load by opening the в.с. switch. Thus 
full load may be obtained with four cells, half with two 
cells, one-fifth with one cell, and one-tenth with one cell 
and the s.c. switch opened. If instruments are go ar- 
ranped that the tester can tell when any variation in 
the current occurs during test, one or two small carbon 
resistances, consisting of full size plates, but onlv а few 
in each, may be conveniently connected in the test cir- 
cuits, во that any such variation may be corrected with- 
out interruption of the test. | | 

Comfort makes a considerable difference to the lazy 
man. А good chair, with the provision for а test pad, 
and a tray for the small number of tools required for 
minor adjustments, makes all the difference; the pro- 
vision of wheels 18 an improvement, but might be eon- 
sidered too luxurious. A similarly arranged stool for 
working at meters on the racks, and a good stopwatch 
complete the main items. 

When a batch of meters comes in from the makers, it 
ів as well to look out for one or two different sizes which 
have remarkably good curves, and to install these per- 
manently in the test room so that after other tests a 
batch of meters can be put in series with the selected 
meter of suitable size, and run on dial test. The dial 
testing may be conveniently done on the office or works 
lighting or heating circuits, thus not occupying the 
switchboard, or using current unnecessarily. 

A standard set of resistances is arranged so that 1/100 
load for any size of meter can be obtained quickly, as 
all meters should be first tried at this load, the ^ jib- 
bers"' being put on one side for examination, and the 
good ones passed on for test. Mercury meters which 
“е Jib" or pass 1/100 load test, if over five vears of age, 
should be opened up for examination, since disk trouble 
or oxide, or more rarely jewel trouble тау have started. 
The corrosion of gear wheels, especially when the meter 
contains any ebonite or similar substances, 
sufficient to cause slow running on light loads. (The 
remedy for this is to dip the gears and relacquer.) 
Jewels, in motor meters especially, but also in mercury 
meters, sometimes split or flaw, and it is of interest to 
note the serial numbers of all meters in which jewel 
„ 5 à о batch of jewels, and the 
F > Ad the next serially num- 
„ i t ough expensive it is not altogether 
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on completion of the counting. The fest is made by 
comparison of the registration on the standard, show- 
ing the number of revolutions run during the test, and 
the number counted on the meter under test. Ву a little 
preliminary calculation it will be found possible to 
measure percentage error directly. 

The following brief notes and tables may be of assist- 
ance to someone starting a test room :— 

Chamberlain and Hookham Meters.—Mercury type 
motor meter, constant = amp. X secs./revs. Calibra. 
tion is effected by means of varying the position of the 
poles of the correcting coil. If the curve 1s straight, but 
outside the limits, the constant can be readily changed. 

Stock desirable: Set of change wheels, single, double, 
and triple worms, balance weights, bottom pivots, bottom 
jewels, spare armature disks and spindles, a few hand; 
for clock dial, a d.e. spanner of brass or non-magnetic 
material size 9/16 in. across flats and 4 in. square, and a 
spanner for jewel adjustment 11/32 in. across flats and 
1/16 ditto. р Е 

For the 1907 type meter the following additional tools 
are essential: A special grooved box spanner for the 
spindle and a clip for holding the armature when un- 
screwing the spindle. | 

On the 1897 type, adjustments are made by either 
raising or lowering the brake poles or by altering the 
effect of the correcting coil by non-magnetic packing be- 
tween the coil core and 1ts mounting. If full load is slow, 
half load fast, and one-tenth load slow, speed up the 
meter or remove the packing. If the curve falls from 
fast at top load to slow at bottom load too steeply, insert 
packing. The main point is to try for the best curve, 
without packing, by altering the speed and then cor- 
recting the resultant curve if necessary, finally changing 
the constant if essential. When overhauling this type 
of meter the points to be specially noted are the condi- 
tion of the top bearing, of varnish on the armature 
disk, of the jewel and bottom pivot, of the leather be- 
tween the ebonite base plate and the pole pieces (м 
occasionally the copper connecting strip from the bath 
to the terminals becomes amalgamated and the mercury 
penetrates through the leather forming a short circuit), 
and the position of the bottom pole piece which supports 
the pivot, since curve variation can be obtained by 
revolving this pole piece. 

For the 1902 type, adjustment. is made by varying the 
strength of the correcting coil by means of tappings 
provided. In overhauling special attention is required 


to the condition of the varnish, and. light load friction 
losses. 


For the 1907 type, а special box box spanner is re- 
quired for the spindle and clip to hold the armature 
when the bath has been opened by the removal of the 
Strap. Adjustment is made on the screws forming the 
poles of the correcting coil: as this affects top loads most. 
friction losses require special attention. The insulation 
under the clamps holding the meter into the case is Hable 
to split. especially where the fit is not good. Rust may 
form on the pole pieces in the bath. (See under Fer- 
ranti ” also.) 

Messrs, Chamberlain & Hookham now claim to hare 
obtained a varnish which will withstand the action of 
mercury on copper. This will obviate the necessity of 
burning off the mercury and reinsulating ee 
ime ш 1105 motor meter. Constant = 
a pole Dec pr i ibration by means of аа 
the series coil hicie з the flux in conjunction s 
friction losses on md 1 top loads, so attention 
stant can be varied be oads is important. Ide cor 

у change wheels and pinions. 


The stock desi ` 
rable ; 
four sizes of able consists of a set of change wheels. 


disks for сора, Jewels complete with holders, fibre 
disks and сигу bath (few only), selection of armature 


7 Bis pec al too Y nners 
for mounting jewels Is, No. 2 bor Rpa 


nets when str and special keepers for use on mag: 
ith саге a aa 
ere а mete . 
re-erected vi r may be stripped, overhauled. and 


г апу or with very slight alteration ol 
eng necessary, 
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Special attention during overhauling is recommended 
to: Enamel on disk ; even if the meter is five years old 
and the enamel is apparently good, it pays to scrape it 
off. This can be done with a knife and fine emery, 
finishing with buff (keep the disk clean so that it amal- 
gumates regularly when put into mercury). If the meter 
has been in damp situations rust may have started to 
form on poles under the paper in the bath ; if so elean off 
and reinsulate with shellac or voltalae, as continuation 
of rusting will pierce paper and short-circuit the meter. 
Examine top jewel for endplay and freedom. 

For meters such as those above, in which the constant 
is quickly changeable, it is not always possible to carry 
a sufficient stock of change wheels and pinions, or change 
wheels and worms. An alternative combination can 
usually be found by working out the ratio between the 
two multiplied by the corresponding meter constant, the 
figure obtained being a traïn constant for the remaining 
tables at the same voltage. Thus with Ferranti tables: 
A/Bx& equals 313 for 230 volts. So if K is the con- 
stant desired (15.4) and a 61 wheel and a 30 pinion 
are not available, and perhaps a 50 pinion is in stock, 
then as A=313/K x B, A=102 approximately: the true 
value of K for this wheel and pinion being 15.35. 

Electrical Apparatus C'o.—Commutator motor meter. 
Constant in revs. per unit. Adjustments are made on 
the main circuit coil, or on the position of the magnets. 


Stock desirable: A set of jewels, two types, several 


pairs of brushes, terminals with their micanite bushes- 


and washers, several armatures, and a balance to check 


brush tension. 

When overhauling, special points requiring attention 
are: Train friction; commutator, jewel and pivot (ap- 
parently very liable to rust), position of commutator 
with reference to armature windings, brush tension light 
and equal. It is advisable and repays the time spent 
to give special attention to the surface of the commuta- 
tor segments. Should the main terminals have been 
removed, it will pay to use a good varnish on the outside 
and inside of the bushes and under the washers to prac- 
tically seal the terminal inlets, as with this type of meter 
owing to the warmth of the shunt, moisture appears to 
be drawn into these inlets. Short circuits due to cor- 
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rosion will be found on the shunts in older types, but 
this trouble can be minimised by making the case ав 
airtight as possible. If when reassembled the meter will 
run freely on 1/100 load, but the curve is too steep, 
it may be best to have the magnets remagnetised. 

Landis and Gyr.—Commutator motor meter. Con- 
stant in revs. per unit on the smaller meters and in revs. 
per minute at full load on the larger and energy meters. 
No special tools required except balance to measure 
brush tension. Adjustments are made on the main cir- 
cuit, which is easily accessible. On one class of meter 
there is no light load adjustment. The jewel is specially 
protected, which is not altogether an advantage, as 1t 
cannot readily be inspected. The worm on the armature 
shaft may cause trouble due to corrosion ; a good feature 
appears to be the simple device to minimise damage in 
transit. 

Calculations. —For meters whose constant (К) is stated 
in revolutions per unit. 
T secs. = (3,600 X 1,000 X N revs.)/(volts X amps. 
X K). | | | 

Or T secs. = 3,600/V when N/A —K/1,000. 

To obtain a suitable figure for N and a whole number 
for the revolutions in N secs., the following values are 


suggested : — 


N/A 
Volts T secs Revs./Amps. 
50 72 K /1,000 
70 51.43 = 
100 72 : K/1,000x2 
110 us 65.46 m — 
190 m 60.0 s — 
150 чи 48.0 oF — 
72 e K/1,000 x4 
210 68.57 s =e 
220 65.46 — 
230 62.61 = 
240 60.00 E 
250 “ 57.6 T а= 
400 eT 72 id K / 1. MNS 
440 65.46 "T — 
460 62.61 -— 
480 ae 60.0 ee 
500 р 57.6 — 


Example of use: Meter labelled 5,000 revs. per unit, 
supply at 210 volts. Count N/A = 4 K/1,000, or 20 
revs. per ampere in 68.57 secs. | 


FAST 
Error 7; 8, 7 з|25] 2 15] 1/05 
For Meters | 55 58 59 
marked 
Revs. p. MIV. 2 8 25 8 1| 4| 7 
For Meters | 44 47 
marked 
Revs. p. UNIT 16 464 5680 04 28 [/52 |`76 88 Г 
a ә | 
„„ UE RA ША - | 
3183 хо 14 40 66 92 17 43 * 94 20 46 71 96 22 48 00 52 0354 | 
l Ц 
82 | 53 681 _` 57 58 59 | 60 | 61 62 
99 57 87 16 45 74 0231 [700 хо s [46 75 Pros 33 462 90 [чк 0 6321 
| 
65 58 59 60 | 61 62 | 63 64 
28 gl 5 apalai OF 3/|9|] 9 2|]5 8p 4j oj w2 8 | 
| | | 
i ee аа | | 
'60 23 7305 35 67 [98 |30 » ә 134 [56 86 18 4% {хо 11737 [99 " 
| | | 
60 64 | 65 66 | 67 | 88 69 | 70 
22 [78 0 82 15 48 PRO 13 [716 * | 11144 7710 4275 08 [773 39 [^04 70 | 
| 
63 67 68 69 | 70 71 | 72 73 74, 
`09 14 “51 | 8b 20 54 7°89 23 57 191 25 0 | 94 [728 | 63 897 3100 669 [37 "06 
% 70 71 72 73 mf Js 7677 
24 |'96 өз [0 [:66. 02 [38 7 [00 % 772 FOS 041 рхо 1% [32 5 | 60 | 32 04 76 


Example :— Standard time T = 62˙61. | 
Time of N revs. counted = 61705 ,', error = 2°5% Fast. 
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THE 


SPIRIT OF GOODWILL IN ELECTRICITY SUPPLY. 


By J. W. THOMAS, B.Sc., 


A. M. I. E. E. 


THE recent decision finally to disband the Joint Con- 
mittee which was appointed by the National Industrial 
Conference in 1919, and the apparent change of attitude 
on the part of the Government to the formation of a 
National Joint Industrial Council, brings again into 
the foreground the question whether the schemes for the 
re-ordering of the industrial world on а more humane 
and satisfactory basis, which men set their hearts upon 
during the war, have borne the fruits that were anti- 
cipated. | 

It will be remembered that when tlie war ended in 1918, 
the industrial world was in a state of ferment, and most 
of the large trade unions were contemplating putting 
forward comprehensive demands for increased control of 
industry, and were loudly clamouring for a better stan- 
dard of living and for drastic changes in the industrial 
eystem. Employers were slowly recognising that the 
principal breakdowns that occurred in industry were 
not due to the plant, but to what the retiring president 
of the I. E. E. described as ‘‘ the unlubricated working 
of the human element," and on all sides it was felt 
that now peace had returned, employers must not, as 
in the far-off days, wrestle and fight with each other in 
order to secure a larger share of the products of in- 
dustry, but must learn to foregather round a table and 
there discuss their common interests, and devise amic- 
able means for settling their differences. The machinery 
that was to enable them to avoid strife came to be known 
as ‘‘ Whitleyism.’’ Its adoption was seriously advo- 
rated by the Government, and the fact that large num- 
hers both of influential employers and employes threw 
their whole enthusiasm and energy into the task of set- 
ting the machinery in motion in the more important 
industries, was sufficient attestation that the promise 
of success was a fair one. There were, of course, a few 
who looked upon the advent of Industrial Councils with 
suspicion and misgiving, and said of them, as Dr. 
Johnson said of the intention of а friend who was about 
to be married for the second time, that ''they regis- 
tered the triumph of hope over experience."' 


Three years or more have now passed since that time, 
and the recent dissolution of the national body which, 
in the words of the Prime Minister, was “‘ to inaugu- 
rate the new era in industry °’ tempts one to inquire 
into the practical results whieh have been achieved in 
the meantime, and to endeavour to assess their probable 
value in the future, particularly as regards the elec- 
tricity supply industry. The general query was very 
ably put by a writer in the Scofsman recently : — 

‘What has the experience of departmental chiefs 
been of the Whitley experiment? Have they found that 
it has promoted efficiency, or improved harmony? Do 
they get better and more willing work from their suh- 
ordinates? If not, has the experiment justified itself 
in one of the respects for which it was most cordially 
approved? The National Whitley Council was to de- 
crease friction and increase contentment and, by re- 
moving misunderstanding and adjusting grievances, 
was to create an atmosphere in which better work would 
be done. If these results have not followed, the experi- 
ment has failed in а vital particular.“ 


There are many cynics who would unhesitatingly 
reply that Industrial Councils have been an unmitigated 
failure; that they were a war-time produet, and that, 
like munitions, they must now be relegated to the scrap 
heap. The melancholy Jacques, however, is always with 
us, and we need not take his eynicism too seriously. 
At the same time, few would go to the other extreme and 
assert that they have achieved all that was to be expected 
of them. That they have been able to harmonise the 
relations between employers and emploved, particularly 
in public services, and that thev have been the means 
of preventing the itching sores of our industrial system 
from breaking out into malignant ulcers, few will deny. 
But in spite of this, there is something which they have 


lacked, and it is that something which has prevented 
them from achieving such effective results as to silence 
the cynic. That something is wrong is evidenced by 
the recent secession of important municipalities, such 
as those of Hammersmith and Aberdeen, from the In- 
dustrial Council for the Electricity Supply Industry, 
Their action is no doubt due to their lack of apprecia- 
tion of the possibilities that Industrial Councils offer, 
and partly to their desire to maintain control over their 
own staff, free and untrammelled by the bonds of any 
external authority. They have doubtless also been irri. 
tated by the decisions with which they have been deluged 
from what they consider to be some superior caucus in 
London, which will not allow them to carry on their work 
in peace. In a word, it is first because their own in- 
pression of the work of the Councils is purely a negative 
one as far as the assistance which they might render is 
concerned, and secondly, because they feel probably that 
these external bodies do not adequately represent them. 

It will obviously be no solution of the difficulty to 
attempt to force these municipalities into line again 
and to impose upon them a scheme which depends fun. 
damentally on good will for its effective working. If 
their attitude is to be changed, it can only be done by 
a frank and full discussion by both parties, and by 
resolutely facing the difficulties which have caused them 
to adopt their present outlook. They must, therefore, 
be given satisfaction on two issues, viz. :— 

1. They must be convinced of the positive contribu- 
tions which Industrial Councils сап make towards as- 
sisting them both with regard to the harmony between 
themselves and their employés, and to the efficiency of 
administration. 

2. They must be given adequate satisfaction on the 
question of representation. 

With regard to the former, the probable reply of such 
a municipality as Hammersmith would be that its rela- 
tions with its staff have always been harmonious, and 
that it does not require any external assistance to main- 
tain that harmony. Even if such an assertion were 
made, we should be inclined to question its accuracy. 
There is 1n most municipalities ап undercurrent or dis- 
content, of which the average member of the Council 
is oblivious, and it only comes to the surface when the 
employés affected are able to make trouble. The non- 
occurrence of a volcanic eruption is not always a sure 
indication that the fires are not smouldering below. 

But even were the statement true, allowance must be 
made for the new spirit which has come upon employes 
of all grades and classes, both manual and brain 
workers, and for the emergence of the desire for in- 
creasing control over the conditions of their working 
hives. The Whitley Report emphasised this, and more 
than a year ago the symptom was manifested at the 
annual conference of the National Union of Teachers, 
when a resolution was passed demanding “ direct 
control of education by {һе teaching profession in part 
nership with the representatives of the public.” 

How the appearance of this new spirit is to be ex- 
plained is of no consequence; it is there, and it vill 
come to the surface. Nor will the demand of the em- 
рІоуез be gainsaid. To try to crush it, or to ignore it. 
is to attempt to sit on the safety valve, with the atten 
dant consequences when the explosion occurs. 

There are many simple souls on councils and else- 
where who still believe in the good old days when the 
employer was the master, and when the employés were 
obedient and docile, and who think that those days vill 
return if only the “ agitator " and the “ extremis 
can be got rid of. But to believe this is to cherish а 
delusion as fatal as that of Canute when he endearoure 
to check the progress of the advancing tide. 

The desire of the employés for greater freedom must 
be recognised, and the latent forces possessed by their 
organisations welcomed and harnessed for the common 
good of the service, and of those who labour in it. 
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We can, of course, imagine the question being asked :— 
What difference will it make to the ordinary worker if 
he knows that he is represented through his organisa- 
tion on a Whitley Council? The answer is that the 
difference will be inanifested in the type of leadership, 
and will spring from the loyalty which he has to his 
organisation. He wil feel that those whom he has 
elected have a say on апу question which affects his 
particular work, and he will know that any innovations 
which are introduced have been discussed by them, and 
have met with their approval. The knowledge that there 
is always someone who can be relied upon to speak up 
for him and keep his end up will tend to eliminate tlie 
feeling that he is being imposed upon from above. His 
loyalty to his trade union will then be no longer an 
opposing force, but will be actively enlisted upon the 
&ide which endeavours to maintain the highest possible 
standard of efficiency that ean reasonably һе expected. 

It is interesting to have the opinion of a reputed 
social psychologist like Prof. Graham Wallas on this 
point. In Our Social Heritage, he says: I have 
been for some years an elected repiesentative of шу 
fellow teachers on the governing body of my University, 
aud I am convinced that my life and theirs is made 
better by the arrangement that representatives or the 
teaching staff shall influence university administration. 
1 аш also convinced that this benefit is not confined to 
the members of the particular occupation in which such 
a vocational element exists. 1 am more likely, as the 
world now is, to receive my letters and my coal regu- 
larly and conveniently if the unions of the postinen and 
the miners play a part in postal and mining adminis- 
tration : and the students of any university will receive 


better instruction if the organised teachers of the uni-. 


versity help to govern it. Anyone who has worked in 
the hitherto unorganised occupation of journalism will 
feel that not only the personal happiness of the jour- 
nalist, but the public good, would be increased if jour- 
nalists belonged to a profession sufficiently organised 
to enable them to assert their self-respect against a 
bullying or corrupt proprietor. Тһе feeling of human 
solidarity is so difficult to create under modern condi- 
tions that we cannot afford to leave unused for the 
purposes of social co-operation the unforced knowledge 
of each other, and the direct goodwill that may arise 
as an incident of common occupation." 

Many municipalities have yet to learn that the pri- 
mary value of Industrial Councils is that they help to 
generate a spirit of goodwill, and tend to remove that 
undercurrent of latent hostility which has hampered 
industrial development in the past far more than the 
effect of strikes. By dispelling the atmosphere of an- 
tagonisin they enable both employers and employed to 
rise to the conception of combined action in pursuit of 
common interests, and so assist in laving the foundation 
for the consideration of constructive measures for the 
improvement of industrial conditions. 

The spirit of goodwill amongst practical men is in- 
finitely valuable, for it can find а way out of a difficulty 
Where other methods fail. It has been proved again 
and again that regular contact breeds mutual under- 
standing, and that when men meet round a table and 
work together for the good of an industry and of those 
Who labour in it, a new sense of self-respect is created. 

This goodwill, however, can only be the outcome of the 
recognition of conunon interests. Employers must 
realise that they are under an obligation to the com- 
munity to endeavour to form a sympathetic understand- 


ing of the lives and outlook of those who carry on their 


work, and be willing to co-operate without dictation or 
patronage in every endeavour to improve the conditions 
of their working lives. 

In a public utility service, such as the electricity 
eupply industry, both emplovers’ associations and trade 
unions must learn to regard themselves as joint trustees 
of one of the most important industries in modern life. 
But the ahove principles can only be impressed upon 
municipalities in so far as the trade unions are pre- 
pared to give up some of their defensive outlook, and 
to devote more time to the consideration of those pro: 


blems relating to the industry itself, which still await 
solution. They must cease to look upon the elec- 
tricity supply industry as the key which will open the 
door of escape when they are in & tight corner in 
another industry, and they must give up the idea that 
the appeal to force is the only remedy and the short 
cut to the realisation of their demands. In short, the 
eiiplovés must realise that they have a direct interest 
in the welfare of the industry, both as producers and 
as citizens, and that they stand to benefit both from its 
eſliciency and its smooth working. The other problem is 
that of satisfactory representation. After June Ist, 
1920, ussertions were made repeatedly by various elec- 
tricity supply authorities that they were not properly 
represented on the National Joint Board; that, in fact, 
it was purely an autocratic and self-elected body. When 
it was pointed out to them that they were represented 
through their constituent associations, such as the 
I. M. E. A., their reply was that they had not given a 
mandate to the I.M.E.A. to act on their behalf. This 
attitude was very general and, in the writer's opinion, 
it was largely responsible for the inefficiency of the 
Board. The system of having representatives from the 
various associations of empioyers was, of course, in 
accord with the recommendations of the Whitley Com- 
mittee, but experience proved that it was far from being 
effective, at least in the electricity supply industry, 
where one has to deal with municipal authorities whose 
connection with their Association is much too loose. 

It would seem as if the better arrangement 18 the one 
recently decided upon by the N. J. I. C. and the N. J. B., 
viz., that the municipal representatives should be chosen 
direct from the District Councils. Ав this involves а 
total of 26 representatives on the emplovers' side (13 
from the municipalities and 13 from the companies), 
it might appear to be open to the criticism of making 
the national bodies too cumbersome and expensive, but 
it is not likely to prove so in practice, as it will be very 
rarely that all the representatives on the employers' 
side will meet together. Its great advantage will be 
that it will secure greater co-ordination between the 
district and national bodies, and will do a great deal 
towards ensuring that decisions of both will receive the 
assent of, and loval acceptance by, the constituent 
undertakings. 

Another difficulty which has seriously hampered the 
effective working of the N.J.B. has been the representa- 
tion of the clerical staffs. For many months they have 
been the Ishmaels of the industrv—refused admission 
on the N.J.I.C., presumably on the ground that the 
N.J.B. was supposed to represent them, and at the same 
time cold-shouldered by the N.J.B. А resting- place 
will, we hope, be at last found for them on the National 
Whitley Council for Local Government Officers, though 
we are not sure whether they will be comfortable there 
or not. The decision of the N.J.B. that in future only 
the technical staffs will sit on the employés! side may 
make the Board more acceptable to the inunicipalities, 
but it is not so certain that it will simplify the problems 
which may vet confront the Industrial Councils in the 
industry. The danger is that it may have the effect of 
restricting the scope of the Councils almost entirely to 
questions of wages and conditions of emplovinent, and 
will make it almost impossible for them to deal ade- 
quately with those larger questions, to solve which In- 
dustrial Councils were called into being. Instead of the 
emploves in the industry being sectionalised, it mav 
soon appear that the time is ripe for a statesmanlike 
attempt to be made in the direction of establishing a 
National Industrial Council for the whole of the in- 
dustry, and to include all those who are engaged in it, 
manual, technical, and clerical workers. Such an all- 
embracing body would be in a position to deal effectively 
with those larger issues affecting the industry, such as 
administration and efficiency, and would be able to 
render invaluable service when trouble was likely to 
occur. It would also carry much more weight than the 
present sectional bodies, and' would probably gain the 
respect and adherence of those municipalities which at 
present are standing outside the movement. 
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The questions of wages and conditions of employ- 
ment as they affect the separate sections of employes in 
the industry would be dealt with by separate boards 
or committees elected from the parent body. 

If it were not considered advisable to have a separate 
board for the clerical staffs, provision could be made 
for their salaries and conditions of employment to be 
dealt with by the National Whitley Council for Local 
Government Officers, which would have a liaison con- 
nection with the Industrial Council. Such an arrange- 
ment would give the clerical staffs what they are justly 
entitled to, Just as much as the manual workers or the 
technical staffs, viz., a voice on the Council dealing with 
the industry, whilst at the same time it would avoid 
the overlapping with the other departments of munici- 
pal administration which has been a fruitful source of 
confusion in the past. 

The solution of the problem of representation is at 
the root of all good government, and once it is satis- 
factorily dealt with, and all those connected with the 
electricity supply industry have a voice on the Indus- 
trial Council, and are brought to an understanding of 
its usefulness, it will means a transformation in the 
spirit of one of those public services on the efficiency of 
which the community is so much dependent. 


THE BRADFORD HOUSING SCHEME. 


AN EXPLANATION BY Muissks. HENLEY. 


Turk advertisement of the Henley. wiring system which 
has appeared in several issues of the bErkcrgcarn Re- 
VIEW has caused much comment, and, we believe, some 
doubts. It will be remembered that the advertisement 
stated that each wireman, with the aid of a boy, com- 
pleted every day the wiring of two houses, each house 
containing nine lights; As some contractors seem to 
be sceptical about the statement, and as we put only 
the truth in our advertisements, we want to give an 
explanation. of how it is done. Actually, the number 
of lights per house varies, there being seven, eight, 
nine, and ten, the two larger numbers predominating. 
But the number makes no difference to the rate of 
wiring, for the men wire two 10-liglit houses per day 
with the same ease as two f-heht or &-light houses. 
This points to the fact that the men are making ther 
own pace. Driving would not. produce more, but the 
men have been known to do more on occasions. 

In the first place, the organisation at the contractor's 
premises has something to do with the ultimate result. 
Everything is arranged and thought out beforehand, 
and the workinen get right away to work each day with 
a minimum of delay and on a pre-arranged plan, which 
obviates their stopping the actual work of wiring to 
‘think things out. The wiring is repetition work, 
and each man gets through his Job like an actor through 
his part, and according to plan. And each man is a 
conseientious and loyal workman, having his heart. in 
his work. 

It must be understood that the wiring is done while 
the houses are in more or less * skeleton " form, and 
before ceiling laths or plaster. have been put in any- 
where, hut Hoorboards are tixed and slates are hack 
pointed. Thus, there is no cutting away to be done 
of walls or plaster for the sinking of wires. Holes, 
however, have to be cut through walls and joists, and 
the wires threaded through them. The holes through 
the joists, which are in. and ; in., are bored at least 
11 in. from the bottom of the joist to ensure that 
plasterers lath nails do not reach the wires. All the 
wires radiate to the various points eva three-plate eeil- 
ing roses. Porcelain connectors were ustd on the first 
hateh of houses, but these are now eliminated. The 
present method uses a little more wire, but that is more 
than compensated for by the saving in labour. Thus 
all wiring is buried under the plaster, and at switch 
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points it is protected by a short length of our 8.7.3 
protective covering. 

Erection of fittings is not included in the time given. 
In order to ensure the best possible insulation test, tlie 
ends of the cable. after baring or preparing, are treated 
with a good insulating varnish to exclude moisture 
until such time as the houses are plastered, after which 
another equally conscientious workman erects the fittings 
and completes the work. The average test is about five 
megohms for each house. The working day is S} hours, 
but from this must be deducted approximately Ц 
hours taken in travelling, so that the actual work of 
wiring two houses is done in about seven hours. Fur- 
ther, materials, tools, and scaflolding have to be re- 
moved from the last house wired to the next ready for 
wiring, which may be three or four hundred yards 
distant. This takes up considerable time. 

The average number of lights per house is nine, each 
light. being controlled by a separate switch. 

The fusing arrangement on the consumer's side con- 
sists of a pair of 5-amp. porcelain plaster-lined cut-outs 
with a 5-amp. linked switch. The internal wiring con- 
sists of 3/.029 in. our class Z. Z. M. F., and the main 
from the meter to the switch is 7/.036 in. our elass 
Z. Z. I. F. Three-plate ceiling roses are used for looping, 
and all the metal sheathing is very carefully bonded 
with standard clips, and earthed. Over 250 houses 
have been wired, and there has not been a single case 
or a low insulation test. 

The contractors are Messrs. Jessop & Boydell, Ltd., 
of Bradford and Manchester, and to their enterprise in 
organisation, their skill in training, and the personal 
power which generates such a spirit of good-will in their 
workmen, the highest praise is due. The use of the 
Henley wiring system helped very considerably towards 
this highly satisfactory result. b facilitating the 
organisation of the work and the speed at which it was 
carried out. 

This article has been submitted to Messrs. Jessop and 
Boydell, Ltd., before being sent to the Editors ot tlie 
Review, and they confirin everything in it. Moreover, 
their workinen are quite willing to give practical de- 
monstration that the statements are correct, and that 
the work is done—and properly donc—at the rate given. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars af new or improved devices 
and apparatus, which will he published if considered of sufficient 
interest. 


А New Spced:reducing Gear. 

The need for a simple and direct. device for reducing the 
speed of a motor by any desired ratio without loss of efficiencs 
has been but partially anet by the expedients with which we 
are familiar, and therefore the |“ concentrie speed trans 
Former, whieh has been developed by Messrs. BOSTOCK ANP 
IRAMEEY, of Netherton, Huddersheld, should meet with a 
cordial welcome. As indicated. by its title, the driving and 
driven shafts are collinear: the 7 transformer ? is self-cen- 
tained, and is preferably coupled to the motor and the bad 
through tlexible couplings, which are also made by this kim. 
The speed ratio may be anything from 3: 1 to 14%): J. and 
even higher. 

Prem the accompanying illustrations, it will be seen that 
the gear is of the planetary type, and that there are no пай 
pimons ог. large wheels: the larger the gear ratio, the me 
closely alike аге the piteli diameters, deferring to is. . 
à vertical section, the gear planets h rod t ace carried һу 
heavy steel plates bolted to the driving member c Пе 
planet. h engages with the fixed sun wheel a, this member 
being rigidly keyed to the gear case casting. The planet Е 
engages with the driven gear wheel g. ATL dears are made 
fron high tensile heat-treated steel, their teeth being cut 0) 
a generating process. : 

The planets E and r are in one piece, with no Кеч 
or loose parts. Four sets of planetary gears are used Jer 
standard work, thus neutralising the transverse thrust of the 
gears, and these are mounted on heavy type Timken roller 
bearings, 

The three main bearings are lubricated. under Pn | 
through the passages marked н, whilst oil is also forced, under 
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pressure, on ío the teeth of the gears. "There is no splash 
lubrication and no power lost through the unnecessary 
churning of a bath of oil. 

The oil pump is driven by а chain, and the oil passes 
through ʻa filter, seen at the right-hand of fig. 1. The main 


Fias. 1 AND 2.—CONCENTRIC SPEED TRANSFORMER. 


bearing caps are independent of the top cover, which can be 
removed without disturbing the meclianism. Any of the planet 
pinions can be removed without disturbing the shafts, and the 
filter сап be removed for cleaning while the gears are in 
motion. The oil pump can also be withdrawn easily. No 


Fic. 3.—THE GEARS DISASSEMBLED. 


attention is necessary beyond the addition of oil at long 
intervals. 

The sets are made in seven sizes, to transmit from 10 to 
ко! (reckoned at 1,000 r.p.m. of driver, and & gear ratio 
of 5: 1). 


Safety Switch for Overhead Cables. 


À correspondent informs us that he has invented a safety 
switch to cut out bare overhead cables, or tramway trolley 
wires, which has no parts to break, while the wearing parts 
are renewable and all parts are interchangeable. It can take 
up slack wire, and is operated by gravity. He claims that a 
broken line could be repaired, even by а tramcar conductor, in 
à quarter of the time now taken, and inquires whether there 
18 а demand for such a device. Perhaps readers interested in 
this subject will give their views. 


“ Isco” Loop-in Cut-outs. 


Messrs. W. T. HENLET'S TeLEGRAeH Wonks Co., L., 
Blomfield Street, London Wall, E.C.2, who have recognised 
the necessity for reducing house service costs to a minimum. 
have sent us details of their new '' Isco ” cut-outs. The loop- 
06-10 system in which these are employed reduces under- 


Found jointing, an expensive item, to very small proportions. 


y means of only two service connections a number of houses 
al be supplied, as the Isco ” boxes are adaptable to practic- 
ally any feeding arrangement. A block of houses can sup- 


plied by one cable or fed from both ends similar to a- ring 
main. In the latter case (where the supply is tapped off either 
a three-wire or three-phase, four-wire main), by isolating 3 
loop between two houses, one tapping can be taken off the 
positive side and the other off the negative side, or off any 
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Гс. 4.—SECTION or SPEED TRANSFORMER. 


phase and the neutral. The balance of the system can be 
easily adjusted by altering the position of the links. As ів the 
case with all “ Henley " boxes, the entry of cables is 
efficiently provided for; ample provision for bonding is made; 
and armour grips can be fitted. The double-pole fuses are of 
the firm's standard H.O. pattern connected to the supply cable 
through special links which enable the supply of one house to 


Fic. 5.—'' Isco " Loop-1n CUT-OUT. 


be disconnected without interfering with the supply to other 
houses. The illustration (fig. 5) shows the arrangement for 
two twin cables entering vertically, with sealing chamber, link 
chamber, and fuses. The outgoing leads can be taken through 
insulating bushes or conduit. 


Flame-proof Mining Apparatus. 


For yeara past the method to be adopted for rendering 
flame-proof electrical gear that is destined for use in fiery 
mines has been a vexed question, but a successful marshalling 
of the known facts has enabled the ELECTRICAL APPARATUS Co., 
Tap., of South Lambeth Road, London, S.W.3, to put for- 
ward the claim that 16 has solved the problem in an extremely 
simple fashion—namely, by the introduction of ite patent 
relief bolt, as illustrated in figs. 6 and 7. ME. 

Stated briefly, the problem is this: the operation of most 
electrical gear, and certainly all switchgear, involves the msk- 
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ing and breaking of the electric circuit, which involves spark- 
ing, and in the event of an explosion occurring inside an 
enclosure containing electrical apparatus, it is essential to 
prevent the explosion from igniting explosive gases outside. 
This can happen in two ways: (a) The force of the explosion 
may rupture the enclosure and ignite inflammable gases out- 
side, if no provision is made for relief. (b) Flames may be 
emitted through joints or openings in the case, or if an ordi- 
nary valve is fitted to relieve the rise in pressure inside the 
case, а spurt of flame may issue from the valve, and thus 
cause an explosion in the mine. "The relief bolt comprises an 
ordinary bolt together with a spring totally enclosed in a dust- 
proof casing. 'The spring is under compression in ite casing, 
and the latter is kept in position by a ring let into а groove 
in the bolt, so that the relief bolt forms a self-contained unit 
which cannot be taken to pieces, but is applied and used just 
like an ordinary bolt. 

When used for holding a cover to its box, it is screwed up 
and the spring still further compressed until the indicating lip 
is flush with the cap. In this condition, a slight further com- 
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Fics. 6 AND 7.— TE E. A. C. RELIEF Вот. 
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pression is still possible, so tbat if the cover of a piece of 
apparatus is held on by relief bolts and an explosion should 
take place in the box, the cover will be allowed to lift slightly, 
and thus relieve the pressure inside, by allowing the products 
of the, explosion to escape between the flanges of box and 
cover. 

The cover is, therefore, in effect the relief valve, and the 
flames or hot gases which escape through the narrow space 
between the broad cold flanges of the box and cover are cooled 
to a sufficient extent to prevent the ignition of any inflam- 
mable gases which may be present in the mine. 

The action will be obvious, but it should be added that the 
method has been tested by filling а box fitted with relief 
bolts with the most explosive mixture which can be met in a 
fiery mine, and placing the box in a chamber filled with a 
gas mixture of the most easily inflammable character. Under 
these conditions, the gas inside the box was exploded by 
means of an electric spark without causing any damage to box 
or bolts, and without igniting the inflammable gas outside. 
Relief bolts have been specially designed for mining use, but, 
of course, there are many other applications. The amount of 
movement can be varied and regulated, but having deter- 
mined upon the amount of lift desired, the relief bolts are 
supplied во that the indicating lip is flush with the top edge 
of the collar when the bolt is screwed up to the proper 
amount. The function of the spring is merely to push back 
the cover after an explosion—not to resist the explosion. The 
thrust due to the explosion is taken by surfaces 4 and B, and 
unless otherwise specified, relief bolts are supplied to allow а 
lift of 1/32 in. They can be applied to any make of switch- 
gear, and are supplied for use as set screws, or as bolt and nut. 
The following approximate figures will serve as a guide to 
the internal pressure required to lift a cover that is held on 
by E.A.C. relief bolts :—4-in. bolt=14 cwt. per bolt; 4-in. bolt 
—9 cwt. per bolt; §-in. bolt 34 cwt. per bolt. Thus, a cover 
1 sq. ft. in area which is held down by eight #-їп. relief bolts 
will lift when the internal pressure rises to the equivalent 
of 8X13 cwt.=10 cwt., or in terms of pressure per sq. 10. = 


10 112/144 7.7 lb. per sq. ір. 


A New Trolley Wire Insulator. 


trolley wires to feed electrically-driven travelling 
11 $e now accepted as standard practice, and since its 
inception the standard tramway suspension for carrying the 
trolley wires (composed of a phosphor-bronze line hanger carry- 
ing a bolt covered with a moulded insulation, the line ear being 
screwed on to the end of the bolt) has been used. 

Fig. 8 shows one of these bolts and the carrier after a few 
months’ use in а gas works, a short circuit having developed 
due to surface leakage between the line ear and the phosphor- 
bratter extensive tests, vitreous porcelain was found to be the 
only suitable material which would maintain its insulating 
properties when exposed to the weather and fumes which are 
common in towns, gas and chemical works, collieries, &c.; and 
knowing it would stand about 16,000 lb. per eq. in. їп com- 
pression, 8n insulator was designed of suitable shape to be 
essily fixed in the place of the discarded standard suspension, 
with all strains mainly in compression. providing а long path 


to overcome surface leakage, due to rain and en i 

of or on и coke dust. ow» depozita 
he method of fixing can be varied to suit th 

which carries the trolley wires; fig. 9 shows one of сои 

sulators mounted on the superstructure of a telpher track. 


Fic. 3.—Orp TYPE OF Suspension INSULATOR. 


The insulator consists of one piece of vitreous porcelain com- 
prising in combination in a unitary structure a recess, receiv- 
ing the head of the suspension bolt, which is covered with a 
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Fic. 9.—NEw ТҮРЕ or SUSPENSION INSULATOR. 


non-hygroscopic cement, a groove being substantially vertically 
below the recess оп which the bolt head bears, which is used 
for suspending the insulator with a U ” bolt or suspension 
wire. The bottom of the insulator is recessed to accommodate 
а nut on the bolt to take the strain of the trolley wire by any 
upward thrust on the bolt due to the trolley arm, which шеге 
by comes upon the porcelain in compression. . 

These insulators have proved successful on several of the 
largest gas works and coke oven plants in England; they are 
covered by patent No. 119,382, and may be obtained from tbe 
Benn MANUFACTURING Co., 36, Ladywood Road, Birmingham. 

We are indebted to Mr. H. R. Lamb, A.M.I.E.E., of tbe 
City of Birmingham Gas Department, for the above illustra- 
tions and particulars. 


Postal Parcels by Air.— The Postmaster-General , an- 
nounces that, in extension of the facilities already prov : 
for the acceptance at certain post offices of parcels for 1 5 
mission to Paris by aeroplanes, arrangements have been p 
for a second dispatch of air postal parcels on and са T 
tember Ist. The new dispatch will enable air parcels for т І 
to be posted at certain post offices in London on the gn 
of dispatch. and at certain provincial towns up till a 18 1 
hour overnight than is at present ме. if conn nt 
to be made with the existing dispatch. Delivery sini don 
mally be effected in Paris on the day of dispatch from 
by either service. 
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ELECTRICAL VEHICLE RESULTS. 


Bootle Corporation's Experience. 


Тнв Bootle Corporation's electric vehicle fleet consists of 13 
vehicles employed on a big: variety of local services. The 
machines comprise two 5-ton and two 34-ton Electromobiles; 
two 5-ton General Vehicles, and seven 5- and 34-ton Orwells. 
They are all tipping lorries, and the body capacity of the 
largest is 81 cubic yards. I. M. V. batteries are employed. 

ore considering the economical aspects of the Bootle 
electric haulage system, it should be pointed out that in 
arriving at the final working costs, liberal amounts were placed 
to the sinking fund, stores, depreciation, and loan charges, 
and these amounts were approximately equivalent to the cost 
of two new vehicles each year. Depreciation for batteries 
was calculated on a guaranteed life of two years, within 
which period a new battery is provided for, but, as a matter 
of fact, the Motor Vehicle Committee expects to get a life 
of two and a half or three years each. The Corporation funds 
benefit bv the department to the extent of £740 for electrical 
power, £554 for rent, and £275 towards the treasurer's de- 
partment, which, of course, would not accrue if this depart- 
ment were not set up. 
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Ев. 1.—TRANSPORTING COAL ELECTRICALLY. 


The fleet represents a capital outlay of £22,731, and the 
surplus on the trading account of £3,541 is equivalent to a 
profit of 15 per cent., after allowing for reserves. The net 
profit is given as £1,387, or 6 per cent. 

In view of the fact that this is the first year’s working, the 
results are regarded as very satisfactory, particularly as they 
were attained during a transition stage when the department 
had only temporary gear, i.e., temporary charging facilities. 
e., which proved expensive for the first few months’ work- 
ing. 

À new type of switchboard was designed by the motor 
superintendent, and has effected a saving of about £500 per 
annum, and Councillor J. Scott, A.M.I.E.E., chairman of the 
committee, claims that this is one of the most efficient types 
of charging plant there is in the country. He points out that 
it must be remembered that the average time each vehicle 
was in commission was only 7.1 months, and up to June 30th 
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Fig. 2.—AN ELECTRIC REFUSE-COLLECTING VEHICLE. 


the total tonnage weighed was 98,549, and the total mileage 
travelled was 24,552. Very careful records had been kept by 
м motor superintendent, which enable the committee to 
Give the exact cost of the work done by the vehicles. 


Mr. Scott has noted no published account regarding motor 
traction on corporation work that indicates that any town 18 
doing better than Bootle. and he advances the opinion that 
if а rearrangement of the supervision and control of the men 
working in conjunction with the motors was made, with the 
fleet of vehicles the Corporation possesses, it would stand well 
to the front on running costs. | 

The Birmingham Corporation has 3 fleet of 32 electric 
vehicles, and tests have been carried out employing motors 
on the outer circle and horses on the inner circle. The motors 
travelled double the mileage of horses, and visited 2} times 
the number of houses, showing a saving of £125 per annum 
on each vehicle.* The cost per house visit is as follows :— 

Horse wagon (continuous system) working in the inner area, 
3.22d. per house per week. | 

Electric vehicles, ditto, 2.944. per house per week, showing а 
saving in favour of the electric vehicle of 0.28d. per house 
per week. 

The committee advises the purchase of more electric vehicles 
when the financial position becomes easier. 

The Bootle motor superintendent gave an opportunity to 
one of the leading makers of petrol vehicles to carry out some 
of the Corporation work, but they were warned that petrol 
vehicles were not suitable. The makers, however, were very 
sanguine that their vehicles would very easily do the work. 
The vehicle arrived with the head salesman and special test- 
ing staff, was loaded and sent to the Ыр, with the result 
that it sank into the soft ground and could not extricate 
itself. One of the electric vehicles was attached to the petrol 
vehicle, and easily pulled it out of the soft ground. It might 
be as well to mention that the petrol vehicles referred to were 
specially designed and built for corporation work. On the 
completion of the test the representatives of the firm agreed 
that the petrol vehicles were not suitable, and stated that 
they would not have believed it if they had not seen it for 
themselves. 


Fic. 3.—AN ELECTROMOBILE AT THE BOOTLE ELECTRICITY 
WORKS. 


The total cost for horse cartage for 1920-1921 was 12.29s., 
against 9.6s. per ton for the motors. The increased cost of 
haulage was due to shorter hours, increased cost, and princi- 
pally to the lack of co-operation. 

Mr. Scott states without fear of contradiction that the 
motors could do much more work, and effect a very consider- 
able saving to the ratepayers, if the whole of the men loading 
vehicles and collecting street refuse were put under the motor 
superintendent's charge. He quite agrees that there are cer- 
tain jobs which can be done cheaper by horses than motors, 
but as еу had the motors unprofitable jobs could Бе 
done in conjunction with other work, thereby reducing the 
cost of that particular work. ; 

As regards street sweeping and gulley emptying work, the 
following comparative results are given : One motor (electric) 
and five men emptied 80 gullies per day at a cost of 2.18s. 
per gulley, against one horse and one man who emptied 16 
gullies at a cost of 2.68s. It is believed that one electric 
vehicle would replace five horses on this particular work. 

On street watering one electric vehicle carried 43 loads, 
covering 22 miles in one day, as against 22 loads for six miles 
by one horse. If а 9(0-gallon tank were supplied. as has been 
proposed, one vehicle would replace four horses on this 
particular work. On the Highway Committee's work the 
contractors' price is 68. 6d. per ton from the docks; motors 
have carried out this work at a charge of £5 lds. per day, 


- which works out at 58. 7.664. per ton. 


* Ехо. Rev., June 24th, 1921; p. 804. 
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A record was taken for the years 1920-1921 for seven weeks, 
during April and May of cach year, on the collection of house 
refuse, with the following results :— | 

In 1920 14 horses were used and three electric vehicles; the 
total tonnage removed was equal to 37 tons per horse. per 
week, and 67 tons per motor per week. 

In 1921 six electric vehicles and two horses were used with 
the following results: 73 tons per motor per week, and 26 
tons per horse per week. 

On street sweepings, shop refuse, and gulleys in 1990 14 
horses were used, equal to 6.7 tons per horse per week. Shop 
refuse, 2.28 tons per horse per week. Gulleys, 43.4 cwt. per 
horse per week. In 1921 three electric vehicles were used as 
follows: Street sweepings, 23 tons per motor per week. Shop 
refuse, 10.4 tons per motor per week. 

On the Sanitary Committee’s work it has been found that 
one electric vehicle is equal to from three to five horses. 
The average load of horses was 25 cwt., and on one week's 
average, the following details were ascertained, showing the 
comparative costs :— 

Thirty-three horses removed 174 loads, total weight 236 
tons 18 cwt., at a total cost of £82 17s., or 7s. per ton. 

One motor removed 36 loads, trailers 18 loads, a total 
weight of 156 tons l4 cwt., at a total cost of £31 198., or 
4s. 94d. per ton. 

All these costs are based on 32s. 10d. for horses per day, and 
£5 15s. per day for motor vehicles; that 1з, the cost to the 
committees concerned, and not the motor vehicle department's 
net cost. 

In conclusion, reference may be made to the accompanying 
illustrations which show three electric lorries carrying slack 
coal to the electricity works (fig. 1), refuse being tipped into 
& canal barge (fig. 2), and an Electromobile vehicle (fig. 3) 
that is also engaged in conveying coal to the electricity worka. 


DUST REMOVAL EQUIPMENT. 


IN connection with the discussion on the technical aspect of 
vacuum cleaner design which has been proceeding in our 
columns, our attention has been drawn to a paper entitled 
Dust Removal Equipment as Applied to Residences, Offices. 
Public Buildings, &c.," which was read before the INSTITUTION 
oF HEATING AND VENTILATING ENGINEERS (INCORPORATED) by 
Major Б. Grierson, in February last. The author, by virtue 
of his position as engineer to a large undertaking owning 
many kinematograph theatres throughout the country, 18 
naturally interested primarily in the type of dust removal 
equipment which is adapted to the requirements of large 
public buildings, usually involving the installation of stationary 
power-driven exhausters at a central point, connected with 
a system of piping laid to all parts of the building and pro- 
vided with hose inlets at suitable points. Much of the paper, 
however, relates to features which are common to all ap- 
plications of the vacuum cleaner, and the author believes that 
it is the first paper presented to a British Engineering In- 
stitution on this subject, which, as he truly remarks, has not 
yet been placed on в satisfactory scientific basis. 

The author divides the equipment into two broad classes: 
Carpet cleaning (including tapestry, chairs, curtains, &c.), and 
bare-floor cleaning, including walls, &c. In carpet cleaning 
it is possible to obtain more or less intimate contact between 
the carpet and the cleaning tool, and hence to maintain a rela- 
tively high degree of vacuum inside the tool. On the other 
hand, in floor cleaning, it is not possible to obtain а tight 
joint between the tool and the surface to be cleaned, and a 
high degree of vacuum is not employed. 

Dealing first with the former, the author points out that 
almost every type of carpet offers very considerable resistance 
to the passage of air, necessitating a considerable vacuum 
within the cleaning tool. Glue-sized-back carpets are prac- 
tically impervious to air, which must, therefore, pass through 
the pile; in cleaning curtains a large proportion of the air 
passes through the fabric. 

From the consideration of fundamental principles the author 
draws the conclusion that when intimate contact can be 
obtained between the surface to be cleaned and the cleaning 
tool, & fairly high degree of vacuum should be carried and 
a small quantity of air should be used, at a high velocity. 
These conditions also tend to permit of the minimum sizes of 
pipe and minimum energy losses. In bare-floor cleaning a 
. relatively small vacuum will induce the flow of a large volume 
of air. In this connection he points out that experienced 
cleaners paid on the piece-work basis for carpet cleaning in- 
variably select the smallest available cleaning tool, in order 
to obtain a high vacuum and high air velocity, although the 
labour involved in covering a given area with a small tool is 
greater than with a large one. 

Turning to details, the author recommends that the“ reno- 
vator " (the fitting placed in contact with the surface to be 
cleaned) should not he longer than 12 in.; for average work 
the slot may with advantage be 5/16 in. wide, and not more 
than # in. А wide slot allows the carpet, if not too stiff, to 


rise slightly into it, thus loosening the dust. The lips of the 


renovator should not be too sharp. otherwise the tool will 
sink into the carpet, involving additional labour and undue 


wear on the carpet. Efficiency tests must be made on natur- 


ally soiled carpets, as figures obtained from carpets artificially 
soiled have been found to be very unreliable. 

'The effort required to operate a 12 in. x 5/16 in. renovator 
with a vacuum of about 8 in. mercury on a Brussels short" 
or velvet with glue ” carpet has been found to be 15-2) lb., 
with an expenditure of about 4 h.p. at the renovator. On lino 
leum, with a vacuum of 13 in., the pull was 29 lb., and the 
power consumption 0.35 h.p. Generally speaking, & vacuum 
of at least 2 in. mercury is necessary to do even fair work, and 
4 to 44 in. for first-class work, but it should not exceed ö in. 
The width of slot should be greater than the height of the 
nap of the carpet, aud the wearing surface of the tool should 
be of steel or cast iron. For bare-floor cleaning a felt-faced 
tool is useful. ‘The handle, through which the dust-laden air 
passes (with a piping system) should not be less than } in. bore 
or more than 14 in. for а carpet cleaner, and not less than 
14 in. for a bare-tloor cleaner. Steel is desirable for the handle, 
to resist the cutting action of the dust, and right-angle turns 
must be avoided. The hose is generally 25 or 50 ft. long, 1 to 
14 in. bore. 

Many details regarding hose inlets, piping, &c., are given in 
the paper. The size of pipe should be such that the air 
velocity is not less than 2,400 or more than 9,000 ft. per 
minute, and care should be taken to avoid pockets in which 
dust can collect, and to provide means of cleaning the pipes at 
any time. Risers should not be less than 2 in. in diameter. 

For separating the dust from the air, a combination of an 
efficient centrifugal or gravity separator and a bag of liberal 
proportions 1s recommended; a good centrifugal separator will 
remove 95 per cent. of the dust. 

Various types of exhausters are available, but the ideal 
machine has yet to be devised. Rotary pumps of the Roots 
type have the advantages of minimum wearing parts, low 
speed, quiet running, and economy in first cost and main- 
tenance, but the load on the motor is greatest when no hose 
inlets are connected. Centrifugal fans keep a fairly constant 
vacuum, but have to run at a very high speed. 

lhe paper concludes with & section on selecting and testing 
plant. Three classes of work are considered: Bare-floor work 
(1 to 2 in. vacuum), ordinary carpets, &c. (14 to 3 in.), and 
heavy carpets (3 to 5 in.). The plant is rated on the basis 
of two of the following items: Volume of free air, vacuum 
within the renovator, or equivalent working orifice of the reno- 
vator. The first and last of these are connected by the for- 
mula: Q=66 Ayh, where Q=cubic ft. of air per second, 
A=area of orifice in sq. in., h- head of mercury in inches. 
Thus, from a table, we have for а residence an equivalent 
working orifice of 4 in. for carpets, & vacuum of 2 in., air-flow 
18 cu. ft. per minute, and a consumption of 57 watts. Fora 
large office, using the same orifice, a vacuum of 4 in. gives an 
air-flow of 26 cu. ft. per minute, and a consumption of 16 
watts. A portable type, with equivalent orifice 1 in., and a 
vacuum of 1 in., gives an air-flow of 90 cu. ft. per minute 
with a consumption of 32 watts. 

A convenient instrument for testing is described, and the 
following formula is given connecting the volume of air in 
cu. ft. per minute (V), corrected for pressure, with the vacuum 
in inches of mercury at the point tested (P), and the power 
expended in watts (E):— 

E-1.59 VP. 
This expression enables figures to be obtained for the power 
developed at the renovator, the losses in each section. the 
сар of the exhauster, and the overall efficiency of ће 
piant. 

A specimen test of vacuum cleaning plant is appended to 
the paper, from which we gather that the vacuum at the 
orifice was 43 in., at the hose inlet 5 in. (50 ft. of hose). at 
the separator (125 ft. of 9-in, pipe) 5$ in., and at the exhauster 
64 in. The efficiency of the exhauster was 51.2 per cent., an 
the overall efficiency of the plant (motor input to renovator 
output) 21.6 per cent. Other appendices relate to a proposed 
standard test, technical data required for a comparison 0 
tenders, and a chart of air-flow for various orifices and vacua. 


CORRESPONDENCE. 


Letters received by us after Б P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their comment 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession 


A Motor Problem. 


With reference to your correspondent's inquiry under the 
above heading, I think the trouble is due to the machine 
being designed for 50 or 60 cycles. I presume it is a 6-pole 
machine, which would give an approximate speed of 500 revs. 
per minute, which is out of proportion for that size of machine. 
I shall be pleased to give Mr. Davies any further information 
he may require or test the machine for him on 4 50-cycle 
circuit. A. C. 


September 3rd, 1991. 


It is very evident from the letter of Mr. Davies that he hss 
had very little experience with a.c. motors. According to him 
the motor is not provided with a name-plate— absolutely 00 
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information," to use his own words. He next informs us that 
the h.p. is 0.5. How did he discover this, or that the motor 
js suitable for 230 volts? — | 

It is fairly certain that it was designed for a periodicity of 
something in the neighbourhood of 60 or 80 cycles. An in- 
duction motor having 6 poles and run on a 25-cycle supply 
would only have a speed of 500 r.p.m.. less the slip. 

It is impossible to have the motor wound to run on 25 cycles 
without materially reducing the horse-power, as being designed 
for a much higher periodicity, there will not be sufficfent iron 
in the etator. Again, it is very doubtful whether there will 
be enough clearance between the stator and the end-shields to 
‚ get, say, а 2-pole winding in 

I would suggest that Mr. Davies should take his motor to 
some firm of winding specialists, of whom there are several, 


and have the winding re-designed. 
Robert S windlehurst. 


London, S.W. 
September 3rd, 1921. 


A Question of Sincerity. 


You will perhaps be interested in the cutting attached. 

When I read the sentence in your issue of August 19th, I 
thought how little the writer of it really realised what hig 
words implied, and how little importance his readers would 
attach to them. Otherwise those words would never have 
been written. | 

It occurs to me that in electrical, or any technical matters, 
words in your journal really mean what they appear to mean, 
but when your writers touch on matters sociological, there 
is no need for truth—cold scientific truth—and the ordinary 
careless conventional phrases will suffice. . . Anything will do! 

I challenge you to assert, in your next issue, that you really 
mean that ALL should work--all who are capable—not their 
hardest (which is an absurd proposition), but that they should 


work fairly hard. 
F. W. Shorrocks. 


P.S.—Are you aware of the number of able-bodied parasites 
in this country in normal times? 

London. 

September 2nd, 1921. 

[The cutting referred to reads as follows :— 

Here’s more evidence of the Bolshevik conspiracy to compel 
the idle rich to work :— 

п the ELECTRICAL Review of August 19th, 1921 (leading 
article) :— 

“ What we ought all to be doing now is working our hardest 
and bearing whatever sacrifice is necessary, in order to keep 
alive the industry by which we live. -The Forward, Glasgow. 

We really mean that ALL should work; we mean just what 
we said. Why should we not?—Ebps. Etec. REv.] 


Flickering Light. 


In a works taking a 25-cycle bulk supply for power and 
lighting I, personally, find that the flicker is quite noticeable 
with vacuum-type lamps, but is rather less pronounced with 
gasfilled bulbs. 

However, from inquiries made in the shops, I have come 
to the conclusion that there is & certain amount of personal 
element in the matter, as some men seem to find the light 
more trying than others. 

I should imagine that the continual flicker, however slight, 
would be very bad for the eyes, especially when doing close 
work such as tool making, &c. 

Stuart F. Philpott. 


Birmingham. | 
September lst, 1921. 


Supply Without Statutory Powers. 


I should be very glad of information, if it is available, as 
to the probable attitude of those who will control the supply 
of electricity in the various districts under the new Act, 
towards the many unauthorised undertakings which have 
sprung up of late years. 

[һе people interested in these emall plants have in many 
cases provided a welcome supply of current since years before 
the new Act was contemplated, in districts where the local 
authorities would not move, and some of them are now natur- 
ally anxious to know their probable fate. I can find nothing 
in the Act which seems to me to apply in these cases. 

I take it that strictly they have no locus standi at all, and 
that the moment а supply becomes available under an order 
obtained by the local authority they must clear out and sell 
their tackle for what it will fetch. 

At any rate, information from someone with knowledge 
would clear the air for those interested, and perhaps save 
theni some useless expenditure in the interval between the 
present time and the introduction of a statutory supply. 

y the way, I should like enlightenment on the merits of 
the claim for cheap power supply under the new conditions. 
In this district, for instance, I believe contracts are being 
made between local authorities and a hydro-electric company 
be the basis of 14d. per unit delivered at the authorities’ 
ы They must, I think, stand the expense of trans- 
forming down, and certainly of distribution. In this event, 
i Ad. too high an estimate of the final cost to the consumer? 


If not, the cost per h.p.-hour is over 2d. at 90 per cent. efti- 
ciency. 

But, with a small and very simple high-compression paraftin 
engine, starting from cold, & h.p.-hour can be obtained on 
about half a pint, This at 18. 4d. a gallon (some was boughs 
here at 1s. 14. the other day) costs 14.1 

I leave the crude-oil engine out, and take a class of engine 
which is cleaner in running, and is being sold to-day in sizes 
ав low as 6 h.p. 

The electric motor has undoubted advantages in the way 
of cleanliness, compactness, and general handiness, especially 
for intermittent use, but the claim of cheapness, even in small 
powers like this, at the price mentioned, seems to require 
substantiation. | 

А. О. б. 


_ September 9nd, 1921. 
[We refer to these questions in our leading columns to-day. 
— Eps. ELRO. R&v.] 


Trade Terms and Direct Trading. 


I was very pleased to read Half What's letter in the 
current issue of the ELECTRICAL REVIEW. 

I recently had a customer in—a motor engineer who ordered 
up a special voltage lamp I got these, but when I produced 
the account showing list prices I was met with: '' I get 20 per 
cent. off list price from .," Ilooked up the E. L. M. A.“ 
list, but was unable to find his name. I pointed out to him 
that I was unable to sell to him at less than listed prices. As 
I know him very well he paid the price. 

I communicated with the firm he told me he got discount 
from, and much to my surprise they wrote me and informed 
me that my customer's statement was correct, and that I 
should be quite in order in o шв him а discount. I do not 
propose to do this, as when one has to pay postage on all 
lamps that prove faulty, there is not much got out of it. 

There is one firm in particular which makes a practice of 
giving trade discount to those not one bit interested in the 
electrical profession. I think it is time that the Electrical 
Contractors' Association studied their members in other ways 
than by approaching firms of certain repute to give extra dis- 
counts to their members. Many of these firms are not even 


patronised by the members. М p 
September 3rd, 1921. "TE 


The E.P.E.A. Schedule and Economy Stunts, 


As a demonstration of splenetic vehemence, the letter of 
'" Anti-Bunkum in your last week's issue has its pointe. 
He lashes himself into & fine frenzy of scorn and indignation, 
and punctuates his diatribe with a profuse array of exclama- 
tion marks over what he is pleased to characterise as the 
‘ bragging letter of the E.P.E.A.'s General Secretary. 

And yet, it seems to me, he misses the entire point of the 
latter communication, which, as I read it, was intended as 
merely an emphatic restatement of the principle for which the 
Association has always stood, viz., unwavering support of con- 
stitutional action for the adjustment of differences regarding 
salaries and working conditions of staff engineers. 

In the two cases cited by Mr. Jones, this principle was 
directly involved and successfully upheld, and, if the uphold- 
ing of it has produced the ''disgust and contempt" of the 
Committees concerned, it is to be deplored—almost ав much 
во as the tone adopted by “ Anti-Bunkum.” 

This gentleman does not state whether he is a member of 
the E.P.E.A. or not. If not, his comments may be quietly 
ignored; if he is а member, his views, as expressed, are во 
antithetic to all that the Association stands for that his con- 
nection with it is quite inexplicable. 

His fulminations would have been more effective had he 
possessed sufficient courage to sign his real name in place of a 
pseudonym. His example in this respect I do not propose to 


follow. W. H. Simpson. 


Manchester. 
September 5th, 1921. 
[Other letters in similar vein have been received too late 
for insertion.—Ebps. ELEC. Rev.] 


A Warning to Contractors. 


In April last I had a traveller call upon me representing & 
firm I had not previously done business with. I gave him an 
order. This was а cash transaction. А few weeks later I 
forwarded another order. Early in July the firm wrote me 
for a settlement. I replied that I would forward cheque in 
the course of two weeks. The account was for £90. The 
week following my letter I was served with a writ to appear 
in London, &c. The costs on this brought the account up to 
£30. I wrote to the firm, but my letter was ignored. I saw 
my solicitor, who took the case up, and would not agree to 
my paying in full settlement, as he informed me the plaintiffs' 
solicitors were sharks," who were out for costs. He placed 
before them an agreement, which they accepted, namely, pay- 
ing half the debt and costs on the 15th of the month, the 
balance on the 15th of the following month. Owing to the 
delay in post, my cheque was not received by the plaintiffs’ 
solicitor until the 16th. On the 15th of the month a further 
eummons was issued, and, naturally, further costs, 


operation. 


. satisfactorily. | 
efficiently carried out by the strong suction created by the fan 
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Now, Sirs, I call that a scandal. During the recent labour 
troubles business wae dead, and there was absolutely no money 
coming in аё all. 

I had а case some time ago which I reported to my Asso- 

.ciation, who are supposed to look after their members' interest. 
(This is in their rules.) I was told that they could do nothing. 

I suggest that the best method to adopt is to patronise old 
standing firms, and not shoddy factors. I should be glad to 
hear your views. 

A Once Bitten Contractor. 
September 9nd, 1921. | 


A Novel Sign. 


The other evening, whilst standing outside the Harrow 
Coliseum, I observed а sign which read: To the ‘lea 
Lounge." What drew my attention, was that the letters 
themselves were glowing, and apparently banging in space. 
On examining them more closely, I perceived that the letters 
were enciosed in a bulb, shaped like the small -watt ” 
lamps, and fitted with & bayonet cap. Ав far as I could see, 
only one wire led from the cap to the letter, and the other one 
terminated in a horizontal bar, placed very close to, and 
behind the letter. There was no filament of any description, 
visible, but each letter glowed with a pale, pinkish light. 
There was one complete lamp to form each letter. 

I should be extremely obliged if someone would kindly 
explain the working of this lamp. 

E. H. K. P. 


August 30th, 1921. 


[Probably the lamps were of the Neon gas type, which 
have no filaments, the gas itself being the source of light 
as in the Moore tubes. Neon tube lamps can be made in the 
shape of large letters and signs, glowing with a beautiful 
orange colour.—Eps. ELECTRICAL REVviEW.] 


Carpets and the Electric Suction Cleaner. 


Your correspondence regarding the brushes as used on the 
broom type electric cleaners is interesting. For anybody to 
condemn either sort is foolish, for it can be proved that an 
electric cleaner can be made to clean carpets etliciently— 

(1) without a brush; | 

(3) with a stationary brush; 

(3) with a five-to-one gear-driven brush; 

(4) with a belt-driven brush. 

It is а proved fact that lint and tiny pieces of cotton are 
dificult to remove with suction alone from some types of 
carpets, and the brush just does the necessary and assists this 
There is no need for a complicated belt-driven 
brush; it does no good and often creates a great deal of 
trouble, for the belts are sure to wear and break. Of course. 
there is always the possibility of damage being done by a brush 
revolving at 3,000 or 4,000 r.p.m. on a carpet. Try the experi- 
ment of placing underneath a belt-driven brush for ten minutes 
a piece of blotting-paper or underfelt, and note the results. 

The five-to-one geared brush as used on the “ Uni- 
versal cleaner is without a doubt the simplest and best. It 
creates the desired amount of resistance and performs its duty 
It leaves the cleaning of the carpet to be 


connected with the guaranteed motor. 


L. G. Hawkins. 
London. 
August 30th, 1991. 


Iam very pleased to see that we have at least one person 


- who has the proper idea of vacuum cleaners, come forward in 


the interests of simplicity, and would respectfully point out 
that as an interested party in these matters she has struck 
the proper note. | 

Simplicity is the chief feature of the machine that I had 
in mind, but as I did not expect non-technical readers to 
take an interest in the Review it now becomes my duty to 
explain for the benefit of such readers that any purely '' suc- 
tion " cleaner is naturally simple. | | 

Having no brush, it does not need anything but using and 
putting away; no brush to clean, no belt to adjust, no gears 
to see to—can anything be simpler? 

The need of a powerful suction has been misunderstood ; 
I only imply that the suction should be sufficient to do the 
duty. but ou any machine with a brush you never find a good 
suction, hence the need of the brush. | 

I hope your reader will be satisfied with my explanation, 
but in any case, I shall be happy to be at her service on 


aner problems. 
cleaner p C. B. Oates. 


London. 
September 6th, 1921. 


High-pressure Transmission Line Insulators. 


Perhaps the following troubles I have experienced might 
interest your readers and afford me a way out of my diffi- 


' culties. 


Some time ago I completed 25 miles of 33.000-volt transmis- 
gion line. This is continuous, anchored every mile on steel 


towers with pin insulators, and is through virgin jungle in 
rough country, with the usual lightning arresters at each end 
only. 

Since it has been put in commission it has twice broken 
during storms, apparently from а direct hit about a foot 
away from a pin insulator on the outside wire. Arcing had 
taken place, as the line was marked for about a foot each 
side of the break, though the insulators were not damaged. 

Moreover, the power station switch trips very often on 
overload. Оп more than one occasion birds have been seen 
to alight on an insulator, and on spreading their wings to 
take flight, have touched the tower and caused a short circuit. 
Quite a number of birds have been picked up by the inspectors 
underneath towers, burned. 

I was on a 16-mile line in every respect similar to this, 
except that suspension insulators were used. In two and a 
half years I cannot recall а single instance of similar trouble. 

This points to the unsuitability of pin insulators where there 
are birds with large wing span. Now, as pin insulators, 
especially on straight runs, are cheaper and more advanta. 
geous in every way, I would like to know if any firm manu. 
factures a ceiling type suitable for the strain of line work. 
These fitted underneath a bracket would be protected from 
lightning, and would not offer a resting place for birds. 


R. E. Golden. 
London. ' 


August 8th, 1921. 


LEGAL. 


ALLEGED IMPROPER USE Or ELECTRICITY. 


At the Dublin Southern Police Court, on August 29th, Miss 
Bolger, of Ranelagh, a lodging-house proprietress, was sum- 
moned by the Pembroke (Dublin) Urban Council on a charge 
of improperly using electricity supplied by the Council. 

Ít was stated that а meter inspector visited the house and 
found that one of the slot meters had been altered in such a 
way that the full quantity used was not being registered. 
The inspector admitted that this must have been done by 
someone with technical knowledge. The defendant denied the 
charge, and the Magistrate considering the evidence against 
her insuflicient, dismissed the summons, but without costs. 


— 


EXCESSIVE TRAMCAR SPEEDS. 


Ат Scarborough, last week, W. Thomas and Н. Dale, drivers 
of cars belonging to the Scarborough Electric ‘Tramways Co., 
Were summoned on charges of exceeding the speed allowed by 
the Board of Trade Regulations. Ihe Chief Constable said as 
it had become obvious that cars were being driven down 
Vernon Place and Eastborough at a quicker pace than fou 
miles per hour, the limit in such dangerous places, he had 
had observations and timing made. Thomas had driven over 
a measured 110 yards at the rate of eight miles per hour, and 
Dale had driven over a measured stretch at 8} miles per 
hour. Defendants, pleading " Not guilty," said they had 
no idea they were going at such speeds. They had no speedo- 
meters, and it was diflicult to judge speed. As they were the 
first cases of the kind the Bench dismissed the summonses 02 
payment of 4s. costs, and suggested that, whilst the cases 
should be a warning to drivers, the Tramway Co. might give 
1 particulars to help the men to keep within the speed 
1{8. 


Dust Explosions.—A bulletin recently issued by the United 
States Department of Agriculture asserts that all electric lamps 
in places where explosive dusts are present should be equip 
with vapour-proof globes protected by heavy guards to prevent 
breakage. Dangerous practices, such as the use of open міт. 
drop cords, and unprotected lights, are condemned. 

1t is believed that any combustible dust will ignite if allowed 
to collect on the lamp in sufficiently thick layers and remain 
long enough, probably due to the fact that the very chafy 
dusts collected on the globe form a blanket which prevents 
radiation of the heat generated in the lamp and raises the 
temperature of the bulb to the ignition temperature of 
dust. Some of the dusts seem to melt or congeal and form 
on the globe a crust which does not burn readily. Durme 
a recent campaign to prevent dust explosion about % cass 
were reported where explosions or fires were supposed to ae 
been started by the ignition of dust which had settled on the 
lamp or by the accidental breaking of the electric lamp Ш% 
dusty atmosphere. , 

Under ordinary conditions, with the small lamps common’ 
used in industrial plant, and with free circulation of air a 
the globe, the specialists believe it unlikely that fire 10 
start readily. They recommend, however, as just stated, that 
all electric lamps be equipped with vapour- proof globes. 
Electrical World. 
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BUSINESS NOTES. 


Bankruptcy Proceedings.—F. BanRACLOUGH, electrical and 
mechanical engineer, late of Eastclitte, Lightchfle, near Hali- 
fax.—Keceiving order made August 30th on debtor's own 
petition. | | 

J. W. GuaDWIN, electrical engineer, Sheffield.—First and 
final dividend of 8d. in the £, payable on September 12th at 
the offices of Poppleton, Appleby & Turner. 155, Norfolk Street, 
Sheffield. 

S. Н. DovGHERTY (Mersey Electric Co.), electrical engineer, 
Liverpool.—Last day for proofs for dividend September lst. 
‘trustee. Mr. Н. W. Bowler, 30, North John Street, Liverpool. 

Company Liquidation.—SUTTON-IN-ASHFIELD MOTOR AND 
ELECcTRiCAL ENGINEERING Co., LTD., Sutton-in-Ashfield.—A 
meeting of the creditors of the above was held recently at 
Nottingham. Mr. J. Keetley, C.A., subinitted a statement of 
affairs showing ranking liabilities of £5,404. Of that amount 
£1,668 was due to unsecured creditors and £3,736 represented 
an unsecured amount due on debentures. Тһе assets were 
estimated to reause £15,416, from which had to be deducted 
461 for preferential claims and £7,009 due to the first deben- 
ture holders. This left a balance of 48,346 to meet the claims 
of the second debenture holders, which amounted to £12,081. 
The balance was insufficient to fully discharge the claims of 
the second debenture holders, who were unsecured for £3,736. 
The assets were as follows: Cash in hand, £1; good book 
debts, £835; doubtful and bad debts, £715, estimated to realise 
£200; stock-in-trade, £839; tools, fittings, and utensils, £621; 
charabancs, lorries, and cars, £5,100; machinery, £746; free- 
hold land and buildings at cost, £7,071; and calls in arrear, £2. 
The issued capital of the company was 5,226 preferred ordinary 
shares of £1 each and 525 deferred ordinary shares of 1s. each, 
or a total of £5,252. As regarded the contributories the de- 
ficiency was £10,656. The company commenced trading in 
November, 1919, and had carried on business at a loss. About 
a month earlier the bank, which held the first debentures, ob- 
jected to the overdraft being increased, and as further moneys 
were not available, a receiver was appointed. The creditors 
decided to confirm the voluntary liquidation of the company 
with Mr. Keetley as liquidator. 

Dissolution of Partnership.—Morretr & Коѕнев, consult- 
ing engineers, Union Chambers, Temple Row, Birmingham.— 
Mr. Noel B. Rosher has retired from active partnership, but 
retains an interest in the firm. Mr. Frank J. Moffett is con- 
tinuing the work of the firm on the same lines as heretofore, 
the firm retaining its original title. 

Trade Announcements.—THE ENGINEERING & LIGHTING 
Equipment Co., Lrb., has appointed Мг. R. Garmany, 1, 
Union Street, Belfast, sole agent for Ireland for the whole 
of its manufactures. 

Messrs. MILLNS ELECTRICAL. Co., of 17, Whitefriars Street, 
E.C., inform us they have been appointed the sole seiling 
agents for Great Britain and the Colonies by Messrs. G. 
Meidinger & Co., manufacturers of motors, dynamos, alter- 
nators, &c., of Basle, Switzerland. 

А. & A. ЕгЕстнїсА1 Co., Lrp., of 13, Farringdon Road, state 
they have been appointed sole distributing agents for the De 
V. Y. Е Co., Doetinchem, Holland, manufacturers of two 
and three-phase a.c. motors. 

VINCENT SWITCHGEAR MANUFACTURING Co. have appointed as 
their agents for the whole of Scotland Messrs. Alston and 
Blyth, 97, Waterloo Street, Glasgow, who will carry stock of 
the Vincent switch and fuse gear. 

The Jackson ELECTRIC STove Co., Lro., asks us to state that 
the address of its Scottish agent, Mr. Kirby Johnson, is 
68, Gordon Street (not Gordon Road), Glasgow. 

Catalogues and Lists.—THe Боѕох Swan ErtrcrmRIC Co., 
Lro., Ponders End, Middlesex.—List No. G.G.212, ''Indus- 
trial Lighting." In addition to a large amount of valuable 
data on the subject, this publication illustrates and describes 
very fully ‘‘ Holophane " and numerous other reflectors, tube 
lighting systems, desk fittings, lanterns, &c. "Views of actual 
ош in machine shops, shop windows, &c., are repro- 

uced. 

Tur Priory ELECTRICAL ENGINEERING Co., Bath Street, Bir- 
mingham.—A blotter advertising Priory '' fuses, distribution 
boards and ceiling fittings. 

Messrs. L. G. Hawkins & Co., 116, Charing Cross Road, 
W.C. 2—Two folders—one illustrating and describing {һе 
Я Universal electric washer and the other dealing witn the 

Universal ” electric radiator. 

Messrs. Stemens Bros. & Co., Lro., Woolwich.—An illus- 
trated publication dealing with ebonite in all forms—sheets, 
rods, tubes, and mouldings. ‘‘ Keramot.“ another insulating 
material is also described. 

Aapacas ENGINEERING SupeLy Co., LTD.. 44. Hamilton Square, 
Birkenhead.—Publication W.117, illustrating and describing 
оа пар vertical, and universal milling machines of various 

ypes. 

GENERAL & ELECTRICAL REPAIRS Co., Hill Street, Park Street, 
Bristol—An illustrated leaflet dealing with the '' Surshield ” 
renewable enclosed cartridge fuse. 

Heavy Current ELECTRIC Accessories Co., Park Road, Ed- 
monton, N.9.—A trade price list of switches, connectors, 
ewitch-plugs, and wall plugs and sockets. Illustrated. 


THe STANTON Ironworks Co., Lrp., near Nottingham.— 
Monthly list of cast-iron pipes. September. 

THE D.C.M. 'ГАР Co., Leb., 177, West Regent Street, Blyths- 
wood Square, Glasgow.—T wo illustrated leatlets, giving prices, 
&c., of " D.C.M.” taps in sizes ranging from 1/16 in. to 2 in. 
Whitworth, and B.A., British Standard pipe and British 
Standard fine threads. 

THE CHLORIDE ELECTRICAL STORAGE Co., Lro., Clifton Junc- 
tion, near Manchester.—Circular No. 54, giving illustrations, 
details of construction, &c., of Exide accumulators for the 
control and operation of oil switches and high-pressure switch- 
gear. 

MILLNS ELECTRICAL Co., 17, Whitefriars Street, Е.О. 4.—An 
illustrated list of motors, fans, blowers, transformers, &c., 
made by G. Meidinger & Co., of Baale. 

TAE WALTHAM MANUFACTURING Co., 2, Jackson Road, Hol- 
loway, N.—An illustrated price list of Waltham auto- 
lamps for photogtaphic and kinema work. 

Messrs. S. Н. HEvwoop & Co., Lro., Reddish, near Stock- 
port.—Publications No. 13, а well-illustrated descriptive list 
of electric lifts, winding engines, transporters, and cranes; and 
No. 14, dealing with control of electric cranes, showing in 
detail the Heywood ” resistance system. 

THE BRITISH & ALLIED ELECTRICAL AGENCY, LID., 18, Charter- 
house Street, Holborn Circus, E.C. 1.—An illustrated and 
priced folder dealing with Lowa dimming switches of a 
number of types, including a special design for car headlights. 

THE Hastie ELECTRIC WATER Heatina Co., Ashley Street, 
Nottingham.—Two illustrated pamphlets describing the 
" Hastie ’’ combined electric kettle and tea-pot. 

THE LEA REcoRbER Co., LrD., 28, Deansgate, Manchester.— 
Booklet CM‘ on the ‘‘ Lea” coal meter for attachment to 
chain-grate stokers, explaining its operation and application ; 
and booklet C.T. on the measuring efficiency of the meter, 
giving particulars of two series of tests made this year, show- 
ing an accuracy of nearly 24 per cent. in one case, and within 
1 per cent. in the other. 


Social Events.—The staff and employés of Messrs. J. H. 
Tucker & Co., Ltd., Tyseley, Birmingham, held their sixteenth 
annual outing on Saturday last, going by train to Evesham. 
The Sports Committee had arranged for the usual sporting 
events to take place in the morning, after which dinner was 
provided at the Town Hall. The after-dinner speeches in- 
cluded a vote of thanks to the directors and the Sports and 
Recreation Committee, proposed by Mr. G. Scrivener and sup- 
ported by Mr. S. R. Davies. Mr. J. B. Tucker replied on 
behalf of the directors, and Mrs. J. H. Tucker distributed the 
prizes to the winners of the various sporting events. The 
afternoon was spent on the river and in the highways and by- 
ways and beautiful meadows for which Evesham is noted. 
Tea was provided at the Granville Hotel, and in the evening 
0 party returned to Birmingham after & thoroughly enjoy- 
able day. 

Under the auspices of the Elliott Social Association the em- 
ployés of Messrs. Elliott Brothers (London) Limited, of 
Lewisham, held their fourth annual garden féte and sports on 
Saturday last at the Colfe Grammar School Sports Ground, 
Eltham Road. The opening ceremony was performed by Mrs. 
W. О. Smith, wife of the chairman of the company. А long 
programme of events had been arranged, and some very keen 
sport was witnessed by a large crowd. Especially interesting 
was the departmental tug-o'-war, all the teams being very 
evenly matched, and a great final saw the test room beat the 
tool room by two pulls to one. In addition to the sterner 
events. the lighter side was well catered for, and much amuse- 
iment was caused by the various comic competitions, while a 
number of events were reserved for the children. The prizes. 
which had been given by the directors of the company, were 
presented to the various winners by Mrs. L. W. Smith, the 
wife of one of the directors. At the close of the sports, 
dancing took place, the music being provided by the Lewisham 
Comrades Military Band, under the baton of Mr. E. В. 
Jennings (late K.R.R.). The arrangements for the meeting. 
which were admirably carried out, were in the hands of 
Messrs. W. J. Woodman, W. F. Beaden, E. J. Griffin, F. C. 
Hart. W. Nicolle, and А. S. Powell, while excellent work was 
done һу the Ladies' Committee in providing light refresh- 
ments, &c. 

The employés of the firm of Messrs. J. & W. B. SurrH, 
ID., of 15-23, Farringdon Road. E.C.1, held their annual 
outing last week, which was organised by the advertising 
manager, Mr A. Matton. They travelled by charabanc to 
Brighton, and reached their destination about mid-day. The 
weather was ideal, and an excellent programme was carried out. 


For Sale.—By Direction of the Disposal Board, Messrs. 
Oliver, Appleton & Kitchen will sell by auction at the C.S. 
Depot, Barnson, near Leeds, on September 27th and following 
days, machine tools, plant, engines, boilers, electric motors, 
&c., and on October 12th and 13th. at Н.М. Filling Factory, 
Coventry, Mr. C. B. Odel will offer by auction machinery 
and plant, electric motors, railway locomotives, timber, and 
builders’ plant. Full particulars are given in our advertise- 
ment columns to-day. 
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Fusion of Swedish Telephone Manufacturing Companies. 
—An extraordinary meeting of the Н. T. Cedergren Industrial 
Co. has resolved upon fusion with the L.M. Ericsson uele- 
phone Co. by the adoption of a compromise proposal, accord- 
ing to which one shure of the Cedergren Co. will be exchanged 
for eleven shares of the Ericsson Co. or Kr. 55U.—lReuter's 
Trade Service (Stockholm). 


Rail Shopmen's Wages.—l'he Financier states that an 
agreement has been reached between representatives of the 
railway companies and the Amalgamated Engineering Union 
regarding the wages and conditions of railway shop and shed 
workers. Under the terms of settlement а joint recommenda- 
tion is to be made that the wages of all shop and shed 
workers be reduced by 6s. per week from August 15th. Further, 
arrangements are to be entered into forthwith between the 
representatives of the A. E. U. and the railway companies to 
discuss any outstanding rates of wages and conditions of 
service. This agreement is subject to ratification by the 
executive of the A.E.U. and the railway companies. 


Irregularities in Tenders for Belgian Government €on: 
tracts.—The Commercial Secretary to His Majesty's Em- 
bassy at Brussels (Mr. B. P. Sullivan) reports to the Depart- 
ment of Overseas Trade that the Belgian Minister of Public 
Works has recently called the attention of the Administration 
des Ponts et Chaussees to the fact that tenders for contracts 
are frequently accepted in the interests of the Treasury despite 
the fact that they deviate from the prescriptions laid down 
in the specification 1n respect of the materials to be used. ‘The 
Minister is, however, of opinion that if this practice becomes 
general miscalculations will result and a proper adjudication 
of public contracts will be made dithcult. Ile has consequently 
directed that a clause shall in future be inserted in specifica- 
tions to the effect that contracting parties are particularly 
reminded that ару tender which does not conform with the 
prescription of the specification will be considered null and 
void. It js further stated that if irregular tenders аге sub- 
mitted despite this warning, it will be permissible to make 
use of them in the examination of similar undertakings. 

Egyptian Government Contracts.—11is Majesty's Commer- 
cial Agent for Egypt desires to call attention to the fact that 
contracts for the supply of goods to the Egyptian Government 
have been lost through the failure on the part of British firms 
io comply with the conditions of tender. "These conditions 
etipulate that tenders can only be submitted by firms having 
a resident agent in the country, and that tenders should be 
accompanied by a provisional deposit of 2 per cent. of the 
value of the offer in money. "his provisional deposit may be 
replaced by a letter of guarantee froin an approved bank in 
Egypt, and does not, therefore, necessarily involve any outlay 
of capital. Copies of the general conditions of tender which 
form the basis of the conditions which apply to all public 
tenders, may be obtained on application at the Departinent 
of Overseas Trade together with a memorandum of informa- 
tion for the use of those United Kingdom firms which are 
desirous of submitting tenders for Egyptian Government con- 
tracts. 


Dutch Electrical Imports.—' The imports of electric mate- 
rial into Holland last year, according to a Dutch official report, 
were contributed by the following countries in the proportions 
named : Insulated cables and wire from Germany, 60 per cent. 
of the total, as against 30 per cent. from the United Kingdom 
and 10 per cent. from other countries. Motors and trans- 
formers, Germany, 50 per cent.; Switzerland, 174 per cent. 
Measuring instruments, Germany, 70 per cent. 

Catalogues Wanted.—The clectrical engineer, Electricity 
Works, Hebden Bridge, wishes to receive catalogues and full 
particulars of large electric sirens or similar appliances to take 
the place of large steam whistles for fire alarm purposes, 

Scottish Electricians’ Wages.—The Electrical Trades 
Union is putting forward a counter-proposal to the demand 
of the Scottish Contractors’ Association for a further reduction 


in wages. The union suggests a sliding scale agreement, while. 


the employers propose a cut of 2d. an liour 1d. on October Ist 
and Id. on November Ist. An early conference will be held.— 
Glasgow Herald. 

The Norwegian Hydro-electric Co.—The Norwegian 
Hydro-electric Nitrogen Co. and its subsidiary hydro-electric 
works, the A/S Rjukanfoss, have concluded a loan for 50 mil- 
lion kroner with a syndicate of Scandinavian and French 
banks. At present the plant in operation represents 345.000 
b.p., and a further 100,000 h.p. ts available for future use. The 
proceeds of the loan are for the purpose of increasing the 
working capital.—Pinancter. 

New Australian Electrical Company.—The prospectus has 
been issued of the Commonwealth General Electric, Ltd.. 
which is seeking registration in Victoria. The authorised 
capital will be £750,000 in €l shares, of which 550,000 
will be offered to the public. he new enterprise 1s to acquire 
a Sydney electrical works, and by means of large extensions 
hopes eventually to secure a gond proportion of the local orders 
for electrical appliances, including switchgear, transformers, 
turbines, dynamos, and many other articles needed in the 
Common wealth. The total eost of the works and plant is 
estimated at £200,000. The company has also leased an area 
of 15 acres at Spotswood, a near suburb of Melbourne.— 
lieuter's Trade Service (Melbourne). 


The E.T.U. and Theatrical Employés.—At the April scot. 
tish Trade Union Congress a resolution was moved approving 
the action of a number of theatrical employés' associations in 
endeavouring to `` unionise " every place of amusement in 
the United Kingdom. An E. T. U. representative endeavoured 
to pass ап amendment including the name of the E. T. U. 
among the approving societies. The meeting apparenuy re- 
sented the intrusion of an electrical union, for the amendment 
was lost. 

The general secretary of the National Association of Theatri- 
cal Einployés states that the Parliamentary Committee of the 
Trade Union Congress, having heard both sides, consider 
that each union should retain its members, but that the 
N.A.T.E. 15 the proper body to cater for the kinema operators 
and not the E. T. U. | 


British Properties in Germany.— The Bulletin of the F.B.I 
reminds members that October lst next is the last day for 
Е claims through the Enemy Debts Clearing Oftice 
or :— 

(a) Proceeds of liquidation of property in Germany; 

(b) Compensation under Articles 297 and 300 (b) of the Peace 
Treaty, in respect of damage inflicted upon their property 
rights and interests in Germany by the application of excep 
tional war measures, measures of transfer or of execution. 

Claims for compensation received before that date, will 
be presented by the Controller to the German authorities, 
with a view to effecting agreements for submission to a 
formal judgment of the Mixed Arbitral "Tribunal, thus 
obviating, as far as possible, the delay and expense of legal 
proceedings. 

Claimants who are not yet in a position to furnish all the 
information necessary to support their claims, should send in 
forms giving general particulars and the total amount of com- 
pensation to which they consider themselves to be entitled on 
the information available. 


Trade with Mexico.—The British Chamber of Commerce 
in Mexico City is forming а permanent exhibition of British 
wares, and manufacturers are invited to forward samples, 
catalogues, &c., for inclusion therein; the address is: Central 
British Chamber of Commerce, Apartado 900, Mexico, D.F. 


The Italian Customs Tariff.—His Majesty's Consul- 
General at Milan (Mr. W. A. Churchill) points out that the 
new tariff which caine into force on July lst does not appear 
to be generally known or understood by United Kingdom 
firms. The effect of the high exchange and the high Customs 
turiff has been to bring imports into Italy from this country, 
in common with others, to a standstill. Exporters to Italy 
should therefore make careful inquiries as to duties and other 
points before shipping. The complete new Customs tariff 
appeared in the Board of Trade Journal of July 21st. The 
Department of Overseas Trade is prepared to render assistance 
to inquirers. 


Celluloid Regulations.—The Home Secretary has drafted 
regulations relating to the manufacture and storage of celluloid 
and articles made of it, according to which stocks of celluloid 
must be kept in a special store outside the workrooms, and if 
more than 1 ewt. is stocked, the store-room must be con- 
structed of fire-proof materials. Open lights and fires must not 
be used near celluloid, except to the extent necessary for manu- 
facturing processes, and adequate means of extinguishing бе 
and of escape in case of fire must be provided. Objections to 
the regulations may be submitted before September 20th. 


Lead Market Report.—Messrs. James Forster & Co., in 
their report of September 3rd, say :—Closing prices yesterday 
were £23 7s. 6d. for September and £22 15s. for December; 
there being no change on the week. The market has been 
remarkably quiet, Monday to Thursday (inclusive) transactions 
on the open market totalling only 650 tons, with practically no 
change in value from day to day. Arrivals in August were 
about 10,000 tons. 


Reduction in Switchgear Prices.—The Ironclad. Switch- 
gear Co., Ltd.. state that their prices are now considerably 
reduced; particulars can be had on application. 


Trade with Italy.—In view of the difficulty of dealing 
adequately with calls for tenders by public bodies in Italy, 
When the tendering firm is of foreign origin, the question о 
establishing a native house for the purpose has recently been 
considered by the Commercial Counsellor to His Majesty s 
Embassy at Rome. In the opinion of the legal adviser to the 
Embassy, United Kingdom contracting firms might find it 
advantageous to consider the question of establishing brane 
houses (" filiali") in Italy, the directors of which can be 
either British or Italian. British. firms which may wish te 
adopt the course suggested can obtain particulars as to the 
formalities necessary for registration and information on the 
taxation to which they would become liable on application to 
the Department of Overseas Trade, reference being made to 


D.O.T. 56/6; F. G. 


Protection for the Glass Trade.—According to The Time, 
representatives of the operatives in the flint-glass section 0 
the British glass trade have approached the Board of Trade 
With a view to obtaining protection from foreign competition 
under the Safeguarding of Industries Act, averring that unies 
steps are immediately taken to stop the flow of glassware from 
abroad, the industry in this country will be killed. 
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Book Notices. — Tbe Journal of the Institution of Elec- 
trical Engineers," Vol. LIX., No. 302, June, 1921, contains the 
following papers: Some Recent Developments in Large 
Steam Turbine Practice," by К. Baumann; President's (Mr. 
Ll. B. Atkinson) address to the Western Centre; Wireless 
in the Royal Air Force," by Major J. Erskine-Murray, R.A.F. 

“The Bulletin of the Hydro-electric Power Commission of 
Ontario," Vol. VIII, No. 3, May-June, 1921.—This issue con- 
tains & report of proceedings at the June convention of the 
Association of Municipal Electrical Utilities, including papers 
on Advertising. Window Dressing," and Sales Cam- 
paigns," with accompanying discussions. Two papers on 
‘Safety First principles and devices are also published. 
An illustrated progress report upon the Queenston-Chippawa 
development is included. 

" The Transactions of the South African Institute of Elec- 
trical Engineers, Vol. XII. Part 7, July, 1921. Price 2s.— 
This part includes notes on Recent Development in Steam 
Turbine Design.” 

“The Journal of the South African Institution of Engineers,” 
Vol. XX, No. 1, August, 1921, includes a discussion on the 
method of cleaning wood-lined pipe columns. 

„Gears in а Nutshell,” by Capt. S. Bramley-Moore, М.С. 
(Bostock and Bramley, Huddersfield, price 3d. net), is almost 
sufficiently described by its title; it contains а set of gear 
rhymes for memorising gear formule, which are also given 
separately in the usual notation, for spur, helical, bevel, and 
worm gearing. А table of standard pitches, &c., is included, 
together with a pitch conversion table, making in all a very 
useful '' kernel." 

“ The Practice of Electrical Wiring," by D. S. Munro. Re- 
vised edition, pp. xii--263; figs. 97. London: The ELECTRICAL 
Review, Ltd. Price 5s. net. 

“The Utrecht Fair Bulletin of the Federation of British 
Industries," which has just been issued, 1s printed in Dutch 
and English, and contains articles by various authorities on 
the trade relations of the two nations, and on the facilities 
possessed by this country for supplying the industrial needs 
of Holland and the Dutch Colonies. Mr. C. Н. Wordingham, 
C. B. E., contributes an article in Dutch on British Engineer- 
ing in Peace and War," and other writers deal with the value 
of experience in connection with narrow-gauge railways, 
mechanical power in cargo handling and harbour construction, 
and electric welding. The issue is intended for circulation at 
the Fair, which lasts from September 6th to 16th, and in the 
Dutch East Indies. 

A Wireless Listening Station.—The private station of 
Messrs. Cunningham, Ltd.. of 169/171, Edgware Road, is now 
in operation, and anyone is invited to inspect it and listen to 
the signalling and telephony—the latter being very clear. Mr. 
C. J. Close, late of the Government Wireless Service and Mar- 
coni's, is in charge, and at all times ready to give advice and 
assistance to amateurs. 

Inquiries.— Makers of electric irons, &c., suited for 25-volt 
Circuits are inquired for. 


LIGHTING AND POWER NOTES. 


Aberayron.—ELTC TRI LiGHTiNG ScHEME.—The Urban Dis- 
trict Council has decided to engage an engineer to advise on 
an electric lighting scheme. Mr. Eric Richards, of Lampeter, 
has purchased Llyswen Mill for the purpose of generating 
electricity for the town. 

Belfast.-—CoxsuLTANTS' REPORT DiscusseD.—At the monthly 
meeting of the City Council, on the 1st inst., the Lord Mayor 
presiding, Sir James Johnston, in proposing the adoption of 
the minutes of the Electricity Committee, said that a report 
had been received from the consultants, Messrs. Preece, Car- 
dew & Rider. The committee had met that morning, but it 
had not time to examine the report, and had decided to ask 
that a special meeting of the Council in Committee should 
be held on September 22nd, if that would be a suitable date, 
for the purpose of discussing the whole question—not only 
the report, but many other matters in connection with the 
electricity undertaking. The question of the ordering of 
switchgear had been sent back at the last meeting of the 
Council, and the committee had decided to readvertise so 
that the matter need not come up for discussion. Councillor 
Oswald Jamison seconded the motion. Subsequently Coun- 
cillor T. E. Alexander moved the resolution which stood in 
his name, regarding the consultants’ legal responsibility (ELEC. 
Rev., Sept. 2nd, p.312). Various appeals were made to Coun- 
allor Alexander to postpone the motion, but he declined to 
do во on the ground that it was a matter of vital importance. 
He reviewed the position from the time that Sir John Snell 
assumed responsibility, beginning with the extension scheme 
at East Bridge Street, at a cost of £67,000; the installation 
of a 6.000-kW set: the £310,000 scheme of February 21st, 1918; 
the £600 air filter which, when delivered, was obsolete and 
useless (the company owuld not take it back). Mr. Rider, 
who came after Sir John. frankly stated that the original 
estimate was too low. After discussion, the question was 
referred to a special committee meeting on the 22nd inst. 


Barnard Castle.— Waren Power.—The Urban District Coun- 
cil has decided to support the scheme for generating electricity 
by means of the river Tees. 


Bradford.—NEw PLaNT.—Preparations are nearing comple- 
tion at the Valley Road generating station of the Corporation 
electricity department for the installation, in October, of the 
new turbo-generator of from 12,000 to 15,000 kW capacity, a 
similar unit to the generator installed shortly after the armis- 
tice. The new installation will increase the capacity of the 
station to about 40,000 kW. The department is anticipating & 
steadily-growing demand for power, both for domestic and 
industrial purposes, and much is hoped from the development 
of the Thornbury district as an engineering quarter, following 
upon conditions arising out of the progress of that area during 
the war. 


L° Canada.—New Hypno-ELECTRIC PlAxT.—The largest hydro- 


electric plant in the Maritime provinces has just been com- 
pleted at the works of the Bathurst Lumber Company at the 
Nepisquit Falls, in Restigouche County. Work was begun in 
May, 1919, and the plant has been completed at a cost of 
$1,750,000. Provision has been made for three generators, and 
two have been installed, but at present only one, with a capa- 
city of 4,500 h.p., will be used. The Bathurst Lumber Com- 
pany will require about 2,600 h.p. for its owm plants; unother 
1,000 h.p. will be used by the Newcastle and Dominion Pulp 
Mills, leaving a margin of 1.000 h.p. for other demands.— 


„„ Trade Service (Bathurst, N. B.). 


Continental.—Latvia.—According to the Financier, the 
Latvian Government is in possession of various plans for the 
installation of hydro-electric stations on the Duna. (Dvina) 
River, which, for the most part, were developed by engineers 
of the Imperial Russian Government prior to the war. These 
plans constitute a somewhat complete scheme for utilising the 
power of the Duna and also for developing the river, through 
a system of locks and short lateral canals, to make it navigable 
well into the interior of Russia proper and eventually, through 
a system of canals connecting with the Dnieper and other 
Russian rivers, to form an elaborate system of interior water 
transportation. Five stations are contemplated, and the total 
cost 18 estimated at 53.600,000 Russian roubles (1914 gold 
basis). These are to be at Dahlen (24,000 kW); Keggum 
(36.000 kW); Ascheraden (16,000 kW); Kokenhusen (80,000 
kW); and Stockmannshof (36,000 kW). 


g Honcary.—Hungary, even with her pre-war boundaries, 


was not entirely self-supporting as regards coal. Now her 
situation is far worse, and can only be remedied by an exten- 
sive application of water-power. Unfortunately the Peace 
Treaty also deprived her of much potential water-power, but 
as it aims at a joint organisation of common water resources 
between nations, with the help of international capital, large 
water-power stations may be established. The Lower Danube 
could, for instance, supply the whole district round Budapest 
with electric power. The water resources still in Hungarian 
territory could also be exploited by means of canalisation, but 
for this scheme international capital is absolutely necessary, 
as neither Hungary nor any of the Succession States has the 
capital required. Economic Review, 

GERMANY.—At the twenty-seventh yearly meeting of the 
Verband Deutscher Elektrotechniker, held at Essen, the presid- 
ing engineer, Herr Vogt, gave a brief account of the progress 
of the German electrotechnical industry during the past year. 
Referring to the conference on hydraulic power which occupied 
the last meeting of the Verein, he stated that the water-power 
works of Bavaria would be able to supply electricity before 
the end of the present year, and that the Prussian Govern- 
Ment would start in the autumn three works on the river 
Mein. The utilisation of falls on rivers would call for special 
turbines, and also for special regulators; the Kaplan turbine 
might become of first importance, although its merits were 
still under discussion. A certain amount of apprehension 
had also been entertained regarding the carrying througn of 
very high-pressure lines. At Berlin. a 100,000-V line had 
been set up linking the Moabit sub-station with that at Berlin- 
Friedrichsfeld; it was 15 km. long, and the supports, 26 m. 
high, were situated in populous streets. At the crossings of 
rivers, canals, and railways, supports 37 m. high were em- 
ployed. 

Dundalk.—Pnorosrp Price Increases.—To counteract the 
increased cost of fuel oil, increases in the charges of 
kd. per unit for power and heating, and ld. per unit on 
bioscope supplies to kinema houses were recommended. This 
had been approved by the Electricity Committee, the increases 
to take effect on October 1st, but members of the Council 
objeeted on the ground that cost of production was coming 
down, and the matter was referred back to the committee for 
reconsideration. 


Dublin.—Pusric LiGHTING.—The full all-night lighting svs- 
tem in Dublin will come into force at the beginning of October. 
Complaints continue to be made of the present restriction— 
from 10.15 p.m. to 12.15 a.m. 

PROTEST AGAINST REORGANISATION.—Mr. Fred Allan, secretary 
of the Electricity Committee, has protested against any altera- 
tion in his position, duties, or status, stating that, if necessary, 
steps will be taken to assert his legal rights. The Electricity 
Committee recommended that Mr. Allan's status be not in- 
terfered with pending his release from Ballvkinlar Internment 
Camp, where he ig detained, and the Lighting Committee sent 
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з similar recommendation. The proposal of the Special Com- 
mittee was to abolish Mr. Allan's secretaryship of both these 
committees and of the Cleansing Committee. An amendment 
in favour of delay was moved but was rejected, &nd the re- 
grouping of various committees approved. 


Hereford.— Year's WonkiNG.—We have received from the 
chief electrical engineer (Mr. W. T. Kerr) a copy of the 
report upon the electricity undertaking for the past financial 
year. The total income was £21,074, as compared with £16,688 
in 1919-20. Working expenses amounted to 417,323, as against 
£12,653 in the preceding year, leaving a gross profit of £3,751 
(£4,035). The net financial result was a loss of £491; this 
compares with а net profit of £524 realised in the pre- 
vious year. Referring to this result, the engineer states that 
he estimates that a loss of £1,200 was caused by the unneces- 
eary restriction of lighting when the department never had 
Јева than a three months’ stock of coal in hand. The rural 
supply scheme shows а loss of £1,827, but a note explains that 
of this sum £1,612 is receivable from the Treasury as a subsidy 
until the scheme is eelf-supporting. 


, Hexham.—EntcrioN or PoLes.—A letter from the Electri- 
city Commissioners, read at a recent Urban Council meeting, 
stated that the necessity for an inquiry into the Council's ob- 
jection to the erection of wood poles in the district for trans- 
mission lines had not been established. This was interpreted 
as over-ruling the Council's objection. It was resolved to 
reply that the erection of steel poles would be approved, but 
if the use of wood poles were persisted in, the Council would 
move for an injunction restraining their erection. 


Isle of Wight.—PnorosED PRICE lNcREASE.—The Rural Dis- 
irict Council has decided to oppose a renewed application by 
the Isle of Wight Electric Lighting Co. for power to raise 
the charge for electricity supplied to Carisbrooke and North- 
wood to ls. per unit, on the ground that the prices of coal 
and other necessaries for the works have decreased. 


Keith.—Proposep ELECTRICITY SCHEME.—A special com- 
mittee of the Town Council having reported favourably upon 
the suggested introduction of an electricity supply scheme to 
the town, it has been decided to appoint a consulting engineer 
to draw up proposals. 

Liverpool.—FiNANcE.—The electricity inquiry which was 
held in Liverpool some time ago is recalled in the Bir- 
kenhead  Corporation's abstract of accounts, which was 
issued recently. It now appears that the amount of £1,375, 


which the Council had to pay in counsel’s fees, turned what . 


might have been a profit on the local electricity undertaking 
into a deficit of £788.—Liverpool Daily Post and Mercury. 


London.—HampsteaD.—The total income of the electricity 
undertaking during the year ended March 3156 last was 
£149,550, and the working expenses £112,996, leaving a gross 
profit of £36,554. Capital charges amounted to £24,809; the 
net profit was thus 411,753. After.appropriations for re- 
newals, services, a new boiler, &c., a balance of £5,789 
remained, which, with 4551 from the previous year, was 
carried forward to the next account. 


Maidstone.—LOAN.— The Town Council has applied for a 
loan of £5,135 to meet an excess on the estimated cost of new 
plant for the electricity works. | 


Peterborough.—EXTENSION OF SurPLY AREA.—The Town 
Council has applied for a special order to extend the area of 
supply under the Electric Lighting Order. All the local autho- 
rities concerned are offering no objection to the application. 


Reigate.—Price Revision,—The Town Council has revised 
the charges for electricity for heating and cooking and com- 
mercial power, as from the September reading of the meters; 
the charges will be: heating and cooking, 6d. per unit; and 
power 4d. 


Salford.—SaLE or Rotary.—The Corporation has accepted 
the offer of the Stretford Urban District Council to purchase 
в rotary converter, which is installed at the Broughton Copper 
Co.’s works, for £1.750, plus alteration and removal costs, 
estimated to be 4365. 


South Africa.—CareTOWN.—For years past it has been a 
matter of extreme difficulty for any new factories in Cape- 
town and the neighbourhood to get power for motor installa- 
tions, &c., the power station having been so overloaded that 
the supply has not nearly equalled the demand. Now, how- 
. ever, with the new machinery that is being installed the 

supply will be greatly increased, and industry will be able to 
go ahead once more. Moreover, in accordance with plan“ 
the local electricity department has for some time past been 
gradually substituting three-phase a.c. in place of d.c. in 
various distriets, the intention being to provide within a few 
years the whole of the municipal area with this service, 
the City proper" alone remaining on d.c. These changes 
will, of course. affect to some extent the types of fittings 
imported.—British and South African Export Gazette, — 

Vicrorta FS. —In an article published in a recent issue 
of the South African Engineer ck Electrical Review а 
writer discusses the feasibility of harnessing the Victoria Falls. 
He states that a detailed survey and the taking of records over 
a period of eight months was carried out. At the most suit- 
able spot the head available was 360 ft., due to the actual 
fall, in addition to a 20-6. drop from the intake to the crest 


of the Falls. Assuming that the turbines were kept 10 ft. 
above the water in the cafion and disregarding pipe-line 
friction, the actual head would be 370 ft. At tlood times there 
is а rise of 44 ft. in the cañon, and at rainy seasons 55 ft. 
This would reduce the head to 315 ft. Assuming an efficiency 
of 85 per cent. and a further loss for pipe-line friction the 
power available is 350,000 kW if the total volume of water 
could be utilised. The author considers that there is no early 
prospect of development owing to the high transmission coste 
invoived. 


Southport.—CoMMISSION FOR ENGINEER DISCUSSED.—At а 
meeting of the Town Council, at which it was resolved to 
advertise for an electrical engineer at a salary of £800 per 
annum, the question of paying the engineer commission for 
securing ‘lower working costs was discussed. A member said 
that the reduction of costs often depended upon circumstances 
entirely beyond the engineer’s control, i.e., coal price reduc- 
tions, lower wages, &c. It was decided to leave the question 
for the consideration of the Electricity Committee. 


Todmorden.—ExTENSION or SuPPLy.—In considering further 
supplies of electricity to outlying districts, the Town Council 
has agreed to extend to Lydgate, at an estimated cost of £330, 
and to Robinwood and Cornholme, at an estimated cost of 
£3,170, subject to agreement being reached with a certain large 
manufacturing firm as to supply of power to it. 


Weymouth.—YeEar’s WoORKING.—The report upon the Wey- 
mouth and Melcombe Regis Borough electricity undertaking 
(engineer, Mr. G. Nicolson, A. M. I. E. E.), for the year ended 
March 3lst last, records a total revenue of £28,359, as com- 
pared with £91,981 in the preceding year. Working expenses 
amounted to £21,673, as against £18,748, leaving а gross profit 
of £6,686 (£3,233). After the payment of capital charges, &c., 
a balance of £1,911 was transferred to reserve for renewals, 
&c.; the previous year’s result was a net deficit of £1,551. The 
number of units sold rose from 1,110,293 to 1,202,591. While 
the capacity of the plant was 1,181 kW, the maximum demand 
was only 606 kW. 


Walmer.—Gas Companxy’s PowEns.—The Ministry of Trans 
port has informed the Urban District Council that it has been 
decided to defer consideration of the question of revoking the 
electric lighting powers of the Gas Co. for this year. It was 
added that at the expiration of this period, if active steps had 
not been taken to establish an electricity undertaking. the 
Minister as at present advised would at once proceed to con- 
sider the question of revoking the powers under the Act. 


Wallasev.—GnowTH оғ UNDERTAKING.—The chairman of 
the Electricity Committee, reporting on the growth of the 
supply of electricity in the borough, states that there have been 
517 new consumers during the year, and an increase of 98.000 
units generated. Owing to the non-delivery of a turbine 
which should have been received in January, but couia not 
be expected to arrive before December next, the Electricity 
Committee, with its present commitments, cannot take on 
any more power load and will have to restrict new domestic 
consumers. During the year arrangements had been made for 
several transformer stations in the district. Three were now 
working and four were in hand. About 7,500 yd. of h.p. cable 
had been laid. 


Wakefield.—ExTENsioN or Area оғ Suppty.—The Corpora- 
tion is applying to the Electricity Commissioners for authority 
to supply electricity for private and public purposes in the 
parish or township of Lupset in the rural district of Wakefield. 


Wimbledon.—HovsiNa ScHEME.—The Morning Post states, 
in connection with the Borough Council's housing scheme. 
that the Ministry of Health refuses to sanction the electric 
lighting scheme, and also to pass the tenders submitted by the 
gas company for laying on gas in the estate. It suggested that 
what it called the high cbarges of the company might be due 
to the Corporation's competitive electric scheme, which de- 
prived the company of the advantage of supplying gas for 
lighting as well as heating. Acceptance of the Council's pro 
posal would make it impossible to refuse the same to other 
municipalities. The Ministry added that it was responsible 
for the erection of many thousands of houses, and strict 
economy was essential. 


Winchester.—YkAR's Workinc.—The annual report of the 
city electrical engineer (Mr. R. Ayton) for the year ended 
March 815% last shows that the revenue of the electricity 
undertaking was £33,563, as compared with £25,986 in the pre- 
ceding year. Working expenses totalled £25,147, as against 
£17,333, leaving a gross profit of £8,416 (28,653). Althoug 
the gross balance was practically the same as that of 1919-2. 
capital charges reduced the net profit from £2,683 to £1,022. 
The engineer records that plant which should have been in- 
stalled by last winter was held up by labour troubles. -9e 
existing distribution eystem is loaded to its fullest capacity, 
but extensions are in hand to relieve it. | 


Wrexham.—Burk SuPPLY.—The Town Clerk has been 10° 
structed to continue negotiations with the North Wales Power 
Co. for a bulk supply of electricity. It was etated at a dun 
Town Council meeting that the total cost would amount Ю 
between £80,000 and £100,000. 


York.—SusManINE ENGINES. Two engines from the z 
еей. U63 are being installed in the city electricity 
works. 
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TRAMWAY AND RAILWAY NOTES. 


Aberdeen.—YzAR'Ss WORKING.—The report of the general 
manager of the city tramways (Mr. William Forbes, M. Inst. T.) 


for the year ended May 318% last shows that the total income. 


from all sources was £191,471, as compared with £169,731 in 
1919-20. Working expenses amounted to £157,585, as against 
£141,852, leaving a gross profit of 433.886 (£27,879). Interest, 
sinking fund, &c., absorbed £32,305; the net profit was there- 
fore £1,581, a result comparing very favourably with a deficit 
of £5,203 in the previous year. The total number of passengers 
carried was 42,953,807, and the total car-miles run 2,307,260. 


Belfast.—STRIKE.—Last week, upon their wages being re- 
duced by 2d. per hour, the men who are engaged on the re- 
construction of the tramway track, promptly downed tools. 
The sum of 1s. 4d. per hour had been agreed upon, and at the 
meeting of the Corporation on September Ist the matter was 
discussed, and it was held that these men were engaged on 
special work, and were entitled to the special wage of Is. 4d. 
per hour. 

Bradford.—Goops Service.—It is announced that in 
the next Corporation Parliamentary Bill powers will be 
sought to transport goods’ weights up to ten or twenty 
tons hy the tramways. At present the Tramway Depart- 
ment has powers to carry only moderately-weighted parcels on 
any route, and on several of the routes only up to 56 lb. One 
of the chief ideas behind the proposed new powers is to enable 
the Department to convey coal to factories and bring back 
factory goods for transfer to the railways for transport to 
other parts of the country. Cartage in Bradford is difficult 
because of the city’s situation in а hollow of the hills, and 
cartage charges have always been extremely high. It is held 
that tramway transport, by saving much handling and time, 
would enable transport to be very much cheaper. The goods 
transport could either run in amongst the passenger traffic or 
be run chiefly at night. 

Brighouse.—PROJECTED EXTENSION.—In carrying out road 
improvements in Crowtrees Lane, Rastrick, the Brighouse 
Corporation has laid a single track of tramway lines. There 
is reason to hope that this section is in anticipation of a start 
being made in the spring with the full scheme of extension of 
the Huddersfield tramways via Rastrick to Brighouse. ‘This 
extension will link up Huddersfield and Halifax and Hudders- 
field and Bradford. 


Japan.— New electric tramways are projected by the Tobu 
Tramway Co., Ltd., to cost 6,000,000 yen. Ihe Musashi Elec- 
tric Tramway Co., а new concern, is to construct and work a 
line between Tokio and Yokohama, and to supply electricity 
for other purposes. 

Leeds.—HaiLLESS Cars.—The · Tramway Committee has 
decided to substitute double-decked rauless cars on the 
Whitehall Road reute in the place of the present service ot 
railed cars. Two of these cars are to be run, and one is 
already completed. The passenger capacity will be 55, as 
against 3U in the older type of railless car run on several 
Leeds routes. It is intended to remove the tramway lines on 
the Whitehall Road route. | 


Liverpool.—NEw Type Cars.—The Tramways and Electri- 
city Committee has adopted a new standard type of car built 
to the designs of the general manager. Its principal features 
are better means of ingress and egress, simple but efficient 
ventilation, and improved cleaning facilities. About 20 of 
these cars are now in use, fourteen of them being old cars re- 
constructed. ‘The accommodation is arranged as follows :— 
Upper deck, 28; lower deck, 22; and ten under the canopies. 
Route indicators are fitted inside the windows of the lower 
saloon. The Tidswell patent side and lifeguard supersedes the 
p plough shaped frame, which was found costly to main- 


Llandudno.—INcREASsED CHARGE FOR TRACTION POWER.— 
Owing to a loss of £1,136 upon the power supplied to the 
light Railway Co. during the past year, the Council has 
notified the company that from September Ist the charge will 
be e the flat rate of 3d. per unit for & period of twelve 
months. 


London.—Co.uiston.—On September lst two L. C. C. cars 
collided in the Walworth Road. The only damage that 
occurred was the shattering of the windows of both cars. Four 
Passengers received minor cuts and bruises. 


Manchester.—DisMissaL oF CLEANERS.—The decision to dis- 
miss a number of car cleaners, аз an economy measure, has 
led to unrest among the Corporation’s tramway employés. 
Representations are being made by the men to the City 
Council and the general manager of the undertaking. 


New Zealand.—Tramway DEvELOUMENTS.—The Auckland 
City Council has decided to authorise tramway extensions in 
the suburbs, involving an expenditure of £82,000. Seven new 
cars will be required.—Reuter’s Trade Service (Wellington). 


Portrush.—E.ecrric TRAMwAY.—In relation to the possible 
closing down of the Portrush and Giant's Causeway electric 
tramway, it is explained that this will be due to the loss of 
Water-power and the compulsory evacuation of the generating 
station. Hopes are entertained, however, that the latter diffi- 
culty may yet be surmounted. The line was opened 38 years 


ago. The power is generated by the River Bush at Bushmills, 
where the power-house is situated. Originally a third rail 
was employed, but subsequently the overhead trolley system 
was substituted. 

Salford.— THREATENED STRIKE.—O wing to the secession of 
2] inspectors from the United Vehicle Workers’ Union, a 
strike is threatened at Salford this week-end. The inspectors 
who remain in the union, and who are in the majority, have 
resolved to support any action taken by the remainder of the 
tramway employés to secure the return of those who have left 
the union. The national executive of the union also signifies 
its approval. | | 

Wallasey.—Track БЕРА1Вв5.—ТҺе Tramway- Committee ів 
finding that the tramway rails are wearing away very quickly 
and ia faced with two alternatives: (1) To let the wear con- 
tinue until replacement is necessary ; or (2) to arrest the deteri- 
oration by the electric welding of the joints and retreading 
where the rails are badly worn, and hardening the surface by 
the oxy-acetylene process. Last year the Council agreed to hawe 
three miles done at a cost of £9,500. The work has been com- 
pleted, and it is now necessary to proceed with the second 
three miles, which will cost £9.000. About one-third of the 
length of track will have to be repaired very soon, it is stated. 


TELEGRAPH AND TELEPHONE NOTES. 


Cyprus.—Money ORDER SkERVicE.—The Postmaster-General 
announces that а telegraph money order service between the 
United Kingdom and Cyprus commenced on September Ist. 
A feature of the new service is that the telegrams of advice 
may be sent at the deferred rate, which is one-half of the full 
rate. The full-rate service is available for cases of special 
urgency. 

Malay Archipelago.— WIRELESS INSTALLATION.—Though it is 
situated in Borneo, the State of Brunei (for administrative 
purposes) is affiliated with the Straits Settlements, and pro- 
mises in time to share in the prosperity of the other British 
possessions in the Archipelago, if one may judge from the 
report for 1920 by the British Resident, Mr. G. E. Cator. In 
spite of the depression which marked its closing months, the 
year was the most successful that Brunei has ever known. 
During 1920 there was under construction à wireless telegraphic 
installation which will place Brunei in communication with 
Singapore and Europe. Purchases of material were made in 
England on behalf of the Government by Mr. F. H. Dupree, 
of the Singapore wireless telegraph station, from the Dis- 
posals Board and War Office. It is considered probable that 
the total cost of the installation (including fees and the cost 
of training operators) will not exceed 4800 per station, and 
there are four stations—at Brunei, Labuan, Brooketon, and 
Temburong. At present prices that sum would not ordinarily 
suftice even to purchase the necessary material. By the end 
of the year, the four stations named above had been erected 
and equipped, and they were to be ready for use as soon as 
the balance of the material arrived from Eugland. Mr. Cator 
acknowledges indebtedness to the Government of British North 
Borneo and the Island Trading Co. for valuable assistance in 
connection with the installation. 


Mauritius.— WIRELESS TELEGRAPHY.—The Imperial authori- 
ties have decided to discontinue the working of the wireless 
station erected at Rose Belle, in Mauritius, during the war. 
As the result of representations by the commercial community, 
it is possible that this decision may be reconsidered, provided 
that the local Government will assume financial responsibility 
for the station. Owing to frequent congestion on the cables 
passing through Mauritius the wireless station has proved 
very convenient for the dispatch of messages direct between 
Mauritius and the Seychelles and Mauritius and Antananarivo. 
the chief town of Madagascar, says The Times Trade Supple- 
ment. 


Restrictions on Wireless Apparatus Removed.—With re- 
ference to the restrictions hitherto in force on the manufac- 
ture, purchase, sale, and possession of wireless apparatus, the 
Postmaster-General announces that, in consequence of the 
lapse of Regulation 22 of the Defence of the Realm Regula- 
tions, such apparatus may now be made (or bought, sold, or 
held) without permit or restriction. The supervision by the 
Post Office of dealings in such apparatus has accordingly ceased 
so far as Great Britain is concerned, but Regulation 22 is still 
in force as regards Ireland. The Postmaster-General's licence 
under the Wireless Telegraphy Act, 1904, is still necessary 
before any apparatus for wireless telegraphy may be installed 
or worked. An arrangement has, however, been adopted for 
allowing ''toy sets of wireless apparatus to be used (in 
Great Britain only for the present) without formal licence, 
provided that the designs of the sets have been approved by 
the Postmaster-General, and that the sets have been stamped 
or marked to that effect before sale. Firms or persons who 
desire to sell ' toy sets of apparatus for use under this 
arrangement should furnish full particulars (including illus- 
trations or diagrams) of the apparatus, in order that the 
design of the sets may be considered. Where the designs 
appear suitable, it will be necessary fo require that specimen 
sets shall be submitted for inspection before definite approval 


848 THE ELECTRICAL REVIEW. [Vol. 89. No. 2,285, SEPTEMBER 9, 1901, 
— — — ————— ͤ—d — — 


is given. Generally speaking, a toy set will be regarded 
as apparatus arranged for transmission and reception a8 \ 
Hertzian oscillator, and not intended for connection to ear 
or to any aerial other than small rods with or without vane 
The range of such sets should not exceed 50 yards. 


Sweden.—WinELEss TELEPHONY.—The telegraph authorities 
are now conducting experiments for linking up the ordinary 
telephone with the wireless telephone, by means of which а 
wireless call can at any time be connected with the ordinai 
telephone system. The experiment has so far been very su. 
cesstul, says the Daily Telegraph. 


The Telephone Service.—NrEw ExcHANGE.—AÀ new public 
telephone exchange. named Grosvenor, was opened on Sep- 
tember 3rd at 39, South Audley Street, Oxford Street, W. I. 
and as it is within the five-mile circle from Oxford Circus, 
it is within the local fee area of all exchanges within a radius 
of ten miles from Oxford Circus. The Grosvenor exchange, 
which has central battery equipment, will start with the trans- 
fer of 850 and 110 lines from the Mayfair and Gerrara ex- 
changes respectively, and two weeks later another batch of 
200 lines will be transferred from Mayfair. 


U.S.A.—The Radio Corporation of America has absorbed 
the International Radio Co. and thereby acquired patents 
which are necessary to maintain efficient operation, says the 
Financier. 


Wireless Telegraphy.—A MessaAGE FROM Mars?—Mr. 
J. C. H. Macbeth, the London manager of Marconi's Wireless 
Telegraph Co., Ltd., described at a recent luncheon assembly, 
says a New York message to the daily Press, the recent experi- 
ments made on the yacht Elettra in the Mediterranean Sea 
which led Mr. Marconi and others to believe that some planet 
was seeking to communicate with the world. Mr. Macbeth 
said the apparatus intercepted waves of a length of 150,000 
metres, whereas the maximum wave-length produced in the 
world was 14,000 metres. Не said the regularity of the wave- 
lengths disproved the belief that it was due to electrical dis- 
1 It is also reported that а number of important 
experiments in wireless telephony are at present being carried 
out between Rome and Sicily, a distance of over 500 miles. 
which are regarded as most satisfactory. At the recent an- 
nual meeting of the company held in London, Mr. Marconi 
is reported to have said: The results obtained during the 
last few weeks are of signal importance, and I now believe 
that, if we have not completely mastered the troubles arising 
from adverse atmospheric conditions, we have gone far enough 
to enable me to tell you that this work is of transcendental 
importance and epoch-making in the conduct of wireless tele- 
graph services throughout the world. The new arrangements 
not only enable communication to be carried on under con- 
ditions which previously made it impossible, but also allow 
of a very considerable increase in speed and improvement in 
accuracy." With regard to wireless telephony, considerable 
progress had also been made, and he had no doubt that thia 
new method of communication might profitably be utilised at 
once as a practical and reliable system. "They foresaw in this 
direction the possibility of a very large business in all parts 
of the world both for public and private use. They hoped in 
the néar future, subject to satisfactory arrangements with the 
Post Office, to create telephonic services with several foreign 
countries, and also, provided they had the opportunities they 
hoped to have, а wireless telegraphic service between England 
and Australia. 


CONTRACTS OPEN AND CLOSED. 


(The date giren in parentheses at the end of the paragraph 
indicates the issue. of the ELECTRICAL REVIEW in which the 
Official Notice" appeared.) 


OPEN. 


Argentina.—October 21st. State Railways. 
‘months’ supply of electrical stores.* 


Twelve 


Australia. MELBOURNE. Victorian Government Railways. 
October 26th. Р.с. are welding plant (Cont. No. 34,377). 
Armature banding machine with electric motor and starting 
gear (Cont. 34,378).*November 2nd. Electric storage battery 
complete for automatic telephone exchange (Cont. 34.229).* 

The closing date for the receipt of tenders for 132 sets of 
accumulator cells (Cont. 34,171) has been extended to Sep- 
tember 28th.“ 

ADELAIDE.—October 12th. Postmaster-General's Depart- 
ment. 2.750 yds. telephone cords, 120 hand sets, 160 jacks.* 


Bristol.—September 16th. Electricity Department. One 
500-kW rotary converter. (August 26th.) 


Belgium.—October 3rd. Municipal authorities of Schaer- 
beek. Terminal boxes complete with circuit breakers and 
accessories. Service de l’ Electricité, 40, Rue de Bethleem, 
Schaerbeek. ‘Tenders to the College des Echevins, Hotel de 
Ville, Schaerbeek, Brussels. " 

Belgian State Railway authorities, at La Salle Madeleine, 


Brussels, are inviting tenders for the supply at Malines, of 


22 lots of miscellaneous electric train lighting material. 


Dorchester.—September 10th. Electricity Committee, 
Replating battery, &c. (August 26th.) i 


Eastbourne.— September 26th. Electricity Department. 
Une water-tube bouer, tan and chimney, boiler-feed pump and 
piping; one 2,900-k W turbo-alternator with condensing plant 
and pipework. (September 2nd.) 


France.—October 4th. French Ministry of War. 1,500 
kilometres of light cable. Ministere de la Guerre (Service du 
Genie), 04, bis Boulevard de la ‘Lour-Maubourg, Paris. 


Halifax.—September 10th. Electricity Committee. Steel. 
work in connection with foundations for new turbine eet at 
the electricity generating station.—Mr. A. C. ‘Lipple, acting 
borough engineer, Crossiey Street. 


London.—H.M. Otfice of Works. September 16th. Supply 
of electrical and mechanical labour-in-day work jn the (агаш 
district. (August 26th.) | 

DERMONDsEY.—Beptieinber rd. Board of Guardians. Six 
mouths’ supply of electric lamps. Mr. H. Reeve, clerk to the 
uuardians, 203, 'Looley Street, 8. E. 


Manchester.—September 13th. Tramways Committee. 
Motors, cont: ciers and trucks, кс. Mr. J. M. M'Elroy, general 


manager Corporation 1raiuways, 55, Piccadilly, Manchester. 


New Zealand.—WELLINGTON.—September 27th. Public 
Works Tender board. Six sets 8-рпаѕе, 60,000-V air-break 
switches for the Waikato electric power scheme.* 

November 29th. Public Works Department, Mangahao 
electric power scheme: 3 water wheels, three 6,000-k VA and 
two 3. C 00-K VA u.c. generators, two d-unit exciter sets, seven 
4.000-K VA single-phase transtormers, insulators, lightning 
arresters, switchboard, &c.* 


October 15th. Corporation. Two water-tube boilers with 


feed-water heaters, superbeuters, stokers, &c.; one 5,UU0-kW 


turbo-alternator with condensing plant. (September 2na.) 


Salford.—September 13th. Tramways Department. Gene- 
ral supplies for three or six months, General Manager, 32, 
Blacktriars Street, Salford. 


South Africa.—JOHANNESBURG. November 7th. Rand 
Water Board. Чуо 3OU-k W steam driven electrical generating 
sets, complete with switchboards and all accessories.“ 


Uruguay. September 19th. Board of State Electrical 
Stations. Generating plant for four electrical groups, consist 
ing of а.с. and d.c. generators, Diesel engines, &с.* 


Uxbridge.—Board of Guardians. Tenders for converting 


the electric power plant at the Institution, Hillingdon, trom 
10) V d.c. to 200 v single-phase, 50 periods, and supplying 
machinery for saine. (See this issue.) 

Warrington.—September 27th. Board of Guardians. 
Electrical goods for three months. Mr. A. Bottomley, Bewsey 
Chambers. 


* A copy of the snecification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, B. W. 1. 


CLOSED. 


Australia.—Fl'urther to our note on page 55 of July 8th, 
the Electricity Committee of the Sydney City Council recom- 
mended that the offer of Thompsons Pty., Ltd., to supply 8 
17,900 (nominal) kW turbo-alternator, 3,000 r.p.m., with auxi- 
Пагу plant and accessories, for £125,000, erected complete. 
be accepted; the plant is a Westinghouse type manufactured 
шо licence from the Metropolitan-Vickers Electrical Co., 

The recommendation was considered by Ње Council on 
July 12th, but referred to the General Purposes Committee 
to consider the objections to the acceptance of the contract. 


The objections are based on the claim of the English Electric Co. of Aus 
tralia, Ltd., for priority in this contract, and the protest of the Amalgamated 
Society of Engineers against the work being placed outside the State. The 
claim of the English Electric Co. goes back to the arrangement made with 
Messrs. Willans & Robinson, Ltd., in 1918, when the last-mentioned firm 
contracted for a 5,000-kW' plant, but was unable to proceed with construction 
owing to War Office requirements. The Council agreed to cancel the contract, 
and was compensated by the firm to the extent of £618 on condition that the 
Council placed its next order for main generating plant with Willans and 
Robinson, Ltd., or Messrs. Dick, Kerr & Co., Pid. Subsequently Messrs. 
Willans & Robinson, Ltd., incorporated with the English Electric Co. ol 
Australia, Ltd., and the Council about the middle of 1920 renewed its promise 
to order the next generating set from the successors of Willans & Robinson, 
Ltd., namely, the English Electric Co. In the meantime the Council pla 
а contract. with the British Westinghouse Electric & Manufacturing Co., td. 
for the supply of an 8,000ü-kW turbo alternator, and the protest of Messrs. 
Willans & Robinson to this course resulted in the renewed promise mentioned. 

A report by the city electrical engineer made in April last on the offers 
received showed that the English Electric Co. of Australia, Ltd., offered to 
land a 16.000-K M turbo alternator at £103,150 f.o.b. a British port, or manu. 
facture a similar plant in Australia at cost plus 15 per cent. Messrs. PDT 
son's (C'maine) Proprietary, Ltd., offered а 12,000-kW alternator at £12,0% 
The engineer recommended acceptance of the English Electric Co.'s offer 0 
a plant at £103,150, if it was decided to accept a firm offer, though his opinion, 
was that it would be to the Council's advantage to have the alternator e 
structed locally by the English Electric Co. Another offer for the supply 0 
this plunt was received after the date fixed for receipt of these tenders, bU 
was not reported upon. 


The General Purposes Committee, on July 19th, decided to 
confirm the recommendation of the Electricity Committee an 


give the contract to Messrs. Thompson (Castlemaine) Proprie 
tary, Ltd.—Tenders. 
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Belginm.—No less than twenty concerns, including the 
Metropolitan-Vickers Co., competed for the recent contract 


of the municipal authorities of Schaerbeek, Brussels, for the 


supply of electricity meters; the lowest prices were submitted 
by M. F. Van Sintjan, of Brussels. 

Nine concerns, including one French and one Italian, com- 
peted for the recent contract of the municipal authorities of 
Ixelles, Brussels, for the supply of a quantity of low-pressure 
armoured cables required in connection with the electric 
lighting undertaking. The lowest quotation was that of 
Messrs. Noel, Van Gastel & Mertens, of Brussels. 

The Belgian Ministry of National Defence, in Brussels, re- 
cently invited tenders for the supply of 5,000 3-electrode valves 
for use in connection with the military wireless telegraph 
service. Six concerns competed for the contract, the lowest 
offer (51,900 fr.) being that of M. J. Vink, of Brussels. 


Salford.— Health Committee. 
Electric lighting installation at the Nab Top sanatorium, Marple, £1,935.— 
Е. М. Evans & Sons, Ltd. 


Tramway Committee. 


Gear wheels, £292.—British Hele-Shaw Clutch Co., Ltd. 
100 tons of B.S. No. 4 tramway rails, £1,600.— Walter Scott, Ltd. 


Electricity Committee. 

H.p. switchgear in connection with the supply of electricity to Llovd's 
Packing Warehouses, Ltd., Weaste, £846.—Metropolitan-Vickers Elec- 
trical o., Ltd. : | 

Lighting and Cleansing Committee :— 

Swan necks for attachment to street lamp pillars (37s. 6d. each), £412.— 
Brighton Lighting & Electrical Engincering Co., 


Tasmania.—Tasmanian  Hydro-electric Power Supply. 


Erection of she transmission lines Waddamana-Risdon and Waddamana- 
Launceston, £37,900.—G. Cheverton, of Hobart, for the erection of both 
lines. The contractor will make an immediate start. The contract 
provides that both lines are to be completed by August, 1922.— Tenders. 


FORTHCOMING EVENTS. 


Britieh Association for the Advancement of Science.—September 7th-14th. 
At Edinburgh. Eighty-ninth annual meeting. 

Shipping, Engineering and Machinery Exhibition.—September 7th to 38th. 

t Olympia, 

Birmingham and District Electrio Olub.—Saturday, September 10th. At the 
Grand Hotel, Colmore Row. At 7 p.m. Paper, Canadian Notes,“ by 
Mr. N. Deykin. 

Salford Technical and Engineering Association.—Saturday, September 
10th. At the Royal Technical College. At 7 p.m. Lecture on“ Modern 
Developments in the Manufacture and Use of Coal Gas," by Mr. E. West. 

Institution of Mining Engineers. Wednesday, September láth. At the Town 
Hall, Stoke-on-Trent. At 11 a.m. Annual gencral meeting. 


NOTES. 


Appointments Vacant.—Switchboard attendant (83s.) for 
the Kedditch Urban District Council electricity works; charge 
engineer for the Torquay Corporation electricity department; 
plumber-jointer for the Farnworth Urban District Council 
electricity department. See our advertisement columns to-day. 


Shadowless Light.—A lamp that throws a brilliant shadow- 
less light has been introduced to London, says the Daily Mail 
by a French firm. It is claimed that if an object is piace 
between the lamp and the surface to be illuminated, no shadow 
із cast on the latter. This result is accomplished by means 
of a cylindrical prismatic lens and a number of silvered mirror 
reflectors. * There is no beat.” 


The Theory of Relativity.—Einstein's theory of relativity 
15 to be the subject of a kinematograph film which a German 
company has engaged some leading scientists to prepare for 
the autumn. By the use of diagrams and apparatus of various 
kinds the principles of the new theory will be made intelligible, 
it is said, to persons who are entirely incapable of under- 
standing mathematical formule#.—Lvening News. 


Fatilities —A most unusual fatality occurred last week. 
Walter Ashton (33), stonemason, was standing on the cause- 
way in Montagu Square, Mexborough, close to an electric light 
standard when the trolley arm of a passing traincar slipped 
the wires, struck the light standard, and knocked off the head, 
Which crashed down and fractured Ashton's skull. He died 
in the bospital within an hour of the accident. 

Caught by the revolving claws of an electrically-driven 
dough mixer which he had been cleaning, George Gobel, a 
Deptford baker, was drawn into the machine and terribly 
injured; he died soon after being admitted to hospital. 


“ Straphanging ” to Remain.—The Daily Mail understands 
that straphanging in tramway-cars and omnibuses, which waa 
due to end on October 1st, is to be allowed to continue until 
the needs of the travelling public are met with adequate ser- 
vices. This extends the permission given during the war for 
а certain number of standing passengers in public vehicles. 
The report of the investigations made by Mr. Frank Euiott, 
Assistant Commissioner of the Metropolitan Police, is to be 


issued in a few days, and is expected to delay the operation of 


the ban for at least віх montha. 


Service Notes.—Major G. A. Bruce, T.D., M. I. E. E., has 
relinquished his commission in the Territorial Force Reserve 
of Otficers as from the Ist inst. Major Bruce was associated 
with the Tyne Electrical Engineers for many years, becoming 
captain in 1903 and major in 1915. Lieutenant C. A. Stephens, 
Tyne Electrical Engineers, has resigned his commission, to 
which he was appointed in 1916, getting his second star in 
1918. Captain W. Н. О. Marshall, M.J.E.E., having attained 
the age limit, has resigned his commission in the Dorset 
(Electric Lights) Engineers. Major Marshall joined the regi- 
ment in 1910, was promoted captain in 1915 and major in the 
present year. ‘The following ofticers of the Tyne Electrical 
Engineers have been posted to the Reserve of Officers of the 
Territorial Force in their respective ranks: Capt. J. F. 6. 
Hunter, M.B.E., Capt. L. S. Winkworth, Capt. M. C. James, 
Capt. D. A. Williamson; Lieuts. H. 8. dii M. B. E. (to 
be captain), Lieuts. R. G. Ellis, A. M. I. E. E., F. S. Corby, and 
F. W. Bond, all from the 27th ult. 


The Trade Union Congress. — Millions of people lack 
employment, while the world cries for more and more goods 
to supply only the bare necessities of life. . . .The workers 
should press for a shorter working week.. 

That is the strange argument of the President, Mr. E. L. 
Poulton (Boot and Shoe Operatives), in his presidential 
address to the Trade Union Congress which opened at Cardiff 
on September th. The idea is apparently that with still 
shorter hours the work of production would be shared by a 
greater number of men. "There, were 850 delegates, represent- 
ing 212 unions, with a total membership of nearly 63 millions. 
The reappearance of Mr. Smillie, the veteran miners' leader, 
was & feature of the Congress. | " ( 

News Value or Nuisance Value?—The following editorial 
under this heading in our excellent contemporary Chemical 
and Metallurgical Engineering, contains a sentiment with 
which we cordially sympathise :— 

On the hottest day yet there came to us a news note 
from a well-known corporation that shall be nameless because 
it ought to know better. Probably the Old Man does know 
better but is away on his vacation. The item reads as follows: 
Blank Co. Distributes New Blotter. The Blank Co. are 
placing in the hands of their representatives for distribution a 
new and attractive blotter. The Blank Co. have always been 
strong advocates of the blotter for advertising purposes колы 
of its usefulness, its attention value and its ability to drive 
home its sales message. 

This is the kind of information for which our readers are 
supposed to hunger and thirst; to pay good money for sub- 
scriptions so that they may read it and still more good money 
to have their advertisement accompany it. It pains us to have 
anybody think so. We have a high opinion of our readers; a 
sense of brotherhood with them. We talk out of our hearts to 
them, and feel that they understand, and in return they often 
talk straight from their hearts to us and we think we under- 
stand. We don't set up to be professional highbrowe (who 
are those, according to Brander Matthews, whose instruction 
exceeds their mental capacity), but at the same time we do 
not worry over reducing the expression of our opinions to 
words of one syllable. We do not worry over the adenoids 
of our readers; we take it for granted that if they ever were 
congested, they were duly removed; and we do not try to 


reach the feeble minded or those who are defective. 


On the other hand, we want news; all the news that is 
really news, and that 18 worth reading and fit to print. Had 
the company in question developed a new product or process, 
different from any that 1s known, and of such value that in 
our judgement our readers would be glad to know of it, we 
should have been glad to publish a technical article оп the 
subject. We are not influenced by the advertising value such 
an article may have to the concern that produces the appa- - 
ratus or product, if we think it worth while to print it; 
whereas, if we do not think it worth while, there isn't any 
money that can get it printed except at advertising rates, 
and as an advertisement in the advertising section. 

We do not print advertisements either as so-called“ reading 
matter to fool our readers, or interspersed with it—to 
disturb them. Advertising 1s a legitimate art, but 1t has been 
made the subject of serious malpractice. One of the most 
serious phases of this malpractice 18 to give it nuisance value. 
It consists in stealing the attention of busy men to tell them 
something they do not want to know. It has not a tithe of 
the value ascribed to it. Men with things to do and with 
obligations to perform are beginning to realise this. If we do 
not chew tobacco, we do not want to be told which preparation 
of tobacco to chew. When we read our morning newspaper. 
and are trving to learn what is being done with the tariff 
bill in Washington, we do not want to be interrupted by the 
information that the Maison de Paris is baving a grand 
marked-down sale of lingerie. On the other hand, the woman 
of the household may want to know about the sale, but may 
not be interested in the tariff bill. This misplacement of 
news and advertising is a mistake, so far as we are concerned. 

Worse than such a mix-up of understanding and under- 
wear is the publication as news of such inane items as that 
а corporation has bought some blotting paper and had ite 
name printed on it. That brings the corporation's паша 
before our readers, but it offends them, and rightly so. It does 
2 interest us and we don't see how it can interest anybody 
elee. 
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Institution Notes.—INsTITUTION or ELECTRICAL ENGINEERS.— 
The offer of Mr. E. M. Hughman to give a donation of 4250 
to the Benevolent Fund, on condition that 19 similar amounts 
were contributed by June 30th. has been extended by him to 
December 818, 1921. 

BIRMINGHAM AND DISTRICT ELECTRIC CLUB.—The arrangements 
for the second half of the 1921 session include the reading of 
papers on Commercial Efficiency of the Telephone," on 
October 8th, by Mr. C. С. Findlay; and on The Gyroscopic 
Compass," on November 12th, by Mr Н. F. Steventon. ‘Lhe 
annual meeting 18 to be held on December 10th. 

ASSOCIATION OF ENGINEERS-IN-CHARGE.—The president for the 
season 1921-22 will be Capt. Н. Riall Sankey, C.B., C.B.E., 
who will deliver his address оп October 12th. Mr. L. Pendred 
has become a Vice-president. "Тһе annual dinner will take 
place on October 8th. 


A Watt Memorial.—To mark the recent centenary of 
James Watt, the Institution of Shipbuilders and Engineers 
has founded two new chairs in Glasgow University—a James 
Watt Chair of Electrical Engineering, und а James Watt 
Chair of the Theory and Practice of Heat. The appointments 
are likely to be made by the University Court next month.— 
The Observer. 


A Swedish Electrical Invention.—Ludvika Elektromekan- 
iska Verkstad has begun the manufacture of a newly invented 
apparatus by the use of which, it is claimed, all risk in hand- 
ling high-pressure electric lines is eliminated. The inventors 
of the apparatus are Mr. Olof Jacobsson (а foreman) and Mr. 
Gustaf Hendeberg (an engineer). The contrivance, which is 
simple and easily handled, costs kr. 250.—Reuter’s Trade Ser- 
vice (Stockholm). 


Joint Electricity Authorities —In accordance with ex- 
pectations, the financial state of the country has interfered 
with the movement for co-ordinating electrical undertakings. 
It was intended to establish a Joint Electricity Authority for 
the Mid-Lancashire area, and to erect three generating 
stations, but at a conference on Monday it was decided to 
postpone the scheme sine die in view of the fitancial obliga- 
tions which it would involve. Though this does not amount 
to actual abandonment, the proposal is not likely to be put 
into operation for a considerable time. Had the scheme gone 
forward it would certainly have marked a new industrial era 
in North-East and West Lancashire. 


Machinery Required in Sofia.—The Department of Over- 
seas Trade informs us that His Majesty's Legation, Sofia, 
reports the receipt of an inquiry for quotations required in 
Philippolis for the equipment of new constructions. The 
inquirer is also desirous of receiving catalogues for machinery 
of all descriptions, including dynamos, motors, flour milling 
plant, pumps (hand and power), stationary and portable elec- 
tric sets, &c. The Legation has also transmitted an inquiry 
received from Bourgas for the names of some United Kingdom 
. firms dealing in small machinery and textiles. The names and 
addresses of the inquirers may be obtained by United King- 
dom firms interested on application to the Department. 


The Society of Technical Engineers. —W'e understand that 
after a long period of preliminary work the Society of Tech- 
nical Engineers has at last arrived at a general agreement 
throughout its membership with regard to the broad lines of 
its policy, and that only the details of the form in which that 
policy shall be stated remain to be settled. This will shortly 
be accomplished, and the Society will then be in а position to 
publish an account of its aims and organisation. 

It is noted by the Labour correspondent of The Times that 
the movement towards the organisation of the brain-workers 
has become international, proposals having been put forward 
in that connection in Switzerland and Italy, whilst in Austria 
an Act bas already come into force aflecting them in certain 
professions. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the comercial xide of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted a« to their movements. 


Mr. W. J. Hancock, M.Inst.C.E., M. I. E. E., Government 
electrical engineer, Western Australia, has retired after 37 
vears’ service. Mr. Hancock was responsible for the construc- 
tion and establishment of the first Perth and Fremantle tele- 
phone exchange systems, repairing and relaying of the Break- 
sea submarine cables, &c. 

Mr. J. OXENHAM, permanent head of the Commonwealth 
Postmaster-General's department, has returned to Australia 
from a business visit to England, America, and the Continent. 
—Commonwealth Engineer. 

The marriage took place at the Parish Church, Crediton 
(Devon), on September Ist, of Mr. R. J. Wess, A. M. I. E. E., 
engineer of the Ebro Trrigation & Power Co., of Barcelona, 
and Miss ALIsoN Francis, eldest daughter of Mr. S. B. Francis, 
of Crediton. | | | 

Mr. W. M. MILNES, chief assistant engineer, of the Coventry 
Corporation Tramways, who is leaving to become general man- 
ager of the Corporation Tramways at Wigan, has been pre- 


eented by the staff with a silver fruit dish, rose bowl, and 
attaché case. 

Mr. CHAS. MaLLiNs, M. I. A. E., A.I.E.E., late general man- 
ager of the Liverpool Corporation motor- bus and tramway ser- 
vice, is Joining the board of the Samuelson Transport Со. Ltd. 

Among the arbiter's awards following claims made by Leith 
officials arising out of the amalgamation of the burgh with 
Edinburgh appears the following: Mr. А. P. RUTHERFORD, 
late electrical engineer, Leith, amount of claim, £6,500; Cor. 
poration’s olier, £1,000; award, 44.000. 

Major-General Gro. О. SQUIER, chief signal officer of the 
U.S. Army, left London last Saturday, the зга inst. 

Mr. WILLIAM WALKER, director of health and safety in the 
Mines Departinent and formerly chief inspector of mines 
retired on August älst. 

Mr. Н. Nimmo, NMI. I. E. E., of the Public Works Department, 
Burma. who is at home on leave (address: The Sports Club, 
St. Jumes's Square, S. W. I). will be glad to give our readers 
uny information at his disposal regarding the cost of living, 
trade prospects, &c., in Burma. 

Alderman Barretr has been appointed chairman of the Sal- 
ford Corporation ‘Tramways Committee, and Councillor Н. S. 
litnp has been elected deputy-chairman. 

Mr. F. Аүтох, M. I. E. E., at present chief engineer and man. 
ager of the Corporation Electric Supply and Tramways at 
Ipswich, is taking up his new position with Messrs. Ransomes, 
Sinis & Jefferies, Ltd., on the 14th instant, after which all 
communications should be addressed to him at Orwell Works, 
Ipswich. On and after the date mentioned communications 
relating to the business of the Corporation Electricity Supply 
and Tramway Departments should be addressed to the new 
chief engineer and manager, Mr. А. S. Black, M.I.E.E. 

On August 23rd, at All Saints' Church, Habergham, Mr. 
T. W. Horton, shift engineer at the Corporation Electricity 
Works, Leigh, Lancs., was married to Miss Edith Walley, 
only daughter cf Mr. and Mrs. F. Walley, Ightenhill, Burnley, 

Mr. Н. WILSON is vacating his position as mains superin- 
tendent to the Maidstone Corporation early in October оп 
appointment as distribution engineer at the Croydon Electri- 
city Works. 

Mr. E. E. HOADbLkx, M. I. E. E., engineer and manager of the 
Corporation. Electricity Supply Ündertaking at Maidstone, has 
been appointed honorary secretary of the Electric Vehicle 
Committee, In succession to Mr. Е. Ayton, M.LE.E., who has 
held the position since the committee's inception, and who 
resigned upon his appointment as jcint managing director of 
Messrs. Ransomes, Sims & Jefferies, Ltd. Upon severing his 
connection with municipal work, Mr. Ayton ceases to be a 
representative of the I.M.E.A. on the Committee, and accord- 
ingly, at the last meeting of the Committee, he was elected 
a member in his personal capacity and re-elected chairman for 
the year ending March 3156 next. All communications in 
connection with the Electric Vehicle Committee and its work 
should in future be addressed to Mr. E. E. Hoadley, Electri- 
city Works, Maidstone, Kent. 


Obituary.—Sir F. BRAIN.—We regret to learn from the 
svening News of the death of Sir Francis Brain, a distin. 
guished mining engineer and a pioneer in the use of electri 
city in mining operations, who was a member of the Advisory 
Committee under the Government control of coal mines. 
Knighted in 1918, Sir Francis belonged to an old Forest of 
Dean family, and was an alderman of the Gloucester County 
Council. 

Victor E. Joyce.—We regret to learn of the death of Mr. 
Victor E. Joyce. who was works manager and a director of 
Park Royal Engineering Works, Ltd. On his return from 
holidays he was taken ill through blood poisoning. which 
developed rapidly, and death ensued in the course of a week. 
The interment took place at Ealing on the 3rd instant. when 
а large number of the employés from Park Royal, together 
with the staff and such of the directors as were in town, at 
tended to show their sympathy and esteem. 


NEW COMPANIES REGISTERED. 


Tisbury Electric Supply Co., Ltd. (176,539).—Registered 
August 3th. Capital, £6, in £1 shares. To generate and supply ekctrk 
current for light, power, and other purposes in Tisbury, Wilts. Minimum 
cash subscription 90 per cent. of the shares offered. The first directors "x 
A. J. Fippard, Broad Sanctuary Chambers, Westminster, S.W.1; W. ©: 
Kendall, High Street, Tisbury; А. B. Randall, 27, Victoria Road, Salisbury: 
E. D. Webb, Gaston Manor, Tisbury. Qualification, £25. Remuneration as 
fixed by the company. Secretary: A. В. Randall. Registered office: Tow? 
Mill, Salisbury, Wilts. 


Electrolux, Ltd. (176,547).—Private company. Registered 
August 3lst. Capital, £5,000 in £1 shares. To carry on the business 1 
electricians, electrical and mechanical engineers, &c., and to acquire ror 
the А. B. Electrolux, Stockholm, the trade-mark ' Electrolux,” and the sith 
will of the business carried on by them in England if connection Moin 
The subscribers (each with one share) are: A. Urry, 17, Acton Street, а 
clerk; J. С. Hawes, 10, Endsleigh Terrace, Dukes Road, W. C. I. clerk. is. 
first directors are: A. L. Wenner-Gren (chairman) and J. Scrivener. Кер! 
tered office; 73, Newman Street, W. I. 


Scottish Engineering Corporation, Ltd. (11,852).—Privatt 
company. Registered in Edinburgh August 811. Capital, £10,000 ir 
shares. To acquire the business of the Scottish Engineering A. 
carried on at 128, Hope Street, Glasgow. The first directors DX 
Beveridge, S1, Clifford Street, Ibrox, Glasgow, clerk; A. H. Hughes, “, J. А. 
lande Road, Glasgow, merchant. ualification, 100 ehares. Secretary: ^ 
Beveridge. Registered office: 128, Hope Street, Glasgow. 
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| British Association for the Advancement of Radiology and 
T Physiotherapy. (The word “ Limited "' being omitted from 
Н title by licence of the Board of Trade.) (176,568).—Registered September lst 
i as a company limited by guarantee. The objects are: To promote the 
advancement of radiology and physiotherapy оп scientific lines under the 


direct control of the medical profession. The 5 is vested in а. 


Council, the first members of which аге: R. Knox, 38, Harley Street, W., 
consulting radiologist; E. Hornaman- Johnson, 66, Harley Street, W., consult- 
ing radiologist; O. MacGregor, 14, Welbeck Street, consulting electrotherapist ; 
S G. Scott, 6, Bentinck Street, W., consulting radiologist; Sir Archibald D. 
Reid, 90, Welbeck Street, W., consulting radiologist; S. Melville, 9, Chandos 
Street, W., consulting radiologist; Agnes Savill, 7, Devonshire Place, W., 
electrotherapeutist and dermatologist. Solicitors: Bristows, Cooke and Carp- 
mael, 1, Copthall Buildings, E. C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Dartmoor Electric Supply Co., Ltd.—Particulars of 
£2,500 debentures authorised November 27th, 1919, whole amount issued; 
charged on the company's undertaking and property, present and íuture, in- 
cluding uncalled capital. Partidulars filed August 16th, 1921. 


Bell's United Asbestos Co., Ltd.—Issue on August 25th, 
1921, of £1,700 debentures, part of a series already registered. 


E Babcock & Wilcox, Ltd. (65,805).—Return dated June 1st, 
: 1921. Capital, £2,460,000 in £l shares (100, 6 per cent. preference, 200,000 
5 per cent. second preference, and 2,160,000 ordinary), 100, 6 per cent. pre- 
ference, 179,056 5 p cent, second preference, and 2,148,828 ordinary shares 
taken up. £1,027,875 paid. £1,400,000 considered as paid. 29 remains in 
arrears. Mortgages and charges, nil. 

| Hooper's Telegraph &  India-Rubber Works, Ltd. 
: 40.947).— Return dated July 12th, 1921. Capital, £50,000 in £10 shares (1,000 
Е preference апа 4,000 ordinary). АП shares taken up. 240,000 paid and £10,000 


= considered as paid. Mortgages and charges, nil. 


————R 
CITY NOTES. 


French Société d’Electro-Chimie et d' Electro- 

Companies Metallurgie. According to the report pre- 

° sented to the ordinary general meeting on 
May 25th, the net profit on the working of 1920 amounted to 
: 3,709,495 fr., from which a dividend of 45 fr. per share was 
с sanctioned. 

Compagnie Electrique du Nord.—Tbe accounts for 1920 pre- 
sented at the ordinary meeting on July 29th showed net protits, 
after setting aside 300,000 fr. to the sinking fund, of 375,000 
fr., which were again carried forward. The capital has now 
been increased from 12,500,000 fr. to 14,500,000 fr. 

Eclairage et Force par l' Electricité à Paris.—The accounts for 
1920, presented at the meeting on June 27th, showed net profits 
of 435,429 fr., against 370,200 fr. in the previous year. The 
available balance, after addition of the carry-over of 1,682,656 
fr. from the last report, amounted to 2,121,085 fr., against 
2,182,655 fr. The amount of the distribution was not stated. 
À dividend of 25 fr. per share was declared last year. 


New Issues.—The issue of .£350,000 debentures of the 
Thames Valley Electric Power Board (N.Z.) having been 
over subscribed, the list was closed at 11 o'clock on Wednesday 
morning last week; owing to the heavy over subscriptions 
it was found impossible to consider applications received 
through the post. 

Stock Exchange Notices.—Dealings in the following 
securities have been specially allowed by the Stock Exchange 
Committee under Rule 148a :— 

Thames Valley Electric Power Board.— £350,000 six per cent. 
dehentures of £100 each, issued at 96 per cent. 46 per cent. 
paid (guaranteed by New Zealand Government), after issue of 
allotment letters. 

5800 undermentioned have been ordered to be officially 
quoted :— 

Barcelona Traction, Light & Power Co.—41,050,000 8 per 
cent. secured debentures, Nos. Al to A7,000 (£100), and Bl to 
ВТ00 (£500) bearer. 

Shanghai Electric Construction Co.—3,490 shares of £10 each, 
fully paid, Nos. 36,511 to 40,000. 

Direct Spanish Telegraph Co., Ltd.—Dividend at the rate 
of 10 per cent. per annum on the preference shares and an 
interim dividend at the rate of 8 per cent. per annum, free 
of income tax, on the ordinary shares for the half-year ended 
June 30th. 

Canadian General Electric Co., Ltd.—Dividend of 2 per 
cent. for the three months to September 30th on the common 
1801 and 3j per cent. for the half-year on the preference 
&ock. 


Fraser & Chalmers, Ltd.—The liquidator is now making 
а further payment of 9d. per share, which will bring the total 
return of capital up to 82s, 3d. per £1 share. 


Brazilian Traction, Light & Power Co.—Quarterly divi- 
dend of 14 per cent. on preference shares. 

Davis & Timmins.—Interim dividend of 3 per cent., free 
of tax, on the ordinary shares for the half-year. 


American T .—Divi 
cent., less ur ephone & Telegraph Co,—Dividend of 22 per 


STOCKS AND SHARES. 


TUESDAY EVENING. 


THE holiday season being regarded as practically over, the 
Stock Exchange markets are displaying a reasonable amount 
of activity, and the trend of values has been generally upward. 
In spite of the calls which ure made upon capital, investment 
continues to absorb readily enough whatever good stock comes 
to market. The Thames Valley (New Zealand) Power Com- 
pany's 6 per cent. debentures, guaranteed by the New Zealand 
Government, were promptly over-subscribed. The subscrip- 
tion-lists were open for a couple of hours only. The market 
in the scrip began to-day, Tuesday, and the price is quoted 
l premium. The Southland Power Company's debenture 
Stock, offered at the same price and on similar terms, com- 
mands a premium of 1j. 

Nor are the home country’s issues neglected. North Metro- 
politan 74 per cent. Extension debenture and Metropolitan 
Electric 74 per cent. debenture have both risen to 8 premium 
over and above their issue price of 95. General Electric 7 per 
cent, debenture has risen to 98, a premium of 5 points. The 
Shropshire Electric Power 71 per cent. debentures remain 
about j premium. Several of the issues recently made by iron 
and steel companies, the prices of which have been standing 
at a discount, are recovering to their par levels. 

It is worth noticing, in the strong investment demand, that 
Home Railway debenture stocks are again coming into favour. 
Metropolitan 34 per cent. debenture stock has risen to 571. 
District debentures are difficult to obtain. The 6 per cent. 
permanent debenture stock is quoted at 89, which compares, 
incidentally, with 1374 at which the stock stood on the out- 
break of war. District 44 per cent. first preference changed 
hands this week at 60. London Electric 4 per cent. preference 
has been done at 52, at which the yield on the money is 72 per 
cent. East London debentures continue to be put up. The 
company's 4 per cent. ‘‘A’’ debenture stock stands at 60. 
The B debenture, which received $ per cent. for last year, 
changed hands the other day at 373, while a little speculation 
is springing up in the 4 per cent. third debenture stock, a 
fair number of bargains having been done about 154. The 
company's ordinary stock has strengthened to 4. 

Metropolitan ordinary at 254 1s 4 lower, but Districts remain 
at 174. Underground Electric Income Bonds are quoted 76j 
ex the coupon of £2 net due on September Ist. The market 
valuation of the coupon is £2 lls. per cent. net, owing to the 
premium it commands by reason of the interest being payable 
in New York as well as in London. 

Electricity supply shares are а better market. County of 
London have risen ds. to 8j. St. James's at 64 are similarly 
better. Metropolitans are half-a-crown higher at 33. West- 
minster ordinary, although quoted at 52 middle, are more like 
53. Dealers in the market are not anxious to put up prices, 
but their hands are being forced against themselves, and the 
pressure to buy is consistent. With the early termination of 
Summer-time, this is, of course, the season of the year to 
which the investor begins to pay a little attention to wbat are 
called illumination securities, and with the improvement in 
electrical shares, there has come a pretty general advance in 
gas stocks. 

The manufacturing list is inclined to be slightly harder, 
but there is still a good deal of nervousness in regard to the 
possibility of German competition. Edisons have dropped to 
6s. 3d., recent transactions being marked at 7s. India-Rubber 
shares have been done at lds. On the other hand, there is a 
noticeable demand for the pre-ordinary issues. British In- 
sulated 44 per cent. debenture at 954 is 2 up, and the com- 
рапу'в 5 per cent. debenture stock at 984 shows a gain of 5 
points. British Aluminium debentures, although unchanged 
in price, are also wanted. The 5 per cent. prior lien deben- 
tures stand nominally about 73 and the 54 per cent. debenture 
stock at 71. Stock changed hands in the last-named the other 
day at this price. General Electric debenture, as already 
noted, has jumped to 95. The company's ordinary shares re- 
main at £1, and both classes of preference stand about 17s. 6d. 
Callender's preference have risen to 18s. 9d. Telegraph Con- 
structions at 211 are the fraction to the good. In the foreign 
list, Calcutta Electric new preference shares, 5s. paid, have 
hardened to 5s. 9d. The recent nervousness perceptible in 
stocks and shares connected with India is passing away, and 
most of the recent falls have been recovered. 

Further progress has been made in the exchange process that 
js going on between Mexican Light & Power Fives and Mexico 
Tramway Fives. The price of Mexican Light First Bonas has 
dropped to 493, while Mexico Tramway 5 per cents. at 58 have 
recovered the full amount of the coupon taken off last week. 
Brazil Tractions are better at 29, but in the British Columbia 
group. the deferred stock at 55 is 3 points lower. Anglo 
Árgentine Tramways show no changes. Midland Electric 
б per cent. debenture stock at 78} is about а point down. 
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Anglo-American Telegraph preferred at 86 has again im- 
p and Great Northern Telegraphs, after being 254, went 

ck to 25, at which they still show a rise of 12s. 6d. on the 
week. The Eastern group is a little easier, with Eastern Tele- 
graph ordinary down a point to 1624. (Parenthetically, refer- 
ence may be forgiven to the fact that the wonderful summer 
wéather makes it seem almost paradoxical for the Eastern 
company to be playing Rugby football matches these hot after- 
noons at its Hampstead training school.) Marconis at 1 13/16 
are 1/16 down, owing to the complete absence of public in- 
terest in the shares, and Marconi Marines, after giving way 
to a guinea, recovered to 21s. 9d. Business in this market has 
dwindled to meagre proportions. » | 

Babcock & Wilcox at 21 show a rise of 1s. 3d., but the ad- 
vance that had been taking place in iron, coal and steel shares 
received something of з check from the speech of the President 
ok. the Trade Union Congress, in which he foreshadowed a 
demand for shorter hours of work. This affected armament 
shares as well. Vickers, after being over 148., went back to 
13s., and Armstrongs from 19s. 3d. drooped to 18s. 6d. The 
strength of the iron and steel market attracted a little local 
‘selling from Cardiff and Sheffield. Interest in the rubber 
market is confined to the efforts that are being made to estab- 
lish, upon a sound foundation, the new Rubber Shareholders’ 
Association. We understand that up to the present the Asso- 
‘ciation has secured support from about 500 proprietors of 
rubber shares, but as it is computed that there are at least 
50,000 people who own shares in rubber-producing companies, 
it is obvious that the Association has a wide field left from 
which to draw that measure of support which alone can render 
its inauguration a success in the way of making itself felt in 
regard to control of the industry. 


SHARE LIST OF ELEOTRIOAL OOMPANIES, 
Номи ErnmorRi0:TT Оомрливе, 
Dividend Price 


" 
Е 


— "M 6, 
1919. 1999. 1991, Riseor fall, PS 
oe ee ee 12 14 | Of + 410 0 3 
Oross ee ee 1 8 — 9 8 4 
do. do. do. 43 Pref... tà tà — 7 4 4 
ee ee ec ee eo 4 6 == 94B 
of London ee ee ое 18 14 1 — 10 8 @ 
о. do. 6 per cent, Pref... 6 6 17. 710 
Oounty of London .. 92 æ. 8 8 tá +? 9 0 6 
ensington rdinary ee ee — 

London Electric .. .. .. 98$ « 1 — 110 1 
do. до. 6perocent. Pref... 6 6 24 — 10 9 
Metropol ee oo oo ee 6 3 E t à AES 9 0 8 

do. 4j ver cent. Prei, .. 4 ( 9 — * 16 0 
Bt. James and Pall Mall 19 18 t +2 9 4 8 
on ee ee ee. 6 1 = 10 18 9 
South Metropolitan Pref... .. 7 7 1 р ~ 8 17 10 
Westminster Ordinary .. . . 16 10 6 — 8 18 10 
| `  TELEGRAPHS AND TELEPHONES., 
Anglo- Am. Tel. Pret. К ee. oo ` 6 ` 8 B6 * à 6 19 6 
do. see ee ‚ өө là 1% 17, — 8 14 2 
OhileTelephone .. .. .. 6 6 — 5 14 8 
Cube Bub. Ord. eo ee ee 7 7 — 9 8 8 
Wastern E nsion eo ee ee 10 10 72 = 6 2 0 
Eastern Tel. Ord. .. ee „ 10 18 16 — 1 а зо 
Globe Tel. and T. Ота, oo oe 10 10 p — 6 0 4 
| O. do. Pref. ee oe 6 6. — И 6 6 4 
Great Northern Tel, o eo 9" M #5 +ë „ 9190 
Indo-European .. oo c. 10 10 80 — 8 6 8 
Marconi А ee. ee ee ee 95 15 113 — 1 8 5 6 
Orientel Telephone Ord...  .. 19 18 24 — 56 16 8 
nited R. Plate Tel. eo өө 8 8 6& == *6 10 4 
est India and Panamá .. . Nil Nil 6/3 — Nil. 
' Western Telegraph.. ee eo 10 10 И 16$ == *6 А 1 
Lo Б ЧОИ Home Калпи, 
6 — 4 4 Hh = 5 8 6 
e оо + 8 .** et c " = 17 8 
Distri $ ee ee wi wh 174 M Ni] 
o. do. .. Nil Nil 8/6 — Nil 
do. . do. Inoome 4 3 764xd — 4 *318 5 
[ Formion Trams, 40. 
` Anglo-Arg. Trams, First Pret, ..- 39) ы 10 0 0 
1 в da. Фа Pret. ee x1 5) K =з 10 0 0 
do. do. 6 96 Deb. ve 6 6 64 — 3 15 0 
Brasil Traotions  .. S. Nil Nil 29 +1 Nil 
-British Columbia Elec. Rly. Pfce. 8 6 60 — 8 6 8 
4d. 40. Preferred 5 q /. 553 — 8 11 2 
do. 40. , Deferred 8 1291. 56 —2 11 3 2 
do. do. a Deb. ' oe 41 41 59$ = 7 2 10 
Mexico Trams Sper cent. Bonds. Nu Nil 68xd + 9i — 
o. r cent, Bond. Nil Nil 25 РЕБ Nil 
Mexican Light p . Ni Ni — . Nü 
do, Prof, ee ee Nil Nil 17 — Nil 
do. lat Bonds .. Nil 5 49 — 10 2 0 
MANUFACTURING COMPANIBS, 
Baboook & Wilcox .. .. . 15 16 2) t 6 8 0 
British Aluminium Ord, .. .. 10 10 17/6 — 11 8 6 
Callenders . ° ee ee 15 15 A — 10 8 8 
» 64 t. ° ee 0 63 6 18,9 + A 6 18 8 
Orompton Ord e 0 7570 5 10 10 14,6 18 15 10 
Rdison-Hwan oe ee oe ee 10 — 6/8 —2/- -— 
do. do. 5 per cent, Deb, oe 5 5 68 — 3 1 1 
meetric Construction  .. 10 10 18/9 -— 11 18 10 
English Electrio oe ee ee 8 8 11/- — 14 11 0 
Do. в 8 ee ee 6 6 14. TEN 8 11 6 
Gen. Bleo. Pret. ве ec m 65 6 1116 — 7 18 0 
0. Ord, eo e? ee 10 1 20/ == 10 0 0 
Henley ee eo oe oe 16 16 1 А — 10 5 0 
z do. 4 Pref, ee oe oo c 43 44 — 6 18 6 
India-Rubber oo e №. — i — — 
Met.-Vic Pref, .. ee eo 8 8 4 == 9 9 4 
‘Siemens Ord. co ое c 10 10 1f. — •8 18 2 
Relegraph Соп, T ee oe M 20 3 +} 0518 1 


* Dividends paid free of Income Tax. 


. € Thos, Bolton & Bons, Ld, 
4 Frederick Smith & Go, 
; 8 


MARKET QUOTATIONS. 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, September 7th. 


4 


CHEMICALS, ac. Pres, оона 
а Acid, Oxalio ee ee oe ee per Ib. 905 oe 
a Ammoniac Bal T s .. рег ton £ s 
a Ammonia, Muriate (large crystal) m £58 " 
a Bisylphide of Carbon . Тол К" 
а Borax к^, . i oe Е Ф " ee ee 50 4381 = i £8 dec, 
a Copper Sulphate .. ih "e a Е £81 e 
a Potash, Chlorate a per Ib, 6d. M" 
а IT] Perchlorate ee „ C Ww 6d. 2d. dec. 
a Shellao .. .. .. we .. per owt 14 108, es 
a Bulpbur, Sublimed Flowers — .. „ . 416 . = 
а 99 Lump А ee ee ee! 909 ^ 215 e 
а Soda, Chlorate 85 са .. per lb. gad. 5 
а „ Crystals © d .. per ton x 
a Sodium Bichromate, casks .. рег. 64d, 3d. dec. 
METALS, &с. 
р Babbitt's Metal Ingots .. | .. perton |. £90 to £975 : T 
c Brass (rolled metal 2" to 12" basis) per lb. . 1034. . a 
-Q " Tubes (solid drawn) «ee B : 1/04 to 1/02 A. dec. 
€ ога Tubes аан AE Cee oe 
' pper : 80 wn) ^». E 144 « dec. 
c „ Bars (best selected) per ton 41038 06 
€. -n Sheet ee ETE oe oe у, £108. . 22 ino. 
€ w Bod 420 2029 ox ow En) #108 · L inc 
„  (Mleotrolytio) Bars 2s „ - #78 108 108, inc 
ua ou ios н Sheete PA „ 145 106, 108. inc 
4 м 90 Do puu е ' lb im | 41184. : ‘ nel ino 
н н . ee per " 0 . ine 
1 Ebonite Rod 0 ee . » 8/6 * LE J 
1 Г Sheet 0 50 8j- ee 
m German Silver Wire RE 9/9 Жа 
h Gutta-percha, fine .. is а н 18/7 is 
В India-rubber, Para fine m " 1n i 
4 Iron Pig (Cleveland Warrants) .. per ton Nom. vx 
„ Wire, mus. No. 8, P.O. qual, - Eb dec. 
те тщ "o HE M. 210 bs, 248 to 5]. d 
g ee ee ee . per ry 8. dec. 
e Mica (in original cases) small per lb. 8d. to 3J- " 
Oo „ » „ аа és " % 95 to 2 ^ 
9 » E" „ е an m — а ee 
p Phosphor Bronze, pisin castings., ii | Б. 4 T 
p " 70 rolle bars and rods н 2/1 to 2/6 oe 
Р ; » rolled strip & sheet M 9/9 to 9/1 id 
d Siliclum Bronze Wire per lb, 1/88 T 
Р Steel Magnet, in bars ee [y 1/8 oe 
п Tin, Block (Ып аһ)... per ton £161 —|£11to £18 ine 
a . Wire, Nos. 1 to 16 eo ee per lb. 8/6 dec. 
р White Anti-friction Metals .. per ion 465 to £275 к 


Quotations su te | 
Tepee, 
Son i Bolling & Lowe. ^ ` 
7 India-Rabber, Guita-Peroha and 1 P Orsi aon Nephew, Lit 
2 "E Oro s 
Telegraph Works Co., Ltd. A 8, 
г W. F. Dennis & Oo. 


а G. Boor & Co 


` 


New System of Sanding Rails.—Mr. James Southworth, 
of Wigan, an епдїпө driver on the Lancashire & Yorkshire 


Railway. has invented and patented a new system of sanding 


rails to prevent locomotives and other railway and tramway 


vehicles slipping. An engine has been fitted with the inven- 


tion at the Wigan sheds of the Lancashire & Yorkshire Rail- 
way, where demonstrations of the utility. of the system have 
been successfully carried out. The apparatus can be used on 


railways and tramways generally, and its utility as a money 


and labour-saving invention is said to be manifest in collieries. 
engineering works, and other industrial establishments where 
heavy loads are continually being moved in the sidings and 
on the works railways. ‘The device, by the use of which 
all the paraphernalia at present required for the sifting, dry- 
ing and pnulverising of sand, may at once be done away with. 
can be easily fitted to all existing types of engines,—Man- 
chester Guardian. | 


Electricity in the Antarctic. —Sir Ernest Shackleton's An- 


' tarctic Expedition is to utilise wireless telephone apparatus 


which will insure all its sections being kept in constant touch 
with one another while engaged in work of exploration. Mar- 
coni's Wireless Telegraph Co. is fitting two 100-watt YB wire- 
less telegraph and telephone sets on board the Quest. One 
of these 1s for permanent use on board the ship, and the other 
for base work on land; their range is about 100 miles. The 
Avro aeroplane which is being taken with the expedition 
will also be fitted with a Marconi wireless telephone 80 that , 
16 will be able to maintain telephonic communication wit 
the Quest and also with the land base. Electricity is 0 be 
made use of for many purposes, including the heating of 
clothing for the crew. 


School of Instruction in Radiography, &c.—A school ш 
the training of technical assistants in X-ray and electrica 


departments has been instituted at the King's College Hospital 


Denmark Hill S.E. The school is under the supervision o 


. В. Knox, director of the radiographic department. For 
full particulars see our advertisement pages to-day. · 
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THE BRITISH ASSOCIATION. Il. 


Tug eighty -ninth annual meeting of the British Asso- 
ciation for the Advancement of ROOM and the fifth 
which has been held in Edinburgh, бө on Wednes- 
day last with the delivery of tlie presidential address 
by Sir T. Edward Thorpe, which we review below. 

Edinburgh, as perhaps is ouly natural, claims a long 
and intimate acquaintance with the Ferd whieli 
first met in the city in 1834, when the Association was 
only two or three years old; the attendance of about 
1.300 members then was considered very 1 
The next Edinburgh meeting was in 1850; the third, 
1871, was under the distinguished presidency of ge d 
Kelvin, then Sir William Thomson. The last meeting 

was held in 1892, when the eminent geologist, Sir Archi- 
bald Geikie, was president; electrical subjects loomed 
large on this occasion. Prof. Unwin, addressing the 
Engineering Section, mentioned a hydro-electric instal- 
lation of 1,600 h.p. at Genoa, and the “huge scheme 
now nearly complete at Niagara, an available power of 
7,000,000 horse.“ Messrs. Pur don and Walters 
contributed copious notes on the utilisation of water 
power by means of turbines, and mentioned that it 
might be possible to use the enormous power of tidal 
rivers—but did not touch upon the Severn. Mr. 
Alexander Siemens spoke of the working results of two 
Siemens“ electric locomotives, dev eloping а maximum 
of 110 b.h.p., supplied to the City & South London 
Railway. Mr. (Dr.) Gisbert Kapp read a paper on the 
transmission of power by alternating current. А report 
by a committee of the most distinguished electrical men 
of the time, upon the construction and issuing of prac- 
tical standards for use in electrical measurements, bore 
witness to a great deal of work by Mr. (Sir Richard) 
Glazebrook. The German view of British standards was 
presented by Prof. von Helmholtz, who was accorded a 
wonderful reception. Prof. S. P. Thomson, and many 
others, also read papers upon a variety of electrical 
subjects. 

Sir T. Edward Thorpe, this year's President, is well 
known as one of the most prominent of British өш йз: 
He is Emeritus Professor of General Chemistry in the 
Imperial College of Science and Technology, and has 
held numerous other educational and scientitic positions. 
Among these may be mentioned the offices of Treasurer 
and President of the Chemical Society ; President of the 
Society of Chemical Industry; Vice-President of the 
Royal Society; and Director of Government Labora- 
tories, London. His connection with the British Asso- 
ciation is along one; he was President of the Chemical 
Section in 1890, and Vice-President in 1900. He has 
written a number of works on chemistry, including two 
on qualitative and quantitative analvsis and a ‘* Dic- 
tionary of Applied Chemistry." 

Prof. A. Н. Gibson is presiding over the Engineering 
Section (G), and his address will be abstracted in a later 
Issue. 

We have recorded in recent issues one or two innova- 
tions which have been introduced into the proceedings 
this vear. One of the most important of these is the 
decision to permit discussions upon the addresses of 
the presidents of Sections. This will no doubt allow of 
the elucidation of obscure points, which are always 
liable to inclusion, and also afford the speakers an 
opportunity to amplify other statements. 

The first half of tlie President's address reviewed the 
activities of the Association from its inception in 1331, 
appropriately emphasising the fact that it was largely 
Scottish in origin, and mentioning in this connection 
the work of Sir Dayid Brewster, described as the virtual 
founder, and Principal Forbes. Lord Kelvin's vear 
(1371) was described in glowing terms, reference being 

made to liis advocacy of the institution of national re- 
search laboratories. Sir Edward here mentioned that 
it was in 1871 that his connection with the Association 
commenced. Touching upon the principal scientific 
events of the intervening 50 veurs, he recalled the dis- 
covery of argon by Lord Rayleigh; of radium by 


Madame Curie; of helium as a terrestrial element by 
Ramsay; and the production of helium from radium by 
Ramsay and Soddy. In pure physics the half-century 
lad witnessed Hertz’s discovery of electromagnetic 
Waves and the rise of Lorentz’s electron theory. The 
telephone, incandescent lighting, wireless -telegraphy, 
the application of the Réntgen rays, the electric trans- 
mission of energy, and the ‘kinematograph had all ap- 
peared since the Edinburgh meeting of 1871. The 
need for research was again emphasised, and satisfaction 
was expressed at the great step accomplished by the 
establishment of the Department of: Scientific and In- 
dustrial Research. Sir Edward then dealt at some 
length with the molecular theory of. matter, and spoke 


‘of the work of the most prominent men in this field of 


research. The discovery of the electron was commented 
upon, tribute being paid to such scientists as Soddy, 
Rutherford, J. J. Thomson, Collie, and Mosely. The 
speaker referred to the experiments of Mr. F. W. Aston, 
who had succeeded in showing that a number of elements 
were in reality mixtures of isotopes; he gave several 
examples of this fact, including argon, chlorine, bro- 
mine, Ke. It was now known that the number of elec- 
trons in ап atom of an element was equal to the atomic 
nuniber of that element corresponding, that is, to the 
position which it occupied in the series when the 
elements were arranged in the order of their atomic 
weights. The investigations of Sir J. J. Thomson inte 
the electronic theory of matter were described in some 
detail by the speaker, who showed that the periodic law 
evolved agreed with that of Mendeleeff or the Law of 
Octaves of Newlands. Referring to the horrors of scien- 
tific warfare such as had been witnessed in the last few 
vears, Sir Edward concluded his address by hoping that 
the Association would set its face against the continued 
degradation of science in this augmenting the fright- 
fulness of w ar, and use its influence in arresting a course 
Which was the very negation of civilisation. 

This year's Journal is quite a bulky анор, апа 
there are those who think that too niuch is being at- 
tempted in tlie short space of a week. This will prob, 
ably lead to those interested in a particular section 
confining their attention solely to that section, lest 
mental indigestion supervene. 

Section G— Engineering—commenced its duties early 
on Thursday morning, devoting the first part of the day 
to the study of stresses and strains in timber, ship’s 
plates, steel ropes, Ke. Prof. T. Hudson Beare read 
а paper on“ The Influence of the Width of the Speciinen 
upon the Results of Tensile Tests of Mild Steel and 
Rolled Copper," and Prof. Henry Briggs described 
two new forms of rescue apparatus for use in mines. 
The address of the president of the section was given 
this morning (Friday). 

In Section A—Mathematical and Physical Science— 
Mr. A. A. Campbell Swinton described the reception 
of wireless waves on a shielded frame aerial. Mr. J. J. 
Dowling demonstrated, on Thursday afternoon, the re- 
cording ultra-micrometer in which variations of. the 
capacity in an oscillating valve circuit cause variations 
of the plate circuit current. A potential balancing 
device enables a sensitive galvanometer to be employed 
to record these changes and extremely minute changes 
in capacity due to the relative displacement of plates 
(1079 em. or less) are readily detectable. The appara- 
tus is used for seisinographical work and аз a micro- 
pressure manometer, among other things. Dr. Dawson 
Turner and Mr. D. M. R. Crombie demonstrated the 
behaviour of an electrified pith ball in an ionised atmo- 
sphere, The experiments showed the effectiveness of 
various sources of ionisation, such as an are Heht, burn- 
Ing magnesium wire, incandescent platinum wire, 
Nernst filament, а Bunsen flame, X-rays and radiuin 
ravs. — The directive influence of а charged Levden 
jar was demonstrated by the concentration of the ions 
along a line joining the centre rod of the jar and the 
source of ionisation ; unless the pith ball was in this line, 
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it appeared to be unaffected. The effect upon the ball 
appeared to be independent of tlie nature of its charge. 
Prof. О. W. Richardson, the president of Section A, 
delivered his address on Problems of Physics" this 
morning, and an abstract of it is given below. 

Wages and the cost of living were the main subjects 
of Section F—Economic Science and Statistics; Mr. 
W. L. Hichens, president, spoke on ‘The Principles 
by which Wages are Determined,” this morning. 

Some of the (to our readers) more important papers 
and addresses are given in abstract form below. 


Problems of Physics. 


Presidential Address by Pror. O. W. RicnanpsoN, D.Sc., 
F.R.S. (Abstract.) 


Section A.—Mathematics and Physics. 


The theoretical researches of Einstein and Weyl suggest that 
not merely the material universe but space itself 1s perhaps 
finite. As to the probabilities 1 do not wish to express an 
opinion; but the statement is significant of the extent of the 
revolution in the conceptions and fundamental principles of 
physics now in progress. That space need not be intinite has, 
l believe, long been recognised by geometricians, and appro- 
priate geometries to meet its possible limitations have been 
devised by ingenious mathematicians. J doubt, however, 
whether these inventive gentlemen ever dreamed that their 
schemes held any objective validity such as would assist the 
astronomer and the physicist in understanding and classifying 
material phenomena. It is not certain that they will; but the 
possibility 18 definite. Apart from this, the whole develop- 
ment of relativity is an extraordinary triumph for pure mathe- 
matics. Had Einstein not found his entire calculus ready to 
hand, owing to the purely mathematical work of Christoffel, 
Riemann, and others, it seems certain that the development of 
generalised relativity would have been much slower. It 
is à pleasure to be able to acknowledge this indebted- 
ness of physics and astronomy to pure mathematics. Relativity 
is the revolutionary movement in physics which has 
caught the public eye, perhaps because it deals with familiar 
conceptions in a manner which for the most part is 
found pleasantly incomprehensible. But it is only one of a 
number of revolutionury changes of comparable magnitude. 
‘The various consequences of the electronic structure of matter 
are etill unfolding themselves to us, and are increasing our 
insight into the most varied phenomena at a rate which must 
have appeared incredible only а few decades ago. The enor- 
mous ald far-reaching importance of the discoveries being 
"made at Cambridge by Sir Ernest Rutherford cannot be over- 
emphasised. These epoch-making discoveries relate to the 
structure and properties of the nuclei of atoms. At the pre- 
sent tine we have, I think, to accept it as a fact that the 
atoms consist of a positively charged nucleus of minute size, 
surrounded at a fairly respectful distance by the number of 
electrons requisite to maintain the structure electrically 
neutral. The nucleus contains all but about one-two- 
thousandth part of the mass of the atom, and its electric 
charge 1s numerically equal to that of the negative electron 
multiplied by what is called the atomic number of the atom, 
the atomic number being the number which is obtained when 
the chemical elements are enumerated in the order of the 
atomic weights; thus hydrogen I, helium -3, lithium 23, and 
so on. Consequently the number of external electrons in the 
atom 18 also equal to the atomic number. "Ihe evidence, de- 
rived from inany distinct апа dissimilar lines of inquiry, which 
makes it necessary to accept the foregoing statements as facts, 
will be familiar to members of this Section of the British Asso- 
ciation, which has continually been in the forefront of contem- 
porary advances in physical science. But one of the important 
pieces of evidence was supplied by Prof. Barkla's researches 
on the scattering of X-rays by light atoms. The diameters 
of the nuclei of the atoms are comparable with one-millionth 
of one-millionth part of a centimetre, and the problem of find- 
ing what lies within the interior of such a structure seems at 
first sight almost hopeless. It is to this problem Rutherford 
has addressed himself by the direct method of bombarding 
the nuclei of the different atoms with the equally minute high- 
velocity helium nuclei (alpha-particles) given olf by radioactive 
substances, and examining the tracks of any other particles 
which may be generated as a result of the impact. A careful 
and critical examination of the results shows that hydrogen 
nuclei are thus expelled from the nuclei of a number of atoms 
such as nitrogen and phosphorus. On the other hand, oxygen 
and carbon do not eject hydrogen under these circumstances, 
although there is evidence in the case of oxygen and nitrogen 
of the expulsion of other sub-nuclei whose precise structure is 
a matter for further inquiry. The artificial transmutation of 
the chemical elements is thus an established fact. The 
natural transmutation has, of course, been familiar for some 
vears to students of radioactivity. The philosopher's stone, 
one of the alleged chimeras of. the medieval alchemists, is 
thus within our reach. But this is only part of the story. Tt 
appears that in some cases the kinetic energy of the ejected 


fragments is greater than that of the bombarding particles. 
This means that these bombardments are able to release the 
energy Which is stored in the nuclei of atoms. Now, it is 
known from the amount of heat liberated in radioactive dis- 
integration that the amount of energy stored in the nuclei is 
of a higher order of magnitude altogether, some millions of 
tunes greater, in fact, than that generated by any chemical 
reaction such as the combustion of coal. In this comparison, 
of course, it is the amount of energy per unit mass ol 1eactins 
or disintegrating matter which is under consideration. Ine 
amounts of energy which have thus far been released by arti- 
ficial disintegration of the nuclei are in themselves small, but 
they are enormous In comparison with the minute amounts of 
matter affected. If these effects can be sutticiently intensitied 
there appear to be two possibilities. Either they will prove 
uncontrollable, Which would presumably spell the end of all 
things, or they will not. If they can be both intensitied and 
controlled then we shall have at our disposal an almost illimit- 
able supply of power which will entirely transcend anytumg 
hitherto known. It is too early yet to say whether the neces. 
sary conditions are capable of being realised jn practice, but 
the speaker sees no elements in the problem which would 
justify us in denying the possibility of this. It may be that 
we are at the beginning of a new age, which will be referred 
to as the age of sub-atomic power. 

Thermionic Emission.—At the Manchester meeting of the 
Association in 1915, when the speaker opened a discussion on 
thermionic emission—the emission of electrons and ions by in- 
candescent bodies—the opinion was expressed by some ot the 
speakers that these phenomena had a chemical origin. That 
view is one Which would find very few supporters now. It is 
not that any new body of fact has arisen in the meantime. 
The important facts were all established before that time, but 
they were insufficiently appreciated, and their decisiveness was 
inadequately realised. 

It may be worth while to revert for а moment to the issues 
in that controversy, already moribund in 1915, because it has 
been closely paralleled by similar controversies relating to two 
other groups of phenomena—namely, photoelectric emission 
and contact electromotive force—which, as we shall see, are 
intimately connected with thermionic emission. The issue 
was not as to whether thermionic emission may be looked 
upon simply as а type of chemical reaction; this would have 
been largely a matter of nomenclature. ‘There is a good deal 
to be said for the point of view which regards thermionic 
emission as an example of the simplest kind of reversible 
chemical action, namely, that kind which consists in tlie dis- 
sociation of a neutral atom into a positive residue and a nega- 
tive electron, masmuch as we know that the negative electron 
is one of the really fundamental elements out of which matter 
Is built up. It was suggested that the phenomenon was not 
primarily an emission of electrons from the metallic or other 
source, but was a secondary phenomenon, a kind of by-product 
of an action which was primarily a chemical reaction between 
the source of electrons and some other material substance such 
as the highly attenuated gaseous atmosphere which surrounded 
it. This suggestion carried with it the view that the source of 
power behind the emission was not the thermal energy of the 
source, but was the chemical energy of the postulated re- 
actions. Establishing the primary character of the pheno- 
menon does not, however, determine its nature or its imme- 
diate cause, Originally the speaker regarded it as а mant 
festation of the fact that as the temperature rose the kinetic 
energy of some of the electrons would begin to exceed the 
work of the forces by which they were attracted to the parent 
substance. It is permissible to inquire how the escaping 
electrons obtain the necessary energy. One answer is that the 
electrons have it already in the interior of the substance by 
virtue of their energy of thermal agitation. But thermal 
agitations now appear less simple, and do not exhaust the 
possibilities. We know that when light of short enough wave- 
length falls on matter it causes the ejection of electrons from 
it—the so-called photo-electric effect. Since the formula for 
the radiation emitted by a body at any given temperature con- 
tains every wave-length without limitation, there must be 
some emission of electrons from an incandescent body as the 
result of the photoelectric effect of its own luminosity. Two 
questions arise. Will this photoelectric emission caused by the 
Whole spectrum of the hot body vary as the temperature of the 
incandescent body is raised in the way which is known to 
characterise thermionic emission? А straightforward. thermo 
dynamic calculation shows that this is to be expected from the 
theoretical standpoint, and the anticipation has been confirmed 
bv the experiments of Prof. W. Wilson. Thus the autophoto- 
electric emission has the correct behaviour to account for the 
thermionic emission. The other question is: [s it hz 
enough? When every allowance is made, the conclusion 18 
that the photoelectrie effect of the whole spectrum is far (00 
small to aceount for thermionic emission, The same dilemma 
is met with in the search for the actual modus operandi 0 
evaporation, chemical action, and a number of other pheno- 
mena. These, so far as we know, might be fundamentalls 
either kinetic or photochemical or a inisture of both. The last 
alternative is thought the most probable. The term * Photo: 
chemical " is used in the wide sense of an effect of light m 
changing the composition of matter, whether the parts aflectet 
are atoms, groups of atoms. ions, or electrons. The photo- 
chemical point of view has recently been put verv strongly by 
Perrin, who would make it the entire motif of all chemical re- 
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action, as well as of radioactivity and changes of state. The 
speed of chemical decomposition of certain gases is indepen- 
dent of their volume, showing that the decomposition 18 not 
due to molecular collisions. The speed does, however, increase 
very rapidly with rising temperature. What the increased 
temperature can do except increase the number and intensity 
of the collisions, and increase the amount of radiation received 
by the molecules, is not too obvious. It seems, however, that, 
according to calculations by Langmuir, the radiation theory 
does not dispose of this difhculty; tor, Just as in the ordinary 
photoelectric case, there 1s not enough radiation to account for 
the observed effects. It seems that in the case of these mono- 
molecular reactions the phenomena cannot be accounted for 
either by simple collisions, or by radiation, or by а mixture of 
both, and 1t 18 necessary to fali back on the internal structure 
of the decomposing molecule. ‘This cannot at present be re- 
garded as much more than a field for speculation. 

Contact Electricil y.—AÀ controversy about the nature of the 
contact potential difference between two metals, similar to 
that referred to in connection with thermionic emission, has 
existed for over a century. In 1792 Volta wrote: The 
metals .. . can by themselves, and of their own proper virtue, 
excite and disludge the electric tluid from its state of rest.” 
The contrary position that the electrical manifestations are in- 
separably connected with chemical action Was developed a few 
years later by Fabroni. Since that time electrical investigators 
have been fairly evenly divided between these two opposing 
camps. Among the supporters of the intrinsic or contact view 
of the type of Volta we may recall Davy, Helmholtz, and 
Kelvin. On the other side we have to place Maxwell, Lodge, 
and Ostwald. In 1862 we find Lord Relvin writing: Por 
nearly two years 1 have felt quite sure that the proper explana- 
tion of voltaic action in the common voltaic arrangement is 
very near Volta's, which fell into discredit because Volta or 
his followers neglected the principie of the conservation of 
force." On the otber hand, in 1596 we find Ostwald referring 
to Volta's views as the origin of the most far-reaching error In 
electrochemistry, which the greatest part of the scientific work 
in that domain has been cccupied in Ngehtiag almost ever since. 
These are cited merely as representative. specimens of the 
opinions of the protagonists. Now, there is a close connection 
between thermionie emission aud contact potential difference, 
and the speaker thinks that a study of thermionic emission has 
already settled this dispute. How is it that there is a con- 
nection between thermionic emission and contact potential 
difference? and what is the nature of that connection? 
Imagine a vacuous enclosure, either jmpervious to heat or 
maintained at a constant temperature, containing two different 
electron-emitting bodies, A and в. Let one of these, say А, 
have the power of emitting electrons faster than the other, B. 
Since they are each receiving as well as emitting electrons, A 
will acquire a positive and в a negative charge under these cir- 
cumstances. Owing to these opposite charges А and B Will now 
attract each other, and useful work can be obtained by letting 
them come in contact. After the charges on A and в have been 
discharged by bringing them in contact, let the bodies be 
quickly separated and moved to their original positions. This 
need involve по expenditure of work, as the charges arising 
from the electron emission will not have had time to develop. 
After the charges have had time to develop the bodies can 
again be permitted to move together under their mutual at- 
traction, and so the cycle сап be continued an indefinite nuin- 
ber of times. In this way we have succeeded in imagining a 
device which will convert all the heat energy from a source at 
a uniform temperature into useful work. Now, the existence 
of such a device would contravene the second law of thermo- 
dynamics. We are therefore compelled either to deny the 
principles of thermodynamics or to adinit that there is some 
fallacy as to the pretended facts in the foregoing argument. 


We do not need to hesitate between these alternatives, and we | 


need only look to see how the alleged behaviour of 4 and B will 
need to be modified in order that no useful work may appear. 
There are two alternatives, Either А and B necessarily emit 
equal numbers (which may include the particular value zero) 
of electrons at all temperatures, or the charges which develop 
owing to the unequal rate of emission are not discharged, even 
to the slightest degree, when the two bodies are placed in con- 
tact. The first alternative is definitely excluded by the experi- 
mental evidence. The second means that bodies have natural 
states of electrification whereby they become charged to 
definite potential differences whose magnitudes аге indepen- 
dent of their relative positions. There isan intrinsic potential 
difference between 4 and в which is the same. at a given tem- 
perature, whether they are at a distance apart or in contact. 
Aduutting that the intrinsic potentials exist, a straightforward 
calculation shows that they are intimately connected. with the 
magnitudes of the thermionic emission at a given temperature, 
The relation is, in fact. governed by the following equation : Tf 
Aand в denote the saturation thermionic currents per unit 
area of the bodies 4 and в respectively, and V is the contact 
potential е between them at the absolute tempera- 
D 

ture T, then v = Е: low ~ where k is the gas constant calculated 
Е molecule (Boltzmann's constant), and e is the 
mods и The speaker and Mr. Е. S. Robertson have 
tween е of the contact potential difference be- 
ath a à „ and а surrounding metallic cylinder, 

900 е high-vacuum and gas-free conditions which are 
unable in such apparatus, and also wheh small known 


pressures of pure hydrogen are present. Аз is well known, 
both contact potentials and therinionic emission are very sus- 
ceptible to minute traces of gas, but it is found that under the 
best conditions as to freedom from gas there is & contact 
potential of the order of one volt between а pure tungsten fila- 
ment and a thoriated filament. They have also been able to 
Ineusure the thermionic emissions from the filaments at the 
sume time, and find that the contact potential calculated from 
them with the help of the foregoing equation is within 20 per 
cent, of the meusured value. Considering the experimental 
difficulties, this is a very substantial agreement. Whilst the 
evidence is not yet as complete as it is hoped to make 1t, it 
goes a long way towards disproving the chemical view of the 
origin of contact potential difference. From what has been 
said, it will be realised that the connection between contact 
potentials and thermionic emissions is a very close one. То 
account for the facts of thermionic emission it 1s necessary to 
assume that the potential energy of an electron in the space 
just outside the emitter it greater than that inside by a definite 
amount, Which we may call w. ‘The existence of this w, 
which measures the work done when an electron escapes from 
the emitter, is required by the electron-atomic structure of 
matter and of electricity. Its value cun be deduced from the 
temperature variation of thermionic emission, and, more 
directly, trom the latent heats absorbed or generated when 
electrons flow out of or into matter. These three methods give 
values of w which, allowing for the somewhat considerable 
experimental difficulties, are in fair agreement for any parti- 
cular emitter. The data also show that in general diferent 
substances have diflerent values of w. This being so, it is 
clear that when uncharged bodies are placed in contact, the 
potential energies of the electrous 1п one will, in general, be 
different from those of the electrons in the otber. If, as in 
the case of the metals, the electrons are able to move treely 
they will so move until an electric field is set up which equili— 
brates this difference of potential energy. There will thus be 
an Intrinsic or contact difference of potential between metals 
which 1s equivalent to the difference in the value of w and is 
equal to the difference in w divided by the electronic charge.” 

Photoelectric Action. —It has been seen that there is a con- 
nection on broad lines between thermionic emission and both 
contact potentials on the one hand and photoelectric emission 
on the other. The three groups of pbenomena are also related 
in detail and to an extent which up to the present has not 
been completely explored. Perhaps the most striking feature 
of photoelectric action 1s the existence of what has been called 
the threshold frequency. For each metal whose surface is in 
a definite state there is a definite frequency ne, which may be 
said to determine the entire photoelectric behaviour of the 
metal. The basic property of the threshold frequency n, is 
this: When the metal is illuminated by light of frequency less 
than n, no electrons are emitted, no matter how intense the 
light may be. On the other hand, illumination by the most 
feeble light of frequency greater than n, causes some emission. 
The frequency n, signalises a sharp and absolute discontinuity 
in the phenomena. Owing to the fact that the electrons 
emitted by a metal when illuminated by monochromatic light 
of frequency, let us say, n, may originate from diferent depths 
in the metal, and may undergo collisions at irregular intervals, 
it is only the maximum kinetic energy of those which escape 
Which would be expected to exhibit simple properties. As a 
matter of fact, 1t 1s found that the maximum kinetie energy is 
equal to the difference between the actual frequency n and the 
threshold frequency n, multiplied by Planck's constant h. In 
mathematical symbols, if v is the velocity of the fastest 
emitted electron, m its mass, e its charge, and v the opposing 
potential required to bring it to rest, 

eV) m V=h (n- n.). 


From this equation it is seen that the threshold frequency is 
evidently that frequency for which kinetic energy and stopping 
potential fall to zero. This suggests strongly that the reason 
the electron emission ceases at n, is that the electrons are not 
able to get enough energy from the light to escape from the 
metal, and not that they are unable to get any energy fron 
the light. If the threshold frequencies for any pair of metals, 
and the contact difference of potential K between them are 
measured, we find that K 18 equal to the difference between 
their threshold frequencies multiplied by this same constant A 
divided by the electronic charge e. These results admit of a 
very simple interpretation if it is assumed that when Шон 
nated by light of frequency n the electrons individually acquire 
an amount of energy hn. It has been seen that in order to 
account for thermionic phenomena it is necessary to assume 
that the electrons have to do a certain amount of work w to 
get away from the emitter. There is no reason to suppose 
that photoelectrically emitted electrons can avoid. this neces- 
sity. Supposing that this work is also definite for the photo- 
electric electrons and denoting its value bv hn, then no 
electron will be able to escape from the metal until it is able 
to acquire an amount cf energy at least equal to hu, from the 
light—under the suppositions made—until n becomes at least 
as great as ay. Thus n, will be identical with the frequenev 
which we have called the threshold frequency, and the maxi- 
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* This statement is only approximately true. In order to 
condense the argument certain small effects connected with 
the Peltier effect at the junction between the metals have 
been left out of consideration. 
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mum energy of any electron after escaping will be h (n- n,). 
Lhe relation between threshold frequencies and contact poten- 
tial difference raises another issue. It has been seen that the 
contact. potential difference between two metals must be very 
nearly equal to the dillerence between the amounts of work w 
lor the electrons to get away from the two metals by ther- 
nuonic action, dividea by the electrome charge e. Ihe photo- 
electric experiments show that the contact electromotive force 
is also nearly equal to the dillerences of the threshold. ire- 
quencies imuiüplied. by Ауе. tt follows that the photoelectric 
work An, must be equal to the thermionic work w to the same 
degree ol accuracy. We have to except here а possible con- 
stant difference between the two. ‘Lhe speaker did not see, 
however, how any value сег than zero tor such а constant 
vould be given a rational interpretation, as it would have to be 
(he same for all substances and frequencies. Jhe photo- 
electric and thernnonic works are known to agree to within 
about one volt. 40 decide how far they are identical needs 
better experimental evidence than that available. The in- 
direct evidence for their substantial identity (within the limits 
of accuracy deferred to above) is stronger at the moment than 
the direct evidence. The complete identity of the thermionic 
work w and the photoelectric hn, is not a matter which can 
be inferred a priori. ‘This depends to a considerable extent on 
the condition of the electrons in the Interior of metals. ‘There 
is no real knowledge of this at present: Unless the electrons 
which escape all have the same energy when inside the metal 
we should expect the thermionic value to be an average taken 
over those which get out. Jhe photoelectric value, on the 
other hand, should be the minnunum pertaining to those in- 
ternal electrons Which have most energy. The apparent sharp- 
ness of the threshold frequency is also surprising from some 
points of view. 

The threshold. frequency 18 а perfectly definite quantity 
when the condition of the body is or can be definitely Specified, 
but it is extraordinarily sensitive to minute changes in the 
conditions of the surface, such as inay be caused, for example, 
by the presence of extremely attenuated films of foreign 
matter. Interesting calculations have been made by Frenkel 
which bring surface tension into close connection with the 
thermionic work w. Broadly speaking, there can be little 
doubt that a connection of this nature exists, but whether the 
relation is as simple as that given by the calculations 1s open 
to doubt. It should be possible to answer this question 
definitely when there is more precise information about the 
disposition of the electrons in atoms such as the continuous 
progress in X-ray investigation seems to promise. 

Light and X-Rays.—One of the great achievements of experi- 
mental physics in recent years has been the demonstration of 
the essential unity of X-rays and ordinary light. X-rays have 
been shown to be merely light of particularly high frequency 
or short wave-length, the distinction being one of degree rather 
than of kind. ‘The actual gap in the spectrum of the known 
radiations between light and X-rays is also rapidly disappear- 
ing. The longest stride into the region beyond the ultra- 
Violet was.made by Lyman with the vacuum grating spectro- 
scope Which he developed. For a short tine Prof. Bazzoni 
and the speaker held the record in this direction with their 
determination of the short wave limit of the helium spectrum, 
Which is in the neighbourhood of 450 Angstrom units. More 
recently this has been passed by Millikan, who has mapped a 
number of lines extending to about 200 Angstrom: units—that 
is to sav, more than four octaves above the violet limit of the 
visible spectrum. The longest X-rav which has been measured 
appears to be a zine [-rav by Friman of a wave-length of 
12.346. Angstrom units. There is thus at most a matter of 
about four octaves still to be explored. In approaching this 
unknown region from the violet end the most characteristic 
property of the radiations appears to be their intense absorp- 
tion by practically every kind of matter. This result is not 
very surprising from the quantum standpoint. The quantum 
of these radiations 15 in excess of that which corresponds. to 
the ionising potential of every known molecule, but it is of 
the каше order of magnitude. Furthermore. it is large enough 
to reach not only the most superficial, but also a number of 
the deeper-seated electrons of the atoms. There is evidence, 
both theoretical and experimental, that the photoelectrie ab- 
sorption of radiation is most intense when its quantum exceeds 
the nininiuim quantum necessary to eject the absorbing elec- 
tron but does not exceed it too much. In the simplest 
theoretical case the absorption is zero for radiations whose 
frequencies Пе below the minimum quantum, rises to а maxi- 
mum for a frequenev comparable with the minimum, and falls 
off to zero again at Infinite frequeneyv. This case has not been 
realised in practice, but. broadly judged, the experimental 
data are in harmony with it. On these general grounds we 
should expect intense absorption by all kinds of matter for the 
radiation between the ultra-violet and the Z-ray region. The 
closeness of the similarity in the properties of X-ravs and 


light is even vet inadequately realised. Tt is not merely a 
unilaritv along broad lines, but it extends {о a remarkable 
degree of detail. Tt is perhaps most conspicuous in the 


domains of photoelectric action and of the inverse pheno- 
menon of the excitation of radiation or spectral lines by elec- 
tron mnipacts. Whilst there maV still be room for doubt as to 
the precise interpretation of some of the experimental data, 
the impression. formed is that each important advance tends 
to unify rather than to disintegrate these two important groups 
of phenomena. 


The Reception of Wireless Waves on a Shielded Frame 
Aerial. | 


By ALAN A. CAMPBELL Swinton, F.R.S. (Abstract.) 
Section A.—Mathematicos and Physics. 


Tue following experiments were recently carried out by the 
author jn his laboratory in London, in order to test a sug- 
gestion. made by Mr. №. P. Hinton, а member of the Sub. 
committee on Directional Wireless of the Radio Research 
Board, that something ot the nature of à wireless telescope," 
With nuproved direction-Buding properties, might be made 
by placing a frame aerial in а large metal tube or Wire spiral 
oben at the ends. Particulars are published with the permis- 
sion of the Radio Research Board. 

‘The frame employed was a circular one, 1 ft. in diameter, 
with 100 total turns of No. 20 S. W. G. cotton-covered copper 
wire, all the turns bunched together, with a four-way switch 
so arranged that the number of turns in use could be 
diminished to 20, 40, or 80 turns, as desired. With 80 turns 
in use, and with an adjustable condenser connected across 
its ends, this frame recorded, in London, the spark emission 
from the Eiffel Tower in Paris loudly when coupled to а 5-valve 
resistance amplifier connected to а J-valve transformer-coupled 
note magnifier, and had fairly good directional properties. 
All the experiments were made with the spark emission from 
Paris, which has a wave-length of 2,600 metres. ‘Lhe shielding 
tube first employed consisted of an oblong wooden frame of 
square section, 15 in. wide, 15 in. deep, and 4 ft. long, wound 
round with No. 18 S.W.G. bare copper wire spaced 1 in. 
apart, and connected to earth. With the ends of the tube 
open, and with the extreinities of the square copper spiral 
unconnected, the frame, when placed within the tube, gave 
signals from Paris of approximately the ваше strength as 
outside of the tube. When, however, the ends of the spiral 
were connected together so as to form a closed circuit, the 
signals received on the frame were considerably weakened, 
say, by about 50 per cent., and this weakening was accen- 
tuated so that the signals only retained about 25 per cent. of 
their original strength by short-circuiting the individual spirals 
with four longitudinal copper wires along the corners ot the 
tube. It was found, however, that the tube itself possessed 
no appreciable directional screening effect. upon the frame, 
it making no detectable difference in what direction the tube 
was pointed provided the frame itself was in the plane point- 
ing to Paris. ‘This continued to be the case even when the 
open ends of the tube were closed by grids of copper wire 
connected at numerous points to the spiral, the putting on 
or removal of these grids making no noticeable difference in 
the strength of the signals. Finally, the whole tube, including 
its ends, was completely covered in with iron wire netting 
of about 3 in. mesh in contact with the copper spiral and 
end grids, when it was found that, although the signals were 
slightly further diminished in intensity, to about 20 per cent. 
of their original strength, Paris could still be easily heard 
on the frame, which continued to have directional properties 
quite irrespective of the position of the wire-netting-covered 
tube. It would appear from the experiments that, while 
completely enclosing the frame in a conducting network con- 
siderably damped the currents in the frame, and thus 
diminished the strength of the signals, this conducting network 
by no means entirely screened the frame from incoming 
waves of the 2.600-metre length sent out on the spark emis- 
sions of the Eiffel Tower. The result would appear to Бе 
dependent on the considerable wave-length tested, as copper 
wire grids such as are mentioned above, with the wire 
parallel to the plane of polarisation of the waves, pretty well 
completely screen off the very short waves of a few centi 
metres length such as were used in the original lecture-roam 
experiments with Hertzian waves many years ago by “ir 
Oliver Lodge. 

Further experiments were made with the frame placed 
within а box in the form of a ft. cube made of sheet 
copper about 1/32nd of an inch thick. This box was com- 
pletely closed in with soldered joints excepting on one side. 
Which was open, but which could be closed by means of а 
Close-fitting lid also made of similar sheet copper. In all 
the experiments this copper box was connected to earth. The 
same circular frame aerial 1 ft. in diameter, used in the 
previous trials, was employed, but a more compact trans 
former-coupled 6-valve amplifier was used in place of the 
S-valve resistance amplifier and the separate 3-valve note 
magnifier. In this box was placed not only the frame, but 
also the amplifier and all the other apparatus, tbe telephone 
being listened to through a rubber pipe. Signals were hear 
of equal strength with the open end of the box роті 
towards, or directly away from, Paris, but ceased when the 
hox was turned so that the open end faced at right angles 
to Paris, the frame still pointing to Paris; or when the op'n 
end was completely closed with a copper ог tinfoil cover. In 
the latter case the signals were still audible unless the cover 
actually touched the box on all sides. For other positions e 
the box with the end open, signals could only be heard when 
the relative positions of the box and frame were such that 
а prolongation of the plane of the frame towards, or awa) 
from, Paris, no matter which, came out of the open e 
clear of the copper sides of the box. 

_ The result obtained with the frame inside the copper bes, 
in getting signals of equal strength with the open side 0 
the box facing away from the source of the waves as When 
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the open side faced towards such source. may perhaps be of 
some interest from the point of view of theory, in throwing 
some light upon tbe mechanism of electromagnetic wave 
phenomena, inasmuch as it gives evidence that, in addition 
to what is analogous to а * push " upon an aerial in front 
of the wave front. there is also something of the nature of 
а " pull upon an aerial behind the wave front. Otherwise, 
the experiments go to show that, at any rate upon the small 
scale employed, the use of a shielding tube or box does not 
assist in improving directional reception. It is possible, how- 
ever, that if tried оп a larger scale, with much more space 
hetween the frame and the shield. so as to avoid damping, 
the results might be different. 


- — 


Cost-of-Living Sliding Scales. 

By Miss G. Eng. (Abstract.) 
| Section F.— Economics.’ 
IN this paper it is argued that the effect on distribution of 
the automatic adjustment of wages to changes in the cost of 
living depends mainly on the cause of the change in price 
level. When a rise in prices is due to currency or credit 
expansion, or а fall in prices is due to currency or credit con- 
traction, the cost-of-living sliding scale tends to prevent arbi- 
trary changes in the distribution of real income. When, 
however, price changes are the result of changes in the 
volume of production the effect is reversed. If prices are 
rising because goods are diminishing the purchasing power 
of wages can only be maintained at the expense of other 
incomes. Conversely, if prices are falling because goods are 
increasing the automatic reduction of wages to keep pace with 
prices lessens the relative share of the wage-earner in the 
goods income. | i 


The Breakdown of the Minimum Wage. 
By X. A. MITCHELL. (Abstract.) 
Section F.—Economics. 

IN all the recent wages controversies, it seems fo have been 
assumed as an axiom that wages must conform toa. predeter- 
mined standard of living. This conception seems to find little 
or no place in economic textbooks. On the other hand, there 
seems to have been little or no audible protest on the part, of 
economists. According to the subsistence theory of wages, 1t 
is impossible for general wages to fall below what is required 
to keep not each individual workman but the supply of work- 
men in existence. That purports to be true economie law, 
a corollary from the laws of supply and demand, population 
and diminishing returns. A wage based on an arbitrary stan- 
dard of life bevond actual subsistence 1s not based on economic 
law, though of course it may be made a matter of legal or 
moral obligation. Minimum wage is inconsistent with the 
nature of wage which is а payment for a service. No one 18 
compelled to eniploy at all, and no one can be compelled to 
employ at a loss. Even the rulers of a socialist state could 
give their workinen no more than an equal share of the total 
national product. which might very well be less than the de- 
sired standard. We are coming near, or perhaps have reached, 
the point where the entire wealth of the country is insuthcient 
to pay the wages that are demanded. A wage based on stan- 
dard of living, not on the value or selling price of the product, 
tends to (a) unemplovinent, (b) inefficiency. 


GERMAN COMMERCIAL PENETRATION 
IN SWITZERLAND. 


THE -Anglo-Swiss Heriew has performed a useful service bv 
drawing attention to a recent article published by the Gazette 
de Lausanne, which in turn quotes various (ierman-Swiss 
newspapers in support of its complaints, concerning the com- 
mercial penetration of Switzerland by German companies. 
Which on the one hand seek. to etude Swiss vigilance by the 
formation of holding companies in. Switzerland, and on the 
other to evade, if possible, the taxes on joint-stock companies 
in Germany, which are higher than those in force in Switzer- 
land. The holding companies have their. headquarters. and 
administration in Switzerland, while the industrial equipment, 
works, stocks, and effective management are located in Ger- 
many. Among the other objects aimed at by the holding 
companies is said to be the intention to escape the taxes 
placed by the Allies on German exports by sending goods 
abroad “ naturalised’? in Switzerland, while again Swiss 
houses are sought to be absorbed by the investment of capital 
in them in order to gain control over a group of industries, 
and thus conquer the Swiss market. 

As Swiss joint-stock legislation requires that the board. of 
directors of a company shall have a majority of Swiss subjects, 
it is nominally impossible for Germans to have a majority; 
hut. this difficulty is overcome in a very simple wav. Tf. for 
Instance, a board consists of eleven members, six of them 
must be Swiss, while five can be foreigners. The Lausanne 
newspaper states that the Germans alwavs arrange to hive 
on the board one or two Swiss who lend their names. or neo- 
Swiss. newly naturalised, whose complaisance can be relied on, 
and the thing is done. In this connection it is unsatisfactory 
to he told that there are Swiss. even of good old stock. 
bearing highly respected names. who consciously or uncon- 


eciously lend themselves to this kind of thing." The Swiss 


organ refers to what is termed a typical case—namely, that of 
the Industrial Securities Co., which was formed at Lucerne in 
June, 1920, with a share capital of 2,500,000 fr., which is 
to be increased to 32,000,000 fr. by means of an agreement 
with the Sichel Co., of Mayence, which company is declared 
to have just laid hands on several electrical works in central 
Switzerland, and also obtained possession of the Swiss pro- 
duction of calcium carbide. A second instance mentioned 
is that of a mill construction company which is administered 
by Swiss at Basle, and which is stated to be simply a branch 
ot the German industry ambushed in Switzerland to cornpete 
unfairly with Swiss industry; and the newspaper says that 
further cases of this insidious penetration could be cited, which 
18 accentuated at the very moment when Swiss export trade is 
incatremis. a 

If our Swiss contemporaries have not short memories, they 
will remember that the German invasion, although perhaps 
in а slightly different. form, commenced many years before 
the great war. As the files of this journal show, the Zürich 
Bank für Elektrische Unternehmungen was originally con- 
ceived by, and formed with the co-operation of, the Berlin 
A.E.G., for the investment of capital in supply companies 
and tramway undertakings and the grant of loans to thein, 
with the ultimate object of procuring from Germany the ma- 
chinery and plant required by these undertakings. — Those 
who financed these undertakings generally dictated the alloca- 
tion of the orders placed by the latter. It would be ot par- 
ticular interest in this connection to learn how many of these 
undertakings apportioned their orders to Swiss native electrical 
manufacturing works. We also have some recollection during 
the course of the war of certain German members of the board 
of the Neuhausen Aluminium Industry Co. being compelled 
to resign their positions—nominally or really 18 a matter of 
individual opinion—although ме, believe that most of the 
share capital 16 or was held in Germany and that the actual 
administration was centred at Frankfort-on-Main. It is also 
well to bear in mind the Petrograd Electric Lighting Co., of 
1858, which although a Russian registered company, was 
controlled by Germans, who supplied such machinery and 
plant as were not made in Russia. It is. however, believed 
that the Germans unloaded in Switzerland during the early 
part of the war as large an amount of their shareholdings in 
the Russian company as was possible. Although Swiss in- 
terests in the latter company, in the course of their negotia- 
tions with the late Imperial Russian Government, contended 
that their shares were acquired in pre-war times, they were 
unable to convince the Russian authorities of the fact. and 
the latter refused to recognise any liability to redeem the 
shares or obligations then in Swiss ownership, us the Russian 
Government held that the Petrograd Electric Light Co.. of 
1888, was essentially a German concern, and consequently 
sequestrated the property. 

Coming to more recent events, the case of the Alpine Mon- 
tun Co.—the greatest iron and steel company in post-war 
Austria— will be fresh in the minds of our readers. Lhe 
majority control over this Alpine Company was recently 
secured by’ Herr August Stinnes on behalf of the Siemens- 
Rhine-Elbe-Schuckert Union, and the Jarge number of shares 
taken over has, for some reason or other, also been vested in 
a Swiss holding company, and Swiss territory is therefore 
being utilised for a German scheme in relation to Austria. 

The Sichel Co. already mentioned, or—to give it its proper 
tithe—Julius Sichel & Co., Partnership company of Mavence, 
is an undertaking having wide financial interests in German 
iron and steel works and other industrial concerns ìn that 
country, and is also connected with the well-known Belgian 
steel company, the Société d'Oujrrée-Marihave. At the moment 
the Sichel Co. is on the point of concluding an agreement 
with the steel merchant and metal firm of Wolf Netter and 
Jacobi, of Berlin and Frankfort-on-Main, on the basis of a 
community of interests. In addition the present parts (shares) 
of 50,000,000 marks in the Sichel Co. are now to be exchanged 
for shares in the А.С. fur Industriwerte (the previously cited 
Industrial Securities Co.) of Lucerne, whose existing share 
capital of 12,500,000. fr. is to be provisionally imereased to 
32,000,000 fr. for the purpose of carrying out the transaction. 
Thus the Sichel Co. will be transferred to a Swiss holding 
company, and the Mavence branch, in the words of a German 
newspaper, will merely become an appendage of the Lucerne 
concern. 

The whole problem of German ' illicit" invasion naturally 
rests with our Swiss friends as being a national matter which 
directly concerns themselves. It is therefore satisfactory to 
learn from the Lausanne newspaper that the danger of the 
Insidious penetration and the harm which it may do abroad. to 
the good Swiss name have been recognised bv the Federal 
authorities, who in recent. years have modified. the laws re- 
specting the registration of commercial firms, making them 
more severe and applying them more vigorously. But as 
attempts to defraud become more numerous as legislation 
hecomes more severe, the Federal Council has just submitted 
to Parliament a Rill to deal further with the subject. The 
Bill provides for the imposition of heavy penalties, up to one 
year’s imprisonment, and a fine of 20.000 fr., in eases where 
deception is exercised as regards nationality in connection with 
the registration of limited commpamies. The Lausanne news- 
paper concludes with the expression of the hope that when 
passed the measure will be successful in combating German 
camouflage, as the economic independence of Switzerland is 
at stake. 
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ELECTRICAL ENTERPRISE IN CZECHO- 
SLOVAKIA. 


ON July 92nd. 1919, the Czechoslovak National Assembly 


passed an Electricity Bill, the purpose of which is the syste-, 


matic utilisation of water power and the electrification ot the 
country, with the financial assistance of the State. 

The electrical industries in Czecho-slovakia are very con- 
siderable, and, especially in recent years, the shortage of coal 
and petroleum has caused an increase in the employment of 
electricity as a motive power both for lighting and domestic 
services to а very large extent. 

The present annual requirements in electrical energy, not 
including the needs of the railways, are about 2.5 milliard 
kWh. ‘this demand is met by 345 electrical concerns, which 
are intended for the public supply, while in addition, a con- 
siderable number of power stations supply private needs. 

In future the energy is to be supplied by a uniform system 
of 22,000 and 100,000 volts, being generated by nine large 
thermo-electric power stations in the coal districts out of 
which the three largest will be set up at Duchcov (Dux) 
(Bohemia), Moravska Ostrava (Moravia), and in Slovakia. 
In addition, water power stations will be erected on all the 
rivers in the republic. 

According to statistics relating to Bohemia and Moravia. 
the chief provinces of the new State, the output from water 
power in millions of kWh, is estimated as follows: In Bohe- 
mia, Labe (Elbe) above Hradoc Kralovo, 17; Нгайос Kralovo- 
Melnik, 87; below Melnik, 92; tributaries, 76; Vitava (Moldau) 
above Ces. Budejovice, 156; Ces. Budejovice-Prague, 450; 
Prague-Melnik, 106; tributaries, 674. Hence, these two main 
rivers can supply 1.658,000,000 kWh. 

In Moravia the following rivers are important: Morava 
(March), 2; Svarcava, 22; Johlavka, 35; Dyje, 103; making 
a total of 162,000,000 kWh. 

To this, however, Silesia and Slovakia must be added. In 
Slovakia especially, the water power resources are almost 
unlimited. If the capacity of water power is estimated at 
only 800,000 h.p., an annual saving of 6 million tons ot coal 
will be effected, which is about 4 per cent. of the entire 
coal output. 

In accordance with the Bill, the State will take over the 
development of water power and consiruction of water power 
plants, while the construction of transmission and distribution 
Bystems and thermo-electric plants will be left to companies. 
at least 60 per cent. of whose capital will be held by the 
Btate and local authorities, and the remainder by private 
shareholders. ‘The State will have to secure a permanent 
interest in the management of these companies. For 1919, 
8 million crowns were appropriated for this purpose and 
included in the State Budget. 

The estimated costs of the complete electrification scheme 
according to published figures, will amount to two rinilliard 
Czechoslovak crowns for the construction of hydro-electric 
plants, and 4 milliard crowns for plants driven by steam 
power. The transmission system will cost about 4 munard 
crowns, and the distribution system the same amount. 

The National Assembly has assigned Т5 million crowns 
towards the commencement of this systematic electrification. 
This sum is to be distributed by instalments over the annual 
Budgets from 1919 to 1928. The money will be placed at the 
disposal of the Ministry of Publie Works for the erection 
of hydro-electric plants, and for the financial co-operation 
of the State in any electrical undertakings which may form 
a substantial part of the system. 

The building of the thermo-electrie power stations and the 
system of mains is spread over 2) vears, and the construction 
of the water power stations over 50 vears. At present new 
large electrical associations are in course of formation, and a 
Government Commission haa been established to deal with 
all matters concerning the electrification. 
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REVIEWS. 


Telegraph. Telephony, and Wireless. By J. Pool E. 120 pp.; 
68 figs. London: Sir I. Pitman & Sons, Ltd. Price 3s. 
net. 

This book is one of the well known Common Commodities 
and Industries Series," which fact, together with the author's 
reputation, is a sufficient guarantee of its excellence. The aim 
is to provide a general introduction to the three main elec- 
trical methods of transmitting intelligence, and the historical 
method of treatment has been adopted in order that the 
reader— whether young or old—who is new to the subject, may 
appreciate the technical growth of the methods and applica- 
tions of telegraphy and telephony. 

The general principles of electricity and magnetism, sources 
of electromotive force, bells and relavs, are first considered. 
It is doubtful whether the layman will be able to follow the 
author completely (for instance, inductive capacity in relation 
to inductance between Wires Is mentioned on p. 1I !), hut the 
writer certainly explains. the subject as clearly as possible in 
the space available. and if there is a demand for such a tech- 
nical treatise in this series the reader must be prepared for 
some difficulty in the above direction. Personally, we should 


imagine that the book would be more useful to the technical 
student and to the junior engineer or workman in the fields 
covered. The commercial and industrial aspect which 15 given 
prominence in other volumes of this series 1s not considered 
1i the present volume. This, however does not detract from 
the excellence of the treatment which 1s actually presented. 
It would be impossible to deal with both the technical side and 
the broader commercial aspect in a single volume of this size. 

In two chapters, occupying only 55 pages, the author ac- 
complishes the remarkable feat of explaining the construction 
and action of all the main types of telegraph and telephone 
apparatus from the original inventions down to the muluplex 
telegraph systems and the telephone exchange systems of 
to-day—including useful notes on automatic exchanges. The 
reader with some grounding in electrical matters could not 
wish for a more concise and useful introduction to the subject, 
but it is doubtful whether a layman could follow the treat. 
ment. The short chapter on telegraph and telephone lines 
does not offer such great technical difficulties, and the two 
concluding chapters, on wireless telegraphy and telephony, 
appear to be less severely technical than those on the wire 
systems. : 

This volume is technically sound, excellently written and 
produced, and is recommended confidently as an exceptionally 
comprehensive and accurate introduction to the subject. 


Power Factor Correction. Ву А. E. Ciayros, B.Sc. (Eng.). 
Pp. xi 108; 36 figs. London: Sir I. Pitman & Sons, Ltd. 
Price 2s. 6d. net. 

The author of this little book has set himself the ditûcult 
task of explaining to the ordinary and presumably non-scien- 
tific business man a highly intricate scientific subject. Within 
the limitation which he himself mentions in the preface, be has 
succeeded fairly well. We are told that his aim has been to 
present fundamental principles and not a complete analytical 
treatment; пог has he attempted to give an exhaustive ac- 
count of all the various inventions brought forward for im- 
proving the power factor of machines and lines, but has 
limited himself to a few devices which have been successful 
in practical work. 

In the first chapter we have the usual explanations regarding 
power in an alternating-current circuit, power factor and its 
measurement, the vector diagram, and so forth. In the next 
chapter the influence of power factor on capital outlay on 
generating and distributing plant is explained, as is also the 
fact that low-speed motors have a worse p.f. than high-speed 
motors, and that a bad p.f. at the delivery end of a line 
decreases not only the kW, but also the КУА rating of the 
generator. This leads the author to the consideration of a 
supply tariff based upon p.f. and to a brief exposition of the 
Arno and Midland tariffs. At the end of the chapter the 
author says that the consumer should not be penalised for 
the “inherent defects of the induction motor." What pre- 
cisely this means is not clear, and if the sentence were to be 
strictly interpreted, tbe book need not have been written. 

When describing means for improving the p.f., the author 
uses analytical and vector methods, also tables worked out 
for the reduction of wattless current; and here we find a 
statement regarding the economical limit of correction not 
previously given in other books. A comparison is made 
between two methods of meeting an increased demand; one 
by simply adding to the existing plant, and the other by 
leaving it as it is, and augmenting its earning capacity by 
improving the p.f. The author says: It is never economical 
to Install power factor correcting apparatus if the ratio of the 
cost per KVA compensated and per КУА to increase the dimen- 
sions of the system is greater than the sine of the original 
angle of lag of the current." ‘This law is scientifically correct. 
but the numerical example given is hardly consonant with 
actual finance. In one case the author assumes that the 
ratio of cost per kVA of the correcting apparatus to the cost 
per КУА of the whole undertaking is 0.2. Since even at the 
present time £3 per kVA of phase advancer is an outside 
figure, this would mean that the whole works from the coal 
bunker to the consumers' terminals could be put down for 
£15 per kVA! 

For improving tho p.f. of the system as а whole the two 
usual methods, namely, static and rotary condensers, are 
described. Here the business man might be told something 
of the financial aspect, but no cost per kVA is given. This 
could be done for the static condenser, because it is a standard 
article, although not for the rotary condenser, but in the latter 
case the author's assumption that the cost per kVA of generat- 
ing and transmission plant is less than twice the cost per 
КУА of a rotary condenser is distinctly unfair to the latter. 
and, therefore, the conclusion that it only pays to use suc 
a phase corrector where the line is very long and costly will 
not be readily accepted. On the other hand, the author fails te 
draw attention to the fact that the kW loss in the rotary con 
denser is going on all the time. whereas the amount of energy 
supplied varies. The financial efficiency is, therefore, less than 
the power efficiency calculated for ful! load. Nevertheless 
rotaries аге in extensive use, especially in America, not o 
for p.f. correction. but for keeping the delivery voltage af ? 
constant value. We learn that some rotaries up to 3.000 kVA 
are automatic, and that the largest non-automatic rotary 1% 
rated at 15,000 КУА, and is on the Los Angeles system. 
When dealing with improvement of p.f. of individual motors. 
the author explains why the kVA must be injected into tbe 


— —— —ö8ẽdd—.ẽ̃ẽ' M — e. — — 
vol. 89. No. 2,285, SEPTEMBER 9, 1921.] THE ELECTRICAL REVIEW. 359 
rr ЕБЕР . ñͥn . E — 


rotor, and he describes both rotary and vibrating types. In 
discussing the question of power absorbed by the Scherbius, 
the author falls into an error when he states that the power 
necessary to drive this machine is only that spent on friction 
and windage. Although there is no stator to anchor the flux 
in epace, yet the flux is anchored to the brushes and is cut 
by the armature wires, and the resulting torque must be 
supplied from outside. Several examples of the performance 
of vibrators are given, and the action of this advancer is clearly 
explained. А short account of Kramer's method of phase cor- 
rection combined with speed control is also given "The book 
will be useful to customers of power supply works.—GISBERT 


КАРР. 


The Electrical Transmission of Photographs. Ву Marcus J. 
ManriN. Pp. xi+136; 73 figs. London: Sir I. Pitman 
and Sons, Ltd. Price 6s. net. 


This book gives 4 simple and concise treatment of various 
methods for transmitting photographs electrically in wire cir- 
cuits with notes also on the wireless transmission of photo- 
graphs, and on television which is, of course, the highest 
development of phototelegraphy. The day will come when it 
is possible to see as well as to speak wirelessly to someone at 
the other side of the world. At present, however, the art of 
phototelegraphy is in a purely experimental stage, and the 
author's treatment of the subject will aid materially those 
who wish to experiment in this field. The author has had 
much practical experience in the work of which he writes, so 
that he has first-hand knowledge of the difficulties to be over- 
come. 

The introductory cbapters review the history of the subject 
and describe early systems for the electrical transmission of 
written. characters and sketches—culminating in the well- 
known '' Telewriter.” 

Chapter III describes the electrograph system, which bas 
given very satisfactory experimental results in America. This 
system utilises a half-tone image etched on a zinc block, the 
space between the dots of the image being filled with insulat- 
ing material. A stylus travels over the zinc plate and sends 
an intermittent, current to line according to the occurrence and 
size of the dots in the image. "The latter 1s reproduced at the 
receiving station by an electromagnetically operated. pen. 

Prof. Korn's selenium machines were the first to be used 
for commercial photo-telegraphy, and this system, which hus 
been used successfully between London and Paris and between 
London and Manchester, is described in detail in Chapter IV. 
lhe author includes some useful information concerning his 
own experimental experience and apparatus, and this chapter 
includes some fine specimens of telautograph work which 
should convince the most sceptical reader as to the ultimate 
possibilities of telephotography and television. 

Amstutz's suggestion that a photograph in relief should be 
used to vary the resistance of an electrical circuit has been 
developed very successfully by Prof. Belin, whose telestereo- 
graph uses a stylus, travelling over a relief photograpn, to 
vary the setting of a special rheostat (the rheomicrophone), 
and thus produce current variations which are recorded by an 
oscillograph. With this system perfect photographic trans- 
mission has been obtained between Bordeaux and Paris, а 
distance of 350 miles. 

The Thorne-Baker Telectrograph which is at present the 
simplest and most efficient system, depends upon electro- 
chemical reproduction of current impulses obtained from а 
line analysis of the original image. The author describes very 
thoroughly the working of the system and the various diffi- 
culties which have to he overcome. | 

Chapter V deals with factors which are of importance in 
all systems of telephotography, such as the source of light 
to be employed, chromatic aberration, chemical inertia, and so 
forth. The fascinating nature of the research work awaiting 
those who seek for commercial systems of television and 
wireless transmission of photographs is shown clearly in the 
next two chapters of the book. Concerning radio-photography, 
the author states that he can now obtain good results over 
several miles, but that his apparatus needs simplifying before 
it can be used commercially. 

In the final chapter the author gives full working drawings 
for a machine which he has used for experimental purposes 
for some years past. Obviouslv these drawings are most valu- 
able in furnishing the beginner with practical experience, and 
with the certainty that he can start with something definite. 


Electric Furnaces in the Iron and Steel Industry. Ву W. 
VODENHAUsER, J. ScHornawa, and C. Н. Vom Baur. 


Third edition. Pp. xxi--400; 137 figs. London: Chapman 
and Hall, Ltd. Price 24s. net. 
This book was reviewed very fully in our issue of February 
6th. 1014, when it was described as. beyond all doubt. a 
standard work ... full of valuable information from begin- 
ning to end.” ТЕ is a thoroughly practical work, based on 
personal knowledge of the subjects with which it deals, and 
is fully illustrated. In the preface to the present edition, the 
translator and part author, Mr. Vom Baur, refers to the 
influence of the Great War in placing the electric steel in- 
ustry on a solid footing. and mentions that one thousand 
steel furnaces are either built or building. Tn common with 
other industries, it has felt the depressing effects of the social 


unrest and industrial difficulties of recent times, but the 
set-back is only temporary, and the lost ground will be fully 
retrieved when normal conditions return. 

The bulk of the present edition is identical with the last, 
but numerous corrections and minor alterations have been 
made to bring the matter up to date. The description of the 
Thury regulator has been greatly extended, and new illustra- 
tions have been introduced in this and other sections. The 
Rennerfelt furnace is the subject of a new chapter, and the 
Greaves-Etchells, Snyder, Greene, Moore, Booth-Hall, Vom 
Baur, and Ludlum furnaces are described. In Part II, mate- 
rials used in furnace construction, and the electro-metallurgy 
of iron and steel, considerable additions have been made as 
the result of experience that has been gained, particularly 
with regard to iron melting furnaces and steel-making direct 
from the ore, as well as the production of gray and malleable 
iron for castings. The work must be regarded as a classic in 
its special sphere, which is constantly increasing in importance 
and extent. 


Engineering Steels. By LESLIE ArrcHgisoN, D.Met., B.Sc., 
M.LA.E. Pp. 396; plates 118; figs. 119. London: Mac- 
donald & Evans. Price 25s. net. 


Now that steel has superseded iron for well-nigh every 
purpose, this text-book should prove of value to all engineers, 
for after briefly describing the various methods by which 
steel is produced, the properties, and especially the mechani- 
cal properties of the product, are exhaustively dealt with, 
as are also the variations of those properties occasioned by 
heat or other treatment. 

Electric steel melting in general, and by the arc and basic 
processes in particular, is discussed, as are also modern alloy 
steels. The classification of these alloys acording to their 
mechanical properties, should prove a useful help in the 
selection of one suitable to any given purpose, as should also 
the author’s expressed reasons for preferring one type of 
alloy to another in different applications. In this connection 
it is evident that the author considers the chemical composi- 
tion of steel as being of secondary importance to the engineer, 
and preferably determines its value from considerations of 
strength, hardness, durabilitv, toughness, &c., all of which 
qualities and means for their ascertainment are lucidly set 
out in the book. 

In a series of appendices, the influence of sharp corners 
and scratches, Young’s modulus of elasticity, and the proper- 
ties of steels at high temperatures are separately considered, 
and various types of testing machines are illustrated and 
described. 

The volume is well got up and profusely illustrated, and 
we should sav of it, as does Professor Unwin in his '' Fore- 
word," that it is both scientific and practical, in the best 
sense of those terms. 


Practical Testing of Electrical Machines. Ву L. Ошлтоу, 
A. M. I. E. E., and N. J. WILSON, M. I. E. E., Assoc. Am. I. E. E. 
Pp. 258; 112 figs. London: Sir Isaac Pitman & Sons, 
Ltd. Price 6s. net. 

This volume, which is of handy size for the pocket, is a new 
and enlarged edition of a work originally published in 1909. 
In а very concise form 16 presents an account of the more 
common tests which are likely to be required on the usual 
types of electro-magnetic machines. Space has forbidden 
the introduction of any considerable amount of theory con- 
cerning the tests, a fact which perhaps somewhat limits the 
usefulness of the book from the point of view of students, 
but little is left unsaid concerning the actual tests themselves, 
which are accurately described, calculations and tables show- 
ing the complete working out of the test results being in- 
cluded. 

In-the original edition, tests on induction and synchronous 
motors, alternators. rotary converters, single-phase railway 
motors, and direct current motors and dynamos were de- 
scribed. In the present edition a chapter on the testing of 
transformers has been added. and a useful series of extracts 
from the British Standardisation Rules for Electrical Machines 
are also included. 

The older portion of the book might, perhaps. have been 
modernised with advantage, thus we find little reference to 
machines with interpoles, and the method given for the 
determination of insulation resistance will not appeal to 
modern testers: they will prefer to make use of some direct- 
reading tvpe of ohmmeter. | 

It is of the utmost importance that students and others 
should be impressed with the necessity of accurately labelling 
all quantities with which they are concerned, thus each column 
in a table should be headed both with the name of the quan- 
{йу and the name of the unit, and the same remark applies 
to the axes of curves. In the book under notice, insufficient 
attention is paid to these noints, the name of the unit only 
being frequently used. We feel that a bad example is set 
which тау possibly ultimately lead to misunderstanding on 
the part of readers. 

The book is likely to be usefu 
machines, whether in the service of manufactt 
supply companies, the more so as тапу use 
test connections are given. 
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NEW PATENTS APPLIED FOR, 1921. 


(NOT YET PUBLISHED.) 


ESSRS. SarF1ON-JONIS, OD AND 


Compiled expressly for thie journal by MESSEN Holborn, London, W.C. 1. 


б$тЕРНЕН8, Chartered Patent Agents, : 


ji 7 H * "UM 4. 7 Д [T] Е 
29.084. "Automatic excitation regulator for electric machines. J. Т. 


Irwin and A. Rushton. August 20th. 

22.147. Supports for electrodes in ionic tubes." 
Electric Co. August 20th. | | | 

22,148. Electric meters.“ G. A. Cheetham and. Metropoliian-Vickers Fec- 
trical Co., Lid. August 20th. 

22,140. Electrical protective relay apparatus." 
trical Co., Ltd. August Ш). 

22,151. “ Suspension of electric lamps, &. J. 

RIRI Stage telegraphs.” Е. Booth and N. R. Booth. 

22.105. Electric heaters." J. Maiden. August. 22nd. 

22,204. Dynamos for cycles.” F. I. Hoffman. August 22nd. 

22.217. Mounting telephone instruments," B. W. A. О. Bantow, A. 
Mulder, and J. P. de Roeper. August 22nd. (Holland, December 29th, 1920.) 

22,218. Mounting telephone Bantow, A, 
Mulder, and J. P. de Roeper. August. 22nd. 

22.244. Protective devices for electric distribution systems.” British 
Thomson-Houston Co., Lid., and A. S. Fitzgerald. August 22nd. > 

22.245. Differential electric apparatus.“ British Thomson-Houston Co., 
lfd., and A. S. Fitzgerald. August 22nd. Е | " 

22.273. Systems for wireless transmission of writing, pictures, &c. М. 
H. Petersen. August 22nd. (Nor wav, September Oth, 1920.) 

ORG, Provess of covering aluminium with electroly cel deposit of nickel, 
cobalt, &c." AL Verner. August 22nd, 


C. E. Tiippe and General 


* Metropulitan- Vickers Elec- 


Neale. August 2Uth. 
August 22ud. 


instruments." B. W. А. 0. 
(Holland, June 1st.) 


Auyust 23rd. 


222399. " Heuer for electric kettles.” E. А. Welch. 
22,317. Commurator rotating disk and terminal for ignition sets." J. 
Judge. August 23rd. 


22.324. Electrical rubbing, cleaning, and flatting machines." II. Mark- 
ham. August 23rd. d 
alarm clocks." W. X. L. 


22.332. Electric converters. lor use with drum 
Ваи. August 23rd. 
202.14. Terminal block or switch." Dich! Manufacturing Co- and W. €. 


Fairweather (Diehl Manulacturing Co.). August 23га. 
22.335. '' Electric cord holder." Dich! Manufacturing Co, and W. C. Fair- 
weather (Diehl Manufacturing Co.). August 23r. 


22,345. “ Npecd-regulator systems. Metropolitun-Viekers Electrical Co., 
Lid. August 23rd. (United States, September llh, 1920.) 

22,356. Electric distributing systems.“ N. Togami. August Эз. 

22.361, ** Electrical connecting and supporting devices." Electrice Outlet 
Co. Ine. August 2379. (United States, April iih, 1920.) 

2.378. Burners for electrica! yarn gassing machines.“ Siemens-Schuckert- 
werke. August 23rd. (Germany, December Idth, 1920.) 


22, 80. Electron discharge devices." General Electric Co., Lid., and B. 
S, Gossling. August 23rd. 
22.389. '' Telephone receiver rest or holder," J. H. 


23rd. 


Rutherford, August 


22.421.“ Electric circuit breakers.” б. Wilkinson. August 24th, 
22,423. '' Means for supporting and adjusting shade bolders of electric 


lamps," О. Moser. August 24th. 
22.424. Dynamo electric machines." J. H. Gath. 
22.447. Electric. switches." G. H. Ide and F. Painier. 
22.470. Transformers for high voltages."  Hacfely et Cie. 
August 24th. (Switzerland, March 4th.) 
22.482. Process of simultaneously assembling and insul iting 
electric outfits.” Robinot de la Pichurdais, D. M. G. August 2th. 
August 2oth, 1920.) 


August 24th, 
August. 24th, 
Akt. - Ges. E. 


parts of 
(lane. 


22.499. '' Hiphevoltage switch plant.“ Akt. Ges. Brown, Boveri et Cie. 
August 24th. (Switzerland, April loth.) 
22.300. . Electric switches.“ C. A. Damen Kingsmill Art Metal & Electric 


Co. August 24th. 
32.53]. "'' Thermostatic 
Ltd. (General. Electric Co.). 


U 


controlling devices.“ British Thomson-Houston Co., 


August 24th. 


22.539. Electric. heaters or stoves.’ C. E. Garratt. August Zoth. 
22,546. Shade-supporting or limp-locking device for elecaic lamps." J. 


C. Whitek. August 23th. 
22,509." Electric burglar alarm circuits.“ H, 
2243. "Magnete separators.” J. 8S. Adkinson, Powdered 

ры l 

Lel. August 25th. 

22,581. Telephone systems,” Automatic Telephone 

Ltd. August 25th. (United. States, September Bid, 1920.) 
22.585. Electrodes © British Phomson-Houston Co, Ltd. (General Ele eiric 

Co.). August 25th. 

22.591. Electric light fitting for ships’ berths, ёе XI. J. 

C, W. Saunders. August 25th, 

22.60 2. Electric. switches, Nc," C. V. 
22.6066. Selfanduction coil pair for londling 
Guilleaume Carlswerk Akt. Ges. August Шаһ. 


August 2h. 
Fuel Plant. Co., 


Eier. 


Manufacturing Co., 


Railing and 
Damev. August 25th. 

wlephope Hnes.” Felten & 
(Germany, January Teh 


22. J. Switches for charging batteries, АС Standard Time Co Lid., 
and & B. Webber. August 25th. 

22.614. Apparatus for. transforming. erysial structure of wires, отр, 
Kc. General Eleciric Co, Lid; (Patent Treuhand Ges; fur. Euer ische Giuh- 
kampeni August. Zh. 

22. 4h. Edectric motor attachment for bath chairs, нуе, &c." V. E. 
Nobbs. August 2th. 


resistance o swdiches, &e.““ W. G, Pipkin 


22,644. 
Veritys, Lad. 


" Electric regulbittors, 
August. 26th, 


22.607. % Magneto electric generniors W. P. Thompson. (8Splitdorf Ebs- 
tral Cod. Augusi ЖЬ, 

22. U Ct Mowe controller We. Fabyweahor (Singer Manufacturing Со), 
August 26th, 

22484. C! Phermiontc valves W. Н, Le Morchal and Siemens Bros. aad 


Co. Lid. August 26th, 
22704. “Portable electric lamp.“ F, 
22.716. Cooling and venubitingg systems for 
British Phomson-Houston Con Lid, and. H. W. lor, 


эе. 
dynamo electric machines," 
August 26th. 


А. Jennings. Angust 


Me | І ы | | 

22.717. Electric motors,” British Thomson-llous;on. Can, Lid. (ened 
Electric Co). August 26ih. 

22.722. 7 Eleeurie and gas fes II. II. Beris, Augus 20th. 

22.724. Calling devices operated by wireless signals.” W. J. Davis 
August 26th. 

22.726. Dynamos, Ae E, E. Collins. August 26h. 

22.735. Supphing electrice current for тега eombestion engines for 


August 27ih. 
Me Dow all 


. Constintinesco, 
fuses C. W 
Nip ast ch, 


lighting, Ac. 
22.756. Swish 


р. 


(Norwest Кесар Мапонас- 


turrut Co.. 


22.761. Lighting sets for motor cveles, Kn, J. E. Collins. August 27th. 
22.7 0 " Multiples telephony. E. kN. Scondemon.. August 27th, 

92 795. '* Commutator mica reducing tool. J. Burkert. Angust 27th 
22.7 © Electric incandescent Lamps.” Naamlooze. Vennootschap Philips’ 


August 27th September 2ed, 1920.) 


27 h. (United 


Glocilaampen Fabricken. (Holland, 


22.500 f nimo-lectric machines,” J. 
Sites. No .ember fth, 1919.) 


Biyur. August 
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PUBLISHED SPECIFICATIONS. 


bers in parentheses are those under which the specifications will be 
= printed and 81098 and all subsequent proceedings will be taken. 


2920. 


948. ©“ Means for hesting rooms and the dike electrically. 
November th, 1920. (107,207) 

4.766. Sensitive pressure (бахх for the amplification: ol sound waves and 
other purposes." F. W. Baynes and Mechanical Supplies, Lil Febres 
lech, togu, (07,514) 


А. M. E. Bevan, 


6.908. I Elecorie insulators of the built up or compound type A b. k. 
Bultemaon, Mich 20d, 20. (qu67,2520.) 

7.047. Magnetic chucks.“ Taft Peiree Manufacturing Co. November ath, 
1914. (140.075.) 


7.410. (Production of cipher documents. especially adapted for tylegraphis 
Aktiebolaget Crytograph. Octoler Ih, 1919. (452.625. 


1. XI. Ericsson. Manulacturing Co., 
467,22. 


dispatch.” 


9.446. Elecirical 


; indicators" | British 
Lid., and W. M. Crowe. 


April Ist, 1920. А 
seh, 10). (167,528 


9,929. "'* Electric. table heaters." J. K. Soden. April 

1.952, „ Electric resistance furnaces,” А, Ву. April Mh, 1920, 
(167,537 .) 

12,022. „ Electric immersion heaters.“ J Nolan, April ach, 1450. 
(167,539.) 

12.028. Electric heating resistanees" ‘Thermos АКЕ Ges January doth, 
1915. (142.505.) 


d 12.336. Nirecooled electric motors.” M. Stamm. М. J. Рей and. H, 
Tucker. May 4th, 1920. (7.542. 

12,338. Remote control circuit breakers and the like.“ J. Holl Mos dih, 
1920. (167,543.) 

12.481. © Electric furnaccs;" British Thomson-Iieuston Co. Lid., and G. ]. 
Ralph. Мау oth, 1920. 167,545.) 

12.533. Electrice — switches.“ E. Cunningham, February Tth, H2]. 
(167,549.) 

12.586. Sparking plugs.” W. R. Marshall May 6th, J920. (167,552 ] 

12,682. t Means for amplifving the sounds of the receivers of telephour vr 
like instruments,“ F. II. Gordelier.. May 7th, 1920. (Cognate applicata 


13.587 20.) 
12,717. 
Co, Ltd, (General Electric Co.). 
12.7 IN. Electric 
(General. Electric Co.). 


167,58.) | 
“Systems of electrice ship propulsion." British Thomson-Housun 
May 7th. 1920. 167,060.) 


British. Thomson-Houston. Co, Ltd 
(M67 ,561.) 


discharge devices," 
May Fih, 1720. 


British Thomson 
(167.967) 


12.08. High-frequency 
Houston Co., Lid. (General Electric Co.. 


«Је ае signalling systems," 
May Sth, 1920. 


12.8.3. Positive electrodes for electric accumulators.” A. Pouchain. May 
Rth, 120. (167,368.) 

12,939. ** Positive electrodes for electric accumulators. A. Pouchain, Mo 
10th, 120. (167.577.) 

13,020, . vice {ог testing and facilitating adjustment of ignition. соз 


and spatking plugs." J. Napier. May lih, 1920. (167,550) 


13.086. Theemionic valve transmitting circuis for wireless telegraphy and 
telephony." A. K. Macrorie and G. Shearing. May ТИП, Qao. 07.4. 
13.327. Electrically-operated motor vehicles Hansa Lloyd Werke АМ. 
Ges. July 8th, 1919. (146,935.) 

13.330. H Means for connecting the ends of electric or other cables or tht 
like.“ H. Scholfeld. May 14th, 1920. 167,593.) 


13,338. E. L. Brynildsen. May Mth, 1920. (107. a4. 


13.572. „ Blectrodes for use dn electrolysis. Chile Exploration Ce. Janv 
агу ist. 1920. (157,871) 

13.6756. Electric lighting 
Ltd. (General Electrie Co). 


“ Burglar alurms.““' 


British Thomson-Houston Со, 


(167,606. ) 


insi illations;" 
May I8th, 1:520. 


13.723. Means for apphing electricity to tbe soil for agricultura. pur 
poses.” W. Beans Мау ЧӨ, 1920. 417.608.) 
13,955. °° Electrie accumulators or secondary batteries,” II. Leitner, G- E. 


Wood, amd Greenwood & Bades, Ltd. (167.615. 


14,4639. 7 Fuses 
ig. b. G. 


M901. Electric relays suitable for railway signalling systems.” К. 
Leake, June Isc, 19:4). (167.12. 


16,242, „ Electrical fuss.) Midland. Electric Manufacturing Со Lt. and 


May 20th, 1920. 


tor protecting «Теса illy-heated 
Nicholson. May 26th, PRO. (0167,627.) 


utensils from over heat 


C. 


Н. E. Sutherland. June lerb, Tan (01067,6045) 

16,499. „ Eleciro-amech ange- cd gears PSOE. II. Маге and 
K. E. Raynaud. June 20ih, FM 145,845.) 

16.573. Spark plugs." Plunkett Energising Spirk Plug Coi porta 
Aupust dist, 918. (445,157.) 

17442. „ Heavy current relays" E. C. K. Marks tGleichriehtr Akt, Go 
June 24rd, 1920, 67 6522) 

1.214. Spark plugs. G M'. Nos, June Anh. 020, 167.6584 

1. Tar. Protective covers for electric agnition plugs I. E. bans 85 
Royal Natonal hate Boat dostitution. June 2h, 1920. 4167.6 70.) 

; TI ` А Ж x N o, H) 

1.42. Electric welding apparatus, R. le. Woodburn. July. ded, pz. 


(67 662.) 
IS. 797.  Meosans. for and 
circuits, Western Electi 
25,0025. 


Us esio our ares 


114,87 J.) 


"соот 
“ретт іН. ЬЫ, 1908. 


miesdusd of 
Co, Lid, 
ob een nari 
(purto 


Jaa. 


ПЕТЬ 


August ТЫ, 1812. 


| “Reversing the ire ein ol 
electio machines," R. Bosch АК. Ges, 
24.040. ** Frolle 
August 21 t. 1919. 
DIN 212 


— — 


Mens far окер electric traction,“ 1. 


(150,284.) 


“Voriable hot and 
October mh, 1920 


coll radial direction electric air Musi Н. 


Ashdown. (67 ,г 02, 


. . : А 2 Й E К eU, 

30,412, Sparking plugs." Brewstor-Goldsmith Corpiraiin pas June ot 
11). (Divided application on 144.62.) 

1 ЧЫГ: Е : TEM v^ Pii M 

ыш t Puses far c etrical circuits. G. Тип К. Ie Ist l 
(19707130 | 

уз =. ` à 5. 

35.71. аг cable sockets or uns.“ E. Scarp ters. Jurte 
1929. 4156,81.) 

1921. 
as " Ў 3 ^ P „ 7 
" J. u Magnetic єн ku" Taft Peires Moanuficturing Cv. NP 
4 - " OD" 8 К — 

oth, 1914 (459.132) (Divided application on 14.075. 

К. ш | Magnetic chucks,“ Taft. Peiree Manufacturing Co. November s 
1914. (159 133.5 (Divided application on 140,075.11 

- . „ „ en: 
5.106. Apparatus for carrving into effect a process for ортал + (is 
Lin. 1 condenser and beiler feed plant.“ Аке, Ges. Brown, Bown prm 


February 16th, 1920. 159.149.) (Addition to 141,015.) 


L 
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3 Address : 


LITHOLITE 
INSULATORS, Ltd. 


68—657, Hackney Grove, ques. E. 8. 
Phone and Telegrams: Dalston, 692, London. 
FIREPROOF AND OTHER GRADES. 

EsTABLISHRD 20 Years. 


ELECTRIC INSULATION. 
NON-HYGROSCOPIC. 
FIREPROOF. 


‘Phone - 
Southall 
^ 59. 


SHEET 


an 
MOULDINGS. 


THE SILUMINITE - 

INSULATOR Co., Ltd., 
The Green, Southall. e 
Bee Large Advt., p. xxxi 


8 FERGUSON, 
H 


PAILIN, 
LIMITED. 


SWITCH BOARDS. 


5 D SES 


MANCHESTER. D 


INSTRUMENTS, CIRCUIT-BREAKERS, 
AUTO-CUT-IN & CUT-OUTS 


k Record Electrical Со., 3 


BROADHEATH. MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. 


BROOK 


bun TWO and THREE-PHASE 


MOTORS. 


See Sup 4l. 


SWÍTCHGEAR. 


_ ERNEST F. M MOY, LTD., 


Manutacturing Electri 
cal Engin 
vernment Contes е eers and 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
| — . 


" CANTIE " 
IRONCLAD SWITCHBOARDS 


CHEAP, EFFICIENT. ROBUST. 


CANTIE SWITCH CO., LTD., 
LEIGHTON ST. . NOTTINGHAM. 


™ SAXONIA 


» ELECTRIOAL WIRE CO., LTD. 
, GREENWICH, S.E. 10. 


we" CORDS and 
FLEXIBLE CABLES. 


6d. ; Colonia! and 
: Wu, Dawson & Sons, LTD. ш 


" Ageekay, Cent., London." 


ABC Code. 


| CHURTON * 
E and Pog ye* 


= MOTORS. 


T. HARDING CHURTON а CO., LTD., 
Atlas Works, Water Lane. LEEDS. 


Cutting 


Electric Motors. 


Bee Advt. Sup. 6. 
Telegrams: Cutting, Btamford, Tel. No. 12. 


“EMPIRE” 
AUTOMATIC CONTROL 


FOR 


Pumpe, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW, 


WESTERN-ELECTRIC 


COMPANY. LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, Е, 


TELEPHONES & CABLES. 


See Advertisement this week, p. xvi. 


CONNOLLY'S (BLACKLEY), Lo. 


for 


WIRES AND CABLES. 


Bee Advertisement Jast week, p. iii. 


INSULATING TAPES, 


WEBS, SLEEVING, &c. 


Delivery frem Stock. 


JOHN MACLENNAN & CO., 
115, Newgate Street, E. G. i. 
And at GLASGOW. 


SWITCHBOARD LABELS, 


Meter Dials, Name Plates, А Address 
and ы Plates, A 
Novelties, Club 

Tokens, Blanks, Die S Dies, 
Press Tools, Punches and Cutters. 


RELIANCE “с 
JULIUS SAX 


FOR 


HOLOPHANE. 


ESTABLISHED 1855. 


на е. 


‚ £2 1s. 64. „Рег annum.—Nxw Y e 
bera, : Borveav & OM WIr, Librairie, апре, 92, 1 де la Banque. 
Telephone Nos. : 


nace wien. 


W, Park Place, New 


Central 8260 and 8261. 


Standardisation and— 


See Sup. 12. 


MOTORS. * DYNAMOS. 
VICTORIA DYNAMO & MOTOR CO., 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 
"Phone; Gerrard 1945. 


FULLER'S wore tiro: 


MANUFACTURERS OF 
ACCUMULATORS BATTERIES 
WIRES & CABLES CARBONS, &. 


- WORKS: CHADWELL HEATH, ESSEX. 


General Sales Offices : 
IDDESLEIGH HOUSE, Caxton St, Westmineter. 


"Grams : Blocbat, Vic. London. 'Phone : Victoria 6863. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


Ss 
ORM British Aluminium co. иза, | 


109, Queen Victoria St. 


RAYNER & HEALD, LTD., 


DUKE STREET, DERBY. 


ge 


TWO & THREE-PHASE 


MOTORS only. 


CONTINUOUS CONTROL 
of COAL CONSUMPTION 


pY MEANS OF THE 
. LEA COAL METER 
for Chain Grate Stokers. 
Ask for Leaflet K.C.M. 
The LEA RECORDER Co., Ld., 28, Deansyate, Manchester. 


Forethought will often 
save Afterthought. 


— ——ẽ—— 
IF МЕМ. GEAR IS USED THERE 
IS NO AFTERTHOUGHT. 


See Page xi. 
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VERTICAL ENCLOSED Й |ROTARY CONVERTERS. 


. HIGH SPEED 100 W. to 8 K.W. 
D.C. to D.C. for charging accumulators, 
ENGINES. | 


C. " 
D.C. to A.C. Single, Two and Three 
Phase Rotaries for X-Rays and experi- 
Eurly Delivery of mental works, Welding, &c. 
5,71, 10 & 20 KW. Sets 
for 110 Volts. | 


DYNAMOS & ALTERNATORS. 


Motors D.C. & A.C. Single, two and 
three phase. 


COMPOUND AND SIMPLE 


‚ For Ship Lighting and Industrial Works 
| of all kinds. 


SZS zH 


' 


Also / i 
VERTICAL MULTI-CYLINDER GAS ENGINES. 


Send us your Enquiries: 


LANG & SQUIRE, Ltd. 


Manufacturing Glectrical Engineers, ^ 
WALES FARM ROAD, | 
‘Phone: CHISWICK 496 ACTON, LONDON, W. 3. s 


E. S. HINDLEY & SONS, 


Works: BOURTON, DORSET, 
11, Queen Victoria Street, Е.С. 4. 


Telegrame : Telephone : 
TRADE MARK. “ Steamport, Cannon, London." City 9804. 


MICA«MICANIT 


INSULATORS FOR EVERY DESCRIPTION OF ELECTRICAL WORK. 


DYNAMO & MOTOR REPAIRS DONE QUICKLY. ies 


'"PHONE—4575 CENTRAL. | poss 
TELEGRAM8—" MICAYLOR, LONDCN.” | 


TAYLOR PETTERS," | |, 


40, HATTON GARDEN, 


| Contractors for Air Board, War Office and Admiraity Requirements. LON DON, E. C. I. a 
CUTTING AND GAUGING OUR SPECIALIT Y. (The Oldest Established Mica House in the country.) 0 
BEST QUALITY MICA ONLY. AND ALL BRITISH. MNADA 


SUCTION 


Our claim that the 


| : p 
| vn 
V б 
acuum С № 

ы . . ! Ы 
is evidently not extravagant. Read this unsolicited Testimonial ;— 128 

“І should like to say how pleased I am with your Cleaner. I purchased this some years ago, and since that time 
I have been all over America and have seen all the different forms of Vacuum Cleaners and other electrical appliances is 

—as I am rather keen on labour saving devices but have never come acrocs anything so good as your ‘Nilfisk.’ It isa d 
perfeotly sound aR ST ea i ob. Р US | К 
" Jt is very rarely that I speak so openly, but I do feel that the article you sell, which is the ‘Nilfisk’ Vacuum Us 

По is such а good thing that it ought. to be better known, and by making it better known you are doing someone ku 
* am. | О: 
WRITE FOR FULL PARTIOULARS AND TRADE TERMS, | we 
| A 


GILLESPIE & BEALES, Amberley Houee, Norfolk St.. Strand, W.C. 2. 


— — 


INSULATING MATERIALS - Delivery from Stoch E 
SUPERFINE COTTON, LINEN & SILK TAPES, 


DYNAMO TAPES, FIELD COIL WEBBING. CABLE TAPES «s 
ADHESIVE TAPE, TUBULAR SLEEVING, ARMATURE BINDING CORDS Bec | 


JOHN MACLENNAN & Со | 
IIS NEWGATE STREET LONDON E.. Hed 


*Telephone:- City 3115 
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RIGHT TO LIVE. 


THE 


RECENT T we were taken to task by ‘a sceptical corre- 
spondent; who declined to believe that when we said 
that all should work, in order to rescue the country 
from the disaster to which it is drifting, we meant 
what we said. That such a comment should Бе 
possible, after we have preached for years that it is 
the duty of every fit man to work, is somewhat dis- 
heartening ; but we are fain to believe that our critic 
is the solitary exception, and that our readers in general 
give us credit for sincerity. So firinly do we hold this 
doctrine, that we do not hesitate to say that those who 
do not work—when thev have the opportunity—have 
no right to eat; and to this rule we admit no exceptions 
save those who are debarred from working by physical 
or mental incapacity. 

Now, what applies to individuals often applies with 
no less truth and cogency to nations; and we аге led 
to consider how far our rule holds good in wider ap- 
plications. First let us recall a statement made by 
Mr. Edgar Crammond, which we quoted in our issue 
of September 2nd; he pointed out that if, as he feared, 
we were to lose a great proportion of our foreign trade, 
this country could only support a population of some 
20 millions, and the other 26 millions would be com- 
pelled to seek a livelihood abroad. Do we fully realise 
what this means? 

Again, a powerful article on The Industrial Situa- 
tion " was contributed to Zhe Times on Friday last by 
Sir Alfred Yarrow, whose firm has recently taken steps 
to obtain first- hand information regarding the indus- 
trial conditions obtaining in Europe, America, and 
the Far East. Не says: “ We only grow enough to feed 
us for two days in the week ; for the remaining five days 
we are dependent upon supplies from abroad. . The 
principal means we have of paving for what we import 
is by giving manufactured goods in exchange, and if 
we fail to supply foreign countries with such goods, 
they will not send us what we want, scarcity will result, 
and prices wil] inevitably rise. We must be able 
to supply our goods at prices that vill compare favour- 
ably with similar goods obtained elsewhere. If we 
cannot do this, then we lose our foreign customers and 
are unable to pay them for the necessaries of life.” 
Ergo, we starve. 

In the course of this most instructive article, Sir 
Alfred shows that the reason why we are outbidden by 
other nations in respect of cost of production is not 
high wages, but low output. High wages are nov in- 
compatible with low cost of pr oduction ; ; and no rational 
employer would wish to see them reduced, if the output 
were high in proportion. Low wages and low output 
imply a higher cost of production than high wages and 
high output. Common sense, therefore, calls Тог the 
latter; and hard facts tell us that without low cost of 
production we cannot procure the means of subsistence 
from abroad. 

Now, it is not within the power of апу authoritv or 
Government to enact a law with regard to individuals 
that “һе that will not work, neither shall he eat“; 
but in the economic world in which this nation dwells. 
that law holds sway regarding nations. The nation 
that will not work shall not he supplied with food. 

Unless we work as hard as the Belgians. the Germans. 
the Americans, the Japanese, we shall inevitably lose 
our export trade—and starve. 
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It is a fact, established long ago, that there is no 
better worker in the world than the British workman ; 


when he chooses, he can turn out a greater output than 


any other national, with equal effort. But he is saddled 
with restrictions imposed upon him by trade unions, 
trade customs, &c.. and he fears that if he works hard. 
he will not only keep another man out of work, but his 
own job will soon be finished. We do not blame him for 
holding these views, sadly mistaken as they are; we 
blame his leaders, who, knowing the facts, have not the 
pluck to tell him. 

It is as certain as anything can be that if we can 
quote low prices for exports, we shall experience a brisk 
demand for our products. Nations which produce food- 
stuffs in excess of their requirements want our goods in 
exchange for their surplus. The Germans are working 
very hard, and so far are they from using up all the 
work that out of their 90 millions there are fewer 
than one million unemployed. The Belgians, without 
the advantage of an excessively depreciated exchange, 
have been working hard ever since the Armistice—and 
they get plenty of orders. Hard work stimulates demand 
апа reduces unemployment. 

Another factor which increases costs of production, 
cost of living, and unemployment is the strike. This 
country has become notorious for strikes, which have 
had a most deleterious effect upon our foreign trade. 
We were glad, therefore, to see that the futility of con- 
tinually striking had been borne in by experience upon 
some of the leaders of Labour, who, at the recent Trade 
Union Congress, set their faces against the practice and 
supported a resolution in favour of obtaining settle- 
ments by agreement. 

It is, we think, of the utmost importance that em- 
ployers should do all that is in their power to secure 
and retain the confidence of their emplovés, and to bring 
home to them the economic truths which dominate the 
industrial situation. This can only be done by making 
them conversant with the facts relating to the industry 
in which they are engaged, a task which calls for per- 
sonal intercourse between the workers and the prin- 
cipals. In no other way can the fallacies be dispelled 
by which the worker's mind has been obsessed. The 
individual worker is no fool ; if all the facts are placed 
before him frankly, he will draw the right conclusion. 
It is that which we have outlined above—that in order 
to live, this nation must work. 


Or the 20-odd firms that exhibited 
machinery at the Bakers’, Confec- 
tioners’, and Allied Traders’ Exhibi- 
tion and Market that was recently held 
at the Roval Agricultural Hall, London, only one or 
two showed electrically-driven examples. In the majo- 
rity of cases the makers appear to build their machines 
with a view to their being belt-driven, a policy which 
adds to the difficulty of adequately protecting the opera- 
tors and cleaners from the dangers which always attend 
moving machinery. Now, the advantages of the electric 
drive are too well known to need reiteration, but the 
whole thing seems to be governed by financial considera- 
tions; the provision of a motor adds enormously to the 
initial cost of the equipment as а whole—probablv due 
to the fact that when an electric motor is supplied to 
drive, кау, a dough-mixer, it is tacked on as an after- 
thought instead of being incorporated in the machine 


The Bakers' 
Exhibition. 


itself. 

The latter method, however. is said to be not prac- 
ticable in many cases on account of the difference in the 
speeds of the driving and driven machines, but the fact 
is overlooked that nearly always some form of gearing 
is incorporated in belt-driven machines, and even in 
the simplest arrangement the belt itself constitutes a 
speed-varying device. It 1х, therefore, suspected that 
the gear problem can be considerably simplified, and 
that it is not so real as it appears to be at first sight. 

The true solution will be difficult to arrive at so long 


as the makers continue to produce the two machines 


separately; each endeavours to produce a beautiful piece 


of apparatus of very high efficiency and reliability ej. 
tirely independently of the other, whereas what is of 
prime importance 1s not so much the efficiency of either, 
but of the combination as a whole —that is, input of the 
electric motor to output of the driven machine. More. 
over, it should be borne in mind that electric motors 
would be perfectly useless, and there would be no de. 
тапа for them whatever, if there was nothing for them 
to drive. 

Under the circumstances a better policy to pursue 
would seem to be to design and manufacture the motor 
as а component part of the machine which it is intended 
the former should drive, and it is to be regretted that 
nobody seems to have attempted to tackle the problem 
on the lines suggested, whereby it should not be difficult 
to effect à material reduction in the cost of the motor 
and also improve the general arrangement of the 
combination as a whole. 


’ 


In our '' Correspondence ’’ columns 
to-day Mr. F. M. West outlines a 
scheme for the introduction of electri- 
city into half a million small houses 
every year, by means of a wiring corporation operating 
in conjunction with the supply authorities and the lead- 
ing electrical societies. His reference to the old 
National Free-Wiring Co." is perhaps somewhat ill. 
omened, for the experience of that body is not likely 
to inspire enthusiasm in the breasts of those who are 
acquainted with its history; the present, also, is 
not a favourable moment for enlisting capital for such 4 
venture. Nevertheless, the idea should not be dismissed 
altogether without due consideration; we look forward 
hopefully to the time when circumstances will be more 
propitious to the flotation of such a scheme, which, if 
it could be carried into effect, would undoubtedly be 
very advantageous to that enormous body of small 
householders which at present is debarred from the use 
of electricity in the domestic ménage by the excessive 
cost of installation. 

In this connection our thoughts naturally turn to tlie 
Fixed-Price Light Co., Ltd., which for some 11 years 
has been carrying out on a modest scale a system not 
materially different from that outlined by our corre 
spondent, with excellent results; the company has some 
four or five thousand consumers of the artisan class, in 
various supply distriets, and appears to be very well 
satisfied with its business. From this precedent we 
infer that our correspondent's proposals —which practi- 
cally mean an enormous extension of this class of busi- 
nexs—are not inherently fallacious, and we commend 
them to the consideration of our readers. 


Electricity 
for All. 


THE final report of the Advisory Con- 


Railway mittee of the Ministry of Transport on 
Electrification this subject, which we abstract else- 
Standards. where in this issue, follows the lines of 


the Interim Report published a year 
avo, in that it abstains from arbitrary decisions and 
not only sanctions the continuance in operation of the 
various existing systems, but leaves the choice of system 
for future construction very largely open. The addi- 
tional regulations relate mainly to the method of supply- 
ing electricity to the trains, and permit either contact 
rails or overhead conductors to be used, thie former 
being either of the top-contact or of the under-contact 
type. As we said of the Interim report.“ Clearly. there- 
fore, uniformity is and will remain a long way off. 
The only definite standards laid down in the Report at 
those relating to the position. and arrangement of the 
contact rails and overhead conductors with regard to 
the track and the.loading gauge; these data. it must 
be admitted, are of great importance. Малу changes 
and improvements can be effected on the rolling stock 
as time goes on, without affecting the line construction 
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appreciably; but to alter the latter after it had been 
put into use would be a vastly different question, and 
it is absolutely essential to the progress of railway elec- 
trification that the relations of the conductors to the 
permanent way shall be fixed and maintained constant 
from the earliest possible stage of development. 

The Interim Report, while permitting alternating 
current to continue in use and to be extended where it 
was already installed, explicitly recommended the adop- 
tion of the direct-current system. Ав we have pointed 
out in these pages, the superiority of d.c. is far from 
being ап ascertained fact, and we may not have to 
wait many years before the verdict is reversed. But 
we cannot wait for the conflict to be settled for us else- 
where—we must proceed with the electrification of our 
railways as quickly as possible; whether the choice is 
the best possible or not is of less consequence than the 
immediate adoption of a definite policy. The Com- 
mittee, obviously, has not been able to go very far on 
the road of standardisation, for fear of restricting pro- 
gress and improvement, but so far as it has gone it has 
done good service, and we hope that its work will result 
in the early commencement of the great task of elec- 
trification with which so many of our railways are 
confronted. 


а 


EvEN after having made due allow- 


Capital ance for the enormous depreciation of 
Expansion іп the mark, the fact remains that a very 
Germany. considerable augmentation has taken 


place in the emissions of new capital in 
the electricity supply and manufacturing industry, 
particularly the former in the course of the present year. 
According to figures which have been issued in relation 
to the electrical industry and gas works combined for 
the eight months ended with August, 25 new companies 
were formed in this period with а nominal share capital 
of 690,800,000 marks; 45 existing companies made in- 
creases of 1,014 millions of marks in the share capital, 
and 15 made issues of obligations or bonds for over 
1,148 millions of marks. in fact, as a German news- 
paper points out, the capital requirements of the elec- 
trieal industry in the present year have been greater 
than those appertaining to any other industry or to 
banking, insurance and transport. The principal por- 
tions of the amounts issued apply to the great hydro- 
electric works in South Germany. Thus the Walchensee 
works, the Central Isar Co., the Bavarian works, the 
Baden works, and the Neckar Co. alone represent 605 
millions in shares and 700 millions in bonds, while the 
Neckar, Co. is just offering 350 millions in bonds. These 
figures, however, by no means fully cover the capital 
requirements of the hydro-electric works in tle South. 
Yet when we are told that Germany is impoverished, 
such figures for eight months of the year give rise to 
serious reflections as to the financial capabilities of Ger- 
many, 


Tue Edinburgh meeting of the 
British Association concluded on Wed- 
nesday last, and it is safe to say that 
from every point of view it was a satis- 
factory gathering ; quite up to the pre- 
war standard which, nowadays, is generally held to be a 
standard of excellence. The arrangements were all that 
could be desired in so far as accommodation, distribu- 
tion of hterature, and general facilities were concerned ; 
In fact, we think the complaint we are about to make 
was the only ‘‘ rift within the lute." 

We were led to expect discussions on many of the 
papers, but, unfortunatelv, the programmes were so 
full, in most cases, that anything in the way of helpful 
comment or healthy criticism was precluded. Indeed. 
sometimes in addition to the arranged programmes. 
опе of the Sections were asked to listen to unannounced 
Papers which made discussion quite impossible, and 
| occasionally upset members’ plans. Several afternoon 

sessions vere held bv some of the Sections. but we do not 
think that members would like these to become a per- 


Congestion at 
the B.A. 
Meeting. 


manent feature of the meetings; if this were so the 
afternoon excursions, which add so much to the pleasure 
of the gatherings, would have to be abandoned. 

We are therefore forced to the conclusion that either 
some of the papers must be published in advance. 
‘taken as read, and discussed; the number of papers 
must be reduced; or the duration of the meeting must 
be extended. The last of these would be very acceptable 
to members whose business would permit of their stay- 
ing, if every meeting was as pleasant as this year's has 
been. 


Охе of the results of the Great War 


The Wages was to cause the introduction into an 
Clause in enormous number of Government and 
Government other contracts of a clause providing for 
Contracts. the variation of price caused by higher 


wages. In some Government contracts 
the agreement or acceptance of tender provides that the 
price includes all increases in cost of labour or material 
to а given date, and that claims for increased costs of 
production due to Government awards of higher wages, 
or increase in the price of materials, shall be considered. 
The question what constitutes a Government award 
within the meaning of this provision has recently been 
considered by the Federation of British Industries in 
consequence of the refusal of the Admiralty to admit 
that the award of an Industrial Court is a Government 
award. The Admiralty, apparently, takes the view that 
an award of an Industrial Court is the outcome of a 
voluntary resort to arbitration by the parties concerned, 
and is not the result of an award authorised by Govern- 
ment. When appealed to, the Treasury refused to give 
any definite ruling on the matter, holding that it was 
for any party to take what steps he might think proper 
to enforce the terms of his contract. It is to be observed, 
however, that in a former contract with the Ministry of 
Munitions the following clause appears: If during the 
currency of the contracts the cost of labour . . . shall 
have increased by direct Government action (as defined 
below) the contractor may claim and the Minister of 
Munitions shall repay any increased cost of production 
due to increased costs of labour, &c.’’ The definition of 
“* direct Government action ’’ is in the case of wages : — 
Any award as to wages made upon any reference for 
settlement under the Munitions of War Acts, 1915 to 
1917, or any order or award as to wages made by the 
Minister or by any Tribunal appointed for that purpose 
pursuant to any Act of Parliament." The Industrial 
Courts Act, 1919, is stated in the preamble to be for 
the establishment of an Industrial Court and Courts of 
Inquiry in connection with trade disputes, and to make 
other provision for the settlement of such disputes." It 
seems to be clear from this that under munitions con- 
tracts, at any rate, any advance in wages due to an 
award of an Industrial Court is the result of direct 
Government action; and it seems to be а technical dis- 
tinction to say that the award of such & Court is not a 
Government award within the form of contract approved 
by the Admiralty. If it is not a Government award, 
what else is it? The employer who willingly accepts the 
award of an Industrial Court which has effect to keep 
up wages has yet to be found. Not only is he not a 
voluntary suitor at these tribunals, but he generallv 
resents their interference with his business. A case 
recently came before а Court of Referees in the Metro- 
polis where а question arose as to the terms upon which 
a certain man had left his employment. It appears 
that his emplover had been summoned and fined for not 
paving wages in aecordance with the scale fixed directly 
or indirectly by Act or Parliament. Не paid the finc, 
and it may be he was compelled to pax arrears of wages 
due: but being determined to pay no more, he forthwith 
discharged some fifty workmen, including the man 
whose case was before the Court. To argue that he had 
voluntarily submitted to the award which settled the 


wages would be absurd. 
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ELECTRIC RESISTANCE FURNACES. ze Gee 


By E. P. BARFIELD, A. M. I. E. E. | mE М 


Tun heat treatment of steel by electricity opens а very 
wide field. Electric furnaces are equally as robust in 
construction as those heated by gas, oil, or solid fuel, 
and as they also possess greater advantages, it is of 
interest to both the electrician and mechanical engineer 
to know more about their sphere of usefulness. 

No one will deny that the best steel is produced by 
the are furnace, and similarly it may also be stated 
without fear of contradiction that the best tools, needles, 
engine and motor parts, &c., are produced when also 
hardened in an electrically-heated furnace of the resist- 
ance type. | 

А. steel-hardening furnace is quite a simple affair. 
Briefly, it usually consists of à chamber closely wound 
with a resistance wire of uniform section and uniformly 
spaced, thus all the necessary conditions for uniform 
heating are present, illustrating the extraordinarily 
valuable application of electricity as a heating agent. 

In the heat treatment of steel, uniform heating is, of 
the greatest importance. With gas and oil heating there 
are variations of pressure and calorific value; with 
solid fuel there are also difficulties in, obtaining and 
maintaining uniformity. In an electric furnace а given 
and uniform temperature can always be obtained in a 
known period, or a known temperature in a given 
period. Another important feature of electric furnaces 
of this description is the entire absence of fumes, and 
as there are no flues and the lagging is efficient, heat 
losses are negligible. 

In gas, coal, and coke furnaces, the products of com- 
bustion entering the heated chamber affect the tools. 
&c., but in an electric furnace as there are no such 
deleterious gases the work is kept clean, and there is 
a minimum of scale. Even this can be further reduced 
by dipping the tools in thin mineral oil previously to 
heating—the oil carbonises and forms a protective coat- 
ing which is easily removed. Temperature control in 
these furnaces is effected by means of а regulating 
rheostat. 

The term ‘‘ electric furnace ’’ often conveys the idea, 
even to a practical engineer, that this appliance for the 
heat treatment of metals, &c., involves an elaborate ap- 
paratus with a complicated arrangement of circuits, 
switch gear, and other accessories, all requiring careful 
adjustment and control as well as constant expert atten- 
tion, whereas it 18 really one of the most simple pieces of 
&pparatus to erect, install, and operate. Assuming 
he leads are run to а position adjacent to where a fur- 
все is to be used, the whole work of erection and con- 
necting can be carried out in under one hour; and as 
for working, an unskilled girl or youth, with a special 
tvpe of furnace, can harden the most intricate articles 
with a certainty that outclasses a skilled hardener of 
many years’ experience. The unskilled operator proves 
quite capable also of making any minor adjustments 
to the furnace that may be necessary now and again. 

It is claimed that articles of steel hardened in an 
electric furnace are tougher, stronger, and better cutting 
than those produced in any other way, and numerous 
physical and wearing tests have undoubtedly proved 
this claim, whereas similar articles hardened in other 
types of furnace are not produced with anv such сег- 
taintv. Whilst they may be hard to the file, the hard- 
ness may have been, and too often is, obtained as the 
result of over-heating with a consequent loss of strength 
and useful life in the tools so treated. 

The cost of electricity consumed is very low. Taking 
a basic charge for electrical energy. of Id. per kWh. the 
cost per ton of tools hardened is £1 14s. and. as already 
stated, skilled labour is not necessary even for the most 
intricate hardening. 

One important feature in modern electric-furnace 
practice is an arrangement which will cut off the heat- 
ing current at a pre-determined temperature, and so 


prevent damage in the event of an operator omitting 
the usual procedure of switching ''* off’’ a furnace when 
not in use. Refinements of this nature arid other in. 
provements introduced Бу: various manufacturers of 
electric furnaces have not only rendered these furnaces 


fool proof," but they have advanced their products 


to such an extent that to-day this country is the larges, 


exporter of electric furnaces, and can compete in quality 
with any producers abroad. From these remarks it must 
not be inferred that the home or export ‘business is 
enormous, for such is not the case, but its magnitude, 
in spite of the financial situation," is encouraging and 
steddilv increasing. P Wwe Ж Ead 
The use of electric furnaces is not confined to steel 
hardening onlv; their industrial uses are numerous. 
For example, there are melting furnaces for ‘use in the 


foundry, and rivet furnaces for correctly heating both 
iron: and brass rivets;'silver and gold annealing also 


offers a wide field: Бог dental work special furnaces 
are made for low-temperature work in the dental sur- 
gery, and a considerably higher temperature for the 
dental manufacturers in producing artificial teeth. 
Chemical furnaces are usually designed so that the 
heated -chamber or container may be tipped and its 
contents. emptied. Numerous other types of electric fur- 


naces are made for different industries, and their adop- 


tion in place of gas-heated ones will certainly make far 


more rapid progress in this country when the commer- 


cial sides of electricity supply companies have a closer 


acquaintance with high temperature, and study the 


questions of heating applied to- production in much the 
same wav as the gas companies are doing. . 

The field for electric furnaces, is not confined to large 
industrial centres; nearly every electricity supply com- 
pany or corporation has a number of potential users, 
and from a purely electrical point of view the electric 
furnace load is well worth cultivating, as the power con- 
sumption for different-sized furnaces varies between 
II kW and 20 kW, and larger sizes are in course of 
preparation. For night loads carburising or case-hard- 
ening furnaces should also be of interest to electricity 
supply authorities, these types of furnaces being usually 
charged with work during the day and switched on 
before the works close at night. and either switched of 
again first thing when the works reopen next morning 
or controlled by a time switch which comes. into. opera- 
tion shortly before the works open. . The operation of 
carburising in a furnace of this description is easier 
and far more certain in results than in gas, coke, or 
coal-fired furnaces. — о з, “р ET | 

АП the pioneer work with regard to the introduc- 
tion of electric furnaces to the consumer has been left 
almost entirely to the handful of manufacturers engaged 


in this branch of the industry. The Institution of Elec- 
. trical Engineers has not yet recognised anything beyond 


arc steel-melting furnaces, which deal with the produc- 
tion of steel in tons, and are, of course, not applicable 
to ordinary engineering or similar industrial produc 
tions. | " RES | NE 

A large number of electrical engineers have never had 
facilities at their disposal to experiment in or obtain 
experience with high-temperature apparatus heated elec- 
tricallv. and consequently it is probable that they do 
not realise that muffle furnaces working: at, say, 1,100 
deg. C. are commercial productions used in numerous 
trades for various purposes. | 

It might be suggested that if commercial managers 


connected with the supply of electricity were to investi 
Late the use of gas-heated appliances already installed 


in their consumers“ premises. and communicate to 


manufacturers the size; purpose, output, and any other 
data available regarding’ the gas appliances used, 1" 
nearly every instance an eleetrically-heated appliance 
could be substituted. gees - TE А, ST 
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THE CONTRACTORS FUTURE. 


— 1 
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Тнк time has arrived when the future of the electrical 
contractor’s business is being seriously ‘challenged, and 
it must be decided immediately ‘whether or not the 
electrical.contractor is the right medium through which 
not only electrical labour-saving appliances, but all 
electriral supplies are to be sold and distributed, or 
whethér other channels of distribution are to be chosen. 

The actual answer rests entirelv with the contractors; 


" MiLLER " Lame DEPARTMENT OF THE CHICAGO RETAIL ELECTRIC 


SHOP. 


if they fail to recognise that the electrical installation 
side of their business is entirely separate from their 
sales side, they cannot hope to satisfy the public or 
manufacturers, which means that other sales outlets 
will be found. 

A few years ago a similar condition existed in the 
United States. The condition was faced by a body 
of keen business 1nen in the contract- | 
ing world, with the result that 
to-day electric shops in America are 
the most up-to-date and attractive 
of any shops to be seen ; they appeal 
directly to the womenfolk ; they are 
always spotlessly clean; the goods 
are well displayed in attractively 
decorated windows; actual demon- 
strations or working models are 
usually in operation, and, above all, 
the sales assistants are practical men 
and women, who understand their 
jobs, and сап demonstrate and ex- 
plain the details of the apparatus in 
question. In other words, person- 
ality апа knowledge in the electric 
shop plays just as important a part 
as in the hat or blouse shop. Sales 
assistants of this grade are not ex- 
pected to clean windows, polish brass 
Work, and at the same time to do 
sundry office jobs. То ensure the 
sales department being properly conducted and thus 
producing the maximum sales results, great attention 
thould be paid to: (a) Displaving electric appliances; 
(h) popularising ‘electric appliances by means of the 
following methods :— 

1. Arrange proper demonstrations. 

2. Arrange attractive window displays. 

5. Prepare appropriate circular letters to consumers. 


е 4. Árrange appointments for the outside representa- 
Ives. : 


. Buy I. d. HAWKINS. 


5. Prepare suitable printed matter. 

6. Satisfy callers and secure all possible business, 
and educate the buying public to the use of electricity, 
Ke. 

How few electric shops in the British Isles are worthy 
of the name! But when one stops to think what a 
wonderful progress these few have made, it 1s surprising 
that before now some syndicate or other hag not developed 

| a chain of such shops throughout 
the country. It is a known fact 
that a large foreign manufac- 
turing concern has opened its 
first electric shop in London, which 
is the first of many which аге 
to be dotted in all of the principal 
centres to cater direct to the public 
—the idea being to give the British 
publie the benefit of progress as far 
as the electrical shop is concerned. 
It is now up to the electrical contrac- 
tors to be first in the field by getting 
busy immediately, and to develop 
before any outside organisation can 
scoop the market. Surely the 
Contractors’ Association ог the 
N. E. C. T. A. should immediately ap- 
point a merchandising committee 
consisting of men of undoubted sales 
ability, and if necessary seek the aid 
and co-operation of men outside that 
Association. If once a chain of elec- 
tric shops is established by foreign 
firms the local contractor's sales 
| opportunities will be very poor, 
even tliough he may then be willing to make a show 
and do the thing properlv. 

Financial cramp and lack of organisation often deter 
the enthusiastic contractor from running an up-to-date 
and successful sales department. Is there anv other 
trade which is so badly financed? Quite frequently the 
total assets of а budding contractor are a few pounds, a 


INTERIOR or A U.S.A. ELECTRIC SHOP; AN EVERY-DAY SIGHT. 


coil of wire, and a set of tools. How frequently he never 
gets beyond the starting stage. Even if he does, he is 
invariably in a more or less bad way. Would it not be 
а splendid thing if, in various centres throughout the 
country, contractors joined hands with their supposed 
rivals, and made one or possibly two.contracting busi- 
nesses with central offices and showrooms, from where 
the whole electrical business of the locality could be 
efficiently conducted, instead of possibly twenty small 
contracting businesses poked away in back allevs where 
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daylight has difficulty in penetrating, let alone the 
lady of the house who is out to be seen and out to 
see things The advantage of such an arrangement 
would be:— 


1. Pooled finances and central control, thus estab- 
lishing а sound business. 


2. Local co-operation between all contractors in one 
business instead of throat-cutting competition by twenty 
small concerns. ö 


3. One efficient establishment; опе set of books; one 
set of foremen and wiremen; one oflice staff; one tele- 
phone installation instead of twenty; in fact, a vast 
reduction in establishment charges all round. 


4. The twenty contractors would become co-partners 
or officers of tlie one company, all seeking for work or 
carrying work through, or attending to sales as in the 
past, but with the tremendous advantage of knowing 
that their finances were in good hands and that the 
whole business was in a sound state. 


5. Buying in bulk advantageously and being able to 
carry out contracts which small firms could not do, and 
which, therefore, would be passed to outside firms. 


6. Properly catering for the electrical trade, and thus 


satisfying the publie as well as the manufacturers, and 
ousting tbe possibilities of outside competition. 

7. An analysis shows: — 

(a) Efficiency. | 

(b) Reduced cost. 

(c) Better buying. 

(d) Profitable prices. 

(e) Good local showrooms. 

(/) Increased profits and assured success. 
(у) Greater facilities for contracting. 

There are disadvantages in every scheme, but these 
usually are overwhelmed by the advantages, if it is a 
good one. Remember that this is only a suggestion, 
put forward by one who is keenly anxious to see the 


contractors grasp what should be theirs, and develop 


a sound merchandising department to their businesses 
on the most efficient lines. 

Any group of contractors or individuals seriously 
interested in the plan outlined herein should communi- 
cate with the author at 116, Charing Cross Road, or the 
secretary of the Electrical Contractors’ Association, II, 
Southampton Row, London. 

The illustrations accompanying this article show the 
types of electric shops which are common in the United 
States. 


ARMATURE WINDING AND INDUCTION MOTOR DIAGRAMS. 


By C. SYLVESTER, 


A.M.LE.E., A.M.I.Mech.E. 


THERE are very few faults to find with the practice ot the 
modern armature winding shop. The formers are excel- 
lent, when compared with the home-made formers of 
the small winding shop of a few years ago, and the heat- 
ing presses certuinly make a good solid job of a com- 
pleted coil so that they do not have to be handled so 
vingerly, the latter being against the interests of effi- 
ciency as far as the armature winder is concerned. It 
пау be said, however, that considerable scope exists for 
the improvement of armature winding diagrams, that 
is, if the armature winder is to thoroughly understand 
them. Some of the armature winding diagrams Issued 
by several of our large electrical engineering companies 
may be compared with nothing more or less than 4 
Chinese puzzle, and armature winders in vain try to 
trace definite paths through a winding. 

[ have seen a complete winding diagram which showed 
а lap winding connected up to a commutator of 260 seg- 
ments. The whole of the coils and circuits through the 
complete winding were shown and, from the pitch of 
the coils, the armature was clearly intended to operate 
in a six-pole machine. The whole of this winding was 
contained on a blue print 12 in. long by 8 in. wide. 
Upon looking at this diagram the thought immediately 
came into one's mind: How careful a winder must be, 
if he is to connect up these coils correctly.” There 
would indeed be very small wonder if, when a winder 
уаз tracing the circuits through this armature with a 
pencil, he straved from one line and picked up another 
опе. thus finding himself up against a ‘* dead end." 

It mav be argued that modern machine shop practice 
entirelv eliminates the possibility of an armature winder 
making a mistake when he is connecting up the col ends 
to the commutator segments. It may be pointed out that 
the modern former forms the coils so accurately that they 
will literally fall into the correct position on the respec- 
tive commutator segments to which they are to be con- 
nected. This point may be further driven home by а 
remark that, since all coil ends are fitted with coloured 
stockings, there is no necessity for the armature winder 
tu know anvthing about the job. Surely there are no 
greater fallacies in existence than these. An armature 
winder does not always practise his art under workshop 
conditions. In some workshops winders are continually 
engaged pon one class of winding for, sometimes, 
months at atime. If, however, they are placed upon an 


entirely different tvpe of armature, they experience some 
difficulty, for a time, in getting into the changed con- 
dition of affairs. Again, it is the practice in some wind- 
ing shops for the shop foreman to place the first coil in 
its correct slots, and to lay the coil ends in the slots of 
the respective conimutator segments. This, to a certain 
extent, makes things much easier for the armature 
winder, but not in the direction he most desires. 

We will now consider the case of a large power plant, 
or traction system, situated some hundreds of miles 
from the factory where the electrical machinery was 
made. In almost every power plant will be found an 
electric motor which has been designed to meet special 
requirements. It may be a large motor for an air com- 
pressor with a very low speed, or it may be a motor 
designed to operate at full load under a very wide range 
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Fig. I. — SiMPLEN. L. Ab- WO tt ND ARMATURE DIAGRAM. 
Fic. 2.-—WaAve-WINDING DIAGRAM. 


of speed. The fact remains that such machines are called 
for, and manufacturers have to deviate from their stan- 
dard practice, and a machine is produced to meet these 
exceptional requirements. This being so, if a breakdown 
occurs to the motor, special component parts have to be 
made to cope with the breakdown, and, since no spare 
motor is available, the repairs have to be carried out 88 
quickly as posible. It is in a case like this in which the 
armature winder is in need of the utmost assistance. It 
may be that an armature is completely burnt out and 
has to be rewound on site. The coils are hurriedly 
made in the winding shop, and a diagram is got out, 
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similar to the one I have described above. The coils, 
diagram, and necessary insulation and banding wire, 
&c., are banded to the armature winder, and he is sent 
away to do а job upon the success of which the reputa- 
tion of his firm depends. | 

Under these conditions, therefore, the armature 


winder should be given a winding diagram which will 


enable him to follow the circuits through the armature 
with а minimum risk of making a mistake. 

In fig. 1, I submit what I consider is an adequate 
diagram for а simplex lap-wound armature. This dia- 
gram shows two coils in position and the connections of 
the coils to their respective commutator segments. Re- 
garding P, the pitch of the coils in the slots of the core, 
the blue print should definitely state this briefly аз 
follows: P = 1 to 8, or 1 to 12, as the case may be. If 
the pitch is 1 to 8, then it naturally follows that the 
remaining coils Vill be placed in slots 2 to 9, 3 to 10, 4 to 
1l, апа so on. Regarding the connection of the coil 
ends to the commutator segments, it would not be super- 
fluous to add а few figures to the details of P, as fol- 
lows: — 

Coil 1, segments 1 and 2; coil 2, segments 2 and 3; 
coil 3, segments 3 and 4; and so on. 

In dealing with wave winding diagrams we are hand- 
ling a much more difficult task owing to the fact that 
top and bottom coils have to be taken into considera- 
tion. For an armature of fairly large size, & complete 
wave winding diagram is one maze of full and broken 


lines. The former represent top coils and the latter“ 


bottom coils, according to the system or procedure of 
the designer. That such a diagram is known to be com- 
plicated is quite clear from the fact that some engineers 
show the brushes on the inner side of the commutator, 
in preference to their correct position, since the latter 
would cover several coil ends and so lead to further 
complications. In fig. 2, I submit a wave winding dia- 
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Fic. 3.—RotTor-WINDING DIAGRAM. 
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gram which should make the connections quite clear to 
any armature winder. Here, as before, P represents the 
coil pitch. Two coils are shown in position with their 
ends connected to their respective commutator segments. 
The commutator is one of 61 segments. As with the 
previous diagram it is necessary to add a few figures 
to the details of P. In this case the following figures 
should be sufficient to give one a clear idea of the com- 
plete connections : — 

Coil 1, segments 1 and 32 ; coil 2, seginents 32 and 2; 
coil 3, segments 2 and 33 ; coil 4. segments 33 and 3; 
and so on. Is it not much better to use a few figures 
like these than to run the risk of straying from one line 


to another when tracing the circuits through an intricate 


Winding diagram? 

| Ав with armature winding diagrams, those for induc- 
tion motors need to be verv easy for the ‘‘ trouble man ”’ 
to follow. The construction, or design, of the windings 
of induction motors is so varied, and it is possible that 
& winder may be sent to wind a rotor or stator which 
he has not seen before. In fig. 3, I show a rotor winding 
diagram which contains sufficient detail to enable any 


winder to rewind the rotor for which it is intended after 
а very brief consideration. The rotor has 48 slots. 
There are 4 poles with 4 slots per pole per phase. It 
will be noticed that the rotor is to operate on a 3-phase 
system. One phase is connected between А and АІ, the 
second phase between B and Bl, and the third phase 
between Cand Cl. The position of the windings for the 
three phases is clearly shown, and all that is necessary 
is to indicate, by. means of figures, the slots to which each 
end of the windings should be conducted. There is 
obviously no necessity to draw а complete winding dia- 
gram as is often the practice nowadays. 

Regarding fig. 4, which illustrates a stator winding 
diagram for 48 slots, 3-phase, 4 poles, 4 slots per pole 
per phase, the simplicity of this needs hardly any com- 
ment. As before the phase windings are between A and 
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Al, B and Bl, and C and Cl; A, B, and C are con- 
nected up for star operation, Al, Bl, and Cl being the 
ends of the windings to be connected to the three-phase 


supply. 

The windings for larger motors may be treated in the 
same manner. It is merely necessary to lay out the 
positions of the windings as far as one pole in each phase. 
Beyond this, the use of figures should be resorted to, 
since these are much easier to understand than а mass 
of uncertain lines by the only person who really matters 
—the winder, who has to apply the diagram to his work. 


лл — — 


Inter- Scandinavian Transmission of Energy.— The ques- 
tion of the electrical transmission of energy from Norway via 
Sweden to Denmark has been under discussion in the countries 
concerned for many vears past, and has only now reached the 
stage of negotiations. These were begun at Christiania in the 
latter part of August, when Government commissions met for 
the first time to deal with the problem in its preliminary 
aspects. After the presentation of various reports on the 
question, the conference proceeded to appoint committees com- 
posed of two representatives of each country. The first com- 
mittee is to investigate the electrical side of the problem of 
power transmission with regard to a line carried over Sweden, 
and as an alternative the laying of a cable under the Skager 
Rack. The second committee will deal with the legal aspect of 
the question, and suggest any legislative amendments which 
тау be deemed necessary. When these points have been 
cleared up the purely business side of the question will be 
examined. and then the matter of organisation— whether the 
work will comprise an inter-State undertaking, be entrusted to 
a company, or be a combination in which the States them- 
selves will participate. It appears that the Danish represen- 
fatives have already put. forward valuable information in 
favour of an alternative cable under the Skager Rack, while 
estunates for a land line via Sweden have been submitted both 
by Norwegian and Swedish authorities. Under the circum- 
stances it is probable that many years will elapse before the 
scheme is carried into effect. 


New Australian Cable Company.—.\ companv has been 
formed by Messrs. Gibson & Sons, Sydnev, with a capital of 
£250,000, to establish works near Sydney for the manufacture 
of telephone and electric transmission cables. The plant 
has been ordered and a stuff engaged. The first unit is 
expected to be completed within a year. A contract has been 
placed with the company bv the Commonwealth Postmaster- 
general's department for approximately £250,000 worth of 
cable. Most of the materials for the manufacture are pro- 
duced in Australia, 
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(THE SHIPPING, ENGINEERING, AND. MACHINERY. EXHIBITION. ` 


Each of the exhibitions held at Olympia under the 
same organisation since 1914 has been more suc- 
cessful than its predecessor. ! 
last undertaking, in the autumn of 1919, the distin- 
guishing feature was the extensive and interesting Dutch 


section, but owing to the large representation of foreign 
interests, Olympia was taxed to its uttermost, with the 


result that all the applications for space could not be 
satisfied. Оп the present occasion, therefore, while the 


international character of the exhibition has been main: 


tained, preference has as far ns possible been given to 
British manufacturers. : SUM | 

In the absence of the president (the Hon. Sir Charles 
А. Parsons) the exhibition was formally declared open 
by Capt. Н. Кіа] Sankey on September 7th, and in 
order to facilitate inspection by the public of the dis- 
plays of the 360 odd exhibitors, the exhibition will 
remain open for three weeks. Recognising the 
educational benefit of an undertaking of this character, 
the management is offering special facilities to members 
of engineering institutions, technieal students, works' 
managers and foremen, &c., to visit the exhibition; a 
series of lectures, papers, and conferences on various 
subjects has also been arranged, and in the kinemato- 
graph theatre films will be shown daily dealing with 
electrical and engineering subjects. For the first time 
since the war the railway companies have arranged 
to run excursion trains up to London, and it is 
to be hoped that they, in addition to the cheap tickets 
which are aveilable to emplovers and others, will be 
inade full use of by engineers of all sections. The broad 
educative effect of à comprehensive exhibition of modern 
engineering practice of this kind is too valuable to be 
neglected. 
It is pleasing to note that in default of an electrical 
show, an attempt has been made to secure as impressive 
as possible a display of electrical and allied exhibits. 
Flectrically-driven winches, capstans, and other auxi- 
Пагу gear occupy nearly as prominent a place as do 
ship-lighting sets, while electric welders, furnaces, and 
switch and control gear are well represented. It is 
especially gratifying to be able to record that makers of 
electric heating and cooking appliances have fully 
appreciated the opportunity that is presented by this 
exhibition for emphasising the merits of the electrical 
method on board ship. | 
In the course of his speech at the inaugural luncheon, 
over which Dr. H. S. Hele-Shaw ‘presided,..Commander 
Sir Trevor Dawson (vice-chairman and. managing 
director of Messrs. Vickers, Ltd.) compared the present 
industrial position of England with that of Germany. 
which country he had visited about a month ago. While 
there һе had investigated the labour position in two 
great workshops—one electrical and the other steel and 
engineering. Both were hives of industry in which 
labour worked harmoniously, and from which output 
was very high. The electrical works had been allowed 
to write down their shops and machinery during the war 
to the extent that they stood in the books at one mark. 
Moreover, there were no taxes such as the munitions levy 
or the excess profits duty, and consequently thev had 
been able to collect working capital to enable them to 
progress with peace products without any financial 
embarrassments. When the above conditions were con- 
sidered, together with the fact that the average wages 
paid in Germany were of the order of four marks per 
hour for an eight-hour day, it was not difficult to realise 
how disconcerting was a comparison with the conditions 
obtaining in this country. [On Monday last the German 
mark fell in value to about 2d., the closing rate of ex- 
change being 4033 marks to the British £. The pre-war 
value of the mark was approximately IS., or 20.43 to 
the K.] Even during the stress of war Germany had 
studied and foreseen the economic position which would 
arise when hostilities ceased, 

What follows is a brief review of the exhibits of an 


On the occasion of the 


electrical nature, but very little of а. really novel char. 
acter appears to be shown, except in minor matters: 
there is no outstanding attraction, Nevertheless, there 
is a great deal on view that engineers of all grades 
should not fail to see. NL A 

On the stand of Messrs. ELECTRICAL UTILITIES, LTD., the 
'" Utility " current limiter, which has been described in our 
pages, is shown in conjunction with the Sentinel excess 
current indicator which consists of a resistance element, a 
portion of which is coated with urea crystals that are nor- 
mally white in colour. If an excess current of about ? per 
cent. passes, the coating will melt in from 15 to 30 minutes, 
and а permanent record of the passage of the overload is thus 
obtained. | e pur м Lie ls i 

The Lightning " electric cooking oven that has been pro- 
duced by the firm has been illustrated in our columns. It 
consists of a circular sheet-inetal: dome, inside of which, 
carried circumferentially, is the heating element extending 
from the top to the bottom. and 1s.divided into three sections. 
The dome is attached to 4 counter weight, and сар be easily 
raised or lowered. | ий 

The Dim-Bright " adapter fitting shown on this stand is 
intended for use in conjunction with: the. new neon gusfilled 
electric discharge lamp. It cofisists of a polished brass globe 
with an adapter (to fit standard lamp holders) at the top and 
two lamp holders at the foot, the latter controlled by a cord- 
operated switch which puts one or other lamp in circuit. One 
night lamp and one bright lamp are inserted in the holders, 
and while the dim light can be alight continuously, consuming 
little current, а bright light is obtainable in a moment by 
pulling the cord. ; 

Neon lamps in the form of signs, as described in our Corre- 
spondence " columns last week, are also to be seen on the 
stands of the RAwLPLUG Co., LTD., whose product is now well 
known in the electrical trade, and of Messrs. THOMAS AND 
BisHop, Lro., who demonstrate the qualities of ` Cling-Sur- 
face," a material used for treating belting; leather and textile 
belting when treated therewith жар. Бе run easy or slack, in- 
stead of tight, without slipping. Gale's commutator compound 
is also shown on this stand, which is claimed to remedy spark- 
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ing, keep commutators clean, prevent cutting, and will not 
zum the brushes. x 

To return to the neon lamps, these are obtainable from the 
GENERAL ELectric Co., LTD., amongst.others; they are a cheap 
means of lighting, and are very effective for sign illumination. 
As shown in fig. 1, each lamp contains a separate letter whe! 
glows with an orange colour. Atepresent they are only obtuin- 
able for use on 200/250-volt circuits, but it will be appreciate 
that the problem of producing electric lamps. of really low 
candle power and current consumption for use on ordinary 
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lighting circuits has at laet been solved by 


the production of 


* Osglim (neon) lamp now in course of manufacture 
in this . (bor such purposes as night lights, visual in- 
dicators, &c.. at pressures of 200 volts and over the choice 
has hitherto lain between the 20-watt metal-filament lamp 


and the 5 or 8-candle-power carbon lamp 


consuming more 


than 20 watts. The new lamps present a successful and very 
interesting solution to this problem, and the patents covering 
them are jointly owned by the British Thomson-Houston Co., 


Ltd. and the Genera! Electric Co., Ltd. 


consume 5 watts as a maximum and produce a light which, . 


46 Osglim 57 lamps 


Fic. 2.— OsdLIM HANGING SIGN. 


although of low intensity, is amply sufficient for the purposes 


mentioned above. 


An entirely new principle in lamp making is involved in 


the design, which consists essentially of two metal electrodes 


— 
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Fia. 3.—OsGuim PEDESTAL SIGN. 


sealed into a glass bulb containing rarefied 


neon gas. These 


electrodes are connected to an electric circuit (either d.c. or 
a.c) by а bayonet cap and holder in the ordinary man- 
ner. The potential difference between anode and cathode 
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Produces an electrical discharge across the rarefied gas, and 
a8 8 result of tho ionic bombardment, a glow of a characteristic 
reddish-orange colour is produced as a luminous haze sur- 


rounding the cathode. 
e construction of the lamp is simple. 


and the absence 


of a filament does away with the weakest part of an electric 
lap. The mechanical strength is, therefore, very great. 
being limited only by the strength of the glass bulb. 

At present two distinct patterns ure made: ‘The ''letter ” 
type (fig. 1) bas the cathode made in the form of a block 
letter, numeral, or other simple device about là in. high. 
This is principally used in simple signs for displaying a word 
or words which, by the way, are nearly as conspicuous in 
daylight as in the dark. The other type, for use where merely 
an indicator or safety light is required, has the cathode made 
of a thick wire spiral wound roughly into the shape of a 
beehive. | | 

The glow is produced both on direct current, when the 
cathode only shows the glow, and ор 2ternating current, 
when both electrodes are luminous. Sci inodifications intro- 
duced into the d.c. lamps, however, make them less effective 
on а.с. circuits so that in practice two. separate types of this 
lamp are made. The letter lamps are made suitable for use 
on either kind of circuit. 

The possibilities of the Osglim lamp are almost un- 
limited, and the many uses to which they may be put will 
be obvious. 

The lighting lamps are primarily intended for dim illumina- 
tion; they make excellent nightlights in nurseries, &c.; and in 
domestic illumination they have been used with good effect 
to add a touch of colour to the lighting scheme. 

The General Electric Co. has designed an attractive range 
of signs for use with these lamps. Typical examples are 
shown in figs. 2, 3, and 4. A universal adjusting device is 
fitted to each lampholder so that individual lamps may be 
turned, raised, or lowered, to bring them into correct align- 
ment. | 

Messrs. SigBB, GoRMAN & Co., Lrp., again exhibit their 
diving apparatus and smoke helmets, giving demonstrations 
several times daily in water and gas tanks, including the use 
of underwater. illumination and the use of telephones by the 
diver while submerged. 

Telephone apparatus is exhibited by, amongst others, 
the British L.M. Ericsson MawuracrURING Co., Ілор., 
which has on view several types of instruments, switchboards, 
and accessories, as well as magnetos suitable for use on four- 
cylinder engines, and the RELAY AuTOoMaTIC TELEPHONE Co., 
LTD., whose exhibit consists of a complete installation for an 
inter-departmental automatic system giving facilities for the 
connection of 50 telephones. It comprises the automatic 
switchboard, power board. two sets of 94-volt batteries, and 
instruments all connected up for use so that visitors can grasp 
the method by which the use of human operators is eliminated. 
А special feature of the system which will attract attention 
is the fact that there are no working parts as generally under- 
stood; the onlv movement is that of the armatures on the 
relays, which have an almost imperceptible movement when 
operations are going on. There is an entire absence of all 
electro-mechanical switches, and the great advantages which 
are obtainable by the use of this svstem include absolute 
secrecy, instantaneous connection or disconnection, and high 
speed of operation. | 

A further important feature is the fact that only two wires 
are needed from the switchboard to each telephone, and great 
saving in accommodation can be effected by its use. 

Messrs. EVERSHED & VIGNOLES. ID., besides a selection of 
their standard instruments, exhibit an electrical helm or 
rudder indicator, which was originally introduced in 1898, and 
serves to indicate at any desired control position the degree of 
helm or angle of inclination of the rudder to the axis of the 
ship. By means of the hand-operated transmitter of the steer- 
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ing telegraph (an adaptation of the above indicator) at the 
control position the degrees of helm required can be signalled 
to any desired position, such as the engine room or steering 
flat. Needham’s revolution counter and pulsator system of 
speed control and measurement has been described in ош 
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pages, while Kilroy's stoking indicators have been in use since 
1902; they аге used to regulate the stoking of boiler furnaces 
and aid considerably in economising coal consumption. 

The object of the Kilroy system of turret danger signals, 
which was introduced in 1907, is to provide on modern war- 
ehips, in which the gun turrets have large arcs of training, a 
means of giving characteristic warning to those in charge, 
when the training of their guns is such that it would be 
dangerous to fire. The principle of the system is the com- 
pletion or interruption, by the movement of the turrets or 
guns, of circuite supplying current to apparatus situated in the 
turrets, in euch a manner as to operate a signal in a particular 
turret whenever the relative positions of that turret and the 


Ев. 6.—THe LOOEK-OUT RECEIVER. 


object which may be endangered are such that it is dangerous 
for the turret to fire. The operation of the signal always 
means '' Don't fire," and it is only given in the endangering 
turret. In British ships the danger signal is made by a 
trumpet worked by alternating current, adapted to give a loud 
and characteristic note whenever the circuit is completed. It 
gives also a visible indication. ‘he alternating current is pro- 
vided by a motor alternator run from the ship's electric light- 
ing circuit. | 

The direction-of-object indicator or look-out telegraph, of 
which the transmitter is illustrated in fig. 5 and the receiver 
in fig. 6, enables a man in the crow's nest or forecastle of а 
«hip to indicate at the bridge or other control position the 
Mearing of an object at sea; it runs off a d.c. supply, and is 
3dependent of voltage variations. 

The exhibits of some eight firms are of interest to electric 
welders. On the :tind of ALLOY WELDING FROCESSES, LTD., 18 
displayed a wide variety of welded articles and numerous types 
of coated electrodes, in addition to two improved sets of arc- 
welding plant. One is a completely self-contained petrol-driven 
set, and the other a motor-generator outfit, which has been 
designed to meet the needs of tramway engineers. Both sets 
are enclosed in sheet-metal covers and water-tight instruments, 
switchgear, and cable plugs are fitted to the ends of the steel 
enclosure; thus the whole presents a compact appearance, 
and can be used in the open without further covering. 
All the plant is shown in operation, as is also Daysohms "' 
a.c. plant, the special advantages of which are that the volt- 
age used is only 50 and its high efficiency combined with light 
weight—namely, 34 cwt. complete. An early form of this ma- 
chine has been described in our columns. but it has since been 
improved upon, and Messrs. Da4vsonws, LTD., have recently 
been obtaining some surprising and extremely important 
results, Incidentally, it may be said that successful welds have 
been made with 45 and even 35 volts a.c. Hitherto the problem 
has been how to maintain the arc when using a low open- 
circuit voltage, but this has now been overcome. Moreover. 
in the past welds have been judged by their mechanical 
strength, but it is a well-known fact that a large majority of 
welds are much stronger mechanicaly than they need be. 
Now, if the voltage can be reduced and therefore also the 
kVA required without impairing the mechanical strength of 
the resultant weld. the subject will assume an entirelv 
different aspect. This is the line on which Mr. Davies is 
working, and he has succeeded in increasing the weight of 
metal deposited per kWh consumed in an astonishing manner. 
This phase of the subject assumes much importance when it 
is realised that the cost of actual welding тау thus be con- 
siderably reduced. 

Messrs. С. D. Peters & Co., LTD., show various railwav 
and tramway fittings, and also apparatus for plastic are weld- 
ing on the Wilson system, by the use of which it is claimed to 
he possible to electricallv weld any grade of cast iron, includ- 
ing malleable iron. The firm supplies a aingle-arc portable 
outfit that has sufficient capacity for cutting. It is driven bv 
a 95-h.p. petrol engine, and the generator is a compound- 
wound 37-volt. 150-amp. machine, above which the control 
board is mounted crosswise. А similar set. but capable of 
eupplying two arca and having a capacity of 300 amperes, is 
also available, while the Dynamotor set is obtainable in a 


variety of sizes. 


. 


The welds to be seen on the stand of the BRITISH Авс Wep. 
ING Co., LrD., have all been submitted to tests, the results of 
which can be seen in the sample specimens themselves. In 
tensile tests of welds in mild steel Lloyd's tested plate, over 
100 per cent. strength was obtained in the weld, and a welded 
pressure vessel, 123 in. external diameter, made from Lin. 
ship's plate is shown, which has withstood a pressure of 
4,500 lb. per sq. in. A large weld in 11/16-in. boiler plate was 
successfully made with the two sections securely riveted to an 
angle framework; this interesting weld of a rigid structure ів 
exhibited. | 

The PREMIER ELECTRIC WELDING Co., Lrp., demonstrates 
arc-welding plant both of the internal-combustion engine. 
driven and motor-generator types. The sets shown are of the 
single-operator pattern, and the firm claims to have entirely 


done away with the use of wasteful series resistances in the | 


welding circuit. Samples of electrodes are also on view, each 
class being of a distinctive colour, in addition to resistance 
welding machines. 

The latter type of machine is also exhibited by the AI. 
MANUFACTURING Co., and is suitable for spot, seam, and butt 
welding. no flux or other foreign matter being required for the 
process. The stand is an exceptionally interesting one, and 
houses several machines for each of the three purposes men- 
tioned above; their operation is demonstrated in conjunction 
with the use of special jigs, and special attention is drawn to 
the fact that the human element is practically eliminated in 
the working of the machines—they function correctly on 
repetition work under the supervision of unskilled labour. Of 
the several butt welders shown, two are semi-automatic, and a 
particular feature of the exhibit is that the furniture is in 
part welded; the fence enclosing the stand is made up of 
samples of spot, seam, and butt welding in a variety of appli- 
cations, and the small table on which samples of work are 
laid out will also repay inspection. 

Electric resistance-welding machines are also to be seen in 
operation on the stand of Messrs. PERKIN & Оо. Lab., and a 
“ single-operator '" generator designed for metallic electrode 
welding to a maximum capacity of 175 amps. is shown by the 
METROPOLITAN-VICKERS ELECTRICAL Co., LTD. It is a motor- 
generator set with the starting and control gear panel mounted 
on iron brackets attached to the bedplate; the arrangement is 
designated semi-portable, being suitable for easy transporta- 
tion between different parts of a works or shipyard. A selec- 
tion of Cosmos domestic appliances, lamps, &c., is shown 
in addition to a 120-kVA, 3-phase ship’s lighting geared turbo- 


alternator set mounted on a combined bedplate. The control: 


of the 30-h.p. motor that is direct coupled to the winch ех- 
hibited 1s by means of push button automatic contactor gear, 
nd the derrick is provided with a limit switch to prevent 
over-winding. 

Messrs. Cuinass Propwucts, [тр., demonstrate the protec- 
tive, insulating, and waterproofing properties of their pro 
ducts; their anti-corrosive paint resists the action of acids and 
alkalis, and is non-conductive, two coats being sufficient to 
withstand 1,550 volts as certified by the National Physical 
Laboratory. Samples of solid insulating material are also on 
view. 0 

The exhibits of Messrs. SIEMENS BROTHERS & Co., Lip., in- 
clude engine-room telegraphs, which are shown in operation 
The supply of electricity for actuating the apparatus is derived 
from a primary battery. arranged to be left in circuit con- 
tinuously so as to be available at all times. The distance from 
the bridge to the engine room does not affect the operation 
of the telegraphs or diminish their positive action. Loud- 
speaking telephones for ships meet the need for means of 
communication between the bridge and various parts of the 
ship, including the engine room, and the helm indicator sup- 
plies a reliable means for indicating direct from the rudder to 
the bridge or wheelhouse the position of the helm. Means for 
testing the voltage of the battery and for checking the accu. 
racy of the instrument are included in the apparatus. The navi 
gation lights indicator forms a useful means for ascertaming 
whether the navigation lights of the ship are burning cor 
rectly. On the front of the case containing the apparatus 18 
shown a plan of the deck having small circular windows in 
positions corresponding to those of the navigation lights. 
dication that the lamps are burning correctly is given by means 
of small lamps situated behind the windows. Should one 
filament of a two-filament navigation lamp break the brilliancy 
of the indicator lamp diminishes, but the light is not quite 
extinguished: when both filaments are broken. or if from any 
other cause the circuit is interrupted, the indicating lamp is 
completely extinguished and, at the same time, a bel] rings 
to call attention. | 

The water-depth indicator is a convenient means of ascel- 
taining the depth of water in the various tanks of a vessel. 
The instrument comprises a transmitter which is operated by 
the pressure due to the height of water in each tank, an indi- 
cator, and a selector switch for enabling апу one of the trans- 
mitters to he connected to the indicator. The distance of the 
tanks from the. central position where the readings are taken 
dees not affect the accuracy of the instrument. | 

Forbes's ship's log and speed indicator gives the distances 
travelled by the ship as well as the actual speed thronch the 
water at any moment. The transmitting portion is fixed m 
the shio’s bottom, and consists of a valve through which can 
protrude, when indications are required, a bronze tube having 
qne opening facing forward for the admission of the water 
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as the tube is carried forward by the ship. and another facing 
aft for the exit of the water. Between these openings is a 
propeller operating the transmitting mechanism. so designed 
as to make a definite number of revolutions while the ship 
travels one nautical mile. The tube can be drawn into tne 
interior of the ship and removed for examination at any time. 
The receivers can be fitted in any desired position in the ship. 
and are operated electrically. | 

Wireless telegraph installations for ships, a distance pyro- 
meter and thermometer apparatus, samples of cables and 
wires, and в selection of batteries and lamps are included in 
the exhibit. 

(To be continued.) 


C. SEE р 
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A LONDON "TOLL" TELEPHONE EXCHANGE. 


THE volume of traffic passing over the trunk telephone system 
to and from London has for some years past been increasing at 
the rate of approximately 10 per cent. yearly, and is, in fact, 
fast approaching the limit of the capacity of that exchange, 
and the provision of relief arrangements has become a para- 
mount necessity. The Post Office has therefore separated the 
longer from the shorter distance traffic and has allocated an 
exchange for the express purpose of handling the latter on 
more economical and expeditious lines. A building in Nor- 
wich Street, Fetter Lane, which had been acquired in 1914 for 
use as а relief exchange was available, but it was not possible 
to commence the erection of the new exchange until the end 
of last year. The exchange will be known as the London Toll 
рү and is expected to be in full operation by Septem- 
ber 17th. 

In the process of designing the switching apparatus oppor- 
tunity has been taken to introduce new facilities for the opera- 
tion of the calls, so that connections to the provincial towns 
which are served by the exchange may be obtained on demand. 
Under the existing system a London subscriber desiring to 
call any town outside the London local service area asks for 
"Trunks," whether the town is situated just beyond the 
borders of the London area, or in the remotest parts of the 
United Kingdom. The caller's loca! operator then connects 
him to the London trunk exchange, which records his call and 
passes it on to a switching position, where it takes its turn 
with others which are awaiting connection. Under the new 
system а subscriber wishing to call any provincial town within 
a distance of approximately 25 miles radially from the centre 
of London, will ask for Toll.“ instead of Trunks.“ He 
wil be connected to the Londor toll exchange, where the 
telephonist who answers him, besides recording particulars 
of the number, will herself establish the connection to the 
desired subscriber. In the majority of cases the call will be 
completed whilst the caller waits on the line, as in the local 
Service. 

In order to provide this improved service, the trunk lines 
from London to the provincial towns served by the new ex- 
change have been rearranged in such a way as to place them 
all within the reach of every telephonist in the exchange. This 
has been achieved by the introduction of a multiple system, 
l.e., repeating the switching jacks of all the lines around the 
exchange. А number of cables to provide additional lines 
are being laid where necessary on the provincial routes, to 
meet the traffic requirements and to ensure a reasonable pro- 
bability of a trunk line, or toll line. being available to cope 
immediately with every demand. Мапу of these lines will 

ready when the new service commences. When a call 
cannot be connected on demand, owing to the lines being 
engaged, a subscriber's application will be booked and com- 
pleted as soon as the telephonist is able to find a free line, 
when the subscriber will be rung as in the case of a trunk 
call; but on the completion of the various cabling schemes 
delays of this nature should be infrequent. | 

At the date of opening the existing lines will be increased 
by 20 per cent. and the lines provided on the more important 
routes should be sufficient under present conditions for the 
Immediate disposal of all traffic. In addition to the traffic 
outgoing from London the Toll exchange will deal with the 
trafic incoming from the provincial towns involved in the 
London Toll scheme; the arrangements for operating this 
traffic should speed up the service materiallv. | 
‚ The tota] number of exchanges and rural call offices included 
in the London Toll area is 270. In the Toll exchange accom- 
modation for 494 outgoing and 600 incoming toll lines to the 
Drovinces and for 500 outgoing and 600 incoming junctions 
to the London local exchanges has heen installed. At the date 
of opening some 200 outgoing and 230 incoming toll lines and 
М7 outgoing and 221 incoming junctions will be connected, 
and in arranging the disposition of the toll lines at the switch- 
hoard allowance has been made for the connection of new 
anes which will become available when the new cables are 
ready. 

Special arrangements to assist the operating staff in '' rout- 
mg the various calls have been made, and devices provided 
to reduce the operating time on the calls. 

е success of the London toll service will depend not only 
оп the staff of the telephone service, but also on the со-орега- 


tion of the public. Before applying for calls to places outaide 
the London local area subscribers should ascertain whether 
Trunks or '' Toll should be asked for. This may easily 
be done by consulting the list of exchanges in the toll area, 
which will be set out 1n circulars and the telephone directory. 


THE ELECTRIFICATION OF RAILWAYS. 


FINAL REPORT OF THE ADVISORY COMMITTZZ. 


Last October an interim report was issued by the Electrifica- 
tion of Railways Advisory Committee appointed by the 
Minister of Transport (ELEC. Rev., October 8th, 1920). 

The Committee has now issued its final report, dated June 
30th, 1921, in which it confirms the recommendations of the 
interim report, and supplements them. With regard to con- 
tact rail collection of current, the Oommittee points out 
that the conductor rails must be so arranged that the same 
trains shall be able to run on railways employing a 1,500-volt 
supply and on those using 600 or 750 volts. The top-contact 
rail is generally used for the lower voltages, but the under- 
contact rail is also in use, and possesses advantages with 
regard to interference by the accumulation of ice and snow. 
and also with regard to the protection of men working on 
the track. Suitably designed shoes can be run interchange- 
ably with either the top or under-contact type of rail. The 
Committee does not recommend the exclusive use of either 
type, leaving the door open to improvement in the design of 
either or both. | | 

The Committee considers that a standard position outside 
the tracks should be defined within certain limits for the con- 
tact surface of the contact rails in relation to the position 
and level of the running rails, and recommends that in respect 
of new electrically-operated lines and extensions to existing 
lines the following regulations should be issued for securing 
interchangeability of running :— 

(1) The contact surface shall be in the horizontal plane. 

(2) The gauge measured between the centre of the hori- 
zontal contact surface of contact rails and the gauge line of 
the nearest rail of the corresponding track shall be 1 ft. 4 in. 

(3) The vertical height of the contact surfaces above the 
plane of the top table of the running rails shall be :— 

(a) for top-contact rails  ... dis - . . 8 in. 
(b) for under-contact rails 14 in. 


(4) The vertical height of the contact rail (including, where 
required, the protection over the top of the rail) above the 
plane of the top table of the running rails shall be such as to 
provide the necessary clearance from the load gauges from 
time to time in use. 

(5) The under-contact rail, where employed, shall provide 
for the engagement of the contact shoe being made from the 
side nearest to the running rails. 

(6) Above the level of the under-contact surface (3) (b) no 
part of the contact rail construction shall be at a less dis- 
tance than 1 ft. 14 in. from the gauge line of the nearest track 
rail, and below the level of the under-contact surface (3) (b) 
at a less distance than 1 ft. 74 in. from the gauge line of the 
nearest track rail. 

(7) The vertical distance between the under side of any con- 
tact shoe in the free position and the plane of the top table 
of the running rails shall not be less than 1} in. 

Existing equipments which do not conform to the above 
may be continued in use and may, subject to the approval of 
the Minister, be extended. 

Similarly with regard to overhead collection, the following 
recommendations in respect of new lines and new electrica! 
equipment of existing lines are made :— 

(1) The standard clearances, after allowance has been made 
for curvature and super-elevation. including any movements 
of the live wire or conductors and lateral movements of the 
collectors, under any circumstances likely to arise. shall be :— 

(а) Between the underside of any overhead live wire or 
conductor and the maximum load gauge likely to be used on 
the line: | 

(1) In the open, 3 ft. 

(ii) Through tunnels and under bridges, 10 in. 

(b) Between any part of the structures and the nearest 
point of anv live overhead wire or conductor, 6 in. 

(c) Between rail level and overhead conductors :— 

(i) At accommodation and public road level crossings. 18 ft. 

(ii) At places where there is a likelihood of men in the 
conduct of their duties having to stand on the top of engines 
or vehicles, 90 ft. 

(d) Between any part of the collector gear and any struc- 
ture, 3 in. | : 

In the case of the electrical equinment of existing lines the 
dimensions stated in (a) (ii) and (b) mav each be reduced to 
4 in. ав a minimum; cases of exceptional constructional diff- 
cultv may be considered hy the Minister as special cases, and 
existing equipments which do not conform to the above may 
be continued in use. 

(2) The horizontal distance of the contact wire from the 
plane through the centre line of the track and perpendicular 
nion surface of the track rails shall be within the following 
imite :— 

(a) At а height of 18 ft. above rail level, 1 ft. 3 in. 
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. (b) At а height of 4 in. above the maximum load gauge 
likely to be used on the line, 1 ft. 9in. | 

(3) The weight and construction of the contact wire and 
supports shall be suitable for the passage of collectors exerting 
an upward pressure of from 25 to 40 lb. 

(4) The width’ of the renewable contact surfaces of the col- 
lectors at right angles to the track shall not be less than 
4 ft. and the extreme width over the horns of the collectors 
shall not exceed 7 ft. 6 in. |! 

In the case of those railways that have already equipped 
any or all of their lines with overhead contact wires wnich 
do not conform to the above recommendations, the employ- 
ment of these may be continued in use and may, subject to 
the approval of the Minister, be extended. 

Having regard to the practicability of further standardisa- 
tion of equipment by regulations, the Committee confirms the 


views expressed in the interim report to the effect that such 


regulations should put no avoidable difficulties in the way of 
the adoption in future, with the approval of the Minister. 
of any improvements in methods or appliances which may 
from time to time become available with increasing know- 
ledge and experience. and does not consider it desirable, in 
the interests of railway electrification, that further regulations 
(other than those recommended in this report) should be 
issued for the time being. | 

In October, 1920, the terms of reference were extended to 
cover the questions (1) whether any regulations shouid be 
made to limit the drop of potential in an uninsulated return 
conductor on electrically-operated railways; and (2) if any 
such limits are desirable, what limits these should impose, 
and under what conditions. On these points the Committee 

8:— 

: (1) The evidence given by the railway companies operating 
electrió railways indicates that the cases of harmful effects 
due to a drop in potential substantially in excess of that 
allowed by Tramways Acts in earthed railway conductors have 
been few and unimportant, and readily corrected by the rail- 
way companies themselves on their own initiative. 

(2) The clauses for the protection of observatories inserted 
in the Acts: of railway companies applying for powers to 
operate their railways electrically have had, and continue to 
have, a retarding effect on railway electrification. The com- 
mittee having heard in evidence officers concerned with the 
observatory instruments likely to be affected by the operation 
of electric railways, is of the opinion that the interests of 


observatories would in any case be sufficiently protected if 
the scope of the clauses referred to were limited to the por. 
tions of electric railways within the vicinity of the observa. 
tories. 

(3) Some railways, by virtue of the wording of their Acta, 
are under no necessity to apply for new powers for electritying 
their systems, and are therefore not placed under the dig. 
advantage with respect to limitation in the drop of potential 
by their Acts as in the case of the other companies. 

оше regard to these considerations and to the views 
expressed in the interim report, as well as to the difficulties 
in imposing any definite limit to the voltage drop owing to 
the variety of conditions which present themselves along 
91 portions of any railways, the Committee recommends 
that :— 

(1) It is not desirable that regulations should be issued to 
limit the drop of potential in an uninsulated return conductor 
on electrically-operated railways. 


(2) In cases where it is found impossible to dispense . 


altogether with the present obligations which are imposed 
upon railway companies by the protective clauses inserted by 
the Board of Trade and other authorities into the Acts of 
the companies, these obligations should be specified definitely 
in each particular case. 

The various recommendations are thus summarised :— 

Standard System of Power Generation.—Three-phase alter- 
nating current. 

Standard System of Power Distribution.—Direct current. 

Standard  Pressure.—1,500 volts at sub-station bus-bar: 
in special cases a multiple or sub-multiple of 1,500 volts, if 
approved by the Minister. 

Standard Collection.—Contact rail and/or overhead contact 
wire. | 

Contact Rail Standards.—Top-contact or under-contact rail, 
with the contact surface in a horizontal plane installed at s 
gauge of 1 ft. 4 in. from the gauge line of the nearest track rail. 

Overhead Contact Wire Standards.—Installed normally over 
the centre of the track at a height of 3 ft. above the 
maximum load gauge likely to be used on the line, and at a 
maximum height of 20 ft. above track rail level. 

Limitation of drop in Earthed Return | Conductors.—No 
regulations to be issued. 

Diagrams showing the suggested positions of contact rails 
and wires are appended to the report. 


NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit. partioulars gf new or improved devices and apparatus, whioh will be published 
if oonsidered of sufficient. interest. 


14 
The Рёгу Cell. 


The „ cell invented by M. Ch. Féry, which 
has been previously described in this column, has been con- 
eiderably improved. In a note presented to the Académie des 
Sciences, and reproduced in La Revue Générale de l' Electricité, 
the author points out that the oxygen of the air enters into 
solution at the surface of the liquid, but in ordinary Leclanché 
cells the zinc rod extends to the surface, and being oxidisable, 
it combines with the dissolved oxygen and robs the solution 
of the depolarising gas, besides itself suffering local corrosion. 
Hence he places the zinc at the bottom of the cell in the 
form of a flat plate. The carbon, on the other hand, must 
be close to the zinc to reduce tbe internal resistance of the 
eell, and must also reach the surface of the solution, where 


Ев. 1.—Turee Types or Fery CELL. 


the depolarising oxygen is found; hence the carbon takes the 
shape of a vertical cylinder, prism, or tube, as shown in fig. 1. 
When tbe cell is in operation, chloride of zinc is formed and 
remains at the bottom of the cell. The ammonium ions form 
with water ammonia, and hydrogen is liberated on the lower 

of the carbon. When the cell is again on open circuit, 
the carbon element which is covered with hydrogen below 


and is bathed with an oxygenised liquid above, becomes in 
effect a short-circuited gas cell; by dividing thé carbon it has 
been demonstrated that а current actually flows between tbe 
two ends of the carbon, and thus depolarises the element. 

It is claimed that the cell possesses great constancy, high 
efficiency (there being no local action), and freedom from 
'" creeping,” and as no manganese dioxide is required, it 18 
18 than the Leclanché type, whilst it has a much longer 
ife. 

A Heating Stove for Soldering Irons. 


As an alternative to the electric soldering iron, which does 
not suit every operator, the ELECTRIC HEATING Co., George 
Street, Croydon. has designed an electrically-heated stove for 
heating ordinary soldering irons (fig. 2). The company asserts 
that the usual type of soldering-iron stove is inefficient, owing 
to the fact that a large proportion of the heat has {о pass 
across a considerable air gap before it reaches the iron, with 


Fia. 2.—A HEATING STOVE FOR SOLDERING IRONS. 


a consequent waste of heat and loss of time. The chief object 
of the new stove is to overcome this defect. It 18 80 er 
structed that the heat is transmitted to the iron direct throug 
a pair of V-shaped jaws closed at the rear, опе of which 15 
movable so as to provide an expansible heating chamber whi Я 
can be varied in size to suit irons of different sizes, „the te 
rangement being such that, no matter what size iron 18 to 
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heated, the j&ws will open and make direct surface contact 
immediately. The channels in the jaws can be made any 
shape to suit any iron, so as to ensure the maximum area of 
contact. The stove is made to take any number of irons at 
one time and each pair of jaws is lagged with heat-resisting 
material. The connections inside the back of the stove are 
made of corrugated strip nickel, so as to permit of easy move- 
ment of the jaws without damage to the connections. 

One of these stoves is shown on stand No. L210 at the 
Shipping. Engineering, and Machinery Exhibition at Olympia. 


. The Foot-Candle Meter. 


For economic and other reasons it is not possible to use. 


electric light ad libitum, and it is therefore necessary to Bee 
that, while there is no waste, there is sufficient ilumination 
for easy and accurate vision. A simple, convenient, and 
scientifically accurate means of measurement is afforded by 
the foot-candle meter, by the use of which the amount of 
light at апу point on any surface can be measured quickly 
and easily. On the front of the instrument there is а screen 
consisting of & sheet of glass and two thicknesses of paper, 
one of which is perforated with round holes. This screen 18 
illuminated from within by а small electric lamp fixed at 
the right-hand end. When the lamp is lighted the round 
spots to the right naturally appear brighter, and those to the 
left darker than the surrounding parts of the screen. The 
hole which is neither lighter nor darker than the surrounding 
screen, indicates the intensity in foot-candles of the external 
ilumination on the face of the instrument. 

The general view of the foot-candle meter (fig. 3) ehowe 
{һе graduated scale at the top, the voltmeter (bottom left), 
and the rheostat switch (bottom right). The locking pin in the 
ewitch handle рее the lamp from being accidentally 
switched on, and also prevents the instrument from being put 
in the case when the switch is on. The total weight with the 
case is 4 ]b., and the outside dimensions of the instrument are 
7% in. x 6 in. x 14 in. 

The dry battery supplying current to the lamp shouiu be 
changed when difficulty is experienced in setting the volt- 


Fic. 3.—Tue Foot-CaNDLE METER. 


meter pointer to the arrow mark; any battery of the same size 
and type may be used as a replacement. The rheostat 
consists of а resistance in series with the switch, and by 
turning the switch handle until the voltmeter pointer 1з over 
the arrow mark on the dial, the resistance is so adjusted as 
to ensure correct voltage at the lamp. 'Го use the instrument 
is simplicity itself; the meter is simply placed on the table, 
bench, counter, or wherever the illumination measurement 
is to be taken. After raising the hinged cover of the screen, 
the locking pin in the switch handle is lifted, and the handle 
turned to the right until the pointer of the dial on the left 
comes to rest at the arrow. A look at the screen will then 
enable the user to determine easily which of the round spots 
matches the background; the figure at the selected round spot 
gives the foot-candles. Thus the intensity of light may be 
measured as readily and accurately as a thermometer measures 
temperature. | | 

The meter shows exactly what amount of useful illumina- 
tion there is at the point where light is wanted; it does not 
measure the power of the lamp or the efficiency of the reflector 
—except by implication—but simply the final result. It 
enables the ordinary man to measure his Ера and вау 
definitely whether more or less js needed, and provides that 
exact knowledge which is the first and most important step 
in the direction of true lighting efficiency. The meters are 
obtainable from the British THoMsoN-HovusToN Co., Ілр., 
77, Upper Thames Street, E.C.4. 


——— M 


Metal Working in Germany.—lIt is stated that arrange- 
ments are being concluded between the А.Е.С. and the 
Hirsch Copper and Brass Works Co., relating to the working 
of metals in so far as works or departments of the two com- 
рашез are affected in manufacturing and sales. 


" REVIEWS, 


Electrical Engineering. By T. F. Watt, D.Sc. Pp. x4-401; 
463 figs. London: Methuen & Co., Ltd. Price 218. net. 


The exact delimitation of the boundary line between text- 
books on theoretical electricity and magnetism and on elec- 
trical engineering is а matter upon which there may be wide 
divergence of opinion; the compromises suggested by such 
terms as applied electricity, technical electricity, and electro- 
technics are a tacit admission of the difficulty. But it 18 not 
often that we find a book affecting so practical a title as Elec- 
trical Engineering devoted almost entirely to theoretical prin- 
ciples. Dr. Wall has certainly been unfortunate in his choice 
of a title for his book, for, while the fundamental principles 
of electricity, magnetism, and electromagnetic phenomena 
have been given clear and exhaustive treatment, the applica- 
tion of these principles ta the generation, transmission, and 
utilisation of electric power. which is what one commonly 
understands by electrical engineering, has received but a 
very small share of the author's attention. We say this at 
the outset in no spirit of carping criticism, but rather in 


_ fulfilment of what we conceive to be one of the essential 


functions of a review, namely, to enlighten prospective 
readers as to the exact scope of the book. x 

In his preface the author summarises the fundamental ex- 

5 facts of the science of electrical engineering 88 
ollows :— 

1. Coulomb's inverse square laws for electric charges and 
magnetic poles. 

9. Faraday's law of electromagnetic induction. 

3. Ohm's law of electric resistance. | 

4. Faraday's laws of electrolysis. 

6. Ampere's laws of the equivalence of electric currente and 
magnetic shells. 

- 6. Joule's law of the heat energy of the electric current. 

Bpecial emphasis has been placed on the importance of these 
laws; the book is, therefore, based upon very sound and ortho- 
dox foundations, and the care which has very obviously been 
bestowed on the explanation of first principles goes far to 
ensure that their application shall result in an equally satis- 
factory superstructure. But, to pursue the simile, in laying 
such eure foundations, the author appears to have utilised all 
his available building material. 

We may illustrate our meaning by reference to section 1 
which deals with static electricity. Dr. Wall mentions the 
fact that this subject usually finds but cursory treatment in 
electrical engineering books, and that the static electricity 
as dealt with in text books of physics is hardly as convincing 
to the electrical engineering student as it might be. With 
all of this we are in hearty agreement, and we turn to the 
chapter on this subject with considerable anticipation. We 
find, however, that after а discourse of 98 pages quite as 
theoretical, and in no wise more convincing, than the familiar 
elements of J. J. Thomson we arrive at a description of 
the Dolezalek electrometer. The electrostatic voltmeter, one 
of the most valuable applications of electrostatics to engineer- 
ing goes unmentioned, and out of these 98 pages only the eight 
or ten devoted to cable dielectrics can be regarded as being 
in any way covered by the term '' electrical engineering." 

While the earlier portions of the section on magnetism 
suffer from the same academic style, the chapter on magnetic 
force and the magnetic properties of iron and steel is of a 
much more practical character. Even here, however,. the 
tendency remains, and instead of following up a paragraph 
on the pull between two magnetised iron surfaces БУ 
the obvious practical application in Thompson's permeameter 
the author passes on to deal with the change in direction of 
magnetic lines of induction when passing from one medium 
to another —a no doubt very interesting, but far less prac- 
tical matter. 

The section on direct current electricity opens with a chapter 
on first principles in which the treatment is straightforward 
and elementary. The chapters on electric resistance, electro- 
lysis, and thermo-electricity are excellent. In the first there 
are some useful tables of electrical constants and also & 
paragraph on Ше graphical determination of pressure drop 
in cables; in the second accumulators are treated in a brief 
but satisfactory manner; while in the chapter on thermo- 
electricity brief mention is made of pyrometers and the thermo- 
galvanometer. In every case the author makes much ot the 
underlying principles, and introduces these technical applica- 
tions by way of illustrating the principles rather than allow- 
ing a brief statement of the fundamental laws to preface a 
thorough-going account of their applications to electrical en- 
gineering practice. 

Electromagnetism is dealt with under three headings: Mag- 
netic effects of electric currents, electromagnetic induction, 
and electrical measuring instruments. In the first of these 
chapters the usual theorems are demonstrated, and consider- 
able stress is laid upon the magnetic shell method of making 
investigations on the magnetic effect of currents. The mag- 
netic circuit is also dealt with very sensibly at this point. 
Starting with Faraday's experiments and Lenz's law, the 
chapter on electromagnetic induction treats very thoroughly 
of the dynamo and motor and of self and mutual induction, 
while in the last SUED r of this section galvanometers, the 
fluxmeter, oscillograph, wattmeters, ammeters, voltmeters, 
and frequency meters are discussed. The absence of any 
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reference to Irwin's oscillograph and the scanty paragraph on 
hot-wire instruments rather spoil a chapter which is in many 
respects admirable. 

_The chapters on alternating currents are much less conven- 
tional than those in the other sections of the book. The 
treatment of simple a.c. circuits naturally follows along well- 
worn paths; this is followed by a very complete account of 
single-, two-, and three-phase a.c. systems. In this chapter 
numerical examples are frequently worked out in illustration 
of the text, and a much more practical atmosphere pervades 
this part of the book than is evident in the earlier sections. 
It is true that the doctor draws his academic robe about him 
again when he proceeds to deal with harmonic analysis and 
the use of complex quantities (both, by the way, delightful 
little studies in mathematical physics), but he gets back to 
essential practical things again in the chapters on magnetic 
fields due to а.с. currents and transients. 

А very careful reading of Dr. Wall's attempt '' to meet.the 
demand for а complete survey in one volume of the principles 
of electrical engineering convinces us that to cover all the 
ground that may be regarded as fundamental from the first 
experiments with glass rods and pith balls to the investigation 
of а.с. circuits by means of complex quantities in one volume 
necessitates so academic а type of treatment with consequent 
lack of the practical atmosphere as to render it of doubtful 
utility. The powder of principles and ' theory is so 
thinly covered with the jam of practical application in Mr. 
Wall's book that he was unwise to give it so tempting a label 
as electrical engineering.” —P.H.S.K. 


Heating Systems: Design of Hot-water and Steam-heating 
Apparatus. By F. W. Raynes. Pp. 324; 158 figs. Lon- 
don: Longmans, Green & Co. Price 21s. net. 


The author of this work is the head of the Department of 
Heating and Ventilating at the Royal Technical College, Glas- 
gow, and his treatment of the subject is very thorough. The in- 
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troductory chapter gives a survey of many systems of ventila- 
tion and heating, and the only two references to electric heat: 
ing occur here. The author seems to be very favourable 
towards it, but objects to the cost. He thinks more might be 
done to lower the price of electricity for heating, especially in 
places where the period of minimum load concides with the 
time that heating 1s required. This, of course, is by no means 
an isolated opinion. 

A great deal of attention is paid to systems of piping for 
hot water circulation, and methods of ascertaining velocities 
are explained in minute detail. Many types of valves and 
joints are illustrated and commented upon. Chapters are 
devoted to hot-water gravity apparatus, small-bore gravity 
apparatus, accelerated circulating systems, and forced hot- 
water circulation. Steam heating occupies a much greater 
part of the volume, and it is probably the section most likely 
to appeal to central station engineers. ү 
with are classed under various heads. Тһе first part deals 
with the use of steam at low pressures, then the expansion of 
pipes and the methods by which this is provided for are given 
a chapter. Atmospheric systems of steam heating follow, and 
the use of exhaust steam for heating purposes is discussed. 
The author reviews the arguments for and against this method 
as compared with steam taken direct from boilers, and is of 
the opinion that & great deal depends upon the distance the 
steam has to be conveyed. The heat value of exhaust steam 
is worked into formule in which a large number of factors are 
taken into account.  Electrically-driven pumps are recom- 
mended for use, under certain circumstances, in the return 
of condensate to the boilers. Vacuum and '' vacuo-vapour " 
systems of steam heating are given two chapters. In the 
remainder of the work the subjects treated upon include heat- 
ing surfaces, heat losses from buildings, boilers, and the 
temperature control of buildings. 

An appendix contains 22 tables, which give information on 
properties of metals, properties of steam, hydraulic memo- 
randa, pipes and flanges, and many other subjects. A fairly 
full index is included, as well as lists of plates, tables, charts, 
and formule. 
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BUSINESS NOTES. 


Bankruptcy Proceedings.—M. Watkinson, Н. WATEINSON 
and А. WATKINSON (Watt & Co.). electrical and mechanical 
engineers, Sheflield.—Receiving order made September 8th, 
on debtors' own petition. 

F. BARRACLOUGH, electrica] and mechanical engineer, late of 
Eastcliffe, Lighteliffe, Halifax.—birst meeting, September 
Z2nd,.at the Official Receiver's Office, Byrom Street, Man- 
chester. Public examination, October 12th, at the Court 
House, Salford: M 

C. P. M. Downie (P. Downie), electrical engineer and 
factor, Southend-on-Sea.—Application for discharge to be 
heard at Shire Hall, Chelmstord, October 17th. 

B. E. Тномаз, electrical engineer, 12, Castle Meadow, Nor- 
wich.—First and final dividend of ls. 3d. in the £, payable 
September 17th at the Official Receiver's Office, 8, Upper King 
Street, Norwich. 


Catalogues and Lists.—TuE FALKIRK IRON Co., LIp., Fal- 

irk, N.b.—An illustrated leaflet (No. 264), giving a specifica- 
tion, prices, and details of the Falco electric cooker. 

Messrs. L. С. Hawkins & Co., 116, Charing Cross Road, 
W.O.2.—An illustrated folder advertising Universal elec- 
tric grills and other appliances, 

X-Rays, Ітр., II. Torrington Place, Gower Street, W. C. 1. 
—A folder giving particulars of X-ray photographic films and 
8 leaflet announcing reductions in the prices of plates and 
films. 

Messrs. COWLISHAW WALKER & Co. (1920), LTD., 14-16, 
Cockspur Street, S.W. 1.—Two booklets and a leaflet dealing 
with '' Out-Put ” bar and chain coal cutters and their advan- 
tages. 

Tas Isis ELECTRICAL Co., 57, Albert Road, Aston, Birming- 
ham.—A price list of stage arc lamps and accessories. 

Messrs. В. B. HopasoN & Co. (SHEFFIELD), LTD., Sentinel 
Steel Works, Sheffield.—Catalogue S, giving exhaustive 
particulars of the properties and applications of Pinnacle 
steels. 

EBoNESTOS INsULATOns. Larp.. Excelsior Works, Rollins 
Street, Canterbury Road, S.E. 15.—A circular letter giving 
prices of various sizes of Ebonestos " conduit tube ends. 

AUTOMATIC & ELECTRIC Furnaces, LTD., 251-283, Gray’s Inn 
Road, W.C.1.—A well-illustrated publication dealing with 
various aspects of Wild-Barfield " electric furnaces for the 
automatic hardening of carbon steel. Also Heat Treatment 
Bulletin," No. 29. The Perfect Hardening of Carbon Steel.“ 

Mr. CHARLES SELZ, 83, George Street, Portman Square, W. I. 
A booklet illustrating, in colour and black and white, а 
varlety of silk shades: also three leaflets upon the same 
subject. 

Messrs. CHARLES CHURCHILL & Co., LTD., 9-15, Leonard 
Street, Finsbury, E.C. 2.—Publication C.P.L. 4, an illustrated 
list giving full particulars of Carson ”' precision lathes with 
accessories—foot-power treadles, three-speed countershafts, &c. 


Messrs. Rayner & HAL b, Lro.. Duke Street, Derby.—Stock 
list of 2- and 3-phase induction motors. 

DaAYSOHMS, Іло., P. & О. House, 14-16, Cockspur Street, 
S.W. 1.—Bulletins Nos. 5. 6. and 7. dealing with patent 
regulators and arc welders for a.c. circuits; illustrated. 

SIMPLEX CONDUITS, LTD., Garrison Lane, Birmingham.— 
An illustrated sheet dealing with ‘‘ Triple-Purpose " illu 
ininated signs. 

Messrs. C. A. Parsons & Co., LtD., Heaton Works, New- 
castle-on-Tyne.—Pamphlet No. 11 S.T., giving very full detail; 
and illustrations of end-tightened reaction blading. 

Мв. O. N. Веск, II, Queen Victoria Street, Е.С. 4.—An 
illustrated leaflet describing the Paragon boiler-tube 
loosener. 

ENTERPRISE MANUFACTURING Co., Lrp., Gun Street Electrical 
Works, Bishopsgate, E. 1.—А price sheet of ironclad switch- 
gear, motors, starters, cables, &c. 

Messrs. GUY CHANTRILL & Co., 6, Norfolk Street, Strand, 
W.C. 2.—List No. 52, an illustrated price-list of transformers 
of from 3 to 2,000 kVA; also blotters advertising Viking 
motors and transformers. 


Catalogues Wanted.—The Hull Electrical Construction Co., 
electrical and mechanical engineers, Williamson Street, Hull, 
would be pleased to receive catalogues of electrical goods, 
particularly heating, welding, and X-ray apparatus. 


Investment Companies in Germany.— The directors of the 
Electric Light & Power Investments Co., of Berlin, and of 
the Electricity Investments Co. have entered into an agree- 
ment under which the entire business management of the 
latter will be carried on for the account of the former as from 
the beginning of the current financial year, and shareholders 
in each company will receive the same rate of interest. Ап 
interchange of shares is also to be undertaken, and the Light 
and Power Co. will increase its share capital by 10,000,000 
marks to 70,000,000 marks, and at the same time issue 5 Per 
cent. debentures for 30,000,000 marks. A second company 23 
to be similarly absorbed by the Light & Power Co. 


The Stand Against German Dumping.—The shareholders 
in the Rheydt Electrotechnical Works of Max Schorch & Co., 
of Rbeydt, have just authorised an increase in the ghare 
capital from 10,500,000 to 15,000,000 marks, and at the same 
time decided to relinquish their preferential right of subscrip- 
tion in favour of new interests which are taking over He 
shares at the price of 190 per cent., and also paying Ше cost 
of the issue. In return, these interests have undertaken to 
supply the company with orders. The directors in explanation 
of this procedure stated that otherwise it was very ditücult 
for the electrical industry to obtain suflicient orders, as the 
export trade was almost entirely in a state of stagnation o 
to the high import duties imposed both by former hos 
nations and by neutral countries. 
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International Electrical Exhibition at Amsterdam.—It 
has been decided to hold an international electrical exhibi- 
tion in the Paleis voor Volkvlijt, Amsterdam, for one month, 
extending from November 25th to December 26th. The ex- 
hibition is being organised by the Amsterdam branch of the 
Netherlands Association of Electrotechnical Employers in 
order chiefly to gain a great advertisement for the many ap- 
plications of electricity so as to assist in bringing the elec- 
trical industry out of its present state of depression. Although 
organised purely by private interests, and without applica- 
tion to the Government or loca] authorities for subsidies, the 
exhibition has secured the honorary patronage of the 
Ministers for Home Affairs, Public Works and Education, 
the Mayor of Amsterdam, &c. The members of the Honor- 
ary Committee include the names of the directors of large 
electricity works, a representative of the State railway board 
of supervision, the chief engineering director of State tele- 
graphy, &c. According to a Dutch contemporary, the ad- 
ministration of the exhibition is composed as follows and in 
the order stated:—M. Vorstman, director of the A.E.G.'e 
head office for Holland (president); J. C. Mollerus, adminis- 
trator of the Netherlands Association of Electrotechnical Em- 
ployers (secretary); W. Haaxmann, director of the N.V. 
Electrotechnical Bureau, late W. Haaxman & Co.; J. Dias 
Santilhaus and J. W. Borkus. It is further stated that Dr. 
v. Roosegaarde Bisschop, of London, is bestirring himself to 
secure the representation of English firms at the exhibition. 
while many inquires are said to have already been received 
from other countries 


Book Notices.—'' Lighting in Factories and Workshops.“ 
—Welfare pamphlet No. 7, issued by the Home Office. n- 
don: H.M. Stationery Office. Price 4d. net. 

The Benjamin Electric, Ltd., of Brantwood Works, Tariff 
Road, Tottenham, N.17, informs us that it will be pleased 
to forward a copy of the above pamphlet free by post to any 
interested reader. 

" Robertson's Universal Method for Export and Import 
Trade,” for computing and converting all the commercial trade 
quotations and exchanges of the world direct from the cur- 
rency, and the weights and measures of one country, to those 
of another in one simple sum. Scott, Armstrong & Co., 79, 
Coleman Street, E.C. Price 9s. 6d. net. 

Science Abstracts (A & B), Vol. XXIV, part 8, August 3lst, 
1921—London: E. & F. N. Spon, Ltd. Price 28. 6d. each. 

Circular of the Bureau of Standards, No. 112, Telephone 
Service.—Washington: Government Printing Office. Price 
65 cents. 

"The Metropolitan-Vickers Gazette," Vol. VI, No. 101, 
August, 1921. Price 1s.. post free.—Among the many interest- 
ing articles in this issue are, ‘‘ Electrolytic Lightning Ar- 
testers, by W. A. Coates, M. I. E. E., and High Efficiency 
Steam Turbines.“ 

3 аа рацо and Flow of Solids," by Sir G. Beilby, F.R.S., 
pp. xvit+256; 106 figs. London: Macmillan & Co., Ltd. 
Price 20s. net. 

“ High Frequency Apparatus," by T. S. Curtis. Pp. 14+ 
270; 150 figs.—London: Page & Co. Price 9s. 

" Radio Review," Vol. II, No. 9, September, 1921.—Wire- 
less Press, Ltd. Price бв. net. | 

Proceedings of the Physical Society of London," Vol: 
XXXIIL Part 5, August 15th, 1921.— London: Fleetway 
Press, Ltd. Price бв. net. 


Excess Profits Dnty.—The Montevideo Telephone Co., 
Ltd., having made application to the Commissioners of Inland 
Revenue for an increase of statutory percentage as regards 
the business of supplying telephone service throughout the 
Republic of Uruguay, the Board of Referees has ordered that 
the statutory percentage shall be increased :— 


1. In the case of any trade or business carried on or owned 
by а company or other body corporate to 74 per cent. 

2. In the case of any other trade or business to 74 per cent. 
plus 2 per cent.; except that for the purposes of sub-section 
(2) of section forty-one of the principal Act the statutory 
percentage shall be 74 per cent. plus 1 per cent; witn the 
addition, for the purposes of sub-section (1) of section 41 of, 
and paragraph 4 of part II of the Fourth Schedule to, the 
Principal Act, of 3 per cent. for accounting periods ending 
often the 31st day of December, 1916, and before the lst day 
of January, 1920, and of 5 per cent. for accounting periods 
ending after the 31st day of December, 1919. 


‚ For Sale.—By direction of the Disposal Board, the follow- 
Ing sales by auction of machinery, electrical and other plant, 
will take place: September 96th and following days, at the 
R.E. Stores, Abbey Mills, Cody Road, Canning Town, con- 
ducted by Messrs. Bradshaw, Brown & Co.; on October 6th 
and 7th, at 46, Commercial Road, Portsmouth, by Messrs. 

g & King; on October 19th and 13th, at Holbrook Lane, 
Coventry, by Mr. С. E. Odell; on September 90th, at the 
Grilo-Oleum Works, Greenwich, by Messrs. Fuller, Horsey, 
Sons & Cassell: on October 5th and following day at Aintree, 
near Liverpool, by Messrs. Abram & Mitchell; and on October 
6th, at Templeborough Stores, Tinsley, Sheffield, by Messrs. 

on & Lockwood. (See our advertisement pages.) 

On September Ast, at 119-121, Newington Causeway. Assets 
Auctions Co., Ltd., will sell the remaining stock of an elec- 
trical goods factor. (See our advertisement pages.) 


Official Provincial Tour of H. M. Senior Trade Commis- 
sioner in South Africa.—Mr. W. С. Wickham, His 
Majesty's Senior Trade Commissioner in South Africa, is 
engaged on an official tour of this country for the purpose of 
discussing with firms the possibilities and conditions of United 
Kingdom trade with the Union of South Africa. The first 
part of his tour includes the following towns:— Leicester, 
on September 19th to 21st, Nottingham on September 22nd to 
23га, Sheffield on 28th to 30th, Leeds on October 3rd to 5th, 
Bradford on October 6th to llth. Firms in these centres 
desiring to interview Mr. Wickham should communicate. 
immediately with the Secretary of their local Chamber cf 
Commerce. Arrangements to visit other industrial centres will 
be made and notified in due course. 


A Mazda" Window Display.—We have received from 
the British Thomson-Houston Co.. Ltd.. 77, Upper Thames 
Street, Е.С. 4, particulars of a window display which 
they offer on loan to a limited number of contractors and 
dealers. The accompanying illustration indicates the nature 
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of the exhibit, which includes a variety of items capable of 
arrangement in many different ways; the display can be 
installed in а few minutes, and the window need not be 
cleared for its reception. The colour scheme has been care- 
fully chosen, with Wedgewood blue and orange chrome pre- 
dominating, and the design is calculated to arrest the atten- 
tion of those who pass by the window. The displays are 
lent for в fortnight to dealers who stock Mazda lamps. 


New Krupp Group.—Westphalian newspapers, says the 
Berlin correspondent of the Exchange Telegraph  Co., 
report that the new trust formed by Krupp's, the General Elec- 
tricity Co., the Rhenish Metal Works and the Wolff 


Co., has further big plans, which include the absorp- 


tion of four new coal and engineering concerns, thus making 
the trust equal in magnitude to the Stinnes' electro-mining 
concern. 

After the war the Rhenish Co. had less success than 
Krupp's in adapting itself to peace production, with the ex- 
ception of the locomotive branch, in which it again became 
a competitor of Krupp’s. It now employs 17,000 men. The 
General Electricity Co. is also producing steam ав well 
as electrical locomotives, and it recently acquired an interest 
in the Linke-Hoffmann Works, of Breslau, one of the greatest 
of German locomotive concerns. More than half of Germany's 
locomotive production is concentrated in the new Krupp 
group.—Financier. 


Lead.—In their report, dated September 10th, Messrs. 
James Forster & Co. state :—Board of Trade returns for August 
are as follows:—Imports, 10,845 tons; exports, 1,982 tons; 
leaving for home consumption, 8,863 tons. In addition to this, 
stocks in public warehouses have decreased by 871 tons to 


11.515 tons, which would suggest a total home consumption of 


9,734 tons on the month. Now that the considerable arrivals 
of lead at the end of last month and the first few days of this 
have been disposed of, there is again a periodical shortage of 
prompt lead, and premiums are being offered for immediate 
delivery. This position should be only temporary, however, 
sufficient supplies arriving in the near future to fill all present 
requirements, 
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A Floating Exhibition.— According to present plans a 
specially designed Exhibition Ship under the title of British 
Industry," will set sail from the Thames in. the summer of 
1923, for the chief ports of the world. She will proceed to 
Bouth America, South Africa, Australia, New Zealand, and 
Hong-Kong, via Japan, returning by the Straits Settlements, 
india, and the Mediterranean. During а voyage of 18 months' 
duration, a distance of 49,000 mules will be covered, and 
34 important trade centres visited. ‘The time table allows for a 
stay of from а week to a fortnight at each place, showing a 
total of 346 days during which the Exhibition will be open. 

This British Trade Ship will be specially constructed for the 
purposes of an exhibition, and every detail of her equipment, 
from the engines to the fittings and furniture, will itself be 
an exhibit of British workmanship ut its best. She will 
be as large as a first-class liner, having a gross tonnage of 
20,000 tons, and in her internal arrangements will differ from 
any ship that has ever been floated. There will be eight 
decks, four of which will be devoted to the exhibition proper. 
On the other decks, besides the numerous cabins set apart 
for the trade representatives who will undertake the journey, 
there will be a large reception hall, offices, an inquiry bureau, 
a bank, an insurance office. interpreters’ offices, telephone 
exchange, writing rooms, cloak rooms, and а restaurant capable 
of seating and dining 500 persons. A reception and bull room 
with domed roof extends nearly the whole length of the 
boat deck. A kinema, which can be used for exhibition pur- 
pose, and for showing processes of manufacture, 1s installed 
at one end. At the after end is a verandah café. Оп the 
shelter, bridge, and promenade decks are committee and 
private reception rooms, а spacious library, writing room, and 
smoking room. 

The ship is to be specially built to the order of a company 
styled the British Trade Ship, Ltd., with registered offices 
at 12, Grosvenor Gardens, S. W. 1. The venture is likely to be 
of great benefit to the export trade of the British Empire, and 
should make a strong appeal to our merchants and manu- 
facturers. 


Swedish Telephone Business Abroad.—Speaking at the 
special meeting held in Stockholm recently of the shareholders 
in the Allmänna Industrie Aktiebolag H.T. Cedergren, when 
it was decided to amalgamate with the L.M. Ericsson Co., 
Mr. Winerantz, one of the directors, is reported to have stated 
that the agreement with the Polish Government had been 
approved by the latter in principle, and there was great proba- 
bility of good results being achieved. Ав to the orders ex- 
pected from Spain, the director mentioned that the company's 
representative 1n that country had reported that the exchange 
in Barcelona would be ready for conversion. to the automatic 
system in December, and the telephone directors intended 
to entrust the work to the Swedish company. Concerning the 
English company, the director stated that it earned profits 
amounting to £12,000 in the whole of last year, whereas the 
profits realised by the company in the first half of 1921 reached 
£49,000. The Mexican subsidiary possessed very favourable 
prospects on account of the increase in the subscription 
rates. At present the Stockholin company had orders on 
hand for 18,000,000 kr.. and the turnover for the year was 
expected to be 18,000,000 kr., or the largest figures yet attained 
in any single year. 

Our Foreign Trade.—August figures. The PAD were 
the values of imports and exports of electrical goods and 
machinery during August, 1021:— | 

August, Inc. or dec. 8 months, 1921. 


1921. | Inc. or dec. 
£ £ 
Imports. | 
Electrical goods, &c. 01,972 — 55.879 +560,924 
Machinery .. 676,400 ~1,414,812 — 4,468,003 
Exports. | 
Electrical goods, &c. 875,920 — 12,210 4-9.605.810 
Machinery . 5,152,105 ~ 377.992 415,706,125 
Re-exporta. 
Electrical goods 11.825 — 863 4- 80,146 
Machinery 185,527 +17,687 — 182,476 


Swiss Imports.—The Expert Commission for the restric- 
tion of imports has resolved to recommend the Federal 
Council to impose limitations on а further number of articles, 
including electrical apparatus. 

The Entz Electric Transmission.—In our issue of Decem- 
ber 26th, 1919, we published a description by Mr. F. Н. 
Hutton of the Entz electric transmission system used in 
the Owen magnetic car. We now learn that arrangements 
have been made to produce in this country two models of 
cars built on this system. Known as the '' Magnetic“ cars, 
they will consist of a four-cylinder 15.9-h.p. and an eight- 
evlinder-in-line model of 30/50 h.p., the bore and stroke in 
each case being SO by 130 mm. Features of the specification 
are single-sleeve valves, Zenith carburetter, and M-L mag- 


neto, while in addition to two mechanical brakes on the back 


wheels, a two-step electrical brake is incorporated with the 
transmission. The ' Magnetic " cars are being made by the 
Magnetic Car Co., under licence from the Magnetic Trans- 
mission Co., Which owns the British patent rights for the 
Entz system. ‘The new cars will be entirely of British con- 
struction. It is said that they will be ready for exhibition 


at the forthcoming Olympia Show. 


; Applications for British Trade Marks.—Appended is а 
summary of tbe recent applications for British trade-marks 
in respect of goods and productions connected with the elec. 
trical trades and industries :— | 

Eureka. No. 414,491. Class 8.—Electric voltmeters and 
ammeters, fitted electrical switchboards for use on motor 
vehicles, aud for the like purpose, &c.—Joseph Tomey and 
Sons, Ltd., Manor Glass Works, Catherine Street, Aston, Bir- 
ininyghain. April 21st, 1921. | 

Duplex. No. 416,248. Class 10. Mechanical and electrical 
clocks.— Gent & Co., Faraday Works, St. Saviour's Road 
Hast, Leicester. June oth, 1921. 

Retlex. No. 410,749. Class 10. Mechanical and electrical 
clocks. Gent & Co., Faraday Works, Catherine Street East, 
Leicester. June sth, 1921. | 

Мера. No. 410,500. Class 4. Carbons for electrical pur- 
poses.—Eugen Conradty, trading as C. Conradty, 9, Spilter- 
torgrabe, Nuremburg, Germany.. December 6th, 1920. 

Snow. No. 411,936. Class 6. Electrically-operated grind. 
ing machines for millstones.—H. G. Haskins Co., 27, South 
Desplaines Street, Chicago, U.S.A. January 26th, 192]. 

Dictograph (lettering and design). No. 409,041. Class 8. 
Telephone instruments and apparatus.—Dictograph Tele. 
phones, Ltd., Dictograph House, Denman Street, London, 
S.E.l. October 28rd, 1920. © 

Gramag. No. 412,577. Class 6. Permanent magnets, һе 
ing parts of machines other than agricultural or horticultural 
machines.—Ed ward. A. Graham, St. Andrew’s Works, Crofton 
Park Road, London, S.E.4. February 15th, 1921. 

Clem. Мо. 414,227. Class 13. Electric filament lamps.— 
Midget Lamp Co., Ltd., 2, Bothwell Street, London, W.6. 
April 14th, 1921. | 

Greenbat. No. 414,996. Class 22. Electric trucks.—W. 
Goodyear & Sons, Ltd., Churchtield Street, Dudley. April 
12th, 1921. 

Kaleaner: No. 413,399. Class 50.  Impregnated electric 
insulating tape.—Callender’s Cable and Construction Со, 
Ltd., Hamilton House, Victoria Embankment, London, E.C. 
April 11th, 1921. 

Pensor. No. 414,915. Class 13. Incandescent electric 
lamps (ordinary).—Alfred N. Greening, 15, Clifford’s Inn, 
London, E.C.4., May 5th, 1921. 


Fire.—The British and Allied Electrical Agency, Ltd., 
state that their business is not interfered with by the fire 
which occurred at their address in Charterhouse Street, E. C., 
their offices being left untouched. | 


Electrically-heated Incubators.—With reference to the 
note in our issue of September 2nd, regarding the equipment 
of incubators and brooders with electric heating devices in 
America, Messrs. Automatic & Electric Furnaces, Ltd., inform 
us that for some considerable time they have been equipping 
these devices in England with heating elements and their 
Wild-Barfield automutic temperature regulator. With this 
device they can regulate the temperature to within half a 
degree either way. | 


German Export Prices.—The German Foreign (Export) 
Trade Control Department points out that the recent further 
depreciation of the mark has led to the conditions that inland 
prices are. frequently lower than the world market prices. 
This dilYerence naturally is an incentive to Increased exports. 
While larger exports are desirable just now at a time of un- 
favourable activity, the Department says that sales at prices 
far lower than world market quotations operate prejudicially 
on the market situation abroad and on the relation with foreign 
countries. The proof of this 18 afforded by the large increases 
in Customs duties which have been made in the meantime. 
German exporters must, therefore, it is said, endeavour 10 
follow the fluctuations in prices, and with a falling mar 
demand higher prices or sell in foreign currency at the 
outset. As, however, a number of merchant firms, in the 
effort to take advantage of the present situation for them- 
selves, do not follow this system, electrical manufacturers have 
expressed a wish for greater protection against these condi- 
tions, especially producers of electrical conductors, 1n which 8 
keen price contest is proceeding between various groups 1D the 
home market, and makers of primary batteries. Under tbe 
circumstances, it is suggested by makers that works’ delivery 
certificates, which show sale prices and destination of export 
orders, should be reintroduced, as these would doubtless 
largely put an end to cheap exports. 


Germany's Trade.—The September report of the Prussian 
Ministry of Trade states that the manufacturing boom 18 COD: 
tinuing in almost all branches of production, says the Evening 
News. Although home prices continued to rise in August the 
fall in mark exchange attracted large foreign orders, and home 
buying was also extremely active. The iron industry has 
abundant orders for months to come, and the Rhenish-West 
phalian iron and steel concerns are refusing to take апу 107 
ther orders for fulfilment this year. Тһе buying public 38 
actuated by the belief that the impending taxes will further 
raise prices, and is therefore in a hurry to lay in supplies 
Home business in the engineering industry is good only T 
some branches, but export orders are increasing. lue mM- 
provement in the electrical branches continues, and there 5 3 
good demand for motors and installation material, but ine 
cable branch is depressed. 
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Copper and Lead Prices. —Messrs. Е. Smith & Co., and 
Messrs. James & Shakespeare report September 14th: — No 
change in last week's quotations. 


Musical Advertising. After music in education at the 
B.A. meeting. music in advertising. The St. Helens Cable 
and Rubber Co., Ltd., has just published, in connection with 
its band tires. The Driver's Rosary,” four verses set to 
music. Ав а new departure in advertising we think it worthy 
of inclusion in our Business Notes. 


Rumanian Samples Fair.— The Rumanian Legation 
etates that the opening of the Samples Fair and Exhibition at 
Bukarest, which was to have taken place on September 12th, 
has been postponed until September l6th.—Heuter. 


Transmission at a Million Volts.—According to a Reuter 
dispatch. the American General Electric Co. reports that on 
September 13th for the first time in history it '' generated 
and transmitted an excess of a million volts pressure by a 
transformer equipment designed along standard lines with 
current at 60 cycles per second. The physical laws apply- 
ing to the behaviour of high voltages.“ it continues, were 
found to hold good at this enormous pressure. It was found 
possible to confine and send the current over the wires with- 
out prohibitive waste due to leakage into the air. The test 
has confirmed the belief that it is commercially feasible to 
use а considerably higher voltage in the transmission of power, 
and indicates an extent of long-distance transmission beyond 
the limits hitherto believed to be possible.” 


Dransfield's Special Voltmeter.—Referring to the note on 
page 317 of our issue of September 2nd, describing '' Drans- 
field’s Special Voltmeter,” Messrs. Ferranti, Ltd., inform us 
that they hold the selling rights of this instrument, and send 
us a copy of their List Ga200, which illustrates and describes 


the instrument. * 


LIGHTING AND POWER NOTES. 


Australia.—SyDNeY.—The report of Mr. Justice Wade, who 
was given a Royal Commission to inquire concerning the 
cost of producing electric light and power within the 
City of Sydney 1s available. His Honour states that the City 
Council claimed that the cost of generating and supplying 
electricity had increased since 1915 by .6762d. per kWh. Each 
increase of one one-tenth of a penny per unit means £40,000; 
consequently, in money terms, the claim, if granted, would 
provide additional revenue of £240,000. Worked out in 
pence, representing the cost per unit, the production price 
in 1915 was 1.1760d., and in 1921 1.8522d. 

Figures produced on behalf of the Electric Light Corpor- 
ation showed substantial increases under the ваше three 
heads, and his Honour accepted the first two as fair and 
reasonable. The first two showed an increase in the &x years 
of 4104d. per unit. 

His Honour therefore declares an increase to the City 
Council in production coet of five-tenths of a penny per unit, 
representing an additional charge to the consumer of £200,000; 
and to the Light Corporation of four-tenths of a penny, repre- 
senting a further charge on the consumer of £14,643. “ The 
additional revenue, he says, is sufficient to enable each of 
these bodies to meet the increased cost of production, also 
to maintain their undertakings in a sound financial position, 
and present a surplus finally in excess of what is necessary 
to meet liberally their present obligations. Daily Telegraph. 
(Sydney). 


Aylesbury Toin оп September Ist, Col. Е. T. Ekin, 
on behalf of the Electricity Commissioners, held an inquiry 
Into the application of the Town Council for sanction to 
borrow £27,632 for electricity extensions. The town clerk 
reviewed the financial position of the undertaking, and stated 
that the present loan would be spent upon plant of the 
capacity of 1,500 kW. The present capacity of the works 
was 1,400 kW, while the connections amounted to 840 kW, 
with a prospect of an immediate additional 200 kW. Mr. 
H. P. Bartlett opposed the Council's application; he said that 
the undertaking was constantly making demands upon the 
rates, and the prices charged for energy were too low. The 
Inspector pointed out that postponement was impossible if 
the plant was to be installed in time to meet the 1923 demand. 
The result of the inquiry will be made known in due course. 


Ashington.— PUR Lia RING The Urban District Council 
as entered into an agreement with an electric lighting com- 
pany for the lighting of the district, for a period of ten 
years, at a cost of £7,040. The scheme provides for 703 lamps 
which it is considered will meet adequately the requirements 
of the district. 


Birkenhead.—I.o4N SANCTIONED.—The Electricity Commit- 
б | as received the sanction of the Electricity Commissioners 
orrow £15,000 for mains and £5,000 for services. 


Bishop's Castle.—Price Ixcrrase.—The Town Council has 
5 to the Electric Light Co. increasing its charge for 
electricity from 9d. to 1s. per unit, for a period of six months. 


Barrow.—F'LL Time REsUMED.—The Electricity Committee 
recently reported to the Town Council, that an mterview 
had been given to а deputation from the local branch of the 
Electrical Trades Union, with reference to the working of 
short time, and it had been resolved that the working of full 
time be resumed as from September llth, in view of the 
fuller use of electricity by consumers in autumn and winter, 
and the necessity for efficiency at the works. 


Bradford.—Price  R&visroN.—Mr. Thomas Roles, the 
city electrical engineer, has written us with reference to а 
number of alarmist reports as to the financial position of 
his department which have recently appeared in the lay Press. 
The rumours arose out of a recommendation that the charges 
to power consumers should be revised. Mr. Roles states that 
à considerable number of these consumers have not yet paid 
50 per cent. above the pre-war rates, and, prior to the last 
increase, not more than 334 per cent. Long-hour consumers, 
however, have been called upon to pay 100 per cent. increase 
or more, and it was accordingly recommended tbat all con- 
sumers, as nearly as possible, should be charged on a basis of 
75 per cent. above the 1914 rates. It will thus be seen that no 
attempt to enforce exorbitant charges is being made, as has 
been suggested by the newspapers referred to above. The 
new maximum charge will only be 34d. per unit. In a state- 
ment to the Council, the Chairman of the Electricity Com- 
mittee admits that a loss was incurred during the coal strike, 
but the statement that the deficiency amounts to thirty or 
forty thousand pounds is absurd. | 

Moron-HiRING CHARGES.—The Master Bootmakers' and Re- 
pairers' Association 18 to send а deputation to the Corporation, 
with а request for a reduction in hiring charges for motors for 
boot repairing work. 16 was stated that when the matter 
was raised early in the year the association was told that the 
question would receive favourable consideration so soon as the 
cost of motors and renewal parts came down, апа the associ- 
ation contends that the cost of such parts, owing to a re- 
duction of the price of materials and in engineering wages, 
is now about half what it was at the beginning of the year. 
In view of an expected increase in charges for power, it is also 
contended that the matter depends on the cost of motor 
parts and not on cost of electricity production, and therefore 
the reduction should be made. 


{ ontinental.— FRANCE. Bouches-du-Rhöne, the Department 
о ance in which the town of Marseilles is situated, pro- 
poses to undertake in the near future a number of costly 
public works. His Majesty's Consul-General at Marseilles 
(Mr. E. Vicars, C.B.E.) has summarised for the information 
of the Department of Overseas Trade, an account of these 
works given by the chief enyineer of the department. 

The tirst scheme will involve the construction of a small 
diun on the Durance, from which the water, calculated at 
an average volume of 150 cu. ft. per second during the six 
months of high water, although considerably less during the 
remainder of the year, will be deflected to a power-station 
at Movrargues, where it is estimated that an average of 
32,000 kW will be generated. After leaving this station that 
water will be carried by а canal to a second one, situated at 
St. Christophe, also with a capacity of 32,000 kW in normal 
conditions. The power generated at the Meyrargues station 
will be utilised for pumping water to the arid plain of the 
Crau, and for drawing off the salt water from the adjoining 
Plain of Camargue. The St. Christophe power station will, 
on the other hand, be used to supply electricity to Marseilles 
and the Department of the Bouches-du-Rhóne for various 
public services, any surplus available when these needs are 
satisfied to be placed at the disposal of electric light and 
power companies. It is estimated that the power generated at 
these two stations on the Durance will be cheaper than that 
produced by the private electric companies of the district. 

А second scheme projected includes the electrification of 
the Departmental light railways, and the construction of 
new lines. 

The third scheme is for the construction of waterworks at 
Fontaine l'Eveque (Var). 

The cost of those schemes is estimated as follows.— 


Power stations on the Durance and laying of francs. 
power-lines 160,000,000. 
Works on Crau and Camargue 36,000,000. 
Extension and electrification of departmental 
railways 80.000.000. 
Fontaine l' Eveque Waterworks 245.000, 000. 
Total 521,000, 000. 


These ambitious projects have not passed beyond the pre- 
liminary stages, but now that the department has taken 
them up and given them publicity, it may be assumed that it 
is intended to carry them into effect with as little delay as 
possible. 

GERMANY.—O wing to a strike of the employés of the munici- 
pal electricity and. tramway departments Berlin was deprived 
of lighting, power, and transport on September l?th. The 
trouble was due to a rearrangement of the salaries of a number 
of higher-grade employés. It was later announced that the 
strike was settled on the following day. 
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Chipping  Norton.—IxQuiny.—The Electricity Commis - 
sioners recently held an inquiry into the application of the 
Chipping Norton Electric Supply Co. for permission to increase 
its maximum charges for electricity to ls. 3d. per unit for 
lighting and to 7d. per unit for power. The managing director 
of the company said that the cost per unit sold had risen 
from 1.94. in 1914 to 9.2d. in 1921. The Inspector asked if 
the latter figure was justified; was there any reason to 
suppose that the cost in 1921 would be 50 per cent. above that 
of 1920? The managing director said there was, and also 
thought that to give the shareholders a fair return the price 
should be 1s. 5d. a unit. On behalf of a number of con- 
sumers, Mr. T. Н. Pettipher asked for а six months' adjourn- 
ment; he said that the company's application was based 
my on this year's figures, rendered abnormal by the coal 
strike. | 


Coleraine (Co. DERRY).—WarER POWER Concession.—At а 
recent meeting of the Urban Council, it was intimated 
that the Honourable Irish Society had consented to lease the 
water power at the Salmon Leap on the Bann, near Coleraine, 
to the Council, at a nominal rent, for the purpose of generat- 
ing electricity for the district. 


Dover.—Barrack Licutinc.—The Town Council has ar- 
ranged with the War Office to supply electricity to the 
1 Heights Barracks, which have hitherto been lighted 
у gas. 


Electricity District.—Mip-LANcASHIRE. After discussing 
the future supply of electricity in Mid-Lancashire for 18 
months, last week's Conference of Local Authorities was 
unable to devise a scheme satisfactory to all parties, and the 
conference has been adjourned sine die. The Electricity Com- 
missioners have now asked for schemes to be prepared. It 
is not clear what will be the next step taken, whether local 
authorities will decide to act together or in part, or whether 
the Commissioners will come forward and submit a scheme of 
their own. 


Glasgow.—PowEn Іх Docks.—At the Prince's Dock power 
station, progress is being made with the replacing of steam- 
driven pumps by direct-coupled turbine pumps. The trans- 
former house is erected, and one electric turbine pump is 
already in operation. At Plantation Quay the steam-driven 
plant for pumping out dry docks is being replaced by elec- 
trically-driven pumps. А rotary converter has been installed 
for the supply of electric power and lighting on board vessels 
in the graving docks. 


Halifax.—Ex1ENsio0NS.—By taking in hand immediately 
schemes which had not been intended to be touched for 
some time to come, the Corporution Unemployment Committee 
hopes to provide work for about 500 men. The schemes con- 
cerned involve electricity and tramway work as well as 
work in the gas department, sewerage, and road widening. 
one work is to be carried on through the Borough Engineer’s 
office. 


India.—OoTACAMUND.—A meeting was recently held at the 
Municipal Office to consider the scheme put up by Mr. H. P. 
Gibbs for introducing electric power in advance of the Kunda 
scheme which has been held up owing to the state of the 
financial market. When the big scheme is carried out, power 
from it will be connected up with the distribution mains in 
Ootacamund, and the temporary plant dismantled. The 
majority of the municipal councillors of Ootacamund ure 
reported to be strongly in favour of this scheme. The tem- 
porary plant will be steam-driven, for which the Municipal 
Council is in a position to command an abundant supply of 
fuel. Mr. Gibbs, on behalf of the Tata Engineering Co., 
inspected the Ootacamund area last year and worked out 
the preliminary details. 

The work is estimated to cost approximately Rs. 3,60,000. 
The temporary plant will be put down by the Nilgiri Power 
Syndicate (which is about to be formed) consisting of Messrs. T. 
Stanes & Co., Coimbatore, Messrs. Tata & Sons, Ltd., of 
Bombay, Mr. G. Laird, manager for India of the Metropolitan- 
Vickers Co., London, Mr. C. Chetty, a prominent Indian 
gentleman of Coimbatore ‚апа Mr. H. P. Gibbs. The syndi- 
¢ate will carry on and complete all investigations and designs 
in connection with the Kunda project, and when the Nilgiri 
Power Co. is floated, the concession will be transferred to 
that company. The temporary plant will be erected in 18 
months.—Indian Textile Journal. 


Hkley.—GovERNMENT PLANT.—AÀ four-day trial run was 
made by the plant recently purchased from the Government. 
This is a 170-kW '' Phoenix " generator direct coupled to a 
925-h.p. '' Garrett "' superheated steam engine with condenser. 
The plant was unused, having been made for an aeroplane 
factory but never installed. 


Keighley.—Loan SANCTIONED.—The Electricity Commis- 
eioners have sanctioned the borrowing by the Corporation of 
. £27,374, for electricity purposes. This is only part of the 
amount applied for, the balance of £26,252 being held over 
for further information. 

Market Drayton.—Pustic Licgatixa.—The Urban District 


Council has accepted the tender of the Electric Light Co. for 
the lighting of 65 or more lamps during the period October 


lst next to April 30th, 1922, from sunset to 10 p.m., at 
£4 10s. per lamp, subject to a reduction in the event of a 
fall in the cost of coal, &c. 


Manchester.—BaRTON StTATION.—The new Barton power 
station is going to be an expensive project. Two years аро 
£1,810,500 was considered necessary for its construction 
whereas now, the Electricity Committee is asking for power 
to borrow an extra sum of £1,466,743 to complete the scheme 
thus bringing up the total to £3,277,243. The Finance Com. 
mittee states that no charge will fall upon the revenues of 
the undertaking until such time as the generating station 
becomes revenue producing. 

There was considerable criticism of this proposal at a meet- 
ing of the City Council last week. Councillor Judson said 
they were told the scheme would cost two million pounds, and 
now it was to cost another million and a half. Someone had 
blundered. Sir Edward Holt said the scheme should be put 
back for six months, in view of falling prices. Ald. Dagnall, 
chairman of the Electricity Committee, stated that two mil. 
lion pounds had already been spent, and it was not business 
to let that capital stand idle for another six months. Ald. 
West denied any blundering in the estimates, and said that 
no engineer in 1919 could correctly estimate the prices that 
would rule in 1921. The Council agreed to the borrowing 
of the amount. 


Melbourne (Derbyshire).— STREET LIGHTING.—The Urban 
District Council has accepted the tender of the Electric 
Light Co., for street 15 80 at £3 lls. per lamp, for four 
300-watt lamps, and £1 9s. 3d. each for 63 ordinary lamps. 


Monaghan.—Street LIGHTING.—The Monaghan Lighting 
Co. recently offered to light the town with 60 lamps at 1044. 
per unit, and desired а guarantee that the Council would 
continue to take the light for seven years. To this the 
Council replfed that it could only guarantee to take energy 
for two years, as it would go out of office in 1923. The com- 
pany has replied that it can make no departure from its 
original proposal. 


Motherwell.—Price Repuction.—The Town Council hus йе. 
cided to reduce the price of electricity for public lighting in 
the Wishaw area from 5d. to 334. per unit. 


Nottingdham.—Sus-srATioN SrTE.— The difficulty of obtain- 
ing a site for the proposed sub-station in the Meadows district 
has been surmounted by taking over a piece of land at Bruce 
Grove, from the Public Libraries Committee. 


Nelson.— PRICE IN cREASE.— The Town Council has increased 
the charges for electricity for lighting by 4d. per kWh, and 
for power, by id. 

Nerthwich.—DisrnicT ExTENSION.— The Electric Supply Co. 
has intimated to the Urban District Council its intention w 
apply to the Commissioners for a special order extending 
its district. The clerk has been instructed to report fully 
upon the matter to the General Purposes Committee. 


Newport.—Loan.—The Corporation is applying for sanction 
to borrow £1,000 for the purchase of land for the extension 
of the East power station. 


Oldham.—No Price Increase.—Owing to the depressed 
state of industry, the Electricity Committee has decided not 
to increase the charges for electricity as proposed. 


Perth.— EXTENSIONS APPROVED.—The Electricity Commis 
sioners have consented to the extension of the generating 
plant at the electricity station, at a cost of £15,000. 


Peterborough.— Year's Мовкіха.—Тһе 1920-21 accounts of 
the city’s electricity undertaking (engineer: Mr. H. A. Nevill) 
record a total income of £25,452, as against £18,382 in the 
previous year. Working expenses totalled £22,057, as against 
£13,185, leaving a gross profit of £3,395 (£5,197). The net 
result was а loss of £3,580; there was a deficit of 4088 ш 
the preceding year. The number of units sold rose from 
1,113,005 to 1,930,563. 


Redditch.—Yran's WORKRING.— The accounts of the Council's 
electricity undertaking (engineer: Mr. В. N. Mayne) for 
the year ended March 31st last, show a total revenue of £34,038 
as compared with £31,152 in 1919-1920. Expenditure оп 
revenue account totalled £28,980, as against £22,796, leaving 
a gross balance of £5,658 (£8,356). The net result, after 
payment of all capital charges, was a deficit of £1,203, but 
this was covered by a balance of £13,169 brought forward, 
and £11,966 was carried forward to the next account. ‘The 
preceding year’s net result was a profit of £2,427. The 
number of units sold fell from 2.762.033 to 2,574,378. 

Prick Increase.—As from October Ist, the charges for 
electricity will be increased as follows: Lighting: factories, 
7d. per unit, theatres, &c., 6d., and ordinary consumers, U. 
Power, cooking. and heating, 24d. per unit, subject to decrease 
or Increase with fluctuations in the price of coal. 


Southport.—ExtTEeNsion oF SuPPLY.—The chairman of the 
Electricity. Committee states that it is hoped to have the 
whole of the township of Ainsdale electrically lighted for the 
winter. It is hoped that the cables will be laid and the eub- 
stations completed by the end of the month. The work 18 
being so carried out that should the Corporation at any time 
decide to take over the lighting of Birkdale, that busines 
will be facilitated. 


— 
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South Shields.—Pnick Repucrion.—In view of the electri. 
city undertaking having shown a profit of £16,438 during the 
past year, the Town Council has agreed to a 12] per cent. 
reduction of charges. 

Stafford.—New Scare ОЕ CHaRGES.—The Town Council 
adopted on September 6th а new scale of tariffs for the Cor- 
poration electricity undertaking, with the object of popular- 
ising the use of electricity. ‘Lhe consulting engineer, | 
Arthur Ellis, of Cardiff, in а report pointed out that the Cor- 
poration was committed to a very heavy additional capital ex- 
penditure, which it desired should become remunerative, and 
the undertaking self-supporting, at tbe earliest possible date. 
The present system of cbarging, he observed, was altogether 
inconsistent and, in his opinion, there was no justification 
whatsoever for its existence at all, it was not fixed upon any 
businesslike basis. The scale adopted by the Council provides 
for a flat rate of 8d. per kWh. consumed in the case ot 
private residences—the minimum quarterly payment to be 
1s. 6d., or alternatively at the request of the consumer 15 per 
cept. of the rateable value of the premises supplied, and in 
addition 2d. per kWh. consumed. In the case of hotels, shops, 
оћсеѕ, and other business premises, a flat rate of 8d. per 
kWh. consumed is to be charged—the minimum quarterly 
payment to be 13s. 4d., or alternatively at the request of the 
consumer £2 10s. per kW per quarter of maximum demand, 
and in addition 2d. per unit consumed. The Electricity 
Committee proposed to charge 8d. per kWh. for lighting 
with a minimum quarterly payment of 7s. 6d. in the case 


of churches, but after discussion the Council agreed io fix. 


the rate at 4d. per kWh. consumed, the same as for places of 
amusement. The rate for d.c. power supplies was fixed at £2 
per kW per quarter of maximum demand, and in addition 
ld. per unit consumed; for l.p. a.c. power supplies £2 per КУА 
per quarter of maximum demand, and in addition 14. per unit 
consumed. In the case of factory and workshop lighting 
where the plant is electrically driven the consumer will be 
allowed to use 74 per cent. of the total power consumption 
for lighting at power rates. 

Swansea.— TEAR's WORKING.—The borough treasurer's ab- 
stract of accounts of the electricity undertaking for the year 
ended March 3lst, together with the report of the electrical 
engineer (Mr. J. W. Burr), shows that the net income was 
£100,062, as compared with £77,329 for the previous year, and 
the working expenditure £80,199, or 75.62 per cent. ot the 
income, as against £56,190, or 72.66 per cent. for the previous 
year. ‘Che gross profit amounted to £25,863, or 24.38 per cent. 
of income, as against £21,139 or 27.34 per cent. for the pre- 
vious year; loan charges were £21,937, or 20.78 per cent., as 
against £16,733, or 21.64 per cent. for the previous year, leav- 
ing a net profit of £3,876, or 3.65 per cent. of income, as 
against 44,406, or 5.70 per cent., the previous year. The 
gross profit still represents over six per cent. upon the 
gross capital outlay, which the borough treasurer thought 
was very satisfactory. The net expenditure upon capital 
account during the year was £39,125, bringing the total 
expended up to £364,316 (excluding stock issue expenses). 
The total amount paid to date into the Reserve Fund, inclu- 
ding interest, amounts to 429.389, of which £25,052 has 
been expended upon works which otherwise would have 
involved loans. The balance at the end of the year was 
The engineer's report on the 20th year of working, states, 
that the output of electrical energy from the works shows an 
increase of approximately 9 per cent., as compared with the 
previous year. The overall price per ton for coal for the year 
ended March last was £1 19s. 7d., as against £1 10s. 3d. for 
the previous year. An analysis of the working costs per unit 
for the year compared with the previous year shows: 0.69d. per 
kWh for coal, as against 0.52d.; oil waste, water, and stores, 
0.054., as against 0.014.; wages, 0.30d., as against 0.214.; re- 
pairs and maintenance, 0.34d., as against 0.26d.; rent, rates, 
and taxes, O. 10d., as against 0.12d.; management expenses and 
miscellaneous, 0.14d., as against 0.10d., making the totals 
1.624., as against 1.22d. The number of consumers connected 
to the mains during the year was 366. The highest number 
connected in апу previous year was 261. 

Wrexham.— PRICE INcREASE.—À6 а special meeting on 
September 6th the Town Council decided to abolish the 24 per 
cent. discount, and to add 5 per cent. to the existing charges 
for electricity. It is hoped that by this means the loss of 
£2,000 incurred during the first part of the current financial 
year will be made good. 

Walton-on-Naze.—WateR Power.—The District Council is 
considering the utilisation of an old mill pond for the genera- 
Поп of electricity. It is stated that it would be possible to 
produce electricity to sell at 2d. per kWh. 

Үогк.—Всік SuPPLIES.—AÀs a consequence of the special 
supply rates granted by the Corporation to Messrs. Rowntree 
and Co., a number of other large consumers have asked for 
supplies on similar terms. This has led the Corporation to 
consider supplying electricity in bulk. The North-Eastern 
Railway Co., is one of the applicants. The company already 
has an extensive plant of its own, but the Yorkshire Herald 
considers it possible that the whole of the company’s needs 
may eventually be supplied by the Corporation if the terms 
т acceptable, and the company's own plant will be shut 
E The adoption of the bulk supply scheme would, no 

oubt, entail considerable plant extensions. 
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TRAMWAY AND RAILWAY NOTES. 


Bradford.—Yran's WoORKING.—The report of the general 
manager of the Corporation tramways (Mr. R. H. Wilkinson) 
for the year ended March 31st last, shows that the total 
revenue was £718,539, as compared with £608,991 in 1919-20. 
Working expenses amounted to £623,908, as against £501,534, 
leaving a gross profit of £64,636 (£107,457). After payment 
of all capital charges а net loss of £22,245 was the result. In 
the previous year the sum of £30,000 was contributed to the 
city fund in relief of rates. ‘the number of car miles run 
increased from 5,648,370 to 6,347,404; the number of pus- 
sengers carried rose from 36,469,U14 to 88,505,557. The adverse 
ħnancial result is attributed by the manager to the increased 
cost of labour and materials, and also to the institution of a 
hcliday scheme for the men. 

RECONSTRUCTION OF TnRack.— The Tramways Committee re- 
commends to the City Council that reconstruction of the 
tramway track be proceeded with on the Eccleshill section, 
from Idle Road to the terminus, at an estimated cost of 
£16,623, and on the Wyke section, near Odsal Top, at an 
estimated cost of £9,528. The Committee asks the Council 
to apply for power to borrow so much of these sums as would 
properly be met out of capital account having regard to the 
time which has elapsed since the existing track was laid. 

A dispute has arisen between the Tramways Committee and 
the local branch of the United Vehicle Workers' Union in 
the matter of the recent discharge of а number of men who 
were taken on temporarily. The men discharged numbered 
85, of whom 26 were reinstated; 19 obtained other work. 
The Tramways Committee, on being approached by the men's 
union, offered to take the men back on short time and pay 
for work done, but the union declined this, though it agreed 
to waive the guaranteed 48 hours' week in the case of these 
particular men, if they were reinstated on a ?4 hours' agree- 
ment subject to the usual service conditions. The Committee. 
was unable to promise the usual conditions ot service, with 
the privileges of such service, and said that their em- 
ployment must be accepted as temporary. | 

Continental.—SwEDbEN.—The Swedish State Railway ad- 
ministration, referring to the proposed electrification of the 
railway between Stockholm and Gothenborg, states that the 
two committees which are engaged on the examination of 
the question of the system to be adopted and the measures to 
be taken to prevent disturbances being set up in telegraph 
and telephone lines, are expected to complete their reports 
by the end of this year, when it will be possible to start the 
work of conversion. The expenditure on the whole scheme, 
including the electric locomotives, has been considerably re- 
duced, from the farmer estimate of 105,000,000 kr. to about 
65,000,000 kr. As the value of the steam locomotives which 
wil be set free through the electrification can now be 
reckoned at 22,500,000 kr., the entire cost of undertaking the 
work will be only 49,500.000 kr. As a consequence the 
estimate of 23,000,000 kr. already sanctioned represents sligntly 
over one half of the total calculated outlay, and no further 
grant will be required in 1922 if the work of electrification is 
started during that year. 

NORwAx.—Included in the recent Norwegian Budget is a 
sum of 2,500,000 kr. for the electrification of the Ofoten Rail- 
way. | 

Darlington.—AccIDENT.—An electric tramcar and a motor 
wagon were proceeding in the same direction in Parkgate, 
last week, when the wagon, overtaking the car, drew in front 
too suddenly, and the tramcar driver's platform was smashed 
and the windows of the car broken. No personal injury re- 
sulted and the car was capable of returning to the depót under 
its own power. | 

Glasgow.—TickET Economy.—In a letter to the Daily Mail 
it is pointed out that the Corporation makes a yearly profit of 
over £300 on used tramway tickets. Boxes are fixed above 
the footboard into which passengers drop their tickets as they 
alight. It is an offence to throw used tramway tickets into 


the street. 

Gosforth Park.—Licut Ratway.—At a meeting of the 
Newcastle-on-Tyne City Council on the 7th inst., the agree- 
ments with the High Gosforth Park Co., Ltd., and the 1vne- 
side Tramways and Tramroads Co., as to the light railway 
through Gosforth Park, were submitted. 

Ald. В. Mayne, in moving that they be approved, said 
under the agreement with the Park бо. the Corporation 
obtained а perpetual easement for practically 14 miles of 
double track through the park without any capital payment, 
and also a right to lay an additional 200 yards of single-line 
siding. The method of construction of the railway was sub- 
ject to the approval of the company’s architects, subject to a 
right of arbitration in case of difference. In return the Cor- 
poration would pay one-third of the net profits upon cars 
run over the railway after deducting all capital charges and 
working costs. The agreement with the Tyneside Tramways 
Co. simply carried out the arrangement already approved. 
Under it the Corporation was prohibited from extending the 
light railway northward, or alongside the North Road: and 
the Corporation undertook, if the Tyneside Co., desired, to 
put in two junctions between the Corporation tramways in 
Benton Road, where the Tyneside lines crossed the road and 
intersected the Corporation tramways. The agreements were 


approved. 
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Java. —RATLwWAY ELkcrRIFICATION.— The authorities of the 
Dutch East Indies State Railways have decided on the elec- 
wification of the Batavia-Weltevreden and Buitenzorg-Tand- 
jong Priok lines. 


London.—New L.C.C. Cans.—In about eight weeks’ time 
deliveries of the new L.C.C. tramcars, 195 of which were 
ordered in June, will begin, says the Lvening News. These 
will have many improvements as compared with the present 
cars, and will be faster than any of the present tramcars. 
There will be seats for 78 passengers, and those in the vesti- 
bule on the top of the car will be reurranged to give more 
knee room. Greatly improved lighting is also promised, and 
the ceilings upstairs and down will be painted white. The 
new cars аге to cost approximately £4,000 each. 

Tose BreEaKbOWN.—Four trucks, part of a repair train 
whose crew was taking up the under-river line of the City 
and South London Railway and relaying it by night, became 
derailed and jammed soon after 2 a.m. on September 9th. 
One of the trucks sank into the line bed and could not be 
moved for some time, so that the whole of the under-river 
section of the line had to be closed. 

On October 9th and following Sundays it is intended to 
reopen all stations on the Underground electric railway sys- 
tem, for the whole day with the exception of Cannon Street, 
Covent Garden, York Road, and Aldwych stations. 


Maidstone.—Yrar’s WonkiNG.—The annual report of the 
Light Railways Committee for the year ended March 31st last 
shows that the total revenue of the tramways was £25,478, 
and working expenses £21,253. leaving a gross balance of 
£4,365. The payment of capital charges resulted in a net 
deficit of £193. 


Salford.—Strike.—On Sunday last, at midnight, the em- 
ployés of the Corporation tramway department ceased work as 
& protest against the secession of a number of inspectors and 
clerks from the United Vehicle Workers’ Union. Аз a relief 
measure the Corporation has started running charabancs. 


Southport.—ExTENsioN oF Time.—The Minister of Trans- 
port has extended the time until August, 1922, of the South- 
port Corporation Act, 1913, for the completion of the electrical 
equipment for the working of trolley vehicles. 


York.—SHonT-TIME WaGES.—A recent decision of the Tram- 
way Committee not to accede to an application for full bonus 
for tramway employés during the time they were working 
short-time owing to the coal strike, has been reconsidered 
by the Traffic Committee. and a report is to be made. 


TELEGRAPH AND TELEPHONE NOTES. 


China.—TELEPHONE DFVELOPMENTS.—Extensive telephone 
improvements and extensions, embracing both long-distance 
and local services, are under way in Kiangsu Province, but 
will not be fully completed for some time. It 1з planned to 
connect all important cities in the Province by long-distance 
services. Connections between Shanghai and Nanking will 
probably be completed by the end of 1921. The total cost of 
the changes now being effected in the Province will amount 
to approximately $1,000,000, of which $425,000 will be ex- 
pended in the city of Nanking in a complete reorganisation 
of the local system, including $100,000 for new buildings, 
$150.000 for interior, and $150,000 for exterior equipment. 
It is understood that the exterior materials are being pur- 
chased through the Sino-Japanese Electric Co., and the in- 
terior from a Chinese-American company. The service 
between Nanking and Pukow, located across the Yangtze 
river. is also being extended. The subinarine cable with only 
two wires, which now connects these two cities, will be 
replaced by a new cable providing for 26 wires, which it is 
thought will meet all requirements at present and in the near 
future.—Eastern Engineering. 


Czecho-Slovakia.— TELEPHONE ExTENSIONS.—In less than 
two years the telephone lines in Czecho-Slovakia have been 
increased by 6,250 miles.—The Times. 

France.—ACCIDENT AT WIRELESS Station.—It is reported 
that one of the masts of the La Doua wireless station, on the 
outskirts of Lyons, collapsed on September 10th, killing one 
and injuring another man.—Reuter's Trade Service (Lyons). 


Germany. — WinELESS "TELEPHONY. — According to the 
Deutsche Allgemeine Zeitung, highly successful experiments 
in wireless telephony have recently been carried out between 
Berlin and Copenhagen.—Reuter’s Trade Service (Berlin). 


Greece.—New TELEGRAPH SERVICE.—Direct telegraphic com- 
munication between Athens and Broussa (in Asia Minor, 67 
miles south-south-east of Constantinople) has been established, 
gays the Daily Mail. 

Jtaly.—WinELESS TELEGRAPHY.— The first meeting of the 
Commission recently nominated by the Associazione Elettro- 
tecnica Italiana to study questions related to telegraphy, tele- 
phony, and radiotelegraphy was held in July, when the use 
of wireless telegraphy by industrial companies possessing 
electric plant was discussed as one among several means of 
extending the employment of wireless telegraphy generally. 


In Italy hitherto wireless telegraphy has been limited to the 
naval and military services and to a few shipping concerns 
To carry out the Association's plans, three sub-committees 
have been appointed, whose duty will be to find oui the 
machines best suited for wireless purposes, to fix standards 
for the various parts, to ascertain what dielectric rigidity ja 
required, to settle the earth insulations of dynamos and trang. 
formers, the choice of a direct-current type of machine 
able to work with sudden and frequent changes of load, the 
tendency of short-circuiting and sparking at the collector, the 
insulation of conductors, protection against lightning, safe- 
guarding of neighbouring networks against disturbance, фе. 
Also an attempt will be made to induce the Govern. 
ment to extend the teaching of wireless telegraphy in all 
polytechnic and technical schools, to appoint those fitted to 
grant certificates, and what prerogatives these will confer on 
the recipients. The most delicate part of the sub-committees’ 
task will be to advise on the steps to be taken to induce the 
State to relinquish its monopoly and to throw open unre- 
strictedly wireless telegraphy to private firms. This is the 
only course, it is contended, that will serve for the proper 
development of wireless telegraphy in Italy. The question, 
however, bristles with so many difficulties that it was decided 
to reserve its consideration for a future meeting, when absent 
members of the Association would be present. 

Press TELEGRAMs.—Tlhe Postmaster-General announces that 
on and from September 15th, Press telegrams at the reduced 
rate for Italy will be accepted at post offices, on the usual 
conditions, between 6 p.m. and 12 noon. 

TELEPHONE EXTENSIONS.— The Italian official journal has pub- 
lished the text of laws providing for an extraordinary expendi- 
ture of 166,000,000 lire for the improvement of the telephone 
and telegraph networks. 


Russia.—NEw WIRELESS STATION.—A large wireless tele- 
graph station is being erected near Moscow, says the Daily 
Mail; the purpose of the Russian People's Commissariat of 
Posts and Telegraphs being to install apparatus that will 
enable Moscow to speak simultaneously to every place on the 
face of the earth. The apparatus is being made in tne big 
radio laboratory and works at Nijni-Novgorod, under the 
supervision of a band of Russian scientists. During Russia's 
recent years of isolation her radio progress has been remark 
able. Most of the experts are not Bolsheviks, but are en- 
thusiasts for research and eager to develop the possibilities 
of wireless. Russia is covered by an efficient network ot 597 
wireless stations (about six times as many as in the British 
Isles), which keep Moscow in instantaneous touch with what 
is going on all over the country and in Siberia and Turkestan. 


The Telephone Service.—Storm Damace.—During the night 
of September llth-l2th a thunder storm did considerable 
damage to the telephone system; over 2,500 lines were 
" down " in London alone, and to add to the trouble a water 
main burst at Tottenham, causing some damage by the flood- 
ing of cables. n 

In Tottenham alone 178 subscribers’ lines and 285 junctions 
were out of operation. By Tuesday evening, however, 228 
lines in the London area had been rered 

Strenuous efforts are being made by the Post Offce to com- 
plete the system of underground telephone cables, but accord- 
ing to the Daily Chronicle, laying an underground wire m 
towns is an expensive process. Recently, in London, one 
1,000 ft. long was laid to relieve the Avenue Exchange, and 
it cost over £3,000. | 

REVENUE.—Statistics published in the London Gazette show 
that the estimate of Post Office revenue for the year 191-2 
was £60,000,000, while five months’ actual business had 
yielded only £18,500,000, suggesting at this rate a deficit on 
the year of £15,600.000. The increase during the five months 
over the corresponding period of last year is only 4250.00 
The figures represent revenue paid into the Exchequer, but 
not total revenue. One important point is that there has 
been a change in telephone accounting, whereby accounts are 
rendered quarterly instead of monthly. The figures, theretore, 
do not include full telephone receipts, which will be given 
in late returns. Daily Telegraph. 


CONTRACTS OPEN AND CLOSED. 


(The date giren in parentheses at the end of the paragraph 
indicates the iseue of the ELECTRICAL REVIEW in which tM 
" Oficial Notice" appeared.) 


OPEN. 


Argentina.—October 21st. State Railways. 
months' supply of electrical stores.* | | 

The Commercial Secretary to H.M.'s Legation at Bueno 
Aires states that the State Railways invite tenders 
be presented early in November for one year's Supp? 
of railway signal material, including telephone and telè 
graph materials, &c. Specifications, tender forms. &c. 8T 
expected to arrive early in October, and will be available 10 
the Inquiry Room of the Department of Overseas Trade, &. 
Old Queen Street, Westminster, S.W.1. 
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Australia.—MELBOURNE. Victorian Government Railways. 
October 26th. Р.с. arc welding plant (Cont. No. 34,377). 
Armature banding machine with electric motor and starting 
gear (Cont. 34,378).'November 2nd. Electric storage battery 
complete for automatic telephone exchange (Cont. 34,229).*. 

January 4th. "Victorian Government Railways. 150 electric 
train stops operated by a single-phase induction motor. One 
set of electric pyrometer equipment for measuring tempera- 
tures of 350 to 2,000 degrees Fahrenheit.—Reuter’s Trade Ser- 
vice (Melbourne). 

ADELAIDE.—October 12th. | 
ment. 2,750 yds. telephone cords, 120 hand sets, 160 jacks.* 


Belfast. — September 19th. Electricity Department., 
E.h.p. and l.p. switchgear for the new harbour power station. 
(See this issue.) 

Brighton.—September 20th. Board of Guardians. Elec- 
trical fittings, &c., for three months. H. Burfield, Clerk, 
Prince's Street. 


Balgaria.—Soria.—October 7 th. Department of Posts 
and Telegraphs, 100,000 porcelain insulators.* 


Eastbourne.—September 26th. Electricity Department. 
One water-tube boiler, fan and chimney, boiler-feed pump and 
piping; one 2,500-kW turbo-alternator with condensing plant 
and pipework. (September 2nd.) 


Fort William.—September 17th. 
nection with 12 houses. Particulars from Mr. 
architect, Fort William. 


Glasgow.—Tenders for lighting North Woodside Road 
lodging house by electricity are to be asked for by the Cor- 
poration. 


London.—BERMONDSEY.—September 23га. 
Guardians. Six months' supply of electric lamps. 
Reeve, clerk to the Guardians, 253, Tooley Street, S.E. 


Morocco.—September 19th. Post and Telegraph autho- 
rities at Rabat, 56 tons of copper wire 3 mm. diameter. 


Nottingham.—October 21st. Electricity Department. 
Three 10,000-kW turbo-alternators with exciters, condensers, 
auxiliary plant, &c. One 1,000-kW combined turbo-generator- 
alternator with condenser, auxiliary plant, &c. Six water-tube 
boilers with mechanical stokers, superheaters, forced draught 


fans, &c. (See this issue.) 


New Zealand.—WELLINGTON.—November 29th. Public 
Works Department, Mangahao electric power scheme: three 
water wheels, three 6,000-kVA and two 3,000-kVA a.c. 
generators, two 3-unit exciter sets, seven 4,000-kVA, single- 
phase transformers, insulators, lightning arresters, switch- 
board, &c.* 

October 15th. Corporation. Two water-tube boilers with 
feed-water heaters, superheaters, stokers, &c.; one 5,000-kW 
turbo-alternator with condensing plant. (September 2nd.) 


Portsmouth.—September 21st. Board of Guardians. 
Electrical fittings, for three months. Mr. E. H. Mitchell, 
clerk, St. Michael’s Road. 


South  Africa.—JoHaNNEsBURG. November Tth. Rand 
Water Board. Two 350-kW steam-driven electrical generating 
sets, complete with switchboards and all accessories.“ 


Uxbridge.—Board of Guardians. Tenders for converting 
the electric power plant at the Institution, Hillingdon, from 
100 V d.c. to 20 V single-phase, 50 periods, and supplying 
machinery for same. (September 9th.) 


Warrington.—September 27th. Board of Guardians. 
Electrical goods for three months. Mr. A. Bottomley, Bewsey 
Chambers. 

Worksop.—Urban District Council Eterrricity Depart- 
ment. Supply and erection of an overhead transmission line, 
complete with underground connecting cables, distance 
approx. 2,200 yds., pressure 6,600 V. (See this issue.) 

* А сору of the specification, &c.. can be consulted at the 
Depertment of Overseas Trade, 85. Old Queen Street, 8.W. 1. 


Electric lighting in con- 
G. Falconer, 


Board of 
Mr. H. 


CLOSED. 


Barking.—Electricity Committee:— 
Electric light installation, New School Buildings, £265.—Lund Bros. 


Bradford.—Electricity Committee. Plant at Valley Road 
works. 
Water supply pipes for No. 4 boiler house.—Stanton Ironworks Co., Ltd. 
Steel piers for supporting pipes to No. 9 and No. 10 cooling towers.—H. 


Barrett & Sons, Ltd. 
Switchboard for Мо, 4 boiler house and extension to switchboard for trans- 


former chamber.—Bertram Thomas. 
Electric Side-tipping truck.—Electromobiles, Ltd. 
Automatic centrifugal sump pump.—Holden & Brook, Ltd. 
Crewe.—Accepted:— 


Electric light installation, Linden Grange and Maternity Home, £150.— 
Carrington & Button. 
Darwen.—Corporation. Accepted: 


„For the installation of telephones connecting the various departments. 
Mr. W. V. Fairhurst. 


Postmaster-General's Depart- 


Glasgow.—Corporation. Recommended:— 
Electric main for transformer to exhauster house at Provan Gas Works.— 


Callender’s Cable Co., Ltd. . 
Circulating condensing water at gas works for three months.—McFarlane 


Enginecring Co. 
Corporation. Accepted:— | , 
Electric lighting of Mount Blow House and Avenue, £178.—]ohnston, Park 
and Co. 


Newcastle-on- Tyne.—City Council. 
4.000-kW  turbo-alternator and surface condensing plant for the Manors 
Station, £33,700.—C. A. Parsons & Co., Ltd. | 


" 
FORTHCOMING EVENTS. 


institution of Production Engineors.—Saturday, September 17th. At the 
Institution of Mechanical Engineers, Storey's Gate, S.W. At 7 p.m. 
Paper on The Manufacture of Ball and Roller Bearings," by Mr. J. D. 
Scaife. : : 

idea! Homes Exhibition.—Monday, September 19th, to Saturday, October 8th. 
Ах the Kelvin Hall, Glasgow. 


NOTES. 


Stage Lighting.—Science has already done much in the 
way of stage effects; however, it still holds in reserve wonders 
even more startling than those we know of. On September 
9th, for instance, а private view was given at the London 
Hippodrome of a development in the domain of electric light- 
ing which, granting it can be economically applied, sbould, it is 
claimed, go far to solve the problem of how to accomplish an 
instantaneous and complete change from one scene to another. 
The novelty is the work of Adrian Samoiloff, a young Russian. 

The illusions, he declares, are produced by the use of light 
rays, of many shades, coming from all parts of the stage 
and controled and blended by a tiny instrument invented 
by himself. The device is to become a standing feature at 
the Hippodrome in The Peep Show," іп а short series of 
scenes to be called The Valley of Echoes.“ The public will 
thus be enabled to judge for themselves of the effects it ia 
capable of accomplishing. 


Finsbury Technical College Old Students' Association.— 
The annual general meeting of the above association was held 
at Finsbury Technical College on September 5th, the presi- 
dent, Professor G. T. Morgan, O.B.E., D.Sc., F.R.S., occupying 
the chair. А report was read of the progress made since 
the association was resuscitated in the early part of 1920, 
and reference was made to the great success of the dinner 
and smoking concert held last season. 

The fact that the college 1s being kept open, owing in no 
small measure to the efforts of old students of the college, 
should impress on all old students the necessity of the associ- 
ation, and should ensure a steady influx of new members, 
Students who have recently completed their course will be 
well advised to apply for membership at once if they have 
not already done so. 

The annual dinner this year has been arranged for Saturday, 
November 12th, and the smoking concert for Friday, January 
27th, both these functions being held at the newly opened 
Engineers Club. The first number of a Bulletin, which it 
is proposed to issue quarterly, is in course of preparation : 
and all old students are requested to forward immediately 
an account of what they are now doing for inclusion therein. 
Application forms for membership and all particulars of the 
association may be obtained from the Hon. Secretary, Mr. 
H. P. Guy, 209, Northumberland Park, Tottenham, N.17. 


Educational. NorTHAMPTON POLYTECHNIC INSTITUTE.—For 
the full-time courses in engineering and technical optics a 
special entrance examination is to be held at the end of Sep- 
tember. The 1921-22 session opens on October 3rd for day 
courses; evening classes commence on September 26th. A 
volume of ‘‘ Announcements—Educational and Social" has 
been issued, and this gives full details of all subjects included 
in the numerous courses as well as particulars of the social 
and recreative side of the Institution. 

THE PoryrECcHNIC, Regent Street, W.1.—A special course of 
lectures on ‘‘ Cost Accounts“ will be delivered by Mr. R. G. 
Legge on Fridays, commencing September 30th. Full par- 
ticulars are given in our advertisement pages to-day. 

MANCHESTER UNIveRSITY.—The Faculty of Technology has 
issued its prospectus for session 1921-92. Full details as 
to times and subjects are given for the various courses. 
These courses include mechanical, electrical, and municipal 
and sanitary engineering, and many branches of applied 
chemistry. The first term of the session (Michaelmas) opens 
on October 6th. Other particulars given are scales of fees 
and general information regarding graduation, &c. 


BATTERSEA POLYTECHNIC [NsTITUTE.— The next session com- 
mences for day courses on September 27th. and evening 
courses on September 26th (enrolment commences September 
90th). An abridged calendar of evening classes can be ob- 
tained gratis on application to the principal. 
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Appointment Vacant. Electrical en ineering draughts- 
сен шшш + war bonus), for the Metropolitan Asylums 
oard. 


Fatality.—An inquiry was held on the 7th inst. into the 
cause of the death of Frank Edward Plum, an electrician at 
Messrs. Armstrong, Whitworth & Co.'s naval yard at Walker- 
on-Tyne. On September Ist, it was stated, he was instructed 
to cut away воще loose cables which were dead. and it 
was while doing this work in the sub-station that he was 
killed. After the accident it was found that there were plier 
marks on a live conductor, showing that deceased had at- 
tempted to cut it in error. The pressure was 255 volts. Plum 
was an efficient man, and had been responsible for the main- 
tenance of all the electrically-driven plant at the south end 
of the yard. 


New X-ray Process.—An important scientific discovery 
will, according to the daily Press, be disclosed at the annual 
exhibition of the Royal Photographic Society this month. 
5 is reported to be the outcome of researches 
carried out by the Society, and will, it is claimed, enable 
operators to take а photograph of the object showing, not 
only what it is. but also its exact location, depth, and 
position.“ It is also said that the new process will consider- 
ably reduce the risk of X-ray dermatitis. Several other dis- 
coveries will be shown, one of which is in connection with 
autochrome photography, making it possible to take coloured 
pictures. 


Bread Baking by Electricity.—The loaves which won the 
first prize for white bread at the Armstrong Gardens Associ- 
ation’s annual show at Heaton, Newcastle, were baked in 
an electric oven. The prize-winner was Mrs. J. J. Watson, 
who used the oven of her ordinary electric cooking range 
to bake the bread. A success like this in an open competition 
substantiates the claim that electricity is a most efficient 
method of cooking, combined with absolute cleanliness апа 
economy.—Newcastle Daily Journal. 


? 


INSTITUTION NOTES. 


Institution of Electrical Engineers.—Lonpon STUDENTS’ 
SecTion.—With the return to more normal conditions 
the London Students’ Section has had a very active 
session. А full account of the meetings, visits, and social 
functions is detailed in the committee's report for the 1920-21 
session, during which eleven general meetings and the annual 
general meeting were held at the various technical colleges 
in London. The average attendance was 39, the highest 
recorded being 75. The opening address to the Section was 
delivered by Mr. C. C. Patterson, O.B.E., and by invitation 
of the Graduates’ Association of the Institution of Mechanical 
Engineers а joint meeting of the London Students’ Section 
and the above Association was held on November 8th at the 
Institution of Mechanical Engineers. In response to this, 
members of the Graduates’ Association were invited to the 
I.E.E. Students’ meeting on December 3rd. During the 
year eleven visits were paid to Various works, and five social 
functions were held during the session. The revival of the 
summer tour for the Section was greatly appreciated by 
students; the visit to Glasgow was arranged for the week 
commencing July 25th, 1920, and the programme included 
. meetings, visits, &c. As the tour to the Glasgow district 
proved a great success, the committee decided to make more 
ambitious plans for this summer. Arrangements for a tour 
in Switzerland are now practically completed, and it is 
expected that a large number of students will be present. 

On the occasion of the visit to the works of Messrs. Everett, 
Edgcumbe & Co., Ltd., on February llth, 1921, Major idg- 
cumbe very kindly offered two prizes for the best description 
of the works. The first prize, value £2 2s., was awarded to 
- Mr. H. S. Petch, and the second, value £1 1s., to Mr. F. La 
L. T. Budgett. 

The Council is to make a grant to the London Students' 
Section to cover the expenses of publishing advanced abstracts 
of students’ papers for distribution to students before or at 
the meetings. The grant will cover the cost of producing 
about twelve such abstracts per annum. The Students 
Section has also been very fortunate in having several of its 
papers published in the B.E.A.M.A. Journal. 


Faraday Society.—A general discussion of © Catalysis, 
with Special Reference to newer Theories of Chemical Action, 
will be held on September 28th at the Institution of Electrical 
Engineers. ‘Tickets of admission from the Secretary of the 
Faraday Society, 10, Essex Street, London, W. C. 2. 


er Association of Engineers.—The Association 
992 1 a booklet setting forth the objects of the 
Students’ Section. These appear to be the usual aims of an 
engineering society. viz., the improvement of members’ pro- 
fessional knowledge by the reading and discussion of papers 
on eubjects connected with their work. 

ocietv.—The Glasgow and District Radio Club. 
eel ated with the Wireless Society of London, held 
its first field day on August 20th in Bellahouston Park, 
Glasgow; it was 8 great success, as were also the other 


meetings which were held during the past session. Tue 


1921-22 session will commence with the annual general meet- 


ing on September 28th. 

Birmingham and District Electric Club.— The openin 
meeting of the winter session was held at the Gran 
Hotel on September 10th. A paper was read by Mr. 
Norman Deykin on his recent experiences in Canada. '[he 
lecturer gave an interesting and enjoyable account of the 
many cities, towns, and natural scenery of the great Dominion, 
giving much information about Canadian electrical develop- 
ment and practice. 


Institution of Production Engineers.—A general meeting 
of the Institution will be held on Saturday, September 17th. 
at the Institution of Mechanical Engineers, at 7 p.m. Mr. 
J. D. Scaife will deliver a paper on The Manufacture of Ball 
and Roller Bearings,” illustrated by lantern slides. 

National Association of реи Electricians.—On 
Tuesday last a meeting was held at St. Bride's Institute, at 
which the new president, Major T. Vincent Smith, M.C., de 
livered his inaugural address. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with ths 
technical or the comercial side of the profession and industry, 
айо electric tramway and raitway officials, to keep readers of th 
ELECTRICAL REVIEW posted а» tu their movements. 


We heartily congratulate Sir PuiLiP Dawson, M.P., on the 
result of the Lewisham Parliamentary election. Sir Philip 
received 9,427 votes, the other candidates following with 5,599) 
and 6.211 votes respectively. 

Mr. J. Y. Маскекзе, A. M. I. E. E., resident engineer at the 
Summer Lane power station of the Birmingham Corporation 
Electric Supply Department, is leaving this month to take up 
an important electrical appointment in Calcutta. On 6th inst. 
he was presented with а canteen cabinet from the technical 
staff, by the chief engineer, Mr. R. A. Chattock. Mr. 
Mackersie has been held in the highest esteem during the past 
15 years by the Birmingham staff, а large number of whom 
assembled to wish him success in his new sphere in India. 

With reference to our note of last week with regard to his 
claim against the Edinburgh Corporation for loss of office due 
to the amalgamation of Leith with Edinburgh, Mr. A. PEDEN 
RUTHERFORD informs us that no award has yet been issued. 

Mr. Т. L. RoGers has recently left the service of the English 
Electric Co., Ltd. He has had an exceptionally lengthy con- 
nection with the electrical industry. He joined the old Anglo- 
American Brush Electric Light Corporation in 1883, and con- 
tinued the connection until 1908, when, on the advent of the 
tantalum lamp, he joined Messrs. Siemens Bros. Dynamo 
Works, Ltd., which was taken over by the English Electric 
Co. in March last. 

Mr. GEorrREY C. JAGGER, who has for some years past held 
the post of chief draughtsman with Medway’s Safety Lift Co., 
Ltd., has joined the Titan Lift Co., Ltd., of 20, High Holborn, 
W.C. 1, as chief engineer. | 

Мг. R. Н. WiLLIs, M. I. E. E., owing to illness and the need 
of a long rest, has resigned his position as manager of tbe 
Manchester оћсе of Messrs. Crompton & Co., Ltd. His ad- 
dress is 24, Darley Avenue, West Didsbury, Manchester. 


Obituary.— Mr. B. NEwGass.—The death took place on 
Thursday last week, at Frant, Sussex, of Mr. Benjamm 
Newgass, aged 83, of Messrs. B. Newgass & Co., merchants. 
Gracechurch Street. He was a director of the Yorkshire (West 
Riding) Tramways Co., Ltd., and of the San Luco (Mexico) 
Tramways and various other companies. 

Sin SALTER PyxE.— We regret to record the death, which 
occurred at Exmouth last week at the age of 61 years, of Sir 
Salter Pyne, who as an engineer went to Afghanistan in 1% 
and took up an appointment at Kabul in the service of te 
Ameer. The Ameer entrusted to Sir Salter very a 
engineering operations and industrial enterprises for the g0 
of the country, and the deceased gentleman became a perso 
age of great importance in the Ameer's councils. 


NEW COMPANIES REGISTERED. 


—— 


Myriad Display Co., Ltd. e company 
Registered tember 5th. Capital £l, in 1, preference shares Beni 
each and 10, ordinary shares of ls. each. To acquire and turn (0 le for 
certain patents for improvements in lamp shades, particularly giant W. J. 
advertising or decorative purposes, and to adopt an agreement 1. 6271700 
Raine. The subscribers (each with one share) аге: W. J. Raine, 1, W 
Street, W. I. artist; T. A. C. Eady, 3, Hedden Street. Regent Stren. y 
manufacturing jeweller. The permanent directors are: W. J. Raine. 1 8 
Eady. C. H. A. Edye and G. F. Joseph. Registered office: 11, Сеггаг 


XV. I 
А { | 4. 
British Automatic Telephone Installation ooo i 
(176,608).—Private company. Registered September 3rd. Capital йу can oF 
£l shares. To carry on, maintain, and work, so far as they law 1 di tort 
may, private or other telephones or telegraphs, &c. The Регата ‚С. 
аге: С. W. Tempest, 59, Rugby Road, Brighton (managing direc Hunter. 
Tideman, 20, Tritton Road, West Dulwich, S. E. (chairman); J: Place, 
Bethany, Ballyholme Road, Bangor, Co. Down; A. Сапан z , Sj Victoria 
Kingstown, reland. Qualification, £250. Registered PAS 
treet, S.W. | 


——— та 
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Meridian Electric Co., Ltd. (11,856) z, Private company. 
Registered in Edinburgh September 6th. Capital, £4,000 in £1 shares (3, 
ordinary and 100 deferred), To carry on the business of electrical engineers, 
factors, sheet ironworkers, mechanical and general engineers, iron and brass 
founders, copper and tin smiths, plumbers, millwrights, &c. The first direc- 
tors are:: G. R. Jamieson, Richmond House, Во ness, electrical engineer; 
A. Haggie, 183, Meadowpark Strect, Glasgow, electrical engineer. Qualifica- 
tion, 100 shares. Registered office: 29, Renfrew Street, Glasgow. 


Clear Hooters, Ltd. (1/6,611).—Private company. Regis- 
tered September 6th. Capital, £5,000 in £1 shares (3.000 participating cumu- 
lative preference). To carry on the business of manufacturers of, agents for, 
and dealers in electric motor and other horns and hooters, electrical, mechani- 
cal and other signalling devices, sparking plugs, and general motor and 
other accessories, &c. The first directors аге: W. A. Crosbie, Abbey Hotel, 
Malvern; J. H. Mills, The Green, Castle Bromwich; W. J. Spicer, The 
Spinney, Mount Lane, Monkspath, Shirley, Birmingham; T. S. Rogers, 25, 
Edmund Road, Saltley, Birmingham (all 'rnanent). Secretary: T. 5. 
Rogers. Registered office: Hooterland, Highgate Square, Camp hin, Bir- 
mingham. 

Portham Separators, Ltd. (176,698).—Private company. 
Registered September 8th. Capital, £5,000 in 5s. shares. То acquire and 
turn to account any invention relating to the use and application of steam 
separators or apparatus, and to carry on the business of mechanical, electrical, 
motor car, textile ог woodworking engineers, boiler and pipe makers, &c. 
The subscribers (each with one share) are: W. L. Waite, 28, Wallingford 
Avenue, North Kensington, W., clerk; A. H. Hawthorn, 4c, Sutton Dwellings, 
James Strect, Bethnal Green, E.2, clerk. The subscribers are to appoint the 
first directors. Qualification, £1 share. Remuneration as fixed by the com- 
pany. Solicitors: Nicholson, Graham and Jones, 24, Coleman Street, Е.С. 


Richard Whiffen, Ltd. (176,605).—Private company. 
Registered September 2nd. Capital, £15,000 in #1 shares. To take over the 
business carried on by R. G. Whiffen and R. Attwater at Excelsior Works, 
Carriage Street, Old Trafford, Manchester, as Richard Whiffen, and to carry 
on the business of electric insulation, india-rubber, asbestos, gutta-percha, flax, 
hose, flax and cotton belting, and ship and engineers’ stores manufacturers. 
&c. The first directors аге: R. С. Whiffen, 186, Stamford Street, Old Traf- 
ford, Manchester; R. Attwater, Carleton House, Lower Bank Road, Fulwood, 
Preston (both permanent governing directors, subject to 1 1,000 shares). 
Remuneration of R. G. Whiffen as governing director shall, whilst he devotes 
the whole of his time and attention to the company’s business, be £1,000 per 
annum, or 50 per cent. of the net profits, whichever is greater. Registered 
effice: Excelsior Works, Carriage Street, Old Trafford, Manchester. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Monometer Manufacturing Co. (1918), Ltd.—Particulars 
of £8,000 debentures authorised September 30th, 1921;; whole amount issued; 
charged on company's property, present and future, including uncalled capital. 


Russels (Manchester), Ltd.—Particulars of £12,000 and 
of £8,000 debentures authorised September 30th, 1921; whole amount issued; 
charged on the company's undertaking and property, present and future, in- 
ciuding uncalled capital. 

D. Hulett & Co., Ltd. (169,979).—Return dated August 
lith, 1921. Capital, £5,000 in £1 shares. 4.420 shares taken up. #320 paid. 
£4,100 considered as paid. Mortgages and charges, nil. 

Tudor Accumulator Co., Ltd. (54,080).—Return dated 
July 21st, 1921. Capital. £100,000 in £10 shares (8.800 A and 1.200 B ). 
All shares taken up. £29,000 paid (being £10 per share on 2,600 “А” and 
£3 10s. оп 1,200 A.) £71,000 considered as paid (being £10 per share on 
1.200 “B” and 3.000 A and £7 10s. on 1.200 A.“) Mortgages and 
charges: Day-to-day bank overdraft not exceeding £50,000. 


CITY NOTES. 


The Brandenburg Curbid und Elektrizi- 
tats Werke A.G.. of Berlin, reports net 
profits of 807.000 marks for 1920-21, as 
against 325.000 marks in the preceding 
year, and dividends at the rate of 10 and 7 per cent. in the 
two years respectively. 

The directors of the Elektra A.G., of Dresden, report that 
a further improvement in the working results of the supply 
works and tramways in which the company is interested took 
place in 1930-21. After making provision for depreciation, the 
accounts show net profits of 726,000 1narks, as against 238,000 
marks in the previous year, and the dividend rises from 5 per 
59 n 1919-20 to 6 per cent. last year on a larger share 
capital. 

The accounts of the Isaria Zähler Werke 4. G., of Munich. 
makers of meters, and closely associated with the Swiss 
Brown, Boveri & Co., show net profits of 7,897,000 marks for 
1920-21, as compared with 1,778,000 marks in the preceding 
year. It is proposed to pay a dividend and bonus of 40 per 
cent. on share capital of 11,000,000 marks. being the same 
Tate as in 1919-20, on capital of 9.750.000 marks. The report 
states that exceptional profits on exchange were obtained in 
the export business. 

The report of the Société des Ateliers de 
Constructions Electriques du Nord et de 
l'Est (Jeumont) for last vear shows а net 
| profit of 4.619.912 fr. It is proposed to dis- 
tribute this as follows : 5 per cent. (230,572 fr.) to legal reserve, 
153.846 fr. to the directors, 923.078 fr. to the preference share- 
holders, 3.300.030 fr. to the ordinary shareholders, and to 
carry forward 12.386 fr. The directors in their report state 
that the works may now be said to have been entirely recon- 
stituted after the war, and that the productive capacity is 
Rreater than before the hostilities. So far they have not 
been affected by the industrial crisis. Although the orders 
on hand will keep the works going for some considerable 


German 
Companies. 


French 
Companies. 
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time, a slight falling off in new demands has, however, been 
experienced. In view of the many railway electrification 
schemes at present projected in France, a proposal that the 
concern should be amalgamated with the Société dea Forges 
et Ateliers de la Longueville is to be submitted to the snare- 
holders. 

The Compagnie Continentale Edison, of Paris, reports a loss 
of 65,565 fr. for the last financial year, reducing the credit 
balance in the balunce sheet to 60,505 fr. | 

The accounts of the Compagnie Francaise des Cables Tele- 
graphiques for 1920 are reported to show net profits of 
10,991,000 fr., as compared with 6,596,000 fr. in 1919. In the 
latter year the dividend was at the rate of 28.63 fr. per ordinary 
share, and an increase is expected for 1920. 


Stock Exchange Notices.—The undermentioned have been 
ordered to be ofticially quoted :— | 

Melbourne Electric Supply Co.—£37,451 consolidated ordi- 
nary stock and 30,000 8 per cent. first cumulative preference 
shares of £5 each, fully paid (Nos. 1 to 10,000 and 80.001 to 
100,000.) 

Application has been made to the Committee to allow the 
following to be officially quoted :— 

Pernambuco Tramways and Power Co., £500,000 eight per 
cent. Prior Lien Debentures, Nos. 1 to 5,000 of £100 each 
(bearer). 

Dundee, Broughty Ferry & District Tramway Co.—The 
profit for the year ended July 318, including £309 brought 
forward, was £6.682, less interest on debenture stock £1,199. 
Dividend on ordinary shares at the rate of 7 per cent. per 
annum, less tax, to reserve £1,500. Carry forward £474. 


Still Engine Co., Ltd.—According to the Financier, 
the balance sheet of this company at March 3lst, 1921, 
shows issued capital of £220,000; sundry creditors and credit 
balances, £1.2909; total, £221,909. Credit: Goodwill, patents, 
and other assets acquired, £154,074; plant and machinery. 
£10,102; furniture, £1,000; stores, £1,080; experimental and 
research expenditure, £23,251; head office expenses, after 
deducting deposit interest, discount on "Treasury bills and 
transfer fees, £0.469; preliminary and formation expenses, 
£3,126; underwriting commission. £3,750; sundry debtors and 
debit balances, £1,069; Treasury bills, at cost. £9,850; cash at 
banks and in hand, £7,438; total, £221,209. According to the 
same contemporary, the company is about to create £75,000 
8 per cent. debentures, redeemable in 12 years at 110 per cent. 
Part will shortly be issued to shareholders at par. 

Austria.—The report of the A.E.G. Union Electrizitats 
Gesellschaft, of Vienna, for last year shows a profit of no 
less than 13,540,000 kr. as compared with only 2,210,000 kr. 
in the preceding 12 months. The dividend is being increased 
from 8 per cent. on a capital of 24,000,000 kr. to 12 per cent. 
on 100,000,000 kr. The directors also propose that the capital 
should be again increased to 225,000,000 kr. 


British Aluminium Co., Ltd.—A dividend at the rate of 5 
per cent. per annum, less tax, on ordinary shares for the 
six months ended June 30th. 

New Issues.— Messrs. Lazard have purchased debenture 
stock from the Newcastle-upon-Tyne Electric Supply Со. 
(£633,109 44 per cent. first mortgage and £100.000 5 per cent. 
second), and are offering this to the public at 73. 

The financial Press states that a block of 130.000 54 per 
cent. debenture stock of the Yorkshire Electric Power Co. has 
just been privately placed. 

Sir W. G. Armstrong, Whitworth & Co., Ltd.—Interim 
dividend on ordinary of 6d. per share, less tax, and usual 
dividends on preference. 

Stewarts & Lloyds, Ltd.—Interim dividends for the half- 
year ended June 30th, at the rate of 6 per cent. per annum, 
on the preference at the rate of 10 per cent. per annum, on 
the preferred ordinary. 

Globe Telegraph and Trust, Ltd.—Quarterly interim divi- 
dend of 3s. per share on preference, less tax, and ds. per 
share on ordinary. | 

Eastern Extension, Australasia & China Telegraph Co., 
Ltd.—Interim dividend for the quarter ended June, 5s. per 
share free of tax. 

Eastern Telegraph Co., Ltd.—Dividend at the rate of 
31 per cent. per annum, less tax for the quarter ending 
September, on the preference stock, and a second quarterly 
dividend of 24 per cent. on the ordinary stock free of tax. 


Western Telegraph Co., Ltd.—Dividend of 5s. per share, 
making a total of 10 per cent. free of tax, for the year ended 
June 1921. 

Browett, Lindley & Co., Ltd.—Interim dividends of 6 per 
cent. on the preference shares and 4 per cent. on the ordinary, 
less tax, are announced in the Financier. 

Lancashire Dynamo & Motor Co., Ltd.—Interim dividend 
of 9d. per share, tax free, on ordinary. 

Clarke, Chapman & Co., Ltd.—An interim dividend of 
б per cent., less tax, is announced on the ordinary shares. 


Mackay Companies.—A dividend of 1} per cent., less tax, 
for the quarter is announced. | | 
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STOCKS AND SHARES. 


TUESDAY EVENING. 

Tue latest impediment thrown across the path of Stock Ex- 
change business is the renewed slump in the value of the 
German mark and the French franc. The movements occurred 
simultaneously. The slump in the value of the marks, which 
has made them worth 20 to a shilling, is declared traceable to 
the latest payment of German indemnity. One indirect result 
is the fact that, with the mark about 400 to the pound, Ger- 
man manufacturers are able to quote prices for electrical 
machinery, &c., at levels which greatly under-cut those asked 
by British manufacturers. Several of the big users of machi- 
nery have notified their intention of waiting until British 
prices come down before they make the purchases which 
should assist the employment of British workmen, but those 
to whom prices are an inunediate object are placing orders in 
Germany now. 

Shares in the electrical manufacturing companies are not 
much influenced one way or the other by such trade develop- 
ments. Some of the stocks and shares are, indeed, a little 
better. Edisons have risen ls. 6d. to 7s. 6d. Electric Con- 
struction Debenture at 52 із 2 points up; Metropolitan-Vickers 
Preference at 1 13/16 have recovered the half-crown which 
they shed last month. General Electrics and other similar 
ehares keep fairly steady, and there is still a good demand for 
well-secured debenture and sound preference issues. 
North Metropolitan Electric and Metropolitan Electric De- 
benture stocks are both 84 premium. Thames Valley Electric 
Power 6 per cent. Debentures have improved to 14 premium, 
and the similar Southland Electric Debentures—both these 
issues are guaranteed by the New Zealand Government—stand 
better at Ii premium. The General Electric new debenture 
stock has gone back to 97—the cumulative dividend price. 
Amongst engineering issues, Baldwin 73 per cent. debentures, 
which came out at 95, have risen to 14 premium. The iron, 
coal and steel group shows a disposition to dulness, owing to 
several disappointing dividends which have recently been de- 
clared. Armstrongs, for instance, have announced an in- 
terim dividend of 6d., as against the ls. per share this time 
last year. The price is accordingly a little lower at 155. There 
is some talk of the company having secured a huge contract 
which will provide work for a couple of years. This may be 
merely gossip, but the steadiness of the price suggests that 
there may be something in the rumour. Babcock & Wilcox 
drooped to 2 7/16. 

Electricity supply issues are again a good market. In fact, 
it is difficult to get the offer of stock. People who want to 
buy such shares as County of London Electrics, for instance, 
will find themselves met with the report that jobbers are 
buyers only, and have no shares to offer. The same state of 
affairs obtains in a number of shares in this market. City of 
London ordinary, however, can still be bought about 28s. 9d. 
A demand for Bournemouth & Poole ordinary discovered the 
market bare of stock. The shares have not changed hands for 
five months, and the last recorded deal took place at 54, the 
44 per cent, preference shares having been done a month 
earlier at 54. This last is still the nominal quotation of the 
shares, but, as with the ordinary, there are none to be ob- 
tained. Westminsters were done at the end of last week at 
£5 18s., and Metropolitans are up 6 to 4. 

A further issue of Newcastle-upon-Tyne Electric Supply de- 
benture stocks, of both classes, is being offered at 73. York- 
shire Electric Power 51 per cent. debenture is now quoted ex 
the dividend payable in October, and the price is 83 free of 
stamp and fee. At this, the return comes to £6 128. 6d. to 
the buyer, or, allowing for redemption in 1944 at par, the 
yield is raised to just over 7 per cent. on the money. English 

Electric 8 per cent. six-vear Notes are offered at 97, giving a 
return of 84 per cent. flat. These are redeemable in 1927 at 
103, or after 1923 at the same price. Calcutta Electric Supply 
5 per cent. Ist mortgage convertible debenture stock can be 
bought at 98. The return at this price is £5 28. 6d. per cent. 
net, the interest being paid free of tax. The right of conver- 
gion entitles holders of the debenture stock to exchange £5 
of this security for £7 10s. in ordinary shares between June, 
1922, and June, 1925. The present price of the ordinary 
shares is 218. 3d., so the conversion has no value for the time 


ing. 

Amongst the few preference shares on offer may be men- 
tioned Notting Hill 6 per cent. non-cumulative £10 shares at 
74, with dividends in January and July, affording 8 per cent. 
on the money. Indian Electric Supply 7 per cent. non- 
cumulative preference at 16s. 6d. return 84 per cent., and 
General Electric 74 per cent. B preference at 18s. 9d. 
yield 8 per cent., which is Hs. 6d. per cent. more than the 
return at the present price on the company's 6} per cent. 
„A preference shares. There are a few Charing Cross, West 
End 43 per cent. preference offered at 3, which pay 74 per 
cent. on the money, the dividends being due in February and 
August. 

Owing to the manner in which the New York exchange has 
moved, there is & good deal of inquiry for securities the 
coupons on which are payable in London and New York. 
Most of the Mexican utility bonds are eligible in this respect. 
For instance. the coupons on Mexico Tramway Fives are pay- 
able in London, New York, Canada, Berlin and Switzerland. 


The Mexican Light & Power coupons can be cashed in London, 
New York and Canada, and the same applies to the 5 per cent, 
first mortgage gold bonds of the Mexican Electric Light Co. 
Rio Tramway bonds of both classes, San Paulo Tramway fiveg 
and Shawinigan Water & Power issues аге amongst those 
carrying coupons which can be cashed in London or Canada, 
several of Шеш being payable also in New York. It need 
hardly be pointed out that the Mexican companies have only 
just resumed payinent of interest after an abstention of about 
seven years. ‘The feature amongst foreign stocks is the way 
in which Brazilian Tractions are recovering. The price hag 
risen to 304, and the demand appears to come from New York 
and Paris. The last dividend the company paid was in March, 
1917. but the 6 per cent. cumulative preference shares have 
received their dividends throughout, and at the present price 
of 764—the coupons being payable quarterly in London and 
Canada—the return works out to £7 16s. 6d. per cent. on the 
money. 

Globe Telegraph ordinary shares at 163 have arrived at the 
same level as Eastern Extension shares, while Eastern ordi- 
nary at 1634 is a point up. Marconis, after touching 1 15/16, 
went back to li. which still leaves them 1/16 higher on the 
week. United River Plate Telephones at 6 are à down. The 
Anglo-American list is steady, and other cable stocks and 
shares show little variation, except that some of the dollar 
stocks are better on balance. 

Districts at 17 are 4 down. and Underground Electric In- 
comes at 754 show a fall of a point, the railway market as a 
whole being drab and uninteresting. No improvement has 
occurred in the rubber share market, where conditions con- 
tinue to fight against the producer. The latest burden which 
certain of the companies are called upon to bear is the im- 
position of heavy fresh taxation in the Dutch East Indies. 
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THE BRITISH ASSOCIATION. —II. | 


Un Wednesday afternoon, the 7th inst., prior to the in- 
augural meeting, Dr. E. J. Russell, F. R. S., of the 
Rothamsted Experiniéntal Station, delivered а [е рр to 
an audience of farniers and agricultural studenta upon 
“ Science and Crop Production." The chemical aspect 
of the question was dealt with very fully, but only a 
passing mention was made of the use of high-pressure 
electrical discharges for the improvement of. production ; 
the names of Miss Dudgeon and Prof. V. H. Blackman 
were mentioned in this connection. 

An extremely large gathering at the Usher Hall in the 
evening heard with regret that, owing to indisposition, 
the President was unable to be present. Prof. W. A. 
Herdman, the retiring president, spoke of his satisfac- 
tion in appearing for a short time as President ог the 
Association in his native city of Edinburgh, and brietly 
outlined the achievements of his successor, Sir Edward 
Thorpe, making special reference to the © Magnetic 
Survey of the British Isles,“ which he carried out with 
Sir Arthur Rucker (a former president) just prior to 
1396. Sir Alfred Ewing, Vice-President, then read Sir 
Edward Thorpe’s address. The reading ended, Lord 
Provost Hutchison moved a vote of thanks to the Pre- 
sident and welcomed the Association to the citv. . Sir 
James Dewar seconded tlie vote, and Sir Alfred Ewing 
brietly responded. | | 

A record of the Association's proceedings anit be in- 
complete without mention of the valuable handbook 
issued to members. This is entitled ‘‘ Edinburgh's 
Place in Scientific Progress ``; it deals with all branches 
of science, and is an excellent record of the contribu- 
tions of many famous Scotsmen to the advancement of 
knowledge. The mathematical section is particularly 
interesting, as it shows the connection of Edinburgh, 
through Michael Scot, the“ Wizard,’’. with science in 
the early days—the twelfth centary. A number of por- 
traits are included—the frontispiece being a likeness of 
the famous John Napier, the discoverer of the logarith- 
mic function and the inventor of logarithms. The part 
devoted to engineering touches upon the works and in- 
ventions of such men as Nasmyth and Robert Stephen- 
son. The volume is well worth Ms six shillings charged 
for it. | u 
On Thursday "е heavy programme of meetings in 
each section was commenced. The addition of two or 
three papers to the Physics Section's list caused conges- 
tion, and Mr. Campbell Swinton's paper (abstracted in 
our last issue) was read rather later than arranged. In 
this section business was resumed in the afternoon, when 
Mr. J. J. Dowling demonstrated a recording ultra- 
micrometer, and Dr. Dawson Turner and Mr. Crombie 
conducted experiments with a pith ball in ionised atmo- 
spheres. In Section. B—Chemistry, Dr. M. O. Forster, 
F.R.S., delivered his presidential address on ` The 
Laboratory of the Living Organism.” Sections F— 
Economies, J—Psv chology. and L— Education, combined 
it a discussion upon ` Vocational Trainiug and Tests.“ 
Ашопе the visits and excursions arranged "für Thursday 
Akten 7 wis an inspection of Messrs. Bruce Peebles’ 
works at Granton Road. About two dozen members of 
the Engineering Section availed themselves of the oppor- 
tunity, and members of. the firm's staff conducted the 
visitors and gave a great deal of information. The 
power-house was first inspected, and there was seen the 
firm's original steam-driven d.e. plant running in 
parallel with a converter dealing with power Шоп {һе 
Edinburgh Corporation's mains. The building-up of 
Various tvpes of machines was studied, and the visitors 
Watched with interest the processes of coil-winding, com- 
mutator building, the stumping of laininations for poles 
and rotor cores, "and {һе multitudinous other operations 
involved in this class of work. ` The visitors were shown 
two large shearing machines, capable of dealing with 
13-in. steel plates, one purely hydraulic and die other 
halt lhvdraulie and half electric, A machine for form- 
ihg boiler tubes was also seen. Upon the conclusion of 


the visit, Prof, Bacon, on behalf of the Association, 
thanked Messrs. Bruce Peebles and the guides oi the 
party for a very instructive afternoon. In the evening 
the Lord Provost, Magistrates, and Council.of the city 
held a reception at the Royal Scottish Museum. 

The business of Section G on Friday morning was 
devoted exclusively to the study of water-power develop- 
ment and its problems. The President's address, which 
gave a very, good idea of the potentialities both in the 
British Empire and outside it, is abstracted below. Prof. 
Baily dealt with the utilisation of very small water- 
power sources, and developed a scheme for linking these 

up to aid a large steam-driven central station, a system 
which would receive power from the central station in 
times of water shortage. Prof. Lea, who could not secure 
time to read his paper fully, confined his attention 
almost wholly to a study of the Severn scheme, giving a 
number of curves plotted from personal observations of 
the action of the tides in the estuary. It was found im- 
possible to discuss these papers, as’ the morning had been 
fully taken up, but the. President reiterated the appeal 
шайе, hoth in his own address and by the two later 
speakers, for the establishment of a special department 
or laboratory for the exclusive study ot the proper utili- 
sation of water power. The address of Prof, Richard- 
son to the members af Section A—Physics, was acclaimed 
as a masterlv exposition of the present state of tlie 
science of thermionic’ emission and its concomitants. 
Sir Oliver Lodge, in proposing a vote of thanks to the 
President, showed the bearing of thermionic emission on 
the differences of various authorities upon the question 
of contact electricity, giving examples of the action be- 
tween pairs of dissimilar metals such as copper and zine 
and bismuth; and. antimony. Sir Dugald Clerk 
seconded the vote, and spoke of the importance or the 
study of thermionic. emission to the engineer, mention- 
ing the views of Joule and Kelvin upon the subject of 
contact. electricity. 

In Section F—Economics, the morning was occupied 
by the reading and the discussion of Mr. Hichens’s ad- 
dress. The discussion was opened by Mr. Austen 
Hopkinson, M.P., who gave it as his opinion that in- 
dustrial arbitration was as futile as imternational arbi- 
tration. He thought that the Whitley principle was 
wrong. in that it pre-supposed an existing conflict be- 
tween capital and labour when such was not the case. 
These were not absolutely separate entities; their in- 
terests were bound up with one another. He spoke of his: 
experience in connection. with a profit-sharing scheme, 
stating that the employés concerned wished the business 
to be extended, but were told that the money whieh 
might have been used for this purpose had been distri- 
buted among them. The employés were not willing, of 
course, to find the funds themselves. Mr.: H. F. G. 
Burgess, speaking from the employés’ point of view, 
ac knowledged the difficuley of fixing a standard wage in 
any industry. It seemed to him that a standard wage 
was one agreed upon after a conflict between emplovers 
and employed. This speaker caused some amusement 
by suggesting а standard wage for emplovers, adding 
that they should: be made to earn it. Mr. Arnold 
Lupton said that arbitration was verv often a failure, 
and instanced the case of a firm which had accepted a 
waves award made by a Whitley Council but had eee 
itself unable to pay it, and as a consequence had had to 
shut down. Sir William Beverley urged greater 
publicity regarding profits, not necessarily those or in- 
dividual firms, but principally those of whole industries. 
Lady Martin appealed for the better education of 
workers in the principles of economics. Section F also 
had a Du afternoon, when Mrs. B. Wootton read a 
paper on '' Self- supporting Industries: an Inquiry into 
the Principle of Regulating Wages and Provision 
against Unemplovment in Accordance with Industrial 
Capacity " ; Prof. A. W. Kirkaldy spoke on ‘ The 
Wages System and Possible Developments“; and Sir 
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Josiah Stamp, K.B.E., dealt with ‘‘ The Taxable Capa- 
city of a Country." The visits made by the various 
sections on Friday afternoon included a trip to the 
Brunton Wire Mills by Section G, and members of Sec- 
tion A went to the Royal Observatory. On Friday even- 
ing, Prof. C. E. Inglis described the construction of the 
Forth and Quebec Bridges, and the evolution of 
cantilever bridge construction, in the Usher Hall. 


Notes on Water Power Development, 
PRESIDENTIAL ADDRESS, BY Pror. A. H. Gipson, D. Sc. 
(Abstract.) 

Section G.—Engineering. 

THE extent to which the water powers of the world have been 
investigated and developed during the past decade torms one 
of the striking engineering features of the period; two-thirds 
of the water power at present in use has been developed 
within the last ten years. Ihe technical development of 
electric generation and transmission has made it economically 
possible to utilise powers remote from any industrial centre, 
while a rapid increase in the demand for energy for general 
industrial purposes, combined with the world shortage of fuel, 
has been responsible for an unprecedented rate of develop- 
ment in most countries with available water power resources, 
and especially in countries normally dependent on imported 
fuel. Ihus in France some 850,000 water b.p. has been put 
into commission since 1915, and the country now has 1,600,000 
h.p. under control, as compared with 750,000 before the war. 
In Switzerland some 600,000 h.p. has been developed since 
1914, or is in course of development, as compared with 550,000 
h.p. before the war. In Spain, where the pre-war output 
was 100,000 h.p., the present output is 620,000 h.p., and 
about 960,000 h.p. is now in course of development, 
while the Ministerio de Fomento is considering the 
development of some 2,000,000 h.p. to be delivered into 
а network of transmission lines covering the industrial 
parts of the country. In Italy, schemes totalling about 
300, h.p. are under way, and it is estimated that 
the total output will shortly amount to 2,000,000 h.p. 
Japan, which only very recently began to investigate her water 
powers, has, since 1916, developed over 1,000,000 h.p., or almost 
20 per cent. of her available resources. In Canada and the 
United States many large schemes have recently been brought 
into service, and some extremely large installations are now 
in course of construction or are projected. In Canada the total 
development (2.3 million h.p.) in 1918 was almost three times 
as great as in 1910. In the United States of America the 
development has increased from something under two million 
h.p. in 1901, to 5.3 millions in 1908, and to nearly 10.0 millions 

in 1920. 

Estimates of potential power are always to be accepted with 
considerable reserve, as there 1s as yet no standard basis on 
which potential power is computed. Estimates of potential 
power based on storage capacity are subject to a wide margin 
of error owing to the limited data available, and in а table 
given in the paper the potential] water power 18 estimated on 
the basis of the maximun flow, and in terms of continuous 24- 
hour power. Adopting the figures in the table, it would appear 
that the available horse-power of the world is of the order of 
two hundred millions, of which approximately 25 millions is at 
present developed or is in course of development. With the 
noteworthy exceptions of Canada and New Zealand, prac- 
tically nothing had been done, prior to 1915, by any part of 
the British Empire, to develop or even systematically to in- 
vestigate the possibilities of developing its water powers. The 
Water-power Committee of the Conjoint Board of Scientitic 


Societies has come to the conclusion that the total available . 


water power resources of the Empire are equivalent to between 
50 and 70 million h.p. Of the developed power in the Empire 
about 80 per cent. is in Canada. Throughout the remainder 
of its territories only about 700,000 h.p. is as yet developed, 
or only a little over 1 per cent. of the power available, a figure 
which compares with about 94 per cent. for the whole of 
Europe, and 21 per cent. for North America, including Canada 
and the U.S.A. 

The Board of Trade Water Power Resources Committee, 
appointed in 1918, has carried out preliminary surveys of as 
many of the more promising sites as its limited funds allowed. 
As might be anticipated, Scotland possesses relatively greater 
possibilities than the remainder of the United Kingdom. Nine 
schemes examined by the Committee have an average output 
ranging from 7,000 to 40,000 continuous 24-hour h.p., and an 
aggregate capacity of 183.000 h.p. The aggregate output of 
the Scottish schemes is roughly 270,000 continuous h.p. It 
is probable that there are water-power sites in the country 
capable of developing the equivalent of 400.000 continuous h.p., 
or 1,500,000 h.p. over a normal working week. Owing to the 
general flatness of the gradients, there are, except possibly 
around Dartmoor, no schemes of any large individual magni- 
tude in England, but there are a large number of powers 
ranging from 100 to 1.000 h.p. which might be developed 
from river flow uncontrolled by storage. Investigations on a 
few typical watersheds throughout England and Wales appear 
to show that the possible output averages approximately eight 
continuous horse-power per square mile of catchment area, 
which would be equivalent to an aggregate of about 450,000 


h.p. 


In the report recently issued by the Irish Sub-committee 
of the Board of ‘Trude Water-power Committee, it is estimated 
that approximately 500,000 continuous 24-hour h.p. is com. 
mercially available in Ireland. The capacity of the tuel power 
plants installed for industrial and public utility services in 
the United Kingdom in 1907 was approximately 9.8 тип 
h.p. Allowing for an increase of 15 per cent. since then, and 
an average load factor of 35 per cent., this 1s equivalent to 
32,000 million h.p.-hours per annum, or to a continuous %4- 
hour output of only 3.7 million b.p. According to Sir Dugald 
Clerk, the average consumption ol coal per h.p.-hour in this 
country is about 3.9 lb., which, on the above basis, would 
involve a total annual consumption of 55 million tons for 
industrial purposes, not including railways or steamships. |t 
thus appears that the inland water power resources ot tle 
B ps Kingdom are capable of supplying about 27 per cent. 
of this. 

There is a probability that two of the larger schemes in 

Scotland will be developed in the near future. Опе of thes 
—the Lochaber scheme—is capable of developing some 72.000 
continuous h.p., which is to be utilised largely in the manu- 
facture of aluminium. The second—the scheme of the Gram. 
pian Power Co.—is intended ultimately to develop upwards 
of 40.000 continuous h.p., which it is proposed to use largely 
for general industrial purposes. In view of their direct and 
indirect advantage to the community it would appear not 
unreasonable to advocate that financial assistance should be 
granted by the State in the earlier stages of such develop. 
ments. 
+ The consumption of coal in the best modern steam plant of 
large size, giving continuous output, would be about nine 
tons per h.p.-year, and on this basis the world's available 
water power if utilised would be equivalent to мше 
1,500,000,000 tons of coal per annum. The world's output of 
coal in 1913 was approximately 1,200,000,000 tons, of which 
about 500,000,000 tons were used for industrial power pur- 
poses. so that on this basis 55,000,000 continuous water h.p. 
would be equivalent to the world's industrial power at that 
date. While a large proportion of the energy developed from 
water power 1s utilised for industrial purposes and for lighting, 
power, and traction, an increasing proportion is being used 
for electrochemical and electrometallurgical processes. The 
electrification, on a large scale, of trunk line railways is also 
a probability in the not distant future. In the U.S.A. 650 
miles of the main line of the Chicago, Milwaukee, and St. 
Paul Railway, comprising 850 miles of track, has been elec- 
trified, the power for operation being obtained from hydro- 
electric stations. In France much of the track of the Com- 
pagnie du Midi has been electrified with the aid of water 
power; much of the Swiss railway system has been electrified; 
and the electrification of many other trunk lines on tbe 
European continent is at present under consideration. Much 
energy is now being utilised in the U.S.A. for purely agricul. 
tural purposes. 

The large amount of attention which has been concentrated 
on the various aspects of water power development during the 
past ten years has been responsible for great improvements 
such as increasing the size, capacity, reliability, and efficiency 
of individual units; of improving the design of the turbine 
setting and of the head and tail works; of increasing the 
rotative speed of low head turbines; of detailed modifications 
in the reaction type of turbine to enable it to operate under 
higher heads than have hitherto been considered feasible; and 
of increasing the transmission voltage. One of the great 
drawbacks of the low-head turbine in the past has been its 
relatively low speed of rotation, which necessitated either a 
low-speed, and consequently costly, generator, or expensive 
gearing. As a result of experiment it has, however, been 
possible so to modify the form of the runner as greatly to 
increase the speed of rotation under a given head without 
seriously reducing the efliciency. Until comparatively recently 
the Pelton wheel was looked upon as the only practicable 
turbine for high heads, and the use of the Francis turbine 
was restricted to heads below about 400 ft. In the earlier 
Francis turbines, when operating under heads involving hig 
speeds of water flow, corrosion of the runner was Very serious. 
A newly-constructed hydro-electric plant has often to compete 
in the market with a steam plant built in pre-war days, 
whose standing charges are comparatively low, and in order 
to enable it to do so with success the constructional cost must 
often be reduced to a minimum compatible with safe and 
efficient operation. There appears to be ample scope for in- 
vestigation into the possibility of reducing the first cost by 
modifying many of the details of design and methods 
construction now in common use, e.g., by the elimination 0 
the dam in storage schemes in which natural lochs or reser 
voirs are utilised, this water level being drawn down in times 
of drought instead of being raised in times of flood; the sub- 
stitution, where feasible, of rockfill dams for those of masonry 
or monolithic concrete; the intreduction of outdoor installations 
with the minimum of power house construction; and the 
simplification of the power plant. Among the many questions 
still requiring investigation on the civil and mechanical sides 
may be mentioned: Investigation of turbine corrosion: bucket 
design in low-head high-speed turbines; questions affecting the 
design of canals and tunnels; methods of construction 
dais ; and run-off data. 

, While such data may be obtained either from stream gauk 
ines or from rainfall and evaporation records, the former 
method is by far the more reliable. Useful results wou! 
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fuilow the initiation of a systematic scheme of gauging applied 
w all streams aitording potential power sites. Among other 
questions wnich are ripe Ior investigation may be mentioned : 
1ne combined operation of steam and water-power plants; the 
tejative advantages of high voltage d.c. and a.c. generation 
and transmission for short distances; and the operation of 
automatic and semi-automatic generating stations. 

the question of tidal power has received much attention 
during the last few years. Many suggestions for utilising 
ше udes dy the use of current motors, float-operated air 
compressors, апа the like have been made, but the only 
practicable means of utiüsing tidal energy on any large scale 
would appear to involve the provision of one or more dams, 
unpounding the water in tidal basins, and the use ot the 
impounded water to drive turbines. lf some electrochemical 
ur electrophysical process were available, capable of utilising 
all intermittent energy supply subject to variations, the value 
ot tidal power would be greatly increased. Various schemes 
have been suggested for obtaining a continuous output by the 
co-ordinated operation of two or more tidal basins separated 
trom each other and irom the sea by dams with appropriate 
suce gates. This method, however, can only get over the 
duncuity of equalising the outputs of spring and neap tides 
it ıt be arranged that the maximum rate of output is that 
governed by tue working head at the lowest neap tiae, in 
мло case only a small fraction of the available energy is 
utiused. Among the hydraulic, mecbanical, and electrical 
provlems involved may be mentioned: ‘Lhe most advantageous 
cycle of operations as regards working periods, mean heud, 
and variauons of head; the best form ot turbine; the 
best method of operation; constant or variable speed; whether 
the generators shall be geared or direct driven; and whether 
generated power shall be direct or alternating current. 

A research laboratory is required with facilities for experi- 
ments on the flow of water on a fairly large scale; for carrying 
out turbine tests on models of suthcient capacity to serve as 
a basis for design; and, if possible, working in conjunction 
with one or more of the hydro-electric stations already in 
existence. Ав a result of representations made by the Water 
Power Committee of the Board of Health, it 1s understood that 
it has now been decided to initiate a Chair of Hydro-Electric 
Engineering in some university. 


Long.distance Transmission of Electrical Energy with 
Special Reference to Tidal Power. 
By T. F. Watt, D.Sc., &. (-Lbatract.) 

Section G.—kngineering. 
INikopvcroRnY.— The utilisation of tidal power for the genera- 
uon of electricity involves a peculiar and dithcult problem 
arising from the extremely large variation of speed of the 
turbines under the varying head of water. 

According to the reports appeuring in the Press, the pro- 
posals of the Ministry of Transport for the Severn scheme 
provide lor an average development of 500,000 h.p. over a 
lü-hour day. The scheme involves the use of special d.c. 
generators driven by water turbines, these generators being 
хә designed. that each machine will develop about 1,300 kW 
at a constant pressure of 225 V, and at a speed varying from 
-UJ to 500 r. pm. The d.c. so generated would then be sup- 
pled to rotary converters giving а.с. at 320 V, and by means 
uf static transformers this pressure would be raised to 60,00. 
V, which would be the pressure of transmission to the Mid- 
lands. Transmission to London—a distance of 115 miles—is 
dug tested, at а pressure of 120,000 V. 

Uwing to the varying speed cf the turbines, the use of 
3.7. generators driven by the turbines is. in the ordinary 
way. not practicable, since the generated e.in.f. would be of 
varvbig frequeney—viz., for the speed range given above, 
the maximum value of the frequency would be 1.66 times the 
шишийт value. Moreover, unless elaborate automatic ar- 
tun: nents were made, the generated e.m.f. would also vary 
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"a znitude more or less in proportion with the speed varia- 
TS variations of frequency and e.m.f. would be 
Д 2 m feeding a distribution systern, for the ob- 
ми | а X motors, such as induction or synchronous 
af the ы have мишШаг speed variations. independently 
i ie requirements of the consumer, and lighting and heat. 
int aln x : coul not be operated from a system the pres- 
X which widely varied. 
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It is clear that the proposal to generate 500.000 h. p. by 
means of 1,300 kW d.c. sets, and then to convert to a.c. by 
means of rotary converters, would involve an immense num- 
ber of machines. ‘The duplication of machines necessary owing 
to the generation in the first instance as d.c., and then conver- 
sion to a.c., is a very serious matter, and the capital outlay 
for these machines alone would probably be sufficiently large 
to imperil the feasibility of the scheme. 

The purpose of the paper is to give very briefly a preliminary 
outline of an alternative system obviating the difficulty of the 
varying speeds of the turbines. The system permits of the 
use of a.c. generators driven directly from the turbines, and 
it is expected that an appreciable saving in capital outlay will 
result. The system also presents other advantageous features. 

Briefly stated, the scheme involves the generation of a.c. 
at such a frequency that the length of the transmission line 
ut one turbine speed (viz., the lowest) will be equal or approxi- 
mately equal to one-quarter the wave length of the travelling 
waves of p.d. and curreat which will be established in tbe 
line. As the speed of the turbines increases, so will the 
frequency of the generated a.c. increase correspondingly, and 
if the excitation is constant, the generated e.m.f. will also 
increase correspondingly. As the frequency increases, the 
wave length decreases, so that, if at the lowest speed the 
length of the line is one-quarter wave length, then at double 
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this speed the length of the line will be one-half wave length. 
Assuming constant current at the receiving end of the line, 
it is shown that, notwithstanding the rise of the generator 
voltage as the speed rises, the voltage at tbe receiver's end 
of the line will remain constant. The arrangements thus 
result in an a.c. supply, at the receiver's end of the line, of 
constant voltage and variable frequency.* 

So long as the p.d. is constant and the frequency is high, 
a variable frequency is not objectionable for heating and 
lighting apparatus. In order to obtuin a supply suitable for 
driving motors, &c., it is proposed to obtain d.c. by means 
of mercury arc rectifiers, and it is shown that, by such means, 
a constant a.c. voltage df variable frequency, generateu and 
transmitted in the manner already described, may be trans- 
formed to a d.c. supply of constant current and very approxi- 
mately constant voltage. 


GENERATION AND TRANSMISSION, 


The author develops a number of equations expressing 
the relationships between line constants and the voltage and 
current vectors ut the receiving and generating ends of the 
line respectively, for quarter-, half., and three-eighth-wave 
length conditions. An actual example is worked out for the 
three conditions, and the results аге sununarised in the 
curves (figs. 1, 2, and 3), which show the phase p.d. which 
is necessary at the generator end of the line in order that 
the phase p.d. at the receiver's end of the line shall remain 
constant with varying generator frequency. In each case 
it is assumed that the load at the receiver's end of the line 
18 constant and equal to 15,000 kW. 
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Fig. 1 shows the conditions for unity power factor at the 
recelver's end of the line, that is, cos o, 1: line current 2 96 A. 
Fig. 2 shows the conditions for cos ф, = 0.85 leading; line cur- 
rent-]120 A. Fig. 3 shows the conditions for cos 9.0.8 
lageing: line current=120 А. ` 


* The principles of quarter-wave and half-wave transmission 
were explained in the ELECTRICAL Review of August 13th, 1020, 
and following issues. 
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MERCURY ARC RECTIFICATION AT THE RECEIVER'S END OF THE 
Pod LINE. ре DART | 


Assuming that the rectified load per phase is 5,000 kW, 
viz., 2,500 A at 2,000 V, and assuming values for the reactance 
and resistance of the rectifier circuit and load, the following 
values have been calculated for the p.d. which 18 necessary 
at the secondary terminals of the transformer to which the 
rectifier is connected. The calculations are based on. the as- 
sumption that the d.c. voltage and current are kept constant 
at the values given above. и 

Frequency of ће a.c, supplied 


P. D. at the secondary terminal of the 
to the Rectifier, 


transformer to which the Rectifier is 
connected. 

800 cycles per second 5,900 volts 

400 cvcles per second 5,500 volts 


500 cycles per second 5,650 volts 


It thus appears that for 100 per cent. variation in the fre- 
quency, viz., from 400 to 800 cycles per second, it is only 
necessary that the p.d. should vary by 7 per cent. in order 
that the rectified current and pressure should remain constant. 

As already stated, for lighting and heating purposes it would 
not be necessary to rectify the variable frequency alternating 
current. If the voltage drop with increase of frequency were 
troublesome in the distribution system, this could be com- 
pensated for by allowing the voltage at the receiver’s end of 
the !ine to rise by a definite percentage as the frequency in- 
creased. instead of maintaining this voltage constant. 

It will be observed that the proposals put forward involve 
the existence of a consumers’ load of constant magnitude. If 
a large industrial area is supplied, such constancy of load is 
not difficult to obtain and, by the establishment of electro- 
chemical and metallurgical industries in or near the areas 
supplied, a practically constant load could be ensured. The 
extremely gaod load factor so obtained would ensure prac- 
tically ideal conditions as regards minimum cost of supply. 


THE CENTRIFUGAL PURIFICATION OF OIL. 


THe De Lavan METHOD ок TREATING LUBRICATING AND TRANS- 
FORMER OILS. 

Ir has long been known that centrifugal force has the 

same effect as gravity, many times multiplied, and that by its 

use liquids of different specific gravities are readily separated, 

and solid impurities cin be removed. Besides being very much 

more speedy than the ordinary methods of gravity settle- 


` 


defined. 
Various methods have from time to time been evolved 


for reclaiming oil, and thus reducing expenditure, but it has 
remained for the De Laval Separator Co., of America and 
Canada, in conjunction with the Aktiebolaget Separator (e. 
of Stockholm (whose sole licensee for Great Britain and Irelan 
is Chadburn's (Ship) Telegraph Co.. Ltd.), to apply centrifuga) 
forcé to the purification of oil. It is claimed that the purifier 
instantaneously removes dirt, water, and other impurities from 
used oil, discharging pure oil from one spout, water and the 


USED OIL 


\ t 


— Fy 


Fic. 2.—PURIFIER BOWL. 


lighter solids from another, and retaining the heavier iinpurities 
in the sediment pockets in the bowl. It makes it posaible to 
retain with safety the same oil in service for much longer 
periods ‘than is common at present, breaks up emulsions and 
prevents them from forming again, and greatly reduces the 
consumption of oil. 

The lubricating oil purifiers are also adaptable in a slightly 
modified form for use in the dehydration of transformer 
oil, as will be explained later, and greatly simplify this 
operation by saving both time and labour. The necessary 
modification is simple and can be made in a short time х 
that there is no reason to prevent one machine froin being 
used for more than one purpose. Amongst the numerous 
applications of the system the following may be particularly 
mentioned: 

Elimination of all impurities (liquid and solid) from lubri- 
cating oils and moisture from electrical insulating oils; reclam- 
ation of crankcase oils and gear greases; recovery of cutting 
oils and soda wash used on machine tools; treatment of 
edible oils and fats, &c.; the purification of quenching 
oils used in tempering operations, aud of internal-combustion 
engine fuel oil. It may be added that crude oil suitable 
only for burning under boilers is being converted by ‘he 
process into a high-grade fuel for internal-combustion engines, 
with a consequent saving of over £l per ton. | 

The machine, fig. 1, comprises a pedestal casting in which 
а high-speed vertical shaft carries at its upper end a bowl. 
fip. 2; the impure oil enters at the top of the machine 
(through the strainer shown in fig. 1), passes downwards 
through the central tube (1) and out into the bottom of the 


bowl. The latter contains a number of truncated conical she'ls 


of thin sheet metal so arranged as to practically fill the whole 
of its interior and divide it into thin conical spaces. The oil 
flows upwards through the circular holes (2) in the cones info 
the spaces between them. and the heavier impurities (suci 
as dirt and water) are thrown outwards into the annular 
space surrounding the cones, while the lighter purified o 
travels inwards and upwards towards the central tube (3). о 
the heavier impurities, the solid matter is retained on the 
periphery of the bowl, whence it must be removed at intervals: 
the water passes upwards (4) and out through the lowest outlet 
into a pan provided with a spout as shown in fig. I. Me 
pure oil leaves by the intermediate outlet and snout. while 
the top outlet only comes into use as an overflow in ie 
event of the bowl becoming clogged with dirt. 

Due to its construction, the bowl will adjust itself auto 
were tically to varying proportions of oil and water, and 10 


action is so perfect that if perchance no. water: enters the 
howl with the oil, no discharge takes place through .the 
water outlet; similarly, if water only is passed through the 
bowl, nothing will come out of the oil outlet. 


t / 
FierRay TITE 


мна 


Fig. 4.—PonraBtE Ot, PURIFIER. 


15 ith regard to the treatment of electrical insulating oils, 
Үл ык, practice is to test oil to 40 kV, with the old style 
1: Gap, 0.5 in. face and 0.2 in. separation, or 22 kV, with a 

та. face and 0.1 in. separation. When the | diekctric 
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strength of the oil at the bottom level of the trans- 
former has decreased 25 per cent. from the above value 
it should be removed and treated. l'or this purpose a station- 
ary machine (fig. 1), and a portable set (figs. 3 and 4), have 
been developed. Ihe oil is pumped from the bottom of the 
transformer through a bayonet type electric heater (which is 
only used when the oil to be treated 15 too thick), into the puri- 
fier; it is discharged into a small collecting tank from whence it 
is pumped back into the top of the transformer. Ihe machines 
are supplied complete with electrically-driven pumps, elec- 
tric heater, valves, &c., and a dual purpose bowl is provided, 
which consists essentially of a puritier bow! with an adjust- 
able discharge diameter, and is provided with an additional 
top disk which is used when operating the bowl js a clarifier 


witbout the water seal. The bowl is used as a- purifier only 


when an abnormal amount of water is present, or the oil 
is emulsified,. in which case a water seal is employed, and the 
small blank disk is used in its regular place on the top of the 
small diske. But when functioning as a clarifier the water 
seal is, of course; discarded, and the blank top disk is inserted 
over the bottom disk. In this ease care must be exercised to 
ensure that the bowl parts are free from moisture. Another 
precaution to be taken when heating the oil prior to circula- 
ting it through the purifier. is to make sure that it is heated 
to а temperature of at least 110 deg., but not over 150 deg. F.. 
and an no account must it be heated with live steam. When 
considerable moisture is present in, the oil it is recommended 
that the higher teniperature be used. 

In conclusion, it remains to be gaid that froin test data 
obtained in the U.S.A.. the machine appears to do what is 
claimed for it in an efficient manner. The largest purifier 
made is capable of dealing with 350 gallons per hour, requires 
a floor space of only 2 sq. ft.. and less than 2 h.p. to drive it. 
The driving power may be applied either by belt, electric 
motor, or a steam turbine which forms an integral part of 
the machine. We are indebted to Mr. А. W. Empson. 
A.M.I.E.E., F.C.S., &c.. for the loan of photographs and his 
assistance in the preparation of the above article. 


THE HOPEFUL OUTLOOK IN RUMANIA. 


Tue fact that а very large proportion of the trade done under 
the British Government's export credit scheme has up till 
now been transacted witt Rumania lends special interest to 
a report which the Department of Overseas Trade has recently 
issued from the pen of H.M. Commercial Secretary at Bukarest 
(Mr. Alexander Adams). 

Seeing that in an agricultural country the progress of re- 
construction is likely to be hastened or retarded by the harvest 
yleld, it 18 most satisfactory to learn how excellent are the 
prospects of & grain surplus for export in the autumn. 

All interests are striving towards the rapid reconstruction 
of the economic life of tbe country. The export merchant 
is struggling to get goods down to the shipping ports. The 
manufacturer is doing his best to replace lost and worn-out 
machinery, and to repair that still standing in his factory. 


. In order that production may continue. The Government is 


doing its best to procure railway material and locomotives 
from abroad, and 1s aiding industrialists to procure machinery 
and the implements of production. Despite the present state 
of the railroads, manufacturers who are re-establishing their 
works have been given certain preferences with regard to the 
allotment of railway trucks for the transportation of machi- 
nery from the seaports. - -- 
With the: newly acquired provinces, in 
Britain's which the Rumanian administration. is 
Advantages. gradually securing a firm foothold, the 
country becomes no inconsiderable one in 
the list of Britain's customers abroad. The Danube provides 
a highway for British goods into the heart of the country. 
Until the reconstruction of the railroads is accomplished, not 
only in Rumania but also in Central Europe, waterborne 
merchandise. will be able to compete on more than favourable 
terms with that coming bv rail. subjected as the latter is to 
high charges and intolerable delave. | 

Thus the British exporter 1s not only in a privileged. posi- 
tion, but he has a certain period in which to make good his 
foothold before any considerable element of competition тау 
be expected from late enemy countries. 

In Mr. Adams's opinion, Rumania will probably be one 
of the first war convalescents to attain complete recovery. 
British enterprise and British capital тау regard the country 
as a fertile field wherein honest endeavour will bring forth ‘a 
bounteous harvest. | 

The present partial elimination of Ger- 
Import many and Austria from the cirele of sup- 

Possibilities. phers gives the United Kingdom а mag- 

| nificent opportunity to:redeem her past 


neglect of this market and to take her stand as the principal 
supplier of manufactured goods. With the advantage ot sea 


transport to the Danube doorstep of Rumania the United 
Kingdom is able to give quicker deliveries of merchandise to 
Rumanian importers than are possible to-day from Germany. 
or even the former Austria-Hungary, which two countries 
formerly held that advantage. | 


890 


THE ELECTRICAL REVIEW. [Vol. 89. No. 2,286, SEPTEMBER 16, 1921, 


'— .; —;——ñ.ñʒ—.ñßK IMEEM MM —x...ß k. Емеш 


The breakdown of land transport in Central Europe has 
so far acted as an almost insuperable barrier to the sale of 
German or Austrian goods in Rumania in any large quantities. 
and may continue to do so, at any rate, for some years. Dur- 
ing this time the British exporter will have every opportunity 
of making acquaintance with this market and of firmly estab- 
lishing his goods in the favour of the ultimate consumer, 
but as the passage of every month brings with it an ameliora- 
tion in the existing state of transportution, merchants and 
manufacturers interested in the future wants of this market 
with eighteen million customers are recommended to take 
steps as soon as possible to make themselves acquainted with 
those wants and the best means of supplying them. 

In order to give an example of where the Rumanian market 
for British goods is capable of expansion, H.M. Commercial 
Secretary quotes particulars of certain United States imports 
into Rumania in 1913. Amongst them appear the following, 
in addition to quantities of agricultural machinery: — 


Tons Lei 
Pumps of all kinds for liquids, air or gas. 
also fans 83 ss "T T - 126 151,942 
Steam engines weighing from 500 to 
9,500 kg. буз 79 119,791 


Stationary engines and other special ap- 
paratus weighing 2,000 to 10,000 kg. 


per piece А! ee eni К 116 ' 116,830 
Stationary engines and other special ap- 

paratus weighing 500 to 2,000 kg. per 

piece s m js m s 80 96,897 
Articles in metal . ae "T те 164 147,953 
Instruments for boring wells and other 

bore-holes Ве се Bad - 259 302,579 
Iron tubes and pipes 98.125 18,283,818 


Other lines of British goods for which Rumania offers a 
market include electric dynamos and motors, fans, lamps. &с., 
and gas and oil engines. 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week, Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
«unless we have the writer's name and address in our possession, 


The Bradford Housing Scheme. 


With reference to the statement by Messrs. Henley in this 
week’s REVIEW, no doubt my own experience with a similar 
type of wire would interest your readers. I, myself, with the 
aid of a boy have on numerous occasions finished completely 
in 74 hours, a four-point installation. That is to say, every- 
thing is completed, down to shades, including main switch 
and fuses, and as all furniture and linoleum had to be moved 
by us, you will, I think, agree with me that it is quite as good 
a performance as that of Messrs. Jessop & Boydell Ltd. 1 
may state that at present myself and the same boy are instal- 
ling the Walsall Continuity Grip system in a housing scheme, 
and our present rate of progress for wiring and tube work 
only. but including plugging walls and earthing, is eight lights 
in 74 hours, Should any of your readers desire any further 
information, by all means give them iny address. 

Progress. 

September llth, 1921. 


Electricity for All. 


Much has been written of the squalid approaches to London, 
but I was never so impressed, as on one of the beautiful 
summer evenings last week, with the appearance of the 
backs of the houses from the train, and with the great need 
of electricity by the masses. About 80 per cent. of the houses 
had all their windows closed or nearly closed, and one could 
look into hundreds of rooms badly lighted by ill-placed gas 
brackets, whose greenish-yellow glare showed up the ceilings 
they had blackened, but gave little enough light where 
required. One could imagine the gas-vitiated atmosphere, the 
clammv heat, like a foretaste of the crossing of the Styx, and 
realise something of the horrors of gas lighting in these &mall 
overcrowded rooms. | 

In wondering whether in our time the clean, healthy, and 
cheerful electric lamp would reach these thousands of homes, 
an idea occurred to me which I ask vour indulgence for space 
to outline. It seems Utopian at first, but as one turns over 
the suggestion a way seems possible which would not only 
benefit the health of Ше community at large, but bring 
employment and great prosperity to every section of the elec- 
trical industry. | 

The days when we had to fight the gas interests for our 
first footing have so far receded that we tend to forget the 
very solid. foundations upon which the electricity supply 
industry stands. The indisputable advantages, to any but 
a gasinan, of electricity from an hygienic point of view, its 
cleanliness and saving in decorations, its safety and conveni- 
ence. make an irresistible appeal to those who can afford its 
installation. We are now practically face to face with the 


problem of how we are to bring its benefits to those who 
cannot afford the first expense, or who are not willing to lay 
out their money on premises held on short or expiring leases, 

The latter is the real obstacle to the lighting of a vast 
number of houses, where if the wiring were installed ihe 
tenants would not object to purchasing the fittings und 
portable appliances. In both cases many would be willing 
tQ pay a portion of the installation cost if it could be appor. 
tioned in relation to their period of tenure. 

The question then is whether we can overcome this difficulty 
or whether we are to wait for the more general use of eler- 
tricity until all these tens of thousands of houses are rebuilt. 

My suggestion lies along the lines of the old National Free 
Wiring Co.; instead, however, of а company formed purely 
for the benefit of its shareholders, I propose a corporation 
being formed to finance hire-purchase wiring schemes, with 
the idea of only paying sufficient interest to attract investors 
who are satisfied with a small return, provided their money 
is safe and repayable at par. This corporation should have 
the support of the whole industry, and all its important 
members should not only invest a portion of their reserves, 
but guarantee it according to their means. It would only 
require to be a finance company operating through the various 
supply authorities in the country; let us call it The National 
Electric Wiring & Banking Corporation, until a better name 
is Offered. Its function would be to offer various schemes of 
hire-purchase wiring as on a weekly payment basis, quarterly, 
or taking a broad average by adding so much per unit. 

As the supply authorities would reap the benefit of a 
permanent revenue, they might well be expected to supervise 
the erecting of installations, the collection of the hire-purchase 
moneys, and to act as the corporation's agents free or at 
most for a trifling percentage on the sums collected. The 
corporation should be evervbody's child. The Electrica: De- 
velopment Association could perhaps undertake the publicity. 
The I. E. E. might be asked to draft from its rules a formula 
to establish a standard of material and workmanship as low 
as considerations of safety and durability permit. The com- 
mittee appointed for this purpose might also take steps to 
remove апу irksome local supply authorities’ conditions, 
where they involve expense not called for by I.E.E. rules, by 
making suitable representations direct or through the Eler- 
tricity Commissioners. The Contractors’ Association might 
contribute data on the life of installations for the I.E.E. Com- 
mittee to consider and prepare for the corporation's actuary. 
Local wiring contractors would canvass, and those bringing 
in the agreement would naturally have the order for the 
installation. The drafting of an agreement as between the 
corporation and its agents and the landlord and his ienants, 
to ensure payment for the installation, would not be difficult, 
seeing that all parties are to benetit. 

Some new legislation might be necessary to empower supply 
authorities to play their part, in which the good offices of tbe 
Ministry of Health might be enlisted. 

The corporation might extend its usefulness by including 4 
fire policy under its agreement, and so eliminating any severe 
fire office regulations; this risk could be easily under-written. 
The great thing would be to establish it upon such a basis 
that its stock would be a gilt-edged security of the highest 
order. The ultimate capital would of course be immens, 
hut, to commence, if, say, a hundred only of our principal 
manufacturers and institutions would contribute as an m- 
vestment £1,000 each, and guarantee a like amount, a start 
could be made. There are thousands amongst our ranks who 
spare no effort to advance our industry, and who might be 
willing to invest small sums, and with this as a foundation 
the savings bank branch of the corporation could get gom; 
and accept deposits in small or large sums, and on short ot 
long notice. All the men in the industry would give their 
support, and we know the general public has unlimited faith 
in the future of electricity. А 

Could we, after the first few months, tackle 500,000 installa- 
tions a year? Anyhow, let us put down a few figures on 
that ambitious assumption, and try to get a rough idea of 
what might be done:— | 

500,000 installations at an average of 10 points = 3,0000 
points. 

5,000,000 points at an average of 30 watts = 150.00 kW. 

Suppose with modified wiring rules and men doing thelr 
best, knowing there was plenty more work waiting, we 
could work at 20s. to 25s. per point (I am not a contractor. 
and can only guess), we shall eventually want about fve 
million pounds to finance this number of installations. Heat 
ing and cooking installations would, of course, be additione" 

To get our money back in ten years, it would mean about 
7d. or Sd. per week, which is nothing to pay and ample ta 
cover capital, interest, and expenses. Stock could be issued 
at 95 bearing 64 per cent. interest, repayable in 10-15 years. 

We get some idea of possibilities if we suppose for 4 start 
that each of these additional consumers had an electric 102. 
вау another 195,000 kW load, which would mostly come n 
slack periods, and give an improved diversity factor. Е 

T shall be told that such а scheme could never be NL 
—I think it could, with the right spirit of co-operation: jn 
that the initial capital could not be found—-again. if the 1 
men in the electrical industry took it in hand, I feet ole 
it could. 

I hope, therefore, that this letter may provoke d 


ischs sion 
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and produce constructive criticism. The tremendous impetus 
to the whole industry, bringing full employment to contrac- 
tors, makers of plant, cables, meters, &c., the increased manu- 
facturing output reducing costs and strengthening us in over- 
seas competition, the increased station output spreading out 
capital charges and enabling a real cheapening of electricity 
for all purposes to come about, would re-act and help other 
industries; the possibilities are such that I hope leaders may 
be forthcoming and a 10 „ ш to bring the 
‘ational Electric Wiring Corporation into being. 
н : Fred. M. West. 
London. 
September 10th, 1921. 


Leading-in from Overhead Mains. 


I would be grateful to know if any standard method has 
been adopted for leading-in to consumers’ premises from over- 
head mains; several towns I have visited seem all to have 
methods of their own. I have never seen any discussion on 
this matter, but I am sure some of your readers will be in 
a position to give their experience from actual practice. 

Spark. 

September 12th, 1921. 


Competitive Trials of Electrical Apparatus. 


Many papers are read at various Institution meetings, and 
many letters appear in Correspondence " columns, with re- 
gard to the practical efficiency of electric cooking and heating 
appliances, current limiters, meters, and various other elec- 
trical apparatus. | | | 

It would be of great advantage to the electrical industry if 
practical trials under working conditions were arranged by 
the I. E. E., or the E. D. A., similar to those conducted by the 
Royal Agricultural Society in connection with agricultural 
machinery. | | | | 

Such trials could be held in connection with electrical exhi- 
bitions; the awards would be an excellent advertisement for 
the successful competitors, and would guide designers jn 
their efforts to achieve perfection. 

Arch. J. Howard. 


Electricity Dept., Taunton. 
September 10th, 1921. 


Accumulator Froth. 


Mr. A. E. Frost's letter in your issue of September 2nd, 
is one that cannot pass without notice. 

He states that frothing only occurs in accumulators by 
certain makers, the cause being inferior quality celluloid. 

Every manufacturer of small accumulators enclosed in 
celluloid cases has experienced frothing trouble at one time 
or another. Everyone who re-charges or repairs accumulators 
of all makes is aware of this. Is it likely that high-class 
manufacturers of accumulators would not make every en- 
deavour to obtain, and use, the best quality celluloid obtain- 
able, when the matter is of such importance to them? 

Tt is certainly true that frothing is.usually experienced 
when celluloid is used for the containing cell, but it does 
not follow that it is entirely due to the celluloid. It may be due 
to other causes which the celluloid may assist. 

Frothing in most cases has its origin in the use of impure 
water, lime salts being deposited on the plates and jnter- 
fering with the process of charging. 

Camphor (which is extremely volatile) is one of the principal 
constituents of celluloid, and celluloid even at its best is 
nof a particularly stable compound. 

When trouble arises from Impure water, the fact that the 
containing case and probably the separators are celluloid 
tends to assist and increase this troublesome complaint. 

Wm. Peto. 
Pritchett & Gold апа E.P.S. Co., Ltd. 
London. i 
September Sth, 1921. 


Carpets and the Electric Suction Cleaner, 


As an actual user of various kinds of cleaners in my home, 

find the most satisfactory type for domestic use must cer- 
tamly have a revolving brush, to flick off pieces of cotton or 
such-like material that become entangled in the pile or nap 
ot the carpet. Suction alone is useless. The brush should 
not be driven by the motor, but be capable of being driven 
at varying speed-—fast or slow—to suit the varving classes 
of material It is desired to sweep up. | 
195 at асаку accomplished by coupling up the brush to 
thereby tha b oer-tired. wheels on which the cleaner runs; 
1 у the brush is turned at any suitable speed as the 
| тре moves over the carpet, 
spindle n ne „ fixed staggered fashion to a hollow 
than the v ht brush of this kind 1s much more effective 

the continuous mesh brush; a simple rubber belt will 
‚ По adjustment is necessary, the brush is instantly 
—8nd easy to clean if long threads get wound 


The ''Rayyac" cleaner has these improvements, as well 
as ample suction power, with a big saving in time and labour 
as compared with the plain suction cleaner. 

C. Geo. Nobbs. 

London. 


September 10th, 1921. 


[Several letters on this subject have been received, extolling 
the virtues of specified models of cleaner. Our aim through- 
out has been to deal with the matter from the technical point 
of view, without regard to any particular make, and we feel 
that no useful purpose will be served by continuing this corre- 
spondence on the lines it is now following.—Eps. Kurc, REv.] 


Supply without Statutory Powers. 


Many thanks for your clear and full explanation in last 
week's issue of the position of unauthorised schemes under 
the new Acts. May I just say that in the case in my mind 
it is taken for granted that the existing small scheme cannot 
compete in price with the new and official scheme, and that 
any attempt by the former to obtain an Order would be 
opposed tooth and nail by the competent local authority, 
which in fact intends to get an Order itself. | 

Indeed, in this particular locality prominent members of 
the Labour party, which has a majority on the R.D.C., have 
said that they would shut down the existing plant at once, 
without waiting for an authorised supply, if they were able 
to do so, and they are in any case refusing further permits for 
poles where they can. This in spite of the fact that there is 
no gas, and that the advent of an authorised supply must be 
a matter of years. 

As regards the other question—cost of power—I am afraid 
you do not do me justice. The figures mentioned were not 
intended to be taken as a full comparison at all, and the items 
vou mention—interest, depreciation, rent, rates, labour, lubri- 
cation and repairs—were omitted on both sides. All the 
same, I freely admit that some of these items would be lower 
in the case of the electric motor, and obsolescence perhaps not 
counted at all. 

Against your statement that I '' tacitly assume that the oil 
engine set is going to run at full load and maximum efficiency 
when it runs at all," I put forward figures given in a technical 
journal last year, relating to the type of engine in question. 
The engine is of 5 h.p. The consumption at full load was 
-425 lb. of paraffin per b.h.p.-hour, and at 3 h.p., .46 lb., i.e., 
well within the half pint mentioned at 60 per cent. of full 
load. These are test figures, certainly, but my experience 18 
that the fuel consumption of oil engines need not exceed the 
test figures by any very serious amount, given reasonable 
treatment. 

Further, the comparison was obviously favourable to elec- 
tricity by reason of the small sets taken as examples, and 
the efficiency mentioned, 9U per cent., is not, if I remember, 
attained by electric motors of this size. 

Consideration of, say, a 100-h.p. modern steam, suction gas, 
or crude oil plant, running ordinary factory hours, would be 
perhaps more useful. Is it certain, even where a final drive 
by electric motor is convenient and desirable, that a plant 
such as mentioned, driving a generator, would not be cheaper 
in very many cases than a supply from a far distant hydro- 
electric station, delivered to the works at 24d. or 3d. a unit? 

А. О. б. 

September 12th, 1921. 


[Why the Labour members of the Rural District Council 
should wish to shut down the plant in question is a mystery 
that we cannot fathom. With regard to the cost of power, 
we regret that our correspondent feels that we have not done 
justice to his figures, in our brief reference to this subject; we 
merely wished to utter a wagning against hasty and incom- 
plete estimates of comparative cost. We do not know the 
nature of the small plant to which he refers, but he appears 
to be satisfied that the existing small scheme cannot com- 
pete in price with the new and official scheme ; yet he ques- 
tions Whether an outside supply at 24d. or 3d. a kWh can 
compete with a private installation.—Eps. Exec, Rrv.] 


— 


Organ Blowers. 


In changing over from d.c. to a.c. the church organ blower 
motor offers a peculiarly difficult problem. The ordinary d.c. 
organ blower motor is controlled easily enough by means of 
a resistance in the armature circuit. The a.c. motor, on the 
other hand, runs at a constant speed, and is also liable to 
make an unpleasant noise, which is intolerable in a church. 
An account of methods by which the difficulties have been 
overcome will be weleonied by 

Organ Blower, 

September 12th, 1921. 


The E. P. E. A. Schedule and Economy Stunts. 


What good does “ Anti-Bunkum " hope to achieve bv 
rattling the sabre, and why should he waste time in lashing 
himself into such uncontrollable fury over а weak, powerless 
Association such as the E.P.E.A.? ( 

Being a believer in sweated labour, as Anti-Bunkum ” 
practically admits himself to be, has it never occurred to him 
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that it is he and the small minority who think with him who 
are largely responsible for the existencé of the E. P. E. A. and 
similar associations? Е. | | 

I think it will be generally admitted by all unbiased and 
fair-minded individuals that, prior to the war, the statis in the 
majority of central stations did not receive anything like ade- 
quate remuneration for the services they were called upon to 
render. Now. unfortunately, in many cases the pendulum 
appears to have swung a good deal too far in the other direc- 
tion, and salaries and wages will undoubtedly have to be 
modified and put on a commercial basis, not only in our own 
hut in all other industries, if the country is to regain its old- 
time prosperity. n ee : | 

As usual, the extremists on both sides appear to think that 
there is only one side to the question, and that side their own. 
Let us, therefore, before attempting anything. scrap the 
extremists as being incapable of contributing anything useful 
to the discussion on this matter. and then, and only then, will 
there be some real prospect of a sane and reasonable solution 
of this ditficult problem. Be, es Pol i | 

In conclusion, Г may sav that T hold no brief for the 
E.P.E.A. and am not a member of the same, nor do I agree 
with the somewhat bragging tone of Mr. Arthur Jones's 
letter. At the same time, I would suggest that in. writing 
letters, such as the one published in your issue of Septem- 
ber 2nd, © Anti-Bunkum ' only lays himself open to the con- 
tempt and disgust of all who are capable of looking at this 
matter from a fair and unprejudiced point af view. JE 


_. Borough, Electrical Engineer. 


September Gth, 1921. | 
[Other letters have been received in similar vein, support- 
ing the E. P. E. X. and reproving Anti-Bunkum. s. 
ELEC. Rev. | | | 


г 
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B A Motor Problem. е | 

Although Mr. Davies's motor problem laeks detail, it is 
obvious that the trouble is due to the frequency cf his supply 
mains. Krom the information given it would appear that the 
machine in question is designed for a frequency. an the neigh- 
bourhood of 60 cycles. This is borne out by the test he up- 
phed. The most noticeable change when the frequency 15 
increased or decreased 15 the speed of the rotor. Synchronous 
speed = сусіез X 12% number of poles. When the frequency 
is decreased as in our case, there is a'corresponding decrease 
in speed. Also the back voltage which opposes the line e.m.f. 
is equivalent to flux times the frequency. If frequency is 
decreased, flux must be increased. Results: iron over 
saturated, stray power loss, magnetixing current considerably 
increased, and undue heating. There is only one way out of 
his difficulty, that is, to have the winding redesigned, unless 
he adopts the following method, which will involve a consider- 
able sacrifice of horse power: Vary the voltage in the sume 
ratio as the frequency (60 cycles to 25 cycles). The result will 
be increased amperes, decreased watts, torque unchanged, de- 
creased efficiency, increased power factor, decreased horse 
power. As Mr. Swindlehurst points out, I also fail to see 
how the horse power and the voltage were determined from 
the data supplied. From the diagram I presume the motor is 
of the split-phase starting type, commencing its work as a 
two-phaser. Mr. Davies is evidently aware that this winding 
may be made suitable for different. voltages by a series, series 
parallel, or parallel arrangement. I Schall be pleased to discuss 
the subject further. if Mr. Davies cares to furnish further in- 


formation. l | | 
| X st W. Pinkerton. 


Manchester. PA 
September 12th, 1921. 
I * 


NEW PATENTS APPLIED FOR,. 1921. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Sertox-Joxes, О'[ Эки AND 
SrEPHENS, Chartered Patent Agents, 285, High Holborn, London, W. C. I. 


22. 25. Electric photographic printing or copying Machines.“ J. R. 
Halden and J. Halden & Co., Ltd. August 20th. 

22.38. Electric. switch." L. W. Moxham. August 29th. 

22.857. Wireless telegraphie and telephonic apparatus." W. H. Allen. 
August. 29th, | 

22.858. Telephone systems," Automatic Telephone. Manufacturing Co., 
Ltd. August 29th. (United States, March Joth,) | 
232.800. *'' Electro-magnetic apparatus for recording sound." A. F. Svkes. 
August 29th. | | 

22.861. Direction-finding apparatus for wireless telegraph.“ G. W. 
Harris, B. Hodgson, C. E. Horton, and L. G. Preston. August 29th. 
22.870. Electric. light fittings. with bowl shades or reflectors.” 
Pride. August 29th. 

22. 875. Control means for electric motors.’ 
(Cutler-Hammer Manufacturing Co.). August 29th. 
оэ l. separating metals by electrolysis," N. V. 
29th. , 

22.04. Wireless telegraphic apparatus." W. H. Wilson. August th. 

22.007 Electrical apparatus “American Radio & Research Corporation, 
August 29th (United States. August 30th. 19200 -- 

22.06. “Incandescent electric himp | K. Nishimota August 29th. 

22.910. '' Apparatus for diminishing centrifugal force in rotors of fast- 
running electrical machines." Akt.-Gas. Brown, Boveri et Cie. August 29th. 
(Switzerland, September 9th, 1920.) 

22.930. ** Alternating current dynamo.“ T. Cooper. August 30th. 

22.964. Combination electric radiator and hot-water circulator.” A. 
Robertson. August 30th. i . 

WOZ [Lampe. search lights, &c."" J. G. Smith. August 30th. 


H. С. 


Igranic Electric Co., Ltd. 


Hvbinette. August 


for heavy alternating currents“ 


99.990. “ Devices for balancing currents in parallel connected conductors 
А. B. Field and Metropolitan-Vickers Кес. 
trical Co., Ltd. August 30th. н 

22,999. Rectifiers for high-potential alternating electric currents," A. С, 
Goolden, А. К. Greatbateh, and V. E. Pullin. August 30th. kd 


..244001.. Electric maximum automatic cut-out.” D. J. B. Koolhass. 


August 30th. (Holland, August goth. 1920.) 

23,0043. Alternating current. track signaling.” L. H. Peter and Westing. 
house Brake & Sasby Signal Co., Lid. August 30th. | 

29,013. “Signalling systems.” Radio Communication Co., Ltd., and J. 
Scott-l'aggart. August 30th. МА КАШУ 

23,016. ''Commutators, «c, for ignition current in internal combustion 
engines." F. J. Brougham (Walker Accessories o.). August th. 

23.020. “ Holders tor eletron discharge devices, &c." C. G. Eden and 
General Electric Co., Ltd. August 30th. 

23.021. Electric motor starters.” ritish Thomson-Houston Co., I. d. 
(General Electric Со). August 0th. | 

2.1.0. 4. Circuit closers lor ciectiri allv-operated. alarm mechanism." G. M. 
Wacker. August 30th. i 

23.040. '' Circuit closers for electrically -operated alarm mechanism.“ 6. 
W. Wacker. August 30th. 

23.044. Electric lamps." 
23,060. Accumulater battery." 
Bist. ‘ 

24073. '' Electrical bonding junction boxes for metallic sheathed wires, 
Kc. I.. F. Movle. August. 31st. 

23.0 0. Well globe fittings for electric lamps." C. А. Ely. August Jls. 

23.001. Motor-driven sewing machine.” M. €. Fairweather (Diehl Manu. 
facturing Co.). August 3lst. 

23,103. Electric light switches.” G. M. Becherraz. August 3lst 

233. u M. Electric motor, &., controllers." €. J. Gordon. August 314. 

23.144. ^' Electric current limiting devices," British Thomson-Houston Co, 
Ltd, (General Electric Co.). August ЗІМ. : 

23.149. ‘Electrodes for electric welding, cutting, &c.“ A. C. Cutting, 
Welding Co., Ltd., W. H. Flood. and D. Т. тош. August 3lst. 

23.154. Process for rapid energising of magnets,” Akt.-Ges. Brown, 
Boveri et Cie. August 31st. (Switzerland, September 9th, 1920.) 

23.157. Control clocks for trunk-line switehboards." Allmanna Tek- 
fonakticbolaget L.M. Ericsson. August 3lst. (Sweden, May 20th.) 

23,168. Method of mending electric resistance elements." N. Carrico 
and F. C. Hughes. August 3lst. (United States, September 11th, 1920.) 

23.223. Galvanic batteries for medical purposes." J. Armstrong. Sep 


tember Ist. 
23.229. “ Electric wire union." W. Thompson. Septemb Ist. 


23.232. Process for production of electric insulating material." Е. 
Juchli. September Ist. (Switzerland, September Ist, 1920.) 

23.234. Automatic electric. couplings." Westinghouse Air Brake Co. 
September Ist. (United States, June Ist.) 

23.241. Manufacture of storage battery electrodes.“ R. E. Beswick and 
Fuller's United Electric Works, Ltd. September Ist. 


S. J. Levi and Н. Rottenburg. August 30th. 
J. R. Palmer and W. C. Ashton, August 
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PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


2920. 

9.431. "' Circuit. breakers lor electrically-heated devices." Е. С. R. Marks 
(Landers, Frary & Clark). February 23rd, 1920. (167,799.) 

7,912. Air-cooled or evaporative surface condensers." J. McLeod. March 
17th, 1920. (167,803.) | 

10,961. '' Electrolytic apparatus.“ M. NI. 
(141,733.) 

12,834. '' Electric accumulators." А. Pouchain. May 8th, 1920. (167,821 

13,077. "'"Sparking plug adaptors. А. W. Smith, V. W. V. Harris C. 
Johnson, and T. E. ‘savior. Мах llth, 1920. (167,826.) 

13.184. Electric reading lamps.“ Soc. Valenducq Freres et Dubois. May 
30th, 1914. (143,248) 

13.278. '' Resistance switches for controlling the intensity of electric cur- 
rents.“ J. Watkinson, N. €. Francis, and А. E. Quennell. May 13th, 193. 
(Copnate application, 13,279, 1920.) (167,832.) 

13.352. Thermionic devices.“ Western. Electric Co., Ltd. November 1“. 
1916. (143.262.) M^ м 

13.434. CC Electric switches,“ British Thomson-Eouston Co., Ltd. (Genera 
Electric Co.). May Toth, 1920. (167,840.) A 

13,438. °° Electric cables". H. Bevis and Piretli-General Cable Works, Lid. 
February oth, 1921. (167 841.) 

13,518. Electric switches or circuit breakers.” A. Reyrolle & Co., Ltd. 
and B. II. Leeson. May 10%, 1920. (167,846.) 

13.602. Storage and supply of electrical energy by an electrochemical 
process." EF, P'. Habicht. Мау ТЬ, 1919. (143,932.) 

13.766. Electrically -heated appliances," G. H. Lofts. Мау 19th, 19%. 
(167,860.) 

13.05. Duplex electric welding machines.“ J. Ledwinka. May Wh, 
1920. (167,873.) 

14.774. t. lectric meters. British Thomson-Houston Co., Lid. (General 
Electric Co.). May 31st, 1920. (167. 890.) " 

13.396. Electric meters particularly of the mercury motor type." British 
Thamson-Houston Co., Ltd., and А, Р. Young. June 7th, 1920. (167,907.) 

12.861." Manufacture of metallic diaphragms of electrolytic cells.“ К. 
Pechkranz. June 12th, 1919. (144,719.) 

15,947. Electrical transformers," . G. June 12th, 19%. 
7.916.) 5 р. t 

16,404. "Electrical signalling by means of alternating currents.“ L. de 
Forest, March Enh, 1920. (160,430) : 

16. S JW. Electrical contacts of the plug and socket. type.“ S. J. Thomas. 
June 22nd, 1920. 67.032.) Pa 

16.060. © есес power generating. sets.“ A. Biro. February 3rd, 1919. 
(145,512.) | i | 

17,744. ‘Apparatus for electrical treatment of gases. А. L. Mond (lo- 
ternational Precipitation Co, Inch. June 29th, 1920. 167.939.) " 

19.341. Means for maintaining constant the speed of an electric motor 
Ges. fur Drahtlose Telegraphie. February 91h, 1916. (147,438.) 

19.343. Arrangement for locating underground or hidden electrical con- 
ductors." Ges. fur Drahtlose Telegraphie. November 231d. 1917. (quu H. 

19.317. Electrical frequency multipliers.” Ges. fur Drahtlose Telegraph. 
October 96th. 1918. 1147. 44.) " 

20.744. Electric advertising signs.“ O. Sehler. June 6th, 1918. (148.518: 

22,458. '' Electric controlling devices," Eritish Thomson-Hou-ton Co., Lid, 
and V. E. Hall July 28th. 1920. (167.957. | 

24,833. '' Telephone or other call indicators," Siemens Bros. & Co. Ltd.. 
E. A. Petithory, and J. E. Collyer, August 27th, 1920. (167,906) "T 

29.668. “Interrupting devices for electric circuits.” Metropolitan Vener 
Electrical Co. Ltd. November th, 1919. (153,573) 


Merritt. April  lóth, 1919. 


Schroeder. 


0.98. Flectrtealls heated ovens; F. Grab November Ith, P 
(153.800 ) | 
1921. 
493. '' Electric switches, ceiling roses. plug and socket couplings. cui 
for junction boxes. and other analogous devices. A. Davis and | 
Hudson. January 6th, 1921. (168,001.) | Mav 


6.767. “Condensers for refrigerating machines." P. Fischbacher. 
18th, 1920. (Divided application on 167.858.) (168,008) 100 

17,594. '' Electric rotating furnaces.” C. E. Cornelius. April 13%. 77 
(Divided application оп 10.293, 1920.) (168.018) 
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PRICE 
SIXPENCE. 


LONDON: fUBLISH HIN NG PI qoe 4, LUDGATE HILL, E.C.4. SUBSCRIPTION RATES, Postage Free: United 


Telegraph! — WD сете "Manning * 4 
LITHOLITE CHURTON «œ 


INSULATORS, Ltd. 
66 —67, Hackney Grove, Londen, E. 8. 
"Phone and Telegrams; Dalston, 602, London. 
FIREPROOF AND OTHER GRADES. 
EsTrABLISRHED 90 Years. 


Birkby'* bs EL 


For all parposes for which шов оса, іп- 

sulation is required specify "EL 

which is water, oil and ilc 
КАДААДААДАДХ A 0000000000004 


FLEMING, BIRKBY & GOODALL, LTD. 


XE and por yet 


Ў“. MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


REPAIRS. Q ° 
ES REN 
ARMATUR H.OUNN & SOW, 


| ; i 
| 
| 
| Newington.Causeway, 


LIVERSEDGE. YORKSHIRE. Tel.: Нор; 1187. , LONDON. 8.Е. 1 
WRIGHT ue “EMPIRE” 
“аге MOTORS. | AUTOMATIC CONTROL 


Pumps, Compressors, Machine Tote. 


' ELECTRIC CONTROL. LIMITED, GLASGOW, 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
6, Tenby Street North, Birmingham. 


BROOK  - 


. ONE, TWO and THREE-PHASE 


MOTORS. 
See Sup 41. 


SWITCHGEAR. 
_ERNEST F. M MOY, LTD., 


cal 


MEDIANO PLACE, CAMDEN rown, LONDON. 
MICA & MICANITE 


„ТАТЕ & PETTERS, LTD., 
40, Hatton Garden, London, Е.С. 1. 


COMPANY, LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Workg: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, p. xvi. 


WRIGHT MOTORS, Ltd., HALIFAX. 


— À— 0m = 


- em — 


for 
WIRES AND CABLES. 
Bee Advertisement this week, p. iii. 


WHITE 
Electrical Instrument Co., €td. 
2, 4 & 6, GLOUCESTER ST., 


CLBRKBNWBLL, LONDON, B.C. I. 


Phone: 


Wire: 
Voltograph. London. City 86 0 


ELECTRIC MOTORS. 


One, Two and Three-Phase. 


, GENNIO г CRT: 
BRITTAIN'S ELECTRIC MOTOR Co. 
(Late Langdon-Davies E'ectric Motor Oo.), | 


4578" Central — 110, Cannon Street, London, E.C. 4. 
. MOTORS. • DYNAMOS. INSULATING 
VicTORIA DYNAMO & Motor Co., „= BEADS - - 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 


; "Phone. зва 


Immediate Delivery. 


` Noble St. 
HOLDER-HARRIDEN LTD., эү, ete 


= 


ы Ч T Tir = 
* 12 3 a - р К pem * 


, 1. dd, per annum.—Nzw Tong: D. Vax 
2 


Telephone Nos.: 


WESTERN-ELECTRIC 


CONNOLLY'S (BLACKLEY), L».- 


‚ Librairie, Etrangère, Ux hue e de la 
Central 8260 and 8261. 


NosTRAXD Со k Place, New 
Banque, 


Cables under the X-Rays 


(Mo. 2). 


See Sup. 12. 


Sheeting supplied, or Joints to size. 


SHUNT REGULATORS, . 
MOTOR STARTERS and ан classes of Resistance Work. 


STAR DELTA SWITCHES. 


THE SOLENOID REGULATOR CO., 


MIGHGATE SQUARE, CAMP HILL, 


Midanin; BIRMINGHAM, — 
... roy 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, J DYNAMOS, 
| SWITCHGEAR. 


British Aluminium Co., 1 
709, Queen Victoria St., Londo 


RAYNER & HEALD, LTD., 


DUKE STREET, DERBY. 


TWO & THREE-PHASE 
MOTORS only. 


FULLER" UNITED ELECTRIC 


WORKS. LIMITED. 
MANUFACTURERS OF 

ACCUMULATORS BATTERIES 

WIRES & CABLES 


CARBONS, &c. 
WORES: CHADWELL HEATH, ESSEX. 


General Sales Offices : | 
IDDESLEIGH HOUSE, Caxton St, Westminster. 


Grams: Blocbat, Vic. London. "Phone : Victoria 6863. 


INGLEBY & CO., 


Old Lane, Beeston, LTD, 
FOR DIRECT AND | 
ALTERNATING CURRENT 
Delivery trom Stock up to.60 H. P. 
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"Silent ALAM MO 


The Plant can be seen at the ай 
offices operating at full speed while 
mourited on three ord inary glass tumblers, 


(M 


For anv of the follówing Electrical Supplies — 


иг: 


Accessories. Industrial Fittings. ! 
Accumulators. Inert Cells. { : 
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THE STRUCTURE OF THE ATOM. 


SCIENCE, which comprises what we know, has been 
likened to a sphere. If the surface of that sphere repre- 
sent the area of contact with the unknown, the more we 
add to our knowledge, as measured by the bulk of the 
sphere, the more we increase the sense of our ignorance, 
as revealed by the growing area of its surface. There 
із something consoling about the image, seeing that the 
ratio borne by the surface to the content of a body 
diminishes as they expand. Nevertheless there is an 
element of desperation in the thought that our sense of 
ignorance must ever increase in spite of all we can do 
—indeed, by reason of all we succeed in doing—to 
remedy it. 

These reflections are forced upon us by the survey 
of current developments in scientific research recorded 
in the proceedings of the British Association just con- 
cluded at Edinburgh. The early workers set out to 
explain the properties of matter—density, impenetra- 
bility, elasticity, chemical behaviour, &c.—and to do 
so they adopted the conception of discrete atoms which 
they next proceeded to endow with density, impenetra- 
bility, perfect elasticity, chemical affinity, &c. Now we 
find that each of these atoms must consist of a central 
nucleus called а proton about which are revolving elec- 
trons on a model not unlike that of the solar system. 
These protons and electrons appear to be dense, 
penetrable, perfectly elastic, and electrical in behaviour, 
&c. There are some problems to the solution of which 
we seem never to come near. The resolution of the atoin 
into а composite system of moving parts, however, ex- 
plains à vast number of facts. We can mention but a 
few. The association of atomic weights and chemical 
affinity is loosened in accordance with the results of 
recent investigation and the existence of isotopes ex- 
plained. The atoms can be placed in order according 
to the number of their parts, and in that order are to 
be found exactly appropriate places for numerous atoms 
having the same chemical properties but different atomic 
weights. А vast new realm thus swings into our ken. 
For example, the nearness of the figures obtained by all 
investigators for the atomic weight of chlorine is found 
to arise from the fact that all samples are derived from 
the sea, in which the several isotopes we call chlorine 
may be expected to have been most thoroughly mixed. 
Again, ordinary lead is also a mixture, but lead derived 
from the break-up of radium atoms is of one kind only, 
thus furnishing a clue to the quantity of radium that 
has undergone disruption in the past. A new light is 
thus thrown on the age of the earth, and the period 
which can be imputed to the geological changes that have 
occurred is vastly increased. Indeed the questions for 
which the new knowledge gives promise of solution are 
too numerous to mention or even to surmise. Speaker 
after speaker at the British Association meeting testified 


to the immense: domain of science that had now been 
brought within our reach. However, the number of 
fresh. questions that arise to confront us seems larger 
still. 

To say that we find the problems associated with the 
solar system again presented to us in every atom would 
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be an inadequate presentation of what is in fact opened 
up by recent investigations as to the constitution of 
matter. The central proteon does not merely attract 
like the sun according to the law of inverse squares, its 
action upon surrounding electrons varies in zones from 
attraction to repulsion according to a law yet to be 
determined. The revolving electrons, it is true, are 
limited to eight for each zone, but the number of possible 
zones is not yet known. Unlike the single simplicity 
of the solar systems we are acquainted with, which, being 
separated by distances representing hundreds of light- 
years, develop in isolation, the atoms join up, share out 
their electrons on principles accounted for by the pheno- 
mena of valency in chemistry, and carry out their evolu- 
tions at such & speed that we cannot suppose the masses 
of the bodies concerned to remain constant. It is as if 
our planets were capable of developing velocities ap- 
proaching 100,000 miles а second, so that we should have 
to allow for alterations of their mass as provided by the 
theory of relativity. Of course, these proteons and elec- 
trons, though small, cannot be conceived as not con- 
sisting of parts. Hence we must expect to have воше- 
thing analogous to the tides, giving .rise to pheno- 
mena like the secular acceleration of the moon. Our 
day is gradually getting longer and is, in time, to 
increase to some 1,500 of our present hours. By that 
time the moon will have receded considerably. Possibly 
if it could break away altogether we should have some- 
thing analogous to what happens in the radiuin atom 
when its constituents are expelled as rays. 

Perhaps the simile with which we. began is not so 
appropriate as we thought. It might be better to liken 
our knowledge to the surface of the sphere and our 
ignorance to its volume. The two being then conceived 
us expanding together might serve to illustrate the 
change in the ratio between them more closely in accord- 
ance with the actual facts. 


One of the aims of manufacturers in 
these days of high wages is the increase 
of production, and any increase which 
may be obtained without stress upon the 
operative is doubly welcome. Тһе approach of the 
winter season and the consequent curtailment of 
“© summer-time " renders it necessary to carry on with 
an increased proportion of artificial light, which nor- 
mally has an adverse effect upon production. Much has 
been written and said by firms interested in pushing the 
sale of commodities accessory to good lighting, and we 
have noted pamphlets and reports circulated by 
unbiased authorities ; throughout mention is made of the 
advantages accruing from the intelligent application of 
modern lighting units. A pamphlet which has recently 
been issued by the Home Office* emphasises the increase 
in quality and quantity of work produced when the 
attributes of good lighting, natural or artificial, are 
present; the health, safetv, and efficiency of the worker 
are also dwelt upon. А précis is given elsewhere in this 
issue, but we consider that employers and employés alike 
should obtain a сору, since it is probablv the most con- 
cise staternent of the case that has ever appeared. 

We have always championed the cause of good lighting 


Factory 
Lighting. 


in the belief that it is to the benefit of all concerned ; we: 


have also drawn attention to Ше superioritv of electric 
lighting over all other forms of illuminant, but we have 
seldom seen the case presented in so forceful a manner 
as in the pages in question. 

An interesting point in connection with the pamphlet 
is the recognition of the lighting engineer and the sug- 
gestion, made more than once, that he be consulted in 
order that the best effect may be obtained. We believe 
that the electrical industry has a long lead over the gas 
world in this respect, electric lighting being much more 


— m 


shops. 


adaptable to circumstances and lending itself to the ex. 
actitudes of modern conditions, without undue risk and 
cost, so that its application has attracted the minds of 
thinking men. 

The fact that this statement from а Government source 
follows closely upon the second report of the Depart. 
mental Committee on the Lighting of Factories and 
Workshops would indicate that our legislators may be 
called upon at no distant date to give effect to the recon. 
mendations of the Committee. If this surmise be cor. 
rect, we may anticipate a tremendous step forward in 
the standard of artificia] lighting obtaining in this 
country, and there can be no doubt that the indirect 
benefits to British trade generally, which are bound to 
result, will be immense. 


THE remarkable feat of the American 

Million-volt General Electric Co., reported in our 
Transmission. last issue, of transforming up from 
2,000 volts to 1,000,000 volts at 60 

cycles with apparatus designed on normal lines, has 


gained a good deal of attention in the lay Press on the 


ground that '' according to the claims of the engineers 

. electrical energy can now be transmitted on a 
commercial scale over a distance approximately of 1,000 
miles (Daily Telegraph). ‘‘ Approximately ” is good. 
It is stated that the spark gap was gradually widened, 
until at last a brilliant blue flame was leaping 15 ft. 
through the air," and it will be readily realised that 
when one is dealing with young lightning of this sort 
something quite special will be required for the line 
construction. The engineers, according to the published 
reports, used ''hollow wires 4 in. in diameter, and 
claim that transmission can be accomplished at 1,000,000 
volts without losing too much energy by leakage (mainly 
corona effect, presumably) en route. 

The highest voltage at present in use, we believe, is 
165,000 volts, and the Southern California Edison Co. 
is about to conduct experiments at 220,000 volts, with 
a view to transmitting half a million kilowatts from 
the San Joaquin river to Los Angeles, a distance o. 240 
miles (ELECTRICAL Review, July Ist, 1921, p. 31). 
Flashovers have occasionally been experienced on the 
existing line at 150,000 volts. The step in pressure to 
one million volts is obviously a very considerable stride. 
and a great deal of investigation and experiment will 
be necessary before the system can be regarded as tech- 
nically feasible, let alone commercial.”’ 

Assuming, however, that the technical problems are 
solved, the question arises whether transmission over 
such a distance as “© approximately ° 1,000 miles vill 
ever be called for in our time. The tendency is for in- 
dustries to migrate to the neighbourhood of hydro-elec- 


trie power stations, and though they often cannot be 


conducted in the near vicinity owing to topographical 
difficulties, it appears to us unlikely that suitable sites 
will not generally be found within, say, 300 miles 
of the source of energy. Undoubtedly there are immense 
hydraulic resources available within that radius of suit- 
able sites, and the tendency will be to utilise these, 
wherever they are found, before embarking on projects 
involving transmission over greater distances. Some 
day the great powers running to waste far in the ш: 
terior of South Africa and South America may, perhaps. | 
be harnessed ; but by that time, possibly wireless trans 
mission of energy will have been achieved. If the energy 
of the atom is brought under control, of course, all suci 
long-distance projects will cease to have a raison d etré. 
Admitting that we have not at hand authenticated 
reports of the actual statements of the С.Е. Co.'s et 
gineers, we can only suggest that the use of 4-in. tubular 
conductors for overhead transmission is fantastic: that 
in any case the capital cost of a super-pressure tun“ 
mission line of 1,000 miles is commercially prohibitive 
so long as coal supplies hold out; and that the risk 0 
obsolescence of the whole scheme due to the progress ° 
science would deter any competent financier froin sinking 
immense sums in long-distance transmission lines. 
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ELECTRICITY IN MINES. 


By M. I. WI LLIAMS-ELLIS. С 


THESE days of labour unrest, culminating in the great 


coal strike, a disaster for both labour and capital, which 


hit our trade more than any war could, and caused 
suffering to the public at large, not to mention the loss 
of wages to the trades dependent on the output of our 
collieries, give many of us engineers food for thought 
us to the future production and output per man re- 
quired to enable this country to compete in the open 
market with other countries. The facts one has to 
face are short hours of work in many industries, re- 
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ELECTRIC WINDING. 


While the time has passed when it was песеквагу to 
advocate electrification to the colliery and mine engineer, 
the mine manager must always bear in mind that his 
electrical transmission must be justified by one of two 
reasons, if not both. Опе is economy of steam, and 
the other is vonvenience or safety.* For underground 
work, convenience is often of itself an adequate excuse, 
but for surface work, convenience is not often a suffi- 
cient reason for adopting electrical transmission on a 

| large scale. It is, there- 
fore, necessary that 
economy should be proved. 
The large colliery winding 
engine has stood by itself, 
and up to the present it 
may be said that in many 
cases it has not been prac- 
ticable to substitute an elec- 
tric winder for the steam 
winder. Winders to-day 
reach 2,000 and 3,000 h.p., 
which means that only 
large central power stations 
can supply the demands, a 
winder giving the most 
fluctuating of all loads. In 
the case of small winders 
the matter is different, as a 
power station which would 
not be equal to supplying 
3,000 h.p. at a few seconds’ 
notice might easily supply 
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Fic. l.—BRiriSH WESTINGHOUSE WARD LEONARD FLYWHEEL SET. an extra 200 or 400 h.p. for 


duced output per man per 
hour, heavy increases in 
wages, and high minimum 
wages, all resulting in in- 
creased cost of production 
und consequent loss of 
trade. No State help in the 
form of subsidisation or 
nationalisation can ever 
make production; it rests 
cntirely on the individual 
and the machinery of the 
concern. As an individual 
is his own engineer, good, 
bad, or indifferent, the pro- 
blem we are left with is the 
machinery; how to get the 
best and most efficient re- 
sults, g.e., increased pro- 
duction of goods, at a 
marketable value, 

Electricity stands fore- 
most as à productive power 
to-dav, and already with 
What little we know of it, its 
influence is felt more and 
more in every industry, 
with world-wide, far-reach. 
Ing results yet to come. It will, however, in this article 
е sufficient to see how far its adaptability may be 
utilised in conjunction with winding, hauling, coal- 
cutting, and electric traction, &c., all with the idea of 
increased output, over that of methods perhaps in too 
many instances obsolete. One cannot lay down any 
hard and fast rule, as conditions vary both in industries 
and in districts, 80 that one can only write broadly on 

е subject, leaving the initiative to those in charge. 
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a few seconds. In the 


Fic. 2.— BRITISH WEsTINGHOUSE 1.800 / 2,700 H. p. ELECTRIC W INDER. 


matter of winding electrically we are sadly behind, 
although we trust not for long, if the contemplated 

But let it be remembered that the position is this :—If 
coal costs nothing, steam winding is cheaper; if coal is valu- 
able. there is а particular value of coal at which the two are 
equally cheap. Ав the price of coal advances, so does the 
balance swing in favour of electric winding. and more so than 
ever to-day with the present short working hours, the shortage 
of skilled miners, and the curse of a high minimum 
wage. 
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super-power schemes materialise. To give some idea of 
the cost of winding electrically in this country, one may 
mention the case of а 360-h.p. ‘‘ Witton " motor driving 
à winder for the Midland Coal, Coke & Iron Co., raising 
coal 450 yards at a cost for energy of 4s. 2d. per 100 
tons. 


Fic. 3.—BriTIsH WESTINGHOUSE А.С. 700/1,500-н.р. ELECTRIC WINDER. 


The accompanying illustrations give some idea of 
modern electrical winding practice. 

Fig. 1 shows a Ward Leonard flywheel set, built by the 
British Westinghouse Company (now known as the 
Metropolitan-Vickers Electrical Co., Ltd.), supplying 
power to a winder at the Great Western Colliery Co.’s 
Cwm pit. In fig. 2 is shown the electric winder above 
mentioned, fitted with two d.c. motors of 1,800/2,700 
h.p., direct coupled, and winding a net unbalanced load 
of 26,880 Ib. at a speed of 1,640 feet per minute, from 
a shaft length of 2,250 feet, the drum being of the cylin- 
dro-conical type with diameters of 12 feet and 18 feet. 

Fig. 3 is a view of a British Westinghouse electric 
winding engine at Hordon's Colliery Co.'s pit, fitted 
with an a.c. 700/1,500-h.p. geared motor, winding a 
net load of 7,050 lb. at a speed of 2,650 feet per minute 
from & shaft length of 1,350 feet, with a drum of the 
cylindro-conical type, 10 and 20 ft. in diameter. 

Fig. 4 illustrates a Sandycroft cascade a.c. two-speed 
hoist of 700 h.p., working at 485 and 325 r.p.m. 

Fig. 5 shows a winder installed at the Burley Pit of 
the Midland Coal, Coke, and Iron Co., driven bx a G.E. 
Co.'s ‘‘ Witton ’’ a.c. motor. 
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Fic. 5.—GENERAL ELECTRIC Co.’s '" Witton A. C. 


As regards electric winding, a great deal may be 
learnt from our own Colonies, South Africa especially ; 
the whole of the winding on the Rand is carried out 
electrically, giving highly efficient results, the power 
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being derived chiefly from the Victoria Falls Power 
Co.’s steam-driven generating stations. There are 
many systems of winding plants, differing in the design 
of the electrical and mechanical gear, and all having 
their special advantages. 

It is now a proved fact that provided capital expendi- 
ture can be kept down, and the 
demand for power is supplied as and 
when required, there is a large sav. 
ing in energy consumption, running 
costs, and wear and tear in connec- 
tion with electric winding. There 
are many contemplated winding 
schemes held up to-day solely on 
account of the high prices that have 
to be paid for new plant as a result 
of high wages and general upset of 
labour conditions. When once these 
factors again become normal, one 
will undoubtedly see mining more 
economically carried out than ever 
before. Small electrical winding 
and hoisting plants are far and 
away more efficient and applicable 
than many other means of winding, 
they can be placed right up against 
the working point at any reason 
able distance from the power supply, 


Fic. 4.—Sanpycrort ‘‘ CASCADE à. C. 700-H.p. Two-SPEED 
Holst. 


at low cost, and with high efficiency, 
and moved quickly to any other 
point, at little expense, when neces: 
sary. In the writer’s mind, to 
little consideration is given to the 
economical speed of hauling or 
winding, in either mines or quar 
ries, and many examples could be 
given of small production in con& 
quence of slow winding. In some 
cases the motor is too small, the 
shaft or incline in too bad a condi- 
tion, or power not available. The 
economic speed in each case, and for 
each class of mine, can be carefully 
worked out, and hinges on the fol- 
lowing conditions : The directors 
knowing what can be spent, the 
manager knowing what he wants, 
the engineer knowing what he c 
do, and, last but not least, the miner 
knowing what he can produce, 3” 
doing it. | 
It may be interesting here to b 
в comparison between single 80 
two-speed windiüg, the cascade system being adop 
for the latter, which has specific advantages 06 
the former. One of the chief points is & redu be 
peak load with the two-speed system, as may 
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shown from the actual curves, with a reduction of 
energy consumed per wind, see figs. 6 and 7. For 
incline haulages, the writer has found the two-speed 
machine of great use in special instances of variable 
inclines; оп the small angle of incline the motor is 
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Fics. 6 & 7.—COMPARISONS OF SINGLE- AND ͤ TWO-SbEED 
WINDERS. 
Speed : kW input - ; b.h —.—.—. The 


h.p. —.—. 
two-speed '' Cascade " motor takes a peak load 27%, less than 
that of the single-speed motor, and the energy per wind is 
14% less. The shaded portions show the losses in resistance; 
single-speed 4,935 kW-seconds, two-speed 2,890 kW-seconds. - 


used at top speed, and on the high angle of incline, the 
motor is worked at bottom speed, while where high 
speeds are possible for rock a lower speed is permitted 
for men. ОЕ | 

(To be continued.) 
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THE TEST OF SALE SMANS HIP. 


By H. R. TAUNTON. 


ELECTRICAL engineers and women move normally on 
different planes. It is, perhaps, one of the advantages 
of being an electrical engineer. But there is, nowadays, 
опе point at which their orbits coincide—the electrical 
accessories showroom. 


The contractor himself generally sheers off in a para- 
bola, and leaves the meeting to an unhappy junior. 
He would be wiser if he stayed, if only to learn from 
defeat. If his courage fail him so far, it is at least 
essential, in view of the increasing importance to him 
of the sale of accessories, that he depute the care of 
his showroom not to a junior, but to an expert, capable 
—or as capable as mere man can hope to be—of facing 
undismayed “ the tempestuous petticoat." For that is 
the true test of salesmanship. 

Any fool can sell anything to a man. The average 
man only enters а shop from dire necessity. To buy, for 
Instance, his tobacco. Generally he has to be lured in 
Dy seeing what he wants actually displayed in the 
window. But in any case he knows exactly what he 
wants. If you have it, or something reasonably like 
it, the transaction is ended in a minute. But even if 
you haven’t, he is usually far too timid to refuse some- 
thing “ just аз good." Few men have the moral cour- 
age to leave a shop without buying something, by way 


Br apology ; and most of them spend far more than they 
Intended. | 


Now, a woman enters а shop in.a spirit of reckless 
enterprise, heedless of what she wants, or whether she 
wants anything. Оп the other hand, she has very clear 
and decided opinions as to what she doesn’t want. She 
wil watch you dismantle the showroom, and gut the 
stores, in search of the nebulous something she may 
want, and consider you well repaid if she thanks you 
before leaving, empty-handed, to favour somebody else 
with her custom. 

It is quite useless to show her anything you think she 
ought to want; quite useless, even if you succeed in 
producing the article she really does want, to try and 
persuade her to spend more on it than she has decided 
it ought to cost. А woman shopping has no heart; she 
is the hard-headed business man, with a tight clutch on 
the purse strings. | 

It takes an expert salesman to sell à woman something 
that she wants. To sell her something that she doesn’t 
want is the rare achievement of genius. 

Let not the contractor lose heart, however. There is 
big business to be done in the sale of accessories. The 
number of women who are discovering the potentialities 
of amusement in electrical showrooms is increasing daily 
—and some of them must buy something. You may as 
well sell it as the other man. | 

The first rule of success is to avoid technicalities. It 
is no good saying an electric iron ‘‘ consumes 500 
watts." A man will nod his head sagely, and pretend 
he knows all about watts. Oh, yes. What's-his- 
names! Consume them myself. Prefer them to pro- 
teids for breakfast.“ He buys the iron in a hurry, 
and gets away before vou begin babbling about volts 
and amperes. 

A woman is more candid. She doesn’t pretend to 
know what watts are, and doesn't want to. А futile 
jargon! If you persist in it she will suspect you of 
trading on her ignorance. No sale! The sound and 
simple method is to translate the consumption into 
pence, or, what will probably appeal more to her, into 
farthings. (Assuming, that is, that you have sufficient 
knowledge of the calculus to master the complexities 
of the local supply company's rates.) Tell her it will 
cost her three farthings an hour to use (don't call it 
'* 75 pence, by the way); and you are giving her the 
facts in terms of everyday speech. Апа you are reas- 
suring her on a vital point. 

The use of domestic electrical appliances would be 
far more general were it not for the common impression 
that they are expensive luxuries. Supply companies, 
unfortunately, what with their complicated power rates, 
and their reluctance to give small power services, do 
little to remove that impression. When Mrs. Smith, 
after lightheartedly using an electric fire for a few 
weeks, gets in a bill for electricity exceeding the original 
cost of the article, she makes remarks about it to Mrs. 
Brown—who was going to buy an electric iron, but 
now decides it will be cheaper to engage another 
* tweeny." Of course, Mrs. Smith has had to attach 
her radiator to a lighting plug because the company 
won't be bothered installing a meter for so small a power 
supply. Nor will it adapt its lighting rates to 
encourage the use of accessories; and there you are! 
The company goes on grumbling about its day load, 
and the contractor watches his stock of nicely polished 
kettles and toasters getting tarnished, unsold. 

Having persuaded the good lady that an electric iron, 
or kettle, or toaster is actually within the sphere of 
practical domestic economy, proceed to expatiate on 
the usual talking points. Be circumspect! She knows 
more about irons and kettles than you.can ever hope 
to do. If vou exaggerate in a single detail, or handle 
the truth a little carelessly, she will, with feminine logic, 
jump to the conclusion that the whole science of elec- 
tricity is built on a foundation of lies. You will lose 
her confidence, and the sale. | 

Your only chance, then. is in the demonstration. 
Alwavs demonstrate if possible. She expects it as part 
of the afternoon's amusement; and besides, it carries 
conviction hetter than all the eulogy in the dictionary. 
Seeing is believing. 
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Remember, again, in your demonstration, that you 
are performing before an expert critic. Even if you 
attempt no higher flights than the ironing of & hand- 
kerchief, or the boiling of an egg, go warily; or she 
will pull you up, and electricity will be damned in her 
eyes for ever. You may think boiling an egg a simple 
enough matter. You rely on your watch, of course; 
you check off three and a half minutes. A woman has 
no use for so scientific а process. She boils an egg by 
intuition. It serves her well; while your watch may 
let you down. Eggs have their idiosyncrasies. 

There are lots of points, too, about. an electric washer 
where you may be caught out, if you trust too much to 
the book of words. "limes and temperatures and cur- 
rents cut no ice with a practical woman. Thermometers 
make her tired. She tests the baby's bath water with 
her elbow, and gives the baby the thermometer to float 
the soap on. Degrees Fahrenheit, revolutions per 
minute, watts, amperes; cut them all out. Talk to her 
of soap and borax, flannels and silks; give her homely 
wrinkles in the use of the machine; and, having con- 
vinced her that you are familiar with the technicalities 
of washing day, you will the more readily convince her 
that you know what you are talking about when you 
dilate, later, on the electrical and mechanical perfec- 
tions of your particular type of washer. 

Plain, concrete facts such as that the clothes do not 
want soaking overnight, or that an average batch of 
soiled linen can be thoroughly cleaned in 15 minutes, 
will carry a conviction born of understanding ; whereas 
vour statement that the wringer has ball bearings, or 
that the copper in the motor is 100 per cent. Matthies- 
sen’s standard, will leave her cold, unless vou have 
already succeeded in interesting her on practical points. 

Try to prove to her that the average life of a washer 
is about 20 years, and that, therefore, it will only cost 
her per annum a twentieth of its price, and that this 
ridiculous amount is little more than the modern 
laundry's charge for mangling a pair of pyjamas. Do 
that, and you will make a sale—if she had made up her 
mind to buy before ever she entered your showroom! 

In the same way, if you are trying to sell a vacuum 
cleaner, an ounce of understandable facts is worth а 
ton of theoretical fancies. A housewife will know the 
difference between a clean and a dirty carpet, even it her 
only idea of а vacuum is the emptiness inside the bag. 
Demonstrate with a strip of carpet and some fluff and 
grit well rubbed in, so that she can see for herself the 
carpet lifting to the nozzle, the brushes beating it down 
again and loosening the dirt, and the clean track of 
the sweeper. Appeal to the eve rather than to the ear. 

Àn argument often used in selling electrical appli- 
ances is the saving іп the cost of domestic labour. It 
is an argument that can easily be overdone. In these 
hard times, families with one or two servants are the 
rule. There are many who can afford to buy quite 
expensive electrical devices who cannot afford the luxury 
of a servant at all. It would be a very complicated 
electrical machine that would perform all the duties 
of a general in a middle-class household, and so really 
save the cost of her wages and keep. To вау that an 
electric kettle is going to enable the lucky purchaser 
to dispense with the services of one of her two servants, 
savours of exaggeration. The sound common-sense of 
the housewife sees the fallaev, and will have none of it. 
And in a large houseliold where. for instance, a com- 
plete installation of clectric heating and cooking might 
save the labour of a housemaid, the argument has little 
value, for the mistress of such a household can afford 
to ignore it. 

The more plausible statement that it saves part of a 
gervant's labour, carries little weight. for, after all, 
one cannot dispense with the fractional part of a house- 
maid. and cut down the rations for what is left of her. 
And Mrs, Newrich doesn't see why she should “ рау me 
gals their wages, and then buy electrical fads that'll 
onle make 'em idle.” 

Indeed. the electrical showman must be prepared to 
hear and combat the most extraordinary arguments: 
often stupid and illogical; but as often, shrewd and 


practical. And ‘‘practical’’ must be his own watchword, 
The successful salesman must be the complete housewife, 
the modern Mrs. Beeton. One might call him a domestic 
electrical engineer, with all the accent on the domes- 
tic," and little or none on the rest of the phrase. [n 
short, thoroughly domesticated."' 

That is a quali'ication which is rare in men who 
may have all the others that go to make the successful 
electrical showroom attendant. But it is so obviously 
ап essential one that the question arises whether a gales. 
woman would not perhaps be better in his place, She 
would at least be able to discuss details with possible 
buyers on their own high level of domestic technicality. 
A woman herself, she would be able to conduct negotia- 
tions in the same terms of feminine logic as her cus. 
tomers, by the light of an intuitive insight into their 
obscure psychology denied to the obtuser male. On the 
other hand, the average woman lacks certain character. 
istics essential to good salesmanship. To mention one 
only: few women bring the same rest to selling as they 
do to buying. 

Saleswoman or salesman, whichever it be, it is clear 
that she, or he, must be an exceptional individual to 
command success in the electrical showroom. The posi- 
tion is becoming one of increasing importance and re- 
sponsibility. Тһе sale of domestic appliances is de- 
veloping into a large proportion of an electrical con- 
tractor’s total turnover. If he would ride to fortune 
on the coming boom, it behoves him to give to the selec- 
tion and training of his showroom attendant the care 
essential to the choosing of one of his most specialised 
employés; remembering always that the onlv successful 
salesman is he who can sell to women, who will form 
to-morrow, if they do not to-day, the majority of his 
customers. 


EXPORTS AND IMPORTS OF ELECTRICAL 
GOODS FOR AUGUST, 1921. 


The August returns of electrical export and import business 
which we publish herewith show some falling off all round 
ав compared with the July figures. The exports reached 
the total value of £1,284,511, as compared with £1,565,545 for 
July, a decrease of £281,000. 

The only satisfactory sections of electrical export returns 
were insulated wire and electrical machinery unenumerated 
in which increases of 443.000 and £40,000 were recorded, 
decreases occurring in all the other items, the largest being 
£266,000 in the submarine cable section 

The imports total of £140,334,^compared with £170,673 for 
July shows a decrease of about £30,000, a falling off occurring 
in all items with the exception of meters and telegraph and 
telephone instruments and apparatus. 

The re-exports total of £14,557 was £25,000 less than the 
preceding month's return. 


VALUES OF ELECTRICAL EXPORTS AND IMPORTS FOR 
AUGUST, 1921. 


Exports. Imports, Re-exports. 
Electrical goods and apparatus. £131,478 435,113 £3.22 
Insulated wire ad 224,449 11,581 p 
Glow lamps T" 33.384 7,935 EM 
Arc lamps апа part 2.597.934 R87 L 
Batteries "e 16,921 2,159 к 
Meters sie B i 36.093 9,108 L303 
Carbons  ... bh E vise 3.101 4.5713 24%, 
Electrical machinery :— 
Railway and tramway motors ... 21,554 => — 
Other motors and generators 217.052 pen = 
Switchboards (not telegraph or 
telephone) is ы 23.190 20 636 
Electrical machinery (unenu- 
merated) dii "e * 169,985 48,362 2.732 
Telegraph and telephone cable 
and material :— 
Telegraph and telephone wire r 
and cable (not submarine) . 118.078 4.377 393 
Subinarine telerraph and tele- 
phone cable : eae 985 72.491 em m 
Telegraph and telephone instru- | 50 
ments and apparatus 183.200 15.419 3.552 


27 ———" 


Totals... . . £1,284,511 0140.334 £14557 
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THE KINGSWAY WIRING SYSTEM. 


We have received from the General Electric Co., Ltd., pat. 
ticulars of the ‘‘ Kingsway '" wiring system, which the com- 
pany has developed with a view to reducing the number of 

s and special accessories to the minimum, whilst comply- 
ing with all the requirements met with in wiring installations. 
It is claimed that the new system is simple. easy to install 
not unsightly, safe in operation, and moderate in cost. Lead- 
sheathed wire and cables are employed, of the company's L1 
grade, specially manufactured at the Pirelli-General Cable 
Works, Southampton, 600-megohm class, insulated with pure 
and vulcanised rubber, and having from one to three cores, 


carrying from 6 to 18 amperes (I.E.E. rating). The wires : 


are fixed to the walls with saddles or wiring clips, the latter 
being of tinned brass with countersunk holes for the screws 
or fixing pins. so that injury to the metal sheath of the 
cable is avoided (fig. 1). The backplate is of tinned brass 


Fic. 1.—Tue '" Kincsway '' Continuity CLiP, WIRE CLIP, AND 
EARTHING BAR. 


in the form of a wheel with spokes, fig. 2, and is provided 
with a centre screw, which acts as an earth terminal, and 
provides for fixing either the junction box cover or a wooden 
patrass. A nut and washers are provided for clamping 
the continuity clips, and large and small holes in the rim 
enable the plate to be fixed in any position. 

The Kingsway junction-box cover, shown in fig. 3, is a 
stout stamping provided with slits in the wall, so situated that 
any number of entries up to four, of any size of cable, can be 
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Fic. 2.—Тнв " Kinasway '' Back PLATE. 


accommodated by bending the tongues of metal upwards and 
inwards, without special tools. А milled nut is permanently 
secured to the cover, to fix it to the back plate. 

Fig. 4 shows the back plate with cables and connectors in 
Position and the bonding completed, and fig. 3 shows the 
cover in place. Bonding is effected with the aid of the con- 
tinuity clip illustrated in fig. 1, which has two fixing holes, 
one for side entry and the other for back entry. Only one 
size of clip is required. Lastly, a special earthing bar, shown 


"T ) ' ? 
Fig, J9.—DACK PLATE AND JUNCTION-BOX COVER WITH WIRES 
IN POSITION. 


Ш fig. 1, is provided for use at the back of fuse and switch- 
сар i and in other positions where it is necessary to bond 
110 cables together; the bar is made of stout tinned brass 
i mm an earthing terminal, and the connections are made 
e continuity clip. attached with flat-headed counter- 

sunk screws, 
It will be seen that the parte are few and simple, and no 
g is needed for their installation, nor are special 


tools required. Ordinary ceiling roses, switches, &c., are used 
with them, and the d of the completed installation 
is neat. The makers have issued a new section (Section 
W (2)) of their catalogue giving full details and prices of the 


Fra. 4.—BackPLATE, SHOWING WIRES AND CONNECTORS IN 
PLAcE AND METHOD ОР BONDING. 


parts of the system, for which patents have been applied 
Ет well as of standard accessories for use in conjunction 
with It. 


THE IMPORT TRADE OF BRAZIL. 


Tue following figures showing the value of Brazil's imports of 
electrical and allied goods have been taken from the official 
returns. The corresponding figures for 1918 have been given 
for purposes of comparison, and notes of increases or decreases 


added :— 
zd E Inc. or dec. 
Dynamos and electrical generators.— 
Total . . 222,000 203.000 — 19,000 
From United States .. 140,00 141,000 + 1.000 
, Great Britain ... .. 6.000 18.000 + 12,000 
„ Switzerland - 14,000 39,000 — 35,000 
Electric motors.— 
Total .. 188.000 597,000 + 409,000 
From United States ... .. 117.000 519,000 + 402.000 
„ Great Britain ... sat 8,000 29.000 + 14,000 
„ Switzerland . р 17,000 94,000 + 7,000 
„ Uruguay 2 ne 31,000 17,000 — 14,000 
Insulators.— 
Total  .. .. 197,000 192,000 + 65,000 
From United States ... .. 108.000 160,000 + 62,000 
„ France T: 3.000 6,000 + 3,000 
Great Britain ... 8,000 9000 + 1,000 
» Portugal 7,000 14,000 + 7,000 
Electric lamps.— 
Total es 0 000 + 00 
From United States. 618,0 ; T . 
„ Great Britain ЖЕ 1.000 33,000 + 96.000 
„ Netherlands Me 79,000 209,000 + 130,000 
Transformers.— | 
Total 233,000 578000 + O 
From United States ... 213.000 578, + ; 
„ Switzerland 10,000 16,000 + 6,000 
sire, electrical.— 
көрт "ты е 346,000 637,000 + 291,000 
From United States ... 337.000 602,000 + 265,000 
Copr ire, unclassified.— | 
PPer Total 440,000 600,000 + 220,000 
From United States ... 421,000 628.000 + 207.000 
C ire. uninsulated.— 
ee аі 5 57,000 17,000 – 40,000 
From United States ... 51,000 17.000 — 40.000 
"lectric wire or cable, n.o.e.— 
Electric wire oF pane me" 675,000 797,000 + 62,000 
From United States ... 662,000 682,000 + 20,000 
„ Great Britain ... 4,000 13,000 + 9.000 
„ Italy 85 25 6.000 97,000 + 91,000 
Telegraph and telephone posta, bridge and fence material.— 
e Total  ... ds 1090 Pon + 85000 
From United States 31. + A 
„ Great Britain 2,000 74,000 + 72,000 
Machinery, industrial.— 
кл otal m" 1,411,000 2,528,000 +1,117,000 
From United States ... 1,024,000 1,740,000 + 716,000 
, Argentina x 17,000 57,000 + 40,000 
Great Britain ... 141,000 571,00 + 430,000 
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1918. 1919. Inc. or dec. 

; l= $ $ 
АА Total 189,000 59,000 — 123,000 
From United States 9,000 11.000 + i 

» Great Britain ... 2,000 20,000 + 148000 

„ Switzerland 160,000 12,000 — ; 

E пе leam.— | 

;ngines, steam.— 

Total 39,000 1905 — en 
From United States .. Я 20,000 , = , 

» Great Britain ... jd m 11,000 + 11,000 
Витр qol s. 188,00 313,000 + 185,90 
From United States ... .. 199,000 197, + : 

„ Great Britain . без 29,000 70,000 + 41,000 
Other machinery, not tertile.— 

Total 2,314,000 405905 5 
Fr United States ... 1,488,000 4,081, +2,593,: 

bn Argentina | 160,000 84,000 — 76,000 

» Great Britain ... a 259,000 774,000 + 515,000 

„ Sweden 145,000 141,000 — 4,000 

» Switzerland 63,000 103,000 + 40,000 
Machinery, electrical, n.o.c.— 

Total bx .. 2,662,000 3,285,000 + 623,000 
From United States .. . 1,722,000 2,762,000  --1,040.000 

„ France Ех ae 7,000 45,000 + 38,000 

» Great Britain ... ae 85,000 279,000 + 194,000 

„ Italy 75 94,000 55,000 — 39,000 

„ Spain 39,000 42.000 + 3,000 


$5 = #1 approximately. 


AN ———ñ— 


THE INTERNATIONAL DENTAL EXHIBITION, 


UNDER the auspices of the Incorporated Dental Society, an 
International Dental Exhibition was held at the Horticultural 
Hall, Westminster, from September 12th to 16. Electricity 
nowadays plays a large part in dental surgery, but. of course. 
the various makes of apparatus differ only a little—chiefly in 
purely mechanical details—and, as a consequence, there was a 
great amount of duplication of exhibits. 

As an example of this we will instance the Ritter ap- 
paratus for producing X-ray photographs of dental subjects; 
this appeared on three or four stands. The principal agents 
for en American production— are MESSRS. DE REY AND 
Co., LID. 

One of the largest exhibitors were Messrs, CLAUDIUS ASH, 
Sons & Co., LTD.—Among the exhibits of this frm was a 
Cases dental X-ray outfit. This consists of a Coolidge 
radiator tube, with a life of 1,000 hours, titted with a dust- 
proof lead-glass shield and a lead-glass focusing tube to give 
the proper distance for radio-photographs. The tube is sup- 
plied with power at 70,000 V by an oil-cooled transformer 
whose primary сап be connected to a 100/250-V supply. A 

motor converted can be supplied for dealing with d.c. The 
tube holder is mounted on the top of the transformer cabinet 
and is easily adjusted. This apparatus is of British many- 
tacture although of American origin. The ionic medication 
outfit shown by this firm consisted of a dry battery, to the 
terminals of which electrodes could be connected for the 
application of ionised solutions such as copper sulphate, and 
zinc chloride which are used by dentists. Another device 
shown was a thermo-electric hot-air syringe containing a small 
heating coil in an easily replaced cartridge. — Electric-motor 
lathes for d.c. and a.c. at various voltages and frequencies were 
exhibited. These were equipped with brushes, small grinding 
Wheels, and various other accessories. A number of small 
mouth lamps and reflectors also appeared, in addition to 
Empire " high-frequency apparatus. 

Messrs. COTTRELL & Co. displayed and demonstrated high- 
frequency electro-medical sets, including the Rogers outfit. 
This is fitted with three“ Violet-ray ’’ electrodes, cautery in- 
struments, and an ozone ” attachment for giving а patient 
Internal treatment. The set may be connected to an ordinary 
lamp socket and the current and pressure are regulated by 
small dial switches.  Electrodes for special dental treatment 
are made in a variety of shapes. X-ray photographic units 
were also exhibited by this firm. 

E PALATINE DENTAL MANUFACTURING Co., LTD., in addition 
to the inevitable X-ray photographie exhibit, showed the 
" Rayway ” special reflector for dental operations. This gives 
à beam of pure white light about 6 in. in diameter by the 
agency of a gusfilled lamp. Another device displayed was a 
“ Rayway ” hard-soldered sterilised fitted with a triple heat- 
ing element and a three-heat switch. The danger of melting 
joints due to overheating has been eliminated from this 
steriliser. 

Tur DENTAL MANUFACTURING Co., LTD., exhibited a number 
of electrical devices. Included among these were examples 
of Rathbone ” electric lathes and small current converters. 
The Pentz ” steriliser was also shown. This consists of a 
necked cylinder into which a cylindrical tray of perforated 
metal slides. The cylinder is heated by means of an electrical 


element. Mounted on the case is a small cup from which 
water drips through а glass tube into the heated chamber 
where it is evaporated. The instruments undergoing Steriliss. 
tion are placed in the above-mentioned tray and reports of 
medical men testify to the efficiency of thé method. This com- 
pany also exhibited a high-frequency set for '' violet ray " 
treatment, cautery, hot air, &c. Another sterilser shown by 
this firm, the Thorne,” was electrically heated and provided 
with an automatic switch, actuated by the melting of a fusible 
plug, to prevent overheating. | 

On this stand appeared a dental photographic outfit by 
X-rays, Lrp., which is illustrated herewith (бр. 1). The 


Кто. 1.—X-ray DENTAL PHOTOGRAPHIC OUTFIT. 


cabinet contains a emall step-up transformer which pe 
an output of 45,000 volts, and is designed for use к ке 
special Coolidge dental X-ray tube, as shown in the и 
tion. There is only one high-pressure wire, and this 18 ij^ 
well out of the way of the patient, being led up tiro 
a stout ebonite tube. The other wire which lights the aane 
is at a low pressure, and no shock is experienced if the paten 
touches this. On the top of the cabinet а special swi 1 
provided, the first stud of which lights the filament od 
the second turns on the high-pressure current. A milliampe 
meter is fixed, which gives-the milliamperage paesing ш 
the tube and a small sliding resistance in the lighting 8 
allows this to be controlled, the output being from one to 
illiamperes. | 

Мт. Сом Н. Ріхснеѕ displayed and demonstrated b 
“ Adams " X-ray dental unit, which is provided with а iun 
film holder ensuring correct angles in the taking of pho 
raphs. | | T 

й in conclusion, it remains to be said that each es Ге 
number of members of the profession who take the SEP iridir 
of inspecting the exhibits grows; the exhibition 1s of a a ded. 
professional character, the lay public being rigidly exc 
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German Cable Deliveries.—The Java newspapers ai. 
nounce the arrival at Bandoeng of Herr Engler, repre 
of the Norddeutsche Seekabel Werke, of Моге 1 Dutch 
nection with the laying of new submarine cables in 115 рк 
East Indies. It appears that the Government of t s "able 
East Indies has purchased about 9,900 kilometres. qs 
from this German company, which cable reached us fua 
beginniug of August on the steamer Flint, toget 1 
number of engineers, including Herr Gruno, the ena 10 
chief engineer. Dutch State engineers boarded the ind i 
were conveyed to the Dutch East Indies cable а 
Telegraaf, which took the cable on board for An vire 
Singkel and Sibolga, on Sumatra, and two pa ail a 
to be laid between Java and Sumatra in the Soenda А. q from 
then from Makassar via Donggala to Menado а 
Makassar to Socraboja. 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


е * | * И . Е . * ; . е blished 
aders are invited to submit particulars of new or improved devices and apparatus, which will be pu 
Hf if considered of sufficient interest. 


A Watt-hour Meter Tester. ance which combines the functions of a kettle with those of 


818 ' i а teapot. As will be seen from the illustration (fig. 3). 

B E 5 ae paced (fig. T the о is boiled in one compartment LA осш oe 55 
intended for checking the wann dbl of dervice-type мав зош immersion heater. А оленей filing сар је fitted, and this 

. The advantages of using this type of meter for testin | s 

1 1 when it is realised that no indicating acts, the button upon the top of the kettle is pressed, and 
instruments or stop watches are necessary, and variations in 
the load and voltage are automatically eliminated. The meter 
is designed to combine a nuinber of capacities In one case, the 
changes in capacity being effected by the rotation of & drum 
controller of specia] construction, operated by means of & 
dial switch mounted on the cover as shown. The range in 
capacity covers practically all the standard capacities now 
in general use, namely, 1-5-10-25-50-100 amperes. The larger 
currents are carried by multiple-leaf brushes bearing with 
considerable pressure on two sides of a flat disk. For 
the lower capacities the usual leaf brush is utilised. The 
entire drum mechanism is extremely simple, and the arrange- 
ment of moving parts such that they may be easily inspected. 
The standard meter is arranged for 110 and 220-volt operation, 
the changes from one voltage to another being accomplished 
by means of a rotating switch. When additional voltage 
ranges are required, multipliers '" are used. The register 
is of the three-pointer type. The large circle represents a 
single revolution of the disk, and is divided into hundredths. 
The two smaller pointers make one revolution for each 10 


E . - Hastie Ёшистас Tea Kerrie — 
FIG. 3.—TuHe '' Hastie” ELECTRIC Tea KETTLE. 


the boiling water is forced by the steam pressure through 
an inlet valve into the other chamber. In the latter a tea- 
infuser is suspended. It wjll.be seen that this device ensures 
that the tea is made with boiling water only, and when 
once made the tea is kept at a high temperature by the 
steam generated in the next compartment. 


B.T.H. Floodlight Projectors. 


Near the entrance to the Shipbuilding and Engineering 
Exhibition, at Olympia, is a large “ Mazda " lamp poster, 
which is as visible by night as by day. The illumination 


Fig. 1.—А  Warr-HovR Fic, 2.—Tue B.S.T. 
METER TESTER. HAND Lamp. 


and 100 revolutions of the disk respectively. А resetting 
device is provided, consisting of a small button on the top of 
the case and so arranged that upon applying a slight pressure 
the hands are immediately returned to zero, eliminating the 
necessity of taking the differences between successive readings 
In order to obtain the number of revolutions for a given 
test. A simple sealing device is provided which will enable 
testing laboratories to seal the meter against any possible 
tampering by unauthorised persons. All moving parts, 
Including the vertical staffs of the register, operate in jewel 
bearings. The main spindle is held in position by a ring 
Jewel where it passes up through the train plate, thus insur- 
ing against possible wear.—Flectrical News (Toronto). 


The '' B.S. T." Hand Lamp. 


We have feceived a sample of a new type of hand lamp from 
the B. S. T. Evecrric Firrincs Co., Dixons Green, Dudley. 
This has a movable handle which enables the lamp to be tilted 
to any angle when it is suspended by the hook seen in the 
illustration (fiz. 2). The lamp-holder is contained in a wooden 
cone, in which is an ebonite plug for the entry of the wires. 

e wire guard is fastened by wing nuts to a flange retained 

у screws fixed in the wood cone. All the live parts are 
well protected. and the lamp complies with Н.О. regulations Л 
m every respect. 


А Combined Kettle and Teapot. 


À ive ti | i ice has been put . 
оп VV acre Hiei WATER is effected by means of five B.T.H. flood-light projectors 


Heater Co., Ashley Street, Nottingham. This is an appli- similar to that described below. : 


Swivel on 
Vertical Axis 


Fia. 4.—B.T.H. FLOODLIGHT PROJECTOR. 
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'l'his type of projector consists of a sheet-steel cylinder with 
a glass front secured by wing nute on the top of which із а 
housing containing а lamp-holder. The reflector may be one 
of three types, a plain mirror, a diffusing mirror, or a 
vitreous enamelled reflector. The lamp may be of from 300 
to 1,000 watts capacity, gasfilled. The whole can be mounted 
on a tripod as shown in fig. 4, or on a segmental bracket. 
This illustration is about 1/13th actual size. Other typea 
are manufactured, one of these having а conical, cast alumi- 
minium projector, the reflecting surface being the interior 
of the case. Coloured slides can be supplied for use with 
these projectors. ‘ 


CORRESPONDENCE. 


Letters recewed by us after 5 P.M. ON TUBSDAY cannot appear until 
the following week, Correspondents should forward their oommuni- 
cations at the earliest possible moment, No letter can be published 
«ness we have the writer's name and address in our possession, 


A Novel Sign. 


With regard to E. H. K. P.'s inquiry as to a novel sign he 
noticed, also your footnote, when in Paris recently the writer 
noticed à number of signs of this description, manufactured 
and installed by Messrs. Paz et Silva, of most attractive 
design. | 

The system of working is apparently as you describe. The 
lettering was done in script form, and a continuous length of 
tubing was employed, the portions not required being painted 
а very dark colour. 

So far as memory serves, the tubing was backed by half- 
oval opal or sheet. The effect is certainly artistic, and one 
may believe that there may be a market for such signs in this 
country, though they are rather expensive. 

| Marshall Tate. 


London. 
September 12th, 1921. 


[Ав noted in our last issue. the neon letter luaps are on 
view at the Shipping Exhibition. "These lamps contain the 
letters; those to which our correspondent refers, and which 
we d mentioned, are shaped to form the letters.—Ebps. ELEC. 
Rev. 


- 


Books on Lighting and Heating. 


I shall feel obliged if you, or one of your readers, will be 
kind enough to recommend to me a manual on modern 
domestic and hotel lighting and heating. 

Wireman. 

[Possibly * The Theory and Practice of Heating and Venti- 
lation," by A. Н. Barker (Constable & Co.); Modern Illumi- 
nants and Illuminating Engineering,” by L. Gaster and J. S. 
Dow (Pitman & Sons); " Electric Light Fitting," by S. C. 
Batstone (Pitman); and “ Elements of IIluminating ngi- 
neering," by А. P. Trotter (Pitinan) would be found useful.— 
Eps. Екс. Rev.] 


Abnormal Meter Readings. 


With reference to Mr. Theo. R. Kernick’s solution re the 
above, published in your issue of July 20th, I beg to state 
that the ineters in question were checked by four members 
of our staff, including myself, at once, on receiving complaints 
from the consumers, and there was no error in the readings. 
The meters read in some cases to 1/100th of a unit and in 
others to 1/10th of a unit. . 

We use nothing but Ferranti meters, and have always found 
them satisfactory. 

a R. Forrest Preston. 

Electricity Works, Ahmedabad. 

August 22nd, 1991. 


1 


The Cost of Living in West Africa. 


I should be very much obliged if you could obtain for me 
through your valued journal, the cost and conditions of living 
in Accra, West Africa, and whether it is ut all a possible 
place for a white woman to live in, for the usual periods of 
West Africa. 

R. N. Torpy. 


| " Borough Electrical Engineer. 
Tunbridge Wells. 
September 15th, 1921. 


[In our issue of January Mth, 1921. p. 42. some particulars 
of the conditions obtaining on the Gold Coast were given. 
We should welcome further information fiom our readers.— 


Eps. Erec. Rev.] 


A Question of Sincerity. 


I note with very great satisfaction that you really mean 
that all should work, and T gladly withdraw mv strictures, 
but I am surprised to find that vou have such revolutionary 
ideas. They are far more revolutionary than mine. and if 
carried into effect would completely upset the present system 
which divides the people, broadly, into two groups, parasites 


and workers, though there are plenty of parasitic workers or 
working parasites. 

Now for the test, if I may be excused for putting it that 
way. 

What do you suggest should be done to eliminate the Dara- 
site? It must be clear to everyone that a start in that dire. 
tion will have to be made soon, or things will begin to happen 
Of course, we don't want any Bolshevism in this country, 
yet, seeing that before the war there were upwards of two 
million sheer parasites in this country, and that by nos 
the number must have increased enormously, it would be 
interesting to me, and I am sure, to all your readers, if you 
would put forward some suggestions as to how it could be 
ensured that all should work. Such a state of affairs cannot 
ж come about accidentally. Deliberate attempts must 

made to change the system, if catastrophic change is to 


be avoided. 
Р. W. Shorrocks, 
London. | | 
September 14th, 1921. 


[Our correspondent asks us how to constitute an ideal State: 
we do not know—we wish we did. No man capable of work. 
ing should be idle from choice.—Eps. Erec. REv.] 


The Design of Bakery Machines. 


As one of the 20-odd firms which exhibited machinery at 
the recent Bakers’, Confectioners’, and Allied Traders’ Er 
hibition апа Market, we are very interested in your Editorial 
comments. At the same time, we must admit that your 
suggestion to incorporate the motor as а component part of 
the machine has been thoroughly studied by ourselves, but 
discarded as unpractical from a production point of view. 

No attempt at standardising can be successful, particularly 
when building machines for home requirements as well as for 
export, whilst so many freak voltages and  periodicities 
abound. Further, we have to consider districts where no 
electric supply is available. 

For the above reasons our dough mixing and kneading 
machines are exclusively designed for belt drive. The belt 
risk is negligible, as the belt ig behind the machine and well 
away from the operator. We can easily place the motor in 
a position to suit local conditions, that is, on the floor along- 
side, on wall brackets above the machine, or in the loft over- 
head. If existing shafting is available we can drive off it, 
and where neither of the above facilities exists we install 
an oll or gas engine. 

Our experience 18 that belt-driven machines are the safest, 
inasmuch as when a seizure occurs through lack of attention 
or a sack of flour is inadvertently dropped into the machine, 
nothing more serious than the throwing-off of the belt occurs, 
whereas with a direct-geared machine the windings may give 
out. It may be said that the fuses will prevent such happen- 
ings, but in the bakehouse we do not find skilled electricians, 
and consequently the gauge of wire used to replace a blown 
fuse 1з of no account. We have found No. 18 copper wire 
used to protect a 3-b.h.p., 480-V motor! | 

In conclusion, we reaffirm that no attempt at incorporating 
the motor as а component part of the machine (always con- 
sidering the universal distribution of the article) can be 
successful until electricity supply is standardised. Single- 
phase supply with freak frequencies and 330-V d.c. supply are 


pests. | 
W. Ellerd:Styles, M.I.E.E., 
Managing Director, 
Artofex Engineering Works, Ltd. 
London, 


September 19th, 1921. 


Accumulator Froth. 


The correspondence in your paper concerning the above 
should not be allowed to drop until the definite cause has 
been located and the cure discovered. -— 

The makers themselves do not appear to have realised t 
seriousness of the trouble, or, if they have, they have mo 
taken reasonable care to deal with the situation. А 

As an illustration, the writer has had three зараре d 
volt sets of accumulators by different makers, in cellu 
cases, brand new, charged under his own supervision n 
the best materials obtainable, and has had to abandon Ren 
in favour of glass-boxed cells, owing to the destructive etec 
of the frothing. lator 

When I add that the last set—a type of a 
manufactured in very large quantities for the Governmer- 
frothed to such an extent when charged at less than e acid 
rate, that before the cells were properly charged ке 4 out 
covering the upper half of the plates was entirely frot 115 | 
of the containers, the eeriousness of the trouble may be rea cells 
The only remedy the makers suggested was that n 
should be washed out with distilled water and M d has 

This suggestion, in itself, indicates that the situa an Ta 
not been properly grappled with by the makers. for v actil- 
of washing either with distilled water or the best 0 
mulator acids obtainable is sufficient to effect a cure. ndence. 

I would not have troubled you with this cones not 
but for the fact that I am convinced the mac ! 
taking a reasonably scientific attitude in the шай, 
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it is desired to retain the admitted advantages of celluloid for 
a containing cell, it does not seem unreasonable to expect the 
makers to retain these advantages, whilst eliminating the 
possibility of frothing, by painting the interior faces of the 
celluloid with some such preparation as paraffin wax. 

The writer's experience with three different reputed makes 
of cells, is such that he is completely in accord with Mr. 
Frost's letter; and the further correspondence of Mr. Peto, 
and the general attitude of the makers towards this question, 
lead him to assume that the makers are in sympathy with 
the proverbial ostrich whose head is buried in the sand. 


Thos. Hesketh, 
Managing Engineer. 
Electricity Supply, 
Folkestone, 
September 19th, 1921. 


Organ Blowers. 


Commenting on Organ Plower's"' letter, which appears 
in your issue of September 16th, 1921, there are in general 
two types of blower, i.e., motor-driven fans and motor-driven 
feeders; the latter, usually three in number, are operated 
by a three-throw crankshaft on the under-side of the bellows. 
To the best of my knowledge the latter scheme can only 
be applied where a d.c. supply is available, as obviously the 
speed of the motor has to be controlled in accordance with the 
demand for wind. 

Organ Blower states that а d.c. motor is easily con- 
trolled by means of resistance in the armature circuit, but 
this method is extremely wasteful of power and should only 
2 1 to if the only practicable scheme is a three- throw 
eeder. 

I hold an appointment as organist, and am responsible for 
a three-manual organ, the wind supply for which is furnished 
by a motor-driven fan. The motor is a 3-h.p., 3-phase squirrel 
саре machine, and is started up by means of a Y-delta switch. 
The speed is more or less constant; the control of the wind 
supply being entirely automatic. This is effected by inserting 
between the main bellows and the fan a control box, inside 
of which is a wooden grating. On the blower side of the 
grating а leather roller blind is fixed. spring biased to the 
down (air inlet to bellows closed) Position. When the bellows 
are empty, however, a cord fastened to the top of the bellows, 
and passing over suitable pulleys, pulls up the roller blind, 
thereby fully opening the inlet to the bellows. When the 
fan hag attained full speed the bellows begin to rise and at 
the same time the roller blind commences to descend (gradu- 
ally closing the fan outlet). 

The operation of this gear is extremely satisfactory; the 
wind supply is steady, and there is no elaborate electrical 
control gear to contend with. 

I agree that there is certainly an objectionable hum with 
а.с. motors, an inherent feature which in this instance we 
overcame by building a sort of double box with felt packing. 
This box is large and fits over the whole of the blower equip- 
ment. The air is drawn through gratings in the wall at the 
motor end, and suitable inspection doors are fitted in the box. 
By so placing the inlet gratings. all the air passes across the 
motor, thereby ensuring very little increase 1n temperature 
rise, due to the boxing-in of the equipment. It should be 
noted. however, that this sound-proof box is of generous 
Proportions, otherwise trouble might have occurred due to the 
excessive temperature rise of the machine. 

An important fact with regard to fan blowers is that when 
the outlet is closed the fan is running, comparatively speaking, 
light, and there is therefore no waste of power. | 

In conclusion. I would point out that an organ blowing 
equipment should not be bolted to the floor. as if this ік done 
the motor will be heard all over the building. The bednlate 
of mv equipment resta on felt pads and is not bolted down 
уы yet I have not experienced any tendency for it to 

alk. 


C. H. C. 
September 19th, 1991. 


With regard to Organ Blower's" letter in your issue 
dated September 16th. 1921, the writer is evidently not con- 
versant with the latest practice. We make an a.c. motor 
Practically silent. running at 1.600 r.p.m.. which in turn 
operates a device giving 5 r.n.m.. and this device also is 
practically silent. We shall be pleased to show him the 
arrangement at work if he cares to write us. 

We might point out that the method he mentions of inserting 
resistance in the armature circuit of a d.c. motor is a very 
inefficient way to reduce the speed. 


H. A. Easter. 


For British Electric Co. 
London, 


September 17th, 1991. 


We are interested in the letter anpearing in vonr issue 
for September 16th, regarding the difficulty of changing-over 
electric organ-blowing installations from direct-current to alter- 
nating-current working. We have carried out many hundreds 
of electric organ-hlowing installations of various types. and 
our experience is that the rotary blower is the only practicable 


plant to install for alternating-current working, the blower 
running at constant speed and the regulation being carried 
out by means of a wind control valve attached to the organ 
reservoir. 

With a specially designed blower the wind will merely 
circulate in the casing when the delivery is closed by the 
regulating valve, and the current taken by the motor will 
fall under these conditions. 

It is usually possible to find a place for these blowers, 
either in an adjoining vestry, ог in a chamber below the organ, 
although sometimes it is necessary to sink a pit or build an 
outhouse outside the church. | 

The output of а rotary blower is quite independent of the 
bellows capacity of the organ, and any quantity of wind can 
be arranged for at а steady pressure. "— 

It is, of course possible to operate a feeder blowing instal- 
lation with alternating-current motors, regulating the speed 
of blowing by means of fast and loose pulleys and automatic 
striking gear controlled from the reservoir, or, alternatively, 
& repulsion type motor can be used on single-phase circuits 
with resistance control. All these arrangements are, however, 
inclined to be noisy, and cannot compare with the direct- 
current installation for smoothness in working. 

For these reasons we ourselves have made it a practice to 
adopt а rotary blower direct coupled to motors for all alterna- 
ting-current work, and we shall be very pleased to give your 
correspondents any further information on the subject if 
desired. 


Thornton Heath. 
September 19th, 1991. 


The Rockingham Engineering Co. 


Carpets and the Electric Suction Cleaner. 


Re correspondence in the RRVHEW on this subject, I 
presume this deals with domestic machines and not with 
plant for commercial work. i 

I have had 40 years’ experience in cleaning carpets, and 
have yet to see the vacuum or suction cleaner that can do 
so efficiently. For loose fabrics or surface cleaning, or tidy- 
ing up, I admit that the vacuum has its use, but I maintain 
that to remove the dust from the body and not merely from 
the surface of a Brussels or Axminster carpet the only practical 
and efficient method is to beat it. Should any of your readers 
wish for further proof of this I shall be happy to give details. 

Alex. Orr. 

Edinburgh, 

September 19th, 1921. 


Supply without Statutory Powers. 


The letter regarding the above makes very interesting 
reading. In my mind, '' A. O. G.“ is getting rather alarmed at 
the prospect of an outside supply. It seems they have had 
the field pretty much to themselves. I wonder what is the 
difference in cost per kWh, between the supply under dis- 
cussion, and the proposed figure (3d. per kWh)? If the 
figures are inuch higher. why? I think it is the dearness of 
supplv (not always justified) that has hindered the progress 
of village lighting and power. Why all this bitter feeling 
on the part of the R.D.C.? It must have a reason. I think 
the sooner ' the far-distant electric station " erects its 
transmission lines, the better for those in need of cheaper 
electricity. 


September 19th, 1921. 


Northwalian. 


In your footnote to my letter last week you say I question 
whether an outside supply at 24d. or 3d. per kWh can 
compete with a private installation," although I have else- 
where assumed the opposite. 

At the risk of appearing to be trying to run a serial in vour 
columns, may I point out that two kinds of private installa- 
tion, with vital differences, were mentioned? 

The approximate figures af the village supply are:— 
Population 800, annual output 8,000 units, all lighting. no 
power load. This case is best dealt with, keeping in mind 
the lowest possible total of annual charges on capital and 
cost of labour. by installing a M-h.p. engine, running some- 
where near full load, four hours per day on an average, in con- 
junction with a storage battery. The fuel cost per unit, 
delivered to consumer, with an оп engine of the type 
mentioned, would be about 2d. But, and here comes the 
rub, уоп must have а man in charge, and, however easv 
his work, he must have a decent rate of pay. His wages in 
this case at only £2 12s. a week say, come out at 4d. per unit. 

If the population does not exist, to require a larger plant, 
vou cannot reduce this item, and that is exactlv where these 
very small schemes differ vitally and inevitably from the 
larger ones. 

There are still the capital charges &c., but as we already 
have 6d. against the 21d. or 3d. hefore assumed, we need go 
no further. Tt is taken that the outside supply would be 
by static transformer. 

Tt is unnecessary to labour the point that the case ot the 
other private installation, a works power supnly, is not com- 
parable with the above, and that a supply at 3d. which would 
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undersell the first, might possibly not be cheap enough for 
the second. | 
Regarding the attitude of some of the labour men, which 
you describe as a mystery, the only explanation is hatred 
of private ownership of public utilities carried to fanatical 
extremes. 
Thanking you for the use of your valuable space. 


А. О. С. 
September 19th, 1921. 
[We are much obliged for this interesting statement, which 
fully explains the situation.—Eps. Exec. Rev.] 


A Conundrum. 


Shortly after the appearance of an article in your issue of 
July 29th entitled Super-scale Measuring Instruments. we 
received the following inquiry :— 

`* Re article in the REVIEW. 

If four super-scale instruments are arranged in a Scott 
Bow, how many herrings can one purchase for a shilling?” 

As you are possibly aware, we rather pride ourselves upon 
our ability to deal with any and every problem that may arise 
in connection with electrical measuring instruments, but our 
pride has had a fall, and we must contess that this one com- 
pletely baffles us. | 

It seeins clear that the herring ” is introduced аз a term 
of contempt, and symbolises the now alinost obsolete 90 deg. 
scale ammeters and voltmeters which our correspondent 
evidently values at several to the shilling. 

What defeats us, however, is the reference to the ‘ Scott 
Bow." We have consulted every available dictionary as well 
as several members of the B. E. S. A. Committee on Nomencla- 
ture, but in vain: and yet on referring to the article in 
question we find on page 139 that the term 15 used without any 
comment whatever. lt occurs to us, therefore, to ask whether 
you or any of your readers can help us? 


Everett, Edgcumbe & Co., Ltd. 
London, | 
September 19th, 1921. | 
[On reference to the article we were as much perplexed 
as our correspondents to account for the mvsterious allusion. 
On investigation, however, we find that. it resulted from a 
hieroglyph of the authors which was intended to read 
“ switchboard." —Evs. Erec. REv.] | 


The Testing of Meters. 


I have read with great interest Mr. R. M. Moberly'a 
article on the testing of meters in your issue of September 
9th. I would, however, like to draw your attention to the 
Sangamo portable test meter, since in Mr. Moberly's article 
he only mentions a meter supplied by the British Thomson- 
Houston Co., or the Metropolitan-Vickers Co. 

In some respects the Sungamo meter is an improvement on 
the others mentioned, since the standard current ranges of 
the Sangamo meter are 1, 5, 10, 25, 50 and 100 in the self- 
contained meter, which is, I believe. considerably more than 
is possible on the other meters specified. 


E. H. Miller, 
For the Edison Swan Electric Co., Ltd. 
Ponders End, ; 
September 19th, 1921. 
[Ву a coincidence, this portable meter is described in our 
New Devices to-day.—Eps. Exec. Rev.] 


Situations Vacant. 


А vast amount of time, trouble, and disappointment would be 
eaved if the employers advertising vacancies in your columns 
would state for what part of the country they are offered Lon- 
don, Glasgow, &c., or even Midlands, North of England, &c. 

This week most of the notices do contain the information, 
but there are still five which do not, and it frequently happens 
that jobs are offered the nature of which must obviously 
appeal to many without the slightest indication as to what 
part of Great Britain the post lies. 


W atts. 
September 17th, 1991. : 


Enamel for Mercury Meter Disks. 


In your issue of September 9th there was an interesting 
article on “ The Testing of Electricity Meters.“ The author 
mentioned the necessity of burning off the mercurv and re- 
Insulating the disk of Chamberlain and Hookham meters, but 
did not name an enamel that would be suitable for the job. 

1 should be very pleased if you or any of your readers could 
give me information as to a suitable enamel and whence it 
could be obtained. | 


F. B. S. 


F. B. S." is advised to consult Messrs Chamberlai 

| 'SSTS. ^rlai 
Hookhany, who no doubt will let him know the name ue 
present varnish or supply him with some. Failing this, а 


sealing-wax compound has been found satisfactory for several 
yenrs. Ж Я 


R. M. Moberly. 


Wind Power Machinery. 


I shall be very glad to receive communications from any 
firms manufacturing modern types of windmill suitable for 
pumping or driving electric generators. 

J. W. Beauchamp, 
Director and Secretary, E.D.4 

84, Kingsway, London, W.C. 2. 

September 20th, 1921. 


Sane Methods of Providing Employment. 


The leading article of March 18th, commenting upon the 
attitude of supply authorities and new service connections 
evades what, in many instances, is the crucial point. You 
apparently make no allowance for the stringent financial cop. 
ditions under which many of the smaller electricity under- 
takings are struggling, and where, owing to inadequate work. 
ing capital, enterprise has perforce to be strictly curtailed. 

It seems to me regrettable that some of the funds now being 
expended to meet the prevailing problems arising from unem- 
ployment, cannot be utilised for useful industrial purposes, 
Ihe existing method of dealing with the matter represents а 
real loss to the community. If financial aid could be given 
to those public utility companies which are not only endea- 
vouring, despite the present difficulties, to carry out their 
statutory obligations, but also desire to embark upon urgently 
necessary extension schemes, the capital so advanced would 
ultimately be wholly repaid and work provided for both 


technical men and skilled artisans—a class who obviously gain 


no encouragement from the announcement of road-making pro- 
jects. a | | 

Some such suggestion carried into effect would result in 
permanent employment for various branches of engineering 
and add its quota to the industrial development of the country. 


H. H. Arthur, M.I.E.E., M.I.Mech E. 


Electricity Works, Staines. 
September 15th, 1921. 


[Our reference of March 18th was to illegal charges, and 
methods likely to hinder the progress of electricity supply; 
on April 29th and May 27th, we drew attention to the hard 
case of the small supply companies, and we venture to suggest 
that our correspondent's criticism is somewhat belated. The 
proposal which he puts forward is one with which we are 
in full agreement, and we are pleased to note that in principle 
it has received the support of Sir Alfred Mond's Committee, 
and d authorities on the industrial situation.—EDs. ELE 

EV. 


[Will '" Not a Prude,” who has written us a letter for 
'" Correspondence " columns relating to an advertisement ap- 
pearing in our last issue, kindly send us her name and addres, 
in accordance with our rule?—Eps. Eec. Ке.) 


REVIEWS. 


The Elements of Direct-current Electrical Engineering. Ву 
Н. Е. Trewman, M.A., and G. E. Conpuirre, B.Sc. Pp. 
219; 146 figs. London: Sir Isaac Pitman & Sons, Ltd. 
Price 7s. 6d. net. 


The authors of this book have set out to bridge the gap 
existing between the elementary text-books on magnetiam ап 
electricity and the more advanced books which deal with the 
design point of view. The result is a very concise outline of 
the elements of d.c. electrical engineering, which should prove 
particularly useful to engineering students who are already 
familiar with the simple phenomena of electromagnetism, ап 
who are passing through electrical shops and test bays. di 

The book is divided into twelve chapters, the first of whic 
deals with units and gives а résumé of the fundamental laws 
of electromagnetism. Then follow two chapters on ug 
currents and electromagnetism, in the latter of which we 
subjects of magnetic testing and the magnetic circuit 10h 
dealt with very fully. A few examples at the end of Ө 
chapter serve to crystallise out the most important points "e 
to ensure that the student can make calculations—a good (6 
of the soundness of his knowledge. i 

In the chapter on instruments the authors, while an ү 
only with typical cases for the sake of simplification. | Mi 
succeeded in covering а very fair amount of the ground, 5 ; 
ding ammeters, voltmeters, dynamometers, wattmeters, reco | 
ing instruments, potentiometers, and the various types of ad 
meters. The only notable omissions are hot-wire instrum 15 
and the electrostatic voltmeter. A wire preference HM 
diagrams over the customary catalogue illustrations le more 
terises this section of the book. It is а pity that s litt D 
space has not been given to the Edison cell in the chap 
storage batteries, but, so far as the lead cell is concerned, 
treatment is both clear and comprehensive. ich natur- 

In the five chapters dealing with the dynamo, whi | ction 
ally occupy nearly half of this little volume, the cons 11055 
and parts of the dynamo are first explained; then pu 105 
types of windings are described and the method of ca citation 
the e.m.f. of the machine is given. The methods of exe 
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are next described, followed by a number of typical calcula- 
tions on the magnetic circuit for a d.c. machine. Commuta- 
tion and armature reaction form the subject of а separate 
chapter, as do also losses which are analysed very carefully, 
the treatment forming a useful introduction to the subject of 
testing to which the last chapter is devoted. The operation 
characteristics associated with the various types of excitation 
are covered very fully in a further chapter, the whole treat- 
ment of the dynamo being exceptionally thorough and prac- 
tical. | = 


The Arithmetic of Telegraphy and Telephony. By Т. E. 
Herbert and R. G. DE WARDT. Pp. vilit187; 38 figs. 
London: Sir I. Pitman & Sons, Ltd. Price 5s. net. 


Ability to make accurate calculations in any branch of 
applied science demands not only experience and accuracy in 
using the ordinary operations of arithmetic, but also a definite 
understanding of the technical principles involved. Many 
students and qualified technical workers lack one or other of 
these essentials, and sometimes they come to grief on both 
counts. The present voluine is, therefore, sure to be welcomed 
by a wide circle of students and workers in the field of tele- 
graphy and telephony, for it provides at once an admirably 
clear exposition of arithmetical methods and a first-class means 
of testing and consolidating technical knowledge by the work- 
ing of numerical examples. "Those who go straight from school 
to college or evening classes cannot realise the hiatus created 
by even a year or two between schooldays and the endeavour 
to apply the lessons then learnt more or less efliciently, 

The first chapter, dealing with all the ordinary rules and 
operations of arithinetic, is therefore far from unnecessary. 
Then follow chapters dealing with the calculations appertain- 
ing to the arrangement of cells; shunts and current division 
therein; resistance of conductors; measurement of current, 
e.m.f., and resistance, and fault localising. In each case the 
general method of treatment is as follows: The theory of the 
subject is discussed briefly in so far as it affects quantitative 
calculations, and worked numerical examples are then given 
illustrating the solution of problems for all the conditions 
likely to be encountered in practice. Finally, a number of 
set problems are presented, answers being given at the end 
of the volume. 

In addition to the chapters mentioned above there are 
others dealing with the calculations appertaining to con- 
densers, to magnetic circuits and electromagnets; to work, 
power, and heating; to electrolysis, and to overhead lines. 
The final chapter on curves gives an excellent introduction to 
the plotting and interpretation of graphs. Simple arithmetical 
methods are employed throughout, and the authors deserve 
the thanks of their réaders for the care devoted to selection 
and presentation of the subject matter. The volume bas a 
distinct value as a technical handbook. quite apart from its 
arithmetical function. It can be used as well for private 
study as for class work, and it will be particularly appreciated 
by post office employés and by candidates for the Grade I 
examination in telegraphy and telephony. Needless to вау, 
the caleulations involved in most of the subjects enumerated 
above are equally applicable in other branches of electro- 
technies, so that the book has a much wider field of utility 
than 18 covered bv its title. 

There is a chapter on the d.c. motor which, while it only 
occupies 20 pages, succeeds in covering all the essentials, and 
includes a fair account of starters and control gear. The few 
examples at the end of the chapter have been carefully chosen 
with a view to emphasising the essential points, and are of 
a practical character. | | 

The few criticisms we would make concern matters of detail, 
the general planning and execution of the work being sound 
and praiseworthy. "The statement of the practical units in 
Chapter I is not ideal; in view of the scope of the book the 
B.O.T. or International Units would have formed a more 
suitable basis than the G. G. S. electromagnetic system. The 
“amount of the inertia ” referred to on page 157 should read 
moment of inertia." Apart from such minor matters, we 
think well of this little bock, and would recommend it to 
students as a good common-sense account of direct-current 
electrical. engineering.—P.H.S.K. 


Is Trade Unionism Sound? A suggestion for outflanking the 
power of capital. By J. H. Buntina. Pp. x+98. Lon- 
don: Benn Brothers, Ltd., 1921. Price 6s. net. 

In a note by the publishers, enclosed with the book, we 
are informed that it was printed and privately circulated 
during the war by the Garton Foundation. It is well that 
this fact should be appreciated at the outset, for reasons 
Which will appear later. Further, it is explained in а foot- 
note that the expression “ the power of capital“ does not 
mean its beneficient power in the promotion of production, but 
the tyrannical power that it may become in hands that use 
it ill. 

The author has devoted a considerable amount of thought to 
the preparation of his arguments, and haa shown that there 
18 much to be said in their favour. They are carefully set 
out and well arranged. They amount, in substance, to a sug- 
gestion that collective bargaining is not the best method of 

ivancing the interests of the workers. Their interests, and 

With them those of the whole community, would be better 

served by the prompt acceptance by the workers of the terms 


offered by employers. To make the greatest possible use of 
capital, i.e., of labour-saving machinery and the like, they 
are to take the highest wage they can readily obtain, ana, by 
an immense increase in production, reduce the relative amount 
they pay for the use of capital. In other words, as we have 
never ceased to point out, the overhead or standing charges 
are to be spread over an enormous output, and so become 
smaller not only absolutely, per article produced, but rela- 
tively, when compared with the total sum paid to the workers 
as wages. 

Safeguards are suggested, so that the rates of wages obtain- 
ing in diflerent parts of the country are known to ali the 
workers, and einployers who do not pay well do not get any 
workers. Tbe demand for workers із so Increased by the 
cheapening of the supply of labour, that competition between 
employers ensues. The increased production of goods cheapens 
everything and so increases the effective demand. This brings 
about & boom, plenty, and prosperity for all. 

We should like to see a greater will to work " on the 
part of the whole community. ‘The gospel of work needs 
preaching to-day more than any other. If it could be univers- 
ally realised that the good of all depends upon the effort of 
each one of us, and the good of each depends upon the effort 
of all, the world would be a lot happier than it is to-day. 
Abolish selfishness and substitute goodwill, and you are 
well on the way towards peace on earth, with all that that 
implies. 

Yet we are compelled to ask if there is the least possibility 
that the wisdom of this course will be accepted by the 
workers. At present we fear the answer must be an emphatic 
negative. The workers know something of the history of 
their lot, and they cannot find that it was better before 
collective bargaining was first instituted. On the contrary, 
it was infinitely worse At the stage that had been reached 
in the early days of trade unionism, united action was an 
imperative necessity, and we have often shown how the em- 
ployers’ action in cutting piece-rates, and in seeking generally 
to impose a limit on the possible earnings of their employés, 
staff and manual workers alike, discouraged these employés 
from putting forward their best efforts, and directly fostered 
the worst features of trade unionism. And now that collective 
bargaining has become the order of the day—and let it not 

forgotten that there are employers’ associations which 
exist for the purpose of standardising rates of pay, as well 
as trading combinations which control market prices—the 
course which has commended itself to most of those who have 
devoted time and thought to the problem is that of a proper 
regulation of collective bargaining. What else are Whitley 
Councils than controlled, or regulated, bodies which exist 
for the purpose of discussing and settling rates of pay, work- 
ing conditions, and all matters relating to the industries in 
which they are interested? 

The reader will now see why we insisted at the beginning 
of our consideration of Mr. Bunting’s book that it was printed 
during the war. No doubt the Whitley reports had not then 
been issued, and Mr. Bunting's work was the result of hig 
own meditations on this most important matter. He вам, 
as we all saw, the days when unemployment did not exist, 
when demand was so great and insatiable that all available 
labour was absorbed in satisfying it. Alas! that it was all 
for destructive purposes. If only we could apply to the arts 
of peace the concentration of purpose, the initiative, the unity 
of effort, that we applied to the arts of war, not only the 
country but the war-weary world would be the better for it. 

Dealing with the book itself, we admire the way in which 
it 18 set out, the subjects treated being arranged in headed 
and numbered paragraphs, so that any particular point can 
be turned up from the contents list—there is no index—with 
a minimum of trouble. We rather wonder how Mr. Bunting’s 
arguments are helped by the supposition, on p. 34, that we 
are in Mars, and that the conditions are precisely the eame 
as on our own planet. We also wonder how long it has been 
true that it costs 25s. to produce the gold in every sovereign 
(p. 46). Same ' is not a relative pronoun (p. 66). We do 
not consider the interest analogy on p. 55 a good one. It is 
very seldom that compound interest accrues on capital in the 
shape of money, and the compound interest growths in nature 
are limited by other operations of nature—very fortunately, 
too, or the sea would be stiff with fish, and flies would cover 
the earth. Has" should be "have" on p. 4, and 
‘effected "" should be '' affected“ in the last line of p. 51. 

We hope we have shown that we have been much interested 
in Mr. Bunting's book. We should be further interested to 
learn whether he still considers that the acceptance by labonr 
of the best terms available would be better than the wide- 
epread—in fact, universal—acceptance of what we may call 
Whitlevism, and how he suggests that his principles should 
be so brought home to the workers that they may be appre- 
ciated and acted upon. 


(eee RE ES 


Nitrogen Products from the Air.—Dr. Wiliam S. 
Nicholas, chairman of the Board of the Allied Chemical 
and Dye Corporation, speaking before the annual meeting of 
the American Chemical Society at New York, said that chemists 
of his company had succeeded in solving the German secret 
of making nitrogen products from nitrogen in the air.— 
Dirmingham Post. 
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BUSINESS NOTES. 


Bankruptcy Proceedings.—CuHARLES AUGUSTUS CARPENTER, 

electrical engineer, 4 and 5, Mason's Avenue, Basinghall Street, 
E.C.—This debtor attended at the London Bankruptcy Court 
on September 13th for public examination under the receiving 
order made against his estate on June 27th. A statement 
of affairs showed gross liabilities £1,500, all of which were 
expected to rank for dividend. The only assets disclosed con- 
sisted of shares in C. A. Carpenter, Ltd., of doubtful value. 
The debtor said that in October, 1913, he, in partnership with 
another person, commenced the business of electrical engineers 
at 4, Maidenhead Court, Aldersgate Street, Е.С. In Decem- 
ber, 1913, the business was sold to a private company, which, 
in the following year went into voluntary liquidation, and 
thereafter he continued & similar business on his own account 
at the same address. Towards the end of 1916 he was joined 
by а partner who put in £200 capital. In June, 191/, he 
(debtor) left the business, his partner retaining the assets 
in consideration of the capital which he had introduced. In 
July, 1917, he became managing director of а company formed 
to acquire а patent burglar and fire alarm which he had 
invented. As vendor he received £500 in cash and £900 in 
shares, but in June, 1918, he resigned his appointment and 
sold his shares for £150. In June, 1918, he rented premises 
at 4 and 5, Mason's Avenue, E.C., and recommenced business 
on his own account as an electrical engineer. In December, 
1918, and March, 1919, he was joined by partners who, however, 
retired after a few months. Owing to illness and labour troubles 
his trading had not been successful, and in March, 1921, he 
registered a private company '' C. A. Carpenter, Ltd.," with a 
capital of £2,000, to which he transferred the whole ot his 
business assets, but the company did not take over his trade 
debts. As vendor he received 1,998 £1 fully-paid shares, 1,900 
of which were allotted to his brother in consideration of ad- 
vances received in August, 1920, which advances had been 
made on the understanding that shares would be allotted 
therefor when the company was formed. He attributed his 
failure to illhealth during the past two years, to labour 
troubles, and to lack of capital. Of the unsecured liabilities 
£1,044 was due for cash advanced; £410 for trade goods sup- 
plied, and work done; £56 for rent; £99 for law costs, and 
£15 for repairs. The examination was concluded. 

M. Watkinson, Н. WATKINSON, and A. WATKINSON (WATT 
& Co.), electrical and mechanical engineers, 22 and 94, Palmer 
Road, Sheffeld.—First meeting September 28rd at Official 
. Receiver's Offices, Sheffield. Public examination October 20th 
at the County Court Hall, Sheffield. 

J. Jones and J. Б. Jones (J. Jones & Son), electrical en- 
gineers, Penzance.—Last day for proofs for dividend October 
drd. Trustee, Mr. W. C. Pezzack, Public Buildings, Penzance. 


Company Liquidations.—Maxiw Lamp Works, LrD.—Peti- 
tion for winding up has been presented to the High Court 
by Messrs. C. Quitman, glass merchants, &c., of 3, Cloth Lane, 
E.C., and will be heard in London on October 18th. 

City ELECTRIC. WELDING Co. (NEWCASTLE), LrD.—Winding 
up voluntarily. Liquidator, Mr. J. C. Graham, Junr., 16a, 
Granger Street, Newcastle-on-l'yne, to whom claims should 
be forwarded by October l4th. Meeting of creditors called 
for October 4th. 

FLoRUNDUM FLAME CARBONS, Ltp.—Meeting will be held 
October 17th at 4, Pavilion Buildings, Brighton, to hear an 
account of the winding up from the liquidator, Mr. F. N. 
Clarke. 

OXFORD PORTABLE PROJECTOR, LTD.—Winding up voluntarily. 
‘Liquidator, Mr. W. С. Barnard, Fernwood, Ashford, Middle- 
gex. 

LITTLE. WONDER BATTERY Co., Ltp.—Meeting of members will 
be held at 26, Budge Row, E.C., on October. 21st to hear an 
account of the winding-up from tne liquidator, Mr. R. G. Pye. 


Dissolutions of Partnerships.—W. C. Martin & Co., 10, 
West Campbell Street, Glasgow.—Mr. Gilbert Austin has 
voluntarily retired from this partnership, and Mr. James Low- 
son, the other partner, has acquired the whole assets of the 
firm, and will discharge liabilities. He will continue to carry 
on the business under the sume firm name. 

McCuLLock & Newitt, electrical and general engineers, 44, 
Park Street, Leeds.—Messrs. Н. McCullock and H. Newitt 
have dissolved partnership. Mr. Н. McCullock will attend to 
debts and continue the business. | 


Trade Announcements.—The business of electrical con- 
tractor carried on at Victoria Street, Morecambe, by Mr. 
GEORGE Morrison, has been taken over by Mr. H. N. Shor- 
7 the manager. 

‚ MR. ARCHIBALD CAMPBELL, who represents the Swiss Insulat- 
ing Works, Ltd., of Bretonbac, is now conducting the agency 
from 8, Wolseley Road, London, N. 8, instead of, as hitherto, 

‚ Chancery Lane, W.C. 2. із 'phone number is now 
'" Hornsey 9601.” 


Catalogues and Lists, —Mkssns. MEICHIOR, ARMSTRONG AND 
DESSAN 10 Lro., 14 and 14a, Gt. Marlborough Street, 
Oxford Circus, London, W. 1.—An illustrated booklet giving 
Tull particulars of construction and operation of the '' Mad. 
strong electric lighting plant. 


STERLING TELEPHONE AND ELECTRIC Co., Ілр., 210-219, Totten. 
ham Court Road, W.1.—A card bearing eighteen samples of 
telephone cables of various types, lead-covered Wire, and 
flexible wires. | 

Messrs. HiGas Bros., Sand Pits, Birmingham.— Price List 
No. 6 giving specifications, prices, &c., of a.c. and d.c. motors 

THe British THoMsoN-HousTON Co., Lrp., 77, Upper 
Thames Street, E.C.4.—Price list No. 10,4824, giving illustra- 
tions and particulars of B.T.H. floodlight projectors for adver. 
tising purposes, &c. 

Tug GENERAL ELEcTRIC Co., Lro., Magnet House, Kingsway, 
London, W.C. 2.—Leaflet O.S. 9,569, advertising '' Osglim " 
neon lamps containing letters and numerals. Illustrated and 
priced. Illustrated booklet, showing component parts and 
method of connecting up of the '' Kingsway " wiring system. 

Illustrated leaflet No. X (3) section, 13th edition, showing 
standard types of circuit breakers, together with leaflet No. 
X 2,523, of revised prices of circuit breakers appearing in the 
former. 

THE ELECTRICAL APPARATUS Co., Lro., Vauxhall Works, 
South Lambeth Road, London, S.W. 8.—Illustrated leaflets 
giving prices, &c., of automatic motor starters, starters for 
squirrel-cage motors, ironclad switchgear, &c. 

Messrs. Carrick & Ritcuie, Lrp., Edinburgh.—Illustrated 
booklet, giving prices, &c.. of Waverley ” and Girard 
turbines, Pelton wheels, and other water motors. 


Book Notices.—'' Aluminium and its Alloys,” by Lt.-Col. 
C. Grand, translated by C. M. Phillips and H. W. Phillips 
Pp. xxiv--184; 83 figs; 17 plates. London: Constable & Co., 
Ltd. Price 17s. 6d. net. 

" Practical Electricity," by W. E. Ayrton. Revised and 
largely rewritten by Prof. T. Mather. Pp. xxiii 547; 289 figs. 
Price 15s. net. 

Electricity in the Service of Man," Vol. II, Section III. 
The Technology of Electricity," by R. Mullineux Walmsley. 
Pp. 1x+738 and index. Price 15s. net. London: Cassell and 
Co., Ltd. 

Proposed Railway Classification of Goods by Merchandise 
Trains.—Table showing the approximate percentage relation- 
ships between the 20 new classes proposed, and also between 
the existing eight classes. Chart 1. Huddersfield : Hirst and 
Adamson. Price 1s. 6d. | 

Journal of the American Institute of Electrical Engineers. 
Vol. XL, No. 9, September, 1921.—New York : The Institute. 

Electrical Contractors’ Year Book," 1921-92.—London: 
Electrical Contractors’ Association. Price 2s. 6d. net. 


Safeguarding of Industries Act.—In accordance with Sec- 
tion 7 of the above Act, the president of the Board of Trade 
has appointed the following gentlemen to be members of the 
permanent panel from which committees, consisting of five 
persons, will be selected from time to time to consider and 
report upon complaints referred to them by the Board under 
Part II (Prevention of Dumping) of the Act :— 


Sir W. M. Acworth. Sir George R. Lowndes, 
J. Arthur Aiton. C.B.E. K. C. S. I., К.С. 
Sir William Ashley. Prof. D. H. Macgregor. 
Arthur Balfour, J.P. Stanley Machin, J. P. 
Sir George S. Barnes. G. A. Moore. 

K. C. B., K. C. S. I. J. W. Murray, D. L. 
Sir John N. Barran, Bart. Sir Douglas Newton, K. B. E. 
J. T. Brownlie. Owen Parker, C. B. E., J.P. 
Sir Cecil L. Budd, K.B.E. R. G. Perry, C.B.E. 
Sir James C. Calder, C.B.E. Arthur Pugh. 
Dr. J. Н. Clapham, C.B.E. Sir R. Henry Rew, K.C.B. 
F. P. Dorizzi. C. A. Russell, K.C. 
Е. R. Davenport. Arthur Shaw. : 
А. К. Davies. Sir Charles Stewart, K.B.E. 
T. P. Cook. Sir Edwin F. Stockton, J.P. 
Rayner Goddard. H. L. Symonds. 
Sir E. C. K. Gonner, Gilbert C. Vyle. 


K.B.E. Sir Frank Warner, K.B.E. 
LisTS OF ARTICLES CHARGEABLE WITH DUTY UNDER THE 
NEW AcT. 


There have been issued under the Safeguarding of Industrie 
Act, 1921, lists of articles chargeable with duty under 0 
of the Act. Copies are obtainable from H. M. Stationery Othe 
at 9d. net. Under Section I of the Act, it will be remember ' 
it is provided that for the purpose of preventing disputes e 
as to whether any goods are or are not chargeable with * у, 
the Board may issue lists defining the articles which are " ut 
taken as falling under any of the general descriptions 8^5. 
in the Schedule to the Act. The pamphlet contains lis Ри 
fining numerous articles falling under many descriptions." is 
as optical glass and instruments, optical instruments, e 
tory porcelain, scientific instruments, gauges апаар 
instruments, compounds, synthetic organic chemicals. E 
blown ware; wireless valves and similar rectifiers and т 
tubes; ignition magnetos and permanent magnets; arc 
carbons; metallic tungsten, &c. 


Glasgow Shipbuilding, Engineering and Electrical 
tion.—Glasgow Corporation has decided not to ho 
above exhibition this year. 


Exhibi: 
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For Sale.—By direction of the Disposal Board, Messrs. 
Oliver Appleton & Kitchen will sell by auction on September 
vith and following days at Barnbow, near Leeds, machine 
tools, engines, boilers, electric motors, electrical equipment, 


c. 

By order of the Receiver, Messrs. L. Farmer & Sons will 
sell by auction at an early date on the premises of Oylers 
Ltd., Station Works, Richmond, plant and machinery of 
a rubber tire manufacturer. 


Messrs. B. S. Baldwin & Son will sell by auction on Sep- | 


tember 30th, at the Strafford Arms Hotel, Wakefield, power 
plant consisting of a 400-kW Turbo-Alternator Set, coupled 
to a h.p. turbine, condenser, pump, switchboard, &c. 

For full particulars see our advertisement pages to-day. 

Inquiry.—Information is desired regarding the Kap- 
lan " water turbine, mentioned in our issue of April 9th, 1920. 

Bulgarian Economic Commission.—The Parliamentary 
group of the Agriculturiste' party has elected an economic com- 
mission for the purpose of examining certain questions of 
great importance to the country. Among the questions to be 
considered by the Commission are the electrification of the 
railways and the manufacture of briquettes from Pernik coal. 
—Heuter'a Trade Service (Sotia). 

Fusion of Swedish Electrical Companies.—'' Svenska 
Dagbladet ° learns that an ordinary meeting of Aare Aktie- 
bolag has decided upon fusion with an electric power company 
now being formed under the style of Vaestra Jaemtlands 
Kraftektiebolag for the purpose of distributing electric power 
throughout West Jaemtland.—Heuters’ Trade Service (Stock- 
holm). 

Engineering Amalgamation.—According to the“ Finan- 
cler," а scheme is on foot for the amalgamation of Fairbairn 
Lawson Combe Barbour, of Leeds, with Urquhart, Lindsay 
and Co., and Robertson & Orchar, Dundee. 

Cardiff Invites Manufacturers.—The Development Com- 
mittee of the Cardiff City Council has issued a booklet con- 
taining information regarding the suitability of the city for 
the establishment of works, factories, &c. ‘Lhe matter relates 
to such matters as labour, water supply, power and light 
facilities, existing industries, land available, &c. A number 
of appropriate half-tone photographic views appear, and there 
is a large map showing sites that are offered. Copies of the 
booklet can be obtained from the Development Agent, City 
Hall, Cardiff. 

Australian Zinc Concentrates.—The Electrolytic Zinc Co. 
of Australasia has completed a contract with the British Board 
of Trade for the sale of 750,000 tons of concentrates and 
slimes.—Reuter (Melbourne). 

Electrical Supplies in South Africa.—The '* South African 
Mining and Engineering Journal (Johannesburg), of August 
27th, states as follows: The tone in electrical goods is better 
and trade seems more buoyant, but business stil] continues very 
quiet. As soon as the trouble in the building trade is out of the 
way there are good grounds for anticipating a big revival of 
business. Although there are no reductions of importance to 
report, the tendency is for prices generally to come down, and 
some alterations may be expected next month. "here have 
recently been some declines on account of forced sales, but 
generally prices remain much about the same. Consignments 
from Britain are arriving steadily, with, however, no reduc- 
tions, although these are expected to occur in the near future. 
Shipments from Germany are slower, but still dribbling in, at 


prices а long way below British. Electrical wares are also . 


arriving now from America fairly freely, showing slight reduc- 
tions in comparison with British quotations.” 


Receiver Appointed.—H. W. Ѕмітн & Со. (1920), Lrp.— 
Mr. J. Н. Stephens, of 6, Clements Lane, E.C., was ap- 
pointed receiver and manager on August 30th, under powers 
contained in debentures dated February Hth, 1921. 

Unemployment in Germany.—According to the Economic 
Review, the number of persons in receipt of unemployment 
relief in Germany has steadily declined since April. On the 
first day of that month the total was 413,421, while on 
August Ist, it had fallen to 269,424. 

Patent Restoration.—An order has been made for the 
restoration of patent No. 11,116 of 1914, and the patent of addi- 
tion No. 3,433 of 1915, for Improvements in or relating to 
electrical reactance cells“ and“ Improvements on reactance 
cells," granted to Philip Torchio. 

Braby's Extensions.— Messrs. Fredk. Braby & Co., Ltd., 
of Petershill Road, Glasgow, in preparation for world trade 
improvement have just completed several large extensions 
to their works, facilitating increased production of their 
specialities. The extensions include an addition to the engi- 
neering shop, a new bay to the heavy tank shop, a new steel 
bin and furniture department, a new roof light &c., depart- 
ment. The engineering shop is equipped with a complete 
range of modern machine tools. The firm has issued a hand- 
book (160 odd pages), of its manufactures, for the use of 
architects and engineers, and copies will be sent on application. 


Lantern Slides.—Mr. George Ellison, of Perry Barr, Bir- 
mingham, is prepared to lend a comprehensive set of lantern 
slides illustrating his various types of electric control gear, 
and of the works where these are made, to engineering and 
technical societies, and technical colleges, if they will intimate 
their desire to have them on loan. 


Linen Mill Electrification.—It is satisfactory to know that 
many Irish concerns are now taking advantage of the slack- 
ness in manufacturing to bring their mills and factories 
thoroughly up-to-date. Thus, in keeping with their traditional 
progressive policy, the directors of Wolfhill Spinning Co., Ltd., 
Belfast, are having their present system of steam-driven 
machinery superseded by а complete electrification of the 
mill. The new plant will include a Rateau impulse-type 
turbine direct-ccupled to 3-phase, 50-period. 3,000-r.p.m. 
alternator, with direct-coupled exciter having radial type 
commutator. Тһе set is designed to give a normal full 
load of 1,000 kW, and to pass 6,000 to 10,000 lb. of steam at 
a pressure of 20 lb. per sa. in. gauge to the heating system. 
In fact, this means double the power of the present beam 
steam engine, while only one-twentieth of its space is occupied. 
—Tertile Recorder. 


Reported Find of Copper, Coal and Iron in Ireland.—It is 
reported from Mountmary, Mountbellew, that a copper, coal 
and iron mine has just been discovered, or re-discovered, in 
the locality known as Ње ‘‘ Coal-pits.’’ Local people have 
taken the matter up with a view to asking the Irish Industrial 
Research Committee to inquire into it. | 


New Steel Works in Japan.—The Nitto Steel Works has 
equipped its Kawasaki Works for the manufacture of elec- 
tro iron plates, and three German experts have been engaged. 
—Reuter’s Trade Service (Tokio). 

Applications for British Trade-marks.—Appended is a 
summary of the recent applications for British trade-marks in 
respect of goods and productions associated with the electrical 
trades and industries :— 

Suncolite. No. 416,647. Class 8. Electrical fittings and 
accessories.—Sun Electrical Co., Ltd., 118-120, Charing Cross 
Road, London, W.C. July 4th, 1921. 

Titan. No. 406,444. Class 13. Sparking plugs.—Champion 
Tgnition Co., Harriet Street, Flint., Mich., U.S.A. July 26th, 
1921. 

O.A. (lettering and design). No. 414,252. Class 13. Elec- 
tric incandescent lamps (ordinary), parts, fittings, &с.—Овгаш 
Gesellschaft, 11-14, Ehrenberg Strasse, Berlin, 017. April 12th, 
1921. 

Dasola. Мо. 416,786. Class 13. Electric incandescent 
lamps (ordinary), parts, fittings, reflectors, &c.—Osram Gesell- 
schaft, 11-14 Ehrenberg Strasse, Berlin, 017. July 8th, 1921. 

Dosala. No. 416,787. Class 18. Electric incandescent lamps 
(ordinary), parts, fittings, reflectors, &c.—Osram Gesellschaft, 
11-14 Ehrenberg Strasse, Berlin, U17. July 8th, 1921. 

Durosala. No. 416,788. Class 13. Electric incandescent 
lamps (ordinary), parts, fittings, reflectors, &c.—Osram Gesell- 
schaft, 11-14 Ehrenberg Strasse, Berlin, 017. July 8th, 1921. 

Durasola. Мо. 416,789. Class 13. Electric incandescent 
lamps (ordinary), parts, fittings, retlectors, &c.—Osram Gesell- 


schaft, 11-14 Ehrenberg Strasse, Berlin, 017. July sth, 1921. 


Dursoa. No. 416,790. Class 13. Electric incandescent lamps 
(ordinary), parts, fittings, retlectors, &c.— Osram Gesellschaft, 
11-14 Ehrenberg Strasse, Berlin, 017. July 8th, 1921. 

Majestic. No. 416,844. Class 13. Electric irons and elec- 
tric water heaters.—Majestic Electric Development Co., 656, 
Howard Street, San Francisco, U.S.A. July lth, 1921. 

Triangle and Circle design. No. 415,075. Class 13. Elec- 
trical metal goods.—Delta-Star Electric Co., 2433, Fulton 
Street, Chicago, U.S.A. May 10th, 1921. 


Underground Telephone Cables.—The telephone cable 
company, Which was formed some time ago under the leading 
of the German Ministry of: Posts and Telegraphs for the start- 
ing and acceleration of the construction of underground tele- 
phone cables on a uniform basis for long-distance transmission 
and which was limited to the A.E.G., Felten & Guilleaume 
Co. and the Siemens group, has now been extended so as to 
include the Hackethal Company, of Hanover. 


Sweden's Foreign Trade.—During the seven months 
ended with July the imports of electrical machinery into 
Sweden amounted to 6,577 tons, as compared with 8,321 tons 
in the corresponding period of 1920, and those of machinery 
and engines, &c., were 29,672 tons and 39,305 tons in the same 
terms of the two years respectively. On the other hand, the 
exports of electrical machinery reached 10,779 tons in the first 
seven months. and contrast with 8,103 tons in the same period 
in 1920; those of telephone and telegraph apparatus were 9,661 
tons and 3,761 tons, and those of internal combustion engines 
were 7,774 tons and 14,347 tons in the seven months of the two 
years respectively. 

The Burden of Taxation.— At a meeting of the Electrical 
Wholesalers’ Federation on September 17th, the following 
resolution was passed: “That the Federation of Electrical 
Wholesalers consider that taxation exceeds the limits that 
commerce can bear, and that much more drastic economy 
than hitherto practised is essential for the welfare of the 
country.” 

Lead.—Messrs. James Forster & Co., reporting under 
date September 17th, state.— The position of the metal. 
apart from speculation, is that arrivals continue quite equal 
to consumption, which is poor and without much prospect of 
improvement. Indeed, rather the contrary is true, as the 
electrical trade, which bas for so long been busy and fully 
occupied, has fallen off greatly, and for the first time in the 
last two years important works are on short time." 
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The Ideal Homes Exhibition, Glasgow.—As was to Бе ex- 
pected, the Ideal Homes Exhibition, held under the auspices 
of the Glasgow Corporation, hus afforded manufacturers. and 
agents of electrical appliances а splendid opportunity for dis- 
playing their goods. That they have made the very best use 
of it a visitor to the Kelvin Hall will freely admit. | 

Electrical goods of all descriptions occupy prominent places 
on the stalls, and the bright displays to be seen banish gloomy 
thoughts of dull trade and hard times. "The exhibition, which 
was formally opened by Lady Blythswood on Monday, will 
continue till October 8th. | | 

Ав 18 only fitting, the two stands displaying the goods of the 
GLASGOW CORPORATION ELECTRICITY | DEPARTMENT аге pro- 
minent. Demonstrations are given showing the varied uses of 
electricity, and the very latest heating, cooking and ironing 
appliances are exhibited. In fact, almost everything electrical 
on the market, designed to reduce household drudgery, can 
be inspected. A feature is made of coloured screen lighting for 
show windows; this is the first occasion so far as this country 
is concerned on which coloured screen lighting has been seen. 
Importance is attached to an American Universal cooking 
range, which, we understand, the Corporation intends to put 
out 10r hire shortly. There is a very striking notice displayed 
оп the Corporation stand reminding builders that they can save 
money by installing electricity for heating and cooking in new 
houses, no chimneys, &e., being required, | 

CARRON Company, of Stirlingshire, has an attractive show of 
its well-known electric cooking appliances. Particular atten- 
tion 1s attracted by a combination cooker, the over of which 
is loaded to a maximum of 1,250 watts and the hot plate to 
1.600 watts, arranged for heat regulation. 

Messrs. DAVID ALEXANDER & Co., representatives for Scot- 
land, show the Austin automatic lighting sets suitable for pri- 
vate installations in country houses, farms, &e. The Austin 
0.75-kW Autoplant attracted attention on the stand. 

Messrs. Beatty Bros., Lro., have a display of electrie wash- 
ing machines that is sure to attract the housewife, while the 
ELECTRIC. Suction CukaNER. Co., of Croydon, also makes а 
strong appeal with its stand. The small electric power motors 
shown by the latter company, suitable for driving. small 
domestic machines, proved particularly interesting to visitors. 

MAGIC APPLIANCES, LTD., London, show their suction cleaner, 
as well as an electric blower. Other conipanies displaying use- 
ful electric appliances are the GEM ” | JABOUR-SAVING DEVICE 
Co., Manchester; Doric Import Co., Glasgow; the ‘ BELL ” 
WASHER Co., Blackburn; the Hoover Suction SWEEPER Co., 
Lrp., London; CogGaxs & Co., Glasgow (electrical fixtures) ; 
Pottock & Co., Glasgow; ЈАМЕЅ MEIGHAN & SON, Glasgow 
(electrical fittings); the ELECTRIC APPLIANCES Co., Glasgow ; 
the FALKIRK Iron Co., Lb. (electrie cookers and heaters); 
WESTERN ELECTRIC Co., Tapn., London; VICKERS, LTD.; C. F. 
HowbkN, heating and ventilating engineer and electrical engi- 
neer, Glasgow (a fine display of electrical labour-saving appli- 
ances); ROGERS ELECTRIC SALES. Co., London, &c. The NORTH 
BritisH Russer Co., Јлр., appeals to a wide circle by its dis- 
play, and Bert's Uxrrep Assestos Co., I Tb., Glasgow, has also 
a fine stand. | 


B. T. H. Advertising.—The British Thomson-Houston Co., 
Ltd., has Secured the services of well-known artists in the 
execution of two new show-cards. Mr. Teath-Robinson deals 
in а humorously fantastic vein with lamp tests, апа Mr. 
Septimus Scott, in а svinbolical picture called “light,” has 
produced a work of high artistic merit. 


Tok Switches now Available.—We are pleased to learn 
from Messrs. Ток SWITCHES, Ib., of Granville Ilouse, 
Arundel Street, London, W.C. 2, that they ave now in a posi- 
tion to supply a full range of their rotary snap switches— 
single and double-pole, series-parallel, two and three-circuit, 
and two and four-way. The conipany does not hesitate to 
admit that in its earlier days its products were not all that 
they might have been, and that some of its clients had reason- 
able ground for complaint; but it has learnt the lessons taught 
in the costly but etticient school of experience, has euminated 
the faults met with in its first designs, and now Claims that 
Its switches are at least as good as the American-made switches; 
moreover, they are wholly British-made, and are sold at com- 
petitive prices, on their own merits. | 

The design of the switches has been improved in detail and 
several samples that we have Inspected appear to be all that 
could be desired in point. of external finish (black oxidised 
metal with a moulded key, or nickel plated with a porcelain 
key), sweetness in working, and excellence of Workmanship 
А notable improvement has been made in the dial, which js 
depressed sufficiently. to ensure that the figures shall not бо 
pod in e The makers ask for 1% fair field and no 
avour," to enab m ‘ave the i ; 
the needs of Ро е M des Bw 
with heating ang бө Ж | ae } ds leu al y M connection 

t l н apparatus, for which tumbler 
switehes are not suitable, 


Celluloid in Factories.—In view of the new 
drafted by the Home Secretary, dealing with places in which 
celluloid or any article partly made of celluloid js manufac- 
tured, manipulated or stored, the British Ceilulose & Chenna] 
MIA. Co., Ltd., reminds us that“ Celastoid, the new safety 
celluloid made by it, is non-flam. and safe to use, takes the 


place of explosive celluloid satisfactorily T 
C4 c масіогиу, and js ade 2 
British labour. iio кн Н 


regulations 


LIGHTING AND POWER NOTES 


Accrington.— EXTENSIONS NOT APPROVED.—The Electricity 
Commussioners have refused to sanction the application of 
Accrington Corporation. for borrowing powers for £ 120,85 
for electricity extensions. A deputation from the Corporation 
travelled to London to place further arguments before the 
authorities, and to prevail upon them to reverse this decision, 
lhey were given a favourable hearing, but the decision Was 
postponed. The Conunuissioners suggest that Acerington s 
needs might be met by entering into arrangements with 
Blackburn. ‘To that course the Accrington Electricity Com. 
mittee will not agree. Blackburn Corporation established its 
station. When costs were high, and it is estimated to have cost 
£500,000, an annual cha rge of 480,000, which can only be met 
M the station is fully engaged. The bulk of the Accrington 
station was laid down when costs were lower. 

Ayr.—TuHt Locu Doon SCHEME.—At а recent public meet. 
ing, Councillor Paterson explained the present Position of the 
Loch Doon electricity scheme. He said that the production 
ОЁ 40,000,000 units by Kihnarnock would cost about 432.00. 
while a similar quantity from the Loch Doon undertaking 
would cost only about £24,000. In any case the present gener- 
ating station Would have to be closed down, but if the water- 
power scheme were proceeded with, the station would be 
used for distribution purposes. The speaker thought a long 
time would elapse before it would be possible to obtain power 
from Loch Doon, as there were long negotiations to be got 
through. 


Aberdeen.—Y rak's WORKING.—The annual report of the 
city electrical engineer (Mr. J. A. Beli) for the year ended 
July 3lst last shows that the revenue ol the electricity under- 
taking was £173,820, an increuse on the preceding year of 
25.27. Working expenses were £122,490, as against 495.6, 
leaving a gross profit of £51,334. Alter the payinent ot capital 
the previous year there was a net profit of 413,789. The de- 
crease in prolit is due chiefly to the capital charges being 
Increased by £11,972. | | 


Australia.—MttbounNr.—Duringy the first five months of the 
present усаг, the City Electricity Departinellt incurred a loss 
of £335; the result for the equivalent period of last year was 
а profit of £15,885. This adverse result is attributed paruy 
to the rise in labour costs and partly to the effects of ihe 
restrictions imposed during the shipping strike of January 
and February. 


Barnsley.—LoaN. Saxcnonep.--The Town Council has re 
ceived sanction to loans of £18,573 for mains and services, 
£1,933 for sub-stations and equipment, and 41,449 for meters 
und current limiters, 


Bishop’s Lydeard (Somerset). —Evrcrricity SUPPLY.—At a 
parish meeting, Mr. А. Howard, electrical engineer, of ‘Laun- 
ton, stated that the cost of supplying electricity throughout the 
рап» would be approximately £1,500. 


Blackburn.—rircrmicim SurrLy.—The Mill Hill district 18 
being provided with a supply of electricity from Blackburn's 
Hew station.“ 


Canada.—Vowrr DEVELOPNENT.— Plant is being erected by 
the Winnipeg Railway Co., at Great Falis, on the Winnipeg 
river, at a cost of 10,000,000 doliars, Which will bave a capacity 
of 15,000 b.p.—Reuter’s Trade Service. | 

Carlisle.—NEw PraxT.—At a meeting of the City Council oa 
the l3th inst. the Electricity Committee reported upon the 
proposal to erect a new generating station at a cost of 4200,00, 
and recommended that this scheme should be deterred, but 
that a 3, 0% KW turbo-alternator should be installed tempor- 
arily at the existing works, at a cost of £40,000, to tide over 
the requirements of the coming winter, for which the present 
plant was inadequate. The Council approved the proposal. 

THE GRETNA | STATION.— The Electricity Committee Té 
ported having had under consideration a letter from the Secre- 
tury of the Gretna Committee of the Disposals Commission 
Inquiring «if the Council would be willing to purchase the 
electric power station at Gretna, and supply power to ару 
firin or firms which might purchase the factory or construct 
Works in the area. The Electricity Committee had decided 
to communicate with the Electricity Commissioners and a 
their Views on the proposals. The Couneil confirmed the action 
of the Committee. It was explained that if the Gretna power 
station were acquired it would not remove the need for the 
new generator; for the acquisition of Gretna, if decided upon. 
would take considerable time. 


Cardiff.—Reneveoen Силно In view of the reduced prie 
of coul, together. with the incrensed revenue on account © 
the output for the last financial vear being up about опе al 
three-quarter million units, the Electrical Committee ae 
proved a recommendation of the city electrical пеше | А 
C. G. Morley New) to reduce the additional charge of i n 
cent. now in force, to 75 per cent. over pre-war bame on j 
commencing from October Ist. It is aleo hoped that furt x 
concessions will be made in the near future. Subject to p 
firmation by the Council, the new marimum mates ne si 
as follows: Lighting, 634.; heating, l2d.; power, d. 1 


› 


* Eg c 


| ' а жнын, 


Vol. 89. No. 2,287, SEPTEMBER 23, 1921] THE ELECTRICAL REVIEW.. PS 


~ 469: 


unit. In addition to these rates there are special power rates -  Iikley.—lLoAw SaNcTIONED.—The Council has received per- 


for large supplies, subject to a coal and wages clause, which 
will autumatically receive the benetit of the reduced operating 
costs. | 

Crieff (Perthshire).—Prorosep Evectricity ScukME.—Mr. 
J. E. Macewan, electrical engineer, Glasgow, and electrical ad- 
viser to the Town Council, owing to pressure of work, is unable 
meantime to continue to act in that capacity. It has heen 
agreed to submit Mr. Macewan's report on the proposed elec- 
tricity scheme for the town to the Electricity Commissioners. 


Continental.— BTLGIUM.— Following the decision of the Pro- 
vincial Council of Limbourg to supply electricity to the whole 
province from the powerful generating stations at the col- 
lieries, the setting up of the first post of the first network 
undertaken was carried out with great cereinony at Winter- 
slag-sous-Genck on August loth. This section, which is 45 km. 
in length, is comprised in the circle Genck-Hasselt-Saint Trond- 
Cortessem-Diepenbeck-Genck, and the contract has been 
secured by the Socicté Electrique de Ја Campine, which expects 
to complete it by the end of the year. 

Doncaster.—CoNDENsING WaTER.—Following on a report by 
the electrical engineer on the need for further water supplies 
for condensing at the electricity. works, the Electricity Com- 
mittee has recommended the acceptance of an offer by the 
South Yorkshire Navigation Co. to supply from the canal for 
£127; per annum. ‘The committee also agreed to the purchase 
from Colchester of a circulating water screen for the new con- 
densing plant, and to the purchase from Oxford of l.p. switch- 
gear fur the Carr House Road sub-station. 


Dover.—Lo4Ns.—The Electricity Commissioners have sanc- 
tioned the borrowing by the Council of 43.000 for mains and 
services, and £250 for transformers. Permission is being 
sought to borrow a further £8,000, including £4,000 for the 
St. Margaret's extension. | 


Eastbourne.—PowER Station  Finr.—A destructive fire 
occurred at the Corporation electricity works on September 
10th. The outbreak started in the boiler house, and was due 
to an overflow from an oil tank becoming igmited. The flames 
were lanned by a strong westerly gale, but the brigade got 
the fire under in about an hour. ‘The damage is estimated 
at about £1,000.—Star. | 

Edinburgh.—Price Revistoxn.—-The Corporation Electricity 
Committee has agreed to rescind the resolution to increase the 
charge for lighting by 4d. per unit, and for power and heating 
bv ad. per unit, and to increase lighting by id., no change 
being made in respect of power and heatitlig. 

Federated Malay States.—ErEcriuc Powren ScHEME.—With 
reference to the decision arrived at earlier in the year. to 
provide a publie electricity supply to the Federated. Malay 
States, an electrical staff has been appointed at а cost of 
$150,000 for salaries and expenses. ‘The preliminary survey 
by the Government Electrical Advisor calls for an expenditure 
of approximately $40,000,000. As the scheme matures the 
great facilities it will afford industrial development are being 
appreciated. This is particularly the case as regards tin mining. 
So far as this particular industry is concerned, however, the 
question of generating on a large scale has been discussed 
many times, When it has been held by experts that the pros- 
pects of a power company would not be very promising.— 
Eastern Engineering. 


Greenock.—Stare's Waces.—During the recent discussions 
upon the salaries of the technical staff emploved at the 
Dellingburn Station, the Provost is reported to have said that 
the increases due to the application of the E.P.E.A. schedule 
amounted to £32,000. Mr. J. W. Thomas, assistant secretary 
of the E.P.E.A., has written to the Greenock Telegraph, pro- 
testing aguinst this statement. He says the actual increase 
has only been 42.7%. Mr. Thomas further states that at the 
Corporation considers the salaries under the award too muh, 
the correct procedure is to submit the case to the District 
Junt Board for Scotland, on which it has a representative. 
It is also pointed out that owing to a recent fall in the cost 
of living, the amount paid has already been reduced by £550 
per annum. 

Halifax.—Prick REvistoN.—Some discontent has been ex- 
pressed lately with regard to the local charges for electricity 
for power. It has been alleged that the increases on last 
quarter's accounts involved а 300 per cent. advance in some 
cases. The increases were based on calculations to cover coal 
costs during the strike period. A sub-committee has, there- 
fore, decided upon certain rectifications under which power 
users, Instead of paving the increases which have caused criti- 
cim, Will pay а penny per kWh more than on their previous 
accounts. 

Hay.—Street LiaurrNG.— The Urban District Council has 
accepted the tender of the Electrie Light Co. for publie Jight- 
mg from October Ist to April Ist, at £2 per lamp, plus £75 for 
new stindards and installation. 

Hawarden.—Exectriciry Sepp. v.— Permission is being 
Sought of the Electricity Commissioners for the supply of elec- 
tricity throughout the district. 

Harrogate.—Etrcrnic Lagutisa Orper.—The Council. has 
asked the Electricity Commissioners to fix a date to enable 
the Harrogate Electric Lighting (Extension) Order, 1915, 
to operate immediately. . | IE 


mission to borrow £11,000 for electrical plant and materials. 


India.—GrEnsorrA Fats DrevELOoPMENT.—Plans have now 
been prepared by the Mysore Governinent for the construction 
of a dam on the Gersoppa Falls, about 120 ft. high, which will 
create a reservoir with a capacity of some 42,000 million cu. 
ft. It is proposed to build a power-house about 153 ft. below 
the bottom of the Falls, so that a total fall of nearly 1,000 ft. 
will be secured for the volume of water. It is estimated 
that by this means hydro-electric power to the extent of 
100.000 h.p. can be produced. This will be utilised for the 
development of the north-western districts of Mysore. The 
cost of the scheme is put at nearly £3,000,.000.—Indtan Textile 
Journal. | 

POWER SCHEMES SANCTIONED.—In connection with the en- 
couragement of hydro-electric schemes, the Department of 
Industries, Punjab, has already secured on behalf of the 
Punjab Hydro-Electric and Industry Department Association, 
Delhi, sanction to establish four power-houses on the Jhelum 
and Upper Chenab Canals, namely, Rasul (15,000 b.h.p.) 
Upper Bhimber Weir (10,000 beh. p.). Gujranwala (3,000 b.b.p.), 
and Jovnawala (3.000 b.h.p.):—Indian Textile Journal. 

THE NILGIRI ScHEME.—Messrs, Tata, Sons & Co. have secured 
a licence for the Nilgiri hydro-electric scheme.—Heuter's 
Trade Service (Bombay). 


Knaresborough.—TiME ExrrNsioN REQUIRED.—The Electri- 
city Commissioners have reminded the Council that its Elec- 
tric Lighting Order lapsed on August 31st, the official termi- 
nation of the War. "They asked if a time extension was re- 
quired, and the Council has decided to reply in the affirmative. 


Lytham.—Pnosrrecr or. EarLY SurPLy.—The proposal of the 
St. Annes Council to extend its electricity mains into 
Lytham has reached a definite stage. The Council has re- 
solved that an application be mude to the Electricity Com- 
missioners for а loan of £9,740. ‘The estimated cost of che 
cables and laying them for a distance of about four miles is 
£6,460; disconnecting pillars and section boxes £390; services 
including cable, boxes, and accessories, £1,250; meters (100), 
£320; making good the footpaths broken up, £1,320.—Black- 
pool Gazette & Herald. 


Lamberthurst (Sussex).—ELeEctTRICITY SUPPLY FROM MILL. 
—Col. Е. С. Delamain has been instrumental in obtaining 
a supply of electricity for the village, by means of a disused 
mill, 400 years old. A 40-h.p. vertical shaft turbine has been 
installed, and this is coupled to a 15-kW generator, which 
supplies about twenty houses with energy for lighting. А 
charge of Is per unit is made. 


Leominster.—Hovsinc SCHEME SuppLy.—The Housing Com- 
missioner has notified the ‘own Council that the Government 
Is not prepared to contribute towards the cost of laying elec- 
tricity mais to the site of the Council's new houses. The 
Council intends to press the mutter again. 


Matlock.—Rerort ON DERWENT SCHEME.—In a recently 
published report by the consultants engaged by the Council 
to report upon the possibilities of obtaining power from the 
Derwent the maximum load is estimated at about 150 kW, 
or 200 h.p., though this might take some years to develop. 
Selling up to 140,000 units per annum, the average load during 
the year would only be about 11 per cent. of the maximum. 
if this was sold at 6d.per unit the revenue would be about 
£3,500 a year. The cost of the proposed power station ‘would 
be £13,000, and besides this there would be £10,000, the 
cost of ten miles of distribution cables. The cost of running 
would be £2,000 a year, and added to this there would be 
4 per cent. and 5 per cent. on the sinking fund on a capital 
expenditure of £23,000, the total running cost thus being 
£4,700 a year. This showed a loss of £1,260 a year on the 
estimated revenue, or otherwise it demanded that the price 
per unit should be 54d. | 

An alternative scheme to the river power was an extension 
of the recently installed gas suction plant which runs the 
town's cable tramway. This would cost £15,500, and the 
running would cost 44.350. making a loss of £550, unless 
the price per unit was raised to 74d.— Manchester Guardian. 


Milnrow.—Bci& SvrrLy.—A sub-committee has been ap- 
pointed to Inquire into the Rochdale Corporation's offer of a 
bulk supply of electricity, and to take steps to obtain a Pro- 
visional Order for the supply of electricity. ; 


Newport (Isle of Wight).—INcreasep CHARGE OrroskED.— 
The Town Council has. decided. to oppose. the application 
of the Isle of Wight Electric Light Co. for power to increase 
the maximum charge for electric lighting from 10d. to IS. per 
unit. 


= 


Newcastle-on:T yne.—Iurrovep Тлонтіхс. ТЕ is stated 
that the G0 per cent. lighting from August 16th to September 
30th, and 100 per cent. lighting from October Ist to December 
Bist inclusive, which have been agreed to, will cost £11,708: 
this being an excess of £6,646 over the estimates approved 
by the Council. It is anticipated, however, that savings 
on salaries, Wages, and electricity will amount td £1,793, 
and it 15 proposed to apply that sum in reduction of the pro- 
posed excess expenditure, reducing the latter to £4,848.— 
Newcastle Chronicle. 
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New Zealand.—HypDRo-ELECTRIC  DEVELOPMENTS.—À survey 
of the progress made in the development of hydro-electric 
power has been published in Wellington. Following are 
the principal works actually in operation: Waipori falls, 
Dunedin City Council, 8,000 h.p., to be extended in early 
future to 16,000 h.p., and possibly to 25,000 h.p.; Lake 
Coleridge Public Works Department, 8,000 h.p., to be ex- 
tended to 16,000 h.p., with an ultimate development of 40,000 
h.p.; Horahora Rapids, installed by Waihi Goldmining Co., 
and purchased by the Public Works Department, 8,000 h.p., 
to be extended to 10,000 h.p.; Wairura Falls, Dominion Port- 
land Cement Co., 3,000 h.p.; New Plymouth Borough Council, 
1,000 h.p., to be extended to 6,000 h.p.; Tauranga Borough 
Council, Omanawa, 1,000 h.p., possibly more; Hawera Elec- 
‘tric Supply Co., 600 h.p. There are about 20 smaller schemes, 
accounting for about 3,000 h.p. Definite commitments have 
been made for other schemes as follows: — Southland Elec- 
tric Power Board, 8,000 h.p., with possible extension їо 
20,000 b. p.; Mangabao, Publie Works Department, 24,000 
h.p.; Waikaremoana, Public Works Department, 40,000 h.p., 
with au ultimate capacity of 136,000 h.p.; Waikato, 96,000 h.p. 
—Auckland Weekly News. 

AUCKLAND.—The estimates of the city electricity depart- 
ment’s requirements for extension purposes, for the next two 
years, by the electrical engineer, are as follows.— Services, 
410.000; meters, £15,000; distributors, 430, 000; sub-station 
and feeder extensions and switchgear, £26,000; and wages to 
workmen, &c., engaged on extension work, £10,000. 


Peterborough.—Evectricity Suppty.—The Rural District 
Council has consented to the supply by the City Council of 
electricity to 50 houses in course of erection in St. Paul’s Road 
and Paston Lane. 


Sheffield.—Yrag's WorkiING.—The number of units sold 
during the year ended March 3lst last was 9,182,951 more 
than the previous vear, an increase of nearly 7 per cent., 
and but for the coul strike and trade depression this increase 
would have been very much greater. Ihe average prices 
obtained were 3.554. for light and heat, and 1.414. for power, 
giving a total average for 1921 of 1.65d. The accounts show 
that the capital expenditure on the undertaking to March 25th, 
1920, was £3,021,056. During the year, £419,345 was expended 
on capital account, making the total to March 3lst last 
£3,440,431. The revenue account shows that the income from 
electric supply was £982,456, and from installation and motors 
£99,479, making a total of £1,082,025; and the expenaiture 
£705,407, leaving a balance of £376,618. Interest, sinking 
fund, and income tax take up £260,283, leaving £116,329. 
To this is added £15,493 balance to March 25th, 1920, and 
£61,144 balance after settlement of income tax account to 
March, 1919, and these bring the total balance up to £192,965. 
The sum of £1,000 has been transferred to the motors and 
cookers fund ; £100,000 to the renewals and special expenditure 
fund, £73,357 to the reserve fund, and £18,611 for depre- 
ciation of stocks. These total £192,968, and balance the ac- 
count. The amount paid to sinking fund, with accumulations, 
for reduction of debts, to March 3lst, 1921, is £1,048,072.— 
Sheffield Daily Telegraph. 


Skegness.— TIME Extension  RErusED.—The Electricity 
Commussioners have notified the Council that they cannot 
see their way to recommend any further extension of time 
for the execution of the works necessary to provide an elec- 
tricity supply for the town. They are willing, however, to 
listen to any further representations the Council cares to 
make. The Council has asked a local electrical engineer for 
his views and suggestions on the matter. 


Swinton.—Lo4N.—The Urban District Council has applied 
for a loan of £16,930 for electricity purposes. 


Strichen (Aberdeen).—SrTRkET Licutinc.—The Town Coun- 
cil has accepted the tender of Messrs. T. C. Smith to carry 
out the electric lighting of the town. 


United States. — HYDRO-ELECTRIC DEVELOPMENT IN CALI- 
FORNIA.—Among the Californian projects completed within the 
last twelve months are the Kerckoff plant of the San Joaquin 
Light and Power Corporation, which added 45,000 h.p. to 
the service of the San Joaquin farms, and also the natural 
gas-burning plant of the same company near Mchittredge, with 
a capacity of 20,000 h.p. An equivalent installation has been 
added to the Bakersfield plant, doubling its capacity. The 
Southern California Edison Co. has added three new import- 
ant units, all of them completed during 1921. "The first to 
come into service was the 40,000-h.p. installation on the 
Kern River, supplying energy over the Greenhorn Mountains 
to the Vestal sub-station, where it connects with. the Big 
Creek line. Soon after this a third unit, with 92,000 h.p. 
capacity, was added to Big Creek plant No. 1. Big Creek 
No 8 has just been completed with an initial capacity of 
30,000 h.p.. 

The Great Western Power Co. completed its Cariboum plant 
early this year. This increased the capacity of the system by 
59,000 h.p.; power is transmitted at 165,000 V.; at the begin- 
ning of 1920, the total available power in Californian power 
plants amounted to just about one million h.p. This capacity 
has now been increased by 25 per cent., and there is sufticient 
construction work actually under way by Californian power 
companies to bring this figure to one and a half million h.p. 
within another year.—Reuter’s Trade Service (San Francisco). 


Walsall.— Extension or SuPrLY.—The Walsall authorities 
propose to ask the Electricity Commissioners for sanction 
to supply electricity to Shelfield and Daw End Lane, Rushall, 


West Cornforth.—Evectricity Suppty.—The  Thirlington 
Colliery Co. has offered to supply electricity for lighting West 
and Old Cornforth (Co. Durham) at a charge of 4d. per unit. 
The Council has decided to seek power to, raise a loan and to 
prepare estimates for carrying the proposed scheme into effect. 


TRAMWAY AND RAILWAY NOTES, 


Australia.— RAILWAY EngcTRIFICATION.— The latest line to be 
electrified in: the Melbourne and suburban area is that from 
Clifton Hill to Heidelberg, on which a trial run was made on 
July 23rd. А three-unit, or six carriage, train was taken over 
the route, and run to a fixed schedule, so that the exact 
amount of electrical energy consumed might be noted, anu the 
maximum coasting power ascertained. the trial trains were 
not available for passengers, but carried electrification officials. 
The run was successful. A regular service was started on 
July 24th. For some days the trains ran to the steam train 
schedule, and then took up the faster electric running— 
Industrial Australian and Mining Standard. 


China (Peking).—4 report dated July, from China, stated 
that consequent on the suspension ot payment of the Banque 
Industrielle de Chine, which held the krench shares, the board 
of directors of the Peking Tramway Co. had petitioned the 
Government to cancel the Sino-French agreement in connec- 
tion with the formation of the organisation, so that it might 
be converted into a purely Chinese enterprise. The Ministry 
of Finance had appropriated $500,000 for Government shares 
so as to enable the work to continue without interruption. 
The Ministry of Foreign Affairs was negotiating with the 
French authorities to secure the cancellation of the agreement. 


Continental.—Swrven.—The completion has taken place of 
the work of converting to electric traction the railway which 
connects the blast furnaces and rolling mills at Hagtors, 
Sweden, with the iron ore mines belonging to the Uddeuolm 
Co. at rinnshyttan. The 15 locomotives which were ordered 
from Germany in 1919 have been delivered. Mach weighs 4 
tons and is able to haul a load of 350 tons in normal service. 
Alternating current at 15,000 volts is used, as in the case ol 
the Kiruna railway to the Norwegian frontier. . 

GERMANY.—Coustructional work in connection with the elee- 
tritication of the Berlin metropolitan railways has been started 
on the northern lines. The first line, running from the 
Stettiner terminus to Bernau, is expected to be completed b) 
the spring of 1923. Power for these lines will be taken from 
the Berlin electric power supply stations, and for the inner 
circuit from the lignite-fired long-distance power plant at 
Golpa, near Halle (Central Germany, 150 miles distant from 
Berlin). It is hoped to complete the entire scheme within ten 
years.—Times Trade Supplement. 


HOLLAND.—A translation of the report of the Special Cour 
mission appointed by the Governinent to study the question 
of electritying the Dutch railways recently appeared in The 
Hlectric Kailway and Tramway Journal. After a comprehen- 
sive tour and exhaustive studies of the systems ın use on the 
Continent, in America, and in this country, the Commission 
has arrived at the following general conclusions (inter alia) " 
Even if no national electricity supply is formed, the ncn 
cation of the Dutch railway system must take place on the 
direct-current system and with a working pressure of l. \ 
Now that the Dutch railways have to make a start with bi 
electrification, before there is any certainty as to the ied 
tion of a national electricity supply, it is desirable ш 
generating power at high pressure a frequency of 20 Ti 
should be adopted. The method of collection is not dealt us 
in the report, but this will probably be left for decision ? 
Dutch engineers. 


FiNLAND.—The State Railway Administration has n 
consideration the question of the electrification of the Kn 
maki-Viborg railway, and a scheme for this purpose * du 
completed this year. Then proposals will be made 1 is i 
conversion of the other railways in South Finland. 7 


LI „ . y В 7 0 
contemplation to utilise the falls of the Kymmene river an 
the Vuoksen. 


-- 3l 

Dartford.—I.oan SanxcTIONED.—The Urban District 117 5 
has received sanction to a loan of £12,000 for the rep 
reconstruction of the tramway track. 


Doncaster. —PROPOSED Extensions.—The Town Council 8 
to apply for sanction to the construction of а light hi ; gate 
connecting the tramways in Frenchgate and 5. Sepu e н 
to form a circular route. The project is estimated to cos 
£10,000. 


ittea 

Halifax.—Sunpay Service.—The Tramways Supe to 

recommends the restoration of Sunday tramway mencement 
pre-war level, which advances che hour of comm 
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from 2 p.m. to 1 p.m. Jt has also been decided to give a trial | Jan Mayen Island.—A wireless weather intelligence sta- 


to workmen's fares on the Wainstalls railless route and on the 
motor 'buses to Siddal, with an increased service to Wainstalls 
between б and 7 p.m. 


London.— TUBE ExTENSIONS.— Reports that the extension of 
London s tube ranways is to be undertaken at an early 
date are devoid of foundation. It is stated at Electric Rail- 
way House that the position is practically the same as in 
February, when Lord Ashtield intormed the shareholders ot 
the company that it was hoped to proceed with the scheme 
when conditions permitted and the required sum of 4&1, 750, 000 
could be raised on reasonable terms. Ihe matter is still one 
of finance, and no information could be given as to when «ae 
work was likely to be undertaken.—4'inancial Times. 


Salford.—StrikE ENDED.— The tramway strike in Salford, 


which began on September l2th, ended on Saturday. ‘Lhe 
suspension cost Salford £1,000 a day.—T he "Times. 
Stockport.—Tkack | REcoNsTRUCTION.— The Town Council 


has decided to have the tramway track in Warren Street re- 
constructed at an estimated cost of 41,200. - 


Tysemouth.—AccibENT.—The report of Major G. L. Hall 
to tne Ministry of Transport on the tramcar accident which 
took place on July 3ist, when five persons were killed and 
nine seriously injured, indicates that the driver 10st control of 
the car by too sudden an application of the band brake, and 
that the track brake was never sulliciently applied. 1his was 
the second accident within two years on the Borough Bank. 
"һе driver is held responsible, but the conductor is not 
acquitted of blame. Disciplinary action is recommended to 
ensure obedience to the authorised speed limits and the coin- 
pulsory stops; more thorough training of the stall; and an 
improved supper block. It is pointed out that the short-circuit 
emergency brake fitted on some of the cars 1s not now accepted 
as an adequate électric brake, and that a rheostatic bruke 
should be provided. 


York.—HaiLLESS Traction.—At York, railless cars аге now 
running between Market Syuure and Heworth, а distance of 
about a пше and a quarter. Неге the route within the city 
runs through narrow and tortuous streets on which tramways 
would be impracticable, and though both petrol omnibuses 
and electrical vehicles deriving their current Irom storage bat- 
teries have been tried on 1t, the results are said to have been 
unsatisfactory, the former proving costly and troublesome and 
the latter too slow. The railless vehicles employed are only 
61 ft. wide over all, and are designed on the one-man ” prin- 
ciple. "Ihe entrance door is in tront, under the control ot the 
driver, and the passengers drop their fares into a '' pay-as-you- 
enter device. Power is supplied from two overhead wires 
through two trolleys, which are long enough to enable the cars 
to deviate 17 ft. from the centre of the road. Their running 
costs (power, solid rubber tires, and wages) аге 1134. per car 
mile, or ls. 7d. including capital charges. Ihe consumption 


. of electricity is 1.42 units per car mile; this is supplied from 


the municipal power station at 2d. per unit. The cars are of 
the single-deck type, seating 24 passengers.—Nottingham 
(ruardian. 


Walsall.— LIN EkING-UP TramMways.—The tramway manager 
has been authorised to negotiate with the Wolverhampton 
Corporation and the Wolverhampton District Electric Tram- 
ways. Ltd., for a through service between Walsall and Wolver- 
hampton. 


TELEGRAPH AND TELEPHONE NOTES. 


Germany.— WIRELESS ‘TELEPHONY ON TRAINS.—Wireless tele- 
phones will be installed on a number of important German 
express trains, and receiving instruments will be placed in 
hotels and Embassies at Berlin, according to an announcement 
from that city. The tests were made under the observation 
of engineers, military attachés and diplomatic representatives 
of the United States and Sweden, says the Railway Review. 


Italy.—NEw CasLE.—The Rome newspapers congratulate 
the Government on having concluded an agreement for the 
provision of a direct telegraph cable to South America. The 
Morning Post announces that the cable will be 13,000 km. 
long, will cost 30 million gold francs, and is to be completed 
in three years’ time. Оп this subject the Tribuna says: 
" To have established direct communication with the South 
American States, which are bound to Italy by constant com- 
mercial intercourse, constitutes a solution of the problein of 
political liberty and economic and commercial independence. 
Although Italy has nearly eight millions of her subjects scat- 
tered throughout the States of South America, she had formerly 
no means of communicating with them except by the British. 
French. and Germany cables, which meant that other States 
were able to exercise control in both public and private transac- 
tons between the Italians of Europe and those of South 
America. The new cable will start from Fiumicino (Rome) 
and will touch Spain, Brazil, Uruguay, and Argentina, and 
eventually the Canaries and Cape Verde Islands.—Heuter's 
Trade Service (Rome). 


tion has been established at Jan Mayen Island by the Norske 
Radio Co., and is now in communication with stations at 
Rost, Norway, Iceland, and Spitzbergen. 


London.—New Тои, ExcHANGE.—On Saturday last the Post- 
master-General opened the new toll exchange in Norwich 
Street, in the presence of & number of officials and visitors. 


: He stated that the number of trunk calls to and from London 


was about 12,000,000 per annum, and about 33 per cent. of 
this traffic was included within the range of the new exchange 
—a radius of about 25 miles. The nature of the new service 
was explained in our last issue, p. 371. Mr. Kellaway said 
it was hoped ultimately to extend the radius of the toll 
service to 50 miles. The relief afforded to the trunk service 
by the inauguration of the toll exchange would accelerate the 
former. During the first eight months of this year 78.000 
new stations had been connected up; the number of subscribers 
who gave up the telephone on account of the increased charges 
was 28,900, about 5 per cent. of the total. Thousands of people 
wanted telephones, but could not be supplied with Шеш on 
account of the shortage of equipment. This year 75,000 miles 
of double wire had been laid with a view to improving the 
trunk service and reducing delays. Since tbe new tariff was 
introduced there had been a falling-off in the number of trunk 
calls by the end of August of 124 per cent. compared with 
last year, but the revenue increased by 50 per cent. 


Sweden.— MINES ANCHORED TO SUBMARINE CABLES.— The 
cable steamer Н. C. Orsted, belonging to the Great Northern 
Telegraph Co., has just started to effect repairs on the cables 
connecting Sweden and Finland, after a stay of five months in 
the North Sea. During this period the cable staff were occu- 
pied in repairing the cables between Denmark, France, and 
England. These were found to be in a very defective condi- 
tion because, besides seizing cables, the Germans, in laying 
mines, anchored them to the cables. It was necessary to 
repair six cables, which work was carried out under great 
difficulties, this accounting for the long stay in the North 
Sea. It is submitted that the Germans ought to be made to 
defray the heavy cost of effecting the repairs, as the anchoring 
attachments remaining on the cables are said to prove that 
they were the cause of the damage dune. 


Spain.—A large number of towns in Spain are about to 
be provided with telephonic exchanges, all of which are to be 
linked up to the system of the Compania Peninsula de Tele- 


fonos. К. : 


CONTRACTS OPEN AND CLOSED. 


(The date giren in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 


" Oficial Notice" appeared.) 


OPEN. 


Argentina.—October 21st. State Railways. 
months' supply of electrical stores.* 

November. State Railways. Опе year's supply of railway 
signal material, including telephone and telegraph materials, 
&c.* 

Australia.—MtLsBOoURNE.— Victorian Covernment Railways. 
October 26th. Р.с. are welding plant (Cont. No. 84,377). 
Armature banding machine with electric motor and starting 
gear (Cont. 34,378). 

November 2nd. Electric storage battery complete for auta- 
matic telephone exchange (Cont. 34,229).* 

January 4th. Victorian Government Railways. 150 electric 
train stops operated by a single-phase induction motor. One 
set of electric pyrometer equipment for measuring tempera- 
tures of 350 to 2,000 degrees Fahrenheit.—leuter's Trade Ser- 
vice (Melbourne). | 

ADELAIDE.—October 12th. — Postmaster-General's Depart- 
ment. 2,750 yds. telephone cords, 120 hand sets, 160 jacks.* 

Belglum.— Belgian Ministry of National Defence is carry- 
ing through a large scheme for establishing electric lighting 
installations in the various military establishments and bar- 
racks throughout the country. "The latest contracts for which 
tenders have Just been invited are for an installation at the 
Fort at Edeghem-lez-Anvers and for one in the military depot 
at Contich. 

Bulgaria.—Sor1a.—October 7th. Department of Posts and 
Telegraphs, 100,000 porcelain insulators.? 

Edindurgh.— Midlothian and Peebles 
Rosslvnlee. Stores, including electric fittings. 
surer, 19, Heriot Row, Edinburgh. 

October 10th. Corporation. Electrice lighting installation 
at the city collector's offices, Waterloo Place. Engineer's office. 
Dewar Place. 

керо 24th. West ‘Derby Board of Guar- 
dians. Electrical supplies. Mr. Н. B. Cleaver, clerk, Broug- 
ham Terrace. > ' 

Loughborough.—October 31sf. 
Steam-raising plant, h.p. and l.p. mains networks. 
issue.) 
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District Asvlum, 
Clerk and trea- 


Electricity Department. 
(See thig 
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London.—H.M. Office of Works. September 30th. Elec- 
tric wire and cable. (See this issue.) 


New Zealand.—WeiLINGTON.—November 29th. Public 
Works Tender Board, Mangahao power scheme. W ater wheels, 
generators, à-unit exciters, transformers, 110,000-V insulators, 


lightning arresters, switchboard, switches, and accessories. 


(See this issue.) | E | 
Post and Telegraph Department. 790 red and 750 white 
switchboard cords, 3 conductor (spec. No. 87).* 


Nottingham.—October 21st. Electricity Department. 
Three 10,000-kW turbo-alternators with exciters, condensers, 
auxiliary plant, &c. One 1,000-kW combined turbo-generator- 
alternator with condenser, auxiliary plant, &c. Six water-tube 
boilers with mechanical stokers, superheaters, forced draught 
fans, &c. (September 16th.) 

October 15th. Corporation. Two water-tube boilers with 
feed-water heaters, superheaters, stokers, &c.; one 2,000-k W 
turbo-alternator with condensing plant. (September And.) 


South — Africa.—JouannespurG.—November 7th. Rand 
Water Board. Two 350-kW steam-driven electrical generating 
sets, complete with switchboards and all accessories.“ 


Warrington.—September 97th. Board of Guardians. 
Electrical goods for three months. Mr. A. Bottomley, Bewsey 
Chambers. 


Worksop.—Urban District Council Electricity Depart- 
ment. Supply and erection of an overhead transmission line. 
complete with underground connecting cables, distance 
approx. 2,200 yds., pressure 6,600 V. (September 16th.) 


* А copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S. W. I. 


| CLOSED. 

Aylesbury.—Town Council:— 

Electrical pumping plant, sewage works, 42.273. E. T. Mackrill & Sons. 

Belgium.—The Société Nationale Radio-Electrique, of 
Brussels, last week submitted the lowest tender to the Belgian 
Ministry of National Defence for the establishment ot two 
wireless stations capable of transmitting telephone messages 
up to a distance of 150 kilometres and telegrams up to 500 
miles. Three concerns competed for the contract for equip- 
ping 20 stations capable of dealing with telephone messages 
up to 30 kilometres and telegrams up to 10! kilometres, the 
lowest offer being that of the Société Electricit? et M écanique, 
of Brussels. 

Doncaster.—Town Council:— | 

Circulating water screen for condensing plant, £394.—Brackett & Co. 


Erith.— Urban District Council: — 


Power station switchgear, £551; cubicle, £180.— English Electric Co., Lid. 
Sub-station equipment, £293.—Metropolitan-Vickers Electrical Co., Ltd. 
Lransſormers, £4,747.—British Electric Transformer Co., Ltd. 


Three-core cable, lead sheathed and steel armoured (approx), £2,500.— 
Callender's Cable, &c., Co., Ltd. 


Hay.—Urban District Council:— 

Installation of seven points, 18 houses, £189.—Hay Electric Light Co. 

London.—StToke NEWINGTON.—Electricity Committee. Re- 
commended :— 

Alterations and additions to sub-station wiring, £126.—R, St 

Macclesfield.—Infirmary Governors:— 

Electric light installation, infirmary, £275.—Mr. W. R. Brown. 

Maidstone:— 


Electric light installation, West Kent Hospital extensions, £2101.— Mr. 
W. E. Cogger. (Accepted. ) * 


phenson. 


Sunderland. —1:1есігісиу Committee, Accepted: — 


Sampere meters, — Ferranti, Ltd., Reason Manufacturing Co., Ltd. 

Gear for testing a.c, meters, — Elliott Brothers, 

Loading resistince for a.c. meter testing, —Cressall 
Ltd. 


Stoneware ducts.—Albion Clay Co., Ltd. 

Tramways Committee. Accepted. 

Cust- iron pipework.—T. Allan & Sons. 

Time clocks.—Gledhill-Brook. Time Recorders, Ltd. 

The Corporation has turned down the Tr 
mittee’s recommendation to accept the tender of the 
Equipment & Engineering Co., Ltd., for rails, fish plates 
&c. The only English tender received was from a Middles- 
brough firm whose price was in excess of that of the Equip- 
ment and Engineering Co., Ltd. — The English tender маз 
£1,744, against the foreign tender of £l450. 7 | 


Manufacturing Co., 


amways Com- 
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FORTHCOMING EVENTS. 


Faraday Society.— Wednesday, September 28 h. 
trical Engineers, Victoria Embankment, WC. 
on “ Radiation Theory of Chemical Action, t 
Perrin, and on“ Heterogeneous Reactions," 


At the Institution of Elec- 
At 4.3) pom. Discussion 
о be opened by Prof. J. 
to be opened by Dr. Langmuir. 
Municipal Tramways Association (Inoorp.).—September. 28th, 29th, and 
Wth. At the Technical Institute, Salford. Annual conference, op 


U 


NOTES. 


Smoking Concert.—The L. E. E. O. C. A. „ Electrical 
Engineers’ Old Comrades’ Association) will hold a smoking 
concert at the Bridge House Hotel, London Bridge, on Thurs. 
day, October 6th, at 7 p.m. Admission by membership card, 
Mr. F. Frankling, of 105, Heath wood Gardens, Charlton, S.E.1, 
18 the hon. secretary. ! 
International Tramways Association.—In view of the re. 
cent conference of the new International Tramways Associa- 
tion at Vienna (ELECTRICAL REVIEW, September znd) The Elec. 
tric Railway and Tramway Journal has undertaken to aseer. 
tain the position of the original Association. It was found 
that the General Secretary had communicated with members, 
and had received 250 assents to the dissolution of the original 
body and the formation of a new one. There having been 
some dissension to this course from neutral sources, à new 
circular will probably be issued shortly. It is expected that a 
General Assembly and Congress will be held next year, and 
it is hoped that British undertakings will participate: to this 
end it has been proposed that English shall be one of the 


" officlal " languages for the meeting. 
Appointments Vacant.—Flectrician (835. 7d.), for the 


Croydon Mental Hospital, Warlingham; instructor in oxy- 


acetylene and electrice welding (£300), for the Loughborough 
College; assistant electrical engineer, for the Holmfirth Urban 
District Council Electricity Department; electrical fitter 
(£500), for the Government of the Gold Coast Publie Works 
Department. (See our advertisement pages to-day.) 


Faraday House Old Students’ Dinner.—It. has been de 


cided by the conunittee to hold the annual dinner at the Hol. 
born Restaurant, Crown Room, on Friday, October 2st, at 
6.30 (for 7). Mr. C. C. Paterson, O. B. E., &c., the president, 
will be in the chair. It may be remembered that this event 
was to have taken place on April lóth last, but had to be post- 
poned owing to the threatened transport strike. 


Fire Extinction.— Writing to the Electrical World of 
August 20th, Mr. C. T. Sinclair discusses the methods available 
for extinguishing fires in transformers and oil switches. As 
the result of investigation by the Pennsylvania Water and 
Power Co., it was concluded that for transformer fires the 
" soda " extinguisher was very satisfactory, short pipes being 
run to the opposite ends of each transformer, in the ends of 
which the nozzles of the extinguishers were inserted. Те 
transformer should be electrically dead before the soda is ap- 
plied. In the case of oil switches, if the fire is in Ше tops of 
the pots only, carbon tetrachloride can be used. If this tails 
the switch must be madè dead; sand serves to extinguisu any 
blaze in the bottom of the compartment, and then carbon 
tetrachloride will usually be effective in the tops cf the pots. 
If this does not answer, soda may be used, but first ail 
apparatus within reach of the jet must be made dead—waich 
may mean half the plant. The personnel should be specially 
trained to fire extinction, 

In the course of the tests, four substances were tested, 


namely: Carbon tetrachloride; bicarbonate of soda and sul- 


phuric acid (referred to above as * soda ’’), a carbon dioxide 
and water extinguisher; water; and Foamite," a form of 
sarbon dioxide extinguisher. All these were quickly effective. 
Actual switches and transformers were set on fire for the pur- 
poses of the tests. l'or external fires, sand and damp sawdust 
were equally etfective, "OR 

It was found by test with pressures up to 80,000 V that a 
‘soda jet was non-conducting beyond about 44 inches from 
the nozzle; at a less distance it became a fairly good conductor, 
rendering the operator liable to shock. Hence in using 
" soda " or Foamite the apparatus should first be made dead, 
not only to ensure the sufety of the operator, but also to рге 
vent flash-overs. Ihe same applies to the use of sand an 
sawdust, and great care should be taken that neither of thes 
be permitted to fall into the blazing oil pots, as the operator 
зау be severely burned and the intensity of the fire increased 

It is especially important to note that carbon feni 
used in poorly ventilated positions, Js dangerous to Ше; ш 
certain conditions deadly gases such as phosgene, chlorine, &c., 
are generated, and a number of deaths have occurred for this 
reason. The liquid is valuable for extinguishing small fires 
but care should be taken in its use. | 

An Australian Test Honse.—4 Scientific Test House, the 
first of its kind in Australia, has been established n BIEN 
by Mr. H. H. Scotland, B.Sc. (London), A. M. I. C. E., 1 
Zealander by birth, having had experience in America ul p 
as England. The programine laid down by the founder Ө | à 
new establishment einbraces general scientific investigation 
such as ascertainment of the calorific values of fuels, testing 
of steam and internal combustion engines, calibration 0 
electrical instruments, and the heat treatment of steer, 
Furnaces are being put in for the treatment of hig o 
steel, for case-hardening and the hardening and Е сИ 
of steels generally for traders. Later on it is intended 
provide for special equipment for the mechanical 1 
steel and other metals, also the testing of electrical machit 

Indian Tertile Journal. Simples 


Correction.—]In the advertisement of Messrs. Jast 
Conduits, Ltd., appearing on p. 47 (Supplement), of 1 
Issue in the second paragraph, line two, by а printer? 
the word " Simplex was given in place of simple. 
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A Floating Exhibition.—With further reference to the 
floating exhibition ship British Industry, which it is prdposed 
to End on а tour of the chief ports of the world in two years' 
tíme, ав has been explained 1n our columns recently, the 
accompanying illustration 1s intended to give some indication 
of what the vessel will be like. The venture is likely to be of 
great benefit to the export trade of the British Empire, and 
ehould make a strong appeal to merchants and manufacturers 
in this country. The idea, of course, is not new, as it has 
been tried recently by the U.S.A., Italy and Japan with a con- 
siderable amount of-success. The innovation and essence of 
the present enterprise is that the ship will be especially built 
for the purpose of displaying an exhibition of manufactured 
goods to the best advantage, and at the same time afford 
ample accommodation for a large number of trade representa- 
tives on board. Arrangements will be made for forwarding 
fresh sainples to meet the vessel at any particular spot so as 


THE BRITISH TRADE SHIP: ILLUSTRATIVE SECTIONS. 


to keep the exhibition both up to date and appropriate to the: 


countries visited. Тһе main advantages of the project are so 
obvious that it would be superfluous to reiterate them; the 
commercial traveller carrying his samples from town to town 
covers relatively little ground in a long period of time and at 
a maximum cost and inconvenience; the principle can be ex- 
tended by co-operation, and that is the object of the British 
Industry. All the plans have been drawn up and arrange- 
ments completed ; it only remains for British manufacturers to 
give the promoters of the scheme their hearty support. The 
object i8 à worthy one, and we commend it to all. '' Trade 
follows the Flag.“ 


Engineering Wages.—THe Wak Bonus QUuESTION.—The 
Daily Telegraph states that the question of the abolition of the 
stry of Munitions war bonus in the engineering trades 
was considered at a preliminary conference of the unions 
Involved, at the Central Hall, Westminster, on Tuesday. 
The ofticial termination of the war, the emplofers contend, 
automatically brought to an end the bonuses of 124 per cent. 
for time-workers and 7} per cent. for piece-workers. It was, 
however, agreed, when the cut of 6s. per week in wages was 
arranged two months ago, that the withdrawal of the war 
bonuses should be discussed between the employers and the 
unions this month, having regard to the present position and 
prospects of the industry. Tuesday's meeting of the unions 
was for the purpose of formulating a policy to place before 
the employers. The unions represented were the Federation 
of Engineering and Shipbuilding Trades, the Amalyamated 
Engineering Union, the Foundry Workers, and the National 
Federation of General Workers, over a million skilled and 
unskilled workers being concerned throughout the country. 
The negotiating committee which acted on the occasion 
of the recent wage reductions was reappointed, and 
this committee was to meet a committee of the employers 
on Wednesday. 


Service Notes.—Lieut. A. A. Davis, Lieut. D. E. Ross, 
and Lieut. W. A. Gladwin, Tyne Electrical Engineers, have 
been transferred to the regimental list of the Territorial Re- 
serve of Officers. Lieut. Н. Hutchinson and Lieut. W. Dixon, 
of the same electrical corps, resign their commissions and 
retain their rank. 

Survivors of the Battle of Jutland, who would be willing 
to " speak to" the film when it is exhibited, are invited to 
communicate with Ideal Films, Ltd., 76, Wardour Street, 
W.1, giving their rank and the names of their ships. 


The Midland Electrical. Engineers’ Ball.—The committee 
has decided to hold the Midland Electrical Engineers' Ball 
fhis season at the Grosvenor Suite, Grand Hotel, Birmingham, 
on Friday, November 25th. Mr. В. A. Chattock will again 


act as chairman, and Messrs. G. J. Bish, Vickers House, 
Loveday Street, Birmingham, and W. Y. Anderson, 14, Dale 
End, Birmingham, as joint hon. secretaries. Tickets are one 
guinea each, and may be obtained from any of the gentlemen 
named above. Joyce's London Band will be in attendance, 
personally conducted by Mr. Archibald Joyce. 


Hydro-electric Works in Austria.—As was recently men- 
tioned, a company has been formed in Vienna for the purpose 
of constructing hydro-electric works for supplementing the 
supply of electricity in the Austrian capital. Despite many 
efforts it has been found impossible to induce foreign capi- 
talists to finance proposed works on account of the depreciation 
of the krone, the change in the international] coal situation, 
and the absolute impossibility of obtaining any return on 
invested capital in the event of the krone appreciating. Under 
these circumstances the Vienna banks, under the leadership 
of the Escompte Gesellschaft, recently reached the conclusion 
that a risk of installing 
one horse-power at a 
cost of 100,000 kr., which 
in former peace times 
cost 1,000 kr., could only 
be borne by those who 
were able to determine 
the price of energy as a 
monopoly, which is the 
case with the municipal 
authorities of Vienna. 
The steam generating 
stations of the latter al- 
ready produce 320,000,000 
kWh per annum, and 
are unable to meet the 
demands of the area of 
ч. the city. Under these 
Ae oe’ circumstances eleven 
banks in Vienna have 
co-operated with the 
Vienna municipal autho- 
rities in the formation of 
the Wasserkraft Werke 
A.G. (W.A.G.), with a 
share capital of 
500,000,000 kr., of which 
half has been taken over 
by the banks and the 
other half by the Citv of 


ye’) ow 
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Vienna. The first instal- 

ment of the works, 
which is to be begun in November, comprises the 
utilisation of the. water power of the Ybbs and of 


the Lunz-Kienberg-Gamming water main," and is to be 
completed in July, 1926. It is intended to raise the capital 
cost of construction amounting to 3,600,000,000 kr. by the 
issue of bonds having a mortgage right on the new works. 
and the interest and redemption charges are to be guaranteed 
by the City of Vienna. On the completion of the works the 
City Council will operate them, and they will become the 
property of the city free of charge at the end of 50 years. The 
financial relations between the city authorities and the 
W.A.G. make provision for the payment of the interest on 
and redemption of the latter's share capital. 


! 


INSTITUTION NOTES. 


Institute of Transport.—The postponed second dinner of 
the Institute 1s to be held at the Hotel Cecil on October 10th. 
The hon. secretary is Mr. H. E. Blain, C.B.E., 2 and 3, The 
Sanctuary, Westminster, S. W. I. 

Municipal Tramways Association (Inc.). —On Wednesday 
next the annual conference will be opened at the Technical 
Institute, Salford, under the presidency of Mr. G. W. 
Holford, general manager of the Salford Tramways. The 
Mayor of Salford and the Tramways Committee will receive 
the Association at 10.30 a.m., and the president will deliver 
his address at П o'clock, after which Mr. J. M. McElroy will 
read & paper on '' Some Phases of Tramway Development in 
the Past, and the Outlook." Luncheon in the Town Hall, 
Pendleton, at the invitation of the Tramways Committee, will 
follow at 1 p.m., and in the afternoon a paper will be read 
by Mr. J. B. Hamilton, C. B. E., on The Operation of Tram- 
way and Bus Undertakings under Statutory Powers." In 
the evening the Mayor will hold a conversazione at the Salford 
Town Hall. Оп Thursday there will be а meeting of the 
Managers' section, and а paper by Mr. W. Chamberlain on 
Permanent Way—Public Road—Maintenance." Luncheon 
will be provided at the Manchester Town Hall by the Man- 
chester City Tramways Committee, and in the afternoon the 
annual general meeting will take place. The annual dinner 
wil be held at the Grand Hotel, Manchester, on Thursday 
evening; Mr. Arthur Neal, M.P., will be the guest of the Asso- 
ciation. On Friday there will be an excursion to Chester. 
with entertainment on the river at the invitation of the 
Mayor, the Sheriff, and the Chairman of the Tramways Com- 
mittee. Special arrangements will be made for the entertain- 
ment of the ladies during the conference. 
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OUR PERSONAL COLUMN. 

The Editors invite eleotrical engineers, whether connected with the 
technical or the comercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Sır PuHitie Dawson, who at last week's by-election 
at Lewisham was elected M.P., is well known to electrical 
engineers by reason of his lengthy connection with the 
electrical industry, especially on its traction and power 
sides in consultative capacities, also through his valuable work 


as the author of books on the subject of electric traction in 


which he has long been a recognised authority. In the early 
days of equipment of electric tramways in this country on 
the overhead trolley system he played a leading part at Bristol 
and in many other places. In more recent years he has 
been responsible for the electrification of the suburban lines 
of the London, Brighton & South Coast Railway. He is a 
member of the Electrification of Railways Advisory Committee 
(of the Ministry of Transport) and of the Water Power Re- 
sources Committee (of the Board of Trade), and is vice-presi- 
dent of the Belgian Commission for Electrification of Rail- 
ways. The services rendered by Sir Philip in connection with 
the war and as a member of the Disposals Board of the 
Ministry of Munitions were described in the ELECTRICAL 
Review for June 18th, 1920, p. 788. It would take a good 
deal of our space merely to name the host of local clubs, 
associations, and other organisations with which he holds office 
either as president, chairman, or in some other capacity; only 
а man of such boundless energy as Sir Philip possesses could 


p 
=] 


[Everitt, 


Photo by) 
Sır PHILIT Dawson, М.Р. 


hope to carry out al his engagements of this kind in addi- 
tion to his engineering work as a partner in the firm of 
Kincaid, Waller, Manville & Dawson, of Westminster. and 
still survive. Now to all of these he has added the heavier 
claims devolving upon a Member of Parliament, but we have 
every confidence that his wide experience of public affairs. 
his intimate acquaintance with the professional and industrial 
interests of engineering, and his striking and vivacious per- 
sonality will enable him worthily to contribute to the well- 
being of the Empire in these critical days. 

Last week Mr. JosEPH SAVAGE, power station superintendent 
at Paisley, was presented by the staff and employés of the 
Corporation electricity department with a barometer and Mrs. 
Savage with a wristlet watch. The presentation was made 
by Mr. W. Blair Smith, the chief engineer and manager. Mr 
Savage is taking up a more important position with the St. 
Helens Corporation electricity department. | 

Mr. J. W. Ropger, A. M. I. E. E., of Messrs. Ferranti. Ltd. 
Hollinwood (transformer department), was married on 14th 
mst. to Miss Kitty Rhodes, of Preston. At the reception the 
firm was represented by Mr. V. de Ferranti and Mr. Gardner. 


‘vate company. Registered September 14th. Capital, £1, 


Mr. J. УУ. НАМЕ, city electrical engineer and tramways 
manager at York, who has been on sick leave in Devonshire 
for some months past and unable to attend fully to duty 
tendered his resignation last week, and under the circum. 
stances the Electricity and Tramways Committee felt they 
had no alternative but to accept it. Mr. Hame served hig 
apprenticeship with Messrs. Ronald Scott & Co., London, 
and joined the St. James’ & Pall Mall Electric Light Co. in 
1894, becoming assistant engineer at the works of the Leyton 
District Council three years later. He left Leyton for service 
with the Cork Electric Tramways Co., and subsequently be. 
came chief assistant engineer to the Wigan Corporation Elec- 
tric Light and Tramways Department. In May, 1902, he 
became chief assistant at York, and in 1906 he was appointed 
chief electrical engineer. He has been closely associated with 
the construction of the new power station at Linton Locks in 
recent months. 

Messrs. Johnson & Phillips, Ltd., Charlton, have appointed 
Capt. Н. J. Groves-Wess, A. M. I. E. E., to be the engineer 
and branch manager of their London branch at 12, Union 
Court, E.C. 2, in succession to the late Mr. A. R. Connal. 
Capt. Groves-Webb was appointed chief assistant engineer at 
the London branch in August, 1919, on his return from France, 
and enters upon his new duties immediately. 

The marriage took place at Whitehaven Wesleyan Church 
on September 14th, of Mr. T. D. Spark, electrical engineer 
to the Whitehaven Colliery Co., Ltd., and Miss M. F. Bell. 

The Times states that Mr. ALFRED SHEPHERD hus been ар. 
pointed chairman and Mr. GEOHOF BaLrour, M.P., vice-chair- 
man of the Lancashire Electric Light & Power Co., Ltd. 


Obituary.—Mn. L. B. ScHLESINGER.—We regret to record 
the sudden death which occurred on September 2nd in Scot- 
land of Mr. Leonard Bernhard Schlesinger. The deceased 
gentleman, who was 64 years of age, was chairman of the 
National Electric Construction Co., Ltd., and of the Torquay, 
Musselburgh, and other electric tramway companies. 

Mr. A. A. Day.—We regret to learn of the death of Mr. 
Arthur A. Day, M. I. E. E., formerly electrical engineer at 
Bolton, he being elected to that position in August, 1900. In 
1904 he took over the management of the tramways. In 
September, 1912, Mr. Day’s health broke down, and he ге- 
signed both positions in the following June. The deceased 
gentleman was 57 years of age. 


NEW COMPANIES REGISTERED. 


— 


B. Barnett (Electrical Engineers), Ltd. Horn 

in £1 shares. Te 
acquire the business of an electrical and general engineer carried on by 
В. Barnett, at 104. Whitechapel Road, E. The subscribers (each with ov 
share) are: B. Barnett, 100, Bethune Road, Stamford Hill, N.16, electrica! 
engineer; B. Agambar, 1, Rose Cottages, Wells Road, Sydenham, S.E., ekc- 
trical engineer; T. H. Hammond, 33, Upper Park Road, Haverstock Hill, 
N.W,3, solicitor's clerk. B. Barnett signs as director. Registered off: 
104, Whitechapel Road, E. 


Visco Engineering Co., Ltd. (176,772).—Private company. 
Registered September 13th. Capital, £1,000 in £1 shares (100 preference and 
900 ordinary). To carry on the business of founders, electrical and mechanical 
engineers, electricians, metal workers, &c. The first directors are: Frances 
Truscott, 131, Tyneham Road, Battersea, S.W. 11, clerk; С. Deſries. S. 
Walbrook, E.C., agent and merchant. Registered office: 21, Bedford Road, 
W.C. 1. 


Resisto Electric Wire & Tape Co., Ltd. (176,804) —Pr- 
vate company. Registered September 15th. Capital, £500 in £l shares. : 
carry on the business of manufacturers of and dealers in alloy wires 1720 
tapes, electrical engineers, wire drawers, engineers, anncalers and H 
treatment specialists, &c. The subscribers (each with one share) A. d 
Kemp, Crofton Avenue, Sheffield, secretary; and С. Mason, aad bi 
Grove Road. Sheffield, manager. The first directors are to be аро 
the company in general meeting. Qualification £1. Solicitor: W. fei 
Mitchell, 53, Queen Street, Sheffield. Registered office : Burton Road, Sheffield. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Arnott & Harrison, Ltd.—Satisfaction to the extent of 
£750 (being amount Issued) on September 2nd, 1915, of debenture! iad 
October 23rd, 1912, and January 3lst, 1913, forming part of an au 
issue of £1,000. 


nt 
Electrolite, Ltd.—Charge on company's propertv, Ше 
and future, including uncalled capital, dated August 23rd, rin may 
advances made and to be made and other moneys which the © pent 
he called upon to pay under various guarantees (subject to existing Че 

for £2,000). Holder: F. Durrant, 21. Russell Hill, Purley, Surrey. 


ust 
Advance Engineering Co., Ltd.—Debentures dated Aug", 
17th, 1921. to secure £3,000, charged on the company's undert* Branch 
Property, present and future, including uncalled capital. Holders : 
Nominees, Ltd. 


е M 1 full 

Wilson-Wolf Engineering Co., Ltd.—Satisfaction Wag all 

on August 26th, 1921, of mortgage dated December 30th, 19%, 

moneys due or to become due from company to bankers. < 
debenture 


Ramsden Green, Ltd.—Particulars of £500 dex" 
authorised August 97th. 1991; whole amount issued: charged din uncalled 
Don undertaking and property, present and future, including 
capital. 


ist 
General Electric Co.. Ltd. (67.307).—Return dated ^U? R” 
4th. 1921. Canital. 86.000.000 in 1.800.000 “А * preference. I. v pre- 
preference, and 2,400.000 ordinary shares, all of £1 each. 1,705. taken ub 
ference. 1,622.89] “B” preference. and 2.111.975 ordinary eg prefer: 
£4.418,830 paid in cash on 1,491.33) “ A reference. : uA * pre 
ence, and 1.237.500 ordinary. EI. O21. 8 credited as paid on 224. and charge’ 
ference, 22,891 „B * preference, and 774,475 ordinary. Mortgages 
outstanding, £3,500,000. 
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CITY NOTES. 


Mr. E. Н. Тооба] presided at the annual 
Southern Brazil meeting, held in London, on September 
Electric Co., Ltd. 15th. Ihe directors’ report then presented 
| stated that during the year 1920 the com- 
ny acquired further interests in Empreza de Melhoramentos 
Urbanos (Piracicaba) and Companhia Mogyana de Luz e 
Força. The revenue from these undertakings is proceeding 
on a satisfactory scale. For the purpose of repaying loans out- 
standing and for acquiring the additional interests in Brazil 
the directors had issued the remaining £80,000 of debentures 
and had further issued 8 per cent. 10-year notes for £174,500. 
The profit and loss account showed a debit balance to be 
carried forward of £37,850. The adverse result was due to 
the heavy losses incurred through the fall in Brazilian ex- 
change and to increased charges for interest on loans, &c. 
The chairman, after referring to the heavy loss on workin 
and the depreciation of currency in Brazil which had лш 
the sterling value of the company's revenue to suffer in con- 
sequence, said that there had been an increase in the cur- 
rency earnings, which was very satisfactory considering the 
adverse conditions of trade in Brazil. The several under- 
takings with which they were concerned were all carrying on 
their services to the satisfaction of the local consumers, both 
public and private, new connections were being made in the 
coffee-growing districts, and the fresh interests acquired held 
out good prospects of increasing revenue. Cables to hand 
from Brazil indicated that the worst of the crisis was now 
over, and that conditions tended to improve. Health condi- 
tions had continued good, and the members of their own staff 
and the staffs of the subsidiary companies had all carried out 
their work in the most efficient manner. The speaker wel- 
comed at the meeting the company’s Sao Paulo colleague, 
Mr. Byington, who so ably directed and supervised their Bra- 
zilian business. | 


Stock Exchange Notices.—Dealings in the following secu- 
rities have been specially allowed by the Committee under 
Rule 148a :— : 

Newcastle-upon-Tyne Electric Supply Co.—£633,109 44 per 
cent. first mortgage debenture stock, redeemable 1939, scrip 


certificates; and £100,000 5 per cent. second mortgage deben- 


ture stock, redeemable 1949, scrip certificates. | 

The following have been ordered to be officially quoted :— 

Victoria Falls & Transvaal Power Co.—£1,932,170 5 per 
cent. first mortgage debentures (within Nos. Al to A12,365, 
Bl to B13,600, and C1 to C90,000). 

Prospectus.—Lancashire Electric Light & Power Co., Ltd.— 
An issue of £400,000 74 per cent. prior lien debenture stock 
at 95 per cent. (repayable at 105 per cent.) has been offered 
for subscription this week. The proceeds are required for 
the discharge of the balance of commitinents incurred in the 
extension of the power company’s generating station, distribut- 
ing mains, and substation equipment, the cost of which is 
approximately £850,000. The estimated net earnings avall- 
able for interest, reserves, and dividends for 1921, based on 
the actual profits to September and estimated to the end of 
the year аге £92,000, against £47,356 for 1920. The profit 
for the latter year was seriously affected by the delay in 
obtaining and installing the new plant ordered early in 1919. 
The list was to close yesterday, but as a matter of fact, so 
ready was the response, that it actually closed on the day the 
prospectus was advertised. 

Direct West India Cable Co.—Dividend of 3 per cent., 
free of tax, for the half-year, making 6 per cent. for the 
vear. There has been expended on repairs 46.388, and 496,051 
5 carried forward, subject to E. P. D. and corporation profits 
ax. 

Halifax & Bermudas Cable Co.— Dividend of З per cent., 
free of tax, for the half-year, making 6 per cent. for the year. 
There has been expended on repairs £2,504, and £61,567 is 
carried forward subject to E.P.D. and corporation profits tax. 

General Electric Co. (U.S.A.).—A dividend of $2 per 
share on the capital stock is announced. 

British Insulated & Helsby Cables, Ltd.—An interim divi- 
dend of 9d. per sbare, less tax, on the ordinary shares is 
announced. 

Dumbarton Burgh & County Tramways Co.—A dividend 
of 3 per cent. actual on the preference shares is announced. 
There is no dividend on the ordinary shares. 

British Electric Transformer Co., Ltd.—The profit for 
the half-year ended June was £51,953, against £35,344 for the 
same period m 1920. 

Midland Electric Corporation for Power Distribution. —A 
dividend of 4 per cent. for the half-year ended June is an- 
nounced. 

South London Electric Supply Corporation, Ltd.—4n in- 
terim dividend on the ordinary shares of 5 per cent. per 
annum, less tax, is announced for the half-year. 

Manila Electric Railroad & Lighting Corporation.— A divi- 
dend of 1j per cent, on the common stock for the September 
quarter 18 announced. 

Shawinigan Water & Power Co.—A dividend of $14 per 
share on the common stock is announced. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


Towarps the end of last week an impression became current 
that the Bank Rate was on the point of being lowered, and by 
reason of this expectation, prices of war stocks, together with 
those of other investment securities, were promptly advanced. 
The Bank, however, retained its rate at 5j per cent., and 
money inclined to stiffen in the early part of this week. Other 
circumstances conspire against active business, either amongst 
investment or speculative issues. Foreign exchanges have 
again fallen into a condition of chaos, and at the moment of 
writing, the Irish situation still looks unpromising. People 
ure chary of entering upon Stock Exchange engagemente; they 
confine their attention to investment stocks pure and simple. 

Amongst these, the electric lighting list is being studied as a 
useful field for securities likely to improve in price. County 
of London ordinary changed hands as high as 9 1/16 xd. Ken- 
sington are à up; во are Westminsters and Metropolitans. 
Where prices have not moved, it has been, as à rule, because 
there was no stock to supply buyers who declined to pay more 
than the current quotations. If а man offers the higher of 
the two prices quoted in the Stock Exchange Official List, and 
fails to obtain the offer even at that figure, he can insist upon 
the price being put up. The disadvantage of doing this 18 
obvious enough. Nobody wants to pay more than he is obliged 
to do, and there is always the hope that somebody may require 
to sell, either as an executor or for other reasons, 80 that 
quotations are not advanced, in such investment shares as 
those of the electric light section, until it becomes really neces- 
sary. This is the reason why there are not more rises 1n the 
lists week by week. 

The movements in electric railway stocks are irregular. 
Central London ordinary assented has gone up to 484, Under- 
ground Income Bonds to 763, showing rises of 1 in each case. 
The latter company's ordinary and the A shares are both 
lower, and Metropolitans went back to 24. The Great 
Northern Railway has given notice to the local authorities, 
through which its lines run, of an appeal against their assess- 
ments. If this should prove successful, and any substantial 
reduction should be made in rates, the result would rejoice the 
heart of every railway stockholder in the land, and the pro- 
gress of the Great Northern's appeal will be watched with 
lively attention. The company seems to have undertaken an 
expansive and lengthy job, and it remains to be seen whether 
the resul& will justify the courageous effort. 

The Lancashire Electric Light & Power Co. has this week 
offered £400,000 73 per cent. prior-lien debenture stock at 95. 
The security was shown in the prospectus to be well-covered, 
and the subscription lists, which opened at nine o’clock on 
Monday, were closed 24 hours later, striking testimony to the 
willingness of money to take up sound security offered on 
tempting terms. Amongst the new issue prices, the feature 15 
the way in which Shropshire 7j per cent. debenture has moved 
up to Ii premium on its issue price of 97. North Metropolitan 
and Metropolitan Electric new debentures have both been up 
to 9 premium, a price which evidently tempted a little stock 
to market, because the quotations receded to 54 premium, still 
leaving them with a small improvement on the week. General 
Electric new debenture is quoted 964. Several new issues are 
said to be coming in the near future, and with the conclusion 
of the holiday season, promoters are beginning to get busy 


again. 

“The Midland Electric Corporation for Power Distribution 
is to pay an interim dividend of 4 per cent. on its ordinary 
shares, the same rate as that paid 12 months ago, but the 
capital has been largely increased in the meantime, and the 
money required to pay the dividend is almost double that 
distributed in September, 1920. The ordinary shares are quoted 
at 2Us., the 7 per cent. preference at 168. 9d., and the 5 per 
cent. Ist mortgage debenture stock at 784, business being 
done in the last-named at this price on Monday. Another 
dividend which is maintained, is the 6 per cent. of the 
British Electric Transformer, the company announcing its 
protit as £52,000, an increase of £17,000 as compared with 
this time last year. The 7 per cent. cumulative preference 
shares stand at 17s. and the ordinary changed hands thia 
week at £l. British Aluminium dropped Is 9d. to 15s. 9d. on 
a reduction to 2} per cent.—against the usual 4 per cent.— 
in the interim dividend. In the circumstances, it 18 difficult 
to sav the yield on the shares. 

Anglo-American Telegraph preferred has advanced to 87. 
Chili Telephones are better at 5%. and the rest of the cable 
group is marking time. Great Northerns at 243 parted with 
some of their recent improvement. Marconis have gone back 
to 1 18/16, but Radio Corporation shares of both sorts, common 
and preferred, have risen a shilling or во to 10s. 3d. The 
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dividend announcement in respect of Radio preferred, which 
was expected as long ago as last May, is still wanting. The 
other Marconi descriptions are inclined to follow the heaviness 
shown by the shares of the parent company. | 

German marks have been changing hands on the basis 
of twenty tc the shilling, and this is regarded as an incentive 
to German trade. The German manufacturer, who sells his 
good: over here for sterling, converts the latter into marks, 
and pays wages in his own country in the debased currency. 
This is all very well, of course, as long as he does not go out- 
side his own country to buy anything. When he does that, 
the position is reversed, but so long as he can sell his own 
country’s goods, the low exchange is all in his favour. Never- 
theless, electrical manufacturing shares are firm, on the 
assumption what the safeguarding of Industries Bill will pre- 
vent, to some extent, the possibility of the country being made 
the dumping ground of cheap German products. General Elec- 
tries retain their price at 208. Siemens keep very steady at 
23s. 134., and Metropolitan-Vickers hold their rise at 36s. За. 
The iron and steel market, however, is on the dull side. Bab- 
cock & Wilcox eased off to 23, to rally later to 2 17/16. Vickers 
and Armstrongs are languid. Vickers tax-free preference 
drooped to 138. 9d. Rubber shares are better on the August 
Board of Trade Returns reflecting an increased demand for 
rubber from America and Central Europe. 

Brazil Tractions slipped back to 29, and British Columbia 
Raiway stocks are heavy. Canadian General Electric pre- 
ferred weakened to 1023. Rangoon Electric Tramways 6 per 
cent. preference at 34 are ds. down. Mexican Utility 
bonds and shares are being neglected. Foreign sales of 
Puebla Tramway Light and Power common shares, led to 
the price giving way to 51. Other foreign issues remain 
uninteresting. 


SHARE LIST OF ELEOTRIOAL COMPANIES, 


Номи ErnmorRICOITY ОомРАИШВ, 
Dividend Price 


^. Bept. 20, Yiela. 
в i 1 e : Бр" Rise or fall, 30 5 а 
rompton Ordi оо 0 0 ee те 
Charing Cross Ordinary T Ve 1 B hi ~ 9 8 4 
do. do. do. 4 Pret.. ° $à 4 — 7 4 4 
Ohelsea.. ae oe ee oe 4 6 Bi xd — 9 18 
Ону ot London ee ee ee 18 14 Ia xd - 10 8 0 
do, do. 6 per oent. Pref... 6 6 178 — 6 172 
County of London ee ee ee 8 8 9ха — 8 17 10 
do. do. 6 per cent. Pref... 6 6 вА 774 
Kensington Ordinary .. .. 9 9 1i +h 10 31 10 
London Eleotrio ео oe ee Sè 1 — 7 10 0 
do. do. брег cent. Pret... 6 6 28 — 10 9 0 
ad 43 per cent. Prei. A ü è М 113 5 
. per cen 0 е ee | á + Y 7 
Gt. James'and Pall Mall ..  .. 19° 1$ T! S 948 
Bouth London us es 6 7 15 — 10 18 2 
South Metropolitan Pret... eo 9 7 15/9 — 8 17 10 
Westminster Ordinary ..  .. 10 10 ti tà 810 2 
TELEGRAPHS AND TELEPHONES. || 
Anglo-Am. Tel. Pref. о оо 6 6 +1 618 0 
do. ІХ] ee ee lj là 17 = 8 14 2 
Chile Telephone  .. T e. 6 6 5 +4 611 7 
Cuba Bub. Ога. oe эө oe 1 1 1 — 9 6 В 
Eastern Extension ee ee ee 10 10 1 — 6 1 0 
Eastern Tel. Ота. oe ee ee 10 10 173 — R 2 4 
Globe Tel. and Т. Ота, .. . 19 10 1 — 6 1 0 
do. do. Pref, ee [EJ 6 6 — 6 6 4 
Great Northern Tel, „ BH M 24 — à 911 0 
Indo-European ee ee ee 10 10 BO — в 6 
Marooni is Ж» € „ 2 15 e — is 8 5 6 
Oriental Telephone Ord...  .. 19 19 P PE — *5 16 6 
United K. Plate Tel, ee ee B B — *6 13 4 
West India and Panama ee ee Nil Nu 6/8 == Nil, 
Western Telegraph.. ee ee 10 10 16 — *6 1 2 
Homs Rans, 
Central London Ord. Assented .. 6 4 184 +1 8 5 0 
Metro litan ее өе ee ГЕ) 1 1 24 Би 1 6 5 0 
Underground Electio Ordinary". Wil NI 1 =j Nil 
do, do "A" ,, Nil Ni © &.- —6d. Nil 
do. do, Income .. 4 9 764 +1 "818 5 
Fonmiew Trams, 40, 
Anglo-Arg. Trams, First Pref, .. 194 3 - 10 0 0 
"a0. do, md Pref, эө RA 54 3 IM 10 0 0 
до. do, b 96 Deb, ee 6 6 634 — 7. 17 0 
Brasil Tractions  .. œ > Nil Nil 29 —14 Nil 
British Columbia Elec. Rly. Pfce, 6 б 60 — 8 6 8 
do, do. Preferred 6 93/. 513 —1 28 12 2 
do. do. Deferred 8 129. 55 —1 911 5 2 
do. do. Deb. ee 4} 4: 6Bixd hae! 1 5 4 
Mexioo Trams Sper cent. Bonds., Nu Ni 69 +1 — 
do, 6 per cent. Bonds.. Nil Nil 95 — Nil 
Mexican Light Common .. . Nil Nil 9 — Nil 
do, Pref. | ee ee Nil Nil 16 —1 ` Nil 
do. 1st Bond. Ni 5 48 —1 10 6 0 
MANUFACTURING COMPANIES, 
Babcock & Wilooz n. .. 15 18 2 — 6 11 2 
British Aluminium Ord, .. .. 10 10 15/9 —1/9 — 
British Insulated Ord. .. .. 15 16 172 — 9 12 0 
Callenders se ee ee ee 15 16 Ya cR 10 8 8 
10 64 Pref, oe ee ee 64 64 18,9 — 618 8 
Crompton Ord. es T .. 10 10 14.6 — 13 15 10 
Edison-8wan ee ee e. oe 10 — 776 == — 
do. do. брег dent. Deb, .. 6 5 68 — 1171 
Electric Construotion .. 10 10 16/9 — 11 18 10 
English Eleotrio  .. .. T 8 8 10/6 6d. 15 4 8 
Do. Pref. ee ee 6 6 . 14/- — 8 11 6 
Gen. Bleo. Pre. 684 6 17/9 +34, 1 6 6 
до. Ord. КА oo 10 10 20/- — 10 0 0 
Henley oe ee ee ee 15 15 : at” EM 10 5 0 
do. 44 Pref, "ee ee ee 10 43 3 mg 618 6 
Indis-Rubber ee өө oe са == — 
Met.-Vickers Pret, .. ee ov 8 8 15 т 8 16 10 
Biem ens Ord. ee ee ee 10 10 144 = ^8 13 2 
Celegraph Оой, oo oe » 2 20 213 +4 '511 9 
* Dividends paid free of Income Tax, 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, September 21st. 


—̃ v—-— — 
CHEMICALS, é&o, р шн | 
а Acid, Oxalio ee ee ee ee per lb, 734, id. dec, D 
a Ammoniac Sal T АЯ .. рег ton £65 - 
а Ammonia, Muriate (large orystal) T £58 E 
а Bisulphide of Carbon iw si i T " 
а Borax .. T m ‘ie i M £81 : 
а Copper Sulphate  .. aa os 5 £81 
а Potash, Chlorate .. АР .. рег lb. ва, 
а te Perchlorate oe a ” 6d. es 
а Shellac .. E "em Ж" .. рег cwt. £15 10s, 20J- ine, 
a sulphur, Sublimed Flowers và " £16 " 
а Т ump oe ee e » £15 
а бода, Chlorate ee ee . per lb. Bad. 
а „ Crystals - se .. рег ton P "m 
а vodium Bichromate, casks ee рег lb. Tad. 1d. inc. 
METALS, &с. 
p Babbitt’s Metal Ingots .. .. per ton £90 to £275 
с Brass (rolled metal 2" to 12" basis) per lb. 104d. 
€ „ Tubes (solid drawn) гта is 1/03 to 1/01 А 
€ „ Wire, basis a " làd. 
с Copper Tubes (solid drawn) oe " 1/24 
c " Bars (best selected) .. per ton £103 
© [TI Bheet ee ee oe oo „ £103 
с i Rod a са n £103 T 
d „ (Eiectrolytio) Bars i 5 £1 10, inc. 
d „ 1 Sheete 90 10 2145 10s vs 
< » [T] no Ее U ib m 10;- ine. 
ў - C. Wire.. per Ib. ade Xd, inc. 
f Ebonite Rol... б ты 
* Sheet. ve ee ee " 8/- ee 
п German Silver Wire we S ^ 279 T 
В Gutta-percha, fine .. ра өгө е 12/6 1,1 dec, 
h India- rubber, Para fine. T" " 1,01 id. dec, 
| Iron Pig (Cleveland Warrants) .. per ton Nom, 10 
I Wire, galv, No. 8, P. O. qual. „ £30 ; 
g Lead, English Pig .. vs e" ^s 221 5% dec. 
g Mercury .. s T .. per bot. | £9 16s. to £10 5j- dec. 
e Mica (in original cases) small .. per lb, 8d. to 3/- с 
в [T] 90 59 medium eo "» 4/- to 8/- oe 
e П) „ [T] " large ee »n 10J. to 20J. & up oe 
p Phosphor Bronze, plain castings., i 1/4 to 1/9 oe 
P n „ rolled bars and rods " 9/1 to 2/6 
p у » rolled strip & sheet » 9/3 to 9/1 
d Silicium Bronze Wire ss .. per lb. 1/33 "m 
г Steel, Magnet, in bars $e н 1/8 . 
а Tin, Block (English) ^ .. per ton #155 £5 dec, 
m . , Wire, Nos. 1 016 .. . per ld. 3/ . 
p White Anti-friction Metals ee per ton £65 to £275 ; 


Quotations supplied p 
а G. Воот & Со. g James Sw айы 
с Thos. Bolton & Sons, Ltd, h Edward Till & Co, 
d Frederick Smith & Oo, і Bolling & Lowe. 
e F. Wiggins & Bons. 1 Richard Johnson & Nephew, Lid. 
f India-Rubber, Gutta-Percha and m P. Ormiston & Sons, 

Telegraph Works Co., Ltd. р-—— 

г W. F. Dennis & Оо, 


А.с. Periodicity in Mills. —In a paper before a recent 
meeting of the American Iron and Steel Electrical Engineers, 
aud American Institute of Electrical Engineers, Pittsburg, 
Mr. B. G. Launne (chief engineer of the Westinghouse Elec 
tric & Manufacturing Co.) discussed the growing tendency to 
adopt 60-cycle in preference to 25-cycle power in connection 
with the electrical operation of steel mills. He pointed out 
that much of the heavier steel-mill service was at relatively 
low speeds with direct-connected motors, on the basis that 
large, high-speed, high-power gears would not be satisfactory. 
However, speeds, frequencies, aud the economical combina- 
tion of poles were intimately related. High speed resulted ш 
lower first cost of a machine, but low speed was most in 
demand in steel-mill work. In the development of induction 
motors the tendency was towards higher speeds, and 60 cycles 
presented material advantages. Опе condition which now 
lent itself to the use of 60 cycles in steel mills had been the 
increased use of gearing, thus allowing higher-speed motors. 
For many kinds of service, gearing was now used where direct 
connection, a few years аро, was considered to be the only 
method. In consequence, the speeds of the motors used in 
steel-mill work would in future average much higher than 
in earlier praetice.—1[ron and Coal Trades Review. 


Gas v. Electricity, —ATrTITUDE or GLASGOW ASSESSORS.—À 
remark by the City Assessor at a Glasgow Valuation Court, 
last week, that he is prepared to assess houses lit by gas at 
9 per cent. less than those lit by electricity is being much 
discussed. A householder, writing in the Glasgow Нетай, 
says it would be interesting to have the assessor's reason ef 
this attitude, and goes on to кау: “ The Corporation advocate 
the use of electricity on health grounds. They say there ar? 
no fumes, dust, dirt, or vitiation of atmosphere. Now 1% 
assessor's proposal is a distinct discouragement to those 2; 
tending to substitute electricity for gas. The writer had 
intended doing so, but the assessor's pronouncement, couns' 5 
caution. I have no doubt many others are of like mind, Il " 
as а consequence, men who would be employed instalne 
electricity are idle." 


* 


; | 
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THE BRITISH ASSOCIATION.—11I. 


On Saturday and Sunday, September 10th and 11th, ex- 
cursions and church services were arranged. The coach 
proprietors put on extra services, but the cold and wet 
weather deterred many, and most of the special excur- 
sions were poorly patronised. 

In spite of great sectional activity on Monday morn- 
ing, шеге was not a great deal of matter of direct 
electrical interest, although there were several allied 
subjects which may be mentioned. 

Section A (Mathematical and Physical Science) had a 
short paper by Prof. C. G. Barkla, F. R. S., on The 
Energy of X-radiation." This was necessarily largely 
of a mathematical and diagrammatic nature. The 
quantitative study of the energy transformations occur- 
ring when X-radiation passes through matter is of first 
importance in any consideration of rival theories of 
radiation, and it is of the greatest interest to summarise 
our knowledge of these measurements and study their 
significance. This Prof. barkla endeavoured to do. 
He pointed out that processes of radiation and absorp- 
tion may be, and are, continuous and without limiting 
condition. They are governed by chemical laws. But 
radiation also takes place ‘from atoms under certain 
critical conditions, possibly from atoms in an abnormal 
or, at any rate, exceptional, state.  Definite changes 
then occur, and a definite amount of energy is thereby 
liberated—a quantum. The corresponding absorption 
is not then a direct effect on electrons in a field, but is 
an atomic phenomenon. We shall, however, said Prof. 
Barkla, have to learn much more of the atom before 
we can picture the process. 

In Section С (Geology) a lively and practical discus- 
sion took place concerning the search for oil in Scotland, 
а subject not without воше interest to power producers. 
lt seems, however, that the hopes of а home oil industry 
have to all intents and purposes vanished. Section C 
also discussed with Section G the proposal to build a 


mid-Scotland canal, but here also the ‘‘noes’’ were 
prominent. Section F (Economics) continued its 
discussion of economic and industrial questions.  Par- 


ticular attention may be called to a paper by Dr. Mary 
T. Rankin. It contained a review or the legislation 
regarding so-called compulsory arbitration, which most 
of those engaged in business know all about, and put 
forward one or two more or less Utopian ideas which 
were severely, not to say rudely, handled in the discus- 
sion. 

Tuesday, September 13th, was the day of electrical 
interest in Section G, four papers being presented, which 
will be given in abstract later. Unfortunately, Mr. 
Sydney B. Donkin was prevented by illness from read- 
ing his paper on the new electricity supply station of the 
Edinburgh Corporation for supply in bulk to the city 
and to the Lothians, and it was taken as read in his 
absence. Dr. S. P. Smith's paper, compiled from notes 
supplied by no fewer than 21 firms, followed, after 
which came Mr. John Scott-Taggart’s paper describing 
two new negative resistance devices for use in wireless 
telegraphy. On neither of these three papers was there 
any discussion, and we got to Dr. T. F. Wall’s paper 
on “Тһе Long-distance Transmission of Electrical 
Energy Generated by Means of Tidal Power," which 
dealt with another aspect of the much discussed and 
now, temporarily, at any rate, abandoned Severn scheme 
of the Ministry of Transport. The Report of the Com- 
mittee on Complex Stresses was submitted, and in the 
afternoon there was a visit to Rosyth. During the 
reading of Mr. Scott-Taggart’s paper messages were 
received from the Eiffel Tower and the Admiralty station 
Y Aberdeen, but there was a good deal of interference 
bY local stations. 


There is not much calling for reference in the other 
Sections. А great gathering assembled for a joint dis- 
cussion by Sections А, C, D, and К, on the age or the 
earth. 

In Section B (Chemistry), Dr. J. S. Owens gave a 
further account of the experiments he is carrying out 
for the Advisory Committee on Atmospheric Pollution, 
all of which tend to show the need for restricting in 
some way the use of raw coal in factories and for 
domestic purposes. Dr. Owens measured the dust in the 
air of Edinburgh during the meeting, and found it 
more unclean than in London, a fact which was given 
due prominence in the local papers. 

The Fuel Economy Committee of the В.А. is attached 
to Section B, but this year no report was actually sub- 
mitted. As a matter of fact, a short one is in existence 
which relates that no work has been done during the 
past year owing to the disturbed industrial conditions 
and the unfortunate illness of the chairman (Prof. 
W. A. Bone). The Committee asks for reappointment 
to complete the programme laid down in its third report, 
and indicates its intention to bring oil within the ambit 
of its future deliberations. 

In Section F (Economics) a paper on Trusts was read 
by Prof. D. H. Macgregor, to which we may have occa- 
sion to refer later. It reviewed the development ot the 
Trust in relation to large and small businesses, and dis- 
cussed the criterion of fair competition. 

Section I (Physiology) had a discussion on the Physio- 
logy of Heavy Muscular Work, which kept rather too 
much to the purely physiological side, although it 
brought out many interesting points. 

The only Section of interest to our readers that met 
on Wednesday was G (Engineering), when papers on air 
lift pumps were read by Dr. J. S. Owens; '' Modern 
High-speed Centrifugal Pumps," by Dr. S. F. Barclay 
(of Mather & Platt); and ‘‘ Iron Bacteria in Relation 
to the Incrustations of Pipes," by Dr. David Ellis. 

During the discussion on Dr. Barclay's paper on 
centrifugal pumps, Prof. F. C. Lea expressed his anxiety 
to ascertain whether electrically-driven centrifugal 
pumps were ultimately more economical than steam- 
driven reciprocating pumps. The author had stated 
that a set of reciprocating pumps would cost about five 
times as much to install as an electrically-driven cen- 
trifugal set, with which he agreed, but he was not во 
sure that a centrifugal set would prove to be cheaper in 
the long run, say, for a year’s working, having regard 
to the present cost of electrical energy for power pur- 
poses. The author, however, in his reply, pointed to the 
additional advantages of the centrifugal set, viz., the 
smaller space required, and the fact that there was no 
expenditure on boilers. Again, if a user could be con- 
vinced of a saving of something like £10,000 in capital 
expenditure, it would influence him to a very great 
extent; the advantages attaching to automatic starting 
were also of great value. The morning’s proceedings 
were rather rushed, there being, in addition to the 
papers on the programme, two others contributed by 
Prof. Timoshensko, of Zagreb, Jugo-Slavia, on dynamic 
and static stresses in steel rails, and the vibration set 
up on a bridge by the force of insufficiently balanced 
wheels passing over it, which were briefly explained by 
Major Southwell; and another by Mr. J. D. Watson, 
of Birmingham, on the use of sewage gas for power 
purposes. Consequently, not very much time was avail- 
able for discussions, which were reduced almost to mere 
questions and answers. 

On the motion of Prof. Howe, the Recorder o. the 
Section, a vote of thanks was accorded Prof. Gibson for 
his services in the chair throughout the whole meeting. 

The meeting in 1922 will be in Hull, in 1923 in 
Liverpool, and in response to a request from the 
General Committees, the Sectional Committees have been 
considering an invitation from Toronto for 1924, and 
passing resolutions in favour of accepting it. 


— PUENUEUPUMEMUNEEDMA ME СОО АЛТИ 
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The Utilisation of Tidal Power with Special Reference to 
the Severn Estuary. 
By Pror. F. С. Lea, D.Sc., M. Inst. C. E., M. Inst. M. E. 
(Abstract.) 
Section G.—Engineering. 


Tse range of tides of the River Severn is very much higher 
than in any other estuary round the coast of Great Britain, 
and it would appear therefore, with the uther conditions 
being at all equai, that it would be particularly suitable as а 
source of power production. In the neighbourhood of ihe 
junction of the W ye and the Severn, the rise of the spring 
tides is at times about 50 ft. If such a rise could be depended 
upon day by day throughout the year, the amount ot power 
available would be very large indeed, and there is every 
probability that it could be used economically. ‘he пеар 
tides, however, may be us low as 16 ft. Тһе probiem 18 
furthermore complicated by the tact that during any monto 
there are two mummun values ot the neap tides und vwo 
maximum values ol ine spring tides. Towever, the vimes 
of high and low tides are continuously changing from day vo 
day. 1f а number of industries couid be established in the 
immediate neighbourhood, the hours of working of which 
could be adapted to the tides, the problem agau would be 
very much eunplitied, but that is an ideul condition. The 
storing of power hydraulically meuns a large expenditure on 
civil engineering works and also on hydraulic plant. Tur— 
bines would be required in the barrage to generate power at 
times controlled by the tides. This would have to ve used, 
partly to supply the demand and partly to drive electrically- 
driven pumps for raising the water to a suitable storage 
reservoir. 1t might be quite possible io шаке centrifugal 
pumps to raise the water to the impounding reservoir rever- 
sible so that they could be utilised as turbines when necessary. 
lo convert the energy of water in the reservoir to electrical 
energy we may assume for pipe line and turbine an etticiency 
of 75 per cent., und for the dynamo an efficiency of 95 per 
cent.; and it is probable that this would again have vo 
be transformed to a higher potential for distribution, so 
that the efficiency from turbine horse-power at the barrage to 
distributing station would probably be much less than 43 per 
cent. and might well be as low as 40 per cent. Assuming a 
mean efficiency for the turbines at the barrage of 80 per 
cent., which is probably high, the available horse-power at 
the distributing station, if all power had to pass through Ше 
reservoir, would probably be of the order of from 32 per cent. 
to 38 per cent. of the available tidal power. 

The final answer to the question whether it is worth 
while installing reversible turbines will have to be made 
when it is shown that such a turbine can be economical as а 
turbine and as a pump, and when the capacity of the station 
has been fixed. How far it will pay to incur expense in 
connection with high-level reservoirs for storage, and what 
their capacity should be, can clearly only be determined on 
reference to the probable cost of all other works. For ex- 
ample, suppose the cost of the barrage is £10,000,000, the 
total cost of the machinery to give an output of 300,000 h.p. 
is £18,000,000, and the cost of the reservoir £5,000,000, then 
if by doubling or even trebling the cost of the reservoir the. 
power can be increased by, say, 50 per cent., the cost of the 
energy per unit will have been considerably reduced. 

Instead of making a high-level reservoir 16 might be pos- 
sible to enclose part of the basin by suitable dams, and thus 
to have a number of basins in which the water could be main- 
tained at levels which could be arranged to give а more 
continuous constant supply than one basin can give on any 
day, but it is very doubtful indeed if such a scheme could 
utilise anything like the same proportion of the available 
energy as the high-level reservoir scheme; and it ів possible 
that the capital cost per annnal unit of power would be much 
greater. It is possible to utilise both the falling and rising 
tide to produce power, but it is very doubtful indeed if any- 
thing would be gained by this at the Severn. Turbines could 
be arranged in the barrage whereby both the falling and the 
rising tide could be utilised without reversing the turbines, or 
used, if desired, for the falling tide only. 

Assuming the turbines to be producing nower only when 
the tide is falling, to arrive at an estimate of the energy avail- 
able in kilowatt hours (or horse-power hours) per day, it is 
necessary to know the range of tide for each day and the 
quantity of water to be taken from the up-stream basin, and 
it is in addition necessary to fix the mean head under which 

rbines work. | 
ы clear that if there is to be anything like a constant 
output from the scheme, or if power is to be obtained when the 
tide is not running, а storage вукіет of some kind is very 
necessarv. Suppose a mean of 250.000 h.p. is obtained from 
the barrage at nean tide for nine hours per day, say, from 
3.30 a.m. to 8, and from 3.45 p.m. to 9.15 at night. If the 
ordinary demand hours are supposed to be between 8 a.m. 
and 6 p.m., then on this day about 90 per cent. of the energy 
will have to be obtained from the high-level reservoir. This 
can, of course, be easily stored on those days when the bar- 
rage turbines are giving more than 200,000 h. p., and, pro- 


vided sufficient pumping plant is installed, the turbines in 
the barrage that wil give about 342,000) h.p. at пеар tudes, 
wil give the necessary power to drive the pumps. 

If suitable storage could be provided, there should be avail. 
able, assuming tor the whole system an average of дә per cent, 
elliciency, a mean output of not less than 500, 000 h. p. lor a 
10-hour working day. ‘This capacity will have to ve much 
greater than that which ensures a daily supply corresponding 
to the пеар tide supply. In connection мзш this it shuulu 
be clearly recognised tuat when power nas бо reach the ш. 
tributing station by means of the service reservoir, the effici. 
ency is less than 45 per cent., and the more the mean load 
exceeds the пеар tide output the less the overall emciency. 


Again, it should not be overlooked that the barrage turbineg 


сап only produce power at the will of the tides, and thus at 
those times of the day when the load 38 heaviest the barrage 
turbines may not be at work. | 

The number of turbines required, if working оп a half-tide 
system, would be from 600 to YUU, depending upon the horse. 
power of turbine, e.g., turbines of 10 ft. and lo ft. diameter, 
respectively, have horse-powers, at 17.8 ft. head, of 2.400 and 
3,600 respectively. If, however, we work on the system of a 
range from 6.5 ft. head to 6.5 ft. head and a fall of half a 
tude, the number of turbines will be only from 400 to 000, 
depending upon the size of the turbine determined upon. 

At neap tides, the total power availuble is 372,000 h.p. for 
nine hours рег day. The mean head is 9.3 ft., or at пеар 
tides, 481,600 h.p. could be produced for six hours рег day 
on the half-tide system. 

If for a mean head of 9.3 ft., each turbine had a horse-power 
of say, 1,000, then the number of turbines required would be 
372,000/1,000 = 372. 

In the half-tide system the number of turbines to give 
481,600 h.p. at 8 ft. head would be much greater. So that 
from this point of view it will be better to work on the vari- 
able head system. 


The type of turbine to be used at the barrage must almost 
essentially be the modified Francis turbine, known as the 
mixed-flow turbine. The guide blades for these can be made 
fixed or movable. If the guide blades are fixed and the 
dun varied, the efficiency can probably be kept more con- 
stant. 

‘Lhe use of reaction turhines working under a head of 50 
ft. or 660 ft. has not been yet developed, but it should be 
possible. For starting up the pumps, it may be desirable w 
be able to run the motors beyond the steady speed, and ior 
this reason direct-current motors may have a distinct advan- 
tage. 

Finally, it would appear from these preliminary calcula- 
tions, that it should be easily possible to depend upon a 
minimum mean output per day at the barrage of 2.5 x №" 
h.p. hours, without any high-level reservoir, but the horse- 
power would vary with the variation of the tide. If this 
could be used at its time of generation. there would be 
no necessity for an auxiliary reservoir, but it might be neces- 
sary to have expensive electrical plant in order to keep a 
constant potential on the distributing line. The only hope 
of using the power economically as produced would be at 
special chemical and metallurgical works where the ihifts 
might perhaps be adapted to the vagaries of the tide. This 
does not appear to be a verv likelv possibility. 


The Long-distance Transmission of Electrical Energy 
Generated by Means of Tidal Power. 


Section G.—Engineering. 


Ох September 13th, Dr. Wall's paper, abstracted in our lae 
issue, was read, and in the course of the discussion Prof. G. 
W. О. Howe (Recorder of the Section) said that a great deal 
of attention had been devoted to the quarter-wave system df 
working during the last year or two, especially in France. 
Our knowledge of the transmission of electro-magnetic waves 
along cables was largely due to the work of Prof. А. E 
Kennelly. of Harvard University, wliom he asked to take piri 
in tbe discussion. 
Prof. A. E. KENNELLY, after complimenting Dr. Wall on his 
paper, said tliey should be careful to avoid giving voice 10 
criticisms of a plan of the kind dealt with on account of its 
great novelty, because objections and difficulties were cl 
to arise in their minds, in view of the experience with the ordi: 
nary low-frequency transmissions which they were accustome 
to. It was by means of novelties that they were making pto 
gress, and it seemed to him that if one did no more tban 
study what might occur on such a system, one Was о 
to go on learning. This was the first serious proposal a 
he remembered having seen of power transmission 0D 8 con 
siderable scale over fairly long lines at a telephonic frequen 
в frequency which would be ordinarily looked apen as a hig Т 
harmonic of the working frequency. Proposals had been mati 
to operate at half-wave frequency, but not to adjust Уз 
quarter-wave frequency, so їаг as he knew; thai had tar 
looked upon as a bugbear, something to be dreaded $ i 
than welcomed and entertained. It seemed to bim ths 
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method could be studied effectively in the laboratory. before 
attempting any serious expenditure, by means of artificial elec- 
tric lines. This would be relatively inexpensive. He hoped 
the matter would be carried further, with a view to deter- 
mining the possibilities of such a method as that indicated 


in the paper. | 
Prof. F. С. Lea referred to the author's remark that it was 


recognised that for total power production the machines must 


of necessity run at rather low speeds in such a scheme as 
might be carried out on the Severn. '1һеге were considerable 
limits to the power of the machines, and, therefore, in con- 
templating the production of a very large number of units 
of power, aud considering that these macnines had to run at 
low speeds, he asked the author whether he still thought there 
would be an inherent ditriculty in that. 

Prof. F. G. Batty said that one could not help feeling that 
this might not be the right application for Dr. Wall's very 
ingenious idea, but it was very desirable that everybody should 
put torward ideas for hydro-electric stations with variable 
frequency and variable supply, so that out of the mass of 
the proposals it might be possible for engineers to agree to 
some acceptable proposal. 

Dr. WALL, replying to Prof. Lea, agreed that there would 
still be a large number of machines, but his proposal was to 
do away with half of the machines proposed by the Ministry of 
Transport. А system of generating and distributing d.c. en- 
tirely bad been suggested as an alternative, but there again 
the expense would be a drawback, and it was not considered 


advisable. 


Notes on the New Electricity Supply Station of the 
| Edinburgh Corporauon. 
By S. B. рохкіх. (.ibstract.) 

Section G.—Engincering. 
IMMEDIATELY prior to the war it was found that the limits of 
distribution direct from the existing generating stations of 
the Edinburgh Corporation had been practically reached. 16 
was, therefore, economically desirable for any new plant, or 
new generating station,- to produce h.p., 3-phase а.с. wnich 
could be distributed by means of less costly teeders to various 
sub-stations in the supply area. Ihe Corporation decided that 
à new site should be acquired, and a stauon erected at 
Portobello. ‘Lhe Westbank site secured was ошу 20 Il. above 
the sea level, and there was sulfivieut space for a station 

having an ultimate capacity of 100. C0 KW. 

On June 3Uth, 1919, the Board of Trade allowed the work 
of the Fortobeilo station to be proceeded with. "1hree 1U,UUU- 
KW turbo-aiternatur sets were to be installed with requisite 
boiler plant, ёс. Houghly speaking, the urea to be supphed 
by the station 1s bounded by Linutugow and Bathgate on the 
west; by North berwick or Dunbar on the east; and vy 
Penicuik and Gorebridge on the south. 

А site was acquired large enough to accommodate sidings 
sullicient to вайыу the requirements ol the raliway company, 
and to enable the Corporation to have room to erect gas-pro- 
ducing and by-product recovery piant should the raising of 
steam from соз! by such a process prove at any time ш the 
future to be econumically sound. 16 was further acquired 
S0 as to enable parts of the clay pit on the site to be filled up 
by ash refuse from the power nouse when ıt was in operation. 

The author exhibited lantern slides showing the general 
arrangement of the power station, together with the sidings. 
aud with the sea work for condensing water, also the coaling 
scheme. and ash duct. Coal will be brought on to the sidings 
provided on the clay pit site, and the trucks will be einptied 
by means of a rotary tippler into a hopper below ground 
level. Ihis hopper will 1eed a belt conveyor running in a 
tunnel from the clay pit site to the power-house site. On 
the power-house site this conveyor will discharge the coal on 
to another belt conveyor, which in turn will discharge it into 
hoppers feeding gravity bucket conveyors, which will carry 
the coal into the bunkers over each boiler house. The belt 
conveyor from the clay pit site will be able also to tip the 
coal into a store on the site, from which a travelling jib crane 
will grab 46 and distribute and store it over the power-house 
site. This jib crane will also collect the coal from the site 
and discharge it into the hoppers feeding the gravity bucket 
conveyors. ‘Lhe coaling plant is being provided by the Mitchell 
Conveyor & Transporter Co. and by Messrs. Fraser and 
Chalmers. The boilers are of the Stirling Boiler Co.'s tridrum 
type with superposed steel tube econonisers. Three types of 
stokers will be adopted: the Babcock & Wilcox chain grate, 
the Erith Riley grate, and the Underfeed Stoker Co.'s self- 
contained travelling grate, all fitted with forced and induced 
draught fans driven by motors. The steam pressure will be 
900 lb. per sq. in., and the total temperature will be 700 deg. 
F. Six boilers are being provided at present, two being able 
to provide sutticient steam for one 10.000-k W turbo-alternator. 
Une short steel chimney is provided for every two boilers, and 
each chunney is designed with a dust catching device at its 
base. This has been found necessary with induced draught 
when the poorer classes of coal are used. The turbo-alternatora 
aré of Messrs. Brown, Boveri & Co.'s manufacture, and the 
condensing plant js made by Messrs. W. H. Allen, Sons and 
M As already mentioned, there will be three sets, each of 

0 KW normal output, but each having a maximum con- 


tinuous rating of 14,700 kVA. А 70ton travelling crane will 
be provided in the turbine house, made by Messrs. Marshall, 
Fleming & Co., and the h.p. switchgear is being provided by 
the British Thomson-Houston Co. The whole of the steel- 
work for the buildings has been carried out by Messrs. Red- 
path, Brown & Co., of Edinburgh, and the building super- 
structure by Messrs. J. Angus & Co. The plant for the station, 
which is at present on order, is such that at normal fui load 
the overall thermal efficiency of the station should be 21.0 
per cent., the coal consumption being equal to an expenditure 
of 16,300 B.th.u. per kWh. The system of boiler house control 
is based initially on the scheme devised by Mr. Myers, of 
Shettield. The proposals are somewhat novel, and are, there- 
fore, referred to in detail. ‘The instruments necessary for 
the general control of a boiler house have been divided into 
two main groups—the recording instruments and the indicat- 
ing instruments. The former are placed in a specially-built 
cabin (one cabin for every two boilers), and the latter collected 
wherever possible on one board, and placed in a convenient 
position in front of each pair of boilers. ‘The set of recording 
instruments for each boiler will be situated on one wall of 
the cabin nearest the boiler to which they belong. "The fol- 
lowing instruments are proposed for each boiler : Indicators.— 
Steam flow meter indicator; feed-water meter indicator; coal 
meter; CO, indicator; draught gauge indicator for forced and 
induced draught; steam pressure gauge; steam temperature in- 
dicator; differential draught gauge connection above and below 
each grate. Recorders.—These include recorders for the in- 
dicators and recording thermometers in economiser inlet, 
economiser outlet on water side, and on flue gas side. 

Generally for each group of boilers in one boiler house there 
wil be: A blow-down recorder with chart; a densimeter for 
the blow down; and a feed-water recording thermometer. For 
every group of two boilers feeding one turbine there will also 
be on the indicator board beside the two boilers à kW meter 
to indicate the load on the turbine fed by these two boilers. 
The coal consumption indicator and recorders are proposed to 
be of the type introduced by the Lea Recorder Co., апа will 
measure the rate of flow of coal passing on to any grate in 
a given time with means of adjusting the ratio of weight to 
volume to suit any type of coal in use. It is proposed to 
degas the condensate, plus the make-up, to take out all oxygen 
from the water so as to reuder internal corrosion of boilers 
or economisers improbable. The use of by-product recovery 
plant can be undertaken without much alteration to the boiler 
plant, and will be advised whenever it is profitable to under 
take the additional expenditure. 

The author described the system starting from the sea to 
the pump house and the pipe system through the condensers 
and back to the sea. Two tunnels will be normally used for 
suction and 6ne as discharge; one of the two suctions can 
be stopped and changed over to act as a discharge, and the 
pipe previously discharging can then be used as a second 
suction. There will be grids for the prevention of entry of 
fish or seaweed; these will be washed clean by reversal of 
flow, and the material carried back to the sea. А duplicate 
system of tunnels and pipes across the site will split up the 
system as much as possible to prevent a shut down. 

Experience in the past on the banks of the Thames proved 
that the cost of the tunnelling scheme was less than the cost 
of laying pipes down the foreshore into the water, because so 
much of the system had to be carried out below low-water 
level, and this could only be done by means of a dam 
to keep the water back while the work of construction and 
laying of the pipes was being carried out. The actual cost 
of the tunnelling work now under construction works out at 
£98 per yard run of the tunnel, excluding the cost of the 
shafts. The sea work shafts and tunnels are being carried 
out by Messrs. C. Brand & Son, of Glasgow, and Mr. H. H. 
Dalrymple Hay has been joint engineer with Sir Alexander 
Kennedy and the author, in connection with the design and 
construction of the work. 


The Element of Compulsory Arbitration in Recent 
Industrial Legislation. 


By Dr. Many T. RANKIN. (Abstract.) 
Section F.—Economics. 


THE legislation dealt with is the 'Irade Boards Act, 1918. 
and the Industrial Courts Act, 1919. These Acts were passed 
for the purpose of giving effect to certain proposals for the 
reorganisation of industry contained in the Whitley Reports, 
and must therefore be considered from this point of view. 
The Whitley Reports, while professedly aiming at the self- 
government of industry, advocate the principle that State 
“ assistance '" should vary inversely with the degree of 
organisation in each industry (cf. second Whitlev Report). 
The Trade Boards Act, 1918, was the method adopted for 
providing this assistance." The Act may be applied to any 
trade or part of a trade merely at the discretion of the 
Minister of Labour. State regulation may thus supersede and 
must conflict with the principle of self-government. Simi- 
larly, the Industrial Courts Act, like the Whitley Report, con- 
templates and encourages a vast increase in appeals io Gov- 
ernment arbitration in trade disputes. No Act of such a 
nature can retain a purely voluntary character. 
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THE SHIPPING, ENGINEERING, 


AND MACHINERY EXHIBITION. 


(Continued from p. 371.) 


THE RECORD ENGINEERING Co., Lro., shows four models, all 
built in accordance with its standard design. Fig. 7 shows a 
16-kW ship’s emergency lighting set, consisting of a Silent 
Record ’’ paraffin engine coupled to a 16-kW Sunderland 
Forge Co.’s dynamo. The engine is of the 2-crank type run- 
ning at a speed of 650 r.p.m. All working parts are fitted 
with forced lubrication, and the cylinder heads are removable, 
this being the standard practice for all sizes of engines. A 
24-kW electric lighting set is shown running on town gas. 
These sets are made for petrol, paraffin, town, or suction gas, 
and in sizes from 14 to 250 b.h.p. Anwnteresting engine fit- 
ment is also exhibited by this company, viz., the S.A. impulse 
Starter (fig. 8), which is a standard fitment to any magneto. 
It is easily fitted, and does not ocupy more space than the 
ordinary standard magneto coupling. The construction is 


Ес. 7.—А 16-kw SILENT RECoRD EMERGENCY SHIP’s LIGHTING 
SET. 


* 


simple, and once the engine is started the action is that of 
an ordinary magneto coupling. Accumulators are not required. 
The principle upon which the mechanism of the starter 
operates is as follows: The magneto armature is temporarily 
arrested by the action of pulling the pawl into engagement 
with the armature-plate which 1з attached to the armature 
spindle. The action causes the spiral spring inside the starter 
to be wound up and as a result energy is stored in the spring 
until such time as the cam on the cam casing disengages the 
pawl from the armature plate. Ав soon as disengagement 
takes place the energy stored in the spring imparts a rapid 


Fig. 8.—Тик S.A. IMPULSE ENGINE STARTER. 


impulse to the magneto armature, equivalent to revolving 
the armature at 200 r.p.m.; this produces an intense spark 
in the cylinder which is on the firing stroke. The spiral 
Spring is so arranged that after the impulse has taken place 
the armature plate and cam casing are spring locked, thus 
forming a rigid lock, so that the ordinary timing of the engine 
and magneto is maintained and the starting device then 
functions purely in the manner of an ordinary coupling. The 
pawl-operating mechanism 18 80 arranged that immediately 
the engine revolves under its own power, the pawl is thrown 
out of operation, and its design 1s such that the starter cannot 
come into operation after the engine is running due to the 
pawl being arranged in such a manner that it comes under 
the magnetic influence of the magnets of the magneto, which 


keeps it in position until such time as it is operated by the 
pull-button. 


THE British THomson-Houston Co., LrTD.—Certain items 
of special interest to the shipping and kindred engineering 
trades have been selected for this exhibit, of which the follow. 
ing may be detailed: The portable master controller for 
cranes enables all operations of the crane to be controlled from 
the deck or dockside where full view of the load is obtained 
during all stages of loading or discharging cargo. One man 
only is required, carrying the controller by means of straps 
over his shoulders and moving to the most suitable position 
from which he can control the load. The controller is con- 
nected only by a light trailing cable to contactors mounted 
on а panel which is placed in а convenient position in the 
crane cabin. The B. T. H. electric rivet heater has been de- 
signed to overcome the waste which is generally recognised 
in existing methods of heating rivets. Ihe rivet heater 
consists primarily of a portable iron framework which 
supports & compact air-cooled transformer, the primary of 
which is connected through a six-tap drum controller to the 
а.с. supply. The secondary of the transformer is connected 
to two movable copper electrodes which can be raised or 
lowered by means of foot pedals so that rivets may be held 
between these electrodes and a fixed copper block extending 
below the two electrodes. The rivets are heated by placing 
them in a vertical position between the electrodes and the 
copper block, the whole of the current passing through the 
rivets in parallel. Six heats, from low'' to high,“ can 
be allowed by means of the drum controller on the primary 
of the transformer, to allow for various sizes of rivets or the 
rate of output required. There is no danger of "shock" 
because the maximum potential across the electrodes does not 
exceed 5 volts. Heated rivets can be produced at the rate 
of about 5-lb. per kWh. Electric motors for a.c. and d.c. 
circuits are represented by an exhibit of one of each type, 
both specially designed for marine use. Special marine type 
bearings are fitted, each with two oil rings, and allowing a 
movement of 15 deg. in either direction from the vertical 
positions. Тһе“ double master controller for use with cranes 
and similar machinery controls two motors at the same time, 
allowing both travel and traverse motions to be controlled by 
a single lever. The controller consists of two small barrels 
combined in one frame, both being operated by the same 
lever through universal gear. Another interesting exhibit in 
control gear is the watertight controller rated at 10 n.p. 
200/550 volts, and has five points forward and reverse. À 
pedal switch for electrically-operated capstans, winches, &c., 
allows the operator to have both hands free. The pedal 
plunger passes through a watertight gland, and when the 
switch is assembled on the capstan pit cover it is impervious 
to rain and sea water. When out of service, the plunger can 
be disengaged from the operating mechanism and dropped 
flush with the surface of the switch. When in this position 
the pedal can be locked by inserting a key in the top of 
the plunger, thus protecting the apparatus from misuse. 
Flow meters for steam, gas, air, water, or oil, demonstrate 
the waste-checking value of these simple instruments. А 
portable wireless receiver shown is a complete unit, weighing 
only 20 lb., in a case measuring 13 by 14 by 5 in., and it does 
not require an external aerial or other wires. All that is 
necessary with this instrument is to stand the box on a 
pivot on the detachable cover, connect the telephones. апа by 
simple adjustment tune the apparatus to the vibrations 
of the passing wave. The signals are sufficiently loud to 
enable messages to be taken from stations in France an 
Germany, and the direction of origin of the signals 18 indi- 
cated by the instrument. 


Messrs. PooLry & AvsTIN.—In addition to a range of stan- 
dard a.c. and d.c. motors, the firm shows several interestir^ 
novelties. One of these takes the form of a semi-portable 
chain-driven blower suitable for removing dust, &c., from 
the inside of motors, dynamos, switchgear, and other similar 
apparatus, or for use with a portable forge or brazing hearth. 
The motor is mounted directly above the compressor, the floor 
space occupied being no more than that taken by the com- 
pressor alone, and the set can be easily carried about by one 
man. In a Wilson-Wolf fractional horse-power motor 18 ш 
corporated a reduction gear with a ratio of 28-1, the secon 
motion shaft being in line with the armature shaft and revolv. 
ing in the same direction, the reduction gear being mounte 
in the pullev end bracket of the motor; other motor combina- 
tions are shown, and the motor-generator set converting кү i 
phase a.c. to d.c. for supplying all the d.c. required on 
stand is of the ''Creedy " compensated commutator 9 
The electric wiring installation of the stand for Ше % bs 
of the lights and motor circuits is carried out in C. 8. d 
manufactured by the Greengate & Irwell Rubber Co. » 
Amongst the switchgear included in this exhibit 18 3 110 ; 
of Park Royal Engineering Works, Itd., specialities, 10¢ p 
ing a motor car switchboard of special design. The d.c. 15 Ж 
shown аге Меввгв. Mawdsley's, Ltd., and embody the Ma d to 
ley method of field magnet construction, which 18 claime 
represent an advance on the ordinary interpole type 


Ma 
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A comprehensive display of electrical apparatus of all kinds 
is to be seen on the stand of the N.V. HENGELOSCHE ELec- 
TRISCHE EN MECHANISCHE  APPARATEN-PABRICE, of Holland 
(Agents: Messrs. Williams, Pell & Baring). The centre of 
the stand is occupied by a switch desk (fig. 9) for the control 
of the generator units of a high;pressure three-phase power 
station. The Heemaf desk is of the unit type, lending itself 
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Еа. 9.—НЕЕМАЕ CONTROL. BOARD. 


readily to the extension of the number of generator or supply 
circuits which may be required. It is constructed of steel 
plate panels with nickelled corners and framework, and is 
mounted with flush fitting instruments, control switches, re- 
gulators, and indicators. The example shown has been con- 
structed for an installation in the Dutch East Indies, and 
comprises two generator and svnchroniser panels; the genera- 
tors each have a capacity of 2,500 kW at 3,500 volts. The 
voltmeters. amperemeters, and kilowattmeter for the genera- 
tor and exciter are of the flat scale edgewise type, mounted flat 


Fia. 10.—Heemar Н.Р. Оп. SwrrcH. 


bi the upper panels. On the table part of the desk are push- 
utton switches for operating electrically-actuated oil switches 
and indicating lamps, also a synchronising plug. On the lower 
panels are main and shunt regulators for the exciters, and 
Pa regulator for adjusting the engine speed while syn- 
: nisi. At the back of the desk are integrating kilowatt- 
а в The centre section is used for synchronising 
ns mounted on it a pillar, voltmeter, periodicity indicator, 
he ronoscope, balance voltmeter, and an automatic syn- 
ni uy by means of which the generators can be synchro- 

sed automatically, independent of the skill of the attendant. 
m centre section also contains an ammeter and voltmeter, 

ау switches, indicators, and a regulator for a small rotary 


converter used for supplying d.c. to the auxiliary circuits 
for operating the oil switches. The connections are run inside 
the desk in а neat and substantial manner, all wire ends being 
marked clearly to assist re-erection. | | 

With the Heemaf automatic synchroniser it is imperative 
that electrically-operated auxiliary switches be used for con- 
necting both machines or systems in parallel. The apparatus 
is very simple and consists essentially of two Ferraris alumi- 
nium disks, each provided with a pointer. One of the disks 
18 subjected to the magnetic force of two peculiarly shaped 
magnet systems. which produce a rotating field by current 
taken from each of the two machines to be synchronised. The 
magnetic fields produced by these coils when synchronism 
is reached have a phase displacement of 90 deg., thus placing 
the disk against the action of an increasing force in its extreme 
position. Against this magnetic force acting upon a disk, 
the action of a spring is exerted which tends to bring the 
pointer back to its central position. As soon as the pointer 
reaches the extreme position, it closes an auxiliary circuit 
which, in turn, energises the various control circuits for 
operating an oil switch to connect the incoming generator. 
By using this synchroniser it is claimed the angular displace- 
ment between phases of the two machines to be synchronised 
cannot exceed 7.4 deg. which corresponds to a maximum cur- 
rent rush of 19 per cent. that only lasts from 1 to 3 cycles, 
and can hardly fe detected on a meter. This clearly shows 
that the percentage of error when synchronising units is 
practically negligible. The two pointers will meet only with 
equality of pua and frequency, and with a predetermined 
difference of voltage not exceeding 10 per cent. 

A model transformer kiosk illustrates а compact and inex- 
pensive design of sub-station for use in street distribution or 
isolated plant. The kiosk consists of a concrete base with a 
sheet-steel superstructure mounted on rollers to enable it to 
rotate and bring the doors opposite to any part of the internal 
compartments to give access to the fittings and connections 
as required. In co-operation with Philips lamp works, the 
company has designed a current rectifier that consiste essen- 
tially of a double-electrode argon gasfilled valve, a trans- 
Tormer, and an overload release all contained in a neat enclos- 
ing case. On the 1.5 and 3-amp. sizes when the cathode 
“lament is burned out the bulb is simply reversed in its 
fitting so that the other side becomes the cathode; thus the 
life of the bulb is doubled. An automatic overload switch is 
used in conjunction with the device in such a way that when 
the supply of d.c. exceeds & certain value the current js cut 


Fig. 10 1s a reproduction of a h.p. oil switch mounted on a 
pipe framework with tbe control mechanism and lowering 
device for the sheet-steel welded tank. 

Messrs. I. & M. SrEINGOLD'S exhibit consists of preparations 
and electrically-driven machines for use in the Simplex 
system of treating wooden floors, ships’ decks, &c. Planing, 
sandpapering, and polishing machines are supplied, each of 
which 18 operated by an electric motor, and to avoid raising 
dust or scattering shavings, а hood and suction tube attach- 
ment is provided. 

THE LONDON ELECTRIC FIRM has on view searchlights and 
projectors of various sizes and types, also current-carrying 
cable drums, lamp-lowering gear and winches, small d.c. 
motors and dynamos, &c. The soldering-iron heating oven 
that was described and illustrated in our last issue is shown 
in addition to electric irons, kettles, and other heating ap- 
paratus that is made by the company’s branch firm, the 
Electric Heating Co. It should be mentioned that a speciality 
is made of low-voltage apparatus to suit conditions prevailing 
on board ship. 

Mr. W. HAMILTON WILSOx's stand contains a selection of 
wireless telegraph transmitting and receiving apparatus, an 
X-ray spark coil, and various transformers, condensers. and 
thermo-electric Instruments for the measurement of small 
а.с. currents, radiation, and temperature measurements, &c. 

THE RADO COMMUNICATION Co., LTD., also exhibits devices 
of this nature, including emergency equipment; the sets 
range in power from 4 to 5 kW, one of the former size bein“ 
portable, is designed for use on lifeboats, and has a range of 
60-80 miles. 

The products of Messrs. Ozoxaim, LTD., by the aid of which 
pure ozone 1s produced electrically are too well known to 
need detailed description. Plant of various sizes is shown. 

The models on the stand of Messrs. Hypnavtic Gears, Ib., 
illustrate useful and interesting applications of the Hele-Shaw 
variable delivery pump to ships’ gears, allowing, as it does. 
the electric driving motor to run continuously, and protecting 
it from the severe shocks of the sea. The pump acts on 
hydraulic rams connected to the tiller, and the gear con- 
stitutes a closed hydraulic system in which the operating 
fluid is oil. It is operated by means of a telemotor from the 
bridge, is under perfect control, and quick to respond. 

THE SPERRY Gyroscope Co., Lro.—The instruments on this 
stand are always attractive on account of their delicacy and 
the beautiful way in which thev are made. The gyro com- 
pass and high intensity searchlight have been described in 
our pages; the former has been adopted as standard in all 
the Allied Navies. and since the war the merchant service 
has used it with satisfactory results. The odograph is 
another electrical instrument (invented by Admiral Villiers. 
of the British Navy) that combines the readings of the gyro 
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compass. and the electric log, and traces on а eea chart the 
actual course traversed by the ship. 

Messzs. S. G. Brown, Lrp., show a gyro compass of 
equal interest to that mentioned above; it has also been 
described in our columns. Wireless telephone devices, elec- 
trical and cable instruments, and the '' Cyclux ” self-generat- 
ing lighting set for bicycles are also exhibited on this stand. 

Mepway’s SarETY Lirt Co., Lro., demonstrated a complete 
electric passenger lift controlled by push buttons as well as 
by а switch worked by the attendant in the cage. The firm's 
electrically-operated device for opening and closing lift doors 
and gates is operated by merely pressing ‘a button, and is 
practically noiseless in operation. 

Electric soldering irons (Wheatcroft’s patent applied for) 
are to be seen on the stand of Messrs. Buis & Coe, their 
feature being that the bits are renewable without having to 
dismantle the iron itself. 

Another type of iron is shown on the stand of ACME ATELIERS 
(JEAN LIEBER) DE CONSTRUCTIONS MECANIQUES, of Switzerland 
(Agent, Mr. E. Fehr), and has the copper bit screwed to the 
head of the iron so that bits can be changed from one position 
to another us required. 

THe TELEPHONE MANUFACTURING Co., Lrp., claims to cater 
for the needs of all and sundry, whether it be for shipyard, 
ship, office, works, warehouse, private house, or other uses, 
and it accordingly exhibits a large and varied assortment of 
its prcducts. 

(To be continued.) 


ELECTRICITY IN COAL MINES. 


A CONFERENCE was recently held between the Switchgear Sec- 
tion of the B.E.A.M.A. and Mr. J. A. B. Horsley, H.M. Elec- 
trical Inspector of Mines, with regard to the rules governing 
the construction and use of switchboards in mines; Dr. Gar- 
rard, chairman of the Switchgear Technica] Committee, was 
in the chair. As some of the matters for discussion also had 
their counterpart in factory switchboards, Н.М. Electrical In- 
оү of Factories, Mr. С. Scott Ram, was also invited to 
attend. 

After Mr. Ram had explained the bearing of the factory 
regulations on the points ш question, Mr. Horsley dealt with 
the requirements of the mines rules, and called attention to 
the information contained in Mines and Quarries Form No. 
11 (April, 1921), which contains the electricity regulations 
and the revised official memorandum thereon. 

After full discussion, it was agreed to place on record the 
following views :— 

1. The Isolation of Circuit-breakers for Cleaning or Repairs. 
—In colliery surface switchboards, when a switchboard cir- 
cuit comprising air-break circuit-breakers or contactors cannot 
be shut down regularly, say, once a week, exclusive of Sundays, 
to permit of cleaning and adjustment being carried out with 
safety, means must be provided for isolating such circuit- 
- breakers or contactors. 

9. Screening.—In view of the foregoing rule, provision for 
fixed or movable partitions may or may not be necessary, de- 
. pending upon the nature and design of the switchboard. 

3. Insulating Barriers —When a switchboard has open-type 
bus-bars arranged in the horizontal plane, insulating barriers 
. must be fixed between them projecting at least 2 in. above the 
upper surface of the bus-bars. 

4. Shrouded Circuit Contacts.—When a surface switchboard 
contains cut-outs having surface contacts fixed on the front, 
and the distance between opposite poles is less than 6 in., such 
contacts must either be shrouded or protected by fillets pro- 
vided between the poles. 


LIGHTING IN FACTORIES AND WORKSHOPS 


TEE following is an abstract of Welfare Pamphlet No. 7. issued 
by the Home Office (pp. 20; illustrated. Н.М. Stationery 
Office. Price 4d. net) :— 

1.— Tur IMPORTANCE or LIGHTING. 

The lighting of a factory or workshop is a matter which 
should receive the special consideration of every occupier, 
since it has an important bearing both on {һе health, safety, 
and efficiency of the worker, and on the general efficiency 
of the werk. Since 1913 the subject has been extensively 
studied by the Departmental Committee on Factory Light- 
ing, which has issued two reports.* 

Effect on the Worker.—Complaints as to eyestrain and 
headaches attributed to insufficient light are common. Few 
conditions have a more mentally irritating effect than those 


* First report of the Departmental Committee on Lighting 
of Factories. Vol. I. Report and appendices. (Са. 8.000), 
1915. Price 114. Second report of the Departmental Com- 
mittee on Lighting in Factories. (Cmd. 1,418), 1921. Price 
1d. 


associated with bad lighting, whether the badness is due to 


inadequacy or to glare and shadow, and а worker continuously 
subjected to such conditions clearly cannot be expected to 
work at his maximum efficiency. 

Lighting is undoubtedly an important factor in accident 
incidence. А statistical inyestigation carried out by the De. 
partmental Committee on Lighting in Factories and work. 
shops indicates that accidents of certain types occur more 
frequently during the winter months when daylight hours 
are short.* It is also obvious that proper lighting of dangerous 
parts of machinery is often an essential factor in rendering 
them safe. 

Further, light helps to maintain sanitary conditions in the 
factory by preventing the unnoticed accumulation of waste 
and dirt, and is essential for the maintenance of order and 
decorum. 

Effect on the Work.—Defective lighting tends to affect de. 
trimentally both the quality and the quantity of the work 
turned out. ‘The former point 1s self-evident, as proper critical 
examination of the work by the worker is impossible without 
sufficient illumination. This principle is already usually recog. 
nised for processes of special delicacy, for which care is taken 
to secure adequate illumination just as care 1s taken to provide 
proper tools. Still, even here, it is doubtful whether sufücient 
attention is always given to the requisites of good lighting 
other than mere adequacy—for example, shading and relative 
position of light sources and work. In the case of less fine 
and coarse processes, the importance of good lighting 1s apt 
to be overlooked, though its effect in diminishing the propor- 
tion of spoilt or defective work 18 often considerable. Again, 
defective lighting may affect output quantitatively, thougn, of 
course, in different degrees according to the nature ot the 
work. Some part of an operation may be slightly delayed 
at every performance owing to imperfect lighting, and if the 
operation is repeated thousands of times daily, the cumulative 
effect of these delays will be very large. 

Broadly, therefore, illumination, to bé satisfactory, must 
fulfil the following conditions :— 

(a) That there are no lighting conditions prejudicial to th» 
health, comfort, and safety of workers. 

(b) That it is sufficient for the proper carrying out of the 
work both as regards quality and output. 


9.—FUNDAMENTAL REQUISITES OF боор LIGHTING. 


The conditions determining whether a given system is 
satisfactory or not are so complex, and vary so much with 
the class of work carried on, that it is impossible to do more 
than enunciate certain fundamental principles, and occupiers 
who have reason to think that these are not fulfilled are 
advised to consult a lighting engineer with special ехрепепсе 
of industrial conditions. 

The factors which contribute to a good system may be sum- 
marised as follows :— 

1. Adequacy. 

2. Suitability, comprising :— 

(a) Constaney and uniformity. 

(b) Prevention of glare. 

(c) Avoidance of shadow. 


1. ADEQUACY. 


For most workrooms it is necessary to consider the amount 
of illumination that may be regarded as adequate :— 

(a) For affording safe access from one part to another. 

(b) For efficient carrying on of the work. 

The first of these has been studied by the Departmental 
Committee on Lighting in Factories and Workshops, an 
numerical standards have been recommended for adoption ав 
fulfilling the minimum requirements. 

Briefly, these are :— 

(a) Over the working area.“ or that portion of the floor 
occupled by or in the immediate neighbourhood of the 
machines, benches, plant, or material at which the operatives 
stand or sit in execution of their work, including Ше Bang. 
ways and alleys between or around such working places, f 0:2 
foot-candle.! | 

(b) All other parts of the factories and workshops over which 
persons are liable to pass, e.g., passages, stairways, lobbies, 
0.1 foot-candle ! 

(c) In all open spaces in which persons are employed during 
night, and in dangerous parts of a regular road or way form- 
ing the approach to any place of work, 0.05 foot candle! 

These standards are to be regarded not as embodying idea 
conditions, but as suitable for legal minima. Owing to the 
diversity of illumination existing with any system of lgnung, 
a given minimum means a much higher maximum and aver- 
age. 

9. SUITABILITY. | 

A more common fault than inadequate lighting 18 its 
unsuitability, due generally to inattention to one or more 
the points described below. | І е 

(a) Constancy and Uniformity.—A flickering light is always 
a cause of irritation and may cause accidents. 


* See first report, p. xii. 

t An exception is made in the case of iron foundries. p 
which, owing to the dark surroundings and want of contras 
& standard of 0.4 foot-candle is recommended. 

{The measurements are to be made on a horizontal plane 
at floor level. 
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Attention may also be drawn to the importance of adequately 
lighting the whole of the plane of work, including parts regu- 
larly but infrequently used. For instance, whilst the work 
may be excellently lighted, the place where the tools are kept 
ready for use is neglected, and time and temper are lost on 
every occasion when a change of tool or materials is required. 

Uniformity of lighting is especially necessary on machine 
work which requires the operative to give attention to more 
than one small part of the machine. | 

(b) Prevention of Glare.—The term glare may be used to 
cover any of the following phenomena :— 

(i) The effect of looking directly at a bright source of light, 
во that the worker is prevented from seeing other objects 
properly. Vision is impaired for a short period after the light 
has ceased to enter his eyes. 

(ii) The effect which 1s produced by the presence of bright 
sources of light towards the edge of the field of vision. A 
worker may never look directly at such sources of light, but 
is nevertheless troubled by their presence. This is the com- 
monest form of glare. . 

(iii) The effect which is produced when the surface being 
worked upon is shiny or polished, and reflects light directly 
from some source into the eves of the worker. 

The first two of these forms of glare can be avoided either 
by the proper shading of the light sources or by fixing them 
at а sutlicient height above the worker. 2 

It 1s still common to find shallow shades which were suitable 
for the small electric lamps for which they were originally 
made, used for the modern type of large bulbs which extend 
far beyond the shade and dazzle the eyes when hung in the 
direct line of sight. 

The third form may be remedied by suitable adjustment 
of the light source or by shading with translucent material. 

(c) Avoidance of Shadow.—The shadow шау be that of the 
worker himself, of parts of the machinery or plant, or of the 
material being worked upon. The remedy consists either in 
suitable shading or adjustment of the lamp, or in increasing 
the illumination over the part of the plane of work affected 
so as to neutralise the hadov, 


3.— NATURAL AND ARTIFICIAL LIGHTING. 

Two separate problems in illumination have to be considered, 
one relating to the natural and the other to the artificial light- 
ing. though the ваше fundamental principles apply to both. 

the two problems are quite distinct; in natural lighting the 
positions of the sources, i.e., the windows, are detinitely fixed, 
Whereas in artificial lighting there is almost unlimited scope 
in the arrangement of sources. 

í 4.—MkETHODs ок ARTIFICIAL LIGHTING. 

The methods of artificial lighting of workrooms may be 
classified as follows :— 

l. General lighting, whereby an illumination is produced 
which is approximately uniform throughout the whole room. 

2. Localised general lighting, whereby an illumination is 
produced which is approximately uniform over a portion or 
portions of the гооп in question. 

3. Local lighting, with the object of lighting some particular 
portion of a machine or locality by an arrangement of in- 
dividual lamps acting independently of one another. 

4. Combined local and general lighting. 


— [Examples of alternative methods are given, with illustra- 


tions. ] 

Where genera! lighting is adopted, there is little risk of 
the floor being insufticiently illuminated. With localised gene- 
ral lighting there is danger of some parts being neglected. 
whilst with local lighting the contrast between the brightly 
illuminated work and the comparatively dark surroundings 
necessitates careful attention to the general lighting. 

9.—CaUsEs OF UNSATISFACTORY LIGHTING. 

The principal causes for unsatisfactory natural lighting may 
be classified as follows :— 

l. Old and unsuitable buildings. 

2. Obstruction of light. 

3. Dirty windows. A very common cause of ipsuflicient 
illumination, and arrangements should be made for periodical 
cleaning, as is already the practice with many firms. 

‚ 4. Dirty walls and ceilings. This effect is specially marked 
in factories lighted from saw-tooth roofs, where much of the 
light entering the windows is reflected from the sloping ceiling 
down on to the work. 

The effect of light-coloured walls and white ceilings on the 
general brightness of the room and in affording an effective 
ackground to dark objects is often overlooked, and special 
attention should be directed to this means of increasing the 
illumination in workrooms at a minimum of expense. 

(1) and (2) are specially noticeable in large towns where 
Space is limited, and cannot be completely removed without 
rebuilding or change to another factory. Additional daylight 
may be secured thus:— ` 

te windows should be of adequate size and extend to 
as near the ceiling as practicable. 

2. They should be kept clean, and free from unnecessary 
Obstruction within. | 

3. Vertical light can be reflected into the room by means 
ol reflectors or prismatic glass. 

4. It mav be possible to whiten the surface of an external 


v 


Wall or building which obstructs the light. 


5 The inside walls and ceiling should be white or nearly 
white. | | 

6. The positions of the permanent working points should 
be so adjusted in relation to the windows and to internal 
obstructions of whatever kind to secure as far as practicable 
adequate daylight for each. | 

The chief causes of unsatisfactory artificial ilumination 
may also be classified under а few headings :— 

l. The Provision of too few or too weak Light sources. 

9. Antiquated Methods of Lighting.—As a rule, the methods 
now adopted are modern and efficient, but instances are still 
found of the use of antiquated systems. Gas Jets are objec- 
tionable in many ways—they vitiate the air, are liable to 
flicker, and are so uneconomical that the small capital outlay 
required to replace them by а modern system is rapidly repaid 
by the greater etficiency and diminution in running expenses. 

3. Inadequate Supply.—Inadequate illumination is some- 
times caused by the diminished pressure in the gas mains 
during the period of maximum consumption, and, where the 
electrical energy is generated on the premises, by the installa- 
tion of а dynamo or engine of insufficient output. 

4. Neglect of Upkeep.—Systematic attention to the light 
sources is always necessary in order to obtain maximum eft- 
clency. | 

5. Inside Obstruction. | 

6. Shadows апа Placing of Lights. 

6.—ILLUMINATION REQUIRED FOR THE ACTUAL WORK. 


Perception of Detail. —IThe illumination required for the 
work itself varies so much with the nature of the process 
that every process has to be considered on its merits, and 
depends not only on its nature and the degree of detail to be 
made visible, but also on the reflecting power of the material 
worked on; further, after a certain limit is reached increase 
| N has no effect in assisting the eye to distinguish 
etai. 

Direct and Indirect. Lighting.—Modern methods of artificial 
illumination are commonly divided into three classes : — 


Method. Application. Suitable types of lamp. 

(a) General Lighting ... Single low candle 

power gas-filled 

or high candle- 

| | power meta: fila- 

| nw ment (single or 

< | | in groups) in 

| shades ог en- 
closed fittings. 

. Single low candle 
power meta! fila- 
ment in shades. 

. Single high candle 
power gas-filled. 

. Single hizh candle 
power gas-filled. 


The principal distinction between these systems is that in 
the direct system the light emanates from points, and in 
the indirect from surfaces, whilst the semi-indirect system 
is а combination of both. 

The conclusion indicates. in the form of questions, the 
various ways іп which the lighting of a factory may be 
defective. Appendix I is extracted from the First Report of 
the Departmental Committee already referred to, and deals 
with “ Illumination and its Measurement," while a second 
appendix shows by means of excellent reproductions examples 
of bad and good lighting. 


(1) Direct 


(b) Local Lighting 


(2) Semi-Indirect... General Lighting 


(3) Indirect General Lighting 


— m 


A Glasgow Sale. — Our local correspondent writes:“ A 
three days’ sale of machinery including 200 generator sets, and 
500 searchlight projectors, was conducted at Georgetown 
Factory, near Glasgow, by Mr. Matthew Marshall, Waterloo 
Street, by direction of the Disposal and Liquidation Com- 
mission last week. Buyers were present from industrial 
centres їп England and Scotland, while firms in Natal were 
also represented. Throughout the three days of the sale there 
was keen competition. The prices realised were highly 
satisfactory and compared favourably with those current 
months ago. notwithstanding the slump in trade. Four-hun- 
dred and thirty-two small switchboards for 60 cm. projectors, 
containing voltmeter, ammeter, knife switch, &c., 4864 
15 No 3 Herbert combination lathes, with fittings, about 
£400; a 5-ton electric overhead crane, with lifting, travelling, 
and traversing motions, controlled from the ground level, 
with motors of 220 volts, d.c., £355; 6 in. submersible electric 
pump, complete with oil-driven alternator, 220 volts, output 
350 tons p.h., £22); 3-ton crane, with 60 ft. steel jib, fitted for 
motor drive. £300; 30-h.p. electric motor, by Laurence Scott 
& Co., £160; 50-һ.р. electric motor, d.c.. 220 volts. totally 
enclosed type, £125; 30-h. p. electric motor. d.c., 220 volts, 
with pulley, £120; & 30-cwt. electrically driven winch, with 
parallel drum, fitted with Westinghouse motor of 15 h.p., 
400 volts, £100; 94-kW generating set by Boothroyd, £100; 
507 parabolic reflectors for 60 cm. projectors, #100,” 
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NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Serron-Jones, O'DrLL AND 
STEPHENS, Chartered Patent Agents, 285, High Holborn, London, W.C. 1. 


1921. 


23,245. Condensate ejectors.“ Metropolitan-Vickers Electrical Co., Ltd. 
September 151. (United States, October 22nd, 1920.) 

23.246. Liquid rheostats.“  Metropolitan-Vickers Electrical Co., Ltd. Sep- 
tember Ist. (United States, October 15:һ, 1920.) 

23,253. “ Telephone systems." Automatic Telephone Manufacturing Co., 
Lid. (Automatic Electric Co.). September Ist. 

23.260. Sound signalling systems." Н. Baron (Signal Ges.). September 


st. M 

23,261. *' Electron discharge amplifiers.” British Thomson-Houston Co., 
Ltd. September 1st. (United States, October 29th, 1913.) 

23.264. Electrically heated soldering iron." A. Albrecht and J. Albrecht. 
September Ist. (Switzerland, May ХР.) 

23.285. Aerials for wireless signalling." T. L. Eckersley, A. McLellan, 
and Н. J. Round. September lst. 

23,288. '' Means for fixing insulator, &c., bolts." W. F. Ennis. September 


st. 

23,291. X-ray appliances." М. R. J. Hayes. September 2nd. 

23,294. Electric traction." R. C. Sayer. September 2nd. 

23,302. Electric filament lamp holders." W. W. R. F. Griffiths. Sep- 
tember 2nd. 

23,314. Electric motor." W. C. Fairweather (Diehl Manufacturing Co.). 
September 2nd. 

23,315. '' Motor attachment for sewing machine." W. Fairweather (Singer 
Manufacturing Co.). September 2nd. 

23,316. '' Motor driven sewing machine." W. Fairweather (Singer Maau- 
facturing Co.). September 2nd. 

23,317. Electrically-controlled sewing machine." W. Fairweather (Singer 
Manufacturing Co.). September 2nd. 

23,318. ''Lighting attachment for sewing machine." 
(Singer Manufacturing Co.). September 2nd. 

23,319. Electrically-lighted sewing machine." W. Fairweather (Singer 
Manufacturing Co.). September 2nd. 

23,320. Electric sewing machine," W. Fairweather (Singer Manufactur- 
ing Co.). September And. 

23,321. Electrical connectors and terminal blocks.” 
(Singer Manufacturing Co.). September 2nd. 

23,345. '' Mechanical relays." A. Barr, Barr & Stroud, Ltd., and W. 
Stroud. September 2nd. | 

23,349. “ Electric apparatus for waving hair." G. Boudou. September 
2nd. (France, March 26th, 1920.) 

23,376. Electric discharge devices." British Thomson-IIouston Co., Ltd. 
(General Electric Co.). September 2nd. 

23,377. Means for rectifying low-tension alternating currents," W. H. 
Frith. September 2nd. 

23,404. '' Electrically-operated brakes for self-propelled vehicles.“ №, 
Paddon. September 2nd. | 

23,419. “ Telephone systems," Е. A. Graham. September 2nd. 

23,434. Electric batteries or accumulators.” W. H. Exley and G. H. 
Handasyde. September 2nd. 

23,437. “ High-frequency telegraphy and telephony." Ges fur Drahtlose 
Telegraphie. September 2nd. (Germany, September 29th, 1920.) 

23,451. “ Electrically-heated utensils.” A. G. Bratt. September 3rd. 
23,452. “ Insulating blocks for lamp holders." А. B. Goldsmith and Pro- 
prietary Smallwares, Ltd. September 3rd. 

23,153. '' Holders for electric lamps." А. B. Goldsmith and Proprietary 
Smallwares, Ltd. September 3rd. 

23,469. '' Combined collector and terminal block." W. P. Thompson (Split- 
dorf Electrical Co.). September 3rd. 

23.476. '' Testing points for use in electrical work." С. S. Wilson. Sep- 
tember 3rd. 

23.501. Permanent magnets for electric machines.“ С. Е. Dufaux. Sep- 
tember 3rd. (Switzerland, September 7th, 1920.) 

23.518. Terminal blocks for electric conductors." A. Kirk and R. C. 
Milliken, September 3rd. 

23.523. Switch for controlling electric circuits." W. J. Pritchett. Sep- 
tember 3rd. 

23.535. Composition for screening X-rays and for electrical insulating." 
R. J. Reynolds. September 3rd. 

23,537. ''Cycle electric lighting sets." W. Н. Bentley-Humphries. Sep- 
tember 5th. 

23,539. Commutators or distributors for electric ignition systems." F. W. 
Baker. September 5th. 

23,579. “ Signalling svstems." Radio Communication Co., Ltd., and J. 
Scott-Taggart. September 5th. 

23.594. Miners’ electric safety lamps." A. P. Ford. September 5th. 


23,604. '' Armatures of direct-current electrical machines." С. Н. Fletcher 
and Metropolitan-Vickers Electrical Co., Ltd. September 5th. 

23,610. Frictional driving gear for dynamo-electric machines on railway 
vehicles.“ E. C. Astington, E. T. Flann, and Vickers, Ltd. September 5th. 
23,612. Electric switches." British Thomson-Houston Co., Ltd. (Genera 
Electric Co.). September 5th. | . 

23,617. “ Frictional driving gear for dynamo-electric machines on railway 
vehicles." E. C. Astington, E. T. Flann, and Vickers, Ltd. September 5th. 

23,633, '' Electric switches for railways, &c." W S. Every. September 5th. 

23.640. Electric heating apparatus for waving hair." E. F. Suter. Sep- 
tember 5th. 

23.648. Dimming devices for electric lighting on vehicles, &c." H. J. 
Besford. September 6th. 

23,008. “Fittings for electrical conduits, steam pipes, &c." J. A. M. 
Polson. September 6th. 

23,676. Dynamo-electric machines.“ Electro Dynamic Construction Co., 
Ltd., and №. Pensabene, September 6th, 

23.666. “ Commutators." T. A. Pembrey. September 6th. 

23,694. “ High-tension apparatus," М. А, Codd. September 6th. 

23.699. “ Spark testing device." J. R. Robertson. September (ith 

23.703. Connections for securing sparking plugs to their leads, &c." 
С. Н. Ward and W. L. Veo. September 6th. 

23,710. *'' Electric radiators, &c." Metropolitan-Vickers Electrical Co., Lid., 
and J. A. Orange. September 6th. 

23.725. '! Galvanic cells and batteries," R. Haddan (Meier). September 6th. 

23,730. “ Electric motor control." British Thomson-Houston Co., Ltd., 
and KR. D. Given. September 6th. 

23,731. “ Flexible conductor connectors." British Thomson-Houston Co., 
Ltd. (General Electric Co.). September 6th. 

23,760. '' Automatic selectors, &c., for wireless signalling systems." H. R. 
Rivers-Moore. September 6th. i 

23.782. Timing switches or commutator devices." W. P. Thompson 
(Nelson. Timer Co.). September 7th. 

23.790. Directional wireless systems and apparatus." H. L. Crowther, 
T. Н. Gill, С. P. Grenfell, J. Erskine-Murray, and J. Robinson. September 
7th. 

23,791. '' Electric. accumulators." W. Whitehead. September 7th. 

23,796. '' Telephone instruments.” Automatic Telephone Manufacturing 
Co.. Ltd.. T. C. Jordan. and S. R. Smith. September 7th. 

23,836. '' Magneto ignition for internal combustion engines." С. F. S. 
Houston, F. A. Schmidt, L. V. Sleeman. September 7th. (Australia, Sep- 
tember 7th, 1920.) 

93.861. '' Telephone junction or terminal boxes, &c." Н. J. Palmer. Sep- 
tember 7th. 

23,869. '' Automatic switching arrangements." Н. Baron (F. Allendorf). 
September 7th. 


W. Fairweather 


W. Fairweather 


23,872. “ Circuits and electromedical apparatus for transforming and 
utilising electric currents." General Electric Co., Ltd., B. S. Gossling, H. B. 
Gough, and Watson Sons (Electro-Medical), Ltd. September 7th. 

23,891. ‘ Arrangements of cables and transformers in electric high-tension 
transmission lines." А. M. Taylor. September 7th. | 

23.895. Electrical transmission systems." А. M. Taylor. September 7th. 

23,898. “ Electrical automatic clock." А. C. Glover and Н. Unwin. 
September Bth. | 

23.912. Electric rotary contact maker." К. Silcock. September 8th. 

23,938. '' Electric irons." С. W. Denny. September 8th. 

23,953. * Protective devices for electric trartsformers." Metropolitan- Vickers 
Electrical Co., Ltd., and T. W. Ross. September 8th. 

23,954. Electro-magnetic regulating devices for dynarmo-electric machines.“ 
J. Etchells and Vickers, Ltd. September 8th. | 

23.962. Apparatus for шр third higher harmonic wave in three 
phase transformers." — Akt.-Ges. rown, Boveri et Cie. September &th. 
(Switzerland, September 15th, 1920.) . 

23,973. “ Sound conducting tubes." Signal Ges. September 8th. (Franc. 
September 9th, 1920.) n» | 

23,974. ‘Acoustic apparatus for telephonic communication." Signal Ges. 
September 8th. (Germany, September 27th, 1920.) 

23,980. Testing devices for electric ignition systems." J. Н. Runbaken 
and W. Torrance. September 8th. | | 

23.982. '' Means for operating, from high-tension, direct current, electric 
mains, apparatus adapted to be operated by low- tension current.“ L. de S. 
Zagury (Puscha Ges.). September 8th. 

23,996. " Electric fuse boards." J. B. Tucker. September 9th. 

24,016. '' Electric switch mechanism." H. W. Cox. September 9th. 

24.026. Vacuum tubes and method of making same." Western Electric 
Co., Ltd. (Western Electric Co., Inc.). September 9th. 

24.035. Means for mounting and driving magneto-electric machines.“ J. 
White. September 9th. | 

24,045. “ Circuits for electric heating." A. C. Bartlett and General Electric 
Co., Ltd. September 9th. 

24.057. Electric arc devices." British Thomson-Houston Co., Ltd. (General 
Electric Co.). September 9th. Я 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and a!l subsequent proceedings will be taken. 


2919. 
18.257. Wireless telegraph нан» operating with relays." J. B. 
Bolitho. May 25th, 1920. (168,072.) 


1820. 


5,988. '' Magnetos for the ignition of internal combustion engines.“ К. F. 
Ries. February 27th, 1920. (168,080.) M 

8.026. Electric lamp holders." British L.M. Ericsson Manufacturing Co., 
Ltd., Н. Н. Hayes, and A. A. Godfrey. March 18th, 1920. (168,083.) 

10,253. Rotary transformers and converters for electrical purposes.” 
Accles & Shelvoke, Ltd., and Н. F. L. Steventon. April 13th, 1920. (108.092. 

11,109. Track circuit signalling systems for railways.“ A. E. Tattersall. 
April 21st, 1920. (168, 104.) Е 

11,182. '' Magneto-electric machines," British Thomson-Houston Co., Lid., 
A. P. Young, and H. W. H. Warren. April 22nd, 1920. (168,106.) 

11.242. Electroionie relays." Igranic Electric Co., Ltd. (Cutler-Hammer 
Manufacturing Co.). April 22nd, 1920. (168,107.) 

11,560. “ Electric welding apparatus." T. E. Murray, Jun. March 2nd, 
1919. (142,804.) . 

13,538. Ther mionic devices." Western Electric Co., Ltd. November Lt, 
1916. (Addition to 143,262.) (143,519.) ‚ | 

13,674. '' Collectors or commutators for electric dynamos and the like, their 
manufacture, and means to be employed therein." H. Herrmann. February 
27th, 1920. (159.848.) | кы 
13,692. Apparatus for regulating the voltage of dynamo-electric machines. 
. J. Jullin. April 30th, 1918. (143.541.) 
13,797. ‘ Automatic cut-out devices for electrically-heated appliances for 
heating or boiling liquids." E. W. Johnston. May 19th, 1920. (Cognate ap 
plication 36,522, 1920.) (168,128.) "mE: 

13.839. “ Contrivances for applying thc metal filament to the carrier in 
electric incandescent. lamps." — Sprengstoffwerke, Dr. R. Nahnsen & Co. 
Akt.-Ges. August llth. 1919. (149,652.) | | 

13,861. * Means for securing globes, shades and the like to incandescent 
as burners, electrical glow lamp holders, and the like." A. C. Jones and 
S. P. Stubbs. May 20th, 1920. (168,129.) 

13,895. “ Automatic telephone systems." Siemens Bros. & Co., Ltd, and 
D. A. Christian. May 20th, 1920. (168, 134.) 

14.172. “ Dynamometers." Heenan & Froude, Ltd., and G. H. Walker. 
May 25th, 1920. (168,145.) | . 

14,354. “ Means for regulating the speed of electrically-driven rolls such 
as are employed on paper making machines." А. L. Boyle. May 26th, 1920. 
(168,152.) . 

15,72. “ Systems of electrical distribution." А. E. White (U.S. Ligh 
and Heat Corporation). June 10th, 1920. (168,181.) 

16,745. ‘Lifting magnets." Igranic Electric Co., Ltd. (Cutler-Hammer 
Manufacturing Co.). June 21st, 1920. (168.199.) 6. ? 

17,858. '''Ihermionic tube electromagnetic wave amplifying arrangements. 
Ges. fur Drahtlose Telegraphic. November 16th, 1915. (145.630.) 

18,643. '' Radio transmission system.” Western Electric Co., Ltd. Oxtober 
2nd. 1916. (146,519.) 

18,798. Telephone sub-station circuits.” 
September 9th, 1916. (146.880.) - _ A i918 

18,844. “Spark plugs." Champion Ignition Co. September 25th, 9": 
(146,909.) | T 

18,911. '' Telephone sub-station circuits." Western Electric Co., . 
August 97th, 1917. (Addition to 146.880.) (146,989.) Si Mav 

19.810. Moulds for insulating armature conductors.” V. С. Apple. a! 
l?th, 1918. (147,782) "EM 

19.819. “ Manufacture of armatures for dynamo-electric machines. "e 7 
Apple. May 20th, 1919. (147,791.) 1914 

20.655. “Í Multiple electric fuses. M. Reichel. December 23rd, 17. 
(148.817.) ` Lu 

23,541. “ Electric resistance devices." British Thomson-Houston Co., ; 
(General Electric Co.). August llth, 1920. (168.238.) . me 

24.683. '' Electrically-actuated gongs and like sound-producing apparatus. 
E. Magerle. February 24th. 1919. (150,350.) «aduct- 

25,172. “ System of winding multi-layer electric coils for use as w н 
ances for wireless radio-telegraphv, radio telephony, and the like. aa 
Burnham. September Ist, 1920. (168,249.) | " Blectric 

26.035. Electric controllers and operating mechanism therefor. 
Control, Ltd., and J. J. Fisher. September 10th, 1320. (168 253.) ` 1919 

25.991. Electric water heater.” W. Colebrook. October 7!h, ш 
(152,012.) C 

28.875. Electric light fittings." E. Stroud. October 12th. 1920. (Cog 
application 30,805, 1920.) (168,263.) ‘on е 

31.984. '' Battery ignition and timing devices for internal combust! 
gines." Bosch Akt.Ges. R. November 13th, 1919. (153,865) jal.“ Akte 

31.804. '' Process of manufacturing electrical resistance materi. ' 
Ges. Kummler & Matter. November 10th, 1919. (153,602.) 
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LITHO | 


INSULATORS, Ltd. | 


68—57, Hackney Grove, London, E. 8. 
"Phone and Telegrams: Dalston, 692, London. 
FIREPROOF AND OTHER GRAOES. 
EstasiisHeD 90 YEABS. 


ELECTRIC INSULATION. 
NON-HYGROSCOPIC. 
FIREPROOF. 
'Phone — 
Southall 


SHEET 


and 
MOULDINGS. 


THE SILUMINITE 

INSULATOR Co., Ltd., 
The Green, Southall, Middlesex. 
See Large Advt-, p. xxxi. 


tard FERGUSON, 
H 


SWIT 


LIMITED. C. 


CHBOARDS. 
ENA 
~ о. 
| D. 
INSTRUMENTS, CIRCUIT-BREAKERS, 
AUTO-CUT-IN & CUT-OUTS 


EDWARD ST., 


Hr. Openshaw 
MANCHESTER. 
Tel.: 330 Openshaw 


| Record Electrical Co., 3 


RDS 
y FLEXIBLE CABLES. 


эў 1 м 
„ы * : 


BROADHEATH. MANCHESTER. 


TELEPHONE: 164 ALTRINCHAM 


BROOK 


ONE, TWO and THREE-PHASE 


MOTORS. 
See Sup 43. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineers and 
Overnment Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
— 
“ CANTIE" 


IRONCLAD SWITCHBOARDS 


CHEAP, EFFICIENT, ROBUST. 


CANTIE SWITCH'CO., LTD.,. 
LEIGHTON ST. - NOTTINGHAM 


T 
* SAXONIA 
ELECTRICAL WIRE CO., LTD. 
GREENWICH, S.E. 10. 


Manufacturers C and 


N "€ 3 Mime mus s 
è i21... 


ABC Code. . 


CHURTON ** 


and PoLy?® 


> MOTORS. 


Т. HARDING CHURTON а CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


Cuttin'g 


Electric Motors. 


34% Advt, Sup. 6. 


Telegrams: Cutting, Stamford. Tel. No. 12. 


- “EMPIRE” 
AUTOMATIC CONTROL 


Pumpe, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW, 


WESTERN-ELECTRIC 


COMPANY, LIMITED 


Norfolk House. Victoria Embankment, W.C, 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement this week, p. xviii. 


CONNOLLY’S (BLACKLEY), Lo. 


for 
WIRES AND CABLES. 


See Advertisement last week, p. iii. 


INSULATING TAPES, 
WEBS, SLEEVING, &c. 


Dolivory from Stock. 


JOHN MACLENNAN & Co., 
115, Newgate Street, E.C.1. 
And at GLASGOW. 


BLANKS AND CHECKS. 


Die Stampings, Press Tools, Cutters, 
Dies, ches, Tokens: also Name 
Plates, Instruction Plates, Meter Dials, 
Switchboard Labels, Advertising Novel- 
ties, Club Badges, Address Plates, 


RELIANC Engraving Ce., Ltd., 


CHISWICK. 


JULIUS SAX 


FOR 


BELL-INDICATORS. 


Over 50 years’ experience. 


OFFICE, 4, LUDGATE HILL, E.C. 4. SUBSCRIPTION RATEs, Postage Free: United 
12s. 6d.; Colonial and Forei 
. Dawson & Sons, Lrp., Manning 


Wr ageekay, Cent., London.” 


, £2 1s. 6d. annum.—New York: D. Ули NOsTAAND Co., 25, Park Place, New 
каан. Pie: BorvxAU & CHEVILLET, Librairie, Etrangete, 92, Rue de la Ban jue. 


Telephone Nos. : Central 8260 and 8261. 


Linesmen Aloft. 


See Sup. 12. 


MOTORS. * DYNAMOS. 
VICTORIA DYNAMO & MOTOR CO., 


CRAVEN NOUSE, 


Kingsway, London, W.C. 2. 
Phone: Gerrard 1945. 
UNITED ELECTRIC 


F U LLER' WORKS, LIMITED. 


MANUFACTURERS OF 
ACCUMULATORS BATTERIES 
WIRES & CABLES CARBONS, &c. 


WORKS: CHADWELL HEATH, ESSEX. 


General Sales Offices : 
IDDESLEIGH HOUSE, Caxton St., Westminster. 


Grams: Blocbat, Vic. London. "Phone : Victoria 6863, 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


British Aluminium Co., I. id., 
109, Queen Victoria St., London. 


RAYNER & HEALD, LTD., 


DUKE STREET, DERBY. 


TWO & THREE-PHASE 
MOTORS only. 


CONTINUOUS CONTROL 
of COAL CONSUMPTION 


BY MEANS OF THE 
LEA COAL METER 
^A for Chain Grate Stokers. 
Ask for Leaflet K.C.M. 
The LEA RECORDER CO., Ltd., 28, Deansgate, Manchester. 
lugo t tA S EE TT EER 


Forethought will often 
save Afterthought. 


IF M.EM. GEAR IS USED THERE 
IS. NO AFTERTHOUGHT. 


See Page xi. 
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VERTICAL ENCLOSED 


^" . HIGH SPEED 
STEAM ENGINES. 


For direct coupling 
to Dynamos, Pumps, 
Fans, &c. 


SIMPLE AND COMPOUND. 


For Ship Lighting and Industrial Works 
of all kinds. 


Also 
VERTICAL MULTI-CYLINDER GAS ENGINES. 


E. S. HINDLEY & SONS, 


11, Очееп Victoria Street, Е.С. 4. 
Works: BOURTON, DORSET. Telephone: — 


on. 
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THE THIRD PARTY. 


THE stress and turmoil of the Great War gave rise to 
many changes in our social system, some of which have 
already matured, others are still developing, and others, 
again, are doubtless in the embryonic stage, and will 
come to the birth in later years. Not least of these 
innovations was the new spirit engendered in the rela- 
tions between employer and employed, which led the 
latter to claim the right to share in the control of the 
industry by which he gained his livelihood, and to assert 
that he also was а шап and not merely the tool of an 
acuter brain. The recognition of these claims was em- 
bodied in the Whitley reports, which outlined a ratiorial 
scheme enabling the representatives of both parties to 
meet in council and discuss all matters pertaining to 
their common interests. That system is still in course 
of evolution, but already it has been so successful, at 
least in the electrical industries, as to demonstrate its 
immense potentialities for good. , | 
But in all the discussions. which took place on this 
and kindred questions, under the ægis of the Govern- 
ment, there were but two parties—the organised em- 
ployers, and the organised employés—and the Govern- 
ment declined to deal witli any section of the community 
that possessed no organisation. Thus it came about that 
of the three essential constituents of industry—capital, 
brains, and labour—only two were represented in the 
Whitley scheme, for the brain workers were unorganised 
and therefore inarticulate. Hasty endeavours were 
made to make good the deficiency and to secure repre- 
sentation on the Whitley Councils, but without a par- 
ticle of success, for the manual workers would not agree 
to the inclusion of the brain workers as a third party, 
and the latter would not accept alliance with either side. 
In the case of the Electrical Power Engineers’ Associa- 
tion, the outcome was not unhappy, for a separate board 
was, formed on which its representatives met those of 
the employers ; but the objects-—-and latterly the methods 
—of that Association tended towards assimilation to 
those of the manual workers, with the inevitable result 
that an understanding developed between them, and is 
now crystallising into a definite agreement. We are 
merely recording facts, and not discussing the merita 
of this case. Examples are at hand of other associations, 
with more or less similar objects, which have definitely | 
thrown in their lot on the one hand with the manual 
workers, and on the other with the employers; and we 
know of at least one sectional association which firmly 
holds aloof from alliance with either of the other two 
parties. ' 
In the meantime an entirely different movement has 
been on foot, embracing all grades of executive engineers | 
in all branches of the profession, and seeking to unite 
them in one powerful association, under the style of the 
Society of Technical Engineers. Although the initial 
steps were taken in 1917, and the first formal meeting 
of the Society was convened in February, 1918, its con- 
stitution and objects have been more or less veiled froin 
publie scrutiny up to the present, and its secretive policy | 
has been the target of many critical comments in the 
technical Press, including our own pages, emanating 
both from within and from without the ranks of its 
membership. Nevertheless, the Executive Council has 
held оп its chosen course, deliberately settling the con- 
stitution and rules of the Society, defining its objects, 
and finally formulating its policy. It has now con- 
cluded these preliminary labours, and in the second 
issue of the Journal which it recently inaugurated, the 
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policy of the Society 1з at last set forth in full. The 


exact terms of the policy are given elsewhere in this issue; 
we understand that it has been submitted to all the 
branches of the Society, and has been endorsed by them 
*' without a dissentient note which would necessitate a 
reconsideration of essential principles.“ 

This long-considered policy differs from that of any 
of the sectional associations with which we have pre- 
viously been acquainted, in that it contemplates improve- 
ment of individual circumstances by advancement of the 


engineering industries and not by operations directed . 


against employers; yet the interests of individuals are 
not to be neglected. А careful study of the summarised 
polioy clearly indicates that the Society intends to be a 
third party, neither allied with nor opposed to em- 
ployers or workpeople, but yet in friendly association 
with both. So far the interests of individuals and 
of the profession are concerned, vis-à-vis the employers, 
the Society will ‘‘ attempt to establish communications 
with employers as individuals and with employers' 
organisations, but in pursuing iis aims ''considera- 
tion will be given to the effect of any such action on the 
firm to which the members concerned belong," and to 
the interests of the industry in general. Put into plain 
English, we take this to imply that any such action as 
striking for higher salaries, &c., is wholly outside the 
society’s programme; friendly discussion with the em- 
ployers, on questions not only relating to conditions of 
service but also to technical matters, will be the mode 
of working, and for this purpose the Society hopes to 
bring about the establishment of joint councils of em- 
ployers and technical staff. Some few such councils are 
already in existence, independently of the Society. 

On the other hand, the Society will not ally itself with 
the manual workers in the pursuit of improved condi- 
tions of service, but it will seek to co-operate with them 
in efforts to promote the advancement of the engineering 
industries. 

It is not easy at first sight to grasp precisely the pur- 
port of this declaration of policy, but on reflection and 
study it will be found that there is much more in it 
than might appear. The Society is, in fact, striking 
out on entirely new lines, and aiming at higher ideals 
than any of its contemporaries. Employers who have 
watched with some suspicion the development of the 
new body will certainly be relieved to find that it will 
not pursue an aggressive policy ; where the conditions of 
gervice are unjust or oppressive, or otherwise fail to 
conform with reasonable standards, no doubt their atten- 
tion will be drawn to the matter, and proposals will be 
made for their amelioration. That there is ample scope 
for improvement is undeniable, for the brain worker 
often receives less consideration than the manual 
workers under his control, though without his skilled 
co-operation and trained judgment neither employers 
nor manual workers could accomplish anything; we 
hope that steady progress towards adequate apprecia- 
tion of the technical staff’s services will result from the 
efforts of the Society. 

The manual workers, on the other hand, will be in- 
terested to learn what steps the Society will propose with 
a view to promoting the advancement of industry with 
their co-operation. We have no doubt that the influence 
of the Society will be directed towards the adoption of 
saner methods than those which have hitherto been 
favoured by the workers, and which have so disastrously 
crippled industry in the recent past. At the Trade 
Union Congress the bankruptcy of the strike policy was 
demonstrated as plainly as that of the trade unions 
which had so recklessly pursued it. Many trade union 
leaders are well aware of the fatuity of that policy and 
of the direction in which safety and recuperation can be 
found, but they dare not or cannot lead along that path. 
If it be the purpose of the Technical Engineers to 
educate their comrades and to show them how high 
wages, comfortable living conditions, and guaranteed 
employment can be attained for all ranks in the in- 
dustry, good luck to them ! 

The only excuse for so prolonged a period of gestation 
as has been undergone by the Society is that the infant 


shall possess a sound constitution and an intelleet of 
the highest order ; granted those endowments, the labour 
has been well worth while. We believe that these ооп. 
ditions are fulfilled, and we welcome the declaration of 
the Society as evidence of its high aims and public 
spirit. The door is now open for the many thousands 
of eligible candidates for membership who are guiding 
and controlling our engineering industries to demons- 
trate their faith in the future of those industries, and 
to share in the task of reconstruction and reform, by 


joining the Society. 


A GERMAN PRICE CONTEST IN INSU. 
LATED CONDUCTORS. 


Ar the present time a trade price contest of national 
dimensions is proceeding in Germany in the department 
of the manufacture of cables and insulated conductors, 
excluding those for telephony and telegraphy, in connec- 
tion with which the old and familiar method of big firms 
trying to freeze out the smaller has again been brought 


into practical operation. 

The production of insulated conductors in Germany 
is controlled by two groups. The first comprises 24 
works, including the A.E.G., the Siemens-Schuckert 
Co., Felten & Guilleaume, the Duisburg Cable Works, 
&c., which are combined in the form of a syndicate 
under the title of the Sales Bureau of the United Manu. 
facturers of Insulated Conductors of Berlin. The syn- 
dicate maintains an office in that city which regulates 
all sale transactions of the members. In the second 
group, which consists of 14 works of average size, tbe 
lead is taken by the West German Wire and Cable Works 
Co., of Duisburg. | 

During the first half of 1920 the situation of the 
market in Germany was such that about 40 per cent. of 
the inland requirements was being covered by the out- 
siders forming the second group. About the middle of 
the year business experienced а considerable falling of, 
and sale prices naturally declined ; supplies exceeded the 
demand, and the competition of the outside works was 
felt keenly by the syndicate. With the object of secur- 
ing stability in the market, the outside works are said 
to have entered into negotiations with the syndicate 20 
as to endeavour to conclude а mutual price convention. 
This was refused by the syndicate, which, however, Sug: 
gested that thé firms in the second group should agree 
to be incorporated in the syndicate. But after the 
annual turnover of the independent works had been 
communicated to the syndicate, which had not expected 
such large figures, the negotiations were broken off, as 
the syndicate was not prepared to concede a share ш the 
business of the extent represented by the turnover of the 
outside works. The rejection of the proposed under- 
standing was followed by the issue by the syndicate of 
lists quoting prices, it is reported, below the costs of 
production, in order in this way to start a trade contest 
with the ring-free makers. As most of the latter were 
either unwilling or unable to sell at the syndicate prices, 
they proceeded to make decisive restrictions in working, 
and the syndicate had to meet practically the whole of 
the inland demand. At the same time, a brisk export 
demand set in, as German prices were far below those 
of the world’s market quotations. Speculators als 
appeared on the scene and took large quantities out of 
the market, and the final result was that the syndicate 
works became unable to cope with the growing demane. 
particularly as some of the syndicate members, in their 
turn, began to restrict production on account 0 the 
large losses which were being incurred on manufac 
turing. 

During the past few weeks the pecu 
arisen that owing to the existence of larg 
books of the syndicate, the members are 


liar situation has 
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able to meet requirements, and are scarcely able to 
accept new business. Аз a consequence many customers 
tind difficulty in obtaining deliveries, and they are now 
reverting to the outside makers who, under the prevail- 
ing circumstances, are able to realise sale prices which 
are declared to be about 334 per cent. higher than the 
syndicate quotations, which were reduced on July Ist 
to from 25 to 40 per cent. under the costs of production. 
The situation has consequently turned to the advantage 
of the outside works, as the“ cutting prices’’ of the 
syndicate are no longer of any practical importance 
under the influence of the existing demands. It 
remains to be seen whether the syndicate will now main- 
tain its prices. The further depreciation of the mark 
has increased the cost of those raw materials which have 
to be imported, and the proceeds from the export trade 
have diminished, while the prospect is at hand that mer- 
chants and speculators may now be able to throw on the 
market insulated conductors cheaper than the actual 
cost of the raw materials to the works. It is suggested 
that the best solution of present difficulties would lie in 
the conclusion of an understanding between the two 
groups, seeing that murket conditions have frustrated 
the original object of the syndicate in initiating a price 
war. 


IN the Daily Chronicle last week 
Mr. S. L. Bensusan, with а true nove- 
list-cum-journalist ability, set out to 
tickle the public fancy on what is now 
happening in the way of ''electrifyiug England " (as 
the head-line has it). 

We quite agree that “the time should not be far 
distant when railway, factory, house, and farm will 
receive their power from some great electricity station,“ 
and when fogs shall be unknown, and so on. He goes 
on to tell how England has been mapped out into elec- 
tricity districts, and we are quite at one with him in 
his evident desire that all this should be accomplished 
as quickly as possible. Mr. Bensusan himself evidently 
thinks it will. But with a quite touching naiveté he 
introduces into his penultimate paragraph just the 
point which has delayed and which (if allowed) 
will delay the Utopian prospect depicted in his 
article. The paragraph reads:—''It does not re- 
quire much imagination to realise that all these 
undertakings represent private interests, and that 
many of these interests will resist national develop- 
ment on personal grounds. Here the public common 
sense may be expected to intervene." And if it does 
intervene, the old interminable wrangle between the 
principles of municipal and private enterprise which 
has thwarted nearly every great project in the industry 
up to now will take on a new lease of life. If there 
is one thing more than another which should now drop 
out it is this very question of politics. On the one 
hand the whole industrial world is waiting for a cheap 
and abundant supply of electricity. and on the other, 
we are swamped with reorganising projects on paper. 
The only discriminating rule to apply to such schemes 
at such a juncture is that whoever is willing to start 
Improving supply a? once, whether company or munici- 
pal. should be told by the Electricity Commissioners to 
go ahead—a simple rule, but one which would certainly 
cut this Gordian knot of interwoven politics. 


Electrifying 
England. 


RATHER more than twelve months ago 
H.M. Senior Trade Commissioner in 
South Africa (Mr. W. С. Wickham) 
| pointed out in а report which was re- 
viewed in these columns that the Union constituted 
а very large potential market for materials for 
railways. harbours, building, and industry, as well 
As public services such as electric light, power 
and traction, telephones, &c. His statement was 
based partly on his knowledge of arrears of work 
that had accumulated during the war, and partly 
on an intelligent anticipation of pending develop- 


Seuth Africa 
as a Market. 


ments. A year has passed, and Mr. Wickham’s expec- 


_ tations cannot be said to have been realised. Our 


comment is not intended as a criticism of the accuracy 
of the Trade Commissioner’s deductions. The combina- 
tion of circumstances which arose later was strong 
enough to hamper progress in many countries besides 
South Africa. Our desire is to emphasise the import- 
ance of cultivating this market now that the time is 
gradually growing nearer when the development of many 
industrial plans may come to fruition. For a long 
period subsequent to the Armistice schemes were held 
up owing to the impossibility of obtaining from British 
manufacturers either firm prices or definite promises 
of delivery. Mr. Wickham says that in the larger in- 
dustrial centres large-scale production of power directly 
connected with railway electrification on the lines re- 
commended in the report of Messrs. Merz and McLellan 
шау do much to cheapen manufacture. Continually 
increasing demands for smaller electrical plant and 
apparatus should result. The problems of marketing 
are discussed in a very outspoken chapter in which Mr. 
Wickham pleads for more method in oversea distribu- 
tion. He defends the merchant against the manufac- 
turers who rashly decide to dispense with his services 
before they have properly studied his manner of work- 
ing. Coincidently with the appearance of H.M. Trade 
Commissioner’s report, one by the United States Govern- 
ment representative in Johannesburg has reached us, 
which deals with this same problem of marketing, and 
arrives at the same conclusions as Mr. Wickham, though 
for somewhat different reasons. We give in another 
column a summary of the statements contained in each 
report. 


THE annual Festival Dinner of the 


The Electrical Electrical Trades Benevolent Institu- 


Trades tion will be held at the Trocadero Res- 
Benevolent  taurant on October 26th, and Sir Tom 
Institution. Callender will preside. This year the 


Committee has decided to adopt an 
innovation—so far as the Festival is concerned—in that 
ladies will be present at the dinner. | 

It is the function of this Institution to play the part 
of the Good Samaritan to those members of the electrical 
industry who are neither able themselves to provide for 
a rainy day nor in a position to join a trade union or 
benetit society. Unlike other branches of industry, the 
electrical industry has enjoyed comparative prosperity 
for many years; yet the provision which it has made, 
through the medium of the Benevolent Institution, for 
the relief of those of its members who fall on evil days is 
ridiculouslv inadequate to meet present and prospective 
needs, and is indeed so niggardly as to be utterly un- 
worthy of a great and important department of engi- 
neering and commerce. We earnestly hope, therefore, 
that there will be a large gathering at the Festival to 
support Sir Tom Callender, and that the list of contri- 
butions to be announced on that occasion will break all 
previous records. | 

This, we venture to suggest. is a personal matter 
touching the honour and humanity of every one of our 
readers. Each can help—if not by gifts of money, then 


by getting new members to join the Association. 80 


long as we leave the matter for the other fellow to attend 
to, progress cannot be hoped for. The objects of the 
Institution are to grant pensions and to dispense tem- 
porary relief to deserving and necessitous persons who 
are or have been engaged in the electrical trade in the 
United Kingdom as employers, managers, teachers, or 
on the engineering, designing, drawing, sales, or office 
staff, or in other similar capacities, or to their depen- 
dents.” The qualification of a member is a subscription 
of 10s. per annum, or the collection of the subscriptions 
of five members or of £5 in honorary contributions. 
Surely these conditions are easily met! And in meeting 
them one not only helps one's comrades, but provides for 
one's own future needs in the event of a reverse of 
fortune. : Rs PENES D M 
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2 J ELECTRICITY IN MINES. 


By M. |. WILLIAMS-ELLIS. 


7 ErEcTRIC HavLaGs. 

There are comparatively few collieries and mines in 
which electric haulage gears are not operating. It is 
no uncommon. thing to see main-and-tail and main 
rope haulage gears aggregating over 
1,000 h.p. in one colliery, and in ad- 
dition, one finds underground a large 
number of small haulages for dealing 
with cross-roads and gateways. Port- 
able haulages, too, are now slowly in- 
creasing in numbers, and these form 
very handy auxiliaries. 

In the case of horse haulage, the cost 
of working & mine is considerably in- 
creased by the fact that roads have to 
be kept at a height of at least five feet 
to allow the necessary head room, but 
this extra cost can now be eliminated 
by the adoption of electric haulage and 
locomotives. The principal cases to be 
dealt with are the following :— 

1. Where a single road is to be 
worked, and where there is & sufficient 
gradient, exceeding, say, 3 in. per 
yard, which will allow the tubs to run 
back to the loading point by gravity. 

2. Where there is only a single set of 
rails available, and the gradient is too 
slight to allow the tubs to return under 
gravity. 

9. Where two tracks can be laid, 
i. e., for endless rope haulage. ‚ 

4. Where the tracks are more or less level, but with 
a large number of bends and turns. 

It may be of interest to give а case in connection with 
an incline haulage as altered from steam to electric 
haulage to-day, with power supply at 2d. per unit. 

STEAM. 


Coa! bill Interest  Deprecia- Total annual 
perannum. Stoker. Repairs, at 7 0%. tion 5%. cost. 
£840. £180 £30 £140 £100 £1.290 
ELECTRIC. 
Energy Interest Depreciation Total 
bill. Repairs. at 7 9o. 59%. annual cost. 
£273/12 £20 £280 £200 £773/12 


On the above figures a saving of £516 8s. per annum 
is shown, with coal at £2 10s. per ton. It must be 
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Fic. 8.—MaiN AND ТАП, HAULAGE AT BRANCEPETH COLLIERY, 


INDUCTION MOTOR WORKING AT 3,000 voLTs, 40 cycLes, 400 R. p. M. 


taken into account that the steam plant was at & pre-war 
and electric at a post-war price.* In addition to the 


* А typical instance of economy which ean be effected by 
electric haulage was shown not long ago on a road 500 yarde 
long. When driven by steam haulage, the working cost was 
1.77d. per ton, but when electric haulage was installed the 
cost fell to 0.394. per ton on an output of 300 tons per day, 3 
saving of 1.88d. per ton, aggregating £500 per annum. 


(Concluded from page 397.) 


economy shown above, there are other savings effected, 
namely, faster and more even manipulation of haulage, 
less wear and tear on ropes, &c. As regards winch 


work, greater use can be made of small electric winches 


Fic. 9.—100-H. P., 3-pHASB SanDycrorr INDtcTION Moron, SLIP-RING 
TYPE, 290 R. P. M., 2,200 vouts, 25 CYCLES, DRUM 9 FT. DIAM., 


DEPTH OF WIND 1,500 Fr., Rope SPEED 750 Р.Р.М. 


in many cases, although for the sake of ventilation in 
some cases air winches only could be adopted ; they can 
not only be used more largely for running tubs from 
the working face, but also for the actual loading of tubs. 
The endless rope system is widely used in colliery work, 
both for underground and for surface work; it is, of 
course. an essentially slow running. system, the. speed 
of hauling rope being usually about two miles per hour. 
In nearly all cases the old steam engine has now been 
abolished, it being a system most suitable for the elec- 
tric drive; the only disadvantage in connection with 
endless rope work is the large ratio of reduction in 
gearing that is required. | Е 
Still for а uniformly loaded system with gradients 
| this system is undoub 
tedly the best, and can 
be made to increase the 
output of a mine con 
siderably,* but in cases 
where the track is level 
advantages are now 10 be 
found in the electric bat 
{егу locomotive. . . 
Small winders and 
hoists are shown in the 
accompanying figures. 
Electric locomotives 
fall into two classes: (1) 
Self-contained battery 
locomotives; (2) trolley 
locomotives. Both sy 
tems have their advan- 
tages, but it is only dur- 
ing the last two or three 
years that the báttery 
locomotive has come into eompetition with the troller 
locomotive ; it has the advantage of being able to be used 


— 


DRIVEN BY A 400-H. p. WITTON ” 


* The motor required is only about one-third the size T€ 
quired for a main rope or main-and-tail work. It gives 
steady load. which is а great asset to the power station, 3D 
uniform delivery of tubs at the mine bottom prevente 0006 
tion and reduces the cost of handling. 
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in situations where the trolley system could not be used, 
there being no danger of sparking on overhead lines or 
tracks, while the locomotive itself can work in the 
smallest of levels, and shunting, &c., underground can 
be carried out far more quickly. Pit ponies could be 
largely done away with, if the battery locomotive were 
more generally adopted; a 3-ton weight locomotive will 


Fic. 10.—Sanpycrort 60-н.р. Exptess Rope HAULAGE GEAR. 


do the work of from three to four horses. Of course it is 
necessary to have a fairly heavy track, and one better 
cared for than is usually found in our mines; this 
applies more especially in connection with locomotives 
weighing over 4 tons. | 

For long distances, where the roads are crooked and 
the gradients suitable, electric locomotives are more 
efficient than wire rope haulage. It must be borne in 
mind, however, that locomotives are not well adapted 
for gradients steeper than 1 in 50. Small battery 
locomotives are now built that will take 12-ft. radius 
curves, а photograph of one such being shown in fig. 11, 
built by. the British Electric Vehicles, Ltd.; perform- 
ance curves for this locomotive are given in figs. 12, 13 
and 16. The most satisfactory arrangement, where twe 
locomotives are not justified on the same floor or level, is 
to have a spare set of batteries, which are charged at the 


_ ond of each day’s work. Fig. 17 shows a simple arrange- 
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Fic. 11.—B.E.V. 10-тох BATTERY LOCOMOTIVE. 


ment including charging plant, the locomotive coming 
in on the far side of the platform on which the batteries 
stand; the batteries are withdrawn on the sliding rails 
shown, and fresh ones are pushed in, the change being 
completed in five minutes by one man. With such an 
arrangement great care should be taken in working 
out the right size of battery for the day’s work. 

A well laid-out scheme for battery and trolley loco- 


motive work may be seen at the Ebbw Vale Iron Mines 


at Irthlingborough. The locomotives have been supplied 
by the B.T.H. Co. and the B.E.V., Ltd., the battery 
ones by the latter and the trolley type by the former. 
The trolley locomotive system is operated аё 260 
volts d.c., each locomotive being equipped with two 
38-h.p. motors, and weighing approximately 7 tons 
(fig. 14). In this mine the loaded tubs are brought 
ир separately from the face by the small battery 
Ocomotives, and are then drawn from the mar- 
shalling point to the surface in trains of 25 by 
the trolley locomotives. The weight of a loaded truck 


. 3-ton weight locomotives. 


is 3 tons, so that the total load behind each locomotive 
is 75 ќола. These locomotives are rated at a draw-bar 
pull of 2,800 Ib. at 7 miles per hour, and of course the 
maximum draw-bar pull which can be exerted is only 
limited by the condition of the rails, the motors being 
powerful enough to slip the wheels in all conditions. 


The gauge is 3 ft., and the locomotives are fitted with 


series parallel controllers. The brake is a hand brake 
acting on all wheels, and a sanding device is also fitted. 

The characteristic curves of the motors used in Ше 
above locomotives are given in fig. 15. The work done 
by gathering and hauling locomotives calls for а large 
amount of starting and stopping, and for this reason 
alone it may be claimed to be more advantageous to use 
the trolley system when head room is available. Where, 
however, the trips are short and the output low, al- 
though battery locomotives аге primarily gathering 
locomotives, they may also be cónsidered as suitable for 
haulage, under favourable conditions. The main objec- 
tion to electric locomotives in а pit is the uncertainty 
of gradients and the fact that locomotives are not well 
adapted for gradients steeper than 1 in 50, also in 
some cases questions are raised as to the cost of the 
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Fies. 12 & 13.—PERFORMANCE Curves or B. E. V. 10-ToN Loco- 
MOTIVE; TRAILER LOAD DUNG WEIGHT OF TRAILER) 
NS, 


.extra heavy roads, &c.; the great weight of the loco- 


motive always entails a more expensive road with heavy 
rails, and sleepers, than that required for pit-pony 
traction, as the consequences of the train getting off the 
road might be serious. The writer does not advise the 
use of rails lighter than 25 lb. per yard even for small 
The electrical equipment is 
selected with due regard to the weight of the locomotive 
and battery capacity. In order to get economic working 
great care must be exercised in the selection of a suitable 
battery, which can be determined by comparison with 
similar operations, or calculated from data of loads, 
gradients, speed, length of run, &c. 

It may be of interest to mention that a B.E.V. battery 
locomotive at Messrs. Greaves’s slate mine, North Wales, 
gives a net saving over horse traction in running costs 
of over £400 per annum, all horses having now been 
done away with. There are certain prejudices against 
the use of mechanical transport in the mines, particu- 
larly coal mines, where there is risk of explosions being 
caused by sparking in the case of an electrical installa- 
tion. One feels, however, that many prejudices will 
be overcome, as it is not difficult to render safe a self- 
contained electric locomotive, which is а very different 
thing to trying to prevent current picked up by a trolley 
system from sparking. It is now quite obvious that 
where mechanical power can be used in lieu of animal 
or man power, the saving is great, given suitable con- 
ditions, while the prime cost will not be so heavy as 
some imagine. | 

The question of providing springs for electric loco- 
motives of large size is important, the most satisfactory 
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arrangement being semi-elliptical springs with an equa- 
liser bar, such as is adopted by the G.E.C. of America. 

From the writer's experience of small locomotives of, 
вау, 2 and 3 tons weight, with short wheel base, springs 


can be obtained, and when the machine is not Working 
no power is being consumed. | 

One of the secrets of success in coal cutting from ап 
electrical standpoint, is to have the motor of ample size: 
owing to a too small margin of power 
having been allowed, in a good many 
cases, resulting in overheating and break. 
down. the electrical coal cutter has some. 


Fig. 14.—B.T.H. 7-ToN ELECTRIC MINING LOCOMOTIVES. 


are unnecessary even in the case of battery locomotives, 
but it must be remembered that a good class of battery 
such as the Chloride, D.P., or Edison, must be used. 


Солт, CUTTING. 


The advantages of machine holing, as compared with 
hand holing, are well known to all, while the motive 
power of these machines is limited to electricity and 
compressed air. Electricity for a long time had a great 
disadvantage in the chances of sparking, when d.c. 
was more generally employed for mines than it is to-day. 
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Fig. 15.—CHARACTERISTIC CURVES OF B. T. H. 
1-тох MINING LOCOMOTIVE. 
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Fic. 16.—CHARACTERISTIC CURVES OF Motors 
oF B. E. V. 10-TON BATTERY [Ocomotive. 


In America the value of the coal cutter has been more 
fully recognised than here, as the cost of working is 
greatly reduced, and, owing to the greater output, the 
quantity of coal raised per man is much greater, and 
in many cases the wages earned are higher, than where 
holing by hand. The increased rapidity with which the 
face is advanced enables a large tonnage to be got from 
a shorter length of face, and so reduces the length of 
roads to be kept open. The rapidly increasing popu- 
larity of the electric drive has come about through the 
recognition of the principle that an increased output 


Fia. 17.—CHaRa1NG STATION For B. E. V. BarrERY LocoMOTIVB8 
But with the advent of the induction motor of special ^7 MESSRS. Greaves & Son’s Stare Mixes, Мовтн Wales. 
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design, such as the Cascade motor, these disadvan- 
tages have almost all been removed, and with such 
machines this is to-day the most economical method 
of getting coal, provided circumstances permit of it. 
As in drilling so in coal cutting, the great loss with 
compressed air arises from leakage in the pipes, which 
proves very expensive. А great deal of time, also, is 
taken in laying the pipes and in coupling them to the 
machines. With electricity the cablés are easily laid 
along the gates and coal face, a greater speed of cutting 


of coal cutters can largely be obtained by the adoption 
of electrical operation, and the future holds very bright 
prospects for the application of electricity to the driving 
of coal-cutting machinery. ; 

According to recent statistics, of all the coal-cutting 
machines in operation, 40 per cent. were electrical, an 
there were twice as many electrical as compressed air 
accessions to the ranks per annum; this proportion 
may, however, be a good deal higher to-day. 
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THE CONTRACTOR’S FUTURE. 
By E. P. BENNETT. 


A sERIOUS malady requires accurate diagnosis and dras- 
tic remedy. It is doubtful whether the writer of the 
article in your issue of September 16th on ‘‘ The Con- 
tractor's Future" has done more than to focus atten- 
tion on the malady again. This alone is desirable, as 
the position of a contractor, in relation to the sales side 
of his business, is à serious one, and leaving it to its own 
development will prove fatal to his very existence as 
a sales medium. 

It is doubtful whether the early education or business 
training of the majority of contractors has fitted them 
to handle the sales side of their business adequately. 
Such training—from its commencement—is usually on 
the technical side, and it is not until this training has 
run its ordinary course that the individual, developing 
an idea of running an electrical contracting business, 
begins to secure some knowledge of the sales side. 

It is an acknowledged fact that a very large number 
of the present-day contractors started their business 
career in comparatively humble circumstances, and ав 
your writer indicates, their offices and shops are to be 
found in the back alleys of our cities and towns. The 
early development of the business was devoted exclu- 
sively to installation work, although а contractor may 
eventually have specialised in any of the following cate- 
gories : — 

1. Ordinary house installations. 

2. Industrial and factory installations. 

J. Marine wiring and equipment, &c. 

Development o1 sales in these sections, with the possible 
exception of No. 1, has not led towards appliances and 
the lighter type of apparatus, but simply to the securing 
of orders for heavy plant and equipment. Therefore, 
it is fairly obvious that tlie successful development of 
the last two sections can be as easily—in fact, better— 
attained by a contractor locating himself in industrial 
centres and in such positions therein where rent, rates, 
and taxes are least burdensome. 

Let us, however, endeavour to trace the steps of pro- 
gress of the wiring contractor who has specialised largely 
in house installations. 

There are quite à number of such concerns now estab- 
lished in the main thoroughfares of our cities, the prin- 
cipals of which have, for years, been putting their best 
efforts forward to develop the sale of electrical appli- 
ances. It is very questionable whether their deserving 
efforts have met with even partial success. 

This is not due in any way, on their part, to insuffi- 


cient finance, inability to handle sales, or disregard of 


the scope of the field of operation, or on the part of the 
manufacturers, disregard of their position as distri- 
butors of electrical appliances, but due to circumstances 


over which neither the contractor nor the manufacturer 


has direct control. 

The field of operation in England! Your correspon- 
dent refers to the growing importance of the electrical 
sales shops of the United States, but the successful de- 
velopment of these shops is governed entirely by con- 
ditions which are scarcely in existence in this country, 
let alone predominant as they are in the States. 

The home conditions and requirements are best known 
to the home manufacturers, and in perhaps not a 
lesser degree to the contractors and those retail houses 
which have with limited success endeavoured to foster 
the sale of electrical appliances, and .have opened up 


special departments, thus showing that they also have . 


realised that with proper external conditions business 
in these lines could be developed, and reasonable fin an- 
с1а] success assured. One has not to seek far for in- 
stances, as indicated by the way in which the bigger 
stores are pushing their electrical department to the 
forefront, which department, until quite recently, was 
located in some obscure corner or on the top floor. 

It will, indeed, be of interest to watch the success or 
otherwise of the large foreign manufacturing concern 


which, your correspondent states, has opened its first 
electric shop in London, which, we are further told, 
is the first of many to be inaugurated throughout the 
principal centres of this country. 

If electrical appliances could be handled as regards 
management, bulk, and distribution in a similar way 
to the common commodities of every-day consumption, 
there is no reason to doubt that the establishing of a 
retail shop for electrical appliances would meet with a 
fair measure of success; but if the attempt be made by 
one concern—and this concern a foreign one—it is 
very doubtful whether the experiment will warrant ite 
continuance. 

To sell electrical appliances necessitates a certain 
amount of technical knowledge; in this respect the estab- 
lishment referred to could quite easily be adequately 
equipped with such salesmen. It is not, however, always 
the salesman who has the last word ’’ in the comple- 
tion of the purchase of electrical apparatus. Often, 
and perhaps we may say it is the general rule, it is 
here that the influence of the contractor becomes ap- 
parent, the practice of many would-be purchasers of 
electrical appliances, before spending their money on 
such articles, being to seek the advice of those who 
undertook their original installation, or who are now 
responsible for its maintenance. 

Seeing that this portion of his business is in jeopardy, 
it is quite natural to suppose that a contractor is not 
going to be too anxious to influence for good the turn- 
over of a firm—be it home or foreign governed—which 
has established a retail electrical shop in his vicinity. 

In earlier issues of the ELECTRICAL Review articles 
have appeared in connection with the electrical appli- 
ance sales shops in Switzerland, Italy and Spain. There 
the conditions permit of the successful running of such 
a type of shop, and in many of the Continental cities 
similar shops are to be seen, which are supported almost 
entirely by the demand created from window displaya 
and showroom demonstrations. Thus, there is no neces- 
sity to look so far afield as America to find an example 
which we can turn to good effect. 

Given the right conditions in this country, the con- 


tractor would be able to make an equal success. 


The co-ordinated efforts and finance of a combine of 
twenty or more contractors—establishing one or two 
retail shops—are not going to serve as a remedy, for 
one can quite easily foresee the chaotic conditions which 
would ultimately result from such a combine; for de- 
spite pooled finances and central control, with local 
co-operation between the contractors, as suggested by 
the writer, one cannot conceive of harmonious working 
amongst so many combined business heads. 

Rather let those who are interested in the successful 
development of the electrical appliance trade generally, 
and the safeguarding of the legitimate interests of the 
contractors in particular, turn their efforts towards the 
really effective remedy of :— 

Influencing supply authorities to offer the service of 
free or cheaper mains and power circuit connections, 
and to supply electricity at cheap rates. 

Influencing standardisation of voltages throughout 
the country. 

Influencing regulations relative to power mains wired 
in all new houses. 

Influencing protection for the home manufacturers 
from foreign imports of appliances. 

Influencing effective co-operation between manufac- 
turers and the wholesale distributors for the rapid dis- 
semination of technical and sales information to con- 
tractors throughout the country. 

Influencing protection for the contractor-retailer 
against illicit quoting of trade terms. 

With these conditions secured, and ample allowance 
made for the possible maximum demands of all appli- 
ances in this country as governed by the population 
factor, national prejudice overcome, and the influence 
of the gas interests effectually counteracted— the suc- 
cessful development in the hands of the contractor of 
sales of electrical apparatus, arising from the demand 
thus created, could quite reasonably be anticipated. 
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THE SHIPPING, ENGINEERING, "АМО MACHINERY EXHIBITION. 


(Concluded from page 422.) 


Ox of the most noticeable features of this year's exhibition, 
which closed on Wednesday last, was the increased number of 
firms that showed welding apparatus, and we were particu- 
larly interested in the demonstrations of Messrs. BUCKLEY, 
SAUNDERS & Co., Lro., which firm supplies a large variety of 
plant to cover practically the whole field in which electric 
welding is 3 commercial proposition. 


Perhaps the most 


| Fic. 11.—Тне Cyc-Arc WELDING TOOL. 


interesting exhibit was the Handstock Cyc-Arc welder, so called 
on account of the regular cycle of operations by which the weld 
із carried out. The system is the most recent development in 
electric welding, and kas now been put on the market after 
having been in use in the Admiralty dockyards for some time. 
The apparatus possesses interesting features; first, it is accu- 
rately termed an automatic machine, for all the operator has 
to do so as to effect a weld is to press a switch button, though 
the welding tool has to be set, of course, for each weld. 
Secondly, it successfully welds together metals of (a) ferrous 
and non-ferrous, (b) non-ferrous and non-ferrous natures, and 
(с) 16 will deal equally well with ferrous metals alone. Ву 
this process metal studs, rods, tubes, and the like can be 
automatically and directly welded by semi-skilled labour on 


Fic. 12. 
CONTACTOR AND RESISTANCE COILS, 


to metal sheets, plates, bars, tubes, forgings, &c., with extreme 
rapidity and without preparation or the use of fluxes. It is 
claimed to be the only known method whereby brass and 
similar alloys can be instantly welded to iron, steel. or steel 
alloys, and also by which it is practicable to directly weld 
metal tubes on to thin metal sheets or plates. Moreover, by 
avoiding perforation this system of stud welding prevents 
weakening of the structure, and not only cheapens construc- 
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; FIG. 18. 
TIMING GEAR AND REACTANCE. 


tion in certain directions, but makes it possible to do a given 
amount of work in less time than it could be effected in by 
the usual methods. : 

The apparatus is portable, and comprises two main parte, 
one of which is the welding tool, fig. 11, that weighs approsi- 
mately 18 lb., and consists of a solenoid, the plunger of which 
carries at its outer end a chuck-like holder to take the stud 


Fic. 14.—A В=хсн Тооп, FITTED TO 4 STANDARD раш, 


or other fitting to be welded. The solenoid is attached to a 
pair of magnets from which it is, however, insulated; the 
magnets serve to hold the welding tool in position when work- 
ing on steel or iron surfaces, and a small switch is provided 
for making and breaking the magnetising 
circuit. The solenoid with the stud holder 
is adjustable relative to the retaining mag- 
nets in order to provide for the welding of 
different lengths of stud, &c., and a simple 
arc-striking and limiting device is located at 
the end of the solenoid, remote from the 
stud holder, by means of which a uniform 
and correct length of arc is ensured. Each 
welding operation is effected by a single de- 
pression of the bell push seen in ‘the illus 
tration. ; 

The other portion of the ontfit is the en- 
closed container that is divided into three 
compartments which contain the following 
items of apparatus: Compartment А, auto- 
matic timing and. control devices, marb 
connecting and regulating panel, adjustable 
reactance, non-inductive resistance, and à 
carbon-filament lamp resistance. Compart 
ment B, resistance coils for current regula- 
tion. Compartment с, automatically- 
operated contactor. Fig. 19 shows the 
latter with the resistance coils, while fig. 13 
18 à view of the timing disk, voltmeter, an 
reactance. The precision of the automatic 
timing and control of the arc during the 
welding operation is the most important 
feature of the plant, and it is guarantee 
not only to time accurately and repeatedly 
: | arc welds varying from 0.1 to 9.5 secondi 
In duration, but also to be capable of making about 400 welds 
without the clockwork mechanism having to be rewound. 

The latter comprises a double spring motor which, by means 
of a suitable train of wheels and under the control of 8 
reliable speed regulating governor, rotates а spindle fitted with 
a number of cams that, during one complete revolution 0 
the spindle, make contact with insulated fingers to carry out 
the sequence of avarations necessary to make each weld. 


ul 


"e 
ETE 


т 
c p n3 
s E 


. — essa... 


Vol. 89. No. 2,288, SEPTEMBER 30, 1921.] ТНЕ | ELECTRICAL REVIEW. | 488 


SSS SSS SSS Ss SSS Sts Ss 


adjustment of the time period of the arc is made by the 
rotation (with a key) of a spindle to which is attached the 


illuminated dial marked in seconds and fractions thereof, as 


shown in fig. 13. 

The operations necessary for making a weld (after the con- 
troller and the surface on which the weld is being made have 
been connected to the supply ne are as follows : The stud 
or other fitting to be welded is first placed in the holder 
of the welding tool, and the latter is secured in the desired 
position by means of the hold-on magnets. The arc-limitin 
device is then set, after which a single action of the bell pus 
starts the timing and control apparatus, thereby making the 


‘weld; the weld having been made the tool is removed by de- 


energising the hold-on magnets and withdrawing the tool 
from the stud, which remains welded in position. Once the 
apparatus has been set for a particular size of stud it can be 
manipulated continuously by unskilled labour. 

The Cyc-Arc machine 1s designed to operate on a 60/100-volt 
d.c. supply, the normal range of current being from 300 to 500 
amperes, according to the size of the article to be welded. 


The actual energy consumed per weld, however, is very smali, 


as the usual duration of the welding current is only about one 


Fic. 15.—A Parsons SuiP's AUXILIARY SET. 


second. The entire equipment weighs approximately 2 cwt., 
and can be easily transported by two men; the tool itself is 
readily handled by one operator. and is adapted to fit uneven 
and curved as well as flat surfaces. | 

A motor generator is provided where difficulty is experi- 
enced in obtaining the necessary d.c. supply at a suitable volt- 
age. The set is quite small compared with the momentary 


demand it meets during the welding operation, and by its 


use the average load per welder is less than 1 kW, and the 
momentary peak load during welding does not exceed 5 kW, 
ie., 11.5 amps. at 400 volts d.c. This result is obtainea by 
fitting a heavy flywheel to the motor generator which stores 


enough energy to provide the necessary current for one weld 


even after the power supply to the driving motor has been 
interrupted. | 
Modifications of the Сус-Агс apparatus were shown, includ- 
ing a bench type machine for rapid repetition work, which can 
be attached to any standard driling machine, fig. 14, or 
bench standard. There was also exhibited a heavy machine 
with compressed air return action, designed particularly for 


work where a heavier pressure is required at.the weld. 


Parsons Motor Co. had on view three sets incorporating its 
wellknown internal-combustion engines, which are suitable 
for driving dynamos to give outputs of from 4 to about 60 kW, 
and which have been particularly successful for emergency 
lighting purposes on board ship. So far as the ship's auxiliary 
eet is concerned, it will be seen from fig. 15 that 1t comprises 
а 14-Ь.р., 2-cylinder. vertical enclosed paraffin engine. direct 
coupled to a Crompton 7.5-kW dynamo. generating d.c. at 
100/160 volts, and also driving a Reavell 2-stage air compressor 
by gearing. The whole set is mounted ор a special steel bed, 
and has proved very useful where large Diesel engines are em- 
ployed, either ashore or afloat, but especially on board ship. 
The compressor is used for charging the starting bottles for 


the Diesel engine, while the dynamo supplies energy for bat- 


tery charging or direct ship lighting, &c. The compressor 18 
of the Duplex water-cooled type that rune at 400 r.p.m., and 
has a piston displacement of 25 cu. ft. per minute. It will be 
noted that the compressor is driven by means of gears through 
the dynamo, and a neat arrangement for putting it in and out 
of gear takes the form of sliding the motor pinion out of 
engagement. It is claimed that the engine can be stopped, the 
sliding pinion moved in or out, and the plant started u sgain 
within two minutes. It should be mentioned that the 

has experimented largely with engines consuming alcohol or 
mixtures thereof, and has now placed on the market a specially 
designed machine to consume fuel of such a nature. | 
Messrs. BenkzLEY & Youne, Ітр., exhibited fans of various 
types and Bandy single-phase repulsion and repulsion in- 


duction motore. On the eame stand B.K.B. featherweight 
motors ot from 1/100 to 2 h.p., Emcol totally enclosed ma- 
chines, and Magnoid welding specialities were also ‘ahown. 
Messrs. J. W. Ray & Co. “'s stand represented the bridge of 
з liner, and was equipped with automatic reply telegraphs, 
electric direction indicators, steering gear control apparatus, 
and a representation of the engine room illustrated the use of 
electrica! engine signal gear, tachometers, counters, &c., all of 
which were 1n actual operation. EL ii 
MESSRS. "VARIABLE SPEED GEARS, Larp., showed working 
models of Williams-Janney variable-speed gears and variable- 
delivery pumps. The electro-hydrauiic ram type of steering 
gear is smooth working and protected against any tendency it 
might have to hunt, while overloading of the driving motor 
of the firm’s winches is prevented by means of a small rain 
that is operated by tbe fiuid pressure and mechanically con- 
nected to the stroke mechanism of the pump end. ‘Ihe tluid 


pressure of the gear is proportional to the ehaft torque; thus 
if а heavy lift is attempted, the pressure operates the control 


ram and the lift is effected at the correct proportionate speed. 
It is even claimed that should the lifting hook catch on an 


obstruction, the auto control would bring the gear to rest with- 


out blowing the fuse, actuating the cut-out, or damaging the 
motor. Е 

A good selection of électrically-heated furnaces was to be 
seen on the stand of MESSRS. AUTOMATIC AND ELECTRIC Fun- 
NACES, LTD., who exhibited several types of Wild-Barfield fur- 
naces, all of which were fitted with excess temperature cut- 
outs that automatically interrupt the heating current at a pre- 
determined temperature, to exceed which would be dan- 
gerous to the life of the heating winding. Руговсоріс 
detectors can also be incorporated so as to announce the 


“moment at which the specimen being treated in the furnace 


has reached its critical temperature. ; 
Messrs. Scuouey & Co., Imp., had their well-known pro- 
ducts represented by fractional horse-power motors (1/50 up 
to 4 h. p.). Kutmore '* portable electric drills, ‘‘ Croydon 
suction cleaners and blowers for both domestic and industrial 


uses, and also Copes '' boiler feed-water regulator. 


Electrically-driven battery trucks for industria] uses were 
displayed on three stands. Messrs. Н. C. SLiNGasBY make 
some 1,900 varieties of trucks, and amongst tbe 60 selected 
vehicles that were shown were several ''electrics," as well as 
elevators, while British ELECTRIC VEHICLES, Lro., exhibited 
4 and 2-ton trucks, besides a battery rail locomotive which has 
becn employed for many purposes, including haulage in mines. 
Messrs. W. GooDYEAR & Sons, Lrp., showed two 2-ton 


Greenbat trucks, one of which was а low-platform model. 


Messrs. R. М. RADIO, Lrp., showed 1%, $4, and i-kW com- 
plete ship's wireless equipments, including the Thermag- 
nion "' receiver, direction-finding devices, and various receiving 
apparatus suitable for use on yachts and amateur work. 

The Evecrro-Mecuanicat BRAKE Co., Lro., had a represen- 
tative display of its manufactures, and claims that the 
E. M. B.“ jointless grid-type resistance is unbreakable and 
rustless. A feature is that the elements are made in one 
length, and there is, therefore, no risk of open circuit, it is 
said. The advantage of the firm's steel case controllers is the 
combination of etrength with lightness and the arrangement 
by which the drum can be withdrawn and replaced 18 exactly 
in alignment. The company's products are used largely in 
steel works in this country and by many tramway under- 
takings, including the L.C.C. and Manchester, Birmingham. 
Glasgow Corporations, &c. Their particular advantage for ex- 


port is that they will stand very severe handling without being 


damaged. E | 

Tramway and light railway material, euch as track, rails. 
gear cases, &c., were shown by WILLIAM LITTLE & Sons, Lap., 
while such articles as current collectors, trolley standarde, and 
the Municipal Tramway Association's standard overhead 
fittings were to be seen on the stand of Messrs. BRECKNELL, 
Munro & Rocers, Lr. 

The а.с. motors manufactured by Messrs. E. BROOE, LTD., 


- were represented by machines ranging from 4 to 100 h. p. in 
size. and one size was shown in five different types — namely. 


protected, enclosed, pipe ventilated, drip prcof, and slip ring. 
The exhibits of Messrs. Bow, MeLAChLAN & Co., Lrb., in- 

cluded '" Guided Segment steam and electric steering gear; 

the latter was shown controlled by a switch that was actuated 


` by means of shafting. but any of the usual means may, of 
course, be employed for the purpose. 


The INSTRUMENTAKTIEBOLAGET NAVIGATOR, of Stockholm. 


` showed an automatic inboard log which measures and registers 


the speed of the vessel as well as the sailed distance. The 
pilot tube which projects from the bottom of the ship contains 
no moving parts, and the electric accumulators that actuate 
the device do not need to have their pressure regulated. 

The LEEDS ELECTRICAL CONSTRUCTION Co., LTD., had а large 
stand on which many types of electric furnaces for the heat 
treatment of steels and the melting of non-ferrous metals were 
displayed, including the Lecfur rotary rivet heater and 
samples of refractory materials and alloys. | 

Messrs. Hancock & Co. (ENGINEERS). TTD., also showed a 
small tool-room size of electrically-heated furnace, the feature 
of d was its capability of reaching a temperature of 2,500 
deg. C. 

Messrs. JAMES Scorr, ID., showed a selection of ships’ elec- 
trical fittings, such as plugs. switches, bell and fire alarms, «с. 
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On Messrs. DNT & Lucas'8 stand were to be seen electric 
drilling and grinding machines, made by Messrs. Couffinhal; 
fractional horse-power motors, including Universal ma- 
chines, manufactured by Messrs. Lilliput; ‘‘ Champion ” fans 
of several sizes; and Messrs. Beccat's electrically-operated lift- 
ing tackle. 

On the gallery the NORTHERN STEEL & HARDWARE Co., Lro., 
demonstrated the labour-saving properties of two useful house- 
hold appliances—the ‘‘ Northern vacuum cleaner and the 
Laundry Queen washing machine, both of wuich were 
electric. 

The exhibit of Messrs. EDISON ACCUMULATORS, LTD., con- 
sisted of a number of batteries ranging in capacity from 1.5 to 
450 ampere-hours, and varying in application from wireless 
valve circuits to the propulsion electric vehicles. 

The name of the MuLTI-way EARTHINO Сир Co. indicates the 
nature of its products, while those of the 1GRANIC ELECTRIC Co., 
LTD.. are too well known to need detailed description. 
Amongst those shown the bi-polar drum armature winding 
machine may be mentioned, which enables armatures to be 
wound by such semi-skilled workers a8 apprentices and girls. 
An 800- amp. auto-reclose circuit breaker for the protection of 
d.c. feeder circuits not only opens on the occurrence of a short 
circuit or the failure of the voltage, bu$ also re-closes auto- 
matically after (but not until) the conditions of the protected 
circuit have been restored to normal. A complete water-tight 
Dean valve controller, for the remote electric control of steam, 
water, or other valves, was also shown, in addition to numerous 
other ingenious devices. 

The CoNsoLIDATED PNEUMATIC Tool Co., Lrp., had a small 
stand on which were displayed samples of electric lifting 
blocks, drille, and grinders, in addition to pneumatic tools of & 
similar nature. 

The Lonpon EngcrRIC WIRE CO. & Sirus, LTD., had a show 
case containing a selection of their manufactures, and the Con- 
CORDIA ELECTRIC WIRE Co., LTD., products were also repre- 
sented by numerous samples. 

All kinds of measuring, indicating, and recording instru- 
ments were exhibited on the stand of JAMES PITKIN & Co., 
LTD., and it is needless to record that the representative col- 
lection of instruments shown by the CAMBRIDGE & PAUL Ix- 
N Co., Ілр., well repaid the time spent in inspecting 
them. 

A fine selection of electric winches, windlasses, cranes, cap- 
stans, and haulage gear composed the exhibit of Messrs. 
CLARKE, CHAPMAN & Co., Lro. The Scott-Bentley load dis- 
criminator fitted to the control gear of similar machines 
that were shown by Mrssrs. Laurence, Scott & Co., LTD., 
gets over the objection sometimes raised against electric 
winches—namely, that they are slow compared with steam 
winches at light and moderate loads. The discriminator allows 
the winch to be speeded up automatically on the last step of 
the master controller, provided so doing would not overload 
the motor, in which case it keeps the speed down to that of 
the previous step of the controller until the load is eased. The 
practical result is a considerable speeding up of the average 
rate of working without the risk of bringing out the overload 
circuit breaker. The steering gear made by this firm (a purely 
electric system) has been in practical operation on ships since 
1914. There is a sliding rheostat connected to the wheel and 
another (in the steering flat) to a small telemotor. The latter 
is excited on the Wheatstone bridge principle when the wheel 
rheostat is moved and tends to bring its own rheostat back into 
coincidence. In doing so it drives on a limiting gear connected 
to which is a master controller. The motor starts, drives back 
the other side of the limiting gear, and switches itself off; the 
rudder has then come to rest in the position indicated by the 
steering wheel. Various types of machines were exhibited by 
the firm, a teature being the use of wooden wedges in the 
armatures of even the smullest size, thus obviating the use of 
binding wire on the cores. 
^ Lighting fittings and accessories were to be seen on some 
half-dozen stands other than those we have already mentioned 
—namely, on those of WM. McGreocH & Co. ID.; F. 
SMITH & Son (SOUTHAMPTON), LTD.; NETILEFOLD & Sons, LTD., 
including a locking device for electric lamps; Мк. WALTER 
WHITE, including starting equipments for motor boats; НЕО 
AND Co., hand and torch lamps actuated by a lever, strap, or 
pedal in place of the usual dry cell; and the ENGINEERING AND 
LIGATING EQUIPMENT Co., LTD., including the Gobb non-dazzle 
lamp which appears to be really good. | 

With regard to heating and cooking apparatus, the display 
of electrical devices of this nature was much more satisfactory 
than has been the case at other shows within the last few 
venrs. CARRON Company had a large and imposing stand; it is 
impossible within the space at our disposal to describe 
the representative display of this company's manufactures, but 
the examples on view were sufficient to indicate the wide 
range of appliances it specialises in. It has installed cooking 
equipment in many of the largest liners, &c., for coal, steam, 
electricity, and oil. The appliances for use with electricity in- 
cluded an ordinary galley range as well as a native range. 
besides appliances suitahle for ships, hotel or restaurant use, 
including а steaming oven. fish fryer, boiling pans, and a grill. 
An electric range with hot plate, together with several electric 
fires, complete the display of electric cooking and heating appli- 
ances. Of recent years Carron Company has devoted special 
attention to haulage gear. and two examples of the lateat 
tvpes were shown. One of these was а double drum, worm- 


geared, main-and-tail rope haulage, fitted with gear-box, motor 
and controller. 

The JacksoN ELECTRIC Stove Co., Lrp., also bad a large 
stand on which it exhibited a complete electrical equipment 
for a ehip's galley that was sufficient to cater for between 4) 
and 50 persons. The firm equipped over 400 of Н.М. sub. 
marines during the war period, besides supplying a large num. 
ber of other appliances for cooking and heating on board 
capital ships and auxiliaries. A range of fires, cabin heaters, 
and domestic devices was also on view on the stand. 

Another firm that showed domestic heating and cooking 
apparatus, including the dome type of oven which has been 
described in our pages, was the HOTPOINT ELECTRIC APPLIANCE 
Co., Lrp., while a combination electric iron and heater and 
the Midget "' electrically-heated geyser found a place on the 
stand of MESSRS. SUMNER, VAUGHAN & Co., LTD. 

Finally, self-contained electric generating sets suitable for 
supplying energy for lighting and power purposes on board ships 
or in isolated houses or farms were exhibited by about 15 firms, 
in addition to those that we have already mentioned. As will 
be seen from the following list, the sets shown were driven 
by steam engines, turbines, or internal-combustion engines, 
and varied largely in size and type:—The De Laval Steam 
Turbine Co. (a 10-b.h.p. single-stage turbine connected toa 
2-kW high-frequency alternator for wireless telegraph purposes 
and also driving a 4.5-kW d.c. generator); Douglas & Grant, 
Ltd. (20-kW steam set); James Howden & Co., Ltd. (steam); 
Sunderland Forge & Engineering Co., Ltd. (2.5/15-kW steam); 
Aster Engineering Co. (1913), Ltd. (semi-Diesel, petrol, 
paraffin and town's gas semi-automatic, 2 kW/100 b. h. p.); 
John I. Thornycroft & Co., Ltd. (36-kW paraffin); Norris, 
Henty & Gardners, Ltd. (1 kW/134 b.h.p. heavy oil); Peter 
Brotherhood, Ltd. (steam engine, turbo-alternator and petrol 
sets); Boulton & Paul, Ltd. (petrol); Vickers-Petters, Ltd. 
(Semi- Diesel, paraffin and petrol, 1 kW/152 b.h.p.; Mark 
Webber, Ltd. (petrol, paraffin, and town's gas, 2/16 h. p.): 
Stuart-Turner, Ltd. (petrol semi-automatic); and Campbell and 
Isherwood, Ltd. (steam 3/55 kW); the latter firm also showed 
а 7-h.p. watertight motor suitable for use 1n exposed positions 
on a ship’s deck, &c., а B.S.C. centrifugal pump driven by a. 
3-h.p. totally-enclosed electric motor, electric drills, and electro- 
magnetic drill stands, switchboards for ships, &c. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear чїй 
the tollowing week, Correspondents shuuld sorward their communi- 
cations at the earliest possible moment, Ло letter can be published 
«uniess we have the writer's name and address in our postesriun 


Short-sighted Employers. 


One would think in these days of advancement that there 
would be very few of the above-mentioned employers, but 
nevertheless (to the writer), they seem to be growing Ш 
numbers. One such employer engages a handyman to 
look after his works plant and imagines by doing so that be 
is saving money, but I am certain that any practical electrical 
engineer will agree that that is a very short-sighted policy. 
The writer has been called to innumerable '' break-downs " 
to ascertain and rectify the cause of trouble and has found 
in nine cases out of ten that the trouble could have been 
lessened if not prevented altogether, had it not been for the 
fact that the plant attendant usually seemed more suited to 
looking after pot plants than electrical machinery. The 
employer of the handy-man is surprised when a serious 
break-down takes place, and is more surprised when he has 
to foot a heavy bill for repairs; the fact of the matter is, be is 
proverbially '* penny-wise and pound-foolish.’’ Of course every 
employer has the right to conduct his business as he thinks 
best, but it does seem a pity that he should throw money away 
when there are at present во many really first-class electri 
clans who would be glad of a job. I could give many instances 
where trouble has been caused by the employment of bandy- 
men to look after electrical apparatus, but one or two w! 
suffice. Having been called to examine a 4-h.p., 440-volt, 
shunt-wound motor, I was met by the engineer-in-chie! (1) 
who assured me that the trouble was only slight, and that the 
motor just fizzed and stopped. On examination, I foun 
that the windings were completely burnt out, and on making 
my way to the fuse boxes I found that the fuses consisted 
of pieces of No. 14 S.W.G. galvanised wire: ‘‘ nuff sed! 
Another plant attendant called at my employers’ place of 
business for a starter for a shunt-wound motor, ап J asked 
if we should send someone along to erect and connect it for 
him; this he declined and seemed annoyed at my suggestion. 
However. he had not left the above-mentioned establishment 
more than an hour, when he returned with the starter. the 
no-volt coil being completely burnt out, und remarked tha 
we had given him a bad starter. After considerable trouble 
the writer managed to convince this plant attendant that Пё 
had made a mistake in the connections, and the attendant 
admitted that he had no idea which was the field or the 
armature wire. 

Of course the writer does not blame the handy-man for tte 
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above state of affairs, as it is almost entirely due to the 
short-sighted employer, who, after all, is not a bad sort as 
һе creates plenty of work for electrical engineers. 


Contractor's Foreman. 
September Ath, 1921. 


A Motor Problem. 


With reference to the correspondence under the above head- 
ing, I sincerely wish to thank A. C..“ Mr. Swindlehurst. 
and Mr. Pinkerton for their interest in the problem, and for 
their very helpful suggestions. Mr. Swindlehurst seems to 
deplore my lack of experience with a.c. motors. I hope he 
does not expect a '' treatise on single-phase induction motors 
or anything of that nature from the pen of a merely practical 
man. He is also interested to know how I discovered the 
h.p. of the machine with the name-plate missing. I dis- 
covered the h.p. from the starting-switch installed with the 
machine, which was marked 0.5 h.p., and judging by the size 
and weight of the motor as well, I rightly or wrongly stated 
it was 0.5 b.p. Of course, he may assume the motor to be 
anything from 0.25 h.p. to 0.75 h.p. Within those limits I 
do not think we can be far wrong, and I fail to see how it 
materially affects our problem. Then he asks how I know the 
motor to be suitable for 230 volts. Dealing with the voltage, 
perhaps І had better quote my exact words: I examined the 
system and found it was a single-phase, 230-volt, 25-cycle 
supply," obviously meaning the supply system. Mr. Pinker- 
{оп'в correspondence of the 12th inst. is very interesting. and 
I am very pleased to furnish these further details, in addition 
to diagram: Weight of motor, 60 to 70 lb.; rotor diameter. 
54 in.; width (across laminations), 21 in.; length of shaft. 
M in.; diameter. of ehaft, 2 in.; pulley diameter, 2 in.. 
face 4 in. The terminals of the winding were marked L.F.A., 
which at firet glance made me think it was a d.c. motor. Evi- 
dently it is a 6-pole machine, and synchronous speed on а 
. cycle circuit would be 25 х 120/6= 500 r.p.m. (adopting Мг. 
Pinkerton's formula). But I question whether the speed was 
anywhere near it. I fancy the slip was very great. The 
motor is of the split-phase starting type. as he assumes. In 
the shops we used to designate the two windings as running 
winding " and " starting winding." Mr. Pinkerton's alter- 
native method to putting in & 2-pole winding is very interest- 
ing; does he mean reducing the voltage in the ratio of 60 to 25; 
230 to about 96 volts? From my limited experience with 
motors I have found that decreased speed may be due to many 
causes: wrongly connected stator coils, loose bars on rotors. 
badly worn bearings, &c. It did not occur to me until as a 
last resort to question the design of the machine. I took it 
for granted it had been ordered for a 2»-cvcle supply. But I 
think that now we are all agreed that the trouble is due to the 
frequency of the supply mains, and I hope shortly to test it on 


a 50-cyele supply. D. T. Davies 


Porth. 
September Ath, 1921. 


The Shipping, Engineering and Machinery Exhibition. 


T understood that the exhibition held at Olympia was for 
the purpose of advertising British goods, and was therefore 
very much surprised when one of my staff returned after a 
visit to the exhibition with a pencil case. which I enclose 
herewith. 

You will notice that just under the head of the same is 
marked Germany. which I presume is the country of its 
manufacture. This pencil was purchased for ?s. 6d. on a 
stand. of which unfortunately the name was not taken, but 
it was a stand devoted to recording clocks and similar 
mechanism, on the ground floor of Olvinpia. 

I should certainly have thought that we had quite enough 
to do to advertise our own goods without advertising German- 
made articles at our exhibition. 

T shall he pleased to hear the remarks of other English 
manufacturers on the subject. 


Luton, 
September Brd, 1921. 


G. Farquhar. 


Organ Blowers. 


The letters in reply to Organ Blower appearing in the 
current Review with their abundance of practical detail 
wil no doubt prove helpful to your correspondents and 
readers, but it seems to me thev do not deal specifically with 
the actual problem of converting existing d.c. plants to a.c. 

Stating a preference for d.c. or suggesting that feeder 
blowers cannot be driven by a.c. is «mall comfort to the 
engineer who has the job to do. Similarly depreciating the 
"se of single-phase will not help if it is а case of Hobson's 

nice. 

Prom this point of view I would put forward the following 
suggestions. 

Where 2 or 3-phase supply is available, squirrel-cage motors 
can be used as effectively ве d.c. On rotary fan equipments 


the existing wind valve control will apply. On feeder bellows, 
where rheostat control is fitted to the d.c. motor, this must 
be adapted to operate fast and loose pulleys. In either caee 


the problem of speed control is eliminated. 


Where single-phase supply only is available, or preferred 
owing to length of wiring necessary to connect to 3-phase, 
the same general remarks apply, with the vital difference 
thut the question of starting must be carefully considered. 

The prevailing prejudice against а.с. organ plante is almost 
entirely due to trouble experienced in connection with the 
poor starting characteristic common to all single-phase induc- 
tion motors. 

This may be overcome by centrifugal clutches or other 

automatic engaging gear, but whatever method is adopted 
complication and expense is involved. The best solution 
of this, the only real difficulty in the whole problem, is the 
repulsion type single-phase commutator motor, such as the 
" Parkinson," or * Century,” possessing a high starting 
torque. 
. An interesting point arises in а convermon job, such as 
is under discussion, where a single-phase induction motor is 
decided upon; the h.p. is invariably in excess of that of the 
d.c. motor replaced, principally to counteract the starting 
difficulty; add to this the very low power factor of this type 
of motor and the result is seen in а remarkably high amper- 
age for the old wiring to carry and dimming of the lights 
when the organ is started, to вау nothing of the mains 
engineer being alarmed. 

The noise objection in my opinion is over-stated ; a.c. motors 
vary, even from the same works, but generally are as silent 
ag d.c. and certainly quieter than the rotary fans they drive. 
Maybe the '' unpleasant noise referred to is the mechanical 
click during starting and stopping of some types of repulsion 
motors. 

F. J. S. 


September Ath, 1921. 


Supply without Statutory Powers. 


May I ask for a little more of your infinite patience, to deal 
MS " Northwalian’s ’’ letter of last week? It is an easy 
task. 

He says A. O. G.“ is getting alarmed; perhaps '' North- 
walian " will explain why. I have no financial interest in, 
nor have I for nearly two vears been employed bv, any 
electricity supply whatever. In fact, I am one of the con- 
sumers for whom N. W.“ is so solicitous! So that's that. 

It seems they have had the field pretty much to them- 
selves." They have; very much so. In 1909 the idea of a 
little village having its own supply was the subject of almost 
universal derision in the village iteelf, and some of the very 
people who, like N. W., seem to think the affair is now 
a gold mine, were then among those who raid it could not 
he made to pav. And a few vears after it started a long 
letter appeared in the Review from an A. M. I. E. E., 
pointing out. that the idea of а village supply was preposterous, 
and that electricity supply was a doubtful enough venture 
in а town of 10,000 population. 

In this particular village a scheme was started. and current 
supplied to 30 consumers, on an outlay of £270. А second- 
hand semi-portable steam engine with loco-type boiler was 
hought for £45. and this encine ran the supply till quite 
lately. It may interest N.W.” to know that the amount 
of coal used per unit sold, with this tiny plant running non- 
condensing, was the same as that used by two other much 
larger plants in North Wales. according to figures published, 
one of the latter selling a million units a year. 

In 1915, with nearlv 70 consumers, the total capital ex- 
nended was under £400. To the best of my knowledge this 
ia a record for the kingdom. In these conditions. giving a 
24.honr supnlv vear after vear without a single failure, a 
net return of six to eight per cent. was obtained on the above 
little capital, five per cent. being distributed. The charge 
was 8d. per unit. In 1918. owing to dearer coal and labour, 
thia war increased to 11d.. with similar financial results. 
Renairs and renewals had averaged £5 per annum all through. 

These results were only obtained by minute attention 
to economy—careful firing. clean boiler surfaces, hot feed, 
ticht niston and valves, shortest possible runs at full load, 
attendance a nart-time job. &c. An article of mine on the 
enhject of making these small affairs pay was published jn 
the Review іп 1914. The total coal consumption was 17 cwt. 
ner weck. and often a sum. ner evenipg's run was done on а 
single harrowful of coal. including raising steam. 

In 1919 the little group of local people who owned the 
eancern sold it, for nurelv personal reasons. and at a profit. 
Then all the methods which had made it a moderate success 
were thrown to the winds, and at the present time it is 
being run at a substantial annual loss. : 

The foresoing. with mv last week's letter is mv replv A 
some cf oN Wr” evestiona. At the same time. it mrt ^e 
mointed ont that the 3d. rer kWh he mentions. was ды 
assumed by me ar а пов: Һе charge for power 1n Я „ 
T do not accent it as the final all-in rate to small village 
lighting consumers, having anything from two to twenty 
lampes. Does һе? 


„N W,” says, it is the dearness of supply . . . that ha! 
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hindered the progress, &с. After years of experience, with 
more than one plant. I say, emphatically No!. When а cot- 
tager having 30-watt lamps running three hours on a penny (at 
IId. per unit), compares his ljd. or so per night with his 
next-door neighbour's 4d. for paraffin (actual cases), it gives 
the measure of the truth of the statement. What has 
hindered progress, absolutely without doubt, is the cost of 
Wiring. = . - . | 

The reason of the bitter feeling was given last week. 
N. W.“ can take it from me that the Council in this case 
notoriously does not represent the feeling of the villagers on 
the question, and any attempt to stop the present supply, 
leaving nothing in its place, would lead to ructions. 

a M E : A. O. G. 
“September 26th, 1921. ; 


лр o deas ОАЕ 


7 The Test of Salesmanship. 
With reference to the very interesting article in your 


current issue, unless it is already in practice it might be 
arranged, more especially by the supply houses that make 
these household electrical appliances, to draft some of their 
smart female works’ hands or forewomen into the sales depart- 
ment to explain the apparatus in a practical way to their 
potential lady customers, thereby effecting the '' rare achieve- 
ment of genius necessary, ав by this you have the combi- 
nation of the one person in the sales department uniting the 
two practical sides, i.e., manufacture and use of the apparatus, 
which mere man can hardly ever hope to attain. 


london, 
^. September 26th, 1921. 


Interested. 


The Contractor's Future. 


Your article of September 16th on the contractor's future is 
very interesting, and, unfortunately, much of it is true. 

At first sight one would thank the author for the interest 
he has taken, but on closer investigation one is surprised to 
find that 16 15 really one of the biggest pieces of Yankee bluff in 
the shape of advertising disguised as an article that I think 
has yet appeared in your columns. эз | | 

.What do we really find the article boila down to? It is that 
a gentleman, who for years has sold American electrical ap- 
paratus on the British market, now finds that an American 
firm has started an intensive campaign, which will affect him 
probably more than anyone else in this country; he therefore 
rushes into print, and seems very aggrieved that anyone else 
should dare to put up a fight against his organisation. 

We all know the pathetic figure of the budding contractor 
with a few pounds and a coil of wire, but then Mr. Hawkins 
must realise that the financial cramp ” of this poor fellow 
is often due to the fact that he was probably away for nearly 
five years at a little job that we had on in France and other 
districts, and during this period the Americans were busy 
collecting British gold by means of which they could build up 
their wonderful sales departments. 

There 1s something sweet in having one's own buainess, how- 
ever emall it may be, and it is certainly not to the advantage 
of the poor contractor that the few pounds’ capital that he has 
should be paid out to keep American workmen busy. 

Of course, magnificent showrooms are very nice, but there 
are some excellent showrooms in London where goods of 
British manufacture can be seen working, and to which the 
contractor who cannot afford his own showroom is always at 
liberty to send his cliente. : 

We are often told that some Trade Unions are financed by 
Bolshevist gold, but heaven forbid that any Contractors' Asso- 
ciation should have to appeal to an American factor for pro- 
tection апа advice as to how to run ite affairs. A 

H MN | i | Britain First. 
London. 
September Ast, 1921. 


Referring to the article under the above heading in your 
issue of the 16th inst., although agreeing in many waye with 
the view that the contractor will have to look to his laurels 
if he wants to come out top in future, we do not think that 
the scheme &dvanced will be practical when. applied in the 
business sense. . Mun THEN. | 

The average local contractor would absolutely refuse, we 
think, to join hands with his rivale, especially if he had a 
more commanding poeition in his district—the only contractors 
wiling to do this would be those who only had a slight 
connection and small capital. | 

: Again, the average contractor is not in a financial position 

to lay much capital out in displays, although we think that 
this side of tbe business should receive a lot more attention 
than it has. The windows should be made ав striking and 
interesting as possible to the buying public and to the femi- 
nine side especially in order to prove that electrical appliances, 
particularly those dealing with heating, lighting and labour- 
saving devices, are really practicable commodities, and since 
nearly every contractor thrives on account of his installation 
business, he should, as far as possible, develop his sales, and 
especially his displays, on these lines. i ` 


Loca] contractors when tendering for an installation hav 
to compete with large companies who have had far gester 
experience, both as regards buying suitable plant, &c., and 
as regards economical installing. Contractors should therefore 
avail themselves of all assistance offered them by the manu. 
facturers, and before buying any lighting plant of which they 
have had no previous experience, should make a special point 
of seeing the sets on test, and should observe any special 
adjustments in running that an experienced man makes. It 
is surprising to what a small extent contractors consider this 
necessary, and yet this, no doubt, is the prime cause of 
failure of many local businesses. 

As an alternative to the above scheme, a contractor could 
arrange with the manufacturer to superintend the erection 
and first charge, and from a manufacturer’s point of view, this 
is far more satisfactory. 

The contractor, now having в good knowledge of what he 
is selling, can put his experience at the disposal of his clients 
and can give а lot of good advice, when they are either antici. 
pating a future installation or overhauling an existing one. 
Besides, when a contractor can show that he knows what he is 
talking about, he has far more chance of obtaining the order. 

Were contractors to realise that the above details forma 
very important factor in their business, their future succes 
would be assured, and the fact that que house plants 
would be more satisfactorily installed would lead man 
people, who have at present declined to have electric light, 
to order an installation from that contractor who understand; 
his work. 

This letter is not an attempt to prove that contractors do 
not know their work (as a rule they do); but the general 
experience of manufacturers is that the contractors do not 
give them sufficient assistance, and that they imagine that, 
because they have installed one make of engine, or have 
read some literature regarding the engine they propose instal- 
ling, they are in a position to run any make or type of engine 
on any kind of fuel, and that, because they cannot do thi, 
it is of course the fault of the plant. | 

Were every eléctric light plant to run as well when installed 
as it does on test, there would not be a single house without 
electric light in the whole country. 

| Harry Hodges. 


London, 
September 22nd, 1921. 


Patents in Ireland. 


A separate Irish Government is likely to affect inventors 
detrimentally if it means setting up another Patent Office 
with the usual red tape and extra fees to pay. · 

At present an inventor is given patent protection for the 
whole of the British Isles, and at the recent Conference et 
Premiers a scheme was considered whereby one fee would 
give protection for the British Empire. | 

With a separate Patent Office in Ireland all sorte of difi- 
culties are likely to arise, and the chances are that as with 
other small nations, the fees will be excessive. | 

The world's progress depends very largely on inventors, and 
the increasing of Government patent departments and fees 
would be a further handicap. 

E. Kilburn Scott. 


Farningham. 
September 20th, 1921, 


Russian Electrical Schemes. 


The articles and notes on various electrification schemes in 
Russia which from time to time appear in your paper, such a8 
for instance, Russia's Electrification,” in the issue of Augus 
19th, are really an imposition upon the intelligence of your 
readers. However little Russia is known in this country, yet 
there are here perhaps not a few men who have visited al 
lived in Russia, and know something about that country, yet 
these men, after reading all about the '' ambitious schemes 
as ou characterise them in your above-quoted article, wou! 
simply shrug their shoulders and say '' bosh." | 

The source of the information contained in these articles 
is obvious, and its purpose is clear—sheer propaganda to ms 
lead business men and financiers in this country into believing 
in the great opportunities in Russia, but it is a pity that your 
valuable paper has been unconsciously made a tool for this 
propaganda. Truly, the opportunities are there, but not under 
the existing régime; they will come when the present regi 
goes, and not before. | | . 

I could say much an every scheme described in your papet 
but it would take too much valuable space, and therefore 
confine myself to asking: How is it possible to Та, 
the alleged materialisation of all the schemes with the smp 
fact that Russia's production at present is about 5 pet ps 
of what it has been formerly, and the importation of {оте 
goods is hardly more than one per cent.? | 

According to Ekonsmitsheskaya Shism, the Soviet ОТ, 
ment's official organ, the four large electric factories M Rus | 
produced in 1920, generators, motors and transformers. 55 
total capacity of 13,950 kW (1) as against 356.000 K W in | 
and all the Russian cable and wire factories had in 1^4 ^ 
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perhaps the imports were bigger? 

The same source quotes that for five monthe of 1990, all 
kinds of machinery with a total weight of only 6,800 tons 
(ав against 450, 000 tons for five months of, 1913), were imported 
into Russia, but this item consisted mostly of agricultural 
machines, spare parts, iron hinges, rivets, manufactures of 
wire, nails, iron, babbitt, saws, and incandescent lamps. 

When you put these facts against such gorgeous contem- 
plated schemes as the electrification of Murmansk railway, 
going across a desert, and with a traffic of one train a day 
each way, or the transmission of a million horse power from the 
deserts of the White Sea for a distance of 400-600 miles, &c., 
&c., (issue of April 29th), while at the same time the highly 
up-to-date power and tramway plants of Petrograd and Moscow 
are permitted to fall into decay and have ceased to be public 
utilities, is it not permissible to suggest using a little discri- 
mination when giving place to such kinds of information 
coming from the Soviet propaganda organisations? 

A Reader. 


[In the desire that the exact truth should be known re- 
garding the situation in Russia, we yield to none; we therefore 
welcome our correspondent’s comments, in so far as they 
tend to that end, but we strongly demur to his suggestion 
that our reports impose upon the intelligence of our readers. 
We quote the sources of our information, and if we publish 
the grandiose schemes of the Soviet Government, we do not 
fail to publish also other statements showing to what a 
deplorable condition the industries of Russia have been brought 
under that régime. 

The industrial prospects in Russia are of interest mainly to 
readers who are concerned with the development of 
our export trade—men of intelligence and experience, who 
are as competent to draw correct conclusions from what we 
publish, as our correspondent—and we have no fear that 
they will be imposed upon.—Eps. Exec. REv.] 


output of about 300 tons, as against 6,300 tons in 1913. But 


-- 


Accumulator Froth. 


I ehould like to add a little comment to the growing corres- 
pondence on the above subject. While I should say that the 
froth appears most readily in those sets made of inferior 
celluloid, yet I have also noticed it in sets by well-known 
makers. However, in the latter case the froth apparently 
does not appear until the cells have been in use for some 
considerable time (say about four years). I think that it 
is then due to the treatment that the battery has been given 
by the user. 

Some people are continually topping-up their cells with acid, 
with the result that at the end of a recharge the specific 
gravity of the acid is considerably above the working Sp. G. 
The observed Sp. G., for some cells which have been re- 
charged by the writer, has been as high as 1.350 when only 
designed to work at 1.215 or 1.250. Thus the result of such 
treatment will be seen. The acid of higher Sp. G. attacks and 


weakens the celluloid, and the result is that apparently a 
new chemical compound is introduced, which I should say 
was the cause of the frothing. 


I have only known of three 


cells behaving іп the fashion complained of, which were made 
by the firm I аш with, viz., the Chloride Electrical Storage 
Co., Ltd., whereas, on the other hand, I have seen at least 
500 cases of cella by other makers. In each of the three cases 
mentioned the cells were old (one being nine years) and the 
Sp. G. of the electrolyte at the end of the charge had risen 
considerably above the normal. 
cells seem to render them more liable to frothing. 


Celluloid eeparators in the 


7 | J. Plummer. 
London, S. B., 
September 94th, 1921. 


— 


I have read with interest the letters appearing in response 
to an inquiry for the reason of frothing of cellulaid-cased 


uccumulators. , 


Mr. Frost's 12 years’ manufacturing experience ig certainly 
unique if he has not had a case of frothing. I have been 
in the accumulator industry for 20 years, and my experi- 
ence is that frothing will occur with the finest of celluloid. 
he frothing action is certainly more pronounced with poor 
quality celluloid, but even when of best quality 16 is not the 
ideal material for accumulator containers, but із preferred 
by users on account of its light weight, and transparent 
quaiities. W. s 

Mr. Hesketh's suggestion of painting the inside of the boxes 
would eliminate the transparency and remove: the | 
reason for celluloid being used. 

Ín addition to the reasons put forward by Mr. Peto, other 
causes can be traced, such as high rate of charging and 
high temperature, while a good deal of the frothing action 
emanates from the celluloid separators, and not so much 
from the container. із is due to the perforations being 
unpolished, which is not the case with the tace of the separa- 
rators or the box, except where joints are made. 

There is a wide field where celluloid can be utilised satis- 
factorily, but for certain classes of work it 1s fatal, for 
instance, in tropical climates. Mr. Hesketh is wrong m 
assuming that makers are indifferent. They bave to cater 
for the demand, not dictate to the public what they shall 


use. 
І W. C. Coates, 
Manager, Accumulator Dept., 
Ponder’s End. Edison Swan Electric Co., Ltd. 


September 26th, 1921. 


My own personal experience with small batteries, both 
glass and celluloid cased, is that all of them will gas. too 
freely unless ample ventilation is provided. | | 

I put in a set Of glass cells with Fuller Block interiors and 
very small openings at the top. ‘These gassed very freely 
and set up a lot of froth until the tops were opened up. I 
had the same experience with celluloid cells, and ebonite- 
cased accumulators as well. 

D. S. Wilson. 


Glasgow, 
September Ath, 1921. 


BUSINESS NOTES. 


Bankruptcy Proceedings.—E. E. Matuers, electrical en- 
gineer, Allen Dale, Springwell Lane, Balby, York.—Receiving 
order made September 21st on debtor's own petition. 

W. H. S. Warp, electrical engineer, 56, High Street, Acton. 
—First and final dividend of 72d. in the £ payable at the 
Official Receiver's Office, 29, Russell Square, W. C. J. 

А. C. A, WAMPACH, electrical engineer, Formby Lodge, Sea- 
brook Road, Hythe.—Supplemental dividend of 64d. in the £, 
payable at the Official Receiver's Office, Sa, Castle Street, 
Canterbury. 

Jod Henry Таугок, 99, Blackhorse Street, Bolton, Lan- 
cashire, electrical engineer and contractor.—The public ex- 
amination of this debtor was held on September 21st av the 
Court House, Mawdsley Street, Bolton. The statement of 
affairs showed liabilities £639, and there was a deficiency of 
£569. Debtor stated that he was brought up in the electrical 
business, and commenced business on bis own account in 
1919 after being deinobilised from the army. He was fairly 
successful until about July, 1920. At that time he developed 
а severe illness, and was ill for six months. During that 
period he put a manager in charge of the business, but it 
suffered through contracts being delayed. He attributed his 
1 to illness, personal aud family. The examination was 
closed. 

I.. J. NicHors, motor and electrical engineer (carrying on 
business in co-partnership with Margaret Parks (widow) 
under the style of the Scarborough Motor and Accessories 
Supply Co.), 19, South Street. Scarborough. Receiving order 
made September 94th on debtor's own petition. 


Dissolution of Partnership.—D.5 T. Evectric FITTINGS 

n engineers, Dixon's Green, Dudley.—Mr. W. Barnett. Mr. 

Saunders, and Mr. P. J. Thompson have dissolved partner- 
ehip. Mr. F. Saunders will attend to debts. 


Trade Announcements.— THE CABLE Accessories CO., LTD., 
announce that they can now supply material from their depôts 
at London, Glasgow, and Newcastle-on-I yne. They have 
taken over the B.S.T. Electrice Fittings Co., Dixon’s Green, 
Dudley, and the band lamp referred to in our New 
Devices section last week (p. 401) is now being manufac- 
tured by them. | 

MESSRS. CUTLER, ROBERTS & Co. have commenced business 
as electrical engineers at 7, New Street, Herne Bay. _ 

Messrs. GoobENDAY X FEN K, of Liverpool, аге opening 
to-morrow new suburban branch show rooms and stores at 62, 
Smithdown Road, where manufacturers’ specialities can be 
demonstrated. 


Catalogues and Lists.—THe METROPOLITAN-VICKERS ELEC- 
твїслї, Co., LTD., Trafford Park, Manchester.—Circular No. 
1,440/1, giving full particulars of waterwheel alternators. 

Tae Bastas ELECTRIC Co., Lrb., 185, Wardour Street, Lon- 
don, W.1.—TIllustrated and priced leaflet showing various 
makes of Bastian electric fires and heaters. 

ELECTRICAL COMPONENTS, LTD., 90, Great Charles Street 
(Snow Hill), Birmingham.—Price list No. 91 of electrical acces- 
sories. | 

Messrs. L. G. Hawxrss & Co., 116, Charing Cross Road, 
London, W.C. %.—Illustrated and priced leaflet of Miller 
lighting fixtures. m 

Tug Sr. HELENS Caste & RunnER Co., ID., Warrington.— 
A well-produced. illustrated booklet, fully describing the nuine- 
rous uses of C.T.S. wiring. | 

Tur Sun EvectricaL Co.. Lro., 118-190, Charing Cross Road, 
London, W. C. 2.—An illustrated and priced leaflet of 
„ Suneo” fires: also an introductory pamphlet relating to the 
„ A. BC.” Electric Laundress. | 

Тнв Ешзох Swan Егксткїс Co., Lro., Ponders End, Mid- 
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dlesex.—An illustrated and priced leaflet of electric lighting 
fixtures, including bowl fittings, desk lamps, &c. 

Messrs. Betting & Co., Edmonton., London, М. 18.—An 
illustrated and priced booklet of Belling '' electric fires, cook- 
ing apparatus, heaters, &c., with much information on electric 
cooking and heating that will be of interest to consumers and 
contractors. 


The Enginecring Trade Negotiations.—The meetings, re- 
ferred to in our lust issue (p. 413), have been held and have 
been protracted, but unfortunately the neyotiations on the 
question of the withdrawal of the 124 per cent. bonus for time 
Workers and 7j per cent. on piece rates have not been success- 
ful. The position appears to be that an agreement has not 
been reached and the employers' notices to discontinue payment 
of the bonus will take effect from October 12th. The Daily 
Telegraph, in referring to the matter, says that the result will 
be to reduce wages by from 9s. to 1Us. a week, following upon 
а recent cut of 6s. a week, and in all over 3,000,000 skilled and 
unskilled workers in the engineering establishments and ship- 
yards throughout the country are affected. A joint confer- 
ence of delegates of the engineering and shipbuilding trade 
unions was held at the Memorial Hall, London, on Sunday, to 
consider the position and decide what further action should be 
taken. The proceedings were private. Some 400 delegates 
were present. At the close the following official statement was 
made to a Press Association representative by Mr. J. T. 
Brownlie, president of the Amalgamated Engineering Union: 
A report of the negotiations that took place yesterday be- 
tween the shipbuilding trades and the Shipbuilding Employers' 
Federation was submitted to the conference and fully con- 
sidered. It was afterwards decided that the Unions’ Nego- 
tiating Committee report to the Minister of Labour the result 
of the negotiations that had taken place between the National 
Federations of Engineering and Shipbuilding Employers and 
the representatives of the men's organisations, with a view to 
procuring his good offices to avoid dislocation in the industry. 
The Negotiating Committee has been empowered to convene 
a conference of the trade union representatives at a later date 
if necessary.” 

It is stated that during last week's negotiations, various 
proposals were submitted on behalf of the men, who asked 
that the matter should go to arbitration, or, alternatively, for 
ан independent inquiry into the position. The employers 
declared that they were unable to accept either of these sugges- 
tions. The proposal was again put forward that wages in 
the industry should be regulated by a sliding scale based on the 
cost of living. This the employers declined, arguing that the 
bonus was a war-time grant, awarded as compensation to 
skilled engineers who were then training dilutees and re- 
ceiving only a flat rate of pay for so doing, with the result 
that dilutees on piece work Were earning 1n some cases more 
than their trainers. An attempt was subsequently made by 
the men's leaders to ascertain how the employers would view 
a proposal to spread the withdrawal of the war bonus over 
three instalments in October, November, and December on 
lines similar to those proposed by the engineering employers 
to the other unions. 

On Monday, Dr. Macnamara, Minister of Labour. received 
a deputation of the trade unions and discussed the deadlock. 
At the close of the interview Mr. J. T. Brownlie stated that 
the deputation requested the Minister to exercise the powers 
under the Industrial Courts Act, with a view to effecting a 
settlement. He said that there would be no ballot of the 
unions until after the Minister had acted. 

The Financial Times stated on Tuesday that large Tyneside 
engineering firms had susnended and cancelled orders until 
the war bonus was taken off the workmen's wages. | 


Sale of Plant at Gretna.—Messrs. Edmiston, auctioneers, 
Glasgow, completed a four days' sale of plant and machinery 
at Gretna Munitions Factory, by order of the Disposals Board. 
Buvers were present from the large centres of England, 
Scotland and Ireland. Prices were generally low, but pur- 
chasers have to bear the cost of dismantling. Electric motors 
of 50 h.p. realised from £90 to £100. 


French Patents.—The suspension or postponement of legal 
obligations connected with patents instituted during the period 
of the war comes to an end on September 30th, after which the 
usual obligations connected with patents, designs and models 
will again come into force. 

Book Notices.—British Engineering Standards Associa- 
tion, report No. 102-1921: British Standard Specification for 
Tramway Axles.” London: Crosby Lockwood & Son. Price 
Is. net, post free Is. 2d.—This specification follows very closely 
the lines of the revised British standard specification for 
railway carriage and wagon axles (with analysis), which is 
included in Part 1 of the new edition of report No. 24. A 
percentage of 0.05 of phosphorus or sulphur 1s permitted in 
the steel as in the case of the railway axle specification, but 
for the manufacture of tramway axles, no particular process 
of steel-making is specified. Falling-weight. tensile, and 
cold-bend tests are required, the latter being for use only 
where the order is for a number of axles under 15. when 
it is to take the place of the falling-weight test. A diagram 
is included illustrating the method of performing the cold- 
. bend test. Normalising (of which a definition is given), or 
oil-treating is specified, the choice to lie with the purchaser. 
The specification may be obtained from the ofüces of the 


British Engineering Standards Association, 28, Victoria Street, 
S.W.1, or trom the publishers. 

Reports Nos. 109.1921, Air-Break Knife Switches and Lami. 
nated Brush Switches, for pressures not exceeding 660 volts "- 
and 110-1921, Air-Break Circuit Breakers for pressures no; 
exceeding volts. 

These specifications form part of а series at present under 
consideration by the Association. During their preparation 
it was found that many of the conditions could not be laid 
down with any certainty until a large amount of research 
work had been done, particularly with regard to rupturing 
capacity for large sizes and satety of insulation. A com. 
prehensive research is therefore being undertaken by the 
Electrical Research Association, and when the results of this 
work are available it may be possible to extend the speci- 
fications. 

It is recognised that the breaking capacity of switchgear is 
dependent on many factors other than the kilo-volt-amperes 
to be broken, and it is necessary to take into consideration all 
these factors in deciding on the size of control gear to be 
employed. The specifications do not include switches and 
circuit breakers for use with series motors, circuits of high 
inductance or traction circuits, all of which may require a 
higher breaking capacity than is epecified therein. 

А nuniber of terms used in modern switchgear practice have 
been defined, and a series of standard sizes has been included. 
Dimensions of back connections and the distance apart of 
the stud centres of knife switches have been agreed upon 
so as to secure a reasonable amount of interchangeability 
without interfering with details of design. Since it is not 
practicable to take out a complete range of tests on every 
switch or circuit breaker, the tests have been divided into two 
categories, i.e., tests which are carried out on every switch or 
circuit breaker and those which are carried out only on a 
switch or circuit breaker of 4 type. 

The issue of these specifications marks a step towards the 
simplification of switchgear generally. As usual, the co 
operation of the interested electrical Associations has been 
secured in the preparation of the specifications, as well as that 
of the Government, Departments, the Institution of Electrical 
Engineers, the Electricity Commissioners and the National 
Physical Laboratory. The Committee has also had the bene- 
fit of the assistance of Mr. E. B. Wedmore (director, British 
Electrical & Allied Industries Research Association), and Mr. 
C. H. Wordingham, C.B.E.. 

The Electrical Contractors’ Year Book, 1921-22, which has 
been issued by the Electrical Contractors’ Association (Inc.|, 
price 28. 6d. net, is considerably bigger this year, in the 
ratio of 218 to 274 pages. A portrait of Mr. J. Orringe, the 
president, forms the frontispiece, and the membership of the 
three Associations occupies about 45 pages. At the frs 
meeting іп February, 1901, Mr. Н. Alabaster occupied the 
chair, but in the sketch of the history of the E.C.A., on p. 
112, his name is misprinted as H. Albaster Gatehouse.” 
Particulars are given of the constitution and functions of the 
Electrical Contractors’ Assocation (Inc.), the N.E.C.T.A., Ltd., 
and the National Federated Electrical Association, and tbe 
report of the immediate past president, Mr. P. Collinson, 
for the year ending April 30th last, follows; it states that the 
electrical contracting industry is suffering extreme depres 


sion, and that the cost of installation work should be reduced 


as far as possible in order to restore normal conditions. The 
membership on May Ist was: E.C.A., 668; N.E.C.T.A., Ltd, 
973; N.F.E.A., 694, and for the first time the income from 
subscriptions covered the expenditure. The profit on the years 
working of the N.E.C.T.A., Ltd., was £1,957, and the C.M.A. 
agreements brought to the members more than £25,000 ш 
excess of their ordinary trade discounts. Amongst other 
features of the Year Book аге an article on “Тһе Position 
of Apprentices,” by Mr. В. Tweedy Smith, wages schedules, 
working rules for various districts, and a variety of informa- 
tion on matters of interest to the members. 

We have received from Victor M. Berthold, of the American 
Telephone and Telegraph Co., New York, an interesting book- 
let entitled History of the Telephone and Telegraph in the 
Argentine Republic, 1857-1921.” 

Automatic Telephone Systems," by W. Aitken. Vol. 1. 
Circuits and apparatus as used in the public services. Pp. xY 
+282; 211 figs. London: Benn Bros., Ltd. Price 25s. 


The Shackleton-Rowett Antarctic Expedition.—A “ Mag- 
coal electric fire (Berry's patent), was installed by Messrs. 
Berry's Electric, Ltd., in the ward room of the Е.Ү.8. Quest 
to provide à home comfort for Sir Ernest Shackleton and bis 
staff during their 30,000 mile voyage to the Antarctic ап 
Pacific. Masta fuse-switch gear is in use for controlling the 
entire electric heating, lighting, power and wireless equipment. 

At the request of Capt. Williams, biologist to the Shackleton- 
Rowett Expedition, а 100-c.p. ^' Pointolite ” outfit has been 
provided for liis use as a source of light for critical examination 
and microscopie work, by the Edison Swan Electric Co., Ltd. 


For Sale.—Messrs. Green & Son will sell by auction т 
October 6th at 13, High Holborn, W.C., а wholesaler 8 stoc 
of electrical accessories and telephone equipment. i 

Westminster Electric Supply Corporation, Ltd., has for dis- 
posal 13 generators, 15 boilers, several feed pumps, 4 e! 
heaters, &c. (See our advertisement pages to-day.) 
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German Bid for Anstralian Trade.—According to a cable 
received by the Acting High Commissioner for Australia in 
London from the Prime Minister's Department, Melbourne, 
commercial houses report that German traders, irrespective 
of existing Australian barriers, are making a keen etort to 
secure business. Their offers are temptingly low, some quote- 
tion being one-fourth of the prices at which British and 
Australian made goods are now being retailed in 8 and 
Melbourne. One effect of the German circulars is the harden- 
ing of the demand for drastic anti-dumping legislation.— 
Board of Trade Journal. 


Change in New Zealaud Preference.—When Mr. Massey 
was here the Federation of British Industries brought to his 
notice the disability from which British exporters to New 
Zealand suffer in competition with countries with an appre- 
ciated currency. A writer in the Manchester Guardian hears 
that the New Zealand Government has just informed the High 
Commissioner here that from the beginning of next year the 
duty on goods imported into New Zealand from any country 
with an appreciated currency will be assessed on the basis of 
the current rate of exchange instead of on the Mint parity 
value. This is regarded by the manufacturers as an impor- 
tant concession. Mr. Massey was informed when һе was seen 
on the subject that the present method of arriving at the duty 
payable on goods arriving in New Zealand from a country like 
the United States has the result of largely cancelling the pre- 
ference granted to British manufacturers under the New Zea- 
land tariff. In future British exporters will apparently get 
the full benefit of the preference. 


The Machinery Position in China.—If one thing more 
than any other is to-day seen in relation to the machinery re- 
quirements of China, says the North China Daily News, it 18 
that low-priced plant intended to work for a very few years 
and then to be scrapped in favour of something of a later pat- 
tern, 18 unsuited to the peculiar genius of the country. So 
much has been greatly in evidence during the present year, 
when there has been seen a distinct return on the part or the 
Chinese to machinery of the type to which they were pre- 
viously accustomed. It is, of course, recognised that low 
intial costs naturally make a strong appeal to the Chinese, but 
once such plant is installed the inevitable tendency occurs to 
work it to death. Not only is overloading а commonplace with 
Chinese engineers, but very often the efficiency of the engineer 
falls far below what would be considered essential in Western 
countries. ‘Lhis being the case, an undue strain is undoubtedly 
placed upon machinery in а great number of cases, and when 
this happens the lightly-built plant intended for short service 
inevitably has its life curtailed. | | | 

rhis particular type ot machinery came into vogue in China 
during the war, largely for the reason that the long-service 
plant to which the Chinese had been accustomed was not to 
be had. Sufficient time has elapsed for it to be tested in the 
light of Chinese requirements and ideals in machinery, and 
the result is now being seen in a return to the style of plant 
in general use before the war. It is here that British. machi- 
nery has had its chance, and in recent months representatives 
of engineering firms in the country have been able to report a 
considerable degree of success. The industrialisation of the 
Yangtze Valley continued interrupted only by politieal disturb- 
ances, which seem to be the oniy factor blocking progress in 
these days. Additional cotton mills have been planned and 
contracts for the work allotted; extensions to electric ligbt and 
power plants are in progress; and a striking movement is seen 
in the establishments of cement factories. All these have 
called for machinery, and it is understood that for the mulls 
and electric plant. British tenders have largely been accepted, 
while as evidence of the strong competition now to be faced, 
the cement factories have principally gone to German firms. 
The factors operating towards this end are especially nnpor- 
tant for the engineer selling his goods in China. The margin 
of safety, the capacity to take an overload and stand rough 
usage, are greater in British machinery than probably in any 
other produced. British firms have long adopted this as a 
principle in their work, and the efficient service to be obtained 
over а great number of years is what the Chinese сап for. 
German machinery does not allow anything like so great a 
margin, but still it is there to a certain extent. more so than 
in the case of several other countries. There is a further con- 
sideration, namely, that the Germans have specialised largely 
in machinery for cement works. . 

The trend of purchases of machinery extending now over 
several months seems to show the lines in which engineering in 
China will proceed in the future. Nor is it likely that with а 
better understanding of plant and a higher efficiency on the 
part of her engineers the particular type 1n favour will tend 
to change. Much more likely is it that the future will вее a 
vast extension of its use, halted only by the political feuds 
leading to pseudo-military operations. It 1s extremely difficult 
to get at the exact effect of these outbursts on a business such 
as machinery. For instance, up to a month ago orders for 
plant were being given freely, but then the whole trade 
seemed to collapse right throughout China, and prices offered 
were severely reduced. No doubt this 18 partly a temporary 
natural reaction after a period of fair activity. but at the same 
time it coincided with the first rumblings of the Hupeh storm. 

Few people egpect any noteworthy resumption of ordering 
until the close of the year. now that something almost ap- 


proaching а slump has shown itself. The year opened with 


business in machinery very nearly at а standstill, but almost 
immediately it reached a state of activity which was main- 
tained until à month ago. Now the course of events hae again 
brought dealings to a close, and the ultimate Prospect is that 
more than half the year will have been wasted, largely, it ap- 
pears, as the outeeme of political bickering.—Reuter's Trade 
Service, Shanghai, August 18th. 


E.D.A. Activities.—We have received from the ELECTRICAL 
DEVELOPMENT ASSOCIATION a broadside from light and heavy 
ordnance, of the details of which even a list would appear 
overwhelming. Amongst the many items are samples of 
literature for the edification of consumers, a dissertation on 
the hiring of domestic electrical apparatus, & report on conces- 
sions to contractors who maintain displays of electrical appa- 
ratus, a report on the classification of consumers’ supply 
pressures and frequencies, notes on the use of electricity in 
a Norwegian home, and a variety of pamphlete, cards, 
brochures, folders, and book markers. We must confess that 
we have been so engrossed in reading some of these that we 
have overlooked the flight of time, and_ metaphorically 
throwing up our hands we surrender unconditionally to the 
summons of E.D.A. to make it a rule to use electricity ''! 


Czecho-Slovak Travelling Fair.—On October 10th a rail- 
way train consisting of 33 coaches and containing samples 
of Czecho-Slovak industrial products will leave Prague for 
a two months’ tour of Rumania, Bulgaria and Poland.— 
Reuter’s Trade Service (Prague). 


Lecture Season : Lantern Slides.—The Electrical Develop- 
ment Association, 84, Kingsway, W.C.2, has а large collection 
of lantern slides dealing with the generation, distribution, amd 
use of electricity for industrial, business and home purposes. 
The director will be glad to hear from persons desiring to 
ораш the use of slides for lecture purposes during the coming 
winter. 


J. & P. Athletic Club.—A fancy dress dance and carnival 
was held at Charlton by the Victoria Works Athletic Club 
(Johnson & Phillips. Ltd.) on the evening of September 22nd, 
in the Club Buildings attached to the works. Its object was 
to celebrate the first anniversary of the opening of these build- 
ings. The president, Mr. H. J. Sheppard, presented the 
Blundell Maple Shield and Medals to the club football team, 
as winners of the Eastern Section of the Southern Suburban 
League, 1920-21. Mr. C. Stewart afterwards presented the 
Senior and Junior Departmental Cricket Cups and Medals to 
the winners, the Switchgear and Telegraph Departments re- 
spectively. Prizes were awarded during the evening for the 
best fancy dresses (ladies' and gentlemen's). The music was 
provided by the Club String Orchestra. 


Lead.—Messrs. James Forster & Co., reporting under date 
September 2th, state :—'' The premium on early lead, which 
has been a pronounced feature of the lead market for months 
past, has now almost disappeared, and at the close is only 
28. 6d. per ton. This is due not to any increase in imports 
(which, as a matter of fact, are not by any means up to the 
figures of past months) but to bad home trade. Consumers 
have scarcely been in evidence on the market recently, and 
trade reports are uniformly bad, not only in the domestic. but 
also in the electrical trades. The one favourable feature this 
week is a better demand for export, both France and Holland 
being in the market, but not for any large quantity. 


The E.P.E.A. and the E. T.U.—According to the Electrical 
Power Engineer, the final draft of a proposed working agree- 
ment between the Electrical Power Engineers' Association and 
the Electrical Trades Union has been submitted this month to 
the sections of the former for approval. 

It is remarked that the common interests of the two bodies 
are the following :— Gr 

(a) The necessity for such standards of remuneration in the 
eleetricity supply industry as will attract able men ot all 


grades. NE 
(b) The desirability of all employés enrolling in a bona-fide 


trade union. 

(c) The affording of the greatest amount of employment 
through the steady development of the industry, which de- 
pends upon “ а cheap and abundant supply of electricity,” 
which must be reliable. | 

(d) The support of Joint Councils and agreements made by 
the employés' representatives thereon. 

These interests will. it is believed, be considerably advanced 
bv the adoption of the means for regularising the informal 
machinery of co-operation now in existence. 


Inquiry into Trade Boards.—The Committee appointed bv 
the Ministry of Labour to inquire into the working and effects 
of the Trade Boards Acts, and to report what changes. 1f any, 
are required, is as follows :—President, Viscount Cave; Lord 
Weir of Eastwood; Dame Adelaide Anderson; Dame Edith 
Lvttelton; James Bell, M.P. (Oldham Weavers' Association); 
W. T. Layton, Director of the National Federation of Iron and 
Steel Manufacturers; Sir Arthur Pease, Bt.; E. L. Poulton, 
Chairman of the Parliamentary Committee of the ‘Trades 
Union Congress; A. Pugh, Secretary of the Iron and Steel 
Trades Confederation; A. MacCallum Scott. М.Р. Mr. Н. р. 
Hancock. of the Ministry of Labour, Montagu House, White- 
hall, S. W.1, will act as secretary. 
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Copper and Lead Prices. — Messrs. F. Smith & Co. report 
September 28th: — Copper (electrolytic) bars, £74 10s., 108. in- 
crease, ditto (electrolytic) sheets, no change; ditto (electro 
lytic) wire rods, £90 10s., 10s. increase; ditto h.c. wire, 114d., 
3/164. decrease: silicum bronze wiro, ls. 34d., 4d. decreaso. 
Messrs. James & Shakespeare report September 25th :— 
Copper bars (best selected), sheet and rods, no change; Eng- 
lish pig lead, £24 5s., 58. increase on lust week's quotation. 


, '* Staff-Poaching."—Complaints have reached the Federa- 

tion of British Industries on several occasions, of the indul- 
gence by competing firme in industry in the undesirable 
practice of poaching.” In one instance, which has been 
brought to our notice, a firm is alleged to have sent a repre- 
sentative to the establishment of one of its rivalg more than 
a hundred Miles away, with the object of trying to persuade 
members of the skilled staff to transter their service. 

While it is true that the decision in such causes rests with 
the employés, and that they are entitled to sell their skill 
in the most favourable market, it is also undeniable that there 
are certain usages Detween rivals in commerce which mark 
a distinction between fair and unfair competition. 
Staff. poaching has the quality of the boomerang in that 
the poacher may find himsell injured by the missile he has 
thrown. Not to put it on a higher plane, we believe it to be 
the view of the ordinary straightforward business man, that 
it serves best in the long run to recruit staffs by the accus- 
tomed methods, and that advantages gained by a departure 
from fhis rule are usually discounted y loss of good repute 
if not by actual reprisal. Bulletin of the Е.В.1.. 


Gas Stove Prices.—A number of manufacturers of- gas 
stoves, acting in association, are again reducing the prices of 
these goods. They anticipate & greatly increased demand 
and a lower cost of production, as a result of a widespread 
advertising campaign. Manufacturers of electric heating and 
cooking aparatus will hardly shut their eyes or restrict their 
enterprise at such a time. 

The Gas Light & Coke Co., which some time ago ceased to 
let gas stoves out on hire, is now resuming that practice. 


Swedish Telephone Industry.—Svensk Handelstidningen 
learns that the Swedish telephone industry, although affected 
by the general depression, has good prospects. The demand 
for telephonic material is increasing, especially in several 
foreign markets, principally Holland, the Dutch Indies, South 
Africa, Egypt, Spain, Australia, and Mexico. As regards busi- 
ness done through London, India is expected to prove a most 
important market in the near future.—Heuter's Trade Service 
(Stockholm). 


Indian Stores and Indian Students.—The Legislative As- 
sembly has passed а resolution recommending the Government 
to instruct the High Commissioner in London to purchase 
Indian stores in the cheapest market consistent with the re- 
quisite quality being obtained. The second part of the original 
resolution, which said that the High Commissioner, when 
placing large orders, should insist on the contracting parties 
giving every facility for the admission of Indian students to 
their works to enable them to gain a practical knowledge of 
manufactures, was withdrawn after а representative of the 
Government had pointed out the ditliculty of insisting on 
such a condition in view of the pending report of the Lytton 
Committee, which is investigating the whole question of the 
training of students.—Reuter (Simla). 


Works Committees and the Unemployment Problem.— 
Works Committees and their Values as a Constructive Unit in 
Industry formed the subject of a week-end conference or- 
ganised by the Industrial League and Council held at Givons 
Grove, near Leatherhead, on Saturday last. Mr. S. Ratcliffe 
introduced the subject. He spoke enthusiastically of the com- 
mittee of which he is chairman (Metropolitan-Vickers Co.), 
one of the first which drew up its own constitution and gave 
iteelf a representative basis. No works in any industry, he 
suid. could be successful without a works committee, no 
matter under whose control or management. There must be 
room for every man to find expression; the committee must 
be so framed that each section and each individual in each 
section. could come forward and have any particular matter 
dealt with by the committee. bis could be done by sub-com- 
mittees, and if the committee was properly constituted any 
special question fell automatically into the province of a 
particular sub-committee. Having, as members of a works 
committee, accepted responsibility, the men were more careful 
to put themselves in the position of the manager, more careful 
in their demands, and, to some extent, knew how far they 
could press a demand. Works committees were a valuable 
training ground for any and every school of thought. They 
taught the men to think of the processes which an article 
passed through ; they opened their eyes to the fact that in mass 
production they had to do with only a part of an article's 
progress, and they then liked to know something of what had 
happened before, and what was to follow. At the end of the 
conference all present expressed the opinion that the existing 
works committees were in an exceptionally favourable position 
to give authorities advice on the grave question of unemploy- 


zent. 
Pires. On Thursday last week a fire broke out at the 


Wandsworth Electrical Manufacturing Co., Lud- 
MH E A fairly large amount of damage was 
Line but manufacturing output is proceeding steadily. 


LIGHTING AND POWER NOTES. 


Argentina.— WATER PowER.—The commission of Argenting 
and Brazilian engineers has completed its investigations re- 
lating to the Iguazu falls, and has reported to the Ministry of 
Public Works.that the possibility exists of utilising an im- 
mense ainount of power.—RHeuter's Trade Service (Buenos 
Aires). 


Bexhill.— STREET Lichtinc.—The Highways Committee pro- 
poses to enter into an agreement with the Electricity Con. 
mittee for the lighting of the district for the ensuing year at a 
cost of £3,500, on the understanding that the restricted вуь 
tem of lighting which was adopted between Мау and Septem. 
ber is adhered to. 


Blackburn. — WHITEBIRK STATION. — The new electricity 
station at Whitebirk is nearing completion, and it is arranged 
that Lord Derby shall formally open it on October 21st. The 
erection and equipment will cost about 4850, 000. 


Bradford-on-Avon. — ELECTRICITY SCHEME. — The Urban 
Council is to take the necessary proceedings to have the pro- 
visional order for electric lighting granted to Mr. Edwards 
cancelled owing to his failure to carry out the work, and 
Messrs. Spencer, Moulton & Co., Ltd., have been asked on 
what terms they would be prepared to give the town a supply 
of electricity. | 


Cheadle and Gatley.—ExTENsioNs.—The Urban District 
Council, on September 15th, reported that the Commissioners 
desired an assurance from the Council that if they grant the 
Electricity Order applied for, the works referred to in the 
report of the Council’s electrical engineer in connection with 
the electricity scheme will be proceeded with. The assurance 
asked for was given. 8 


Continental. BELGIUM. —At the reopening of the Belgian 
Parliament, the Government will present a Bill drawn up bya 
Committee which has been engaged in studying economic ques 
tions. It relates to a scheme, applicable to all electric generat 
ing works, for supplying all the requirements of the nation, in- 
cluding the railways; it contemplates the formation of a 
National Society of Electricity, for the co-ordination of the 
various producers with a view to recover energy now los, 
supply lighting to small communes, and thus to link up the 
electrification of the whole land. 

Prizes of 25,000, 15,000 and two of 10,000 fr. are offered by 
the Provincial authorities of Liége, for the best scheme or 
schemes for supplying the whole province with electricity from 
existing, or to be created, sources. Detailed particulars are 
obtainable from the Bureau du Gouverneur de la Province de 
Liége, Place St. Lambert, Liége. | 

PortuGaL.—The Commercial Secretary to Н.М. Legation at 
Lisbon reports that there are many schemes for the utilisation 
of water-power in Portugal. The largest is that on the Douro, 
estimated at 350,000 h.p. The total water-power available in 
the country is said to.exceed 600,000 h.p. ‘The most important 
station working is that in the Serra da Estrella, which sup 
plies power to wool manufactories, lights various small towns, 
and is used for the manufacture of carbide of calcium. The 
names of many hydro-electric stations are given in the Board 
of Trade Journal for September 22nd; they include the Fabrica 
de Fiacao e Tecidos do Rio Vizela Negrelos, 3,000 b. p., the 
Empreza de Electricidade da Guarda, 4,000 h. p.; and the Em- 
preza Hydro-Electrica da Serra da Estrella (to be shortly en- 
larged to 3,000 h. p.), 500 h.p. One of the difficulties met in all 
these water-power schemes is that the flow of water is very low 
in summer owing to the prolonged drought, while in winter 
there are apt to be floods. There is no doubt that hydro 
electric power is going to be very much developed in Portugal. 

Praxce.—The price of coals to electricity works fixed by the 
Ministry of Public Works, in the 21 departments of France, 
for the second quarter of the year, ranges from 99 fr. per ton 
(the lowest), in the Département du Nord to 298 fr. 1n the 
Département de l'Orne (the highest); the price in four other 
departments ranges about 200, and in five departments about 
150, the remainder being intermediate quotations. 7 

The official examination has just been made of the jowt 
scheme of distribution networks for the Communes of 2 05 
and Tourac in the department of the Lot. The network 
will he served from two existing works in the Sector 0 
Fumel, and the current will be supplied for lighting. ir 
power, and agricultural and irrigation purposes. ae I 
mated cost for installation of the 3-phase, 500-volt line. t is 
transformers 5,000/215/125 V, and three secondary Bon. 
totals 11.000 fr. It being à purely agricultural scheme, in 
promoters «are entitled to a Government subsidy of ae 
of the outlay. The energy is to be supplied at 1.50 fr. Pe 
kilowatt hour for lighting and 0.80 fr. for power. tite 

AusTRIA.— The Steirische Wasserkraft und ейге 
Aktiengesellschaft has been formed at Graz, with 8 Wn 
of 20,000,000 kronen, for the development of the ur T the 
sources of Steiermark and neighbouring territories hed d 
generation of electric current for their own use and ate 
third parties, the formation of, or joining with, other 
panies for like purposes, &с. Т 

Enniscorth y. —ErrcrRicITY SCHEME. Sixcrfbxep.— The 17 i 


Council has now received permission to procee * 
electric lighting scheme. 


* 
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Glasgow.—EL£crRI0 OCooxiNG.—The Corporation Propa- 
ganda Sub-Committee has received a report from the manager 
that a large number of inquiries have been made at the show- 
rooms for the hire or bire-purchase of electric cookers, and it 
js explained that the cost of a cooker suitable for hiring out ів 
£12 10s., and the cost of wiring for it is £5 10s., or a total 
of £18 per cooker: The sub-committee, after considering the 
proposal, has agreed to recommend that the manager be 
authorised to purchase 100 electric cookers, and that it be 
remitted to him to report as to the charges to be made for the 
hire or hire-purchase of those cookers. 

We are informed by Mr. R. B. Mitchell, engineer and 
manager, that the price at which the cookers will be let 
has not yet been decided, but it will probably be in the region 
of £2 per annum or 10з. per quarter. This new venture on the 
part of the electricity department deserves every encourage- 
ment, and cookers of the type to be hired can be seen on the 
department's stand at the Ideal Homes Exhibition in the 
Kelvin Hall, where demonstrations of the use of the appa- 
ratus are being given. 


Gravesend.—ExTENsION.—The extension now practically 
complete is the first of two which were put in hand in 1919. 
The first would have been completed twelve months ago but 
for delays on the part of the contractors supplying the neces- 
sary plant and other details. The extension has been carried 
out to the specifications of Mr. С. F. Mclnnes M. I. E. E., 
the borough electrical engineer. ‘lhe steam turbine is of the 
British Thomson-Houston Co.'s Curtis multi-stage type 
with direct coupled exciter, oil settling tank, and cooler 
mounted together with the alternator on a combined founda- 
tion. The alternator, also manufactured by the British Thom- 
son-Houston Co., is of the revolving field type coupled direct to 
the horizontal shaft of the turbine by a flexible coupling. The 
turbo-generator is designed for an output of 2,000 kW at a 
power factor of 80 per cent., speed 3,000 r.p.m., periodicity 50 
3-phase at 6,600 volts. It is ylso capable of a 2,500-kW overload 
output without undue temperature rise. The condensing 
plant, supplied by Messrs. Worthington-Simpson, Ltd., in- 
cludes à rectangular four-tlow condenser with air, circulating 
and extraction pumps, mounted on a bedplate together with a 
65-b.h.p., a.c. three-phase motor. Тһе circulating water is 
obtained from an artesian well immediately below the pump, 
which was bored to a depth of 250 ft. by Messrs. К. D. 
Batchelor & Sons, Chatham; it supplies approximately 2,000 
gallons per minute at a temperature of 53 deg. F. 
‘The extraction pump delivers into a 3,000-gal. hot well 
tank situated on the south side of the works. The feed 
pump is of the Holden and Brooke well-known *' Sirius 
rotary type, direct coupled to a d.c. 3U-h.p. motor. The con- 
veying plant was supplied and erected by Messrs. Edward 
Bennis & Co.. of Little Hulton; it has been designed with a 
view to supplying the new boiler house plant now being 
‘erected in addition to the existing boiler house needs. The 
750-kW rotary converter and transformer, supplied by the 
Metropolitan-Vickers Electrical Co., Ltd., is of the 6-phase self- 
synchronising type with а pony motor for starting purposes. 
The transformer for works power motors was supplied by the 
British Electric Transformer Co., Ltd. The switchgear exten- 
sions were manufactured and supplied by the British Thomson- 
Houston Co., and include an alternator panel with Iirrill 
regulator, bus bar section, rotary and works panel equipments. 
There is some detail work still incomplete, but the necessities 
of the load make it advisable to put the plant in operation 
without further delay. The second extension now 1n hand, 
but incomplete, includes a battery of two Thompson boilers 
with superheaters, automatic stokers, economiser, chimney 
stack and fans, rotary feed pump and other accessories. It 
also provides for a е пао. switchgear, &c., and 1t will 
be remembered that after sanctioning the scheme as outlined 
above the Electricity Commissioners asked the Corporation to 
substitute a 5,000-k W turbo-generator for the 3.000 one origin- 
ally contemplated. The 1,000-kW British Thomson-Houston 
turbo-generator with condensing plant by the Mirrlees Watson 
Co. erected early in 1915 has supplied the total load of the 
station since first put into commission, dealing with at times 
as much as 1,500 kW. It bas run almost continuously, only 
being shut down for a few hours on rare occasions between 
midnight on Saturday and 8 o'clock on Sunday morning. By 
the invitation of the chairman of the Electricity Committee 
(Coun. В. L. Priestley) a number of visitors inspected the ex- 
tensions on September 26th. 


Keith.—Exectricitry  ScHEME.—Mr. McEwan, consulting 
engineer, estimates the cust of introducing electricity to the 
town at from £10,000 to £19,000. The gross revenue return 
would be £4,500. Rates suggested were from 10d. to ls. per 
kWh for lighting and from 3d. to 4d. per kWh for power. 


Melton Mowbray.—Pnice ReDuction.—The Electric Light 
. announces that owing to the recent reduction in the cost 
of coal, &c., a special discount of 10 per cent. will be allowed 
— x ES used for power and heating after Septem- 


Navan (Meath).—Street LionriNG.—The Council has, de- 
cided to light the central parts of the town with electric light 
mapped from Messrs. Spicer's batteries, and the other parts 
with gas, provided the Navan Gas Co. comes to what the Coun- 
cil considers reasonable terms, or oil. It has been suggested 


that Messrs. Spicer's premises be acquired along with the plant 
and the customers taking a supply of electricity from that firm 
be taken over. The previous scheme was that the energy 
should be taken from the Blackwater (Mr. Elliott's) saw mills. 
A special committee is now dealing with the matter. 


Nenagh.—INapEQuaTE LiGHTING.—At a special meeting of 
the Council, last week, it was decided that unless the Nenagh 
Gas & Electric Supply Co. complied with the request of the 
Urban District Council to light the streets properly under 
the new scheme, and also kept а certain number of lights 
switched on during the night, the Council would take steps to 
protect its interests and restrain the company from supply- 
ing electricity for illuminating purposes within the town. 


Perth.—Waces DisrvTE.—Recently a strike at the Corpora- 
tion electricity works was narrowly averted, the question in 
dispute being the grading and payment of the technical staff. 
Last week the convener of the Electricity Committee, the 
electrical engineer, and the deputy town clerk had a meeting 
with the Scottish Joint Board for the Electricity Supply 
Industry, when a representative from the employers’ side 
and one from the employés’ were appointed to inquire into 
the duties of the men concerned. 


Portrush.—Nxrw Station.—The Urban District Council has 
started work at its generating station and on the laying of 
mains. It is hoped to have this new undertaking in running 
order by March, 1922. 


Ripon.— WATER PowEn.—At the meeting of the Electricity 
Committee a letter was read from Messrs. Vickers, Ltd., offer- 
ing to submit for a nominal fee а report, together with esti- 
mate, specification and drawing as to the possibility of generat- 
ing electricity by water power for the city. A sub-committee 
was asked to report on the relative advantages of utilising 
water or steam power. 


Rochdale.— PRICE Repuction.—Owing to reductions in the 
price of coal and in wages the Electricity Committee suggests 
a reduction in the price of energy for lighting purposes from 
öd. to 7d. per kWh, and it also recommends that the rent 
of hired meters to all classes of consumers be reduced by 
25 per cent. | 


Shaldon.— ELECTRICITY ScHemMe.—The Urban Council has 
asked Messrs. W. & J. Purves, the promoters of an electricity 
scheme for Teignmouth, to limit the time for commencing the 
supply of electricity to Shaldon to three years, instead of four. 
The difficulty in the way is the cost of a submarine cable across 
the river, and Messrs. Purves are willing to carry this out 
within four years, and in default to give the Council the option 
of having Shaldon removed from the area of supply. 


South Africa.—JOHANNESBURG.—For a considerable time 
past consumers have not been charged for the full cost of 
service connections, but in view of the fact that the gas and 
electric supply department’s vote for service connections for 
the current financial year has been reduced from £20,000 to 
£2,000, the Council has decided that in future the whole cost, 
including all material and labour, shall be charged to the 
consumer. 

New PLaNT.—The Municipal Council is to invite tenders for 
two or more second-hand boilers having an approximate total 
capacity of 3,400 kW; one large cooling tower, circulatin 
water piping, &c.; and converting plant, it being СА 
that the total cost will be about £47,000. 

The Council has in course of preparation a scheme and esti- 
mate for a large new generating station, making provision for 
future extensions as the town grows, up to an approximate 
total of 54,000 kW of plant, to be installed from time to time 
as the needs of the town necessitate. 7 


Southport.—EXHIBITION.—An exhibition of electrical appli- 
ances is being held in the Cambridge Hall, under the auspices 
of the Electricity Committee. 


Southend-on-Sea.—Lo4N.—Regarding the application for a 
loan of 414.873, for additional plant at the electricity works, 
the Commissioners advise the Council to obtain from a consul- 
ting electrical engineer a detailed report upon the engineering 
and financial position, and upon the further developement of 
the undertaking, and state that they have deferrea the 
further consideration of the Corporation's application until 
such time as the report is available for their perusal. 


St. Annes:on:Sea.—Yran's Workinc.—The statement of 
accounts of the Urban District Council's electricity under- 
taking for the year ended March 31st, 1921, shows that the 
revenue for the year was £35,933 (compared with £27,546 
for the previous year), and the working expenses amounted 
to £23,651 (£19,310). Mortgage interest absorbed £1,368; 
debt redemption £3,295; and bank interest £543, which 
leaves a net surplus of £2,526 that has been transferred to 
the reserve fund to the credit of which £2,951 stood at the 
close of the year. During the усаг £1,761 was transferred to 
the credit of the sinking fund from the net revenue account. 
The number of kWh sold during the year increased by 21.3 
per cent. to 1,522,985, and the number of consumers increased 
by 304 to 3,613. 
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Stirling.—PnicE INcRgASg.—The Town Council has increased 
the charge for electricity for heating from 2d. to 3d. per 
kWh, as from October Ist. 


Southport.—Nzw PrANT.—Prior to leaving Southport to take 
up а similar position at Ipswich, Mr. A. S. Black, borough 
electrical engineer, reported to the Electricity Committee that 
the scheme introduced by him in 1914 had now so far been 
completed that the whole of the old plant had been shut 
down and the town was supplied entirely by new plant. The 
latter had been tested and showed that the steam consumption 
was better than that guaranteed by the makers, and the coal 
consumption showed a greater saving tban the 50 per cent. 
estimated by him. The old plant was heavily overloaded, 
and it was necessary to purchase energy from the l.ancashira 
and Yorkshire Railway Co., and the birkdale Electric Supply 
Co. It was also necessary to pay additional interest and sinking 
fund on money paid for the new plant before ijt earned any 
revenue. Mr. Black urged the Committee not to jeopurdise 
the new plant by reducing the staff or placing it under the 
care of persons not properly qualitied. Immediate steps, he 
said, should be taken for the installation of additional plant 
for the winter of 1923. The order for the new plant should 
be placed before the end of the year, &o as to be ready for the 
summer of 1923. He also urged that the scheme for the utili- 
sation of half-watt type lamps in place of arc lamps should be 
proceeded with without delay. 

Price Repuction.—The Works Sub-Committee of the Elec- 
tricity Committee has recommended a 25 per cent. reduction 
in the electricity charges in view of the savings which had 
been effected by the installation of new plant. The Elec- 
tricity Committee, however, thought a prudent course would 
be to wait until the appointment of the new borough elec- 
trical engineer before making any revision in the charges. It 
seems probable that a reduction will be made before the end 
of the year. 

ҮрАВ'З WonkING.—The annual report of the Electricity Comi- 
mittee shows a gross profit for the year ending March 3156 
of £20,910, and a net profit of £1,759. The total increase 
in the expenditure over the previous year was £12,515, mace 
up of the following items: — coal £3,734, wages £2,858, rates 
and taxes £1,419, charges £975, interest and sinking fund 
£3,529, mainly for new plant not completed and earning 
no revenue. 


Tisbury.—Evectriciry ScHEME.—The electric light scheme 
has come to a successful issue, a limited company formed for 
the purpose of lighting the town proceeding to allotment 
on September 19th. Mr. E. Doran Webb and Mr. W. W 
Kendall were appointed local directors, with Mr Robert 
Lush as local secretary, the other directors being Mr Pippard 
(of Messrs. Edmundson's), and Mr. A. B. Randall (Salisbury 
Electric Light Co.) the latter also acting as registered 
secretary. Messrs. Edmundson's tender for the installation 
was accepted, and it is hoped to complete the work by the end 
of November. 


Tuam (Co. Galway).—Pusiic Licgatina.—The Town Coun- 
cil has accepted the tender of the local Electric Lighting Co., 
for the lighting of the town at last year’s price, £4 per lamp of 
200 candle power. 


Tynemouth.—Pustic Lic HrIxG.— The Corporation has asked 
the electrical engineer to consider a suggestion that steps 
should be taken to light the whole borough with electricity, 
and report thereon to the Council. 


Worcester, COOLING Tank AND SwiuMING Bata.—The City 
Council has several schemes for providing work for the unem- 
ployed, one being the construction of а cooling tank for the 
Electricity Committee on the New Road recreation ground. 
Мг. W. J. Hill, tbe chairman, states that the committee is 
concerned about the cooling of the water used for condensing 
purposes. ‘That water is pumped from the Severn, and the 
. idea is to use the water again should there be a failure of the 
pumps. The electrical engineer has conceived the idea that 
а cooling tank might serve another purpose, und has arranged 
that the tank shall be the size of a swimming bath (100 ft. by 


28 ft.). 


Walton-on-the-Naze.— WATER. Powrn.—heferring to the 
note in our issue of September l6th, we understand that Mr. 
E. W. Dorey’ who is advising the Council with regard to the 
installation of additional gas-engine-driven generating plant 
and other extensions, has no knowledge of any water-power 
proposals in connection with the town. 


.—Yrgan's WonkING.—The auditor's report states 
E revenue account for the year (after providing 
for depreciation on transformers, meters and private lamps 
£1,300) shows а profit of £2,006, and after deducting the 
deficiency to March 915%, 1920, viz., £1.699, leaves a credit 
balance to carry forward of £406. lt appears that a portion 
of the stores stock has been taken into account af market 
value, which ів in this case in excess of the cost. During 
the year several adjustments have been necessary in the 
charges for electricity, due to past errors in the reading 
of meters. An improvement on the original system of account 
rendering has already been instituted by which it is boped 


to obviate further errors. 


TRAMWAY AND RAILWAY NOTES 


Birmingham.—ExTENSIONS.—The Corporation proposes to 
spend a quarter of a million pounds, at once, on schemes for 
providing work for the unemployed, from whom a deputation 
addressed the Council last week. Important schemes for the 
improvement of the permanent way ot the electric tramways, 
us Well as extension schemes, are to be got on with imme 
dlately, and it is also hoped to have in operation early in the 
new year à railless tramway system on the Nechells route. 
The cost of reconstructing the present permanent way would 
be £90,000, and that of installing the new system 254,00). 
Apart from this saving in capital expenditure there will be an 
estimated profit on the working of railless vehicles (collecting 
energy by means of an overhead arm) of £3,122 per annum, 
after paying interest and sinking fund on the new capital 
required, as against a loss of £2,440 in the case of a tramway 
service. 


Coventry.—Year’s WonkING.—There was a deficit on the 
past year s working of the electric tramways of 413,914, and 
16 18 recommended баъ this sum be met froin the rates. 


China.—TiENTSIN.—The report of the Compagnie de Tram- 
ways et d' Eclalrage Electrique de ‘Lientsin tor the year ending 
December dist last has just been issued. It shows thai 
although on the tramways sectiou the number of passengers 
carried during the twelve months increased from 40,540,000 
to 42,510,009, the advance in receipts was only 2.7 per cent. 
owiug to the loss on exchange of ine copper cents money 
used py the inhabitants. As repards the supply ot energy tor 
lighting and power purposes, the receipts trom this source 
show an increase of 22 per cent., the number of lamps con- 
nected up, in terms of 10 c.p., having advanced from 212.500 
to 253.500; energy was also being supplied for power purposes 
to the extent o1 370 kW, as compared with only 220 kw at 
the end ot the preceding year. Wuring the twelve months 2! 
new motors for tramcars were ordered, while orders have 
recently been placed for 35 trailer car chassis, the bodies for 
which will be built in the company’s own workshops 10 ‘hent- 
sin. At the power station two new boilers and а 6, 00K 
turbo-alternator are being installed, which will, when com- 
pieted, raise the capacity of the plant to 9,000 kW. 


Continental.—ITALY.—4A beginning with the electrification 
of the [talian State Railway network has beeu made, by the 
invitation of the Railway Administration for tenders from 
private firms, for the Milan to Bologna section. 1 he tenders 
comprise the furnishing of materials and energy, and also all 
the accessory works. she ranway will be equipped with two 
supply lines, a primary and a secondary; the former carrying 
current at 60.000 vclts, and having transformer sub-stations 
at Lodi, Piacenza, Borgo S. Donorino, Parma. Heggio, Emilia, 
and Modena; the works for the secondary line exclude the 
setting up of the contact wires and Insulators, which will be 
carried out by tne railway staff. Iwo telephone lines are also 
to be erected, one consisting of two wires and the other of 
four wires, each with its separate posts. The Administration 
reserves the right to modify any parts of tenders in order that 
use may be made of material, such as insulators or copper wire, 
which may be in their possession. uU 

The Italian Government has nominated a Commission to 
study, with the co-operation of the Ministry of Telegraphs and 
Telephones, the causes and remedies for the disturbances pro- 
duced by the electrification of the main railway networks. 

MPAIN.—La Sociedad Madrilena de Tranvais has recently 
applied for a concession for the construction and working ol 
two further lines of electric tramway 1n Madrid. 

SwITZERLAND.— After ten years’ work the boring of the second 
gallery of the Simplon Tunnel. which is 21,570 yards in lengtb, 
has been completed, says the Evening News. 


Glasgow.—Rerairs.—The Tramway Committee bas asked 
the manager to report as to the expediency of the department 
undertaking the whole of the winding of armature coils fe- 
quired by it. 

Preston.—LoaN SaxcrioxEp.—The Tramway Committee bas 
received sanction from the Ministry of Transport to borrow 
£950, repayable in 20 years, in respect of the provision of new 
switchgear at the Crown Street generating station. 

Yarmouth.—Year’s WonkiNG.—The Corporation EIE 
loss of 23.000 on the tramway undertaking during the pas 
year. 

——————— — BÓ — 


TELEGRAPH AND TELEPHONE NOTES. . 


Canada.— WinELEss DEVELOPMENTS.—The Fort Norman al 
fields and other points of the Far North-West will ae й 
in direct communication with the rest of the world, Qe 
plans of an Edmonton firm materialise. This firm has з 
granted a Federal licence to construct а commercial 19 7 5 
plant for this purpose; Marconi equipment will p 150 
under experienced operators, and it is expected Du: 
system will be in operation by early epring.— Reuter 3 


Service (Edmonton). 
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China.— WIRELESS Stations.—The supplementary agree- 
ment signed at Peking on September 19th is expected to make 
effective the contract between the Federal Wireless Telegraph 
Oo., an American concern, and the Chinese Government tor 
the erection of wireless stations at Shanghai, Harbin, Han- 
kow, and Peking. When the contract was signed last January 
Britain, Japan. and Denmark protested on the ground that it 
infringed certain concessions. The supplementary agreement 
solves the problem by providing a bond issue to finance the 
project.—Daily Mail. | 

Empire Wireless Chain.—The Leafield Wireless Station in 
Oxfordshire, the British end of the Imperial Wireless Chain, 
which was formally opened by the Postmaster-Genera: on 
August 18th. has been subjected to tests and will begin regular 
work on October Ist. 


The Cairo station, the next link in the chain, will be com- 


pleted before the end of the year. 1% is intended to push 
ahead with the Imperial wireless scheme as quickly as pos- 
sible. Experts who have been considering the scheme are ex- 
pected to produce the plans for other stations in November, 
and when these have been approved, orders for eight or ten 
of the stations will be placed without delay, says T'he Times. 


Пау. —ТЕЕСКАРН EXTENSItONS.—The Gazzetta Ufficiale pub- 
lishes & decree authorising the expenditure of 150,000,000 lire 
on the systematisation and improvement of the urban and 
interurban telegraph and telephone networks. А further 
16.000.000 lire is authorised for the erection and systematisation 
of the telegraph and telephone lines along the railway tracks 
in course of electrification, namely, the Turin-Susa, Turin- 
Chicri, Turin-Ronco, and the lines entering Voghera. 


Uruguay.—TELEPHONE ContRact.—It is stated in the Review 
of the River Plate that the Montevideo branch of the Siemens 
Schuckert Co. has addressed a note to the National 
Council of Administration asking for an extension of time to 
enable it to present a proposal for the construction ot the 
subterranean telephone system (the contract for which was 
understood to have been virtually awarded to the Westing- 
house Co.). The Siemens Schuckert Co. states that it could 
do the work for five million dollars (Uruguayan gold) and thus 
save the State two millions. The proposal is said to be receiv- 
ing careful consideration. 


North Africa. NEW WIRELESS STaTION.—The building of 
the wireless station at Ain-el-Hadjar, near Saida, on the rail- 
way line from Perregaux to Colomb-Bechar, has just been 
started by a detachment of military engineers. This station, 
which will be the most important in North Africa, is intended 
to form the wireless link between France and her African 
colonies, and, in case of a breakage of the undersea cables, to 
undertake the forwarding of telephone messayes between 
France and Algeria. 


Poland.—New WIRELESS STaTION.—-A contract has just been 
signed by the Polish Ministry of Posts and Telegraphs and the 
Radio Corporation of America for the construction in Poland 
of a very powerful wireless telegraph station. The new 
station will be built at Warsaw, and the system utilised will 
be that employed for trans-oceanic communication by the 
Radio Corporation. The transmitting wires, which will be 
over three kilometres in length, will be supported by ten 
towers, 120 metres high each; the station will be equipped with 
200-kW high-frequency alternators. The normal range of 
transmission will be 4,000 miles. The cost of the station is 


fixed at 3,000,000 dols. ; it will be ready to start in 1923. 


The Baltic.— WIRELESS TELEPHONY.—Representatives of the 
Copenhagen Press had an opportunity on September 25th of 
talking by means of wireless telephony with the island of 
Bornholm, in the Baltic, from the wireless station at Lyngby, 
about seven miles from Copenhagen, says The Times. 


The Telephene Service.—NEw LONDON EXCHANGE.—À new 
public telephone exchange to be known as the '' Minories ” 
was opened at 98, Mansell Street, Minories, E.l, on September 
24th. The equipment is of the central battery type, und the 
exchange, which has a capacity of 2,000 lines, will largely 
relieve the Avenue exchange, and in a lesser degree the 
London Wall exchange. On Saturday last 500 lines were 
transferred from the Avenue, 56 from London Wall, and 13 
from Bank exchanges, and other batches of lines are to 
be transferred at a late date. 


Wireless Telephony in the Air.—The wireless telephone 
trials on board the aeroplane "'Immatricule-au-bleu," be- 
longing to the Société Nationale des Transports Aeriens, 
which have been going on since September 2lst, have proved 
successful. On September lst, the machine left Croydon 
and remained continuously in communication by wireless 
telephone with that aerodrome. When the machine arrived 
over the Channel, it ran into a thick fog, and asked its way 
80 a8 to be able to fix its position, and Croydon sent out direc- 
tional messages every two minutes. Both questions and 
answers were carried out by wireless telephone, and after two 
directions had been given the pilot was able to regain the 
direct line with Croydon and to maintain it in spite of the fog. 

The trials were repeated on September 22nd, on a line 
between Croydon and Brussels, and on September 23rd, be- 
tween Brussels and Paris with conspicuous success. The 
(Bean were to be continued.—Reuter’s Trade Service 


CONTRACTS OPEN AND CLOSED. 


(The date giren in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 


“ Official Notice" appeared.) 


OPEN. 


Argentina.—October 21st. State Railways. 
montns’ supply of electrical stores.“ 

November. State Railways. One year’s supply of railway 
re material, including telephone and telegraph materials, 

c. 


Australia.—MtkLBOURNE.— Victorian Covernment Railways. 
October 26th. Ш.с. are welding plant (Cont. No. 34,377). 
Armature banding machine with electric motor and starting 
gear (Cont. 34,375). 

November 2nd. Electric storage battery complete for auto- 
matic telephone exchange (Cont. 34,229).* 

January 4th. Victorian Government Railways. 150 electric 
train stops operated by a single-phase induction motor. One 
set of electric pyrometer equipment for measuring tempera- 
tures of 350 to 2,000 degrees Fahrenheit.—Keuter'’s Trade Ser- 
vice (Melbourne). 


Belgium.—October 4th. The Service d'Electricité des B.M., 
11, Place des Gueux, Brussels. An electrically-operated pump 
at the Brussels Military School. 


Twelve 


Colne.—October llth. Electricity and Tramways Depart- 
ment. Natural draught cooling tower. (See this issue.) 


Edinburgh.—October 10th. Corporation. Electric light- 
ing installation at the city collector s oltices, Waterloo Place. 
Engineer's office. Dewar Place. | 

October 10th. Tramways Department. Sixteen car bodies. 
Tramways manager, 2, St. Jumes Square, Edinburgh. 


. Fife.—Fife Education Authority. Electric lighting work 
in connection with new school at Crossgates. С. R. Douglas, 
surveyor, lo, East Port, Dunfermline. 


= Italy.—The Italian Admiralty authorities at Castellamare 
have invited tenders for the,supply of three sets of steam 
engines and alternators, each oi 180 kW capacity, for the 
power station at the Castellamare dockyard. 

October 6th.—The Italian State Railway authorities. Rome. 
50, 00 zinc electrodes and 50 tons of copper piping. 


London, E.C.—October 5th. East Indian Railway Co. 
Bare copper strip and wire. (See this issue.) 


Loughborough.—October 31st. Electricity Department. 
Steam-raising plant, h.p. and l.p. mains networks. (Septem- 


ber rd.) 

Portrush.—October 8th. Urban District Council. Work 
in connection with the publie electis Пиала of the district. 
(See this issue.} 


New Zealand.—WELLINGTON.—November 29th. Public 
Works Tender Board, Mangahao power scheme. Water wheels, 
generators, J-unit exciters, transtormers, 110.000- V. insulators, 
lightning arresters, switchboard, switches, and accessories. 
(September 2rd.) 

November 91st. Post and Telegraph Department. 750 red 
and 750 white switchboard cords, 3 conductor (spec. No. d7).“ 


Nottingham.—October 21st. Electricity Department. 
Three 10.000-k W turbo-alternators with exciters, condensers, 
auxiliary plant, &c. One I. GK W combined turbo-generator- 
alternator with condenser, auxiliary plant, &c. Six water-tube 
boilers with mechanical stokers, superheaters, forced draught 


fans, &c. (September 16th.) 


St. Annes-on:Sea.—Electricity Department. Four miles 


(approx.) armoured cable. (See this issue.) 


South  Africa.—JoHANNEsBURG.— November "7th. Rand 
Water Board. IWO 350-К\Ү steam-driven electrical generating 
sets, complete with switchboards and all accessories.* | 

HUMANSDORP, Cape Province. November 30th. Corporation. 
One water turbine and dynamo, switchboard with connections, 
battery of accumulators, and accessories, supply main and 
public lighting, aerial distributing lines, street lumps, fittings 
апа accessories, section boxes, service cut-outs, meters, &c., 
ferro-concrete pipe line, reinforced concrete tank, buildings, 
and foundations. Forms, &c. (635.) from the town clerk, 
Humansdorp, Cape Province. 


Worksop.—Urban District Council Electricity Depart- 
ment. Supply and erection of an overhead transmission line, 
complete with underground connecting cables, distance 
approx. 2,200 yds., pressure 6,600 V. (September 16th.) 


е А copy of the specification, &c., can be consulted at the 
Depertment of Overseas Trade, 35, Old Queen Street, S. W.1. 
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CLOSED. 


-Glasgow.—-Tramways Committee. Accepted :— 


Suction piping for new turbo-alternator at Pinkston.—M‘Farlane, Strang 
and Co., Ltd. 


50-h.p. spare motor for car works.—Crompton & Co., Ltd. 

Armature coils.—P. R. Jackson & Co., Ltd.; Manchester Armature Repair 
Co.; The Armature Winding Co. 

Trolley cord.—]. M'Leünan & Co.; James Cookson, Ltd. 

Crane for cable store at Dalmarnock Depót.—Carrick & Ritchie. 

Electric battery truck.—Heniry Bros., Ltd. 


Erection of a turbine and motor house at Riddrie pumping station, £2,382. 
Mr. R. Marshall. 


London. — HAMMRRSMITH. Electricity Committee. 
mended :— 


Platform and flooring for N». 2 engine room in connection with the in- 


Stallation of the first 10,000-kW generating set.—Sanders & Foster, 
Ltd., £895. 


Recom- 


Sunderland.—The Corporation Tramways Committee at 
a special meeting disapproved of the Town Council deciding to 
purchase English rails instead of foreign rails as recommended 

y the Committee, and decided to resubmit its original re- 
commendation that the foreign tender be accepted 


FORTHCOMING EVENTS. 


Salford Teohnioal and Engineering Aesociation.—Saturday, October let, at 
the Royal Technical College, at 7 p.m. Lecture on Venulating and 
Dust-removing Plants," by Mr. J. E. Brierley. 

Sooiety of Engineera.— Monday, October 3rd, at Burlington House, W., at 
9.99) p.m. Paper on The Winning of Tidal Lands in British Guiana," 
by Mr. G. O. Case. 

Institution of Railway Signal Engineere.— Wednesday, October 5th, at the 
Midland Grand Hotel, St. Pancras, at 6 p.n. Kesumed discussion oo 
Problems of Automatic Train Controi."' 


Ohemioal Society.—1hursday, October 6th, at Burlington House, W., at 8 

| p.m. Ordinary scientific meeting. 

Junior Institution of Engineera.—triday, October 7th, at the Caxton Hall, 
Westminster, S. W., at B p.m. Lecture on Colour Vision and Colour 
Blindness," by Ог, E. Green. 


Aesoeiation of Engineers in Onarge.— Saturday, October Bth, at the Hob 
n Restaurant, at 6 p.m. Annual dinner. 


NOTES. 


Electricity v. Gas.—Competition between gas and electri- 
city, said Mr. D. Milne Watson, presiding at the annual con- 
ference of the British Commercial Gas Association at Glasgow 
on September 27th, was likely to be greater in the future. In 
view of the reorganisation of electricity supply under the 
Electricity Commissioners, they, as an industry, must be pre- 
pared to sell light, heat and power more cheaply or as cheaply 
as electricity. ‘hey had had enough of the vicious circle of 
rising prices and shrinking demand. Let them get the 
" virtuous circle of increased sale, decreased cost of produc- 
tion, lower price, and increased sale going well, and they 
would eoon solve the unemployment problem. Industry 
wanted financing, not subsidising. Daily Mail. 


Manchester Electro. Harmonic Society.—The first concert 
of this society lor the 1921-22 season takes place on October 
28th. The series will be held on the last Friday of the month 
from October to March. ‘Lhose responsible for these concerts 
recognise that Manchester has a reputation as a musical centre 
which must be maintained so far as the electrical profession 
в concerned. They hope to have large membership support 
to assist thein in their determination to that end. Any officials 
und members of the Electro-Harmonic Society (London) who 
happen to be in the Manchester district on October 28tn are 
cordially welcomed to the concert. ‘lhe artistes will be ав 
follows: Soprano, Miss Gwladys Roberts; tenor, Mr. Wilfred 
Hudson; baritone, Mr. Bridge Peters; entertainer, Mr. Foden 
Williams; solo violin, Mr. Don Hyden; solo pianist and accom- 
panist, Mr. Granville Hill. 


Appointments Vacant.—Assistant electrical engineer 
(Rs. 690 per cal. month), for the East Indian Railway Co.; 
second assistant mains engineer (350 taels per month), second 
assistant sub-station engineer (350 taels per month, tael 3s), 
for the Shanghai Municipal Electricity Department. (See our 
advertisement pages to-day.) 

The Structure of the Atom.—In the second column of our 
leading article last week the word " proton " was misspelt 
" proteon " in two places. We are indebted to Major L. M. 
Sandison for drawing attention to the error. 


End of Summer Iime.— The Home Secretary gives notice 
that summer time will cease and normal time will be restored 
at З а.ш. (suminer time) in the morning of Monday next, 
October 3rd, when the clock will be put back to 2 a.m. 


The Design of Bakery Machines,—In the last line but one 
of Mr. Ellerd-Styles's letter on p. 402 of our last issue a mis- 
print occurred : for 330 read 300. 

trically:driven Cargo Vessel.—The first electric- 
1 aie. built in Ireland, the 3,000-ton vessel San 
Benito, has just left the hands of Messrs. Workman, Clark and 
Co.. Ltd., Belfast. Owned by the Unifruitco Steam Ship Co., 
Ltd., of Glasgow, she is designed for the banana trade, burns 
oil fuel, and is driven by а turbo-electric motor.—Daily Mail. 


The Shipping and Engineering Exhibition.—The success. 
ful co-operation of employers and workers as exemplified at 
the Shipping, Engineering and Machinery Exhibition was cele. 
brated on Tuesday last by а dinner at Olympia, over which 
Capt. Н. Ка Sankey, president of the Institution of 
Mechanical Engineers, presided. Following the loyal toast, 
the Chairman said that the note of the gathering was one of 
hope for the engineering industry. They had met to com- 
memorate the excellence of the exhibition, and a particular 
pleasing feature was the amount of interest shown by the 
worker; one employer alone had sent 2,000 of his men to view 
the exhibits. Mr. W. A. Appleton (secretary of the General 
Federation of Trade Unions) proposed the '' Success of the En. 
gineering Industry " in a manner that proved his optimistic 
spirit. Revolutions had done nothing, he said, to place the 
control of industry in the hands of the workers. The design, 
production, and sales organisations were interdependent, and 
would react against any violent changes. Ihe buyer was out 
side the political or commercial spheres, and they could only 
sell him their products by offering a better or cheaper article 
than the other fellow did. Operative ergineers were amongst 
the most loyal members of the community. The exhibition 
was an example of euccessful co-operation amongst all ranks, 
and he was glad to eay that the spirit of helpful co-operation 
was showing a tendency to spread. 

Dr. Н. S. Hele-Shaw, in reply, intimated that there was а 
growing hope of restoring pre-war prosperity in their industry. 
He saw signs that the pernicious idea which regarded this 
country as з watertight compartment that could manufacture, 
buy, and sell for itself was disappearing. 

Mr. W. Reavell, M.I.Mech.E., proposed the success of "Sbip- 
ping and Commerce,” and Mr. T. Chambers (National Sailors 
and Firemen's Union of Great Britain and Ireland), in re- 
sponding, emphasised the need for co-operation if England was 
to regain her prosperity, and it gave him pleasure to see that 
there was а large and growing section of workers willng to 
extend that co-operation. Ihe noisy people really did not count 
very much, and he believed that the future before this country 
was bigger than anything they had ever dreamed of. They 
were now at the bottom of the abyss, but there were signs ol 
an upward movement. 

Mr. W. H. Patchell proposed the health of Mr. F. W. 
Bridges, the organiser of the exhibition, which was specially 
honoured, and the toast of The Chairman,” proposed by Mr. 


E Midgley Taylor, M. Inst. C. E., brought the proceedings to a 
close. 


Educational.—BonouaH Potytecanic Instirure, Borough 
Road, S.E.—The new session commenced on Monday last. 
Evening courses are held in electrotechnics and in wiremen's 
work. (See our advertisement pages to-day.) 

IMPERIAL COLLEGE OF SCIENCE AND TECHNOLOGY (CITY AND 
GUILDS (ENGINEERING) COLLEGE), South Kensington. Advanced 
course in electrical machinery and transformers. In connec- 
tion with the full-time post-graduate course, which commences 
on October 4th, a series of 10 advanced lectures on transformer 
practice will be given on Thursday afternoons (4-5 p.m.), com- 
mencing October 13th, 1921, by Mr. A. P. M. Fleming; fee for 
the series, £4. Application for admission to be made to the 
Registrar. (See our advertisement pages to-day.) 

CLEVELAND TECHNICAL INsTITUTE.— This institute was inau- 
gurated at Middlesbrough on September 22nd by Sir C. А. 
Parsons, and its career wil be watched with interest. First 
and foremost amongst its objects, says the Leeds Mercuty, 
will be the encouragement of the continued technical educa- 
tion of the staffs and employés of the industrial works in the 
district. Well equipped lecture rooms, library, &c., have been 
provided, and a bulletin is to be published containing abstracts 
of all scientific papers which may be of use to the industries 
of the district. The Institute has established a technical intel- 
ligence service which it is hoped all firms and their stafs 
will make the fullest use of. 


e 


INSTITUTION NOTES. 


The Society of Technical Engineers.—Its Poller ЫП 
According to the Journal of the Society for September, то 
broad lines of its policy have at last been settled. Р 05 
branches, in general meetings, have carefully considere bí 
suggestions submitted to thein by the Representative Counc 
and, with many useful comments, but without деа 
note which would necessitate a reconsideration of күш 
principles, have agreed to a policy for the Society whic i 
enable a forward move to begin at once with every prospec 
a satisfactory result within the near future. | 1205 

The task has been by no means easy of accomplishmen’, 5 
account of the extreme delicacy of the various 1 ine 
have had to be taken into account. These included t E he 
tions between the technical engineer and his employer " ei 
one hand, and between an organised body of . т 
gineers and the organised employers on the other. | us 
cluded also the no less delicate relations between the Ap 115 
engineer and the manual workers associated with Du ihe 
own firm, and between organised technical puse n i thes 
unions of the manual workers. Moreover, apart from 
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external relations, those which subsist between technical en- 
gineers and technical engineers, both within and without their 
respective firms. are delicate enough in themselves to render 
the construction of a society of technical engineers a task 
which might well give pause to the most fervid and opti- 
mistic.” 

The policy of the Society is summarised as follows :— 

1. The Society has recognised and agreed that its objects 
fall into two groups: The first, objects connected with the 
interests of individuals and of the profession ; the second, those 
connected with the advancement of the British engineering 
industries. 

2. In the next place it has been decided that in every action 
taken to secure any of the objects in the first group, i.e., the 
interests of individuals and of the profession, consideration 
will be given to the effect of any such action on the firm to 
which tne menibers concerned belong, and also that the in- 
terests of the industry in general shall be kept in mind. 

3. Lastly, we have come to decisions as to our relations with 
employers on the one hand and with the manual workers on 
the other. In regard to the former the Society will attempt 
to establish communications with employers and wit. or- 
ganised employers in pursuit of both groups of its obj ts. 
In dealing with the manual workers, however, while the 
Society will not associate itself with the labour movement, 
nor seek to Join the Trade Union Congress, nor make common 
cause With the trade unions of manual workers, even with 
those connected with the industry, in pursuit of improved 
conditions of service, it will, nevertheless, most earnestly 
seek to find some means of co-operation with unions of manual 
workers, connected with the industry, in pursuit of the second 
group of its objects, namely, those concerned with efforts to 
secure the advancement of the engineering industries of the 
British Empire. 

These being our decisions, it follows that the policy of the 
Society 15, for the present, to secure that technical engineers 
shall occupy and preserve a position intermediate between 
emplovers and workpeople, both within the firms with which 
they are associated and in relation with the organisations of 
employers and the organisations of manual workers. For our 
Society wishes to see the establishment of Joint Councils of 
Employers and Technical Staff, in suitable firms, and hopes 
that such Councils will, in the course of time. come to discuss 
not only questions touching the conditions of service of the 
staff. but also questions of technical engineering interest. The 
Society would also welcome the constitution of Joint Com- 
mittees of technical staff and manual workers to consider 
means whereby the industry might be advanced." 

Having now a defined policy, the Executive Council will 
proceed to complete the membership of the Society as soon 
as possible. Unless, and until, the Society can claim to 
represent a majority of technical engineers in any department 
of engineering, it will not be possible to make an effective case 
for being heard in such debates and discussions as may arise 
regarding the reconstruction of the machinery for the manage- 
ment of the industry. It will be necessary also to put forward 
a definite classification of the different groups of men whom 
the Society represents, and this difficult question of classifica- 
tion will, perhaps, be the next piece of detailed constructive 
work to which attention will be devoted. 

Edinburgh Electrical Society.—The opening meeting of 
the third session of the Society is to be held this evening at 
the Philosophical Institute, when Mr. W. E. Townsend is to 
deliver a lecture on Magnetic Clutches.” The following 
items are included in the syllabus of the session :— 


October 14th.—'' Electro-chemistry," by Mr. R. W. J. Stark. 

October 22nd.—Visit to Niddrie and Benhar Colliery. 

October 28th.—Questions and Answers night. 
gene: llth.—'' Some particulars regarding C.T.S. Cables," by Mr. D. L. 
rew. 

November 25th.—“ Manufacture of the Modern Electric Lamp," by Mr. 
А. S. Black. 

December 9th.—'* Chat on Wireless," by Mr. A. Whiteley. 

December 23rd.—'' Watt on Wheels (Automobiles and Accumulators)," by 
Mr. E. O. Catford. 

January 13th, 1929.—'' Chat on Storage Batteries as Applied to Electric 
Traction," by Mr. L. Brookman. 

January 27th.—'' Some Notes on Country House Plant," by Mr. T. S. 
Munnoch. 

February lüth.—Apprentices' night. Short papers on © Plant or Installation 
Work.“ for the Society's prize. 

February 24th.—'* Some Experiments in Electrical Sound Detecting,“ by 
Mr. B. A. Pilkington. 

March 10th.— Installation Work," by Mr. T. M. Buist, or Fault Locali- 
sation," by Mr. D. M. Buist. 

March 24th.——'' Magnets," by Mr. J. McEwan Brown. 

April 7th.—'' Notes on a.c. and d.c. Plant," by Mr. J. Walker. 

April 22nd.—Visit to Walkerburn Hvdro-electric Works. 

May 5th.—Ann aal meeting. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the comercial xide of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Hammersmith B.C. Salaries and Wages Committee recom- 
mende that Mr. J. A. Woon, engineer-in-charge at the elec- 
tricity Works, be promoted to the position of assistant 
engineer in the boiler house. to act as boiler-house superinten- 
Gent, at a salary of £675 (variable) per annum. 


Sin CHARLES Вмант & PARTNERS is the style of a 
new firm of consulting engineers which has recently been 
formed, its members comprising Sir Charles Bright, F.R.S.E., 
M. Inst. C. E.; Мг. A. Hugh Seabrook, M. I. Mech. E., M. I. . E.; 
Mr. A. J. Stubbs. M. Inst. C. E., M. I. E. E.; and Lieut.-Ool. 
H. W. Woodall, C. I. E., M. Inst. C. E. Most of these gentlemen 
are already well known to our readers Sir Charles by virtue 
of his labours in connection with submarine telegraphy and 
other branches of electrical communication; Mr. Seabrook ав 
the former borough electrical engineer at West Ham and St. 
Marylebone, in which capacity he was noted for initiative and 
ability—both technical and commercial—as well as an autho- 
rity on questions relating to the combustion of fuel; Mr. 
Stubbs as the late assistant engineer-in-chief to the Post Office, 
London, where he acquired a wide experience not only of the 
technical and commercial aspects of telegraph and telephone 
engineering, but also of statf organisation, accounting. con- 
tracts, &c.; while Lieut.-Col. Woodall, trained ав an electrical 
engineer, ів a director of and consulting engineer to gas and 
water companies. It will be seen that the firm presents a unique 
combination embracing both gas and electrical experte, a 
feature which is of importance in view of the probable co-opera- 
tion of gas and electricity supply authorities in the future, with 
à view to making the best possible use of coal by carbonisation 
and gasification. The firm is specialising in advice upon the 
construction of plant in connection with telegraphs, telephones, 
Wireless, and allied industries; also in the design апа con- 
struction of power plant, including steam, gas. electricity, 
water-power, and oil. In connection with this work it makes 
à special study of the utilisation of low-grade fuels, such as 
lignite and peat, and the utilisation of carbonaceous materi sls 
hitherto regarded as waste products. for the production of 
power, holding strongly that the future generation of power, 
whatever form it takes, will be largely by a combination of gas 
and electricity. In addition to these special subjects the ti, m 
advises upon all civil, mechanical, and electrical engineering 
matters. We offer a cordial welcome to the new concern, ana 
our best wishes for its success. The address of the firm is 
146, Bishopsgate. E.C.2. 

Mr. LEONARD ANDREWs, M. Inst. C. E., M. I. E. E., who has 
been engaged during the past three years in the equipment of 
three of Messrs. Johnsen, Matthey & Co.’s factories with new 
and modern machinery, has now made arrangements for 
undertaking other private work whilst continuing to assist 
the firm in a consultative capacity. Since resigning his ap- 
pointment as borough electrical engineer at Hastings sume 
19 years ago, Mr. Andrews has acquired a great variety cf engi- 
neering and commercial experience, both in this country and 
abroad, with the object of qualifying for practice as a con- 
sulting engineer, and he has now opened an office at 101. 
Victoria Street, Westininster, S.W. 1, for this purpose. Hia 
exceptional experience in connection with switchgear, internal- 
combustion engines, &c., should stand him in good stead, and 
we cordially otter him our best wishes in his new role. 

At the Rotherham Technical Institute and School of Art 
last week, Mr. E. Cross, chief engineer and manager ot the 
Corporation electricity undertaking, was presented with a gold 
watch, and Mrs. Cross with a gold wristlet watch, in recogni- 
tion of their services, and as tokens of respect. Ihe gifts 
were subseribed for by the consumers of electricity in the 
borough and the staff of the Corporation Electricity depart- 
ment. Ald. D. L. Winter made the presentation. Mr. Cross, in 
expressing his thanks, spoke of the services of Ald. Winter, aa 
chairman of the electricity department, and of the assistance 
rendered to him by his staff. He said that during the last 
12 months they had coupled up about 500 new customers, or 
over 20 per cent. increase. Electricity was the poor man's 
light just as much as the rich man’s. Out of the 500 coupled 
up last year 400 were workmen's houses. 

Mr. PHLI Н. Cole, engineer-in-chief and general manager, 
resumed charge of the Shanghai Mutual Telephone Co., Ltd., 
on July 25th.—The British Chamber of Commerce Journal, 
Shanghai. 

The Southport Electricity Committee received 150 applica- 
tions for the position of borough electrical engineer, and a gub- 
committee has reduced the number to eight. The final selec- 
tion was to be made yesterday. 

It is announced that the Rt. Hon. EvELYN CCL. M.P.. is 
making a short stay in Berne in connection with the Telephone 
Committee inquiry. and that Mr. W. W. Cook, the assessor 
to the Committee, has left for Canada and the United States to 
report on the conditions there. 

Officials and staff of St. Annes electric tramways met, last 
week, for the presentation of a gold watch and smoker’s outfit 
to their traffic manager, Мг. GEonaE W. Woop, in recognition 
of B years’ service. Mr. H. W. Laing, general manager, pre- 
sided, and Mr. J. J. Wilkinson made the presentation, as the 
oldest member of the traffic staff. 

The marriage took place, at Stafford, on September 22nd. of 
Mr. JOHN CLEMENT ELLIS, electrical engineer, of Almington, 
Market Drayton, and Miss Dorothy Scarlett. of Stafford. 

Mr. W. E. Ковѕох, who is retiring after 39 vears' service 
from the staff of the Western Union Cable Co.. Penzance, has 
been presented by his colleagues with a silver salver. 

Obitaary.—Commoporr E. SuENsoN.—We regret to record 
that Commodore Edouard Suenson, who was so well known to 
telegraph authorities in all parte of the world, died at Copen- 
hagen on September 2let. He was born in 1842, and was a 
son of the late Admiral Suenson, known to the outside world 
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through his skilful handling of the Danish fleet in the naval 
battle off Heligoland during the war of 1564 between Denmark 
and Germany. After having attained the rank of lieutenant 
in the Danish Navy, Suenson served three years in the French 
Navy, taking part in the French expedition to the Far East 
against Korea, after which he was, on his retur. to Denmark, 
appointed Naval Attaché to the First Sea Lord of the Danish 
Admiralty, but when in 1870 the Great Northern China and 
Japan Extension Telegraph Co. was formed—later on amal- 
gamated with the present company under the name of the 
Great Northern Telegraph Co.—with a view of laying sub- 
Inarine cables in the Far East, Lieutenant Suenson—as he was 
then—was asked to join the company for the purpose of pro- 
ceeding to the Far East as its general manager there to make 
the necessary arrangements for the landing and laying of the 
first telegraph cables between Hongkong-Shanghai, Nagasaki 
and Wladiwostock. Оп his arrival at Hongkong Lieutenant 
Suenson was soon able to arrange with the British. Colonial 
Government for a suitable landing place for the first cable at 
Deep Water Bay with right to connect it by a landline, sus- 
pended on the Government's own telegraph poles, to an office 
at Victoria, the main town of the island, but at Shanghai he 


- 


THE LATE COMMODORE E. SUENSON. 


met with the greatest difficulties from the very beginning, and 
it required all his skill to overccime them. The European 
merchants of all nationalities which were established there 
were anything but delighted at the thought of getting the tele- 
graph introduced in China, as this would put an end to, or at 
all events limit, the large speculation going on there, and would 
also deprive the richer merchants of the advantage they had 
over their poorer confréres by dispatching their quick sailing 
steamers to Singapore for the latest news of the state ot the 
European markets. | 

The natives in and round Shanghai were also strongly рге- 
judiced against the telegraph, baving only a few years before 
destroyed a private telegraph line almost before it was finished. 
owing to their belief that Fungchui,“ the Chinese personi- 
fication of Nature, was quite against any article protruding 
into the air. and this superstition had just then been one of 
the causes of a severe riot at Tientsin, where some Frenchmen 
living there had erected a church with a high spire on one of 
the hills of the town. n 

Even the Chinese Government and the local authorities were 
opposed to the telegraph, and had only @ short time before 
refused an application from an English company for the land- 
ing of a cable, but nothing discouraged Lieutenant Suenson, 
whose clear insight of human nature and great resourceful- 
ness stood him in good stead, and having obtained the support 
of some of the more influential Europeans, he worked out a 
plan as to how and where the cables should be landed, the 
soundness of which has been proved by the fact that after 
fifty years have passed the cables are still landed at the some 
place оп Gutzlaff and at Woosung. near Shanghai. After 
having made the necessary arrangemente for landing of the 
cables in Japan, where in contrast to China no opposition was 
met with, апд after the service had been thoroughly organised, 
Lieutenant Suenson returned to Denmark for the purpose of 
resuming his career in the Navy. He was, however, prevailed 
upon to remain in the company, and after finally resigning hie 


of the conferences. 


commission with the rank of captain—subsequently raised to 
Commodore—he became managing director of the company in 


- 1874, a post which he held without interruption until 1908, 


when he was elected chairman of the board of directors, hav. 
ing already had a seat on the board eince 1890. In 1916 failing 
health compelled Commodore Suenson to give up the active 
leadership of the compeny, and as a slight token of gratitude 
for his long &nd valuable eervice be was elected hon. chai 

" the board of directors, a title he held to the last day of his 


e. 

Commodore Suenson was known to practically all the cable 
companies and telegraph administrations of the world, baving 
up to 1908 attended all the Telegraph Conferences held from 
time to time in the large capitals of Europe. On account of 
his great personality, and as he was able to express himself 
fluently in English, French, and German. he soon gained 
a leading position amongst the representatives present at the 
conferences, where he was always listened to with great atten. 
tion. Owing to his powerful and well-reasoned arguments he 
was often able to carry the day in favour of the cable com- 
panies, as, for instance, was the case when the German Secre- 
tar~ of State, Dr. Stephans, proposed to introduce a uniform 
telegraph rate within practically the whole of Europe based 
on somewhat similar lines to those of the postal union. This 
proposal, which, if it had been adopted, would have been 
ruinous to private cable enterprise in European waters, and 
would slso have caused a considerable loss of revenue to several 
of the Government ошар outside Germany. was finally 
dropped after having been ussed at great length at several 


Although Commodore Suenson never re-visited China, he 
was later on instrumental in the opening up of that vast 
country by constantly impressing u the Chinese Govern- 
ment the necessity of erecting landlines between the larger 
towns, and although several attempts met with disa point- 
ment, Commodore Suenson’s efforts were at last rewarded by 
the company being entrusted with building a whole network of 
landlines from 1881 and onwards. 

In former years the Commodore frequently visited the 
capitals of the European countries connected by the company's 
cables, also London, where he was well known and highly 
esteemed both by the heads of the General Post Office and 
by the principal telegraph companies. 

Since his earliest days in the company and until he retired 
as chairman of the board of directors in 1916, the history of 
Commodore Suenson is that of the Great Northern Telegraph 
Co., of which he was the guiding spirit. His death means the 
loss not only of the maker of a great cable company, but of 
one of the best known pioneers of cable telegraphy, whose 
name will be found inscribed in bold characters on every page 
of its early history. 


C. B. HARNESS.—The death occurred suddenly on Septem- 
ber 26th at Bournemouth, of Cornelius Bennett Harness, aged 
14 years. This announcement will recall to the memory of 
some of our readers the series of actions in which the late 
Mr. Harness and the proprietors of the ELECTRICAL REVIEW 
figured in 1893, consequent upon electropathic belts and the 
operations of the Medical Battery Co., Ltd., having been 
attacked in our pages. 


Mn. J. Н. BaLrour Browne, K. C.- We regret to record the 
death which occurred on Tuesday last of Mr. Balfour Browne. 
the celebrated King's Counsel, whose name is а household 
word in electrical circles. His great ability and knowledge 
of the law relating to electrical affairs, rating, and other 
matters, brought him an extensive practice in this department 
alone. He was 76 years of age. 


Will.—Mr. E. L. Оврє, a director of Sir W. G. Armstrong. 


Whitworth & Co., and chairman of the Still Engine Co.. left 
£24,712 gross and £21,759 net personalty. 


NEW COMPANIES REGISTERED. 


Wimbledon Electrical Co., Ltd. (176, 905).— Private com- 
pany. Registered September 21st. Capital. £1.000 in £1 shares. To acqui" 
a business of manufacturers of end dealers in all kinds of electrical apparatus 
and accessories carried on in or near Wimbledon. including various xa 
kc. The directors are: Joseph B. Bower, 39. Church Lane, Merton Park. 
Surrey (managing director); Bassett Smith, 34, Fontaine Road, zi pe 
S.W., office manager. Qualification, 50 shares. Registered office: 15, King 
ston Road, Wimbledon, S.W. 


technical 


adviser): С. Р. Dennis, 6, Normanston Road, Oxton, Birkenhead. сш 
electrical engineer (managing director and sales manager): with PEU. 
annum as remuneration. Qualification of directors, 250 shares. ken 
1. Crawford. Solicitors: G. F. Lees and Son, 45, Hamilton Square, 
head. 


d. 
Jesmond Electrical and General Engineering Co. Ltt 
(176,936).—Private company. Registered September rd. £1,000 in br 
To take over the business of an electrician and general engineer “he 

Т. Sloan at 999, Back Jesmond Road, Newcastle-on-T yne, as th T. Sloan. 
Electrical & General Engineering Co. The permanent directors те director: 


108, Shortridge Terrace, Jeemond, Newcastleon-Tyne Тум. 
Mre. C. M. Sloan, 108, Shortridge Terrace, Jesmoad, 84150 Registered 
Qualification of governing director, 250; of other directors, . 

өсө: 989. Back l Road. Newcaetle-on-T yns. 


oe 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


G. N. Haden & Sons, Ltd.—Issue on September 12th, 
1921, of £550 debentures, part of а serics already registered. 

С. A. Vandervell & Co., Ltd.—Satisfaction to the extent 
oí £15,000 on December 3151, 1920, of trust deed dated July 23rd, 1919, securing 
£300,000. 

Bourne End and District Electricity Corporation, Ltd.— 
Particulars of £20,000 deb-ntures, authorised August 29th, and covered by trust 
deed dated August 3151, 1921; present issue, £13,000; charged on the company's 
undertaking and property, present and future, including uncalled capital, and 
land at Bourne End. Teustecs: Н. S. Dunnington, E. Н. Hawkins, and J. R. 
Sterling. 

Chamberlain & Hookham, Ltd. (59,.920).—Return dated 
July Sth, 1921 Capital, £100,000 in £5 shares (10,500 ord. and 9,500 pref.). 
10.100 ord. and 8,000 pref. shares taken up; £36,999 paid; £93,010 considered as 
paid. Mortgages and charges : Nil. | 

Chile Telephone Co., Ltd. (29,252). —Return dated August 
lith. 1921. Capital. £500,000 in £5 shares. 99.000 shares taken up; £219,000 
paid; £220,000 considered as paid. Mortgages and charges: МИ. 


CITY NOTES. 


The report of the Compagnie Francaise 


French des Cables Tél?graphiques, which was sub- 
Cable Co. mitted at the recent annual meeting. states 


that notwithstanding the world's economie 
crisis the company's receipts in 1920 amounted to 25,570,000 
fr., or an increase of 6,154,000 fr. over the preceding year, 
which, in turn, was characterised by a large augmentation 
over 1918. The working of the Brest-Azores-New York cable, 
which was entrusted to the company by the French Fostal 
Authorities, had been very fruitful. and negotiations Were 
therefore being continued between the Governments cf. the 
allied and associated Powers with the object of the cable being 
definitely allotted to France. Considerable receipts were de- 


= rived from the West Indian service, which were principauy due 


to the circunstance that the“ West India line was only in 
irregular operation. thus permitting the French company to 
intensify its transmissions. After having participated. in the 
increase in the share capital of the Compagnie Générale. de 
Télégraphie sans Fil, the company subscribed 12,000,000. fr. 
towards the formation of the Société Radio-France for service 
on the other side of the Atlantic. Agreements had been en- 
tered into with the Compagnie Générale de ‘Pélograplie sans 
Fil for the establishment and working cn joint account. of 
stations at Cayenne and in the North of Brazil, and at the 
same time the company Was improving its methods of work- 
ing so as to ensure greater efficiency. The net profits realised 
in 1930 amounted to 10,991,000 fr., and the sum divisible is 
3,799,000 fr.; the ordinary shares each receive 42.71 fr., the 
“parts” of the first series 70.47 fr., and the second series 
8.08 fr. 


Victoria Falls 


The report for 1920 states that at Decem- 
ber 3lst, 1920. the issued share capital 
and Transvaal amounted to £3.000,000 and the debenture 
Power Co., Ltd. capital to 43.351.870. a further £328,210 

of the 5 per cent. first mortgage debentures, 
and £63.34) of the 5} per cent. second mortgage debentures 
having been purchased for redemption during 1920. After 
providing for interest and premium on debentures amounting 
to 4153.593, and for depreciation and income tax, &., amount- 
ing to £409,941, there remains £173.161 as net profit for the 
vear. which together with £54.32] brought forward, leaves a 
total of 4267.48 2. The directors declared two dividends each 
of 3 per cent., less income tax, on the preference shares for 
the year, absorbing £84,000, leaving a surplus of £183,482. In 
respect of this surplus the directors in June last declared a 
dividend of 5 per cent.. less income tax, on the ordinary shares 


for the vear ended December 31st, 1920. and as the preference 


shares are entitled to share pro rata with the ordinary shares 
in the surplus profits distributed until the preference shares 
have received a total dividend of 10 per cent. for the year in 
respect of which the distribution is made, they also declared 
at the same time a further and final dividend of 4 per cent., 
less income tax, on the preference shares in respect ot the 
vear 190. The above dividends were paid on July 8th. and 
absorbed £91,000. leaving a balance to the credit of the profit 
and loss account of £92 481 12s. 4d.. which will be carried 
forward. Meeting: London, October 7th. 


Stock Exchange Notices.—Dealinys in the following have 

en specially allowed hv the Committee under Rule 145a :— 

Lancashire Electric Light & Power Co.—2£400.000 74 рег 
cent. prior lien debenture stock. issued at 95 per cent., £45 
Der cent. paid and fully paid; and 2135.000 74 per cent. prior 
lien debenture stock, fully’ paid (issued in exchange for 
£135,000 prior lien bonds). 

Application has heen made to the Committee to allow the 
following to be Officially quoted :— 

City of London Electric Lighting Oo.—300.000 8 per cent. 
second cumnlative Preference shares of £1 each, fully paid, 
Nos. 1,200,001 to 1,500,000. 


Gandy Belt Manufacturing Co., Ltd.—An interim dividend 
of ls. per share, free of tax, has been declared. 


German Companies.—The Voigt und Haeffner Aktiengesell- 
schaft, of Frankfort-on-the-Main, have raised their capital from 
20,000,000 marks to 40,000,000 marks by the issue of 20,000 
founders’ shares. The new shares have been taken up by the 
Deutsche Bank at 127 per cent., with the obligation that they 
are to be offered to the shareholders at 130 per cent. per share 
for every founder's or preference share held. The new shares 
rank for dividend from January Ist this year, the funds hence 
derived being destined for enlargement and new works. Busi- 
ness in the past year has been satisfactory, and the prospects 
are good, innumerable orders being forthcoming; but the small 
firms created ducing the war and now pushing their goous on 
the market are causing a drop in prices. Big orders in the 
high-tension departinent would, however, tide the company 
over this difficulty. 


Spanish Companies.— (Compañia Hispano-Americana de 
Kiectricudad.—The report of the first vear's working of this 
company showed gross profits. 32.844.022 pesetas, and after 
deducting general charges, taxes, interest on obligations, 
sinking fund, and employés! relief, a net balance cf 11,662,659 
pesetas remained, divided as follows: 8 per cent. dividend, 
9,690,000 pesetas; reserve fund, 583,132 pesetas; statutory 
charges, 1,000,225 pesetas; and balance carried over, 313,260 
pesetas. | 


Halifax & Bermudas Cable Co., Ltd.—We may supple- 
ment our paragraph of last week with the statement con- 
tained in the directors' report to the effect that the decrease 
in the net result of the year's working of £14,321 was made 
up by & reduction of £4,369 in the receipts, principally aue to 
the increased use of code in messages, an increase of £8,111 
in тесте tax. E. P. D. and Corporation profits tax, and an 
increase of 41.841 in the general expenses. 


Direct West India Cables Co., Ltd.—With reference to the 
paragraph appearing here last week, the directors' report 
states that the decrease in the net result of the year's working 
amounted to 43.147. Income tax, E.P.D. and Corporation 
profits tax came to £1,531 more than in the previous year, and 
the general expenses increased by £2,738. On the other hand, 
traffic and other receipts were £1.122 more than in.1920. The 
company's cables worked efficiently during the year. The in- 
sulution of the Bermuda-Turks Island section remains very 
low. 


Zurich Bank for Electrical Undertakings.—The accounts 
of the Bank fur Elektrische Unternehmungen, of Zurich, 
for 1920-21, which is the first year after reconstruction, 
show a surplus of 119,950 fr., which has been carried for- 
ward. Thus the 6 per cent. preference shares for 94.500.000 
fr. created under the scheme of reorganisation, and the ordi- 
nary share capital, reduced to 18,750,000 fr., receive no return 
fur the year. 


J. Stone & Co., Ltd.—The profit for 1920, after allowing 
for depreciation, &c., was £101.559, plus £125,774 brought 
forward, making £227.663, less dividend on preference suares, 
£15000. According to the Financier, the directors propose а 
dividend of 74 per cent. per annum on the ordinary, carrying 
forward £152,633. 


Rangoon Electric Tramway and Supply Co., Ltd.—The 
Financier reports that the London secretaries of this company 
recently received cable advice from the company in Rangoon 
that the balance of the ordinary share capital, amounting to 
72,999 ordinary shares recently offered for subscription at par, 
has been duly allotted. 


Newcastle-upon:Tyne Electric Supply Co.—According to 
the Financier, the directors notify that. owing to the adverse 
effects of tbe coal dispute, the profit for the six months ended 
June 30th last is not such as to justify an interim dividend on 
either the ordinary or the 5 per cent. preference shares. 


Clyde Valley Electrical Power Co.— Meetings wil be held 
to pass resolutions authorising the issue of 70,000 8 per cent. 
cumulative second preference shares of £10 each, and the estab- 
lishment of a special reserve fund. 


Bruce Peebles & Co., Ltd.—The directors have declared a 
dividend at the rate of 74 per cent. per annum, less tax, on the 
71 рег cent. cumulative participating preference shares for the 
half-year ended June 30th. 


Madras Electric Tramways (1904) Co., Ltd.—lhe 
directors have declared an interim dividend at rate of six 
per cent. per annum. less tax. 


Shanghai Electric Construction Co., Ltd.—4 first interim 
dividend of 6 per cent. actual (12s. per share). less tax, is 
announced. 


Traction & Power Securities Co., Ltd.—A dividend of 
38. 6d. per share, free of tax, on the ordinary sbares for the 
half-year 18 announced. 
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New Issues.—Next week the Mersey Power Co. will offer 
for sale £300,000 74 per cent. mortgage debenture stock at 
97 per cent. The stock will be guaranteed, both as to principal 
and interest, by the Salt Union, Ltd. 

It is stated that applicants for the recent issue of Lancashire 
‘Electric Light & Power debentures received about 20 per cent. 
of ihe amounts applied for. 

There is being offered for subscription until October 5th an 
issue of £500,000 seven per cent. debenture stock of the 
County of London Electric Supply Co., at 94 per cent. 

It is understood that the Clyde Valley Electric Co. is also 


about to issue 100.000 preference shares bearing interest at 
8 per cent. 


Cape Town Consolidated Tramways & Land Co., Ltd. 
The accounts for 1920 show a loss of £752, £13,432 was brought 
forward, and the total debit of £14,184 is to be carried forward. 


STOCKS AND SHARES. 


TUESDAY EVENING., 


THE Stock Exchange is still rather inclined to look for an early 
reduction in the Bank Rate to 5 per cent., and the possibility 
of this serves as a strengthening influence to investment 
securities. New issues find no difficulty in obtaining support. 
People in the provinces, as well as in London, are eager to get 
hold of underwriting in any good things which are coming 
along. At the same time, the stags occasionally overshoot the 
mark, and even where an issue i8 over-subscribed, it is pos- 
sible, as the markets this week have demonstrated, for the 
opening quotations to fall to a discount. This was not the 
case, however, with the Lancashire Electric Light & Power 
Co.’s 74 per cent. prior-lien debenture stock offered at 95. 
The subscription lists closed .very promptly, and upon the 
markets opening on last Monday morning, support becaine 
immediately apparent, and the price rose to 3 premium. Even 
at this, it is contended by some that the security is good 
enough to render it worth holding. The Clyde Valley Electric 
Co. is making an early issue of 8 per cent. preference shares. 
of which, it is said, half will be reserved for the North and 
half is coming to London. And for underwriting in the 
County of London Electric Co.'s 7 per cent. debenture etock, 
to be offered at 94, there was brisk demand. 

Mention of new issues is а reminder of the shock adminis- 
tered by the Newcastle-upon-Tyne Electric Light Co. in pass- 
ing the interim dividends on its ordinary and 5 per cent. pre- 
ference shares. The official announcement curtly said that, 
owing to the adverse effects caused by the stoppage in the coal- 
mining industry, profits for the year ended June last are not 
such as to justify payment of an interim dividend either on 
the ordinary shares or the 5 per cent. preference shares. The 
announcement was particularly unexpected from the fact of 
the company having sold, in the middle of this present month, 
` £633,000 4$ per cent. debenture stock at 713 and £100,000 5 per 

cent. debenture stock at the same price to Messrs. Lazard 
Bros., who offered it at 73, less a commission of 4 per cent. to 
brokers, &c. We believe that the buyers of the stock 
succeeded in disposing of most, if not the whole, of the block, 
and that the last was taken only a day or so before the com- 
pany announced the passing of the interim dividend just men- 
tioned. Had this information been available a fortnight before 
the debenture stock was offered, instead of a fortnight after, 
it is asked whether purchasers would have been found во 
readily, good as the security is. The price of the ordinary and 
preference shares has fallen to 12s. 6d., and the 7 per cent. 
preference came down to 18s. The nominal price of the two 
debenture stocks is still about 73. Doubtless the directors 
have acted with all discretion in passing the share-dividends 
in these difficult days, but it is not surprising that the matter 
should have aroused discussion. | | 

There 18 no improvement in the market for Home Railway 
stocks. Prices continue to be dull, and so little interest is 
taken in any of the various departments that prices ecarcely 
alter from day to day. When they do change, it is usual for 
small declines to be registered. Underground Incomes and 
Metropolitans are a point down, and Districts have given way 
to 164. London Electric Railway shares are lower at 23. Nor 
is there any particular support being rendered at the present 
time to the prior-charge stocks. most of which show a tendency 
to droop. 

Electricity supply shares are firn. County of London at 
94 are another $ up, though the preferred at 8 are equally 
easier. The latter now show a return of £7 10s. per cent. on 
the money. Bournemouth and Poole ordinary have risen to 54. 
Metropolitans gave way to 4, but Kensingtons rose 3 to 44. at 
which they pay the round 10 per cent. on the money, and 
Westminsters, which yield 84 per cent., retain their rise at 54. 
St. James hardened to 8$. | 

The manufacturing shares are somewhat irregular. though 
movements are narrow. General Electric ordinary went back 
a few pence to 19s. 6d. The 63 per cent. preference shares, 
however, are better at 18s., and the 71 per cent. preference 
stand at 18s. 9d. English Electrics receded to 10s., shares 


changing hands the other day down to 9s. 1041. Metropolitan- 
Vickers preference further hardened to 1}. e ordinary re- 
main at 168. ' British Aluminium are still flat at 15s. 9d., 
owing to the disappointment in connectiop with the cut in the 
interim dividend from 4 per cent. to 24 per cent. British 
Insulated are steady on the dividend of 9d. The Victoria Falls 
and Power Co. has issued a report which received favourable 
attention. The preference have hardened to 17s. 3d., at which 
they may be reckoned а very fair speculative investment 
There is a useful protection for the dividends in the 5 per 
cent. paid on the ordinary, and, although the gold-mining in. 
dustry is under something of a cloud at present, it is reason. 
able to assume that the Transvaal will emerge from ite present 
troubles as successfully as it has done from those of the past. 
The ordinary shares stand at 9s. 3d. 

Marconis have gone back to 1 11/16, the wireless group 
being heavy and disspirited. Radio ordinary, however гове 
to 11s. 6d., although the full rise was not held. The preferred 
are more eluggish at 9s. 6d. In the cable group, West Indi 
and Panama shares dropped to 5в., being a fall of 18. 3d. One 
seller accepted 4s. 6d. Globe preference are à down at 9l. 
Chili Telephones equally lower at 5i, but the Eastern group 
is marking time. Siemens at 1j have lost 1/32. Telegraph 
Constructions at 214 hold their gain of last week. 

Mexican Light & Power bonds are better, although those of 
the ‘Tramways Co. have not moved. The foreign list is quiet 
as a whole. Canadian General Electric at 1114 and the pre 
ferred at 1064 are both a couple of points higher. The аши. 
ment group is dull because of the misunderstanding, as to 
wages, which has arisen between the Board of Trade Mines 
Department and South Wales coalowners. Rubber shares con- 
trive to give a better account of themselves than they have 
done lately, but there is not much activity in the share market 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELECTRICITY COMPANIES. | | 
Dividend Price 


— Bept. 27, Yield, 
8 3913: ИО: 1921. Rise or fall. p.c. 
rompton ee ee ee — £9 8 1 
Oharing Cross T éo 7 hi — 984 
do. do. do. ( Pref... 4 4 8à - 144 
Chelsea. . ee ee @e ee 4. 6 81xd -— 9 4 8 
Oity of London Vi E „„ 13 14 1йха — 10 8 0 
O. do. 6 per cent. Prei.. ° 6 6 17,6 == . 6 11 $ 
County of London .. . e 8 8 94 + 815 4 
do. do. 6 percent. Pref... 6 6 8 Ц 710 0 
Kensington Ordinary 7 9 44 +4 1000 
London Electric  .. oo . „ 23 92 1 — 7 10 0 
do. do. 6 per cent. Pref, .. 6 6 — 10 9 0 
Metropolitan ee ee ew ee 6 7 = i 8 15 0 
do. 44 por cent, Pre... 44 4 21i — 713 3 
Bt. James and Pall Mall..  .. 12 12 68 + 4 914 
South London ea a SA 6 7 2y — 10 18 2 
South Metropolitan Pref... .. 7 7 15/9 — 81110 
Westminster Ordinary... ee 10 10 5g — 8 10 7 
TxLEGRAPES AND TELEPHONES. 
Anglo-Am. Tel. Pref, авс: ck 6 87 — 6 18 0 
do. see ee ee là 1 17} == 8 14 1 
Ohile Telephone .. 6 6 b —i ви: 
Сора Bub. Ord. ee ee eo 7 7 7 -— 9 6 | 
Eastern Extension .. A ee 10 10 16 — 619 
Eastern Tel. Ord. .. ws ee 10 10 1 — $321 
Globe Tel, and т, Ота. ee ee 10 10 | 1 — 6 1 0 
до. до. Pref. .. ee 6 6 ' ~- 1 6 8 0 
Great Northern Tel. we ee 22 24 94 ~ 914 6 
Indo-Buropean өө ee „ 10 10 — 881 
Marconi Jie UE. жи cue. ОВ db 14 -i 81110 
Oriental Telephone Ord... .. 12 13 2A — 5 161 
United R. Plate Tel. 8 8 6à +h 661 4 
West India and Panama . Nil Nil 57 — 5 Nil, 
Western Telegraph. өө ee 10 10 163 — «4 l 1 
Номе RAILS. 
Central London Ord, Assented .. 4 4 484 — 8 51 
Metropolitan .. zu e we 1} 13 28 1 610 5 
o. District .. .. Nil Nil 164 — i Ni) 
Under~round Electric Ordinary. Nil Nil 3 — Nil 
do. do, "A" „„ Ni Nil 67 2 Nil 
FoREIGN Trams, &c. ба 
Anglo-Arg, Trams, First Pref. .. 54 123 2 — 10 
nn, do. and Pret. ee Nil ` ji = 10 0 н 
до, do. 5 Deb. 5 34 — 7 dA 
Brasil Tractions .. .. .. NH Nil £9 - N А 
British Columbia Elec, Rly, Proe, Б 6 60 — dE 
. do, Preferred Б g/ 543 — % | 3 
do, do. Deferred B  124[- 65 — 11 d 
do. do, Deb. 4i 4 E84 — 7 
Mexico Trams брег cent. Bonds. Nu Ni 59 — ЯП 
о. 6 т oent, Bonds. e Nil Nil 95 = Nil 
Mexican Light Common ., . ND Nil 9 — NI 
o. Prell. Ni Nil 19 +23 11 i 
до, let Bonds.. . Ni 5 514 +8 9 
MANUFACTURING COMPANIER, 13 
Babcock & Wilcox .. .. .. 15 16 u — eu 
British Aluminium Ord, ..  .. 10. 10 15/9 = TN: 
British Insulated Ord. oe ee 15 15 115 n 10 8 a 
. Pret ee .e8 ee E^ 2 r^ 18/9 T 6 18 à 
Li] 9, ee ee ee 
Crompton Ord. aa. ws .. 10 10 146 = B s ч 
Bidison-Bwan ee ee ee ee 10 = 1[6 m 1 4 1 
do do. 5 per cent, Deb, .. b б 68 = 11 18 10 
Electric Construction .. . . 10 10 вэ — 16 0 0 
English Blectrio .. ee oe 8 8 10J- = JE 
G S us Pret Pret. ee eo ЕА "A 180 434 7 4 6 
en. Јес. e І ee eo ee И : 4 
do. Ord, ` ев ee ee 10 10 19/6 Е 6d. 10 - 0 
Henley oo ee oe ee 16 15 l4 8 6 18 6 
do. 44 Pref, ee ee ee 4 d 44 si ni =, 
India-Rubber ee ee ee 10 — H mE B 10 8 
Met. Vickers Pref, .. Je we 38 8 t 5 17 1 
Siemens Ord. 40 ‘a ee 10 10 1 35 £1 9 
Telegraph Con. ee ee өө 20 20 2 à 


* Dividends paid free of Income Тат. 


4&-` 


(UC -» c eu 


эз ссд 7077 07 4 


rar E EEE E ——r:—2 —— — EE R ES E E E S E eh ы 


Vol. 89. No. 2,388, ВЕрткЕмвив 80, 1921.) THE ELECTRICAL REVIEW. 


449 


THE BRITISH ASSOCIATION.—IV. 


The Negatron : А New Negative Resistance Device for use 
in Wireless Telegraphy. 


By Jonn Scort-Taaaart. (Abstract.) 
Section G.—Engineering. 


Tue idea of a negative resistance is by no means a recent one. 
Duddell first distinctly intimated how the arc produced oscil- 
lations, and it is to Duddell's important appreciation of the 
value of negative resistance effects that we owe many of our 
modern achievements in radio communication. : 
Negative resistance might be defined as the exact opposite 
of ordinary or positive resistance. А feature of an ordinary 
resistance is that if the voltage across it increases, the current 
through it increases. This seems quite what would be ex- 
pected, but there are a few devices which obey an exactly 
opposite law. Аз the electromotive force across them increases, 
the current through them decreases and conversely. A 
negative resistance in series with a positive resistance circuit 
will partially, or completely, neutralise the ordinary resist- 
ance of the circuit. This property enables signals of all kinds 


Еа. 1.— Тнв NEGATRON. 


to be greatly amplified. Есг example, by the use of a negative 
resistance device, it is possible to cut down the resistance of 
long stretches of telegraph cable and save costs in this way. 
Wireless signals have also been amplified a thousand times 
by the use of a single negative resistance valve. The chief 
use of a negative resistance valve, however, is in the produc- 
tion of continuous oscillations for use in wireless transmission 
or reception by the beat method. Oscillations once set up 
ш an oscillatory circuit will normally die out because of the 
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Fia. 2.—DiAGRAM or CONNECTIONS OF NEGATRON, 


resistance of the circuit which dissipates the energy. If, how- 
ever, we can reduce the resistance of the oscillatory circuit 
to zero we enable the oscillations, once started, to persist. 
The negatron valve was produced in September, 1919, and 
the author's patent for it (No; 166,260) has recently been 


accepted. The principle on which it works is briefly as fol- 
lows: A thermionic valve is arranged having two flat anodes 
one on each side of a filament. Each anode is connected 
through an anode battery to the filament so that the electrons 
emitted by the filament, when it is heated to incandescence. 
are distributed fairly equally between the two anodes. A 
control electrode, which may be a flat grid, is also arranged 
within the valve between the filament and one of the anodes. 
This latter anode will be called the diversion anode," while 
the first one will be called the main anode." If we suitably 
arrange the relationship between the electron emission and the 
anode voltages, we may make the total of the anode currents 
approximately equal to the electron emission; in other words, 
a saturation effect is obtained. Under these conditions, if we 
make the grid more positive with respect to the filament we 
shall divert electrons from the main anode to the diversion 
anode, with a consequent reduction of the current flowin 
in the main anode circuit. In the negatron, as preferably 
used, the main anode is connected to the grid so that when 
the main anode voltage is increased the grid potential is in- 
creased, électrons are diverted from the main anode, and the 
main anode current decreases. Hence the negative resistance 
effect. Fig. 1 illustrates the negatron valve itself. The anode 
on the left is the main anode (usually small), while the anode 
on the right is the diversion anode. Between the filament 
and the diversion anode is а flat openwork grid. А tubular 
valve with four-pin cap is preferred, the connection to the 
main anode being taken to the metal portion of the valve 
cap. А metal spring on the holder presses against and makes 
electrical contact with this metal portion. e action of the 
negatron will be best understood if reference is made to fig. 2, 
which shows & negatron connected up in one way so as to 
possess negative resistance characteristics. Between the anode 
A, and the filament F is a battery Н, and two terminals 
I, N. Between these terminals a milli-ammeter may, for the 
time being. be connected. The anode is connected through 
a battery B to the grid G. This battery is merely connected 
in this position to keep the grid at a suitable potential which 
is preferably slightly negative. If С were connected directly 
to A,, G would have a high positive potential with respect 
to F. Between F and the diversion anode A, is a second 
battery H,. Both Н, and Н, are usually of about 60 volts, 
but their values are not very important provided that the 
current supplied to the filament F may be adjusted to produce 
the saturation effect. If we increase the voltage of H,, we 
should normally expect the current to A, to increase, but as 
the potential of A, increases so does that of the grid G. Since 
G becomes more positive, the current to A, will increase, and 
this increase could be measured by connecting a second milli- 
ammeter in the A, anode circuit. This method of varying 
(by altering the space charge) the current to А, is, of course, 
well known, as it has been used in ordinary valves since Lee 
de Forest first introduced the grid. The important fact to 
notice, however, is that, if the current to A, increases, the 
electrons which go to A, must come from those which would 
have gone to the anode A,. There is, therefore, a diversion 
of electrons. If the A, anode current increases, the À, anode 
current must decrease, and converse!v. Similarly a decrease 
of the A, anode current would always be accompanied by 
an increase of the A, anode current, and conversely. This 
effect is conditional on the existence of saturation in the valve. 
Since by increasing the potential of the main anode A, we 
have diverted electron current to the anode A,, the main 
anode current decreases. There are now two effects which 
govern the A, anode current. The increase in the A, anode 
potential tends to increase the A, anode current; the diversion 
effect, however, tends to decrease the A, anode current. The 
diversion effect greatly outweighs the other, and the result 
is a decrease in the main anode current consequent on an 
increase of the main anode potential; the converse also 
applies. A decrease of the main anode potential makes the 
grid G more negative and decreases the current to A,. The 
A, anode current consequently increases. In this way, the 
negatron acts as a negative resistance. The negatron, as 
described, works only when the saturation effect is obtained. 
For this reason, а filament current rheostat is desirable, and 
the current through the filament is adjusted until the negative 
resistance effect is obtained. If the filament be too bright, 
there will be no '' robbing action. There will always be a 
plentiful supply of electrons around the filament and an in- 
crease of grid potential would increase the A. anode current 
and the additional electrons would come from the source round 
the filament and not from amongst those which would have 
gone to the main anode A,. The A, anode current would, 
therefore, he unaffected and no negative resistance effect would 
bs obtained. The above explanation is borne out by charac- 
teristic curves obtained with the negatron, three of which 
curves are included in the paper. 

The main use of the negatron is as a generator of continuous 
oscillations for the transmission or reception of continuous 
waves. It may be used for receiving spark signals by re- 
ducing the effect of positive resistance. As a local oscillator 
it is exceedingly convenient as it will oscillate on all ranges 
from 600 m. to 20,000 m. (the usual commercial range) without 
any complicated switching arrangements. 
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The Biotron: A New Device Having Negative-resistance 
Characteristics. 
Bx J. Scotr-TaGaarr. 
Section G.—FEngincering. 
ANOTHER addition to the formerly very amall list of devices 
having negative-resistance characteristics is shown in the 
accompanying diagram. The arrangement employs two three- 
electrode valves, one acting as a conductor of current and the 
other as a phase-reverser. The valve A (fig. 3) is the con- 
ductor of current from the battery H,. Let us imagine an 
ammeter included across the terminals I, N. Jf the e.m.f. 
of H, were increased we should expect the anode current to 
be increased. The opposite effect is obtained, however, by 
arranging that the increase in the anode voltage of P, increases 
the potential of the grid G, of the valve B. The normal 
potential of G, is kept near zero by a battery B,. In the 
anode circuit of B is an anode battery H, and a resistance R. 
When G, becomes positive, the anode current through R in- 
creases, making the grid G, of the valve A imore negative. 
The battery B, keeps the grid G, at a suitable normal potential 
near zero. By increasing H, we therefore have two effects: 
One is a tendency to produce an increase of anode current by 
increasing the anode potential; the other is a tendency to 
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Fia. 3.—Tar '" BIOTRON " NEGATIVE-RESISTANCE DEVICE. 


decrease the anode current by making the grid more negative. 
This latter efíect greatly outweighs the former, so that the 
anode current decreases and a negative-resistance charac- 
teristic is obtained. If the voltage of Н, be decreased the 
converse effect takes place. she circuit, the resistance of 
which is to be decreased, is normally connected across 1, N. 
This static negative-resistance device can produce a very steep 
negative characteristic. ‘The curve, moreover, is straight. 
This particular negative resistance bears, at first glance, a cer- 
_tain resemblance to other resistance coupled arrangements, but 
as far as operation is concerned this is not the case. The 
arrangement shown in the diagram is perfectly stable. There 
is no building-up or retro-active action, as in the devices 
using two anode resistances. In the diagram the negative- 
resistance current does not itself produce any further change 
in any of the grid potentials. This is not the case with the 
arrangements the author is thinking of wherein the negative- 
resistance current passes through a resistance and produces 
& building-up action. The arrangement is described more 
fully in the author's British patent 152,693 (July 25th, 1919). 


The Linking-up of the Small Water Powers in Scotland. 
By Pror. Е. G. Вашу. (Abstract.) 
Section G.—Engineering. 


THE theoretical water power of Scotland runs into many 
millions of h.p. But for the most part the rivers have too 
gradual a fall, and the streams of the steeper ground too little 
water, to permit of any great concentration of water power at 
any one place. А scheme 18 proposed to utilise the small rapid 
streams and waterfalls of the high uplands, and the rivers of 
the long gently-sloping valleys, by numerous small hydro- 
electric stations, so that the rainfall will pass through & suc- 
cession of turbines in its passage from the gathering ground 
to the sea, and yield up a fair proportion of its total energy. 
For this purpose, the stations must be small, generally from 
50 h.p. to 300 h.p., in order to avoid the costly engineering 
work of large dams and long lades and pipe lines; they must 
operate automatically to reduce cost of superintendence, and 
they must be simple and robust. Each turbine will driva 
an induction generator, which is а three-phase squirrel-cage 
motor, driven at a speed slightly above that at which it runs 
as а motor. Without any control or adjustment this machine 
wil supply electricity to the mains in proportion to Ше. 
water power available. ‘The starting up is simple, and may 
be controlled from a distant central point, and once started 
no further care is needed. The general arrangement consists 
of a set of electric mains running out from a large town with 
a steam-driven central supply station, following the course 
of the river and branching at its tributaries, until the dis- 
tance and the smallness of the streams render further ex- 
tension uneconomical. At all suitable points these small sta- 
tions will be erected, merely huts with turbines and dynamos. 
The steeper parts will have short pipes to the turbines, but 
in the valleys, а succession of small dams will be built, and 
the turbine house will be a part of the dam, running with 
the head of water of the dam, unless the ground favours the 


construction of a lade in addition. These dams will also 
serve to store water in times of drought, by the shutt 
down of the turbines from the main station during the hours 
of light load. As fluctuations of head make no difference to 
the dynamo beyond changing the amount of power it js able 
to deliver, considerable use can be made of these dams with. 
out any supervision. Superintendence may be reduced to 
periodic visits round the area to eee that all is well, and to 
clear the strainers of the intake water. Wear and tear of 
turbine and dynamo are extremely small, as neither has an 
rubbing surfaces except the bearings of the main shaft. The 
central station will require some special provision, for jt 
will supply the magnetising current for all the small dynamos, 
But even this may be provided by water-driven alternators 
set at some more central point. These would require an 
attendant, who would also be suitably placed for the control 
of the upland stations. In all waterpower schemes, the chief 
difficulty is the irregularity of the water, and usually this 
can only be avoided by making a huge reservoir, or by using 
only a fraction of the average power. Ву linking up with 
а large system, times of drought will make calls on the 
steam engines, but through the heavy winter load the water 
power will be at its best. Any other possible sources, such 
as the tidal force in estuaries, may be linked up as well, and 
the various fluctuations of these, and the changes of the load, 
will tend to average out to some extent, the balance being 
taken by the central station. The electric mains will not 
only form collectors of power, but they will be equally valu- 
able as distributors. All the farms, villages and small towns 
in the area will link on to the system, and much of the 
power may be used before the town is reached, while the 
central station ensures regularity of supply. The district 
will be opened up, and many facilities for industry will be 
afforded. 

The scheme may be developed gradually, for even a few 
stations in an area will be helpful, and successive additions 
will not disturb those in existence. Hence, while the com- 
plete plan will be of great magnitude, the financial commit- 
ment at the beginning will be small until success is assured. 

The author is indebted to Mr. D. S. Munro, of Edinburgh, 
for the idea of collecting the water power of scattered streams 
and long rivers by small units of power, and to Dr. Stein- 
metz, of America, for the use of the induction generator as 
а feeder to а supply system.* 


Large Electric Units. 
Bv S. PARKER SMITH, D.Sc. (Abstract.) 
Section G.—Engineering. 

THE development of electric generators has been largely 
influenced by the development of prime movers, and trans 
mission problems have given a great impetus to the growth 
of a.c. machines. Steam turbines have been developed unti 
they now can meet practically all demands; units of from 
25,000 to 35,000 kW are found most suitable for all-round 
economical working. The Ljungström turbine, by splitting 
the electric unit into two, has made large outputs possible 
with small generators. Internal- combustion engines have 
also developed, and on the Continent most iron and 
works feed their exhaust gases to engines. Valve gears have 
been improved, and greater reliability is a feature of the latest 
types of engines. Ihe progress in design of water turbines 
has been even more marked owing to the development of 
water power as an alternative to dear coal. The greatest 
diticulty in the construction of alternators for this work i5 
the need for safeguarding them against over-speeds, which 
vary from 80 to over 100 per cent., according to mah Lees 
turbine, &c. The construction of alternator rotors ш: 
proved as larger outputs have been required. Outputs d 
20,000 kVA are now possible from 50-cycle machines running 
at 3,000 r.p.m. "This entails а peripheral speed of sometimes 
more than 25,000 ft. per minute. Despite the difficulties 
attending the production of 20/25-ton forgings, solid rotors are 
generally preferred to the built-up types. The efficient vent 
lation of large machines is a serious problem. Water-coole 
rotors are built, but there is a marked tendency to rely ex- 
clusively on surface cooling, safety being ensured by non 
combustible insulation. For large four-pole rotors 1n W 
ventilation is difficult, and which weigh from 35 to 45 tons, 
some form of built-up construction appears essential In 
stators ventilation problems are accentuated by the greater 
losses. Simple radial or axial ventilation is not sufficient, 
the two must be combined.  Manufacturers' difficulties are 
often enhanced by their having to construct stators on at. 
Water cooling is being attempted for stators. In the 
Schneider water-cooled stator the water is first passed through 
the refrigerator used for cooling the circulating air. 
absorbing heat from the air and from the machine, the water 
is used to heat the feed water. The design of end winding 
has been improved considerably, and turbo-alternators cn 
be built to stand sudden short-circuit conditions, although, 
in low-frequency systems an external reactance coil is some 
times desirable as an additional safeguard. Automatic volt- 
age regulation is now generally effected by adjustment of the 
exciting current. The principle difficulty in water-whe 
alternator design arises from the runaway speed. 
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modern types are entirely enclosed to reduce windage loss and 
noise, and to protect the machine against leaks. A large 
Hywheel effect is necessary, and it is preferable to embody 
this in the rotor rather than have & separate flywheel. Low- 
speed alternators have again become of importance (after 
their partial supersession by turbine sets) owing to the 
development of internal-combustion engines and the adoption 
of reduction gearing. 

The direct-current turbo-generator may be regarded as 
dead; the extension of the life of the direct-driven d.c. gene- 
rator is due to the improvement of internal-combustion 
engines. For large powers the combination of turbo-alterna- 
‘tors with rotary converters is probably cheaper, but for 
smaller powers the geared low-speed generator appears to 
many to be the ideal arrangement. Gearing has now been 
brought to a high pitch of etticiency and reliability, and per- 
mits the turbine to be run at a speed consistent with low 
steam consumption, and of a generator which is economical 
both in cost and working. It remains to be seen what influ- 
ence mercury-vapour rectifiers will bave upon the production 
of d.c. energy. 

The difficulties connected with the design of rotary con- 
verters for 50 and 60 cycles have been largely overcome, but 
with present limits it 18 difficult to build a rotary converter 
for more than 1,000 V. This matter is important where it 
is desired to obtain 1,500 V at 50 cycles. In this case it may 
become necessary to use either motor-generators, two rotary 
converters in series, motor-converters, or mercury-vapour 
rectifiers; but mention should be made of the fact that the 
Oerlikon Co. recently built a successful rotary for 1,500 V at 
50 cycles. Fhe motor-generator is useful, as pressures up to 
11,000 V can be supplied direct to the stator winding of the 
induction machine, making a transformer unnecessary. Mer- 
cury-vapour rectifiers are now on the market in three sizes, 
viz. : 300, 600, and 1,000 A at pressures up to 1,500 V. Owing 
to the shert time that this apparatus has been in use, it 
is too early to make a proper comparison with other convert- 
ing apparatus. It appears to be, however, a very useful 
alternative method of converting a.c. to d.c. 

The author illustrated his remarks with a large number of 
lantern slides, and expressed his indebtedness to a number of 
leading manufacturers of electrical machinery. 


Self-supporting Industries: an Inquiry into the Principle of 
Regulating Wages and Provision against Unemployment in 
Accordance with Industrial Capacity. 


By Mns. B. Wootton. (Abstract.) 
Section F.—Economic Science. 

SATISFACTORY regulation of wages according to what industry 
will bear is impeded by the absence of any consistent defini- 
tion of an industry, inequalities in the strength of different 
industries, in respect of value of output per head, stability, &c. 
Since weak industries can only bear comparatively low 
wages, an ethical as well as a commercial element. must bc 
introduced into wage determinations. The effort to pear high 
wages may, however, cause unemployment. Industries that 
are self-supporting in respect of wages ought, therefore, to 
assume some responsibility for the unemployment which their 
wage policy may create. The possibility of this is illustrated 
by drafts of special schemes under the Unemployment Insur- 
ance Act, and proposals of the National Transport Workers’ 
Federation and of the Building Industry. 


The Principles by which Wages are Determined. 


Presidential Address by Мв. W. L. HicHENS. (Abstract.) 
Section F.—Economic Science. 
Many industrial troubles to-day arise from the fact that people 
are so intent on the rights of labour or of capital that they 
overlook the fact that each is necessary to the other. It is 
clearly important, therefore, that both capital and labour 
should understand, and, what is more, sympathise with, each 
other's point of view. | 
The wage problem is in essentials simple to grasp; it is 
the problem of the division of the proceeds of industry be- 
tween labour and capital. How are we to ensure tbat neither 
the capitalist nor the worker gets too large a share of the 
proceeds of industry? How are we to provide that one class 
of labour dces not get too much in relation to another? How 
are we to secure that the consumer is not robbed by the 
exaction of too heavy a toll for services rendered" 
„In some Australian Acts reasonable wages are defined as 
the average prices of payment paid by reputable employers 
to employés of average capacity." But there are industries 
in which a standard wage is paid by all employers so that 
in the event of a dispute there are either no reputable or 
else no disreputable employers. In the second place, even 
if there are certain employers in an industry who pay higher 
wages than others, it does not follow either that the employers 
Who pay less are not reputable or that the higher-paid employés 
are of average capacity. Everyone, even the disreputable em- 
ployer, will agree that wages must be fair and reasonable, but 
with. this meaningless proposition our unanimity comes to an 
abrupt end. for we find the most divergent views as to what 
constitutes fairness or reasonableness. One school holds that 
а fair wage is determined by the law of supply and demand. 
But, important though the part played by the law of supply 


and demand, there is another equally important principle 
which governs wages—namely, that all men must be paid a 
living wage. The former is easy to understand and works 
automatically, though not always satisfactorily. It is impor- 
tant to remember, however, that if the law of eupply and 
demand works badly the fault lies not with political economy 
but with ourselves. The fact that wages postulate a willing 
buyer and а walling seller of labour does not justify the em- 
ployer in driving the hardest bargain he can. 

Mr. J. R. Clynes defines the living wage as one which should 
ensure to the human being а condition of life '' equal to the 
expectations and tastes of a civilised population of this age." 
This is an ideal which should be readily accepted. But it is 
ап ideal, and therefore 16 may not be capable of realisation in 
all times and in all places. If the principle is accepted, the 
question arises; What do we mean by worker 7 A single 
man, а childless married man, or a man with a family? Miss 
E. F. Rathbone advocates that wives and children should be 
provided for from a fund contributed equally by single and 
married men. 'The speaker was afraid that this would even- 
tually lead to administration by the State. The third principle 
was that wages should be proportional to the services ren- 
dered—a good worker should be paid higher wages than а 
bad one. The best way of securing this was by a piecework 
or bonus system, but the leading trade unions were against 
this. The principle of equal pay for equal work leads to the 
consideration of women’s wages. In the speaker's opinion, 
the entry of women into industry has led to а reclassification 
of work, and it 18 the exception that they do the same work 
as men. For a number of reasons it is inevitable that women's 
wages should be lower. Apart from these three main prin- 
ciples there are others, such as: The agreeableness or other- 
wise of the trade; the expense of learning a trade; constancy 
of employment; responsibility; and the risk of failure. It 
has also been suggested that the state of the industry should 
have some bearing on wages. Profit-sharing may, or may 
not, form a valuable adjunct to the wages system, but no 
form of co-partnership or of the co-operative movement can 
ever replace the wage svstem, for the simple reason that one 
cannot keep body and soul together on а minus quantity of 
food; there must always be some guaranteed minimum. 

Another objection to profit-sharing is that, if it is to suc- 
ceed, the capital employed must be high in relation to the 
wages paid, otherwise the profits to be shared will be insig- 
nificant. 

Whilst it is improbable that profit sharing will ever solve 
the problem of the fair distribution of the proceeds of industry 
between labour and capital, it may prove of advantage in 
particular cases, and it is to he hened. that experiments will 
continue to be made. The real solution of the problem is 
a moral one. Arbitration offers no immediate solution of the 
diffculty, for to be effective it must be voluntarily accepted 
by the majority on both sides, and the principles by which 
arbirators are to be guided must first be clearly expressed and 
accepted. But. it is the goal at which civilisation must aim, 
and as a step in this direction publie inquiries into all disputes 
between labour and capital shoul be encouraged after all 
attempts at mutual agreement have failed. 


The Magnetic Storms of the Present Solar Cycle. 
Bv Rev. A. I. ConriE, S.J., F. IX ST. P. (Abstract.) 
Section A.—Mathematical and Physical Science, 


THERE have been four outstanding magnetic storms of great 
violence during the present cycle: (a) 1917, August 9th, 10th, 
renewed on August 13th. 14th; (b) 1919, August 11th, 12th; 
(с) 1920, March 22nd, Ard; (d) 1991, May 12th-2lst. In the 
cases of (a), (c), and (d) the magnetic storms were coincident 
with the passage of very great sun-spots across the sun's 
disk. The most active period of sun-spots was 1917, August 
6th-l6th, and a big active group, lat. + 16 deg.. maximum 
area 3.444 on August 9th, was near the central meridian when 
the series of magnetic disturbances began. In 1920 there was 
but one greatly disturbed area, mean latitude — 6 deg., which 
extended in longitude 36 deg., and which was active from 
1919, December 27th, to 1920, May 16th. Its maximum area 
was 3.652 on March 23rd, when a series of sv nodical magnetic 
disturbances culminated in a violent storm. It was also near 
the central meridian. and in latitude — 5 deg. Similarly the 
protracted storm of 192] coincided in its maximum phase with 
the central meridian passage of a very large sun-spot group, 
area 3.300, on May 14th. These cases support the view that 
the action of a sun-spot area, as the necessary condition of a 
magnetic storm, is bv the projection of a set of divergent 
ravs proceeding fan-wise from the area, and probably diffused 
into a clond-belt. For some of the series of magnetic storms, 
accompanying the passage of the sun-spot area, occur when 
the sun-spot is far removed from the central meridian. But 
with regard to the violent magnetic storm of 1919, August 11th, 
12th, the accompanving sun-spot, the largest group of the 
vear, a triple equatorial group, extending 20 deg. in longitude, 
did not appear on the sun's E limb until August 4th. Tf 
it is supnosed that violent magnetic storms are connected with 
disturbed sun-spot areas on the sun, a supposition which is 
supported by a great mass of evidence, this case is decisive 
against a radial discharge of electrical particles from the area. 
But it is not inconsistent with the hypothesis of a wide diffu- 
sion of electrical particles by mutual repulsion in the form 
of a belt of clouds round the sun. 


: Seismological Investigations. 
= li E (Eztract from Report of Committee.) 
Section A.—Mathematical and Physical Science. 


Breaking Submarine Cables.—It was Professor Milne's 
opinion that submarine earthquakes were often responsible for 
breakages of cables, which occasionally occur without assign- 
able cause. If so, we should have an important link between 
& scientific study and the business world. During the past 
уёвг opportunities have arisen in several independent ways for 
testing this hypothesis. In some cases definite dates and 
places of cable breakages were supplied, with inquiries 
whether shocks fitting in with these data had been recorded. 
In no case could an affirmative answer be given after scrutiny 
of the records; while in some of them the trace seemed to be 
almost maliciously quiet for many hours near the date and 
fime provided. After some experience of this kind other in- 
quiries were initiated by the Chairman without better success. 
‘he cable companies concerned do not wish the details pub- 
lished, for business reasons; but the main facts are as stated. 
It would seem that if submarine shocks of the kind are respon- 
5 for some reason they do not affect the seismological 
records. 


The Microchronograph. 
Bv Pror. R. A. Sampson, F.R.S. (Abstract.) 
Section A.—Mathematical and Physical Science. 


THE instrument described is in actual use at the Royal Ob- 
servatory, Edinburgh, for registering clock times of any signal 
accurately to 0.001 sec., for the purpose of examining short- 
period changes in the relative rates of two clocks, or the lag 
of a controlled clock, or of one part of a piece of apparatus 
with respect to another. It has many other applications. The 
means employed are an adaptation of the oscillograph; this 
instrument can be so constructed as to be completely free 
from noxious or variable lag of its own. А detector 1s placed 
between the poles of a powerful electromagnet. "This detector 
consists of a short loop of fine platinoid wire, under tension, 
and spanned by a small plane mirror. The clock signal or other 
signal being given as an electric current of а few milliamperes 
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is recorded photographically on а moving film by ‘the help of a 
minute rotation of the mirror. The rate of. motion ot the 
film cannot be trusted for fine measurement over an -imterya; 
of one second; therefore the standard is taken from an inter. 
rupter which cuts off the light falling on the mirror at intervals 
of approximately 0.1 sec. This interrupter is a simple steel 
tongue, set in vibration and not maintained in any way, and 
carrying a wire which occults a slit through which the light 
passes. ‘The scale employed can.be varied within элде limits. 
That used most frequently at present gives a motion of the 
film of about 3.3 cm. per second, with a lateral displacement 
of 0.18 mm. per milliamp., corresponding to a magnification 
of the movement of the wire loop of the deteetor by about 
1,000. Exhaustive tests have shown that the instrument is 
completely reliable. , i 2 


Modern High-speed Centrifugal Pumps. -— 
By DR. S. F. Banctay. (Abstract] 
Section G. Engineering. Ж... 


Tue fourteenth-century records of the French Academy 
contain а reference to a primitive form of centrifugal pump, 
and it is probable that the principle involved is. quite.an 
ancient discovery. Тһе foundation of the modern form ‘of: 
turbine pump was laid in 1875, when Osborne Reynolds 
invented the stationary guide vanes. The present-day develop: 
ment is due mainly to the industrial evolution of the elec. 
tric motor, with its demand for high angular speeds. The 
efficiency of the centrifugal pump attains a high value 
only when worked at the full rated output. The advantages, 
however, of the compactness, simplicity, and ‘low first cost 
of pumps of this kind as compared with displacement pumps 
are 80 marked, that they are often employed for intermittent 
work with which high efficiency is not possible. Centrifugal 
pumps are suitable for use under a very wide range of condi- 
tions; they are used for lifting water against a head of only 
a few feet, or against a head of several thousand feet, and 
for small or large volumes. Centrifugal pumps are constructed 
that require only a fraction of a horse-power..to- drive them, 
зра at the other extreme there are pumps that require several 
thousand horse-power. | | Я | 


SOUTH AFRICAN TRADE AND 


H.M. Senior Trade Commissioner in 
South Africa, in his recent report, describes 
the persistent endeavour which is being 
made in the Union, aided by the Govern- 
ment, to start new industries. Amongst those in which great 
developments аге or may be pending are iron and steel and 
eement production, and coal and oil.shale distillation. Apart 
from experimental work in blast furnaces, the iron and steel 
industry is confined to working up scrap in electric and other 
furnaces. The work done bas been highly creditable, but 
it is to be presumed that such ventures will be entirely eclipsed 
when the new large-scale blast furnace and steel converter 
plants are ready. In tin-plate and sheet-metal working, the 
tendency, owing to expense of transport, 1s for the industries 
to be confined to small factories serving their own locality. 

Under the influences of the war, the iron and steel industry 
has developed very considerably. Light rails, reinforcing steel 
rods and bars, and lighter sections, are now being rolled in the 
Transvaal; steel shoes and dies for the gold mines are being 
cast locally, and several electric furnaces are being operated. 
But enormous developments in the production of pig iron and 
steel on a commercial scale from local ore are pending, no 
less than three undertakings of this nature being in various 
stages of preparation. Success in these ventures may create 
eomething in the nature of an industrial revolution, as with 
the raw material of good quality and lower price on the spot 
& host of subsidiary and dependent industries should spring 
up in their neighbourhood. 

Greater progress in many industries would undoubtedly 


Methods of 
Marketing. 


have been made before now, bad it not been for the war and ` 


its after effects. Before the country generally realised what 
the war was going to entail, sources of supply of industrial 
machinery and plant were cut off and even raw materials 
were bard to obtain or probibitive in price. Electric power 
stations producing up to maximum load could not cope with 
demands for current, and equally could not obtain additional 
lant. 

P Very important developments, particu- 


Technical larly in relation to University education, 
Equipment for аге in progress. Capetown is building a 
University University on an ample scale. Johannes- 
Education. burg has converted its School of Mines 


and Technology into a University College, 
and is hoping for a charter to create an independent Univer- 
sity. In both cases new buildings and new equipment are 
involved, and excellent opportunities are afforded to British 


INDUSTRIAL POTENTIALITIES. 


manufacturers of being first in the field with donations of 
apparatus, machinery and other equipment for laboratories, 
both scientific and engineering. | 

There is probably no form of advertisement—to put it on 
its lowest plane—so remunerative as making sure that the 
rising generation of chemists and engineers are taught as 
household words the names of the makers of plant and appa- 
ratus. Optical instruments, laboratory supplies, assay ‘appa- 
ratus, testing machines and instruments, engines, machine 
tools of all kinds, all find a place in such educational institu- 
tions, and the makers of such who are fortunate cnough to 
obtain a place for their makes in college laboratories have 
an obvious advantage over their rivals in all succeeding years. 
United States and German manufacturers are presenting 
certain apparatus free of charge. | 


In opening his discussion on methode o 
selling, Mr. Wickham recalls that the 
Department of Overseas Trade and its over- 
seas representatives are sometimes accused, 
quite wrongly—he adds—of endeavouring to eliminate the 
merchant as an unnecessary middleman. " 

There is no doubt, he says, that years ago the British 
merchant was to an increasing extent acting as the channel 
for foreign manufactures to reach the Indian and Dominion 
markets. British manufacturers not having felt in the pas 
the need for personal study of oversea markets while ther 
goods were being satisfactorily pushed by merchants, found 
the pressure of competition increasing, and became alive Ю 
the necessity for studying oversea requirements and foreign 
competition first hand. ‘They found that many merchants 
had become cosmopolitan in their business, and that enormous 
inroads had been made into Dominion markets by American 
and German manufacturers in particular. | 

American goods, designed for а home market very much 
akin in its tastes and particularly in its needs to those of #6 
Dominions, were declared to be eminently well suited to 
Colonial markets. The idea that they were specially design 
for the Dominions was fostered and very generally believed. 
Germany, on the other hand, by a systematic policy of copf- 
ing on a cheaper scale and by readiness to adapt goods 
demand, similarly established a firm hold. 

In the Trade Commissioner's opinion, manufacturers, how: 
ever, have not realised generally the essential facts of the case. 
They have fallen into the error, which may equally be foun 
in labour circles and among farmers’ co-operative societies, 
of claiming that their own work was the only work. 


Problems of 
Marketing. 


vol. 85. No. 3.288, Вкрткмвкв 30, 1991.) THE ELECTRICAL REVIEW. 458 
—————— 


manual labourer ‘considers, as does the farmer, that produc- 
tion-ends when his work is finished, and that all the brain 
work and clerical work involved in distribution is а mere 
nothing for which almost any pay at all is overpayment. The 
manufacturer is quite ready to defend the salaries of managing 
directors and export managers as money well laid out, but 
it is evident that to an enormous number of manufacturers 
the real facts are no more clear than they are to their manual 
workers when they clamour for the whole value of their 
product аѕ wages. И 

* The fact is that a product is not complete when boxed at 
& factory door, but only when it has been so manipulated 
and moved as to be ready for the consumer. If the consuming 
public will net buy, then that product has no value at all. 
И the flavour is disliked, the design is not attractive, the 
package.is inconvenient, then the result is exactly the same 
as if, through bad’ salesmanship or insufficient advertising, 
the public had never been offered the goods. The goods in 
either case have no value, and production, however efficient, 
has to stop. | 

The value of а product depends largelv on distribution. А 

fectly worthless article, such as some patent medicine, 
nds а market through scientific distribution. Ап utterlv 
ineficient system of distribution ‘may equally ensure the 
failure to sell a product which would be of great value, just 
аз a brillant invention, may fail through capital being re- 
luctant to put it on the market.. 

If manufacturers had been more generally ready to study 
the work and methods of merchants before they decided to 
dispense with their services, they would, continues the report, 
have realised that all middle men are not parasites and that 
many are not only an economy, but essential to efficiency. 


. As suggested above, very many manufac- 
turers adopted the system of appointing 
travelling representatives or agents in the 
Dominions. Frequently from the fact that 
they stress the statement that they are trading direct with 
their market it 18 evident that they have failed to realise 
that they have merely substituted one (уре of nuddleman for 
another. 

From evidence collected month by month, it 1s apparent 
that very many manufacturers have no great appreciation of 
the importance of their representative and of his functions. 
Agents are often regarded as almost mechanical displayers of 
samples, walking sample-room counters. No allowance 1s 
made for, or importance attached to, the personality of the 
agent. 

Goods do not sell themselves, though they may continue 
to sell on an established reputation for a time. Orders do 
not follow automatically from shipping samples out to an 
agent, any more than they would if the samples were kept 
in London. If manufacturers would be more ready to appre- 
ciate the influence of a good agent in the sale of goods, and 
the value of the goodwill attaching to his position in the 
market, they would possibly modify their attitude to the 
question. Many manufacturers, of course, have learnt at 
least by experience, how important a factor their representa- 
tive is in finding a market and keeping it. А very large 
number, including many old-established, successful and power- 
ful firms, in the Trade Commissioner's opinion, quite clearly 
have no appreciation of the fact. 

Some firms regard it as wholly unnecesssary to be repre- 
sented. They think it should be quite sutticient that they 
should offer their goods through catalogues (frequently badly 
got up and seldom self-explanatory) or mere price lists to 
importers in South Africa. They expect all the Union Govern- 
ment Departinents and the mines to come and ask for their 
tenders in london. | 
_ Others, again, appear to think that any kind of individual 
who happens to be going out to South Africa, and to whom 
they wish well, is fitted to take their agency. In the last 
two years there have been many cases of inen entirely ignor- 
ant of South African conditions, and either entirely lacking 
т knowledge of business and salesmanship. or at least dis- 
qualified in other ways, entrusted with valuable agencies 
for well-established and old British firms. 

Men have been sent out to organise distribution and appoint 
agents having little knowledge and no discretion—men who, 
having no knowledge of their own limitations, are not pre- 
pared to learn from local experts in the business any more 
than from the Trade Commissioner's office. 


; Appeintnient of 
Agents. 


Distribution in distant markets involvea 
. two factors which are not present, at 
least to the same extent, in the home 
market. The much longer time required 
for realising the cash value of goods necessitates financial 
strength, and catering for the needs of foreign countries 
involves close study and exact knowledge of the local idiosyn- 
Crasies, customs, climate, prejudices and so on. Advertising 
has to be adapted to different localities. Economies have to 
be studied in relation to packing, shipping and exchange. 
Credit. while not necessarily involving greater risk, must be 
specially studied in relation to the trade customs of different 
countries. . | | | | 
АП these matters were in the past made subjects of special 
study by merchante, and, unfortunately for such manufac- 


Factors in 
. Distribution. . 


turers who desire to dispense with their services, the know- 
ledge acquired has never been dealt with in text-books. Apart 
from small sub-sections of the science, there is no literature 
of oversea distribution. The many British manufacturers 
who have successfully built up their own system of oversea 
distribution have had to learn by experience as merchants 
did before them. They have learnt that scientific distribution 
involves much study, Judgment, and hard work; that while 
possibly the system of relying entirely on merchants for ex- 
port markets was unsatisfactory, that while distribution 
through independent middlemen was not economical or did 
not secure the maximum amount of enthusiastic pushing of 
their goods, and did not provide an adequate supply of 
information as to foreign competition and local needs, never- 
theless to undertake distribution and eliminate the merchant 
involved more rather than less work than the merchant had 
bitherto done. | 

It is probable that from the point of view of the consumer, 
tbe efficient merchant can always distribute as cheaply as, 
if not more cheaply than, the manufacturer, and іп addition 
to the work done the manufacturer needs, in his own interests, 
а constant supply of information as to competitive makes and 
changes of local taste. It is therefore obvious, adds the Trade 
Commissioner, that for effective competition with the mer- 
chant, а manufacturer needs more efficiency and closer study 


+ 


of the economies of distribution than his rivals 


It will be of interest to compare the foregoing views er- 
pressed by the British Trade Commissioner, with the follow- 
ing advice contained in a report by the United Statés' Trade 
Commissioner at Johannesburg тз ps oc 


The latter explains that it would not 
American be feasible or practicable to market 
Experience. machinery, including agricultural, mining 
and industrial, automobiles, typewriters, 
adding machines or kindred lines, where service is.a funda. 
mental factor or where the cost of maintaining large. stocks 
of goods and spare parts is high, except through merchant 
agents. Certain new specialties for which a market must be 
developed, such as washing machines and vacuum cleaners, 
also come within this category. High-grade lines of trade- 
marked or branded goods may be placed in the above classi- 
fication. With such lines it is essential that the principal 
centres, Johannesburg, Cape Town and Durban, should be 
covered by agency holders, with sub-agents in the tributary 
territory, these to be approved by the manufacturer. 

For general merchandise such as a policy tends to restrict 
sales and is, as a general rule, inadvisable. It is not advisable 
to grant а sole agency to a retailer, because wholesalera or 
other retailers will not buy of him, nor will they, as a rule, 
buy of a competing wholesaler. Ав a result, the new lines 
are brought to the attention only of the regular customers 
of that particular merchant. 

For such goods two methods are presented. The more 
popular is the export commission house with adequate branches 
or field representatives. Probably 75 to 85 per cent. of the 
American goods in South Africa have been introduced in this 
way. Care should be taken in the selection of a commission 
house that there should be no doubt as to its ability to develop 
business, that the firm has the proper standing and reputation 
among South African importers, and that the house has an 
extensive, established. following. 

The second method is through the use of manufacturers' 
agents. Of these there are perhaps only a few types worthy 
of serious consideration. One class consists of firms or indi- 
viduals having substantial sales organisations reaching all 
desirable customers by means of branch houses, travelling 
salesmen or local sub-agents. A small class of agents, for the 
most part specially trained. men, accept only such lines as 
may relate to a particular trade or class of goods. А third 
{уре that should appeal to the American manufacturer, goes 
in for intensive selling of a restricted number of lines, and 
endeavours to work each one fully. 

If a satisfactory firm can be secured to cover the entire 
country, this is more desirable, but it is far better to have 
а separate agency in the chief citv of each province, than to 
have one general agent who will place sub-agents in important 
centres. Only in rare instances may it be advisable to permit 
the firm having the South African agency to attempt to cover 
Portuguese East Africa, Rhodesia or other adjacent territories. 

When an agent has given satisfactory evidence of his ability, 
the Trade Commissioner explains, he should be given a 
definite, clean-cut contract. which should be lived up to in 
letter and in spirit. Provision should be made in the contract 
that no competing lines of any country can be carried by the 
agent. Frequent change of agents does not tend to produce 
a favourable attitude towards the goods represented, and this 
gives an additional reason for a proper first selection. 
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German Steel Industry.—The number of unemployed in 
the Solingen steel industry is steadily diminishing. The num- 
ber of unemployed is given as 400, as against 2.000 in July. 
There is a great lack of steel-workers, and the industry 18 re- 
ported as being swamped with export orders on account of the 
low value of the German mark.—The Times. 
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THE SOUTH-EAST LANCASHIRE 
ELECTRICITY DISTRICT. 


THE MANCHESTER SCHEME. 


Тнк South-east Lancashire Electricity Committee formed 
in July of last year has approved unanimously a compre- 
hensive plan of power organisation suitable for Manchester 
and the district contained roughly between Wigan, Rochdale, 
Glossop, and Knutsford (see Erec. Rev., June 25th, 1920; 
p.815). This area will be the biggest electrical unit in the 
provinces, and the interests contained therein will be equal 
to those of Greater London, says the Manchester Guardian, 
from which the following details are abstracted. 

The scheme, which was drafted by a sub-committee, will 
involve the closing of some stations and the extension of 
others, but no immediate joint action is anticipated, except 
the formation of an Advisory Board, to give expert advice 
on any proposals by electricity undertakings within the 
district. The Board will have no power either to order or 
to authorise the outlay of capital; it will not be able to order 
the closing of any undertaking; but the Electricity Com- 
missioners Will entrust to it the organisation of power supply 
in the district and the duty of deciding auy proposal which 
may be made locally. The Board will have neither funds 
nor borrowing powers. The finance of expansion and ex- 
tension will, therefore, devolve on the local authority which 
proposes such expansion, and will depend on the consent of 
the Electricity Commissioners. 

Should general opinion in the district desire it, however, 
the Board could, by an amending order in Parliament, be 
changed for a Joint Electricity Authority, which would have 
borrowing powers, being responsible only to its members 
and to the Electricity Commissioners. Either of these bodies 
would be composed of experts form the individual undertakings 
under the scheme, but the constitution of the Joint Authority 
would differ from that of the Board. The Board, for 
instance, will have 48 members, of whom five only will 
represent Manchester, though the output of Manchester 
generating stations is 42 per cent. of that of the whole 
district. The formation of a joint control will, many experts 
think, be a necessity in the future. 

The scheme of the South-east Lancashire Committee has 
yet to be considered by the municipal electricity committees 
concerned, by city councils, or local authorities; and a 
conference is to be held on October 18th. The local inquiry 
by the Electricity Commissioners will probably take place in 
November; at present there is no opposition to the scheme. 

Each undertaking will pay a fee--according to capacity— 
for adminstrative purposes, and it is expected that within 
five years the scheme will effect a saving of £175,000 and that 
within ten years the saving will be close on £250,000. This 
is to be accomplished by using and extending the stations 
which generate most efficiently, by diverting surplus energy 
to places which are short of it, and by manipulating to the 
fullest extent load and diversity factors. 

The factors of efficiency which obtain in the district 
now vary tremendously. One of the smaller stations, for 
instance, takes 22 lb. of coal to produce one power unit, 
and only the biggest take less than 3 lb. The difference 1s one 
of the things the scheme is intended to rectify. The construc- 
tion of many new power mains, direct and intercommuni- 
cating, is outlined in the scheme, even though 80 per cent. of the 
stations are already linked up, and details of necessary station 
extensions are given. Аз the report has been in prepara- 
tion during the greater part of 18 months, it appears at a time 
when a good deal of money has already been spent on work 
which is in accordance with the general design of the scheme. 
The Barton station. built by the Manchester Corporation, 
is, for example. half finished, and will take its place in the 
new organisation. Manchester, indeed, is pledged to spend 
more than .£3,000,000 on this and other plans. 

The comparative figures printed in the Committee's report 
are for the next five years :— 

Capital outlay :— 


Under indjvidual development 48.178.000 
Under the scheme m 46.801.880 
A saving of or " i es 41.376.120 
Interest at 10 per cent. per annum. £137,612 


Similarly a great saving of coal should result. The following 
figures are for the same period of time as above.— 

Coal consumption :— 
Under individual development 1.468,750 tons 
Under the scheme a disc m - 988.159 tons 
A saving of 19,831 tons annually—i.e., 234.704 per annum. 

A further saving would be effected during the next five vears, 
1926-31, and should amount, roughly, to the following.— 


Capital outlay :— 


Under individual development 26.787.500 
Under the scheme " £6.980 100 
A saving f ы Ne i | £480 400 
Interest at 10 per cent. per annum. £40,840 


-Coal consumption :— 

Under individual development 1.468.750 tona 
Under the scheme d Ке M T 1,432,912 tons 
A saving of 35,838 tons annually—4.e., £62,716 per annum. 


The Committee has shut out certain generating stationg 
from the scheme as not suitable—namely, those at В 
(Rochdale Road), Eccles, Glossop (Urban Electric Supply Co 
Ltd.), Heywood, Manchester (Dickinson Street), Radclif’ 
Sale, and Stretford (Longford Bridge). At these stations,“ 
says the report, no extensions should be made and 
they should be shut down as generating stations when other 
arrangements can be made for furnishing supplies оп а 
commercial basis for the area at present served by these 
stations.“ Haydock and Lymm have been left out of the 
scheme on account of locality. Stalybridge for the sme 
reason, and also because the plant differs from the normal 
may eventually secede. : 

The stations to be extended are at Stockport, Ashton. 
under-Lyne, Bury, Bolton, Outwood, Wigan, Altrincham 
and Alderley. New stations are either being built or are 
planned at Stockport, Oldham, Kearsley, Wigan, Agecroft 
Barton, and Carrington. The construction of additional 
mains will be carried out between stations and also for 
distribution. The electrification of railway lines has been 
discussed, and the report finds that it is possible that the 
Lancashire and Yorkshire Co's. line from Manchester т 
Oldham may be electrified within the next ten years. The 
company’s station at Kearsley will, however, be capable 
of supplying the whole of the potential demand on this 
account. 

It should be noted in conclusion that the scheme has 
been designed by members of municipal bodies, and by the 
experts of undertakings. The South-east Lancashire Committee, 
led by Alderman W. T. Dagnall, who has presided over 
its sessions during the whole period, approved the scheme 
unanimously. Mr. A. H. Banks, deputy town clerk of 
Manchester, has been secretary throughout the discussions. 
and as soon as the scheme is accepted by local authorities will 
be able to sell copies of it to any of the general public 
who are interested. | 
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ELECTRICITY IN WORKING - CLASS 
DWELLINGS, 


AN important report on the use of electricity in working- 
class dwellings has just come to hand from the British Elec- 
trical Development Association, Inc. (E.D.A. No. 167, price 
10s.); it was prepared by the E.D.A. Domestic Committee 
with the assistance of Messrs. G. Blair Imrie and T. G. Angell, 
architects, and shows in detail how the cost of a complete 
electrical installation can be met by the saving of the fabric 
which is effected by omitting such chimneys and fire-places 
аз are rendered superfluous by the adoption of electrical 
methods of Jighting, cooking, and heating. That such is the 
fact has often been stated, but this is the first occasion, so far 
as we are aware, on which chapter and verse has been 
given for the assertion. 

In а brief preface, Mr. J. W. Beauchamp, director and 
secretary, points out the pressing need for reform and improve 
ment in the domestic régime, and the importance of the 
role that electricity can play in effecting such changes—already 
established as the ideal means of artificial lighting, '' its fuller 
use for heat and power now promises to do as much for 
home life as it has accomplished for industry.” 

Where electricity is employed for cooking, and for the 
provision of heat in all positions where that method can 
be economically used, it is found that the cost of an "all 
electric " house, including equipment, is the same as that 
of a house designed for cooking and heating with coal, but 
without any provision for artificial lighting; and the cost 1 
£34 less than that of an "'all-gas " house. Yet the "all 
electric ’’ house is wired on high-class lines, and fully equipped 
with lighting and cooking apparatus, short-hour room heit 
ш and clothes boiling, as well as with controllable venti- 
ators. 

To substantiate these statements we refer the reader to 
Mr. G. Blair Imrie’s report and plans, which show precisely 
how each class of house is constructed and equipped. Те 
plans and quantities are based upon an approved desim 
for a working-class house suitable for urban areas (No. 178 
of the Ministrv of Health). In each case at least one coal 
fire is provided, of the open combination tvpe. for heating. 
cooking, and heating water in the winter time: a coal. e, 
or electric cooker is provided as an alternative for use when 
the principal fire is not in use; and similarlv an alternative 
water heater is installed. In the ''all.coal " house e 
alternative cooker and water heater takes the form of a sma! 
portable coal range in the scullerv. The ‘ coal and gas 
house is provided with built-in gas fires in the bedrooms an 
narlonr, and ventilation is effected by outlet flues. the 
„coal and electric " house there is one coal stove, an elec 
tric cooking range, an electrical peyser, circulator. or 1% 
storage tank. and plug points in the parlour and bedrooms. 
for two portable electric fires. Controlled ventilators 37* 
also provided. Mr. Imrie comments on the freedom in 
design arising from the use of electric cookers, fires, &. 
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which enables the architect to make the best arrangement 
with regard to the site, natural lighting, ease of access, and 
working; one chimney stack takes the place of three, the 
interior of the rooms is unobstructed by fire-places, &c., and 
the social centre of an apartment (that is, the source of 
heat) can be placed anywhere without regard to flue facilities. 
Again, electric pendant lamps need not be lower Шап nine 
inches from the ceiling; gas fittings and hanging oil lamps 
must be placed at а lower elevation, with a correspondingly 
lower efficiency. 

Bills of quantities of all work in connection with the 
heating. cooking. lighting, and hot-water supply of the 
designs are given. specifying the items, and signed by Mr. W. 
Gordon Allen. The prices are based on current London 
rates, and have been verified by Messrs. F. & Н. F. Higgs, 
Ltd., while the electrical quantities have been prepared and 
priced by Mr. Alan Kirk, A. M. I. E. E. Assuming that the 
cost of the cottage is £660 exclusive of all work in connec- 
tion with fires, hot-water service, &c., the comparative values 
are as follows :— 

Heating, cooking and 


Scheme. lighting equipment. ‘Total. 
Coal (no lighting) ... £182 11 7 £842 11 7 
Gas ... ue 0 £916 19 9 £876 19 29 
Electricity £182 8 11 4842 8 11 


The electric lighting embraces nine points, with efficient 
shades, and ten switches (two way); the lamps are 30-watt 
(опе 90-watt). For electric heating two 14-kW radiators are 
provided, with plug-sockeis and switches at five points; one 
water heater, and one wash copper. The electric cooker is 
loaded to a maximum of 4 KW. The wiring is in enamelled 
heavy-gauge screwed welded conduit, with у.г. cables of 
C.M.A. quality, all fittings and accessories of British make 
and standard quality, and all work in accordance with the 
LE.E. rules. Materials and labour are priced at the rates 
now current in London. Ав all the details are tabulated in 
full. any reader is in a position to verify the costs in everv 
particular. The plans show in full the three arrangements, 
and a fourth plan details the electric circuits. 

The complete report, which must have involved a consider- 
able amount of labour, reflects credit upon its authors, and 
the Association is to be congratulated on the enterprise 
which it has shown in embarking vnon this costly investi- 
gation. and carrying it through with a thoroughness which 
leaves little room for criticism. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved devices 
and apparatus, which will be published У considered of sufficient 
interest. 


A New Circuit Breaker. 


Our illustration, fig. 1, shows a new pattern of automatic 
circuit breaker recently put on the market by Mesars. J. G. 
STATTER & Co., of Queen Anne’s Chambers, Westminster, 
which is giving every satisfaction to its users. The design 
is а reproduction, with improvements, of a breaker designed 
by Mr. Statter jointly with Mr. James Sugden, now of Rugby, 
in 1908. The breaker then designed was much appreciated 
by those to whom it was supplied, but certain features were 
found to be somewhat expensive in manufacture, and for 
manufacturing reasons, it was not put forward in quotations 
after 1910. Its advantages from the user’s point of view 
kept the design alive, and it was recently re-designed in all 
sizes from 100 to 3,000 amps., and both these sizes, together 
with a full series of intermediate sizes, have now been made 
and supplied. 

One salient feature may be mentioned. The breaker in 
the open-circuit position, just as it would be found after it 
had tripped automatically, or had been tripped by hand, 
has its handle hanging downwards. In order to re-establish 
the circuit, the operator first raises the handle to the position 
shown in figure 1. This operation brings the main brush 
and auxiliary breaking tips nearer to their closed position, 
and is a definite position which no amount of pushing at the 
handle in the upward direction can alter. The makers call 
this the Half Cock position in which the parts will remain 
pending the moment at which the operator desires to close 


LEGAL. 


WESTERN ELECTRIC LAMP Co. v. PEARCE. 


ME IN the Shoreditch County Court, on September 90th, before 
i uo Cluer, the plaintiffs, of Sun Street, Finsbury, sued Mr. 
pera 2 F. W. Pearce, of Market House, Maidstone. ironmonger and 
electrical sundries dealer, to recover 33s. for goods supplied. 
The plaintiffs said they did not think the defendant would 
deny the order, or having received the goods, but he declared 


1 1158 that he had paid the traveller, who was not authorised to 


receive it. An invoice was sent at the time the goods were 
supplied, and on that it said '' no traveller to be paid.“ They 
had had no dealings before. The plaintiffs agreed that the 
signature on the statement for the receipt of the money was 
that of the traveller. Judge CLuER: Have you prosecuted. 
him?  PLAiNTIFF8: No. Judge CLuER: Then you must do 
your public duty first. PrAiNTIFFS: He cannot be prosecuted, 
as it happens, as he is not a traveller on a weekly salary. Оп 
the statement it says an official receipt by the company will 
only be recognised." Judge Сьскк: But he was entitled to 
think that he was paying the proper person, and that the 
official receipt would follow. You will have to do your public 
duty first. As to the invoice, you have given no notice to pro- 
duce it, so I have not got it before me. There will have to be 
a Verdict for the defendant. DEFENDANT: Сар I have my costs, 
your Honour, I have only been defending this case on prin- 
ciple? Judge CLUuER: Oh, certainly. І quite understand why 
you have defended the case. 
Judgment was then entered for the defendant, with costs. 


IMPORTANT VALUATION DECISION FOR ELECTRICITY USERS. 


IN an appeal by Lanarkshire steelmakers against the valuations 
Proposed by the County Assessor for the current year, the 

aluation Court has issued an important decision affecting elec- 
tricity users. 

With regard to motive power, the Court, in its findings, 
states that a turbine is assessable, but the generator is not. 
In the case of a motor generator, the motor is assessable and 
the generator not. 

With regard to a rotary converter, 16 was decided that it 
could not be split, and it was therefore assessable. Lighting 
d ав such were assessable, but in connection with light taken 
тош а power plant, the Court decided the quantity that was 
used for lighting was so infinitesimal that it could not be split, 
and it was not assessable. 


Fic. 1.—CIRCUIT STILL OPEN, BUT BREAKER IN POSITION FOR 
INSTANT CLOSING. 


(" Half-Cock position.“) 


the circuit, when a downward pull on the handle gives a 
quick closing action. This feature is useful when paralleling. 
The illustration shows the breaker in its simplest form, viz: 
single-pole d.c. overload type; but it is also made in d.p. or 
t.p. form, and with carbon breaks in lieu of a magnetic blow- 
out, when it is suitable for use on а.с. circuits. 

In all cases the handle is of the free " type—that is to 
say, manual power never over-rides the automatic* features. 
The breakers are also supplied with no-volt, minimum and 
reverse-current trips, and time lags are added to the over- 
load trip-coils where necessary. e design also lends itself 
to enclosure in c.i. cases, and the breaker is supplied in this 
form. For cleaning of the brush or contacts (a necessary 
process for all open type breakers exposed to oxidising influ- 
ences), а brush may be completely detached in a few seconds, 
leaving the contacts fully exposed. Similarly, in all large 
sizes the pressure of brush on contact may be increased, to 
allow for wear, in a few seconds also. 

Added to the special advantages briefly outlined above. 
the breaker is machine-made with interchangeable parts; it 
is finished in black and nickel, and the standard sizes are 
suitable for d.c. voltages up to 750 and a.c. voltages up to 


1,000. 
Empson's Alkal-Acid Indicator. 


This automatic device, which is supplied by Mr. A. W. 
Емрѕох, A.M.I.E.E.. of 39, Victoria Street, London. S. W. I, 
is an electrical instrument specially designed for the con- 
tinuous testing of water, thus obviating the necessity for 
making frequent chemical tests. Applied to surface con- 
densers, it will automatically indicate a very small leakage 
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of circulating water into the steam space, thus protecting 
boilers against the effects of impure feed water and avoiding 
the risk of overloading the air-pumps. In designing this in- 
strument advantage has been taken of the fact that the elec- 
trical conductivity of water is increased by the presence of 
acids, alkalis, or salts in solution, and the difficulties intro- 
duced by reason of the rise and fall of conductivity with 
temperature, and variation in the quality of steam supplied 
by the boilers, have been successfully overcome. 

The testing device consists of two cells, one of which 18 
supplied with condensed steam at the rate of a few drops per 
minute direct from the main steam pipe, and the other with 
water discharged by the air-pumps. The indicator, which 
may be placed on the switchboard, or in the office of the 
engineer-in-charge, is electrically balanced across the electrodes 
of the testing device, and thus a continuous comparison 18 
made between the steam as it leaves the boilers and the con- 
densate delivered by the air-pumps. Any leakage of circulating 
water will, therefore, destroy the electrical balance and cause 
the pointer to be deflected. 

А modified form of this instrument 15 supplied for checking 
the working of water softeners, and indicating any shortage 
or excess of reagents. In this instrument the electrodes are 
enclosed in perforated cuses, one pair being immersed in the 
inlet and the other in the outlet compartments of the softening 
apparatus. The reagent supply having been correctly ad- 
justed and checked by a chemical test, the instrument 1s 
switched on and the pointer set to zero, further chemical 
tests being unnecessary until an irregularity is denoted by the 
deflection of the pointer towards the excess or "' shortage ” 
positions of the scale. 


NEW PATENTS APPLIED FOR, 1921. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Serton-Jonges, O'DzLL AND 
STEPHENS, Chartered Patent Agents, 285, High Holborn, London, W.C. 1. 


24,062. “ Portable electric heating apparatus." Kindlimann & Co. Sep- 
tember 9th. (Switzerland, December 13th, 1920.) 

24,063. '' Electric bicycle bell.” L. Dalsgaard-Anderson.: September 9th. 

24,064. '' Electric clock and signal installation." Schweizerische Magneta 
Akt.-Ges. September Yth. (Switzerland, September llth, 1920.) 

24,071. “ Electrode lor electricity meters in which gases are electrolytically 
dissolved and eliminated." Schott & Gen. September 9th. (Germany, Sep- 
tember 17th, 1920.) КЕ 

24,076. “ Trolley heads for tramcars, &c." С. P. Ellis. September 10th. 

24,094. '' Bulb and battery tester." Н. T. Morgan. September 10th. 

24,098. ''Incandescent electric lamp holder." A. Hippisley and F. A. 
Milham. September 10th. ` : 2 ^ 

24,099. * Shade retainer for electric lamp holders.“ A. Hippisley and 
F. A. Milham. September 10th. | 

94,136. ''Switches ог switchboards for controlling electric circuits." А. Н. 
Midgley. September 10th. NE 

34.140. ‘Electric motors." М. W. Woods. September lOth. 

24,143. '' Enclosed cartridge fuses for use in electric circuits.“ E. J. Pierce. 
September ‘10th. 

24,146. “ Electrical generators for road vehicles.” 
tember 10th. 

24,179. '' Electro-magnetic step-by-step mechanism." Western Electric Co., 
Ltd, (Western Electric Co., Inc.). September 12th | 

24,180. ''Signalling systems." Radio Communication Co., Ltd., and J. 
Scott-Taggart. September 12th. 

24,194. '' Electric water heaters." A. Fisher and J. Rosenkrantz. Septem- 
ber 12th. | "us 

24,202. “ Hectric cirduit breakers.” M. Paul. September 12th. (Ger- 
many, September 10th, 1920.) : . | " 

24,206. ''Clamps for electric trolley conductors." Metropolitan Vickers 
Electrical Co., Ltd. September 12th. (United States, October 29th, 1920.) 

24,207. ''Photo-electric devices and methods of manufacturing same.” 
British Thomson-Houston Co., Ltd. (General Electric Co.). September 12th. 

24,227. Electrical indicator." C. E. S. Phillips and Watson & Sons 
(Electro Medical), Ltd. September ]2th. 

24,240. “Electric furnaces.” L. J. Hancock and T. R. Hancock. Sep- 
tember 12th. | | 

24,241. '' Mining type switchgear.” F. G. Warburton, September 12ih. 

24,247. “ Spark plug valves,” J. & C. G. Bolinders Mekandiska Verkstads 
Aktiebolag. September I2th. (Sweden, September 29th, 1920.) 

24.250. Manufacture of depolarisers for galvanic elements.” К. Porscke. 
September 12th. | | 

24.251. Manufacture of electrolytes for galvanic elements." R. Porscke. 


September 12th. | | " | 
24.266. Electrical or mechanical hand or chain control," J. E. 

September 12th, _ E 
44.285 “ Telephone exchange systems.“ Western Electric Co., Ltd. (Western 

Electric Co., Inc.). September 19th, 
24.03. Adaptors or wall plugs for electrical connections.“ D. Lyon. 


epi mart 14th. i „ ||; Ч 
24.331. Unidirection electric generator set.“ Н. H. Ellison, September 


Н. Hepworth. Sep- 


Smith. 


24,332. “ Electric traction systems.,“ R. Brooks, A. J. Hall, and Metropoli- 
tan Vickers Electrical Co., Ltd. September 13th. : 

24.333. Scaling of electrical conductors in glass, &c." H. G. Cameron 
and Metropolitan-Vickers Electrical Co., 1.14. September 13th. 

24.340. Flectrically-operated automatic valve regulators." A. J. Haddan 
(Automatic Jemperature Control Co). September 13th, 

24.345. Control apparatus for wireless waves for telegraphy and tele- 
phony, &c." J. Н. Whittaker Swinton, September 13th. 

24,349. '' Electrical etching machines." G. F. Johnston and E. G. Schwu- 
chow. September 13th. Ni 4 

24.352. Electrically-driven lifting gear. 
Schuckertwerke). September 13th. | | | 
24.356. Electrical circuit controlling devices," J. B. Bignamy. Septem- 
ber 13th. 

24.388. 

24,389. 


E. C. R. Marks (Siemens 


© Commutators.’? R. L. Dowdeswell. September 14th. 
“Armature coil winder. G. S. Wilson. September 4th. 
24.306. Electrical signs. &с.” J. M. Lamb, September 14th. 

24.413. Combination electric lamp horn and switch board," Quenby Bros., 
Н. F. Quenby, and A. G. H. Quenby. September 14th. 
24.441. ‘Submersible electrical apparatus," Н. T. 
and №. L. Wreford. September 14th. D | 
24.442. Portable electrically-driven combination tools." Е. C. Austin, F. 


Pooley, and W. L. Wreford. September 14th. 
24.443. ‘ Portable electrically-driven apparatus.” F. Pooley and W. L. 


Wrelord. September 14th. 


Harrison, F. Pooley, 


24,465. '' Electro plating, &c., apparatus," уу, Canning & \ 
G. A. Pope. September lath. "> : E & Co, Lid., and 

24,468. '' System of rheostatic converter, and its application to ula 
tion of synchronous motors." М. de Conninck. реш lith. (Fre 
Sepetmber 30th, 1920.) ans, 
24.179. Arc lamps." Р. R. Jackson (Sperry Gyroscope Co.). 
14th. F 

24.501. Time switch." V. A. J. Corlin. September 15th. 
Jat:uary 13th.) д (Denmark, 

24.502. Trolleys for overhead conductor electric tramways.” W. 
September 15th. : Lawrence 

24,028, “ Electric switches," I. C. Green, J. Jamieson, and В. I. Wi 
September 15th. T. Witson. 

24,902. '' Method of protecting polyphase supply circuits on earth connec. 
tion.“ Akt.-Ges. Brown, Boveri et Cic. September 15th. (Switserland 
September 15th, 1920.) ' 

24,564. '' Governor for electric motor, &c., operating а pump to supply 
pressure in a hydraulic system." J. Stone & Co., Ltd., and W. P. Watkins 
September 15th. | i 

24,578. Wircless receiving apparatus." C. K. Chandler. September lith. 

24.579. Electric signalling and telegraphic devices, &c." E. O. Symonds. 
September 15th. А | 

24.593. Wind-driven dynamos." Е. A. Wilkinson. September 16th. 

24.597. Electric terminals." J. Eaton and Efandem Co., Ltd. September 
loh. 

24,598. '' Electric hand lanterns.” J. Eaton and Efandem Co., Ltd. Sep- 
tember 16th. i 

24,607. '' Electric lighting sets for motor vehicles, &c.“ W. J. Nicholas 
and P. J. W. Roberts. September 16th. 

24,622. Electric storage battery." E. E. Dutt and J. T. Godfrey. Sep- 
tomber 16th. 

24.635. Electric water heaters.” О. Grunthal and F. Н. Zschauer 
Metallwarenfabrik. September 16th. 

24,636, '' Clock operated electric switches." J. L. Rodger. September 16th. 

24.641. Electric pocket lamps." B. Rogge. September 16th. (Germany, 
September 22nd, 1920.) 

24.650. Electric switches." A. S. Cubitt. September 16th. 

24.652. Wireless telegraph devices." Т. D. Parkin. September 16th. 

24,654. “ Electric contact breakers." British Lighting & Ignition Co., Ltd., 
and E. B. Tuppen. September 16th. 

24.655. Suspension insulator.” M. Carolus. September 16th. 

24,681. '' Electric clock time switch." C. B. Finkerton. September 17th. 


24,692. Dynamo electric machines." Lancashire Dynamo & Motor Co., 
Ltd., and Н. B. Whitmore. September 17th. 

24,693. '' Thermostatic switch." <Akticbolaget Birka Regulator. Septem. 
ber 17th. (Sweden, September 30th, 1920.) 

24,2726. '' Sparking plugs, &c." G. W. Clark and G. Н. Ward. September 
17th. 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses аге those under which the specifications will be 
printed and abridged, and all subsequent proceedings wil] be taken. 


1920. 


5,989. Dynamo-electric machines and magnetos." К. F. Ries. February 
27th, 1920. (168,336.) 

6.198. ''Party line telephone systems." К. C. M. Hastings. March Ist, 
1920. (168,337.) 

6.199. Party line telephone systems." R. C. M. Hastings. March lst, 
1920. (168,338.) 

6,492. ''Alternating current electrical instruments." G. Е. Shotter and 
E. W. Hill. March 3rd, 1920. (168,339.) 

8.711. Automatic control mechanism for electric furnaces. Scovill Manu- 
facturing Co. June 26th, 1918. (140,789.) 

9,812. “ Electric distributing device for the ignition systems of internal 
combustion engines," А. W. Fellows and W. A. Gardner. June Sth, 19%. 
(168,350.) " 

11,903. ''Containers for electric batteries and other electrical apparatus. 
Ajax, Ltd., C. A. Cooper, and D. F. Sell. April 29th, 1920. (169, 900.) 

13,873. '' Electric contacts." J. B. Tucker and J. Н. Tucker & Co., Ltd. 
May 20th, 1920. (168,363.)., | S 

14,680. '' Vacuum tube relay devices and the like especially for use in wire. 
less signalling systems." J. Scott-Taggart and Radio Communication Co., Ltd. 
May 29th, 1920. (168, 394.) ; 

14,807. ''Supports for filaments for thermionic valves." А. К. Масгопе 
H. Morris Airey, and G, Shearing May 315, 1920. (168,407.) ` m 

14,870. Construction of combined ‘electric switch and plug coupling. 
С. Marr. June Ist, 1920. (168,409.) . un 

15,253. “Electric fuse carriers or connecting and disconnecting devices. 
Е. Honnor and British Insulated & Helsby Cables, Lid. June 5th, 19%. 
(168,425.) | 

15,933. ** Tramcar fenders.” О. G. Jones. June 12th, 1920. (168.41) 

15,986. “Systems of electric ship propulsion," British Thomson-Houston 
Co., Ltd., and D. E. Jewitt. June 12th, 1920. (168,443.) 

17,946. High-tension electric transformers." Siemens & Halske Akt.-Ges. 
June 30th, 1919. (145,675.) . , 

18.193. ‘Arrangements for testing lines or line groups, particulari in 
automatic and semi-automatic telephone plants." Relay Automatic т y 
Co., Ltd, (G. A. Betulander and N. G. Palmgren). July 2nd, 1920. (1 15 

18764. Electräc starting and lighting systems for automobiles. * 
Renault. December 2nd, 1913. (146, 873.) 

18.849. Portable electric welding apparatus.“ Siemens Schuckertwerke. 

Western 


May 3rd, 1919. (146.914.) БИР 
18,912. ‘ Telegraphic ciphering and deciphering mechanisms. 
Electric Co., Ltd. December 4th, 1918. (Addition to 146.520.) (146.390) 
19,159. Process and apparatus for electrostatic separation of finely divide 
discrete material." G. R. Brown. July 7th, 1920. (168,479) 1916 
19.637. ‘Electric generating systems." Kohler Co. March 3nd, PP 
(147,664. ; 
19.902 „Wireless telegraph transmitters." Ges, fur Drahtlose Telegraphic. 
December 22nd, 1917. (147.850.) = 291 
19,942. “ Primary batteries." С. Fery. December Ist, 1914. (147.890. " 
20.000. Sound transmitting arrangement." Signal Ges, August 1210. 
1918. (147.945.) N 
21.914. Electric wireless receiving apparatus." Metropolitan - Vicker; 
trical Co., Ltd. August Sth, 1919. (149,349.) PN p" 
22,154. junction boxes and the like for electricity distributing systems. 
Н. E. Walker. July 24th, 1920. (168,499.) m 
23,664. ‘Apparatus for measuring the maximum demand demanded 
the electricity supply." О. Howarth. August 13th, 1920. (168,514), n 
28.464. Means for holding in close contact a movable truck and stations’, 
cubicle of an electric switchboard or other relatively movable mem 
Johnson & Phillips, Ltd., and A. Hockley. October 7th, 1920. (109.597... 
28,821. © Thermo-netrical indicating apparatus.“ H. Joie. June ^*^ 
1929. (165,762.) 
1921. 
3.919. “ Electric liquid heaters." Festa Akt.-Ges. February 
458.842.) m 
21.357. _“ Party line telephone systems." R. C. M. Hastings. Маг 
1990. (Divided application on 168,337.) (100, 60.) 


1th, 1%. 
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Telegraphic Address: 


LITHOLITE 7 
INSULATORS, Ltd, 


565 —67, Hackney Grove, London, E. 8. 

‘Phone and Telegrams: Dalston, 693, London. 

FIREPROOF AND OTHER GRADES. 
EsTABLISHRD 20 YEARS. 


Birkby'* 66 ELO 99 


For all parposes for which moulded, in- 
sulation is required specify "EL 
which is watec, oil and 5 
€90909090909909090 0000000000004 


FLEMIN -, BIRKBY & GOODALL. LTD., 
LIVERSEDGE. YORKSHIRE. 


WRIGHT Free 
к-а MOTORS. 


D.C. 


WRIGHT MOTORS, Ltd., HALIFAX. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
6, Tenby Street North, Birmingham. 


BROOK 


ONE, TWO and THREE-PHASE 


MOTORS. 
See Sup 39. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical ral a and 
Government Contractors 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
a с ысы == 


MICA & MICANITE 
TAYLOR & PETTERS, LTD., 


40, Hatton Garden, London, Е.С. 1. 


'Phone: 
4575 Central. 


MOTORS. 


See page ii. 


* DYNAMOS. 


Victoria Dynamo & MOTOR 00., 


CRAVEN HOUSE, 


Kingsway, London, м.с. 2, 
‘Phone, Gerrard 1248. 


Advertisement Index, see page xliv. 
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“ Ageekay, Cent., 


REPAIRS. wo a 
| зано 8 


HOLDER-HARRIDEN LTD., 


London." A B C Code. 


CHURTON * 
k and por ye 


= MOTORS. 


Т. HARDING CHURTON а CO., LTD., 
Atlas Works, Water Lane. LEF^S 


| NewingtonCauseway, 


“EMPIRE” 
AUTOMATIC CONTROL 


Pumas, 8 Maohine Toole. 


ELECTRIC CONTROL, LIMITED, GLASGOW, 
[c 


WESTERN-ELECTRIC 


COMPANY, LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON. E. 


TELEPHONES & CABLES. 


See Advertisement last week, p. xviii. 


CONNOLLY’S (BLACKLEY), Lo. 
| фот 
WIRES AND CABLES. 


See Advertisement this week, p. iii. 


WHITE 
Electrical Instrument Co., Ctd. 
2, 4 & 6, GLOUCESTER ST., 


CEBRRENWELL, LONDON, E. C. 1. 


Wire Phone: 
Voltocribh: Londo^ Citv. 8 


ELECTRIC MOTORS. 


One, Two and Three-Phase. 


BRITTAIN’s ELECTRIC MOTOR Co. 
(Late Langdon-Davies Electric Motor Co.), 
110, Cannon Street, London, E.C. 4. 


INSULATING 
== BEÁDS „= 


immediate Delivery. 


35137, Noble St. 
London, E. б, 


TU = 


N 


Registered at G.P.O. as a Newspaper and 
Canadian Magazine rate of postage. 
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PRICE 
SIXPENCE. 


King York: D. VAN М№озгадхр Со., 25, Park Place, New 
York City. 1 ONT.: Wm, Dawson & Soxs, Lro., Manning Chambers. Parts: Borvxar & CHEVILLET, Librairie, Etrangére, 22, Rue de la Ban. ue. 


. WIRES & CABLES 


Telephone Nos. : Central 8260 and 8261. 


A Remedy for 
Unemployment. 
See Sup. 12. 


EE SN ELS HUE EET IE GU DENEN LER CUR ANUDUN KV UN JUR ER EE D 
For Air Pamps, Condensers, Circulating Pumps. 


DERMATINE CO., Ltd N 
NeateSt., London, S.E.5 


SHUNT REGULATORS. 
MOTOR STARTERS and all classes of Resistanee Work. 


STAR DELTA SWITCHES. 


THE SOLENOID REGULATOR CO., 


HIGHGATE SQUARE, CAMP HILL. 
Telephone 


Midland 5s; BIRMINGHAM, „Тєш: arn 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, - DYNAMOS, 
SWITCHGEAR. 


British Aluminium Co., Г. ium 
09, Queen Victoria St., London 


RAYNER à HEALD, LTD., 


DUKE STREÉT, DERBY. 


TWO & THREE-PHASE 
MO TOR S only. 


___ MOTORS only, 
FULLER'S zr es 


UFACTURER 
ACCUMULATORS "BATTERIES 
CARBONS, &c. 


WORKS: CHADWELL HEATH, ESSEX. 


General Bales Offices : 
IDDESLEIGH HOUSE, Caxton St., Westminster. 


Grams: Blocbat, Vic. London, Phone: Victoria 6563, 


INGLEBY & CO., 


Old Lane, Beeston, LTD, 
MOTORS LEEDS. 
FOR DIRECT AND 
ALTERNATING CURRENT 
Delivery from Stock up to 50 H.P. 


ii | i THE ELECTRICAL REVIEW. [October 7, 1994, 


For any of the following Electrical Supplies .— 


Accessories. Industrial Fittings. 
Accumulators. Inert Cells. 

Bells & Accesseries. Instruments — Indicators. 
C.rcuit Breakers. Instramente— Meters. 
Controllers. Ironclad Switch Gear. 
Decorative Fixtures. ГҮ; Ediswan gas- 


Decorative Glass Ware. ed & vacuum types. 
Dry Cells. Leclanche Cell 
namos. “ Little Glutton " Vacuum 
Electric Fires and Cleaner. 
Radiators. Motors. 
Fans and Ventilators. — Oil Switches, 
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MUNICIPAL TRAMWAYS AT BAY. 


THE annual conference of the Municipal Tramways As- 
sociation (Incorporated), which was held at Salford last 
week, was favoured with splendid weather, such as is 
not usually associated with that neighbourhood; some 
130 delegates were present, and the arrangements for 
the Conference were admirably planned and carried out, 
so that the meeting proved thoroughly enjoyable. The 
leading feature of the meeting was the question of unfair 
competition with the tramways by road vehicles, which 
has long been a thorn ?2 the side of the former, but has 
recently assumed dimensions and acquired an intensity 
far beyond all previous experience; the Conference was 
like а nest of hornets stirred up with a pole, and fairly 
buzzed with excitement and indignation. The upshot 
was that a strong resolution was unanimously passed, 
vigorously protesting against the operation of the Roads 
Act, 1920, and calling upon the Minister of Transport 
to take action in the matter. 

The reason why this outburst of wrath has suddenly 
occurred is simply this: That on August 3lst the war 
officially ended, and an emergency Act, which until then 
had provided some restraint over the competition of pri- 
vate concerns, no longer held sway. Consequently, a 
flood of motor omnibuses and charabancs was let loose, 
and immediately the tramways in many districts found 
themselves exposed to competition in its severest forrn. 

We have often pointed out that electric tramways, 
subject as they are to the out-of-date provisions of the 
Tramway Act of 1870, which were based upon the con- 
ditions appertaining to animal haulage, are heavily 
handicapped by having to pave and maintain the road 
surface, although electric tramcars are the only class 
of vehicle that makes no use of the paving, whilst all 
others do. In many cases, too, the tramway undertak- 
ing has had to bear the cost of road widening, and other 
improvements for the benefit of the public and, inci- 
dentally, of its commercial rivals. Its operation is 
subject to onerous statutory requirements with regard 
to maximum fares, workmen's fares, regular running, 
&c., and it has to pay rates on its street works. It can- 
not stop running. On the other hand, its competitors are 
at liberty to run or not as they please, to charge what 
fares they think fit, to run on the paving paid for 
by the tramways, to ply onlv at the rush hours, and to 
leave the unremunerative periods to the tramcars ; they 
make practically no contribution to the cost of construc- 
tion or to the upkeep of the roads, and they are not sub- 
ject (with certain exceptions) to examination as to their 
fitness for public transport traffic. Where they are in 
competition with the tramways they lower their fares 
to a cut rate—elsewhere, of course, they extort much 
higher rates, and if the tramways ceased to exist, there 
is no doubt that they would increase the fares on the 
routes where competition was removed. As they run 
regularly over the same roads’ they soon destroy the 
surface, and the community has to bear the cost of 
renewing it—thus, in fact, defraving part of the estab- 
lishment charges of the rival concern. 

Now, Parhament, in imposing conditions. and severe 
conditions, too, upon the tramway undertakings 
municipal and other— of necessity granted them im- 
plicitly if not explicitly a monopoly of the class of public 
service concerned, just as it did in the cases of water, 
gas, and electricity supply. Yet. under the provisions 
of the Roads Act. 1920, any person or company is en- 
titled to obtain a licence to ply motor vehicles for hire 
anvwhere unless the licence is withheld for certain 
reasons with which we are not concerned ; the only appeal 
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is to the Minister of Transport, whose fiat is final and 
cannot be reviewed by the Courts or any power save 
Parliament itself —and the Ministry of Transport has 
up to the present shown a tendency to favour the 
competing road vehicles at the expense of the tramways, 
over which, one would imagine, it would be its plain 
duty to extend a protecting shield. 

For confirmation of these statements we refer our 
readers to the report of the discussions at the Tramway 
Conference, given elsewhere in this issue; that the mem- 
bers had most substantial grounds for dissatisfaction 
will at once be evident. Already hard hit by the de- 
pression of the national industries (only five municipal 
undertakings avoided making a loss last year), they 
are now assailed by a fierce and irresponsible competi- 
tion. We entirely sympathise with the members, whose 
grievance, moreover, is shared by the private under- 
takings, and we trust that the maximum pressure will 
be exerted in and out of Parliament to right their 
undoubted wrongs. 


GERMAN GOODS MASKED AS FOREIGN 
MANUFACTURES. 


ATTENTION was recently directed in this journal to the 
fact that German firms have begun to form shareholding 
companies in Switzerland for various purposes, includ- 
ing the intention to escape the taxes placed by the Allies 
on German exports by sending abroad goods '' natural- 
ised ’’ in Switzerland. The question of the passing off 
of German merchandise as the manufactures. of other 
countries has also arisen in Canada, where, it is stated, 
attempts are being made to evade the Customs Act by 
German exporters forwarding goods to Holland, Swit- 
zerland, and other high-exchange countries, and then re- 
exporting them as the particular products of these coun- 
tries. The Canadian Reconstruction Association, deal- 
ing specially with this subject, asserts that evidence is 
accumulating of efforts to ship German goods into 
Canada at illegally low valuations in violation of the 
Customs Act. It is also reported that offices are being 
opened in Holland for the definite purpose of handling 
German merchandise intended for Canada and for in- 
voicing the goods in Dutch currency and as of Dutch 
origin. 

Naturally, we are not aware what evidence is in the 
possession of the Canadian Reconstruction Association, 
but there is not the slightest doubt that the Germans are 
endeavouring to use other countries as the inter- 
mediaries for the disposal of German products as the 
manufactures of the countries utilised for this purpose, 
and of Holland in particular. Yet there is nothing 
really new in this German procedure. During the years 
of war many Dutch firms, it is regrettable to note, were 
the willing tools of the Germans in the attempted con- 
tinuation under Dutch auspices of the former German 
trade, although the many devices which were resorted to 
for the purpose of deception were almost invariably dis- 
covered in England and were successfullv frustrated. 
After the armistice, when the Germans began to under- 
stand the actual situation which thev had created for 
themselves in the matter of world trade, they consoled 
themselves for a time with the reflection that they would 
always be able to find foreign merchants and others who 
would be willing to attend to the recovery of the former 
trade of Germany. In fact. they frequently boasted 
about this availability of foreigners for the express pur- 
pose of carrving on the trade, and the reports now re- 
ceived from Canada tend to confirm that the work of the 
intermediaries, or of the Germans in Holland, is al- 
ready in full swing under the influence of the new situa- 
tion created by the low costs of production in Germany 
о Lex анаа tiir rei етая 
Which latter was not Euer i ашын л. 

' | 1e resolve to make 


use of the services of intermediaries was originally an. 
nounced after the armistice. 

As bearing on the question, reference may be made to 
statements which were published in a Berlin newspaper 
—Der Tag—in July, when discussing the matter of 
trade with Holland. The writer states that numerous 
German firms established themselves in Holland directly 
after the armistice and found the conditions Very 
favourable; they eventually, as is said, saturated tle 
country with German goods. As to the future of these 
firms, the newspaper remarks that Holland is not the 
best site for “© German export firms ’’—export firms, be 
it noted—so long as the florin preserves a value which is 
considerably higher than the mark. But all the time it 
is conceivable that these firms with a Dutch domicile 
have been elaborating their schemes to get the better, if 
possible, of the world by the camouflage of their manu. 
factures as Dutch products. 

Of course, there is another side to the question which 
indicates that the German conunercial invasion of Hol. 
land is not only a serious matter to that country, but 
also that its risks are fully appreciated in some respon- 
sible quarters. Thus, for instance, a prominent Dutch 
banker, about a month ago, raised a strong warning 
against the German economic conquest of Holland. He 
drew attention to the various banking interests estab- 
lished by the Germans in Holland without any corre- 
sponding action on the part of the Dutch banks in rela- 
tion to Germany, and to the great danger that in the 
course of time Dutch trade would in this way be diverted 
to the German banks in Holland ; and as a further in- 
stance of the German invasion, he mentioned that the 
country was inundated with German travellers. The 
banker deprecated the idea of inviting English banks to 
extend their connections in Holland as a counterbalance 
to the German encroachment on the Dutch economic life, 
but the only remedy he was able to suggest was that the 
Dutch banks in their turn should establish banks in the 
large towns in Germany, England, France, and other 
countries. 

We observe that the Canadian Reconstruction Asso- 
ciation states that many industries in the United States 
have already suffered seriously from increasing er 
change-aided importations of German merchandise, and 
figures are given in this connection of the large growth 
in German exports to the United States in the year 1920- 
21 as compared with the fiscal year of 1918-19. Те 
comparison, however, is scarcely appropriate, seeing 
that the latter year comprised the final five months of 
the war and the first seven months of the still unsettled 
state of trade after the armistice. Nevertheless, all we 
can say is that as far as the United States is concerned, 
there will be precious little direct dumping of German 
goods into America after the United States Consuls get 
properly to work again in Germany, because the latter 
are specially qualified to assess at their real value the 
prices cited in the German invoices presented for the 
certification of merchandise destined for America. The 
certification of invoices by United States Consular 
officials is not a mere formality, as all who have had 
transactions with them know full well. It certainly 
takes a smart man—a very smart man indeed—success 
fully to deceive American Consuls as to the sale prices of 
German goods, or of those of any other country for that 
matter; and attempts to undervalue goods аге almost i, 
variably detected. If every allied country had a staff of 
ien as Consular officials equally as qualified as are the 
Americans, and with the same duties to perform, and 
were also to insist upon certificates of origin—issued 0) 
the local Chambers of Commerce in the districts of pr 
duction—it is probable that German schemes to dece? 
other nations would be. if not entirely frustrated. at a 
events reduced to a minimum; and under such cire 
stances it would also be extremely difficult for Dutch 
firms or firms of anv other nationality to succeed In 
getting Consular certification for goods which, as 4 € 
inquiry would very probably soon be able to prove. d 
not produced bv any firm in the so-called country ? 
origin but were ‘f made in Germany." 
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We have heard a good deal at 


Criticism of different times about the methods 
Japanese adopted by some Japanese traders. It 
Methods. ів to be regretted that their good 


qualities and their general business 
alertness do not form the complete story. There are 
some things that we would rather not believe, and we are 
far from desiring to rush into print with any and every 
grievance that the Britisher home from abroad lays 
before us. Perhaps we are still more disinclined to say 
anything that might disturb our good relations with 
Japanese electrical and other business men. We feel, 
however, that silence would prevent the better type of 
Japanese trader from understanding how deep is the re- 
sentment in some British hearts concerning grossly 
unfair practices which they in the Far East will wish to 
prevent as far as their influence will permit. We are 
not referring to the marking of Japanese manufactures 
with British distinctive letters and labels, nor any of 
those other artifices which were complained of during the 
war years that were so full of difficulties for British ex- 
porters. We allude now exclusively to the opening of 
registered letters to British agents in Japan before they 
have been delivered to the addressees. An isolated case 
is not sufficient basis upon which to offer a Press criti- 
cism, and so long as it was isolated, though it was elec- 
trical, we said nothing about it in print. Now, how- 
ever, the charge comes from another quarter, for a mem- 
ber of the Bradford Chamber of Commerce has brought 
forward his own experience. The facts are in agree- 
ment with those of our electrical complainant, and there- 
fore confirmatory. Letters have been withheld from 
delivery for a time, and the information con- 
tained in them has been extracted and circulated 
to Japanese firms! The opening of letters before 
delivery to an addressee is itself in  contraven- 
tion of international postal regulations—but to give 
away the private information so obtained, to the 
detriment of the addressee and to the advantage of 
Japanese traders, is an execrable practice, sly and cun- 
ning, and deserving of the fullest possible exposure, 
whether it be the mean action of postal servants in the 
pay of traders or whether it be regarded with a blind 
eye by more important people. Sometimes the ex- 
tractor or purchaser of information has been indis- 
creetly eager to make use of it, and has so given the 
game away to the aggrieved addressee as to make himself 
a laughing stock and a fool in British eyes as he has re- 
tired in confusion—but that is another story, and need 
not be told here. Where is the sense of fair play in men 
who will descend to such methods of competition? Such 
practices are even lower than those of the German banks 
in some foreign markets which before the war gave away 
to German competitors the prices being quoted by 
American manufacturers so as to allow the Germans to 
£o one better and under-cut their rivals. 


As the Swedish State Railway Ad- 
Diesel-Electric ministration has applied to the Govern- 
Coaches. ment for permission to purchase three 
motor coaches from the German State 
Works at Kiel at a price of 60,000 kr. each, three 
Swedish companies have lodged a united protest against 
the proposal. These are the Allmanna Svenska, the 
Atlas-Diesel, and the Diesel Electric Wagon Co. At the 
same time the companies have asked the Government to 
Institute a comparative inquiry concerning the Diesel 
electric rail motor coaches and the German benzine 
motor coaches. It is pointed out that the Swedish firms 
have carried out pioneer work in the direction of Diesel 
electric rail motor coaches, and that 12 of this type have 
been in service on seven Swedish private railways for the 
past eight years, possessing the advantages of reliability 
and low working expenses. It is contended that the 
Swedish type would become discredited both at home 
and abroad if the German coaches were sanctioned, and 
that the working costs with the latter, using benzine or 
benzol, are from five to six times greater than the cost 
with the Swedish coaches. 
According to a correspondent of the Manchester 
Guardian Commercial, at least one British railway com- 


pany is considering the adoption of a portable gas pro- 
ducer, gas engine, dynamo, and motors for the propul- 
sion of trains. Probably, Capt. W. P. Durtnall is at 
the back of the proposal, as he has advocated the use of 
internal-combustion engines and electrical transmission 
on ships, locomotives, and omnibuses for many years, 
and a Tyneside firm is building such locomotives under. 
his patents. 


- 


Тыв progress of the Engineers’ Club 
(London) during the first month of ita 
career has been, we understand, all that 
could be desired. The membership is 
over 3,300, as was anticipated by the Committee, and 
the average income from subscriptions is much higher 
than had been allowed for in the preliminary estimates, 
indicating that the proportion of town members to 
country and oversea members has been well maintained. 
So far аз we are aware, the arrangements made by the 
Committee have met with the approval of the members, 
and there is no doubt that the Club is already fulfilling 
its purpose in becoming the recognised rendezvous for 
engineers whenever they are in London ; one cannot enter 
the premises without meeting & number of professional 
acquaintances. We understand that developments are 
in progress with a view to providing for the comfort 
and convenience of members who have little time to 
spare for the midday meal and require quick lunch ”’ 
facilities; and attention may again be drawn to the 
advantages offered by the Club for dinner parties, re- 
union dinners, and similar social functions on a mode- 
rate scale, of which so many are held in the course of a 
twelvemonth. 

The Club is still a young institution, and some time 
inust necessarily elapse before it is working at the 
highest efficiency and load factor, but it has already 
done so well that, with the hearty co-operation and good- 
will of the members, it may be counted upon as a per- 
manent institution, which fills the want that has been 
so keenly felt for many years, and which will probably 
develop eventually into а vastly bigger and more im- 
portant concern than is generally imagined. Perhaps 
iiis the nucleus of an Engineering Union rivalling in 
importance and utility the famous establishment in 
New York, and bringing together the great British En- 
gineering Institutions in one powerful organisation. 


The Engineers' 
Club. 


"'ALrHovoH the utilisation of water 
Electric Power power by private enterprise for hydro- 
in Norway. electric works in Norway has been ham- 
pered for many years past by legislative 
restrictions in the matter of concessions and the high 
taxes imposed on the undertakings, it has yet been pos- 
sible to establish certain privately-owned works in addi- 
tion to those which have been constructed for the 
account of and working by the State. If these works 
had been in existence ten years ago the supply of power 
would have assisted in the development of existing, and 
the creation of new, industries, but this possibility is 
out of the question now under the industrial depression 
prevailing in Norway, and the difficulty experienced in 
raising capital for private enterprise. Under the cir- 
cumstances, it is not surprising to hear that considerable 
quantities of energy available at existing hydro-electric 
works are finding no profitable use. This state of affairs 
is said to apply not only to the large works at Tyssedal, 
but also, to a greater or lesser extent, to all the hydro- 
electric works in Norway. Even the State works at 
Glomfjord, which has 50,000 h.p. at disposal, and can 
be extended to 75,000 h.p. or 100,000 h.p., is awaiting 
big customers for the power, which is declared to be too 
dear at from 30 kr. to 50 kr. per horse-power-year. 
The power available at the Glomfjord works has also 
been offered to the German Hugo Stinnes, but the offer 
is said to have been declined. Hydro-electric works 
established in war time and at the prices then prevail- 
ing. and also for some time after the conclusion of hos- 
tilities, are not entertaining propositions from the 
standpoint of supply charges to consumers; hence the 
large amount of energy for which no users ean be found 
at the present time. 
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ENGINEERS AND THE CAMERA. 


By J. WALKER. 


Nowapays everyone knows how popular the travel“ 
and things of interest pictures are in our kinemas, 
and it is because of this that the following lines have 
been put together to show how engineers can make use 
of the camera to make their own pictures of travel“ 
and interest. The camera should become part of the 
engineer's kit. Why not! The engineer from the first 
day he enters his apprenticeship is taught how to read 
a blue print which, after all, is a photograph. 

The author always made it & point when going on to 
а repair job or the laying-down of a new installation 
first of all to make certain that his camera and slides 
were packed safely with the tools, papers, &c., to be 
used on the job. When & repair was to be carried 
out on a machine at some distant colliery, 20 to 30 miles 
away from headquarters, the camera was found very 
useful for taking pictures of the actual parts broken 
and for explaining the state of affairs to the chief, 
when he found it impossible to be personally present 
at the breakdown. Many а time spare parts have been 
looked out and temporary patches made up there and 
then with the aid of photographs. 

Tradesmen who may have been sent out to a job, and 
who have had to go back to the shop for some spare 
part, will know the difficulty they have experienced in 


Ес. 1. 


getting other people to understand what they actually 
wanted. By the use of even the crudest of pictures the 
‘‘ explaining "' can be very easily done. 

Some may say: It's all right, but you can't take pìc- 
tures of every little thing, and what would the boss say, 
any way, about wasting time!? There is certainly no 
need to take every little thing, but, of course, one would 
be able to form his own opinion as to what he should 
take. It may be worthy of mention that as regards 
“little ” things the author has numerous photos of bent 
bolts and nuts, sheared cotter pins, and pins just being 
sheared, but which were caught in time before actual 
damage was done. Ав regards what the boss would say : 
well, nowadavs chiefs have, or should have, more gump- 
tion than to'say it would be a waste of time taking 
pictures of any pieces of plant or general surround- 
ings in which they themselves were personally interested. 
The author knew some chiefs who were very grateful 
for pictures which enabled reports to be drawn up and 
the situation grasped even although they themselves were 
not actually on the ground. | 
Fig. 1 shows а power station floor cut up for the 
running of cables in the duct. The channel and angle 
‘irons across the gap serve the double purpose of sup- 
porting the rack insulators for the cables and also for 


used Ьу the ohief when any instruction A 
given as-regards the charging of the accumulators, 


supporting the floor, which was laid after all work was 
completed. | 

This same picture is to-day in the hands of the chief 
who finds it very convenient for going over the job (in 
his own chair) with his foreman, when new cables are 
to be run or any alteration is to be carried out. 


This picture brings out a point to which special atten- 
tion should be drawn. Chief engineers and their а 
are well acquainted with the fact that when a job crops 
up а good deal of planning and discussion takes place 
in the office even before а man has been put on the 
actual work. It will be granted that much pencil and 
paper, as well as time in explaining things, would be 
saved by the use of photographs. Take fig. 2. for in- 
stance. This shows the working parts of an electric 
trolley used in a factory. This picture was very often 


Ес. 3. 


be 
or 


when special attention was to be given t qe 
One can see that a lot of running about can be sing 
away with, and the same result can be got by Dd 
over the photograph as by going down to the actual! 
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Fig. 3 is a bird's-eye view of the power station on the 
erection of which part of the author's apprenticeship 
was served. This picture serves the double purpose 
of being of interest as well as reviving pleasant memo- 
ries. How many to-day would like to have an old photo- 
graph of their ain wee corner of the workshop in 
which they served their apprenticeship. 

Fig. 4 shows a small lighting plant installed in the 
Highlands of Scotland many miles distant from the head- 
quarters of the young engineer who laid it down, and 


who made use of his camera when the job was completed. 
One can quite understand how proud he was to come 
home to his chief and say: ‘‘ That's it. What do you 
think of it, sir!“ | 

Many a time engineers on reading a book come across 
& drawing or a photograph of something of special in- 
terest, and often wish they could have a copy. Without 
& camera their only means would be to cut out the page, 
and thus destroy the book or, on the other hand, they 
would require to make a tracing. This in itself would 
perhaps put the idea out of their heads, but with the 
camera the actual page could be taken. Fig. 5 shows a 
drawing which was specially required without cutting it 
out. 

Enough has been written to show how useful the 
camera can be to the engineer, but in addition to the 
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uses already mentioned, there is one to which more 
attention should now be paid, namely, to make use of 
the camera in the interests of our apprentices. 

_ Photographs play a very important part in the train- 
ing of our young engineers, be they electrical, mechani- 
cal, mining, or marine. The pages of our journals and 
text books are more easily understood when photographs 
are used to illustrate various points. 

Young engineers should be encouraged to take pic- 
tures of machinery in their works, and be allowed to 
make use of them for lantern slides, which in turn would 
be shown and described before local engineering socie- 
ties. By so doing the young men would be‘ educating 
themselves as well as others. 

The author knows of no better means of ‘‘ drawing 
out”? our apprentices than the getting up of a paper 
for discussion at the engineering clubs, which paper 
would be illustrated and adorned by means of lantern 
slides. Of course it is no new idea for apprentices to 


give a paper on ‘‘ Apprentices’ Night," but very few 
papers (perhaps for want of pluck to ask the chief’s per- 
mission to take them) are ever. illustrated by pictures. 

The engineering clubs and societies should certainly 
take up the matter, and give the necessary encourage- 
ment for the presentation of illustrated papers, especi- 
ally in these days, when everyone ‘‘ wears’’ a camera. 

As regards apparatus—perhaps the works '' official "' 
photographer knocks all the stuffing out of the young 
fellows in the workshops when they see him coming 
down with his assistant carrying a large camera and 
a heavy stand, but there is no necessity for special ap- 
paratus. It is necessary, of course, for the works man- 
ager to have the very best pictures for his catalogues, 
but for the young engineer’s purposes а much smaller 
and cheaper outfit is sufficient. 

Then again, the pictures of machinery and break- 
downs do not require to be ‘‘ works of art." So long as 
they serve their purpose, that is all that is wanted. 

A quarter-plate folding type plate camera with a 
focusing screen answers the requirements very well. 


"TURNING" versus “GRINDING” OF 
COMMUTATORS. 


Br JOSEPH T. TOWLSON. 


AN esteemed contributor (Mr. Owen Linley), writing on 
„The Grinding of Commutators '' (ELROTRICAL Review, 
September 2nd, page 303), while making a case for the 
advantages of grinding, and deprecatory to the turning 
of commutators, put forward some most peculiar 
remarks. 

I hope, in the following statements of facts and of 
personal experience, to throw a little light on the sub- 
ject, and if I am compelled to give a gratuitous adver- 
tisement in respect of the qualities of motors and genera- 
tors of a particular company’s manufacture, I hope to 
be forgiven, my only object in so doing being that 
what I write shall ring true and indisputable. It is, 
moreover, open to investigation. 

The India-Rubber, Gutta-Percha & Telegraph Works 
Co., of the island of Silvertown, has running in its 
factory about six hundred motors and generators rang- 
ing from 1 to 1,000 kW. The company has also the 
upkeep of many motors and generators working at 
various factories in the vicinity, and it has manufac- 
tured many hundreds of these machines for outside 
customers, which come under our observation at very 
long intervals, though, when repairs nre necessary, the 
company has the work to do. Among all these innumer- 
able machines, not one commutator has been ground. 


They are well prepared, rock hard, and substantial, the 


amount of copper in the sections being generous. They 
are turned, and buffed with glass-cloth or emery-cloth, 
the cloth being simply held in a block of wood cut to 
the curve of the particular commutator and extending 
about 20 deg. around its periphery. No special tools 
are used—just suitably-ground single-point tools—and 
the copper is turned at a speed of 200 ft. per minute, 
and buffed at about double that speed. No trouble is 
met with in respect of the true running of the armature 
shaft, the resources of the turning shop in respect of 
men and means being amply equal to making any shaft 
run true within ‘‘half a thou.” in quick time. The 
writer has been in charge of such work for many years, 
and to his personal knowledge no difficulty has been met 
with as regards the operation of turning '' coms." of 
any size, nor has he found any case where the turned 
commutator has failed. 

There are motors running in that factory of various 
ratings, which have run all but day and night for 15 
years, and have never been touched. Day after day 
and year after year they take up their respective loads, 
and the only attention they get is the weekly supply 
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of oil to their ring-oiled journals, and а puff or two 
with а blower, wherewith to disperse the carbon dust. 
No special men are deputed to turn the coms.,’’ and 
they are done, and well done, frequently by lads in their 
teens. 

- Large commutators from 100 to 1,000 kW are turned 
and buffed in their places quite easily, while the 
‘ coms.'' of lesser powers are taken out and turned and 
replaced in less than two hours. 

It is & significant fact, and an absolute proof of the 
durability of the Silvertown turned commutators, that 
though there are six hundred to keep in repair, the 
men whose duty it is to attend to the repair work are 
frequently out of а job. The durability of а modern 
commutator designed as it should be, and turned and 
buffed, challenges most emphatically any statement made 
derogatory to turning; and fine colour is lent to such 
challenge by the fact of a Silvertown commutator run- 
ning for over 15 years in a machine shop, exposed to all 
the dust and dampness which appertains to such shops, 
with the minimum of attention. Any who may hold а 
brief for the grinding way are welcome to their faith, 
though I am certain that, did they adopt the turning 
way as is done in Silvertown, they would be surprised 
and satisfied at the result. 


THE IDEAL ELECTRIC KITCHEN. 
By MARY GWYNNE HOWELL. 


THERE is no doubt that the all-electric kitchen will be 
the highest mark of efficiency in the labour-saving house 
of the future. 

Although conditions are not favourable at the moment, 
yet there is always the hope that somehow and 
some time electricity will be sufficiently cheap and 
plentiful to be adopted as the universal household ser- 
vant, for heating, cooking, and driving appliances, as 
well as for lighting. With such future popularity in 
view, it may be as well to consider particulars which 
are likely to find favour with the housewife. 

Looking at it from the point of view of electricity 
taking the place of servants, there are several things to 
be remembered: | 

l. The ideal electrical equipment consists not of а 
multiplicity of electrical utensils, but of appliances 
capable of a multiplicity of tasks. 

The busy housewife is not much better off for electrical 
appliances so numerous and intricate in design that 
they take more trouble to keep clean than the old- 
fashioned pots and pans. Electric toasters and grillers, 
coffee pots, immersion heaters, and hot plates, are per- 
fectly delightful regarded singly, but a thorough col- 
lection of them will entail quite a lot of cleaning and 
polishing, and this“ aftermath "' is a point of consider- 
able importance to the servantless housewife. On the 
other hand, what a treasure beyond price to such a 
woman is a general utility motor, with its“ magic ”’ 
attachments capable of cleaning the silver and brass, 
shredding the vegetables, chopping the meat. beating 
the cakes and batters, and suchlike tasks. These are 
time-taking and energy-expending jobs, and an appli- 
ance that will accomplish them swiftly and efficiently 
will find high favour in the eves of the home worker, 

2. Of all hated tasks possibly washing «p will take 
first place. Why? Because it is“ messy "5 it takes up 
at least half an hour of precious time three or four 
times a day; it involves much muscle and step motion; 
and—the biggest grievance—it has no lasting results. 
It is not a worth-while ” job, and yet there is no 
escape from it. There is, then, a real need for electrical 
dish washers, and provided they are safe, efficient, and 
reasonable in price, such appliances will be hailed with 

elight in the servantless kitchen. 

3. Practically all the major household machines should 
| be considered as fixtures. Washing machines, clothes 

driers, ironers, ironing boards with their accessory 


electric irons, dish washers, &c., all require convenient 
and adequate connections to gas, electricity, water 
supply, and drainage. 

At the moment, perhaps, this need is not very ap- 
parent, since such appliances are in the experimental 
stage as far as the housewife is concerned, but once 
the all-electric kitchen becomes an everyday affair jp. 
stead of a novelty, it will be essential to arrange the 
appliances logically, install them permanently, and 
utilise them intelligently. By such means household 
management will be placed on a business basis. 

Apart from actual labour-saving appliances there ara 
still matters in which the practical utilisation of electri- 
city in the kitchen is possible. Of these the most in. 
portant are ventilation and illumination. 

In no place is efficient ventilation more necessary than 
in the kitchen, yet there is seldom any provision made 
beyond the door and windows. 

Not only is it difficult to keep the kitchen at an 
equable temperature, but any attempt to keep it cool 
while cooking is progressing often means a draught, and 
a draught means a cold for the cook, and a cold for the 
cook means danger to the whole household. 

The simplest method of overcoming this difficulty is 
by the installation of a motor-propelled fan in a panel 
in the upper sash of a window. The fan in motion will 
draw out all cooking odours as well as the hot air, 
and, moreover, will keep the air in motion, which is 
a desirable -factor in all ventilation. 

Since cooking odours in the house are closely con- 
nected with inefficient ventilation a hood over the cook- 
ing stove is a great asset, and when a blower operated 
by electricity is connected with the hood, it is possible 
to draw off all cooking odours directly, without giving 
them a chance of pervading the hall atmosphere. 

And not only in the kitchen, but throughout the 
house is added ventilation by means of electrical ар- 
pliances a point to be considered. 

Electric lighting has reached a stage of efficiency 
beyond criticism, and it is probably the housewife’s 
fault rather than the electrician’s that her kitchen is 


not as a rule adequately lighted. At the same time, the 


installation of lamp sockets in such positions as to 
ensure a good light at the sink and the stove will make 
her realise how important are such details. 

In conclusion, domestic difficulties invite mechanical 
help, and nothing but the cost of electricity deters 
its general adoption. Everything but the price is in 
its favour, and could this difficulty be eliminated elec- 
tricity and electric appliances should reign supreme 
in every house in the land. What can be done about it! 


Battery Locomotives on the Isle of Man.— Visitors to the 
Isle of Man this year will have had an opportunity of seeing 
what can be done by the storage battery to solve the problems 
of transportation from aesthetic and utilitarian standpoints. 
At Groudle Glen, near Douglas, one of the show places v 
the island, there is & miniature railway which previously bà 
been operated by steam locomotives, but has now been con- 
verted to use storage battery locomotives. The two тодо 
tives used were supplied by British Electric Vehicles, Ltd.. an 
each is driven by 40 I.M.V. 10 Exide-Ironclad cells. 

These neither obtrude themselves on the landscape nor 
obscure the view of passengers. Steam locomotives seem to 
have a special trick of emitting clouds of steam wnen Poier 
through the more beautiful parts of the route. If the о 155 
of the passenger is merely to get from one point to апо! и 
ав quickly as possible һе may not be worried by this 1 
between himself and the scenery, but when he has come sé 
pressly to see it, and the line has been built for this n 
it is decidedly irritating to have the engine driver ring 00 
the curtain so frequently. | battery 

Where the gradients do not rule it out, the storage аи in 
locomotive has advantages also over the trolley locomoti s 
such work as that at Groudle Glen. The erection of the rd 
head equipment necessarily involves the cutting back o ilway 
to prevent short circuiting and earths’’; and the due 
becomes most conspicuous in those places where the па! 
surroundings demand that it should remain concealed. 17 

The enterprise of the directors of the Howstrake di . 
developing the attractions of Groudle Glen through t tudied 
stitution of the battery for the steam boiler could Pe Kleie 
7 озеп by others interested in similar projects., 

ehicle. 
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ELECTROCULTURE. 


By "ANODE." 


A pew years ago, several large experiments in electro- 
culture were carried out in various districts; while 
the results obtained were very encouraging, we have not 
been favoured by the authors of these experiments with 
any data on the subject of late, and this must serve 
as шу apology for putting forward the results obtained 
by me in a small garden with apparatus within the reach 
of all, and, moreover, entirely independent of а generat- 
ing station, perfectly safe, and productive of a large 
amount of pleasure and interesting incursions into other 
branches of science. 

The apparatus consisted of & trembler coil capable 
of giving а 2-in. spark with а 6-volt accumulator, 
geveral bobbin insulators, some heavy gauge copper wire, 
and 2 oz. 24 S.W.G. S.C.C. copper wire. 

The plot of garden was 30 ft. by 18 ft., and the heavy 
eopper wire was strung from end to end both sides of 
the plot, insulated at each end, while the light wire was 
suspended across the plot from the heavy wire on bobbin 
insulators, at à height of about 4 ft. 

This enabled me to move the overhead equipment up 
to one end for convenience in cultivation, digging, weed- 
ing, &c. 

As the voltage was extremely high it was necessary 
to affix danger notices, and I soon found that a great 
deal of interest was taken in the experiment by all and 
sundry, but after a time the novelty wore off, and callers 
were few and far between; as I did not want any acci- 
dents, I did my best to discourage visitors. 

A peculiar effect I noticed was that if you held the 
end of a dry walking stick near the high-pressure wire, 
a blue glow was seen round the ferrule, and, in fact, this 
constituted а very good way of finding out whether the 
conductor was continuous, as owing to the exposed 
gituation of the garden, breakages were frequent. 

One night I landed home with a friend, to whom I 
was anxious to show the equipment; on the way up 
I mentioned the corona effect, and proceeded, on our 
arrival, to demonstrate it, but forgot for the moment 
that I was doing so with an umbrella with a steel stem. 
I was forcibly reminded of it by the ensuing shock which 
afforded my friend considerable amusement. 

The next sufferer was the dustman, whom I had 
warned of the great danger of getting too near the line, 
and really he had no right to say what he did, for he 
distinctly said: That's all right, guv'nor, leave it 
to me, I know all abaht it.“ He did, and the cause of 
his enlightenment was that, after taking the dustbin 
out, he returned with it on his shoulder and turned 
round to dump it in its accustomed place; he proceeded 
to lower it very carefully, and placed it on the live wire. 

He kept on for at least five minutes, and never re- 
peated himself. I never thought the English language 
was 80 rich in invective, and on my suggestion that he 
should enter for the Billingsgate championship, he went 
off again at synchronous speed till at last the fuses blew. 

My wife was distinctly of the opinion that the largesse 
paid to this horny-handed son of toil should not be 
charged to the garden account; but women have no 
sense of perspective. Personally, I thought it cheap at 
the price. 

Incidentally, the dustbin on reaching terra-firma 
flattened out а seed bed of onions, and carried away a 
portion of the overhead equipment, which dropped on 
to a promising row of peas and electrocuted them. 

Sultan, & poodle of uncertain origin belonging to 
my neighbour, began to take a great deal of interest 
in the garden, and evidently arrived at the conclusion 
that it was just the place to hoard his treasures, so one 
day I suspended a nice meaty bone from the wire just 
about a foot from the ground, and stationed myself at 
the switch inside the house and awaited developments. 

His lordship appeared, I switched off, he got the bone 
nicely in his jaws, end I switched on. Sultan was im- 


mediately taken with а combined attack of lockjaw, 
locomotor ataxy, general paralysis, hemiplegia, and 
strychnine poisoning, and struck dumb into the bargain. 
The physiological effects were remarkable, and variegated 
displays were easily obtained by quickly switching off 
and on. | 

As he appeared to be suffering somewhat, I switched 
off, and he seemed to imagine that he was а series-wound 
motor running on no load; in his revolutions and 
evolutions round the garden, he shipwrecked everything 
that the dustman had missed. 

His owner witnessed this interesting experiment, quite 
unknown to me, and was of the opinion that it savoured 
of vivisection with a dash of Bolshevism thrown in, but 
this I strenuously deny, and for my own part I consider 
that Claude Bernard was & back number in scientific 
researches of this nature. | 

It took me about a month to get things all square 
again, when we had a visitor, a young lady from the 
country, who was greatly interested in this latest method 
of food production. She was of the opinion that I 
greatly overestimated the danger of touching the line, 
and one day carried out the experiment on her own 
account. 

As she had been brought up in а refined home, and 
carefully shielded from all worldly taint, she-was at a 
loss what to say, but the Athanasian creed and extracts 
from the Psalms supplied the deficiency. She then en- 


. tered into a searching and critical analysis of my past, 


and finished up with a lurid description of my future 
destination. 

And there was silence for half an hour . . . when 
my wife discovered that the accumulator was leaking, 
and had burnt a hole in the dining-room carpet. 

On my return home next evening I found the whole 
outfit scrapped ; but though my experiments did not lead 
to any new facts being discovered in the horticultural 
line, I have every confidence in recommending an electro- 
culture outfit to those in search of cheap and refined 
amusement. 


IMPORT TRADE OF CHINA. 


THE following table shows the value (and where possible 
the weight) of China's imports in 1920 of material of interest 
to the electrical and allied trades, indicating the principal 
countries of origin. The figures for 1919 are given in com- 
parison, and notes of increases or decreases are added. The 
advance in Chinese purchases is striking, and it is note- 
worthy also that Great Britain is regaining its share rapidly. 
It is probable that the trade credited to Hong Kong was to 
a fair extent transacted with the United Kingdom. 

The Chinese picul21334 lb. average, and the Haikwan 
tael = 0s. 4d. in 1919 and 6s. 94d. in 1920. 


Country whence imported. 1919. 1920. Inc. or dec. 
Aluminium, manufactured.— 

Total piculs 1,760 1,040 - 720 
taels 257,000 70,000 — 217,000 

Japan piculs 1,590 613 — 977 
taels 275,600 45.000 — 30.600 

United States piculs 160 255 + 105 
. taels 10,000 15,000 + 5,000 

Brass and yellow metal; bars, sheets, wire, cke.— 

Total piculs 27,000 44,500 + 17,500 
taels 860,000 1,224,000 + 364.000 

Hong Kong piculs 8,600 10,900 + 2,300 
taels 247,000 318,000 + 71,000 

Great Britain piculs 1,690 15,470 + 13,780 
taels 56,000 298,000 + 242,000 

Japan piculs 15,000 16.500 + 1,500 
taels 468,000 505,000 + 37,000 

Canada piculs 1,330 14 - 1316 
taels 54.000 1,000 — 53,000 

United States piculs 542 1,980 — 1,488 
taels 39,000 81,000 + 49,000 
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Country whence imported. 1919. 


Copper, bars, rods, sheeta, platea, 
nails, and wire.— 


1990. Inc.or dec. 


Total 2s .. piculs 40,000 60,000 + 20,000 
taels 1,334,000 810 + 8 
ng Kon .. piculs 430 + ‹ 
LA ca taels 15,000 25000 + 110% 
згеаё Britain .. Dpiculs 988 ; + 2,012 
ар В .. 23,000 94,000 + 71,000 
Japan "T . . piculs 86,000 55,000 + 19,000 
, taels — 1,209,000 0 + 95 
Janada . iculs 917 1 — 5 
paren ТИР 29,000 5000 — A 
United States . piculs 1.460 6, + ; : 
E fael К. 50,000 22,000 -- 28,000 
Machine belting.— | | 
Total es e taels 768.000 1,540,000 + 772,000 
Hong Kong . taels 58,000 18,000 + — 20,000 
Great Britain . . taels 296,000 645.000 + 349,000 
Japan m .. taels 230,000 204,000 + 34.000 
United State . . taels 170,000 521.000 + 351,000 
Electrical materials and fittings.— 
Total a ... taels 5,170,000 6,515,000  --1,345.000 
Hong Kong .  ... taels 398,000 319,000 — 79,000 
Great Britain . taels 255,000 954,000 + 669,000 
Italy e 05. taels 288,000 39,000 — 249,000 
Japan ... taels 2,303,000 2,624,000 + 391,000 
Canada i . . taels 327,000 304,000 + 77.000 
United States . taels 1, 622.000 9,012,000 7 1. 390,000 
Machine tools.— 
Total 2e oe баев 500,000 761,000 + 961,000 
Great Britain .. taels 50.000 111,000 + 61,000 
Denmark .. . . taels 21,000 1,500 — 19.500 
Japan ..... taels 222,000 317.000 + 95,000 
Canada i . taels 28,000 22,000 — 6,000 
United States. taels 169,000 284.000 + 115,000 
Propelling machinery—as boilers, turbines.— 
Total e .. taels 1,640,000 2,376,000 + 736.000 
Great Britain . . taels 292,000 1,018,000 + 726, 000 
Japan ke .. taels 162,000 202,000 + 41,000 
Canada РЯ .. taels 108,000 140,000 + 39,000 
United States .. taels 799,000 655,000 — 144,000 
Machinery, other, not textile, brewing, refining, &c.— 
Total 2 . taels 8.417.000 12,444,000 +4,027,000 
Hong Kong ... .taels 658,000 426.000 — 939,000 
Great Britain .. {ае 918,000 2.172.000 +1,254,000 
Japan zoe . faels 2,320,000 2,122,000 — 198,000 
Canada Жы . . taels 740.000 399,000 — 341.000 


United States ... taels 92,618,000 6.774.000 ＋ 4, 156,000 
Telegraph and telephone material.— 


Total E * . taels 940,000 1,889,000 + 949,000 

Hong Kong .. taels 60,000 25,000 — 385,000 

Great Britain .. taels 67,000 365,000 + 998,000 

Japan ius . . taels 406,000 1,150,000 71.744, 000 

Canada e .. taels 108,000 73,000 — 30,000 

United States . taels 151,000 202,000 + 51,000 
— — 


THE PROVINCIAL ELECTRIC SUPPLY COM- 
MITTEE OF THE UNITED KINGDOM. 


THE annual meeting of the Provincial Electric Supply Com- 
mittee of the United Kingdom was held on Tuesday, September 
27th, Sir Harry Renwick, K.B.E., the chairman. presiding. 

In the course of a general review of the work of the past 
year; the chairman said with regard to the Joint Electricity 
Schemes that, generally speaking, there was one point on 
which he thought all agreed, namely, that the chief concern 
of most of the provincial companies was whether they would 
be able to get а cheap bulk supply without having any 
rights infringed by competition or otherwise. If many of the 
smaller companies, whether in London or in the provinces, 
could safely get bulk supply at a low price it would be the 
best thing that could possibly happen to them, and in manv 
cases 1t would prove their salvation. With regard to labour, 
he said that at present there was a period of quietness so 
far as the electricity supply industry was immediately con- 
cerned, all questions regarding workmen being settled by the 
ul 5 and the adjustment of salaries of technical 
stalls coming under a continuing agree 
non pe ңү dona E 

e explained the reconstruction of the National i 
and said that the Committee felt it was the р p 
majority of its member-companies that it should fall in 
with the new proposals. Broadly speaking, it was possible 
that a more satisfactory position might orthcoming 
although there was always the difficulty of getting suitable 
representatives who could and would give up the necessary 
time to what everyone agreed was a very thankless task. 
The Committee had assisted the Ministry of Labour scheme 
for providing suitable employment for disabled soldiers. 


The Committee had carefully watched all legislation intro. 
duced during the past year, and acted in the companies’ 
interests with regard to any measures that required attention. 
It bad been in negotiation with the Ministry of Transport with 
a view to an Increase of Charges Bill being introduced to cover 
the cases where an increase of maximum price was necessary, 
but did not come within the scope of the present Electric 
Lighting Acts, but in view of the Electricity Supply Bill 
having been brought forward, wherein a special revising 
clause had been inserted, this had to be dropped. 

The assistance which the Committee had been able to give 
to individual companies in matters of a domestic character had 
been very much appreciated; it had acted in concert With 
various other associations, Committees of the I. E. E., E. D. A., 
and so forth, and had been able to meet all the expenses out 
of the annual subscriptions. 

On the motion of Mr. W. A. Scott, supported by Mr. A. 4. 
Campbell Swinton, the Executive Committee was re-elected 
en bloc for the ensuing year. A vote of thanks was accorded 
to the chairman, the Executive Committee, and the Secretary 
for their services during the past year. A general discussion 
on various matters took place, and a resolution Was passed 
that the Unemployment Committee should be asked to receive 
& deputation from the Provincial Committee with a view to 
obtaining financial support for the smaller electricity supply 
companies for the purpose of extending their supply, and 


thus finding work for the unemployed. 


CORRESPONDENCE, 


Lstters received by us after 5 Р.М. OR TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Accumulator Froth. 


Truly the reply of the Ediswan Accumulator Department's 
Manager amply substantiates the suggestion in my letter thal 
the makers are not taking a reasonable attitude with regard 
to the question of frothing of cells. ЖЕ, 

Mr Coates says that the painting of the inside of the boxes 
would eliminate the transparency. I fear his knowledge of 
the number of transparent paints available must be тегу 
limited; but what is the use of making suggestions when 
the manager of а reputed firm in his last paragraph says: 
"They have to cater for the demand, not dictate to the 
public”? - 

This can only be interpreted in one of two ways: either 
that accumulator makers are willing to sacrifice their reputa- 
tion and supply an article which they know is bad in use; ог 
that there is à demand for accumulators that froth. I think 
that this deplorable sentence must have been written hastily. 
Surely, since the general consensus of opinion indicates 
clearly that in а large number of cases celluloid containers or 
separators cause frothing, the chemistry of this frothing should 
be properly investigated, and if by mechanical means }t 
cannot be prevented, then an alternative to celluloid should 
be substituted. 

The writer is personally of opinion that there is a multi- 
plicity of ways for overcoming the evil, and it should not be 
beyond the chemical knowledge of accumulator makers to 
deal effectively with the situation. TM 

Imagine someone buying a Rolls-Royce car and fitting it 
with self-starting apparatus (the batteries being in celluloid 


cases). After a small interval it is found that these cells froth: 


and an acid slime attacks all the metal work in the vicinity. 
I ask Mr. Coates, would he knowingly sell an accumulator 
for such, even if the demand were there, without notifying 
them that frothing would probably result in a short time” 
His letter suggests that he would. Mr. Coates has much to learn 
about celluloid. If he will examine outside the cases where 
the froth oozes out he will find that even the polish on the 
elluluid becomes so greasy that, in certain cases, the decom- 
posed face of the celluloid can be wiped off. 


Thos. Hesketh, 
Managing Engineer, 
Folkestone Electricity Supply Co., Ltd. 
Folkestone. 
October 3rd, 1921. 


A Spare Armature Incident. 


The other day I was called to a motor which, I was told, 
sparked badly. It was a shunt-wound interpole machine, 
460 V, 10 h.p., of the ball-bearing type. On examination 
I found the armature tight, and suspected a broken cf 
in the pulley end bearing. Eventually the pulley was remo" 
(I said eventually, because the key was nicely cut off fus, 
with the shaft, and needed a specially shaped drift to drive 
out—even then it was an awkward job. I cannot under 3 
why makers will persist in cutting shanks off keys after ; ш 
it is much easier to get a pulley off if the key can 1 0 
easily). On examination of the bearing it was foun К 
the саде and balls were smashed to bits; this of cours 
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let the armature rub and destroyed the bands. As the machine 
was urgently needed we decided to put the armature of 
snother identical machine of the same make and type, 460 V, 
10 h.p., in place of the damaged one. On starting, the motor 
ran in the opposite direction, and of course sparked. І 
reversed the field current to change the direction of rotation, 
but then before getting the starter rigbt over we had a 
brilliant display of fireworks; this occurred at all brush 
positions. I should be obliged if someone could explain why 
this occurred. From the above experience 16 seems to me 
that it is necessary to keep a spare armature for each machine, 
even if all the machines are of the same make, type, size, and 
voltage, whereas one ought to be sufficient. The damaged 
armature after repairs ran O.K. in its own carcass, proving 
that the field system was all right. 
F. W. G. 


September 29th, 1921. 

[Probably the relation between the armature, the interpoles, 
and the main field was incorrect. The subject was fully dealt 
with in our issue of August 2nd, 1918.—Eps. Exec. Rev.] 


Suppert for French Industries. 


I have often noticed how active Swiss, German, Dutch, 
Swedish, Norwegian, and even Austrian firms have been 
with their publicity and their representatives in this country, 
and how seldom we hear from the French. 

The war proved that none of the others had all the brains. 
How seldom we hear of French motors, transformers, or even 
lamps being supplied to us, as compared with machinery, &c., 
from the other European countries mentioned. 5 

I think we should, and would, offer a warmer welcome to 
the engineers and products of our very gallant Allies in the 


late war. 
C. T. Allan, 
Assistant Manager, 
Cardiff. South Wales Electrical Power 
October let, 1921. Distribution Co. 


The E.P.E.A. and the E.T.U. 


My attention has been drawn to the paragraph headed The 
E.P.E.A. and the E.T.U.," and I have to point out that no 
working agreement will be arranged between the two organi- 
sations unless agreement can be reached on demarcation of 
membership. To show the feeling that has arisen between 
the unions, parties to the No. 10 Area Council, I am enclosing 
a copy of a letter that I was instructed to write as secretary 
of the Trade Union side of the said Council. No reply has 
yet been received. 

W. J. Webb, 


London. London District Sec. E.T.U., 
October 4th, 1921. Sec. T.U. Side, No. 10 Area Council. 


[The letter referred to, addressed to the Secretary of the 
E. P. E. A. and dated September 27th. stated that the full Trade 
Union side of No. 10 District Council had resolved that unless 
the Electrical Power Engineers' Association confined its 
organisation in the area to the grades covered by the Stoker 
award, transferred back to the Unions concerned men ad- 
mitted to membership outside that category, and undertook 
that no further encroachment should take place, the Trade 
Union side would break off all negotiations with the E.P.E.A. 
—Eps. Exec. REv.] 


A Sensitive Meter. 

The accompanying diagram is an arrangement for cutting 
out of circuit а 20-amp. Chamberlain & Hookham meter in 
series with a 400-volt (d.c.) 10-h.p. booster. 

f course, as the diagram shows, with switch A closed 
and B open, the meter will revolve, and with B closed and A 
open the meter will remain stationary. 

Some time last week I closed both switches and started the 


+ 


booster; imagine my surprise when I found the meter re- 
volving, slowly, but quite fast enough to be immediately 
detected. : 

The length of cable between points А, B,, and A, and B, is 
only a matter of about 9 ft., во the drop across the terminals 
of the meter is practically negligible. 

This is surely a fine testimonial to Messrs. C. & H. for a 
emall starting torque. 

Surprised. 


October 3rd, 1921. 


[/ 


The Glasgow Hiring Scheme. 


In your issue of September 23rd, page 408, in an article 
dealing with the Ideal Homes Exhibition, Glasgow, the 
statement is made that importance is attached to an American 
* Universal cooking range, which, we understand, the Cor- 
poration intends to put out for hire shortly." | 

I do not know where your correspondent. got his information, 
but it is not quite accurate. It is true the Oorporation 1s 
about to hire out electric cookers, but the cookers: will be of 
British, not of American, manufacture. It is well known that 
American cookers cost three times as шисһ as the British 
article, but apart altogether*from price, the present 1s not 
the time to go pust the home manufacturer for apparatus of 


this kind. 
Electricity Department, R. B. Mitchell. 


Glasgow. September 29th, 1921. 


Organ Blowers. 


I have been interested in perusing the rephes of your corres- 
pondents to the inquiry which appeared in your issue of Sep- 
tember 16th, signed by Organ Blower.“ 

Generally speaking, шу experience, which hus extended over 
а period of nearly 30 years, goes to show that in the applica- 
tion of electric motors to organ blowers no difficulties are pre- 
sented when a new installation is in contemplation. Tue 

Many organ builders still prefer the old-fashioned three- 
feeder systein of supplying wind to the main reservoir of an 
organ, and where direct current is available this can be ar- 
ranged for in a very simple and direct manner, the motor 
being either connected to the 3-throw crankshaft by means 
of a silent chain drive, or in smaller installations by belt drive. 
In these cases the crankshaft is usually designed to run at a 
maximum speed not exceeding 40 г.рль.; the motor running 
at a maximum speed not exceeding 240 r. pan. Absolute con- 
trol of the speed can be obtained by a regulating resistance 
placed in the armature circuit of the motor, which reduces the 
speed of the motor to zero when the bellows is full. The 
regulator can be provided with starting steps as well as with 
regulating steps, so that when the current is cut off the bellows 
gradually empties itself and the controller is brought round 
automatically on to the starting position, with the result that 
the starting resistance is introduced ready for the next start 
up. Organ-blowing motors provided with this form of con- 
troller (which was the subject of one of my old patents now 
lapsed) can be started or stopped by closing an ordinary single 
pole or double pole switch placed in a.convenient position near 
the keyboard. Alternatively, the controller can be provided 
with an electrically-operated switch controlled by a pilot cir- 
cuit connected to a switch or push button at the keyboard; 
this arrangement has the advantage of saving heavy-current 
wiring having to be carried to the keyboard. 

Generally speaking, І would recommend, where alternating 
current is available, the installation of a rotary blower, the 
motor being either direct coupled to the blower or coupled by 
endless belt drive. | . 

There are many excellent blowers now manufactured to 
select from, in all of which confidence may be placed, and they 
can be run for many years without attention of any kind, The 
advantage of using a rotary blower is, of course, that it can 
be placed in a small chamber, vestry or basement near the 
organ, where the slight humming noise inseparable from a.c. 
motors is sufticiently isolated to prevent any objectionable 
noise being heard in the church. 

The difficulties in connection with the driving of organs 
commence where existing arrangements, either hand blowing, 
hydraulic blowing, or direct driving by continuous current 
motors, have to be converted due to alteration in the supply 
or for some other reason. Such cases have to be considered 
individually on their merits, and a wide experience in the 
application of alternating-current motors to these installations 
proves that the difficulties can frequently be satisfactorily 
solved by the direct application of a single-phase or 3-phase 
motor, which can be easily started from the keyboard, 

One of your correspondents has referred to the possibility of 
applying a single-phase constant-speed motor to an existing 
3-throw crankshaft blower through the medium of a counter- 
shaft fitted with fast and loose pulleys, the fork controlling 
the belt being controlled by the rise and fall of the main reser- 
voir, and in many cases with which I have been acquainted, 
this arrangement has proved entirely satisfactory, but there is 
another method in connection with this form of drive which 
calls for special mention, and that is an arrangement of valves 
in the reservoir by which the wind supply is controlled irre- 
spective of the speed of the crankshaft, which runs at a con- 
stant speed and does away with the necessity for the fork strik- 
ing gear and fast and loose pulleys. 

The most satisfactory form of a.c. motor for driving these 
various forms of equipment is the “ Century " single-phase 
repulsion induction motor, which has the capacity of starting 
up any load it will run by merely closing an ordinary d.p. or ` 
single pole switch, which can be placed in a convenient posi- 
tion near the console; apart from this important feature. by 
ita construction it 18 probably the most silent of all alternating- 
current motors at present available. 

R. A. Marples. 


London. September 27th, 1921. 
| x 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit particulars of new or improved devices and apparatus, which will be published 
if considered of sufficient. interest, 


The Lowa ” Dimming Switch. 


While the Lowa switch has been before tbe public 
for some time, it has recently been so far remodelled as to be 
practically а new design. Ав shown in fig. 1, the interior 
of type A, it contains two packs ôf small carbon plates, insu- 
lated with mica, and firmly held in a brass frame; tappings 
are taken off by interleaved brass plates to a row of contact 
studs on the base, over which a contact arm is moved by 
a dolly eimilar in appearance to that of а tumbler switch, but 
without the spring action of the latter. Thus five steps are 
obtained between full off and full on. The cover is of brass 
perforated for ventilation as shown in fig. 2. The new 


| Fia. 2.—THE 
“Lowa " SwrrcH, ТҮРЕ A. 


Fia. 1.—INTERIOR 
oH LOWA SWITCH. 


switch is small enough to fit on a 31 in. block, and is suit- 
able for controlling lamps, fans, small motors, &c., up to 
100 watts at any standard voltage. Tested at the National 
Physical Laboratory, it withstood a pressure of 1,000 volts 
between the case and the terminals, and varied the current 
flowing to a lamp from 0.18 to 0.11 ampere at 200 volts; with 
all the resistance in circuit, the temperature of the cover 


Fic. 3.— Lowa " Can Switcu, ТҮРЕ CCl. 


after half-an-hour's run was 30 deg. C. above that of the 
air. Similar results were obtained at Faraday House. 

Other patterns include straight-line sliding types, giving 
gradations up to 25 steps, and suitable for theatres, kinemas, 
&c., and & motorcar switch which can be fixed on the dash 
or, ав in fig. 9, mounted on the steering pillar. "The laet 
named is useful for dimming the headlights when approaching 
other vehicles, and for saving current when a car is standing 
at the kerb; it also serves to protect the lamps from over- 
running when they are energised from the magneto. 

The sole selling agents are Tug BRITISH & ALLIED ELECTRICAL 
AGENCY, I/D., 13, Charterhouse Street, London, E.C. 1 


The Airedale Oil Circuit-breaker. 


Ап automatic oil-break circuit-breaker, suitable for a.c. or 
d.c. circuits up to 30 amperes at 600 volts, has been introduced 
and provisionally protected bv the AIREDALE ELFCTRICAL AND 
MANUFACTURING Co., Lrp., of 153, Ryan Street Bowling 
Bradford. The principles of the mechanism and the develop- 
ment generally have been very carefully thought out by Mr 
I, E. Wood, A.M.I.E.E.; the total weight of the device is 
only about 28 lb., eo that it is easy to handle and can be 
mounted on any wall or other structure without difficulty. 
The design is eaid to embody several novel features, the trip 
mechanism being very simple and free from ‘the dis- 


advantages of the toggle-joint principle; wear of the moving 


parts will not impair the,positive action of the tripping gear, 
and the moving contacts are at maximum speed at the moment 
of leaving the stationary contacts. The no-volt coil and trip 
are positive in action and unaffected by vibration, and the 
parts are interchangeable. The switchcase is of cast iron, and 
éhe tank of pressed steel, with interlocking gear. The loose 
handle principle is adopted, and an inverse time element 


Кв. 4.—'* AIREDALE " AUTOMATIC Оп, CIRCUIT-BREAKER. 


device is supplied if required. Adjustments are provided 
for the overload trip and inverse time element device, and 
an ammeter can be fitted. Fig. 4 shows the external appear- 
ance of the breaker. 


Tue Pride" Patent Bowl, Ring, aad Silk Shade Fitting. 


The usual practice in connection with indirect lighting by 
bowl fittings has been to suspend the ring or the bow] itself 
from a ceiling plate by three chains, and to drop the flexible 
cord conductors from the centre of the plate. through an 
insulator or a cord grip, the cord either hanging vertically 
to the lamp holder or heing twisted round one of the chains. 
A neat device has been invented, and provisionally protected. 
by Мг. Е. Н. PRIDR for concealing and protecting the flexible 


| Fio. 6. 
THe '" PRIDE ” BOWL, &¢., FITTING. 


Кө. 5. 


by means of brass tubes, whilst allowing the fitting 10 
full freedom to swing, so that no strain 18 imposed 0 
tubes when the bowl is cleaned or when the lampe e rd is 
fixed in the holders. As shown in figs. 5 and б, ше ends, 
suspended by three emall tubes, with eyes at the lower 
which engage with the hooks on the ring or bowl; 


n 


retail . 
the 


A. mh — la: - DII €" фу c A 


ES 
e, 


N. 41435 
a ra. 


ТОРОО — 
K Y 


4; 


AE dd 
Vol 89. No. 2,289, Остовкв 7, 1921.) THE ELECTRICAL REVIEW. | 407 
R ?́ Q; CÓ 


are held to the ceiling plate by half-round ball screws, which 


allow the tubes to swin sha in any direction, and also 


enable them to be folded together for packing as shown in 
fip. 6. At the lower end of one of the tubes a lamp-holder 
is attached, and the flexible is carried from this шо Ше 
tube to a connector lodged in the ceiling plate, ready for 


coupling to the leads. Thus the flexible is completely hidden 


and protected not only from mecbanical damage, but also 
from damp and dust. The lamp-holder can be adjusted to 
focus the lamp in the bowl, after which it remains per- 


manently in the correct position; the fitting is suitable for 


ordinary metallic-filament or gasfilled lamps, and the holder 
can be fixed at any desired angle. The fitment is independent 
of the ring or shade, so that an existing stock of these can 
be used up, or they can be supplied with the fitting; and it 
is stocked in various lengths, colours, and finishes. Mr. С. 
Boorman, of 413, Oxford Street, London, W.1, is the sole 
agent for the device, and we understand that large orders 
have been placed for it to be installed in the bathrooms of 
several of the most noted London hotels. 


The Grubb Non-Dazzle Motor-car Headlamp. 


On the stand of the ENGINEERING & LIGHTING EQUIPMENT 
Co., LrD., of Sphere Works, St. Albans, Herts.. at the Ship: 
ping. Engineering, and Machinery Exhibition was shown the 
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Fic. 7.— THE Gross NON-DAZZLE LAMP. 


latest pattern of the Grubb non-dazzle headlamp, made by 
Sir Howard Grubb & Sons, Ltd., St. Albans. This lamp 
is illustrated herewith in figs. 7 and 8; it consists of a slightly 
conical tube fitted with two semi-circular lenses at the 
smaller end, and with a 50-c.p. electric lamp and reflector 
of the usual type at the larger end. The tube is divided into 


BUSINESS 


Bankruptcy Proceedings.—G. W. ENDALL (Endall & Co.). 
electrical, mechanical, and automobile engineer, Canal Motor 
Works, Canal Bridge, Church Street, St. Helens.—Receiving 
order made September 27th on debtor’s own petition. 

E. Kerroor, electrical engineer, 103, Cobden Street, Mosley 
Lane, Blackley, Manchester.—Receiving order made Septem- 
ber 26th on creditors’ petition. | 

А, MASKILL, electrician, 43, South Avenue, Halfpenny Lane, 
Pontefract.—Receiving order made September 24th on debtor's 
own petition. First meeting October 7th at the Official Re- 
ceiver's office, Wakefield. Public examination November 10th 
at the Court House, Wakefield. 

J. HARRISON (Harrison & Son), B. Princes Street, London 
Road, Southend-on-Sea.—Last day for proofs for dividend 
yon 15th. Trustee: Mr. T. Gourlay, 29, Russell Square, 


MarrHEW Watkinson, HAROLD WATKINSON, and ARTHUR 
WATKINSON, trading as Watt & Co., 22 and 24, Palmer Road, 
Sheffield, electrical and mechanical engineers. Trustee: Mr. 
Т. О. Parkin. Jr., 36, Bank Street, Sheffield. The following 


are creditors herein :— 
£ £ 
British Insulated & Helsby Watkinson, Elizabeth bo ре 
Cables, Ltd. a 61 Watkinson, Lilian May. . 66 
ack, R. & T. ies tis .. 26 Watkinson, Walter 2s .. 11 
orthern Rubber Со. у.  .. 44 Watkinson, Annie Ada...  .. 80 
Rowlands, W., Ltd. ... 410 


F. О. NicRorte, electrical and mechanical engineer, 19, South 


Баев Scarborough.—First meeting, October 14th, at the 


cial Receiver’s office, Scarborough; public examination, 
October 25th, at the Court House, Scarborough. 


two compartments, upper and lower, by а horizontal sheet 
metal partition extending from end to end, and, as shown in 
fig. 8, part of the retlector is screened off by brass plates 
of special shape. The tube is carried on trunnions near its 
AR of gravity (а lighter type for small cars is carried on 2 
pivot). 

We are informed that this lamp, while perfectly '' non- 
dazzle " over the desired boundary line (fixed by the French 
authorities at one metre from the ground), gives practically the 
sume driving light as is attained by the best lamps or the 
usual dazzle form when using а bulb of the same candle power. 

It is a focus lamp, i.e., it is so constructed as to form an 
image on а distant object of apertures in a йар 
immediately in front of the ellipsoidal reflector, and therefore . 
the outline of the illuminated area can be sharply defined even 
at the longest distance. The non-dazzle effect is not produced 
as in other forms by stopping off any portion of the light col- - 
lected by the reflector, but using an optical arrangement ' 
that utilises practically the s hola of the light. 

This result is obtained by making the projecting lens in 
halves, the optical centres of which are separated by a quan- 
tity just sufficient to enable the two images to overlap exactly 
on the distant object. The upper lens forms an inverted 
image of the space A, fig. 9, and the lower lens an inverted 
image of the space B overlapped on 4, the upper edges exactly 
coinciding. | 
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Еа. 9.—ARRANGEMENT 
ОЕ DIAPHRAGM. 


Fic. 8.—THE Gross LAMP TUBE 
AND DIAPHRAGM. 


The only part of the light not utilised is that represented 
һу the hatched portion, a very small percentage of the whole. 

The edges of the diaphragm which form the upper edges 
of the inverted images are made with a slight curve, which 
gives a similar curve to the upper edge of the projected beam, 
to coincide with the general camber of the road. 


NOTES. 


Н. E. Carr, electrical contractor, Reedness, near Goole.— 
Last day for proofs for dividend November 2nd. Trustee: 
Mr. C. R. Townend, Carlisle Chambers, Goole, Yorks. 

J. SKINNER (Foster, Skinner & Co.), electrical fittings dealer, 
6, South Castle Street, Liverpool.—Trustee (Mr. E. D. 
шон 11, Dale Street, Liverpool) released August 29th, 
1921. 

J. C. Тномѕом, electrician, lately electrical engineer and 
contractor, Station Street, Mansfield, Notts.—Trustee (Mr. E. 
W. Humphreys, 4, Castle Place, Nottingham) released 
August Sth. 

W. DRYSDALE, electrician, Paxton Street, Barrow-in-Furness. 
—Last day for proofs for dividend October 14th. Trustee: 
Mr. Н. Mossop, 4, Ramsden Square, Barrow-in-Furness. | 

J. V. BELL, electrical engineer, 21, North Bar Within. 
Beverley, Yorks.—Last day for proofs for dividend October 
19th. Trustee: Mr. E. P. Dutton, Victoria Chambers, Bowl- 


Alley Lane, Hull. 


Company Liquidations.—S»ENsERs, Lrp., Conduit Place. 
Paddington, London, W.—In pursuance of the provisions of 
the Companies (Consolidation) Act, a meeting of the creditors 
was held on September 30th, at the Cannon Street Hotel, 
E.O., having been called by Mr. F. A. Caddick, of 7a, Lau- 
rence Pountney Hill, London, E.C., who had been appointed 
liquidator. According to the statement of affairs the unsecured 
liabilities amounted to £20,759, of which 28,646 was due to 
the trade, and £10,708 was owing to cash creditors. The 
balance of £1,405 represented the deficiency as regarded the 
eecond debenture holders. The assets were estimated to 
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realise £27,580, from which had to be deducted £1,306 for 

referential claims and £11,152 for the first debenture holders. 
This left assets of £15,121 to meet the claims of the second 
debenture holders which were £16,526. There were conse- 

uently not sufficient assets to fully discharge the claims of 
the second debenture holders. 'The assets comprised cash in 
hand, £697; plant and machinery at book value, £3,000; furni- 
ture, fittings and fixtures at book value, £519; stock in trade, 
loose tools, and work in progress estimated on the basis of 
а going concern, £16,000; and book debts expected to produce 
£7,382. No value was placed for the moment on the patent 
rights. It was pointed out that as the assets were insufficient 
to fully discharge the claims of the debenture holders there 
was nothing available for the ordinary unsecured creditors. 
The issued share capital of the company was £30,000, there 
having been issued 60,000 ordinary shares of 10s. each which 
were fully paid. The deficiency as regarded the shareholders 
was £50,759. The company had been in existence for а num- 
ber of years, and the shareholders had found substantial sums 
in cash for the business. In 1919 the shareholders found over 
£19,000, for which they received shares, and in addition they 
contributed about £10,000 by way of в gift in order to write 
off.certain leases. Debentures had been issued by instalments 
since 1912. The last issued was in April, 1920, and amounted 
to £11,000 for cash. The creditors. decided to confirm the 
voluntary liquidation of the company with Mr. Caddick as 
the liquidator. 

Renew Lamp Co. (EASTERN), Ltp.—Winding up voluntarily. 
Liquidator: Capt. H. D. Carey, 3-4, Great Winchester Street, 
Е.С. A meeting of creditors was called for October 3rd. Par- 
а of claims should be sent to the liquidator by November 
¢ 
Trade Announcements.—THE SrEARING BOILER Co., LTD., 
has removed to larger offices, and its address is now 20. 
Kingsway, London, W.C. 2. Telephone Nos. : Holborn 5740 
and ‚5141. Telegraphic Address: `* Arcturus, Estrand, Lon- 

on. 

THE J. L. ELECTRIC Co., 30, Church Street, Birmingham, 
informs us that it is now manufacturing its universal wiring 
clips of aluminium instead of tinned brass. This has rendered 
possible a considerable reduction in price. 

Messrs. Haynes Bros., Lrp., have removed their electrical 
business from 18, Gabriel's Hill, to King Street, Maidstone. 

Mr. A. WALKINGTON, district representative of the Electrical 
Engineering & Equipment Co., Ltd., of London, has opened 
& provincial office at Temple Buildings, Pepper Street, Not- 
tingham. "Telephone No.: 5295. 


Catalogues and Lists.—Messrs. G. S. РЕскнАм & Co., of 
4 and 5, New Compton Street, Charing Cross Road, London, 
W.C.2, have issued а well-bound desk reminder with weekly 
sheets, each having seven daily spaces for entering engage- 
ments or memoranda from now until September, 1922. Readers 
requiring copies should make application to the firm. 

THE Rees ROTURBO MANUFACTURING Co., LrD., Wolverhamp- 
ton.—Pamphlet R.191 describing the construction of the Rees 
Roturbo pump, with many illustrations. 


Messrs. E. P. ALLAM & Co., 107-109, Gray's Inn Road, Lon- 


don, W.C.1.—Monthly stock list, No. 12, of electric motors. 

THE B.E. Co. (or LONDON AND BinMINGHAM), Lrp., Hendon 
House, 57, Upper Thames Street, E.C.4.—Price list of electrical 
accessories for use with larger catalogue. 

Messrs. Hicos Bros., Sand Pits, Birmingham.—'' Monthly 
Magazine," October, 1921, containing priced stock lists of 
d.c. motors and dynamos and a.c. motors, &c. 

Messrs. S. G. LracH & Co., LTD., 26-30, Artillery Lane, 
E.C.—A number of booklets and pamphlets illustrating and 
describing various types of Arrow ” switches and other elec- 
trical accessories. 

THE THOR Kuecrric Sarery Lamp Co., LTD., Thor Works, 
Rea Street South, Birmingham.—Leaflet M 9/21, dealing with 
the Thor shaft and roadway lamp for mines. 

THE GENERAL Elecrtric Co., Lrp., Magnet House, Kingsway, 
W.C.2.—Leaflet O.S. 2520, illustrating and describing the 
Huntalite candle lamp. Priced. Leaflet Н. 2599, giv- 
ing prices and illustrations of Magnet electric pipe lighters. 
Also leaflet О.8. 2619, giving an illustration and particulars of 
a Osram window display for the use of retailers of these 
amps. 

Messrs. DRAKE & GORHAM WHOLESALE, Lrp., 67, Long Acre 
W.O.2.—Pamphlet No. 316. à comprehensive a 0 price 
list of electric fires and domestic electrical apparatus; also 
pamphlet No. 317, dealing with lamps and industrial fittings— 
illustrated and priced. 

Ў i ү m & от House, Billiter Street, 
sondon, E. C. 3.—An illustrated and priced catalog | 
variety of G.F. malleable tube БЫ. кше 

MESSRS. UNDERWOOD (MANCHESTER), LP., 53, Brown Street 
Manchester.—An illustrated and priced catalogue of Moon- 
15 " OU UC a glassware. 

LEASUREMENT, LTD., 34-38, Provost Street, City Roa - 
don, N. 1.—List A, single-phase 2- and 3-wire Ше, 1 

Messrs. Donovan & Co., 47, Cornwall Street, Birmingham 
A reprinted catalogue of Safuse " and '' Donlok ” switch 
E gear. Cu Med and priced. | 

E EFANDEM Co., LD., 22, Newman Street. Oxf . 
W.1.—A priced and profusely illustrated AN Lad 


trical goods, including dry cells, pock 
bells, sirens, &c. g dry pocket lamps, electric torches, 


THE CHLORIDE ELECTRICAL Storace Oo., Lrp., Clifton Junc. 
tion, near Manchester.—Two leaflets dealing very fully with 
storage battery renewals. Dimensions and weights of & num. 
ber of different types of plates are given. | 


Catalogues for China.—The Commercial Counsellor: at 
Shanghai, Mr. Н. Н. Fox, C. M. G., has notified the Depart. 
ment of Overseas Trade that the majority of United Kingdom 
manufacturers who communicate with him direct asking for 
the names of suitable firms to act as agents for the sale of 
their products in China, do not send with their inquiries 
catalogues, price lists or illustration of their goods, and even 
when these are sent the number is usually limited to one or 
at the most two copies. The Commercial Counsellor points 
out that considerable delay is frequently incurred on this 
account, аз he has to send a copy of the inquiry with the 
catalogue round to one firm at a time with a request that 
if the business does not interest them, they will return the 
catalogues. It may also occur that a catalogue gets mislaid 
when going the rounds in this way. Mr. Fox, therefore 
suggests that United Kingdom manufacturers, when forwarding 
him inquiries for agencies, more particularly in the case of 
engineering specialities, should send at least six copies of their 
catalogue or illustrations for distribution amongst local firms 
in China. Attention has recently been drawn by the Com. 
mercial Counsellor to the desirability of quoting prices in such 
publications even if they are only approximate. While United 
Kingdom manufacturers and traders may, if they wish, com- 
municate directly with His Majesty's Commercial Diplomatic 
and Consular Officers abroad with regard to any particular 
item of commercial intelligence upon which they may require 
information, it is desirable that such inquiries should in the 
first instance be directed to the Department of Overseas Trade 
in order to avoid delay in cases in which the Department is 
already in possession of the required information. 


Book Notices.—Circular No. 18 of the U.8. Bureau of 
Standards. Standard Specifications for Large Incandescent 
Electric Lamps (Tungsten and Carbon). (9th edition) 
Washington: Government Printing Office. Price 5 cents.— 
In addition to the specifications full details are given of the 
tests to which lamps must be subjected. 

The Faraday House Journal,” Vol. IX., No. 4, Michaelmas 
Term, 1921. Among a great amount of information of interest 
to students and old students appears a biographical note of 
the career of Mr. H. W. Swann, A.M.I.E.E., who has recently 
been appointed an Inspector of Factories. The Principal, 
Dr. Alexander Russell, contributes an article on The Capa- 
city between Spherical Conductors.” 

“ Electric Lighting in Factories and Workshops.” Pp. 31, 
19 figs. London: Sir I. Pitman & Sons. Price 6d. net. 

“ Diagnosing of Troubles in Electrical Machines.” By Miles 
Walker. Рр. xii+450; 332 figs. London:: Longmans, Green 
and Co. Price 32s. net. 

“ Book of the Ford Electrical Equipment." Ву Е. T. 
Nicholson. Pp. 149; 84 figs. London: Temple Press, Ltd. 
Price 38. net. eut 

"The Induction Motor and other Alternating Current 
Motors." Ву B. A. Behrend. Second edition, revised and 
enlarged. Рр. xxiii--279; 904 figs. London: McGraw Hil 
Publishing Co., Ltd. Price 24s. . | . , 

“The Thirteenth, Annual Report of the Hydro-Electne 
Power Commission of Ontario—Year ending October 818, 
1990." Vol. I. (326 pp.) Toronto: Clarkson W. James. 

The M. & C. Apprentices’ Magazine." Vol. V, No. 19. 
Autumn, 1921.—A great deal of useful and interesting matter 
is included in this issue. Among the special articles are one 
on thermionic valves and an illustrated description of the 
firm's new iron foundry. 


Electric Welding Demonstration.—The Equipment and 
Engineering Co., of 2 and 8, Norfolk Street, Strand. W.O. 2, 
is holding а demonstration of electric arc welding on Monday, 
Tuesday, and Wednesday, next week (October 10th, llth. 
and 12th), at the Huddersfield Corporation Tramways Depot 
(Great Northern Street), by permission of the general manager 
and engineer, Mr. A. A. Blackburn. The demonstration will 
include the use of the new E.L. type machine upon the 
magnetic system which has been specially designed for the 
rough-and-ready conditions of electric tramway work. Ару 
of our readers who are interested in the matter and wish 1 
attend the demonstration will be welcomed, and they shou 
communicate with the company as above. | 


Italian Wireless Concessions.—According to the Italian 
daily Press, the Italian Government intends, in February. 
1922, to invite from private firms tenders for concessions for 
commercial wireless installations between Italy and foreign 
countries. "The competing firms will have to show ег 
technical and financial etanding and ability to secure the 10 
of the corresponding station abroad. Italian companles, Mis 
capital preponderatingly Italian will be preferred, especia’: 
those using Italian-made material and employing Italian labour. 
The concessions тау. however, be given to foreign companie 
where they prove the possession of superior qualifications. 


To Reduce the Cost ef Living.—The Daily Chronicis Т 
ports that Messrs. Dick, Kerr, of Preston, are buying d 
quantities of American bacon, ham, and tinned ооф, 82 
selling these at almost cost price to their workpeople. 
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Australian Manufactures.—Official reports from Mel- 
bourne state that 75 British manufacturing firms have 
already. established solid interests in industria! works and 
factories throughout Australia, and many more are preparing 
similar enterprises, notably in Tasmania and Western Aus- 
tralia. This, says the Director of the Federal Bureau of Com- 
merce and Industry, shows that in the opinion of some of 
the most progressive British manufacturers it pays them to take 
their plant and their skilled workers to Australia's raw 
“material. The new Australian tariff, he adds, opens up excel- 
lent prospects to enterprising firms and affords very real 


protection. 


Chinese Notes. —An electric light plant was imported dur- 
ing 1920 for Linanfu, and a similar plant was expected early 
in 1921 for Amichow. 

- Mr. Wang Yu-wen has organised the Lau Ho Kow Electric 
‘Light Co. at Lou Но Kow, Rwangchow. 

Ihe Tuchun of Chekiang has recently acquired from the 
Ministry of War, four sets of wireless apparatus to be installed 
in Hangshow for military use. | 

The Tientsm Telephone Adminstration has announced that 
two branch services have been installed at Yangliutsing and 
Hengshuiku. . ELE 

The Self-Government Association of Tungchow has organised 
a factory to manufacture electric goods. 

The Fengtien authorities are reported to have concluded 
an agreement with the Japanese South-Manchuria Railway 
Co. for the supply of electricity between Hushun and Mukden. 

Sze Shou-tseng, the Director of the Kansu-Haichow Rail- 
way, has started a company for the manufacture of electrical 
machinery in Tientsin. A Belgian has been appointed chief 
engineer. Official approval has been granted. 

During 1920 there were some very heavy importations of 
machinery. A new plant arrived for the Canton Arsenal in 
October, and another consignment was for the Kwangtung 
Electric Supply Co. 

The lead ore mine, opened at Siangshui in 1917, failed 
during the course of 1920. The Chinese company which 
Promoted this enterprise and did all it could to make the 
mine a success lost, it is said, one-half of the capital invested 
in the undertaking.  - 

The Provincial Government of Hunan has appointed the 
Vice-Comptroller of the Mint and the Director of River Likin 
Posts as members of а commission which plans to establish 
& copper mining company in Hunan to supply the provincial 
Mint. All the copper mines in the district of Sinhwa have 
been alloted to the company for operation.—Chinese Govern- 
ment Bureau of Economic Information. 


British Syndicate to Take Over Norwegian Works.—The 
Oekomisk Review understands that М. Ragnvald Blakstad, 
managing director of the A/S Tyssefaldene (The Tysse Falls 
Share Co.), has transferred his interests in the company to 
an English syndicate. The company owns a big power station 
at Odda, Hardanger, which supplies the power for important 
factories also owned by it.—Reuter (Christiania). 


“ Osram " Window Display.—The GENERAL ELECTRIC Co., 
Lrp., has introduced a striking shop-window display for the 
use of agents for ' Osram " lamps. This is composed of а 
street of miniature houses in accurate perspective, the windows 
of which are illuminated by means of three ‘‘ Osram ” lamps 
secreted behind the scenery. The houses are chiefly of the 
Tudor period, and the colouring is such as to suggest the 
depth of winter. The properties are loaned to agents free 
of charge and carriage paid for a period of two weeks subject 
to compliance with certain reasonable requirements. This 18 
an effective device which should meet with a large demand. 


E.D.A. Activities.—Among the publications of the BRITISH 

ECTRICAL DEVELOPMENT ASSOCIATION referred to in our last 
issue is a simple but effective poster which bears a repre- 
sentation of a clock dial, a segment of which is shaded. This 
illustrates an exhortation to use electric light, pointing out 
that five of every twenty-four hours are spent under artificial 
light. Scenes in Suburbia are discussions between an up- 
 toe-date electrical housewife and a lady of retarded views 
upon the superiority of the electrical way of cleaning carpeta, 
resulting, of course, in the conversion of the non-electrical ” 
housewife. ‘‘ Tbe Power behind the Worker is the title of 
an illustrated booklet describing the electrification of various 
industrial establishments. A list of the Association’s publica- 
tions, with details of prices, may be obtained from the head- 
quarters: Hampden House, 84, Kingsway, W. C. 2. 


Italian Railways Electrification: German Plant to be 
Asked For?—According to a report issued by an Italian 
news agency, Signor Crova, director-general of the Italian 
State Railways, has urged the Government to demand elec- 
trical plant from Germany on account of reparations in order 
to expedite the work of electrifying the railways. The agency 
further states that the schemes of electrification are already 
prepared for the Venezia Giulia, the Bologna-Verona-Brennero. 

isa-Leghorn, and Naples-Rome lines, while the projects for 
certain other lines are being studied at present. An inter- 
change of views is now taking place between the Treasury 
And the General Direction of the State Railways ав to the pro- 
Vision. of the funds for the construction of the electrical in- 

and the acquisition of the electric locomotives. 


` electrical apparatus. 


German Prices.—As a result of the growth in the costs of 
production it is stated that the rebates hitherto granted to mer- 
chants on the basis prices of galvanic batteries have been. dis- 
continued, and the Foreign Trade Department for Electrical 
Engineering will only issue export permits in future with the 
basis prices as the minimum. Makers of pocket lamps nave 
raised the war time addition, which has stood at 250 per cent. 
until now, to 350 per cent., and the extra percentage on other 
low-voltage lamps has been advanced from 250 to 300 per cent. 


German Export Permits.—For the purpose of providing 
foreign exchange (bills) for the Reich, the Committee of the 
Foreign Trade Department for Electrical Engineering has de- 
cided that export permits shall only be granted in the future 
to applicants on condition that they agree to communicate the 
export figures to the Reichsbank во that the latter may control 
them, and that tbe deliveries made аге intimated. to 
the latter monthly. А certain percentage of the exchange 
relating to each foreign transaction i8 to be handed over, while 
percentage is to be fixed by the end of October. 


The Swedish Telephone Manufacturing Industry.—As re- 
ports have been circulated in Swedish newspapers to the effect 
that the Ericsson General Telephone Co. had discharged a 
number of workmen, Mr. Hemming Johansson, director ot the 
works, has been interviewed on the question. He is reported 
to have stated that the work available in the different depart- 
ments varied considerably. Taken as a whole, no reduction in 
the personnel had taken place, but only in certain depart- 
ments. Thus that for the production of large and smali ex- 
change installations was fully occupied, but the demand for tele- 
phone apparatus was somewhat less at present than in the 
corresponding period of last year. One manufacture, the pro- 
duction of which had considerably declined, was that of 
electric meters. Large quantities had been placed in the 
home market, but sales had now greatly fallen off owing to 
German competition. On the other hand, there was prac- 
tically no German rivalry in Sweden in the case of telephone 
apparatus and exchange installations, whereas American com- 
petition was perceptible in certain foreign markets. The num- 
ber of workmen employed at the Stockholm works, which was 
1,285 on June 1st, 1920, amounted to 1,319 on September 16th, 
1921. Between the beginning of January and August 186 the 
total value of the home and foreign sales reached 11,600,000 kr., 
of which the preponderating part was for export. 

At present, Mr. Johansson proceeded to state, the largest 
amount of business was transacted 1n Holland and the Dutch 
Indies, South Africa, Spain and Australia. The great economic 
development in the Dutch East Indies had resulted in large 
extensions of the network, the establishment of new telephone 
exchanges, and the addition of numerous subscribers. Great 
activity in the telephone system also prevailed in Holland, and 
the company had received considerable orders for exchange in- 
stallations and for telephone apparatus, while development 
was also proceeding in Spain and Egypt, for which large orders 
were being executed by.the Swedish industry. Of the 
European branches, that at Vienna in particular had а lot of 
work, and large orders were being carried out there for Czecho- 
Slovakia, and the works at Budapesth was also in full opera- 
tion, with a good stock of orders. The English branch, with 
works at Beeston, attended to the English market and the 
English colonies, including India. In the opinion of the 
director, the Indian market was expected to be one of the 
greatest importance in the near future on account of the 
economic activity. Already the demand for telephone 
apparatus, switehboards, &c., was constantly growing. 
conclusion, Mr. Johansson expressed ће opinion that the pro- 
epects for the industry were favourable, having regard to the 
large demand arising from different sources. 


Concessions for Electrical Displays.—The E.D.A. recently 
made an inquiry with the object of ascertaining the general 
practice of undertakings with regard to the rates charged for 
electricity used in electrical displays and showrooms in the 
hope that 16 might be found possible in course of time to secure 
some uniform standard method of treating retail displays of 
There has always been difference of 
opinion as to whether it pays electricity supply undertakings 
to offer contractors low rates for supply in order to encourage 
them to make better displays of electrical apparatus in their 
windows and showrooms. In some cases such concessions nave 
been abused, but broadly the principle is sound, and it is sug- 
gested that all undertakings should consider giving some sub- 
stantial and uniform discount off their standard rates for all 
electricity used by contractors and retailers in displaying and 
demonstrating the use of electrical appliances suitable for con- 
nection to the local supply. As a protection, and as a method 
of preventing other traders from complaining of unfair treat- 
ment, it is suggested that it would be possible to assess contrac- 
tors’ display windows and showrooms on the basis of lighting 
or other uses normal to shops or rooms or like size and charac- 
ter, such assessed normal consumption to be charged for at the 
rates standard or current for similar businesses, und all excess 
use over such normal consumption to be charged for at & very 
low rate. The result of this method would be that the con- 
tractor would have the strongest possible encouragement to 
additional use of the supply in order to make a good display of 
electrical apparatus and to show it in operation. Out of 145 
undertakings replying, 51 notified the existence of such con- 
cessions. Of these, 32 reported satisfactory results, while 17 
considered justification of concessions doubtful. 
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Applications for British Trade- marks. —Appended is a 
summary of the recent applications for British trade marks in 
respect of goods and productions associated with the electrical 
trades and industries. - 

Pinex (lettering and design). No. 417,001. Class 8. Electrical 
accumulators (not for medical purposes). Chloride Electrical 
Storage Co., Ltd., Clifton Junction, Manchester 16/7/21. 

Aerozon. No. 41,956. Class 11. Electrical fumigating appa- 
ratus for hygienic purposes. Aerozonfabrik G. & B. Stern- 
berg, 75, Ritterstrasse, Berlin, Germany. March 18th, 1921. 

Aerozonoin. No. 419,562. Class 11. Electrical fumigating 
apparatus for hygienic purposes. Aerozonfabrik С. & B. Stern- 
burg, 75, Ritterstrasse, Berlin, Germany. March 18th, 1921. 

Channel. No. 416,917. Class 13. ) 
ringdon Propeller & Engineering Co., Ltd., Eclipse Works, 
Glentham Road, Barnes, S.W. July 13th, 1921. 

Wog. No. 414,417,145. Class 8. Electric accumulators and 
batteries, not medical. Wm. O. Garbutt, 30, Russell Street, 
Gloucester. July 21st, 1921. a 

Bellite. No. 411,934. Class 8. Electric lamps. British 
Electric Lamps, Ltd., Spencer Hill Road, Wimbledon, London, 
S. W. January 6th, 1921. 


A Recently-opened Showroom.—We reproduce herewith 
в photograph of the showroom opened a short time ago by 
Messrs. Mann, Egerton & Co., Ltd., at 173-175, Cleveland 
Street, W. Неге 1s to be seen a well-arranged comprehensive 
display of all kinds of electrical fittings and apparatus. In 
the foreground of the photograph is seen an Electolite ”’ 
гоча set made by Messrs. Boulton & Paul, Ltd., Norwich, 
or which the firm are sole English agents. 

A wide range of lighting fittings appears in the showroom. 
These are made in a variety of periods and styles to con- 
form with any scheme of decoration or furnishing. These 
fittings include wall brackets, chandeliers, bowl fittings, &c., 
all of high artistic finish. Other appliances on view in the 


Megsrs. Mann, EGERTON & Co.'s SHOWROOM. 


showroom are pumping sets and battery switchboards, as well 
us а variety of cables, conduits, lamps, and other electrical 
accessories. 

The special purpose of this showroom is to enable contractors 
to bring their clients to inspect the various types of apparatus 
that are on view, with the full assurance that in any subse- 
quent transactions their interests will be safeguarded, the firm 


ie to deal with contractors rather than with the general 


French Company to Reconstruct Northern Power Station 

— Société e Reconstitution d'Usines Sinistrées, Groupe: 
ment Energie Electrique du Nord de la France is the name of 
& new concern which has lately been formed in Paris (56 
Rue du Faubourg St. Honoré), with a capital of 1,000,000 
francs with the object of re-constructing the electric generating 


ов in Northern France damaged ог destroyed during the 


A Finnish Amalgamation.—The shareholders i 1 
bolag Gottyr, Strombug and the Finska Elektro ae A. 
rere resolved to amalgamate under the title of .the Finska 
: 5 A. B., Gottyr, Strombug, the share capital being 
1 E Ser ied ed 8 | to be concentrated 
ornas an с 
of the Elektroindustri Co. being closed. мел 


South African Electrical Trade.—Th 


e general 
_ of the Standard Bank of South Africa in nid circulated 


regarding trade conditions in the Union. report th 

| д at | 
goods are in poor demand, and prices are ar ae is 
arrival of shipments from Great Britain, the Continent, and 
‚ America. German goods are undercutting British. 


Sparking plugs. Far- 


Hiring Out Domestic Electrical Apparatus.—The directo; 
and secretary of the E.D.A. writes: Although at the preseat 
time all supply undertakings possess powers to hire out elec. 
trical apparatus there are‘a great many who are not doing во. 
It is essential to provide hiring facilities for the more expen- 
sive pieces. It would appear that in many undertakings there 


is hesitation in setting up biring systems under present cir. 


cumstances, because the impression exists that it 18 necessary 


to commence with a more or less elaborate showroom, a special 


staff, &c. Supply engineers are asked therefore to consider the 
possibility of starting the hire of domestic apparatus with 3 
minimum of preliminaries and elaboration, in other words, 
to get the work going gently. There is little fear that the 
inauguration of hiring systems will result in a flood of orders 
and in embarrassment to the supply undertakings; although 
hiring is essential, much spade work has to be done, and the 
suggestion is rather that undertakings which have not done 
any hiring at all should obtain from their authorities a grant 
or permission to spend з limited sum in the course of віх 
months or a year on the purchase of apparatus for hiring out. 
If the matter were approached in this way it might be essy 
to obtain the necessary permission or grant, whereas pro 
posals for an extensive hiring system might be objected to. 


-Dowlais Steel Works Reopened.—A rolling mill and rail. 
bank at the Dowlais steelworks of Guest, Keen & Nettlefolds, 
Ltd., have been restarted. Several hundred workmen, long 
unemployed, resumed work, and according to The Times, they 
were to be increased to 2,000 early this week, in accordane . 
with the proprietors’ intention to provide as much work as 
17 for their workmen, who number altogether about 
4,000. | 


Vagaries of Exchange.—In an interesting article The Times 
Trade Supplement gives the views of Sir Raymond Dennis on 
the export trade outlook as the result of а 90 months' tour 
of the world. We quote the following paragraph illustrating 
the impossible situation that has arisen 
from exchange conditions :— 

The agent of a well-known Ameri- 
can motor car ordered 30 cars for 
delivery to Rio de Janeiro and settled for 
them when the exchange rate was 3 
milreis to the gold dollar. When the 
cars arrived at Rio the dollar was worth 
just over 5 milreis, and as the trade 
position rendered sales at 50 per cent. 
increase in price extremely remote the 
agent paid freight and insurance iror 
New York, but left the consignment Ш 
the Customs, paying warehousing 
charges but no duty. The exchange 
continued to go against Brazil, and at 
length recognising the hopelessness of 
the position the agent, after several 
weeks, reshipped the 30 cars to New 
York, paid freight, insurance, and other 
necessary charges, and awaited a credit. 
When this was remitted exchange had 
fallen to 8} milreis to the dollar, and 
the agent, after allowing for the freight 
and insurance both ways, warehousing. 
and other incidental charges, netted à 
clear profit of just under £10,000. 

Elsewhere in the article Sir Raymond 
discusses the excessive cost of our pro 
ductions as being largely the cause d 
the slump in the export trade which 
has brought about unemployment. 
He mentions that in his experience British goods are wan 
everywhere, but out prices are too high. Only a few days 
ago he heard of orders placed by the Federated Malay States 
in the United States for railway material to the value 
41,000,000, and on the Continent for electrical material Ww 
value of £500,000 because the goods could not be obtame 
from Great Britain. Other countries were able to give gual 
antees that we could not give because of unstable wage an 
delivery conditions. 


Lead.—Messrs. James Forster & Co., reporting 0% 
October Ist, stated:—'' Closing prices yesterday bs 
£23 2s. 6d. for September and £22 17s. 6d. for d d 
against £22 15s. and £22 19s. 6d. respectively at the ев 
last week. There has been very little demand from 75 
consumers, and export trade has again been very dull. gem 
consumption continue at the present level during the ш 
few months, this should be reflected in lower prices for lesd: 


German Wages and Competition.—‘‘ Z.” in a letter (date 
September 25th) to The Times, gives the followin figure’ É 
to German wages as being of interest when considering i 
man competition. They are figures received from Qo gem 
factory in the metal trade for the last two weeks : УМ p 
average 243.45 M. per week; 269 men average 284.09 U. in- 
week. A certain number of lads and a few women 87 
cluded. The latter figure works out at less than 158. 


Czecho-Slovak-Italian Trade. Exports from Czecho- 


Slovakia to Italy in 1930 reached the value of la 


lire, while the value of imports from Italy amou? 
75,156.013 lire, the trade balance being thus ver mui 
in Czecho-Slovakia’s favour.—Reuter's Trade Service 
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Specification for Metallic Resistance Materials. — The 
British Engineering Standards Association has just issued 
- Specification No. 115, 1921, for Metallic Resistance Mate- 

rials for Electrical Purposes.” - For the purpose of the Specifi- 
cation these materials have been divided into the following 
classes: A, for use when a low temperature coefficient is re- 
quired at temperatures not exceeding 60 deg. C. (as in standard 
resistances and in sub-standard instruments); B for use when 
the temperature coefficient may vary more than that permitted 
for class А, and at temperatures not exceeding 200 deg. C. (as 
in instruments other than sub-standard); c, for use when the 
temperature coefficient may vary over a wide range and at 
temperatures not exceeding 300 deg. C.; p, for use at high 
temperatures not exceeding 700 deg. C. (as in heating ap- 
' paratus); and £, for use at high temperatures not exceeding 
1,000 deg. C. (as in heating apparatus). 

The Specification fixes limits for uniformity. of resistance 
and dimension. А comprehensive list of standard sizes of 
wires, tapes, and sheets is included, and considerable advan- 
tage will result if all designers of apparatus in which resist- 
ance wire 1з used will employ one or other of the standard 
eizes wherever possible. 

Copies of the Specification may be obtained from the secre- 
tary. British. Engineering Standards Association, 28, Victoria 
Street, S. W. 1, price 1s. net; post free, 1s. 2d. 

Inquiry.— Makers of ** asbestos wood ” are asked for. 


The Commercial Motor Exhibition.—Organised by the 
Society of Motor Manufacturers and "Traders, Ltd., the 
Commercial Motor Exhibition will be held at Olympia from 
October 14th to 22nd, and is expected to prove that Great 
Britain leads the world for the largest display of petrol, steam 
and electrical vehicles for goods and passenger transport and 
general utility purposes. The exhibits include such vehicles 
88 road-sweepers, fire engines, ambulances, tipping wagons, &c. 


For Sale.—AssErs Auctions Co., LTD., will sell by auction 
on October 12th, at 119-121, Newington Causeway, S.E., the 
Btocks of an electrical goods factor and a telephone works. By 
order of Nobel Industries, Ltd. (who are concentrating the 
cartridge-making business at the Waltham Works), Messrs. 
FULLER, Horsey, Sons & CassELL will offer by auction at the 
cartridge works of Eley Bros., Edmonton, on November sth 
апа following days, surplus plant and machinery, including 
generating sets, Mirrlees-Diese! oil engines, dynamos, motors, 
&с. (See our advertisement columns to-day.) 


The Premier’s Advisers.—Sir Alan Smith, M.P., chairman 
of the Munuging Committee of the Engineering Employers’ 
Federation, and Mr. W. L. Hichens, chairman of Cainmell, 
Laird & Co., Ltd., and vice-chairman of the English Electric 
Co., Ltd., were among those who went to Gairloch last Friday 
night to confer with the Prime Minister on measures for 
reviving trade and industry and diminishing unemployment. 

Sir John Dewrance, president of the Engineering and 
National Employers’ Federation (and chairman of Babcock 
and Wilcox, Ltd.), is also assisting in the Government’s de- 
liberations. 


New French Companies.—'' Over All ” Sparking Plug is 
the title of a company formed at Paris (Avenue du Main 130), 
for the manufacture and sale in France and Belgium and their 
colonies of the plug named. The capital is 60,000 fr. 

L. Pelletier and L. Baqué have been constituted a company 
at Hermes (Département Oise), for the construction, instal- 
lation and repair of electric lines, the working of sub-stations 
and power stations, and the supply of electric current. The 

capital is 100,000 fr. 


Engineering Developments in Colombia.—The demand for 
machinery and plant in the Republic of Colombia is slow, but 
consistent. Improvements in the financial condition of the 
State, will enable the Government to proceed with a number 
of projects long contemplated but hitherto impossible owing 
to the lack of funds. 

Engineering commissions have been appointed to report 
upon the advisability of certain schemes. 

Plans have been completed for the erection of a new 
electric light plant suitable for the growing requirements of 
the city of Bogota, while the Municipal Council invites pro- 
posals for a new telephone system, the cost of which, including 
buildings and plant with a capacity of 1,600 lines. should not 
exceed £15,000. The Government is contemplating the estab- 
lishment of a long distance inter-urban telephone service to 
be operated in connection with the telegraph service, which 
is Government-owned. The principal telegraph offices will be 
provided with improved equipment, and the work is to be 
carried out under the supervision of the Director-General de 
Telegrafos, with whom interested firms can correspond direct. 

1 correspondence should be in Spanish, and addressed to 
the Director-General, Bogotà (Columbia).—Reuter’s Trade 
Service (Bogota). 

Belgian Trade Conditions.—-The Antwerp correspondent 
of The Timer Trade Supplement reports a widespread recovery 
in almost every trade. Glass works are reopening after months 
of idleness, and all departments of metal works are busy. 
. Bome steel makers are already so full of orders that they are 


obliged to quote deliveries extending over several months, 


but for girders and rails quicker deliveries can still be arranged. 
neral engineering shops and electrical works are, however, 
lly booked for the whole of the winter. Even the auto- 

mobile industry shows а marked recovery in activity. 


LIGHTING AND POWER NOTES. 


 Accrington.—LoAN.—The Corporation has applied to the 
Electricity Commissioners for power to borrow the necessary 
money for carrying out the work of supplying Messrs. Steiner 
& Co., Ltd., with electricity. | ! 


Aldershot.—Yxran's WonkiNG.—The report of the electrical 
engineer (Mr. F. Garside), on the past year's working of the 
electricity department shows a total revenue of £16,933 as 
compared with £14,818 in the previous year. Working ex- 
penses totalled £16,299, leaving a gross profit of £633. The 
net result was a deficit of £2,275. The number of units sold 
was 533,297. 


Argentina.—PnoPoskeD HyDRO-ELECTRIC PLANT.—A French 
engineering company has solicited & concession from the 
Hepublies of Argentina and Uruguay for the construction of 
a hydro-electric station at the falls of the Uruguay river which 
separates Uruguay from Argentina. 'The proposed plant would 
furnish electric power to all the territory within a radius of 
375 miles of Salto Grande, and would include the principal 
cities and about three-quarters of the population of Argentina. 
—Commerce Reports. 

Ascot.—INCREASED CHARGES.—The Ascot District Gas and 
Electricity Co. has applied to the Ministry of Transport for 
authority to charge 1s. 1d. per unit, with а minimum payment 


of 168. 3d. for each winter quarter, and 10s. 10d. for each 


summer quarter. 


Australia. —SYDNEY.—Although in 1914 the average price per 
kWh of electricity in Sydney was higher than that of towns in 
this country of. comparable size, in 1920, it compared 
very favourably with most, the price having fallen from 1.88d. 
to 1.76d., while in England charges rose. Now increased 
charges have been sanctioned, and it is calculated tbat the 
average revenue per kWh will be 2.05d. in 1922, an increase 
of only 9 per cent. upon the pre-war average. 


Barnstaple.—Loan.—The Town Council has applied for a 
loan of £1,500, for capital expenditure at the electricity works. 


Bath.—Loan Sanctionep.—The Electricity Commissioners 
have sanctioned the loan of £22,000 for mains and services 
on account of the £30,000 applied for, but require further 
particulars concerning the expenditure of the amount forming 
the balance. | 

Bo’ness.— ELECTRICITY SuPPLY.—The Scottish Central Elec- 
tric Power Co. is seeking permission from the Grangemouth 
T.C., to lay а cable to Bo'ness in order to supply electricity 
from Bonnybridge. | 


Вгіѕёої. —ҮғАк'з WonkiNG.—The annual report on the work- 
ing of the Corporation electricity department for the year 
ended March 31st, 1921 (engineer and manager, Mr. Н. Fara- 
day Proctor) shows that the revenue increased to £303,980 
(£229,525) and the expenditure to £236,409 (£166,590), which 
left a net profit of £6,564 (£10,875). The number of consumera 
increased by 1,657 to 8,923; the total connections to the 
mains are equivalent to 1,263,485 30-watt lamps, an increase 
of 168,925 lamps as follows:— Power, heating, and cooking 


. 130,114, private lighting 38,755, and public lighting 56 lamps. 


The number of kWh sold, increased by 4,489,737 to 33,529,417, 
but the load factor fell from 27.1 to 26.7 per cent. The 
number of cooking stoves in circuit increased from 84 to 100, 
the fuel per kWh sold from 3.986 to 4.177 lb., and the total 
cost from 1.357 to 1.683d. 


Chester.—EXTENSIoNS.—Subject to the consent of the 
Chester Rural District Council, the Electricity Committee in- 
tends to lay a distributing cable in Ermine Road, at an esti- 


mated cost of £500. 
ELECTRICITY CHARGES.—The Electricity Committee has de- 


' cided that the increased charge of 14d. per unit made to meet 


the increased cost of coal during the coal strike be terminated. 
A new scale of charges is to be considered when the Queen’s 
Ferry scheme is in operation. 

Chesterfield.—I;oAN SANCTIONED.—The Electricity Commis- 
sioners have sanctioned the borrowing of £4,000 for electricity 
mains and services. 


China.—NaNxiNva.—Owing to the inability of the existing 
electric plant at Nanking to furnish sufficient current to meet 
the needs of the city and its riverside suburb of Heiakwan, a 
new plant has recently been added. The United States 
Consul reports that the plant complete, exclusive of the site, 
cost about £25,000. It was eupplied from the United States. 


Continental.— WEST FrNLAND.—An electricity supply com- 
pany has been formed under the title of Bjorneborgs-Hvittis- 
bogjard Mellanneids Elektricitats A.B., with a paid up capital 
of 600,000 Finnish marks. The directors have been authorised 
to enter into contracts with the Central-Andelslaget-Hankkija, 
A.B. Gottfried Stromberg, Siemens-Schuckert, and the A. E. G. 
for electrical plant and the setting of the works in operation. 

Russia.—The Electrotechnical Congress in Moscow, the ob- 
ject of which is to extend greatly the use of electric power in 
Russia, was opened on October Ist.—Reuter (Reval). 


Dublin. El ECTRICIT CHanGES.—The Electricity Supply 
Committee has decided to reduce the electricity charges for 
heating. cooking, &c., by 4d. a unit. It does not propose to 
make any alterations in the rates of lighting. 
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Portslade.—Repucep CHanGES.— Brighton Town Council has | 
reduced the charge for electricity for private lighting at Port y 


Darwen.— REVISED CHaraes.—The electricity department 
has revised its minimum charges, fixing 5s. for the quarters 
ending Jyne 30th and September 30th, and 108. for the slade from 8d. to 744. per unit. | 


quarters ending December 31st and March 815%, 1922. Rathmines and Pembroke (Co. Dublin).—LiNk1NG-UP.— 
The electrical engineers of both towns have been instructed a 


Edinburgh. AREA or SurPLx.—The new Corporation elec- it m iol here xi 
tric station at Portobello is nearing А aa ike ics 55 вора m e report * the ш git iy the two electri- ds 
tions of the extent of the area to be supplied and the ЫЕ pss 5 55 759 e " 
-administering authority within the area are to be decided by *V е 6 | Ж M 
the Electricity Commissioners. The first instalment of the Singapore.— ELECTRICITY ExTENSIONS.—The municipality is [ 
scheme, which will soon be operating, is to cost I. 750. 000. extending its supply of electricity to the European residential T 
A report circulated by the town clerk suggests that the area quarter of the town. Work is now in hand, and energy is nic 
should be in the Lothians within a radius of ten miles of the expected to be available early in the spring. This has naturally o 
station, as it is likely that the demand for supplies of electricity affected the sale of self-contained lighting sets hitherto ю vi 
Which can be met by the Corporation will be within such popular there.—RHeuter 8 Trade Service (Singapore). | К 
limits, although under the Act bearing on the matter the radius Skipton.—BuLk SurPLy.—The Streete and Buildings Com- gh 
тау һе ав great as 30 miles. The town clerk further submits mittee has under consideration & proposal for the supply of ү 
а strong case for the Corporation being the authority con- electricity in bulk from the Keighley undertaking, and has ii 
| trolling the area for electricity purposes. the alternative of & asked the electrical engineers of both Corporations to prepare pm 
joint authority, which will have no financial or executive details and submit them to the Committee in due course. b 
powers, being regarded as likely to lead to friction and diffi- ELECTRIC LIGHTING ORDER.—The Electricity. Commissioners x] 
culties. The only existing authorised distributors within the have fixed the date for the operation of the Electric Lighting "d 
11 85 are а ош. at Hue m PE е Dalkeith. Order, 1915, for September lst. e 
These will receive electricity in bulk from the orporation | TUM i es 
and pass it to their consumers. The report, which also sug- ‚ Warrington.— LIGHTING OrpER.—The Electricity Commis- 4a 
| | nti sioners fixed last Saturday (October lst) as the date for the E 
gests that the application by the Musselburgh company to t of th ti f the Lighting Extensi л. 
extend the area of its supply should be opposed as unnecessary, Order of 1915. of the operation of the Lughting FNenslen bs 
has been generally approved by the ‘Corporation committee LOS ' | 22 ae 
concerned. Wye (Kent).—ELECTRICITY SuPPLY.—The Commissioners a 
| ; have made a special order authorising the Wye Lighting, Heat- P 
Gourock.—STRELT | LicutinG.—The Town Council has ing and Power Co., Ltd., to supply electricity for public or ish 
entered into negotiations with the Greenock Electricity Com- private purposes within the parish. : wet 
| | | 2n 


mittee for the electric lighting of Gourock. 


Greenock.—Strike AVERTED.—A threatened strike of the 
technical staff of the electricity undertaking was averted on 


Friday last when the Corporation electricity department con- к | 
ard Mt. TRAMWAY AND RAILWAY NOTES. xu 


n r 


sidered a dispute over a proposed wages cut, and he 
J. W. Thomae, assistant general secretary of the E.P.E.A., on ror 
behalf of the staff. It was intimated that the proposed re- 85 a "udi 
duetions would not take effect in the meantime, and that the Australia.—VicroRiA.— The present position regarding the ai 
whole question would be reconsidered by the Corporation. scheme for the electrification of the Victorian railways 18 sum к 
| marised in а report recently issued in Melbourne. It in 
Guildford.—Execrricity Works Boucut.—The Urban Dis- comprises @ power house, high-pressure feeder cables, 16 sub- E 
trict Council has taken over the electricity works from the stations, 145 miles of track with overhead wiring and rail i 
Guildford Electricity Supply Co., Ltd., at & cost of £60,000. bonding, the conversion of 702 carriages, replacement of à aie 
1 | large portion of the existing signalling system, and construc- ihm 
Hessle.—ELEcTRICITY SUPPLY.—À draft agreement made by tion of workshops. Up to the present the total value of ihe j 
the Urban District Council with regard to the supply of elec- actual expenditure upon the several activities of the commis Mili 
tricity to the town bas been submitted to the Hull Corpora- sion amounts to nearly 50.000. з 
tion Electricity Committee. | Bradford.—Yram's WorkinG.—The financial report issued n 
Llandrindod Wells.—Inorosrb INcREAseED CHARGES.—An in- by Mr. R. H. Wilkinson, the general manager of the Corpora- NY 
quiry was held by the Ministry of Transport last week relative tion tramway undertaking, shows a loss of £4,000 on the 
to the application of the Electric Light & Power Co. for an parcel department for the past year. The gross revenue was б 
order authorising it to increase the price of electricity to £19,420. The number of parcels carried was 740,699, as against УЙ 
- 1s. 4d. per unit. The Urban Council and а number of large 713,073 in the previous year. ‘The deficit is attributed largely "ig 
/consumers opposed the applieation. to the wages bill for parcel messengers. Аш 
London.—ILrorv.—The Ministry of Health has refused the Continental. — SWITZERLAND. — According to The Times, Jur 
request of the Urban Council for permission to install elec- £2,280,000 is to be spent on the electrification of the Swiss E 
tricity in the new London County Council houses on the railways next year. ndi 
Dagenham estate, on the ground of the expense involved. | THE FRENCH SOUTHERN Rawway.—The report for 1920 of zum 
5 the Compagnie des Chemins de Fer du Midi states that the n н 
- Luton.—Increasep CHancts.—The Town Council has in- work of electrification of the network, the resumption 0 ы 
creased the charge for electricity to 125 per cent. above the which was announced in the report for 1919, was actively aa 
pre-war price in place of the 100 per cent. addition which has continued during the year. The station in the Ossau valley, on 
previously been charged. Ep ds cun of the power transmission lines from the us 
„ ; istrict of the Pyrenees to Bordeaux and Toulouse are in fu "na 
Maldstone.—The Town Council. has applied to the Com- course of execution; the equipment works of the lines from de 
missioners and also to the Kent Electric Power Co. for per- Toulouse to Puyoo and from Puyoo to Dax, which are the v 
mission to supply electricity to the znill of A. E. Reed & Co., first to be converted, have been put in hand 'and the electric Мк 
Yewhythe, which is outside the Corporation's area of supply. loc it ar xd p and, and пе € SUL 
Г : ', l | upply ocomotives for these lines have been ordered. If the contract 1 
The Council has also applied for a further loan of 4500 for the periods are observed, as is reasonably hoped for, the i ra- X 
purchase of apparatus in connection with the hiring out of tion of electrical workin . th у E: 587 А "Toulo ie 
fires, irons, and cooking stoves. ud Dax | E OB C e tween Toulouse X ed 
D and Dax will take place from 15 to 20 months hence. — 
Nottingham. — MaAINs EXTENSIONS.— The Electricity Com- Dearne Valley.—LicuT RALWAVL.— According to the Finan- —.— 
mittee reconimends the expenditure of 440.000 for general ex- clal Times, preparations are being made for the construction A 
‘tension of mains, transformers, and switchgear in connection of the Dearne Valley Light Railway, the necessary powers E s 
with the high-pressure mains already laid and for increasing having been conceded. Contracts are being pre aed an SU 
the area of two feeders supplying certain districts of the city. various preliminary negotiations conducted 5 in con. i 
The whole of the capital sum of £30,000 sanctioned by the nection with road widenings. i E 
Couneil in December last has been laid out upon underground : 5 RIS 
mains and outside service connections. In the purchase of охот ExTENsIONs.—'Ihe Tramways Committee ae 
meters during the year ending March last £7,735 was also spent as decided to recommend that the Skircoat Road depot be aes 
out of revenue, but the committee being of opinion that such „ at an estimated cost of £11,000, to furnish four E 
meters should be purchased out of capital, intimates that for Eie uL ee for repairing cars and an E - 


this purpose a sum of £10,000 is required. It has been recom- 


mended, therefore, that authority should be giv 
I 1 ya эе given to apply to J pras ; ON 
the Electricity Commissioners for leave to borrow 901000 9 5 or RalLw ALS Schur. — The 
Consider: satisfacti i jpe rege : „ Jinese ranwavs are T : — 
VVV in Nottingham now being worked out һу the oe acorns a ae ч] 
many departments of due bs mittee’ is now being made in the Journal of the Yokoha | Cha ао eS us i 
long delay | he committee's work, after periods of soon as the Department draft pl ГА 1 n e 
day. : ; 1 an 18 completed, it WI wr 
Portst t (Co. L 10 facilit, through the Cabinet to the Diet » its next sessian. "Sons 
T. evar m ко УШШ LONE STATION DEVELOP- Ав the m ue service, automatic signals have been installed p 
хт.—Тһе Electrie Lighting Co. has decided to ask c m rst step, the entire Tokaido li Tokio to bets B 
«umers to guarantee additional capital for the d л. and a part of th Tokaido line from Tokio to ho | 
А : A „6 е evel а ) t le centr; $ . 5 А # x HU 
the undertaking. Application has been made to tu d of Tokio and Kofu, in the al line between Tidamachi station In а 
e Northern nels make Cie бүр rear of Mount Дал, where many tu i 
ansportation slow, will have electric power in- ` 


Ireland Parliament for new powers. 
| stulled.—Board of Trade Journal. a 


bi 
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| Keighley —Year’s WonkiNa.—The annual statement of ac- 


‘counts of the Corporation ‘Tramways Department for the year 


ended March 31st, 1921, shows a loss of £3,400, and the rail- 


less car eystem, which has not yet recovered from the heavy 
setback received during the war, shows a loss of £5,320. It 
js understood that much of the heavy expense is attributed to 
the cost of rewinding armatures. In the previous year there 


was з surplus of 41, 675. 
London.—UNDERGROUND RAILWAY IMPROVEMENTS.—In order 


to meet the demand during rush hours, 153 additional cars 


have been brought into service on the Metropolitan and Dis- 


. trict Railways, and through Southend trains are to be rein- 


gtated. 
There will be a more frequent service on the Tube lines. 


On the Bakerloo branch trains will run every 2 and 24 minutes 
instead of 24 and 3 minutes. Similar shortening of the train 
intervals will be made on the Hampstead, Central London, 
and City & South London lines. 

REPORT ON COLLISION.—In a report upon the collision which 
took place on July 8th at Wappiug, between a Great Eastern 
Railway goods train and a Metropolitan Railway passenger 
train, Col. J. W. Pringle states that the accident was caused 
by the breaking of a draw-bar hook on one of the goods 
wagons. This released five trucks which apparently ran back 
into the front of the passenger train. There was no evidence 
of. any flaw in the metal of which the hook was made. In 
his recommendations Col. Pringle says that the nurnber of 
unfitted trains should be limited as far as possible during the 
hours of passenger service, especially on а line having such 
gradients as the one in question. ‘There is another point for 
consideration. The track circuit (A) on the up road through 
Wapping station 18 continued beyond the up starting signal 
for a distance of 166 yards to form un overlap. In advance 
of A there is a track circuit B, occupation of which places and 
holds at danger the starting signal. So long as the five 
runaway vehicles occupied the rails covered by track B, the 
etarting signal at Wapping was held at danger. But as soon 
as they left track B and entered track A the starting signal 
would automatically clear. This accounts for the fact that 
the starting signal indicated safety, and the up electric train 
had consequently started when the runaway vehicles were 
approaching. ‘This false clear indication can, of course, only 
be given in similar circumstances, t.e., by vehicles running 
backward, but the irregular position of the signal in such 
circumstances is a further reason for the provision of additional 
security against breakaways. 


»Madagascar.—RAILWAY ELECTRITICATION.— The Eæxportateur 
Francais says plans have been drafted at the instance of the 
Governor-General for the electrification of the Tananariva to 
Tamatava railway in Madagascar, a distance of 360 km. The 
reasons for the conversion are high wages and the cost of coal. 


Oldham.—YEar’s Workina.—The annual report of the 
general manager and engineer, Mr. W. Chamberlain, on the 
year's operation of the Corporation tramwuys for the twelve 
months ended March 25th, 1921 (twentieth year of operation), 
shows that the total receipts amounted to £250,742, against 
£337,409 for the previous year; the working expenses 
were £202,235 (£168,648), leaving а net profit of 45, 065, 
against a deficiency of £1,004 lust year. The electricity used 
fur all purposes amounted to 4,225,055 kWh (3,921,931) at 
lid. and lid. per kWh, plus 10 per cent., the average kWh 
per car mile being 1.918. The number of passengers carried 
was 32,071,087 (31,878,455); average per car mile 14.559; aver- 
are fare 1,819d. Statistics of the parcel department show 
that the expenditure was £2,662 (£2,346), and the income 
was £2,402 (£2,341), the balance being a deficit of £260 (£5), 
although the rates were increased during the year. 


_Preston.—YeAr’s WoRkiNG.—For the first time in the 
history of the undertaking the report and statement of ac- 
counts of the county borough's tramway department, for the 
year ended March 3lst, 1921, disclose a deficit on the year’s 
operations. The total revenue increased by 8.04 per cent. to 
490,482, and the working expenses by 29.73 per cent. to 
£85,458, the deficiency being 46, 806. Total reserves stand at 
£51,706, sinking fund at £59,709, and the old tramway debt 
at £90,701; contributions to the rates have amounted to 


‘£23,050. The number of passengers carried was 15,885,352 


(15,738,087) at an average fare of 1.44d. (1.34d.) per passenger. 
Electricity generated amounted to 1,946,945 kWh (1,788,495,, 
the power cost per kWh being 1.28d. (0.993d.). The working 
expenses per car mile were 16.95d. (13.62d.), and Mr. J. F. 
impson, engineer and manager, states that the fact that out 
of 71 municipal tramway undertakings there are only four 
with lower working expenses per car mile than Preston would 
epparently indicate that they cannot make much progress in 
that direction, and it has therefore been necessary to adopt 
the alternative and to increase the fares. This increase canre 
Into operation in November, 1920, and the results have so far 
been quite satisfactory; if the increase in total receipts 18 
maintained at the same level for the remainder of the year 
пе anticipates that they will at any rate cover the expenses. 


_Walthamstow.—Prorosep Transrer—According to The 
times, аз the tramway system has been a heavy debt and the 
Increased fares have not helped the financial position, the 
ea County Council is to be invited to take it over and 


Warrington.—TRAMWAY Extensions.—The Electricity and 
Tramways Committee has under consideration a scheme for 
laying a tramway track between Warrington power station 
and along Mersey, Napier, and Parr Streets. | 


York.—TRAMWAYNEN'3 BoNUs.—The Tramways Committee 
has approved the application of the drivers and conductors 
of the City tramways that they should be paid. full bonus 
during the period they were working on short time owing. 0 
the coal strike. `. | M. 


TELEGRAPH AND TELEPHONE NOTES. 


Australia.—EQuipMENT FOR RADIO STATIONS.— The Austra- 
lian Navy Department has accepted a Melbourne tender for 
the supply of high-pressure apparatus, generator sets, and 
other equipment for the Conunonwealth radio stations at 
Perth and Sydney. The price was £9,983 3s. 9d.—Reuter's 
Trade Service (Melbourne). E | m 


An Italian Marconi Co.—A new company has been formed 
at Leghorn under the title of the Italian Marconi Co., all the 
share capital being Italian. The object is to establish and 
work radio stations for publie services in Italy, the Colonies, 
and countries under Italian influence. 


Cables in the Dutch East Indies.—The laving of new 
cables in the East Indian Archipelago, which were supplied 
by a German company, as was mentioned in a recent issue, 
is reported to have been completed on September 7th. A 
length of 1,100 kilometres, it is stated, was laid at a depth of 
from 3.000 to 5.000 metres, and ubout 4,000 kilometres at а 
depth of from 300 to 1,000 metres. Apart from the work done 
by the cable steamer Telegraaf, most of the laying was carried 
out by the German company by means of a steamer chartered 
in Norway and specially equipped for the work. [Probably 
the lengths stated in “ kilometres " should read “ metres.“ ] 


Canada.—According to The Times, during one of the worst 
storms experienced for many years at Ontario and Quebec, the 
electric and telephone systems were disorganised.: In Ottawa 
alone 800 telephones were cut off. 


China.—SuHanGual.—According to the Central News, pre- 
liminary arrangements have been completed by the Federal 
Telegraph Co., of San Francisco, for the erection of the largest 
wireless station in the world, capable of sending and receiving 
messages to and from all over the world. s 


Continental.—ItaLy.—Wireless communication between 
ше and Tripoli was successfully inaugurated on September 
6th. | 
At the instance of the Ministry of Posts, Telegraphs and 
Public Works, a Royal Commission of experts has been nomi- 
nated to study the best means and most suitable scheme for 
crossing the Straits of Messina with telegraph and telephone 
lines and power mains. The problem is no ordinary one owing 
to the straits being within the volcanic earthquake area of 
this part of Italy. 


G.P.O. Research.—The research work in connection with 
the engineering department of the General Post Oflice will 
in future be done at Dollis Hill, says the Evening News. 
Disused army Huts have been erected on a site that was 
acquired before the war, and later a permanent building will 
be erected. Hitherto the staff has been scattered in various 
G.P.O. buildings; concentration at one place, thinks Sir W. 
Noble, the chief engineer, will make for economy and eft- 
ciency. The wireless branch of the department will remain 


at St. Martin’s-le-Grand. | 


Imperial Wireless Chain.—H.M.S. “ Raleigh " has ar- 
rived at St. Johns (N.F.). It 1s understood that the purpose 
of the visit is an inspection of the Admiralty wireless station 
with a view to 1ts utilisation as a link in the Imperial wireless 
chain.—Reuter’s Trade Service (St. Johns, N. .). Eo 


India.—Bompay TELEPHONE SYsTEM.—The Bombay Tele- 
phone Co. proposes to install an automatic system within 
three years. The scheme provides for fifteen thousand lines, 
and the cost is estimated at £400,000, providing for the intro- 
duction of a full automatic plant. It appears that the Govern- 
ment of India is prepared to extend the licence of the 1ele- 
phone Co. for 20 years in the event of the company introducing 
an automatic or a modern central battery svstem.—leuter’s 


Trade Service (Bombay). | 


New Јарап:Атегіса Cable.—In order to improve. the 
connection between Japan and America, a new submarine 
cable is to be laid down. Tt was first intended that it should 
run from Yokohama via the Alentian Isles to Vancouver and 
Seattle, but this scheme had to be abandoned owing to the 
ice risks. The route now suggested is from Japan to San 
Francisco via Bonin Islands, Ladrone Group, Guam, Midway 
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and Honolulu. It will be largely supported by cables alread 
e : y 

existing. route may be shortened by laying a new cable 

Tom Поов io Midway, а distance of 2,823 miles.—Economic 
eview. 


New Spanish Cables.—A Royal order published in the 
official Gaceta de Madrid of September 27th authorises the 
grant of & supplementary credit of two million pesetas to be 
added to the present estimates for expenses incurred under 
the heading of new cables." This additional sum will be 
applied to the expenses entailed in the laying of a new cable 
from Malaga to Melilla.—Reuter. 


Sweden.—SrockHoLM.—The laying of the large new tele- 
phone and telegraph cable between Sweden and Germany 
was accomplished on September 29th last. One cable steamer 
has arrived at Zarintzin, to the north of Stralsund. Daily 
Telegraph. 


CONTRACTS OPEN AND CLOSED. 


(The date giren in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 


" Official Notice" appeared.) 


OPEN. 


Ashford (Kent).—October 12th. East Ashford Board of 
Guardians. Electric lighting installation at the Workhouse.— 
Mr. J. Kingsford, clerk, 7, Bank Street, Ashford. 


Argentina.—October 21st. State Railways. Twelve 
months supply of electrical stores.“ е 

November. State Railways. Оре year's supply of railwa 
— material, including telephone and telegraph materials. 


Australia.—MrELBOURNE.— Victorian Government Railways. 
October 26th. D. c. arc welding plant (Cont. No. 34, 377). 
November 9th. Armature banding machine with electric 
motor and starting gear (Cont. 34,378). 

November 2nd. Electric storage battery complete for auto- 
matic telephone exchange (Cont. 34,229).* 


January 4th. Victorian Government Railways. 160 electric 
train stops operated by а single-phase induction motor. One 
set of electric pyrometer equipment for measuring tempera- 
tures of 350 to 2,000 degrees Fahrenheit.—Heuter's Trade Ser- 
vice (Melbourne). 


Belgium.—October 17th. Municipal Authorities of 
Schaerbeek, Brussels. 8,000 metres of 3 by 70 by 50 armoured 
cable and 6,000 metres of the 3 by 50 by 35 ditto. Particulars 
from the Service de l'Eléctricité, Hótel Communale. Tenders 
to the Administration Communale, Schaerbeek, Brussels. 

Norg.— These are apparently 3-core cables for a 3-wire sys- 
tem. | 


Colne.—October 11th. Electricity and Tramways Depart- 
ment. Natural draught cooling tower. (September 30th.) 


Edinbnrgb.—October 10th. Corporation. Electric light- 
ing installation at the city collector а offices, Waterloo Place. 
Engineer's office, Dewar Place. 

October 10th. Tramways Department. 
Tramways manager, 2, St. James Square, Edinburgh. 

October 18th. Electricity Supply Department. Four 10-15- 
ton hand-operated overhead travelling cranes, electric and 
steam-driven feed pumps. (See this issue.) 


India.—Catcotta.—November 9th. Calcutta Electric Supply 
Corporation, Ltd. One 15,000-kW turbo-alternator and con- 
densing plant. Two water-tube boilers with an evaporation 
of 60,000 lb. per hour. (See this issue.) 

October 19th.—East Indian Railway Co. Insulated cables. 
(See this issue.) 


‚ Leeds.—October 11th. Health Committee. Electric light- 
ing set, comprising 4 b. h. p. oil engine, 3-kW d.c. generator 
and accumulators, complete with tanks, piping, switchboard, 
&c., at Sanatorium, Gateforth, near Selby. Specifications from 
R. E. Fox, town clerk, 26, Great George Street, Leeds. 


London.—L.C.C.—October 24th. ^ Electric goods lift 
(capacity 30 cwt.) at the Stamford Hill Stores Depót. (See 
this issue.) 


Loughborough.—October 31sf. Electricity Department. 


Steam-raising plant, h.p. and l.p. mains net 
ber 23rd.) etworks. (Septem- 
New Zealand.—WELLINGTON.—November 29th. Publio 


Works Tender Board, Mangahao power scheme. Water wheels 
Wd, 1 5 . 110,000-V insulators. 
ightning arresters, switchboard, switche е 
(Beptember 2rd.) в, and accessories. 


Sixteen car bodies. 


— . же 


осы е 
ovember Ast. Post and Telegraph De t. | 
and 750 white switchboard cords, 5 conductor (кешк ry 


_ Portrush.—October 8th. Urban District Council. Wor 
in connection with the public electric ligbting of the district 
(September 30th.) ! | 


Salisbury.—October lOth. Town Council. Electric Wiring 
and fitting for 20 houses.—City engineer. 


St. Annes-on - Sea. Electricity Department. 


) F 
(approx.) armoured cable. (September 30th.) our miles 


South  Africa.—JOoHANNESBURG.— November "th. Rand 
Water Board. Two 350-kW steam-driven electrical generating 
sets, complete with switchboards and all accessories.* 


HUMANSDORP, Cape Province. November 30th. Corporstion. 
One water turbine and dynamo, switchboard with connections 
battery of accumulators, and accessories, eupply main an 
public lighting, aerial distributing lines, street lamps, fitting 
and accessories, section boxes, service cut-outs, meters, lc. 
ferro-concrete pipe line, reinforced concrete tank, building, 
and foundations. Forms, &c. (63&.) from the town cler, 
Humansdorp, Cape Province. 


* A copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S.. 1. 


CLOSED. 


Australia.—Victorian Electricity Commissioners. 


Switchgear, &c., for Newport B power station, four 50 cycle and fu 
20 cycle feeders, £4#),v0U.—English Electric Co., Ltd. 

Step-up unit and station transformer, 421, 250.— Metropolitan - Vicken 
Electrical Co., Ltd. f 

Seven squirrel cage induction motors, £730.— Gardner, Waern & Co. 


New Sours Wates.—Public Works Department. 
Hydroelectric plant for Dorrigo Shire Council, £3,245.—Sir W. G. Am- 
strong, Whitworth & Co., Ltd.—Tenders. 


Chester.—Electricity Committee. Accepted:— 
Sub-station in Sealand Road.—Wm, Vernon & Sons, Ltd., £1,715. 


Government Contracts.—The following contracts wer 
placed during August:— 
ADMIRALTY (CONTRACT AND Рикснлѕх DEPARTMENT). 


Aluminium.—British Aluminium Co., Ltd. 

Conduit tubing and accessories.—Burton & Sons, Ltd.; 1. Birch & Sons, 
Ltd.; Brotherton, Ediswan Tubes & Conduits, Ltd.; Credenda Conduits 
Co., Ltd.; General Electric Co., Ltd.; Pertecta Seamless Steel lube 
Conduit Co., Ltd. " 

Electric welding scheme. Brush Electrical Engineering Co., Ltd.; Briu 
| homson-Houston Co., Ltd. 

Electric fuses.—L. Weekes, Ltd. 

Electric lighting installation.—Macintosh Cable Co., Ltd. 

Motor-driven planing machine.—Scriven & Co., Ltd. 

10-ton electric traveller. Cowans Sheldon & Co. 

One 3-ton and one 10-їоп ditto.—Sir W. Arrol & Co., Ltd. 


War ОРЕЕ1СЕ. 
Electric cells. Siemens Bros., Ltd.; General Electric Co., Lid. 


AIR MINISTRY. 


Accumulators.—Chloride Electrical Storage Co., Ltd. 
Battery booster.—Lancashire Dynamo Co., Ltd. 
Electrical wiring.—F. G. Minter, 

Extension to switchboard.— Ferguson, Pailin, Ltd. 
Wireless valves.—General Electric Co., Ltd. 


Post ОРҒРІСЕ. 


Telephone apparatus.—Automatic Telephone Manufacturing Co, Lit. 
Peel-Conner Telephone Works, Ltd.; Siemens Bros. & Co, Lil. Wer 
tern Electric Co., Ltd. | 

Telegraph and telephone cable.—Enfield-Ediswan Cable Works, 14: 
Johnson & Phillips, Ltd.; Pirelli-General Cable Works, Ltd. 

Joint box castings.—McDowall, Steven & Co., Ltd. 

Secondary cells.—Pritchet & Gold & E.P.S. Co, Ltd. ; 

Ducts.—Albion Clay Co., Ltd.; Donington Sanitary Pipe & Fire Brid 
Co., Ltd. ; Doulton & Co., Ltd. 

Electric light fittings.—Engineering & Lighting Equipment Co., Lu. 

Tungsten lamps.—British Thomson-Houston Co., Ltd.; Edison Swan Ee 

tric Co., Ltd.; English Electric & Siemens Supplies, Ltd.; General Dit 
tric Co., Ltd. 

Electric motors.—B. K. B. Electric Motors, Ltd. 

W.l. pipes.—J. Spencer & Co. 

Distribution cable plugs.—British Insulated & Helsby Cables, Ltd. 

Bronze wire.—Elliott’s Metal Co., Ltd. 

Enamelled and silk-covered copper wire.—Corrolly's (Blackley), L.. 

Copper wire (soft etrand),—Enfield-Ediswan Cable Works, Lid.; Н. V. 
Smith & Sons, Ltd. Г 

Laying conduits.—Openshaw-Clayton : Whittaker Ellis, Ltd. Bris 
(Central South): Whittaker Ellis, Ltd. Kensal Road: J. Mower Ё 
Co., Ltd. Stockbridye-Oughtibridge : Hodge Bros. (Contractors), 
Birmingham (South): Hodge Bros. (Contractors), Ltd. Tiverton | 
Percy Trentham, Ltd. Hebburn and Jarrow: С. Percy Trentham, " 
Stanmore-Chesham (Section III): G. Percy Trentham, Ltd. Mw 
chester High Street (Section II): W. Pollitt & Co,, Ltd. Em 

L.p. switchgear, cables, connections, &c.—P.O. Savings Bank Sub tab 
General Electric Co., Ltd. 

Manufacture, supply, 
Oxted: W 
Ryde: W. T. Henley's Telegraph Works Co., Ltd. Portsmouth-S 
field: Callender's Cable & Construction Co., Ltd. Manchester? 


charging machines: English Electri en chinet: 
х : c Co., Ltd.; for ringing п 
ол & Co., Ltd. Sketty : Siemens Bros. & Co., Lt. SOM 
ractors for batteries: Pritchett & Gold & E. P.S., Ltd.; for: chart 
dynamotors : 
oos Works, I 
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Crown AGENTS POR ТИЕ COLONIES. 

Bridge meggere.—General Electric Co., Ltd. 

Cable, &c.—W. T. Henley's Telegraph Works Co., Ltd. 
per line wire.—Elliott's Metal Co., Ltd. 

Electrical materials.—British Thomson-Houston Co., Ltd. 

Electric metera.—Landis & Gyr, Ltd. 

Electrically-driven transporters.—Sir W. Arrol & Co., Ltd. 

Lifts.—General Electric Co., Ltd. | 

Telephone (spare parts).—Siemens Bros. & Co., Ltd. 

Train lighting spares.—]. Stone & Co., Ltd. 

Wireless apparatus.—Marconi's Wireless Telegraph Co., Ltd. 

Hion COMMISSIONER FOR INDIA. 

Generator set.—Lancashire Dynamo & Motor Co., Ltd. 

Insulator cups.—Taylor, Tunnicliff & Co., Ltd. 

Receivers.—Elliott Bros. (London), Ltd. 

Switches, &c.—R. White & Son. . 

Telegraph apparatus.—Marconi's Wireless Telegraph Co., Ltd.; Automatie 
Telegraph Manufacturing Co., Lid. 

0 Н.М. Оғтісе o» Worxs (Jury Contracts). 

Engineering services.—Electric lighting plant: R. A. Lister & Co., Ltd. 
Kew Insurance Office, electric SACRE: Tredegars, Ltd. Llantrissant 
housing schemes, electric wiring: Alpha Manufacturing Co., Ltd. 
Rowley Regis housing scheme, electric wiring: T. R. Priest. 

Рос Worxs DEPARTMENT, DUBLIN. 

Electricat work and supplies, Belfast.—A. Stevenson. 


Manchester.—Tramways Committee. 
Tramear trucks.—Brush Electrical Engineering Co., Ltd. 


Electricity Committee. 


Cable.—Connolly's (Blackley), Ltd. 

L.p. water, steam, drain and by-pass pipework, supports, &c., at Burton 
Power station.—Aiton & Co., Ltd. 

L.p. valves for circulating water.—]. Blakeborough & Son. 

One transíormer oil tank.—St. George's Engineering, Ltd. 


Salford.—Education Committee. 
Installation of electric light at Wellington Street Council school, £112.— 
er. 


Tramways Committee. 


Welding and retreading 500 joints on the tramway track. £675.—Rail 
Welding Co., Ltd. | А 

Three months’ supply of the following stores, &с. :— 

Cables and lamps.—Power & Lighting Supplies Co., Ltd: 

Cab!es and tapes.—L. Andrew & Co. 

Armature coils.—Barratt & Thornton; Manchester Armature Repair Co., 
Ltd. 

Field coils.—Metropolitan-Vickers Electrical Co., Ltd.; Armature Wind- 


ing Co. 
P. Es. B. tape and lamps.—British Insulated & iaa d Cables, Ltd. 
Insulating varnish.—Griffiths Bros. & Со. (london), Ltd. 

Carbon brushes.—]. Eades. 

Dry cells.—English Electric & Siemens Supplies, Ltd. 

Gear wheels.—British Hele-Shaw Patent Clutch Co., Ltd. 


Electricity Committee. 


Repair parts for the No. 2 turbo-alternator, £3,3/0.—Metropolitan-Vickers 
Electrical Co., Ltd. 

Spare armature for the canal water pumping plant.—Mather & Platt, Ltd. 

Switch tripping batteries for the Blackfriars and Trafford sub-station, 
£276.—Metropolitan-Vickers Electrical Co., Ltd. 

250 yards 3-in. stoneware pipes and 500 yards 3}-in. stoneware pipes, 
£211.—Doulton & Co, Ltd. 


FORTHCOMING EVENTS. 


dunior institution of Engineere.—Friday, October 7th, at the Caxton Hall, 
Westminster, S. W. At 8 p.m. Lecture on * Colour Vision and Colour 
Blindness," by Dr. E. Green. 
Friday, October 14th, at Caxton Hall, Westminster. At 8 p.m. Paper 
on " Electric Cranes," by Mr. C. H. Woodfield. 
Assosiation of Engineers in Ohargo.—Saturday, October 8th, at the Hol 
born Restaurant. At 6 p.m. Annual dinner. 


Birmingham and District Eleotrio Olub.—Saturday, October 8th. At the 


Grand Hotel, Colmore Row, Birmingham. At 7 p.m. Paper on Com- 
mercial Efficiency of the Telephone,” by Mr. C. G. Findlay. 

Institute of Transport.—Monday, October lOth. At the Hotel Cecil. At 
7.30 p.m. Annual dinner. 


institution of Electrical Engineers.—Easr MipraND Sus-Centre.—Tuesday, 
October llth. At the College, Loughborough. At 6.45 p.m. Address on 
Modern Development in the Electric Supply Industry," by Mr. T. P. 
Wilmshurst, chairman. 


Northampton Engineering College Engineering Sooiety.— Wednesday, 
October 12th. At 5.30 p.m. Paper on the Construction of the Curtis 
Turbo-Alternator," by Mr. A. L. M. Ayres (kinematograph).—At 6.30 p.m., 
Presidential address, by Dr. R. Mullineux Walmsley. 

Commercial Motor Exhibition.—Friday, October láth, to Saturday, October 
2nd. At Olympia, W 

Edinburgh Electrical Soolety.—Friday, October 14th. At the Philosophical 
шше. At 8 p.m. Paper on ''Electro-Chemistry," by Mr. К. W. J. 

rk. 


Electre-Harmonic Society.—Friday, October 14th. At the Grand Hal, 
Cannon Street Hotel, Е.С. At 8 p.m. First smoking concert of the 
1921-1992 season. 


NOTES. 


The Electro-Harmonic Society.—The first smoking con- 
cert of the 1921-99 season will be held in the Great Hall. 
Cannon Street Hotel, E.C., on Friday, October 14th, com- 
mencing at 8 p.m. The following is the list of artistes :— 
Miss Doris Vane, soprano; Mr. Walter Glynne, tenor; Mr. 
Charles Tree, bass; Mr. Middleton Woods, stories; Mr. Her- 

rt Collings, magic; Mr. Norman Long, humour at piano; 

r. Bernard Flanders, A.R.A.M., solo pianist and accompanist. 


ho Ppointments Vacant.—Works superintendent (£390), for 
е Oldham Corporation Tramways; Engineering assistant 
£564), for the Stoke-on-Trent Corporation Electricity Depart- 
mens. See our айу. pages today. 


The Electrical Trades Benevolent Institution.—Sir Tom 
Callender, who is presiding at the annual festival (to be held 
on October 26th) has issued an appeal for support to the In- 
etitution, in which he points out that its primary object is to 
grant pensions to those of its members who may fall on evil 

ays, the funds for this purpose being provided out of income 
from its investments. Ав this is only £650 per annum, it will 
be recognised that the amount available for distribution is 
very limited. | 

In addition to this, the Institution gives help to those in the 
electrical industry coming within the scope of its operations, 
who find themselves in temporary distress. The value of such 
prompt aid in the hour of need is incalculable, and much real 
assistance has been given in this manner. 

here is little doubt," says Sir Tom, that the trying 
times we are likely to experience in all industries (including 
our own) during the next few years will mean more calls 
upon us than in the past, and I therefore make a special appeal 
to you for your support and liberal contributions.” 

We earnestly hope that the response to this request will be 
proportional to the urgency of the need. In such matters as 
this it is essential to take thought for the future, and to be 
prepared in good time for the coming demands upon the re- 
sources of the Institution. How far would £650 go towards 
providing adequate pensions for our casualties? 


The Indnstrial League and Council.—The first of a series 
of lectures and discussions on industrial subjects arranged by 
this organisation was held on M eres evening at Caxton 
Hall. Mr. E. J. P. Benn was the speaker, and his subject 
was '' The Capitalistic System." The meetings will take place 
every Wednesday from now on to December, at 7.30 p.m., 
and the subjects arranged for are as follows :— 

October 12th.—Mr. C. Jesson, M.P., “The Importance to the Worker ef 
Initiative and Enterprise.” | 

October 19th.—Mr. E. W. Petter. Economic Axioms of Industry.” ` 

October 26th.—Mr. Е. W. Mundy, ''Profit Sharing and the Coal Settle- 
ment." | 

November 2nd.—Mr. E. C. de Segundo, ''Ability as a Factor in the Pro- 
duction of Wealth.” 

November 9th.—Mr. E. J. Garmeson, Industry and its Relation to 
Finance.” 

November 16th.—Mr. F. S. Button, The Great Essential to Industry.“ 

November 23rd.—Mr. Н. E. Blain, “ The Industrial Revolution in England.“ 

November 30th.—Mr. Н. H. Elin.“ Some Causes of Industrial Unrest, and 
a Remedy.” 

December 7th.—Mr. John Baker, '' Some Problems of Unemployment.” 

December láth.—Mr. Н. G. Williams, The Cost of Living and its Impli- 
cations." 

December 21st.—Mr. A. Dalgleish, ' Trade Boards." 


А New Electric Rolling Mill.—Messrs. Hadfields, Ltd., of 
Sheffield, are installing a 28-in. electrically driven rolling mill 
of the reversing type, comprising a set of cogging and finishing 
rolls, for rolling tramway rails. The operation of rolling im 
this mill will be continuous, the bloom passing automatically 
from the soaking pit to the rolls through and through until 
it becomes the finished product. The rolling of tramway rails 
is a new departure at Hadfields’ works.—Ironmonger. 


A New Wireless Valve.—From the point of view of operat- 
ing and maintenance expenses it is desirable to reduce the 
number of valves in use to the lowest possible limit, but until 
recently any such reduction involved a disproportionate васг1- 
fice of sensitiveness and receiving efficiency. A new valve with 
four electrodes, which has been brought out by Marconi'a 
Wireless Telegraph Co., Ltd., for use in its marine receiver, 
performs the functions previously carried out by three separate 
valves, and thus provides the required degree of eensitiveness 
with a minimum of expense. In this valve the central straight 
filament is surrounded by three coaxial cylinders; the first, 
which is next to the filament, is an open spiral '' grid. the 
second a close-meshed '' grid," and the third and outer elec- 
trode a thin metal plate.“ The three inner electrodes, the 
filament and the two grids, operate as an ordinary three- 
electrode valve, but by an ingenious arrangement of circuits 
two stages of amplification are provided—one high-frequency 
and one low-frequency stage. Ап intermediate stage, during 
which rectification occurs, is provided by the outer electrode 
or plate acting in conjunction with the filament. The amplify- 
ing detector comprising this valve and its associated circuits 
is installed in conjunction with а compact and simple tuner 
of novel design having & wave-length range of from 300 to 
23,000 metres. A small local oscillator of similar range pro- 
vides for c.w. reception when required. 


Educational.—Universiry ОР Lonpon, KiNaG's CoLLEGE.— 
Special Advanced Engineering Lectures.—The following lec- 
tures (a course of five in each subject) have been arranged 
for post graduate and other advanced students, on Liquid 
Fuel, by Mr. H. Moore, on alternate Mondays, commencing 
October 17th ; on Liquid Fuel Engines, by Mr. W. R. Ormandy, 
on alternate Mondays, commencing October 24th; on Bridge 
Construction, by Mr. Н. W. FitzSimons, on alternate Thurs- 
days, commencing October 18th; and on Cascade Induction 
and Synchronous Motors and Generators, by Mr. L. J. Hunt, 
on October 18th. The lectures commence at 5.30 p.m. Full 
particulars can be obtained from the secretary at the College. 
(See our advertisement pages to-day.) | 

The Board of Education announces the following successes 
in the 1921 competition for Whitworth Scholarships and Ex- 
hibitions :—Scholarship.—W. К. Beach, | electrical fitter 
apprentice, Portsmouth Dockyard. Erhibitions.—8S. Н. Boss, 
S. Andrew, C. T. Redmond, A. E. Creasey, and J. E. Carr, all 
electrical fitter apprentices in Portsmouth Dockyard. 


fies A — же i 
rofa - seer E ы fet P 
4 DIL x: 


З f - m „© | р M . К | | _ КА 


5 


476 


THE ELECTRICAL REVIEW. [Vol 89. No 2,289, Ocróóm rmm, 


., Fatality—A tank, which was suspended above the 
ша at the electric sub-station at Whitley Bay, collapsed 
. during repairing operations, and Arthur Graham, fitter, was 
killed. William Hardy, of Newcastle, who, with Graham, was 
working beneath the tank when it fell, was injured. | 


- "Wages in the Electrical Contracting Industry.— The fol- 
lowing communications have come to hand, at the moment of 
Boing 0 press, from the National Federated Electrical Asso- 
ciation :— 

Communication (1).—Electrical Contracting Industry.— 

Variation of wages in accordance with the National Wages 
Agreements entered into by the National Federated Electrical 
Association and Electrical Trades Union under dates August 
7, 1920. and September 22nd, 1921. 
We, the undersigned, having been duly appointed by our 
respective societies in conformity with the later agreement as 
the sub-committee whose duty it is to give effect to the agree- 
ments by ascertaining and declaring at four-monthly intervals 
the variations due (if any) and the net rates of wages payable 
under the terms of the agreements to each Grade for the en- 
' suing period of four months: 

Herebv declare that under the agreements, the variation in 
cost of living justifies a 10 per cent. variation in wages, and 

that the net hourly rates of pay applicable to the respective 
Grades of the agreements, from the end of the first pay period 
in October, 1921, exclusive, to the end of the first pay period 
in February, 1922, inclusive, are as follows :— 

Grade A, 2s. 3d. (This rate includes a travelling allowance. 
No further allowances to be paid except as provided by Rule 9 
of the London Rules dated February, 1920); Grade B, 28. 044. ; 
Grade C, Is. 104d.; Grade D, Is, 844. 

Signed on behalf of the National ЈОЅЕРН ORRINGE, 
Federated Electrical мы Н. J. CASH. 
Signed on behalf of the Electrical J. Rowan, 
Trades Union, 


. September 22nd, 1921. 

Communication (2).—In accordance with the National 
Wages Agreement between the Electrical Trades Union and 
the National Federated Electrical Association, dated August 
7th, 1920, the respective parties hereby accept the joint recom- 
mendations of their National Executives dated July 20th, 1921, 
and agree as follows :— 

(1) There shall be variations of the April, 1921, rates of all 
grades, which variations shall be ascertained by a small Com- 
inittee of both sides in September, 1921, and afterwards at 
four-monthly intervals, and shall come into operation on the 
second pay day of the month following the meeting or the 
Committee for the period covered by that pay day. 

(2) Such variation to be 1 per cent. (one per cent.) for each 
3 (three) points variation in the Board of Trade cost of living 
figure (“all items) from 150 per cent. above July, 1914 
(taking the average of the figures published on or about the 
18th of the month in which the Committee sits and of the 
three preceding months). 
. (8) The Committee at its four-monthly meetings shall, in 
arriving at the rates payable for the ensuing period of four 
months, calculate the net result of the variation (if any varia- 
tion be called for by the terms of this agreement); and shall 
declare the resultant net hourly rate for each grade ot the 
National Wages Agreement of August, 1920, and in making 
such calculations any final fraction of a penny less than one- 
eighth shall be ignored, and any final fraction of a penny of 
. one-eighth or over shall be counted as a farthing. 

Signed on behalf of the National f JOSEPH ORRINGE, 
Federated Electrical Association, | H. J. Casu. 


Signed on behalf of the Electrical f J. Rowan, 
| Trades Union, J. KINNIBURGH, 
September 22nd, 192]. | 

` Electrical Units in Spain.—Dy a decree of the Ministro de 
Fomento, the international ohm and ampere are made obliga- 
tory in all electric specifications and applications in measuring 
resistance and current strength. 


Elettricity v. Gas.—Interesting references to the competi- 
tion gas has to face were made at the annual conference of 
the British Commercial Gas Association, held in Glasgow 
recently. Mr. D. Milne Watson, M.A., LL.B., president of 
the National Gas Council, and governor of the Gas Light and 
Coke Co., London, in an exhaustive review of the position 
of tbe industry, said that he thought the time might come 
when gas and electricity might work together in this country 
as they did elsewhere, each occupying the field where it was 
most suitable. He said there could be no objection to elec- 
tricity being supplied. cheaply so long as its cheapness was 
not the product of subsidy by public money, direct or in- 
direct; but they as an industry, must be prepared to sell ueat 
light, and power still cheaper, or at least as cheaply. It was 
true that they were able (and in the absence of cheap water 
power would, he believed, continue to be able) to hold thei 
own in heating and cooking without difficulty if they о 
. progressive in their methods and enlightened in their polic Ы 
but in lighting and power they had in many fields а тп at 
powerful rival. It had, indeed, already been recognised E 
many quarters that gas and electricity should work форей 5 
bub until such a time as that came about they would [ue 
to take care that their business was not taken away from them 
through negligence or backwardness. From the point of П 


J. KINNIBURGH, 
Н. P. Вогтом. 


є 


of coal conservation, there was no practical differ 
gas and electricity when used for light or 5 
But when it was heat for heating, cooking, and furnace pur. 
poses that the consumer needed, the case with regard to coal 
conservation as between the two sources of heat supply. was 
very different, and was all in favour of gas. He emphatised 
the fact that if coal was burned at an electric generating 
station all the valuable chemical by-products of: carbonisation 
were lost to the community just as.much as if the coal were 
burned in household grates or furnaces. - -~ > oeo 
In a paper, Mr. Е. W. L. Nicol described the Sandwich" 
system of boiler firing, in which alternate layers of coal and 
coke were used. From figures supplied by the London County 
Council power station at Greenwich, it was stated: that in 
addition to a great saving in fuel transport anu storage, there 
was a net saving in fuel costs of about. 16 per. cent. on all 
steam generated with the Sandwich! system of firing. 
This represented an annual saving at the power station of 
£8,000. The ultimate and only practical solution of the smoke 
problem would, in his opinion, prove not to be, as many 
thought, the universal use of electrical energy, but the pro- 
vision in adequate quantities of a smokeless combustible. The 
gas industry held the key to the provision of, such fuel, and 
as its advantages became better known coke as a fuel would 
have a future which should be limited only by the output and 
consumption of gas. In the discussion which followed, Mr. 
Alfred J. Phillips, gas engineer, of the American Gas Associa- 
tion, New York, said competition from electricity was even 
greater in America than on this side, but in heat treatment 
and other industrial work, gas had held its Win 


The Electric Vehicle Committee.—A meeting Of the Elec. 
tric Vehicle Committee of Great Britain was held at the In- 
stitution of Electrical Engineers on September ist, with Mr. 
Shrapnell-Smith (senior vice-chairman of the committee) in 
the chair. The committee considered Mr. Ayton's resignation 
of his positions as chairman and honorary secretary on account 
of his appointment as joint managing director of Messrs. Ban- 
somes, Sims & Jefferies, Ltd. Мг. Obattock moved a formal 
acceptance of Mr. Ayton’s resignation, and proposed e vote of 
thanks to him for bis services, saying that he bad handled 
quite 75 per cent. of the work of the committee. After die 
cussion, Mr. Ayton was persuaded to rétain the position of 
chairman until at least March 81st, and Mr. E. E. Hoadley 
(consulting and resident electrical engineer fo the Maidstone 
Corporation) was elected honorary secretar ). 

The position created by the refusal of the Electricity Com 
missioners to authorise municipal electricity supply under- 
takings to subscribe to the funds of the committee, was then 
considered. The Commissioners’ refusal is based on the со. 
tention that the committee, in not possessing a constitution or 
articles of association, is not an association within the meaning 
of Section 30 of the Electricity (Supply) Act, 1919. The com- 
mittee re-appointed the special sub-committee which had con- 
sidered the question of incorporation and the drawing up of 8 
memorandum of association, and instructed it to make a fur 
ther report on the subject. — The question of the price of 
energy for charging electric vehicles ` enforced by cr 
tain supply undertakings was considered. An effort will be 
made by the committee to deal with specific instances, and to 
encourage the general adoption of a reasonable and attractive 
system of charging for electricity.—Electric Vehicle. 


The s.s. ** Sophocles."—The new Aberdeen liner, which 


Was launched at the Abercorn Basin, Belfast, on the Zin 


inst., has been built by Messrs. Harland & Wolff, Ltd., € 
the order of Messrs. George Ihompson & Co., for the Aust 
lian passenger and freight trade. She has а large elec 

equipment. ‘he winches for the four .derrick рові ш 
eighteen derricks—dealing with weights up to 40 tons 
electrically driven; no fewer than 1,200 lamps are installed, in 
addition to а number of large cluster fittings and 2,000). 
lights for cargo handling. The electric steering gearing и d 
the Wilson-Pirrie " pattern, and amongst other аррагайй 
and machinery electrically propelled are the bilge pumps, . 
bine turning motors, dough mixer, potato peeler, 15 fan 
varying from 15 to 35 ft. in diameter and having motors from 


94 to 15 h.p. The ash hoists are electrically driven. Tbe plant 


consists of two turbo-generators, each of 150 kW, and 0и 
Diesel emergency set of 75 kW above the water line. The 
Sophocles measures 500 ft. in length, has a beam of 63 ft., suds 
gross tonnage of 19,300. A sister ship, the Diogenes, 18 

гиа. and will be ready for launching early in the Ner 


Optical Signalling.—Prior to the closing of the 192071 
d of the Glasgow and District Radio Chub, Dr. Houston 
ectured to its members on the above subject at the Univer 
E E Houston reviewed the various methods of signalling, 

n Is remarks had reference chiefly to the numero 
o Do secret signalling by visual means, which had 
E tried during the war, including ultra-violet and infra-red 
4 5 реа light, colour filters, &c. A system штеп 
sot B on which used an ordinary telescope and 3 

ulb. was clearly explained and demonstrated. an 


aroused great i THES 
trate each 5 Suitable apparatus was used to Wut 


Bombay Engineering Congre. : 

ing Congress will meet wis ongress.— The Bombay Enginee: 
l ear i" 

following daya.—Reuters’ jode ы (Bom 501 i 


Pr 


— b o 
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Electricity Charges: The Operation of the Coal Clause in 
Contracts.—It may be regarded as an established. practice 
that where separate contracte for electricity supply are arranged 
with power consumers, the Coal Clause forms part of the 
terms of euch contfacts. The clause is framed for the sole 
purpose of ensuring that producers do not take advantage of 
the price variations of the raw material nor suffer losses from 
the same cause. | 

A member firm of the Federation of British Industries has 
recently forwarded its electricity accounts especially in order to 
draw attention to the fact that the Coal Clause has not, in 
its opinion, operated correctly during the violent fluctuations 
in the price of coal which have taken place during the space 
of the last two years. | 

By calculation this firm shows that the bill could only 1 
justified on a consumption of 6.7 lb. of coal per unit, which, 
it is suggested, is а ridiculously high figure for a modern 
wer plant consumption. The effect of the Coal Clause has 
to increase the price of each unit by almost 300 per 
cent. Ё@ 

It may be that the clause was framed to meet small varia- 
tions in the price of fuel, and that the large increases over 
the basic coal price nullify the value of the clause in pre- 
serving fairness in the contract terms. In the case under 
review the increase above basic price is practically 400 per 
cent. | | 

Another contributory cause, no doubt, is the fact that the 
other costs of electricity production, according to the returns 
made by numerous power companies, bave not increased in 
the same proportion as coal. | 

In conclusion, the F.B.I. Fuel Economy Department would 
welcome the opinions of other consumers of power so that 
the question may be taken up with the supply authorities.— 
F.B.I. Bulletin. 


Electric Vehicles. —Mr. d A. Priestley, cleansing super- 
intendent to the Sheffield Corporation, has since ырш. 
1915, installed a fleet of electric vehicles that now numbers 
45. Of these, 24 are fitted with Edison batteries, 11 are Gar- 
rett, two Orwell, and eight were supplied by the General 
Vehicle Co., Ltd.; the Garrett and four others are fitted with 
Ironclad Exide batteries, while four have flat plate accumula- 
tors which are now on trial. The following views of Mr. 
Priestley, which we abstract from the Contract Journal, are of 
interest.. He hesitates to declare a preference for a particular 
type of battery, but his opinion is that the Edison iron-nickel 
cell, although 1t is given a longer guarantee period, has a 
lower e.m.f., its first cost is higher, and it is more fool-proof 
than the Ironclad Exide pattern. The latter, besides being 
cheaper, is better for uphill work, probably on account of ita 
low internal resistance. The advocates of two motors claimed 
the advantage of dispensing with differential gear, but the 
single motor gave less trouble. When two were installed it 
was nearly always the near side motor that got into difficulties. 
It was urged that with two motors if one gave out it was 
possible to get home on the other; but, thinks Mr. Priestley, 
that usually means the ruin of both. The adoption of two 
motors was probably the result of too slavish & following of 
tramway practice, for which they were all right, but the 
conditions were quite different. In the matter of electric 
vehicles it seemed that everyone began where those before him 
had begun, not where they left off. The charging current 
is at present mainly taken from the Corporation supply 
station, though part is derived from plant driven by steam 
from the destructor, but the new works to be built will pro- 
vide all the current required. The lorries run 38 miles daily 
and with a recharge at noon would do nnother 30 miles at 
night. At distances under three miles horse traction is 
cheaper than electric, while for very long-distance running 
petrol and steam cars can compete with it successfully. 

One of the most interesting vehicles that participated in 
the Liverpool parade of commercial motor vehicles on Septem- 
ber 24th was a 6-ton electromobile lorry employed by Messrs. 
Tate & Lyle, Ltd., of Liverpool and London, for transporting 
sugar from the Liverpool docks to the refineries. It has given 
excellent service during the two vears it has been in opera- 
tion, and is sometimes employed with a trailer. It has the 
M.V.7 Ironclad Exide batteries, and is recharged at Messrs. 
Tate & Lyle's Liverpool works. This machine won first prize 
in the electric class. 

ts only competitors were two Ward 1-ton lorries, which 
are engaged on postal services, the owners being Messrs. J. 
Blake & Co., Ltd., motor haulage contractors, of Liverpool. 


Domestic Electricity Supply in Norway.—A leaflet recently 
published by the E.D.A. (No. 203), gives some figures relating 
to the cost of electricity in a typical Norwegian “ all-electric "' 
house supplied by a hydro-electric works. There is 14 kW of 
apparatus installed, including a "-kW cooking range. fires, 
washing ‘machine, vacuum cleaner. fan, iron, water heater, 
and lighting. Electricity is supplied through a current limiter 
at the price of 18 kr. per 100 volt-amperes per annum plus 
à war advance of 16.66 per cent. With unrestricted use within 
the limit, this works out at 210 kr. (at the Angust 1st rate of 
exchange, £8 158.) per kW-year (100 per cent. power factor). 

е Installation dealt with is set at, and pays for. 1.3 kVA, an 
шош! of £11 78. per annum. In winter coke breeze is used 
or additions! heating, but extra heating energy can be sup- 
plied at about .Od. per kWh. 


Electricity in the Home.—In a housing scheme which in- 
cludes the building of э number of five-roomed houses to be let 
at 25s. a week each, in one of the northern towns, i$ is pro- 
posed entirely to eliminate chimneys. The money saved will 

e spent in installing electrical equipment, consisting of fires, 
kitchen range, and the like. The kitchen range will be of a 
type possessing an elevated oven. so that no stooping 1s neces- 
вагу. an innovation which every housewife will appreciate. 
There is already a '' chimneyless ” colony on the outskirts of 
Glasgow.—Daily Mail. 


INSTITUTION NOTES. 


Association of Mining Electrical Engineers.— The annual 
meeting of the Association was held at Newcastle on Sep- 
tember 30th, and October Ist. On the first day the оћсега 
were formally elected as follows :—President, Mr. А. B. Muir- 
head (Glasgow); Vice-presidents, Messrs. G. Raw (Usworth, 
Co. Durham), and W. Т. Anderson (Old ‘Trafford, Man- 
chester); Treasurer, Mr. Alexander Anderson (Wishaw, N.B.). 
Dr. Thornton, the retiring president, announced the award 


. of the first prize for technical papers to Mr. Sidney Burns, 


of Newcastle, and the second prize to Mr. G. McLellan, a 
Scottish member. Mr. А. B. Muirhead, the new president, 
in his address sald the Association had made great strides 
in the twelve years of its existence, and its early work was 
now bearing good fruit which was seen in the fact that as 
an association if occupied a position of first Importance in 
the country's basic industry of coal mining. Speaking of the 
criticism of the mining industry, he said the Miners’ Federa- 
tion during the recent strikes suggested that the reduction 
of wages was rendered inevitable not because of economic laws, 
but by inefficient management and failure to make use of 
plant and machinery for development, but there was nothing 
at all advanced to justify this view. The Association had 
no fault to find with legislation for the regulation of electrical 
matters in the industry of mining, and it was at all times 
anxious to offer its experience to the industry. | 

On the evening of September 30th, the annual dinner 
was held, when Mr. Muirhead presided. 


Association of Engineers-in-Charge.—The 1921-22 session 
opens on October 12th, with an inaugural address by the 
president, Capt. Н. Riall Sankey, C.B., on '' Some Recent 
Advances in Wireless Telegraphy.”’ 


Glasgow Corporation Electricity Department Engineering 
Society.—The Society held its opening meeting of the session 
in the head office of the Department on October 8rd, when 
Mr. R. B. Mitchell, engineer and manager of the Department 
and president of the Society, delivered his presidential address, 
Mr. G. Morgan, deputy engineer of the Department and chair- 
man of the Society, presiding. Mr. Mitchell dealt with the 
progress of the Department during the past year and with 
its future prospects, and reviewed the effect of certain measures 
on the development of the electricity supply industry. Mr. 
R. B. MacCall, secretary and treasurer of the Department, and 
hon. vice-president of the Society, was also present and 


-addressed the meeting. 


Edinburgh Electrical Society.—The first meeting of the 
new session was held on September 30th, Mr. D. S. Munro 
presiding, and many new members joined. А lecture on 
Magnetic Clutches " was given by Mr. W. E. Townsend. 
The lecturer referred to the small power required to operate 
such clutches. and gave an account of the difficulties which 
had to be overcome in perfecting the design. Methods of 
overcoming the residual magnetism and so quickening the 
break on clutches were described. Examples of use of the 
clutches in Admiraltv work, for paper mills, cranes, motor 
cars, &c., were illustrated. 

The next paper, on Electrochemistry." by Mr. R. W. J. 
ies will be read at the Philosophical Institute on October 
14th. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the comercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Personal.—Mr. D. Н. Davirs, electrical engineer to the 
Heywood Corporation, and Mr. Thomas Hadfield, an assistant. 
were severely burned last week while testing a meter at the 
Heywood electricity works. A short circuit occurred, and 
the flame caught the two men about the face and neck. 
Hadfield being also burnt rather badly on the hands. After 
first aid had been given, the injured men were removed to 
the Bury Infirmary for treatment. They are progressing 
satisfactorily. 
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Mr. Ggonag WILLIAM HOLFORD, whose portrait is reproduced 
hera witi, тез born at Manchester in 1871 and educated at 
Manchester Grammar School. He entered the service of the 
Salford Corporation 35 years ago. and became general manager 
of the Corporation Tramways 10 1905. He is hon. secretary 
of the Lancashire and Cheshire Tramway Managers’ Associa- 
tion, and has read several papers on electric tramway matters. 
During part of the war period his services were requisitioned 
for organisation work at the Ministry of Food. The tramways 


Mn. С. W. HoLFORD, 
-Past President, Municipal Tramways А 
of track; the gross capital 
exceeds £750,000, of which £450,000 has been re- 
e £300,000 has been contributed to the relief of 
the rates and £160,000 set aside for depreciation and 0 


ssociation (Inc.). 


under his charge comprise 75 miles 
expenditure . 
deemed, whil 


'l'he annual revenue exceeds half a million sterling, an 
million passengers have been carried in à twelvemonth. The 
staff numbers about 1,200 persons. At the annual Conference 
of the Municipal Tramways Association last year he was 
elected President of the Association for the period 1920-21. 
The marriage took place at Chesterfield on September 24th 
of Lieut.-Col. J. H. ALEXANDER, M.C., D.S.O., resident en- 
gineer at Chesterfield, for the British Thomson-Houston Co., 


Ltd., and Miss Doris Harrison, of Chester eld. 
Three candidates have been chosen for final consideration 
for the position of borough electrical engineer of Southport. 


It is unders that before the appointment 1s definitely 
made, э deputation of the Southport Electricity Committee 
will visit the respective towns of these three gentlemen. 

Mr. J. S. Оншр has resigned his position a8 joint sales 


manager to the Edison Swan Electric Co., Ltd., after 30 
At present communications should be sent to 
address, Wormley House, Wormley, Herts. 

Mr. T. P. STRICKLAND, assistant chief electrical engineer to 
the New South Wales Government Tramways, has been ap- 
pointed chief electrical engineer to the Melbourne Tramway 
Board.— Tenders. | 

The Australian Commonwealth Engineer states that Mr. 
p. B. SHENSTONE Was entertained at dinner recently by the 
officers of tbe chief electrical engineer for railways and tram- 


ways, N.S.W.. on the occasion of his retirement from the 


position of works manager, Randwick workshops, to take up 
t of Parkinson (Aust.), Ltd., who are 


the general managemen | 
dney for the manufacture of electric 


erecting works near Sy 
motors. Our contemporary also states that Mr. G. Н. HARLOW, 
he past four years has been managing the Syaney 


who for t 
he Metropolitan-Vickers Electrical Co., Ltd., left 


office for t 
Melbourne on July 27th by the R.M.S. Osterley for England. 
Mr. Harlow intends spending a few months in Englana, and 
will then go to Buenos Aires to open new offices for the above 
firm, from which all business for the West Coast of South 
America will be transacted. 

We read in the same Australian exchange that Mr. REG. 


GLADWELL, of Bundaberg, Queensland. who left the Brisbane 
City Electric Light Co., Ltd.. nearly three years ago to join 
the service of the General Electric Co., Schenectady, on a 
three years’ test course, has passed with distinction, and has 
been appointed by that company чз turbine engineer with the 
British Thomson-Houston Co., Rugby. where he will study 
the efficiency of the present methods of ship propulsion, and 
run tests on turbines installed in some of the modern ships 
Barnstaple Town Council has decided to reduce the ia 
of the electrical engineer from £495 to £382 per annum, and 
that of the assistant engineer from £250 to £225, as т 
Берое Wimax, la wd 
‚ 7. О. Манам, late general manager , 
Blectricity Corporation, has left for "Russin de коре 
organisation of. famine relief. He expects to то: ; e 
about six months. y for 


his private 


NEW COMPANIES REGISTERED. 


Select-o-Phone, Ltd (176 994 Ргі 
) . 7 go ~ riy 
Registered September 27th. Capital, £100 PT shares. 5 
tain and deal in telephones and other electrical devices, &c. The subscribers 
(each with one share) are: G. Briggs, 122, Tooley Street, London ste 
S.E.1, engineer ; T. Pettigrew, 122, Tooley Street, London Bridge 890 
5. Н. Goodyer, 122, Tooley Street. London Bridge, S. E.. N “The 
first directors are not named. Registered office : 152, Tooley Street, E. 


Shoreham and District Electric Lighting and Po 
Ltd. (176,995).—Private company. N Чы, 


27th. £18,000 in £1 shares. To enter into an agreement betw 

Mehr and to carry on the business indicated by the title. The PE абы 
are: John ver Mehr, 27, St. James's Square, S.W.1, engineer ; Stephen Easter, 
40, Bankside, S.E.1, gum merchant, each of whom may retain office for three 
years subject to holding 50 shares. Solicitors : Lawrence, Webster, Messer and 


Nicholls, 14, Old Jewry Chambers, E.C. 


Bordesley Electrical Accessories Co., Ltd. (176,962).—Pri- 
vate company. Registered September 26th. Capitai, 25,000 in £1 shares. To 
acquire the business of an electrical accessories manufacturer, factor and mer. 

F. H. Pountney, at 162, High Street, Bordesley, Bir. 


chant carried on by Ё. 
ings as the *' Bordesley Electrical Accessories Co.” The subscribers 


(eac with one share) are: Ё. Н. Pountney, 21, Ivor Road, Sparkhill, Вк. 
mingham, electrician; W. J. Rigbey, 3, Ampton Road, Edgbaston, Birming- 
ham, solicitor. The first directors are: 7. . Pountney (chairman). W. f 
Rigbey (life governing directors subject to holding £1,000 ordinary shares 
cach) and W. Pountney. valification of ordinary directors, 100 ordinary 
shares. Solicitors: James, Rigbey, Son and Brown, 18, Waterloo Street, Bir. 
mingham. Registered office : 162, High Street, Bordesley, Birmingham. 


L. T. Allen (Ormskirk and Penrith) Co., Ltd. (177,016). 
private company. Registered September 28th. capital, £1,000 in 21 shares 
To take over the business of ап electrical and mechanical engineer and 
genera contractor carried on by L. T. Allen at 15, Moor Street, Ormskirk, 

ancs., and at Burrowgate, Pénrith, Cumberland. The permanent directors 
H. Salisbury, Rose Hil 


are: L. T. Allen, Southport Road, Ormskirk, Larcs.; 
Rider, Mill Brow, Scarisbrick, - 


escot Road, Aughton, Lancs; C. 
£50 per annum divided between 


Cottages, Pr 
Moor Street, Ormskirk, 


Lancs. Qualification, 
them. Secretary: C. 
Lancs. 


Remuneration, 
Rider. Registered office : 15, 


vate company. Registere 


d Septen:ber 28th. Сар 
cent. preference shares А ordinary shares of Is. each. 


To acquire the rights a d i . E. Knowles in certain patents for 
inventions felating to € s for production of oxygen and 
hydrogen and the production, treatment, storage, application, distribution and 


use of gases, electricity and other agents. The subscri 
ference share) are: A. E. Knowles, Denecourt, 
A. E. Knowles is the first director 


Mrs. №. J. Knowles, Denecourt, Heswall. 
ualification, £10. Solicitors : Rowlands and Co. 0, 


and Covering Co., Ltd. (176,851).—Pri- 
vate company. Register h. Capital, £1,000 in £1 shares. To 
i i Baltic Yard, Hoe Street, Walthamstow, occupied by 


usiness carried on by him there, and to carry 
ol, and dealers in, various 


on the business of proprietors an 
s used as а basis, manufacturers of asbestos 


pad page where asbestos i 
s, contractors for boiler and steam pipe coverings and other installations 
е 47, Castleton Road, Walthamstow ; 


&c. The first directors are: Smith, 
C. A. Cronin, 14, Keogh Road, Stratford, E. 15; 5. J. Smith, 85, Albert Кок, 
Walthamstow ; Н. J. Cole, 180, High Street, Walthamstow. Registered. ofice : 
Baltic Yard, 213a, Hoe Street, Walthamstow. 


Baynes Electrical Co., Ltd. (176,835). Private company. 
Registered September 17. Capital, £2,000 in 21 shares. To оа 
business of electricians, mechanical and electrical engineers, de. Геб 
directors are: J. Kearton, 2a Hermitage Road, Crumpsall, Manchester; E. С. 
Thurley, 202, Horton Road, Rusholme, Manchester; R. Moore, 87, Moss Lane, 
Swinton. Registered office: 29, York Street, Manchester. 


— pap pr 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Crompton & Co., Ltd.—Capital, £500,000 in 
nary and 160,000 preference sha: es of #1 each. Return dated July Bth, 141 
426769 ordinary and 139,770 preference 5 . share 
called upon 250, i 
133.760 preference. £306,730 ls. 8d. paid in cash, including 1s. 60. o 
2,240 forfeited shares, leaving 268 1s. calls unpaid. £160,962 considered н 
paid, bein 1 per share on 76,762 ordinary and 12s. vM эш share 0 
133,760 preference. Mortgages and charges outstanding, £137 ,000. 

e extent 


Cowey Engineering Co., Ltd.—Satisfaction to th 
of £500 on September 12th, 1921, of debentures dated January 8th, 10s. 
securing £3,000. 

Electric Motors (Sonth Wales), Ltd.—Morte28" dated 
September 1st, 1921, to secure £13,000, charged on certain freehold and least 
hold property in Cardiff. Holders: Branksome Chine Steamship Co., Lid. 
Imperial Buildings, and C. W. Jones, Boston Buildings, Cardiff. 


Simoon Engineering Co., Ltd.—Second debenture dated 
September 14th, 1, to secure £5,000, char ed on the company's under: 
taking and ОРА resent and future, including uncalled capital. Holder : 


E. Dubois, Riverside House, Twickenham. 
Aladdin Lamps (Midlands), Ltd.—D ted бер 
.—Debenture dated = 
к Bei 1921. ‘to ue £10,000, charged on the сошрая ӊ e. f. 
rty, present t i n 
Cochrane, Ech wood Hall, F . T 


Veritys, Ltd.—Satisfaction i | sist 

х jon in full (a) on August 2n 
о, 1 age dated September 2nd, 1918, п) £400, ап (b) on 5 
ember Ist, 1991, of mortgage dated April 28th, 1913, securing £600 


General Electric Co., ed 

0. Ltd. 7 се, turn dat 
5 on 1921. Capital, 26,000,000 in ово а “А” prele 
беу Жы, 000 "B^ 5 and 2,400,000 reference). 1,705,790 "A 
t рекоа аа ordinary shares taken d 
3.500.000. ps 021, considered as paid. 

n instrument of charge оп Magnet Hous Ki УС under 
о care пои Тоза tet a under Land Transker 4 fe 
о trust deed d September 9th, 1981, has been filed. The charge 
to trust deed dated July 22nd, 1981. securing £3,500,000 7 per cent. 
City & Midland Exect trustees for the debenture stock holders are the Londo 

xecutor & Trustee Co., Ltd., 5, Threadneedle Stret, EC. 


International Electrolytic Plant Co., Ltd. (177,014) — Pre 
ital, £11, in 10,000 10 per 
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Birkdale District Electric Supply Co., Ltd.—Capital, 
£50,000 in 85 shares. Return dated June Zlst, 1991. 9,900 shares taken up. 
£46,000 paid. Mortgages and charges. £6,000. 


Liverpool Electric Cable Co., Ltd.—Capital, £30,000 in 
61 shares. Return dated July 12th, 1921. All shares taken up. £7,833 paid. 
£22,167 considered as paid. Mortgages and charges, nil. 

Electrical Finance & Securities Co., Ltd.—Issue on 
August llth of £1,300, and on September 22nd, 1921, of £1,000 debentures, 
parts of a series already registered. 

Fredk. R. Butt & Co., Ltd.—Particulars of £5,000 second 
debentures, authorised June 15th, 1921. Present issue £4,000, charged on the 
company's undertaking and property, present and future, including uncalled 
capital. | 

Northampton Electric Light & Power Со., Ltd.—Issue on 
September 23rd, 1921, of £6,181 7 per cent. second debenture stock, part of a 
series already registered. 


CITY NOTES. 


Stock Exchange Notices.—Dealings in the following secu- 
rities have been specially allowed by the Committee under 
rule 143a :— 

Monterey Railway, Light & Power Co.—$2,996,562 5 per 
cent. 4 first mortgage debenture stock; $2,990,562 ә per 
cent. "B" cumulative income charge debenture stock; and 
52.675.092 C" sinking fund debenture stock. 

County of London Electric Supply Co.—£500,000 7 per cent. 
redeemable debenture stock, issued at 94 per cent., 40 per cent. 
paid and fully paid, after issue of allotment letters. 

ma undermentioned have been ordered to be officially 
quoted :— : 

City of London Electric Lighting Co.—94,050 ordinary shares 
of $1 each, fully paid (Nos. 1,105,951 to 1,200,000), and 300,000 
8 per cent. second cumulative preference shares of £l each, 
fully paid (Nos. 1,200,001 to 1,500,000). 

Marconi's Wireless Telegraph Co.— 27,532 ordinary shares 
of £1 each, fully paid (Nos. 2,885,727 to 2,913,255). 


Newcastle-upon-lyne Electric Supply Co.—£633,109 44 per 


cent. consolidated first mortgage debenture stock, and £100,000 
5 per cent. second mortgage debenture stock. 

Siemens Bros. & Co.—300,000 10 per cent. cumulative pre- 
ference shares of £l each, fully paid (Nos. 1 to 300,000). - 


Belgium.—The demand for energy from the generating 
stations of the Compagnie Electrique Anversoise, of Antwerp, 
increased from 12, 180.509 kWh in the financial year 1919-20 
to 14,225,231 kWh in 1920-21, an advance of over 17 per cent. 
During the same periods the number of clients advanced from 
15,872 and 18,073, and the directors in their report express the 
hope that with a continued increase in the demand, which 
they fully anticipate, the concern will soon be again on a 
dividend paying basis. The balance sheet for the year shows 
a profit of 2,021,692 fr., 639,933 fr. of which are being devoted 
to depreciation, 2,250,456 fr. to wiping off the loss recorded in 
the previous four years, as a result of the war, leaving а sum 
of 32,199 fr. to be carried forward to the current year. Work 
Is at present in hand on the establishment of à new trans- 
former station near the Gare Centrale, Antwerp, capable of 
accommodating five 1,000-kW transformers, two of which 
are nearly ready for operation. 


Prospectuses.— Clyde Valley Electrical Power Co.—An issue 
of 50,000 8 per cent. cumulative second preference shares of 
£10 each (of which 18,700 shares have been applied for firm 
and will be allotted in full) has been offered this week. The 
list was to close on or before October 5th. The proceeds will 
be applied to repay money advanced by the bankers and to- 
wards meeting the cost of additional machinery, plant, and 
buildings, required to meet further large and urgent demands 
for electricity. 

Cuban Telephone Co.—According to the Financial Times, 
this company has been offering in New York $4,000,000 first 
lien refunding mortgage 71 per cent. bonds, due 1941, at the 
price of 95 and interest. 

The daily Press understands that the Adelaide Electric 
10 95 Co. is shortly to raise fresh capital in the London 
market. 


Aluminium Corporation, Ltd.— The directors state that 
the accounts for the year 1990 have not been completed in 
time for submission to the annual meeting, which is called 
for Monday next. It is proposed that the meeting be ad- 
journed until the accounts have been completed. The direc- 
tors are satisfied that the result of the year's trading justifies 
them in recommending the payment of the preference dividend 
(7 per cent.) for 1990. | 


Parsons Marine Steam Turbine Co., Ltd.—The directors 
recommend a dividend at the rate of 20 per cent. per annum, 
free of tax, of which an interim dividend of 74 per cent. for 
віх months to December 3156 was paid, leaving to be carried 
forward £91,429. 


Cuba Submarine Telegraph Co., Ltd.—The directors an- 
hounce an interim dividend for the six months ended June 
d0th at the rate of 5 per cent. per annum, free of tax, on the 
ordinary shares. 


deg Railway Light & Power Co.—According to the 
by the debenture 


e88, the plan of reorganisation has been sanctioned 
stockh | 


olders. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


NEw issues attract more attention than anything else at the 
present time in the Stock Exchange markets. Notwithstand- 
ing the dearth of money caused by depression in trade and the 
over-weight of taxation, there still seems to be a good deal of 
capital available for such new stocks as offer well- covered 
security with a fair rate of interest. People nowadays think, 
and not unreasonably, that they ought to be able to get 71 per 
cent. on sound stock, and when an opportunity for obtaining 
this presents itself, there is a rush to take advantage of it. 

The County of London Electric Co.'s issue of half-a-million 
pounds’ 7 per cent. debenture stock at 94 affords an illustration 
of the avidity with which good stocks are snapped up. The 
subscription-list was open less than three hours, but the stock 
was covered many times over, and, had the lists remained 
open for a day, the over-subscription would have been very 
considerably more. This week, the issue of the prospectus of 
the Clyde Valley Electric Power Co.’s 8 per cent. cumulative 
second preference shares of £10 each at par has been available. 
The underwriting was eagerly sought, and in spite of the com- 
pany being largely a Glasgow undertaking, there was active 
demand in the South. Fired by the success of the new issue 
boomlet, it is not dificult to understand that other companies 
are looking round to see whether they cannot accommodate 
the public’s willingness to lend money at a time when in- 
dustry 18 mostly hard-up for cash. | 

In tbe list of Home electricity shares, County of London are 
à lower at 9, owing to a few shares coming to market on behalf 
of those who wished to take up the new debenture stock. 
South Londons at 2$ have regained the 2s. dividend deducted 
last week. Otherwise the list is steady, holding its recent im- 
provements. Some of the manufacturing sbares are a líttle 
better. Edisons hardened to 8s. 9d., and English Electrics to 
10s. 6d. On the other hand, Siemens are easier at 1 1/16 and 
General Electrics at 18s. 9d. Judged by the way in which in- 
dustrial companies are showing, in their reports, how greatly 
they are feeling the effects of trade depression, 16 can hardly 
be expected that the electricity manufacturing industry will 
fare better than the rest, so far as the present period of. slack- 
ness 18 concerned. 

The cable group is unusually quiet. For choice, as the Stock 
Exchange says, the tendency is dull, and the market is inclined 
to lay the blame upon the multitude of fresh comers for 
popular favour at the present time. It is now easier to buy 
the stocks and shares of the Eastern group, for instance, at the 
middle prices than it is to:sell them at such figures. Small 
parcels of shares dribble in, and the demand has become 
languid. Eastern ordinary is an exception, gaining 2 points 
at 1654. Marconis revolve around 1 11/16, but there has been 
a spurt in Radio Corporation, the ordinary rising to lls. 6d., 
the preference to 10з. 3d. It is still said that the buying pres- 
sure comes from the United States. 

Interest is stirring in Mexican matters again. A good many 
bonds are changing hands, though so quietly as to excite little 
attention. Mexican Light & Power preferred have been 
steadily rising, and are 6 points better at 25. Mexico Tram- 
ways second mortguge bonds at 27 have risen 2 during the past 
few days. The latter carry arrears of interest at 6 per cent. 
from July, 1914, arrears which come to over £36 per cent., . 
and are cumulative. It might be very optimistic to look for 
these to be cleared off in cash, but some day the company will 
have to promulgate a scheme whereby these back dividends 
can be dealt with, and a purchase at the present time may be 
reasonably indicated as a good gamble. The cynic will prob- 
ably say that the holder is not likely to be worried with 
income-tax forms in respect of the coupons for some time to 
come, but even this is an advantage to people who are on the 
look-out for non-interest bearing stock that has a chance of 
improvement. / 

Anglo-Argentine Tramways preference shares are marked 
down to 28, but actually a line of the company's first 54 per 
cent. preference shares has come to market from the Con- 
tinent, and at a lower price. Those who remember the 
interest which Belgium took in the flotation of this company 
may shrewdly guess the place of origin of the present shares 
now on offer at £2 10в. 9d. per share. These shares carry 
a 54 per cent. cumulative dividend, and are in receipt of their 
full rates, the 2nd preference having received, just lately, 
part of their back dividends. The interest falla due on the 
lst July and the ist January, eo that there is about three 
months’ accrued dividend in the present price. The return 
on the money comes to practically 11 per cent. allowing for 
this. The shares are to be recommended only, of course, to 
speculative investors prepared to take a risk in order to obtain 
& high rate of dividend on their money. | 
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Lencashire Electric new debenture stock after touching 
9 premium, went back to 2 premium. The Shropshire, Wor- 
cestershire, and Staffordshire Electric Power 74 per cent. de- 
benture stock has gone back to its par price of 97, a decline 
which, in the market, is deemed partially due to the clumsy 


title of the company. 


It may be шоге correct to assume that 


gO many new issues are being made at the present moment 
that people who have a profit on scrip, are ready enough to 
take it if they see an opportunity for getting into something 
fresh that also offers a prospect of a premium. The stag is very 


busy in these latter times. 


In the case of one issue which 


came out within the past ten days, and which was very 
largely stagged, the company received more than 120 applica- 


tions from one single individual. 


It would be interesting to 


know the result of his energy, but the sequel did not reach 


as 


increase in the company’s carrying capacity. 


new issue. 


Metropolitan ordinary stock is 4 higher, on this week's 


. Underground 
Incomes are 2 lower at 73}, with revived gossip of a possible 


East London ordinary touched 4, to revert to 33, 
and the third debenture is easier at 13. 


Last Monday witnessed the publie launching of the new 
Rubber Shareholders’ Association, and its inception was suffici- 
ently enthusiastic to arouse logical hopes that it may be able 
to do serviceable work in the way of extending the uses of 
rubber, and for assisting the distribution of the enormous 


stocks of raw material piled up in British warehouses. 


The 


iron, coal and steel sections, together with the market for 
armament shares, remain under a cloud by reason of the 
difficulties with which the trade struggles, and which are 
reflected in dividend announcements that compare unfavourably 


with those of а year ago. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Номе ELECTRICITY COMPANIES. 


Dividend 

' 1919. 

Brompton [EJ ee ee 12 12 
Oharing Cross Ordinary - e 7 8 

do. do, do. I Pref. 44 43 


Chelsea... cs "m ss sd 4 6 
City of London x e» „ 13 14 
do. do. 6 per cent, Pret... 6 6 
County of London .. T ө 8 8 
до. do. 6 per cent. Pref... 6 6 
Kensington Ordinary е oe 1 9 
London Eleotrioͤů n oo 23 9 
do. do. 6 per cent. Pref... 6 6 
Metropolitan .. as vs T 6 7 
do. 44 per oent, Pref, .. 44 44 


Bt. James’ and Pall Mall .. »» 12 12 
South London - vu 
South Metropolitan Pref... oe 1 1 
Westminster Ordinary .. ee 10 10 


1920. 


Price 


Oct. 4, 
1921, Riseor fall. 
6 


TELEGRAPHS AND TELEPHONES, 


Anglo-Am. Tel, Pref, T oe 6 6 
do. Det... ee ee 1$ 14 
Ohile Telephone „ б 6 
Cuba Bub. Ord. ee ee ee 7 7 
Eastern Extension oo ee eo 10 10 
Eastern Tel. Ord. .. ee ee 10 10° 
Globe Tel. and T, Ord. .. „„ 10 10 
до. до. Pref, .. ze 6 6 
Great Northern Tel, ee oe 23 21 
Indo-European ee oe oo 10 10 
Магооп! E yd ee ee 25 15 
Oriental Telephone Ord, .. * 12 12 
United R. Plate Tel. s A 8 8 
West India and Panama ee Nil Nil 
Western Telegraph. °. ee өө 10 10 


Home Rais. 


Central London Ord. Assented ,. 4 4 
Metropolitan .. $n A ws 1} 14 
o. District 


do. do. 


"AU » Nil Nil 
do, do, 4 í 


Income .. 2 


FonkIGN Trams, &c. 
Anglo-Arg. Trams, First Pref, .. 54 124 


do. do. 2nd Pret. .. yil БА 

do. do. 5 M Deb. ie : 6 
Brazil Tractions  .. ix .. Nil Nil 
British Columbia Elec, Riy. Ptoe, 5 Б 


do, do. 
do, do. 
do do. Deb. 4i 11 


Preferred b 93/. 


Mexico Trams брег cent, Bonds. Nit Nil 
6 percent. Bonds. Ni! Nil 


o. 
Mexican Light Common . 
Pret 


do d Nil ми 
до, lat Bonds. .. Nil ря 


i ee Nil Nil 
Underground Electric Ordinary. Nil Nil 


Deferred B 12{/- 


87 
17ł 
5t 


MANUFACTURING Сом PANIES, 


Babcock & Wilcox .. 
British Aluminium Ord, 
British Insulated Ord, 
Callenders А "à 

а 63 Pret, .. 
Crompton Ord. се 
Edison-Swan .. 


ee ee 15 16 


ee ee ee 10 — 
do. do. ö percent Deb. б b 
Electric Construction oe .. 10 10 
English Eleotric ., - oe 8 8 
Do. Pref, oe ee 6 6 

Gen. Elec. Pref. ee oe ee 64 64 


до. Ога, ee oe ee 10 10 


Henley ee - ee „ 16 16 
до. 4% Pref, өө ee ee 44 44 
India-Rubber ee ee ee 10 — 
Met.-Viokers Pref, ee 90 ee 8 8 
Siemens Ord. эе эө өө 10 10 


Telegraph Соп, өө өө о 2 20 


* Dividends paid free of Ineome Тах. 
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MARKET QUOTATIONS, 


IT should be remembered, in making use of the багы appearin 
in the following list, that in some cases the prices are only general 


and they may vary according to quantities and other Circumstanoes 


Wednesday, October 5th. 


— —t—ͤ——— 
‚ Latest Fortnighi' 
CHEMICALS, &0. Price, | Inc, uu 
„ SS сас с Dog sc MMC CCCo / /p cO MEN ДУ 
а Acid, Oxalio . ° ee Фә o ee per lb. 72d. 
a Ammoniao Bal ге is .. per ton £65 
а Ammonia, Muriate (large crystal) á £58 
а Bisulphide of Carbon v. 73 m " 8 
а Borax .. ЗА Se 805 sé к £81 = 
а Copper Sulphate .. .. .. „ £81 . 
a Potash, Chlorate per lb, 6а. ` P 
а „ Perchlorate „ ва. | 
2 Shellas . per ot. £15 108. : 
a Sulphur, Sublimed Flowers „ £16 
a i Lump. . = ‘ " £15 - 
a Soda, Chlorate a ne per lb. 84d. 
а „ Crystals А Зе .. рег ton £7 » 
a Sodium Bichromate, casks .. per lb. Thd Е 
METALS, &c. 
p Babbitt's Metal Ingots .. .. per ton £90 to £2975 
c Brass (rolled metal 2" to 12’ basis) per lb. 1044. ht 
с „ Tubes (solid drawn) ace T 1/04 to 1/02 Е 
с „ Wire, basis X v 10 liad, М 
c Copper Tubes (solid drawn is 1 1/44 
с р Bars (best selected) .. per ton £103 ; 
c » Sheet oe ee ee oe 90 2109 oe 
c i " Rod oe : ee ee oe II £109 ee 
d „ (Electrolytic) Bars ‘is ^ £75 10s 80j- ine 
d „ " Sheets „ #145 108 е 
4 н 10 M uS one: . Mu iu 80.- me 
30 i: C. Wire., г lb. 11jd. à d. dec. 
7 Ebonite Rod ^... we per 90 e 
1 90 Sheet. б ee oe ee "» 8/. oe 
a German Silver Wire ss vi ï 2/9 ik 
h Gutta-percha, fine .. a - "n 12/6 s 
h India-rubber, Para fine .. - is 1/0 ja 
| Iron Pig (Cleveland Warrants) .. per ton Nom. „ 
1 , Wire, galv. No. 8, Р.О. qual. ® £30 ag 
g Lead, English Pig .. x vs i £24 68. 58. inc. 
g Mercury Р T" .. per bot. £9 10 to £9 12 6 |5/- to 76 dec. 
e Mica (in original cases) small .. per lb. 8d. to 3/- is 
e 90 50 70 medium T 4/- to 8/- ee 
€ ^ К з large M 10/- to 0 / & ap i 
p Phosphor Bronze, plain castings.. Ai 1/4 to 1/9 T 
Pp i „ rolled bars and rods ii 9/1 to 2/6 e 
p 5 » rolled strip & sheet í 9/9 to 2/7 T 
d Silicium Bronze Wire  .. рөгіЬ, 1/8} kd. dec, 
г Steel; Magnet, іп bars T ü 1/5 T 
n Tin, Block (English) ee .. per ton £155 X 
A pn Wire, Nos. 1 to 16 ee ee per lb. 3/6 ы 
p White Anti-friction Metal“ .. per ton 465 to £275 б 
Quotations supplied by— 
a G. Boor & Oo, g James & Shak ' 


c Thos. Bolton & Sons 
d Frederick Smith & Qo 
e F. Wiggins & Sons. 1 Richard Johnson & Nephew, Lad. 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons, 
Telegraph Works Oo., Ltd. »————— 
г W, Е, Dennis & Co. 


В Edward Till & Co. 
4 Bolling & Lowe. 


Rearing Chickens Electrically.—Where facilities are aval 
able for obtaining cheap electricity in small country town: 
vilages, and on farms, it should not be difücult to attract 
the attention of poultry keepers to the advantages of ШШ 
electricity for producing the necessary heat for artiticiall’ 
hatching and rearing chickens. With reference to the noe 
on the subject that appeared in our issue of September 204 
we are informed that the system was introduced a few adi 
ago in the North of Scotlaàd with, it is said, great succes 
by Messrs. M. К. Cooper & Co., now of Liverpool, but tii 
owing to the war Mr. Cooper was reluctantly compelled ^ 
abandon further contemplated activities in this direction.! 
may. however, be of interest to give some details of tests thst 
were curried out in the spring of 1915 by the Poultry Depart 
ment of the North of Scotland College о Agriculture, NH 
to prove the efficiency of this method of 9 chickens. | s 
results are stated to have been most successful, and shoul 
of interest to poultry keepers generally. The apparatus US" 


was supplied by Mr. Cooper, and consisted of a "Тобо 
incubator and а hover or mother "'; the former had bai 


city of 50 eggs, and was fitted with a temperature regu Te 
device and four electric heating lamps each of 32 c.p. 10 
hover was also heated by two lamps of similar e. p., D е 
pieces of apparatus were constructed of galvanised m А 
throughout, were simply made, and easy to manage | 
test 31 chickens were hatched out of 40 fertile eggs. 
the other 36 out of 39 eggs. These resulte are equivà 
77 and 92 per cent. respectively of chickens hatc 
fertile eggs—a comparatively high percentage regret i 
hatched chicks. The effectiveness of the hover of f a dot 
evident from the fact that 65 chicks were reared out ux in 
hatch of 67, and the quantity of electricity сопе 
hatching and rearing each lot of chicks was 4 k the eren 
chief advantages of electricity in this connection are ts 
distribution of heat that is obtainable, which ps ymo 
over-crowding of the young chicks, and the clean is 
sphere which is во difficult to get when employing 
methods of heating. 
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THE MUNICIPAL TRAMWAYS ASSOCIATION (INC.).—I. 


THE ANNUAL CONFERENCE AT SALFORD. 


Tue annual Conference of the Municipal Tramways As- 
sociation was held at the Technical Institute, Peel Park, 
Salford, on Wednesday and Thursday, September 28th 
and 29th. 

On Wednesday morning the delegates were welcomed 
by the Mayor of Salford (Ald. F. Hampson, J. P.), who, 
in his opening remarks, referred to the increased in- 
fluence which the Association was exercising on behalf 
of tramway undertakings throughout the country. He 
trusted that its sphere of usefulness would be still further 
enlarged as time went on. He also referred to the work 
of the Association in connection with the settling of 
labour disputes, and hoped that as its work in this con- 
nection became better known and understood, disputes 
of all kinds would be less frequent and easier of settle- 
ment. The tramway industry of this country, to his 
mind, was destined to be a vital link in the transport 
system, and he was glad to learn that the Association 
was working in co-operation with the Ministry of Trans- 
port in the interests of efficiency and the well-being of 
the industry. He regretted that the members or the 
Association had not with them the late Ald. H. Linsley, 
D.L., J.P. (late chairman of the Salford Corporation 
Tramways Committee, and a member of the Executive 
Council of the Association), who passed away in August 
last. Finally, he expressed the hope that the visit of the 
members to Salford would be a happy one, and that the 
Association would derive material benefit from the Con- 
ference. 

The President, Mr. G. W. Holford, general manager 
of the Salford Corporation Tramways, briefly thanked 
His Worship for the hearty welcome extended to the 
members of the Association. He then took the chair, 
and delivered his Presidential Address, of which an 
abstract follows. 

A vote of thanks having been accorded to the Presi- 
dent, the secretary (Mr. J. Beckett) read the paper by 
Mr. J. M. McElroy (general manager, Manchester City 
Tramways) on“ Some Phases of Tramway Development 
in the Past, and the Outlook." Mr. McElroy was unable 
to attend the Conference through illness. In reading the 
paper, the secretary, dealing with the adoption of the 
decimal coinage system, mentioned by the author, said 
that Mr. McElroy did not refer to the proposal considered 
by the Royal Commission, and turned down by it, but 
rather to the proposal to decimalise the shilling, thus 
increasing the value of the penny by 20 per cent. That 
Was a proposition which had been submitted by Mr. Н. 
Allcock, of Messrs. W. T. Glover & Co., Ltd., and he 
had seen nothing anywhere to withstand the weight of 
the arguments in its favour. 

At the end of the morning session a telegram was sent 
to Mr. McElroy expressing appreciation of his paper, 
and conveying the heartiest good wishes of the Confer- 
ence. І 

The members and visitors were then invited to 
luncheon at the Town Hall, Pendleton, by the chairman 
and members of the Salford Corporation Tramways 
Committee, | 

In the afternoon the discussion on Mr. MeElrox's 
paper was resumed. At its conclusion, a hearty vote 
of thanks to Mr. McElroy was carried by acclamation. 

Mr. J. B. Hamilton, С.В.Е. (general manager, Leeds), 
then read his paper on The Operation of Tramway 
and "Bus Undertakings under Statutory Powers, in 
Relation to the Roads Act, 1920."' 

At the conclusion of the reading of the paper, Mr. 
Hamilton proposed the following resolution, which in- 
dicated the form which the Executive Council thought 
the remedy for the difficulties dealt with in the paper 
ought to take; — 

That in the opinion of this Association the competition of 
motor vehicles with tramways upon inequitable terms relating 


55 (1) local taxation; (2) road maintenance charges: (3) statu- 
ту Íares for ordinary passengers and workmen; and (4) 


- à 
— E 


regularity of service, will result in further increases in tram- 
way costs and consequently in fares, and that, therefore, repre- 
sentations be made to the Ministry of Transport urging the 
statutory regulation of such competition jn the public interest., 


Mr. T. B. Goodyer (general manager, Croydon) sec- 
onded, and a discussion followed, which is reported 
below. ТРЕ 

In the evening a conversazione was held at the Salford 
Town Hall, the members being received by the Mayor, 
the Mayoress, and Miss Hampson. Ап admirable musi- 
cal programme was provided, and the recitations of 
Miss Hampson were much enjoyed. 

The whole of Thursday morning, September 29th, 
was devoted to the discussion on Mr. Hamilton's paper, 
and a revised resolution which he put forward as the 
result of further consideration by the Council. The 
resolution was carried unanimously, and it was further 
resolved that copies of it be sent to the Prime Minister, 
the Minister of Transport, and every municipal corpora- 
tion which owned and operated tramways. 

The Conference then adjourned, and the members pro- 
ceeded to the Town Hall, Manchester, where they were 
entertained at luncheon by the chairman and members 
oi the Manchester City Tramways Committee. The Lord 
Mayor of Manchester and the Mayor of Salford were 
both present. | | 

In the afternoon Mr. W. Chamberlain (general man- 
ager, Oldham) read his paper on '' Permanent Way— 
Public Road—Maintenance.’’ Owing to the shortness of 
time, the paper was not discussed, but it was agreed that 
those wishing to discuss it later should send their re- 
marks in writing to the secretary, who would forward 
them to Mr. Chamberlain for his reply. The whole would 
then be published. ta 

The business of the annual general meeting was then 
proceeded with. The report of the Executive Council 
was unanimously approved. | 

After discussing questions relating to the operation 
of tramways on Christmas Day, the adjustment of wages 
on the sliding scale, and holidays with pay, it was pro- 
posed: ‘‘ That in view of the fact that members ot the 
Executive Council are elected by the representatives of 
the Municipal Tramway undertakings and act for them 
as & whole, and not for the individual undertakings to 
which they happen to belong, it be resolved: That the 
expenses of the said members incurred in attending the 
meetings of the Council, or in connection with any other 
business of the Council, be charged on the funds of the 
Association." This was defeated. 

The following officers were elected for the ensuing 
year:— 

President: Ald. R. Mayne, J.P. (Deputy Lord Mayor 
of Newcastle-on-Tyne and chairman of Newcastle Tram- 
ways Committee). 

Vice-President: Coun. J. Timpson, J.P. (Mayor of 
Portsmouth). 

Hon Treasurer: Mr. А. К. Fearnley (general manager, 
Sheffield) was reappointed. 

Hon. Solicitors: Mr. S. F. James (town clerk, Ilkes- 
ton) and Mr. P. M. Heath (deputy town clerk, Man- 
chester) were reappointed. 

Auditor: Mr. J. W. Blakeborough was reappointed. 

Ald. H. Clark (Mayor of Rochdale) was unanimously 
elected a member of Council, to fill the vacancy caused 
by the election of Coun. Timpson as Vice-president. 

Mr. A. L. C. Fell (general manager, London County 
Council), Mr. J. B. Hamilton, C.B.E. (general manager. 
Leeds), and Mr. R. L. Horsfield (general manager, Car- 
diff) were re-elected members of the Executive Council. 

At the conclusion of the proceedings, votes of thanks 
were passed to the retiring President and to the Execu- 
tive Council. The Conference also recorded its indebted- 
ness to the representatives of the Association on the 
National Council, for the ability and patience which 
they had brought to bear on the subjects that occupied 
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their judgment during the year, and expressed its 
general satisfaction with the results of the second year's 
working of that Council. А vote of thanks was also 
accorded the Salford Corporation for the arrangements 


made for the conference. 


In the evening the annual dinner was held. The 
principal guest was Mr. Arthur Neal, M.P., Parliamen— 
tary Secretary to the Ministry of Transport. Mr. G. H. 
Roberts, M.P., was also present. 

On Friday a large party set off for an excursion by 
road to Chester in charabanes provided by the South 
Lancashire Tramways Co. At Chester the members 
were entertained on the river by the Mayor, the Sheriff, 
and the chairman of the Tramways Committee. 


Presidential Address. 


By G. W. Ногғовр (General Manager of Tramways, Salford). 
(Abstract.) 


After expressing the loss they all felt by the passing of one 
of the most lovable men in the public Ше of Lancashire," 
the late Alderman Linsley, for many years chairman of the 
Salford Tramways Committee, and welcoming the Association 
on its third visit to Salford, the president said the third year 
since the armistice found the industry—in common with every 
other industry—struggling against the backwash of the war. 
The results of operating tramways in 1920-21 had been ad- 
versely affected by the general depression in trade; in spite 
of the fact that they received a revenue of £27,101,301 last 
year (which was an increase of £4,044,356 over the preceding 
year) only five undertakings succeeded in paying their way 
after meeting the commercial obligation to provide adequately 
for renewals. Moreover—as was shown at the recent Court 
of Inquiry—the increased fares had placed а system of pas- 
senger transport, which depended tor its prosperity upon 
cheapness and the measure in which it provided for the needs 
of all sections of the community, almost beyond the reach of 
the poorer section of the public. 

Further, they were menaced in increasing measure by other 
forms of road transport, which enjoyed complete immunity 
from the exacting conditions of many kinds imposed upon 
themselves. 

The railway companies now proposed to come on the public 
roads in unmeasured weight and quantity, and that Con- 
ference would serve a great public purpose if it aroused 
throughout the country the cry that municipal tramways were 
in Jeopardy by wasteful competition. 

They had emerged from the biggest inquiry into the financial 
conditions of tramways ever made in this country with an 
admission that they could not bear any further financial 
burdens and survive. 

The Press of the country was constantly insisting upon 
the co-operation of the employés with the employers to eecure 
and maintain industrial peace. The National Council Was, 
for them, the main instrument for that purpose, and that 
industry was greatly indebted to those who had so efficiently 
served it, at great personal sacrifice, on that body during the 
past year. Such a Council was fast becoming a recognised 
need in every industry, in order to hold the balance with an 
even hand, and to keep in check the natural tendency to 
utilise the moment of favourable conditions, to secure an 
unfair advantage for either one side or the other. 

It would be the duty of the Conference to consider one of 
the foremost questions which would again, no doubt, ineet 
them early in the New Year, namely, the employés' wages, 
for wages constituted the biggest item in their ordinary ex- 
penditure. 

The tramway industry was not a primary industry in the 
commercial sense. As it obviously followed, and did not 
precede, industry in general, it could not be expected to vield, 
as the recompense of labour, higher wages than were paid 
in the industries it served. There could not be, permanently, 
any section of a municipal service in which comparable labour 
could occupy a privileged position. The total maximum war 
bonus to tramway employés had been 4Us. over pre-war rates 
enon to a maximum of 3s. per week added to the basic 
rates. 

_ The process of adjusting the bonus, definitely, to the changes 
In the actual cost of living had begun, and it was reduced by 
Js. per week in August. Beginning with 135 per cent. as 
the basis, the reduction or advance followed the rate of 18 
for every five points variation. The rate of increase— basing 
40s, upon 135 per cent.—represented, however, 17.77d. for 
each five points. Assuming that the scheme remained in opera- 
iu s 9 5 nd rot of living was reached, then 13a 
out of the 40s. wou | i } 
öodIꝭ с the balance of unreduced bonus to add 

There was common agreement that ost-war wa 
not be allowed to fall to the level of pre-war a 
whether 13s. plus 38.— a total of 16s.—could be added in the 
tramway industry to £1 12s. 8d. and £l 9. 4d. (the pre-war 
„ average wages of motormen and conductors respec- 
ie a question that probably no man could determine 


The question now before the National Council was a general 


scheme of wages standardisation, which was being investigated 


by a special committee. 

The relation of tramways to other forms of Passenger road 
transport was exereising the minds of the tramway World 
The cost of permanent-way renewal or reconstruction stressed 
the problem. The alternative method of trolley ‘buses Upon 
routes where traffic was not heavy was now being seriously 
considered. These ‘buses paid an excise licence upon ther 
seating capacity, and the operators escaped any obligations 
for the cost ot road maintenance and renewal. lhey also 
escaped rating, so far as the roads—the common permanent. 
way—were concerned. There were factors, however, which 
must be kept in mind. The maintenance of roads would still 
be necessary. If the obligation no longer fell upon the travel. 
ling public in the shape of fares charged for rides, it would 
reach them through the channels of rates and taxes to the 
extent that such cost was not covered—as it did not pretend 
to be—by the excise licence. This in turn raised the question 
of the payment of the whole of the cost of maintenance df 
roads by all the users of the roads, and if that principle were 
once again laid down, the excise licence would have to be 
raised to an amount suflicient to cover such cost. 

Similarly, other rateable property would bear the local rates 
now thrown upon tramways. These charges would not cease 
to exist upon somebody. Clearly they would be merely trans- 
ferred—not abolished. 

Lord Montagu had recently made an attack on tramways 
in The Times; he apparently did not realise that municipal 
tramway undertakings were essentially public utility services: 
that they were there to meet the requirements of vast popula- 
tions of working people who had to be carried to and from 
their places of employment, and that without such transport 
facilities these people would suffer great hardship. Nor did 
he seem to realise that they had been the means of encouraging 
a large percentage of the population to leave the congested 
portions of towns and cities, in order to reside in the suburbs, 
where the environment was of а much more healthy and 
pleasant character. Tramways were, in fact, necessary for 
our modern industrial conditions. 

During the last parliamentary session no fewer than X 
Local Acts were obtained relating to tramways—a number 
probably without precedent in the history of the industry. 

The Association included within its membership practically 
the whole of the ‘municipally owned and operated tramway 
undertakings. ‘There were 102 such undertakings in the 
country, representing a capital of £57,993,898. During tbe 
past year they carried over 3,632 million passengers, and the 
track operated upon measured 1,705 miles. 


The Operation of Tramways and 'Bus Undertakings under 
Statutory Powers as Aftected by the Roads Act, 1920. 


By J. B. Hamitton (General Manager, Leeds City Tramways). 
(Abstract.) 


Each tramway must maintain the part of the roadway o 
which it is placed and for 18 in. outside, and althougu the 
surface is subject to the wear of all vehicles no financii 
assistance is granted by the Roads Board Section of the 
Ministry of Transport. It also pays rates on all its street 
works in addition to depots, oflices, and power stations, and 
I have made a careful examination and estimate of the annua 
amount which a tramway provides in the relief of publie 
burdens, with the following result, so far as Leeds 18 cor 
cerned :— 


1. Rating assessment on lines only £40,211 at 105. in 
the £= £32,169 


. ‚) 
Average amount paid per car per annum. -- £14 
2. Annual cost of paving repairs and renewals, 


Annual charge per car ... 
хр) 
Total £X 


In many towns the fact is frequently overlooked that te 
tramway undertaking is usually the largest ratepayer, besin 
maintaining road surfaces and often paying а pu 
proportion of widenings and improvements. These 1 5 
which are comparable with the £70 or 480 paid annually di 
a motor ’bus, show that apart from its other burden ы 
contributes four times as much to the publie purse 45 ? 
other form of traction. td 

Previous to the war there was considerable developmen й 
self-propelled internal combustion vehicles utilising eu А 
benzol as the propelling force. Powers were grante to m" in 
authorities in many cases to utilise these vehicles for 5 T 
less populated districts, but in all cases during the » пап? 
or nine years a charge for road adaptation and for шаш e 
of the highways thereafter was imposed. which 

Until 1916 the curious anomaly was continued under, ү 
privately-owned vehicles of identically the same type an „hout 
wearing effect as municipally owned ones, could be run » 
any corresponding road charges being made Sae rn 
that year, however, powers were granted to road 1 
under the Local Government Board Emergency Road "m 
tion Act to enforce a road maintenance charge ах а C7 
of operation. 
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This Act continued in force until the official termination of 
the war on August 8156 last, and gave considerable protection 
to municipal operators of tramways, as in many cases they 
are the road authorities in their area and could refuse sanction 
to ply for hire over their highways. With the death of the 
Act and the birth of the Roads Act, 1920, a new set of con- 
ditions and & great danger to the successful continuance of 
tramway operation have arisen. An eminent parliamentary 
agent says :— 

By Section 7 (4) of the Roads Act the Minister of Trans- 
port is empowered on the application of а road authority, after 
holding a public inquiry, to prohibit or restrict the driving of 
vehicles of any specified class on any specified highway within 
the area of the council in any case in which it appears to him 
as the result of the inquiry to be proved ‘ that a vehicle of 
that class cannot be used on that highway witbout endangering 
the safety of the vehicles or the persons therein or of other 
trafic using the highway or that the highway is unsuitable 
for use by & vehicle of that class.' 

This clearly limits the powers of refusal to the three points 
referred to therein. 

The war having officially terminated on August 31st, 1921, 
the position now is that Section 37 of the Town Police Clauses 
Act, 1847 (which has never ceased to be in force) will continue 
in operation subject to the provisions as to appeal contained 
in Section 14 of the Roads Act, 1920. 

" The effect of this will be that whenever application is 
made for а licence for an omnibus to ply for hire the applica- 
tion will have to be considered judicially, and that unless 
there are valid reasons for refusing it the application must be 
granted without payment of any fee, there being a right of 
appeal to the Minister of Transport against an unreasonable 
or improper refusal or against unreasonable conditions attached 
to the grant of the licence. . . . It is practically certain that a 
licensing authority would not be considered to be justified in 
refusing a licence mereiy on the ground that the running of 
the proposed vehicles would set up competition with a service 
of tramways or omnibuses of the authority. . . . 

Section 7 (4) of the Roads Act, 1920, provides machinery 
by which a County Council or the Council of a county borough 
may secure the prevention of the use by vehicles of a specified 
class of specified highways, but the grounds on which such 
action can be taken are expressly limited, and do not, in our 
opinion, permit of the taking into consideration of the question 
of competition with a transport authority of the Council.” 

The effect of all this seems to be that an owner of a vehicle 
who has paid the Inland Revenue tax required for carrying 
passengers cannot be refused on application for right to ply 
for hire in an area, except upon the three grounds I have 
referred to. 

Neither of these provides any remedy to a local authority 
or а private company operating under statutory powers tram- 
ways, light railways, railless or motor- bus services on any 
road on the ground that the service is unnecessary and wasteful 
ied public interest and injurious to the statutory under- 
akers. 

It is surely а gross misuse of public duties which permits 
of competition being set up in passenger services by any casual 
person who may be the owner of a mechanicallv-propelled 
vehicle. No examination as to its suitability for this class of 
work may have taken place, and yet he may run it at any 
time without obligation with regard to fares or services. 

In Sub-clause (3) Claüse 14 of the Roads Act. 1920, it is 
provided that Where, upon application for a licence to ply 
for hire with an omnibus, the licensing authority either 
refuses to grant a licence or grants а licence subject to con- 
ditions, in either case the applicant sball have a right of 
appeal to the Minister of Transport from the decision of the 
licensing authority and the Minister shall have power to make 
such order thereon as he thinks fit, and such order shall be 
binding upon the licensing authority. 

An order made by the Minister under this sub-section 
shall be final, and not subject to appeal to any court, and 
ehall, on the application of the Minister, be enforceable by writ 
of mandamus." 

On the one hand there is an application to Parliament, a 
long and careful examination of the necessitv for the service, 
8 thorough examination of the physical condition of the road- 
way, the examination of the details of construction of per- 
manent way and rolling stock, the establishment of a concern 
Which undoubtedly costs large sums of money, the building-up 
of a permanent service of a more or less remunerative char- 
acter, the obtaining of the confidence of the public that such 
a service will be continued, the obligation to provide special 
services to labouring classes at low fares, and the Imposition 
of a maximum fare for other passengers and goods and parcels, 
and soon: and on the other hand, an application from a prac- 
tically unknown person or company in the sense that they 
have not had to provide anv public bona fides, the absence 
entirely of any obligation with regard to fares to be charged 
or to continuation of services, and the initiation of competitive 
services, which whilst thev may be quite unremunerative to 
the new-comer. mav so impinge upon the revenues of the 
established undertaking that they are unable to carry on 
with a low rate of fares. 

In recent promotions where local authorities have asked 
or powers to run omnibuses over routes beyond their boun- 
daries, if there has at any previous date been a service. how- 
ever slight, by private enterprise, petitions have been lodged 


and the case fought before the Parliamentary Committee. The 
first comer has claimed a right to the monopoly of motor-'bus 
services, and in quite a number of instances has succeeded in 
inducing committees not to grant natural extension of omnibus 
services by tramway operators from suitable tratfic points. 

In statutory undertakings the obligations as to fares and 
services imposed by Parliament entirely eliminate the possi- 
bility of a monopoly of street passenger transport in any 10rin 
becoming injurious to the travelling publie. 

Consider the effects of superimposing additional services and 
competition upon any road which, having regard to the fluc- 
tuations of trattic, may be considered as already adequately 
served. It means that in cases where capital expenditure has 
had to be met а modified service must be ultimately come to. 

If, as would be probable, the competitors would limit their 
efforts to the period of maximum demand, then it inevitably 
follows that the ordinary services would be curtailed and the 
iuterest and redemption fund upon the original outlay would 
increase per mile as the mileage decreased. 

То meet this service of debt the public would require to be 
charged higher fares, and this action and reaction might go 
on until it was impossible for a statutory undertaking to con- 
tinue to operate on a self-supporting basis. 

Suppose, then, it were withdrawn, what now remains? 

The service formed in consequence of the Roads Act, 1920, 
without any liabilities beyond the payment of a licence duty 
and Inland Revenue tax for road maintenance, without any 
obligation with regard to fares or services either special or 
ordinary, and with no rating assessinent beyond that imposed 
upon depots and offices. 

І say that Parliament has undoubtedly, in considering the 
claims for the establishment of services aud in granting these, 
intended that monopolies of transport on the highways under 
consideration should be formed. А parallel for this view can 
be found in other public utilities, such as electricity, water, 
and gas undertakings. In all cf these, monopolies have been 
set up by the clear and expressed wish of Parliament, an 
no overlapping or competition is permitted with them in the 
slightest degree. 

]t seems evident, therefore, that action must be taken by 
Parliament to prevent the menace of uneconomical competi- 
tion and great waste of public expenditure which is possible 
to occur now under the powers set up by the Roads Act, 1920. 

In quite a number of towns in the country already services 
have been set up over tramway routes, and also, in many 
cases, over railless and omnibus routes which have long been 
established and are working in virtue of statutory powers. 

The present peril is not directed against tramways per se, 
but against municipalities and private companies which operate 
under statutory powers tramways or 'bus services on routes 
which they have established very often at greut cost. 

It is, therefore, of the utmost moment that the members 
of this Association, who are responsible for the carrying-on 
of these great undertakings, upon the maintenance of which 
much of the comfort and prosperity of the country depends, 
should make their undoubted power in Parliament felt so as 
more clearly to define their rights and privileges obtained 
after full examination by Committees of both Houses of Par- 
liament and by Parliament itself. 


DISCUSSION. 


Ald. C. Ніанам (Blackburn), in supporting the resolution, 
which was put forward by Mr. Hamilton (see p. 481), dealt 
at some length with the position of the municipally-owned 
tramway undertaking at the present time. The present chaotic 
competition was a very great danger indeed, to small under- 
takings especially. They just existed by being able to take 
advantage of the rush hours, so to speak. Throughout certain 
hours of certain davs of the week the tramways were running 
at a loss. During some of the hours in which they might be 
able to make the tramways pay their way to make up for the 
loss, the duty of giving special facilities for workmen was 
imposed upon them, and they could not distinguish between 
workmen and other classes of passengers. When, however, 
as in the case of a football or cricket match, there were plenty 
of people prepared to fill the cars, along came somebody else 
with charabanes and picked. up the passengers. These omni- 
buses varied their charges in accordance with circumstances. 
Another point to consider was that these "buses were running 
on roads not made for the purpose, in inan instances, and 
in consequence, considerable damage was done to water and 
gas mains. The resolution should be emphatically supported, 
not only in the interests of tramway undertakings of the 
country, but in the interests of publie safety and convenience. 
Surely it was not a great thing to ask that anyone plying for 
hire should be subject to the same imitations as the tramway 
undertakings. or that the latter should be given the same 
opportunities for making their undertakings pay as were given 
to anyone Who could afford to buy a charabanc and pay about 
£70 for a licence to run it. 

Coun. R. L. Berry (Aberdare) said that some time ago ap- 
plication had been made to his Council by people living some 
distance outside the area for power to travel over the roads 
of the district. This the Council refused, but when the ap- 
plicants appealed to the Ministry of Transport, the Ministry 
advised the Council to draft the licence subject to the licensees’ 
not taking up passengers on the roads served by the Council's 
tramways. That was a concession towards the object of the 
resolution, and showed what might be done. 
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Mr. E. S. Rayner (general manager, Hull) said that Parlia- 
ment had granted enormous sums of public money, and it was 
only reasonable: to expect that Parliament should give the 
people to whom these sums were granted legitimate protection 
after they were expended. Municipal authorities had to prove 
to Parliament the necessity of а service before they were 
granted powers, but in no case was а man who proposed to run 
omnibuses asked whether an adequate service already existed 
along the particular route for which he was applying for 
power. ‘This unfair competition was going to force them 
either to run a reasonably cheap service and throw the loss 
on the rates, or else to run such an expensive service that it 
would be of no use to the workmen. Furthermore, the people 
who had the powers to compete with them could not substitute 
the service which the tramways would have to withhold. 

Mr. П. P. Srokres (general manager, Plymouth) asked 
whether it was proposed to work 1n unison with the Tramways 
and Jught Railways Association, because the present peril 
affected both municipalities and statutory companies, 

Ald. W. C. Ккхтох (Sheffield) referred to the clause in the 
Roads Act which gave power of appeal by. people who had 
been refused licences, or obtained them with, certain con- 
ditions, to the Ministry of ‘Transport, which he thought was 
а most unjust arrangement. II justice was to be done to 
municipal tram wuys, that was one of the clauses which should 
be repealed, because the local authorities knew best whether 
competition should be instituted in the district or not. 

On Thursday, September th, the Conference resumed the 
discussion on Mr. Ilamilton's paper. 

Mr. HaMiLTON, dealing with the resolution which had been 
put to the meeting, said thut the Executive Council felt that 
it was a little too narrow. It based their case upon unfair 
competition alone. He had written his paper under the 
guidance of their legal adviser, whose view was that the Roads 
Act, in its operation, if carried out literally, was contrary 
to the intention of Parliament. He himself thought they 
should bring forward a resolution embracing that, and there- 
fore he would propose a resolution which would place their 
position on broader lines than the one submitted on the pre- 
vious day. lt was not a question for the municipal tramways 
only, but for the whole of the travelling public. "Therefore, 
they would like to take up the position, first, that the opera- 
tion of the Act was contrary to the spirit of Parliament, and 
secondly, that it would be wasteful and most unfair to the 
public forms of transport they had to carry on. They had 
scen in the Press that morning a statement, which he hoped 
those wishing to speak would absolutely nail to the table, as 
being improper and absolutely incorrect, to the effect that 
tramways had passed away. lle would say that the tramway 
for urban services, and for density of population, was un- 
equalled, and would be unequalled for шапу years to come. 
The resolution was as follows: " That in the opinion ot this 
Association, representing the whole of the inunicipal tramways 
of Great Britain, the Roads Act of 1920 encourages wasteful 
and overlapping competition with statutory undertakings, 
which will inevitably result in increased travelling charges 
to the public, and 1s contrary to the intentions of Parliament, 
and that, therefore, representation be made at once to the 
Minister of Transport urging the statutory regulation of such 
competition in the public interest.” 


Mr. A. L. C. FELL (general manager, London County Council 
Tramways) seconded the resolution. 

Coun. E. Lee (St. Annes-on-Sea) supported the resolution. 
His Council had spent a large sum of money on taking over 
the undertaking of a private company to run its cars from 
Blackpool to Lytham, and now no fewer than 500 charabanc 
journeys a week were being made between these two places, 
mostly in competition with the tramways. Free competition 
was good for everybody, but it must be fair competition. 
l'hese charabancs were not run at regular intervals, and some- 
times the charges were varied. Iis Council had had a similar 
application made to it as had the Aberdare Council, some 
three months ago. It approached the Ministry of Trans- 
port, who sent down an inspector to make inquiries. Despite 
the fact that the Council had pointed out. that the tramways 
covered the requirements of the public, and that the Council 
had powers in the Bill to run motor omnibuses at anv time 
16 was considered the public convenience demanded it, the 
Inspector went away giving them the Impression that the 
Minister would grant power to the outside company. 


Mr. J.. C. E BrLLAMY. (general manager, St. Helens) referred 
to Mr. Hamiulton’s reference to publie authorities being granted 
powers to run motor vehicles, where he said that in all cases 
during the last eight or nine vears a charge for road adaptation 
and maintenance thereafter was miposed. In the last session 
of Parlament. Mr. Hamilton had made a terrific effort for 
all of them to get this question. of adaptation put right 
Пе had. claimed that Parliament had never intended that 
motor “buses, company or municipal, should pay anything 
more than the Excise licence. The St. Helens Corporation 
had had inserted in its Billa clause which provided that it 
must. pay for the adaptation. of the roads over Which it in- 
tended to run ‘buses. The result was that it had powers to 
run its buses subject to the Lancashire County Council or 
the. Ministry. of "Transport telling it how much it must pav 
towards the adaptation of the roads. That was very ii: 
proper. If the Corporation had to Pay a large sum to the 
Lancashire County Council for remaking the roads, it was an 


: It seemed to him that the only remedy was the о 


invitation to the County Council to remake the road and get 
as much as it could out of the omnibus undertaking. Not 
only that, but it was making better roads for competitors. 
The St. Helens Corporation had sought powers to run motor. 
'buses over its own tramways outside the borough boundary 
if necessary, where the Tramways Committee was, in fact 
the highway authority, but the powers were not granted. 


Mr. C. CLARKE (general manager, Birkenhead) mentioned 
his experience with motor 'bus undertakings. In 19M fis 
Corporation had obtained Parliamentary powers to run motor 
omnibuses to a village about 24 miles beyond the tramway 
terminus. That meant running outside the borough into the 
county area. later, a company commenced operations, and 
applied to the county for permission to run over a portion 
of the borough route up to the borough boundary, which 
was granted. The company then applied for permission to 
run over a further portion of the bus route, to the tramway 
terminus, but the Corporation refused licences. That was 
twelve months ago. The company appealed to the Ministry 
of Transport, but before the Ministry's decision was given, 
the company commenced running to the terminus. The Cor. 
poration told the Ministry that the company had run it; 
vehicles into the borough illegally before the Ministry's de- 
cision Was given, and the Corporation refused to have any 
further dealings with it, but had not heard anything further. 


Ald. E. Н. SELLERS (Huddersfield) mentioned how Hudders- 
field had dealt with a similar case to that mentioned. In 
this case the competitor was told that if he did not go away 
and leave the Corporation to its rights, the Corporation would 
put а service on the road and run him off, and that if he would 
not be run off the road by fair means, the Corporation would 
institute a penny fare. This frightened the man, with the 
result that he had left this particular route to the Corporation. 


Ald. R. Mayne (Newcastle-on-Tyne) also dealt with the 
handicap of a statutory undertaking as compared with a 
private undertaking. especially with regard to regular services. 
lf the public could only realise that they might be left to a 
haphazard method of carrying them, rather than to a well. 
regulated method, he thought publie influence would be 
brought to bear upon Parliament. 


Coun. А. DicBY WILLOUGHBY (Hull) said he considered 
that during the course of the next two years the tramway 
undertakings would recover. Very few tramway undertak- 
ings were capable of dealing with large crowds alone, and 
to his mind, in his own city, it was a very good thing that 
they could have charabancs to move the passengers. 


Mr. W. T. YouNG (general manager, Dundee) said that lus 
Corporation had applied last year for a Provisional Order to 
enable it to run ‘buses outside the city area. During the 
time when the Provisional Order was deposited and obtained, 
a competitive syndicate began to run ‘buses over every cue 
of the routes stipulated in the Order, with the result that 
when the matter was before the Parliamentary Com 
mittee, the syndicate appeared as objectors on account of the 
fact that services were already in operation. He had cowe 
to the opinion that under the Model Clauses Act no Corporz 
tion in Scotland would be permitted to run outside ite borough 
boundary, and he proposed that after the words *' statutory 
regulation ’’ in the resolution, the words of motor vehicle 
trafüc by competitive corporations and companies either 
inside or outside the city areas should be added. 


Мг. W. Murray (general manager, Walthamstow) mem 
tioned a case in which a municipal tramway undertaking was 
competing with an omnibus undertaking, and in which the 
municipal undertaking had felt compelled to raise its fures 
and establish a minimum. The 'buses elsewhere had al» 
been in the same position, and had found it neceswry 0 
establish a IId. minimum fare. In this particular D 
where it was competing with the tramways, however, A 
company did not raise its fares, and when it was approach. 
in this connection it stated that it could not see its way 0 
raising the minimum fare. Referring to the great amount о 
influence which these omnibus combines. possessed, AT. 
Murray said he knew of one authority which хои ин 
Ministry of Transport for powers to run railless trolley | gl 
to a new housing scheme, but was told that there wi i 
need, the advice of the Ministry being that 1t should ate 
to the ‘bus company and ask the latter to run a 1 
Пе suggested that after the words will inevitably econ 
increased travelling charges to the public,“ the words ` } 17 
ruinous to the tramway industry and finally result in i| 
ing intolerable financial burdens on tramway-owning mun] 
authorities“ should be added. 


Coun. W. J. Squires, J.P., L. C. C., supporting tbe 5 
tion, contended that no form of transit or Do. li be 
was going to compete with municipal tramways san 
permitted to operate until it conformed to the regulations 


ed : nae Р шин? 
conditions which were placed upon municipal D UR Sin 


Умр: 
the resolution would embrace, and that was, 0 ш [аш 
ment, Пе was not a pessimist as regarded the ae " 

Mr. J. S. D. Morrer (general manager, Belfast) a cl 
given fair competition, he was sure that no motor n 
could hold its own under the same conditions. Ther Pn 
comparison between the London area and the po | 
London there was four or five square miles with è 


mH T cuneus —— — а —— — 2 
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population untapped by anything but motor "buses and under- referred to the London County Council's attempt last year to 


ground railways. He agreed that some action should be taken 
to stop the unfair competition which was going on, but he 
would not like it to go out that they were afraid of reasonable 
and fair competition.. | 


Coun. W. Т. NEwLING (East Ham) also referred to the suffer- 
ings of the metropolitan boroughs from unfair competition. 
In East Наш there were a dozen different servicés running 
through the borough, taking a Bugs amount of revenue away 
from the tramway system every day. A poor undertaking 
struggling to pay its way would have to inflict a heavy deficit 
year after year on the ratepayers, because something to the 
tune of £130,000 per annum was being taken out of the 
borough by unfair competition. | 


Coun. J. CRABTREE (Keighley) said that recently one of the 
principal companies in the town had asked for permission 
to run charabanes on one of the tramway routes, but permis- 
sion had been refused. The compaüy then wrote a letter to 
the effect that the Council could not refuse permission, and 
that it had only asked out of courtesy. It would, therefore, 
put its vehicles on the road and compete with the tramways. 


Mr. А. L. C. FELL (general manager, London County Council 
Tramways) said that in London they had been ploughing a 
lonely furrow. When it was considered that on the tramway 
routes in London they had had to pay £820,000 for widening 
streets, over which the omnibuses ran, and in addition. 
£140,000 a year in permanent-way rates, while the ‘buses were 
paying nothing. it was simply a scandalous position. He also 


get powers to extend the tratfic from dead-end tramway ter- 
minals by using motor ‘buses; it was told that as there 
was & private company operating, that company shouid be 
asked to supply the needs before the London County Council 
was given the powers. In conclusion, he referred to a para- 
graph in the report of the Select Committee on Transport in 
the Metropolitan Area, in which the committee stated that 
there should be equal financial treatment of all surface loco- 
motion. | 

Ald. D. J. Davies, J.P. (Mayor of West Пап) said the only 
solution of the whole matter was that local authorities should 
have the las& word in respect of allowing other people to 
run through their routes. 

Mr. HAMILTON suggested that the resolution as originally 
put that morning should be sufficient to enable the Executive 
Council to carry it into effect. ; 

Mr. L. E. НАВУЕҮ (general manager, Ilford) suggested that 
the Light Railways Association should be approached, with a 
view to obtaining the support of that body. 

The PRESIDENT said the matter had been considered by the 
Executive Council, and it was thought proper that the resolu- 
tion should be confined to municipally-owned tramways. 

Mr. Murray's amendment was put to the meeting, and 
defeated by a substantial majority, and the resolution as 
already given was carried unanimously. It was further re- 
solved “ That copies of the resolution be forwarded to the 
Prune Minister, the Minister of Transport, and to every 
municipal corporation that owns and operates tramways.” 


— — — — — — l. — — 


NEW BOILER- HOUSE PLANT AT WIMBLEDON ELECTRICITY WORKS. 


IN common with other electricity stations. the Wimbledon 
undertaking has experienced a steady development ot the 
demand for electricity supply. In the early years of its exist- 
ence the district served was chiefly residential, and it is still 
largely so, but the demand for electricity for industrial pur- 
poses has been steadily increasing, and the industrial factor 
may soon become of very great importance. In 1910 the total 
number of units generated was 3,052,933; as against 4,983,230 
for 190, an increase of 1,935,297 units. Analysing these 
figures further, we find that in 1910. of the total units sold. 
those for lighting purposes amounted to 1,708,659, whilst in 
193) the figures were 1,939,175, an increase of only 230,518. 
On the other hand, the power units, which in 1910 were only 
503,274, amounted in 1920 to 1,676,687, an increase of 1,173,418. 
This figure was only once or twice ex- 
ceeded during the most strenuous days 
of the war. and represents a continuous 
increase in the demand for power for in- 
dustrial purposes. | 

Wimbledon, although an old station, 
and not too conveniently planned. pos- 
sessed at least the advantage of being 
able {о place its new boilers in such а 
position as regarded the generating plant 
a8 to secure a much higher overall ther- 
inal efficiency than could have been ob- 
tained by extending the already existing 
boiler house 

This new boiler-house plant consists of 
two Spearing " water-tube boilers (fig. 
1). each having, an evaporating capacity 
of 25.000 Ib. of steam per hour at 250 lb. 
per sq. in. pressure, with a superheat of 
200 deg. F. These, boilers are fitted with 
"Bennis chain grate stokers (fig. 2) 
and Ferguson“ superheaters. The gases 
pass out at the back of each boiler along 
à flue under each boiler, and these two 
flues converge into a short main flue 
Which is connected to a steel chimney 
about 70 ft. high. A Sirocco“ motor- 
driven induced-draught fan is installed 
at the base of the chimney, with the 
usual damper arrangements. Ап ash 
tunnel is built beneath the boilers and 
flues. The valves and fittings were 
manufactured by Messrs. Shaw, Son and 
Greenhalgh. 

The battery of boilers, with its flues. 
chimney. &c., is one complete self-con- 
tamed steam-raising unit, the intention 
being that any further extension should 
» by similar units. 

16 " Spearing’’ boilers have been constructed to the 
specification of Mr. II. Tomlinson-Lee, the borough electrical 
engineer, by the Spearing Boiler Co., Ltd.. the principal con- 
tractors. The specification prescribed a factur of safety of 

There is thus a considerable margin for wear and tear 
abpve what is requisite for safety at working pressure. 

It will be seen from the illustrations that there are three 
drums, namely, the main steam and water drum, 4 ft. in 
diameter; the top circulating drum. 3 ft. in diameter; and 
‚ the bottom reservoir mud drum, 2 ft. 6 in. in diameter. Each 


of these drums has a distinctive function beyond that of 
thermal storage. 

Next to the main steam and water drum the reservoir mud 
drum is the most vital link in the design of the boiler, com- 


. bined with the down-comer pipes which connect the main 


steam and water drum with the reservoir mud drum. The 
down-comer pipes in this case are 8 in. In internal diameter. 
The foed water is delivered into the usual type of trough in 
the main steam and water drum, and by gravity travels down 
the down-comer pipes into and through the mnd drum. The 
result is that all the water in the boiler must circulate and 
recirculate during working operation through the mud drum, 
which thus becomes a real mud collector. In this respect the 
`* Spearing " boiler radically differs from all other header 


Fig. 1.—Spearine BOILERS AND BENNIS STOKERS LN COURSE OF ERECTION. 


types of boilers. through, the mud boses of which there is 


no circulation, the water in them being stagnant except when 
the -blow-oll cock is open. Another purpose served by the 
reservoir mud drum. which again distinguishes the Spearing 
from the other header types of boiler. is that the water 15 sup- 


. plied to the steam generating tubes in the natural order; the 
bottom tubes, which do the greatest proportion of the evapora- 


tion, get their water first, and the upper tubes later in the 


true order of their demand. 


Again, the nipples connecting the headers to the bottom 
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reservoir drum and the front circulation drum are 4} in. in 
diameter, that is to say, they have an internal area of about 
14 sq. in. Four-inch nipple tubes have about 11 sq. in., so 
that 44 in. nipples have about 28 per cent. more area for 
the inlet and outlet of water and steam to and from the headers. 
'l'he circulation through the tubes and headers is thus greatly 
improved. | 

А further distinctive feature is that the headers are straight 
and not sinuous. It is claimed that this facilitates circulation, 
and that other advantages such as more uniform thickness in 
construction and ease in cleaning are obtained. 

The front circulation drum also deserves remark. Its value 
is in steadying the circulation, increasing the thermal storage. 
and in checking surging at high rates of duty. There is also 
the advantage that it enables the upper row of tubes con- 
necting the front circular drum to the steam drum to be 
made steain carriers. These steam tubes also act as steam 
drivers. | | 

The number of tubes in each boiler is 308, contained in 22 
sections. The diameter of the tubes is 4 in. and the length 
18 ft. 

The superheater is of the well-known Ferguson type, and 
consists of 22 complete sections, comprising three solid-drawn 
steel tubes 1j in. external diameter, and 1$ in. internal 
diameter. Each section of tubes can be withdrawn or inserted 
separately from the rest. This facilitates repairs and inspec- 
tion. As the superheater is fitted in the side, and the headers 
and joints of the sections are accessible without entering the 


Each grate is provided with a totally encloséd change. speed 
gear box, which allows six variations in the speed of the 
grate, so that the speed of travel can be regulated within 
wide limits. ‘The starting and stopping of the stoker ana the 
variations of speed are effected through the gear box. ‘he 
gear is operated by means of a handle arranged to engage with 
the notches of a gate. It is impossible to interlock more than 
one gear at a time, and the grate сап be put out of action 
through the gate change at any point, without having to go 
through intermediate gears. 

The motion of the drive is continuous, ensuring smoothness 
in running, and provision is made on the driving gear for 
automatically stopping the grate in the event of jamming. 

The stokers are driven by belt from a continuous line-shaft 
running overhead, the bearings being carried on the stoker 
jamb columns immediately behind the chain grates. The 
shafting is driven by belt from a 10-b.h.p. '' Brook " motor. 

An underground system is employed for handling the ashes. 
They fall over the end of the chain grate stokers on to radial 
dumping plates, from which they are dropped when necessary 
into capacious hoppers which are sufficiently commodious to 
hold the ashes of about an eight-hour full-load run. From 
them the ashes are discharged into an ash truck, which is 
pushed by hand along a light track laid on the basement floor, 
to an electric hoist placed at the end of the ash tunnel. The 
truck is large enough to hold from 4 to 5 cwt. of ashes. It 
is raised to the boiler-house level by the hoist, passes through 
the boiler house, and outside to the tipping platform. 


Fic. 2.—‘* BENNIS " CHAIN GRATE STOKERS. 


boiler flues, the joints can be seen and examined, and tube 
withdrawals effected if necessary. Each set of three super- 
heater tubes is expanded into a square 1 in. mild steel plate. 
The plates are secured to the superheater headers by studs 
and nuts, and the joints are made by copper and asbestos 
rings. We are informed that these joints stand up to 850 
deg. F. in direct-fired superheaters. 

Each superheater is designed to give 250 deg. superheat at 
full load. 

The borough electrical engineer’s specification called for 
mechanical stokers suitable for burning Midland nutty slack 
(10,500 B.th.u.) with induced draught, and so designed that 
they could be hand-fired if necessary. The mechanical stokers 
fitted are „Bennis chain grates, two to each boiler, each 
6 ft. wide by 13 ft. 9 in. long, giving a total effective grate 
area in each boiler of approximately 165 sq. ft. 

The grates (fig. 4) are built up of the Bennis " patent links 
with halved Joints and corrugated air spaces. By halving the 
link at the joint with the succeeding link in the series, an 
uninterrupted surface is obtained, which prevents the admis- 
sion of an excess of air, whilst it ensures a sufficient supply 
for perfect combustion, and the continuous surface avoids 
the possibility of ashes passing through the joints of the links 
when passing over the grate drums. The corrugated air 
spaces, evenly divided, prevent thin flaky fuel passing through 
the grates. | 

Provision is made in the design to hold broken links in the 
correct position, to prevent them falling and causing break- 
down. This is achieved by each link being fitted with dowels 
whicb project from the side of the link. The dowel fits loosely 
into a corresponding recess on the next link. so that in case 
а link breaks it is impossible for it to fall out of position. 


The grate can thus continue running until it i . po 
replace the link. g until it is convenient to 


Fic. 3.—STEEL CHIMNEY. 


The hoist consists of a substantial steel structure with an 
electrically operated travelling car, and balance weights. ii 
is provided with two vertical sliding iron gates which open 
and close automatically as the car travels. mit 

To prevent overwinding at each end of the travel, ШШ, 
switches are fitted which break the circuits of the UP th 
„down directions respectively. This switch is fitted ш bt 
motor room, and is operated by the car should the e 
any chance travel past the direction limits. It breaks | 
main and car feed circuits, and can be replaced in a momen 
without having to wind the car and balance weight. i 

The induced-draught installation consists of a 55 in. diame 
“ Sirocco " fan, semi-upcast, full housing type. made J 
Messrs. Davidson & Co., Belfast. The construction 18 specialy 
designed to deal with hot gases, and ample wheel clearance 
left for expansion when dealing with gases at high PET 
tures. The fan is driven by a three-phase motor 0 E. hain 
manufacture, through a ‘‘ Hans Renold ” double driving dem i 

The chain is enclosed in a gear case which 18 proni 
forced lubrication. The motor is arranged for a T 19 71 
r. p. m., and the fan speed is 380 r. p. m., requiring duo 
mum duty 37 b.h.p. The intensity of the draught pr under 
will be equal to that of a chimney 180 ft. high, working 
purely natural draught conditions. . 

The steel chimney is self supporting, and is 60 ft. high d 
the brick base. It is 7 ft. diameter tapered outward, 5/16 in 
at the base. The first 12 ft. from the base consists me thick 
thick steel plates, and the remainder consists of 1 m- 
steel plates. | 14 by 9 OY 

The feed pump is one of Worthington- Simpson в] DUE 
24 in. vertical simplex double-acting piston pattern P^ per 
capable of. delivering up to 10,000 gallons of feed wa 
hour against boiler pressure. Ive 6987. 

The pump is fitted with the latest type of steam v8 
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which is of very simple construction, the working parts con- 
sisting of а main slide valve which controls the admission 
of steam to the main steam cylinder, a steam-thrown plunger 
which operates the slide valve, and a small auxiliary slide 
valve, which controls the motion of the steam-thrown plunger. 
These three parts, together with the valve rod connections to 
the lever, which move the auxiliary valve, make up the whole 
working mechanism. It is particularly adapted for operation 


Fic. 4.—GRraTE OF BENNIS STOKER. 


with high-pressure steam, the small auxiliary valve being the 
only working part directly connected to the valve rod, which 
valve, due to its small area, is subject to but little friction 
from the pressure of steam upon it, and consequently wear and 
strain on the connections are minimised. 

The difficulties of lubricating at such temperatures bein 
overcome by the design of the parts, the mechanism can, i 
necessary, run perfectly without any cylinder lubrication at 
all. The auxiliary cylinder carrying the steam thrown plunger 
is at right angles to the length of the main cylinder, in order 
to give the necessary support to the weights of plunger and 
main valve, thus preventing any possibility of the parts drop- 
ping and short-stroking the pump. From this construction, 
it follows that the auxiliary steam valve moves in line with 
the main piston rod, while the main valve operates at right 
angles to it. | 

Acknowledgments are due to Mr. H. Tomlinson-Lee for 
facilities to obtain photographs, and to the manufacturers for 
particulars of the plant. 


LEGAL. 


F. W. Harvey & Co. v. New ENTERPRISES, LTD. 


Ат Marylebone County Court, last week, before Judge Wal- 
worth H. Roberts, plaintiffs, electrical manufacturers, of 15, 
Edbrook Road, Paddington. sued defendants, of 69, Church 
Street, Edgware Road, W., for £30 for goods sold. Plaintiffs’ 
case was that at defendants’ picture palace in Church Street. 
there was installed an electric generator, but it commenced 
running badly and plaintiffs were asked to see to it. They 
completely overhauled the machine and supplied new parts 
where necessary. Defendants’ case was that they refused to 
pay plaintiffs the amount charged because the work was not 
Properly done. Mr. James Lambert. general manager of the 
theatre, stated that after the work had been done the gene- 
rator frequently stopped, and continued like this for about 
three weeks, the result being that he was at a loss of about 
£30. It emitted showers of sparks and became very hot. 

Teply to several questions, a witness stated that the 
machine was of German make, and suited for 2.000 revolutions 
@ minute, but was unable to withstand 2,800 revolutions a 
minute at which it was sometimes driven. 

A witness for the plaintiffs stated that the reason the 
machine became hot was either that it received insufficient 
lubrication or else some foreign substance got into the 
generator. 

His Honour gave judgment for the plaintiffs for the amount 
claimed with costs. 


CHARLES Peacock & Co., Lrp., v. J. В. WEST. 


Ат Marylebone County Court, before Judge Walworth H. 
Oberts, last week, plaintiffs, of Clapham. sued defendant. 
of Brondesbury, for £70 14s 2d. for goods sold. 
vidence was given by the manager of the repetition wood 
Work department in plaintiffs’ works, who stated that in 
January, 1990, Mr. West gave an order for a number of fuse 
boxes which were to be made of Cyprus stained teak wood, 


at the same time supplying & box as а sample of what he 
required. Plaintiffs duly delivered а number of boxes, but 
they had not been paid for, except so far as the delivery 
up till February was concerned. Defendant had contended the 
boxes were not equal to sample, and when witness attended 
with him at the Electrical Supplies Co., Tottenham Court 
Road, he (witness) was shown а piece of stained wood, a 
material which witness denied was similar to that ot the 
sample box originally given by the defendant. Witness had 
known that the defendant had some connection with the 
Electrical Supplies Co. The piece of Wood was stained walnut. 

Later in the hearing, Mr. A. Farr, merchant and electrical 
supplies manufacturer, of Kennington Road, said he was asked 
to attend at defendant's works to examine some of the boxes 
in question. There were about 300 boxes, but he examined 
only about 50 or 60. He should say they were fairly up to 
sample, but one of them produced he would not pass. He 
added that before the war fire insurance companies nfight 
have passed boxes made of soft wood; they might also have 
done so during part of the war, but after 1920, owing to the 
attitude of fire insurance companies, he was unable to sell 
fuse boxes unless they were made of very hard wood. 

His Honour said the whole subject in dispute was more fit 
for the determination of an expert. 

Mr. KiNG said they originally proposed that the matter 
should be referred to arbitration. 

Mr. HARTLEY said defendant had a number of fuse boxes 
sent back to him by customers, but they would be made the 
subject of an after claim. 

His Honour: They might become a question of law after 
ihe settlement of the present claim. 

_ It was then agreed to appoint an expert referee to inquire 
into the material from which the boxes were made, the quality 
of workmanship, &c., and report to the Court. 


WESTON ELECTRIC Lame Co. v. STUART. 


IN the Shoreditch County Court on Monday, before Judge 
Cluer, plaintiffs, Sun Street, Finsbury Square, E.C., sued 
defendant, of Ramsgate, a dealer in lamps, &c., to recover 
£20 lls. ld. for goods sold and delivered. The defendant 
admitted £5 8s. only. Mr. А. E. ROBINSON appeared for the 
plaintiffs, and said the amount was £63 13s., and credit had 
been given to the defendant for commission on sales to the: 
amount of £43 ls. lld., leaving the balance claimed. Мт. 
Robinson went on to say that they claimed that the defendant 
was not entitled to commission on returned or unpaid-for 
goods, and that was the dispute. Judge CLUER pointed out to 
the defendant that if there was a dispute he should have put 
in а counterclaim, but if the plaintiffs were willing to go on 
he would proceed with the case. Mr. ROBINSON agreed. Mr. 
HARRY FENNIMAN, sales manager to the plaintiffs, said there 
was no dispute that goods had been supplied, but defendant 
wanted more commission than he was éntitled to; they only 
paid on cash received. They had deducted £15 2s. lld. for 
commission on returned goods and bad debts, but he seemed 
to think he had been treated hardly. The defendant 
said he never knew how he stood with the plaintiffs, as he 
was constantly asking for the monthly statement, which was 
in his agreement, but never got it. He then asked the wit- 
ness: Did you not say you were manufacturers of these 
electric lamps? " Witness: Certainly not; we are not manu- 
facturers. Defendant: The whole trouble was that they 
would send lamps from five or six manufacturers 1n one con- 
signment. some of them inferior, and of course they were re- 
jected. Plaintiffs’ witness strongly denied that this had ever 
occurred. Judge CLuER told the defendant that it hardly con- 
cerned the case as to whether the lamps were inferior or not. 
They might have been made by workmen who purposely spoilt 
their work, in which case they could of course be rejected. In 
such circumstances, of course, they would not be accepted by 
the buyer, and the defendant could not expect to draw any 
commission. There would have to be a verdict for the 
plaintiffs for £90 11s. 1d., and costs. 


COMPENSATION AWARD. 


IN the Mayor's and City of London Court on Monday, Charles 
Harding, labourer, 4. Petersfield Road. Acton, claimed com- 
pensation against the British Thomson-Houston Co., Ltd., 
electrical engineers and manufacturers, 83, Cannon Street, 
E.C., for injuries which befell him on February 16th at Acton. 
He was assisting to move machinery by placing rollers under- 
neath, when one of the rollers slipped and the machinery fell 
on to his right hand. He had a crushed little finger, of the 
right hand. Mr. Dale. counsel for the defendants, said tney 


had agreed to pay £15 compensation and 5 guineas costs, 


which plaintiff would accept. Judge Jackson concurred. 


eee ee 


he Shackleton-Rowett Antarctic Expedition.—We learn 
p the ‘‘Ceag’’ Miners’ Supply Co., Ltd., of Barnsley, 
that Sir Ernest Shackleton's ship, the Quest, carries on 
board a complete equipment of standard Ceag " miners 
lamps, Cap lamps and Bull's-Eye lamps and all скин 
also a charging stand of their bulk-head type specially 


adapted for ship use. 
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NEW PATENTS APPLIED FOR, 1921. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Mussas. Ѕвғтои-Јоивз, О'Оші anD 
Srerusne, Chartered Patent Agents, 285, High Holborn, London, W.C. 1. 
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24,759. '' Insulator blocks ol hizh-tension clectric switchgear, &c.". N. Р. 
Bedson. September 19th. 
24,761. Electric lead terminals and manufacture of same." W. Horton 
and W. Preston. September 19th. | 
24.764. Electro-maginetic wave-transmitting systems," M. Latour. Sep- 
tember 19th. (France, August 21st, 1915.) | 
24.765. ' Electro- magnetic wave-transmitting systems.“ М. Latour. Sep- 
tember 19th. (France, November 20th, 1915.) 
24.769. Electric vehicles.” J. R. Churchill. September 19th. 
24.774. Magnetos.“ W. T. Farquharson. September 19th. 
24.780. Trolley heads for tramcars."' M. A. Klauck. September 19th. 
24,782. '' Sockets or bases for trolley poles for clectrically-propelled vehicles.’ 
E. M. Munro. September 19th. 
24.783. Electric alarm system for detecting a damaged seat." F. II. 
Paye. September 19th. S 
24,808. *“ Electric motors.” British Thomson-Houston Co., Lid. (General 
Electric Со.). September 19th. | 
24.812. Electric transformers.” Allmanna Svenska Elektriska Aktiebolagct. 
September 19th. (Sweden, July 2nd.) | 
24.893. ‘Electric lamps." A. Кчей. September 19th. 
24.825. Telautography." Н. G. Bartholomew. September 19th. 
24,847. Telephone systems." Automatic Telephone Manufacturing Co. 
September 19th. (United States, October Ist, 1920.) 
24,848. Telephone systems." Automatic Telephone Manufacturing Co, 
September 19th. (United States, September. And. 1920.) | 
24,856. ‘ Electric lighting from magnetos, &c," H. F. Loveland. Sep- 
tember 19th. . " mE 
21,865. Coupling for electric cables, &c. H. E. Hadwen and H. Willis. 
September 20th. | i mE ME | | 
. 2. Electric heaters," P. W. Davis and F. H. Reeves. September 
M 
20th. ; 2 ч 
23.893. Electric signalling system.“ M'. Pack. Sunderland Forge & En- 
gincering Co., Ltd., and H. D. Wight. September 20th. 
24.911. Electrically testing and comparing strength of magnets." A. 
Whittingham. September 20th.“ | 
24,925. Electric discharge apparatus.“ British Thomson-Houston Co., 
„== . ә Ж . E 
Ltd. (General Electric Co.). September 20th. 
24.926. Magneto-clectric machines." British Thomson-Houston Co., Ltd., 
and A. P. Young. September 20th. 
24.930. ‘Automatic safety device for electric connections." J. Hollmann. 
September 20th. | | 
24,908. '' Bodies of trackless tramway саг», &c." G. A. Bishop and R. A. 
Chadwick. September 215. | 
24.984. “ Electric resistance board or panel for tandem lamp circuits." 
B. B. Gascoyne. September 215. 
24,990. “ Signalling apparatus fer mines." A. Paton, September 21st. 
25,014. '' Mounting electric conductors in casings. F. Krupp Akt.-Ges. 
September 21st, (Germany, February 10th.) 
25.027. Electric tensioning devices." British Thomson-Houston Co., Ltd. 
(General Electric Co.). September 21st. 
25,029. * Couplings for sparking plug, &c., terminals." J. I. D. Stevenson 
and K. D. Stevenson. September 21st. 
25,031. “ Electric joints." C. J. Beaver and E. A. Claremont. Sep- 
tember 21st. | | ‚ 
25.041. '' Electric relay devices," G. A. Cheetham, Metropolitan-Vickers 
Electrical Co., Ltd., and W. Smethurst. September 21м. 
25.054. Web controller." Union Bag & Paper Corporation. September 
21st. (United States, July 22nd.) 
25,035. © Electric switch." Union Bag & Paper Corporation. September 
2130. (United States, July 2nd.) 
25,056. Safety switches for kinematographic projection apparatus." W. 
Firley and С. Weil. September 21м. (Czecho-Slovakia, September 21st, 1920.) 
25,060, '' Electrical connection and lighting boxes lor mines, Ke. E. B. 
Williams. September 21st. | 
25.06]. „ Receivers for wireless. telegraphy.” L. V. Lewitzki. September 
Aist. (France, September 21st, 140.) | 
25.062. Receiving devices for electric waves.“ F. Schneider. September 
Ase Germany, July. 13th.) 
25,073. "Switches." F. S. Riggs. September Zlst. 
25,076. » Valve for wireless apparatus.“ J. P. Prangnell.. September. 21У. 
25,077. '' Coil for wireless apparatus." J. P. Prangnell. September 21st. 
25.082. * Obtaining air-tight joint for sealed electrical apparatus." G. F. 
Mansbridge. September 22nd. | 
2.5, % l. Sparking plugs.“ J. E. Barrows. September 22nd. 
25,0 8. '' Electric soldering iron." G. S. Batterbz, Batterby & Hetford, 
and C. N. Heflord. September 2nd. 
25,007. Current collecting trolleys on electric. tramcars, &c." В. Shores. 
September 22nd. | 
25.10. Synchronous dvnamo-electric machines." E. P. Hill and Metro- 
politan-Viekers Electrical Co., Lid. September 22nd. 
25048. T Electric motor control." — British. ‘Thomson-Houston Co., Lad. 
(General Electric Co.). September 22nd. 
25.157. Distributors for electric ignition systems of internal-combustion 
engines" M'. F. M. Rose. September 22nd. 
25.178. i Production of oscillating currents, &.“ Капо Communication 
Co, Ltd, and J. Scott-Taggart. September 22nd. 
25. 61. “ Safer switches for kinematograph projection apparatus.” W. 
Firley and G. Weil. September 22nd. 
25.179. Electric radiators." Soc. Générale Le Promérbhée. Sepeember 
Rnd. (France, September 22nd, 1920.) 
20.447. "t Radio-receiving systems." R. II. Marriott. September. 22nd. 
(United States, September 22nd, 1920.) 
25.2. Reflector searchhohts 7 C. Zeiss (fim of), September 23rd. 
(Germany, September 24th, 1920.) 
226 2 Ele tr i. fuse boards or distribution boards." J. E. Gaffney and 
J. Н. Tucker & Со. September 23rd. ` 
253232. * Electric welding or fusion «deposition. of. metals." Quasi Are Co., 
Ltd., and A. P. Strohmenger.. September 231d. 5 
25,943, 8 Electric nnmersion. heaters; С. Kratt. September 23rd. 


25.261. Electric water heaters.’ C. Kratt. September vor 

25.245. Distributors or commutators for motor vehicles" G. II. Taylor 
Si ptember 231. | | В | 

25.247 “Insulator for electrodes of. electrical gas purifiers’ 
Co.. Ltd. (Metallbank und Metallurgische Ges); September 23rd 

230 TT : іс i 1 | 

25.248. Process for electrical gas purification " Lodge Fume Co, Lid 
(Merallbank und Metallurgische Ges. September Эй, mM 


F 
25,257. Electric control systems." British Th 

| | | | systems. omson- ; 

(General Electric Co.) Seprember 23rd. e 


' Thor Electric Safety Lamp Co., Ltd. Sep- 


Lodge Fume 


25.276. Miners’ lamps, &c.' 
tember 23rd. 
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25,282. Storage battery plates." Chloride Electrical Storage Co., | 
(B. Ford). September 23rd. | » Ld. 
95.284. “Electric switches," Soc. E. Spengler et Н. 
23rd. (France, September 23rd, 1920.) iila j шы September 
25.295. Electric transformers." British Power Railway Signal Co., Lid 
D. C. Gall, Н. Tinsley, and Н. Tinsley & Co. September Af. 
25,325. Electric condensers.” T. F. Wall. September 24th. 
25,327. Electric light conduit fittings." G. T. Theobald. September 24th 
95,328. “ Electric discharge devices.“ Radio Communication Co Lu. 
and J. Scott-Taggart. September 24th, „ 
25.434. Apparatus for distribution of sand on tramway, &c., rails.“ 
Murray. September 24th. | ы 
25.348. “ Trolleys for electric vehicles. D. M. Hutchinson and J. Spowart 
September 24th. DE 
25,88. Electric motor control.“ British Thomson-Houston. Co., Ltd 
(General Electric Co.). September 2Ath. Ж ae 


. 


PUBLISHED SPECIFICATIONS, 


The numbers in parentheses are those under which the ificati i 
printed and abridged, and all subsequent proceedings. will pope 


1920. 


6,656. ** Automatic or semi-automatic telephone systems." ME Crags 
March 4th, 1920. (168,611.) 1 рн 
1, 687. Process of and apparatus for electrical welding." Wi “olde 
and Metals Co.. Inc. April 22nd, 1919. (142,090.) à SHEER 

9.69 3. Adjustable standard {for electric. lamps." L. S. I 
April 4th, 1918. (141,354) Я ОЧУ 

2,593. Recording mechanism for use with electrical sign telegraphs.” 
Н. K. Harris. May 6th, 1929. (168,630.) 

14.820. © Electrical plug socket and switch combinations." J. A. Crabtree 
June Ist, 1920. (168,041.) ' 

14,809. *' Relay contacts and method of making the same.“ F. L. Dodgson 
June Ist, 1920. (168,642) i2 

14,977. “Indicating or adjusting devices for wireless direction-finding coiis 
and other devices.“ S5. F. Woodell. June And, 1920. (168.649.) 

15,008. Method of and means for electrically synchronising apparatus over 
a long distance." Н. M. Petersen. June 2nd, 1920. (165,050) 

15,195. Modulated signalling systems particularly applicable to wireks: 
signalling." N. Lea and Radio Communication Co., Ltd. June 4th. 190 
(168, 660.) 

15,196. '' Electric foot and food heater and vaporiser." L. A. Edwards 
June 4th, 1920. (168,661.) е 

15.276. Filaments and like bodies." British Thomson-Houston Co., Lid. 
(General Electric Co.). June Sth, 1920. (168.669.) 

15,587. Means for automatically controlling the temperature of electric 
heating apparatus," Soc. Anon Des Etablissements. L. Bleriot. February 
5th, 1919. (144,669.) 

16.070. Telephone systems." Western Electric Co., Ltd. June 14, 1915. 
(145,034.) 

16,266. Electric signalling systems especially applicable to telephone 
systems." Western Electric Co., Ltd. August 3lst, 1915. (140,066) 

16,338. ''Alternating current motors." R. Kimura and T. Seisakusho. 
June 16th, 1920. (168.695.) 

16.389. "' Electro-metallurgical process for manufacture of ductile bodie 
of high fusing metals and alloys of same." E. Aoyagi. June 17th, 195. 
(168,697 .) 

16,433. '' Vacuum rectifiers with rotating electric arc." Siemens Schuckert- 
werke Ges. October 23rd, 1915. (145,423.) 

16.806. Automatic electric switches for use more especially in relay 
circuits." Austin Motor Co., Ltd., and C. B. Walker, June Hnd, 19%. 
(168,706.) 

16.944. “Electrical switchgear.” — W. A. Coates, G. Е. Gettins. р. К. 
Davies, and Metropolitan-Vickers Electrical Co., Ltd. June And. 199. 
(168,707.) А 

17.849. '' Automaticallv-operated electric switch mechanism for use in com 
nection with kinematograph apparatus to cut off the current in Cast d 
breakage of a film." J. W. Cliffe and T. B. Rutter. June 30th. 133. 
(168,722.) 


19.334. Production of high-power currents of constant frequency.” Ges. 
fur Drahtlose Velepraphie. December Bist, 1915. (147,431) 
19,375. Electro-magnetic wave signalling systems. М. Latour. Noven- 


ber llth, 1915. (147.462.) a 
19,931. *'' Electricity meters.“ Siemens Schuckertwerke Ges. March 1th, 
1918. (147.879.) 
19,990. *'" Membrancus transmitters or receivers for subaqueeus sound 
signals," Signal Ges. May Bth. 1915. (147,935.) 
19.991. Submarine sound-producing devices.” Signal Ces. June ШШ 
1915. (147,936) а 
19.996. “ Subaqueous sound producers or receivers.” Signal Ges. 
ber 27th, 1917. (147,941) . oP 
20,002. Receiving device for submarine sound signals {vith а s 
member abutting on the water and a detecting dev ice," Signal (ies. Өчөт 
26th, 1914. (147,947) oo Gee tia 
20,231. Arrangement for carrving wireless Stations.” “Dre E. Fc 
Ges. October 30th, 1913. (148,317.) 
20,279. '' Electric heating apparatus.’ 
1913. (148,359.) | Ете 
20.824. Electrical contact device.“ Ges. fur Nautische Instrument 
May llth. 1916. (148,964.) А 
230.952. “Inclined carbon lamo provided with magnetic 
the arc.” R. Mylo. January 28th, 1918. (143,205.) : e ч 
21.004. Contacts for electric switches and other circuit-closing {емее 
A. West & Co., Ltd., and G. Page. July 12th, 1920. (168.741) estin 
23.176. '' Apparatus for starting single armature converters. from | ; 
nating current side." Akt.-Ges. Brown, Boveri et. Cie. August Jein. 
(443.920. 


95.249. '' Safety controlling appersteis— for electrically driven 


Novem 


„ I., de Soissan, December 1. 


AES 
regulations © 


As 
veh ke. 


C. C. Farmer. March 26th, 1920. (160,742.) ; ө Weem 
26.654. oa Repeaters {ог high-frequency electric «папя systems. 
Electric Ca., Ltd. September 30th. 1919. (151.926. е." E 
96.899. *' Б1їеөсїгс-тїдүтөн сай operated sounding horns guo EN 
Magerle. April With, LRO. (161.548. А | оба, Мб 
30.987. Controllers. for electric motors.“ гате PI eal) 
(Cutler-Hammer Manufacturing Co. November 2nd. — 1720. Peri 
342965. ** Electrical treatment of ferrous metals during prev 
Wickett. June 3rd, 1920. (Divided application on 154.711.) (1645: 
1921. 1 „ f. 
S. Sa. Electric relays especially suitable for wireless telee 
Buchenot, March 24th. IRA, (160,030) Li 


16.624 Кес а controllers.’ Metropalitan-\ ickers Electrical 


July Dh, 1920. (166,518.) ; 
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New Capital in Germanv.—In the first quarter o 
creation of fresh capital in Germany amounted to n^ 1 8 5 
marks. Of this total, the electrica! industry en s 
375.000.000 marks in shares and bonds, while the capit 
new companies totalled 380,000,000 marks. 
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BRITISH PARSIMONY: AMERICAN 
EXPANSION. 


A new departure in what the Government of the United 
States ternis its “ foreign trade service ’’ has just been 
inaugurated, and is of particular interest in view 
vf the general conviction that the greatest hope 
vf relieving unemployment in the United Kingdom 
lies in the expansion of our own oversea trade. 
For many years the Bureau of Foreign and 
Domestic Commerce at Washington has issued daily 
а printed collection of information which it received 
from its oversea officers. The material was not classified, 
save under а rough geographical arrangement, and it 
was only at very long intervals that indexes were com- 
piled. Over the signature of Mr. Hoover an announce- 
ment now appears to the effect that these Consular and 
similar reports will be issued weekly and edited and 
classified according to the branches of trade or industry 
affected. In order that there max be the wide cae. 
tion and no delay, urgent information that пау be re- 
ceived will be released to the Press immediately upon 
its arrival, in advance of the weekly publication. 

The special preparation of these Commerce Re- 
ports " in their new weekly form has been ren- 
dered possible. by the incorporation in the Bureau 
ог Commerce of experts in the more important 
branches of American industry. These commercial 
officers at home maintain close intercourse with 
trade associations, and thus keep in touch with 
the nature of the service, information, and investi- 
gation needed iu the various branches of production. 
Already eleven different trade divisions have been formed 
in the Bureau, one of the latest being that dealing with 
electrical equipment and supplies. It will be seen that 
in this reorganisation scheme there is an element of 
economy, viz., in changing Commerce Reports ” from 
а dailv to a weekly publication, whilst by the provision 
for the immediate issue of urgent items efficiency is in 
no way sacrificed, At the same time, the general value 
of the whole ** foreign-trade service should be greatly 
enhanced by the addition of advisory experts in charge 
of divisions at home. This last feature is similar to 
that which formed part of the war-time reorganisation 
scheme of the Department of Overseas Trade. 

It would be interesting to learn. whether our own 
Government knew in advance of these American plans, 
and if so, whether it was acquainted with them at the 
time the present Parliamentary Secretary to the Depart- 
ment formulated his plans for effecting the 20 per cent. 
reduction ordered by the Treasury. Judging by state- 
ments made more or less officially at the time of the 
publication of the report of the Holmes Economy Com- 
mittee, the есопошу axe will fall at the D.O.T. upon 
that side of its activities which the United States Govern- 
ment has just paid it the compliment of imitating. 
Further. the new Parliamentary head of the Depart- 
ment whose energies in exploring new trade outlets 
need more encouragement now than ever before, is 
said to have decided upon a 40 to 50 per cent. cut 
instead of the 20 per cent. ordered. As the dismissal 
of a permanent civil servant is not possible іп such 
circumstances, the temporary men would have to go, 
viz.. the men with special commercial experience impos- 
sible of attainment in any Government department. 

We vield to none in our desire to see the drastic cur- 
tailment of all wasteful expenditure. We hold no brief 
for the D. O. T., but as our readers are well aware, we 
welcomed its war-time reorganisation, and we hoped 
for great things from the extension of its Trade Com- 
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missioner and Commercial Attaché services. We have 
always considered that the sui spent officially in this 
country on trade development was absurdly inadequate, 
bearing in mind the magnitude and diversity or its 
commerce. During the past financial year it cost the 
country less than half a million pounds. And now, 
just at a period when it would have the best pos- 
sible chance of justifying its existence, it is to be sacri- 
ficed because apparently other branches of the Civil Ser- 
vice pretend that they cannot possibly economise to 
the extent desired by the Treasury. Does this mean that 
the vacancies which have lately occurred in the Trade 
Commissioner Service will not be filled? It will be 
remembered that certain Trade Associations liave shared 
with the Department the work and expense of under- 
taking joint investigations into overseu markets for the 
commodities in which they are interested. Are these 
investigations to be abandoned? Again, the collection 
and display of samples of foreign competing manufac- 
tures have proved of value and utility. Will these 
operations cease? Adverting to the matter of the staff 
of the D.O.T., which obviously will be restricted vy the 
* cut" to the established Government officials, is it 
seriously believed by the ‘‘ competent authorities " that 
a D.O.T. recruited solely through the usual Civil Service 
channels will be able either to initiate or to carry out 
intelligently any work of utility to commerce and in- 
dustry? The business community is entitled to fuller 
information on all these points. At present the pro- 
posals have the appearance of economy run mad. 


Tux proposed working agreement 
An Important between the Electrical Power Enyineers’ 
Trade Union Association and the Electrical Trades 
Development. Union, to which we referred in recent 
issues, 1s a matter of considerable 
significance to the electricity supply industry. There 
has been, of course, in the past, a certain amount 
of action in common " between these two unions. It 
is now proposed to establish permanent machinery for 
future co-operation. This arrangement for reciprocal 
support—which implies the joint action of these two 
unions in the future—introduces a very important new 
element into the industrial situation, the full incidence 
of which it is difficult to foresee. In the first place, if 
the proposal matures and the disagreement on the detail 
pointed out by Mr. Webb in his letter last week is got 
over, the E. P. E. A. will apparently throw in its lot with 
the manual workers; and the fact that its decision is 
by way of agreement with the Electrical Trades Union 
introduces further features—as presumably the E. P. E. A. 
is fully aware of the general policy of the E. T. U. The 
latter proposes to ingather if possible the whole of 
the manual workers uuder their particular unions; its 
theoretical ambitions ultimately, we understand, even 
extend to everybody in the industry. It wants to form 
one big industrial union and eliminate all the craft 
unions that at present butt in (as it would say) into the 
industry. Thesupport and co-operation of the E.P.E.A. 
is obviously an element, and a most important one, in 
this scheme. 

In coming to the present agreement we take it that 
the E. P. E. A. is aware of the full significance of the step 
it is taking. We should under-estimate both the ability 
and the initiative of the E. T. U. if we did not anticipate 
that it would endeavour to use this“ working agree- 
ment ?? as a lever to bring about closer and closer union. 
We may assume that it will not fail to emphasise nt least 
one of the items specified as of “common interest,” 
namely, 4 the desirability of all employés enrolling in 
a hona-fide trade nnion.” Mr. Webb most candidly told 
the Electricity Commissioners at the recent Greater 
London Joint Electricity Authority Inquiry that the 
E.T.U.'s views were that the workers should jointly 
control the industry. and the present agreement is ob- 
viously a step in furtherance of that policy. 

We are not at the moment commenting on the merits 
or demerits of the policy of elther of these bodies. Our 
purpose is merely to point out the significance of the 


movement, and to indicate the important bearing it 
шау have on the working conditions of the industry 
in the future. Many of the labour troubles in the in- 
dustry have been due to а lack of study of the essential 
facts of the situation at any given time. Hence our 
present explanations. 


Tuer old. procedure of taking out a 

The Cost ої Provisional Order was a somewhat for- 

Special Orders. midable matter. It was particularly 

onerous where the subject of the Order 
in question was very simple, say, in the case of power to 
supply a small village where everyone was agreeable. 
Here, indeed, such ponderous legal machirery seemed 
very much out of place. In the Electricity Supply Act 
of 1919 an attempt is made to remedy this and to sim- 
plify the procedure, Section 26 allowing a ‘ Special 
Order "' to be substituted for a Provisional Order. The 
fee for this Order is £35. In addition to this, if an 
Inquiry is necessary or if any additional expenses are 
incurred, the amount is charged to the applicant. 
Beyond this there is nothing except any expense in- 
curred by the applicant in the preparation of the draft 
Order. The Conunissioners have issued two printed 
forms of explanation which set out the procedure во 
exaetly that an Order might actually be put through 
without much, if any, legal assistance at all. 

These Special Orders can, of course, be used to amend 
any existing Provisional Order. Where they are most 
likely to be of use is in connection with maximun 
charges. In some cases, of course, companies are hold. 
ing Provisional Orders which do not include any clause 
for the revision of prices; this could be amended by à 
Special Order. Also the reinstatement of the minimum 
charge in those Orders where it 1з at present omitted 
could presumably be dealt with by a Special Order. 1n 
this and similar cases the Special Order would be parti- 
cularly simple. The relevant part of it, in fact, would 
be little more than a few words, so that the drafting and 
putting through would be a small matter. In addition 
tə the simplification of procedure thus made under tlie 
Act, there is also a further point of advantage which 
nowadays obtains, namely, the courteous assistance 
which is always at the disposal of any inquirers ac the 
Electricity Commission. There is here nothing ot the 
stand-off. wet-rid-of-vou-quick attitude of the traditional 
Government Department. 


Іт was no uncommon practice in pre 
German war times for coal and steel syndicates 
Syndicates in Germany to tie down industrial con- 
and the sumers to conditions under which the 
Abuse of Power, lattep were compelled always to procure 
their supplies of coal, and coke, and of 
iron and steel, exclusively from the constituents of the 
syndicates. In the event of customers making any such 
purchases from other sources without the previous con- 
sent of the syndicates, the latter on becoming aware of 
the facts refused to deliver any further supplies to the 
customers except on penalty terms. Such arbitrary 
action in these industries has been nullified since the 
armistice, owing to Government control over them and 
Government insistence that the requirements of the 1n- 
land market must first be met before the export trade 
is taken into consideration, and as the syndicates do 
not wish to see State control rendered more strict, they 
are careful not to arouse any complaints on the part 
of their customers that might stimulate further State 
action. In other industries, however, the abuse of de 
power of syndicates or monopolies continues 1ts merry 
course. 

One instance of this kind relates to the supply of glow 
lamps, and a second to that of insulating tubes. In 
the former case the Community of Interests of German 
Electrical Wholesale Merchants and Exporters po! 
that the conditions of delivery announced on Septem" 
2nd by the Osram Co., in the preparation of which the 
Electrical Wholesale Merchants’ Association of German 
co-operated to the exclusion of other leading unions : 
merchants. have evoked great alarm in the glow-lam 
market. Merchant circles have adopted a negative atti- 
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tude particularly in relation to the demand put forward 
by the Osram Co. to be supplied with а copy of tlie in- 
voice for euch customer’s order, which would furnish 
the company with a complete list of these customers; 
and they also reject with astonishinent the demand that 
the Osram Co. should have the right of deciding whether, 
and if so, how many, lamps should be allotted to the 
wholesalers’ customers. Apart from further striking 
defects in the matter of discount scale, the exclusion of 
the legitimate exporter and various innovations in 
mercantile life, the Community of Interests states that 
the points set forth above are felt to represent a wound- 
ing of the dignity and self-consciousness of the merchant 
profession, and it is said that if the demands are ac- 
cepted without opposition, the result will be to encourage 
further circles of the manufacturing industry to exercise 
their lust for power. Under these circumstances, а 
meeting of protest has been arranged by the Community 
in connection with the Lighting Merchants’ Syndicate 
and other interests concerned, including consumers’ 
associations. 

The second instance relates to the general conditions 
of the Sales Bureau of the United Insulating Tube 
Manufacturers. Among other matters, the conditions 
stipulate that prices, extras and discounts, as well 
as the time of delivery, are non-binding. The express 
reservation is made that alterations in prices can be 
made at any time without special notice being given, 
and the day of delivery is considered as the given day 
of grace. If the particular member of the Association 
entrusted by the Bureau with the execution of the order 


is unable to effect delivery, the Bureau imposes the con- 


dition that it is justified in transferring the order to 
another firm without the customer being able to make 
any claims whatever arising from the resulting delays. 
It thus appears that merchants and consumers in both 
the cases quoted are to be handed over to the tender 
mercies of manufacturers. 


EvENTS at Belfast last week reached 
a climax; the Council passed а reso- 
lution to dismiss the consulting engi- 
neers, and the Electricity Committee, 
as a natural consequence, resigned en bloc. The 
case is unique in our experience. It is clear. however, 
that the action of the Council was in the last degree 
unwise, and most certainly was not taken in the best 
interests of the electricity supply undertaking. To 
throw over the Committee at a time when the under- 
taking was passing through a process of transformation 
and reorganisation, and to dismiss the consulting engi- 
neers who had developed the new scheme, meant that the 
latter would be delayed indefinitely and that the shortage 
of electricity from which the citv has suffered would be 
prolonged probably until 1923, whilst the outlay was cer- 
tain to he greatly increased. It was equally certain that 
the Council would be hard put to it to secure a competent 
Electricity Committee, and would pay dearly for the fit 
of temper in which it made its hasty decision. | 

However, as we go to press we learn that on Monday 
the Council rescinded the resolution, and no doubt every 
effort will be made to induce the members of the Com- 
mittee to withdraw their resignations. 


The Belfast 
Imbroglio. 


Now, when the Annual Festival of 

The Electrical the Electrical Trades Benevolent Insti- 

Trades Benevo- tution is approaching, is the time to 
lent Institution. awaken interest in its constitution and 
objects, to secure new members, and to 

collect funds for its purposes. Every one of их can do 
this; all that is needed in the way of personal sacrifice 
18 just to overcome that feeling of diffidence which detera 
one from opening the subject. It is a trifling effort; 
one would not hesitate to solicit contributions, sav, to 
а benefit football match, or to sell tickets for a concert 
or à dance—why, then, should one shrink from engaging 
in во laudable а campaign as that of the E. T. B. I., which 
has for its object the relief of necessitous comrades? 
It will be found, by those who put it to the test, that the 
{оріс will command the sympathetic interest of every 


worthy citizen; and if every individual reader of thia 
paragraph were to take his share in the effort that is 
now being made, we have no doubt that a new record 
of successful exertion would be set up, even in the short 
tine that now remains. 

Those who are in à position to post notices in their 
works and oflices—will they not draw the attention of 
their associates and empluves to the Institution by that 
means, briefly detailing its objects and methods? 0.5 
sheet of notepaper, 5 minutes’ personal application to 
the subject—and 50 or 500 persons, шапу of whom 
have never heard of the Institution which exists for their 
especial benefit, are made aware of its objects; some of 
them will follow up the matter, and some will in due 
course take up membership. 

Even this small effort may be avoided by using the 
notice which will be found printed on p. 11 of our 
advertisement supplement in this issue; cut it out and 
post it up !—and you will have the satisfaction of know- 
ing that you have at least done something to help in a 
good cause. 


SECOND in interest only to the ques- 


The Ten-penny tion of unfair competition, at the 
Shilling. Municipal ‘Tramways Assoc. Ation's 
Conference, was that of a reformed 


coinage. As Mr. MeElroy pointed out, the tramway 
business was built up on small coins, with the penny as 
tlie unit, and the change 1n the value of the currency had 
involved it in immense difficulties. The existing system 
of coinage was lacking in flexibility, and compelled the 
managers to increase or reduce fares by excessively wide 
jumps. Had the coinage been decimal, the adjustment 
of fures would have been easier, and the reduction of 
fares, when the time was ripe for it, could be effected 
eradually. : 

The proposal of Mr. Harry Allcock, that the penny 
should be declared to be worth one-tenth of a shilling, 
was welcomed by the meeting generally, and the matter 
was referred to the Executive Council for full considera- 
tion. Тһе great advantages of this sinple proposal are 
that it requires по new coins, it does not alter the value 
of any silver coin, and it entails no loss to any holder of 
coins. It is unquestionably the simplest. cheapest, and 
most practical method of effecting fundamental reform 
of our currency that has yet been devised. ` 

As tramway managers stated at the Conference, the 
existence of a coin worth 20 per cent. more than the old 
penny would have carried them over their difficult ies; 
but it is not onlv in connection with tramways that the 
reform would be beneficial, It would bear fruit in 
every branch of accountancy, and would enormously re- 
duce the labour involved in that compound arithmetic 
which wastes the time and fatigues the brains of the 
whole nation. 


We know—only too  well!—that 
profitable trade with countries where 
the exchange is heavily against us is 
practically impossible. Logically, then, 
we should devote all the more attention to those coun- 
tries where the exchange is in the neighbourhood of par 
or in our favour (from the standpoint of the seller), and 
particularly those from which we must purchase food, 
amongst which are, of course, the British Dominions. 

A letter from an export specialist printed in our 
‘“ Correspondence "' columns to-day draws timely atten- 
tion to the high prices charged for electric irons in 
Canada, and the splendid opportunitv for British 
makers, who also have the benefit of a preferential tariff. 
In our last issue Mr. R. B. Mitchell pointed out, in a 
letter on the Glasgow hiring scheine, that American 
cookers cost three times as much as British makes (inci- 
dentallv. the first 100 have been let already, and another 
hundred have been ordered). [t appears, therefore, 
that a splendid outlet for British cooking and heating 
apparatus is standing wide open, and we trust that our 
manufacturers will seize the chance of introducing their 
products, not only in these but also in other Hnes, into 
the Canadian and American markets. 


Trade with 
Canada. 
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LARGE MERCURY ARC RECTIFIERS, 


' RECENT INSTALLATIONS. 


Taree interesting Brown-Boveri rectifier equipments 
have recently been installed at Ipswich, Birmingham, 
and Wolverhampton, by Messrs. Power-Rectifiers, Ltd. 
Though now quite а common sight on the Continent, 
these are the first to be set to work in this country. 
Considerable progress has been made during the last 
two or three years, and many large contracts have been 
obtained for this class of plant. 

Their relatively high efticiency over a wide range of 
output, and ease of operation, together with extremely 
low maintenance cost, are advantages that cannot be 
overlooked by those contemplating extensions to their 
sub-station plant. When one considers the strong position 
occupied by the rotary converter and motor-venerator, 
the advance made with the mercury are rectifier is almost 


low-pressure a.c. and d.c, panel containing the usuai 
instruments, back-of-board type of main circuit-breaker, 
and most of the rectifier's standard auxiliary gear. 
Next to it 1s а plain panel containing the automatically 
operated induction regulator, the controlling element 


of which is the well-known Brown-Boveri uutomatic pres- 


sure regulator, which 15 seen mounted on the centre of the 
d.c. panel. With this automatic gear the d.c. pressure 
is maintained constant at 475 volts at all loads. In the 
distance can be seen the high-pressure panel, and next 
to it the Corporation cubicle. Behind this, the main 
step-down transformer is placed. A noticeable feature 
of the panels is that they are entirely self-contained 
and of very pleasing appearance. The little sub-station 
is a model of its kind, and сап be commended to those 


Fia. 1.—Reetivien PLANT AT [PSWICH. 


phenomenal. That the rectifier has come to stay, and 
may eventually largely supersede the older types of 
rotating converters, is the opinion of those having many 
years’ experience with such plaut. The rectifier is in 
шапу ways specially suited to traction and similar con- 
ditions, and it is stated by those intimately connected 
with them that thev are so insensible to heavy fluctua- 
tions that anv type of load, however severe, can be 
handled with the greatest ease. 

The first plant was installed some six months ago at 
the new works of Messrs. E. R. & F. Turner at Ipswich, 
and though only of small output, it is quite typical of its 
class, and, we understand, has operated to their entire 
satisfaction. It has a capacity of 120 kW at 470-475 
volts, the three-phase а.с. supply being obtained from 
the Corporation at 3,000 volts, 50 cycles per second. 
The load is of a highly fluctuating nature, consist ing of 
cranes, compressors, &c. Fig. 1 shows the rectifier with 
its vacuum-pump set and ignition converter in the 
immediate foreground; in the middle distance is the 


who too often throw such places together and expect 
to obtain the very maximum of benefit with Jittle ex- 
penditure. 

The second set to be put to work is on the Birmingham 
Corporation's system, and is installed at the War Lane 
sub-station, Harborne. It is seen in fig. 2, and 18 rated 
for 500 amps. at 450 volts (225 kW). The cui rent 
rating, which is the basis. upon which the output of à 
rectifier is figured, has since been increased to 600 amps. 
continuously, because experience has shown that the 
additional capacity can be obtained without impairing 
its efficiency. In this instance, the primary supply ls 
three-phase at 5,000 volts and 25 cyeles. The larger 
rectifiers are characterised by the long anode radiator 
coolers seen in the illustration. This set has been in 
operation for upwards of three months on the lighting 
and power three-wire distributing network. It 1s Aes 
connected across the outer conductors of the network 
in parallel with the station battery, and also with rotar. 
converters, Balancers are used between the outers an 
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the neutral wires. The voltage regulation on the recti- Е 

бег has proved to be quite satisfactory, and variations POWER FACTOR.—IL 

in the load are automatically shared between the rotaries By E. W. DOREY, A.M.LE.E. 

and the rectifier. The experience so far gained points 

to the apparatus being eminently satisfactory. The Ix the generation and distribution of alternating-cur- 
rent electricity supply. the шахі- 


mum over-all commercial efficiency 
will be obtained when the power 
factor of each and every individual 
load is approximately unity. Where 
special means have to be provided to 
improve the power factor, it is un- 
desirable to aim at correcting to a 
higher value than 95 per cent. owing 
to the enormous relative increase in 
condenser capacity which is neces- 
sary for improvement between 95 per 
cent. and unity. То improve the 
power factor of each individual load 
of a network system to about 95 per 
cent. (assuming an induction motor 
load) is a practical impossibility 
owing to the high capital outlay 
necessary, but there is ample margin 
for the improvement of power factor 
to the limit inentioned for larger 
motor loads, say, 75/100 kVA and 
upwards, and for the improvement 
of the overall power factor of a 
group of smaller loads fed from a 
sub-station. i 
We are, therefore, brought to the 
consumer of energy, who, unless 
penalised for low power factor, is 
usually not in the least concerned 
whether the power factor of the load 
is high or low, and will be quite con- 
tent to use a 100-h.p. motor for a 
50-h.p. maximum load if no more 
suitable machine is available. Such 
conditions, which are quite general 
to-day throughout the country, can- 


overall efficiency is high over a wide 
range of load, while its silent work- 
ing is particularly noticeable, prac- 
tically the only noise being due to 
the belt-driven vacuum pump. In 
the future, even this will be elinni- 
nated, because the new pumps are to 
be direct-coupled. It is proposed 
later on experimentally to transfer 
the apparatus from the lighting 
supply to the overhead tramway 
traction supply at a pressure of 550 
volts, the higher pressure being, of 
course, obtained by altering the tap- 
pings on the three-phase trans- 
former. 

The last set is at the Tettenhall 
sub-station of the Wolverhampton 
Corporation. It has, however, only 
been in operation a short time, so 
that it is too early to form any 
definite opinion, though indications 
so far are satisfactory. The tech- 
nical particulars are approximately 
the same as for the Birmingham 
plant, with the exception that the 
frequency in this case is 50 cycles. 
A photograph is reproduced in fig. 
3: the six-phase main transformer, 
with anode fuses and disconnectors, "M | | | 
is shown on the right of the rectifier. Fig. Z. RTC TIER IN TN, SUE-STATION, WOLVERHAMPTON, 
This set is running on the three-wire 
lighting and power network. in parallel with a rotary 
converter. 

A fourth set is at present in course of erection, and 
others will rapidly follow. 


not continue as alternating load develops, and many 
large supply undertakings are now realising this to their 
cost : some known to the author are at present operating 
with a power factor even as low as 60 per cent., with most 
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serious consequences to the general operation or the 
system. Throughout the country to-day rates for elec- 
tricity supply are in force which take no consideration 
whatever of the power factor, with the result that the 
consumer having a high power factor must necessarily 
suffer for the benefit of the consumer with low power 
factor, as the rates are based on average conditions. 
Such rates remain in force because it is argued that the 
consumer dislikes a complicated charge involving power 
factor, and. from the commercial standpoint it is abso- 
lutely necessary to quote either a flat rate or a sliding- 
scale rate based on average conditions. The pursuance 
of such a poliey has resulted, and will always continue 
t» result, in low power factor on the general system, ane 
this, in turn, must involve unnecessary capital expendi- 
ture on cables, transformers, switchgear, alternators, 
&c., to deal with the high reactive current, as well as 
considerable increase in losses on the system which must 
inevitably increase the average price per unit chargeable 
to the consumer. 

To-day, when there is considerable difficulty in raising 
the capital necessary for tlie operation of supply under- 
takings, it would be interesting to know how many thou- 
sands of pounds are being spent on cables, transformers, 
sub-stations, and the like which could have been avoided 
had а bold policy been adopted for penalising consumers 
for low power factor. It must be admitted that to edu- 
cate the average consumer to a КУА system of charge 
is no easy matter, but when it is put in the light of an 
ultimate saving in £ s.d. it usually carries the day. 
The question really resolves itself into the choice of two 
evils—either to ignore power factor and to allow the 
average price per unit to soar to such а height that 
energy will not become marketable when compared with 
other alternative means of obtaining power, or to enforce 
a bold policy of a penalty for low power factor with 
perhaps a consequent loss of a few fractious consumers, 
who eventually will revert to а right frame of mind. 

To carry the argument to its logical conclusion let us 
take the following hvpothetical eases:— 


Sub-station capacity is 1,370 kVA. 

Load A.—300 kW at 60 per cent. p.f. =000 kVA. 
Load B.—522 kW at 60 per cent. p.f. = 870 kVA. 
Load C.—1,000 kW at unity p.f. = 1,000 kVA. 


If loads A and B are fed from the sub-station :— 

Load A.—300 kW, 60 per cent. p.f., 500 kVA, 

Load B.—522 kW, 60 per cent. p.f., 870 КУА. 

Loads A and B.—822 kW, 60 per cent. p.f., 1,370 
kVA. 

If loads A and C are fed from the sub-station:— 


Load A.—300 kW, 60 per cent. p.f., 500 KVA. 

Load €.—1,000 kW, unity p.f., 1,000 kVA. 

Loads A and С (vectorial sum).—1,300 kW,, 94.8 per 
cent. p.f., 1,370 kVA. 


An analysis of the foregoing simple but practical 
example indicates the following:— 


(А) By connecting consumer C to the mains in lieu 
of consumer B, it is possible to supply through the 
same mains, transformers, &c., an additional 1,300 — 
822 — 478 kW load or 478 units per hour. | 

(B) If consumer А above is connected, the demand on 
the mains, &c., is 500 КУА, whereas if consumer C 
above is connected (unity p.f.). the demand will be 1,000 
KVA. Combining the two gives a demand of 1,370 
kVA, therefore the connection of C's load has actually 
improved the power factor of A's load, resulting in a 
reduction of A’s load by 1,500 — 1,370 = 130 kVA. 

This condition of affairs at present exists to a greater 
or less extent in supply undertakings throughout the 
country. Is it logical or commercially sound to charge 
consumer C the same rate ав consumers А and B, when 
with given plant, А and B with 822 kW will fully load 
the mains, &c., whereas А and C will enable an addi- 
tional 478 kW to be taken on the same plant? 

Some form of penalty for low power factor is vital to 
the supply industry, and will be dealt with in a later 
article. 


A PHASE-SHIFTING DEVICE FOR METER TESTING. 


[COMMUNICATED.] 


THe present article describes a home-made arrangement 
for testing watt-hour meters on various power factors. 

The scheme was arranged in the test room of an under- 
taking giving the bulk of its consumers a single-phase 
a.c. supply which was originally generated by single- 
phase alternators at a frequency of 60 evcles. In 
course of time these machines were superseded, and 
3-phase generation was adopted, the single-phase high- 
pressure network being split into two portions, and 
fed from a Scott-connected transformer bank in 
the usual wav. On the change-over from the 
old reciprocating plant to the 3-phase turbo-alter- 
nafors, the frequency was lowered from 60 to 50 
eyeles. For some time previous to this change, 
a.e. meters had been ordered tor, and tested with, the 
proposed new frequency. Tests had also been taken on 
representative meters of the types in common use, with 
a view to determining the probable alteration in the 
accuracy of the meter when the new frequency was 
adopted. These tests showed that an alteration of the 
order of 3 per cent. was to be anticipated on lagging 
power factors of about 0.5. As the power factor of the 
day load was known to be bad. being often below 0.7, 
it was felt that the effect of the change of frequency 
was too pronounced to he passed over, and that power 
meters of any size should be changed ах soon as possible 
after the lowering of the frequency, and replaced by 
meters calibrated for 50-cvele eireuits. 

The arrangements for testing meters at power factors 
other than approximately unity had been very inade- 
quate, the only apparatus available for this purpose 


being a number of choking coils, most of them having 
closed iron circuits. The maximum current that could 
be obtained at a power factor of 0.5, lagging, had been 
about 40 amperes, and the nature of tne reactance was 
such that a very distorted current wave was probable. 
It was felt that the quickest and best way of adjusting 
a number of meters for accurate quadrature of the 
pressure flux would be to adjust them for stand-still 
at zero power factor. 

The testing equipment for a.c. work comprised an 
adjustable lamp bank, adjustable resistances, а 10-kVA, 
200/20-10 transformer, and a series of Kelvin astatic 
wattmeters. The supply for testing was obtained from 
a 50-kVA transformer excited from the 2,000-volt a.c. 
busbars, which transformer supplied а small local net- 
work. The low-pressure 3-phase supply in the works was 
located at the end of the building remote from the test 
room, and the running of mains from this positon 
would have been a costly matter. As cheapness of the 
projected scheme was a sine qua non, it was decided to 
obtain in the test room а low-pressure two-phase supply. 
and to see what could be done in the way of arranging 
some sort of phase adjusting device in connection with 
this supply. 

The quadrature phase from that already in the test 
room was obtained from an old 5-kVA transformer. 
which was placed in a spare feeder cubicle on the 2.000- 
volt board, the primary being supplied through the fuse 
intended for the feeder booster. The secondary “2% 
arranged for a 400-volt, 3-wire supply. the 400-volt 
terminals being connected to a spare pair of leads run- 
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ning from the test room to the 2,000-volt switchboard, 
the neutral terminal being earthed. This gave а volt- 
age system represented by three equal vectors arranged 
T fashion. These would enable а meter whose current 
coils were supplied through a non-inductive load from 
the original testing circuit, to have its power factor 
changed to approximately zero, either leading or lag- 
ging. In order to obtain power factors of approximately 
0.5, a quantity of obsolete gear was exainined, and 
three auto-transforniers were obtained; one had a 
also a ratio of 200/160. Ву connecting these trans- 
formers having а ratio of 200/40 and, of course, giving 
also a ratio of 200/160. Ву connecting these trans- 
formers as shown in fig. l, voltages V., and V, 
were obtained from the tapping points А and B, and 
A and C of a magnitude of about 190, displaced in 
phase position from the voltage OA by about 58 deg., 
thus enabling power factors of about 0.5 lagging and 
leading, to be obtained. In order to indicate approxi- 
mately the power factor of the ineters under test, a 
single-phase switehboard-type power-factor meter was 
fixed up, the pressure circuit of which was excited from 
the same potential as that applied to the meters through 
а third arc lamp transformer on which a 200/300 tap- 
ping was discovered, the current coil being supplied, 
either direct with the testing current or by а meter 
current transformer of appropriate ratio. When meters 
supplied from current transformers were being tested, 
the power-factor meter was connected in series with one 
of the meters, being shorted out after the indication had 
heen noted. The power-factor meter was used as an 
approximate indicator only, and its readings were not 


S, 2-phase supply; T., 200/100 ratio: Т, & 
T ,, 200/160 ratio; P, plug sockets: Е, flexible 
lead and plug; IP, instrument plug socket. 


T, Ratio 200/100; 
T, & T. Ratio 200/160. 


FIG. 1. Fia. 2. 


for quadrature by supplying them at zero power, required 
that this condition could be obtained accurately. With 
a Kelvin wattmeter in a circuit giving a full-scale 
deflection at uhity power factor, with a lamp load, trans- 
ferring the potential to the zero power-factor plugs 
gave a wattmeter reading of about 4 per cent. of the 
kVA in the circuit. Although the wattineter could not 
be trusted to have zero phase angle, the reading was 
sufficient to show that true quadrature of the current 
end voltage in the meter had not been obtained. Un- 
steadiness of the voltage, and the fact that only two 
voltmeters were available, made it impossible to obtain 
particulars of the voltage triangle by simultaneous ob- 
servations of the two-phase voltages and their resultant. 

As there was no apparent method, with the gear to 
hand, of obtaining small adjustments of the phase of 
the voltage applied to tlie meters, attempts were made 
to adjust the power factor by small changes in the phase 
of the current. This was successfully accomplished by 
compounding with the main current through the watt- 
meter and the meters a small current derived from the 
quadrature phase and supplied by а current trans- 
former. For this purpose, an old 30/10 current trans- 
former of high capacity was used, the 80-ampere wind- 
ing being connected to the ends of the series of instru- 
ments, the 10-ampere winding being connected in series 
with a small bank of lamps supplied from the quadra- 
ture phase. The connections and vector diagram are 
illustrated in fig. 3. Тһе method proved to be most 
successful, and small adjustments of the phase of the 
current were easily and conveniently obtained. 

Having the means of accurately. adjusting the phase 
angle between the current and the potentials applied to 
the meters, the question of determining the criterion for 


8. 2.phase supply; W, wattmeter; WH, watt-hour-meter ; 
L,lamps ; MT, main transformer; CT, current transformer. 


Fia. 3. 


VECTOR DIAGRAM. 


utilised for any of the actual tests, although the in- 
strument proved to be very reliable, giving an accurate 
indication of zero power factor. 

The whole of the wires from the arrangement of auto- 
transformers were brought to a number of 5-amp. plug 
sockets. A further series of sockets was arranged under 
the first, these latter being intended to take the potential 
leads for the meters and the wattmeter. The instru- 
ment sockets were connected to a flexible lead, terminat- 
ing in a plug which could be inserted in the sockets 
giving the various power factors. The arrangement is 
shown diagrammatically in fig. 2. 

The practice had been to test small meters on a lamp 
load, whilst large meters beyond the capacity ог the 
lamp bank were tested on tne two-circuit principle, the 
heavy eurrent being supplied at either 10 or 20 volts 
from the 10-kVA transformer already referred to. Ex- 
perience had shown that with the apparatus in use the 
power factor of the secondary supply from this trans- 
former was nearly unity, even when the load was 200 
amperes. It was, therefore, possible to test all meters 
at power factors of approximately 0.5, leading and 
lagging, by merely inserting the instrument socket plug 
into the correct power-factor sockets. | 

To carry out the proposed idea of adjusting meters 


zero power factor then arose. Had Ше various watt- 
meters all been. devoid of phase angle, the adjustment 
required would simply have been to obtain zero reading, 
but this condition did not obtain. Ап approximation 
to the actual phase angles of the various instruments 
was obtained from particulars of National Physical 
Laboratory tests that had been taken. Examination of 
the test certificates showed a consistent difference between 
the accuracies at unity and at 0.5 power factor. From 
this difference the phase angle was calculated. Having 
determined these angles, it was merely necessary so to 
adjust the power factor that the reading of the watt- 
meter was a percentage of the volt-amperes equal to the 
sine of the phase angle. Аз an example of the calcula- 
tion of the phase angle by this method a wattmeter 
showed a difference in accuracy of 1.2 per cent. between 
unity and 0.5 power factor, being fast on a lagging 
current. This indicates that the apparent power factor 
in the wattineter was cos-! 0.5 x 0.1012, or сохт 0.506, 
corresponding to an apparent angle of lag of D9 deg. 
36 min. The difference between this angle and 60 deg., 
ie., 24 min., is the phase angle of the wattmeter. On 
zero lagging power factor, therefore, the wattineter will 
give a forward reading equal to sin 21 min. x volt am- 
peres, or 0.7 per cent. of the reading when the pressure 


— — M E оао 
496 THE ELECTRICAL REVIEW. [Vol 89. No. 2,290, OCTOBER 14, 1921. 


coil of the instrument is supplied from the unity power 
factor socket. 

It may be added that this method gave most satis- 
factory results. The phase of the current having been 
adjusted to give the required reading on the wattmeter, 
the quadrature rings on the pressure magnets were so 
adjusted that the rotors were stationary. Careful tests 
of meters so adjusted could reveal no difference in the 
constants of the meters at unity, 0.5 leading, and lag- 
ging power factors. 

The writer was indebted to the Metropolitan-Vickers 
Electrical Co., Ltd., for the idea of compounding with 
the main current supply to the meters, another current 
considerably displaced in phase from it, to obtain adjust- 
ment of the power factor on the meters. 

The advantage of the method described above 15 that, 
as the adjusting current is very nearly in quadrature 
with the main current, small variations of this adjust- 
ing current have a negligible effect on the magnitude of 
the resultant current, merely affecting its phase. 


INCREASED REVENUE FROM SMALL 
CONSUMERS. 


By “ INTERESTED." 


THe discussion at the Institution this year serves to 
illustrate more fully a point which I have had in mind 
а long time, t.e., the failure of many engineers or 
managers of electricity supply stations fully to realise 
that their undertakings are like unto business concerns 
selling a particular class of goods, and that the question 
of non-paying services should be looked at in the light 
of getting more business from present customers, 

The capital in connection with a new service to a sinall 
consumer is the equivalent of the cost to a business man 
of a customer’s first purchase, where such trade is more 
or less confined to a certain class of goods. It 1s by 
repeat orders or purchases that increased business is 
done, and engineers should make such arrangements 
as will ensure, in their case, that a new consunier repeats 
his order, or, in other words, extends or increases his 
original demand for electricity for cooking, washing, 
heating, lighting, ventilating, &c. 

Municipal supply undertakings are, of course, handi- 
capped to a certain extent owing to the local opposition 
to municipal trading, but every endeavour should be 
made strongly to put forward the case in the proper 
light for certain forms of trading by way of supplying 
radiators, kettles, stoves, fans, irons, &c. 

A business man arranges to advertise and illustrate 
the goods he has for sale in the most up-to-date and 
efficient manner possible for the purpose of increasing 
sales and obtaining repeat orders. The efforts of those 
whose business it is to sell electricity often. cease when 
the service is laid, and the supply connected to а cus- 
tomers’ mains, That is just where the business man 
scores; he follows up inquiries and orders. On the 
other hand, a small consumer of electricity usually hears 
nothing further from the supply authorities, once the 
service is completed and connection made, except ап 
occasional account for energy consumed or, may-be, 
the notification of increased charges. 

No one calls, or even inquires by letter, whether the 
supply is satisfactory to the purchaser, or whether he 
(or she) would weleome further information concerning 
the possibilities of effecting saving by extending the use 
of electricity for heating water or cooking breakfast, 
or about the advantages of one or two small radiators 
or fans about the house, shop. or offices. 

The electricity undertaking manager should make 
every endeavour to turn that originally unprofitable 
service eventually into а paying one. Proper, neat, 
lucid, illustrated correspondence following up at periodi- 
cal intervals, together with the offer of a representative 
to call and advise or explain any points not quite clear, 
or to give a demonst ration of any apparatus, would do 
much towards reducing the number of unprotitable cus- 


tomers. The aim should be increased revenue from 
present customers, rather than to get many more cus- 
tomers with but a sinall increase in receipts. 

Many methods could be adopted. The small con. 
sumer himself could become an advertisement by pro- 
viding an illustration of how inexpensive it is to light 
small property ру electricity, showing the saving effected 
in redecoration and laborious spring cleaning, and by 
demonstrating the cheap and handy methods of using 
electricity to boil water for tea, coffee, or cocoa, &c. 
That little shaving-water heater or curling tongs could 
be mentioned, poiuting out that both are cheap and 
suitable gifts at seasonable times; and electric irons 
should be in universal use. Ignorance of the cost and 
capabilities of these goods on the part of the consumer 
is no doubt the reason why so rew are in use. 

Evidently many small consumers of electricity experi. 
ence a feeling of being left out in the cold ” as com- 
pared with larger customers, and the occasional receipt 
of a polite inquiry and offer of advice and demonstra- 
tion, in view of possible extensions, would at least serve 
t» dispel that feeling and bring consumers more into 
sympathy with the whole business of the undertaking. 

The small man wants small electrical goods on the 
hire-purchase svstem, provided some form of guaranteed 
maintenance 1х arranged, which, whilst costing him a 
small sum per quarter, enables him to feel free from 
heavy expense for repair or replacement, yet enables hin 
to use the apparatus with confidence, fearing no mysteri- 
ous conneetions or breakages; these, if they occur, are 
the job of the “maintenance man." 

That great stumbling block “ peak load °’ could be 
made a little less steep by installing limiters on small 
property using electricity for purposes other than light— 
ing. Such customers would not worry provided the 
whole just cause, reason, and effect were clearly and 
politely explained and demonstrated. 

Invitations to simple demonstrations will more than 
pay for their cost by bringing in more revenue withoui 
further capital outlay. From conversation with not a 
few small electricity consumers, I learn that more in- 
formation regarding the possibilities of using electricity 
for purposes other than lighting would be welcomed. 
A few simple demonstrations in the district whence the: 
obtain their supply would do much to this end. Ехо: 
tions on a large seale are certainly generally advanta- 
geous; but many there are who refrain from inquiring 
about the pressure, voltage, or consumption of the ap- 
paratus on show, fearing lest their ignorance of the 
subject should afford amusement to onlookers. 

There is vet a large market for electrical domestic 
Apparatus in small propertvy—but not without that main- 
tenance agreement. The“ All-in" policy is what is 
required, and would well pay each undertaking institut- 
lug it. 


-aa — - — — 


Automatic Train Control.—The Angus system for the 
automatic prevention of railway collisions was given a succes 
ful trial on the railway at Dyke, near Brighton, on Septem- 
ber 22nd, when a large number of railway officials and other 
interested persons were present. The system, it is claimed. 
protects trains from collision at every part of the railway track, 
single or double, junctions, termini, crossings, sidings, &. 
Each train is automatically warned if there is a risk of col- 
lision, but if not acted upon promptly then each locomotive 
automatically shuts off its motive power and applies the brakes 
to the train. A train thus stopped cannot proceed until the 
track is clear again. Trains can run at full speed throu h the 
densest fog or other adverse weather conditions without danger 
of collision. Each train is automatically protected against de- 
railment at curves and points. Each locomotive is fitted wi 
electrical instruments and mechanical appliances. It 18 to 
specially noted that no shoes, contacts, or ramps are used on 
the tracks. The rails are bonded together with copper wirt 
and the line is divided into insulated sections. Опе о! the 
locomotives was switched on to the same line as the other 
locomotive. When the two engines were nearing the 6216 
section two whistles were heard, and both engines 95 
stopped automatically. No action whatever had been taken“ 
the drivers. Mr. Angus's system is so arranged that 15 
engine is stopped when there is anything on the line сапер ! 
short circuit. A defect on the locomotive, a breakage of | 1 
apparatus, a rail misplaced or a wire down—all have the sa! 
ellect—the locomotive is brought to a stop.— The Times. 
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CORRESPONDENCE. 


Letters received by us after 6 Р.м. ON TUESDAY cannot appear until 
the following week, Correspondents should sorward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we hace the writer's name and address in our possession, 


A Sensitive Meter. 


With reference to the above in your issue of October 7th, 
the writer fails to see why the meter, rotating with both 
switches closed, should occasion your correspondent surprise. 

Assuming no meter ш circuit, the leads between each switch 


to be the same in all respects, and no difference in the contact. 


resistance across each switch, one would naturally expect the 
current to divide equally between the two leads. 

Introducing the meter into lead A,, B, increases (normally, 
only slightly) the resistance of that leg, and coupled wito 
this, there may be a higher contact resistance across switch A 
than exists across B, all of which resistance would tend to 
keep the current 1n the meter leads at a lower value than 
in lead A,, B., but not so low as " Surprised ” would give 
us to understand. 

The writer is of opinion that, with both switches closed, the 
meter should normally rotate at a speed somewhat less than 
ha'f that at which it would rotate when all the current was 
flowing through it. 

If it does not, then either the total resistance of the meter, 
meter leads and switch A contacts is abnormally high (com- 
pared with lead A,, Bi), or the meter (no reflections on 
Messrs. C. & Н.) is very sluggish. 

F. W. B. 


Birkenhead. 
October sth, 1921. 


The Durability of Lead-covered Wiring. 

I propose installing electric lighting in my house, шу inten- 
tion being to wire it with lead-covered wire, but on discussing 
the matter with a practical electrician he condemned it; the 
reason given was that in ых or seven years’ time one has 
practically to renew the wiring through deterioration of the 
lead covering. I shall be glad to have the opinions and 
experience of your readers. 

W. T. J. 


The E. P. E. A. and the E. T. U. 


Further to Mr. Webb's letter on the above matter in your 
issue of the 7th inst., I enclose a copy of our reply thereto. 

I do not propose to discuss the issue raised by Mr. Webb, 
ах the disadvantage to all concerned will be obvicus to your 
readers. Furthermore, the negotiations to which reference 
has been made are. between the National. Executives of the 
two organisations, 

| W. Arthur Jones, 
‘General Secretary, 
Electrical Power Enginecrs! Association. 
London. 
October 10th, 1921. 


[The enclosure indicated that the Committee of the E. I'. E. A. 
would reply as early as possible. EDS. Errc. REV. J 


Small Waterpowers. 


I have a bungalow, near which runs a stream, about 4 ft. 
wide and 6 in. in depth. There is a fall of about 3 ft. The 
question is: Could Т get sufficient: power from it to generate 
enough electricity. to light the bungalow? I should like to 
know before pursuing this matter further. 


London. 
October sth, 1921. 


[It is probable that by utilising the whole of the available 
energy of the stream, our correspondent would be able to 
lgbt a bungalow. The cost of the waterwheel and generating 
plant would, however, be prohibitive. We hope to publish 
an article on the possibilities of power generation from small 
Waterwheels shortly.—Eps. Erke. REV. 


A. C. Burt. 


Lighting Bakers’ Ovens. 

I have fitted electric light for lighting bakers’ ovens, which 
Is accomplished by the use of a double-swing bracket fitted 
to the side of the oven entrance. When bread is being put 
into or removed from tbe oven, the bracket is swung into 
the oven. 

This bracket is wired with asbestos braided flexible, and 
fitted with an ordinary screwed lamp-holder, and а 25U-volt, 
93e p. carbon lamp. 

The lamp is affected by the heat in that the cap becomes 
detached from the bulb, also the solder melts from the con- 
tacts; otherwise the lamp is all right. 

Could any of your readers give any suggestions to overcome 
the above difficulty? 

Electro. 


October 8th, 192]. 


A Spare Armature Incident. 


With reference to F. W. G.'s problem, I am convinced 
that the armatures are electrically interchangeable subject 
to slight modilication of connections, and that the interpole 
field winding was not correct with the second armature fitted. 

To solve the problem I propose adopting the Scotch ” 
method, i.e., by asking another question: What caused tlie 
reversal of rotation. when the second armature was ntted 
without altering any connections? It must be borne in mind 
that to obtain satisfactory reversal of an interpole motor it is 
necessary to reverse either (a) the shunt field winding, or (b) 
the armature and interpole winding. 

When the second armature was fitted, the only possible 
thing that could have happened was a reversal of the direction 
of current in the armature winding itself. In short, one 
armature was wound “ progressive and the other '' retro- 
gressive,” but in all other respects they were similar and 
interchangeable. 

It should be pointed out under condition (b) that both the 
armature and the interpole winding should be reversed, so 
that in this instance the second armature was automatically 
reversed, but not the interpole winding, and this caused the 
fireworks. When the shunt field winding was altered to 
correct the rotation, the interpole windings were stul not 
functioning correctly. This was the cause of the fireworks. 
If F. W. G.” had tested the polarity of the field windings 
he would have discovered this error. To permit the second 
armautre to be fitted and keep the correct rotation. 
. W. G.” could have (c) reversed the armature leads at 
the brushes, or (d) reversed the shunt field, and also the 
interpoles in this instance. 

The statement in " F. W. G.'s” letter that on starting 
the motor ran in the opposite direction and of course sparked,” 
would appear to indicate that he did not expect satisfactory 
running in both directions. The very fact that the motor 1s 
fitted with interpoles ensures satisfactory reversal (if they 
are properly connected) without commutation trouble or“ fire- 


werks.“ ; 
G. W. T. 
Glasgow. 


October 10th, 1921. 


— — — — — — 


The Contractors Future. 

I have read with great interest the article under the above 
heading in your issue of the l6th September, and consider 
that the scheme put forward 15 one which deserves the con- 
sideration of every electrical contractor. 

There is no doubt that if all loca! contractors joined forces, 
and were thus enabled to provide first-class show-roomis and 
so display electrical goods to the very best advantage, 16 must 
automatically increase sales, which is the beginning of the 
development of an electrical contractor's business. ‘The fact 
also that there would not be that local rivalry, would naturally, 
level up prices, and the accumulation of assets and finance 
should greatly assist in reducing overhead charges to a 
minimum, with a maximum of efficiency in display and con- 
trol. 

I have also read a letter in your issue of September 30th, 
signed ' Britain First," and I am inclined to think that the 
writer bus missed the essentials of the article in your issue 
of September 10, and treated it us purely a personal letter. 

It would appear to me that the article written by Mr. 
Hawkins is one to encourage the development of the electrical 
business in this country, and not with a view solely of devel- 
oping the goods of an American electrical company which he 
represents. Whether the goods sold are of American origin 
or British, the great thing is to display and sell, and if this 
principle 1s acknowledged as being the first essential, the 
question of the purchase of goods rests with the contractor. 
It is only natural that Mr. Hawkins wishes to develop more 
extensively his goods on the British market, and at the same 
time it is Іп the interests of the country that both the import 
and export trade should be developed. Obviously 1f goods 
cannot be produced. in this country at the same figure, or of 
an equal quality to those of other countries, the consumer will, 
naturally, wish to buy the goods which are the cheapest and 
best, and it is only by increasing sales all round that the 
country will get back to its old position, whether in the elec- 
trical industry or in any other. 

The remark in the last paragraph of the letter written by 
Britain First," as to appealing to an American factor for 
protection and advice as to how to run our affairs. does not 
enter into the question, and is not worth considering. 


К. Durnford. 


London, 
October. Ath, 1921. 


As a provincial contractor I am very interested in the recent 
articles апа correspondence on the above subject, and I hope 
it will promote a healthy and helpful discussion on the subject. 

Unlike an ordinary retailer, the contractor's responsibility 
does not end when the various appliances leave the shop: the 
client has to be educated into their uses, and there 15 always 
the difticultv of arranging for the attachment to the circuit, 
as the number of plug tops, adapters. and connectors is legion 

Again, much of the apparatus on the market at the present 
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time, although fundamentally right, lacks perfection in elec- 
trical details to a very serious extent. We are offered appa- 
ratus in which electro-plate and finish are made special 
features. This is all very well for the wealthy customer, 
but if shop sales are going to do big things for the contractor, 
he must be able to touch the middle-class customer with а 
Ford type of apparatus. 

I believe the wonderful advance in the efficiency and 
detail improvement of the modern motor-car has been achieved 
mainly from the criticism offered in the '' Correspondence ” 
columns of the Motor Press, and although it would perhaps be 
considered infra dig. to use the ELECTRICAL REVIEW to such an 
extent for this purpose, I think it would be an advantage if 
manufacturers were criticised without being accused of adver- 
tising their wares. 

Speaking of the contractor generally, I consider him as one 
of the greatest pioneers of modern times, and if one rarely 
hears of him as retiring from business, it is not because he 
is devoid of business qualities, but because his profits are 
absorbed in convincing the British public of the great advan- 
tage electricity offers. No doubt when manufacturers are 
able to offer fool-proof apparatus that will appeal to the 
pockets of the ordinarv consumer, and compare with his 
present standard of reliability, the contractor will be found 
wiling to undertake the organisation of the sales department 
{о any suitable dimensions. 


October 4th, 1921. 


The subject matter of the article which appeared in your 
issue of the 16th ultimo opens a vast field for discussion. 
and if approached in the proper spirit would no doubt lead 
to good results to all concerned in our industry, and therefore 
the gratuitous advertisement letter should make way for 
practical suggestions on this very interesting topic. 

Mr. Hawkins's article contains some good suggestions, but 
in the main I feel inclined to endorse Britain First's ” 
remarks. Mr. Hodge has gone to some pains to point out that 
the average contractor does not know his business, and would 
be better off if the manufacturers were allowed to supervise 
his contracts, and no doubt Mr. Hodge would be willing, 
if called upon, to give the name of the only manufacture 
who is capable of this expert supervision. 

I bave а great deal of sympathy with the often despised 
contractors, and their so-called want of enterprise. I should 
like to hear how the contractor is expected to compete with 
the well-equipped show-rooms in practically every district 
гип in connection with the supply company, and generally at 
a loss, Which loss the ratepayer has to bear. Another question 
is how many contractors receive the orders for electric light 
fittings, or lamps, for installations which they install? Even 
with the careful attention now given by the wholesale 
suppliers to allowing trade discounts, there is still a consider- 
able leakage, which affects the contractor adversely. Until 
the contractor can be certain in his mind that no user can 
obtain trade terms, he will be very chary of stocking show 
and sales rooms, and engaging expensive sales assistants. 

W. C. Jeary, 


Managing Director, 
The Jeary Elect. Co., Ltd. 


Grimsby. 


London, 
October 4th, 1921. 


Situations Vacant. 


Allow me to endorse the opinion of Watts in your issue 
of September 28rd, calling attention to the number of adver- 
tisements in your columns of situations vacant, which afford 
no clue to their locality. I would also like to call attention 
to the lack of consideration shown by тапу advertisers in neg- 
Jecting to notify unsuccessful applicants that the appointment 
has been filled. Personally, I have been answering advertise- 
ments of situations vacant in your columns for the past nine 
months, and although I often enclose a stamped addressed 
envelope for reply, not 2 per cent. of the advertisers had the 
courtesv to replv. T am aware that you have placed a column 
at the disposal of advertisers, wherein they may announce that 
the vacancy has been filled, yet how many of them think it 
worth while to study the convenience of the 


Unsuccessful Applicant? 


, 


October 5th, 1921. 


Cleaning Enamelled Slate. 


I have made very extensive inquiries. and made a great 
number of experiments, to try and find the best material for 
cleaning and polishing enamelled slate switchboards, but with- 
out success so far. 

Possibly some of your readers may have solved the problem. 

I have found that neither petrol. paraffin, nor methylated 
spirit is of the slightest use, as they all leave. vreasv-looking 
streaks. and make the surface look worse than before. 

Oil picks up too much dust. 

Апу assistance you can give will be greatly appreciated. 
J. Н. Robbords. 
Chicf Electrician. 

Lewisham Hippodrome. 

October Ath, 1921. 


Leading-in from Overhead Mains. 


In response to the inquiry in your issue of the 16th uit., we 
have recently erected а number of service brackets for the 
Manchester Corporation on the Blackley Housing Estate. the 
design of which may prove of interest to your correspondents. 

The accompanying sketch, together with the following de- 
tails, will, we think, clearly explain the construction employed. 

The channel steel member carrying the insulators, and 
Ws with its flanges toward the wall to minimise the possi- 

ility of rotation, is held in position by a tube passing through 
the wall and secured by lock nuts, which bear against the 
square washer shown. A bend is fitted at the outer end to 
prevent ingress of rain, and insulating bushes are fixed at the 
ends of tube and bend to guard against abrasion of the in. 
sulated leads connecting overhead service wires to the main 
cut-outs. 

By utilising the lead-in tube as a fixing. the work of erection 
is simplified, since one hole only hus to be made in the wall. 


The insulators used are of our standard disk pattern, the 
fittings of which are so arranged that the porcelain is in com- 
pression, and since a resilient medium is interposed between 
the porcelain and fitting, abrasion is prevented. 

The insulators are attached to the channel steel support by 
“D” links, and being free to move both horizontally and 
vertically through a wide range. will set themselves to almost 
any angle at which the service wires шау approach the 
bracket. The supporting member may be placed horizontally 
if desired for use with two wires run side by side, the insu- 
lators being equally efficient in either position. The leading-in 
tube may. by means of an adapter, be extended by conduit to 
the cut-out board, thus affording continuous protection to the 
leading-in wires. This is not easily effected when porcelain 
tubes are used. 

Geo. V. Twiss, 
Managing Director, 
Twiss Electric Transmission, Lt. 
London. , 
October 5th, 1921. 


Electric Irons in Canada. 


I have recently been struck by the comparatively high 
price at which electric irons retail in Canada; $6.00 each less 
a wholesale discount of about 30 per cent. for large quantities 
seems the average figure. I am sure that at this price there 
аге many British manufacturers who could compete, and. 
think it will be worth while calling their attention to this 
market. | 

American irons are being largely sold, but as there 1s 4 
preferential Customs duty on British irons, and the American 
exchange is against Canada and in favour of this country 
there should be every reason to expect a good sale for British 
irons. 

It should be borne in mind that electric irons are far more 
universally in use in Canada than they are in England, an 
sell in corresponding larger numbers. " 

A sample iron, if submitted, has to be inspected and pas! 
by the Underwriters' Bureau, but that is a mere formality 
with a good grade English iron. f 

The Department of Overseas Trade here will gladly 85 
British manufacturers to cater for this market. 


London, 
October 5th, 1921. 


Export. 
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Coventry Corporation and the E.P.E.A. 


I hear that following the dispute which existed between the 
Yorkshire Electric Power Co. and the E. P. E. A. some trouble 
has arisen 1n connection with the appointment of one of the 
Yorkshire Electric Power Co.'s engineers by the electricity 
department of the Coventry Corporation, and 16 would be of 
public interest if the secretary of the E.P.E.A. could supply 
any particulars of the exact position taken up by them. 

October 10th, 1921. Fair Play. 


[We have submitted a copy of this letter to the general 
secretary of the E. P. E. A., Mr. W. Arthur Jones, who says :— 

“The incident to which your correspondent refers, and 
which might have culminated in а serious dispute, was a 
difference between the Coventry Corporation and the E. P. E. A. 
in connection with an appointment recently made by the 
Corporation to the technical staff of its electricity undertaking. 

" Negotiations between the Corporation and the Association 
having reached a deadlock, the matter was referred to the 
National Joint Board. of Employers und Members of Staffs. 
That body has now given its decision on the matter, and this 
decision has been agreed to by both parties to the dispute. — 
Eps. Exec. Rev.) 


Accumulator Froth. 

Whilst appreciating the service rendered by your correspond- 
ent Mr. Thos. Hesketh, in ventilating this question so energeti- 
cally, one cannot but feel that his recent unfortunate experi- 
ences have led him to attach to this question an importance 
which might not be shared by the generality of accumulator 
manufacturers and users. lt must surely have long been 
recognised by progressive makers of accumulators, that the 
hope of all advance is founded on consistent scientific experi- 
ment and control, and the present problem is Just such a 
опе as would naturally be entrusted to the scientific adviser. 

Mr. Hesketh runs the grave risk of prejudging the question 
by starting with the assumption that frothing is due solely 
to the celluloid box, and he suggests a palliative which would 
tob the celluloid box of its useful property of transparency. 
It would appear preferable to determine whether or not 
such factors as the decomposition of the separators and the 
gassing of carbonated plates (following insufficient. forma- 
tion) are in any way operative, and if the celluloid should 
eventually prove to be the sole delinquent, to replace it by 
celluloid Which is unattacked by exposure at 40 deg. C. to 
sulphuric acid of specific gravity 1.2850. This is not a severe 
test, and material which will not pass it should be considered 
unsuitable for accumulator work. 

No doubt Mr. Hesketh would consider himself well repaid 
if he received from the manufacturers whose goods have 
proved unsatisfactory, an assurance that such a test was now 
included in their regular laboratory routine. 

The firm with which the present writer is associated has 
wide experience of the manufacture and use of accumulators 
of all sizes and descriptions in celluloid containers. For the 
greater part these accumulators supply а market where they 
are subjected to uncommonly hard usage, and where scrutiny 
with respect to quality and life of the accumulator is systema- 
tic and severe. The inference is unavoidable that if frothing 
of the electrolyte had occurred on any considerable scale. 
the deleterious effects would have given cause for wide-spread 
complaints, which in point of fact have never been received, 
although upwards of 200,000 Oldham special process accumu- 
lators in celluloid cases are in use throughout the British 
coalfields alone. 

Herbert E. Clarke. 
Research Laboratory, 


Manchester, 
Oldham & Son, Ltd. 


October 5th, 1921. 


The discussion which is being carried on re the above sub- 
ject is very interesting. Makers evidently have no solution to 
offer, either as to the cause or to a method of prevention. I 
have under my care accumulators of all makes—good and bad 
—and frothing occurs (or occurred) on them all. I tried the 
following method, which has been very successful: I emptied 
out the acid, filled the cells with distilled water, and put them 
on charge. After this was finished the dirt found at the bottom 
of the case was washed out. Acid of the correct specific 
gravity was then put in and the cells were charged up. Since 
trving this cure " I am not now troubled with this disease. 
I take care to see that no acid is added. In my opinion, froth- 
Ing is due to the acid being of high specific gravity and even- 
tually eating into the celluloid. 

Edinburgh. 

October Sth, 1921. 

We were much interested in the discussion on ‘‘ Accumula- 
tor Froth," and as we have been large users of celluloid in 
the past. we think the conclusions we have drawn from our 
experience in this connection may be of interest. 

In the first place, we would say that provided an approved 
quality of celluloid is employed, the instructions of most 
makers are such that if they are carefully followed out the 
"ravity of the acid will never be sufficiently high to cause 
trouble. In such cases, the attack on the celluloid almost 
invariably arises from the user failing to control either the 
temperature or the gravity. 


J. H. H. 


In practice, it is often almost impossible to control these 
factors at all times, as it demands a degree of attention and 
a control of charging rates which are often unattainable. 
This 1s particularly the case with batteries employed for motor 
саг work, where the charging rates beur, us à rule, little 
relation to the requirements of the battery. Even in temperate 
cunmates negiect to top up regularly will cause the acid 
concentration to endanger the celluloid, and in tropical 
climates, in addition to the greatly increased risks from this 
ciuse, the working temperature is often sufficient to start the 
attack. As has been pointed out by others, once chemical 
action 1s commenced it 18 only possible to restrain the frothing 
by fairly frequent renewals of acid. ‘There is, however, a 
greater danger than frothing involved in the action of nitro- 
venous compounds on the lead grids. 

Investigation of frothing cells points to the fact that the 
eepurators are more liable to attack than the walls of the 
cuse, owing no doubt to the greater concentration of the acid 
between the plates and to the fact that each perforation 
exDlolls a raw edge which is less resistant than the finished 
surface of the celluloid sheet. 'l'o meet tbis trouble we have 
developed ebonite separators, both of the ribbed and the 
corrugated variety. Many makers prefer the corrugated sepa- 
rator, and it has, in our opinion, certain advantages over the 
ribbed type. Hitherto, however, corrugated ebonite separators 
have always been supplied in a very brittle state. We are 
now producing these in a quality practically as soft and flexible 
as celluloid. is 

It will be seen, therefore, that while celluloid containers 
will probably for a long time to come be demanded by the 
public who are attracted by their appearance, the main 
danger of frothing can be eliminated, at all events for tem- 
perate climates, by the use of ebonite or wood separators with 
these containers. 

Аз Mr. Ccates pointed out, manufacturers have to supply 
what the public demand, but while doing this, it is possible 
at the same time to aim at substituting for celluloid, as far 
as possible, materials which are unaffected by acid. 

Strangely enough, the only advantage claimed by the user 
for celluloid containers acts far more frequently aa a dis- 
advantage. We allude to the assumption that the user can 
tell the condition of a battery from the appearance of tbe 
piates. Very few people, on the contrary, are qualified to 
diagnose condition by inspection through semi-opaque material 
und liquid. Were ebonite to be employed entirely in con- 
tuiners, this rough and misleading test would be abolished 
and the user would be reduced to the simple and reliable 
methods of measuring acid gravity and p.d. 

It is our experience that the more scientific type of user is 
learning to prefer opaque containers which are unaffected by 
acid, and to rely on gravity and p.d. readings in place of 
visual inspection through a material rendered semi-opaque by 


sludge. 
R. E. Beswick, 
Works Superintendent, 
Fuller's: United Electric Works, Ltd. 


London. 
October dth, 1921. 


A Motor Problem. 


Two 500-V, 5-h.p. motors driving centrifugal pumps are 
driven together with other auxiliary gear from a set of 
auxiliary busbars, which in turn are fed through fuses direct 
from the traction generators by means of connections to the 
switchboard ends of the generator main cables. 

When the generator is loaded and a fault occurs on the line, 
bringing out the respective circuit breakers, the fuses of the 
two ó-h.p. motors (and sometimes the auxiliary busbar fuses 
as well) blow out in a most decided manner. The reason for 
this can, I think, be attributed to the following causes :— 

When a fault occurs, the generator being loaded, there is a 
momentary drop in volts. The water flowing tnrough the 
pumps is sufficient to keep up the speed of the 5-h.p. motors, 
and consequently the back e.m.f. of the motors becomes higher 
than the generator voltage, with the result already stated. 

'The writer was advised to try, and did try, a соп of several 
hundreds of turns of heavy-gauge wire in circuit with the 
motors to act as a choking coil at the moment of reversal of 
current, but without result. The substitution of circuit- 
breakers or reverse-action trips is not desired, as it eliminates 
the purpose of the auxiliary set of busbars, which is to pre- 
vent the closing down of the auxiliary gear when the traction 


busbar voltage falls. 
Leslie G. Hillman. 
October 4th, 1921. 


[Apparently the motors become generators as stated, and 
being in parallel with the main generators, they supply cur- 
rent to the line fault, blowing their own fuses. The reverse 
current from the motors does not pass into the main 
generators because. being connected to the same busbars, they 
are necessarily at the same voltage. | 

Possibly the trouble might be remedied by a few turns of 
series winding on the fields of the motors. normally assisting 
the shunt winding, but producing a rapid drop of e.m.t. on 
reversal.—Eps. Erec. Rev.] 


[Many letters have been held over for lack of space.—Eps. 
Екс. Rev.) 


Ж C" 

‘Company Liquidations.—R. В. Нахр & Co., Lrp.—Parti- 
culars of claims should be sent to the liquidators Mr. W. A. J. 
Osborne, Balfour House, Finsbury Pavement, E. C., and Mr. 
P. J. Hooper, 93, Broadway, Wimbledon, S.W., by Novem- 
ber 10th. | m 

T. B. S. Есткісл, CoNsTRUCTION Co., Lb., 68. Victoria 
Street. London, S. W. Meeting of creditors to be heid October 
J)th at Winchester House, London, E. C. Liquidator: Mr. 
К. Стога Goodman, Broad Street House, Е.С. 2. 


Bankruptcy Proceedings.—G. W. ENbALL (Endal & Co.). 
electrical, mechanieal and automobile engineer, Canal Motor 
Works, Canal Bridge, St. Helens. First meeting, October 
lsth, at the Official Receiver’s, ll, Dale Street, Liverpool. 
Public examination November 7th, at the Court House, 
Victoria Street, Liverpool. 

1». KERFOOT, electrical engineer, 103, Cobden Street, Black: 
ley, Manchester. First meeting, October 18th. at the Official 
Receiver’s offices. Byron Street, Manchester. Public examina- 
tion, October 28th, at the Court House, Manchester. 

V. B. WORTHINGTON, electrical and mechanical engineer, 


Ellesmere Yard, Walkden.—Receiving order made October 4th 
on debtor's own petition. 

E. E. MATHERS, electrical engineer, 10c, High Street, Don- 
caster.—First meeting October láth at the Otticial Recelver's 
Office, Sheffield. Public examination October 20th, at the 
County Court Hall, Sheffield. 

E. OLoNEY, tramways divisional traffic superintendent, $, 
St. Alban's Road, Parliament НШ Fields. N.W.—Trustee 
(Mr. W. P. Bowyer, Senior Official Receiver, Carey Street, 
W. C.) released September 29nd. 

G. F. KivERON, electrical engineer, Sheffeld.— Trustee (Mr. 
L. J. Clegg, Official Receiver, 14, Figtree Lane, Sheffield) 


released July 22nd. 


Dissolutions of Partnership. —AsTON AYRES & Co., electrical 
and mechanical engineers. Church End, Arlesey.—Mr. E. W. 
Brackenbury and Mr. N. A. Ayres have dissolved partnership. 

G. Berra & Sons, electrical engineers, Fairlawn, Pontypridd. 
— Mr. J. R. Beith, Mr. G. R. Beith, and Mr. R. D. Beith have 
dissolved partnership. Debts will be attended to on behalt 
of the late firm by Mr. A. Mart, 8, Park Place, Cardiff. 


Trade Announcements.—Messns. FRANCIS PoLDEN & Co., 
Lap., have opened a showroom and West End branch at 1%, 
Wells Street, Oxford Street, London, W. | 

Mussks. |ERRY X BLACKWELL have commenced business as 
electrieal and mechanical engineers and suppliers at 10, Mars- 
den Street, Chapel Walks, Manchester. 1һеу invite manu- 
facturers to send copies of stock lists, catalogues, and other 
such literature. | 

Messrs. LESLIE Dixon & Co. have removed to new offices 
and showrooms at 9, Colonial Avenue, Minories, E.C. 1. 

THe PHGNIX INDUSTRIAL SERVICES have removed to 12, Lon- 
don Wall, E.C. 2. Telephone number : London Wall 3374. 

Mr. Frepk. Harvey, general engineer, has opened an elec- 
trical department and showrooms at 4, Wellington Street, 
Teigmmouth, where а public electricity supply system 15 
shortly to be inaugurated. He desires to receive catalogues. 

Messrs. PARKER & TURNBULL, electrical engineers, have 
opened premises at 81, Shakespeare. Street, Dumfries. 

Mn. PauL W. RANDS has taken additional premises in Caxton 
House for the purpose of showing heating, cooking, and general 
domestic electric appliances in operation. | 

Mr. JAMES WALKER, electrical manager, has severed his con- 
nection with Messrs. Wood & Cairns, Ltd., Edinburgh, and 
has opened up business (entirely wholesale) under the name 
of The Walker Electrical Service, at II. Clyde Street, Edin- 
burgh. 

1 п 5 
and heating specialists, are ope ext 
junction di Bradford Road and Aireville 
Bradford. " 

THE HOLLAND HOUSE ELECTRICAL Co., LTD., have removed 
to larger premises at 241a, West George Street, Glasgow. 


Catalogues and Lists.— THE METROPOLITAN- VICKERS ELEC- 
TRICAL CO., LTD., Trafford Park, Manchester. Leatlet 4,102/6; 
An illustrated price list of various types of Cosmos 
vacuum and gasfilled lamps. 

Park Royal ENGINEERING W 


WiocGLEsWOnTH & Crosstey, electrical engineers 
ning extensive premises at the 


Road, Frizinghall, 


orks, LTD., Cumberland Avenue, 
N. W. 10.—“ Modern Switchgear,” a well-illustrated catalogue 
of high- and low-pressure gear. including oil switches, cubicles, 
gwitch-fuses, ironclad distribution boards, &c. 1 5 

Messrs. GAMBRELL BIOS., LTD., Merton Road. Southfields, 
S. W. 18.—A pound series of leaflets dealing with electrical 
testing instruments. K., including potentiometers, Wheat- 
stone bridges, special plug contacts, and galvanometers. , 

Messrs, Crow, 'ToocooD & Co., 15, Wardour Mews. D Arb- 
lay Street, Wardour Street, London, W. 1.—het trade price 
list of electrical accessories (October and November). 

Messrs. COLE, MARCHENT & МонЕҮ, LTD., Bradtord.—Pam- 
phlet No. 66. illustrating and describing Delas ^ а ex- 
tractors. 

WryLCO PATENTS, | | 
strated folder giving prices of e 
and irons. 


150, Alma Street, Birmingham.—An_illus- 
lectric fires, kettles, toasters, 
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BUSINESS NOTES. 


THE GENERAL ELECTRIC Co., Lro., Magnet House, Kingsway 
X. C. 2.—Leatlet No. Н.2004, illustrating and describing Maz. 
net ' ornamental cast-iron electric ures; also Leatlet Ў 
Hz,607, giving revised prices of Magnet“ electric cooking 
and heating appliances. b 

Messrs. 1. G. HawkINs & Co., 116, Charing Cross Road 
W:.C.2.—Showeard advertising the Universal portable 
radiator, and a descriptive folder dealing with the (n. 
versal ? vacuum cleaner. 

Messrs. X-RAxs, LTD., ll, Torrington Place, Gower Street 
London, W.C.1.—Circular relating to the prices of №-тау 
tubes and apparatus, and the effect of trade combinations upou 
the selling prices of such products. 

Messrs. HiGGs BROS., Sand Pits, Birmingham.—Specitica- 
tion No. 7, giving full descriptions, illustrations, and dimen- 
sions of d.c. motors and dynamos and a.c. motors, as well. 
controlling gear. | 


Private Аггапдешеп!.—/онх Victor Perry, tradin 
J. V. Perry & Uo., Conway Street, Birkenhead, 1 1 
engineer. -A meeting of the creditors of the above was held 
recently at the Exchange Hotel, Liverpool, when a statement 
of affairs was presented which had been prepared by Mr. J. F 
Warburton, accountant, Manchester, disclosing liubilities of 
4850, all ot which were due to the trade. After allowing £4) 
for preferential claims the assets were estimated to realise 
£922, or a surplus of £71. The assets were as follows: Stock: 
in-trade £1,108, estimated to realise £554; fixtures, fittings 
utensils, &c., £54, expected to produce £40; oftice furniture 
valued at £20; life policies £18; motor cycle, cost £170, ex 
pected to realise £100; work in progress £50; and book-debts 
valued at £90. It was stated that the debtor commenced 
trading on his own account at Broad Street, Pendleton, Man- 
chester, in September 1919, with a capital of £100. He was 
later joined by a partner who brought in £20, but in July 
last he gave up the Manchester business and started at bis 
present address, when the partner retired. The latter received 
nothing on going out. 'lhe total purchases at Birkenhead up to 
September 3rd last were £1,492, but since that date the books 
had not been written up. In the same period the sales were 
£256, and it was estimated that a gross profit of 35 per cent. 
was made. During the period the debtor had employed four 
men, two boys and а girl, at total wages of 18 guineas pe 
week, while his personal drawings were £3 weekly, and he 
had expended £150 on advertising and £80 on oflice equipment 
and printing. The present position was attributed to the slump 
in trade. The debtor made an offer to pay his creditors in 
full, it being proposed that he should set aside a sum of #0 
per month. After discussing the position 16 was decided that 
the deed of assignment already executed to Mr. Warburton 
should be confirmed and a committee of inspection wis 
appointed consisting of the representative of the General 
Electric Co., Ltd., Mr. J. Airey, and Mr. Parkin S. Booth. 

The following are creditors :— 

£ 


£ 

Metropolitan - Vickers Electrical Gallie Bros . "EET. 
Co., Lid. - a ..239 Rowe Bros. & Co, Ltd... = Ў 
Cable Accessories Co., Lid. ... 127 Cassels, Ltd. Li 4 cie ic 
Downes & Davies, Ltd. .. 19 Thompson & Smith — 
Electrical Specialities Co. .. 20 Vulcan E'ectrical CO.. 4 
O'Brien, Ltd., Thos. eis .. 22 Siemens Bros. & Co., Ltd. i 
Lamp Factors Co., Ltd. e . . 65 New Brighton Motor Coach Со. 3 
Hinson & Co. d 455 .. 25 Wittal Motor Coach Co., Ltd. .- 2 
Calendar.—An attractive calendar running from July, 


1921, to June, 1922, has been sent to us by the METROPOLITAN- 
Vickers ELECTRICAL Co., LTD. ‘This bears an eleven-colour 
design of a draped female figure seated on a terrestrial sphere 
and holding a Cosmos lamp. The calendar is intersperse 
with humorous illustrations of '' Cosmos characters.” 


Electricity Supply Rifle League.—The following are the 
results of matches hot during September :— К 

City Co., 571, Central Co., 555; City Co., 564, Fulham, f 
Shoreditch, 576, Central Co., 557; Hackney, 524, Fulham. ie 
County Co.. 550, Hackney, 542. The City Co. now heads the 
Teague with 18 points. 


Electrical Trade in South Africa.— с 
National Bank of South Africa, Cape Town, state 
into British South Africa for the seven months ended J 
show а falling away of £17,500,000 compared with the = 
responding period of 1920. Iron and steel manufactures . 
cluding machinery) declined. by £525,000, or 35 per cell 
whereas imports of the following have risen :— 

Manufacturing machinery, £429,000, or 66 per cent. 

Mining machinery, £450,000, or 112 per cent. 

Other machinery, £50,000, or 43 per cent. 

Implements and tools (including agricultura 

4£262.000, or 31 per cent. 

Electrical material, £453,000, or 53 per cent. 

The following exhibited declines:— . . 

Hardware aad cutlery, £594,000, or 26 per cent. 

Rubber (including tires), £659.000, or 79 per cent. shan in 

Inquiries for electrical goods are more numerous c in 
recent months, and the tendency is better. Same eui сешп 
prices of lamps. adaptors, lampholders, switches. 
roses is reported.— Birmingham Post. 
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Oar Foreign Trade.—SEPTEMBER FIGURES.— The following were 
the values of imports and exports of electrical goods and machinery 
during September, 1921 :— 


Sept., 9 months, 1921. 
1921. Inc. or dec. Inc. or dec. 
IMPORTS. £ £ £ 
Electrical goods, &c. 123,713 — 57067 + 503.857 
Machinery ... 546,737 = 1,129,063 — 5.597.065 
EXPORTS. 
Electrical goods, Kc. 924.767 + 36.530 + 2,642,340 
Machinery ... 5,197,917 — 349.785 1 15.356.340 
RE-EX PORTS. | 
Electrical goods, &c. 13,607 — 3.81 ＋ 77.065 
Machinery ... 104.577 — 02404 — 234,880 


Trade with France. — The British Chamber of Commerce 
in Paris, in connection with efforts to bring about a revival of 
British. trade in France, is preparing a new Trade Index of 
British. manufacturers and exporters. It will be distributed 
broadcast among all French industrial and commercial or- 
ganisations, Chambers of Commerce, Chambres Syndicales, 
&c., and numerous industrial buyers in France. The address 
of the Chamber is 6, Rue Halevy, Paris 


A Chinese Inquiry.—It is stated that the Chinese Ministry 
of Communications recently invited a number of electrical 
experts, both Chinese and foreign, to a conference on the 
promotion of the electrical industry. 

Chinese Notes.—l he Chinese Foreign Office has peen 
negotiating. with the French Government with a view to 
securing the cancellation of the Sino-French agreement rela- 
tive to the formation of the Peking Trainways Co. 

The Government recently notified the Chile authorities 
that a thorough investigation of copper and iron deposits 
should be instituted owing to the increasing needs of the Mint. 

The Tsung Hua Electric Apparatus Manufacturing Co., 
Ltd., organised by Shih Shao-tsen, recently petitioned the 
Ministry of Agriculture and Commerce for registration. 

The Kweisui Electric Light Co. has been established at 
Kweisul, Shansi, by Yung Yau-tsen. The Ming Ming Electric 
Light Co., of ‘Hienningehwang, Kiahsin, has been organised 
by Chiao Shen-ching. 

Book Notices.—Scientific Paper No. 418 of the U.S. 
Bureau of Standards, Spectro-radiometric Investigation of 
the Transmission of Various Substances, II.“ Washington: 
Government Printing Office. Price 5 cents.—The paper gives 
transmission data in the spectra of a series of mineral, 
animal, and vegetable oils (containing fatty acids), nitrocellu- 
lose, bakelite, and selenite. It is shown that the absorption 
spectra of the oils ure so nearly identical that they cannot be 
used for detecting the adulteration of one oil with another. 

The Journal of the South African Institution of Engineers. 
Vol. XX, No. 2, September, 1921. Price 2s.—The Inaugural 
Address of the new President (Mr. R. C. Atkinson) 18 included 
in this number, as well as several discussions of papers, and 
a list of recent South African patents. 

The Transactions of the South African Institute of Electrical 
Engineers, Vol. XII. Part 8, August, 1921. Price 2s.—Mr. 
J. W. Beauchamp's paper on `* Multi-part Tariffs,” recently 
read before the I. E. E., is reproduced in this issue, together 
with a discussion. 

Bibliographie des Sciences et de l'Industrie," September, 
1921.—A list of scientific works in all languages published by 
Dunod, Quai des Grands-Augustins, 47 et 49, Paris VI. The 
title and price of each book is accompanied by a short surn- 
mary of contents. 

" Hydro-electric Engineering," by A. H. Gibson, Vol. 1, 
Civil and Mechanical, pp. x 4232; 164 figs. Price Bs. net. 
" Fuel and Refractory Materials," by A. Н. Sexton, new edi- 
tion, revised and enlarged. by W. B. Davidson, 368 pp.; 109 
figs. Price 12s. 6d. net. London: Blackie & Son, Ltd. 

"Fifty Years of Electricity— The Memories of an Electrical 
Engineer,” by J. A. Fleming, pp. Ni1-371 ; numerous figs. and 
many illustrations. London: The Wireless Press, Ltd. Price 
905. net. 

"The Motor Electrical Manual," pp. 168; illustrated. Lon- 
don: Temple Press, Ltd. Price 3s. net. 

The attention of readers who wish to maintain their know- 
ledge of the French language is directed to a new weekly 
paper, La France, which is being published at 2d. by Messrs. 
Evans Bros., of Montague House, Russell Square, W.C. 1. 
The first number appeared on October 6th. Its object is to 
assist students in schools and colleges and assistants m busi- 
ness offices, and we believe it will be welcomed by such. 

Scientific Paper No, 415 of the U.S. Bureau of Standards, 
" Use of the Ulbricht Sphere in Measuring Reflection and 
Transmission Factors." Washington: Government Printing 
Office. Price 5 cents.—In this paper a general survey 18 given 
of the theory and use of a hollow sphere in measuring the 
reflection factor of surfaces. The theory of the infinite lumin- 
ous planes and instruments based upon thein are also dis- 
cussed. 

Specification No. 4-1921 of the British Engineering Standards 
Assoviation, Dimensions and Properties of British Standard 
Channels and Beams for Structural Purposes." London: 
Crosby Lockwood & Son. Price 18. net. This gives such 
details as moments of inertia, weight per foot, moduli of 
sections, radii of gyration, &c.. for the sections set out in 
& previous specification. | 


Conservancy Vehicles for Calcutta.—The Calcutta Cor- 
poration is experimenting with a conservancy lorry service 
In certain wards. А trial is also being given to electric lorries. 
When the question between electric and petrol lorries is 
settled a large number of lorries will be required by the 
Corporation.—Leuter’s Trade Service (Bombay). 


An Australian Cable Manufacturing Company.—We have 
before us a copy of a prospectus that we understand was issued 
in Australia in July inviting subscriptions for 150,000 ordinary 
shares of £] each in Commonwealth Cables, Ltd. The nominal 
capital is £200,000, and in addition to the shares offered, 
10,000 deferred shares of £1 each were to be issued to the 
vendors and promoters as full consideration for the transfer 
to the company of an agreement entered into with the P.M.G. 
(Australia) for the supply of telephone cables. 40,000 shares 
of £1 each were to be held in reserve. The estimated expendi- 
ture upon works and equipment and leaving £40,000 for 
working capital and preliminary expenses, figured at £85,000, 
but as the whole of this was not required at once, the com- 
pany was to go to allotment when 60,000 contributing shares 
had been applied for. Itis proposed to manufacture all classes 
of cables and insulated wires for electrical work, but in the 
first instance attention 1s to be devoted to the manufacture of 
lead-sheathed telephone cables for the P.M.G.'s department. 
А contract signed with the P.M.G. amounts to £217,006 and 
is expected to yield a net profit of £35,400. It is stated that 
the requirements of the department should reach at least 
£500,000 per annum in future. The '' provisional directors 
are C. A. Gibson and J. J. Hughes, and the vendors and pro- 
moters are Messrs. C. А., №. G., and Н. Gibson and J. J. 
Hughes. Mr. W. G. Gibson will act as managing director. 
He was in this country from 1916 to 1919 under the Ministry 
of Munitions, and during that period he made exhaustive 
inquiries into the methods adopted in modern works for the 
successful manufacture of cables and their economical pro- 
duction in Australia. The company will have the services of 
an electrical engineer with over 20 years’ experience of the 
manufacture of cables in three of the largest works in England 
and on the Continent. The prospectus contains an estimate of 
profits anticipating a dividend of 20 per cent. It was expected 
to Беріп the delivery of cable three months after the com- 
pletion of the works. The plant was to be completed within 
eight months from the date of order. | 


Sydney Turbo-Generator Contract.—WkrIT SERVED.—At а 
meeting of the Sydney City Council in August the town clerk 
reported that he had received a letter from Messrs. Sly and 
Russell, solicitors, of Sydney, on behalf of the English Electric 
Co. of Australia, Ltd. This had reference to a report that the 
Electrie Supply Committee of the City Council had decided 
to adopt the tender of Messrs. Thompson Bros., of Castlemaine, 
Victoria, for an Australian-made turbo-generator, to be portion 
of the new electric light and power plant to meet the estimated 
demand in 1923. the contract price being £125,000.' Messrs. 
Sly & Russel stated they had instructions to proceed in 
the matter and that their clients intended to claim £60,000 
damages against the City Council. The town clerk added that 
he had accepted service of the writ. 


A G.E.C. Window Display.—One of the means adopted by 
the GENERAL ELECTRIC Co., LTD., for popularising its“ Mag- 
net"' heating and cooking appliances is a window display 
which places in contrast the old insanitary and inconvenient 
ways of cooking, &c., and the new electrical way. Retailers 
of " Magnet " appliances may obtain this display from the 
company, as well as pamphlets, overprinted with their name 
and address. The company also offers to assist in the pro- 
vision of suitable publicity matter for insertion in local papers, 
&c. 

Export Credit Insurance and  Unemployment.—Sir 
Edward Mountain, chairman and managing director of the 
Eagle Star & British Dominions Insurance Co., interviewed in 
the Manchester Guardian Commercial, says :—'' It is apparent 


to everybody that some urgent steps will have to be taken to 


relieve unemployment. My suggestion is that the Government 
ghould appoint a committee of our leading financiers and com- 
mercial men, who should conduct the export credit insurance 
on behalf of the Government, free of all expense for services 
rendered. The committee should consist of our leading 
bankers, insurance experts, representatives of our leading 
merchants in shipping, and Government representatives from 
the Treasury and the Board of Trade. One of their first busi- 
nesses would be to send for the leading bankers and financiers 
of the countries who wish to buy our goods and endeavour in 
conference with them to overcome some of the difficulties which 
at present exist. I suggest that one of their first methods of 
doing bueiness would be to get a syndicate of the leading 
banks of any such purchasing country, who would jointly 
and severally guarantee the purchasing merchant of that 
country, and that, in addition to that, the Government of the 
country sbould also give their guarantee. The committee 
could on behalf of the Government grant credit insurance 
wherever they were satished that the purchasing merchant 
could give immediate security or future security.“ Questioned 
as to the relation between his scheme and the Board of Trade 
and the Ter Meulen scheme, Sir Edward pointed out that 
there was no question of competition between the Тег Meulen 
scheme and his own. The two were complementary and could 
work in together. | 
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Exhibition at Huddersfield.—An International Domestic 
Economy and Trades Exhibition is to be held in the Drill 
Hall, Huddersfield, from November 17th to 26th. All kinds 
of cooking apparatus and domestic appliances will be included 
in one or other of its sections. Particulars regarding space, 
rates, &c., can be had on application to the general manager, 
Mr. P. J. Hogben, at the Drill Hall. 


Engineering Industry.—The Times announces that the 
British Engineers’ Association has called a conference of its 
members on October 19th to consider means of restoring vitality 
to the engineering industry. 


Manufacture of Telegraph and Telephone Material in 
Czecho:Slovakia.—The Journée Industrielle learns from 
Prague that the Telegrafia combine has obtained during the 
year orders to the value of 16 million kronen, the more impor- 
tant orders coming from Russia, Bulgaria, Yugo-Slavia, and 
Belgium. The Czecho-Slovak Ministry of Posts and Tele- 
graphs has just placed all orders in connection with the public 
telephones in Prague in the hands of the company. The 
Telegrafia, which has a capital of 8 million kronen, 60 per 
cent. of which 15 subscribed by the State, represents a tusion 
at the instigation of the State of three companies, all founded 
since the end of the war.—Reuter’s Trade Service (Paris). 


Tariff Uncertainty in Spain.—Several British firms trad- 
ing with Spain have recently shown uneasiness at the appa- 
rent inactivity of their agents in the Spanish market. The 
Commercial Secretary to His Majesty's Legation in Madrid 
(Mr. S. G. Irving), writing to the Department of Overseas 
Trade states that this supposed ''inactivity " may be easily 
explained up to а point by the two obvious factors which 
are at present combining to restrict the Spanish import trade, 
namely: the general depression and the high import duties. 
The general depression has been accentuated by the failure 
of the Bank of Barcelona and indirectly by military events 
in Morocco. Another obstacle is the restriction of 2redit 
owing to the necessitous condition of the Government. Most 
of the Treasury Bonds issued in the past year have been 
taken up by the banks, who have had some difficulty in 
putting them on the market. A still more effective check 
on orders than any of these three factors exists in the prospect 
of an early alteration of the import duties, possibly in Januarv 
next. As they have been already raised once this year they 
are hardly likely to be further increased except in certain 
instances, whilst it is expected that some may be lower el. 
Importers are not unnaturally inclined to wait and see; the 
more so since several of them bought considerable stocks 
in anticipation of the increase in May last. 

This applies chiefly to machinery. In the interval, while 
the revision of the tariff is actually taking place, there is no 
firm basis for maxing calculations, and until importers can 
adjust their buying policy on such a firm basis as a fixed 
tariff will provide—whether at higher or lower rates than at 
present obtain—it is unlikely that import trade in Spain will 
show increased liveliness. 


Copper and Lead Prices.—Messrs. F. Smith & Co. report 
on October 12th :-—Copper (electrolytic) bars, £77 10s., £2 
increase; ditto sheets, no change; ditto wire rods, £93 10s., £2 
increase; ditto h.c. wire. 11 9/16d., 5/16d. increase. 

Messrs. James & Shakespeare report October 12th :—Copper 
bars (best selected), sheet and rod, no change; English pig 
lead, £24 10s., 5s. increase on last week's prices. 


Chilean Electric Railway Contract.—The Westing- 
house Electric International Co. announces that it has 
received final confirmation of the contract to supply the equip- 
ment to electrify the Chilean State Railroad between Val- 
paraiso and Santiago, and the Los Andes branch. This contract 
was received from the Chilean Government. The main line. 
which is 116 miles long, 1s now under steam operation. It 
connects the leading seaport (Valparaiso) with the capital 
(Santiago), while the line to Los Andes is 28 miles long, and 
forms the Chilean State Railway section of the trans-Con- 
tinental line to Buenos Aires. The contract ($7,000,000), it is 
stated, was secured after keen competition from Germany and 
other European companies. The equipment to be furnished 
consists of eleven local passenger locomotives, fifteen road 
freight locomotives, seven switching engines, and five sub- 
stations of 4,000 kW capacity each. The 3.000-volt. direct- 
current system which will be used will be strictly American 
in character. The capacity of the equipment will be 50 per 
cent, greater than the present traffic demands, and the plans 
have been so drawn that an increase of traffic capacity to 
three times the present demands can readily be met. It js 
stated that owing to the abundance of water power in Chile, 
and the high price of fuel, all of the Chilean railroads will 
eventually be electrified, and the present project is the first 
step in this progress. The contract is the third large order 
for electric railway supplies recently received by the Westing- 
house International Co. from foreign countries in the past 
few months, the others being obtained from France and 
E p above connection it i& reported from Valparaiso that 
“The Government has authorised the Chilean Minister at 
Washington to accept a proposal by New York bankers for a 
loan of 25,000,000 pesos gold of 18d. and $10,000,000 (U.S.). 
which will be principally used for the payment of expenses in 
connection with the electrification of the railways, 


Fire.—The CENTRAL LONDON ELECTRICAL Co., of Great Queen 
Street, W.C. 2, states that the loss sustained by tire on 
its premises last Friday is fully covered by insurance. Tem. 
porary inconvenience occurred owing to the losa of Several 
rooms, but the company reports that it is carrying on as 
usual. 


Miners’ Electric Lamps.—Draft n have been 
made by the Board of Trade under the Coal Mines Act, 191 
relating to electric safety lamps to the following effect:— ` 

1. Every outer case of an electric safety lamp of approved 
tvpe shall be inscribed by the maker of the lamps of that type 
with his name and the name of the type of lamp, and all 
the integral parts of the lamps of that type shall be inscribed 
with a distinctive trade mark registered by the makers of the 
lamp. For the purposes of these regulations the integral parts 
of the lamp shall be the outer case, the whole of the accumu- 
lator, the bulb, the detachable part (if any) of the outer case 
and such other parts (if any) of the lamp as are named in the 
official specification. 

2. All the integral parts of any of such lamps as aforesaid 


‚ Shall conform with the provisions as to integral parts соп. 


tained in these regulations, and any such lamp containing an 
integral part which does not so conform shall be deemed not to 
be a lamp of the approved type: Provided that nothing in 
this regulation shall preclude the Board of Trade from 
approving the said lamp as a lamp of a different type, subject 
to such conditions as the Board may see fit. 

3. The respective makers of all approved types of electric 
safety lamp shail inspect, gauge, or test before issue, in such 
manner as the Board of Trade may prescribe, all lamps and all 
integral parts of lamps bearing their name or trade mark. 

These draft regulations are based upon the unanimous 
recommendations of the Miners’ Lamps Committee in their 
Report (Memorandum No. 3) on '' The Supply of Spare Parts 
or Fittings for the repair and renewal of Safety Lamps," and 
should be considered in the light of that report. In parti- 
cular, the proviso to the second regulation should be read in 
conjunction with paragraphs 13 and 33 of the report and with 
recommendations (a) and (b). 

Any objection with respect to the draft regulations must 
10 on to the Secretary for Mines within 30 days from October 

n. 


For Sale.—By direction of the Disposal Board, Mr. C. D. 
Phillips will offer by auction on October 25th and following 
days at the National Shipyard, Beachley, near Chepstow. 
Mon., a shipyard plant, comprising cranes, machine took. 
electric motors, cable, electrical stores, &e. For particulars 


‚ see our advertisement pages in this issue. 


By order cf Nobel Industries, Ltd., Messrs. Fuller, Horer, 
Sons & Cassell will sell by auction on November 8th and fol- 
lowing days, at Angel Road, Edmonton, surp!us plant and nn. 
chinery. (See this issue.) 


Dransfizld’s Special Three-phase Voltmeter.—With refer- 
ence to the note on this subject, on page 377. we learn that 
it was sent to us under a misunderstanding. Mr, Dransfield’s 
agreement with Messrs. Ferranti, Ltd., having expired. the 
sole licensees for the manufacture and sale of the instrument 
are now Messrs. Nalder Bros. & Thompson, Ltd. (London). 


Electrical Wages in Scotland.—The Electrical Contractors’ 
Association of Scotland and the Electrical Trades Union have 
agreed to a reduction of ld. per hour in wages from October 
Ist, to be followed by a reduction of 14. per hour on Novem- 
ber Ist. Further consideration of wages is to be subject to 
one month's notice on either side. 


Turbine Furnaces.—The Tursixe Furnace Co., Lb., bas 
received a contract for a set of its patent turbine furna». 
for a Davey, Paxman boiler, from Messrs. Edwards & Arm- 
strong, of Bow Bridge, near Stroud, and one for а set for 
& Lancashire boiler for the Pembroke Urban District Councils 
Electricity Works, Dublin. 


Russian Electrical Undertakings.—The annual report of 
the Zurich Bank for Electrical Undertakings, states that no 
recent news has been received concerning the Petrograd Elec- 
tric Lighting Co., of 1886, or the Moscow Electric Power Trans 
mission Co., of Moscow and Petrograd whose works had been 
declared by the Soviet Government to be national undertakings 
and taken over by the State. Nevertheless, it seems thit 
material damage to the works has not occurred, and limited 
working continues to be maintained. 


Annual Outing.—The emplovés of the Blackpoo! ua 
city and tramways departments made the Lake district the 
venue for their annual picnic. The party of seventy was COT 
veyed in motor charabancs, lunch being served at Grang? 
over-Sands, and tea at Lancaster. 


False Marking of German Goods.—The Daily Telegra 
correspondent at Copenhagen states that the Association © 
Danish Manufacturers, having learned that a German es 
chinery firm in Flensborg was using false Danish trade m: n 
in order to export its goods to France, has informed | 
French Iegation at Copenhagen. It appears that spori 
German firms are adopting similar tricks in order to € 
their goods to Allied countries. 


! 
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Electric Vehicle Batteries.—A booklet recently issued by 
the D.P. Barrery Co., Lrp., entitled A New Development 
in Electric Vehicle Batteries describes the cell which the 
company has developed, with flat lead plates of the pasted 
type, formed by a special process, and fitted with the '' D.P. 
patent combined separator," which is porous, elastic under 
compression, апа quite unaffected by sulphuric acid or elec- 
trolytic action, and, it is claimed, enables the cell to stand 
rough work without injury. 

The cells are made in 14 standard sizes, and assembled in 
wooden crates with iron lifting straps. The booklet contains 
clear instructions for installing and working the batteries. 


Railway Interests in Germany.—The electric railway and 
allied departments of the Siemens & Halske Co., of Berlin, 
have been transferred to а partnership company under the 
style of the Constructional Union of Berlin and Munich, and a 
capital of 20,300,000 marks, which is held by the Siemens 
and Halske Co., the Siemens-Schuckert Works, and the 
Schuckert Co., of Nuremberg. Besides railways, the new 
company wil undertake hydro-electric works, harbour, river, 
end reinforced concrete works, &c. 


A Glow Lamp Holding Co.—A holding company has been 
formed at Aarau, Switzerland, under the title of the Aarau 
Glow Lamp Works Co. А Zurich newspaper states that 
the Dutch Philips Co. and the German Auer Co. are 
interested in the new companv. 


The German Electrical Industry.—The German correspon- 
dent of a Dutch newspaper states that activity in the German 
electrical industry has recently largely increased so that most 
of the manufacturing works have sufficient orders on hand for 
some months forward. It is calculated that with the aboli- 
tion of the sanctions " the demand will become brisk, as 
these compulsory measures have had a disturbing effect on 
trade between the occupied and non-occupied districts. Certain 
foreign countries have placed large orders with the German 
works, although serious complaints are being made that it 
is impossible to raise sale prices because foreign competitors 
in various countries, less well supplied with orders, are offering 
at prices at which the German works are unable to earn any 
profits. A considerable improvement has taken place in the 
orders for dynamos and transformers; the installation business 
for motors has so far been active, and the early harvest has 
increased the demand for small motors. A specially large call 
is noticed for high-pressure plant in connection with the ex- 
tension of the large central stations, while the low-pressure 
department also improved in September, as compared with 
the previous month. А somewhat similar report, although 
briefer, has also appeared in the German newspapers. 


Belgian Interests in Russia.—Addressing the shareholders 
at the ordinary meeting cf the Imatra Société pour Ja 
Production de l'Energie Electrique, held in Brussels on October 
4th, Mr. Jean Rollin, chairman, is reported to have stated 
that the company's Russian branch—the Société des Centrales 
Electriques Regionales— experienced considerable development 
owing to the war, and had been able to declare dividends at 
the ratio of 4 per cent. for the years 1914 to 1916 inclusive. 
The undertaking was at present nationalised by the Soviet 
Government. Concerning the company's branch in Finland, 
which owned the water power of the Little Imatra, the chair- 
man mentioned that as a result of events the branch had been 
unable to begin the execution of the essential programme, 
which aimed at the production and transmission of energy 
to Petrograd. The directors of the parent company had ex- 
amined various schemes for the provisional utilisation of a 
portion of the available water power for Finnish purposes, 
but had been unable to carry out апу one of them owing to 
the industrial uncertainty in Finland. 


The Engineering Trade Dispute.—The form of ballot 
paper to be issued to members of the Engineering and Ship- 
building trade unions with regard to the withdrawal of the 
munitions bonus was decided upon on Tuesday. Ballot 
papers are returnable by October 26th. 


Inquiry.—The address of makers of the “ Eanda”’ 
universal laboratory motor and controllers (Messrs. Eimer 
and Amend, New York) or their representatives is asked for. 


Catalogues Wanted.—Messrs. Wilson & Ridley, electrical 

engineers, New Bridge Street Station, Newcastle-on-Tyne, 

esire to receive catalogues and price lists of washing machines 
and domestic appliances. 


LIGHTING AND POWER NOTES. 


Australia.—Sypxey.—A statement of the requirements of 
the Electricity Department up to the end of 1926 was recently 
placed before the City Council. The total is estimated at 
43.414.000, made up as follows: Commitments up to July 
loth. 1921, £580,000: estimated expenditure upon capital ac- 
count to December 3lst, 1923, £984,000; preliminary expendi- 
fure іп connection with new station, £100,000; further ex- 
penditure on new station and trunk mains up to December 


3lst, 1926, £1,150,000; expenditure on normal extensions of 
mains and sub-stations during the years 1924-26, £600,000. 
lt was recommended that authority be sought immediateiy to 
borrow all or part of this money. 


Bedford.—INcREASED DiscouNT.—The Town Council has 
increased the discount allowed to consumers for power from 
24 to 5 per cent. | 


Belfast.—CoNsuLTANTS' Report.—At a meeting of the City 
Council, in committee, on September 29th, a further report 
by Messrs. Preece, Cardew & Rider, dated August 29th, was 
received.“ According to the Irish News, the first para- 
graph of the report was as follows :— 

We now have pleasure in reporting on the financial posi- 
tion of the electricity undertaking as we estimate it to be 
when the first section of the Harbour power station is corn- 
pleted with 24,000 kW of installed plant. We have had the 
advantage of a consultation with several of the Council's 
otficials since our report of June 7th (now withdrawn) was 
submitted, and a number of the factors to which we had 
previously not given sufficient weight were frankly discussed. 
Аз a result we have reconsidered the whole subject, and believe 
that this report now fairly sets out the correct position.” - 

From an attached schedule it appears the capital expenditure 
amounts to £1,533,234, but this does not include the work done 
by locai labour under the supervision of Mr. Bloxam in con- 
nection with either cable-laving or plant erection in the various 
sub-stations, &c., which, it is mentioned, will add materially 
to the total; nor does it include any of the irrecoverable cost 
of equipping the temporary power station, which the consul- 
tants presumed would be repaid out of revenue. 

Mr. J. H. Rider was present, and made a long explanatory 
statement. Councillor Campbell asked him to state the factors 
alluded to in the first paragraph of the report, but Mr. Rider 
mentioned that the report of June ‘th, having been with- 
drawn, was not now in existence, and declined to give them. 
Councillor Campbell thereupon moved a resolution that as 
Mr. Rider declined to disclose the factors alluded to, and that 
as members of the Council had not had that information, the 
meeting should stand adjourned until full information was 
supplied. This was carried, and the meeting adjourned. 


At the monthly meeting of the Corporation last week, it was 
decided to dismiss the consultants, and the Electricity Com- 
mittee resigned in а body, thus giving the Council the oppor- 
tunity of appointing a committee that would more effectively 
carry on the work." Sir Joseph Davidson said that the time 
had come when the critics of the committee should arise and 
do the work themselves. Several other matters were before 
the Council: A motion to increase the price of electricity by 
20 per cent., another to ask consent for an application to the 
Electricity Commissioners for leave to borrow £550,000 for 
the completion of the new power station, and a third for 
sunction to pay £708 fees to the consultants. The increase in 
the price of energy was passed, and the other two motions were 
referred back to the committee. Subsequently a movement 
to upset the decision of the Corporation relative to the con- 
sultants—which was carried by a majority of only two—was 
set afoot. 

At a special meeting of the City Council on the lOth inst., 
called by requisition of thirty meinbers, the resolution passed 
at the last monthly meeting, dispensing with the services of 
the Electricity Coinmittee's consultants, was rescinded by & 
vote of 23 to 19. The whole of the work in connection with 
the construction of the new power station was brought to 
a stundstill by the dismissal of the consultants, and would 
have conunued to be held, up indefinitely until other consul- 
tants had been appointed. Even if it had gone to this, the 
delay in the placing of contracts for the machinery of the 
power station. would have been very bad business, for it 
would have loaded the undertaking with a mass of dead 
charges and probably with two sets of consultants’ fees. The 
only way of relief from the serious financial position in which 
the electricity undertaking now finds itself is by the comple- 
tion of the new power station. Sir James Johnston, in 
moving à resolution to rescind the dismissal, said that he 
understood thut three points of objection were put forward 
by Councillor Alexander: that Sir John Snell blundered in 
ordering the 5,000 KW machine; that it had some imperfec- 
tions; and that à new filter had to be ordered for it, Sir John 
was not responsible for that. The Corporation was in great 
need of one of those machines. One was offered, and the 
Committee bought it. Sir John Snell was not responsible 
for the specification. The only commission he got on that 
was on the new filter, which cost about £400 or £500. That 
machine had not been scrapped; it was working still. As 
to the shipyard agreement, he (Sir James) admitted it was 
a pity, but he was sure it had been done for the best at the 
time; but he understood Sir John Snell was paid no com- 
mission for that. He thought that the Committee asked 
his advice, and he said he was prepared to help the Committee 
as far as possible. Councillor Jameson, in seconding the 
resolution, said that if the decision of the Corporation at its 
previous meeting was not altered it would mean irretrievable 
financial loss. Councillor McConnell referred to the original 
agreement between the Corporation and Sir John Snell; 
there was not & word in that agreement which would lead 
anyone to infer that Sir John was to give them expert finan- 
cial advice. 
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Bexley.—Srrike.—Owing to a dispute which has arisen 
between the Urban District Council and 200 of its eiipioyés 
the men have ceased work. The streets are unlighted, and 
consumers are receiving only a limited supply of electricity. 


Blackburn.—Nrw Ѕов-ѕтатгох. The Electricity Committee 
proposes to erect an electricitv sub-station at Mill Hill for the 
supply of electricity to the district. 


Bradford.—Loan.—The Electricity Committee has applied 
to the Electricity Commissioners for sanction to the borrowing 
of £250,000 for mains, transformers, transformer chambers, 
and equipment. 


Burton.—Loan.—Application has been made to the Elec- 
tricity Commissioners for sanction to a loan of £30,000 for 
electric mains, services, and transformers. 


Dundalk.—Inxcreasep CHarces.--The Electricity Committee 
has increased. the electricity charges for power and heating 
by 4d. per unit, and to kinemas by Id. per unit. 


Doncaster.—Loax.—The Town Council has decided to apply 
for a loan of £1,712, to meet the cost of supplying electricity 


to 113 houses, to be erected on the Wheatley Hill estate by 


private enterprise. 


Glasgow. ELECTRIC Cookers.—Owing to the increased de- 
mand for electric cookers, the Corporation has decided to 
supply а further 100, on hire. to consumers. 


© Kircudbright—Evecrricity SITA committee has been 
appointed to consider the question of supplying the town with 
electricity. 

Knaresborough.—ErtrcrRc LIGHTING Orber.—The Ministry 


of Health has sanctioned the extension of the Electric Lighting 
Order of 1915 to March Ist, 1922. 


 Leeds.—CaáBLES IN River АтвкЕ.—То mect prospective de- 
mands for electricity the Corporation Electricity Department 
is shortly commencing the laying of mains along the bed of 
the Aire from Whitehall Road to Victoria Bridge. The cables, 
which will be capable of transmitting a load of 50,000 h.p., will 
be laid in a dredged trench and covered in with broken ballast. 


А small dam will be constructed at the Bondman Weir through 


which the mains will pass. 


Mirfield (Yorks.).—Enectriciry CHARGES.—From October 
Ist, the Urban Council has increased the price of electricity 
for power and heating by 25 per cent., and reduced the dis- 
counts previously allowed by 30 per cent. 


Oswestry.—ProposeD BALE or. UNDERTAKING.—At а meet- 
ing of the Town Council, last week, a letter was received 
from the secretary of the Oswestry Electric Light Company, 
asking the Council whether it would make an offer for the 
undertaking. | 


‚ Perth.— Finn Ciaim.—Alleging that a fire was caused by a 


fault in a, municipal cable,. the London & Scottish Assur- 


ance Corporation claims repayment of £30 which the Corpora- 


tion allowed Perth Town Council in respect of damage caused 
by a fire. The Council declines to accept any liability. 


Peterborough.—I,o4N SancTioneD.—The City Council has 
received the sanction of the Electricity Commissioners to the 
borrowing of £74,187, being part of the sum required for 
electricity purposes. 

Redditch.— I. OSS ON UNDERTAKING.—I'rovision has to be 
made to- meet an estimated further loss of £6,750, equalling 
a 2s. 6d. rate, on the electricity undertaking in the ensuing 


half-year. 


Sheffield. —Evrctric Furnxackts.—According to the F.B.I. 
Bulletin, the Corporation has reduced the charges for energy 


‘for electric-furnace work, with the result that many furnaces 


have been put into operation. 


Southwick (Sussex).—Evrectricity Sur. -The Urban 
Council has decided to approach the promoter of the Shoreham 
electric lighting scheme with a view to his giving a supply to 
the town, the Council having found it impossible to fix up 
satisfactory terms with the Gas Со. to lay services to the 
Council houses. 


Swansea.— MONEY SHORTAGE ReMepirs.—The necessity for 
an immediate werking balance for the Electricity Department 
has led the Electricity Committee to consider schemes for 
securing this. There were four available methods: Increasing 
the charges; quicker collection. of revenue; Insistence upon 
deposits; and acewmnulatiug profits and charging all capital 
expenditure to loans. The borough treasurer considered. that 
there was no justification for a price increase, but the institu- 
tion of monthly instead of quarterly accounts was worthy of 
consideration; these would help business men to a quicker 
enleulation of costs. The extension cf deposits was not 
recommended. As regarded the fourth method, the borough 
treasurer thought that all capital expenditure should Бе 
defrayed by loans, and also that until the department had a 
balance of £40,000 no funds should be contributed to rate 
relief. As far as possible the borough treasurer's recommenda- 
tions are to he adopted. 


Teignmouth. —HMLECTRICITY Scppty.—The Urban Council has 
sealed a supplementary agreement with Messrs. Purves, of 
Exeter, for a supply of electricity to the town. 


Worcester.—I.o4N.—The Electricity Committee has applied 
to the Electricity Commissioners for sanction. to a loan of 
45.808 for coal and ash handling equipment, and an auto. 
matie weigher and totaliser. 


Worthing.—!.oan.—The Electricity Committee has applied 
to the Electricity Commissioners for sanction to the loan of 
44,50% for mains and services. | 


York.— HH vpno-ELECTRIC SCHEME.—The chairman of the Elec. 
tricity Committee drew attention to assertions which had re. 
cently been made in the city that the new hydro-electric 
generating plant which was being constructed on the Ouse 
at Linton Lock was likely to end in disaster, and to involve 
the city in a loss of nearly 480,000. He strongly refuted the 
allegations, which he described as a tissue of misstatements. 
There was not the slightest suggestion that the scheme would 
end in failure. The only serious complaint was the slow pro- 
gress of the work, and the inadequate dams made to fulfil 
the temporary purpose cf protecting the lower level work. 
Yorkshire Post. 


TRAMWAY AND RAILWAY NOTES 


Australia.—PrertH.—The Railway Commissioners’ report on 
the Perth tramway system for 1920-21 shows the earnings as 
£224,592, an increase on the previous year of £37,000. "The 
working expenses were £203,459, an increase cf. £55,000, After 
paying interest a deficit of £9,334 resulted, against the previous 
year’s surplus of £10,106. The number of passengers carried 
was 25,753,113, an increase of over 6.500, 000.— Daily Telegraph 
(Sydney). | 


Barrow.—Loawx Saxctionep.—The Ministry of Transport has 


sanctioned the borrowing by the Corporation of 416,000 for 
car shed accommodation. 


Bexley.—SruikE.— As the result of the cessation of work of 
200 employés of the Urban District Council, the tramway 
service. between Crayford and Woolwich has been entirely 
suspended. | 


Bolton.—Tramway ExXTENSsIONS.— The Corporation is pro 
moting a Parliamentary Bill providing for the extension of 
the tramway system. 


Bradford.—].oan.—Application is to be made for power to 
borrow £8,573 for track renewals. 


Burnley.— PRICE or EXERGY.—The Electricity Committee re- 
cently informed the Tramways Committee that as soon as the 
Electricity Department had made good the losses occasioned 
by the excessive price paid for coal during the coal dispute. 
the price of power supplied to the tramways would be reduced. 


. Continental.—Srain.—A number of companies are contend- 
ing for the contract for the construction. of electric. under- 
ground railways in Barcelona, some holding concessions and 
others applying for them. The most forward of these up to 
the present, mainly because it has secured a concession, Is the 
Banco de Vizcayo; but the execution of the works which it 
would like to undertake is controlled by certain conditions 
which may force it to modify the course originally outlined. 
Besides the Town Council of Barcelona, the Compañia Ferro- 
‘arril Metropolitano de Barcelona, S.A., formed in February, 
1921, 15 the possessor of the rights for the electric underground 
railway styled the S.0.-N.E. This railway has a character 
quite unlike the others. as it aims to link the principal lines 
between Saragossa and Barcelona. and Tarragona and Barce- 
lona, Joining with the former at La Bordeta and with the latter 
at El Clot. There is no essential Incompatibility. between the 
two schemes, provided account is taken of article 14 of the 
concession, Which prescribes agreement with other lines, sane- 
tioned or applied for, as to the crossing of each other's tracks. 
It is here that the difficulty arises, for the S.O.-N.O. is to be 
built as à main line, with suitable curves and gradients for 
general trafic, whereas the Banco de Vizcayo line is planned 
йк a civic line, with moderate gauge, small curves, and steep 
gradients. | 


НаШах.—Үклк'з  WonkiNG.— The annual report of the 
Tramways Committee for the year ended March 3lst 170 
shows a total income of £230,302, as compared with &151.1% 
in the previous year. Working expenses amounted to 
£208,190, as against £102,592, leaving а gross profit of £20111. 
After the deduction of capital charges, &c., there was a net 
loss of £618. 


Keighley.—Raitiurss Service.—The service between Cross 
Roads and Oxenhope has been restricted to two days at th 
week-ends. The system has lost about £10,000 jn five yeas: 
The loss on the last financial year was £5,322, as agatrt 3 
loss on the railled tramway service cf £3,400. Ata i 
Council meeting last week it was pointed out that the poste? 
now was probably considerably worse than at the end ni : i 
year, to which the report referred. Notice was given dus 
the next meeting of the Council a resolutiti wou d be put а 
ward for the closing of al] railless routes that did not Pi 
and the entire service is necessary. pim ts 


rad 
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Liverpool.—T&naw wav Receipts.—The receipts of the tram- 
way undertaking show a falling-off of about £97,000. No 
less than 30,000,000 fewer passengers were carried. 


London. — DiSTRICT Rai, wav.—A number of new 2,280-h.p. 
cight-car trains are being run between the City and East 
Ham and Barking in place of the previous six-car trains. 

Dror iN Tramway TRATFIC.— The drop of a milion per week 
in the number of passengers carried in. the London County 
Council tramears, as compared with last vear, was the subject 
of discussion at a meeting of the Council on October 11th. 

Dr. Seott-Lidgett asked for some explanation as to the 
cause, and whether any means could be employed to check 
the drop in traffic, and Mr. Gilbert suggested that cheap mid- 
dav penny fares might prove a remedy for this decrease. Mr. 
W. J. Squires, chairman of the Highways Committee, pointed 
out that during the period July 13th to September 25th, the re- 
ceipts showed an increase of £129,141. The London tramways 
were in the same plight as other undertakings throughout the 
country, such as Liverpool and Manchester, a condition which 
might be attributed to the shortage of money. He doubted 
whether cheap midday fares would make up the loss, and parti- 
eularly penny tickets. The question was to be raised at the 
Committee's meeting on October l3th.— Morning Post. 


Newcastle-on-Tyne.—Yrau s WonkiNG.—The annual report 
of the engineer and general manager of the tramway system 
(Mr. E. Hatton) shows a total revenue of £550,200; working 
expenses totalled £498,966, leaving a gross profit of £851,302. 
After the deduction of capital charges, &c., there was a net 
profit of £4,037. mm _ І 


Paisley —Tramway Controu.—The Glasgow Corporation 
Tramways Committee has under consideration a proposal for 
the acquisition of the Paisley tramway system. 


Statutory Charges.—The Ministry of Transport announces 
that the Government has decided, unless the question is other- 
wise dealt with by Parliament, to take steps to extend the 
operation of the Tramways (Temporary Increase. of Charges) 
Act, 1920, until February 15th, 1924. 


Stoke-on:Trent.—EXTENSION OF LEASE ReFUsED.—The Town 
Council had before it, last week, an application by the 
Potteries Electric Traction Co., Ltd., for a reconsideration of 
the terms of its lease from the Corporation in connection with 
the tramwavs, with a view to its extension. The Council de- 
cided not to entertain the application. 


United States.—Nrw York.—The State Transit Commission 
appointed to investigate the tangled finances of the New York 
City tramways, and elevated and underground railways, 
recommends municipal ownership. a 

This recommendation is interesting in view of the opposition 
of the present сіу government to Increased fares, for which 
the companies have been long ecntending, declaring that other- 
wise recelverships would become necessary.—Jteuter, 


York.—ExrTrNsioN. ReguireEp.—The City Council bas re- 
ceived a petition. from Micklegate residents praying for an 
extension of the tramways to the Poppleton Koad boundary of 
the City. 


Ра 


TELEGRAPH AND TELEPHONE NOTES. 


Bradford.—Nr.w SWITCHBOARD.— The Bradford Watch Com- 
mittee recommends that a private telephone switchboard Бе 
installed in the police department, with direct extension lines 
to the several district police stations, in place of the present 
telephone arrangements, at ап additional annual cost to the 
Corporation of £4. 


Czecho:-Slovakia.—TELEPHONES.—In less than two years the 
tepublic has increased its telephone lines by no less than 
6.200 miles. At the moment of the proclamation of Czecho- 
Slovak independence in Octcber, 1918, there did not exist 
In the whole country even six miles" length of copper wire 
With whch to start new constructions, and yet, since then, 
the Republic has constructed new telephone lines equivalent 
to all tuat was constructed by Austria-Hungary through several 
decades. This is a noteworthy achievement, especially when 
one considers the difficulties under which the Republic has 
laboured, the searcity of material, the enormous cost of the 
same and of labour, to say nothing of the necessary financial 
IDeans. 

How necessary it was to take energetic steps in this matter 
may be judged from the fast that between Prague and Brno 
there was only a single line, while the west of the Republic, 
Bohemia and Moravia, was not directly connected at all by 
telephone with the east, with Slovakia. This state of affairs 
Was the result of the Austrian policy of centralisation, which 
demanded that all roads should lead to Vienna or Budapest. 
To-day there exists direct communication between Prague and 
all the principal towns of the Republic, and also between the 
latter, one with another. Further, direct communication has 
been established with Austria and Germany, with Jugoslavia 


(Lubljana), Laibach (Agram), Trieste, and with -Hungary 
(Bratislava. (Presburg) to Budapest). Negotiations are pro- 
ceeding for communication with Poland and with Switzerland. 
The Czecho-Slovak Telephone Administration 15 constructing 
a new line to connect Prague with Nuremburg, and this line 
will also serve for commuulcation with Switzerland and France. 


Latvia.—Rica.—A group of English business men have en- 
tered into negotiation with the Latvian Government with 
regard to the erection of a large radio station. This station 
is to be provided with all the latest appliances, in order to 
facilitate communications with the whole of. Europe.—Reuter’s 
Trade Service (Riga). 


Japan.—Yap CONTROVERSY Settiep.—The Japanese Govern- 
ment, it is announced, has approved the plan worked out by 
the Washington Administration for а settlement of the Yap 
mandate and Pacific cable question. The plan for the settle- 
ment of this problem has been agreed upon informally in prin- 
ciple by Secretary of State Hughes and Baron Shidehara, the 
Japanese Ambassador. The main terins of the agreement are 
understood to be: (1) That Japan recognises the right of the 
United States and other nations to use Yap as a cable landing 
station and for other cable purposes, while the American 
Government drops its objections to the allocation of Yap to 
the mandate of Japan. (2) That the former German cables 
in the far Pacifie be distributed so that the United States will 
have the line from Yap to Guam, Japan that from Yap to 
Shanghai, the Chinese end of which was diverted to Japan, 
and that the Netherlands’ interests in the line from Yap to 
ае in the Dutch East Indies, be recognised.— T. & T. 
Аде. 


New Zealand.—The Postmaster-General of New Zealand 
reports that 16,000 telephones have been installed during 
the last two years, and It is anticipated that the demand this 
year will be greater than in previous years. The number of 
telephones in use and on order is now approaching 1,000,000. 


South Africa.— BEL GIAN CoxGo.—The Belgian Government 
is going to construct a big wireless station near Elizabeth- 
vile, Katanga (Congo). Through this station, which, it is 
expected, will be finished in 1923, direct communication with 
Belgium will be possible.—7'he Times. — Са | 


Sino-American Wireless Agreement. — The American 
Minister in Peking has notofied the State Department of the 
signing of a supplementary agreement between the Federal 
Wireless Co. and the Chinese Government. The agreement 
relates to the issue of bonds for financing the project.—Heuter. 


The Telephone Service.—SrEEDiNG Ur.—The London Toll 
Telephone Exchange, since its opening ш September, has been 
a conspicuous success. It has not only obviated the wait for 
calls within a 25-mile radius of London, but also has relieved 
the pressure on the main trunk lines and junctions through- 
out the country. А recent calculation shows that a trunk call 
from London to Leeds, instead of taking 15 minutes, now 
takes, on an average, seven minutes. .À correspondent ring- 
ing up The Daily Mail from the Isle of Wight recently got 
through in two minutes, as compared with ten minutes befora 
the Toll Exchange opened. 

New LONDON SociETY.—AÀ society has been formed by mem- 
bers of the London Post Office telephone system for the 
purpose of discussing difficulties and problems connected with 
their work. Already the meinbership exceeds one. thousand. 
The first meeting of the new session was held on October 5th. 

Mr. Pink. superintendent of traffic, prophesied that the 
number of exchange lines in London would be nearly. trebled 
in 15 years, and that it would be necessary to build a large 
number of new exchanges in addition to rebuilding some of 
those which exist. He claimed that the new Toll ” exchange 
had fully justitied itself. About 95 per cent. of the calls passed 
to the exchange could now be connected immediately upon 
demand. Referring to the trunk lines, he emphasised the 
importance of the development of telephone '' repeaters”? in 


"securing satisfactory transmission over long distances. It 


might be possible to apply wireless methods to the ordinary 
telephone service for the purpose of increasing the number of 
simultaneous conversations carried by one pair of wires.— 
Morning Post. 


United States.—ABSORPTION or Companxy.—The Radio Cor- 
poration of America has purchased the assets of the Inter- 
national Radio Telegraph Co. Details of the transaction were 
announced recently be the Westinghouse Electrie & Manu- 
facturing Co. in a statement reading in part as follows: * The 
Radio Corporation of America has acquired from the Inter- 
national Radio Telegraph Co. а group of patents relating to 
wireless telegraphy which the Radio Corporation. found it 
necessary to make use of to enable it to give the public proper 
and efficient service. 

The International Co. had not embarked upon commercial 
work to any great extent and was confronted with important 
patents owned by the Radfo Corporation, so that neither corn- 
рапу was able to give to the public satisfactory service without 
infringing upon the patents of the other. Under the circum- 
stances it was found essential that the right to use tne several 
groups of patents should be acquired by one corporation.“ — 
T. & T. Age. : 
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_. CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 
Official Notice" appeared.) 


OPEN. 


Argentina, — October 21st. State Railways. Twelve 
montus’ supply of electrical stores.“ 
November. State Railways. One year's supply of railway 
uam material, including telephone and telegraph materials, 
с. 


Australia. —MELBOURNE.— Victorian Government Railways. 
October 26th. D.c. arc welding plant (Cont. No. 34,377). 
November 9th. Armature banding machine with electric 
motor and starting gear (Cont. 34,373). 

November 2nd. Electric storage battery complete for auto- 
matic telephone exchange (Cont. 34,229).* 

January 4th. 150 electric train stops operated by a single- 
phase induction motor. One set of electrical pyrometer equip- 
ment for measuring temperatues of from 350 to 2,000 degrees 
Fahrenheit.—Heuter's Trade Service (Melbourne). 

NEWCASTLE (N.S.W).— December 22nd. City Council. One 
25-kW motor generator set. Electrical engineer and manager, 
Watt Street, Newcastle (N.S.W.). 


Belgium.—Octover 26th. Municipal authorities of Lokeren. 
Principal transformer cabin in connection with the local elec- 
tricity supply. Particulars (15 fr.) from the Directeur des 
Services de Gaz et d’Electricité, Lokeren. 

November 16th. Supply of electrical energy for lighting 
and power purposes in the town. Particulars and plans can 
be inspected at the offices of the Secretariat Communale, and 
tenders are to be sent to the Bourgmestre, Maison Communale, 
Haccourt (Visé), Belgium. 


Edinburgh.—October 18th. Electricity Supply Depart- 
ment. Four 10-15-ton hand-operated overhead travelling 
cranes, electric and steam-driven feed pumps. (October 7th.) 


France.—October 25th. Municipal Authorities of Lille. 
Transformer box, switchboard, electric motors with accessories. 
Particulars from La Mairie, Lille. 

November 15th. French State Railway Authorities, 83, Rue 
de Rome, Paris. L.p. switchboards, h.p. apparatus, and l.p. 
and h.p. mains, &c., connecting the switchboards with the 
different machines and apparatus connected with the testing 
platform at the railway electric material repairing shops at Le 
Garenne.  Particulars may be obtained from La Service 
Electrique, 88, Rue de Rome, Paris. 

French Post and 'l'eiegraph Authorities in Paris. А 60-cell 
battery of accurnulators of a capacity of 900 amp.-hours at the 
wireless telegraphy station at — Saintes-Maries-de-la-Mer 
(Bouches du Rhone). Particulars may be had from Le Direc- 
teur de la Télégraphie Sans Fil, Service Technique, 5, Rue 
Froidevaux, Paris. 

October 29th. French Post and Telegraph Authorities, 75, 
Boulevard Brune, Paris. Metal filament incandescent electric 
lamps required during a period of twelve months. 


Greece.—ATHENS. November 14th. A new telephone in- 
stallation at Athens, central battery type, and of an approxi- 
mate capacity of 5,000 local lines, 40 inter-urban lines, and at 
least 50 special lines connecting Athens with the Piraeus.* 


India.—CaALcuTTA.—November 9th. Calcutta Electric Supply 
Corporation, Ltd. One 15,000-kW turbo-alternator and con- 
densing plant. Two water-tube boilers with an evaporation 
of 60,000 Ib. per hour. (October 7th.) 

October 19th.—East Indian Railway Co. Insulated cables. 
(October 7th.) 

London.—L.C.C.—October 24th. Electric goods lift 
Capi 30 cwt.) at the Stamford Hill Stores Depòt. (Octo- 

r 7th.) 

H.M. Office of Works. October 94th. Electric lamps. (See 
this issue.) i 


New Zealand.— WELLINGTON.. November 91st. Post and 
Telegraph Department. 750 red and 750 white switehboard 
cords, 3 conductor (spec. No. 87).* 


South Africa.—JOHANNESBURG.—November 7th. Rand 
Water Board. Two 350-kW steam- driven electrical generating 
sets, complete with switchboards and all accessories.“ 


HUMANSDORP, Cape Province. November 30th. Corporation. 
One water turbine and dynamo, switchboard with connections, 
battery of accumulators, and accessories, supply main and 
public lighting, aerial distributing lines, street lamps, fittings 
and accessories, section boxes, service cut-outs, meters, &c., 
ferro-concrete pipe line, reinforced concrete tank, buildings, 
and foundations. Forms, ёс. (63€) from the town clerk, 
Humansdorp, Cape Province. 


* A copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35. Old Queen Street, S. \.. 1. 


CLOSED. 


Doncaster.—Electricity Committee. 


Waterway and sump in connection with plant extension at the Electriclt 
Works.—Sprakes & Sons, 6964 Ie 


Edinburgh.—Tramways Committee. Accepted. 
Tramway poles under the electrification scheme, £7,590.—M. Р. Galloway 
Ltd ' 


td. f 

With regard to a recommendation by the Corporation Elec 
tricity Committee concerning tenders for steel for sub-stations 
and for the pump house at Portobello үт Station, it was 
pointed out to the Corporation that it had not accepted the 
lowest offers as it could not send this large amount of work 
out of the country at a time when unemployment was so great. 
The offers were accepted subject to contractors’ guaranteeing 
that nothing but British steel would be used. 


Glasgow.—Corporation. Accepted. 
Three passenger lifts, £3,131, tor new municipal buildings —Express Litt 
Co., Ltd. 
Mavor & Coulson, for main electric cable at the Dalmarnock gasworks. 
Tramways Committee. Accepted. 
Globe strain insulators.—Fleming, Birkby & Goodall, Ltd. 
Ozone-proof cable and double cotton covered wire.—British Insulated and 
Helsby Cables, Ltd. 
Electric lighting installation at the wharf, £1,947.—Allan & McGowan. 
London.—L.C.C. Highways Committee. 8,000-kW turbo- 
alternator for Greenwich power station. With further refer- 
ence to our note on page 188 of August 5th, the following 
particulars were submitted to the Council at its meeting on 


Tuesday last :— 
Without restriction 


ав to obtainii g 
Tenderer. Original tender. materials, 
(a) (^i 
Ateliers de Constiuction Oerlikon 1,069,493 S iss fr. 
= £45,880 at 
22 fr. to £1 
Brown, Boveri & Co, Ltd. 1,010,160 Swiss fr. 
= £45,916 at 
22 fr. to £1 
Ditto (alternative offer) (including £500 
in respect of special works .. EN £15,939 
(irrespective of 
variations in rate 
of exchange) 
Escher Wyss & Co., S. A. г? € £62,484 
Daniel Adamson & Co., Ltd. .. £6 ,104 £50,800 
English Electric Co., Ltd, si £61,7 8 £52,940 
+С. A. Parsons & CO, Lid. £62, £53,110 
British Thomson-Houston Co., Ltd. .. £62,713 £53,303 
+Richardsons, Westgarth & Co., Ltd. .. £62,860 £53,280 
t Belliss & Morcom, Ltd. sé £63,841 £54,290 
+ Metro.-Vickers Electrical Co.. Ld. £63,367 450.75 
Jas. Howden & Co., Ltd... 4 461,954 £47,410 
(incomplete) 
Fraser & Chalmers Engineering Works £64,954 4.5, 0 


+ These firms also submitted alternative offers. 


The first three tenders, which were submitted by foreign 
firms, are subject to any import duties which may be imposed 
at a later date. As the result of inquiries, all the English 
firms who submitted tenders offered a reduction on the prices 
quoted by them provided that they were given a free hand t» 
buy foreign material. The revised amounts are shown ш 
column (b). > 

The difference between the lowest satisfactory foreign tender 
and the lowest acceptable English tender amounts to near! 
£8,000, or 16 per cent. on the total amount involved, eren 
allowing for the sub-letting of materials abroad. In all the 
circumstances, and after very careful consideration, the Com- 
mittee decided, with the concurrence of the Finance and tle 
General Purposes Committees, to accept the alternative offer 
of Brown, Boveri & Co., Ltd., amounting to £45,939. 

L.C.C. Education Committee. Accepted. 

Electric lighting installation at Allfarthing Lane, Wandsworth, sche. 
£677.—F. G. Minter. 

Establishment Committee. Accepted sub-contracts. 

Additional lifts for the new County Hall; one passenger lift, £1,334; or 
ditto, £1,855; two book lifts, £1,080.—Express Lift Co., Ltd. 

Three passenger lifts, £6,150.—Wavgood Otis, Ltd 

Main and circuit cables at the New County Hall :— 

Pirelli-General Cable Works, Ltd. .. accepted и 


W. T. Glover & Co., Ltd. ... i ia^ Ший ^uis £j 
W. T. Henley's Telegraph Works Co., Ltd. ... 925 43,9 
British Insulated & Helsby Cables, Ltd.. £133 


Callenders Cable & Construction Co., Lid. oe £3434 
Siemens Bros. & Co. ... Sais ast ovis vs € £3 Ah 
Additional main lighting switchboards, £1,500.—Dorman & Smith. 

Installation of synchronised clocks throughout the nes 

County Hall. 


Gillett & Johnson 


.. accepted £158 
Synchronome Co., Ltd. 21103 


Silent. Electric Clock Co., Lid. P B s A £414 
Standard Time Co., Ltd. ase T js i 4745 
Magneta Time Co., Ltd. ...  ... | 45. 


The building contractors were instructed to obtain m 
the Pirelli-General Cable Works, Ltd., additional main am 
circuit cables required at an extra cost not exceeding 48. 0 


FuLHAM.—Electricity Committee. Recommended. 


ra ne pumping plant for the generating station.—Mather & Platt, 


* 


è . 381 
Seventeen tenders were received varying from £1.3% do 


, 


Rotherham.—Corporation. 


H A : : . sed 
Housing scheme electric installation (third contract for 100 hoe 
Lilleker Bros. 


Stourbridge.—Town Council. Accepted. 

Installing the electric light at the Town Hall Offices, Marke! H: 
Corn Exchange, £429.—Wuodcrow General Mechanical &E 
Engineering Co., Ltd. 

Worcester.—Town Council. Accepted. 


Telpher plant for handling coal and ashes for the electricity worin ' 
£4,000.—Hecenan & Froude. 


ml, and 


cc 
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FORTHCOMING EVENTS. 


Edinburgh Electrical Soolety.—Friday, October 14th. At the Philosophical 
шейге, At B p.m. Paper оп Electro Chemistry," by Me. R. W. J. 
Stark. ^ 

Eiectro-Harmonio Soolety.—Friday, October 14th. At the Grand Hall, 
Cannon Street, Е.С. At 8 p.m. First smoking concert of the 1921-22 
season. 

North-East Ooast institution of Engineers and Shipbuilders.—Friday, 
October láth. At Bolbec Hall, Newcastle-on-Tyne. Presidential address 
by Sir W. J. Noble, Bart. 

Junior institution of Engineers.—Friday, October 14th. At Caxton Hall, 
Westminster. At 8 p.m. Paper on Electric Cranes, hy Mr. C. H. 
Woodfield. 

Friday, October 21st. At 8 p.m. Lecturette, *' Pyromeuwy for Boilers: 
Some Questions Pertinent and Impertinent," by Mr. C. E. Foster. 

Commercial Motor Exhibition.—Friday, October 14th, to Saturday, October 
22nd. At Olympia, W. 

The Batti-Wallahs’ $Sooiety.—Monday, . October 17th. At the Holborn 
Restaurant. At 1 p.m. Luncheon and address on '' Marine Motoring,” 
by Mr. L. M. Waterhouse. 

inetitution of Rubber Industry.—Wednesday, October 19th. At the Society 
of Arts. At 7 p.m. Inaugural meeting. 

industrial League and Oounoll. Wednesday, October 19th. At the Caxton 
Hall, Westminster, S. W. At 7.30 p.m. Lecture on Economic Axioms of 
Industry," by Mr. E. W. Petter. 

Soolete des ingenieurs Olvils de France (British Section).— Wednesday, 
October 19th. At 8 p.m. At the Institution of Mechanical Engineers, 
Storey's Gate, S. W. I. Paper on Tanks and Chain-track Artillery.“ by 
Mr. L. А. Legros. 

Chemical 3ociety.—Thursday, October 20th. At Burlington House, W. At 
8 p.m. Ordinary scientific meeting. : 

British Electrical and Allied Manufacturers’ Assoociation.—Thursday, 
October 20th. At the Savoy Hotel. 7 for 7.30 p.m. 

Electricity Supply Commercial Association (Greater London Division).— 
Friday, October 21st. At 7.45 p.m. At Anderton's Hotel, Fleet Street, 
Е.С. First annual Bohemian concert. 

Institution of Mechanical Engineers.—Friday, October 21st. At the In- 
stitution, Storey's Gate, St. James's Park, S.W. At 6 p.m. Eleventh 
report to the Alloys Research Committee on“ Some Alloys of Aluminium," 
bv Dr. W. Rosenhain, F.R.S., Mr. S. L. Archbutt and Dr. D. Hanson. 

Birmingham and District Electric Olub.—Saturday, October And. At the 
Grand Hotel. At 6.30 p.m. Annual ladies’ night. 


NOTES. 


The Institution of Rubber Industry.—The Council of this 
Institution invites any of our readers to the inaugural meeting 
on October 19th at the Society of Arts, when Sir Henry wick- 
ham will relate his experiences in connection with rubber 
plantation. Mr. J. Н. C. Brooking, M. I. E. E., will deliver the 
presidential address the same evening. "The secretary (Mr. W. 
Tyson, Charing Cross House. London. W.C.2) will send in- 
vitation cards on request. 


Freemasonry.—The Kelvin Lodge of Mark Masters, No. 
742, will be consecrated on Wednesday, October 26th, at Mark 
Masons Hall at 5.30 p.m. Any qualified brother who may 
wish to attend is requested to communicate with Mr. E. J. 
Willeock, 6, Grovelands Road, Palmers Green, N. 13. 


Appointments Vacant.—One assistant resident power- 
station engineer, four power-station shift engineers, for the 
Birmingham Corporation electricity department; meter super- 
intendent (1,000 Rs. per month), for the Bombay Electric 
Supply and Tramways Co., Ltd.; superintendent of telephones 
(£250 4- £36+ £60), for the Government of Antigua; chief engi- 
neer and manager (£500), for the Long Eaton Urban District 
Council Electricity Department. (See advertisements in this 
Issue.) 

Air Torpedo Post. — M. Louis Breguet, the French air 
pioneer, whose expresses fly daily on the Continental airways, 
speaking at Rouen, said he foresaw the time when urgent 
letters in London or Paris, placed in the evening in wirelessly 
controlled teleavions or aerial torpedoes, would be delivered 
next morning in New York. 

Small, pilotless air machines, as M. Breguet sees their 

development, will really be winged projectiles with a motor 
and air-screw adapted to function automatically at high alti- 
tudes. Launched by special mechanism, the torpedoes will 
rush through the upper air at a speed almost equalling that of 
an artillery shell, crossing the Atlantic in a few hours. They 
wil be guided by directional wireless. In France already 
small planes without pilots have been sent up and brought 
down and controlled in manceuvres while in the air by wire- 
less stations on the ground. Опе inventor. M. Detables. claims 
to have so controlled such a machine while it travelled more 
than 100 miles.—Daily Mail. 
. Educational.—The Usiversity or BIRMINGHAM celebrated 
its majority on October 7th. Over 900 guests, representative 
of all branches of science and industry, took part in the func- 
tion. The guests were received by the Vice-Chancellor, Sir 
Gilbert Barling, Bart., accompanied by the Principal (Mr. C. 
Grant Robertson) and the Deans of the various faculties. The 
municipality was represented by the Lord Mayor (Ald. W. A. 
Cadbury) and the Ladv Mavoress. Demonstrations of wireless 
apparatus were carried out for the benefit of the visitors, and 
8 number of beautiful lighting effects were obtained by means 
of searchlights lent for the occasion by the British Thomson- 
Houston Co. 

. The Board of Education announces the following successes, 
inter alia. in the 1921 competition for Royal Scholarships and 
Free Studentships (science): Group A. (mechanics), A. Dean, 

. Fogg, and E. N. Rowe (Royal Scholarshins). Group B. 
(physics), W. A. Rowe. A. R. Tee, and E. A. Baggott (Roval 
Scholarships): Elizabeth N. Hora and C. R. Ensor (Free 
Studentships). 


110-kV Transmission Line Poles.—The accompanyin 
illustration is taken from a recent issue of the Electrical World. 
It depicts one of a large number of wooden poles erected by 
the San Joaquin Power Co. to carry 110,000-V transmission 
lines. These poles are 60 ft. in height and are about 20 in. 
in diameter at the base. Wooden poles were employed, as a 


measure cf economy, in lieu of steel standards. A steel stan- 
dard of the required dimensions costs $148.60 (July, 1920). A 
creosoted wood pole costs only $69.50, showing an initial saving 
of $79.10 per pole. Taking capital charges at 7 per cent. into 
account, the saving per pole will amount to $306.12 at the 
end of 20 years, which is the average life of a wooden pole. 


High-Voltage Transmission.—Dr. Charles P. Steinmetz, 
chief consulting engineer of the General Electric Co., U.S.A., 
says that in the course of the experiments carried out by the 
company recently many valuable data were gathered indicating 
the feasibility of considerably higher transmission voltages; the 
gap spacings for sphere and needle spark gaps were carefully 
checked, and the prolongation of existing curves (750,000 volts 
and under) was found correct up to 1,000,000 volts. Arc-over 
tests were made on strings of standard 10-in. suspension 
insulators up to 1.000, 000 volts. The laws of corona were 
checked at similar pressures and found to hold good. A short 
transmission line was tested for corona conditions, and the 
results indicated that a line using 4-in. diam. conductors or 
larger would be necessary at 1,000,000 volts.—Reuter’s Trade 
Service (Pittsfield, Mass.). 

From the Electrical World we learn that спе of the experi- 
menters, Мг. Е. W. Peek, Jr., said :— 

" Tests up to about 1,100 kV were made on the various 
elements entering a transmission line, as follows: (a) The 
spark-over curve between points showed no discontinuity. 
The spark-over at 1,000 kV was found to be about 105 in. (b) 
The spark-over curve between 75-cm. spheres showed no great 
deviation from calculated values. (е) Tests were made on 
strings of line insulators and the spark-over voltages were as 
expected; for instance, a string of eighteen standard suspen- 
sion insulators arced over at about 900 kV, while a string of 
twentv-two insulators did not arc over at more than 1.000 kV. 
(d) Visual corona tests were made on 34-in. diameter brass- 
tube lines operating single phase. The corona starting voltage 
(about 900 kV) checked with the calculated value.” 


Regular Inspection Saves Time.—The value of systematic 
motor inspection is illustrated by an example recently given 
by the Electrical World. 'The Acme Wire Co., of New Haven, 
Conn., lost on account of motor repairs in a section of the 
factory, 5.250 spindle-hours per week. The electrical equip- 
ment consisted of 100 d.c. i-h.p. motors, running at 1,700 
r.p.m., and 240 V. During a week-end in September, 19920, 
about 25 per cent. of the motors were taken out, overhauled, 
and restored to service. In one week the lost time fell to 
2.400 spindle-hours. During the next week-end another 95 
per cent. were taken out, and a further saving of time was 
apparent. Now the motors are subjected to a maintenance 
inspection every six months. The programme followed is to 
take the machines apart, wash the seld coils with petrol, 
shellac the outeide of the coils, examine bearings, and look 
for stuck rings, micrometer worn shafts, wash and shellac the 
armature, turn down commutator bars, and undercut the mica, 
test resistance between segments, and test for incipient 
“ earths " between segments, winding, and frame. This sys- 
tem of inspection has cut down the lost time by 80 per cent. 


Radiography.—A school of instruction in radiography, 
radiotherapy. and electrotherapy has been opened at King's 
College Hospital under the supervision of Dr. Knox and Dr. 
Colwell. The course includes general elementary physica, 
electricity, anatomy, and photography. and will prepare for 
the examination of the Radiographers' Society. The fee is 36 
guineas.—The Times. 
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Explosion:proof Mining Switchgear.—A description has 
already been given (ELEC. Rev., Sept. 9th, 1921, p. 337) of the 
construction of the relief bolts introduced by the Electrical 
Apparatus Co., Ltd. which, when used for the purpose 
of securing the cover of a suitably constructed switch- 
gear enclosure, convert the cover into a large relief valve, and 
effectively protect the apparatus from damage in the event 
of an internal explosion, and prevent the ignition of intlam- 
mable gases in the mine. "The system has been tested in 
various ways, but the following particulars of tests made by 
an independent authority are interesting. The Mining regula- 
tions specify that apparatus used in fiery mines should be 
safe for use in an atmosphere containing methane in any 
explosive proportion, and in order to make the tests as severe 
as possible, the box was filled with a 9.5 per cent. methane-air 
mixture, which has the maximum explosive effect, and arrange- 
ments were made to explode this with an electric spark. This 
was done with entirely satisfactory results, i.e., the pressure 
due to the explosion did not rise above 12 lb. per square inch, 
and did not last longer than about 0.1 sec. The final test 
was to repeat the previous experiment, but with an explosive 
atmosphere surrounding the enclosure in addition to the charge 
inside. The object of this test was to determine whether an 
explosion inside the switchgear enclosure would ignite the 
gas outside. For the outside atmosphere, an 8 per cent. 
methane mixture was adopted—this being the most readily 
ignited. On exploding the charge as before, the pressure 
developed did not exceed 12 lb. per square inch, and its dura- 
tion was less than 0.2 вес. No flame passed out at the flange, 
nor of course was the outside atmosphere ignited. "There was 
no distortion of flanges or damage of any kind to the enclosure. 
The cover was held on to the box by eight relief bolts set to 
allow the cover to lift 1/32 in. on explosion. 

Electric Lifting Magnets for Salvage Operations.—During 
the discharge of bulk cargoes from ships in harbour, accidents 
sometimes occur, and the load becomes detached and drops 
into the water. In many instances the salvaging 1s not justi- 
fied, as the expense Incurred in recovering single loads by 
means of divers, drags, or grabs would be prohibitive. 

If, however, as in the case of unloading pig iron, scrap iron, 
and the like, these accidents occur во frequently that, in addi- 
tion to the loss of the load, the possibility of choking 
the dock has to be considered, then the question of recover- 
ing the material assumes greater importance. This was the 
position in which some London dock owners found themselves 
and, after trying various mechanical means without success, 
they consulted the Witton-Kramer Electric Tool and Hoist 
Works with a view to dealing with the problem by means of 
lifting-magnets. For the purpose a 36-in. diameter magnet was 
employed. This was attached to a crane mounted on a barge, 
the current supply being obtained by trailing cables from the 
shore. The magnet weighed 10 cwt., its consumption was 
18 amperes at 220 volts, und it lifted on an average 5 cwt. 
of scrap per lift. Operating in water 20 feet deep, it cleared 
the dock in five days, recovering over 100 tons of metal. It 
must be remembered that, whilst a magnet of this size will 
lift a load of six tons of solid plate, heavy sections or ingots, 
which have a flat surface and present a good contact face to 
the magnet, when the material is nondescript in size and 
shape and very light in proportion to the space it occupies, 
the lifting. capacity is naturally very considerably reduced. 
Further, whilst it is not very difficult, with a little“ sweep- 
ing," to recover a heavy load such as a number of joists 
bolted together, which is known to have been dropped within 
a certain area, the recovery of a widely scattered light load 
is a much more difficult problem. In the case under review 
the scrap consisted of horse-shoes, pieces of pig, and very rough 
light scrap, which were embedded in the mud and encrusted 
with rust, and the results in tons recovered really represent 
quite a high efficiency. of operation. | 

When considering. the comparative capacities of lifting- 
magnets, it is sometimes difficult to appreciate that, whilst a 
heavy magnet with a comparatwely high power consumption 
may be overshadowed by a lighter one with a lower consump- 
tion when handling steel plates апа sunilar heavy loads, com- 
parative results would be entirely reversed if the load was 
light serap, pig iron, and the miscellaneous serap which has 
to be dealt with m a steel works. Different types of magnets 
are built for each purpose, and when comparing weights and 
‘apacities this must be taken into consideration. 

Similar operations were also successfully carried out in a 
South Wales dock, where a barge containing pig iron was 
sunk in 30 feet of water, its cargo being recovered with a 
Witton-Kramer 43-in. magnet. The magnet weighed 17 ewt., 
and had a current consumption of 2L amperes at 220. volts. 

The Electrical Equipment of Мсіог Cars.—Discussing the 
" Desirable Motor“ in the Morning Post of October Ist, Mr. 
Н. Massae Buist says :—_ 

Another important point arises in connection with the elec- 
trical equipment fcr lighting cars and starting engines. 
Builders, alike of the highest repute and those not so well 
thought of, understand that a car which is free from trouble 
caused by careless or indifferent work in the production or 
assembly, is held in high esteem by the publie; whereas one 
in which carelessness is exhibited. especially in fitting the 
auxiliary equipment, will soon earn for itself a bad name. 
Not the least fruitful source of trouble in many cars to-day 
arises from poorly laid-out and carelessly executed wiring for 


the electrical units. Grounds, short circuit, and loose connec- 
tions occur at some time in the best of jobs, but they are 
much more frequent in installations done indifferently. In 
general, wiring should be enclosed, but still left as accessible 
as possible. bn every case it should be supported well to 
prevent abrasions from vibration, and it should be so located 
as to be protected from oil, or other substances, which tend to 
cause the installation to deteriorate. Тһе average mecuanic 
is not an adept im locating electrical troubles. Some of these 
often puzzle the best-qualified electricians. An intermittent 
ground, or short, may not be located for several hours. Mean. 
time the owner, who naturally cares nothing about electrical 
apparatus, grows impatient and disgusted. Xs one American 
put it aptly, the things owners think, and often вау, about 
the given manufacturer in such circumstances are hardiy to 
be considered as good advertising matter. Most such diñ- 
culties, however, can be overcome by seeing that the 
wiring lay-out, and the materials used, are the best possible 
under the conditions imposed by the price, and so on; that 
the workmanship in any case is first-class; and that rigid in- 
spection and check tests are applied before each car is sent 
out. The performance of the modern vehicle depends so much 
on the functioning of the electrical equipment that care in 
seeing that 1t is well selected and installed will pay the ear 
builder handsomely. 


Fitters and Motor Drivers for the R.A.F.—The Air 
Ministry announces that a certain number of vacancies exist 
at present for skilled fitters and motor drivers. In view of the 
present trade depression it is thought that many men would 
be interested in this opportunity to obtain regular employment 
in their trade, and at the same time to receive every encourage- 
ment to improve their efficiency. 

e commencing rate of pay varies from 3s. 6d. to 5s. 6d. 
per day, according to the degree of proficiency on entry, and. 
with promotion, may rise to 18s. per day. In addition, food, 
quarters and clothing are provided, and married men over 2% 
are eligible for marriage allowance op a sliding scale according 
to the size of family. 

Applicants, who must be physically fit for service at home or 
abroad, must be between the ages of 18 and 98, but ex-Service- 
men may be accepted up to 38. Further details may be 
obtained from Officer Commanding, R.A.F. Recruiting Depot, 
4. Henrietta Street, Covent Garden, London, W.C.2, or 2, 
Bath Street, Glasgow. 


The Batti-Wallahs.—At the Batti-Wallah luncheon on 
Monday next, October 17th, at the Holborn Restaurant, at 
1 o'clock, Mr. L. M. Waterhouse, past-president of the Batti- 
Wallahs’ Society, will speak on '' Marine Motoring." 


Earl Grey on Trade as the Remedy for Unemployment.— 
In the course of his speech, delivered at Berwick-on-1 weed on 
Monday night on his return to political life, Viscount Grey of 
Falloden said: — The only permanent remedy for unemploy- 
ment is trade. . . . І do not believe nationalisation of indus 
tries 15 going to Improve matters at all. Ја our present state 
1 do not believe you are going to get better work undet 
nationalisation. It is not the ease that people work better fur 
the community than they do for private enterprise. ‘Lhey do 
not work better for the State, they do not work better for the 
municipalities, than they do for private enterprise. When the 
mines were under Government control, and, therefore, all the 
extra profit was going to the State, I think I am putting it 
mildly in saying that the production of the mines, the amount 
of work done in the mines, did not go up. Аз a matter ol 
fact, 1 believe it went down, and, therefore, you are not gomg 
to get better work under nationalisation, and you are certainly 
going to get worse management. Then how is that going to 
benefit the country? What is wanted to benefit Labour such 
as nothing else will is that industry shall be carried on at 4 
profit, and production be as good as possible. To get that 
you want good management, and you want good work. | 

As human nature is to-day, it is individual profit. individ: 
ual advantage, which really secures good management and good 
work. Labour works for good wages, good conditions; em- 
ployers provide good management in order that they may gf 
more dividends. Dividends and wages come out of the same 
thing, the profits cf the industry, and what I fear to-day s 
this, that, as long as vou have the two classes of employers 
and employed, each of them thinking how they can set the 
greatest share of the profit at the expense of the other, n" 
co-operating, but each thinking that the way to help its cŵn 
Interests is to get the better of the other side—as long as youl 
have that, what will happen will be that profit will become 
less and less, until eventually there will be none for anybody. 
What you have got to get to, and this I believe is the only 
remedy for industrial ditticulties, is that both classes should 
realise that wages and dividends come out of the same thin". 
the profits of the industry, and that they should come te ju 
agreement as to how profit is to: be divided. Not mere? 
should they have an agreement about profits, but liher 
should have its share in management. I know there are ? 
sorts of difficulties in working that out, but I believe 1t em he 
worked out perfectly if the great organisations of employers 
and trade unions really come together for that end.” 


Railway Electrification.—The recently-issued report of 


the Advisorv Committee on Railway Electrification UM 
that the Ministry of Transport should issue regulations t^ * 
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railway companies requiring them generally, and with such 
exceptions as might be approved, to adopt the recommenda- 
tions of the comnuttee as to standardisation of electrical equip- 
ment in all future electrification work. The Railway Gazette 
understands that there is no present intention on tbe part of 
the Ministry to issue any such regulations, such a course being 
regarded as premature and perhaps in the long run unneces- 
sary. The Ministry will await the views of the railway com- 
panies who, 16 may be presumed, will be able to agree on 
standardisation arrangements. Considering the present finan- 
cial positjon, little can be done in the way of new electrifica- 
tion work meanwhile, so that theré is plenty of time to settle 
plans. It is worth while pointing out, however, that in the 
ultimate resort, though the war-time " control ^' of railways 
has ceased, the Minister of Transport has under the Railways 
Act, 1921, authority to require the companies gradually to 
conform to a standardisation of way, plant, and so forth. 
including electric equipment and {уре and pressure of electric 
current employed. ‘The same journal goes on to point out 
that it has been generally assumed by railway engineers every- 
where outside Italy, that the choice of system for railway 
electrification lies between d.c. and single-phase, because the 
three-phase system is out of the running, both on account of 
cost and complication. ^" It is, therefore, very interesting 
to find Dr. William McDonald, a well-known agricultural ex- 
pert in South Africa, bringing forward, a little rashly, a claim 
for the adoption of the three-phase systein in South Africa. 
Dr. McDonald does not pose as an electrical expert, but, ac- 
cordipg to an interview in the Cupe Argus, he consulted two 
experts in Italy, Commendatore Alfredi Donati, a leading 
official on the Italian State railways, and Signor Pontecorvo. 
a gentleman, we believe, interested in three-phase locomotive 
construction. 

Dr. Donati is responsible for getting round many of the 
difficulties in this system; but neither he nor any representa- 
tive of State railways in Italy has ever been induced to publish 
any convincing figures as to the cost of the system, in spite 
of numerous requests. Such figures as have been published 
by other well-known engineers in Italy have gone to prove that 
the three-phase system to-day costs, apart from rolling-stock, 
about 50 per cent. more than d.c., even under the special 
conditions obtaining in that country. So striking were these 
figures that the Italian authorities have decided to consider the 
electrification of one cf the Italian lines on the 3,000-volt d.c. 
system, and the plans are now, we believe, being prepared. 
The principal reason why the Italian authorities continue to 
install the three-phase system on other of their lines is largely 
а military one, uniformity of system over certain of the 
northern lines being considered essential for strategic reasons.” 


The Proposed Engineers’ Club for Birmingham.—The diffi- 
culties in the way of consummating the plans made for the 
establishment. of ап Engineers’ Club in Birmingham were 
reterred to at a luncheon held on Friday last at the Midland 
Hotel. Mr. R. A. Chattock took the chair, in the absence of 
Sir Hallewell Rovers. 

The Lord Mayor (Ald. W. A. Cadbury) gave the toast of the 
club, and said, in view of the prominent position occupied 
by engineers in the city, and the large contribution made by 
Birmingham to the science of engineering, it was, perhaps, 
etrange that no club had been established for engineers up 
to the present. 'Their project for a club was a great step 
towards uniting the engineers of the city, and һе wished it 
success. i 

Mr. R. A. Chattock, responding, said it was only possible 
at present to congratulate the members upon а ha!f-formed 
club. That condition was unfortunate, but it was one im- 
posed upon them owing to the ditħculties of the times. The 
idea was first mooted during the war; а lot of spade work was 
done in the early days, and a committee was appointed. The 
committee had done а great deal of hard work, and eventually, 
after the holding of a public meeting, it was decided to pro- 
ceed with the formation of a club, coupled with the determina- 
tion to have a minimum membership of 500. It was estimated 
that it would be necessary to raise £10,000 to get the premises 
and equip them. Plenty of engineers were ready to come 
forward as members, and in the first six months they got 
330. Unfortunately. the monev did not come in so quickly as 
the members, and thev found that in the time available it 
was possible to raise only about £23,000. They now had £1.500, 
including subscriptions. They could only express resret at 
being hit by the trade depression. The committee obtained 
an option on suitable premises in the centre of the city. but 
had reluctantly come to the conclusion that it would be 
courting disaster to go on without the necessary funds, and 
the idea of forming the club at the present moment had to 

е given up. They must keep the idea alive until better 
times came. The committee was able to get out of its com- 
mitinent. with regard to the premises in a satisfactory manner. 
and it could be said that they were in as good а position now 
as they were at the commencement. They. hoped that the 
time would come when the cost of furnishing and other equip- 
ment would have fallen so that they could manage on a 
naler canital than that originally anticipated. In anv case, 
they would all make up their minde that the idea of the club 
must not he allowed to fall through. 

Dr. Garrard proposed the toast of ‘ The Visitors," which 
was responded to hy Mr. E. Manville, М.Р. (president of the 
london Engineers’ Club), and Mr. J. S. Webb (president of 
the Manchester Engineers’ Club). 


INSTITUTION NOTES. 


Finsbury Technical College Old Students’ Association.— 
The tenth annual dinner of this Association will be held at 
the Engineers’ Club, Coventry Street, on Saturday, November 
12th, when the chair will be taken by Prof. G. T. Morgan. 
O.B.E., D.Sc., F.R.S. Old students of the College may obtain 
tickets (price 105. 6d. each) from the hon. secretary, Mr. Н.Р. 
Guy, 905, Northumberland Park, Tottenham, N.17. 

Kirmingham and District Electric Club.—<A lecture was 
given on October Sth by Mr. G. C. Findlay upon The Com- 
mercial Efficiency of the Telephone." Mr. Findlay counnenced 
his paper with a short reference to the historic development of 
telephony, and then gave an exceedingly lucid, and so far as 
time allowed, a very detailed description of the technical equip- 
ment of the modern telephone exchange, giving some account 
of the many devices at present being developed to increase the 
load capacity of cables. The lecturer agreed that the automatic 
exchange was in process of successful development, but he 
feared economic reasons would delay universal adoption. The 
paper also dealt with the administrative side of the business, 
and in passing pointed out that the war had depleted the staff 
to such an extent as to make recovery to normal a slow process. 

Institution of Electrical Engineers.—On Saturday, Octo- 
ber 20th, there will be a visit of London students oi the 
Institution of Electrical Engineers to the works of The British 
Electric Transformer Co., Ltd., at Haves, Middlesex. Stu- 
dents who wish to attend are asked to notify Mr. H. J. 
Howard, 115, Queen’s Road, S.W. 19, before 19th inst. 

Oldham Technical and Old Students’ Union.—On October 
Sth an interesting lecture was given to a large attendance by 
Mr. F. Clegg. A. XI. I. E. E., A. XI. I. VI. E. (Messrs. Ferguson, 
Pailin, Ltd., Manchester) on the subject of ` Distribution of 
Electrieal Energy, Switchgear Control." The lecturer gave 
brief historical notes, and dealt with the essential characteris- 
tics of three-phase transmission and distribution systems. 

Glasgow and District Radio Club.—The annual general 
meeting was held on September th. The hon. secretary 
presented. the annual report. and financial statement. The 
former showed a record of 23 ordinary meetings, and one out- 
door meeting, held during the session just closed, while the 
latter disclosed, after meeting all expenses, a substantial 
balance. The following officers were elected for the ensuing 
session: President, Mr. Eric Snodgrass; hon. secretary and 
treasurer, Mr, Robert Carlisle, 40, Walton Street, Shawlands, 
Glasgow (re-elected). Before. vacating the chair, Mr. Dewar 
paid a handsome tribute to the retiring president, Mr. Robert 
Watson, Jnr., for his past services to the Club, and expressed 
the regret and disappointment of the members that business 
arrangements prevented Mr. Watson from offering himself 
for re-election. The forthcoming trans-Atlantic amateur tests 
Were under consideration, but as it was felt that participation 
in these tests would be prejudicial to the best interests ot the 
Club it was decided not to enter. 

The Optical Society.— The provisional programme for the 
new session, Which opened vesterday with the “ Thomas 
Young Oration " by Dr. Charles Sheard, provides for 12 meet- 
ings or other functions, for several of Which papers and lec- 
tures have been arranged for. In January the Society wall 
co-operate with the Physical Society and the Science Masters’ 
Association in the exhibition of scientific instruments at the 
linperial College. 

Institution ог Post Office Electrical Engineers.— The Coun- 
cil announces that the Postinaster-General has awarded Lieut.- 
Col. А. С. Booth, M. I. E. E., the sum of £100 “in recognition 
of his invention and services in connection with improvements 
in telegraph working.” This applies more particularly to the 
development of the Booth-Baudot duplex giving 6, 8, 10, or 12 
channels per circuit in place of the 3. 4, 5, and 6 channels of 
the ordinary. Baudot as used in France for some 40 vears. 

Lieut.-Col. Booth has handed over this sum (£100) to Һе 
utilised at the discretion of the Council in annual awards 
for the best improvement in telegraph land-line apparatus or 
Systems. 

An annual award of £5 (to be known as * The Booth-Baudot 
Duplex Award '') is therefore offered for the best improvement 
in telegraph land-line apparatus or systems, to be governed 
by the following conditions :— 

1. British. subjects only, emploved by publie telegraph ad- 
ministrations throughout the world, will be eligible to com- 
pete for the award. | 

3. Applications for the award to be received between January 
Ist and March 31st of any vear, such applications referring 
to improvements made, or suggested, during the twelve months 
prior to January Ist referred to above. 

3. At the discretion of the Council of the Institution ef Post 
Office Electrical Engineers an award may be withheld in апу 
vear if, in the opinion of the adjudicators appointed by the 
Council, after full consideration of the application received, 
ne award is warranted. 

4. Applications for the award, accompanied by full details 
of the improvement. snould be addressed to the secretary, 
Tastitution of Post Office Electrical Engineers, G.P.O. West, 
London, E.C. 

Our congratulations are tendered to Lient.-Col. Booth on 
this official recognition of his exceptional services in. the cause 
of telegranhic progress. In a commercial sphere the honora- 
rium would probably have been larger bv a hundredfold, and 
we regard it rather '' in the spirit in which it is given ” than 
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as being in any way commensurate with the value of the 
service rendered, while the admirable use that Lieut.-Col. 
Booth has made of it affords further evidence of his zeal in 
promoting the advancement of British telegraphic science. 


Junior Institution of Engineers. — А local section of the In- 
stitution was successfully inaugurated at Loughborough on 
October 5th. The President, the Right Hon. the Lord Weir 
of Eastwood, P.C., took the chair at the inaugural meeting 
(held at Loughborough Town Hall); ‘Һе chairman of the In- 
stitution, Mr. B. E. Dunbar Kilburn, M.A., and other officers 
from headquarters were present. e resolution that the 
eection be established was put by the Chairman and carried 
unanimously. Lord Weir then inducted Mr. Н. Schofield, 
M.B.E. (Principal of Loughborough Technical College) as its 
first chairman. The new section wil! have its headquarters at 
the College, a meeting room and equipment having senerously 
been provided by the governors. ‘The local hon. secretary is 
Mr. G. Mavor, the College, Loughborough, Leicester. 

Paisley Association of Electrical Engineers.— he third 
session of the Association was opened on October 5th, when 
Mr. W. R. Scott, the new president, spoke on Engineering 
and Imagination." He said an engineer should have the power 
of imagining & thing and then achieving it. The engineer 
should first of all be a craftsman, skilled 1n the use of tools. 
and with a trained knowledge of accurate measurement. He 
should, secondly, be conversant with the existing and ever- 
growing records of scientific research. After these fundamen- 
tals had been attained, the principal factor in producing effi- 
clency was imagination. 

The Association of Engineers-in-Charge.—On Saturday 
last the annual dinner of the Association was held at the Hol- 
born Restaurant. The president, Mr. W. Н. Patchell, 
M.Inst.C.E., was chairman, and the chairman of the Assocla- 
tion, Mr. J. E. Watkins, vice-chairman. 

ter the loyal toasts, Dr. Н. S. Hele-Shaw, F.R.S., pro- 
posed '' The United Services," remarking that not a fraction 
of what our heroic sailors and soldiers had endured would ever 
be known. He was proud to know that the engineer had been 
recognised in the Navy for what he was; in Adiniral Goodwin 
they saw the engineer-in-charge of the greatest Navy of all 
time. Responding. Engineer Vice-Admiral Sir George G. 
Goodwin, K.C.B., told humorous anecdotes, and paid a tribute 
to the Old Army, which not only '' did its bit ” but also trained 
five million young soldiers and imbued them with its cherished 
traditions. He did not like to hear the war called an engi- 
neers’ war; it was won by all-round co-operation. The meet- 
ings and discussions of the engineers-in-charge were of the 
greatest value; many suggestions emanating from shore engi- 
neers had been embodied in naval practice. 

Proposing ' The Association," Lt.-Col. C. E. P. Sankey, 
D.S.O., R.E. (ret.), referred to the value of the work of the 
Association, and said that during the war engineers played an 
enormous part; they were put in positions quite foreign to all 
their previous training, and he had found them thoroughly 
competent. They must all pull together if the country was to 
make progress. 

Mr. W. H. Patchell replied to the toast, pointing out that 
the engineers-in-charge stood midway between employers and 
employed, and a serious duty was imposed upon them. In 
1919, 35 million days' work were lost through strikes; in 1920, 
97 million. and this year no fewer than 84 million days, in this 
country alone. It was a crying shame, and it was up to the 
engineers-in-charge to tell the men the truth about it. The 
Labour leaders would not and could not do that. They, who 
were disinterested parties, must teach the workmen, and show 
them that high wages did them no good unless output was 
high. 

Mr. W. C. Clifford Smith, C.B.E.. proposed Our Guests 
and Friends," and referred to the great strides that the Asso- 
ciation had made since he was its first engineer president, as 
evidenced by the array of distinguished guests present at the 
dinner. | 

Brig.-General Magnus Mowat, C.B.E., responded ; referring 
to the predominant part played by the rank and file in the 
war, he pointed out the responsibilities thrown on the rank 
and file in industry, and said that no Association had a better 
right to exercise influence with the men with a view to 
counteracting. unwise policy. He was especially interested in 
technical education, and stated that facilities would soon be 
provided for voung men to acquire training that would enable 
them to rise in their profession. 

Mr. J. E. Watkins proposed the health of the president, 
one of many very eminent presidents who had immensely 
helped the Association. "They owed a debt of gratitude to Mr. 
Patchell, who had been president both in 1907-8 and during 
the past year; he was the '' big brother " of the engineer-in- 
charge. The Association had hoped to secure incorporation 
during his year of office, but difficulties they met with had 
caused delay. Capt. Penn cordially supported the toast, and 
expressed the hope that Mr. Patchell would preside again 10 
vears hence. In his reply, the president expressed the enjoy- 
ment he had felt in attending their meetings, and his appre- 
ciation of the great assistance received from the officials of 
the Association. 

The proceedings were enlivened by an entertainment under 
the direction of Mr. George Hardy, whose orchestra also played 
a selection of musical pieces during the dinner. 

The new president. who took office this week, is Capt. H. 
Riall Sankey, C.B., R.E. (retired). 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the comercial пав of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Mr. A. С. STEPHENS, manager of the Brisbane Tram. 
ways Co., was to go on extended leave of absence at the 
end of August as a preliminary to his permanent retirement 
from the company’s service. ‘This course, says the Brisbane 
Courter, was taken on the advice of his medical attendant. 
Mr. Stephens has been associated with the Brisbane Tramways 
since 1891. During his absence he will be replaced һу Mr. 
W. M. Nelson in the capacity of acting manager. Mr. Nelson 
18 at present chief engineer of the company. 

The recent accident to Mr. D. H. Davirs, borough electrical 
engineer, and Mr. Thomas Hadfield, an assistant, who were 
burned whilst testing a meter at the Heywood electricity 
works was fortunately less serious than was at first thought. 
Mr. Davies has во far recovered as to be able to return home, 
and Mr. Hadfield was expected also to leave the Bury Infirmary 
this week. 

At Leeds, on October 4th, Mr. Н. B. Sutcuirre, late manager 
of the West Yorkshire telephone district, was presented 
with an envelope card table and a silver tea service 
and Mrs. Sutcliffe was handed a case of sterling silver tea 
spoons and tongs. The presentations were made by Mr. T. 
Rodgers (traffic superintendent) on behalf of the staff. 

Mr. LEONARD THORNTON has resigned the position of general 
manager of the Electrical Supplies Co., of Tottenham Court 
Road, W.1. 

After nine years' service as chief engineer and manager of 
the Hampstead municipal electricity undertaking, Mr. WILLIAM 
WYLD has resigned his appointment in order to join a com- 
mercial concern. 

Mr. L. WILDE, for 15 years commercial assistant in the Liford 
Urban District Council Electricity Department, has Joined the 
Ajax Electrical Co., of Ilford. 

Mr. Epuar Moxon, borough electrical engineer of South 
Shields, has been appointed borough electrical engineer of 
Southport, at a salary of £800 a year, in succession to Mr. A. 
Black, who has succeeded Mr. Ayton at Ipswich. There were 
over 140 applications for the post. 

Mr. Т. К. Evans, B.Sc., A.M.I.E.E., district manager in 


charge of the Manchester branch of the Electrical Apparatus 


Co., Ltd., has been transferred to London to take charge of 
the London district sales organisation. Mr. Н. Н. Pollard, 
until recently Glasgow branch manager to the Harlana En- 
gineering Co., has been appointed district manager at the 
E.A.C. Manchester office. 

Mr. Т. A. Knicut Simpson has resigned his position as chief 
draughtsman and tool engineer with Messrs. Dictograph Tele- 
ропе, Ltd., Croydon. His new address is 92, Victoria Street, 
S.W. 1. 

Mr. W. A. Boota has taken up an, appointment as assistant 
engineer at the city office of Messrs. Johnson & Phillips, Ltd. 
(12, Union Court, Old Broad Street, E.C. 2). He was for 
several years assistant engineer in the switchgear, transformer, 
and junction box departments at the company's works, and he 
will specialise in these branches. 

Mr. T. D. Spark, chief electrical engirreer of the Whitehaven 
Colliery Co., Ltd., was married on September 14th to Miss 
M. Е. Bell, only daughter of Mr. Т. S. Bell, A. M. I. E. E., of 
Whitehaven. 


Obituary.—We reproduce the following notice from the 
* Deaths " column of The Times :— 

'" FPEATHERSTONE-SMITH.—On October 7th, Edith Feather- 
stone-Smith, for 25 years the trusted and devoted personal sec- 
retary to the chairman and managing director of W. T. 
Henley's Telegraph Works Co., Ltd.” 


Will.—The late Mr. RICHARD RIOd, a director of the Winder- 
mere & District Electric Supply Co., Ltd., left £32,023. 


NEW COMPANIES REGISTERED. 


Lioyd & Ramsden,' Ltd. (177.109).—Private companv. 
Registered October 4th. Capital, £3,000 in £1 shares. То take over the 
business of manufacturers of kinematograph projectors and general electricians 
carried on at 17 & 19, St. Michael's Street, Nottingham, as Lloyd & Ramsden. 
and to carry on the business of manufacturers of cameras and parts thereof, 
film manufacturers and renters, photographers, &c. The first directors аге. 
E. С. Lloyd (permanent managing director), 4. Friar Yard, Nottingham: Capt 
О. W. Redgate, Inglenook, East Leake, Notts.; С. E. Ramsden, 10, Willen 
Grove, Nottingham. Qualification, 2100. Remuneration of managing directors 
£400 per annum; of other directors, as fixed by the company. Registered ofpe 
17, St. Michael’s Street, Nottingham. 


British Standard Centrifugal Pump Co., Ltd. (177.086).— 
Private company. Registered October 3rd. Capital, £3.000 in £1 shares. To 
carry оп the business of manufacturers of pumps, mechanical, hydraulic. pneu: 
matic, motor, electrical, and general engincers, &c. The first directors are: 
J. B. Weir, Harecastle Collierv, Kidsgrove, Stoke-on-Trent, mining engine? 
А. Н. Thompson, 7. Hovenden Road, Cricklewood, N.W., engineer. Secretary: 
С. L. Moston. Registered office: Kent Green, Scholar Green, Stoke-on-Trent. 
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Industrial League and Council.—The Industrial League 
and Council has been registered as an association limited by guarantee, without 
share capital, to promote British, Home and Overseas Dominions and foreign 
trade and commerce, and the manufactures of the United Kingdom, in the 
interests of employers and employed; to assist in establishing harmonious rela- 
tions between employers and employed in all industries; to assist in the promo- 
tion of efforts, whether by the Government or otherwise, to bring together 
representatives of capital and labour for the advancement of trade, &c. The 
management is vested in a Council, the first members of which are: Lord 
Burnham, 135, Fleet Street, E.C.; George H. Roberts, M.P., 6, Buckingham 
Street, W.C.; Sir William J. Peakemason, Bart., Compton Castle, Compton 
Pauncefoot, Somerset; Hugo Hirst, Magnet House, Kingsway, W.C. (chairman, 


General Electric Co., Ltd.); Robert Young, M.P., 213, Barry Road, S. E. 22; 


Harry Scholes, 56, Victoria Street, S. W.; G. Lothian, 25, Euston Road, N. W. 1, 
trade union secretary. Upon election, each member shall be placed by the 
Council in one of the following categories: (a) Individuals who are, or repre- 
sent, employers of labour, (b) companies or associations composed of employers, 
and representatives of any such associa:ion which is unincorporated, (c) indivi- 
duals who are, or represent, employés, and (d) companies or associations com- 
posed of employés, and representatives of any such association which is unincor- 
porated. Solicitors: Kimber, Bull, Howland, Clappe & Co., 6, Old Jewry, Е.С. 
[he registered office is at 82, Victoria Street, Westminster. The file number 
is 177,151. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Associated Equipment Co.—.\ trust deed dated September 
19th, 1921, to secure £709,000 debenture stock created by the Associated Equip- 
ment Co., Ltd., has been registered. The deed constitutes a specific mortgage 
un certain frechold lands, tenements, hereditaments, and premises in Black- 


horse Lane and elsewhere in Walthamstow, and a floating charge on the. 


company's undertaking and property, present and future, including uncalled 
c. pital Gf. any). The trustees. for the debenture stock holders are the Rio 
Ciaro Railway & Investment Co., Ltd., Friars House, New Broad Street, E.C. 


Peterborough Electric Traction Co., Ltd. (74,562).—Re- 
turn dated May 23rd, 1921. Capital, £60,000 in £5 shares (6,000 preference 
and 6,000 ordinary). 4,400 preference and 4,000 ordinary shares taken up. 
£42,000 paid. Mortgages and charges, £21,000. 

Kalgoorlie Electric Tramways, Ltd. (73,127).—Return 


dated August Ith, 1921. Capital. £250,000 in £l shares. All shares taken up 
and paid :or in full. Mortgages and charges, £143,820. 


CITY NOTES. 


The Marquess of Winchester presided 

The Victoria over the annual meeting. held last Friday. 
Falls and and in proposing the adoption of the re- 
Transvaal Power port, said it was again his privilege to 
Co., Ltd. submit a record of satisfactory progress, 
Ше year's trading having enabled the com- 

pany to maintain the same dividends as formerly. Having 
gone through the balance sheet in some detail, he referred 
to the profit and loss account and said that the revenue 
amounted to £808,419, compared with £829,470 last year. 
The amount paid for the service of debentures in the shape 
of interest and premium amounted to £153,592, being some 
£25,268 less than last year. Depreciation and amounts written 
off and provision for British taxation amounted to £409,940. 
The amount written off for plant and machinery was in ac- 
cordance with their adopted scale calculated to reduce the 
value of plant and machinery to a reasonable residual value 
during its useful life. The net result for the year, after 
making provision for all taxation, was a profit of £173,161. 
Adding that to the amount brought forward from the previous 
year made the total balance to the credit of that account 
£307,482. Dividends had already been paid to the preference 
and ordinary shareholders, absorbing £175,000, leaving a 
balance cf £92,482, which had been carried forward. With 
regard to relief from British income tax in respect of Colonial 
taxation, they had advanced a step since he last addressed 
them. having received the amount of their claim in respect 
of the first two vears, viz., the years ending April, 1917. and 
April, 1918. With regard to the two subsequent years ending 
April, 1919, and April, 1920, they had not yet reached a settle- 
ment, but were hopeful that their claims would be settled 
shortly. бо far, the preference shareholders, although the 
company was subject to tax in South Africa, had received their 
dividend at the rate of 10 per cent., the maximum amount 
to which they could be entitled, and it seemed that the inter- 
pretation as it now stood of the law given by the Courts on 
the subject was fair, namely, that preference shareholders 
who did not suffer Colonial taxation should pay the same 
mcome tax as other people. He had previously informed 
them that the first of their contracts for power had been 
renewed pursuant to the provisions of the contract for a further 
period of five years, and he could now report that all those 
contracts which were originally for а period of twelve vears 
and expired at the end of this year, had now been similarly 
renewed fer a further period of five vears. At past meetings 
he had referred to the position of the low grade mines, which 
took their share of their power supplv, and emphasised the 
Importance to the company of the continuance of mining 
operations by those consumers. It was a matter of satisfac- 
tion that for the most part those mines were still at work, 
and where mines had closed, they had found an increase in 
demand hy other consumers who had been able to absorh 
the displaced native labour. With recard to the working of 
the nrecent year, the results, apart from the dislocation af 


the business caused by the strike on the mines in the early | 


months, showed that the business was well maintained; in 


fact the power demanded had in &ome months exceeded the 
corresponding demands of last year. In February the effect 
of the strike was to shut down the mining indusiry which 
took time to resuscitate, and resulted in very eeriously reduc- 
ing their earnings during the early part of the year. ‘The 
second quarter, however, showed a recovery to tbeir old 
position with a tendency to improve, which improvement was 
still being maintained, and he was hopeful that the resulta 
of the latter part of the year might make up for the disloca- 
tion caused by the strike. During the year the South African 
Government appointed а drafting committee to frame а new 
Hlectric Power Bill applicable throughout the Union. At 
present the Act under which their licences were granted 
applied only to the Transvaal Province, while less concise and 
older legislation held in other parts of the Union. Their 
company and other interested parties were heard by the 
committee, and with regard to themselves the Draft Bill would 
leave them generally in the same position as at present. New 
enterprises would, however, be brought under similar regula- 
tions, and the Bill would enable the South African Govern- 
ment to vote money for the establishment of Government- 
owned stations for supplying Government departments and the 
public. The Bill had not yet been dealt with by the South 
African Parliament. The management in South Africa re- 
mained under the capable direction of Major the Hon. Walter 
L. Bagot. the company's general manager in South Africa. 
and Mr. Bernard Price, their chief engineer. In closing, the 
chairman referred to the board's appreciation of the services 
rendered by these gentlemen and by the whole of the staff 
in South Africa and London. Mr. A. E. Hadley, C.B.E., 
seconded the motion, which was unanimously agreed to. 


The accounts of the Wolfram Lampen 
A.G., of Augsburg, show that the debit 
balance of 006,000 marks in 1919-20 was 
| increased to 679,000 marks in the past finan- 
cial year on a share capital of 5,000,000 marks. 

the kabelwerk Rheydt A.G., of Rheydt, proposes to pay a 
dividend at the rate of 30 per cent. on capital of 24,000,000 
marks for 1920-21, contrasting with 40 per cent. on 14.000,000 
marks in the previous year. 

The directors of the Wotan Werke A.G., of Leipsig, propose 
to pay a dividend at the rate of 40 per cent. for 1920-21, being 
the same as in the previous year. At the same time the share 
capital 1s to be increased from 7,500,000 to 15,000,000 marks. 

The report of Garbe, Lahmeyer & Co., of Aix-la-Chapelle, 
States that as contrasted with the extraordinary demand in 
1919-20, the orders received in the past financial year were 
inconsiderable. Nevertheless the results were satisfactory, 
thanks to the clearing off of the orders brought over from 
the previous year. After writing off 2. 264.000 marks, as 
against 569,000 marks in 1919-20, the net profits amounted to 
3,182,000 marks, as compared with 1,679,000 marks, and the 
dividend is at the rate of 10 per cent., or 2 per cent. more 
than in the preceding year. 

New Issue.—The Mersey Power Co.'s new issue of 
£300,000 debenture stock (74 per cent.) was very largely over- 
subscribed. The list was only open for about an hour. 

Stock Exchange Notices.—The Committee has ordered 
the following to be officially quoted :— 

County of Southland Electric Power Board.—Scrip, fully 
paid, for £750,000 six per cent. debentures (guaranteed by New 
Zealand Government). 

Dealings in the following securitie& have been specially 
allowed by the Committee under Rule 145a :— 

Mersey Power Co.—4300,000 74 per cent. mortgage deben- 
ture stock, issued at 97 per cent., £35 paid and fully paid, after 
issue of letters of acceptance. 

Tottenham District Light, Heat & Power.—£50,000 6 per 
cent. registered redeemable mortgages in amounts of £50, £100, 
4200, and 4500; ana 491.650 74 per cent. registered redeemable 
mortgages in various amounts from £50 to £23,000. For 
numbers see share and loan department. | 

Application has been made to the Committee to allow the 
following to be officially quoted :— | 

Westinghouse Brake and Saxby Signal Co.—1,015,039 ordi- 
nary shares of £1 each, fully paid (Nos. 1 to 1,015,032). 


The Charleroi Electric Construction Works.—The direc- 
tors of the Ateliers de Constructions Electrique de Charleroi, 
Belgium, have decided to rearrange the capital so as to bring 
the assets into line with their present value. In the first place 
the deferred shares are to be converted into new ordinary 
shares, two new gratis shares will be allotted for every three 
ordinary shares, and a further issue of 30,000 shares for 250 fr. 
will be made. The effect of these changes will be to increase 
the share capital to 80,000,000 fr. 


Direct United States Cable Co., Ltd.—Interim dividend of 
4s. per share, less tax (at the rate of 4 per cent. per annum), - 
is announced for the half-year ended September. 


Oriental Telephone & Electric Co., Ltd.—Interim divi- 
dends of 3 per cent. on the 6 per cent. cumnlative preference 
shares, less tax, and of 4 per cent. оп the ordinsty shares, free 
of tax, have been declared. 

Rangoon Electric Tramway & Supply Co., Ltd.—Accord- 
ing to the financial Press, an interim dividend of 8 annas per 
осе the ordinary shares is payable in Rangoon on Octo- 

г 816%. 


бегшап 
Companies. 
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STOCKS AND SHARES. 


| TUESDAY EVENING. 
ELECTRICAL Issues can fairly lay claim to being amongst the 
most popular of those which are being offered to the public at 
the present time. The County of London Electric 7 per cent. 
debenture stock was over-subscribed more than ten times in 
less than three hours. The Mersey Power Co.’s debenture 


stock was. quickly over-subscribed, and the premiums on the < 


previous-issued stocks of the North Metropclitan Electric and 
the Metropolitan Electric Companies, although lower than they 
have been standing lately, are still 7 points ubove the figure at 
which they were offered. The Clyde Valley preference shares 
were left in the hands of the underwriters to the tune of 
about 30 per cent. In this case, the advertisement cf the pro- 
spectus in the London papers was on somewhat modest lines. 
It was expected, of course, that Glasgow and Scotland would 
take up the bulk of the shares. At the outset the price started 
about 7s. 6d. discount. Considering the security, it 18 reason- 
able tc assume that when the shares become firmly placed in 
the hands of permanent investors, the price will recover to the 
neighbourhood of £10, the par value. The new Mersey Power 
debenture is 1 premium, and Lancashire Power debenture, 
after being 2, rallied to 24 premium. 

A good deal of dissatisfaction became vocal in the matter of 
the County of London Electric Co.'s new debenture issue. It 
might be scarcely worth while referring to were it not that 
there may be other. companies coming along in the near future 
with similar offers, and in the case of which, if similar condi- 
tions prevail, the same kind of agitation will be raised. Pos- 
sibly the crities hardly realise the difficulties with which 
issuing houses are faced in the matter of a new stock for 
which there is an immediate demand. Priority in allotment 
is due to shareholders and employés. The stag division de- 
serves full discrimination, but to distinguish between the stags 
and the real investor Is no easy matter. Speed is considered 
to be the essence of the business, and the allotment has to be 
done literally in a rush. That some genuine investors should 
be cut out when they deserve an allotment, and that stags 
creep in where only shareholders should be allowed to tread, is 
inevitable. : If we may put forward a suggestion ourselves, we 
would propose that where a new issue is being made on айтас 
tive terms by a well-established company, that issue should in 


the first place be offered to the shareholders, who, if they de- 


clined it, would certainly have no cause for complaint against 
their directors for not giving them every opportunity to obtain 
the stock or shares. | 

The electricity supply market is steady, showing no great 
changes on the week. Westininsters are 2s. 6d. down; City 
Lights 1/16d. easier. It cannot be said that there is much 
business going on, but one of the features continues to be the 
scarcity of floating supply. It has been humorously sugyested 
in the Stock Exchange that the warmth of the second edition 
of the summer is quite sufficient to distract attention from 
such heating shares as those of the electric and gas com- 
panies. Where so many new attractions are being offered in 
the shape of fresh issues, it is obvious that claims of the 
seniors are apt to be overlooked. 

Electric manufacturing shares are depressed. English Elec- 
trics have dropped to 9s. 6d. General Electrics are weak at 
Js. 6d. A certain amount of anxiety has developed by reason 
of the heaviness in the last-named. It may be suggested that 
there is nothing very surprising in the probability that the 
General Electric must perforce suffer, in like manner witn all 
industrial undertakings, from the trouble in the coal trade, 
the shipping, textile, and other branches of industry, all of 
Which contribute to the success of a company doing such a 
business as the General Electric. People have lost money in 
shares of companies founded оп less solid foundations than 
those of the G.E.C.. and, because of their experiences in the 
former, they are apt to become nervous of their holding in the 
latter. It is more than likely. that the company feels the 
effects of such influences as those just indicated: but, when 
the tide turns and trade becomes more normal, the company 
will be amongst the first to feel the benefit of E. P. D. abolition 
econcinjes in working introduced in these days of depression. 
and the strength of the position upon which the company 1s 
based. 

Reference was made here last week to a considerable lire of 
Anglo-Argentine Tramways first preference shares on offer in 
the market at a price which made a strong appeal to the specu. 
lative investor. It may now be added that this block (of 50.000 
shares) has been taken, and | 


advances. Mexico is declared, for the nth time, to be on the 
eve of recognition by the United States, and this serves to 


Ц 


the price has recovered from 
50s. 9d. to 528. 6d. The Mexican bonds and shares hold their 


keep prices rising at a time when other utility issues are in- 
clined to waver. British Columbia Electric stocks are better. 
A private letter from Vancouver states that the province has 
declared that no doles will be given in respect of the consider- 
able body of unemployment in Vancouver. The Premier йау 
told Labour, to its face, that it had not been giving 30 per 
cent. efficiency on the work the Government provided. Labour 
retorted that it did not consider the Government had given 
25 per cent. efficiency, and made a homethrust. There the 
matter rests, a little plainer for the plain-speaking. 

The Underground Electric Railway stocks make а better 
showing, there being rises of a point in Central London 
Assented ordinary, Metropolitan. and Underground incomes. 
Extension of facilities this month on the tubes is certainly 
having a beneficial effect upon the crowds during the rush 
hours, and this appears to have attracted a moderate amount 
of attention to the stocks. 

Marconis have gone back to 18, and United River Plate Tele. 
phones are easier at 5 15/16. Cuba Submarines at 74 are 38. 
lower. The general run of cable securities is well maintained, 
and Eastern ordinary changed hands as high as 167 this week. 
There is no change worth mentioning in the shares ot the 
telegraph manufacturing companies. The rubber market is 
also very quiet, awaiting those developments which it is hoped 
may lead to a wide extension of the uses to which the material 
may be applied. The iron, coal and steel market is passive, 
pending the important conference between the Prime Minister 
and the Labour Party on the question of unemployment. 
Victoria Falls and Transvaal Power shares remain firm. At 
the meeting the other day it was stated that the South African 
Government contemplated an Electric Power Bill which would 
apply to all parts of the Union. In which proposal there lurks 
a hint of possible competition at some future date. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELECTRICITY COMPANIKER. 


Dividend Price 
— Oct. 11, Yield. 
1919. 1920. 1921. Rise or fall. p.c. 


Brompton Ordin ee ee ee 12 12 62 — £9 8 $ 
Oharing Cross Ordinary .. oe 8 44 984 
do. do. о. ES] t.o 44 44 — 1 4 4 
Chelsea. e ee ee ee ee 4 6 — 9 4 8 
ony of London is 9 8 „ 18 14 17. W 10134 
o. do. 6 per cent. Pref... 6 6 17 8 — 6 7 4 
Oounty ot London ee cee ee 8 8 9 К — 8 17 10 
do. do. 6 per cent. Pref... 6 6 8 - 710 0 
Kensington Ordinary oe oe 7 9 44 — 10 0 0 
London Electric .. «s oo 23 2} 1 — 110 0 
Metropolitan .. E xx - 6 7 4 = 815 0 
do. 4$ per onb. Pref, .. 44 44 213 — 713 3 
Bt. James’ and Ра Mall. 12 12 62 — 911 
Bouth London ee өе 6 7 24 — 10 18 3 
South Metropolitan Pref... ae! l 7 15/9 — 81710 
Westminster Ordinary .. . 10 10 57 — | 8 13 10 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel, Pref. ay А 6 6 87 — 618 0 
do. Det... ee eo 14 14 178 + i 8 П 1 
Chile Telephone... - 6 6 бї — 5n 3 
Cuba Bub. Ord. ee eo ee 1 7 7} — i 9 18 2 
Eastern Extension .. а” ee 10 10 16 — 610 
Eastern Те]. Ord. ee ee ee 10 10 1654 fone R 0 10 
Globe Tel. and T, Ord. .. .. 10 10 163 — 631 
do. do. Pref. .. so B 6 9} — 6 9 9 
Great Northern Tel. «„ 22 24 242 — gli 0 
Indo-European о ое ее 10 10 30 — RGR 
Marconi e. ee e o 2 15 18 - 4 947 
Oriental Telephone Ord. .. е, 12 12 a+ - *p 16 
United R. Plate Tel. 8 8 51% — 14 ld 
West India and Panama. .. Nil Nil 5 — Nil. 
Western Telegraph.. .. .. 10 10 164 — "11 
Номе RAILS. 
Central London Ord. Assented .. 4 4 491 £1 818 
Metropolitan. 14 13 24 +1 625 
do. District .. . Ni Nil 1 — Nil 
Underground Electric Ordinary. Nil Nil 2 — Nil 
do. do. .,. Nil Nil 5,9 — Nil 
do, do. Income .. 4 2 744 +1 10 8 
FonEIGN Trams, &с. : 
Anglo-Arg. Trams, First Pref, .. 54 12h 28 = 09% 
do. do. $ndPre, Nil 63 vi - 10 35 
do. do. b 96 Deb. ее 5 5 634 э 7 n 0 
Brasil Tractions .. .. .. Nil Nil 98 - Nil 
British Columbia Bleo, Rly. Poe. 5 Б 60 — 86% 
do, do. Preferred 6 993% 534 -1 8 10 : 
do, do. Deferred B 124 54 —1 118 : 
do. do. Deb. 4} 4i 62 — 71 
Mexico Trams б per cent. Bonds.. Nu Nu 69 — z 
do. 6 per oent. Bonds. Nil Nil 29 +2 Nu 
Mexican Light Common ..  .. Nil Nil ч — НП 
йо. Pref. 2 o Nil NU 97 +2 ber 
do, 18% Bonds.. .. Nil 5 65) +2 9 0 
MANUFACTURING COMPANIES. 
Babcock & Wilcox .. . .. 15 16 2 — 6 3 
British Aluminium Ord. .. ee 10 10 15/- — 
British Insulated Ord. .. „ 15 15 m = 10 0 0 
Callenders .. .. . „„ 16 18 lk — io 88 
» 63 Pret, ee oe ee 64 64 18,9 "2 0 13 8 
Crompton Ord. oa ss . 10 10 14:6 — 13 15 10 
Edison-Swan .. da ЯХ „ 10 — 8,9 — p 
do do. ö per dent. Deb... Б 5 e — fii 
Electric Oonstruction .. .. 10 10 16/9 — 16 17 
English Electrio  .. vu .. 8 8 9/6 = 15 4 | 
о, Pret, ee ee 6 6 13.6 d В 11 6 
Gen. Elec. Pref s e A 6 17:6 —6d 1% í 
do. Ord. ee ee ee 10 10 17/6 == % П 8 0 
Henley ee ee СҮЗ ee 15 IN 1 = 10 $ 
do. 43 Pref, o ae es 44 44 Is — 6 18 6 
India-Rubber "n M „ 1. n a - 
Met.-Viokera Pref. qe ee ee 8 8 8 -— Ys 8 10 А 
Siemens Ord. e n V 30 10 M». m 28 4 
Telegraph Con | 90 20 i: ai RM 511 


* Dividends paid free of Income Tax. 
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THE MUNICIPAL TRAMWAYS ASSOCIATION  (INC.).—II. 


THE ANNUAL CONFERENCE AT SALFORD. 


Some Phases of Tramway Developments in the Past, and 
the Outlook. 


Bx J. M. McELRoYv (General Manager, Manchester Corporation 
Tramways). 


(Abstract.) 


THERE is every evidence, speaking broadly, that the tramway 
has not merely met the constantly growing traflic demands, 
but has, by the facilities 16 has provided, greatly stimulated 
that growth, which continues at a great rate. Ihis rapid 
growth brings with it many fresh problems for those engaged 
in the passenger transport business. 

With the object of studying certain phases of some of the 
problems we have been (and are still) confronted with, I have 
obtained certain statistics from the tramway managers in 
Glasgow, Liverpool, Leeds, Sheffield, Nottingham and Brad- 
ford, to which 1 have added the Manchester statistics. 

Taking the year 1904 as a datum line—that being the year 
when most of the undertakings were fairly well established— 
the information shows the developments and changes euch 
year since 194. In an appendix the information is given in 
detail, together with a number of charts, of which an exiunple 
is reproduced in fig. 1. 

The results are included within the fallowing ranges :— 

At 1914, compared At 1921, compared 


with 1904. with 1904. 
Fare per passenger .. 159 deo. to 1:89, inco. 82 to 66%, inc. 
Revenue per head .. .. 28 o 4796 inc. 141 to 272% inc. 


Operation costa  .. З to 31% inc. 176 w 222 4 inc. 


Journeys per head.. .. 16to55'X ire. 72 to 12, inc. 
Passengers per car mi e. 2 to 24% inc. , 29 (о бос inc. 
The rapid increase in fares generally commenced in 12015. 

These statistics show that before the war there was :— 

(1) A general tendency towards reduced fares. 

(2) A general tendency towards increased operation costs. 

(3) A gradual growth in the journeys and revenue рег head. 

All these factors illustrate the soundness of the policy of 
cheap fares which resulted in increased travel and = greater 
revenue, Which more than met the increasing operation costs. 

After the war started there was, almost from the start, an 
accelerated growth :— 

(1) In the journeys and 1evenue per head. 

(2) In the passengers per car mile. 

(3) In the operation costs. 

The increases in the fare per passenger lagged behind until 
the war was practically over. 

One nuportant fact emerges, namely, that the percentage in- 
crease in the average fare per passenger in all the cities 1s a 
long way below the percentage increase in the operation costs. 

The urban passenger transport business is а smull-coin cash 
business, and the unit in the past (with a few notable excep- 
tions) was the penny fare. In most other businesses it has not 
heen a difficult matter to pass on in easy stages to the con- 
sumer the increased costs of production. In our business it 
has not been possible easily to do this. If we had had a 
decimal coinage system, such as has been recently advocated 
with considerable force, it might have been pessible to in- 
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PROGRESS CURVES. 


crease our fares by easier stages than we have done, and corre- 
spondingly it would be easier to reduce ‘the fares when the 
time was ripe for this to be done. 

At the present time there are 45 municipal undertakings 
charging à minimum penny fare, and the average distance 
Which can be travelled for this fare varies in the different 
undertakings from 14 miles to 696 yards. Some of these under- 
takings still carry workpeople at cheaper rates. There are 


34 undertakings which charge a minimum fare of 14d., the 
distance which passengers can travel at this fare varying from 
1 mile 1,130 yards to 987 yards. Eleven undertakings have а 
minimum fare of 2d., and the distances which can be travelled 
at this fare vary from 3 miles to 1 mile 140 yards. 

Some believe that the wisest policy is to charge a high 
initial fare and a comparatively low long-distance tare, thus 
tending to induce the spread of the population over a wider 
area. Others think it is unwise to increase the minimum 
penny fare, especially as the next higher fare which the coin- 
age permits, namely, 14d., involves the use of two coins, and 
further it is feared that a minimum charge of 14d. might tend 
to stop a lot of short-distance travelling. 

Now, what of the future? The present high cost of per- 
manent-way construction will put strict limits to tramway ex- 
tensions, and must necessarily lead to the increased use of the 
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Fig. 2.— MANCHESTER CORPORATION TRAMWAYS. PASSENGERS 
CARRIED PER HOUR ON ONE ROUTE ON A Typical Day, JULY, 1921. 


motor ‘bus and the trolley bus, and in many instances where: 


tramway tracks require reconstructing, the question whether 
motor or trolley ‘buses should be substituted for tramways 
must be considered. 

If I were to say that the passenger transport business in 
a city or town should be regarded as a monopoly run or con- 
trolled by the local authority in the public interests, Т imagine 
I should at once raise an outcry against any such proposal. 
The very word monopoly rouses opposition, and it is claimed 
that competition is bound to be beneficial. But is it" 

It is clearly a city's duty to see that its citizens are pro- 
vided with suitable and adequate means of passenger transport 
at all times and in all directions, just as it provides other 
publie services necessary for the public health and welfare. 
Its greatest task is to make full provisicn for the great tide of 
passenger traffic into the city centre in the mornings and out 
to the suburbs in the evenings—the peak loads. It has to 
decide how best to do this. The problem is a changing one, 
and the position has to be reviewed from time to time. 

It is admitted by all who are qualified to judge that the 
modern tramcar is the most efficient vehicle for handling 
heavy peak loads traffic up to a certain {гаће density. When 
the traffic passes beyond that density it has ultimately to be 
carried underground. 

The provision of a tramcar service of adequate capacity to 
meet the peak loads involves the provision of a large amount 
of plant which is used for a few hours only each дау. It calls 
for a large number of part-day ' cars which are in service 
during the rush hours only. These have to be housed and 
maintained, and adequate power plant has to be provided at 
the generating stations. 

Appended to this report is а diagram showing the heavy 
peak on a typical route in Manchester. The diagram also in- 
dicates the growth of traffic since the vear 1913 (fig. 2). 

In Manchester we double the service of cars to meet these 
peaks. and the ''part-day " cars we put into service at the 
rush hours are only on the roads for a comparatively short 
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time each day—less than one-third the time the all-day ” 
cars are in service, and some cars at the morning rush are 
run for à few journeys only— a costly business for any under- 
taking. | 

When the tramways on arterial routes near the city centres, 
reach their saturation point at the hours of peak load, and 
are still incapable of satisfactorily coping with the traffic, then 
(а) parallel tramway routes must, if possible, be provided; 
(b) motor 'buses must be run to supplement the tramcars or 
(c) underground railways must be provided. 

The running of motor 'buses to supplement the tramears at 
the peak would introduce considerable difficulties by adding 
to the street congestion unless the streets were exceptionally 
wide—a state of things which is not common in our cities. 

It has been suggested that private enterprise should be 
allowed to come in and run motor 'buses to supplement the 
tramways to help with the peak-load difticulties. It has even 
been suggested that during the slack hours of the day motor 
‘buses alone should be run. This proposition has only to be 
stated to show its absurdity. 

The provision and operation of tramways to meet the peak 
at reasonably low fares can only be done if the undertaking is 
carricd on as a business concern, and the plant is run as nearly 
as possible at its maximum efficiency. 

A tramway undertaking operated by a municipality has not 
only the obligations imposed upon it by Parliament, namely, 
(1) that it must maintain the paving between the rails and 
18 inches outside them, and (2) that it must pay the local 
rates in respect of the rails laid in the streets, but the muni- 
cipality has a tacit obligation to run cars at all times and in 
practically all directions, to run night services as well as day 
services, to run services along thin“ routes as well as good 
paying routes, to run costly " part-day cars at the“ peaks ” 
for a few journeys only—in short, to nieet all the legitimate 
demands of the public for passenger transport at such reason- 
ably low fares as enable practically every citizen to use the 
facilities provided. In many cities and towns the tramway 
undertakings are called upon to pay large sums towards street 
improvements, and the provision of new streets. &c. 

All these obligations are imposed legally or impliedly as con- 
ditions attaching to a public service which is or should be re- 
garded as a monopoly. 

If private enterprise is to be allowed to come in and run 
unrestrictedly without obligations such as those imposed upon 
tramways, it will follow that the services and advan tages which 
the tramways have been able to give to the citizens will tend 
to diminish, because however effective the tramwa vs have been 
in meeting the requirements of a city, they may not be able to 
give all the advantages they have done in the past if еу have 
to compete with a rival system which is free from all the 
onerous obligations placed upon the tramways. 


DISCUSSION. 


Mr. J. DALRYMPLE (general manager, Glasgow), dealing with 
coinage, suggested that the Executive Council should be asked 
to go fully into the question, and шаке some recommendation 
to the Association on the subject. There was no doubt that 
it was a mistake to have ар initial fare puid by two coins; 
what was wanted was a coin which would purchase something 
more than the present penny would purchase, and something 
less than three-halfpence. He was of the opinion that the pro- 
posal put forward by Mr. Allcock, namely, to make the shilling 
into LO pennies, was the simplest proposition that had yet been 
made. 

Mr. A. Baker (general manager, Birmingham) said that the 
author's figures showing the increase of operating costs and 
fares due to the war were particularly interesting to him, be- 
cause he had read a paper in 1915 before the Association on 
the question of financial problems as affecting tramways in 
war time. In it he had mentioned the fact that in order to 
meet the extra operating costs in Birmingham it had become 
necessary to increase the fares in the city. That was at a 
tune when expenses had only gone up by 10, 15 or 90 per cent., 
but it would be seen that to-day the costs had increased by 
something like 20 per cent. all over the country. He had 
said that fares would have to go up all over the country, and 
his propheey had come fairly true. He was particularly im- 
pressed with the author's reference to motor-omnibus com- 
petition with tramways. The unfairness of suggesting that 
omnibuses should come out during the heavy periods of the 
day to compete with tramwa vs spoke for itself. 


Mr. J. B. Hamintox, C. B. E. (general manager, Leeds), said 


the tone of Мг. Baker's paper in 1915 was that plenty of 
money was going about, and the tramway people in. Birining- 
ham thought they had better have коше of it. This, amongst 
other things, led to the great rise in the cost of living, and 
Incidentally, very largely to a great deal of the trouble from 
Which they were suffering to-day. Nobody in the tramway 
industry should have had increased costs in 1915 except of а 
trifling character. As a matter of fact, in most wellananaged 
towns, Increased fares did not become general until 1913, Ned 
to the proposal to decimatise the shilling, he joined with Mr 
Dalrymple with regard to sending the matter to the Executive 
Committee, but he thought that if they were going to take 
up this matter they ought to be able to co-opt some specialist 
on coinage, such ах Mr. Allcock, so that they misht come to 
some definite resolution to recommend to the members of the 
Association. The single coin would go n long way towards 


settling, on а uniform basis, the difficulties portrayed by the 
author. It was a great pity that more uniformity had not 
been shown amongst municipal authorities throughout the 
country with regard to the alteration of fares. | i 

Mr. Н. Молу (general manager, Burnley) said that at 
Burnley it was proposed to put into operation a minimum fare 
of I4d., but they were told to reconsider the question. Ther 
accordingly separated the half-mile sections into an indepen. 
dent fare list—the penny fare stage only—keeping it entirely 
independent from the ordinary fare list, and it Was Working 
exceedingly well, without any dithiculty to the conductors. 
That might help towards solving the problem of avoiding the 
14d. minimum fare. ў 

Mr. J. Валкхалкь (general manager, Bolton) said that in 
Bolton they had retained the mile-and-a-half for a penny, and 
until April of this year they had never had oc sion to alter 
that fare, and then they had only raised it by a halfpenny 
per stage. Therefore, they had a minimum fare of 14d.. and 
he was pleased to say that his Council was about to give con- 
cessions back to the travelling publie. With regard to comage, 
it was obvious that if they had had a coin of the value of 
lid. or 14d., it would have carried them over their ditiiculties, 
Ав oue of the Executive Council, he would do his utmost to 
further the introduction of some different coin, because he 
thought it was the only salvation for the tramways. 

Mr. Н. ArLcock, at the invitation of the conference, briefly 
explained his proposition with regard to coinage. In doing s, 
he said that it must now be appreciated that the growing 
poverty of the tramway passenger would mean that he would 
have no alternative but to walk. On the other side, there 
would immediately arise a demand for the restoration of the 
penny fare, and so far as could be judged, the finances of the 
various undertakings would not permit of a return to tne 
penny fare, because of the permanently higher cost of labour. 
aherefore, there was а good opportunity for tramway men to 
advocate, not a new system of coinage, but sunply an adjust- 
nent of the existing'coin. values to bring them more into har- 
mony with present-day requirements. Previous attempts to 
decimalise coinage in this country had failed chiefly because 
they had been of too ambitious а character, but his proposi 
was simply to make the existing penny coin worth more: no 
other com need be altered. A penny would simply be worth à 
tenth of a shilling instead of a twelfth. The passenger would 


consider it а substantial concession to have the penny fare 


back, and the manager would appreciate that every penny fate 
would bring in 20 per cent. more revenue. 

In the afternoon the discussion was resuined. 

Mr. W. Murray (general manager, Walthamstow) said that 
were they to increase the fares further they would not ош 
lose more passengers, but probably lose in revenue also. Ше 
only alternative was to reduce the costs. Much could be done 
towards increasing efliciency by education of the men and 
closer supervision ; then increased. revenue and decreased costs 
would naturally follow. With regard to motormen, it would 
mean increased effort towards economy in energy consumption 
and increased effort to avoid accidents. In the case of am- 
ductors, it would encourage a greater desire towards the effec- 
tive collection of fares, and more courtesy towards the travel- 
hing public. If tramways were going to continue indefinitely 
making an annual loss, perhaps a growing loss, tramways were 
doomed, and the result would be that many men would find 
themselves on the human scrap-heap. | 

Alderman W. WALKER (Sunderland) also urged the import 
ance of educating the tramway staffs. It ought to be posible 
to get the men together and give lectures with a view to m 
creased efficiency in the handling of passengers and cars. He 
also urged that if they were all at опе in the matter of the 
decimalisation of the shilling, they should go forward with 3 
resolution. They must not sit down, or they would go 1 
rupt; if they could not get fares up to IId., they must pu 
them up to 11. . 

Alderman W. C. Sumy (York) hoped that the conference 
would not go forward with the coinage revision proposal with- 
out giving it due consideration. To consider that it was d 
sible to induce the powers that be to alter the dunes j 
accommodate the tramway systems of the country appeared © 
be ridiculous. TE 

Mr. А. T. En DHL (general manager, Stockport) pointe: | : 
that in the Sheffield case the increase of 66 рег cent. in , i 
fare per passenger in 1921 as compared with 1904 was hug 5 
than in any other of the five towns mentioned, and UN 
crease of 272 per cent. in the revenue per head was also s ч 
than in any other of the five towns, which showed that i ^ 
crease of fares did not necessarily result in a decre 
revenue. 1 dhe 

Mr. А. R. FranNrEv. (general manager, Sheffield) said Ше 
point was that the fares in Sheffield were the S dis 
Which could be used—the halfpenny and the penny. 1 5 
tances were half a mile for a halfpenny and three mile e " 
penny. That large increase in fare of 66 per cent. 10 the 
really the result of an increase, seeing that in doub nR nil 
halfpenny fare the distance was also doubled. pd | 
admit that they employed many men who were щи | 10 the 
Wis up to the men to give every possible inducem: | ber 
public to use the tramways to the same extent as MY 


Е | f ПАШ 
before. The number of Journeys per head ai К. anl 
Which had increased by 122 per cent. since 1364. king 


beaten by Glasgow, and not reached by any other um 
in England. 


Vol. 89. No. 2,290, OCTOBER 14, 1921.) THE | ELECTRICAL REVIEW. 


515 


„% I EE DSI ET EE IT n sS 


Мг. R. Н. WiLKINsON (general manager, Bradford) pointed 
out that the increase in Journeys per head of population in 
Bradford, namely, YO per wut., was the highest increase of 
all the selected towns, with the exception of Sheflield. Ile 
mentioned that because he had advocated the 2d. fare twelve 
months ago, and it had been a great success. The increase in 
income in the first week following the increase was 32 per 
cent., and the average for the twelve months’ working on 
October Ist next would be about 25 per cent. gain upon the 
revenue earned аё ће tnne the 14d. fare was taken off. That 
fact, coupled with the Increase 1n. the number of journeys per 
head, proved that so far as Bradford was concerned the two: 
penny fare was the right fare to adopt. 


Permanent Way (Public Road) Maintenance. 
By W. CHAMBERLAIN (General Manager of Tram ways, Oldham). 
(-Abstract.) 


Tur subject has frequently been discussed of the action to 
be taken by those responsible for operating. tramway under- 
takings in order to obtain a measure of justice in respect of 
the unfair burden placed upon them by the Tramways Act 
of 1870, by virtue of which they are charged with the. re- 
aponsibility for maintaining a large portion of the roadway 
on Which their tramways are laid, and of which they are only 
partial users. 

After a period of 50 years, the question of road construction 
and maintenance has arrested. the attention of Parliament. 
The subject is, without doubt, one of first importance. ane 
evidence of it is found in the fact that legislation has been 
enacted to deal with the new methods of transport. 

Tramway authorities were in high hopes that the unequal 
financial burden they had been called upon to carry would 
be corrected, but it would appear that the Government depart- 
ment concerned has not been actuated by any lofty sense of 
justice in dealing with the subject, but was content to-operate 
т the @eld of legislation for the most insistent and clamant— 
the usual plan. 

М truinway authorities do not bestir themselves and become 
so unportunate that they cannot be denied, they will make 
no progress with an admittedly just claim. The chief object 
in presenting this paper is to obtain the feeling of tramway 
authorities, and, if possible, to secure concerted effort in 
putting forward our claim for redress. 

In 1570 the House of Commons first gave permission to 
tramway authorities to use public roads, and enacted that they 
should maintain that portion of the road which they used. 
At that time every vehicle on the road was horse driven, and 
they were necessarily of light construction. The tramway 
track was, in fact, materially worn by horses used for tran- 
Way purposes. No form cf road transport has experienced 
such a radical change as tramways, and it is certain that Par- 
liament did not then forsee the use of mechanically-propelled 
Vehicles, with the result that the intentions of Parliament are 
not being carried out to-day. 

The conditions of the 1870 Act have been imposed by every 
private Act since that date right up to the numerous Acts of 
last vear, but it is not pretended that these conditions are 
апу longer founded upon any sort of principle. 

The recent court of inquiry concerning the dispute in the 
tramway industry pointed out the recommendation contained 
in the report of the Select Committee of the House of Coin- 
anons on Transport, dated July 25th, 1919 :— 

" Your committee further consider that it is essential that 
there should be equal financial treatment of all surface means 
of locomotion which exist by an appeal to passenger traffic. 
They regard the rating of the tramways, and their contribu- 
tion towards the maintenance of the surface of the roads, as 
compared with the immunity of omnibuses from both these 
charges, as indefensible, and there are, in their opinion, no 
counterbalancing considerations of sufficient magnitude to 
induce them to modify this view. At the same time, they 
do not propound any specifie means of dealing with this 
problem, which would be one of the duties entrusted to the 
Bugvested traffic authority for recommendation to Parliament." 

The court of inquiry added: “ No doubt the Minister of 
Transport has considered the. subject of providing some con- 
tribution towards the additional cost of road maintenance 
caused by heavy vehicular. traffic, which may pass through 
districts that derive no advantage from it, causing damage 
to the tramway track. the full cost of Which is at present borne 
by the tramway undertaking.” 

Sir Eric Geddes, speaking on the Roads Bill in the Tlouse 
of Commons in December last, did not attempt to oppose the 
claim of tramway authorities on principle. He said :— 

It is the statutory obligation of the tramway companies 
fo maintain the roads. If it ig a wrong one, let them come 
fo the House. I have a great deal of sympathy for the tram- 
Ways There may be a case at a later date for revising the 
Tramway Statutes, but this is not a Bill for revising the 
statutory charges imposed on the tramways and other under- 
takings such as gas, electricity, and water undertakings.” 

It is well known that when roads are disturbed by any 
undertaking, they are nnder a statutory obligation to reinstate 
the road, but there can be no analogy between this obligation 
and the one imposed on tramway authorities whereby they 
ids called upon to maintain the road. Our claim is that new 
conditions demand new treatment. 


A recent traffic census taken in an industrial town showed 
that over a period of seven days the amount of traflic carried 
over the tramway system was us follows :— 

'l'ramicars, 9,905; other vehicles, 41,363; percentage of tram- 
cars to other vehicles, 24 per cent. 

Municipalities, particularly those which operate tramways 
on mun inter-town roads, аге placed in a very serious position. 
Where the roadway has not been constructed on modern lines 
the bulk of the traffic is carried on that portion of the roadway 
maintained by the tramway authority. It is also frequently 
found that the concrete foundation is cracked. or otherwise 
defective, and to meet the needs which spring from the intro- 
duction of heavier road transport a thicker concrete foundation 
has to be substituted. 

Defects in the roadway, largely caused by heavy traffic other 
than traincars, have now to be made good by tramway autho- 
rities, and the repaired roadways are used in common by 
all road. users. 

The principle for which we contend is recognised in the 
Finance Act, 1920, which imposes а graded system of excise 
upon all mechanically driven road vehicles by way ot an 
attempt to assess the burden in accordance with the measure 
of the user of the road; that is all the tramway authorities 
ask for. 

In the Lancashire and Cheshire area the amount paid in 
local rates by the tramway authorities In 1920-21 was £260,235. 

In addition to this expenditure, the amount incurred by the 
tramway authorities in this area during the same period on 
permanent-way maintenance was £330,084, to which must be 
added the sum of £627,051 on permanent-way reconstruction, 
making a total expenditure for one year on permanent-way 
works of £1,007,135. In the borough I represent the amount 
paid in local rates for the усаг 1920-21 was £6,381; of this 
sum £5,363 was in respect of permanent-way. The percentage 
of permanent-way costs to traffic revenue was 24 per cent. 

Although we are the minor users of the roads, as every 
traffic census shows, we are the major contributors to their 
cost. 

Would the withdrawal of the tramwavs cause any less wear 
and tear to the road? On the contrary, it is certain that a 
very large additional cost would have to be borne by the 
Roads Fund. 

It has been argued that tramways do not contribute to the 
Roads Fund by means of taxation. The cost of an excise 
licence for a tramcar is 158. If it were thought desirable that 
tramways should contribute to the Roads Fund in addition to 
being rated on account of their tramways, I think there 
would be little objection if an equitable graded system was 
adopted. 

The equities of the case, and the conditions governing the 
rating and taxing of other forms cf mechanicallx-propelled 
vehicles, whether for passengers or merchandise, demand а 
considerable transference of the burden of road maintenhnee. 

Some ask: To whom would the burden be transferred? 
Would it be to another department of- the same authority? ” 
The answer to this question is twofold. First, tramways are 
а commercial enterprise. They should, therefore, depend upon 
their own earning power, and should not be required to carry 
a burden directly imposed by other road users, in some in- 
stances by their own competitors. Secondly, road maintenance 
—at any rate, of first-class and other graded roads—is no longer 
borne by local taxation, and therefore it is not a case of 
transference from опе pocket to the other. It is now in 
part spread over the actual users of the road through the 
medium of excise licences, and these licences should be ex- 
tended to embrace all users of the roads. 


— — — 


Annual Report. 


The annual report of the Executive Council shows that the 
total membership. numbers 91 local authorities, 95 general 
managers, and 20 associate members. The total number of 
local authorities owning and working tramways is 102. 

The outstanding feature of the vear was the establishment 
of a Court of [Inquiry into the condition of the industry, by 
the Ministry of Labour, under the Industrial Courts Act, 1919, 
An exhaustive Investigation made during October and Novem- 
ber, 1920, by the General Secretary and Mr. Cliff (the last- 
named representing the Employés’ Trade Unions), into the 
financial position of municipal tramway undertakings dis- 
closed an alsrnong adverse condition of affairs, which was 
unrelieved by апу tendency towards improvement. In their 
report it was shown that the all-in operating costs during 
September and October, 1920, exceeded. the traffic revenue 
by over 15 per cent. of the aggregate earnings. It was 
under such financial conditions that an application was made 
on October Bth, 1920, for a further increase of wages of 
twelve shillings per week. The National Council found itself 
quite unable to accede to it, and the Court of Inquiry arose 
out of the impasse thus created, | 

The total amount of war bonuses granted to tramway em- 
ployés has been as follows: (a) £9 per week upon pre-war 
wages, and (b) a maximum of 38. per week upon basie rates, 

The first. reduction of war bonuses by three shillings per 
week under the scheme adopted by the National Council on 
June lith. 1921, took effect at the beginning of August, 1921. 

Attention is directed to the fact that in most cases the 
published balance sheets of municipal tramway authorities do 
not make any provision for renewals not actually effected 
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before arriving at the balance, either deficit or surplus. Only 
five undertakings succeeded in earning sufficient revenue to 
enable them to make provision for the renewal of the perma- 
nant way at the rate which is generally recognised as being 
now necessary, viz., 24d. per car mile. 
The aggregate result is stated as follows :— 
Amount required for renewals at 24d. 
per car mile on the approximate car 
milage run, viz :—-244,000,000 
Less : 
Aggregate amount of surpluses, with- 
out any provision for renewals £1 029,706 
Deduct : Aggregate amount of deficits .. 844,502 


£2,541,666 


Net aggregate surpluses . 185,114 


Net aggregate deficits for the year . £2 356,552 


During the passing of the Roads Act, 1920, through Parlia- 
ment, strenuous efforts were made to secure. to tramway 
authorities some share of the proceeds of the excise duty im- 
posed by the Finance. Act, 1920, upon mechanically propelled 
road vehicles. The proposals made on behalf of the Association 
were opposed by the Minister of Transport and = defeated. 
During the holding of the recent Court of Inquiry, strong 
emphasis was laid upon this aspect of tramway finance, and 
the Court directed attention to it in the report. 

Notwithstanding the cardinal change in the conditions of 
road user by tramways and other forms of road transport. that 
has taken place since horse-traction davs, the Minister of 
Transport seems to be of opinion that the original obligation 
placed upon tramway authorities for road maintenance should 
remain unchanged. ; 

The Association informed the Minister of Transport that 
it dissented from the proposed requirement that in the case 
of new cars designed for exit or entrance at the leading end 
on the near side, the steps used for the purpose must be of 
folding type, but the Minister would not give way. It was 
agreed that a pull of 50 Ib. should be the minimum necessary 
to lift a lifeguard tray off the ground. 

At July 13th, 1921, 33 municipal applications for orders to 
increase statutory fares under the Act of 1920 had been 
granted. and eight refused, 

The Board of Inland Revenue has agreed to continue for 
five years the present scale of annual allowances of 20 per 
cent. on the written-down value of motor 'buses in respect 
of depreciation due to wear and tear. 

Sub-committees are considering the types of trolley col- 
lector gear in use, the relative merits of British and foreign 
rails, the standardisation of gear cases, and the division of 
‘luties of electricians, wiremen, &c., and the British Engineer- 
mg Standards Association is to hold a conference on the stand- 
ardisation of ball and roller bearings. 

The receipts for 1920-21 amounted to £5,321. and the expendi- 
ture to £5,093. The cost of preparing and submitting the case 
for the Association to the Court of Inquiry was £1,616, which 
was met by a special levy. 

An appendix gives the final report of the Rail Corrugation 
Committee, which indicates that after five vears’ observation 
of the effect of running of tramears on ail the rails under 
observation, the summary of conclusions given in the report 
of the committee of October 12th, 1914, is generally confirmed. 
Tt is held“ that corrngation of steel rails is Inseparable from 
the action of the heavily loaded wheels rolling along the 
surface of the tread of rails, and that this rolling originates 
the corrugation by giving rise to superficial stresses in the 
material of the rail tread which are in excess of the elastic 
limit and of the toughness of that material.” 

Another appendix shows that the sums contributed to the 
relief of rates in the current financial vear amounted to 
£43,915, while the sums charged upon the rates amounted to 
£516,361, making a net charge of £472,446. 


Annual Dinner. 


The annual dinner of the Association was held at the Grand 
Hotel, Manchester, on Thursday evening, September 29th 
the President, Mr. Holford, in. the chair, | 
К Ihe loyal toasts having been duly honoured, Coun. J. 
Timpson (Mayor of Portsmouth) proposed The Ministry of 
lransport." In doing so, he assured them that the feeling 
towards the tramway industry of the Ministry Was all that 
could be desired, and the Association could only hope that 
that feeling would be reciprocated by the Ministrv. There 
was never a time when it was more imperative that these 
feelings should exist than to-day. 

Mr. ARTHUR Neat, М.Р. (Parliamentary Secretary to the 
Ministry), responding, emphasised the supreme importance of 
transport. We in this country, he suid, must realise that 
the cheap and efficient transport of goods and people was 
absolutely essential to the restoration of the prosperity of the 
country. Dealing with the work of Sir Eric Geddes during 
his term of office as Minister of Transport, he said that the 
uulways Act was intended to be one of those great permanent 
measures Which would make commerce easy and smooth the 
pathway of the trader. Dealing with unemployment. һе said 
that it must not be forgotten that in this country there had 
been given to local bodies an increasing number of powers of 


local self-government, and the national problem, though it 
were national, had to be solved very largely along the lines 
of local self-government. Both the national Government and 
local governments wanted to catch the same fish, i.e., those 
who had money. Therefore, when local governing bodies went 
to the central Government for grants they really had to go 
to the same public. А deputation from the Municipal Tram. 
ways Association and the Tramways and Light Railways Asso- 
ciation had asked the Minister of Transport to take over the 
duty of fixing their charges for them. As-everyone knew a 
special Act was passed, and the Minister had been discharging 
those duties. He was in a position to say that the Government 
was prepared in the next session of Parliament to promote 
legislation to carry on for another twelve months at least 
the method of fixing charges which was at present in opera- 
tion, and which would see the industry through, he believed, 
until February, 1924. That would enable municipalities and 
other transport people to avoid the necessity of spending their 
money, time, and energy in the promotion of private Bills. 

Ald. W. C. Fenton (Sheffield) proposed The Salford Cor. 
poration Tramways Committee and the Manchester City Tram- 
ways Committee,” and thanked both bodies, on behalf of the 
Association, for the hospitality they had extended to the men- 
bers of the Association. 

Ald. BannETT, J.P. (chairman of the Salford Corporation 
Tramways Committee) and Ald. J. Bowes, J.P. (chairman of 
the Manchester City Tramways Committee), responded. The 
latter gave some figures concerning the Manchester Tramways, 
on which the Corporation had spent £2,500,000; it was the 
third largest system in the kingdem. The revenue from the 
tramways list vear was £1,502,259, but the expenses were 
also very great. In 1914 the salaries paid to the em- 
ployés amounted to £371,192, but this year they were paving 
£1,142,064, which was an increase of 208 per cent. on the 
1914 figure. Expenditure on material had also increased by 
357 per cent. at the present time, compared with 19H. 

The toast of Our Visitors” was proposed by Mr. Ш. D. 
Irving, M.P. (vice-chairman, Burnley), and responded to by 
Mr. G. П. RonrnTs, M.P. (late Minister of Labour and Food 
Controller). The latter expressed appreciation of Mr. Nails 
courage in advising the members of the Association not to 
expect too much from the Government. At the same tine, 
there were aspects of the tramway questicn which nightly 
demanded the consideration of the central Government. 

Finally, a hearty vote of thanks was accorded Ше retiring 
president for his services. 


ELECTRICAL NOTES FROM INDIA. 


(FROM OUR BOMBAY CORRESPONDENT.) 


Your correspondent ias ошу recently arrived in India from 
the wilds cf British East Africa (now Kenya Colony) aller 
some few years’ wandering off the beuten track, where ee 
trical undertakings of any sort are few and far between; aud 
it is а pleasing experience to return to civilisation. once 80210, 
апа to und onesett m a busy town, where tranicars (not seet 
for five years) pursue their way merrily along crowded streets, 
und matters electrical meet one on every corner. , 
It requires but a brief sojourn in India to imbue one with 
a spirit of pure optimism regarding the possibilities of elec 
trical development in this country in the future. Industrially 
the prosperity and greatness of any country depends priman 
upon an abundant supply of cheap motive power. Indi i$ 
rich indeed in raw materials, but this fact alone would put 
make for industrial progress or supremacy. If there were W 
be a deficiency in cheap motive power supply, India’s future 
would be continually handicapped; and in these days of deat 
coal and dear oil, India may be considered fortunate Ш (юше 
wonderfully endowed with a vein of wealth in the рота 
necessary to satisfy the needs of the community. зи 
appearances, India will not lack such a supply, for on all sl : 
one is met with activities towards the development ct he 
wonderfully economie sources of power in watersheds of be 
mountain ranges. | ; D 
The brief outline following is concerned with schemes : 
the Bombay side, the moving spirit in which schemes у 
Sir Dorabji Tata, the nead of the great Indian indus А 
house of Tata. lis activities аге perhaps too well d 
to need any eulogy, more especially in the dine as 
gineering development in general, and hydro-electric cl. 
in particular. 
The Tata Hydro-electrie Power Supply Co., Ltd, B m 
supplying a large number of cotton mills in Bombay, j 115 
Messrs. Tata Sons, Ltd., who are developing e re 
under review. Their power station at Khopoli, a ү fe 
miles from Bombay, has a capacity of 50,000 eth. P. but. 
сап be delivered to. Bombay for 3,000 hours each d put- 
says Industrial. India (from which excellently compre act € 
lication these figures are excerpted), the outstanding whic 
interest at the moment is the huge additional n in 
will soon be available for the inaugurating of large “Үт 
dustries, and the electrical operation of the suburban T 
required to serve them. | „ ty devel? 
Eventually some five power stations will be built oe 
water power in the Western Ghats, the projecte 
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power station being 131 miles from Bombay, and that at 
Kumbharli, 150 miles from Bombay; but it is anticipated that 
the bulk of the energy from this scheme will be consumed by 
industries as near as practicable to these power stations. 
The Andhra Valley Power Co. is building a station at Bhiopuri. 
of 65,000 e.h.p. capacity, and the Tata Power Co. a station of 
150.000 e.h.p. at Bhira; and the above, together with the 
station in operation at Khopoli will render available some 
915,000 e.h.p. for delivery to consumers. 

Bombay is notoriously short of domestic water, the existing 
supply of which is estimated at 38 million gallons per day. 
he municipality has under consideration works to increase 
this at an early dute to 95 million gallons. 

‘the following table gives the supplies of fresh water which 
wil become available from the tail races of these Western 
Ghat power stations :— 

Fresh water 
supply available 
[rom tuil races, 


Power for 


Power House. Consumers Distance to 


e.b.p. Bombay. per day. 
1. Bhiopuri 65,000 52 120,000,000 gal. 
2. Khopoli 20,000 43 100,000,000 gal. 
3. Bhira 150,000 77 300.000.000 ра] 
4. Ambaoli 400.000 131 700, 000.000 gal 
5. Khumbarli 250,000 150 450,000,000 val 


Station (2) in operation. 
Stations (1) and (3) under construction. 
Stations (4) and (5) projected. 


Bombay is one of the largest ports and cotton centres of 
the world, and it will therefore be seen that а supply of 
nearly a million h.p. will eventually be available at a cost 
(so says Industrial India) never exceeding 0.75d. per unit; 
and abundant fresh water supplies can be tapped. 

lhe static head of water on any of the turbines will never 
be below 1,700 ft.; and it is presumed that arrangements will 
be made to operate the various stations in parallel should 
occasion arise. 

Any preliminary description of these projects is necessarily 
sketchy and incomplete, but the bare outline given will serve 
to draw renewed attention to undertakings, which, in size, 
at any rate, will compare tavourably with the Niagara business. 

Brief reference may be made to some of the chief industries 
which await the supply of abundant cheap motive power. The 
mineral bauxite may prove an asset of great value to India, 
Inasmuch as the deposits of laterite in the Peninsula and in 
Burma have been proved to contain large quantities of alu- 
mina; and these depcsits are, it is believed, as in the case 
of certain " high-level’ laterite deposits, in all essential 
respects identical with the substance known as bauxite, the 
chief uses of which are (1) as a raw material in the produc- 
tion of metallic aluminium, (2) in the manufacture of alumi- 
nium salts, (3) in the manufacture of bauxite bricks for 
iurnace linings, (4) in the manufacture of alundum, aloxite, 
&c., for use as an abrasive. 

A still more modern industry is the fixation of atmospheric 
nitrogen for the manufacture of various products, particularly 
in agriculture, and in the manufacture of explosives; and, 
generally, electricity will be adopted here in the iron and 
-teel industry, both for smelting steel, and in the reduction 
of iron ore; its use is also extending to non-ferrous meus 
and for the manufacture of chemicals. 

So much for the schemes taken in hand by the great Parsee 
house of Tata. The shareholders and the directogs appear to 
be common to all the companies concerned. 

The Bombuy Electric Supply & Tramways Co.. Ltd., are at 
present taking about 3.000 kW from the Tata Hydro-electric 
Supply Co., Ltd., to assist over the peak load in the evenings. 

The British manufacturers are fairly well represented in 
India, such large firms as the Metropolitan-Vickers Co., the 
В.Т.Н. Co., and the G.E.C., having branch offices in the 
chief towns. 


ELECTRIFICATION OF THE G. I. P. HaiLway. 


It is proposed to electrify the suburban lines of the Great 
Indian Peninsula Railway, and the Andhra Valley Power Co. 
(referred to above) will be asked to meet the demands for 
power required. 

On first opening from the Victoria terminus in Bombay to 
Kurla it is anticipated that the hourly maximum demand 
wil be 6,650 kW, which will be furnished from two sub- 
stations, and the energy consumption for this section will 
reach about 17.000,000 units per annum. 

On opening from Victoria terminus to Thana, the anticipated 
demand is 9,000 kW, with an additional sub-station of 3,500 
kW capacity; annual consumption 29, 000, 000 units. 

On the final opening to Kalyan the total hourly demand 
wil! be 11.600 kW. 

According to the preliminary figures of the recent census, 
the population of the suburbs of Bombay has increased 50 per 
cent. in the last ten years; and it is estimated that an ap- 
proximate train mileage of 2.000.000 will have to be worked 
оп the first opening. This figure will rapidly increase as the 
development schemes of the Bombay Government come into 

ing. 

The Bombay-Kalyan section will thus operate а service 
equal in intensity to that of any electrified line in the world. 

ithin ten years of the opening the hourly maximum demand 


wil reach 25,000 kW, with a total annual consumption of 
87,000,000 units. 

The Andhra Valley scheme will embrace transmission from 
the Bhiopuri station at 100,000 volts, and distribution in 
Bombay at 22,000. 


HYDRO-ELECTRIC UNDERTAKINGS IN CEYLON, 


The Director of Public Works in Ceylon (Mr. T. H. Chap- 
man), in his annual report for 1920, says that the surveys 
und plan-work in connection with the Aberdeen-Laxapana 
hydro-electric scheme have been continued under the super- 
vision of Mr. D. J. Wimalasurenda, district engineer, and have 
been sufliciently far advanced to enable a fairly accurate 
estimate to be made of the cost of the work up to and including 
the generating station. 

The survey and location of the transmission lines has begun. 
Mr. J. W. Meares, M.LC.E., M. I. E. E., of the Hydro-electric 
Survey in India, and the electrical adviser to the Indian 
Government, visited Ceylon in 1920, at the request of the 
Government, to advise on the scheme, and his report appears 
to have been entirely favourable. 

The estinated cost of the Aberdeen-Laxapana scheme, and 
the cost of energy in the various stages proposed for its 
development are given in the report. The total capital cost. 
excluding transmission lines, is Rs. 8.435.000 in the first 
stage, Rs. 15,120,000 in the second, and Rs. 30,925,000 in the 
third stage. 

Mr. F. Bolton, M.I.C.E., M.I.E.E., visited Ceylon in Novem- 
ber, 1920, and furnished a report dealing mainly with the elec- 
trical production of cyanamide and nitrogenous manures. His 
figures indicate that cyanamide could be produced in Ceylon 
at about Rs. 60 per ton less than it can be obtained for now, 
and that 20,000 tons are now consumed annually, and con- 
sumption Is likely to increase materially in the near future. 


CIRCUIT BREAKERS OF LARGE CAPACITY. 


A PAPER on Modern Switching Equipment." by L. B. Chub- 
bock, engineer to the Canadian Westinghouse Co., was repro- 
duced in a recent issue of the Klectrical News. This paper 
describes, with illustrations. some recent developments in large 
capacity circuit breakers, and is a striking record of the pro- 
gress made in this directicn. 

Among the gear treated upon is the 3,0:0-3, 15.060-V circuit 
breaker shown in fig. 1. This is stated to be the heaviest 
medium-voltage circuit breaker so far manufactured (? by 


Fic. 1.—3,000-A, 15,000-V Circuit BREAKER. 


the Canadian Westinghouse Co.). The three poles together 
with all mechanism, are mounted as a rigid unit on two hori- 
zontal l(-in. channels. Tanks and covers are designed to 
withstand internal gas pressures of over 1,000 lb. per sq. in.; 
80,000-V test condenser bushings are used. These being short. 
and of large diameter (6 in.), have high cantilever strength to 
withstand electromechanical forces. No porcelain or other brittle 
insulation is used. The main contacts are of the“ reverse ” 
brush type; both these and auxiliary contacts are designed 
to maintain contact under heavy short-circuit currents. The 
auxiliary contacts are necessarily large to successfully shunt 
the large rated current (60.000 A) from the main contacts 
on opening. High speed solenoid operation is used, though 
a removable worm gear device is furnished for hand operation 
when desired. A worm gear device is also used for lifting 
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or dropping the tanks. This device сап also be used for re- 
placing a complete tank unit, if necessary. | 

In contrast to the above medium voltage, high current 
breaker, it is interesting to compare the high voltage breaker 
described below. In this case the possible abnormal voltages 
demand very large tanks for insulation requirements. While 
the tank structures ure not subjected to as high pressures in 
arc rupturing ав the l.p. heavy current breakers, yet the h.p. 
tank structures must be of ample strength to withstand any 
oil gas explosion possible. The liability of explosion of plain 
oil vapour is small, as this, when mixed with air, 15 explosive 
within very narrow limits, viz., from 14 to 6 per cent. of oil 
vapour to air. ‘The explosion pressure also does not exceed 
about 75 lb. per sq. in. Arcing under oil breaks up the oil 
more or less into various hydro-carbons, oxygen, and hydro- 
gen. Such mixtures are explosive when mixed with air 
through wide limits from 10 to 66 per cent. proportion to air, 
and may give violent explosions with pressures up to 120 lb. 
per sq. in. If the generation of gas is rapid enough to give 
1j atmospheres compression before ignition, the explosion 
pressure is about 50 per cent. higher. Many failures of l. p. 
oil cireuit breakers in the pust have been traced to failures 
of the tanks under gas explosions. Each pole of the equip- 
ment is therefore fitted with four quick-break contacts in 
series. In these large-capacity high-voltage breakers the arcs 
tend to become long and “stringy.” The current in this 
case (as compared with the l.p. breakers) is small, with slight 
magnetic blow-out effect, and multi quick-break contacts have 
proved very effective in interrupting such currents. ‘The bush- 
ings furnished with these l.p. breakers are of the well-known 
' condenser " type, designed to give a uniform distribution 
of voltage stress over and through the insulation. These 
bushings are all given a 400,000-V, one-minute insulation test, 
and meet this test with entire absence of noise or any evidence 
of static.“ This test is equivalent to a flash-over of 42 in. 
between needle points. 


LEGAL, А 


FREDERIOK SMITH & Co. BUILDERS, LTD., v. WooLr. 


IN the Mayor's and City of London Court on October "th. 
plaintiffs, electricians, 9, Bush Lane, Cannon Street, E.C.. 
sued George S. Woolf, wholesale stationer, 155a, Upper 
Thames Street, E.C., for £10 65. 3d. for repairing electric 
lights and other work done for him. Mr. Warner, defendant's 
counsel, asked for an adjournment because the defendant was 
ill. Mr. Porter, plaintiffs! counsel, opposed that, and said 
the defendant had raised a plea of infancy. There were three 
other actions pending against the same defendant, and he 
had raised the same defence. It was in the public interest 
that the sort of thing which the defendant was doing should 
be exposed in every possible manner. Defendant's mother 
suid he was born on April 2nd, 1900, and was therefore under 
аце when he entered into the present contract. Judge JACK- 
зох said the defendant had no right to come into the City and 
trade there and then get out of his liabilities by setting up a 
plea of infancy. If he were an honest man he would say he 
could not pay and would offer instalments. Mr. WARNER said 
the defendant had started in business, and there was about 
£400 due to him from customers. If they paid he would be 
able to pay the plaintiffs. Judge JacksoN said he must find 
for the defendant, but it was not a creditable thing for such 
а state of things to be going on. If he could deprive the 
defendant of his costs he would do so, but without further 
consideration he was not prepared to decide definitely. 


GIBBS v. METROPOLITAN ELECTRIC TRAMWAYS, LTD. 


IN an action tried in the King’s Bench Division on October 6th 
by Mr. Justice MeCardie, damages were claimed for Hannah 
Ellen Gibbs, of Shadwell, against the Metropolitan Electric 
Iramways, Ltd., for injury sustained by her as the result of a 
collision between two tramcars near Wood Green Station on 
April 5th of last year. 

The case for the plaintiff, as stated by her counsel (Mr. 
Doughty), was that the passengers in the one car, when they 
saw the other car descending upon them, fled to the exits, 
and the plaintiff, who was at the end of the frightened queue 
had the misfortune to get her foot between the two cars at 
the moment of the impact, as а result of which she was badly 
injured, The structure of the foot collapsed, and, said counsel 
the girl would jn consequence Бе a cripple for lite. She Was 
If years of age at the time of the accident, had gained four 
scholarships, and was training for a teacher, : | 

The ‘Tramway Co. paid £350 into Court, but his Lordship, in 
giving judgment, said that although the sum paid in was 
substantial. it was not sufficient, having regard to the nature 
of the injury sustained. The girl, he said, must be compen- 
sated for her great suffering, for she had попе through pain 
and an experience which could not fail to leave & permanent 
effect on her physique, mind, and teinperament. Such 
eects were apt to be underestimated, Ahe plaintiff had 
lost what was sometimes called the great chance of self. im- 


provement. She was a bright girl, but the career of a teacher 
was now closed to her. Bearing in mind that her future 
chances in life, whether in the greater field of industrial өш. 
ployment or the minor field of domestic employment. had been 
marred by the accident and the possibility of a future opera. 
tion, he awarded her the sum of £425, of which £50 woud , 
tu her father. 2 

Judgment was accordingly entered for the plaintiff for £495 
including the £350 paid into Court, with costs. | 


МАТЕ v. MORGAN. 


In the King’s Bench Division on October 7th, Mr. Justice 
Greer. had before him an action in which Mr. Robert Mate 
Whose address was stated to be 150, Queen Street, claimed Чаш. 
ages against Mr. Morgan, an agent, for failure to supply under 
à contract 2,000 Bosch magnetos. 

Mr. Doughty appeared for plaintiff, and defendant was герге 
sented by Mr. Harold Morris, К.С. 

Mr. DouGHTY, in opening, said that there was no question 
аз to quality, the only point being failure to deliver according 
to contract, and the only defence put forward was a statement 
that it was conmion knowledge when the contract was mado 
that the magnetos were coming from Germany, and as defen- 
dant was unable to get them from Germany he was excused 
from his contract. Ihe contract was made on August IIth. 193) 
for the delivery of the magnetos (ZU4 and ZR 4) at the rate 
of 100 a week at £9 28. 6d. each, free of all charges. The sum 
of 41.800 was to be paid as soon as the consent offer was 
uccepted, and the payment of that amount was made on 
August Mth. Mr. Morgan was unable to obtain the magnetes 
in Germany, and on September 2rd he informed plaintiff of 
the fact. 

His Lonpbsuir : And there were none delivered at all? 

Mr. Dovauty: Only one, and that was sent as a sample. 
At the end of last year there was a great demand for thes 
magnetos, and there was still a demand for them. 

His LonpsuiP : Notwithstanding the name? 

Mr. DovauTv: Yes, my lord, notwithstanding the name. 
Continuing, counsel said that they were made of a peculiar 
kind of steel which would take a higher magnetisation than 
any other steel. | 

Mr. Rowert Mate, the plaintiff, in the course of his examina- 
tion, said that he was dealing in magnetos in the summer of 
last year, when he was introduced to Mr. Morgan, who entered 
into the contract for the purchase of the magnetos. The 
plaintiff. paid £1,800. On September 22nd Mr. Morgan saw 
him and told him that be was unable to get the goods. He 
returned the cheque for 41, 800 and offered £100 in addition. 
Не (plaintiff) was unable to say what his loss was from the 
failure on the part of the defendant to carry out bis contract. 

In cross-examination, plaintiff said that the goods were to be 
delivered free on rail at Grimsby, but at the time he had no 
warchouse or place in which to store them. He had entered 
into other contracts to buy magnetos. One was with the 
Vulco Co. for two parcels of 250 each. The 2,000 from Morgan 
and the 500 from the Vulco Co. were the only two contracts. 
He had brought an action against the Vulco Co. for failure to 
deliver, and that was the only action which he had previous 
brought either by himself or through other people with whom 
he was connected. 

Witness was further cross-examined as to the price of mae. 
netos at the time of the contract and the persons with whom 
he had dealings with a view to showing the losses which he 
might have sustained, and trade witnesses were called in sup 
port of his statements that the prevailing prices for magnetos 
were then from £11 6s. wholesale to £15 retail. ! 

At the close of the plaintiff's case a consultation took place 
between the parties, with the result that the record was with- 
drawn upon terms endorsed upon counsels' briefsterm 
which did not transpire except that the £250 paid into Ош 
should be paid out to the plaintiff. 


A Diesel-electric Trawler.—The equipment of the Diese 
electric trawler Mariner was described in a recent er De 
Power. The propelling equipment comprises two eiche : an- 
four-cycle 350 r. n. Nelseco-Diesel engines, each rio pum 
nected to a 165-k W, 195-volt, G.E. d.c. generator. Ine 50 
self excited generators are normally connected in m | 
supply power to a 400-h. p., 250-volt, 200-r.p.m. motor. 
is direct coupled to the propeller shaft. d of tho 

The 400-h.p. propeller motor is located forwar К, frin 
generating sets and has a normal full-load speed range d she 
16) to 200 r.p.m. It is a compound-wound machine, ап). 
taking energy from both generators, operates at nd tho 
but for slow cruising one engine can be shut O "a 
motor then receives power at 195 volts. Under the 
ditions it has a speed range of from 70 to 160 LEH 65-h-p. 

The fishing operations are carried on by means of 8% 
motor-driven main double-drum hoist, installed o 
deck forward of the engine room, which handles 1 19 haist 
cables and ropes of the net as they pass through of the 
brackets fore and aft on either side. The unloading 1 5 
fish at the dock is accomplished by means of 3 6-b.p. 
driven whip hoist located near the forward mast 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit particulars of new or improved devices and apparatus, which will be published 
if considered of sufficient interest. 


An Electric Pipe Lighter. 


THE GENERAL Evectric Co., I. To., Magnet House. Kingsway, 
W.C. 2, has recently put a new electric pipe and cigarette 
lighter upon the market. This device, which appears at first 
to be merely a refinement of luxury, is claimed to be more 
economical than petrol lighters or matches. As will be seen 


Fic. 1.—Tue " MAGNET " ELECTRIC Pire LIGHTER. 


from the illustration (fig. 1) the lighter consists of a evlindrical 
body containing a push-button switch. The element is wound 
spirally upon a porcelain cone. ‘The lighter сап be supplied 
in а variety of finishes, and adapted for either table use or 
fer mounting upon a wall. 


Ornamental Electric Fires. 


Hitherto electric fires have been somewhat light in construc- 
tion and have generally been limited to some 2,000 watts. With 
the increasing use of electric heating came the demand for 
fires of more substantial construction, larger capacity, and 
handsomer appearance. The GENERAL Errcriuc Co., Lrp., has 
produced a series of fires expressly designed to meet this 
demand. The bodies of these fires are iron castings of sub- 
Kantial proportions and beautiful design. Several patterns of 


Mig. 2.—A MAGNET ORNAMENTAL ELECTRIC Fire. 


single and double fires are available, and each can be obtained 
in various finishes. A typical fire of the double type is shown 
in the accompanying illustration (fig. 2). the block body being 
relieved by brass ornaments. 

The standard fires are made in 2,000-watt and 4,000-watt 
sizes and are provided with high efticiency heating elements 
of the glowing wire coil pattern. А selection of cast iror 
fires can Бе seen at the company's showrooms at Magnet 
House, Kingsway, and at any of their provincial branches. 


A Simple Form of Ammeter. 
The ammeter, shown in the accompanying illustration, has 
been designed primarily to test dry cells. It is constructed 
80 that contact may be made directly to the battery without 


the use of a wire lead, but a terminal is provided so that a 
lead can be used 1f so desired. 

A dry cell may be tested with this ammeter by placing 
the metal insertions on the back of the instrument оп the 
terminals of the cell. A dry cell of ordinary commercial size 
when new should register approximately 28 amperes. 

A one-piece aluminium punching serves as the coil or sole- 


Fic. 3.—A SiMPLE AMMETER. 


noid as well as the terminals, dial plates, the mounting for the 
armature, and the support for the glass. The entire collection 
thus formed is placed in a composition case, so as to form an 
ammeter of the most simple design and construction. This 
unique construction, it is claimed, eliminates soldering the 
screw connections common in other meters, making a more 
durable, dependable and accurate instrument. The meter 
is sealed so that it cannot be opened or tampered with. The 
stamped coil or solenoid is the feature of this invention.— 
Scientific American. 


The Wheatcroft Soldering Iron. 


Our illustration, fig. 4, shows one of a number of sizes and 
types of electric soldering iron that have been placed on the 
market by Messrs. ELLIs & Cor, 308, King Street, Hammer- 
smith, London, W.6, in which the bit is made in one piece so 
as to eliminate the screwed joint that is apt to give so much 
trouble. The bit can be taken out to shape the working end 
to suit the work in hand: it can be easily adjusted for wear, 
and repairs, when needed, are simple to make. The iron is 


Fic. 4.—THE WHEATCROFT 
SOLDERING IRON. 


rovided with two heating elements, one above and the other 

low the copper bit, which are in no way connected to the 
latter, so that they can be easily replaced. The type “А” 
iron has been specially designed for armature work, the handle 
being protected by a fibre guard from falling solder; the grip 
is made of compressed cork. This size of iron has a copper 
bit 2 in. wide and d in. thick, and it consumes about 400 watts. 
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NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED.) 


Cempiled expressly for this journal by Mzssrs. Ssrrow-Jowss, O'’Dait аир 
$таризиз, Chartered Patent Agents, 285, High Holborn, London, W. C. 1. 


25.408. '' Airvooled transformer tank." 


St. George's Engineers, Ltd., and 
К. W. Strawsoun. September 26th. 


25,411. *' Electric. cutout" W. H. IIlingworth. September 26th. 
25,428. “ Electrical connectors.“ Credenda Conduits Co., Ltd., and F. F. 
D. Davidson. September 26th. 

25.473. “ Method. of producing alternating clecarie currents. of. frequencies 


differing from synchronous frequency of high-speed turbine-drivon generators.“ 
W. T. Rushton, September 26th. i 
25, 179. Electromechanical — high-pe:d 


relay for wireless signalling.“ 
Н. S. Robertson and F. Wilson. 


September 26th, 


25,89. Therinionic devices." Ges. fur Drahtlose Telegraphic. September 
26th. (Germany, October 22nd, 1920.) 

25,493. '' Apparatus fop recording, reproducing, and amphfying sound.” 
с Bhieberger. September 26th. 

25.0 83. Slip-ring connections of alternaiingaeurrent. electric motors.” W. 
Kedshaw,; Sepeember 27th. 

35,529. ** Mouthpiece for telephones, &” R. Tull. September 27th. 

25,44. Device. for automatic operation of circuit breakers.” Maschinen- 
f;brik. Oerlikon. September 27th. (Switzerland, October oth, 1920.) 
25,543. Drives for magnetos, с. B. S. Anderson. Seprember 27th. 
25,963. '' Automatic, &., telephone systems.” W. Aitken. September 27th. 

25,560. Flux«oated. electrodes. for electric аге welding." А. C. Hyde. 
Sepicmber 27th. 

25,981. “ Radio receiving systems, signalling systems, &c." Radio-Com— 
municaion Co., Ltd., and J. Scou-Paggort. September 27th, 

25,994. "' Reudio-localisers. C. C. Culver. Sepuember 27th. 

25,50 6. Fluorescent: screens.“ British Ihomson-IIouscon Co., Ltd. (Gene- 


ral Electric. Co.). September 27th 


25,5998. '' Phase-regulating devices" H. Baron (Signal Ges.). September 
27th. 

25.000. '' Worm gearing for electric vehicles.” G. Muller. September 
27th. (Germans, October 19.h, 1920.) 


25,0 1. Felephones for mines, &c." M. C. Ellison. September 27th. 
25.611. Rontgen-ray installacions.““ Naamlooze— Vennourmschap Philips? 


Gloveilampen-fabricken, September 27th. (Holand, Jul, iti) 


35,629. *'' Apparatus for indicating position of trolley poles and pulleys of 
electric trams, с” E. Р. Naish. September 28th. 

25.651. Enclosed electric motors." D. A. Evans. and H. C. Hodgson. 
September 28th. | 

23,008. '' Lighting systems of electric tramears, е, Н. A. Black and 
D. B. Russel. September 25th. 

25.666. Siationary transformer of alternating. current to continuous cur- 
rent." А. Verner. September 28th. 


25.67 J. Are lights.’ J. J. Harmer. September 28th. 

25.685. Charging stations for cleciro-automobiles, &e. A. Bjerke. Sep- 
tember 28th. 

25,600. Electric liquid heaters.” Festa kt. Ges. September 2ЁП. 
(Switzerland, October 7th, 1920.) 

25,009. *"' Electric incandescent lamps and manufacture of same,“ Patent 


Treuhand Ges fur 
November 20th, 1920.) 
25,700. Аррагазих for electrice discharge through pases.” 
Co., Ltd., and J. M. Ryde. September 28th. 
25,711. “ Electromagnetic relays.” 
Co., Ltd. September 28th. (United 


Elektrische Gluhlampen. September. 28th. (Gernians, 


General Electric 


Automatic 


Telephone Manufacturing 
States, 


October fst, 1920.) 


25,719. Galvanic batteries.“ G. Oldham and J. Oldham, September 2h. 

25.720. Miners’ safety, &c., electric hand lamps." G. Oldham and J. 
Oldham, September 29th. 

25.733. Protecuive coverings of electric. conduc ers.“ J. C. Whiie. Sep- 
tember 29th. 

25.7314. Bridge fuses, &., for electric lighting and power." J. II. Fen- 


wick. September 29th. 


ТЫ ы 2 : + › , ` H — 
25,730. '' Electric sound-producing horns." W. А, Crosbee. September 


2h, 

25.711. Electric bell pushes.” J. H. Moss. September 28ih. 

25,794. Telephone attachment." Н. Gardner and G. H. Wood. Sep- 
tember 29th. 

25,797. “Operating mechanisms for electric switches.” Metropolitan- 


Vickers Electrical Co., Ltd. September 29th. 
25.798. Operating mechanisms for 
Vickers. Electrical Co., Ltd. 


elccirie switches," 


| M-«tropolitan 
September 20th. 


25.800. Reactors.” British Thomson-Houston Co., Ltd. September 29th, 
255,0. Electric switches,“ British Thomson-eHouston. Co., Ltd. (General 
Electric. Co.). September 29th. 

25,811. hi Filament lamps for vehicles.” Siemens Bros. & Co., Ltd., and 
А. C. Whitehead. September 29th. 

25.821. '' Automatic exchange telephone apparacus.” W., 


мой. Telephone 


Manufacturing Co. (1929), Lidl, and A. Е. Wood. September 29th. 
25.822. Wireless telegraphy and telephony apparatus," H. P. P. Rees, 
September 29th. 

25.24. Elecuric switches" G. J. Suaon. September 29th. 

25.8388. Electric fuses.” G. Turnock. September 30th. 

25.847. Automatic electric switches.” W. J. Men and W. D. Vick. 
September Wih. 


25.859. Commutator rotor," P. Brindle. September 30th. 


25, K . Apparatus. lor sending out and receiving. wireless 
FElenger.| September 30th. 

25,895. Combination connection 
Hippisley and А. Milham, 


messages.” А. 


| adaptors for electrical fittings, Кс.” A. 
September 30th. 


25,896. ''Commutators. for electric dynaimos, &c." H. Herrmann. Sep- 
tember 30th. (France, November Sth, 1920.) 

Beane 5 . пеи 

25,905. A Wireless signalling systems." British Thomson-Houston Co. Ltd. 
(General Electric Co.). September 30th. ' 


25,913. t [gnition magnetos for internal combustion e 
neto Syndicate, Lid., and E. A. Watson. 


25.21. Rotary cleetrie switches.” G, J. Sutton, September 30th. 


: 9 | ]. M. Lamb and F. W. October Ist. 

984. '' Automatic devices for co i 1 

| А » ntrol of motive power f le Tat- 

ind sets." E, Nuttall October Ist. e 
26.002. *'' Devices for s 

Krupp Akt.-Ges. F. 


nyines.”’ 


M.L. Map- 
September Both. 


“Electric lamps.” Roper 


parkless disconnection of an 
October 


inductive: resistance.” 


Ist. (Germany, October 4th, 1920.) 


26.004. ** Sparking plugs." Bluemel B „ 5 
Daher RÈ 8 P $ ros., Ltd, and R. E. Bluemel. 
266.016. “ Automatic exchange 


telephone apparatus.” 
c0, Lel, and A. F à 
Coil ignition and lignting systems.” 
and W. Trowell. October Jst. | 
26.026, '' Apparatus for rooming horses 
Appliance Co., Ltd. October Ist. 


26,038. '' Combined governor, gov i 
$ a "ern А r ^ 1 
NV ы ernor drive, and magn»*o drive for trac- 


1 W. Stott, Telephone 
Wood. October Ist. 


National Ignition & Supplies 


Manufacturing Co, 


26,017. 


Co.. 


and cattle," Hotpoint Electric 


PUBLISHED SPECIFICATIONS, 


Tue aumbere in parentheses are those under which the specificatio 


printed and abridged, and all subsequent proceedings will be тш м 


E ~ * 


1910. 
4.559. Distant telescopes ог 


March 28th, 1916. 


control of 


(168,918.) 


cameras." J. B. Henderson. 
21920. 

7.849. Wireless reception and particularly methods and means whereb 

the direction of the incoming waves can be determined.” A. K. Macrorie Н 

Morris-Aiiey, and S. Н. Long. March Ийһ, 120. (168,925.) „ H. 


10,534. leccric motor control." — British Thomson-Houston (o. Lid 
and N. Shuttleworth. April 15th, 1920. (168, 935.) 09 
10,951. Dynamo-electric machines." Н. A. Cope (E. Haefely et Cic Akt. 
G.».). April ZUth, 1920. (165,936. | 
12.868. Secondary or storage batteries.” R. C. Houston. May 10th 
1929. (168,944.) ' 


12,931. Methods of and means for producing alternating currents," 
British Thomson-Houston Co., Ltd. (General Electric Co.). May 10th, 13% 
(168,947 .) = 

13,276. “ Electric heating apparatus for waving ог curling the hair," 
Marcel’s Permanent, Ltd., and F. Kerka. May 13th, 1920. (108.954) і 

13,277. Resistance switches for controlling the intensity of electric cur. 


rents." J. Watkinson, N. C. Francis, and A. E. Quennell. May 13th, 1920. 
(168,955.) І 
14,950. '' Mine signalling systems." Sterling. Telephone & Electric Co., 


Ltd., and W. C. Davey. June 2nd, 1920. (168, 902.) 

15,111. Tool for clectric cable stripping. G. H. Scholes, and E. A. Clare. 
mont. June 3rd, 1920. (Addition to 149,739.) (168. 964.) 

15,316. Method of signalling in systems generating high-frequency. oscilla- 


tions.“ Western Electric Co., Lid. (Western. Electric Co., Im.) Jun: Fih, 
1920. (168,967.) 

15,646. Production of metals and гПоуѕ for use in making thirmo 
couples and for other thermo-clectric purposes." W. C. Heraeus Go, 
June 9th, 1920. (Addition to 138.648.) (168,977.) 

15.512. Handle for electric are welding." J. Dooley. June Ilth, 1% 
(168,969. ) 

10.0 System for the conversion of continuous or direct currents into 
alternating currents.” F. Breisig. March 1th, 1919. ((144.720.) 

10,065. Metal vapour electric discharge apparatus," diemens-Schuckent. 
werke. June 18th, 1918. (145.030.) 

16.177. Feansmitting circuits for wireless telepraphy and telephony,” 


А. К. Macrorie and G. Shearing. June ph, 1920. (169.067.) 
16,156. ** Process for obtaining an increased light cleeirical cflct in igh 
electrical cells with alkali metal cathodes and other cells of a similar nitur" 


A. Sinding Larsen. June Lith 1920. (169,008.) 


17. 017. lFelegriphie reception," Siemens & Halske АКА бех. рі 
27th. 1918. (140.127) 

17.208. Submarine sound receivers.“ Submarine Signal Co. (June 2/5. 
1919. (146. 150.) 


17.470. Automatic compressed-air brake controlled electrically and М 
compressed air, particularly for trains composed of several motor vehicis. 
P. C. Rushen (Knorr-Bremse AKf.-Ges.). June 26th, 1920. (1632002. 


18,407. “ Telphonozraphs." Telegraphon Ges. July Vth, 1919. (17. 

18,913. Telegraphic ciphering and deciphering mechanism.“ Western 
Electric. Co., Lid. December 9th, 1918. (Addition to 146,520.) (146,91) | 

19,004. '''lesting sets including electri: current transformers for use wiih 
measuring instruments.“ Compagnie Pour La Fabrication des Compteurs 
et Materiel D'Usines à Gaz. June 30th, 1319. (17,055) 

19.368. Attachments for submarine cable recorders." F. S. Whitney, 
July 7th, 1920. (169,049.) x 

19,534. Signalling means for submuirine bots.“ O. von Trupp. Mav 
29th, 1917. (147,597.) E 

19,540. “ Electricity meters for indicating the watt ss. conyumphan m 
alternating current and threc-phase current installations.“ Kortiag inf 
Mathiesen Akt.-Ges. December Ilth. 1918. (117,602.) | | 

19,687. * Wave telephone systems.“ Ges fur Drahtlose Telegraph 
January 17th, 1919. (147.6 .) 

19.761. Thermionic tube amplifying devices.“ M. Latour. December 
4th, 1918. (Addition to 127.318.) (147,798.) 

19,936. Voltametric electricity meters.“ Sicmens-Schuckertwerke. Men! 
llth, 1919. (Addition to 147,879.) (147.88 1.) 


19.980. Reccivinu device for subaqueous sound signals.“ Signal 65 
December l6th, 1914. (147.934.) » 

19,994. Submarine sound transmitting and recciving apparatus. 
Ges. March 10th, 1917. (147,939) , Jo eh 

19.997. Submarine sound producer." Signal Ges. February 2h. d 
(147 942.) 

19,998. “ Device for preventing 
magnetic sound apparitus. Signal Ges. 


©; ea 


NE 


Магіле elec ter 


(147.143) 


disturbing noises in 
Mas 4th, 1918. 


19,999. “Device for preventing disvurbing noises in „ 

mug net ic sound apparatus," Signal Ges. May th, 1918. (Addition 

147,943.) (147,944.) MUR 
20.003. Arrangement for avoiding disturbing noises in lisenin? . 


H . " . + at 3 dus * Arh, 
caused by changing circuits associated therewith. Signal Ges. March 2 


1917. (047,945.) | "n 
20,031. “ Means for ob. dining unidirectional potential differences er e 
of constant value.” British) Thomson-Houston. Co., Ltd. Decembr = 
1915. (168,129) . | 
20,371. “ M receivers.” Signal Ges. November 29th, 1919. 17 
00,373. Sound pour us" Signal Ges. March l^th, 1316. фе y 
20.374. Sound signalling device for dense propsgating mediums.” "e 
Ges. March 3rd, 19217. 148,427) | dug" 
20.842. '' Sound signalling device with two plates for dense m 
Signal Ges. April 27th, 1917. (Addition to 148.427. (148.9%) Jans’ 
20.847. Reception of submarine sound signals." Signal Ges, Juni? 
25th, 1917. (149,325) КТЕ 
20,849. “Submarine sound transmitter." Signal Ges. May Al. 
(148,947.) | — 
20,850. Receiving device for submarine sound signals. 1g 


May 19th, 1917. 


21.676. 


(Addition to 1,995, 1913.) (148.988.) 


| | | aces F. E. Меи" 
Burning of carbon electrodes. in electric furnaces. œ 


July 19th, 1920. (169,060.) cave Co, Lid Wi 
21,684. '' Telephone repeating circuit." Western Electric tO. 

31st, 1919. (149331) р nt of hyde 
21,756. “ Electrical apparatus for the electro-ehentical tre atm. i 

carbon vapours.” L. B. Cherry. July 20th, 1920. (109.063 oath, 19 
99440. “Electric lamp supports.“ A. C. Runkel. Jul 

(169.071.) : Iv 30th, 199 
22.673. '' Electrical current plugs." W. de Renzi. July | 

(169,07R.) dham, 4? 
23,373. “ Сах exits for galvanic batteries.“ O. Oldham. G. OMh 


J. Oldham. August 9th, 1920. (169.082.) 


5 я е” V. ]. C. lm 
23,693. “ Alternating current electro-magnetic engine. ' 


August 13th, 1920. (169,085.) rne Mit 
95.466. “Time limit relays for use in electrical supply 10.731 

politan-Vickers Electrical Co, Ltd. September 3rd, 1913. AS. и Mp 
25,650. “ Electric transforming: systems or devices. H. 5. 


tember 6th, 1920. (169,003. th. 


g’: 
September ?“ 


27,461. '' Electrically propelled boat.” M. К. Loja 
1320. 169.105.) . 1% a continet 
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Тив. ery {ог-есоношу at any price; ig heard o on, ali A 
and the. first item of. expenditure іо „ре. tackled, with 
aview toraduction; is almost ‘invariably that:of wages. 
Whether the remuneration:'£o:be examined: he official 
salaries, national’ or municipal, or ‘thé wages of opera- 
tives, this item ‘of ‘direct expenditure, ‘precisely | because 
it 28 direct expenditure, 18 БО situated in the industrial 
prospect as to attract the first attentions of. the econo- 


miser Cat (ne prb SRE ө е i „ 3 ке. 

It is ot: our. intention to deny. that wages, like every 
other éxpense, must be- constantly watehed, with a view. 
to obtaining the highest return for’ the: expenditure 
laid out. That is oily. to make fór business efficiency, 
the first. aim of every true engineer. Hur object is 
ruthen to dra attention to the true principles, by which 
the. reward of labour, whether af the head or ot the 
hands, ought to ‘be determined. That there are such 
principles must be cléar td the. imde ef our readers, 
who are: accustomed té think іп. engineering terms, and 
to deal with engineering problenis ; bat to the lay mind, 

to the man in the street, who takes most of, his views 
straight, from the pages of his daily or weekly stunt- 
monger, the very existence of any principles at all tends 
to be obscured by the incoherent clamour of every igno- 
ramus who stands on. a stump and yells ‘‘ Anti-waste,”’ 
or anti-anything else; i that нЕ help him to grind 
his.own axe. . T 

The presidential address delivered by. “Mr. W. L. 
Hichens before the Economic Scienee. Seption, of the 
British Association on September 8th, is one among а 
number of efforts now being made by the great engineer- 
ing employers to.bring home to the workers an adequate 
knowledge of the facts of the industrial situation, and 
of.the economic laws which govern it. Mr. Hichens is 
the chairman of Messrs. Cammell, Laird &. Co., Ltd., 
the steelmaking, engineering, and shipbuilding firm, 
of Sheffield,, Birkenhead, Penistone, &c., and he speaks 
with an authority and. experience not to be gainsaid. 
Wages have to be paid out of the accumulated wealth 
of the community, and that accumulated wealth comes, 
and: can only come, from, the receipts of industry—in 
other words, from the sale of goods. The law of supply 
and demand operates to make the sum total of industry 
vary in а periodic fashion, the periodic times being 
more or less irregular. Since industry varies, wealth 
must vary, and consequently wages must vary. During 
the period of unexampled industrial activity brought 
about by the war, wages rose to unprecedented levels. 
The scarcity of labour was one reason, leading to a 
үт rate of real, or commodity, wages; the scarcity 
of provisions.. bringing about higher expense, and in- 
crease generally in the cost of living, was Another, 
leading to а higher rate of apparent, or money, wages. | 
The present is a time of depression such as has not 
existed within the memory of most present-day workers, 
though many equally bad, and worse, crises, have been 
recorded in the history of every country. 

The natural operation of the law of supply and 
demand makes money wages low when goods are plenti- 
ful, and high when thev are scarce. The real state of 
wages, represented by the purchasing value of money, 
may remain much the same in both cases. In times of 
plenty, and consequent cheapness, labour has a tendenc v 
to become scarce, because people start in business for 
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themselves, and do not want to work for employers. 


This tendency must have been apparent to most о our 


readers, who will, without difficulty, be able to recollect 
numerous instances that occurred within their own circle 
of acquaintance during the boom years 1919 and 1920. 
The apparent prosperity of those years was, as nations 
and individuals are finding out to their sorrow to-day, 
largely a will-o’-the-wisp, and most of those who ran 
after it became engulfed in the difficulties of the situa- 
tion. When prosperity wanes, those who have not been 
sufficiently successful on their own account, seek em- 
ployment again, and this alternate scarcity and pleni- 
tude of available assistance raises and diminishes 
wages, against the operation of the ordinary considera- 
tions of supply and demand. 

The next principle is that of the living wage. All 
must agree that subsistence well above the poverty line 
is the due right of all who are willing to work for it. 
Views of what is a living wage must necessarily vary, 
and must generally advance, as the standard of living 
of the community varies. It is an ideal, however, and 
the realisation of ideals, however desirable, must neces- 
sarily be regulated by facts and circumstances as they 
exist from time to time. The subsistence expenses of 
а married man with a family must necessarily be greater 
than those of a single person, but the suggestion put 
forward by Miss E. F. Rathbone, that wives and chil- 
dren should be provided for from a fund contributed 
equally by single and married men would not afford 
а satisfactory solution. In his book,* recently reviewed 
in our columns, Mr. J. S. Hecht advocated the estab- 
lishment of а living wage based upon the daily neces- 
saries of life of the average man with the average 
family; and in our view the wage paid to every full- 
time adult worker should be such as will permit him 
to marry and bring up a family. It is highly undesir- 
able that а man should be obliged to notify his marriage 
or the birth of each child, as а ground of increase of 
»emuneration. If private employers paid on such lines, 
who will doubt that single men would be employed in 
preference to those with family responsibilities?  Pri- 
vate employers will not wish to undertake the adminis- 
tration of such a fund as Miss Rathbone suggests, and 
we have had enough of State administration for the 
e present. 

Mr. Hichens advocates, as his third principle, that 
of payment by results. "lhis has much to recommend 
it, and the trader on his own account lives by the results 
he obtains. In great organisations, however, it is 
exceedingly difficult of application, and most large 
industrial firms in the electrical industry have passed 
through the phases of attempting to apply this system 
of payment and then abandoning it. Тһе .trade unions 
concerned bitterly oppose it; and if we could depend 
on everyone doing his utmost, and so endeavouring to 
deserve the best possible remuneration, we ought not to 
jump to the conclusion that they are completely mis- 
taken in their opposition. Piecework is a form of pay- 
ment by results, but it is largely modified by ‘* ca’ 
canny." In discussing this question Mr. Hichens briefly 
touches upon women’s wages, and reaches the conclusion 
that for a number of reasons they must be lower than 
men's. Experience seems to show that at present it is 
the exception to find women doing the same work as 
wen. What may be the case in a generation’s time one 
cannot prophesy now. 

Mr. Hichens next mentions, under slightly different 
designations, the five principal circumstances governing 
inequalities in wages, viz., the agreeableness or dis- 
agreeableness of the employments themselves; the easi- 


ness and cheapness, or the difficulty and expense of 


learning them; the constancy or inconstaney of employ- 
ment in them; the small or great trust which must be 
reposed in those who exercise them: and the probability 
or improbability of success in them —all of which are 
fully discussed in Part 1, Chapter X. of Book I of Adam 


© The Real Wealth of Nations, or A New Civilisation and 
its Economic Foundations." By John S. Hecht. Erec Rev. 
March 4th, 1921, p. 295; and Erre. Rev., April Sth, 1921. pp 
442-3. A 


Smith's ‘‘ Wealth of Nations." Considering that this 
work was published in 1776, it is remarkable how much 
of it might, with equal aptness, have been written 
to-day. 

Finally, he discusses profit-sharing, finding in it the 
defect we have so frequently pointed out, that the finan- 
cial result to any individual worker is insignificant, 
Moreover, it does not tend to the efficient development 
of business enterprises that all profits should be dis- 


tributed, whether as dividends or as additions to wages.. 


Thé investment of profits in the improvement and ex- 
tension of the business is one of the first cares of the 
enterprising individual trader, and this is one ot the 
best means of increasing the amount of employment 
provided by the business. 

The whole wages question is always with us. It is of 
almost primeval age, yet ever new. It is not to be 
expected that a permanent settlement will be reached, 
but all considerations seem to point to the fact that 
joint control of industries by employers and employed, 
or Whitleyism, is the most likely method of reaching 
satisfactory results, and periodically reviewing and 
adjusting those results, that has been suggested up to 
the present time. 


„ JAPAN was the first to break: will 
she be the first to mend? " This im- 
portant question is discussed in an in 
teresting report by Н.М. Commercial 
Counsellor at Tokio (Mr. E. Е. Crowe) and the Acting 
Commercial Secretary (Mr. G. B. Sansom), which bus 
been issued this week by the Department of Overseus 
Trade. The question is important from the point of 
view of the recovery both of Japan's purchasing power 
and of her capacity to export. Although the British 
Commercial Representatives naturally do not commit 
themselves to a definite answer to this question, they 
give some very plain and useful indications. From 
these certain deductions may be made which should give 
great satisfaction to the British trader. Тһе report 
does not agree with the pessimists who believe that the 
worst is yet to come. It points out that importation is 
beginning to revive, accumulated merchandise to be 
cleared, and confidence to be restored. Japan ас 
quired, during the war, infinitely more catholic tastes 
with regard to foreign goods, and still possesses tli 
means with which to gratify them. The United Kins- 
dom should have an excellent chance of catering for 
these new requirements, for she enjoys a splendid re 
putation in Far-Eastern markets. Japan appears, 1 
fact, to be in the exceptional position of having 
recovered her purchasing power, whilst her export bust- 
ness still remains under a cloud. This brings us to an 
aspect of the situation which is of particular interest to 
the electrical trade, namely, Japan's capacity to mam 
facture for oversea markets. Much has been heard 
during the past few years of the flooding of China, 
Australia, India, and even South Africa and South 
America with low-priced goods produced by cheap 
Japanese labour in imitation of Western manufacture: 
Examples which our readers will readily recall are e 
ing fittings, wires, lamps, and other small oe 
accessories. Cheap these were without doubt. W ns 
they were worth the exceedingly low price asked ы 
them depended largely upon the amount of British | 
material that entered into their manufacture. ^7 
Crowe and Mr. Sansom, in their report, do not iua 
specifically to this class of goods. But in M E 
the fact that Japan's export trade is at a standstill, i 
state plainlv that her present costs of pouce "s 
too high. Furthermore, the high exchange value 0 ч 
ven adds to the difficulties of. finding markets for - 
goods in the impoverished countries of the world. 7180 
other weighty factor against Japanese compen 
abroad іх, we know, the failure to maintain 
Meanwhile, so long as the domestic demand 1% 
Japanese articles remain high in price. there 
opportunities for selling British products. 
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THE BLACKBURN (EAST) ELECTRICITY WORKS. 


Fon some years before the war the need for an increased 
electrical power supply had been occupying the atten- 
tion of the Blackburn Electricity Committee, and in 
1912, Mr. P. P. Wheelwright, engineer and manager of 
the electricity department, submitted to the Town Coun- 
cil preliminary plans for а complete power station to 
contain two 5,000-kW turbo alternators, with the neces- 
sary boilers and accessory plant. These plans were sym- 
pathetically received by the Town Council, and after 
careful consideration a scheme based upon them was 
drawn up and submitted to the Board of Trade which in 
1914 granted its sanction for the work to proceed. Ава 
result of this the requisite land was bought, and it is 
upon this land that the present station is being erected. 
During the war the scheme was held in abeyance, and 
when in 1919 the Council returned to a reconsideration 
of the plans it was found that the wider experience of 
the advantages of the electrical drive obtained during 
the war, and the consequent increased popularity of this 
form of power, had increased the demand for electricity 
in the district so that it greatly exceeded that antici- 
pated in 1914, and accordingly the original plans were 


columns were up, in another two months. the steel struc- 
ture was complete, while before the end of the year the 
whole building, both boiler house and engine house, 
had reached its final stages. In the meantime the 
foundations for the cooling towers had been laid, well 
boring was progressing, the wharf was built and the 
canal dredged, cranes were erected both inside and out- 
side the building, foundations were laid for the machi- 
nery, an electric locomotive was delivered, and all the 
various parallel works had been carried out. 

Within one year of the laying of the foundation 
stone, the boilers, the economisers, the condensers, the 
feed pumps, the circulating pumps, the ash-handling 
plant, the soot blowers, the switchgear, the cranes, the 
coal conveying and mechanical stoking plant, the tur- 
bine and the alternator for the first half of the station 
were delivered, and to-day, when the opening ceremony 
takes place, finds the first half of the station in com- 
mission ; it is expected that the station will be complete 
and in final running condition before the early spring 


of next year. 
In designing the plant special care has been taken to 


Fic. 1.—EXTERIOR OF BLACKBURN (EAST) POWER STATION. 


redrafted to make provision for a station of double the 
the original capacity. The present station will, there- 
fore, contain two 10,000-kW turbo-alternators. 

Tenders for the comprehensive carrying out of these 
plans were invited, and that of the English Electric Co. 
was accepted by the Council in August, 1919, and work 
was commenced immediately upon the first power station 
to be built under the auspices of the Electricity Com- 
missioners. Sir John Snell, and the Electricity Commis- 
sioners under his chairmanship, have exhibited the 
warmest and most practical sympathy with the work. 

Credit is due to Mr. F. G. Mitchell, of the Mitchell 
Conveyor Co., who prepared designs of the structure 
In such a way that steel work was ordered within the 
first month of the contract, and during the progress 
and erection of the job no radical alterations have been 
necessary, nor has delay been caused. 

The ground forming the site of the station was water- 
logged, and some form of artificial foundation had to 
be employed. In preference to erecting a building on 
piles, it was decided to build a concrete raft. Before 
building the raft a special line of broad-gauge railway, 
1,000 yards long, was laid from the local gasworks 
siding to the site of the station to facilitate the bringing 
up of material. The raft was completed, and the 
foundation stone was laid on May 13th, 1920. After 
this the progress was rapid; two months later the steel 
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ensure that the supply of coal to the station shall be 
econoniically dealt with, and so arranged that the de- 
partment is free to receive coal either by canal or rail. 

The main 20-ton travelling crane represents the com- 
plete receiving, storing, reclaiming, and weighing plant 
for the station. The full wagon is lifted Бу the crane, 
weighed by the crane operator, discharged into the coal- 
hopper or on to a storage heap and the empty wagon 
weighed again before being replaced on the track, so 
that the net weight of coal is ascertained. The one crane 
operator discharges the wagon and weighs the coal, 
thus cutting out the weighbridge with capstans and 
attendants, and the shunting usually necessary. When 
the coal is not to be placed into stock it is discharged 
direct by the crane into the receiving hopper of a skip 
hoist. The skip hoist and belt convevor work automati- 
cally, one ton of coal being fed by weight into the skip 
every time the skip is elevated. The operations are 
counted so that a correct record of the amount of coal 
passed up into the bunkers is kept. A maximum of 
40 tons per hour can be dealt with in this wav. In ad- 
dition to lower power consumption the upkeep and 
general repair costs of a skip hoist are тегу light com- 
pared with апу other form of elevating gear. А Mitchell 
belt convevor distributes the coal to апу portion ot the 
bunker, and completes this plant, which, it is claimed, 
i3 the most efficient that could be devised. 
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When unloading from barges or reclaiming from 
store, an electric grab is attached to the 20-ton crane. 
This grab has only to be hooked on to the crane ropes. 
The power for closing the spades is provided by a motor 
inside the claw of the grab itself, which makes it pos- 


sible for the same grab to be attached to any other crane. 


that may be installed, and retain all the. advantages 

of a double-rope grab. ! MEE 
For removing the ashes from the boiler house an elec- 

tric battery locomotive is employed ; this hauls a specially 


designed truck under the ash pit door, where it is 


filled. After loading, the locomotive takes the truck to 
а patent distributor outside, whére the ashes are dis- 
charged on to a moving belt which distributes them over 
the surrounding ground. Ву the arrangement of the 
distributor a wide area of discharge is obtained, and the 
one man who drives the locomotive also attends to the 


d. . 
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Vic. 2.—CoAL HANDLING APPARATUS AND CANAL. 


distribution of the ashes on the ground which has to 
be made up. On the present site the amount of ground 
which has to be made up is considerable, so that a dump 
for ashes is provided for many years. A fixed-radius 
jib erane is also provided for use in the event of the 
20-ton crane being out of commission. This is fixed 
in position near the canal wharf so that the path of 
the radius arm covers both the barges moored alongside 
and the underground hopper. | 

The boiler room plant comprises seven boiler units 
of the Babcock & Wilcox type, each having a steaming 
capacity of 50,000 Ib. per hour as a normal duty. 
Each unit is fitted with a superheater and superimposed 
Green economiser of the horizontal tube type and three 
mechanical stokers of the Underfeed self-contained, 
forced-draught, travelling-grate type. Coal is fed to 
the stoker hoppers from the overhead bunkers through 
chutes fitted with control valves. The coal burnt by the 
stoker is measured as it passes into the furnace by Lea 
coal meters attached to each stoker. The ash and clinker 
from the stokers is dropped into special ash chutes built 
to the underside of the stokers and is emptied into 
trucks running on а special track fixed in the boiler 
rcom, whence 16 is conveyed to the distributor. Steam 
is generated at a pressure of 210 lb. per sq. in. and 
superheated to a total temperature of 600 deg. F: 

“ach boiler is provided with a polished enamelled 
slate panel carrying two steam-flow recorders and: in- 
dicators; a CO, indicator: a dial draught gauge; a 
pressure recorder; and a six way temperature indicator 
for registering the temperatures of the economiser inlet 
and outlet water. economiser inlet and outlet flue gases, 
and the steam temperature at the superheater box. 

The boilers are operated on the balanced draught 
system. The stokers are provided with separate forced 
draught fans, and the chimneys are divided into two 
portions at their lower sections and fitted with induced 
draught fans which draw the gases of combustion down 
one section of the chimney from the опе of the 
economisers and discharge them upwards through the 
other portion of the chimney. This arrangement en- 
sures the maintenance of efficient combustion with fuels 
of varying heat values. Fach boiler unit is fitted with 


the plant is in operation. 


a soot cleaning equipment, consisting of a rotary device 
for directing steam at high velocity on to the tubes while 
These appliances are во 
situated that the whole tube area is covered by the rotary 
jets, which are periodically operated by hand. This is 
the first large power house in Britain to be equipped 
throughout with this plant. It abolishes the necessity 
for hand lancing, а costly and very often inefficient 
method of keeping the boilers clean, and, moreover, 


these equipments will effect a remarkable saving in fuel: 


consumption. | 

The circulating water for the surface condensers, 
after passing through the condensers, is pumped into 
four cooling towers, where it is cooled down to a tem- 
perature of about 75 deg. F. А pond is constructed 
under each tower, from which the cireulating pumps 
draw their supply. The only new water to be provided, 
therefore, after the initial starting up is that necessary 
to make up the losses caused by evaporation and wast- 
аре, which will be obtained from a well sunk near the 
cooling ponds. * Condensing water can also be taken 
from the canal and afterwards returned. 

The pipework between the pumps and towers is inter- 
connected so that it is possible for either pump to draw 
water from or discharge it to any one or more of the 
four towers. An emergency supply tank is provided, 
situated upon the roof; this has a capacity of about 
18,000 gallons. This tank will also be used for emer- 
gency water supply for any point of the station. In the 
turbine house a 60-ton overhead electric travelling crane 
is erected, fitted with an auxiliary hoist of 10 tons 
capacity. 

Electricity is generated at 6,600 volts, and is con- 
trolled by an extra-high-pressure switchboard. The 
switchgear comprises separate cubicles for the ech. p. 
gear, situated ih а separate cell room, immediately 
below the control desk. The control board is of the desk 
tvpe, and is mounted in the switch room, while the 
operating levers pass through the switchroom floor into 
the cubicle room below. The gear is designed to have a 
breaking capacity suitable for direct connection to bue- 
bars supplied by generating plant of much larger capa- 
city. 

The turbo-alternator plant consists of two 10,000-kW 
impulse turbines and 6,600-volt, 50-period, 3-phase 
alternators supplied with cool washed air from a patent 
air filter, E 


Fig. 3.—IĪNTERIOR оғ ENGINE Room. 


Each set is complete with surface condenser. 1 
tion pump, circulating water pumps. Kc. The о, 
from the turbines -after being condensed 15 ji 
through a closed feed system.” The condensed un 
is fed direct to the suction of the turbine-driven 10 
feed pumps, which feed the water directly to v» 
of. the econoniiser, where it is heated during M 
by the combustion gases. The delivery into the T m 
is regulated automatically by Copes feed regulator 
There are three turbine-driven boiler feed pumps. «in 
capable. of supplying three boiler units, so that 2 
the whole station in. operation: there is one spare 


pump. Тао s г t Я i 
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For the auxiliary plant, alternating-current supply 
will be transformed down to 400 V by three 500-kW 
transformers, which are connected to the low-pressure 


a.c. switchboard. This board may also be supplied, if 


necessary, from the Jubilee Street station. bogus 
To provide a supply for the d.c. motors and station 
lighting there are three 320-kW rotary converters, which 
draw their incoming supply from the 400-volt a.c. board 
and supply d.c. to a 400-volt switchboard. These 
rotary converters are arranged so that in the event of 
the main generating sets not being in operation they 


can be operated by a supply from the Jubilee Street 


station. P | 

Fig. l is а reproduction of a photograph conveying 
an idea of the size of the station; the skip hoist which 
takes the coal up to the distributing belt is seen (not 
very clearly) to the left of the background. Pig. 2 is 
another exterior view showing the coal-handling gear 
and the canal from which the feed water is taken. The 
interior of the engine-room is shown in fig. 3; 
the switch-room, offices, &c., are to the right. The first 
set is seen in position, and the foundations for the 
second set appear in the foreground. Two rotary con- 
verters are in an enclosure seen at the back of the 
picture, the third being hidden. 

The welfare of the station employés has received close 
attention, there being ample accommodation for meals, 
a number of bathrooms, and lavatories. Тһе station is 
well lighted by day and night, both boiler house and 
turbine room having glass roofs. The switchroom, 
mess-rooms, offices, &., are finished off with glass tiles, 
and the floors are made up with Doloment." It is 
thus possible to clean out all the rooms by means of a 
hose pipe. One end of the switchroom has a blank wall, 
and upon this it is proposed to draw a diagram or the 
whole Blackburn system; this will be of great assistance 
to the engineers. | | 

Taken as а whole, the station represents an excellent 
example of up-to-date practice, and Mr. Wheelwright 
and the English Electric Co., and its sub-contractors, 
аге to be congratulated upon this valuable addition to 
the power system of the district. 


INSTALLATION COSTS, AND THE 
DEVELOPMENT OF NEW FIELDS FOR 
ELECTRIC LIGHTING. 


Fon the timely and suggestive notes which follow we are 
indebted to Mr. J. W. Beauchamp, director and secre- 
tary of the Electrical Development Association ; we re- 
produce them practically in his own words, in the nope 
that they will help to stimulate enterprise in the direc- 
tion of popularising the use of electricity : — 

I think most people in the electrical industry are be- 
ginning to realise that within the past two уеагв there 
has been a most notable increase in public approval of 
electricity and electrical methods. The Press deals with 
letters, articles and references, direct or indirect, on the 
advantages of electricity, and the immense benefit which 
must follow from its wider use. A very large section of 
the people are quite convinced that they wish to use elec- 
tricity, and will do so as soon as they possibly can. 

Although costs have risen so much, one hears of fewer 
complaints about the price of electricity or of electrical 
apparatus than one hears about the difficulty of getting 
connected and supplied. Nevertheless, I feel at the pre- 
sent time that the great check upon new electric lighting 
business lies in the difficulty which many people are ex- 
periencing in paying for installation work. 

With regard to lighting, a few points must be kept 
clearly in mind: — 

l. That we have obtained most of the business avail- 
able from the fairly well-to-do and the rich, whilst in 
commerce and in industry electric lighting is adopted 
automatically for all extensions and new enterprises. 

2. Therefore our great field. of further lighting busi- 
hess lies with the middle class, and amongst the houses 


inhabited or to be inhabited by working people in the 
ordinary seuse of the term. | 

In securing further lighting business one achieves 
much more than at first sight appears. Electric light- 


ing epens the door to all other forms of electrical appli- 


cation; with the exception perhaps of power, one seldom 
or never hears of any application for electricity supply. 
without lighting—ulmost always it is the introduction: 
to the use of electrical energy for heating, cooking, and 
mechanical purposes. Even in shops and factories 
where electricity is sometimes sought for mechanical 
power only, the electrical engineer knows by experience 
from the day it goes in that the gas or other lighting is 
doomed. " "OU dra 

For these reasons I feel that one can never do too much 
to bring about the addition of new lighting installations,: 
and that those who work towards that end perhaps in 
the first instance for. their own immediate benefit are 
really assisting the whole of the industry—electric light- 
ing is the spear-head of the business. 

I have been tempted to present these remarks again at 
the present season of the year, although to many they 
niust be platitudes, because it has been brought home to 
me that there are some places, perhaps a good many, 
where the price of electrical energy has not risen during 
recent years so rapidly as the price of gas, and conse- 
quently an admirable field for additional business exists 
if only something can be done to cheapen services, inter- 
nal wiring, and fittings, that is to say, to cheapen Ше 
“all-in ”? cost of the installation to the landlords or 
tenants concerned. ; | . 

Only recently I met a case where electricity had not 
gone beyond 8d., whilst gas had steadily climbed to 7s. 
per 1,000 ft. There was not any wide use of electricity 
amongst the houses.of the town, one which has passed 
through a great deal of adversity and where money is 
not plentiful, but some of the people who were using 
electric lighting voluntarily explained the fact by saying 
that it was so much cheaper than раз.’ 

Although we are aware of the truth of this statement, 
i: is not often that it is put to us so. clearly. | 

It is perhaps worth while to look at this matter froin 
the point of view which the E.D.A. has already adopted 
with regard to heating and cooking. 

It will be remembered that figures have been prepared 
showing roughly the comunercial relationship or com- 
petitive values of electricity and gas for domestic heat- 
ing and cooking by means of arbitrary figures of merit 
relating the cost of a kilowatt-hour to the price of 1,000 
ft. of gas. ! 

Similar treatment with the rates in vogue for lighting 
leads to quite startling results in some cases. For 
example, we know that in many places Is, is charged for 
electricity, whilst from 4s. 6d. to 5s. 6d. per 1.000 fi. 
for gas is not an uncommon figure; in these districts 
plenty of business can be done where the cost of instal- 
lation is not too serious a factor. 

Now, the lighting figure-of-inerit in such a case may 
be called 5, produced by dividing electricity at Is. into 
gas at 58. Turn to another town where electricity 1s still 
standing at 8d. a unit and gas has risen to 7s.; the 
figure-of-merit is something of the order of 10, from 
which one may deduce that new business should be very 
easv in the latter district. ` 

I would suggest that it is well worth while to consider 
these relative values for all applications of electricity ; 
the results tend to direct one’s efforts into the best 
channels for immediate effect, and although allowance 
must be made for the varving conditions of different 
people and districts, yet 1t does appear that there are 
still plenty of areas where a little assistance in propa- 
ganda towards cheaper wiring systems, or more parti- 
cularlv methods of assisting supply undertakings to pro- 
vide installations on hire or hire purchase, should lead 
to a very considerable further development. 

New lighting business to-day is worth a good deal 
more to the contractor than was the case a few vears ago. 
because it is now possible to follow it up with many 
applications of electrical energy which were not freely 
available before the war. 
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NOTES CONCERNING CONTACT PYROMETERS. 


By “ELECTRODE.” 


A PYROMETER has been jocularly described as an instru- 
ment whose use will, in the hands of different persons, 
produce either good results or bad language. That it is 
possible to achieve the former, renders it at once worthy 
of consideration, while its being the cause of the latter 
invites investigation. 

Pyrometers may be divided into two distinct classes, 
and the purpose of the present article is to review the 
contact or tube-stem pyrometer (which is so familiar in 
engineering shops) rather than the radiation or optical 
type which requires more skilful manipulation. The 
thermo-electric pyrometer stands alone, as a device, 
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Fic. 1.—Fisre Fic. 2.—CABLE-SUPPORTING 
INSULATING BusH. | FERRULE. 


for the measurement of high temperatures with preci- 
sion, but like all moving-element instruments it is not, 
nor is it intended to be, fool-proof. 

| The accurate measurement of temperatures is a ques- 
tion of supreme interest to electrical engineers to-day, 
just as it is the desideratum in the foundry and tool 
room. In certain avenues of the electrical industry, 
it would appear to.be more satisfactory to train the 
manual and non-technical worker into the intelligent 
handling of the simple indicators and measuring in- 
struments he has been selected to use, rather than rely 
upon a series of safeguarding devices which, while 
they may add robustness, usually impair the sensitivity 
of an instrument. | 

The former practice was adopted in connection with 
furnace. attendants and tool-room operators, to whom 
the function and uses of thermo-electric pyrometers was 
simply explained, together with a few hints regarding 
careful handling and the importance of clean and firm 
contact. | 

The result, in a large works where something like a 
score of such portable pyrometers are in daily use, has 
been satisfactory, and its success demonstrated by the 
very infrequent calls upon tbe services of the electrical 
section to remedy any minor defects. 

In the early days the tool-room mechanic and the 
foundry men viewed the introduction of pyrometers with 
scepticism, and used them with a tolerant attitude, but 
to-day, after а period of ten years, it can be recorded 
that the failure of an indicator to read off the zero is 
sufficient to induce a state of mental agitation in any 
of the attendants. Portable instruments are more prone 
to depart from the path of strict veracity than the wall 
or switchboard pattern, because thev are subjected to 
innumerable shocks and stresses during handling and 
operation. 

А pyrometer may be divided into three main com- 
ponents, viz. : (a) The indicator or galvanometer : (b) 
thermo-couple or tube stem, and (c) connecting leads 
and connector. It is a tribute to pyrometer manufac- 
turers that, in so far as the writer’s experience is con- 
cerned, only isolated cases of failures have been trace- 
able under headings (a) or (b). The admission of dust 


through the imperfect refitting of the hardwood casing 
of the indicator caused the moving element to stick in 
one instance. Regarding item (b) two distinct and 
separate failures are recorded. The fibre insulating 
bush (B, fig. 1) disintegrated after long service in a hot 
situation, short-circuiting the couple, while the remain- 
ing breakdown was simply due to the warping of the 
tube stem, this causing intermittent contact between 
the stem and the alloy rod. 

At least 75 per cent. of the defects noted have been 
caused by the flexible connecting leads chafing and 
breaking away from the swivel connector to which they 
are attached, ог, by indifferent contact, established 
when the latter has been screwed down. 

To affix a robust brass connector to a length of flexible 
of similar grade to that in common use for ammeter 
shunt leads is inimical to long service in the works, 
although it may satisfactorily meet laboratory condi- 
tions. Repeated breakages of the indicator leads at 
the point of entry into the brass connector, led to the 
adoption of workshop '" and other protected flexible 
wire, with somewhat better results. Even this grade of 


. cable would obviously not withstand the normal con- 


ditions to which portable pyrometers are subjected, and 
by contact with the floor, or not too gentle stowage, soon 
lapsed into à perished condition. | 

Finally, а cab-tire-sheathed cable was tried, after con- 
sideration, and, to lend additional support to this 
heavier cable, a long brass ferrule was fitted into the 
top screwed coupling (fig. 2). 

This furnished the requisite mechanical strength; 
for the instrument to which this cable was attached has 
now been in service continuously for over two years 
and is the cherished companion of a certain foundry 
operator. | 

With regard to the reliability and accuracy of thermo- 
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Fic. 3.— ACCURACY Test oF PORTABLE THERMO-ELECTRIC 
PYROMETER. 


electric pyrometers, the advisability of periodical or 
cation is recommended, just as switchboard pu 
instruments are (or should be) similarly calibrated. 
wisdom of this course was demonstrated some time i 
when, in connection with а steam generating plant, 
reading of the indicator attached to a superheat is 
couple was openly disputed by the boiler-house 51р т 
intendent, who also added gratuitous, opinions 7 
thermo-electric pyrometry. 

Reference to the K fling " cabinet revenled the i 
that this particular pyrometer had emerged from 
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recent check test remarkably well. But ''as one man's 
word is no man's word,"' а spare thermo-couple together 
with its pyrometer were verified in a pure lead bath, 
and against a mercurial thermometer, by coincident 
immersion. This was substituted for the doubtful ap- 
paratus, and a comparatively similar reading was 
shown for the steam temperature. Thereupon the boiler 
was shut down, and finally a defect localised in the 
superheater system. 

The thermo-couple which had been displaced was then 
inserted, together with a mercury thermometer, into 
a small metallurgical resistance furnace to ascertain its 
behaviour by direct comparison, and to obtain some 
idea of its time constant." Simultaneous readings 
were taken every two minutes and the values, precisely 
as observed, plotted as shown in fig. 3. The result was 
gratifying, especially as this particular pyrometer had 
been in service for several years. 

Too much care cannot be taken to establish perfect 
electrical contact at the junction of the ind4cator leads 
and the stem of the thermo-couple, as the following 
resistance values, wlich were obtained when testing out 
the pyrometer outfit under review, will testify : — 


Resistance of galvanometer moving coil, 3.1 ohms. 
Swamping coil (galvanometer) resistance, 2.0 ohms. 
Flexible connecting leads, 0.15 ohm. 

Thermo-couple (cold) complete, 0.31 ohm. 
Thermo-couple (600 deg. C.) complete, 2.5 ohms. 


The galvanometer or indicator was found to give a 
full-scale deflection of 1,200 deg. C. with 80 milli-volts 
so that when indicating 600 deg. C. the drop across 
the galvanometer would only be 0.04 volt (approxi- 
mately). "These tests were made solely in order to obtain 
useful information regarding pyrometers under prac- 
tical conditions, and to ascertain the“ reliability fac- 
tor’’ of such instruments when compared with other 
temperature measuring devices and methods adopted in 
the realm of industrial engineering. 


BOILER HOUSE. TECHNIQUE. 
(COMMUNICATED.) 


PrNpiNG the use of more modern plant and the achieve- 
ment of coal saving due to linking-up, it may be worth 
while to consider if something can be done to get an 
immediate (even if small) improvement in the average 
steain-raising efficiency of public electricity works. 

In most stations engine-room efficiency can only be 
raised by expenditure on plant. There are, however, 
but few power houses where some small saving cannot 
be made in the boiler house. 

Some moderate increase in maintenance cost or more 
often the employment of additional and skilled super- 
vision will in many cases enable the extra expenditure to 
be covered by savings in fuel burned. 

Expenditure on testing appliances and refinement in 
fuel-saving apparatus has often failed to produce a con- 
tinuous return because such capital expense has not 
been supported by proper maintenance and supervision. 
Steam-raising plant is subject to rapid deteriorating 
influences—it is operated by men who, whilst perhaps 
having as much knowledge of the principles underlying 
their work as those responsible for the engine room, are 
in the boiler house able to make or mar economical 
results more immediately than is the case with other 
portions of the plant. 

The principles are known, as well as the remedy; it 
lies in sound equipment, ample maintenance and edu- 
cated supervision. The difficulty with many of the 
smaller undertakings is to find suitable men, and per- 
suade the employer body that it is worth while to keep 
supervisors who apparently have little to do and call for 
a fairly high scale of wages. 

. It may not be impossible to suggest a means whereby 


action which is usual in large undertakings could to an 
extent be imitated in small ones in order to achieve an 
increase in average efficiency and reduce the amount of 
coal handled and destroyed, whilst waiting for the 
smaller plants to be superseded. 

The collection of statistics of coal consumption per 
kWh in central stations, as carried out by the Coal Con- 
troller during the war, should be continued (possibly it 
is being continued) ; these statistics could be roughly 
sorted into classes, according to load and plant condi- 
tions, when for each class a fair (coal per kWh) value 
could be assessed ; failure to reach that figure would be- 
come а condition undesirable to those in charge of 
works. Such а system of checking results should be 
accompanied by practical assistance in improving the 
efficiency of the staff employed and in supporting the 
responsible engineers in any application to their autho- 
rities for more assistance or expenditure on upkeep. 

Instructions in steam practice might also be given to 
responsible members of the staffs of undertakings where. 
results were deemed to be unsatisfactory. А 

This could best be carried out by selecting (with the 
agreement of the owners) а few mediuin-sized works in 
different parts of the country, such works to be notable 
for achieving good coal figures without undue expendi- 
ture on ‘‘ methods ’ and with load conditions as normal 
in the smaller works. 

These selected works would then be used as demon- 
stration centres, men being sent to observe and assist 
in running and maintenance (boiler house only) for suit- 
able periods; in this way the men from small stations 
might find а stimulus towards better results and learn 
that the secret of boiler-house efficiency lies in con- 
tinuous supervision of the unskilled, and never-ending 
attention to the state of the plant, rather than in the 
possession of costly instruments and checks. 

Some of the smaller stations are weak also on records; 
it is possible to find in the general offices statistics of. 
flue gases and other check figures which seem highly im- 
probable after an inspection of the plant. 

The demonstration courses suggested would awaken 
many to the fact that test figures are of most interest 
when they reveal faults. 

Briefly, the idea consists in admitting that many of 
those who actually supervise the burning of vast quan- 
tities of costly fuel are, by no fault of their own, of very 
limited training and experience in the technique of steam 
raising. The same reproach applies to the private 
manufacturer—he will often maintain a costlv staff and 
laboratory to check the food or other product which he: 
produces, whilst leaving his fuel bill to the mercy of men 
whose wages may amount to but a minute percentage of 
its value. 

If it were possible for the Electricity Commissioners to 
initiate such a scheme as indicated they would do doubt 
have the assistance of the Coal Mines Department, and 
the work would be in а way complementary to that of 
the Fuel Research Board. Any instruction or experi- 
ences offered could be supplemented by experts in boiler: 
design and the use of coke and special fuels. 

During the war the Coal Controller had an advisory 
organisation in being, and did to some extent check the 
performances of public utility undertakings and manu- 
facturers by inspections carried out and reports made, 
but possibly the converse method—7.e., getting the actual 
men engaged on the work to leave their plants for short 
periods and to act under guidance in other and some- 
what better plants—would have а more lasting effect, 
&nd make them more useful, confident, and less apt to 
feel that nothing better can be done than they are at 
present doing. 

It would be worth while to secure the friendly co- 
operation of the Electrica] Power Engineers' Association 
in work of this kind; that body has, Бу collective bar- 
gaining, raised the scale of payment to its members, and 
probably realises that in some cases it may have suc- 
ceeded in securing a wage which, whilst '' right for the 
job," may not necessarily be right for the man now in 
it or for the way in which that job is now performed. 
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* UNEMPLOYMENT INSURANCE AND `` 
5... .. ELECTRICAL ENGINEERS. 

B М V олурары ae үс. sq T d bus. 

By JOS. J. Н. STANSFIELD, F. C. I. S. 
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Tne passing of the Unemployment Insurance Aot, 1930,. 


extended the provisions of the principal Act passed ‘ten 
years ago to all employed persons with tertain excep- 
tions mentioned, the exceptions being similar to those 
which apply to National Health Insurance. "TEN 
‘There were many engaged in trades or businesses who 
would have preferred to remain outside the new: Act, 
and when it was recently decided by Mr. Justice Roche 
that engineers who looked’ after electric lighting plant 


were not insurable under the Act, they inay háve 
y^ ЕЕЕ ар TIS , GS ME GM haere, И 


} 


rejoiced. " | | 
' The decision of his Lordship will, however, not affect 
a large number, but the grounds of the decision may be 
of interest to electrical. engineers generally. | n 
The exceptions referred to include “ employment' in 
domestic service except where the employed person is em- 
ployed. in any trade or business carried on for the ріг: 
poses of gain.“ | | E wt 
The Junior Carlton Club employed a number’ of per- 


sons on the Club premises, including one who was an' 


engineer whose duty it was to look after the electric 


light, and as the Club was not a trade or business carried. 


on for purpose of gain, the Club authorities objected to 
pay, or call upon their employés to pay, the contribu- 
tions required by the Act. NEC TIAM 
The Minister of Labour had decided that contribu- 
tions were payable, and' an appeal having been made 
against his decision, it was argued before Mr. Justice 
Roche on June 30th last, when the appeal was allowed. 
His Lordship stated that by the Act of 1920 domestic 
servants were not insurable, and after referring to. a 
definition or description of ‘‘ domestic Servant.’ in 
Pearce v. Lansdowne (69, L.T. 316), lie said he thought 
that domestic servants were persons whose function’ it 
was to be about their employers’ persons or establish- 
ments for the purpose of administering to the needs or 
wants of such employers or of. those constituting the 
members of such establishments or of those resorting 
thereto, including guests. That covered the case of club 


servants, who were, therefore, domestic servants and not, 


within the Act. i | ES 
The object of the Unemployment Acts is to insure 
against unemployment, and it may be that whilst some 
club servants will be relieved at the decision, others 
would have preferred to have the decision of the Minister 
of Labour confirmed, and it may be pointed out that 
Section 4 of the Act of 1920 allows the Minister to in- 
clude any exempted employments, but subject to a draft 
of the Order being laid before each House of Parliament 
for not less than twenty days during which the House is 
sitting, and provided that no address by either House 
against the Order is presented to His Majesty. 

But so far as regards electrical engineers generally, 
whatever their views of tle Act may be, they, with their 
employers, are (within certain limits ‘of age and re- 
muneration), stil] liable to pay contributions to provide 
against unemployment. | | 


Lightin Plants in Argentina. In re 
number of separate electric lighting installations which are 
to be found in Rosario, Fanta Fé, the United States Consul 
there remarks that they should prove of interest to the ex- 
porter, as consumers of lubricating oil, belting, lamps, and 
accessories. Both British and Continental electric lamps are 
competing with American makes. The size of the various 
Plants varies from 18,000 kW (Rosario) down to 15 kW in 
small outlying towns. Only eight are 3-phase a.c., four of 
Which are at Cordoba. Three plants at Corduba are 60 cycle 
and the other five a.c. plunts are 50 cycle. One of these 3- 
phase, 90-cvcle plants is on the Tules river at Tucuman and 
develops 3,750 kW.; another is the central plant at Rosario. 


5 115 T" a - 
Practically all the small enterprises are wood-burning plants 
With d.c. service. 


porting on the large 
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“мс os, (NEWBURY & THOMAS v. Levinsgy. |. 
At Bouthwark County Court on October 13th, an action wag 
brought Бу, plaintiffs, electrical engineers, of 66, Westminster 
Bridge Road, London, S.E., to recover, £16 lds. from J. 
Levinsky, proprietor of the Eléctra Picture Palace, West Nor. 
wood. ‘The defendant entered a counterclaim for £36 28 64. 
Counsel explained that the claim was for’ repairs to. ап elec- 
trical apparatus used. at the theatre for the production of 
kinema pictures, Ín August, 1920, the plaintiffs were asked 
to estimate for certain repairs. The work was completed, but 
after а time the defendant complained that it was not at all 
satisfactory, and that the apparatus was still defective. He 
had to call in the services of the Crypto Electrical Co., whose 
bill was the subject of the counterclaim. `. 

Evidence having been heard; his Honour Sir Thoms 
GRANGER gave judgment for’ the plaintiffs, whose evidence he 
accepted that there was no complaint until two months after 
they had done the work. In his opinion, the defendant 
wanted the machine tinkered instead of spending a proper 
sum fo'put it into thorough repair. The plaintiffs had done 
what they were engaged to do, and had done it thoroughly, 
and the work which had since arisen was due to the reason 
he had explained. He gave judgment for the plaintiffs for the 
amount claimed with costs, and the counterclaim was dis 
missed with costs. 


M. 
\ 


THE ATTORNEY-GENERAL V. LIVERPOOL CORPORATION. 


IN the Chancery Division on October 12th, before Mr. Justice 
Russell, mention was made of a case concerning electrical 
fittings, in which the Attorney-General is opposed to the 
Mayor and Aldermen of Liverpool. 

Mr. Cartwright Sharp, Who made an application that his 
Lordship should fix a day for trial, explained that the vase 
was one in which the Attorney-General in relation to certain 
taxpayers sought to restrain the Corporation from carrying on 
& retail business in electrical fittings. One of the defences, it 
мав stated, was that the defendants had been incorporated 
and constituted à corporation hy divers charters, which gave 
them the right concerning which the issue arose. | 

His Lordship fixed November Ist for the hearing of the 
case. ә 


CORRESPONDENCE., 
Letters received by us after 5 P.M. ON TUESDAY can appear until 
the following week. Correspondents should forward their communi- 


cations at the earliest possible moment, No letter oan be published 
unless we have the writer's name and address in our possession, 


Small Water Powers. 

With reference to the letter in your ‘' Correspondence 
column this week, from Mr. A. С. Burt, а copy of our booklet 
" Water Power and the Generation of Electricity " might 
be of interest to him. OOO | 

I enclose two copies of the booklet in question, and we 
shall be pleased to send one to any people who have " water 
power running to waste.“ m 

| | Pe. Sylvester Fox, 
: Sales Manager, 
_. Edmundaon's. Electricity Corporation, Ltd. 
Westminster. | ; 
October 15th, 1991. 


[The booklet referred to, which has previously been noticed 
in our columns, gives clear instructions as to methods © 
measuring the flow of water and the power available. n: 
describes the apparatus used to generate electricity. oed 
with particulars of typical installations carried out by 
company.—Eps. Exec. Rev.) | | 


) 


A description of a small plant we fitted up last winter ut 
be of interest, as it differs in several respects from any sim 
plant that we are acquainted with. hta 
The plant was for a retired physician who had кызан 
small farm in the Heddon Valley, about. half-way 1 
Lynton and Ilfracombe. On the hill behind the h 1 05 
been cut many years ago a small irrigation ditch; we st ol 
that 12 cu. ft. per minute could be depended upon, jn 170 
the year, and that we could get а head of 150 n. Е ywer 
yards of pipe. The owner stipulated that all the Mr NW 
was to be made use of, no accumulators were to dcs 
and no complicated switchboard or governors were 1 
We laid a 3-in. Mannesmann steel tube from à 11 z 
built into the irrigation ditch, down the hill to the pa ae 
of ‘the farm. A very low-speed dynamo was at p wat 
advertised in your second-hand machinery columns. 3 


| d à 
secured; this enabled a direct drive to be arranged, 9? 
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Pelton wheel was designed to run at the same speed as tlie 
dynamo, its shaft mounted оп ring-oiled bearings for con- 
tinuous running, and a spare pulley fixed to allow a circular 
siw to be used for cutting firewood. 

The plant has an output of 1.1 kW. In the house there 
is a 2U-gallon hot-water tank, heated with four electric heaters, 
two of 400 watts, and. two of 150 watts; these are controlled 
by four switches in the kitchen, with a voltmeter over the 
switches, which constitute the only switchgear, apart from 
the individual lamp switches. 

All through the day the four switches are on, except when 
the electric Kettle or flat iron is in use, when one or two 
sWitches are turned off to bring the voltage back to normal, 
the plugs for these being close by the switches. In the even- 
ing, when lights are in use, it is also necessary to turn off 
some of the water-heating switches: this small amount of 
attention gives. the servant very little trouble, and answers 
quite well. 

The hot-water tank is lagged with about 3 in. of asbestos, 
and, with the spare electricity, gives all the hot water needed 
for two baths per day. as well as the hot water needed in 
the scullery and pantry. 

The plant runs continuously, needs verv little attention, and 
even this dry summer has only been © hung up " for want 
of water two weeks. The Pelton wheel is fitted with inter- 
changeable nozzles so that a larger jet can be used when 
sawing wood if the supply of water permits. 

Р. T. Kimmins. 

Electricity Works, Lynmouth. 

October 15th, 1921. 


With regard to Mr. Burt's inquiry under the heading of 
“Small Waterpowers " in your issue of October L4th, the 
writer during holidays fixed up a small waterwheel, belt-driv- 
ing a small dynamo for lighting six lamps in a small cottage. 
The stream running through the grounds was found to be 
3U cu. ft. per minute with a 6-ft. fall. A 12-volt battery was 
used for storage, and the wheel left running all nasht. This 
Wheel was not by апу means the most eflicient, as it was made 
up roughly from odds and ends lying about the place. 

Mr. Burt does not mention the speed of his water: but if 
it would interest bim, I shall be pleased to give him all details 
of the outht gratis if he will apply to the Editors for my 
address. 

E. Humphries. 

Devon. 

October 14th, 1921. 


Cleaning Enamelled Slate. 


With reference to your correspondent Mr. J. П. Robbords's 
inquiry in your last Issue with regard to cleaning and polish- 
ing enameled slate switchboards, I have found that. the 
following method both cleans and polishes them. 

Apply linoleum floor polish wite a soft cloth, and polish off 
with another dry, soft cloth. The greasy streaks can after- 
wards be eliminated by a final polish with a soft chamois 


leather. 
Н. С. 
London. 
October 16th, 1921. 


With reference to your correspondent’s inquiry on the above 
subject, we have found that furniture cream (7 Cobra’ 
brand) gives very satisfactory results. The cream should be 
lightly rubbed over the slate with a clean cloth, and polished 
with a soft rag or chamois leather. If the cream is unobtain- 
able, the ‘Cobra’ brand black shoe polish makes a very 
good substitute. 

William E. Fuller, 
For The West Leeds Engincering Works. 

Leeds. 

October 15th, 1921. 


I have found it necessary at times to do a little slate polish- 
ing, and find that a good grade of ordinary boot polish applied 
IN а moist state with a soft cloth, and finished off with a 
ресе of velvet, produces a glossy finish equally as good as 
апу new slate. 

Another good medium to use is furniture cream, but it is not 
as good as boot polish, because it is not so searching in its 


effects. 
H. W. 
Manchester. 
October 16th, 1921. 


The Durability of Lead-covered Wiring. 


With reference to this subject in vour issue of October Н, 
1921, [ express the opinion that the practical electrician referred 
to by W. J. TU either has considerable Stocks of tubing 
or wood casing in hand which he is anxious to use up, or 
had very little practical experience with any of the C. M.A. 
Wiring. Systems, 


I would suggest to“ W. T. J.” ten minutes’ practical think- 


mg on the following details ;— 


1. Compo-lead piping has been used without question for 
gas lighting for years. 

2. The G.P.O. uses plain lead-covered cable which is sub- 
jected to more severe conditions without deterioration than 
would occur in private house wiring. 

З. Plan lead-covered e.li.p. mains at 11.000 volts working 
pressure are in use in this country, and as the least suggestion 
of moisture penetrating the cover of these cables would be 
fatal to the service, the conclusions of expert electrical engineers 


on this subject. are obvious. 
О. Skidmore. 
Wombwell, 
October 17th, 1921. 


Coventry Corporation and E.P.E.A. 


I should like to endorse the statement of "Fair Play," 
wherein he asked in your last issue if the Secretary of the 
E. L'. E.. could. supply any particulars of the exact position 
taken up by the Association. 

і consider the information is more essential now, as Mr. 
Jones states that the incident referred to might have cul- 
minated in a serious disputo. 

As Mr. Jones's reply is distinctly vague and evasive, I can 
only assume that the dispute was settled in. favour of the 
Coventry Corporation, and TP consider it only reasonable that 
the main facts of the dispute and the decision of the National 
Joint Board. should receive the same publicity as the disputes 
at Dover and Perth. 

One Interested. 


Repairing a.c. Rotors. 

It is a fairly common experience for a repairer to have an 
a.c. motor sent in owing to the rotor having rubbed on the 
stator and so burnt out the windings. Now, assuming that 
a complete re-wind ds called. for, is there апу method of 
determining: whether or not it is necessary to open out the 
stator and reinsulate the laminations? Of course, if the air 
gap has been ground oval, a lot of the teeth knocked out, 
the vent spaces damaged or any other obvious injury is ap- 
parent, the question settles itself, but quite recently a case 
came to the writer's notice in which a rather large motor had 
to be rewound owing to its having pulled over. When it 
was put on load the temperature rise of the iron was во 
excessive that the motor could not be used, and as a result 
the stator will have to be rebuilt. The damage to the stamp- 
Ings did not appear to be excessive, at all events a competent 
firm of repairers did not think it necessary to do anything 
to them, and as other people may have been up against the 
same trouble, any information on the subject would be wel- 
come, 

Jaques. 

London. 

October lth, 192]. 


[An obvious plan is to spin the stripped rotor in a suitable 
magnetic field and see whether it heats excessively.—Eps. 
Erre. Rev.) 


A Motor Problem. 


With regard to the motor problem in this week's REVIEW, 
I doubt the possibility of the motors generating back on to 
the supply busbars when a “ short’ occurs on the traction 
side. In the first place, the motors, being on load, are mora 
likely to slow up, on the voltage drop due to a short," and 
it is probably due to that effect and the back e.n.f. set up 
by the " short“ itself causing a rush of current to the motors 
that the fuses mentioned blew. I have experienced the sama 
thing, and know that the back ели, of a short, where traction 
Is concerned, has по svinpathy with motors in parallel with 
the traction supply source. The best way out of the difli— 
culty Is а separate supply for the auxiliary service. 

The law of resonance is to be applied in this case where, 
strictly speaking, a pulsating current is being supplied and a 


' short "" occurs, 
: P. E. Ford. 
Hounslow. 
October Lith, 1921. 
[Apparently our correspondent refers to the effect of surges. 
—Eps. Erre. Reve] | 


^ccumulator Froth. 


It seems to be generally acknowledged that this is mainly 
due to the action of certain chemicals contained in the cellu- 
loid. X very simple way out of the difficulty is to do what 
so many people have already done, that is, to use flexible 
ebonite containers. 

As far as train lighting batteries are concerned, E believe E 
am right in savings that ebonite is used exclusively. Quite a 
number of makers of motor car batteries have adopted ebonite; 
из far as I Know, | am the first person to adopt ebonite for 
cells of miners’ eleetrie safety lamps, but L really don't sce 
why I should be the last. 

Theodore Stretton. 

Cardiff. 

October Lith, 1921. 
E 
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The remarks contained in Mr. Hesketh's letter published in 
your current issue call for comment. 

On reference to my statement as to transparency, he will 
find that it was made in answer to his suggestion of painting 
with some such preparation as paraffin wax." He now ampli- 
fies this suggestion by mentioning transparent paints, the 
utilisation of Which would raise questions of both practical and 
chemical importance. Mr. Hesketh being so confident as to 
the variety of methods for overcoming frothing, it naturally 
causes one to wonder why he did not put one of his multi- 
plicity of ways "' into operation on his celluloid cases instead 
of abandoning them in favour of glass boxes. To make a sug- 
gestion is a simple matter, to put it into practice is an entirely 
different proposition. 

From his remark that the chemistry of frothing should be 
properly investigated, I assume that this was written without 
the deliberation one would expect from an apparent authority 
on accumulators. Does he seriously mean to imply that the 
aceumulator industry, with its facilities for analytical and re- 
search work, have not thoroughly and exhaustively investi- 
gated this question, and is he not aware that failing glass, 
ebonite or wood, lead-lined boxes are the alternatives? 

His somewhat pointed remarks concerning a Rolls-Royce car 
call for reply in that so many of your readers will feel it is a 
matter affecting them personally. 

The standard for car starting and lighting batteries is an 
assembly in ebonite. but should celluloid containers be specific- 
ally called for, these could be supplied, but only after advice 
had been tendered as to the suitability of ebonite cases. Sinall 
tvpe cells are supplied in either ebonite or celluloid containers, 
but the demand is invariably for celluloid, simply because of 
its transparent qualities. 

W. C. Coates. 


Ponders End. 
October 10th, 199]. 


The letters appearing on this have added nothing to our 
knowledge of the subject. The very best makes of cells do 
this frothing. and surely if it were possible to employ some 
other grade of celluloid, no one would risk his trade or reputa- 
tion. Whatever the cause may be, its elimination should be 
the job of chemists. Speaking with over 30 years' battery 
experience, testing and working, I have seen frothing only in 
cells where the container, envelope containing paste, or 
eeparators have been made of celluloid, and this the makers 
can minimise by leaving as large a space as possible between 
the top of the plates and the top of the container, with an 
intervening condensing or settling chamber well ventilated. I 
have seen plenty of gas bubbling from other types of cells, 
but no frothing. The effect of frothing is usually to eat away 
terminals, and on the road with car-hghting batteries this is 
a nuisance. In 1914 I devised a renewable terminal and tool 
for affixing it, which received commendation in your New 


Devices column at the time. 
B. Barber, A. M. I. E. E. 


Oulton Broad. 
October 4th, 1921. 


The Contractor's Future. 


With reference to the above article in your issue of Septem- 
ber 16th and subsequent correspondence under this head, this 
is really a question to be settled by facts, and if instead of 
using unkind names concerning each other, we were to get 
busy with the best way of handling our own business, we 
should accomplish much in the way of establishing the future. 

It is a fact there 15 а market for various labour-saving de- 
vices, and there are шапу such articles of American manu- 
facture carried in stock by large numbers of contractors in 
almost every large town in this country, and this being во, 
one would think these articles were purchased for business pur- 
poses and not for the sake of the proprietor's health. 

Being in business, let us ascertain the best methods to carry 
on such business, and then get on with it. 

C. N. Vernon. 


Newcastle-on-T yne. 
October 10Ећ, 1921. 


Thunderstorm Phenomena. 

During a recent thunderstorm at Alverstoke, Hants., the 
following phenomena were noted in one of the houses. 

The telephone lightning discharger, which was fixed just 
above the lintel of the side entrance, was blown. ‘The tele- 
phone instrument, which was about 6 ft. away across а pas- 
sage, was not damaged. The occupier of the house, however, 
was in the open doorway at the time, and, though unhurt, 
heard a report like a shell burst. The flash was apparently 
a spark-across between the telephone lightning discharger and 
the electric Hight distribution box, which was fixed about 3 ft. 
above the telephone instrument. The glass door of the distri- 
bution box was shattered, and some of the fuses were blown, 
though most were undamaged. Three or four of the metallic 
filaments in the incandescent lamps in various parts of the 
house broke. ‘The main house fuses, which were close to the 
side entrance of the house, were quite unaffected. 

The electric light supply is underground, 3-wire, d.c., 240 
volts from outer to neutral, and the house wiring is all in 


serewed conduit. The telephone connection is overhead, the 


nearest pole, a high one, being about 50 yards distant. The 
earth wire from the telephone lightning discharger was carried 
through at least 8 angles of from 90 deg. to 110 deg. а 
follows :—Round the lintel of the side entrance (2), along the 
wall (1), round a re-entrant angle in the house (1), then along 
the side of the house (1), round to the back (1), in through 
hole near the lavatory window (2), and thence by 8 water 
pipe to earth. 

The house is a low semi-detached building about 15 ft. clear 
of the next pair of houses. ‘The nearest tree is about the same 
height as the house and in the garden of the next pair of 
houses quite 30 ft. away from the side entrance. 

I wonder if you or any of the readers of your paper can 
offer an explanation and suggest how a repetition of the acci- 
dent can be avoided, as the occupier of the house is anxious 
not to run such a narrow risk of death again unnecessarily, 


E. O. Alabaster, 
mu Bvt. Major, R.E., A. M. I. E. E. 
School of Electric Lighting, 
Stokes Bay, Gosport. 
October 10th, 1921. 


ә A Suction-gas Problem. 


At a certain small power house in the Midlands we have 
recently iustalled а suction-gas plant, and have since had 
several complaints about the smell given off by it; the com. 
plaints seem to originate mostly from people living about AW 
yards from the power house, and it is when the plant is 
idle that they notice it most; yet while the plant is running 
we who look after it find considerable odours of an objection- 
uble nature from the overtlow water from the scrubber, but 
none at all when the plant is idle. 

The water from the scrubber runs through a drain about 
twelve yards long into an open ditch; but when we put the 
plant down we built a pit into the drain for deodorising pur- 
poses. I should be glad if any of your readers, having had 
similar trouble, could tell me what is the best deodoriser 
to use, and whether this method is likely to prove satisfactory 
with regard to the overflow water from the scrubber. 

With regard to the odours arising when the plant is idle, 
{һзу must come from the waste pipe from the producer, aud 
ав far as I can see there is no remedy unless a longer waste 
pipe would be effective; our present one is 13 ft. above the 
producer outlet. 


О. N. E. M : 
October 14th, 1921. orequery 


Grinding v. Turning Commutators. 


‚ I have read with interest the recent articles in the ELECTRICAL 
Review, on the subject of Grinding vc. Turning Commu- 
tutors," and while I agree that there are certainly good points 
peut each method, I feel I must criticise both the sugyestions 
made. 

One correspondent would have us believe that good com- 
mutators are manufactured solely by one firm, but of 
course, any manufacturer of repute can produce machines 
which give quite as good results as those quoted. This is 
apparent to users of other makes, who take it quite as an 
ordinary thing to be able to quote such performances. Indeed, 
some machines never get the great care that is admitted in 
this case, and yet give good results. Either method of truing 
is good, provided it is carried out properly, and it is only 
in cases where the operator is careless that troubles occur. 

Any turner worthy of the name takes sufficient interest 1n 
has lathe to keep his centres in good condition; indeed 
it is upon the condition of the centres that all the work pro- 
duced upon the machine depends. Personally, however, ! 
should not be inclined to allow a lad in his teens to true 
up the shaft and turn the commutator, for the first is an 
nnportant and not easy task, apart from the care necessary In 
placing the armature in the lathe. 

Grinding is satisfactory provided the correct grade of wheel 
is used and that all chatter in the parts is eliminated. 

The tendency for the copper to drag is more apparent 
when turning than when grinding, because of the difference 
in the amount taken off relatively by each cut. A grinding 
wheel will not stand up to a cut more than about 5 thou 
and produce a good finish, and as the finish is the sole reason 
for performing the operation, a fine cut is taken. The main 
trouble is the difference in peripheral speed caused by ui 
reduced diameter of the wheel by wear, and therefore а Ed 
should not be used after its diameter has been considera?" 
reduced. n 

A manufacturer or user will make use of the method vue 
is best adapted to his plant, and as necessity is the mot ү 
invention, it is quite probable that there are other met m 
in use. I agree that a good result is obtained by hire 
while the armature revolves in its own bearings. ANA 
hardly practicable in small machines. Personal P ic 
often leads one into a groove, and therefore unless c 
proved, by experimenting with all methods, which 18 : | реш 
опе is apt to miss the good points of other methods һу 
biased. Adsom. 


October 15th, 1921. 
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Supply Without Statutory Powers. 


Should time permit and the Editor have space available in 
a future issue, [ should be pleased to recount my experiences, 
faced with disadvantages unique and varied in their character. 
How I made a Provisional Order of the local Council a dead 
failure may interest © N.W.” and others. Your correspondent 
A. O. G.“ gives an interesting example, but although much in 
agreement with him, I cannot accept the efficiency ot the 
£45 steam set as against a station supplying a million units per 
annum, or the barrowful of coal, uuless it be a two-wheeled 
barrow. The price to be charged is controversial, but is al- 
ways worth all costs of generation, and energy should never 
be sold at a loss to the undertakers. Тһе price has never 
hindered the progress of electricity, but crass stupidity and 
“take it or leave it and ' we are the law " has much to 
answer for. How many supply authorities exercise tact in 
dealing with the irate and dissatisfied consumer, or employ 
anyone to create, educate, and keep a satisfied consumer? If 
there is any such authority it is a rara avis. 


B. Barber, A. M. I. E. E. 


Oulton Broad. 
October 4th, 1921. 


Rearing Chickens Electrically. 


Readers of your note in last week's issue on the above 
subject might possibly conclude that a modern electrically 
heated Incubator consumes a comparatively large amount of 
energy. 

We should like to зау that practically all existing types 
of oil or gas heated Incubators of any egg capacity сип be con- 
verted to electrical beating, the power consumption of a 
Wegg size being only 220 watts, and that of a 300-egg incu- 
bator 530 watts. 

It will be seen that such incubators would be well within 
the scope of a country house lighting plant. 

Shortly after starting up, the current is switched “ОГ” 
by the thermostat, and is usually ' on for only an average 
of 30 minutes out of each hour. The use of four 32-c.p. lamps 
às a heating medium suggested by Messrs. Cooper & Co. is not 
only expensive in first cost, but unless the light is well 
screened, will probably have a detrimental effect upon the 
later development of the birds. Whilst light is permitted in 
a hover or " mother," it is certainly to be avoided during 
the period of incubation. 

E. P. Barfield, 


Automatic and Electric Furnaces, Ltd. 


London, 
Octuber 11th, 1921. 


ee 


Rapid House: Wiring. 


We have noticed a claim made in your columns by Messrs. 
Jessop & Boydell regarding wiring work carried out on tho 
Henley system. 

The claim in question seems to have occasioned some 
criticism, but we really cannot see that this is called for. We 
are able to say from our own experience in the use of a 
мишаг system of more recent introduction (the J. & P. 
wiring system) that there is nothing unusual in the results 
sid to have been secured; certainly nothing beyond what 
ought to be realisable bw any properly organised contracting 
business. 

We аге at present working on housing schemes where two 
шеп and a boy are completing in one day the entire instal- 
lation of a house containing nine lights. This includes the 
erection. of all fittings and shades, which work was not in- 
cluded in the daily output claimed by Messrs. Jessop & Boydell. 

We шау add that owing to the very favourable results both 
as regards the costs and workmanship, Which we have obtained 
With the system mentioned, we have completely abandoned 
the use of screwed conduit for any competitive work. 


Henry Н. Pearson, A. M. I. E. E. 
Blackpool, Jones Brothers. 


October 13th, 1921. 


А.С. Organ Blowers. 


Amongst the methods for varying the speeds of organ blowers 
run from constant-speed a.c. motors, one might consider. the 
system used on motor eveles. This consists of a belt running 
between two disks which are slightly coned. When the disks 
are near together, the belt is forced to the outside where the 
diameter is great, whilst, when the disks are far apart, the 
helt comes near the centre where the diameter is small. 
There seems no reason why such an arrangement should not 
Work for organ blowing, the position of the disks being 
adjusted by a lever running from the bellows. One wants to 
be sure that there would be no click when the belt joint ran 
over the pulley, and one also wants to be sure that the motor 
would not hum unduly. This variable speed arrangement 
would allow one to run the bellows at a low speed when 
necessary. Over-blowing could be prevented by arranging 
that the air valve is opened when the bellows are full. This 


method would be much better than running the bellows at 
full speed the whole time, and preventing over-blowing by 
letting off the air. Such a method is wasteful, as the organ 
is only very rarely run at full power. It would be interesting 
to know if anybody has tried such an arrangement. 


Organ Blower. 
October ith, 1921. 


Lighting Bakers’ Ovens. 

With regard to the trouble experienced by * Electro“ in 
the lighting of bakers’ ovens, I would suggest the use of 
lamps with platinum loops and spring holders. These lamps 
would be unaffected by the high temperature. As they are 
still used in some situations where excessive vibration is 
experienced, such as gun turrets in battleships, I should 
imagine they could be obtained without much difficulty. 


R. W. J. Stark. 


Edinburgh. 
October Lith, 1921. 


The condition of the equipment, reported by Electro“ in 
your issue of October Sth, reminds one of the man who re- 
turned from the war “minus a leg and an eye and an arm. 
Otherwise free from material harm.” 

I suggest that the problem should be tackled in consultation 
With manufacturers of watertight fittings, such a fitting to 
be provided with circulating water by connection to a cistern 
outside the oven with suitable flow and return. pipes; the 
lamp to be permanently fixed inside the oven. Probable cost, 
from £4 to £7 per point. 

C. A. B. 


October 17th, 1921. 


pr A TEE ETE 


Wealth of U.S. Electrical Industry.— Wealth is always of 
interest and a compilation such as that recently made by 
Prof. David Friday of the national wealth for 1920 is parti- 
cularly so. It portrays not only the wealth of the nation but 
indicates as Well the chief sources of this wealth. The total 
as arrived at by Professor Friday reaches in round figures 
close to the fabulous sum of. $300,000,000,000, approximately 
half of which is represented by real property subject to taxa- 
tion. Next in value, the wealth represented by the railroads 
and their, equipment is placed at 520,000.00, 000. Segregat- 
ing and combining certain of the other items ав listed, the 
electrical industry is credited directly with a wealth of 
$14,200,000,000, but this figure is very far from being com- 
plete. Many of the other items given include as wealth elec- 
trical equipment, as for example, in manufacturing where the 
value of electrical equipment employed is known to be some 
$2,045,975,500, That portion of the wealth of other important 
industries represented by the value of the electrical equip- 
ment employed in each is substantially as follows: — 


$ 

Agriculture ET iss E 90 OOO (КЮ) 
Electrified steam railroads .. 1:35 000,000 
Electric railways 330 000,000 
Isolated power plants 250.000,00 
Fire alarm and signal svstenis SO,000,000 
Contractor-dealers and merchandise 176,000,000 
Electrical publishing 4,000,000 
Miscellaneous 20,000,000 

51.085, 000,000 


Combining these further totals a partial aggregate of the 
wealth contributed by the electrical industry is $17,330.075,000, 
Even this is far from being all, for no account is taken of 
the wealth represented by electricity in the marine field, the 
costly electrically propelled and = operated naval vessels, or 
of the wealth entaled in the equipment for the domestic 
use of electricity. With approxnnately 7,000,000 homes wired 
in the United States, exclusive of Alaska and the islands, 
each one of which. contains from $50 to 5100 or much more 
electrical equipment, it is plain that the electrical industry is 
directly responsible for а proportion. of the national wealth 
second only to the real property value subject to taxation. 
Even the value of this property has been materially enhanced 
by the electrical industry. And а quarter of a century ago 
there was virtually no electrical industry—at least none 
which contributed greatly to the national wealth.—American 
Electrical Review. 


Electrification of the Polish Petroleum Basin.—The 
Journée Industrielle learns from Warsaw that а group of 
petroleum companies at Boryslav is to construct a great elec- 
tric station in order to provide energy for the boring of sound- 
ings and working of pumps. The Minister of Industry and 
Commerce has promised the collaboration of his department 
for the purpose of creating an electric system for the whole of 
the petroleum basin.—Reuter’s Trade Service (Paris). 
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BUSINESS NOTES. 


Bankruptcy Proceedings.—FREDERICK CHARLES NICHOLS, 
19, South Street, Scarborough, trading in co-partnership with 
another, under the style of The Scarborough Motor and Acces- 
sories Supply Co., motor and electrical engineer.—The receiv- 
ing order in this matter was made on September 24th on 
debtor’s own petition. The statement of affairs shows liabili- 
ties of £372 and assets of £39, from which has to be de- 
ducted £12 for preferential claims, thus leaving a deficiency 
of £345. The debtor attributes his position to bad trade, 
lack of working capital, &c. In May, 1914, he started business 
at 21, Park Street, Scarborough, as an electrical engineer with 
a cash capital of £120. He carried on the business until 
May, 1916, when he joined the Army, but after being 
demobilised in January, 1918, he again opened out business 
at the same address, and also at Whipp's Yard and Fals- 
grave, all in Scarborough, when his capital was £150. About 
two years ago, whilst at Mhipp's Yard, the debtor was 
financed by another, and in July last the business was trans- 
ferred to Youth Street, Scarborough. He alleges he first 
became aware of his failure in November last, when trade 
was very bad, but it was not until last August tbat he 
realised his true position. The first meeting of creditors took 
place on October Mth at the offices of the Official Receiver. 

A. E. Brower (Blower & Cooper), electrical engineers’ mer- 
chant, L and 3, Paul's Bakehouse Court, E.C.—Receiving 
order made October IIth on debtor's own petition. First 
meeting, October 95th. Public examination, December 15th, 
both at Carey Street, W.C. 

A. Токо, electrical contractor, 33, Westgate Burnley.—l'irst 
and final dividend of £3d. in the £, payable October ‘Hth, at 
the Official Receiver's office, 13, Winckley Street, Preston. 

C. Н. STEEL, electrical engineer, 53. Queen Street, Cardiff, 
and 65, High Street, Merthyr Tydvil.—First and final divi- 
dend of 9s. in the £, payable at the Official Receiver's office, 
34, Park Place, Cardiff. 

A. E. Dickinson (Crown Electrical Co.). electrical engineer 
and contractor, 157, Hunslet Road, Leeds.—First and final 
dividend of 134. in the £, payable October 25th at the Ofcial 
Receiver's office, 24, Bond Street, Leeds. 

ERNST Ep wanp Матнекѕ, electrical engineer, of 10, High 
Street, Doncaster, and residing at Allen. Dale, Springwell 
Lane, Balby.—A receiving order has been made in this case. 
The statement of affairs shows liabilities expected to rank for 
dividend amounting to £581 and a deficiency of 4498. Thy 
assets include a motor cycle and side-car. The causes of 
failure, as alleged by the debtor, are judgment obtained 
against him for damages and costs in consequence of a motor- 
ing accident, and also insutticient trade. The debtor, aged 36, 
states that he began business in April, 1921, with £150 capital 
borrowed from his mother, starting in Doncaster, where һе 
was a stranger, because he was advised by a friend that it 
Wag a growing town and there was an opening for an elec- 
trical engineer. The debtor says he was unable to obtain 
orders. He purchased the motor cycle and side-car for £55, 
in order to canvass outside the town. The accident was on 
Whit-Monday, at Humphrey Bank, near Harrogate, when a 
Mr. Samuel Whitaker, of Leeds, was injured and. subsequently 
obtained judgment against debtor for £72 10з. damages and 
£43 costs. The first meeting of creditors was held recently at 
the Official Receiver's Offices, Figtree Lane, Sheffield, and the 
matter was left in the hands of the Official Receiver us trustee. 

V. B. WORTHINGTON, electrical and mechanical engineer, 
33, Memorial Road, Walkden.—First meeting, October 95th, 
at the Official Receiver's Offices, Byrom Street, Manchester. 
Public examination, November 9th, at the Court House, 


Salford. | 

G. H. Grr, electrician, 10, Front Street, Annfield Plain, 
Durham.—Last day for proofs for dividend November 8th. 
Trustee: Mr. C. Wollett, Official Receiver, Pearl Buildings, 
4. Northumberland Street, Ne wcastle-on-Tyne. 

Company Liquidations.—A MALGAMATED ELECTRIC Works, 
rb. By an order of the Court. Mr. T. J. Wilson, of 59-60, 
Old Bailey, E.C., has been appointed sole liquidator in the 
piace of Mr. J. L. Mahon, retired. 

Метил, Evectric TRUST, Lrp.—Meeting of members called 
for November [sth at Messrs. Mien West & Co.'s offices, 
Lewes Road, Brighton, to hear an account of the winding up 
from the liquidator, Mr. A. E. Wake. 

Maxim Lampe WORKS, Lrp.—In the Company Winding Up 
tourt, on October wth, Mr. Justice Astbury, on the petition 
of Carl Quitinann, mide a compulsory order for winding up 
this company. Counsel for the petitioner said he Mus а 
judgment creditor. No notice to oppose or support the 


petition had. been received. 

Dissolutiens of partnership. CHOSLAN D & BATESON, elec- 
trical engineers. Bradford Road. Batley.—Mr. G. Е. B. 
Crosland and Mr. H. D. Bateson have dissolved partnership. 
Mr. F. B. Crosland will attend to debts. 

SMETHWICK Ако WELDING Co., electrical welders, Grove 
Works, Grove Lane, Smethwiek.—Messrs. J. Horton, F. 
: 7 b 5 A У 3 в 
Parkin, С. Price, J. W. Parkin, F. Parkin and Н. Jones have 


dissolved partnership. 


Key EnrcTRiCAL. SUDLIES Co., 109-111, Portland Cresc 
Leeds.—Mr. J. L. Knowles and Mr. J. Ellison have TR 
partnership. Mr. J. Ellison will attend to debts and continu 
the business under the same style. : 


Trade Announcements. — Mn. Joux Davis states that he 
has ceased to be connected with the Freeman Electrical Acces 
sories Co., aud is commencing business as the Davis Electri al 
Co., Ltd. (which is being registered), at 6, Warwick C E 
Iligh Holborn, W. C. I. ' nc 

Mr. Е. S. J. HARDING announces that he has taken over the 
sole proprietorship of the Swan Electrical Works, Clewer, near 
Windsor. | 

Mn. J. W. RusskLL, electrical engineer, of Loates Lane, 
A has opened additional showrooms at 5, Queen's 

With reference to the notice in our issue of October ith 
under the heading of New Companies Registered,“ regarding 
the Baynes Electrical Co., Ltd., in case it may be gathered 
that the company has started business on the contracting side 
of the industry, we are asked to state that such is not. the case. 
The company is actually a wholesale electrical supply firm. 

The Canadian Electrical News (October Ist) contains an 
article regarding the formation of the English Electric Co., of 
Canada, Ltd., which is associated with and holds the exclusive 
manufacturing rights in Canada of the home company " 
sinilar title. The company has purchased the plant ot the 
Canadian Crocker-Wheeler Co., of St. Catharines. Mr. К. А. 
Stinson remains as president and general manager ot the 
new company, and Mr. Gordon Е. Perry is chairman of the 
board. 

Tue NORTHWOOD ELECTRIC LIGHT & Power Co., Lro., has 
removed to new offices at 2, Eastbury Road, Northwood 
Middlesex. Telephone number unaltered (Northwood 38). | 

Messrs. Markey & WHITE have removed to 17, Sandhill, 
Newcustle-on-Tyne, where they have an office, а showroom, 
and stores. Telephone number : 1261 Central. 

Messrs. T. Twist & Sov have removed to their new ofice 
and showroom at Britannia Chambers, George Street, St. 
Helens. 
| Catalogues and Lists.—Mrssus. LAWRENCE, REYNOLDS AND 
Co., 13, Crutched Friars, E.C. 3.—A list of electric motors, 
fuses, charging boards, irons, &c., for which the firm are 
agents. Also a price list of l-, 2-, and 3-phase motors rang 
ing from 25 to 200 cycles and from .25 to 45 h.p. 

MEssus. Вил & Berry, 18-26, Constitution Hill, Birming- 
ham.—List No. S.R., 1922, an illustrated price list of shunt 
and speed regulators for generators and motors. 

Tur Hart AccceMULATOR Co., Larn., Stratford, E. 15—4 
showcard advertising " Hart" batteries for motor-car start- 
ing, lighting and ignition. 

Messrs. SuTCLIFFE Bros., 90 and 91, Queen Street, Е.С. 4.— 
A price list of v.i.r. cables, flexibles, bell wire, and conduit 
of various types and sizes. 

Messrs. Rayner & Hrarp, LTD., Duke Street, Derby.— 
Stock list of 9- and 3-phase induction motors ranging from 
] to 45 b.h.p. 

Messrs. Donovan & Co., 47, Cornwall Street, Birmingham. 
—A sheet giving illustrations and prices of numerous elee- 
trical accessories as lamp-holders, tumbler switches, belis. 
plugs, house service switches, &c. Also a list of reduced 
prices of Mazda“ lamps. 

. DvabiL('s Patents, Failsworth, Manchester.—A card hear- 
ing numerous illustrations of jointed lighting fittings for Walls, 
ceilings, and desks. 

Мн. Н. C. %илхаввү, 142-146, Old Street, E.C.—List No. 
151, dealing with several types of barrows. 

Messrs. Hogan & Wakpkor, 88, Golden Lane, E.C. 1-4 
well-illustrated price list of electric fans of numerous type 
desk, bracket, ceiling. port-hole, Хе. The list also deals with 
fractional h.p. motors, regulating resistances, and grinding 
and polishing machines. | 

Messrs. SIEMENS Pros. & Co., Lrb., Caxton House, West 
minster, S.W. 1.—Leaflets 2007 and 2009, the first ging 3 
description and illustrations of the lighting of Covent Garden 
Markets, and the other a list of large residences in which the 
'" Stannos ” wiring system has been installed. 

Messrs. Watson & Sons (ELECTRO-MEDICAL), LTD. Sunic 
House. Parker Street, Kingsway, W.C. 2.— Bulletin 378. de- 
seribing the Canny Ryall ” portable diathermy apparatus. 
priced. Supplement to Bulletin No. 35s, giving altered prices 
of the “ Sunic " X-ray combination. Also a price list (Bulle- 
tin 40s) of second-hand X-ray and electro-medical apparatus. 

Tun Sun ErrcrRICAL Co., Lro., 118-120. Charing Cross Road, 
W.C. 2.— List No. 337, advertising the Alco ” electric washer 
and wringer. | zs 

E. D. A. Activities. The latest pamphlet of the British 
Electrical Development Association (E.D.A. 196) sets їп em 
trust the trouble-entailed by the use of raw fuel and i 
advantages of eleetrie heating. Its appearance 15 attract 
and its statements are convincing. " 

the re- 


Patent Restoration.—An order has been made for E 
storation of patent No. 18.215 of 1915 for?“ Improvements mo 
relating to trucks for railway or tramway vehicles 8181“ 
to Sidney Thomas and Frank Staits-Gardner. 
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For Sale.—By order of the liquidator, Messrs. Whitham 
and Sons will sell by auction on November sth and 9th at 3, 
Lisbon Street, Leeds, the stock of Messrs. Hudsons Electrical 
Engineering Co., Ltd., comprising motors, switchgear, plant. 
machinery, stores, &c. 

Bv direction of the Disposal Board, Messrs. Lane & Smith 
will sell by auction on November Ist and following days at 
Witton, Birmingham, electrical plant and machinery.“ 

The London County Council invites offers for one 3,500-kW 
generating set. 

Assets Auctions Co., Ltd.. will sell by auction on October 
4th, at 119-121, Newington Causeway, S.E., а quantity of 
electrical material, &c. 

Bristol Corporation Electricity Department invites offers for 
surplus generating. plant, &e. (See our advertisement pages 
to-day.) 

Book Notices.—‘* Hvdro-Electric Power in the Niagara 
District " (35 pp.). Toronto: The Hydro-Electric Power Com- 
mission of Ontario.—This is a well produced brochure, pro- 
fusely illustrated, dealing with various aspects of the supply 
of power in the largest of the Commission's systems. It is 
especially useful as showing the extent to which industry and 
the general well-being of the district are dependent upon the 
electricity supply. 

"The Metropolitan-Vickers Gazette," Vol. VI, No. 102, 
September, 1021.— This issue contains an illustrated descrip- 
tion of ап excess energy meter for measuring consumption 
above a contract quantity; an article on "7 High Voltage 
Bushing Insulators,” by W. A. Coates, M. I. E. E.; und The 
Story of the Induction Motor," a reprint of a paper read 
before the American E. E. E. 

“The Toronto Hydro-Electrie System," Tenth Annual Re- 
port, 1920. Published by the Toronto Electric Commissioners. 
—This gives in detail particulars of operation for the vear 
ended December 31st last, showing very satisfactory results. 

" Pitman's Latest Books, Autumn, 1921 (28 pp.).—A cata- 
logue giving sizes, prices, and short descriptions of technical, 
commercial, and financial books recently published by Sir 
Isaac Pitrnan & Sons, Ltd. 

"The Mechanical Handling of Goods," by C. H. Woodfield. 
Pp. xi 116, figs. 73. London: Sir I. Pitman & Sons. Price 
2s. Gd. net. 

"M. & C. Machine Mining," Vol. I, No. 3. Glasgow: 
Mavor & Coulson, Ltd. — Price 6d.—This contains copious 
notes on coal-mining machinery and switchgear—their. use, 
upkeep, &c. 

" Engineering. Abstracts from Current Periodical Litera- 
ture." Published outside the U.K. New series, No. 9. October, 
london : The Institution of Civil Engineers. 

"Post Office Electrical Engineers! Journal," Val. 14. part 3. 
October, 1921. London: Evectrican Review, Ltd. Price 28. 


net. 
The Electric Furnace," by F. J. Moffett. Pp. x4118; 
33 fips. London : Sir I. Pitman & Sons. Price 28. 6d. net. 


“Metric System for Engineers.” 
xin 151, 34 tables. 
128. od. net. 


German Customs Duties—The German Minister. of 
Finance has issued an order, which took effect. on October 
20th, incrensing from 900. to. 1,900 per cent. the premium ог 
“asio which is leviable when the “gold ” duties of the 
Customs tariff аге paid in paper currency. The effect of the 
order is to double the paper currency duties by requiring 
2.000 paper marks to be paid for each 100 marks * gold” 
duty leviable, instead of 1,000 paper marks as hitherto. 


Coventry Corporation and the E. P. E. A.— The trouble be- 
tween the Coventry Corporation Electricity Department and 
the IA. P. E. A., which had reached so acute a stage that notices 
of withdrawal of their services had. been given by the whole 
of the stall, has been settled by the Anomalies Committee of 
the National Joint. Board, to which both parties to the dispute 
agreed to refer it, at the same time agreeing to accept the 
decision of the Board as binding. We learn from the secretary 
of the National Joint Board of Employers and Members of 
Staff, Mr. II. B. Keeping, that the sub-cominittee met in 
london. under the chairmanship of Alderman Walker, and 
after a full hearing, decided unanimously that the notices 
to cease Work must be withdrawn and no further. attempts 
made to interfere with the arrangement made by the Coventry 
Corporation. It was also recommended. that the gentleman 
Who had been appointed to the staff of the electricity depart- 
ment should rejoin the E.P. E. x. 


New Electrical Manufacturing Works at Leeds.—If ex- 
ample counts for anything in the industrial world, the“ merry 
and bright” spirit of some branches of the electrical trade 
should do other trades good. [t is certainly encouraging when 
we are all discussing the question. of industrial depression 
and unemployment to see signs of progress and development 
in any branch of industry, and to note the presence. in our 
midst of those who have sufficient confidence in the future 
to make preparation for the revival in trade which we all 
hope will not be long in coming. Опе such sign is to be 
found in the building of new works by Messrs. Ingleby & Co.. 
Ltd., dynamo and motor manufacturers, on a site of 
approximately 10 acres adjoining Old Lane, Beeston, Leeds, 
Which less than two years ago was а field under cultivation. 

wese works, which were formally opened last week by the 


by C. В. Chipham. Pp. 
London: Chapman & Hall Ltd. Price 


Lord Mayor of Leeds, consist of two buildings, the larger of 
which comprises commodious offices and a large machine shop 
of structural steel arranged for an overhead travelling crane; 
the other includes a tool sbop as well as winding department 
and stores for finished motors and other materials. The works, 
which are capable of turning out electric motors for industrial 
purposes ranging from 4 b.h.p. to 300 b.h.p., were designed 
by Mr. J. C. B. Ingleby, elder of the two brothers Ingleby, 
who commenced business in rented premises in Elland Road 
in 1903. During the war this became a controlled establish- 
ment and supplied a large number of motors to the Govern- 
ment factories. Special attention has been paid in the con- 
struction of the buildings to light, ventilation, and heating, 
and a most important feature is the way the works have 
been laid out for future extension; one or more bays can 
readily be added to the main building at comparatively small 
cost, there being ample land available on the site. 


United States Exports of Electrical Goods.—The exports 
of electrical goods during August were valued at 6,057,489 
dollars, as compared with 7,110,255 dollars in the correspond- 
ing month of 1920. Seven electric locomotives—not included 
under general electrical goods—valued at 242,362 dollars 
were also exported in August. "The heaviest decreases com- 
pared with the corresponding month of last vear were shown 
in batteries, carbons, fans, heating and cooking apparatus, 
interior wiring supplies, Incandescent lamps, magnetos, spark 
plugs, &c., and switches and accessories, Whereas motors, 
theostats and controllers, telephones and transformers, showed 
healthy increases.—Reuter’s Trade Service (Washington). 

Exports of electrical goods from the United States showed 
a marked decrease during the first eight months of this year 
compared with the same period of 1920. This tendency was 
less noticeable in power equipment than in equipment for 
motor vehicles and similar lines. In telephones and trans- 
formers, however, American trade continues to expand. 
Japan has been quite an active buyer in many classes of 
goods, which is a noteworthy circumstance considering the 
growth of local manufacture. 


Russia's Electrical Factories.—The production of the elec- 
trical factories in the first four months of 1921 is tabulated 
as follows in a Russian official journal :— 

P ercentage pro- 


Planned | duced compared 
Goods. production. Produced. with programme. 
Dynamo machines, 
motors and trans- 
formers ,. we 13420 kW 10,704 80 7? 
Telephone and tele- 
graph apparatus 
and parts ids 1.395 1.998 171 % 
Wire and cable 39. 7% poods 36. 100 poods 91 75 
Electric lamps 612.000 297.217 18˙5 7 


Electrie accumu- 


lators — ... .. 12,500 poods 5,100 poods 40's 7 
Insulators. trolleys, 

XC. bay саз 0,621. „ 363I „ 38 Y 
Carbons — ... s 3.321 „ 3.938 „ 120 7 


The last two items are for six months. 


Under the control of the Moscow Government there are 40 elec- 
trical factories, of which $4 are working. These factories are 
arranged in 28. producing units, under one control, to assure 
homogeneous production. The total number of workers and 
staff at the factories was (on January Ist) 7,273 workers, 2.328 
employés, total 0.0601; on Мах Ist, 8.426 workers, 2.400 em- 
ployés, total 10,526. That is to sav. the number of workers 
grew by 16 per cent. in four months, and the employés by 
8 per cent. But this increase in labour force was not shown 
in the working of the factories, which are being run under 
inefficient conditions. In pre-war days 12.500 men were 
engaged at the factories, and in 1916 15,000. were emploved. 
The chief problem is labour. Whereas in 1913 55 рег cent. 
of the hands were skilled workmen, on January Ist, 1921, only 
35 per cent. were skilled. At the high-pressure factories the 
ratio of skilled workers fell from 63 to 37 per cent., and those 
for weak-current apparatus fell from 55 to 26 per cent. 


Attracting the Consumer.—The advent of autumn is being 
accompanied. by many fresh efforts on the part of electrical 
manufacturers to extend the popularity of their products. 

Tur ELECTRIC Һам MANUFACTURERS? ASSOCIATION, through 
the medium of the Scheff Publicity Organisation, Ltd., has in- 
augurated a wide campaign to make known the lamps of its 
member firms. The arrangements are fully set out in a 
brochure recently issued, and the printing press is to be kept 
busy. 

For the use of its agents, the Episox Swan Erreruic Co. 
IT., has published a broadsheet which contains illustrations 
of several advertisements which may be reproduced in local 
newspapers, the frin supplying the necessary“ electros;"" A 
new " Ediswan " showcard has been issued. This is a coloured 
card bearing the title The World's Light Championship,” 
and depicting a boxer sparring with a." Royal Ediswan ” 
lamp mounted as a punching ball. 

THE MeTROPOLITAN-ViCKERS ELectricaL Co., Ib., is adver- 
tising the " Cosmos " radiant fire bv means of a coloured 
show-card depicting two children standing over a fire with 
obvious enjoyment. 


` 
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Trade Depression : The F.B.I. Suggestions.—The Execu- 
tive Committee of the Federation of British Industries has 
appointed a special committee to consider, and to consult 
other interests with regard to the suggestions made in its 
memorandum on trade depression, a copy of which was 
forwarded to the Prime Minister by Sir W. Peter Rylands, 
the president. It consists of leading representatives of im- 
portant industries, and includes the president, Mr. Dudley 
Docker, Sir R. V. Vassar Smith, Col. O. C. Armstrong, Mr. 
E. W. Petter, Mr. E. J. Pybus, and others. The memorandum 
stated that the situation presents two separate problems: (1) 
The discovery of the best means of alleviating the distress 
caused by unemployment; (2) the discovery of the best means 
or reviving trade and thus removing the cause of unemploy- 
ment. After examining the causes of the present position, 
the question of restoring stability is reviewed, and it is shown 
that the cyclical trade depression such us we were accustomed 
to long before the war will yield to a revival of demand, and 
of this there are already signs in some trades. The'document 
proceeds to discuss possible measures for alleviating the ditti- 
culties of the next few years, such as reduction of taxation. 
export credit schemes, barter trade, development of Dominions 
and Crown Colonies, and closes with reference to future com- 
petition. We quote the final sentences :— 

We have got to realise that if we are to sell goods to an 
impoverished world we must sell them at a price which that 
world can afford to pay, and that if foreign labour costs 
are below ours in any trade, either through their workmen 
accepting lower rates of remuneration than ours or giving 
higher efficiency for similar remuneration, no artificial 
measures will enable us to continue to give employment in 
that trade. The lowering of the cost of production involves, 
of course, two factors; the first is the improvement of manage- 
ment, organisation, and plant, and requires time and, above 
all, the expenditure of capital which war and present taxation 
and the diminution of the world's capital resources will render 
it extraordinarily dithcult to supply. The second factor is 
either an increased efficiency of labour in proportion to its 
remuneration, or decreased remuneration without a decrease 
in efficiency. The choice before the country is to reach this 
result either by agreement, which would be infinitely the 
quickest and most satisfactory to everyone concerned, or by 
the sheer force of circumstances—continued unemployment, 
continued distress, and in the ultimate resort starvation for 
the workman and bankruptcy for the employer. 


The Australian E.T.U..and Union Labour.—The Sydney 
City Council had the following resolution before its meeting 
in September. It was in the name of the secretary ot the 
Municipal Labour caucus: " That on and from a date to be. 
fixed, all installations which it is intended to connect to the 
Council's mains must be installed by men who are certified by 
the secretary of the Electrical Trades Union of Australia, such 
men to be financial members of that organisation, and the con- 
sumers must produce certificate to that effect before the 
Council will grant supply. Failure to produce such certificate 
will render the consumer liable to a fine, and supply of current 
will be withheld until the fine is paid.” 


Helium  Fittings.—We understand that ** Helium 
electric light fittings (registered design No. 677,190, of Messrs. 
Albert Lee & Co., Ltd., New Zealand Avenue, E.C.1) have 
just been installed in. the London School of Economics and 
Political Science. (London University), also in Harrow College 
and many shops and public buildings. The firm holds the 
standard type of fitting in stock in various sizes for 60- to 
1,000-watt gasfilled lamps. 


Producer and Consumer in South Africa.—Every country 
possesses a national desire to work up its own hoimie-grown 
material into finished articles of the greatest possible value, 
rather than to export the raw or semi-manufactured product 
and re-import it at some later stage of manufacture. This 
desire was intensified during the war, and in fact was trans- 
formed in many Instances into a dire necessity. South Africa 
affords an interesting example of this tendency. In fact, her 
zeal in some Instances outran her discretion, judging by the 
comparatively high prices at which certain. home-produced 
articles have been selling. This phase of the movement has 
perhaps influenced the Union Government in creating a depart- 
Inent to watch the interests of traders as well as manufacturers. 

More than five vears have elapsed since a Department of 
Industry and Science was formed, and during that period it 
has surveved the chances of development in almost every 
possible branch of manufacture in the Union. Exports of 
South African produce, other than gold, rose in value from 
£201,419,000 in 1916 to £45,132,000 in 1919 and 442.252.000 in 
194). This advance in export trade has emphasised the need 
for the formation of a Department of the State which would 
deal with that branch of activity as well as with industry 
and manufacture. To fill this want the Union Government 
has now set up a Board of Trade and Industries whose prin- 
cipal functions will be to advise the Government on the work- 
ing of the Customs and Excise duties, particularly with 
reference to the protection of home manufacture, and to 
examine costs of production, transportation, and labour at 
home and abroad, in relation. to prices of South African and 
сег produce. In short, the Board will endeavour to hold the 
balance between the manufacturer and consumer. Its duties 
also include the development of markets overseas for the 
raw materiale and manufactured products of the Union. 


э 


The Chilean Railway Electrification Contract.—A report 
received from Santiago through Reuter’s Trade Service refer. 
ring to the contract awarded by the Chilean Government ta 
the Westinghouse Electric International Co. (see ELECTRICA, 
Review last week) at $7,000,000, states that the bid of ар- 
proximately $12,000,000 made by the Allgemeine Electricitacts 
Gesellschaft was the highest of all tenders received. Work on 
the contract must be commenced within six months and must 
be completed in the spring of 1923. It is calculated that the 
cost of electrification of this section of the line wiil be amor. 
tised within six years, on account of the immense saving in 
fuel and labour. 


German Exports to Spain.—During the first seven months 
of the present vear the Germans sent among other goods tn 
Spain over 2,000 tons of electrical installation material out 
of a total importation of 4,900 tons; over half the telegraph 
and telephone apparatus imported; more than a third of the 
fixed steam and gas engines; a third of the flvwheels and 
pumps of all kinds; a third of the hydraulic motors; 40 per 
cent. of the machines not expressly enumerated in the Customs 
tarif, and the bulk of the railway material.—HBeuter'a Trade 
Service (Madrid). 


Price of Steel Plates.—North-East Coast stee! manufac. 
turers have reduced the price of steel ship plates by Тв. per 
ton to £10 10s., which compares with £20 10s. at the beginning 
of the year.—The Times. 


Contractors and Building Work.—It would seem from the 
American Electrical Review that waiting on the building boon 
has become a chronic habit with many contractor-dealers on 
that side of the Atlantic, as well as with the building industry 
as a whole. Our contemporary adds that the time to wait has 
gone by, and it is now time for action. Chas. I. Benjamin 
advises the contractor-dealer to go after fixture renewal busi- 
ness, and he tells how to find it. Watch for real estate 
news, and see every man who buys a home." The “ Con- 
tractors’ Column " which we have published in the Екс 
TRICAL Review for many years past is designed to help the 
British electrical contractor to do this sort of thing. " There 
have been many thousands of houses changing hands during 
the last year," says our contemporary. 

" When а man buys a house that has been built for 10 
years or more there is probably no other fitting or equipment - 
on the property so far out of date as the lighting fixtures. In 
most eases the new owner gives his property a thorough 
cleaning out and a new coat of paint and paper, and then 
those old fixtures look even less appropriate than before. 
Fixture design has been so changed during the last 10 years, 
as a result of the passing of gas illumination and the progress 
in lamp manufacture, that no family can move from a fairly 
modern apartinent into a house with old-time fixtures without 
fecling a strong desire for a change." | 


Lord Weir on Measures for Reviving Employment.—Lor 
Weir has prepared a statement on The Revival of Emplov- 
ment," and it has been circulated to members of the House 
of Lords by the Scottish Economie League. It was printed in 
full in The Times of Monday last. The writer says that the 
choice at the present time seems to be clearly a reversion to 
longer hours, reduced costs and a revival of employment, or 
adherence to the short week, vast unemployment, and an in- 
ability to support our industrial population. It is not possible 
for any Government or trade union or any body of employers 
to guarantee to a body of workers the maintenace of апу 
specific standard of living. The controlling factor in thut 
is imposed by the workers and their conditions in other coun- 
tries.“ Lord Weir makes the following recommenditions :— 

(a) That we concentrate on reviving employment for 
workers in their own trades by initiating a demand for the 
products of these trades. 

" (b) That we cause this demand by reduction in price and 
thereby quicken enterprise and give confidence to potential 
customers, | 

" (e) That we reduce the price by reduction in cost achieved 
by a revision of the working conditions in industry and deil 
With wage reductions as a last resort. , 

" (d) That, subject to the trade unions agreeing to ths 
course of action, the Government pledge themselves to uv 
their influence and power to facilitate the granting of cre 
and the raising of capital for approved schemes and under- 
takings at home and in our Dominions and Colonies.’ a 

Lord Weir delivered an important speech on the situation 
of the engineering trades and the seriousness of the outlook. 
at the luncheon held on Wednesday in connection with the 
conference of the British Engineers’ Association. 


Electricity Supply Legislation.—Mr. P. A. Harris. at : 
recent meeting of the London County Council asked whether 
the delay in the passing into law of the Electricity Pill a 
Was preventing the operation of the Electricity Act. Hee 
Mr. G. Н. Hume replied in the affirmative. Сотта" 
had recently been addressed to the Prime Minister M bi 
Ministry of Transport calling attention to the important!“ T 
ing which electrical development had upon the industri 
situation generally, with special reference to the шеш, 
ment question, and pressing strongly on the Government : 
the necessary supplementary legislation should be pus + 
Parliament this year.—Morning Post. 
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Electrical Importers' Criticisms of the Working of the 
Safeguarding of Industries Act.—The Evening Standard, last 
week, quoted a number of examples of the widespread dis- 
satisfaction ° with the practical working of the Safeguarding 
of Industries Act. The writer mentions, among other matters, 
what he describes as the emphatic criticiam given by the 
Secretary of the Electrical Importers’ and Traders’ Associa- 
tion, who produced a telegram from ''a well-known London 
firm," reading as follows: — Large consignment lamps 
awaits dispatch at Rotterdam. Suppliers will not ship as 
Customs are holding up this side under Key Industries. Posi- 
tion very serious." The Secretary of the E. I. & Т.А. is 
credited with saying :— 

A clause in the Act forbids the free importation of arc 
lamp carbons, so Customs are actually stopping all pocket 
batteries, because they contain a piece of carbon 14 inches 
long. and worth about 1d. This is useless for arc lamp 
carbon. Worse than this, we have an immense British manu- 
facture of these pocket batteries, but this trade depends on 
these imported small carbon rods. To-day there are one 
million carbon rods held up at the docks, and our workmen 
are kicking their heels in idleness. All this because the arc- 
lamps clause of the Act defines arc-lamp carbons as neces- 
sary for searchlights. The Act never mentioned carbon rods. 
In any case, our trade is completely dislocated. Further, 
glass tubing 1s held up, although it is the raw material for 
British-made electric lamps. Electric lamps themselves are 
not inclu’ed in the Bill, but Customs declare them taxable, 
inasmuco as they contain a small piece of tungsten wire, 
worth one penny. The strange thing is that many of these 
lamps, imported from Holland, are made of British tungsten 
wire. Customs actually forbid a British product to re-enter 
its own country! " 

The Fancy Goods Section Vigilance Committee of the Lon- 
don Chamber of Commerce has sent a circular letter to Mem- 
bers of Parliament drawing attention to experience of the first 
two week's operations of the Act. The Act, it states, 18 being 
interpreted by the Board of Trade and administered by H.M. 
Customs in such а way that fancy goods and other traders have 
passed a resolution expressing ' Grave concern at the very 
serious dislocation of business created by the Act, particularly 
on account of the extraordinarily wide interpretations which 
are being placed by the authorities on certain items referred 
to in the Key Industries Schedule." and also calling upon 
the Government to bring in an amending Act “ suspending 
the operations of the Safeguarding of Industries Act in 80 
far us it concerns commodities not produced in this country.” 
]n the course of its communication the committee states :— 

“Are Lamp Carbons.—It is laid down by the department that 
under this clause the Customs are entitled to hold up con- 
signments of pocket torch batteries because they contain а 
minute piece of carbon rod—in spite of the fact that these 
obviouslv are not going to be used in connection with arc 
lamp carbons at all, nor could be. In addition to this a con- 
signment of 600,000 carbon rods wanted by a firm of British 
dry battery manufacturérs has already been held up. 

“ Electric Lamps.—In the Ways and Means debates, Малів- 
ters assured the House that half-watt lamps were not to be 
protected (see * Hansard,” e.g., May 318, col. 940). Yet now 
electrie lamps are held up at all the ports, to be taxed as con- 
taining tungsten.” 


British Trade Mark Applications.—Appended is a sum- 
mary of the recent applications for British trade marks in 
respect of goods and productions associated with the elec- 
trical trades and industries :— 

Titan. No. 409,558. Class 8. Storage batteries and parts 
thereof.—General Lead Batteries Co., Chapel Street, Newark, 
New Jersey, U.S.A. November 9th, 1920. 

Aerozon. No. 413.561. Class 18. Electric radiators for 
heating.—Aeronzon Fabrik J. & B. Sternberg, 75 Ritter- 
strasse, Berlin, Germany. March 18th, 1921. 

Aerozohin. No. 413563. Class 18. Electrie radiators for 


heating. Aeronzon Fabrik G. & B. Sternberg, 75, Ritter- 
strasse, Berlin, Germany. March 18th, 1921. 
Bakelaque. No. 416,148. Class 50. Electrical insulating 


materials in which synthetic resin is the predominating 
material. Attwater & Sons, Hopwood Street, Mills, Preston. 
June 15th, 1921. 

A.F.A. No. 416,106. Class 8. Electric appliances.—Accu- 
mulatorenfabrik Gesellschaft, 3 Askanischer Platz, Berlin, 
8. W.H. June 13th, 1921. 

Rip Го е Class 8. Electrie cables.—W. Т. 

alover & Co., Ltd., Traf P Works, Manchester. И 
ШШ, чөл. t raflord Park Works, Manchester. July 
S Dus No. 417,319. Class 11. An electrical foot bat- 
H for medical use.—Elsie Rickards, 1, Weltham Road, 

Канаш Birmingham. July 29th, 1921. 
| uraso, No. 417.233. Class 13. Electric incandescent 
aon he their parts, fittings, lamp holders, &c.—Osram 
Ard. oit 1-14 Ehrenbergstrasse, Berlin, 0.17. January 
y Mm? Trade in South America.—According to Commerce 
d " American-made electric lamps are meeting with keen 
1 ition in South American markets from the German 
5 y Engineers returning from South America state that 
E Ts P of the latter is poor, and that a high percentage 
ud 1 urnished under a recent Government contract gave 

saustactory length of service. i 


British Parsimony.—In connection with our criticism of 
the Government's economical measures in dealing with the 
Department of Overseas Trade, we observe that the Daily 
Telegraph correspondent at Montreal reports that indignant 
protests were made at a meeting of the Canadian represen- 
tatives of British firms exporting to Canada against the 
manner in which the British Government was curtailing tha 
activities of the British Trade Commissioner’s offices in 
Canada, which had led to the resignation of Captain Edwards, 
Senior Trade Commissioner, and to sharp reductions of the 
office staffs. ‘‘ The meeting was as a farewell to Captain 
Edwards, when the British trade representatives’ organisation 
resented the curtailment of the work, and declared they 
had protested to the British Department of Overseas Trade 
but without avail. A general opinion was expressed that the 
curtailment was a work of false economy at a time when 
British trade in Canada is fighting to hold its position against 
the aggressive campaign of America and other exporting 
countries. Captain Edwards relinquishes his work as Senior 
Trade Commissioner, and will shortly return to England.”’ 


An American Electrical Man’s Impressions in Germany.— 
Mr. G. C. Du Bois, president of the Western Electric Co. 
(U.S.A.), recently returned to America after a aix weeks’ tour of 
Europe, during which he visited France, Switzerland, Austria, 
Hungary, Germany, Belgium, and England. The Chicago Elec- 
trical Review quotes him as saying that Germany to-day is 
in a position to undersell the world on most manufactured 
articles. Industrially, Germany seems to be as efficient as 
ever. With wages low as measured in the currency of other 
countries, with highly competent workers eager to produce 
and with the reparation question in a more settled state, Ger- 
many is in a position to go ahead in building up her indus- 
tries to handle export business. At present she can turn out 
many lines of manufactured articles to sell profitably for less 
money than any other country. As nearly as I can calculate 
it, the cost of ‘German labour in the metal-working trades, 
measured in dollars, which is the correct way to measure it 
when it enters into competition with the United States for 
foreign trade, is about one-sixth of the cost of equivalent 
labour here. While in all probability this will lead to pro- 
tective measures on the part of competing countries, such as 
taxes on German exports and other measures for the encour- 
agement of home industries, yet wages in such countries аге 
now decreasing, and this tendency is likely to continue if 
it effectively meets German competition in foreign trade." 


Hispano-American Electric Co.—According to information 
received from various sources and published in (Commerce 
Reports, the City Council of Buenos Aires has recently 
agreed to transfer to the Hispano-American Electric Co. the 
franchise for the supply of electric light and power in the 
city of Buenos Aires, in succession to the German Trans-Atlan- 
tic Electric Co., to which a 50-year franchise had been given 
in 1907. The Hispano-American Electric Co. was founded in 
1920 by the Banks of Madrid, Barcelona, and Bilbao, and has 
a board of directors made up of some of the most influential 
men of Spain. The president of the board of directors is 
Don Claudio Lopez Bru, Marquis of Comillas, and the home 
offices are at Madrid. While the company 1s by all indications 
entirely Spanish in its composition, there have been сош- 
ments in South America which would indicate a feeling in 
the Argentine that the German interests have not been entirely 
eliminated, although on the surface there appears to be no 
direct evidence to that effect. The various systems taken 
over by the Hispano-American Electric Co. consist of three 
plants in Buenos Aires, a light and power plant in Mendoza, 
lighting and street railway systems in Valparaiso, and an 
electric street-car line in Montevideo. The German company 
owned the lighting and railway system in Santiago, Chile, 
but this was taken over by the Government during the war; 
it is understood that the new company is making every effort 
to secure the return of this property as successors of the Сег- 
man corporation. As an indication of the magnitude of the 
Hispano-Armerican holdings in the Argentine, Chile, and 
Uruguay, the total capacity of the plants in Buenos Aires 
alone is at present 125,190 KW, with 66,000 kW in process of 
installation or on order; the present annual output of the 
Buenos Aires plants is said to be over 300,000,000 kWh, 


D.K. New Club House.—Ladv Ellis, wife of the chairman 
of the English Electric Co., opened the club house equipped 
for the use of the girl employés of Messrs. Dick, Kerr & Co., 
on October 12th. Mr. Livingstone, the works manager, pre- 
sided. The club, corresponding to that established two vears 
ago at Ashton Park for the firm's male employés, as a memo- 
rial to comrades who died in the war, is situated in Strand 
Road. Its programme is to include debating and dramatic 
societies, classes for dancing, teaching of various crafts and 
hobbies, and occasional lectures. ў 


Bosch Operations in the United States.—The Robert 
Bosch Magneto Co., Inc., has just been incorporated under the 
laws of the State of New York, with a capital of 250,000 
dollars. The company claims to have a new Bosch invention 
for use in the cheaper class of automobiles—a combination 
battery and ignition system. It will also offer a new Bosch 
electric lighting system for high-priced care.—Reuter's Trade 
Service (New York). 
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The German Cable Industry.—It is stated that negotia- 
tions in the German cable industry, to which we referred 
recently in tho matter of insulated conductors, are now pro- 
ceeding, and are expected jo result in the adhesion of the 
outside makers to the Cable Syndicate. 


French Electrical Companies. — & new company has lately 
been formed in Paris (12, Rue Castex) with a capital of 
2,000,000 fr., and the title La Socicté Hydro-Electrique du Val 
Vernier, to utilise а waterfall on. the river. Marne near Gud- 
mont (Haute Marne) for the generation of electrical energy for 
lighting and power purposes. 


LIGHTING AND POWER NOTES. 


Belfast. —COMMITTEE TO. Бкмлїх.—Ав an outcome of the 
special meeting of the City Council, at whicli the «decision 
to cancel the appointment of Messrs. Preece, Cardew. and 
uder as consultants was rescinded, the Electricity Committee, 
Which had tendered its resignation, has agreed to continue 


in office. 


Banff.—Evectricity сее. А report. has been received 
upon the scheme to introduce electric licht and power to 
Banff and Macduff.. Mr. Bell. city electrical engineer, Aber- 
deen, is consulting engineer. The estimated outlay is £24.00, 
including suction gas plant for motive power. Overhead 
cables are to be used. 


Bangor.—Durk / SWP. -The Electricity Commissioners 
have authorised the City electrical engineer to re-open negotia- 
tions with the North Wales Power Co., for the supply of 
electricity in bulk, as they do not consider the circumstances 
warrant the installation of a 100-kW Diesel set in the borough 
electricity works. 


Barton-on-Humber.—I,:Gai, — Procernixgs.—The Urban 
Council has been served with a writ by the Barton Electric 
Supply Co. consequent upon a refusal to enter into negotiations 
for an increase. in the contract price for street lighting. At 
à specially convened meeting of the Council it was decided to 
defend the case. Yorkshire Post. 


Bedford.—Year’s WonkiNa.—The acconnts of the Electri- 
city Department (engineer: Mr. R. W. Phillips) for the year 
ended March 31st last show a total revenue of £78,705, as 
compared with # ӨЗИ in 191920. Working expenses 
amounted to £54,572, us against. £43,607, leaving a gross profit 
of £24,133 (£17,614). The net profit, after payment ot all 
capital charges was £2,139, a slight decline from the previous 
year's figure— £2,625. 


Birmingham.—UNEMPLOYMENT Rub. Among the unem- 
ployment. relief measures being taken by the City Council is 
an instruction to the Electric Supply Committee to commence 
work on a number of extensions. 

NeW DESTRUCTOR Works.—The Salvage Committee of the 
Corporation proposes to construct new destructor works at 
Witton. А garage for electric vehicles will be installed at the 
works, and energy is to be generated by means of steam 
obtained from the burning of refuse. The proposed destructor 
will consist of eight cells capable of dealing with 38,000. tons 
of refuse per annum. The estimated cost is £100,000. 

ErrkcT or THE Сол, Srrikk.—The General Purposes Com- 
mittee of the City Council has issued a report on the steps 
taken during the coil strike to ensure fuel and light control. 


The effect on. the finances of the Electricity Supply Depart- 7 


ment was to involve it m a loss of £43,100, The subsequent 
and contmued effect in loss of business and disorganisation 
of working it is impossible to assess. The estimated reduc- 
tion in the sale of electricity during the three months is put 
at 6.8 million units, of a gross selling value of £59,000, and 
deducting: the cost of producing this extra quantity the loss 
js £32400. Extra fuel and labour costs are estimated at 
£10,700, a total of £43,100. 


Bognor.—INcreasep CuanoEks.— The. Electricity Supply Co. 
has received sanction. from the Ministry of "Transport. to in- 
crease Its maximum charge for electricity from ad. to Is. per 
unit from October Pth, with a minimum charge equivalent. to 
15 units per quarter for the winter months and 10 units per 
quarter for the summer months. 


Continental.—Rtssis.—A Moscow message savs that in 
order to provide a supply af electricity for all the power Con- 
suiners in the port of Petrograd, a second. electrical station 
will be erected. there. 

The Prarda states that before the war there were 250 elec- 
tricity. works in Russia; now there are 660, of Which 189 
were constructed during the revolution, and 100 stations in 
1920. At present, it is sail, stations are being built or 
extended in 66 towns and 66 villages. Forty-four factories 
are being electrified, and the syatems of electrical distribution 
are being extended in three Government towns, two districts, 
and 21 villages. 


In the Donetz Dasin 37 old stations have been reconstituted 
into 14 stations, to supply power to the mines, effecting an 
economy of 320,000 tons of fuel per annum; the superfluous 
equipment has been removed to other places. | 

ln accordance with the unified plan of electrifying the 
country the Kashir station for the electrification of the Moscow 
Government, the most majestic in Europe," is being built: 
also the Dmepre of 500,000 KW at the Dniepre weirs: the Sha- 
turskava; the Utkin factory, of Petrograd; the Kisiloff, in the 
Ural; the Ivanovo-Vosnesenskaya; the Nishigorod; the Tula; 
the Volchoff; the Tchelyabinsk, and the Schternskaya stations 
in the Donetz Basin, all making a total of 1,200,000 kilowatts. 
How much has actually been accomplished of this grandiose 
scheme is not known. 

JUTLAND.—The Commission appointed in November last to 
study the question of utilising the water power of Jutland for 
the production of electricity has just handed in its report. The 
Commission examined 16 schemes in connection with Jutland 
water power, and recommends, subject to further comprehen- 
sive investigations en the spot, the establishment of seven 
power stations; these which would be at Vestbirk, Hol. 
stebro, Bur i Ahlersgaard. Skjern, Karlsgaarde, and Ansaaver, 
would cost something like 30 million kroner. The Commission 
considers that these plants could be established with reasonable 
hopes of profitable results, especially if wages fall. Reuter 
Trade Service (Copenhagen), 

Austria.—A start has been made with the great Viennes 
hydro-electric scheme. The Town Council of Vienna, in con- 
junction with a Vienna Bank Trust, has formed a “ water. 
power works share company " with a share capital of 
500,000,000 kronen, half of which the Town Council and the 
banks will underwrite, some 100,000,000 kronen being sub- 
scribed. The company will raise a building capital of ten mil- 
liards in special bonds, 3.6 milliards of which will be spent in 
the first constructive period from November this year to June, 
1926, in building the hydro-electrie station on the Ybbs. with 
complementary works. The programme of the second building 
period is only as vet drafted in the rough, but for the station 
on the Danube which the Vienna Wasserkraftwerke contem- 
plates undertaking, the raising of 6.4 milliard kronen by the 
issue of bonds is foreseen. By the carrying out of these plans, 
some 100,000 h.. is expected to be placed at the disposal of 
the Viennese Corporation by the end of 1935 at the latest. 
While the city participates to the extent of 50 per cent. in 
the capital of;the company and exercises а proportionate in- 
fluence, it is Solely and wholly responsible for the interest on 
and the redemption of the bonds, as it stands to the company 
in the relation of its chief consumer. To hasten the works a 
premium of 12 kronen will be paid for every, day saved and 
every kilowatt available before June 30th. 1928. The existing 
generating station of the Corporation might produce yearly, 
with the help of the peat station, 320,000,000 kWh; its actual 
vield is now 280,000,000 kWh. By the completion of the first 
part of the building programme, the Corporation works could 
raise its output by another 100,000,000 kWh, or fully one- 
third more. 

FIN LAN. As a result of a recommendation made by the State 
Waterfall Committee, the Council of State decided lust May 
to expropriate the Linnankoski and other lesser falls situated 
in the Vuoksen for the purpose of a projected State hydro- 
electric works at Tmatra, in connection with tne possible 
conversion of the Finnish railwavs to electric traction. Appeals 
made by the Elektro-metallurgical Co. of Ruokolska and the 
Petrograd Electric Power Transmission Co. for the revocation 
of the orders for expropriation have been dismissed. 


Ivoviny.—On October 1th and 12th Col. T. 


Cookham. 


Ekim held an inquiry at Cookbam into two applications for 


Orders for supply ugt electricity to Cookham and district. The 
first appheirtton was by the Bourne End Electricity Corpora- 
tion, Ltd., whigh Mas an electricity works at Bourne End. and 
desires. to „tz nh its cables to Cookham, through Cockliam 
Dean and Cookhhm Rise to Marlow, as well as Little Marlon 
to Wooburn. The second application was made by Mr, George 
Young and three other promoters of a scheme to supply 
Cookham village and Cookham Dean and Cookham Rise from 
turbines driven by Thames water power at Cookham Mill. 


Dorchester.—Dtrcourse or Uxpertakixc.—No opposition 
being apparent to the taking over of the local electricits 
supply undertaking by the Council, it has been decided to 
obtain the necessary Order for the purchase. 


Edinburgh.—JAmk4 or берәу. -The East Lothian Cum 
P" : . m (т 
Council recently considered the scheme proposed by Edinburch 


Corporation for the extension of the supply from the new, 


station at Portobello. A memorandum, prepared by the 
County Clerk, pointed out that the ten miles radius agreed 
to by the Corporation would, roughly speaking, embrace the 
parishes of Prestonpans, Tranent. Penenitland, and Ormiston. 
and perhaps a part of Gladsmuir Parish. Tt would not seem 
to be reasonable to allow Edinburgh to take out the hest 
part of the county area without regard to the other part, 
making it probably impossible in the future to provide 107 
the remainder etficiently and economically. It was understood 
that the Corporation had under consideration a somes n 
wider radius than originally proposed— between 10 and 7 
miles. Tt wis unanimously agreed not to oppose the order | 
Edinburgh was willing to extend the radius of supply to 7 
Intles.—Glasqow Herald, 
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Electricity Districts. LOCAL. INQuiniks.—The Electricity 
Cominissioners give notice that they intend to hold a local 
inquiry in the Council Chamber at the Council House, Bir— 
mingbiin, on Tuesday, November 15th, at 10.30 a.m., and on 
the following days, with reference to the proposed South- West, 
Midlands Electricity District,” and to consider schemes in 
connection therewith that have been submitted by (a) the 
Birmingham Corporation Jointly with the Shropshire, Wor- 
cestershire & Staffordshire Electric Power Co., and (b) the 
Corporation of Worcester. 

A local inquiry will also be held at the Town Hall, Sheffield, 
on Tuesday, November 2th, at 10.30 a.m., and on following 
days, with reference to the North-East Midlands Electricity 
District,* and the scheme which has been submitted by the 
Corporation of Sheftield for the formation of a Joint Electricity 
Authority for the area. 


Elgin.—WaTer-rOWER SCHEMES.—At а recent meeting of 
the Town Council a committee was appointed to examine and 
report upon à scheme formulated by the Banff County Council 
to supply electricity to Morayshire and Banffshire, utilising 
the power of the river Spey. It was stated that power could 
be supplied in bulk at 1d. per kWh. The Council had already 
been invited to participate in a hydro-electric scheme drawn 
up by the Inverness-shire Council. 


Glasgow.— ELECTRICITY CHARGES.—The Corporation is in- 
troducing " all. electric“ houses into its housing schemes 
as in experiment, and the Electricity Committee has recon- 
mended that the following charges, which are based on a 
“two-part” tariff system, be made, one charge being a 
weekly standing charge according to the size of the house, and 
the other charge being the works cost at Dalmarnock of the 
energy used: 5 apartments, 28. per week; 4 apartments, 
IS. Id.; 3 apartments, IS. 6d.; plus 4d. per unit used in each 
Case, 


Gargrave (Yorkshire).—Evrctricity бгргу.—А public 
meeting was held last week to receive а report on a proposed 
scheme of electricity supply for the district. Mr. Banks, 
electrical expert, detailed the scheme, which was to form 
a Gargrave Electricity Supply Co., to supply energy 
at 9d. per unit, as compared with the present Keighley 
(15 miles away) price of 8d. per unit; or at flat rates for varv- 
ing number of lights. At the rates proposed the public would 
sive about 50 per cent. as against the present gas supply, 
and the Council believed there would be a saving in street 
hyhting, which the company would undertake, supplying 
energy and keeping the lamps in order, at £2 per lamp per 
year. The meeting approved the scheine, and a committee was 
appointed to work in conjunction with the company. 


Hemel Hempstead.—E:rctricity Suprty.—The Town Coun- 
cil has decided to approach the Watford Urban District Coun- 
cll as to the terms on which it would be prepared to supply 
electricity to the borough. 


Holmfirth.—Evectricity берїї Extenstoxs.—The Urban 
District Council has agreed to a scheme of electricity exten- 
уоп» estimated to cost from £100 to £200. 


Holsworthy.—Srreer Тлснтіха.—Тће Urban Council re- 
cently proposed to substitute electric for gas lighting, and 
applied to the Holsworthy Gas & Electrie Supply Co., Ltd., 
for its terms. The company stated that its plant was already 
fully loaded, and additions could not be entertained. The 
Council, refusing to pay the high price for gas lighting, has 
consequently abandoned public lighting for the coming winter. 


Irvinestown (Co. Fermanagh).—Strret — LicitriNG.—A 
Local Government Board inquiry has been held into an appli- 
cation for an installation of public electric lighting. 


Kingstown (Co. Dublin).—Street Lacutixe. —The Urban 
Council. has appointed a committee to consider the intro- 
duction of publie. electric lighting. 


Lancaster.—Etrctricity District.—The Corporation is op- 
Posing the scheme for the formation of an area embracing 
Barrow, Millom, Grasmere, Kendal, Bootle, Ulverston, Carn- 
forth, Morecambe, Lancaster, and Kirkby Lonsdale, with 
Barrow as the generating station site. [t is considered that 
the proposed area is too scattered, and, having in mind the 
cost involved in transmission, distribution, &., it is probable 
that an alternative scheme, with Lancaster as a centre, will 
be subinitted. 


Llandrindod Wells. Ic ASE D Crarcrs.—The Electrie 
Light & Power Co., Ltd., has received sanction to inerease 

‘charge for electricity to a maximun of ls. 2d. per unit, 
With a minimum for the winter quarter of 178. 6d. for 15 
units or less, for a period of five years. 

Propose Purcuase.—The Urban District Council has under 
consideration a proposal for the purchase of the undertaking 
provided terms can be arranged. 


Llandudno.— BK Scrpry.—The. Town Council. has ap- 
proved the draft agreement with the North Wales Power and 
Traction CO., under which the company will supply elec- 
tricity in bulk to the Council at 11d. per unit, and decided to 
anply for the Electricity. Commissioners’ sanction to. borrow 
£13,000, which the Council will lend to the Power Company 
Н Men О з РБ RO IAT м Ee IG UE 
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for the construction of а transmission line from the company’s 
sub-station near Colwyn Bay to the Council’s sub-station at 
Llandudno. The agreement is for twenty-five years, and the 
erection of the overhead transmission line will be started as 
soon as posstble.—Liverpool Daily Post. 


Llanfairfechan.—Enectrictry SUT. Ihe Urban District 
Council has decided to proceed with an electric lighting scheme 
at a cost of £10,000. Negotiations have been in progress with 
the North. Wales Power Co. for the supply of electricity in 
bulk. 


Litherland.—SuvrvtLy кком BoorLrF.—The Electricity Com- 
missioners have written to the Urban Council with reference 
to the proposed transfer of the Litherland Electric Lighting 
Order to the Bootle Corporation. The town clerk of Bootle 
has been instructed to proceed with the transfer of the Order. 
Litherland has asked the Bootle Corporation for terms and 
conditions for the use of electricity for street lighting, and the 
Corporation has offered to supply electricity at one-third of 
the rate at which private lighting is supplied, such rate being 
not less than one penny per umt, subject to the Litherland 
Council's paving all charges for connections, equipment and 
maintenance. Work is now proceeding on the laying of 
mains in the area, and the Bootle electrical engineer reports 
that the only satisfactory way to provide the capital required 
for service connections will be for consumers requiring the 
supply to pay the cost of them. 


Liverpool.—Pirn Licgutinc.—The Liverpool engineer has 
reported to the Tramways and Electricity Committee that the 
Introduction of electric lighting at the Pier Head has proved 
eminently satisfactory, the lamps giving 50,000 candle power 
at a cost of 4850 per annum. 

Loa SaNcTIoNED.— The Electricity Commissioners have 
sanctioned a loan of £25,290 for mains, sub-station, &c., for 
the housing estates. 


Long Ashton.—EutrcTRiciTY Cuanars.—The North Somerset 
Electric Supply Co., Ltd., has fixed the maximum charge for 
electricity for hghting purposes at 10d. per unit from Octo- 
ber Ist. 


London.—luriam.—A_ reduction in the brilliancy of the 
electric lighting cn October 12th. was ascribed by the engineer 
to a reduction in steam power owing to a condenser having 
insuficient water. This was said to be due to the prolonged 
drought which caused the Thames, from which the water 
is taken, to fall to an extremely low level at ebb tide. 


Londonderry.—Evectricity Serey DisrvTE.—The Lighting 
Committee last week decided to cut off within seven days the 
electricity supply to the North of Ireland Shipyard. Co. and 
its vard. af an account for £3,264 were not paid. It was 
stated that the matter had been under discussion for some 
time, and it was essential that the account. should be paid 
forthwith. The company contended that it had а grievance 
in respect of delay with regard to a promised extension and its 
completion, and that it, therefore, had a counterclaim. 
The question of what further action should be taken was 
allowed to stand. 


Middlesbrough. — I. OX  SaNcTIoNED.—' The. Corporation has 
received. sanction to borrow £54,463 in respect. of mains, 
converting plant, gus-engine sets, and building work in con- 
nection with the electricity undertaking. Ап application ‘for 
sanction to borrow £13,575. for prospective. expenditure on 
mains and services is still under consideration. 


Newtown (Mont.).—Enectricity Suprry.—The Urban 
Council has appointed a committee to consider a proposal to 
secure a pumping station and machinery from the Shropshire 
Union. Railway & Canal Co., for the purpose of generating 
electricity for the town. 


New Zealand.—TuHE ARAPUNI SCHEME.— The Arapuni hydro- 
electrie seheme for the initial utilisation of 50,000 h.p., this 
being ultimately raised to 162,000 h.p., has been finally ap- 
proved. It is estimated that the scheme will be completed in 
five vears. The total eost is put at £1,579.000, divided among 
the following items :—lleadworks, £1,305,000; transmission. 
401,000; and sub-stations, £280,000, Work cannot be con- 
menced until the financial conditions are more favourable, 
but it is anticipated that the delay will not be a long one. 
When started full energy will be concentrated on the scheme, 
other smaller schemes being subordinated to it. 


Norden.—ScitMeé Postpoxnep.—The Urban District Council 
has adjourned consideration of schemes for the supply of 
electricity. in the Council's area. The proposals. provide for 
the supply by the Rochdale Corporation at а price five per 
cent. above that charged in the borough, and also for the 
application. for a provisional order aud the distribution of 
electricity. by the Council itself. 


Northwood.—System or Suppry.—The Electric Light and 
Power Co., Ltd., has now changed over. from d.e. to a.e. 
the svstems of supply being as follows: Northwood 210 and 
4s) V, 50 periods, single-phase. Eastcote 210 and 415 V, 50 
periods, 3-phase. The Ruislip supply Is to remain as hereto- 
fore, viz., 240 and 415 V, 33 periods, 3-phase. 
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Portsmouth.—ReE DUCED Cuarcrs.—The Town Council has 
decided to reduce the price of electricity for lighting from 8d. 
to 71d. per unit, as from the December meter readings. 


Radcliffe.—EurcrüiciTY 1N BIK The Couneil is joining 
the South-East Lancashire Board for the generating of elec- 
tricity in bulk, and a step in the direction of communal in- 
terests has already been taken by the local electricity station 
being linked up with the Lancashire Power Co.’s works at 
Outwood and with Bury. The Radcliffe station will probably 
be used only as a distributing centre. 


Rickmansworth.—EircTiuicimy Surrry.—The Urban Council 
has appointed a committee to consider the question of an 
electricity supply for the district. 

Sleaford.—INcnEAskp Cuanars.—The Urban Council has in- 
creased the price of electricity by 2 per cent., as from Octo- 
ber Ist. 

South Africa.—JonaNNrsBURG.—Mr. Bernard Price, chief 
engineer to the Victoria Falls and Transvaal Power Co., has 
replied to the contention that it would take 18 months to 
obtain an extraneous supply to supplement the electricity 
generated by the municipal power station, and that it would 
cost £60,000 for cables, besides transformers. Mr. Price states 
that adequate relief could be afforded without purchasing 
additional cables, transformers or other apparatus. 

By alterations of the routes of the existing cables and re- 
arranging the transformers already possessed, lie contends 
that an additional supply could be made available in five 


months, more cheaply than by any other alternative.—Finan- 
cial Times. 


Truro.—Evectricity SV. The. Town Council has de- 
cided to apply for an order to carry out a proposed electric 
lighting scheme as publie work for the unemployed. 


TRAMWAY AND RAILWAY NOTES. 


Australia.—N.S.W.—The accounts of the State tramways 
for the year ended June 30th, 1921, show a total revenue of 
£3,471,738, as compared with £2,851,797 in the previous vear. 
Working expenses totalled £2,943,252 (£2,486,121), leaving a 
gross profit of £528,486 (£395,076). After deduction of in- 
terest and other capital charges, there was a net surplus of 
£106,072. 

Birmingham.—Errect or THE Coar StRIKE.—The Tramways 
Committee states that at the commencement of the coal 
strike the tramway receipts immediately declined to the ex- 
tent of about £1,000 per week. From May 3rd tbe services 
were cut down 25 per cent., with a further consequent decline 
in the receipts of about £1,000 weekly. From May 22nd to 
June 29th the services were entirely suspended. Since the 
termination of the strike the receipts have continued to de- 
cline, and are less than the corresponding returns last year 


by about £5,000 per week. It is estimated that the total 
loss to the department is at least £70,000. 


Bradford.—TRAMWAYMEN’S Waars.—Following a recent de- 
cision of the Tramways Committee to reduce wages in the 
parcels department, which is working at a h ауу loss, the 
local branch of the United Vehicle Workers’ Union has en- 


tered a protest, and contends that the wages are fixed by 
national agreement. 


Liverpool.—ErrrcT or Farr IxcnFAsES.—At Friday's (Octo- 
ber 14th) meeting of the Tramways and Electricity Commit- 
tee the chairman reported on the effect of the establish- 
ment of a twopenny minimum fare on the tramways. Dur- 
ing the first nine months of the vear there had been 
an increase in revenue of £52,027, but a decrease of nearly 
38,000,000 passengers. The totals were: Receipts, £1,125,522, 
and passengers 128,898,061. The present. svstem of fares had 
Justified its introduction, and the receipts during the last 
three months not only covered all operating costs, interest, 
and sinking fund contributions, but showed а suthicient sur- 
plus to pay for renewals. Sufficient experience had been 
gained with sleeper tracks to indicate that they showed a 
clear economy both in capital cost and yearly maintenance 
and upkeep, at the same time providing very much more 
comfortable riding for passengers. The cost of materials 
showed reductions, and rails, which last vear cost £33} per 
ton, could now be obtained at £16 per ton. 


Rothesay.—Sunpay Service.—The Ministry of Transport has 
written the Town Council stating that complaints have been 
received that the absence of Sunday cars to Ettrick Bay is 
injurious to certain sections of the working classes, and has 
asked the Council to reconsider the question. 


Sunderland.—Uxrai Competition.—The Town Council has 
passed the following resolution : —'' That in the opinion of 
this Council the competition of motor vehicles with. tram- 
Ways upon inequitable terms relating to (1) local taxation, 
(2) road maintenance charges, (3) statutory fares for ordinary 
passengers and workmen, and (4) regularity of service, will 
result in further increases in tramway costs and consequen- 
tial fares. And that representations be made to the Prime 
Minister, the Minister of Transport, and the M. P.'s for the 


borough urging the statutory regulation of such competition 
in the public interest." An attempt to defer consideration 
of the matter was defeated. 


Swansea.—New Cars Porcnasep.—The Tramways Сор. 
mittee has purchased seven new cars at a cost of £3,045, |; 
is intended to run the sinaller cars on the trailer system ty 
cope with the traffic on certain routes. i 


TELEGRAPH AND TELEPHONE NOTES, 


Australia. — LON G-RAN GEH WIRELESS TELEGRAPHY.—As SOON as 
an opportunity occurs Mr. Hughes will submit to Parliament 
proposals for Australia to participate in a scheme of direct 
Wireless communication with Great Britain. The Daily Tel- 
graph reports that the Cabinet is not unanimous as to the 
wisdom of spending a quarter of a million when there i5 3 
general demand for economy, but the matter will have to be 
debated in Parliament. 


Denmark.—The State network of telegraph and telephone 
lines in 1919-1920 had an extent of 2,843.2 Km. of lines and 
63,633.4 km. of wire, with 624 telegraph offices, 83 of which 
were also telephone offices; 161 telephone offices and 125 wire- 
less stations. There were 733 telegraphic apparatus work- 
ing, and 4,729 telephone posts, 29 of which were of the Creed 
pattern. 


Mauritius.—TrLrPHONE IMPROVEMENTS.—The telephone sys- 
tem, which for a quarter of a, century has been run by з 
single company, is about to be improved. The Chamber af 
Commerce (in connection with a letter from the Gover- 
ment which asked the Chamber's views regarding certain con. 
cessions applied for by the company) has appointed а con. 
mittee to consider the subject. Important improvements 
have already been effected by increasing the number of ex 
changes, but it is now proposed to effect further improve- 
ments by affording facilities for connecting private residences 
in the remote parts of the island with the Port Lous er 
change. This will provide a market for a certain quantity 
of telephone material.—The Times Trade Supplement. 


Spain.—IMrnovEDp WIRELESS SERVICE. In a few weeks time 
a noteworthy improvement will be effected in the wireles 
telegraph service between Madrid and London. At present : 
is possible to exchange traffic at certain hours, but delays | 
irregularities occur. Soon, thanks to new apparatus am 
redistribution of the traffic, a continuous exchange of mes 
sages between Madrid and London will be . Ри 
this purpose the station at Aranjuez, near Madrid, which "i 
overloaded, will be set aside for trafie with England 9 
France, while the station at Llobregat, near Ban u 
reinforced, will be the centre of reception and ШШ 
messages from and for Italy, Germany, and Austria, an | 
new Central European States. An auxiliary station Ў 
Madrid, for British traffic, already inaugurated, and 11 0 
be inaugurated eventually at Santander, for н д. 
will complete the new system.—The Times 1 rade Supplement. 


The French Cable Co. and Wireless Interests.—M. 50 
May, chairman of the Compagnie Francaise des Cables a 
graphiques, addressing the shareholders at the tak 
meeting, stated that, as was known, the company 1 Tek- 
scribed for 20,000 shares in the Compagnie oa pie n 
graphie Sans Fil. When the directors became s 101 
the latter they thought that it would carry on рү the abla 
graphy between France and the countries served у! M 1 
of the Compagnie Francaise, and that it perhaps Mere 9 0 
pete with the cables. During the course of the AE e 
pagnie Francaise asked for authority to establish Dag е 
of wireless telegraphy, but the application was тех 11 
directors, however, obtained an interest of 20 us 11 5 
tlie new company, which for the rest was TO IE pv 
best auspices. The French Telegraph Administra us m 
authority to the Compagnie Générale de Tee ps 
Fil to establish a station which would in D Con: 
municate with transatlantic countries—those one ie atk 
pagnie Francaise serves with its cables—while me nstitute 3 
time imposing upon the former the obligation to com Cons 
special company for the working of this о matter 
quently, in order to participate appropriately in, ation Wl 
Which interested them—that is to say, сс etors d 
the North of America and the West Indies—the 115 als) 
the cable company were naturally induced to su н to 
20 per cent. of the capital in the new e чара | 
the present time, the first augmentation in ie m the 
the cable company from 13,000,000 to 10.0000 ] [ the ЕШ 
reserves which had been formed had ponn and hw 
scription of the shares in the Compagnie ee 115 оп the 
also enabled the company to pay the first ct Radi 
shares of a 20 per cent. participation in the * lter po 
France, which would work the station. But | naM 
out the dividends to the shareholders in the 1 e of the 
for the past vear, the remaining funds at the 1 dli pu 
company would probably not suffice to compe there? 
ments for the shares in the Radio-France. It wis the dire 
proposed to convene a special meeting to authorise 
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tors to raise additional capital according to needs and up to 
an amount of 8,000,000 fr., and the conditions of the aug- 
mentation would be settled in consultation with the com- 
pany's bankers. 


United States.—THE  WAsHINGTON CONFERENCE.—The 
Government has added wireless and cable communications in 
the Pacifice to the list of topics it recently suggested to the 
Powers for discussion at the forthcoming conference.— 
Reuter (Washington). 


Wireless Telegraphy.—Co-OHRATION.— As the result of a 
wireless telegraph conference which has been sitting in Paris 
for several weeks and has been attended by representatives 
of the principal companies of the world, an agreement has 
been signed which, the Daily Telegraph hopes, will materially 
facilitate operations. The main object which the conference 
had before it was to organise international wireless telegraphy 
in accordance with the scientie progress achieved by all the 
companies. A feature of the agreement and a recognised ad- 
vantage will be the rational allotment of the length of waves, 
so as to prevent the disturbance of long-distance communica- 
tions. In order to organise these communications the dis- 
coveries made in the laboratories of the companies will be 
used in common, and it is confidently expected that this co- 
operation will ensure an improved commercial service and a 
quieker Press service at reduced prices. Mr. Owen D. Young, 
president of the Radio Corporation of America, presided at 
the conference, the French representatives being M. 
Gerardeau and Commandant Garnier, of the Compagnie 
Gén^rale de Télégraphie Sans Fil and of the Compagnie Radio- 
France. These companies are at present constructing a power- 
ful station at Sainte Assise, which. it is expected, will be able 
to reach апу point in the world. 

The Daily Chronicle announces that the Gesellschaft fur 
Drahtlose Telegraphie, of Germany, and Marconi's Wireless 
Telegraph Co., Ltd., are also concerned in the agreement. 

PHOTOGRAPHIC: REecErTION.—Lecturing on wireless telephony 
to members of the Dublin Rotary Club on October 17th, Mr. 
James Smyth, of the General Post Office, said that a Dublin 
man named MeNamara had perfected à machine which could 
photograph signals and thus obviate the necessity for“ listen- 
mg in. Daily Mail. 


CONTRACTS OPEN AND CLOSED. 


(The date giren in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 


“Oficial Notice” appeared.) 


OPEN. 

Argentina.—November. State Railways. One year's 
supply of railway signal material, including telephone and 
telegraph materials, &c.* 

Aylesbury.— November llth. Town Council. 
motors and pumps. (See this issue.) 


Australia.—MELBOURNE.—V ictorian Government Railways. 
November Yth. Armature banding machine with electric 
motor and starting gear (Cont. 34,378). 

November 2nd. Electric storage battery complete for auto- 
matic telephone exchange (Cont. 34,229).* 

January 4th. 150 electric train stops operated by a single- 
phase induction motor. Опе set of electrical pyrometer equip- 
ment for measuring temperatures of from 350 to 2,000 degrees 
Fahrenheit.—Heuter's Trade Service (Melbourne). 

NEWCASTLE. (N. S. W).— December 22nd. City Council. One 
3-kW motor-generator set. Electrical engineer and manager, 
Watt Street, Newcastle (N. S. W.). 


Cwm (Mon.).—October 31st. Cwm and Tallistown In— 
stitute. Renewing the electric lighting installation. The secre- 
tary. 

Edinburgh.—District Board of Control. Repairs and re- 
newals involving electric fittings at Bangour Village Asylum 
after military occupation. Mr. R. T. French, clerk, Edinburgh 
District Board. of Control, Castle Terrace, Edinburgh. 


Greece.—AtTHENS. November 4th. Telephone installation 
at Athens, С.В. type, capacity 2,000 local lines, 40 inter-urban 
lines, and at least 50 special lines connecting Athens with 
the Piraeus.* 


India.—Caitcotra.—November 9th. Calcutta Electric Supply 
Corporation, Ltd. One 15.000-kW turbo-alternator and con- 
densing plant. Two water-tube boilers with an evaporation 
of 60,000 Ib. per hour. (October 7th.) 

November 9th. Calcutta Electric Supply Corporation, Ltd. 
Paper-insulated, lead-covered cables, bitumen-sheathed cables, 
V. I. T. cables, and joint boxes (Spec. 72). (See this issue.) 


London.—L.C.C.—October 24th. Electric goods lift 
Wer 30 cwt.) at the Stamford Hill Stores Depot. (Octo- 
er 7th. 

H.M. Office of Works. October 24th. Electric lamps. (See 
this issue.) . 

November Bth. Water-tube boilers, super-heuters and 
economisers, &c. (See this issue.) 


Electric 


New Zealand.—WELLINGTON.—November 21st. Post and 
Telegraph Department. 750 red and 750 white switchboard 
cords, 3 conductor. (Spec. No. 87.)* 


Portsmouth.—November 18th. Corporation. Four cen- 
trifugal pumps, direct coupled to 3-phase, a.c. motors, sludge 
pump and motor, and various small motors, switchboard 
cables, lighting, and other apparatus. (See this issue.) 


South — Africa.—JonaNNEsBURG.—November 7th. Капа 
Water Board. Two 350-kW steam-driven electrical generating 
sets, compiete with switchboards and all accessories.* 

HUMANSDORP, Cape Province. November 30th. Corporation. 
One water turbine and dynamo, switchboard with connections 
battery of accumulators, and accessories, supply main and 
public lighting, aerial distributing lines, street lamps, fittings 
and accessories, section boxes, service cut-outs, meters, &c., 
ferro-concrete pipe line, reinforced concrete tank, buildings, 
and foundations. Forms, &c. (63s.) from the town clerk, 
Humansdorp, Cape Province. | 

DumnraN.—Municipal Council. 250 single-pole, ог 125 double- 
pole ironclad fuses, 25 amperes, 200 volts; 500 combined double- 
pole enclosed switches and fuses, 35 amperes, 200 volts, suitable 
for house service use; 144 single-pole switch fuses, unmounted, 
ICO amperes, 200 volts; 50 single-pole switch fuses, of the 
" Brush ” or other similar type, 50 amperes, 2.750 volts, suit- 
able for sub-station use.“ 

One 3-phase transformer, B kVA capacity, 50 cycles.“ 


Venezuela.—Ilis Excellency Dr. P. C. Dominici, Vene- 
zuelan Minister in london (7, Richmond Mansions, Earl's 
Court, S. W.), has been instructed by his Government to obtain 
particulars of the price of three portable receiving sets for 
Wireless telephony. 


Warrington.—November 15th. Electricity and Tramways 
Committee. Motors and transformers. (See this issue.) 


* A copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35. Old Queen Street, S... 1. 


CLOSED. | 


Australia.—According to an announcement issued by the 
Colonial Office the Government of. New South Wales has 
approved the placing with a Lancashire firm of an order 
(£50,000) for the bcilers required to equip the power station 
of Newcastle, New South Wales. 


London.—Sr. Panxcras.—llighways, Sewers and Public 
Works Committee. 
Spare battery equipment for electric. vehicle used for house refuse collect- 
ing. 437. — Nos, & Co. Lad, recommended. 
I. C. C.— Stores and Contracts Committee. Tender accepted 
during the three months ended September 30th: — 


Electric traction lamps for the Tramways Department (schedule. 17b).— 
Stella Lamp Co., Lil. 


Portsmouth.—Town Council. Accepted. 
Steel work for the boiler house at the electric light station at £525.— 
Piersan & Co. 


Sunderland.—l-lectricity Committee. Accepted:— 

Five single-core l.p. cables.—Pirelli-Gener ud Cable Works, Ltd. 

2 and 3-core l.p. cable.—Hritishi Insulated & Helsby Cables, Lid. 

Compound. steel girders for overhead coal yantey.—Dorman, Long & Co., 
Lid. 

The Town Council has rescinded the resolution instructing 
the Trunways Committee to purchase British instead. of 
foreign-made rails. Ihe whole matter is to be reinvestigated 
by the Comittee. 


St. Annes-on-Sea.—Electricity Department. 


Four miles (approximately) armoured cable. Siemens Bros. & Co., Ltd, 


Sheffield.—The lowest tenders for 400 steel tramcar tires 
for the Corporation were from Continental firms, but the 
Tramways Committee has accepted the lowest Sheffield tender 
of £3 12s. per tire, which will mean an expenditure of £475 
more on the contract than the acceptance of the Continental 
tender would have involved. The Continental quotations were 
£2 8s. 3d. to £2 158. 6d. per tire, and the Sheffield quotations 
£3 s. to 45 IS. per tire.— Financial Times. 


— 


Royal Air Force.—Recreits WANTED.— The Inspector of 
Recruiting informs us that there are still a large number of 
vacancies in this arm of the Service for qualified. electrical 
fitters, power station engineers, stationary. engine drivers, 
shift engineers, and dynamo and switehboard attendants. This 
appears to be a good opportunity for those who are at present 
seeking employment, and all particulars will be forwarded 
by return of post to anyone interested on application. to the 
Inspector of Recruiting, Roval Air Force, 4, Henriette Street, 
Covent Garden, W.C. 2. In addition to the above there are 
a few vacancies for semi-skilled electricians who have a chance 
to complete their training in the Royal Air Force, and by 
joining tlie Electrical Services Works Company recruits. are 
only required. to serve for four years. 
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FORTHCOMING EVENTS. 


Electricity Supply Commercial Association (Greater London Division).— 
Friday, 2 9 5 21м. At Anderton's Hotel, Fleet Street, E. C. At 7.45 


p.m. First annual Bohemian concert. 

Birmingham and District Eleotrio Olub.— Saturday, October Rnd. At the 
Grand Hotel. Annual ladies’ night. 

institution of Electrical Engineers.— Thursday, November 3rd. At the In- 


stitution, Victoria 
iar. J. D. Mipntield. 

(North-Eastern Oentre).— Monday, October 24th. At the Armstrong 
College. Neweastle-on-Tyne,. At 7.15 p.m. Inaugural address һу the 
Chairman (Prof. W. М. Thornton) оп “ Engineering Application of Elec- 
tricity in Gases.” 

(South Midiand Oentre, Studente’ Seotion).— Tuesday. October 25th. 
At the University, Birmingham. At 7.30 p.m. Chairman's (Мг, E. Gal- 
lizia) address; and paper on Single-phase Conimutator. Motors," by Mr. 
N. Бои. 

Northampton Engineering Oollege Engineering Society.— Wednesday, Octo- 
ber 26th. At the Northampton Institute (Room 102). At 5.30 p.m. Paper 
on '' Escalators,” by Mr. Venables. 

Electrical Trades’ Benevolent Institution.— Wednesday. October 26th. At 
the Trocadero Restaurant. At 7.30 p.m. Annual Festival Dinner. 

Institution of Mechanical Engineers.— Friday, October 28th. 
the Eleventh Alloys Report. 

(Graduates' Section).— Monday, October 24th. 
* The Efficient Utilisation. of Steam and Electric 
by Mr. К. E. Light. 

Electrical Power Engineers“ Association (Southern Division).— Friday, 
October 28th. At the Central Hall, Westminster, S.W. At 7 p.m. Leic- 
ture on “ Notes оп Surface Condensing Plant.” by Mr. J. К. Johnson. 

Edinburgh Electrical Sooiety.—Hridav, October 28th. At the Philosophical 
Institute. At В p.m. Questions and Answers night. 

Junior Institution of Engineers.—Friduv. October 28th. 
Gas Manufacture," by Mr. F. C. Suton. 

Physical Society of London.—Friday, October 28th. 
of Science, South Kensington, S. W. At 5 p.m. 
ing. 


Embankment. At 6 p.m. Presidential address, by 


Discussion on 


At 7 p.m. Paper on 
Power in Factories,” 


Lecturette, “ Water 


At the Imperial College 
Ordinary scientific meet- 


NOTES. 


Educational.—Fraxce.—The authorities of Bordeaux Uni- 


versity, anxious to keep abreast of modern require- 
nents, some months ago instituted a special course of 


Instruction in wireless telegraphy, the 
lowed being the instruction which is 
fication 


curriculum fol- 
necessary for quali- 


l as à wireless telegraphist in the ^ mercantile 
manne. The first certificates qgualhfying their 


f holders as 
electricians and wireless operators have just been distributed, 


and when the classes are resummed next month a nore ad- 
vanced course will also be given for those desirous of becoming 
engineers. ‘The wireless operator's certificate automa tically 
qualifies its holder (always, of course, subject to medical 
examination) for incorporation. in the wireless telegraph 
section of the Army, or a temporary certificate of operation 
in the Navy and the right of admittance to the naval school 
at Toulon. The proximity of Bordeauy to the most powerful 
of the French wireless stations, at la Croix-d'Hins, makes 
possible practical demonstrations on а large scale.—Reuter's 
Trade Service (Paris) 

The late Mr, Frederick Gustay Byng, of 11, Montagu Square, 
W., who died in July at the age of 27 years, leaving £57,572, 
left £2.09) to the Provost and Scholars Gf Oriel College, Oxford, 
for a scholarship for pupils at Harrow School, and £1,500 for 
such charitable institutions or objects as the 
select. 


Appointments Vacant.—Assistant draughtsman (Rs. 350 
per month) for the Hast Indian Railway Co.; junior mains 
assistant. for the Rochdale Corporation electricity works: two 
or three plumber-jointers for the Manchester Corporation elec- 
tneity department. (See our advertisement columns.) 


Service Notes.—Wikeurss MEN ror Aircrarr.— Volunteers 
are required from the wireless branch of the Navy for duty as 
operators and also as assistants to naval gunnerv observer 
officers in aeroplanes working with the Fleet. Accepted ean- 
didates will be required. to undergo a course. of training in 
aerial gunnery. Extra рау will be Paid to selected ratings at 
ls. a дау during preliminary. training, and thereafter at 28. 
а day continuously while detailed for aerial duties, хаух The 
Times. | 

Capt. R. B. T. Ріхкҳеү has resigned his commission in the 
Tyne Electrical Engineers, which he held from 1915. He 
Was promoted captain in 1916. Warrant Electrician. F., 
GRIFFITHS has been posted to the battleship Emperor of 
ludia on recom MIssioning., 


trustees might 


Report of the Electricity Commissioners.— The first an- 
nual report of the Electricity Commissioners was issue 
Wednesday last (IT. M. Stationery Office, 
We receive it at the moment 
mention that up to Mareh la 


d on 
| price 3s. net). As 
of going to press, we can only 
| st, the total amount of the loans 
sanctioned. by the Commissioners was 15 milhons sterling: 
936 applications for sanction to loans Were received. from 
municipal authorities, of which 432 were granted in full or in 
part: and 20 ont of the 254 undertakings of this class were 
authorised to carry out extensions. 

Phe report will be dealt. with fully in our 


R.N.D. Signal Dinner.—The third 
R. N.). Signal Company will be held 
Coventry Street, W.. on Saturday, November 5th, at 6.30 
рап. Mr. B. Hardie Smith will take the chair. Evening 
dress will be worn, and tickets, 10s, 6d. each, may be ob- 
tained of Mr. A. G. Hilling, 1, Glaserton Road, N.16. 


next issue. 


annual dinner of the 
at the Engineers’ Club, 


The Electro:Harmonic  Society.—On Friday, October 
14th, the Society's first concert of the season was given at the 
Cannon Street Hotel. Sir William Noble, Engineer-in-Chief 
of the G.P.O., took the chair, and the Great Hall W 
crowded with members and their guests. The programme 
was а long one and well varied. Mr. Bernard Flanders, 
A.R.A.M., presided at the piano, and songs were rendered by 
Miss Doris Vane (soprano), Mr. Walter Glynne (tenor), and 
Mr. Charles Tree. Mr. Herbert Collings gave a very live 
sleight-of-hand display, and Messrs. Middleton Woods al 
Norman Long told stories, the latter also executing a few 
“ideas upon the piano. Judging by the number present 
and the way the various items were received, the Society con- 
tinues in popularity despite the increased subscription. 


Cable Guide Award.—The French Academy of Sciences 
has awarded a navigation prize to М. William Loth for an 
invention enabling ships to be taken in and out of harbour by 
means of electromagnetic cable-guides, Admiral. Fournier 
first brought this invention before the notice of the Academy, 
and it has been adopted by the French Navy after exhaustive 
trials off Brest. Havre will shortly be equipped with one of 
the cable-guides, which, it is anticipated, will greatly. accele. 
rate the traffic, besides diminishing the risk of accidents.— 
Reuter’s Trade Service (Paris). 


as 


ly 
мі 


Тһе Metric System іп America.—The annual meeting of 
the American Metric Association will be held in the hing 
Edward Hotel at Toronto during the morning, afternoon, and 
evening of Thursday, December 29th, 1921. In August the 
secretary of this Association visited Montreal and Toronto, 
and was much encouraged by the preparatory work that had 
been done in the interest of the metric movement in Canada. 
It was pointed out that the old United States measures of 
capacity, which differed by more than 20 per cent. from the 
Canadian measures having the same names, were illegal in 
Canada, and the Canadian measures for liquids were illegal 
in the United States; while the metric measures are legal for 
all transactions in all countries. He found many of the lead. 
ing officials and business men heartily in favour of making 
the change to the more convenient metric method of measuring 
as soon as it could be expeditiously made. | | 

The object of the meeting on December 29th is to bring 
together public officials, engineers, business men, and others 
who are interested in securing for the United States and 
Canada the benefits of the general use of this system, and 
to utilise the information thus gained in guiding the metric 
movement. Аз far as possible, the papers to be presented at 
the coming meeting will outline the steps necessary for tle 
change in the industries and government. The Britten-Ladd 
Metric Bil! now before the United States Congress will be 
among the subjects discussed. The policy of the American 
Metric Association is to bring out the desired facts for the 
benefit of all concerned. Suggestions and questions should be 
sent to the American Metrie Association, 156, Fifth Avenue, 
New York City. 


Power from Boston Water Supply.—Nearly 16,000,099 
kWh was delivered in 1990 to the mterconnected systems ol 
the Edison Electric Hluminating Co. of Boston and the New 
England Power Co. by the Wachusett and Sudbury hydro 
electrie plants of the Metropolitan District Commission asa 
by-product of the Boston water supply. The pul 
station, situated at Clinton, Mass., receives water from ШЕ 
Wachusett reservoir under a head of 96 ft., and after ра 
it through. four 1,000-kVA water-wheels discharges it dues 
tunnel feeding the metropolitan area. Similarly, the Sud 2 
station, operating under a head of 65 ft., with a шл 
of 1,450 kVA, discharges water into the Boston n 
Last year the Wachusett station delivered 7,471445 kWh 
to the two companies, and from Sudbury the ШШ 
Co. took 6,382,853] kWh. The Boston Edison-New Engin 
Power 66,000-volt tie line enables the plants to be mter 
connected when desirable, and has resulted in a much pon 
sale of energy to these utilities than would otherwise 13 
taken place. In eight years $500,000 worth of vinee 
energy has been sold from the Boston water supply to Ше: 
utilities and for pumping.—FKlectrical World. 


The Business Aspects ef Electricity Supply.—Mr. H 
Richardson, Corporation electrical engineer, Dundee. MM 
Ing members of the Rotary Club on the modern uu 
aspects of electrical power supply, made interesting ay 
sens between Great Britain and other countries, not Т 
America and the Continent, showing that the consumpti 
per head of the population was very low in this мы 
though British prices compared favourably with а 
and Continental charges. Пе advocated. that Du 
should set aside funds for experiment, and should Te 
and reward initiative and invention in the sime na "i 
electricity. supply companies. Та the business of power 1 
there should be mutual confidence between private ш 
and municipal enterprise, because their objects were d 
and both had done well by the public. 


a Aa 

The Electrical Trades Benevolent Institution.— Weg 

nual Festival which is to be held next Wednesday. “i he a 

Callender will preside, and it is hoped that there ne the 

record attendance. On this occasion ladies are invited, : the 

first time, an innovation which should greatly d |2 
attractions of the Festival, and, we hope, will ensure à S 


tory report on its financial result. 


Rc 


Vol. 89. No. 2,291, Остовев 21, 1921] THE ELECTRICAL REVIEW. 541 
— ————————————————== — — 


Resignation, of Sir Eric Geddes. —It is announced that 
Sir Eric Geddes has resigned the position of Minister of 
Transport. Until the future of the department has been 
settled. Mr. Neal, the Parliamentary Under-Secretary, will be 
in charge. 


INSTITUTION NOTES. 


P.O. Telephone and Telegraph Society of London.— Мг. 
F. J. Brown, C. B. E., chairman, lectured to members of the 
Society at the first meeting of the winter session that was 
held on October 17th. at the Institution. of Electrical En- 
wineers, and during the course of his remarks, said, according 
to the Daily Telegraph, that the Imperial wireless scheme that 
had been adopted by the Government had been criticised on 
two grounds. First, it was contended that direct comimunica- 
tion should have been established with India; and that com- 
munication with Australia should have been either direct 
or through a single intermediate station опу. In the judgment 
of the best experts, however, the shorter stages were prefer- 
able on all grounds, and especially on those of reliability and 
cheapness, although the stations contemplated would be able 
to communicate direct between England and Australia. for 
an average of two hours daily, and between England and 
India for a longer period. The second point of criticisin was 
that the stations would be State-owned. It was urged that 
the scheme should have been left to private enterprise, which 
was so successful in establishing cable communication. But 
there was a very inportant point of difference. Owing to 
the comparatively few wave-lengths available for long-dis- 
tance wireless communication, and the mutual interference 
between stations, the Imperial scheme, whoever owned it, 
had to be a practical monopoly; and it was clearly prefer- 
able that a monopoly should be in the hands of the State. 
This did not apply to cables, which did not interfere physic- 
ally with one another. 

Keighley Association of Engineers.—The first lecture of 
the season under the auspices of the Association was given on 
October Sth by Mr. W. M. Selvey, of Shettield, who spoke 
оп“ The Heat Balance of an Electrical Power Station.” Mr. 
Robert Hudson (president) occupied the chair.— Yorkshire 
Observer. | 

South Wales Institute of Engineers. — An exhibition of fuel- 
saving appliances and methods is to be held at the Institu- 
tion, Cardiff, on November I7th. During the exhibition Mr. 
David Brownlie will read a paper on Boiler-house Manage- 
ment." 

West of Scotland Mining Electrical Engineers.—At the 
opening meeting of the session, held on October loth, it was 
reported that the combined membership was 322. Mr. T. J. 
Jameson Lenzie, president, in his address, dealt with the 
proposals for the standardisation of plugs in connection with 
coal cutters. 

Barrow and District Association of Engineers.—At the 
opening meeting of the autumn session of the Association 
on October Lith last, the new president, Mr. J. Callander, 
M. I. M. E., M. I. N. A., delivered an address on“ The Develop- 
ment of Marine Propulsion ав Alfected by the Introduction of 
the Turbine." After carefully tracing. the development of 
marine. turbines up to the adoption of wheel gearing, Mr. 
Callander said that two other methods of speed reduction 
called for comment, namely, electrical and hydraulic trans- 
mission. With electrical transmission the turbine could be run 
at full speed under all conditions, and left in charge of the 
governor; the reduction ratio could be varied. indefinitely. In 
Warships, Where a high power was installed and the ship was 
run for 90 per cent. of its life at 10 per cent. or even 5 per 
cent. of full power, the advantage was substantial. In the 
mercantile marine the time during which a ship. was under 
wav at anything but full power was negligible, and the 
advantage claimed had little foundation. 

The Institute of Physics.— The new Board of this Insti- 
tute is constituted as follows :— 

President: Sir J. J. Thomson, O.M., F.R.8. 

Past-President : Sir Richard Glazebrook, K.C.B.. F.R.S. 

Vice-Presidents: Prof. W. H. Eccles; F.R.S., Prof. G. II. 
Lees, F.R.S., Major E. О. Henrici, R.E., C. C. Paterson, 
O.D.E. 

Treasurer: Sir Robert Hadfield, Bart., F.R.S. 

Honorary Secretary: Prof. Alfred W. Porter, F.R.S. 

Non-Official Members of Board: Inst. Comm. T. Y. Baker, 
R. N., J. E. Barnard, Dr. R. S. Clay, W. R. Cooper, Prof. 
C. L. Fortescue, O. B. E., Prof. Andrew Gray, Dr. G. W. C. 
Rave, Sir Charles Parsons, K.C.B., F.R.S., C. E. S. Phillips, 
O.B.E., Dr. E. Н. Ravner, Prof. S. Russ, F. E. Smith, 
O.B.E., F.R.S., Sir Napier Shaw, F.R.S., R. S. Whipple. 

Particulars relating to the Institute can be obtained from 
the Secretarv, Mr. F. S. Spiers, O.B.E., 10, Essex Street, 
London, W.C.9. 

Institution of Electrical Engineers.—The first meeting of 
Ше new session will be held at the Institution building on 
Thursdav, November 3rd, at 6 p.m.. when Mr. J. S. High- 
field will deliver his presidential address. 

NouTH-FAsTERN CENTRE.—lhe opening meeting will be held 


at the Armstrong College on Monday, October 24th, 1921, at 
7.15 p.m., when the chairman, Prof. W. M. Thornton, will 
give his inaugural address, entitled Engineering Applica- 
tion of Electricity in Gases." 

Sour MIDLAND CENTRE. - Students' Section.—A successful 
smoking concert was held on October Lith at the Grand lotel, 
Birmingham. The University Glee Party rendered a number 
of items. At the opening meeting of the session on October 
25th, Mr. E. Gallizia will deliver his address ав chairman, 
and a paper on ' Single-phase Commutator Motors“ will be 
read by Mr. N. Elliot. 

Birkbeck College (University of London).—Mr. L. Bolton, 
winner of the £1,000 prize offered by The Scientific American 
for the best essay on Einstein's theory, will give two lectures 
on " Relativity " at Birkbeck College, Fetter Lane, Е.С. 4. 
on Mondays, October Ath and 31st, at 6.30 p.m. Admission is 
free, without ticket. 

Wireless Telegraphy.—Prof. К. Widdington, D.Sc., of 
Leeds University, lectured at the Grand Hall, on the Scar- 
borough Spa, last week, on * The How and Why of Modern 
Wireless." The professor illustrated his remarks by demon- 
strations in wireless telegraphy and telephony, including the 
transmission of a gramophone rendering of O Star of Eve“ 
(Tannhauscr). Mr. E. R. Cross presided. 

The annual meeting of the Leeds Amateur Wireless Society 
took place at the Leeds University on October 14th, when 
it was decided that an exhibition should be held shortly, at 
Which it is hoped to have the support of the University staff. 

Mr. Thos. Е. Finucane was the lecturer, lust week, at the 
Leeds. Institute, his subject being The Romance of Wire- 
less." The speaker did not doubt that ten vears hence wireless 
telephony would be a commercial proposition. In the course 
of his lecture and demonstration the members of the audi- 
ence were enabled to hear music being played at Wakefield 
and transmitted by wireless telephony. The lecturer. also 
showed a Kinematograph film illustrating the wireless equip- 
ment of a Dlandley-Paje. aeroplane flying between London 
and Brussels, in which the airmen were given their direction 
by means of the Marconi direction finder. He instanced the 
passing of direction to ships at sea by wireless, the device 
which ensured that the S.O.S. signal would not be missed 
even if the operator were absent, and other important develop- 
ments. 


OUR PERSONAL COLUMN, 

The Editors invite electrical engineers, whether connected with the 
technical or the comercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted аз to their movements, 


The Times states that, from a large number of candidates, 
Glasgow University Court, on Monday, selected Dr. G. W. О. 
Howe to be the first occupant of the newly-founded James 
Watt Chair of Electrical Engineering. Dr. Howe, who 1s 45 
years of аре, is at present head of the Department of Electrical 
Standards and Measurements at the National Physical Labora- 
tory. We tender hnn our hearty congratulations on his ap- 
pointment. 

It is interesting to hear that Mr. R. BoRLASE MATTHEWS, 
Wh. Ex., M. I. E. E., &c. has been asked to read а paper 
before the Royal Dutch Institute of Engineers at Nijmegen 
(Netherlands), and he is doing so to-day (October 21st) on 
the subject of the application of electricity to farming. As 
some of our readers are aware, Mr. Matthews has devoted 
considerable attention to this matter in recent years, and 
has carried out considerable experimental work on a com- 
mercial scale (1.e., on an entirely different basis to laboratory 
or college practice) on his 600-acre farm at Greater Felcourt, 
East Grinstead. 

On October 13th the marriage took place at All Saints’ 
Church, Maidstone, of Mr. SrTaNLEY WirsowN, of the Western 
Electric Co., and late of Luton Corporation, to Barbara Jessie, 
voungest daughter of Mr. Fred. J. Oliver, J.P., of Maidstone. 

We learn that Mr. R. 'PHOMSEN has obtained the appoint- 
ment of station superintendent to the Coventry Corporation 
Electricity Department. He took up his duties on October 
Ist. There was а large number of applicants. Mr. Thomsen 
was previously resident engineer at the Thornhill power station 
of the Yorkshire Electric Power Co. 

Mr. W. T. Day, of The Pioneer and Civil and Military 
Gazette, Ltd., II. Arundel Street, Strand, London, W. C. 2, 
is leaving England on November llth for a trade Investiga- 
tion tour throughout India, calling at Bombay, Allahabad, 
Delhi, Lahore, Karachi, Calcutta, Cawnpore, Madras, е. 
llis services are at the disposal of readers desiring special in- 
forination with a view to appointing agents. 

We regret to read in the Sheffield papers that Sir Ковект 
лок. has this week undergone an operation їп a nursing 
home in London. We are glad to hear that the operation was 
successful, 

A large photograph of the Dover Corporation tramway 
Чай has been presented to the manager, Mr. В. II. Bonn, 
as a token of esteem. 

Mr. H. WILSON, for 15 years mains superintendent at the 
Maidstone Corporation. Electricity Works, who is leaving to 
become distribution engineer to the Croydon Corporation, 
has been presented by the electricity works staff with an arm- 
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chair and by townspeople with а pair of field glasses, a 

smokers’ cabinet, and a case of fish knives and forks. Mr. 

Hoadley, the chief engineer, presided, and made the presen- 
п. 

ы Davip THOMSON was presented by the employés of Avr 

Corporation Electricity Department with a gold watch on the 

occasion cf his retirement after 26 years service. 

An apprentice electrician, JAMES Mckee (19), residing at 
61, Ure Street, Govan, has been publicly presented with the 
parchment certificate of the Royal Humane Society for life 
saving. He rescued two boys from drowning in the Clyde 
at Harland & Wolf's shipyard. 

Mr. A. C. WELBOURNE, assistant engineer аё Barton-on- 
Humber electricity works, has been appointed assistant elec- 
trical engineer to the Holmfirth (Yorkshire) District Council. 

Mr. Francis H. Pack has taken up the position of London 
and district representative for Messrs. Marshall & Plumtree, 
3), High Holborn, W. C. 2. He was previously with Messrs. 
H. M. Smith & Co., Ltd., at their Kingsway office. | 

The Guildford Corporation having Е the undertaking 
of the Guildford Electricity Supply Co., Ltd., Mr. Н. L. 
ALDERTON is no longer connected with the management, his 
place being taken by Mr. G. W. Spencer Hawes (of Messrs. 
Mav & Hawes, the consulting engineers to the Corporation). 
Mr. Affleck, Mr. Alderton’s assistant, has been appointed 
works engineer. Communications for Mr. Alderton should be 
addressed to St. Ronans," Woodbridge Road, Guildford. 

Mr. G. T. Мих, H.M. Trade Commissioner at headquarters, 
who recently returned to this country from South Africa. 
where he acted as Senior Trade, Cominissioner in the absence 
of Mr. Wickham, who is on an cflicial visit to this country, 
has now been appointed to the post of H.M. Senior Trade Com- 
missioner in Canada and Newfoundland, in succession to Capt. 
Edwards, resigned. Mr. Milne was to leave on October 19th 
to take up his duties at Montreal. 

We are not surprised to read in the Bulletin of the Federa- 
tion of British Industries that the report of the Finance Cor- 
mittee that Mr. EbMuND L. Пил, had resigned his position as 
general secretary of the Federation was received with great 
regret. The comunittee expressed their recognition of the 
inestimable services of Mr. Hill since the earliest days of the 
Federation’s history in building up the membership апа ог- 
ganisation of the group and district systems, and wished him 
success in his new sphere of activities. It has been decided 
to abolish the post of general secretary and divide up the 
work among various departments. Mr. D. I.. Walker has 
been avpointed secretary of the Federation, to deal with the 
purely secretarial work. 

Obituary.—Mr. James Fir,DING.—We regret to record the 
death of Mr. Alderman James Fielding, joint managing direc- 
tor of Messrs. Fielding & Platt, Ltd., engineers, of Gloucester, 
in his 75th year. 

Mr. H. Laws.—We regret to record the death of Mr. H. 
Laws, collector in the Ilford Council's Electricity Depart- 
ment. While out cycling he was injured in a collision. with 
а motor car, and died in hospital. 

Mr. Е. R. StmmMoxps.—The death took place on October 
Sth, at the age of 43 years, of Mr. E. В. Simmonds, originally 
а partner in the firm of Allen & Simmonds, electrical engineers, 
of Reading. 

Mr. W. E. MaNbELICK.—We regret to read in The Times 
that the death has occurred in Berlin, after an operation, of 
Mr. William Edward Mandelick. of London, formerly secretary 
and business manager of the London General Omnibus Co. 
and secretary of the London electric tube railways. 


diro 


NEW COMPANIES REGISTERED. 


Moore & Barker, Ltd. (177,243).—Private company. Re- 

меге October H3th.. Capital, £41,500. in £1. shares (EO preference). To 
take over the business of dealers in electrical goods carried on at 13. North 
John Street, Liverpool, as Moore & Barker. The first directors are: E. G. 
Moore, Tetherdown, Jubilee Road, Formby. dealer in electrical goods. R. J. 
Barker, 24, Chestnut Grove, Birkenhead, dealer in electrical goods. Solicitors : 
Rigby & Herron, 8, Sweeting Street, Liverpool, 


Cinema Engineering Co., Ltd. (177,248).—Private com- 
panv. Registered October Vth. Capital, £5,000 in £1 shares. To take over 
the business of a kinematograph and electrical engineer carried оп by E. S. 
Mache as the Cinema Engineering: Co.,“ at 45. Cannon Street, Manchester, 
lhe first directors are: E. S. Mache (permanent), “ Burwood. Lynton 
Road, Heaton Moor, Stockport; F. II. Judge, 31. Henrietta Street, Old 
Гога, Manchester. Qualification с 4100. Secretary: E. S. Madhe. Solici- 
tor: F.C. Webb, 16, Daneshill. Гой, Prestwich. 


d red < 

| Edward Dewhurst, Ltd. (177,199).-—Private company. 
Registered October 0th. Capital, £20,000. in £1 shares. To carry on the 
business of electrical and mechanical engineers as formerly carried on by 
the late E. Dewhurst at 14-26, Mount Street and in Theatre Street. Preston, 
and to adopt an agreement with Mrs. C. II. Dewhurst, E. G. Dewhurst 
J. €. Rhodes, Магу Dewhurst. R. А. Dewhurst, Constance Dewhurst, А. А. s. 
Roscoe, J. E. Eaves, А. Asheroft, J. Chadderton, and R. Swindlehurst. The 
first directors are: J. €. Rhodes, 15, Atfred Street, Preston: E. G. Dewhurst 
Lindon House, Higher Bank Road, Fulwood, near Preston: R. A. Dewhurst, 
Lindon Hoasc, Higher Bank Road, Fulwood, near Preston; А. А. S. Rase, 
2. Кам View, Ribbleton, Preston; J. E. Eaves. 14, Manor Avenue, Fulwood 
near Preston (all permanent, subteet to holding GOW ordinary shares), соста 
(агу: Constance Dewhurst. Registered office : 16, Mount Street, Preston. 


Hampstead Electrical Co., Ltd. (177,252). Private. com- 
pany. Registered. October lach. Capital, €1,000 in £1 shares. To € os 
the business of electrical and general engineers and ОР »asliiters 
builders, plumbers, consulting engineers, Ke. The subscribers беле Doug Сй 
share) are: R. G. Brand, MO, Westhere Road, Cricklewood N Wa.. merchant; 
W. №. Walters, 355. Finehtes Road, Н onpsircad, NN, a Fhe Їн! 
directors are not named. Registered. office : 355, Finchley Road, Hampstead, 


N.W. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


К. A. Evans, Ltd.—Mortgage dated October 3rd, 1921 
to secure £3,500, charged on certain lands and premises in Leicester m " | 
Leicester Permanent Buildings Society, PO SUN 


Muirhead & Co., Ltd.—Satisfaction in full on September 
30h, 1921. of debentures dated November 16th, 1904, securing 48.000. 


Twiss Electric Transmission, Ltd.—Particulars of £12.09) 
debentures auchorised Sepiember Oth, 1921; present issue £6,000 SP 
the company’s undertaking and property, present and future includes 
uncalled capital. f : me 


Catchpole & Maurice, Ltd.—Particulars of £1,000 deben. 
tures authorised by resolutions of September 15th and October 5th, 1921; pre 
sent issue £500, charged on company's property, present and future, including 
uncalled capital, Ё : b 


Crowther & Osborn, Ltd.—Debenture dated September 
29th. 1921, to secure not more than £20,000, charged on the coumpan У 
undertaking апа property, present and future, including uncalled capital 
Но: O. W. Porritt, Tor Side, Helm Shore, Lanes. | 


British Universal Variable Gears, Ltd.—G. M. Brown, of 


17. Grosvenor Gardens, S.W., Mrs receiver on October oth, under powers 
contained in debentures dated May 31st and June 4th, 1921. 


D 


CITY NOTES. 


The directors, in their report for the year 


Auckland ended June, 1921, state that since the lust 
Electric report £154,500 of the 54 per cent. deben- 
Tramways tures received from the Auckland Corpora- 
Co., Ltd. tion in payment of the purchase money for 


| the undertaking have been sold at an 
average price of £904 per cent., the sales to date thus amount- 
Ing to £212,500. £100,624 of the company's first mortgage 
debenture stock was bought and cancelled, the average cost 
to the company being approximately £90} per cent. The 
revenue for the year, derived mainly from interest upon the 
City of Auckland Corporation debentures, amounted to 
£62,981. After providing for all expenses chargeable to re- 
venue, Including £14,599 for debenture interest, there is a 
balance on revenue account of 431.506, making, with £9,610 
brought forward, £41,116. The dividend on the preference 
shares to June 30th. lust requires £9,000, and a dividend is 
reconnnended on the ordinary shares at the rate of 44 per 
cent. for the year (free of income tax), requiring £23.62. 
and leaving £8,491 to be carried forward. Meeting: London, 
October 24th. | 


The Société Ф ЛррагеШаде Electrique Gr 
volas has decided to pay no dividend für 
1920 as the net profits only amounted to 
62,000 fr., as compared with 982,000 fr. in 
the preceding year. 

The Société Construction. Electrique, at the annual. meet- 
ing held at Lyons on October 12th, decided to pay a dividend 
at the rate of 12.50 fr. gross per share for 1930, as compared 
with 11 fr. in the previous year. The net profits in 12 
amounted to 552,000. fr. 

The directors of the Maison Breguet report net. profits of 
1,740,000. fr. for 1920-21, compared with 1,005,000 fr. in the 
preceding vear, when a dividend at the rate of 50 fr. per 
share was paid on capital of 4.000,000 fr. The rate of di» 
tribution for 1920-21 has not vet been fixed, the share capital 
in the meantime having been increased to 8,000,000. fr. At 
the end of the vear the sum of 6,388,000 fr. had been expended 
on the restoration of the works at Douai, where the Germans 
wrought destruction and removed plant. 

The report which is to be presented at 
the annual meeting in London on Novem- 
ber 98th gives the following comparative 
figures for the past two vears:— 


French 
Companies. 


Norwich 
Electric 
Tramways Co. 


1:20. 1921. 
Total receipta sed £12,063 £ T9.814 Inc. SIDA 
Total expenditure ... £61,600 40 75,881 Inc. &14,2& 


— 


63.933 Dec. £0.12 
t. dona · 


Net profit ... £10.86: 


The amounts for expenditure include debenture interes 
tions. and London expenses. 


1920. 1921. 
Car-miles run . si des 24 7,148 HE 
Passen;rers carried — 25 . . 14.671.081 12.856.172 
Earnings per car-mile... m pie 18736d. 203. 
Expenses per car-mile... ius . HP. Inn 
Earnings per passenger jen T 17164. id 


* » = 0 : 10 i ү E 

The net profit for the vear was £3,934, which is to E ies 
ferred to the reserve fund. The revenue account d ` 
Income Of 479.247. Traffic receipts amounted to ш 


: : ave been 
Stock Exchange Notices. — The undermentioned have be 


ordered to be officially. quoted :— ы zen for 
Pernambuco Tramways & Power Co,—Partly-paid 1 1 
£335,400 8 per cent, prior lien debentures of £100 each *' 
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Drake & Gorham, Ltd.— The directors report that the net 
profit for the year ended June 30th, 1921, is £13,433, after 
payment of all charges, including bonuses due to staff, interest 
paid and accrued on seven-year notes, interest on loan, writing 
ofl expenses in. connection. with issue of notes and loan, and 
making provision for contingencies. Including £12,235 brought 
forward. there is а total of £25,668, which it is proposed to 
appropriate as follows: Dividend at the rate of 6 per cent. 
for the year, £7,500; by writing down goodwill, £5,000; by 
reserve for E.P.D. and corporation. profits. tax, sav, £7,400; 
carrying forward 45.768. Although the results in the earlier 
part of the financial year were satisfactory they were adversely 
affected during the later months by general trade depression 
and the electricians’ and coal strikes. In December an issue 
of £50,000 10 per cent. seven-vear notes was made, the amount 
being largely over-subscribed. A loan of £12,000 has also 
been secured on the lease of the head offices. The capital thus 
provided was essential for the conduct of the business then 
in hand, but owing to the reduction in turnover which has 
since taken place the directors are considering the advisability 
of extending the sphere of the company's operations in other 
directions. Annual meeting: October 27th, London. 


Associated Fire Alarms, Ltd.—The profit for the year 
ended June, 1921 (after reserving £1,082 for income tax and 
corporation profits tax) amounts to £3,126, as compared with 
£212 last year. Adding last vear’s balance of 43.842. the 
balance at the credit of the profit and loss account amounts 
to £6,968, the whole of which it is proposed to carry forward. 
We understand that the company has several important con- 
tracts in hand for the protection of premises by its automatic 
fire alarms, including the Air Ministry depots at Ruislip and 
Milton; Dickins & Jones's new building in Regent Street; 
Peter Robinson's new building in Oxford Street: Selfridge’s 
new building in Oxford Street, and the Three Counties Mental 
Hospital in Bedfordshire. 


Amalgamated Wireless (Australasia), Ltd.—On its trad- 
ing activities during the year ended June 30th last, this com- 
pany made a profit of £9,775, or £928 more than in 1919-20. 
In their report on the company’s operations in 1920-21, the 
directors state that ships’ wireless. business was very satisfac- 
tory, although it suffered by reason of shipping strike disorgan- 
isution. Wireless patents of considerable value are stated to 
have been added to those owned by the company, and an 
experimental station has been erected in Victoria. The com- 
pany’s general electrical business, which traded as the Austra- 
lectrice Co., is reported to have extended во rapidly that it 
became expedient to forin it into a separate limited liability 
company. That was done in April last, the“ parent "" com- 
pany retaining the entire intęrest. 


Automatic Telephones (Australasia), Ltd.—This com- 
pany earned a net profit of £6,018 during the vear ended June 
JUth, 1921. During the latter part of the year the company 
secured considerable supplies of equipment, the balance of 
which. has been landed since closing the year’s accounts. 
Prompt delivery of material can be offered which has hitherto 
been very scarce. From the New Zealand Government. sub- 
stantial orders have been received, some of which have been 
executed, and others are still in course of manufacture. Col- 
lingwood exchange (Melbourne) and extensions to City North 
(Sydney) should be completely furnished during this current 
vear; also Sydenham and St. Albans (Christchurch), New 
Zealand. The department proposes to extend the automatic 
system to Queensland, and is preparing a specification for 
Albion and Newmarket (Brisbane). 


A Swiss Investment Company.—It is announced that the 
Swiss Bank Verein and two other Swiss financial institutions 
have taken over a 7 per cent. ten-year loan for 10,000,000 fr. 
of the Columbus Electrical Undertakings Co. of Baden. The 
latter, which has а share capital of 30.000.000 fr., is said 
lo require fresh funds for consolidating its current liabilities 
and for providing means for the extension of the Compania 
Italo-Argentina de Electricidad of Buenos Aires, in which 
the Swiss company holds a considerable portion of. the share 
capital. The dividend of the Columbus company for the past 
year is at the rate of 8 per cent., as in. 1919-20. 


Belgian Com panies.— The report of the Scciété Intercommu- 
nale Belge d'Electricité, of. Brussels; for the year ending June 
ЗОЕЪ last shows a profit of 1.725.751 fr., as compared with only 
424,580 fr. in the preceding twelve months. 

A profit of 271,447 fr. for the vear ending June 30th. last 
is shown in the report just issued by the Societe d'Electricité 
de l'Ouest de Ja Belgique, of Brussels, as compared with only 
67,756 fr. in the preceding twelve months. 


Prospectus.—Indicators, Ltd.—The list is to close to-morrow, 
October 22nd, in an issue of 15,327 7 per cent. cumulative 
preferred participating shares of £1 each at par. The com- 
panv was formed in 1919 to acquire certain. patents for auto- 
matic electrically-operated indicator apparatus to be placed 
in railway carriages, on platforms, and en tramwa cars and 
at tramway signal stations. The present issue ds made to 
provide further working capital and to complete important 
contracts already obtained. 


Stothert & Pitt, Ltd.—Further dividend of 75$ per cent., 
making 124 per cent.. free of tax. The balance is carried 
forward, subject to E.P.D. 


Anglo-American Telegraph Co., Ltd.—Interim dividends 
for quarter ended September 10th 15s. per cent. on ordinary 
stock and £1 10s. per cent. on preferred stock, less tax. 

Indo-European Telegraph Co., Ltd.—Interim dividend for 


the half-year ended June 30th at the rate of 5 per cent. per 
annuin, free of tax. 


United River Plate Telephone Co., Ltd.—Interim dividend 
of 3 per cent. (38. per share) on the old ordinary shares, free 
of tax, for the half-year ended June. 


STOCKS AND SHARES. 


TuEspay EVENING. 

THE sensational slump in the value of the German mark 
stands out as one of the prominent features of the Stock Ex- 
change this week. It has played its part in bringing about 
further depression in many of the markets. Liquidation from 
Holland was ascribed to the need for realising money on the 
part of Dutch holders of inarks, who saw their paper rapidly 
depreciating in value. Meanwhile, there has been heavy 
selling at home. Several big accounts in the city are known 
to have given trouble just lately, part of which trouble has 
probably been adjusted, though the settlement leaves behind 
a legacy of nervousness. In the circumstances, it is not surpris- 
mg that markets find a difficulty in showing improvement. 
The new issues continue amongst the firm spots in tne House. 
Lancashire Power debenture stock has recovered to 3} premium 
after being 24 premium. County of London Electric new 
debenture has risen to 44 premium. Mersey Power debenture, 
which opened at l} and fell to $ is now 1 premium, while 
several others of older date are maintaining their prices. 
Clyde Vallev 8 per cent. second preferences are still about 
1/16 discount. 

Amongst electricity supply shares, County of London ordi- 
nary eased off to 88. on selling by people who were exchanging 


from ordinary shares into the new debenture stock. Charing 


Cross ordinary at 43 are 4 better. These are the only changes 
in the London list. Active business is being done in the 
County of London fully-paid debenture stock on the basis of 
971. Shropshire, Worcestershire & Staffordshire Electric 
Power 6 per cent. preference changed hands the other day at 
10s The debenture stock is barely “ par.” 

Victoria Falls ordinary are 10s. За. The company's deben- 
tures have recently been rising, and the 5 per cent, first mort- 
gage stands about 103, while the 54 per cent. second mortgage 
is 1024.) For both there is some little demand, Tlie preference 
also keep hard at 18s. 

An amount of £200,000 5 per cent. first mortgage debentures 
in the North Wales Power & Traction Co., Ltd., uncondition- 
ally guaranteed as to principal and interest by the Aluminium 
Corporation, Ltd., is being offered at 97. One-third of the 
circular containing the offer is occupied by a copy of a letter 
received from the managing director of the company, in. which 
he sets out a short history of the company, and gives an 
account of its progress. The following paragraph relates to 
the profits :— 

“Тһе sales of the North Wales Power & Traction Co. for 
the eight months ended August 31st last were at the rate of 
427.270 per annum. The agreements already arranged for 
the supply of energy to Llandudno, Colwyn Bay, and Llysfaen 
will increase receipts from sales by £25.000 per annum. Tho 
transmission lines from Colwvn Bay to Chester and Wrexham 
should be completed in the course of next year, and should 
produce a further income of £62,500 per annum. The company 
will then have an income, after. deduction. of working and 
other costs, cf approximately £70,000 per annum available for 
the payment of the interest amounting to 440,000 per 
annum." 

Tt will be noticed that there is а good deal of estimate about 
this profit-statement, and it may be that investors will prefer 
other stocks where the amount available for interest can be 
more definitely shown. | 

The cable group is one of the very few departments in the 
Stock Exchange that show a firm front. Westerns are 58. 
better. Gobes are 75. 6d. up. Eastern ordinary recovered 
a point more than its dividend of 50s., and Eastern Extension 
shares gained the 5s. dividend taken off last week. Other 
parts of the cable market are steady, with Anglo-American 
deferred a little better at 17}. Oriental Telephones are 2 ex 
dividend, and United River Plates at 5% have further given 
wav. Marconis have come on offer at 328. ба. ; Marconi Marines 
weakened to 175. 6d. Radio Corporations, at 108. for the 
common and 9s. 3d the preferred, are both lower. American 
dolar stocks in utility companies mostly stand substantially 
dawn on the week, owing to the fact of the New York Ex- 
change having touched nearly 4 dollars to the £. In none 
of them, however. is there anv increase of business. Mexicans 
are inclined. to give way. Mexican Light & Power preferred 
shed a point. For the company's second mortgage uu e e 
has been a fairly good demand in the ешо 4 i 
Brazilian. Tractions at е а о Р and Anglo-Argen- 

ine second preference shares stiffened to 24. . 
e td 1 steel shares have fallen noticeably, Es 
thera Babcock & Wilcox lost 3s. 9d., declining to 458. Edison- 
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Swans fell a tlorin to 6s. 9d., and English Electrics continue 
heavy. General Electric ordinary at 165. 3d. are again 18. 3d. 
down. The company’s preference shares of both classes re- 
main at l7s. 64. Any shares which were saleable at all have 
had to be overhauled with a view to the possibility of their 
having to go in satisfaction of claims arising out of all kinds 
of commitments, financial and commercial, which bave become 
clamant owing to the vagaries of the exchanges. There are 
few markets round the Stock Exchange in which this factor 
в not making itself felt at the present time. The rubber 
market manages to evade the depression to some extent, owing 
to the price of rubber having zone up a little during the 
past few days. | 

Underground Electric incomes are 4 points down at 70}. 
Metropolitans gave way to 24. The suggestion that the 
Government should lend money to the railway companies at 
a low rate, in order that the railways might, in their turn, 
employ large extra numbers of men, has found no welcome 
in high quarters, and the consequence is that Home Railway 
stocks are as much out of favour as ever. 

People who had stock open before the end of July, 1914, are 
faced with the knowledge that they must clear off whatever 
liabilities remain before the beginning of next August. Their 
efforts to sell stock in order to meet such liabilities are accele- 
rating the pace at which prices fall under the influences 
of demoralised foreign exchanges, unemployment, and bad 
trade. The picture is а dark one, and everybody in the city 
is so saturated with pessimism ‘that суеп to suggest a ray 
of light on the situation is to be scouted as an extreme 
optimist. Moreover, it must be candidly confessed that to 
entertain any hope of immediate improvement, either in Stock 
Exchange prices or business, does seem to be indulging in a 
larger amount of licence than immediate circumstances appear 
to warrant. 


SHARE LIST OF ELECTRICAL COMPANIES. 
HouE ELECTRICITY COMPANIES. 
Dividend Price 


ы 1909; 120. Mt Rise or fall. Pi : 
Charing OE 4 + à 224 
do. do, do. 4 Prei... 4 4 a — 7 44 
эө е в ee ee 4 6 — 9 4 8 
Ci of London ee ee ee 18 14 ly, т, 10 18 4 
. до. 8 per cent, Pref... 6 6 17/8 — 617 2 
Oounty of London 8 8 84 — 3 9 0 4 
do. do. & per cent. Pref... 6 6 8 — 110 0 
Kensington Ordinary .. 7 9 4h — 10 0 0 
London Dleotrio oe ^" 0» ee 24 23 1 — 7 10 0 
do. do. 6 per cent. Pref... 6 6 Pi — 10 9 0 
e r cent Pref p m í = 1 18 - 
в ent. е se 5 1 
Bt. James’ and Pall Mall .. — .. 12 13° ^u ES 9 l1 4 
South London ee, зе б A 28 ~ 1018 3 
South Metropolitan Pref... .. 7 7 15/9 — 8 17 10 
Westminster Ordinary ..  .. 10 10 51 — 8 18 10 
| TELEGRAPHS AND TELEPHONES, 
каре Am: Tel. Pret. "AMET д : 87 — 618 0 
Г tee ee ee 1 1 6 
Onile Telephone 60 60 oF = : б T 3 
Cuba Sub. Ота. ee өө ee 1 1 1 — 9 18 2 
Bastern Extension ee ee ee 10 10 ија + i 6 1 0 
Bastern Tel. Ord. .. oe ee 10 10 1664хіа +24 601 
Globe Tel. anà T. Ord. ..  .. 10 10 168 + 3 во 4 
do. do. Pref, өө өө 6 6 94 = 6 9 9 
Great Northern Tel, ee ee 22 24 244 — 2 915 0 
Indo-European ве ee ee 10 10 30 == R 8 8 
Marooni ee oe ee эө 25 15 1g р 917 
Oriental Telephone Ord. .. ee 12 12 xd +94. *8 0 0 
United В. Plate Tel. Vs T 8 8 bá — yy 6 16 2 
West India and Panama. . Nil Nil 5/- — Nil, 
Western Telegraph.. .... 10 10 163 + } 13519 5 
58 Honk RAILS, 
п ndon Ord, Assented .. 4 4 49% — 818 
Me litan .. е we өө 1} 4 24 —# 6 5 0 
° District ee ee Nil N 1 164 — Ni) 
n Electric Ordinary. Nil Nil 2 — Nil 
o. do, "A" „ Ni Nil 59 — Nil 
do. do. Income .. 4 2 14 —4 4 5 1 
8 FoREIGN Trams, &с. 
g O- * ry First Pref, ee 1 2 бен 
do. do, and Pref, .. Ni 51 si + А 10 9 6 
do. do. 5 % Deb, ee 5 b eai — 7 17 0 
Brasil Tractions  .. s . Ni Nil 29 +1 Nil 
British Columbia Eleo, Rly. Pfoe, 6 Б 60 — В 6 8 
do, do, Preferred 5 93/- 633 — 28 14 2 
ао; do: 55 p 124/- 54 — 11 8 6 
1 i) . e е ee 4 x — 
02100 Тыш pper coni: Bonds.. мі N m — А - i 
Mexican Light Common ., „ Nil Nil — Ni 
do. Pref. ee ee Nil Nil 28 — NU 
do, lst Bonds o> Nil 5 554 = 900 
MANUFACTURING COMPANIES, 
Baboock & Wiloox .. ..  .. 15 16 21 — 3 723 
British Aluminium Ora. 10 10 Je. =" Es 
British Insulated Ord,  .. „ 15 15 14 — 10 0 0 
ооа ee ое ee ee 163 15 la — 10 8 8 
» 9 өө ee ee 18,9 — 6 18 8 
Orompton Ord. ee ee ee 10 10 j — 
Edison-Bwan .. i M «„ 10 — "n —9J. * 15 Юю 
do. do. 6 percent. Deb. b Б R8 — * 7 | 
Electric Construction  .. «> 10 10 16/9 == 1617 0 
English Bleotrio .. ee 8 8 9/8 = 15 410 
" ро. Pref. .. .. 6 6 18,6 = 811 6 
л, к. 5 oe oe os 64 64 17.6 eus 7 8 6 
ae 0 059 „ 10 10 16/8 — А 12 6 2 
do n ri. 02 2 4 à (d L Do 
India-Rubber ee eo ex 10 — н ш 6 18 6 
Met.-Viokers Prof, ee ee өө 8 8 114 = 16 
Biemens Ord. e æ „ 10 10 1. 22 bg Ee 
Telegraph Соп, өө es „е 9 20 21 — *b 11 9 


* Dividends paid free of Ineeme Tax. 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appeari 
in the following list, that in some cases the prices are only genera] 
and they may vary according to quantities and other circumstances, 


Wednesday, October 19th. 


Latest t's 
5 |o re 
а Acid, Oxalio oe ee ee oe per lb, Tid. 
а пасак Манко баалар С 258 
а monia, e Orys : 
a Bisulphide of Carbon „ И 
а Вогах gul to ee ee ee " #81 á 
а Copper ee ee ae 3 £81 
e Potash, US mar ee ee oe per lb. 6d. 
a 855 Perchlorate z 4 8d M 
а ee ee ce ee ee owt. 16 108, -i А 
а Sulphur, Sublimed Flowers |. 41 is 
a " Lump és ee és н £15 
e Soda, Chlorate ee ec ee per Ib. заа, 
а „ 9 vá F .. per ton 1 i 
a Bodium Bichromate, casks . per lb. TÀd. 
METALS, &c. 
p Babbitt's Metal Ingots... .. per ton £90 to £275 
c Brass (rolled metal 2” to 19" basis) per lb. 102d. 
€ „ Tubes (solid drawn) a * 1/04 to 1/02 
e [I] ire, basis ee . » 114d. 
c Copper Tubes (solid drawn) i й 2400 
C a eoted) .. per ton #1 
с oe Sheet ee ee ee ee и £108 
e м Rod ee ee ee ee [1] £108 ee 
d „  (Hlecitrolytio) Bars " " £15 10)- dec. 
d * н Sheets эө » £145 10s. ee 
„Ж : HO Wise: perib йа, Md dee 
м ГЛ ы?» ее T 0 Li D а 
f Ebonite Rod. 5% "S "^ к 8/6 кч 
f »" Sheet. ` өө ee eo м BJ- ee 
m German Silver Wire $us s " 9/9 as 
h Gutta-percha, fine n А » 12/6 e 
h India-rubber, Para fine h 1/2 1H. inc. 
і Iron Pig (Cleveland Warrants) .. per ton Nom. e 
1 " Wire, барт, Ко. 8, P.O. qual, " ns 
g Lead, Eng Pig ee ee ee £24 158. 10. іре. 
g Mercury ae vs ee - per bot. £9 16s. to £10 |55, to 1/6 inc. 
e Mica (in original cases) small .. per lb. 8d. to 3/- РА 
€ » " " hd oo н 10) 95 Sona 
e D " e oe ° -au oe 
p Phosphor Bronse, pam castings.. 4 | 1/4 to 1/9 X " 
Pp " » rolled bars and rods "i N to 2/6 T 
p i » rolled strip & sheet ʻi 9/3 to 3/7 T 
d Siliclum Bronze Wire s .. per lb. 1/8) id. dec. 
F Steel N prs in bars ee ee н Р 
m Tin, Bloc nglish) s .. per ton £155 to £166 s 
n Wire, ов. 1 to 16 ee ee per lb. 8/6 oe 
p White Anti-friction Metals . per ton 465 0 £278 ч 
Quotations 2 
а G. Boor & Со. g James TP Tos 
c Thos, Bolton & Sons . А Edward Till & Co, 
d Frederick Smith & Оо, 1 Bolling & Lowe. 
e F. Wiggins & Sons, 1 Richard Johnson & Nephew, Lal. 
f India-Rubber, Gutta-Percha and n P, Ormiston & Sons, 
Telegraph Works Oo., Ltd. »————— 
г W. Е. Dennis & Оо, 


A Rotary Electric Furnace.—Alan D. Dauch, of the 
George J. Hagan Corporation, Pitteburgh, describes, in an 
article contributed to the Electrical World, a rotary electne 
furnace constructed by his firm. This was designed to permit 
continuous heat treating, annealing and carbonising, and took 
the place of an oil-fired furnace. The moving hearth is 3 
continuous annular ring. The dimensions of the furnace are 
as follows :—Overall outside diameter, 19 fl.; outside height. 
7 ft.; outside diameter of rotating hearth, 15 ft.; inside di 
meter of hearth, 5 ft.; width of hearth, 5 ft.; height of heating 
chamber, 2 ft. The furnace walls are of standard construction. 
bonded with Adamant cement and encased by sheet sted 
reinforced with structural beams. The hearth rotates on 8 
series of roller bearings twenty in number. The furnace bas 
two adjacent, pneuinatically-operated doors for charging an 
discharging. Тһе hearth is driven by an electric motor 
through gears capable of giving six speeds varying from 020 
revolution in thirty minutes to one in seventy-five minutes. 
The heating elements are two in number, and consist of nickel- 
chromium ribbon mounted on the inner and outer walls of the 
furnace. The first section or heating zone extends from the 
charging door for two-thirds of the circumference; this has? 
210-kW loading, the remainder, the ''soaking " section, P 
60 kW. The temperature of each zone can be maintained # 
any value between 200 and 1,800 deg. Е. The heating curren 
is 60-cycle, 3-phase, 440-V ; the controls are operated by 806 
phase, 60-cycle, 110-V power. 

Under actual operating conditions 11.75 lb. of steel has en 
heated to 1,525 deg. F. and soaked at the same temperature pè 
kWh consumed. "This is at the rate of 170 kWh per short ton, 
Ihe charge per hour consists of approximately 3.000 lb. o 
various automobile parts such as spring clips. дееп 
knuckles, connecting rods and front axles. The weights | 
the different parts vary from З Ib. each to 180 Ib. each. : 
time during which the pieces are in the furnace natur " 
depends on the cross-section and weight of the ke 
part. This feature of time in the furnace із very apt!“ a 
care of by the different speeds at which the hearth ш?) 
revolved. 
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THE COMMERCIAL MOTOR EXHIBITION. 


Тык Fifth International Commercial Motor Exhibition opened 
at Olympia on October 13th; it remains open until to-morrow, 
Saturday. The large building holds an imposing display of 
trade vehicles of all designs, typical of the advance made in 
recent years in this important branch of transport. 

While petrol-driven vehicles predominate, there are several 
exhibits of electric vehicles, which are coming more and more 
into favour for operation within a moderate radius. Mag- 
netos. of course, appear in large numbers, while the remainder 
of the exhibits of electrical interest are principally lighting 
systeins for cars. 

Messrs. RICHARD GARRETT & Sons, LTD., display a 24-ton 
electric (fig. 1) for commercial purposes. This vehicle is 
capable of doing a 30-mile run on one charge at an approxi- 
mate speed of 10 m.p.h. on a level road. The loading plat- 
form measures about 10 ft. x 6 ft., the overall length and 
width of the vehicle being 15.4 x 6.6 ft. respectively. The 
battery, which weighs about 21 cwt., consists of 44 '' Iron- 
clad Exide cells. The drive is provided by a high- efficiency 
series-wound motor capable of withstanding a 300 per cent. 
overload. As this machine is made by an associated firm, it 
is designed in every particular to suit its proper application. 
The power is transmitted to a differential countershaft һу a 
chain immersed in an vil bath. From this shaft two roller 
chains are connected to larye-diameter sprockets on the rear 
wheels. The controller is of the segmental drum type and 
provides for four forward and two reverse speeds. The con- 
troller lever is situated on the steering column. А patent 
trip gear is fitted which ensures that the application of either 
foot or hand brake automatically returns the controller to 
“ neutral "; this prevents a sudden start upon the release of 
the brakes. For starting on hills there is а pedal which cuts 
out the trip gear. The rest of Messrs. Jurrett's exhibit con- 
sists of steam wagons and trailers. 

Messrs. NEWTON Bros. (DERREY), LTD., have an exhibit con- 
fined to a 2)-ton carrier vehicle fitted with a steel end-tipping 
body. This is driven by a pair of motors spring mounted 
independently of the buck axle. The actual drive is made by 
pinions on the motor shafts which engage with internal 


Fic. 1.—A GARRETT 24-тох ELECTRIC VEHICLE. 


spur wheels fitted to the rear wheels of the vehicle. The 
controller is of the series-parallel type arranged to give ых 
epeeds, four forward and two reverse, the control lever is 
conveniently mounted near the driver's seat. All the driving 
gears are enclosed as a protection against mud and water. 
The motors can be replaced with little trouble as no dis- 
mantling of the rear axle is involved. Ап average distance 
of 22 miles can be covered on one charge. 

The GENERAL VEHICLE Co., Lro., shows three examples of 

its electric vehicle construction. The largest is a 5-ton G. V. 
wagon for the carriage of road-making materials, coal, ashes, 
&c. The body can be tipped to either side or endwise, the 
gear being electrically operated and controlled from the driver's 
cab. An end-tipping 2-ton chassis is shown; this is specially 
designed for the collection of house refuse. 
‚ In this vehicle the single motor is entirely enclosed. Power 
Is transmitted to а countershaft by a Morse silent chain and 
from the countershaft to the rear wheels by roller chains. 
The controller is of the continuous torque type, so arranged 
that speed changes can be effected without shutting off power. 
It is placed under the driver's seat, and is easily accessible. 
Five forward and two reverse speeds are provided for. 

THE BnrrisH Тномзох-Ногзтох Co., Lrb., has a large 
displav of magnetos for a wide range of vehicles, including 
types “G4” and “G6” for light lorry engines; these are 
light-weight machines with laminated pole pieces, spark gap 


distributors, and rotary safety gaps. The armature housing, 
distributor end plate, and driving end plate are die cast as 
a single unit. A Tungar ” rectifier is on view, as well as 
a Type G” magneto with impulse starter. The latter 
enables the heaviest engine to be started with a minimum 
of effort and without danger of backfire. 


Guy Motors, Ltp., display, among a number of petrol- 
propelled vehicles, an electric wagon of from 2 to 2} tons 
capacity. 

CLAYTON Wacons, Lrp., also exhibit an electric vehicle. In 
this wagon, which is capable of dealing with a 3-ton load, the 
motor and crankshaft are arranged as one unit. 


Messrs. RANSOMES, SIMS & JEFFERIES exhibit examples of 
their Orwell vehicles and trucks. A 4-ton lorry is included 
in the exhibit. This is driven by two motors each of from 
4 to 12 b.h.p. capacity according to speed and load conditions. 
The battery consists of 40 cells with an output of 323 ampere- 
hours. The speed of the vehicle is roughly 7 m.p.h. on a 
level road. The 2-ton electric refuse-collecting vehicle shown 
has an electrically-operated tipping gear. This gear consists 
of a powerful horizontal square-threaded shaft working 
through a heavy bronze crosshead, and is connected by links 
and rollers to the channel framework to which the body is 
secured. The gear is driven by a cross-shaft through enclosed 
bevel gearing. Two trucks are on view. One is a four-wheeled 
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Fic. 2.— Ra N SOMuES' ELECTRIC RUNAROUT CRANE. 


truck, fitted with an elevating platform. capable of dealing 
with a load of 4,000 lb. with a maximum speed of 5 m.p.h. 
The other is of the same carrying capacity but three-wheeled ; 
this is fitted with a single series motor, while the four-wheeled 
{уре has two separate motors. The item which is probably 
attracting the most attention is а new runabout crane 
(figs. 2 and 3), which must be unrivalled for ease of 
manipulation. This has a lifting. capacity of 15 ewt., 
its overall width does not exceed 6 ft., and it can 
be rotated in а 6 ft. 3 in. diameter circle. There 
are two independent motors driving two opposite wheels, 
while at right angles to these drivers, on each side, are other 
wheels; this ensures an even distribution of? weight. The 
truck for purposes of travelling, either forward or reverse, 13 
operated by a directional controller, placed on the right-hand 
side of the driver, and operated by a lever (1) (fig. 3) working 
in a gate, interlocked with the left foot pedal (5) which 
controls a resistance drum and only by depressing the pedal 
control which breaks the circuit, can the controller handle 
be placed in the forward or reverse positions. By releasing 
the pedal (5) circuit is made through a series of resistance 
steps which govern the speed of the vehicle. The current 
can be cut off immediately by depressing the pedal. The 
brake pedal (2) actuates two compensated brake hands working 
on drums keyed on the motor spindles. Phese brakes can 
be used either as service or ratchet brakes. The batteries 
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cc supply the energy and constitute permanent counter- 
машы Bs turning the steering wheel (3) and lifting в 
paw! on the top of the master controller (4), the steering 
wheels,, both front and rear, (D) and (к), сап be turned and 
locked at 90 deg. to the driving wheels. At the eame time 
à series of contacts situated in the muster controller reverse 
the field of one of the driving motors (А) or (в), which are thus 
connected so as to exert a couple " on the whole structure. 
The crane controller is placed on the left of the driver, and 
is operated by a lever (6) working in a gate, controlling the 


Fia. 3.—Ransomes’ ELECTRIC Runasout CRANE. 


raising or lowering of the hook. The derricking motion of 
the jib is controlled by the same lever and the mechanism is 
во arranged as to obtain an approximately horizontal movement 
of the load, that is to say, when lifting the jib, the hoist 
rope is paid out, and when lowering the jib the rope is wound 
back on the hoisting drum. 

Messrs, C. A. VANDERVELL X Co., Lrp., have numerous 
examples of “* C. A.V.-Willard ” batteries for commercial cars, 
iu addition to lighting sets and other electrical accessories. 
Samples of a new threaded rubber insulation, used for separa- 
tors in accumulators, are on view. Although tuis material is 
80 closely woven as to prevent the passage of light, it permits 
free circulation of the acid in an accumulator and, moreover, 
has a much longer life than any previous type of separator 
material. The base of the material is rubber; this is pierced 
by small cotton threads—196,000 to 30 sq. in. Among the 
advantages claimed for this material are high voltage main- 
tenance and low heat characteristics. Among the lighting 
dynaimos exhibited is the N.G.S.C." {уре which has an 
output of 150 watts at a pressure of 19 volts. This is suitable 
for most classes of commercial vehicle. An aluminium switch- 
board is shown upon which are mounted instruments and 
three switches for controlling the dynamo, heud and tail, and 
side and tail lights. A two-pin plug is fitted for the insertion 
of an inspection lamp. All types of lamps for vehicles are 
displayed and the exhibit also includes examples of a strong 
and well-made illuminated sign for fixing to the front of à 
vehicle for advertising purposes. This contains thrce low- 
voltage lamps which can be supplied from a battery or dynamo. 

wide range of sparking plugs also appears on this stand. 

. CONNER MAGNETO & IGNITION, Ird., show a selection of their 

C. M. I.“ magnetos. The firm also exhibits its coil ignition 
system. In this the coil is built up on а laminated core. A 
moving armature or vibrator whose time frequency varies 
us the voltage in the coil primary is fitted. A resistance is 
connected across this, being normally short circuited. As the 
speed of the vibrator increases, the short circuit is opened 
and the resistance comes into use, cutting down the value 
of the current from the battery to normal. The contact 
breaker is driven at camshaft speed, and the points are 
shunted by a condenser. The contact breaker has a distributor 
of moulded insulation having segments, corresponding to the 
number of cylinders, embedded in it. These segments are 
traversed by a carbon brush rotating with the camshaft. In 
this appliance the ignition value of the spark is kept constant 
Irrespective of the engine speed. Fitted upon this stand, for 
demonstrative purposes, is а " Lorrilite ” set for vehicle 
lighting. This consists of a small self-regulating magneto- 
dynamo with a normal output of 24 watts, which, however, 
can be exceeded if necessary. The dynamo is mounted adjacent 
to the engine and is driven at about four times the crank- 
shaft speed by means of a pulley and clutch. The magnetic 

eld is composed of three tungsten steel magneto Magnets, 
and the armature is an assembly of laminations on a hollow 
straight shaft. Between speeds of 2000 and 5,000 r.p.in., the 


output is practically constant, as is shown by demonstration 
but sufficient light for a standing vehicle is given at 1,15) 
r.p.m. (armature speed), and the dynamo can be run up to 
5,500 r.p.m. without injury. 

Messrs. TiLLING-STEVENS. Мотовѕ, Lb., display examples 
of their petrol-electric vehicles. 
а 40-h.p. engine; a ‘‘charabane de luxe : and Aton 
and 4-ton vehicles. The system is noted for its efficiency 
between the petrol engine and the driving motor ag 
well as the case of control. The dynamo is driven direct 
from the engine flywheel by & laminated Spring connection, 
The motor is directly coupled with the cardan shaft driving 
the rear axle; the final drive is by worm gear. The controller 
and speed regulator are carried in separate aluminium cases, 
The controller is of the tramway type, operating by varying 
the resistance in the shunt field of the generator, and by 
shunting the series field of the motor. By cutting out the 
motor and taking leads from a special pair of terminals on 
the dynamo, the set can be used as а portable arc-welding 
equipment. The engine and generator can also be used for 
numerous power purposes as they form а complete self. 
contained power plant. 

MrEssns. NORTH & Soxs, ID. exhibit several models of 
'" Watford " magnetos, some of which are specially designed 
to take the place of Bosch magnetos. A special Ford " type 
is also shown. 

The BRITISH LIGHTING & IGNITION Co., LTD., also has а large 
display of magnetos suitable for all types and sizes of engines, 
In the “ S.H. ” types, the current is produced at a low pres 
sure and a coil is used to transform this to the correct ignition 


value. Starting and lighting equipment also appears on this 
stand. he B. L. I. C.“ starting motor is of simple construc- 
tion. The starter drives the engine by means of a sliding 


pinion which engages a gear ring on the periphery of the 
flywheel. When the engine fires it over-runs the motor and 
automatically thrusts the pinion out of engagement—a pull- 
off spring assisting this action. The lighting equipment 
consists of a dynamo and battery together with the necessary 
lamps and switches. The battery is charged during the day- 
time, the maximum charging rate corresponding to a speed of 
20 or 25 m.p.h.; when the lights are all on at night, the 
charging rate is maintained. The pulling-out of the side and 
tail lights switch automatically establishes the maximum 
charging rate. 

The Lucas ELECTRICAL Co., LD., exhibits examples of mag- 
netos for one, two, three, four, and six-cylinder engines. 

The FELLows Macneto Co., Lap., is another firm displaying 
magnetos as well as specially-arranged spare part cases which 
contain screws, nuts, washers, contact-breaker springs and 
carbons, terminals, &c. This firm is also showing a small 
electric vulcaniser for use in conjunction with a 12-volt starting 
and lighting equipment. 

It will be seen from the above short description that the 
electrical engineer has played a large part in this year's show, 
and the increase in the number of electric vehicles indicates 


great activity in this direction. : 


THE TRADE OF AUSTRALIA. 


[IMPORTS AND ExPonrs.] 


THE following figures, showing the values of the imports of 
electrical and allied goods into Australia in 1919-20, are taken 
from the recently published official trade returns. For pur 
poses of comparison the figures for 1918-19 are given, and notes 
of increases or decreases are made. . Only in the case of cables 
ів it possible to indicate any unit other than value. 


1918-19 1919-20 Inc. or dec. 
Gas and oil engines. £ £ £ 


Total 141.000 955,000 +1400 


From United Kingdom 25,000 133.000 11007 
„ Canada " 10,000 11,000 + La | 
United States 106,000 99,000 — М 


„ Sweden "T = 9,000 + 3.00 


High-speed reciprocating steam engines (direct coupled). 

Total 1,000 400 + zem 

From United Kingdom 1000 4,000 + 3" 
Dynamo. electric machines, static transformers, induction 

coils, electric fans and parts thereof. » 

Total ... 501,000 731,000 HR 

From United Kingdom 182000 334000 4140 
», United States 308.000 390,000 + 9» 


Regulating, starting and controlling apparatus. 


Total 93.000 125,000 + 9m 
From United Kingdom 23,000 48,000 + 80% 
„ United States 66,000 74.000 + ? 


Electric fittings, viz., switches, fuses and lightning arrestert. 


| Total . 119,000) 174,000 + 62.08 

From United Kingdom 30,000 95,000 + e 

» United States 64,000 7100 + 10000 
» Japan 16000 6,000 - 7 


These are an omnibus with 


d 
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1918-19 1919-20 Inc. or dec. 
£ £ £ 


Electric heating and cooking appliances. 


Total " .. 15,000 19,000 + 4,000 

From United Kingdom TN 7,000 9,000 + 29,000 

„ United States T .. 8,000 10,000 + 29,000 
Electrical appliances, other. 

Total 8 .. 421,000 323.000 — 98,000 

From United Kingdom  ... ... 98,000 107,000 + 49,000 

„ United States BN .. 168,000 153,000 — 15,000 

„ Japan ie en .. 54,000 17,000 — 37,000 

„ Netherlands ... si . . 140,000 29,000 — 111.000 

Telephone apparatus. 

Total 81,000 99,000 + 18,000 

» United Kingdom 9,000 34,000 + 25,000 

» United States .. 70,000 59,000 — 11,000 

Accumulators or storage batteries. | 

. Total .. 119,000 198,000 + 9,000 

From United Kingdom 11,000 44,000 + 33,000 

United States 107,000 81,000 — 26,000 


`- 


Fio. 1. 


Fic. 1 —THE VALLEY ON THE UP-STREAM SIDE OF THE POWER 
House, BEFORE INUNDATION. 


| 1918-19 1919-20 Inc. or dec. 
Arc lamp carbons. £ £ 


£ 
Total 19.000 13.000 — 6, 000 
From United Kingdom 1.000 4,000 + 3,000 
» United States 17,000 3,000 — 14,000 
Arc lamps, carbon in blocks, vacuum tubes, measuring 
and recording instruments, insulating tape. 
Total 143.000 138,000 — 5,000 
From United Kingdom 31,000 65.000 + 34,000 
» United States 99,000 48,000 — 51,000 
Lamps and lampware. 
Total 176,000 169.000 — 7,000 
From United Kingdom 25,000 50.000 + 95,000 
„ Japan .. И 27,000 19,000 — 8,000 
„ United States 108,000 90,000 — 18,000 
Steam turbines, economisers, superheaters, dc. 
Total 80,000 139,000 + 59,000 
From United Kingdom 74,000 109,000 + 35,000 
» United States 5.000 21,000 + 16,000 
Cable and wire, covered. 
Total Tons 4,000 3.740 — 260 
£ 612,000 631,000 + 19,000 
From United Kingdom Tons 825 2,955 + 2,130 
147.000 532,000 --385,000 
» Canada Tons 450 148 — t 
£ 49,000 14,000 — 35,000 
» Japan Tons 1,700 337 — 1,303 
£ 993,000 51,000 — 242,000 
» United States Tons 970 300 — 670 
£ 193,000 34,000 — 89,000 


It is interesting to note that Australia has made a beginning 
in the export of electrical machinery and appliances. The 
mies of such goods, of Australian manufacture, are given 
elow :— 


Machinery and appliances, electrical. 


Total 8.000 12,000 + 4, 
To New Zealand 3.000 6.500 + 3,500 
» Fij 2 1,000 3,000 + 2,000 
» Papua 1500 1.000 — 500 
„ Java 1,500 — — 1,500 
Electrical materials. 

Total К ae 2500 12,000 + 9,500 
To New Zealand ..  ..  .. 1.000 1040 + 8,800 
» Fiji 5 ue 950 1,000 + 750 


Fic. 2, 


NORTH WALES COUNTIES ASYLUM, 
DENBIGH. _ 


А HYbDRO-ELECTRIC INSTALLATION. 


In 1919 the North Wales Counties Asylum Authorities 
instructed Mr. S. E. Britton to report to them upon several 
water resources located within a few miles’ radius of the 
Asylum, with a view to utilising water-power in place of their 
existing steam plant for generating electricity. In the follow- 
ing year the Asylum Authorities decided upon the develop- 
ment of a scheme on the river Ystraad, and applied to the 
Lunacy Commissioners and the Ministry of Health for sanction 
to proceed with the development. 

The river Ystraad passes through land belonging to the 
Authorities, and the site selected for the hydro-electric instal- 
lation is about 400 yards distant from the Asylum. 

The area of the catchment utilised by the installation is 17 
square miles, and the average rainfall in the district 50 inches 


Fic. 8. 


Fic. 2.—Tut Power House anp Fisa Pass. 
Га. 3.—TuHe Power House, Dam, AND RESERVOIR. 


per annum, from which it was calculated that the erection 
of a dam to give a fall of 15 ft. and a reservoir having an 
area of three acres would provide water power capable of 
producing electricity to the extent of 200,000 kWh per annum. 

The scheme involved the erection of a dam 160 ft. long across 
the valley of the river, a fish pass to facilitate the passage of 


t 
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Гіс. 4.—THe Dam Durina CONSTRUCTION. 
Гіс. 3. Tue WOODEN FORMER BEING CONCRETED IN, TO [FORM 
THE DRAUGHT TUBE. 


fish over the dam, and a power station housing a water 
turbine and generator and switchgear. 

A specification was prepared and sent to several contractors, 
but owing to the unsettled state of labour and cost of materials 
and the difficulty of obtaining the class of materials required, 
no tenders were received. The Asylum Authorities then 
empowered Mr. Britton to make the best arrangement he 
could to carry out the work, by direct labour or otherwise. 

А contractor was eventually found who was prepared to 
carry out the excavations and concrete work to a schedule 
of prices, subject to fluctuations in cost of labour and materials. 
Messrs. J. Gordon & Co. contracted for the supply and erec- 
tion of the turbine, generator, switchboard, sluice gates, and 
strainer rack, and the other sections of the work were carried 
out by direct labour. | 

Figure 7 is a general layout of the scheme, showing the 
ground level of the valley, the depth to which excavations had 
to be carried, and the arrangement of the dam and fish pus 

Figure 6 gives a vertical section of the power house. The 
turbine is of the Francis vertical-shaft type, designed to 


548 


DESEE 


THE ELECTRICAL REVIEW, [Vol se. Wo. 2,594, Остовк 21, 191 


— MM ————— MÓÀÀ—À— 


develop 190 h.p. at 270 revolutions per minute, when working 
with a fall of 15 ft. The generator is also of the vertical- 
shaft type, having an output of 700 amperes at 120 volts, and 
is direct coupled to the turbine. 

Two 0.75 sq. in. paper-insulated lead-sheathed and steel- 
armoured cables are laid direct in the ground. "These connect 
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the generator to the main switchboard in the power house at 
the Asylum, where steam plant has been in use for a number 
of years. This power house contains three 35-kW steam 
dynamos, which in the past have supplied 85,000 kWh per 
annum for lighting and power purposes. 

The water power installation will now be used in place of the 
steam plant, and it is intended to install additional electrical 


АЙ? 


ELECTRICAL. NOTES FROM INDIA. 


(FROM OUR BOMBAY CORRESPONDENT.) 


It is understood that the directors of the Bombay Electric 
Supply & Tramways Co., Ltd., have decided not to proceed 
with the installation of two 6,000-kW Curtis turbines, con. 
densing plant, and the necessary boilers, &c. (already pur. 
thased in England), but to take energy in bulk for the 
present from the Tata Hydroelectric Supply Co., Ltd. to 
meet the demands for power in Bombay. ` i 
This decision is doubtless the result of the prevailing price 
of coal in India, something like Rs. 25 per ton being paid at 
present for coal used at their Kussara power station. 

As previously noted, the Tata Hydro-electric Supply Co. 
Ltd., furnishes some 3,000 kW during the evening, to assist 
the B.E.S. & T. Co. over the peak, this supply being taken 
to the Esplanade sub-station of the Tramways Co. and. there 
transformed. | 

At present no means exist for paralleling the two Systems 
(except on the d.c. side of converters), but there is nearing 
completion at Kussara, a small sub-station containing three 
transformers, each of 150-Kk VA capacity, which will be used ag 
regulators, to enable the Tramways Co. to parallel with Tata's 
for a brief period while certain Kussara feeders are being 
changed over from one supply to the other. These regulators 
are necessary, as the supply from Tata's is at 6,600 V, and 
that from the Kussara power station 5,500 V. | 

The rating of these regulating transformers is somewlat 
misleading, the 150-kVA capacity of each regulator repre 
senting the load only, as between the 5,500 V and the 6.600 Y 
supplies, and not the main supplementary supply. 

The capacity of the Kussara power station is at present 
15,000 kW, made up of:— 

One 6,000-kW Curtis turbine. 

Two 2,000-kW Brush-Parsons turbines. 

Two 1,000-kW Brush-Parsons turbines. 

Three 1,000-EW Brush Е.Е. Co.'s reciprocators. 


But the B. & W. boiler equipment is inadequate for more than 
about 10,000 kW, i.e., allowing for the necessary number of 
boilers being out of commission for overhaul, hence the need 
for the additional supply in bulk from Tata's. — | 

The temporary. illuminations for the Prince of Wales's visit 
in November have had to be curtailed somewhat, though 
certain facilities have been granted to the Taj Mahal Hotel 
(Bombay’s chief caravanseral) for extra power. | 

Certain extensions are in hand in the northern part of 
Bombay Island, to cope with the demand for power, which 
extra load will be taken from Tata's as occasion demands: 
but the two systems will hot be operated in parallel, except at 
the moment when the load on certain feeders is being trans 
ferred. 


Hybpno-ELECTRIC DEVELOPMENT IN SOUTHERN INDIA. 
The limited supplies of coal, and other kinds of fuel in 
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Via, 7.—PrAN AND ELEVATION oF DAM AND FisH Pass. 


apparatus so as to utilise to the full the possi 

ai ix installation. possible output of the 
Ve are indebted to Mr. S. E. Britton for th 

and particulars embodied in this article. e photographs 
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India, coupled with the prevailing high prices ot ш 
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niodities, has inevitably drawn the attention of the 510 
and of electrical men in general, to the tremendous je slop 
of power which India possesses in its rivers. The 
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ment of industries was rendered difficult, without an abun- 
dant and cheap supply of power; and this lack has retarded, 
as much as anything, the expansion of Indian industrial life. 

The great house of ‘Tata realised this, and directed its 
energies to the harnessing of falls on the Bombay side, as 
etated here recently. 

These notes are devoted chiefly to a résumé of the hydro- 
electric undertakings at present in operation, and projected, 
in Southern India. | | | 

The Kaveri hydro-electric scheme at Sivasamudrum in My- 
sore has been in operation since 1:02, and has received some 
notice in the technical Press. Originally designed for a capa- 
city of 4,000 KW, this power station is to be increased w 
some 32,000 KW by means of a dam. At a site known as 
Kanambadi, a dam some two mules across has been built. Tha 
first stage of this work will increase the water supply to 
750 cusecs in the summer months; and the second stage will 
further increase this to 900 Gusecs, ensuring à constant supply 
which will develop 32,000 kW. 

A great difficulty with nearly all Indian rivers is that the 
flow 1s not regular and constant, and in dry weather some 
rivers completely dry up; therefore in order to carry out 
useful hydro-electric schemes, it becomes necessary to dam 
these streams, and conserve the enormous quantities of water 
which come down in the monsoon. 

This is what is being done at Kanambadi, and it will enable 
the supplies of electricity to the Kolar gold fields, the cities 
of Bangalore, Mysore, ќе., to be considerably augmented. 

There are several other projects in connection with the 
same river (says the Times of India Engineering Supplement) 
where advantage will be taken of some important falls on a 
tributary. It will thus be seen that. the Mysore State is 
taking full advantage of the Kaveri river, which is such an 
asset to the country. 

It was one of the Dewans (Prime Ministers) of His High- 
ness the Maharajah of Mysore, who held oflice from 1553 to 
1491 (Sir Sheshadri Iyer) who first launched the above under- 
taking. He enlisted the assistance of the best engineers he 
could find; and it speaks well for their enterprise and skill 
that the project has proved so progressive since its Inaugura- 
tion. 

It appears that the existing turbines are to be replaced with 
new Francis turbines; that the Lp. busbars are to be dupli- 
cated; and that the step-up transformer house is to be removed 
from the head of the cliff; and reconstructed and extended 
as a part of the present generating station. 

The Government of India, a few years ago, appointed officers 
to carry out a hydrographic survey of India. ‘Though їп the 
time specified 16 was not possible to do more than give a super- 
ficial report of the great possibilities, it was quite clear that 
their survey opened up many new avenues, if funds should 
become available for carrying out the suggestions. 

The Times of India Engineering Supplement has just re- 
ferred to several other schemes which are contemplated, or 
in operation. One of these is for the harnessing of the Ger- 
soppa Falls. Though the amount of water coming over these 
falls is much less than some of the more famous ones in 
Africa and America, the fall is said to be one of the largest 
in the world. The river Sharavarti has a sheer drop of nearly 
UD ft., and forms certainly one of the impressive sights in 
the world. A scheme has been worked out whereby the 
waters of the river will be dammed at some distance above 
the falls. The financial aspect of the scheme, and the doubt- 
fulness of the demand within a reasonable distance have 
caused the scheme to be held up. but '' it would form one of 
the greatest schemes in the East if it were carried through.” 
"* Mysore is in the van in hydro-electric schemes, and the 
advantage is already felt in the revenues of the State. If 
these schemes are carried out it will then be possible to 
carry on the smelting of the iron at the Bhadravarati works 
some 60 miles away.” | 

А much smaller scheme referred to relates to streams flowing 
down the Nilgiri Hills to the plains. One of these rivers 
was dammed at a place called Kateri, above a place where the 
river takes a great leap of severa] hundred feet. The Govern- 
ment of India had built at a distance of four or five miles 
from this place a large cordite factory, where all the cordite 
used in India was made. The power required for working 
this large works was obtained from the generating station 
near the fall. The dam is 48 ft. high, and there is an effective 
head pressure of 620 ft. This is the first of several larger 
schemes which are to be carried out by the Tata Co. 

Another hydro-electric scheme in South India is one situated 
at Gokak. Here one of the tributaries of the Kistna falls 
over a high rock, nearly 200 ft. high. The name of 
the river is the Ghatparba. During the monsoon this fall is 
one of the finest in India, for a mighty volume of water flows 
over the rock. The supply required for the generating station 
is taken off at a point a couple of miles above the falls and 
is conveyed. by channels to a point on the right bank of 
the river, where it falls over the rock. Tere the station 
has been built, which supplies the generating power necded 
for the large cotton mills built in the vicinity. 

During the hot season verv little water passes over the 
falls, for practically all the supply is needed for the turbines. 
These schemes, says the writer, show that the people are 
awakening {о the value of hydro-electric power for the 
development of industrial life. and there are signs that the 
progress will be much more rapid in the future than up to 


date. India needs all the white coal " she can procure, and 
she needs men of wide views and enterprise to develop the 
great possibilities that lie in the many rivers she possesses. 


IMPORTS OF NEW ZEALAND. 


THE following table shows the values, and in certain instances 
the quantities, of electrical and allied goods imported into 
New Zealand in 1920, according to the recently issued official 
trade returns. The figures for 1919 have been given for pur- 
poses of comparison, and notes of increases or decreases added. 

1919 1920 Inc. or dec. 


Electric batteries and cells.— 


Total. . £ 43.000 44,000 + 1.000 

From United Kingdom 6.610 15.000 + 9,000 
„ United States 36,000 29,000 — 7,000 
Generators, motors and transformers.— ; | 
Total £ 103.000 241,000 +138,000 


From United Kingdom 34.000 103.000 + 69.000 


„ United States 68.000 134,000 + 66,000 
Insulated cable and wire.— 
Total £ 123,000 950,000 +167,000 
From United. Kingdom 70,000 237,000 +167.000 
„ United States ... 9.000 23.000 + 14,000 
„ Japan 40,000 6.000 — 84,000 
Electric lamps.— \ 
Total У 925 £ 77.000 97.000 + 90,000 
From United Kingdom 16.000) 34,000 + 18,000 
„ Netherlands 21.000 21.000 + 3,000 
„ Japan i 3,000 1,000 — 2,000 
„ United States ... 36.000 37.000 + 1,000 
Carbons in blocks.— 
Total К a E 23.000 13.000 — 10 
From United Kingdon m 8,000 6.000 — 2, 
„ United States ... 14,000 6,000 — 8 


< 


5558288 8888 885 


Other electrical mate rial.— 
Total 
From United Kingdom 
„ United States ... 


£ 191,000 250.000 
41.000 112,000 
135,000 114,000 


+144 
8888 


„ Japan 8.000 11,000 
Electricity meters.— 
Total  ... e. NO. 6.000 10,500 + 4, 
£ 12.000 32.000 + 20. 
From United Kingdom e. NO. 1.200 5.20 + 4, 
£ 3,000 20.000 + 17 
„ Switzerland . e. NO. 800 010 + 
E 1.140 9400 + 1 
„ United States 2... No. 3,000 5,0 + 1 
£ 7,750 9,400 + 1,650 
Recording and testing instruments and mefers.— 
Total Vis a £ 6,000 12.000 + 6,000 
From United Kingdom 3.000 9.000 + 6,000 
„ United States 3,000 24000 — 1,000 
Telephones and accessories.— 
Total Е £ 112.000 39,000 — 73.000 
From United Kingdom 11,000 28.000 + 14,000 
„ United States Os (LA 8,600 — 90,000 
„ Sweden En 7 — 3.000 ＋ 3,000 
Copper wire, bare.— 
Total 2) 2. & 25.000 51.000 ＋ 25,000 
From United Kingdom 31.000 33.000 + 11.000 
„ Japan . ea 2.00 — — 2,000 
„ United States 2.000 6.000 + 4,000 
Iron telegraph and telephone wire — 
Total a .. tons 141 04 — 117 
£ 5,360 6516 — 4,714 
" United States . . tons 5 24 + 19 


£ 330 616 + 316 


Gas, oil and hot air engines, other than for fraction. — 


Total 06.000 118.000 + 52,000 
From United Kingdom 32.000 62.000 + 30,000 
І United. States 31.000 50.000 + 19,000 
Steam engines over 1,000 . . p.— Е 
| 7 Total pee ке — 6.000 ＋ 6,000 
From United States m — 6,000 + 6,000 
Steam engines, 1.000 i.h.p. and under.— "m 
Total 6.000 13,000 + n 
ited Ki 5 9. % + 4. 
From United Kingdom 5.000 9.00% 
United. States 1.000 4.000 + 3,000 
| Ters, over 500 1h. p.— 
Steam. boi potu l 1 95 omn + эю 
From United Ringdom 1.500 29000 + 2 


r heaters, Ёс. 
98.000 + 20.000 


Steam boilers, 500 f. . p. and under. feed-wate 
-- 98.000 + 20,000 


Total - 8.000 
From United Kingdom 8,000 


550 


THE ELECTRICAL REVIEW. [Vol 89. No. 2,291, остовкь 21, 1991, 


NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit particulars of new or improved devices and apparatus, whioh will be published 
| if considered of sutiirient interest, 


The Wayne Self-Winding Cable Reel. 


The disadvantages of wall sockets, plugs, and trailing 
flexibles for workshop usc are well known, but hitherto it 
has not been possible to dispense with them, where portable 
lamps or tools have to be provided for.. The new cable reel 
which has been introduced by the Wayne ENGINEERING AND 


- 


Еіс. 9.——CoNTACTS ON 
WINDING CABLE REEL. ВАвЕ. 


ria. 1.—THe Wayne SELF- 
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ig. 3.—SecTion or CABLE REEL. 


Equipment Co., of 111. Great Portland Street, W.1, should 
go far to fill the needs of such cases. As shown in fig 1, it 
consists of a drum 14} in. in diameter and 4 in. wide free to 
swivel on a baseplate, and carrying a three-wire cable 95 ft 
in length. The cable сап be drawn out freely in any direc- 
боп, and is automatically locked at any desired distance from 


the reel, while 16 is also automatically returned to the drum 
when not in use. All parts are accurately made and inter. 
changeable, and a substantial gauge of metal is used to ensure 
strength and durability. Continuous connection with the 
supply circuit and with the earth wire is maintained b in. 
genious sliding contacts, of which that on the swivel base js 
shown in fig. 2, and that on the side of the drum in fig. 3. 
the latter also shows the automatic locking device which en- 
gages with one or other of the pins seen on the flange of the 
drum. The bearings are of phosphor-bronze. All metal parts 
are thoroughly insulated, and the provision of an earthing 
lead in the cable, with a reliable connection to the earthing 
wire, ensures the safety of the user. Details are shown in 
the vertical section, fig. 3, from which it will be seen that the 
main terminals are readily accessible; the wide bearing face 
of the swivelling member imparts rigidity to the device, and 
a guide leads the cable on the drum in rewinding. We have in- 
spected the reel and its component parts, and consider the 
design to represent a thoroughly good engineering Job. By 
keeping the flexible out of the way of damage its life will be 
greatly prolonged, and as the reel swivels easily in any direc. 
tion, the cable can be pulled out or rewound with the greatest 
ease. On the sample we examined, cab-tire sheathed cable 
was used. Accidental knotting of the cable is impossible, and 
the lamp or tool can be used anywhere over a wide radius. 


The Ritter“ X. ray Dental Outfit. 
Among the exhibits in the recent Dental Exhibition were 


: number of Ritter X-ray dental outfits. The principal British 


agents for this apparatus are Messrs. DE Trey & Co., LiD., B, 
Swallow Street, Piccadilly, W.1. This set (fig. 4) has been 
designed exclusively for dental photography, and several new 
features are embodied in its construction. The Coolidge tube 
used in conjunction with the apparatus is of the radiator dental 
right-angle type, it is enclosed in a lead glass shield equivalent 
to a protection of 1/16 in. of lead. The transformer is im- 
mersed in oil, and has а range of connections which allows 
the machine to be adapted to practically all normal cur- 
rents, direct and alternating. There is also an auto-trans 
former which permits the maintenance of voltage to balance 
any fluctuations in the supply. The tube holder can be 


Ritter 
Fic. 4.—Tue “Ritter” X-RAY DENTAL OUTFIT. 
* d 
rotated horizontally or moved in a vertical direction. 7 
remains in position without the use of thumbscrew e 
The angles of adjustment can be read and recorded jd auto- 
use. The " Ritter " apparatus is provided with an rate 
matic self- winding time switch which may be set to ОР 
at periods ranging from zero to 12 sec. 
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"DELAS" AIR EXTRACTORS. 


Tur “ Delas” system of air extraction, manufactured by 
Messrs. Cole, Marchent & Morley, Ltd., under licence from 
La Société Condenseur Delas, of Paris, has been developed 
with the object of securing stability of operation and increased 
efficiency. | 

It is known that, other things being equal, the degree of 
vacuum depends on the distance, signified by p in fig. 1, 
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Fic, 2.— EXTRACTOR FITTED 
WITH WATER JACKET. 


Fig. 1.—DIAGRAM ILLUSTRATING 
: DEGREE OF VACUUM. 


between the throat of the diffuser and the end of the steam 
nozzle. By increasing this distance the friction surface and 
the weight of air withdrawn are increased, and a higher 
vacuum is created. If the distance becomes too great, a drop 
in vacuum is noticed, and at the same time an ever-increas-ng 
rise in the temperature of the convergent resulting in the 
failure of the extractor. The inventor was thus led to believe 
that failure started with this increase in temperature, and 


C А 
Fias, 4 AND 9.—DouBLE STAGE EXTRACTOR WITHOUT 


INTERMEDIATE CONDENSER. 


would be obviated if the convergent were kept cold. He proved 
this in the following manner :— 

An extractor 4, see fig. 2, was fitted with a water jacket B, 
encircling the convergent and was at first started up without 
the water being introduced. The distance between the steam 
nozzle and the throat of the diffuser was graduallv increased 


until the apparatus failed, when the vacuum registered only 


circulating water outlet 


ll inches. The circulating water was then introduced and at 
once the vacuum rose to 28 inches. Normal working com- 
menced with perfect stability and, better still, when the nozzle 
was further removed, a still greater weight of air was with- 
drawn, which caused a corresponding increase in the vacuum. 
This modification has also simplified manufacture and enabled 
& very high vacuum with absolute stability to be obtained, 
and at the same time an almost isothermic and very economical 
working of the extractors. | 

It will be seen from the above, and it haa been proved by 
careful experiments under varying conditions of steam pressure 
and air extraction, that a water-cooled convergent parallel 
diffuser has a degree of stability such that failure ig practically 
impossible even with very low steam pressures at the nozzles 
and a largely-increased amount of air extracted. 

It is well known that the extracted air is compressed to 
atinospheric pressure in the diffuser. In a convergent divergent 
ordinary diffuser the compression is adiabatic, and the tem- 
perature at the discharge outlet shows an appreciable degree 
of superheating, in cases as much as 518 deg. F. total tem- 
perature. In the Delas air extractors having a cooled 
diffuser, the discharge temperature is between 212 and 215 


217?F 482°F 


— Á— 


theoretica! isotherm 


Fia. 3.—Work RENDERED UNNECESSARY BY COOLED DIFFUSER. 


deg. F., which practically corresponds to atmospheric pressure. 
The compression line is, therefore, in the first case adiabatic, 
as the upper curve in fig. 3, and in the second case, that is 
with a cooled diffuser, isothermic, i.e., as the adjacent line. 
The shaded area between these curves represents work which 
the water circulation renders unnecessary, thus showing an 
increase in the efficiency of the apparatus. and enabling it to 
do the same duty with a reduced steam consumption. 


{2 


Fics. 6 AND 7.—EXTRACTOR WITH INTERMEDIATE CONDENSER. 


Three types of extractor are manufactured. The first is a 
single stage extractor, the second a double compression stage 
extractor with a single nozzle on each stage and total recupera- 
tion of heat units in the feed water, while the third is supplied 
with an intermediate condenser, likewise with two compres- 
sion stages and a single nozzle at each stage, the heat of the 
second stage being always recoverable. 
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The single stage extractor is illustrated by the top half of 
figs. 4 and 5 (except for the arrangement of the steam stop 
valve). 

The double stage extractor without intermediate condenser 
is shown by the complete figs. 4 and. 9, and it will be seen 
that the working steam enters through the opening A and the 
air is extracted trom the condenser through B, while the mix- 
ture 15 discharged through the end C to "thé feed tank. The 
cooling water, which is drawn from the condenser circulating 
water system, enters at p and passes out at k. 

With the exception of the small amount of heat (5 per cent. 
at most) carried away by the circulating water, all the heat 
units in the working steam may be recovered in the feed 
water. 

In the extractor with intermediate condenser à mixing con- 
denser is inserted between the two compression stages, which, 
when supplied. with a small amount ot injection. water, con- 
denses the steam that has done duty in the first stage. This 
ensures а reduction in the steam consumption of the second 
stage, since only the air coming from the first has to be 
compressed. ! 

This third type possesses all the advantages of ie first, 
with the addition that reliability and economy are evident in 
@ more pronounced degree. 

For an explanation of the method of working reference 
should be made to figs. 6 and 7, in which it will be seen that 
air from the condenser enters at А and 18 compressed for the 
first time as far as dc. A Jet of injection water is admitted 
through the holes d and condenses the steam of the first 
stage, while the injection water and condensed steam flows 
away through the outlet D and returns to the main condenser 
through a U tube. The incondensable pases, freed from stean, 
are drawn along in the direction of the arrows Е and are com- 
pressed a second time as far as F, whence, with the steam of 
the second stage, they are discharged to atmosphere usually 
through a-feed water heater in which the steam is condensed, 
the heat being absorbed by the feed water. The circulating 
water enters at the opening a and follows the arrows c until 
it passes out through the outlet c. 


NEW PATENTS APPLIED FOR, 1921. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Serron-Jones, O'DELL AND 
STEPHENS, Chartered Patent Agents, 28, High Holborn, London, М.С. 1. 


26.060. Device for recording and checking telephone calls." J. E. _ Cope- 
land, C. W. Cooke, W. Rogers, and W. C. Sutherland. October 3rd. - 


26,078. Electric junction boxes," E. A. Claremont and G. H. Scholes. 
October 3rd. 
26,083. Relays for reception of signals, vibrations, &c. C. P. Ryan. 


October 3rd. 
26,098. © Automatic electricity meter.” О. К. 
(Denmark, August. 27th.) 
26.102. Electric switches’ C. G. Bennett. October 3rd. 
20,125. © Electric switches," C. W. Denny. October. 3rd. 
266.127. Transmission of signals by electric oscillations." D 
Ges. and J. Oppenbhenner. Ociober. 3rd. 


Heesch. October 3rd. 


r. E. F. Huth 
(Germany, October 2nd, 1920.) 


26.135. “Incandescent: electric lamps for advertising, &c." P. Geniller. 
October 3rd. 
26. 144. Electric incandescent lamps." Sir D. L. Goldsmid-Stern Salomons 


(G. F ayol). October 3rd. 

26.147. Electric pocket lamps." M. Lindner. October 3rd. 

26,162. '' Indirect lighting fitting.” Smith & Ansell, Ltd. October 4th. 

26,168. '' Sparking-plugs." W. Н. Shute. October 4th, 

26,212. * Electric appliances for seam or line welding." W. J. Rickets. 
October 4th. 

“0.214. ** Electrolytic cells for generating oxygen and hydrogen.“ I. H. 
Levin. October 4th. 

20.220. "' Radio-telephone. transmitter.” H. S. Walker. October 4th. 

26.27. Telephone mouthpieces, J. Joteh. October 4th, 

26.229. Production of electrolytic iron," Soc. Anon Le Fer. 
(France, October. 19th, 1920.) 

20,2438. ©“ l-lectrically-heated. vulcanising apparatus.“ .F ; Co. " 
and W. Frost. October 4th. ipd ООО 

20.258. Overhead electric. transmission.” A. M. Tavlor. 

26.241. “ Electric lamps." E. J. L. Brook. October oth. 

20,302. *'' Electrical control for lifts, haulage pear, &c.' 
Ltd., ae O. Ellefsen. October 5th. 

26,307. tt Combined electric switches and fuses.” Кирпа: 
апа Phi-Kappa Syndicate, Ltd, October 5th. ол Sayan 

26.305, Electric heating apparatus.” l'hi-Kappa Syndicate, Eid. 
Watson. October oth, f i 

260.314. Means of releasing arms of starting-gates. b 
Cash. | Octolsr Sth, 


October 4th. 


October 5th. 


Electric Control, 


and b. 


electric power." H 
| (ноп of South Айтса, October lith, 19260.) 
266. 616. Cathodes of thermionic v; alves, Ke.” P.G.. 


5th. V. II. Voigt. October 
26,322. „ Wireless signalling systems.” British Thomson-Houston Co., Ltd. 


(General Electric Co.). October 5th. 
26,524... ** Magnetic blow-out devices for electric 
tus.” J. Anderson and G. Elison. October Sth. 
26,334. '' Submarine telegraph cables JI. W. Sullivan 
21. 355. Nutomatic exchange telephone apparatus,” W. 
phone Manufacturing Co. (1920), Ltd. October 5th, 
26,306. „ Horizontal electrically -driven pumps." 
6th. 
26,382. “ Sparking-plug." R. L. Rroadwood, 
26. NS, fF Direct-current dynamo,” М. Mall. October tth 
26,417. 8 Comnmitators.““ E. C. Hat her. October Gth | 
26,425. "Telephone: systems," Automatic Т | 
29.420. | a s А папе Peds роп Manufíac i F 
Ltd. €htober tth. (Unitel States, October lath 17720 | кешип s 
26. £2) Qt Ebs tric lamps." T. Rombuh. © tober 6th 
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TEACHING THE TRUTH. 


THE presidential address of Mr. W. L. Hichens to the 
Economic Science Section of the British Association was, 
as we remarked, one oí several attempts that have re- 
cently been made to explain to the workers, and to the 
general public, the operation of the laws which govern 
business enterprises. Sir W. J. Noble, in a letter pub- 
lished in The Times of September 17th, urged all em- 
ployers to summon their workpeople together, and to 
impart to Шеш knowledge of economic truths. Sir 
Alfred Yarrow, in a recent issue of the same newspaper, 
contributed an important article on the industrial situa- 
tion, showing the urgent need for our being able to 
sell our goods to other countries in order to be able 
to buy from abroad the five davs’ supplies which every 
week have to be imported in order to satisfy the demands 
of our population for the common necessaries of life. 

There can be no doubt that tlie greater part of labour 
unrest and discontent is the outcome of sheer ignorance 
of how things work. There are those, of course, who 
would destroy for destruction’s sake; and there are also 
those who would trace, in all agitations, in every sign 
of difference of opinion between employers and em- 
ployed, the subtle hand of the destrover. It is, however, 
ignorance that leads to the supposition that restriction 
of output brings about prosperity in the shape of high 
wages. The trade unionist—we have heard him—says: 
There are bootmakers out of work because too many 
boots have been made. Don’t make so many, and spread 
the work out, and so employment will last longer.“ If 
he could realise that such restriction of output put up 
the price of boots, not only by the extra amount paid 
in wages for each pair, which would, generallv speak- 
ing, be in direct proportion, but also by an entirely 
disproportionate amount of standing charges which can 
only be absorbed by the product, he would see that less 
beots than ever could be bought. For this reason de- 
mand would fall, and a vicious circle would be set up 
which could only be broken down by a complete reversal 
of the methods adopted in the hope of improving matters. 
Let boots—or any other manufactured product—be 
sufficiently cheap, and more can be sold. Individual 
consumers will buy more freely, and more ouyers will 
arise, so that trade will increase to & greater extent 
than the prices have fallen. With increase of trade, 
both employment and profits will increase. 

Again, knowledge of the truth would dispel the fallacy 
that the whole of the difference between cost of production 
and selling price is profit. Of the selling price of а piece 
of electrical machinery, only а small part consists of 
direct labour in the works of the electrical manufacturer. 
He has to buy his laminations from the sheet-iron 
worker, his insulated wire from the copper wire manu- 
facturer, his insulating material from the paper mill, 
rubber factory, or porcelain works, his castings from 
the foundry—the list could be extended indefinitely. 
Workers in all those industries have to be paid, standing 
charges on all those factories have to be met, the capital 
employed has to be paid for, before the workman in 
the electrical factory can do a hand's turn at the final 
product. And when the machine stands on the floor 
of the factory, complete and ready to be dispatched, 
ic cannot be sold for the amount it has cost up to that 
moment. There are the overhead expenses of the factory 
itself to be met— rent, rates and taxes, cost of power, 
cost of supervision, maintenance, tendering and selling. 
accounting and collecting, provision for replacement 
of plant, for bad debts, and numerous other things 
which will occur to the minds of our readers. All these 
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must be paid in full before investors of capital receive 
a penny. Let labour frequently supposes that the re- 
wards of capital are disproportionately large as com- 
pared with those of labour. The truth is that the amount 
paid in direct wages exceeds, many times over, the 
amount distributed in dividends and interest. The 
sharing of profits between employers and employed leads 
to insignificant benefit to the worker, while tending 
to reduce the reward of capital to such a point that 
money for investment is not forthcoming. There is a 
school of thought which teaches the sterility of money, 
and that payment for its use is wrong. No system that 
has yet been evolved provides any satisfactory alterna- 
tive. The confiscation of accumulated wealth leads to 
the state of things now seen in Russia, whose starving 
millions would gladly grow corn enough for themselves 
and to send us in exchange for agricultural machinery, 
were there any means of organising and utilising their 
efrorts. Without one of two things, a regular income 
or some accumulated capital, it is impossible to live 
from day to day. "The wage-earner, in normal times, 
has continuity of employment, and a regular income in 
the form of wages; the individual trader has to pay 
those wages and to maintain himself through bad times 
as well as good, and if his banking account will not 
stand it, he goes to the wall. The Russian peasant has 
no accumulated wealth, and since there is no one left 
to pay him a regular wage, he starves to death. 

This is no time for sticking at details. When busi- 
ness, аз now, is not obtainable at prices which will 
allow of the payment of the present rates of wages, 
even when profits and standing charges are neglected, 
then wages must come down. "The situation now is that 
export business cannot be obtained at anything above 
the bare cost of material and labour, and unless matters 
speedily improve the same will be true of the home 
trade. Trade union restrictions must go. Demarcation 
between trades has been carried to an absurditv, and 
even when there was work for all they were definitely 
injurious. In these days of scarcity, the extra cost of 
caling in extra workmen to finish off a job that one 
workman of average ability could do by himself, is 
often sufficient to prevent the job from being done at 
all. 

Workers to-day would be well advised to devote their 
attention to work. We cannot get orders at the present 
high costs. The demand for goods exists—we referred 
months ago to Sir Hobert Hadfield's statement that 
there is a world hunger for steel. There is a world 
hunger for everything that can be manufactured, but 


it must be satisfied at the prices people can afford to 
pay. 


THaT the Electricity Commissioners 
The Work of the did not suffer from lack of occupation 

Electricity during the first 14 months of their con- 

Commissioners. stitution was generally understood ; the 

proof is now in our hands in the shape 
of their first annual report, a perusal of which compels 
the conclusion that they must have been amongst the 
busiest men in the Kingdom during the period con- 
cerned. Unfortunately that period ended six months 
асо, so that many matters which were under considera- 
tion are only dealt with fully up to the point they had 
then reached, though in some cases the course of subse- 
quent events is briefly indicated in foot-notes. Ап 
abstract of the voluminous record is commenced else- 
where in this 1ssue. 

Apart from an histerical résumé of the development 
of the electricity supply industry in this country up 
to and including the appointment of the Commissioners, 
the report consists of а mass of detail under numerous 
sub-heads. Referring to the reorganisation of the 
supply of electricity, the prime motive of their con- 
stitution, the Commissioners regretfully remark that 
progress in this direction must be gradual, and that in 
view of the innumerable difficulties in the way, the high 
hopes of the Elestric Power Supply Committee are not 


likely to be realised as rapidly us was anticipated. The 
principal obstacle is, of course, the scarcity of funds, 
and this will probably keep the brake on progress for 
some years to come. Reasons are also given for the 
delays inseparable from the procedure laid down by 
the Act of 1919 in connection with the initiation of new 
schemes for electricity districts, from which it appears 
that even in the most favourable circumstances, consider- 
able time must elapse between the provisional determina- 
tion of a district and the approval by Parliament of 
a scheme for the district. This is cold comfort for the 
inany districts which have not yet got beyond the stage 
of delimitation. However, the Commissioners are doing 
their best to shorten the proceedings, to induce pro- 
moters and objectors to curb their appetite for desultory 
debate at the inquiries, and to reduce the second local 
inquiry required in each case to a formality. 

Into the record of achievement we can scarcely dip 
without going overhead ; but we may note that the Com- 
missioners have authorised the erection of new generat- 
ing stations having an initial capacity of 150,000 kW, 
and extensions of existing stations aggregating 547,000 
kW; they have sanctioned expenditure by municipal 
authorities exceeding 15 millions sterling, and numerous 
schemes for mutual assistance, and they have carried 
out an immense amount of routine administrative work, 
as well as their advisory duties in connection with the 
Ministry of Transport. 

One of the strongest features of the system created 
bv the appointment of the Electricity Commissioners is 
the fact that they are not political heads of departments, 
at the mercy of permanent officials—mere figure-heads; 
they are themselves the active working officials, infor ned 
with knowledge and experience of the position and needs 
of the industry, and keenly anxious to promote the 
interests of the industry together with those of the 
public. They have many difficulties to contend with, 
not a few of which are legacies from past legislation 
which, owing to the exigencies of parliamentary pro- 
cedure, thev have not vet been able to remedy, and a 
somewhat plaintive note of restiveness is here and there 
discernible in the report. But they have bent them- 
selves to their Herculean task with a zeal and energy 
that compel admiration, and a courtesy and considers- 
tion that win the goodwill of those who come in contact 
with them; and in congratulating them upon the record 
of their first vear's work, we may add an expression of 
confidence in the successful outcome of their efforts to 
reorganise and uplift the industry of electricity supply. 


No. 5 District Industrial Council 


Charges for (West Midlands area) is urging the 
Supply and various District Councils and the 
Industrial National Council to press for statutory 
Councils. 


powers to be conferred on the Ministry 
of Transport, so that in granting any 
Order authorising increased maximum prices to under- 
takings it can make it conditional on the undertakers 
giving effect to all the recommendations of their District 
Industrial Council. The intention of No. 5 Council 
is commendable enough, but what it proposes is ob- 
viously out of the question. Nothing can be done in 
this way. of course, except by Act of Parliament, and 
it is clearly outside practical politics that an Act of 
Parliament should be passed giving the Minister of 
Transport power and responsibility with regard to 
wages in the electricity supply industry, and this only 
in respect of those undertakings which required an 
increase of price, leaving the rest of the industry outside 
his purview. Again, it is difficult to see how an Order 
could be made “© conditional ” upon such an indefinite 
qualification as fulfilling the recommendations of a Dis- 
trict Council. As a matter of fact, the whole matter had 
already engaged the attention of the National Council. 
with the result that the Ministry of Transport pointed 
out that everything reasonable had been done to safe- 
guard the interests of the District Councils through the 
special provision by which the District Councils were 
given a status for making representations whenever any 
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undertaking applied for increase of maximum price. 
The Ministry referred to the satisfactory working of this 
arrangement, and clearly intimated that the further 
suggestion would not receive support. 
As the matter stands at present, the payment of wages 
according to the District Councils’ schedule is one of 
` the factors which is taken into account by the Electricity 
Commissioners when granting an increase of price, and 
so far the Electricity Commissioners have done every- 
thing in their power to support the payment of wages 
according to the schedules of District Councils; ^ - 
Ko. 5 Council also includes in its proposal a sugges- 
tion that some means shall be devised whereby Indus- 
trial Councils can give effective support to applications 
from undertakers for orders to increase maximum prices 
where it appears that without such increase authorities 
are unable to pay standard rates or observe standard 
conditions without incurring а loss on working.“ The 
exact bearing of this is somewhat enigmatic, but it is 
obvious that No. 5 Council thinks that if it could give 
what it calls“ effective support ’’ better maximum prices 
would be got than are obtainable at present. The Coun- 
cil can, of course, support any application made for an 
increase in charges, and.this ів tuken into, account by 
the Electricity Commissioners. ‘The further implication 
in the words ''effective support,” therefore. does not, 
we think, carry. a proper suggestion, seeing that every 
case is most fully gone into by the Electricity. Coninis- 
sioners, who already talku into account the. representa- 
tions of District Councils, There are, obviously, certain 
cases where the Conimissipuers! hands are tied by exist- 
ing legislation, and where they cannot give increases of 
price adequately to meet, the needs of an undertakine : 
but no amount of ''eff etive support , cay alter this. 
Everyone knows that the Commissioners themselves de- 
plore their inability as nuch as anybody, but until 
further legislation is passed nothing can be done. 
Altogether, although we sympathise with the objects of 
both of the suggestions made by No. 5 District Council. 
we are afraid it has not vet found out a practicable path 
towards the ends in view. | : 


—— — 6 


Іт is satisfactory to observe that the 
French Government has decided that 
the use of gas as an illuminant on rall- 
way trains must come to an end. The Minister of Public 
Works and Transport, M. le Trocquer, has issued a cir- 
cular which decrees that before January lst, 1923, gas 
lighting on express trains must have entirely disap- 
peared. Оп suburban trains, electricity must, be the 
sole lighting agency by the beginning of 1924, and in 
another year, or by January Ist, 1925, all other trains 
must be lit by electricity. A similar step was con- 
templated in 1914, but action was delaved bv the-war. 
The Batignolles tunnel disaster, where two crowded 
trains collided, and were then set on fire through the 
ignition of gas from a tank broken in the collision, has 
been the means of teaching a lesson which has been 
promptly taken to heart. Ав a result, in three years 
from the end of the present year, it will be impossible 
for such в catastrophe to occur in France. The use of 
double-decked steam railway. carriages is, fortunately, 
not common in this country, the Mumbles Railway, 
Which consists of a train of tramcars drawn by a steam 
locomotive, being the only example that occurs to us. 
., Fire as a concomitant of railway disasters, however, 
Is by no means unknown in Great Britain, and it is 
obvious that if gas is used on trains it stands a great 
chance of being ignited. This risk should long ago have 
made the British Government take the necessary action 
f^ compel its abolition. There is no reason for the use of 
Fas. for the Great Northern Railwav has equipped a 
restaurant train with electric cooking devices. АП 
railways should follow that example. and a time limit 
for the. accomplishment of the change should be fixed. 

We should not advocate Government action but for 
the fact that uniformity is unlikely to be attained with- 
out it. While the boards of railway companies include 
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influential gas magnates, such individuals will advocate 
the use of gas for lighting and cooking.. The furthering 
of the exclusive use of electricity for these purposes on 


trains is a line of action that might very well be pressed 


by the British Electrical Development Association. 


- + варан: 


THE question of Ње resumption of 
The Norwegian production by the electrochemical 
Electrochemical works in Norway is now under con- 
"Industry. sideration. Only a few of the 15 works 
a were kept in operation during the past 
summer, as difficulties were encountered in effecting 
sales, together with exchange probiers and economic 
troubles in the case of some works. It is, however, now 
considered desirable to restart activity, but the first con- 
dition lies in a reduction of the costs of production. 
The existing wages agreement, which expired on July 
Ist, 1921, rendered it impossible to work at a profit, 
апа negotiations for а new agreement are expected to 
begin when the work of mediation in the cases of the saw- 
mill and paper trade disputes has been concluded. If 
the wages question can be satisfactorily solved, it is eal- 
culated that all the carbide works, aluminium works, 
&c., including the Одда works, will again be brought 
into operation. As for the latter, it is stated that the 
works cannot come into activity again unless the com- 
panies obtuin facilities for raising a loan of £600,000 
in England, und work in this direction is satd to be pro- 
ceeding with the support of the State Department of 
Finance. = | 


^ —— ——— 


WE recently referred to the contract 

The German conditions oí German syndicates, which 
Insulating Tut^ compel their customers to accept de- 
Syndicate. livery at any time suitable to the 

| former, and at prices prevailing on the 

day of delivery, so that customers are at the complete 
mercy of the members of the syndicates. One of the 
latter was the Sales Bureau of the United Insulating 
Tube Manufacturers, the managers of which have since 
Issued a reply to tlie charge of an abuse of their powers. 
They state that the members of the syndicate are com- 
pelled to impose such conditions as they themselves are 
bound by similar and, in some cases, by more strict con- 
ditions bv the firms which supply them with raw mate- 
rials for the manufacture of the tubes. Under the cir- 
cumstances the tube makers claim to be in a position of 
defence in order to be protected against possible sudden 
changes subsequently and of losses of millions of marks; 
and they expect their customers in turn to exercise the 
necessary precaution for themselves in relation to their 
own clients. The syndicate draws attention to a report 
bv the Berlin Chamber of Commerce in support ot its 
policy. This report states that the course taken 
bv the manufacturers of insulating tubes in 1919, 
and down to April in 1920, was extremely diffi- 
cult both with regard to the acquisition of raw 
materials and in the matter of prices paid for them. 
Merchants suffered in common with makers and were 
only able to supply their customers in accordance with 
the deliveries on the part of producers and at the 
market prices at any time fixed by the latter. No trade 
custom, the Chamber remarks, has developed in the tube 
industry which would justify tne purchaser in cancel- 
ling an order entered into at non-binding prices. [t 
is not usual in the insulating tube trade for the seller 
to inform the buyer of increases in prices before each 
delivery, and for the latter to refuse acceptance owing 
to the advance in prices, although a veàr тау elapse 
between the placing of the order and the ‘delivery, -and 
prices in the meantime шаў have materially increased. 
A German newspaper comment on the attitude of the 


syndicate is that the rights are all on the side of the 


tube makers, whereas thev ouglit to be divided between 
tlie latter апа their eustomers, and that if profiteering 
is avojded bv makers a return {о normal conditions will 


he facilitated. - E à Ed 
` D 
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JOHN SOMERVILLE HIGHFIELD, M. I. E. E., M. Inst. C. E., 
President of the Institution of Electrical Engineers, Session 1921-22. 


To a great many people the happy coincidence of event 
with circumstance—as for instance when Christmas 
presents happen to arrive on Christmas Day—is always 
a source of satisfaction. 

The Institution of Electrical Engineers has every 
reason to be satisfied that the circumstance of its year 

of Jubilee should coincide with the attainment not only 
of & Royal Charter, but of the patronage of the King 
as well. 

The timing of this event is really more of а coinci- 
dence than the result of deliberate design, yet nothing 
else could so fitly celebrate the close of 50 years of the 
Institution's existence. The desire for a Royal Charter, 


in place of its then company constitution, loomed large. 


in Mr. Wordingham's 
presidential pro- 
gramme, but circum- 
stances prevented both 
him and his successor 
from doing more than 
discuss the scope and 
aims of the proposed 
charter. It has re- 
mained for Mr. Atkin- 
son and his Council to 
crown & very strenuous 
and successful term of 
office by securing the 
double advantage to 
the Institution of а 
Royal Charter coupled 
with Royal patronage. 
The Institution has 
reason to be proud of 
the conduct, by its 
Past- President and 
Honorary Treasurer, 
of the negotiations, ex- 
tending over several 
months, which have in 
so short a time, and at 
the end of a long and 
tiring parliamentary 
session, led to so satis- 
factory a result. Had 
a single set-back oc- 
curred in the sequence 
of negotiations, off- 
cial investigations and 
formalities necessary 
to the granting of the 
Charter, the coinci- 
dence of Jubilee year 


with Charter would ee Ey 
have been impos- 
Bible. 


Mr. J. S. Highfield, on taking over office on October 
Ist, stepped into this inheritance. It is appropriate 
that as chairman of the General Purposes Committee, 
to which the question of the Charter was referred by 
. the Council, he has had an important share in framing 
the measure which will be completed during his presi- 
dency, for the Institution has to draft and submit to 
the Privy Council the By-laws under which it is hence- 
forward to work. 

And again, the Institution may be congratulated that 
such a task is in the hands of a President who not only 
is aware of, but may be counted on to use, all the experi- 
ence on the question that has been accumulated during 
the past few years. | 
Mr. Highfield comes of engineering stock, his grand- 
father having been a civil engineer. Before he went 
to King’s College, London. for his academic train- 
ing in science and engineering, he passed much of his 
hovhoed in the atmosphere of the workshop and the 


JOHN SOMERVILLE HIGHFIELD. 


laboratory, making with his father, who was an enthu- 
siastic amateur mechanic and chemist, all sorts of 
mechanical and electrical apparatus, the two of them 
filling the house with ingenious devices. Among other 
things they built a sailing boat, and thus early laid 
the foundation of that intimate knowledge of sailor. 
craft which provides the President with much of his 
recreation, and the ability to attack engineering pro. 
blems from the sailor’s point of view—often the simplest 
and soundest point of view. It has been said that if 
the President were wrecked on a desert island he would 
build а boat and make a sail for it before he built a 
hut to live in. 

At King's College he was a student under John 
Hopkinson, and at the 
end of the course re- 
mained as his demons- 
trator and research 
assistant for another 
year. 

After some time 
with the Chloride Elec- 
trical Storage Co., 
where he was able to 
practise on а large 
scale much of the bat- 
tery work he had done 
as а boy in his father's 
workshop, Mr. High- 
field got drawn into 
the electricity supply 
industry. First at 
Stafford and then at 
St. Helens he applied 
the principles in 
which he had been so 
thoroughly well 
grounded under Dr. 
Jolin Hopkinson. 

At Stafford he de 
signed the Highfield 
booster, which added 
greatly to the life and 
usefulness of  secon 
dary batteries on 
variable loads. and 
although a more rapid 
reversal than № 
Highfield Principle 
permits is now avail: 
able, for all but the 
most rapid load rever- 
sals the Highfield 
booster still provides 
a complete automati 
control for secondary 
batteries. The most interesting application ot the 
booster was in connection with the City & South London 
Railway—the first genuine electric railway—when it ¥# 
worked on Hopkinson‘s 5-wire direct-current system. 

Mr. Highfield’s most important electricity supply 
work was done with the Metropolitan Electric Supply 
Co. First as chief engineer and next as engineer at 
manager, he from the start adopted the principle i 
concentrating the generating plant at the Willesden 
station coupled with the shutting-down of the plants 
scattered over the supply area. In the first three year 
of his service with the Metropolitan Co. he incre 
their profits by £100,000. Mr. Highfield still holds the 
position of consulting engineer to the Metropolitan Ее. 
гіс Supply Со. 

Great Britain became wealthy when she developed 
her overseas trade. On the security of that overses 
trade her population increased far beyond the capacit” 
of Great Britain to supply that population with food, 
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and our present troubles from unemployment are largely 
due to the failure of that overseas trade. 

The art of successful trading probably deinands as 
much imagination and invention in its votaries as the 
art of architecture, though the imagination is of a 
different order, but outside the body of traders tnem- 
selves the British community understands very little 
about trade. Mr. Highfield has always been a student 
of the art of trading, and has applied its principles to 
trading in electricity. At the present time, when elec- 
tricity supply and its future conduct are occupying the 
time and thought of the industry and of the Government 
department set up to improve it, his paper on The 
Supply of Electricity," read before the Society ot Arts 
in May, 1919, is a contribution to the subject which 
will repay careful study. The principles of trading in 
electricity there laid down are the results of the Pre- 
sident's experience with the Metropolitan Electric Sup- 
ply Co. and the Cornwall Electric Power Co. 

From the supplier's point of view the Cornwall Elec- 
tric Power Act is the most comprehensive in the country 
since the Power Co. can both supply and distribute als 
over the county with the exception of two boroughs. 
As their consulting engineer, Mr. Highfield designed 
their power station at Hayle and the overhead trans- 
mission system. The company paid a handsome divi- 
dend in the second year of its existence. 

Monsieur Thury's system of high-pressure direct-cur- 
rent transmission, with the motors of the sub-station 
motor-generators in series, made a deep impression on 
Mr. Highfield. He read three papers on the Thury 
system before meetings of the Institution—in London, 
in Glasgow, and in Paris—and installed a section as 
part of the Metropolitan Electric Supply Co.'s system. 
But reasons other than its technical success or otherwise 
determined the fate of the Thury system in this country, 
successful as it had been and still is in the Rhone 
Valles. The Thurv system of high-pressure direct-cur- 
rent transmission 1s only one application of the high- 
pressure direct-current principle, and Mr. Highfield 


and his brother have never ceased to work at other ap- 
plications. Should their present efforts be crowned with 
success several difficulties inherent in 3-phase transmis- 
sion would be overcome, and the cost of transmission, 
which now bulks so largely in the price of electricity 
when distances are measured in scores of miles, would 
be materially reduced. | ule A 

His knowledge of the sea naturally led Mr. Highfield, 
during the war, to devote his energies to submarine 
detection, his work resulting in a towed ''fish" for 
sound detection by hydrophone and а siren above 
audible frequency for detection by echo. These devices 
тау have no permanent application, but in another field 
he established an experimental factory for the electro- 
lytic purification of clays in the colloid state, which 
may ultimately have many commercial applications. 
The method was devised, however, as а war measure to 
help the glass industry, seriously handicapped by the 
want of suitable clay crucibles. 

The President has already served three terms as a 
member of the Council of the Institution. His term 
of office as a vice-president was divided into two periods 
by the rule governing the retirement of vice-presidents 
which happily gives both himself and the Institution the 
advantage, which he would not otherwise have had, 
of stepping from Vice-President to President, familiar 
with the last Council and its work. | 

Mr. Highfield's position and experience as an en- 
gineer and as a man of affairs, and his long service 
on the Council, fit him in every way for the responsible 
and arduous post of President of the Institution. He 
can feel assured of the sympathetic good wishes 
of the industry during his term of office, and of 
the co-operation of all those, his fellow workers in 
electrical engineering, who wish well to the use and 
development of electricity in this country, the import- 
ance of which has so recently been recognised by the 
State through the patronage of the Institution by the 
King and by the granting of a Royal Charter by his 
Privy Council. 


— —.lũ — — — 


ELECTRICITY IN ISOLATED BUILDINGS. 


By E. H. FREEMAN. 


Ir is unnecessary to-day to argue in favour of the use 
of electricity in town buildings where a supply is avail- 
able from street mains. • The matter has been discussed 
and settled long ago, and the only deterrent is the cost 
of installation, which will gradually be reduced so that 
electrie lighting and heating will be practicable for any 
type or size of dwelling. It is, however, not always 
realised how much stronger the arguments become when 
the case of the isolated building, remote from the ameni- 
ties of town life, is considered. Difficulties of water 
supply; the waste and work involved in keeping a 
kitchen range burning all day to boil the afternoon tea 
kettle; servant troubles; cost of decorations, and many 
other daily trials, are all really arguments in favour 
of an electrical installation. Once a supply is available 
the pumping can be carried out by power—direct from 
the engine or from a motor ; the tea kettle can be boiled 
from the battery; house work is eased by the use of a 
vacuum cleaner or an electric iron; labour is saved by 
the abolition of paraffin lamps and the reduced dust 
from fires; and redecorating can be put off another 
year or two without loss of self respect. 

These points have all carried weight in the past, but 
the electrical plant has been regarded as a luxury, to 
be installed in the large country mansion, and treated 
ав out of the question for the smaller house or farm in 
which 60 to 80 lights represents the total connected load. 
етене cost of labour, fuel, апа other essentials is, 
1 gradually bringing home to these smaller users 
ү jn that the electric light plant is an economy in 

© long run, and some consideration as to the details 


of the most suitable installation may, therefore, not be 


‘amiss. ` 

Ignoring the rare occasions when reliable water power 
is available, the prospective purchaser is at once faced 
with a host of alternatives. Is the fuel to be paraffin, 
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Fic. 1. -A Country HOUSE LIGHTED WITH ELECTRICITY. 


petrol, crude oil, or gas? Is he to install an automatic, 
semi-automatic. or non-automatic plant? Is a vertical 
high-speed engine better than a horizontal low-speed 
engine of the type with which he is often already more 
or less familiar. These and many other questions are 
difficult problems for the non-technical buyer—and often 
for the experienced engineer as well, for that matter. 
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A regards fuel, it is very unlikely that gas will be 
available in an isolated: building such as is being con- 
sidered. If it is, part of the argument for the elec- 
trical plant:disappears, but if gas is available the gas 
engine will usually. be found, most convenient, being 
lower in first cost and. generally cheaper to run than 
the oil engine. If a gas supply. is not available, the 
relative advantages of petrol, paraffin, and crude oil 
need consideration as, for such small plants, suction 
gas or steam will rarely be found advantageous. For 
engines of, say, 10 h.p..and over, crude oil will probably 
be. best; the running costs in this case. are. less than 
with the paraffin engine, and the saving in fuel will 
pay. for the extra initial cost, with interest and depre- 
ciation, within a few vears. With the smaller engines 
with which:we are mainly concerned, however.. the ad- 


FIG. 2. 


there has been a large increase in the number of auto- 
niatic sets on the market, many of them of American 
origin, and the advisability of adopting such plants 
needs consideration. | 

At first sight such sets seem very tempting, particu. 
larly to the non-technical buyer. The '* you-toüch-the. 
button-and-we-do-the-rest ’’ principle seems to provide 
a simple solution to the difficulty of having a man of 
some sort to run the plant. Then the whole plant is 
delivered complete and the advertisements give the 
impression that the ordering of the plant completes the 
lighting installation. The position is, however.. not 
quite so simple as the advertisements imply. The ad 


ut» As ^ г; 
NA RM 

p X A : 

é & ee Ag 


ew j 
ElecRev ж“ 


Fic. 3. 


Figs. 9 AND 3.—ENGINE HOUSE, WITH SAW-BENCH DRIVEN FROM THE ENGINE. 


vantage is not so great. 'Тһе difference in first cost is 
less, and there is frequently difficulty in obtaining small 
supplies of crude oil. "The cost of fuel per annum is 
also so small in any case that it 1s not worth while adopt- 
ing the more economical engine. Petrol is. probably 
never likely to be adopted unless one of the small auto- 
matic or semi-automatic plants is in- 
stalled. The petrol engine is cer- 
tainly, more, expensive for fuel than 
the. paraffin engine, and also has 
more wear and tear, as it is gener- 
ally & high-speed engine. There is 
also some risk of fire with a petrol- 
drivén set. The engine room may 
be left closed for hours at a tine 
with the engine running, and a very 
small leak may cause an explosive 
mixture. Whilst it is impossible to, 
lay down uny hard-and-fast rule, it 
is probable that paraffin will be 
found most convenient for the great —— 
majority of installations. е are 


The next important point is the пе 
type of plant to be adopted—auto- r 
matic, semi-automatic, or non- auto- 
matic. With the first type the en- 
gine is usually started and stopped E 
entirely by automatic devices on the di 
switchboard ; with the second the set is started when 
desired off the battery, by a push button, and frequently 
stopped automaticallv at the completion. of the charge; 
with the third, type the entire control is by hand: The 
last of these has been almost universally adopted until the 
last few years. Several makes of automatic and semi- 
autoniatic plants have been on the market for years, but 
although large numbers have been installed the non- 
‘automatic plant has held the field. Of late, however, 
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vantages of such plants are of the obvious kind, and are 
largely advertised, but one does not hear so much about 
the other side of the picture: A full automatic plant 
of What may be regarded as the normal type is designed 
to run the load direct off the engine. It includes a bat- 
tery often of comparatively small capacity which is only 


Fic. 4.—ENGiNE House AND Batrery Room. 


used when two or three lights are in use, except for start 
Ing up the engine by motoring the dynamo. This it does 
automatically when the battery voltage drops below à 
fixed minimum. Several technical objections to such 8 
plant are obvious. The engine must be large enough to 
deal with the maximum possible load for considerable 
periods. The average load is, however, not more than 
30 per cent. to 40 per cent. of this, and the engine vill. 
therefore, be working most. of the time on this sms 


4.1 


- 8 


i 


— u. eos 


Ww 


Vel. 89. . 


No. 3,292, Оотовкв 28,1921] THE: ELECTRICAL REVIEW. 


559 


output. No engine can do its best under such con- 
ditions. Governing (and voltage regulation). will be 
bad, and the engine is likely to soot up and give trouble 
from this cause sooner or later. The plant wilt also 
be called on at times—for example, during most of the 
afternoon on.a dull winter day—to run with only five 
or six lights in use out of, say, 50 or 60. Such a load 
is rather too much for the battery, but too small for the 
engine, and the plant is apt to alternate between starting 
and stopping with considerable strain on the battery, 
and much jumpiness of light due to the frequent and 
heavy variations in voltage. The strain on the battery 
also must obviously be severe, as the worst load, that of 
motoring the dynamo to start the engine, only comes 
on when the battery voltage is low, t.e., when the battery 
is practically discharged and should have no further 
discharge at all. | 

These opinions, based rather on theoretical considera- 
tions than on actual experience, are supported by the 
fact that many of the makers of automatic plants have 
recentiy increased the capacity of the battery supplied 
— in some cases to a considerable extent—with the result 
that the apparent saving in first cost is now very small 
if it exists at all. In spite of the increased capacity. 
however, it is to be expected that the life of the battery 
of an automatic plant will be much less "han with one 
hand-controlled. 


Some of these objections apply more or less to the 


semi-automatic plants. Most of these are arranged for 
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starting up off the battery by motoring the dynamo, 
with hand-operated push-button control, and for. auto- 
matic stopping of the engine on completion of the 
charge. There is no objection to the latter point except 
the difficulty of tuning up a single defective cell, or of 
regulating the voltage to suit the Joad or the state of 
the battery. . The other devices are, however, likely 
to cause trouble though probably to a less extent than 
with the full automatic plant. A careful user will see 
that the battery is not fully discharged before starting 
up the engine, and there is, therefore, less strain on 
the battery, and a probable longer life. On the other 
hand, the regular failure to discharge the battery fully 
will gradually cause reduction in its capacity. 

‚ There is a further objection to both types of plant, 
namely, the difficulty of arr anging. for the occasional 
over- charge of the battery that is essential to its proper 
operation. This сап, of. course, be done with either 
type of plant, but only by hand control, and once this 


is admitted to be necessary, say, once a month or more, 


the full claims of automatic w erking disappear. This 
applies -both to the automatic and the semi-automatic 
type of plant as this overcharge can only be given by 
cutting, ont the. stopping device whith is common to both. 


Apart from all these technical objections, there is 
the generally admitted fact that small automatic devices 
are best avoided. Such plants as those under con- 
sideration are often used very intermittently. The 
small country house is shut for the winter, or the farm 
uses practically no light in the summer, and in such 
conditions automatic gear does not have a fair chance. 
The. attendant also relies too fully on the magic word 

‘automatic,’’ and forgets the necessity of lubrication, 
fuel supply, and general cleaning. 

On the whole, the writer is of opinion that the older 
type of plant with a standard horizontal paraffin en- 
gine, a belt-driven dynamo, and a storage battery of 
capacity to run the load for two or three evenings, will 
still be found the best in the long run. Small engines 
such as we are considering can be started up in quite 
a short time, and once started, can be left on charge 
with very little attention. The attendant will know 
fairly closely, from the ampere-hour meter and by ex- 
perience, when the charge will be complete, and need not, 
of course, wait in the engine room all the time. The 
engine will always be running at practically full load 
under the best possible conditions, and this fully com- 
pensates for the loss of efficiency in taking all the load 
through the battery. 

Such plants should have a switchboard with an ample 
number of stops for the battery charge and discharge 
switch—seven or eight for a 50-volt and twelve to four- 
teen for a 100-volt installation—and an automatic cut-in 
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Fia. 6.— ELECTRICAL PLANT: INSTALLED IN 
AN EXISTING BUILDING. i 


and cut-out switch in the battery circuit. The — 
should, of course, be fixed adjacent to the engine and 
not at the house, as proper attention to the battery. is 
almost impossible with the latter arrangement. 

Regulation of voltage by a booster would not be worth 
while on small plants, but it is possible that an adjust- 
able series resistance in place of end-cell regulation 
might be worth while in some cases. It would make the 
battery charge and discharge switch unnecessary, whilst 
the adjustable resistance could be placed in the house 
and the voltage at the lamps regulated without any 
attendance being required at the engine room. 

А comparison of costs will show that there is no mate- 
rial advantage in Гаташ of the automatic: or seini-2uto- 
mátic plants. | 

It will be seen that the prices of Mente ot different 
makes vary considerably, as might be expected, but 
many points need consideration as well as mere cost. 
The non-nutomatic plant covers a really reliable instal- 
lation with all accessories, however, and its. cost com- 
pares quite favourably with that of other types. Erec- 
tion costs are probably rather heavier, but not seriously 
so, as it ів, of course, necessary to provide proper foun- 
dations amd housing even for the tiniest plant. 
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ELECTRICITY IN ISOLATED BUILDINGS. 
ESTIMATED Costs oF PLANT (Хот ERECTED). 


Bat. 
Е Engine Dyn. cap, Total 
output, output, amp.  oost. 
Ret. Type of plant, Volt. h.p. Watts. hrs. 2 Fuel. 


À Automatic ; © — 800 — 306 Petrol 
B Automatic 50 — 1900 — 408 Petrol 
C Automatic 10 -— 800 — 367 Petrol 
D Automatic 100 — . 1900 — 185 Petrol 
E Automatic  . | 32 3 1250 225 230 Paraffin 
F Automatic | 25 -- 750 126 148 Petrol 
G Automatic EE BO — 750 60 162 Petrol 
H Automatic 100 — 2000 140 480 Petrol 
Automatic | 100 -- 3600 230 654 Petrol 
K Automatic 100 — 3100 216 664 Paraffin 
L Semi-automatic 32 750 80 143 Paraffin 
М Semi- auto. ог hand oper. 25 2 750 120 185 Petrol 
N Semi-auto. or hand oper. 50 5 1500 120 270 Paraffin 
О Semi :-auto. or hand oper. 100 5 2500 120 394 Paraffin 
P Semi-automatic | 25 14 750 72 145 Paraffin 
Semi- automatic 50 24 1000 72 192 Paraffin 
R Semi-automatic 50 Зр 1500 120 269 Paraffin 
S Semi- auto. or hand oper. 50 Ji 1500 145 261 Petrolor 
| Paraffin 
T Semi- auto. or hand oper. 25 11 750 72 141 Petrol or 
' | Paraffin 
U Semi-automatic 32 24 1250 115 174 Petrol 
V Non-automatic — 90. 24 1700 108 210 Paraffin 
W Non-automatic ` 100 24 1800 70 250 Paraffin 
X Non- automatic 50 J 2250 180 300 Paraffin 
Y Non-automatic - 100 32 2200 108 340 Paraffin 


Note.—Details of engine, dynamo, and battery sizes are as 
advertised by makers. Where these are not stated the parti- 
culars are not given by the makers. 


The question of running cost is not a serious item 
compared with the convenience. In pre-war days an 
analysis of a considerable number of records showed that 
a shilling a light per year usually covered the cost of 
fuel and lubricating oil. Accurate estimates are almost 
impossible, due to variations in the habits of the users. 
Some people are away in the winter and others in the 
summer ; some are wasteful and others economical ; some 
want brilliant lighting everywhere and others prefer 
semi-darkness except where the light is actually in use. 
It has not been possible to obtain accurate records for 
post^war installations, and even if available they would 
be of little use, due to the fluctuations in the price of 
fuel. At present prices the pre-war experience would 


mean а cost for fuel and consumable stores of about 
Js. to 58. per light per year—or, on, say, а 90-light 
installation, £8 to £12 per year. Interest and depre- 
ciation would be several times this amount. The con. 
plete installation would amount to some such figure ш 
£100, and interest must be taken as 7 per cent. and 
depreciation at least 8 per cent. on the average, corre. 
sponding to an annual charge of £60. Fuel costs are 
obviously of minor importance. 

The cost per unit is of secondary importance, but 
inay be of interest. Pre-war records showed that the 
average consumption of energy, for lighting only, varied 
from 4 units to 8 units per light per year. On these 
figures the total consumption for a 50-light installation 
might be anywhere between 200 and 400 units, cor. 
responding to a cost, on the figures given earlier, of 
about &d. to 9d. per unit ror fuel. As this excludes 
interest and depreciation and attendance it will be 
obvious that if a supply from external mains can be 
obtained it will be advisable to adopt it rather than to 
install a private plant, even at charges per unit well 
above those ruling in most country towns. 

The question of maintenance must also be considered, 
but it is difficult to get any reliable figures for this 
There are plenty of records for the non-automatic plants 
which show that, if instructions are followed, an ordi- 
nary gardener, without any previous experience, can 
run such plants, with a few hours’ attention per week, 
for scarcely any cost apart from fuel and consumable 
stores. Two such plants, recently overhauled after the 
war, have worked for ten years or more with a total 
maintenance expenditure, apart from fuel, of under £5 
on each of them. The batteries still have years ot life 
in front of them, and engines and dynamos are in per- 
fect order. | 

With the automatic plants, however, details are more 
difficult. Most of these plants have only been on the 
market two or three years, and battery troubles are 
only likely to arise after a few (a very few) years’ use. 
It is difficult to believe that plants working under such 
conditions can fail to involve heavy maintenance costs 
after two or three years’ working. 

(То be concluded.) 


—— 


STAINLESS STEEL. 


Ix the minds of the publie, no doubt, the impression is 
firmly rooted that the principal use of stainless 
steel is to make table knives; but this interesting 
material has u vastly wider scope, and with a view to 
dispelling false impressions and imparting a just sense 
оѓ its possibilities, last week Messrs. Thomas Firth and 
Sons, Ltd., Sheflield, gave a demonstration of its be- 
haviour in the form of turbine blading, and in other 
applications. Incidentally, it may be pointed out that 
stainless steel is not, as many suppose, a recent inven- 
tion ; it originated in the Brown-Firth Research Labora- 
tories, which are jointly owned by Messrs. John Brown 
and Co., Ltd., and Messrs. Thomas Firth & Sons, Ltd., 
as long ago as 1913, when Mr. Harry Brearley, who was 
in charge of the laboratories, reported that low-carbon 
high-cromiui steel, which was being considered for 
rile barrels and inner gun tubes, had been found to 
have unexpected anti-corrosive properties. Highly 
polished pieces which have been exposed to the atmo- 
sphere in the cheniical laboratory for two or three weeks 
remain perfectly bright, whereas ordinary mild steel 
becomes quite rusty." It could also be hardened and 
softened, and would appear, therefore, to be especially 
well suited for the manufacture of spindles (hardened), 
gas and water meters, pistons and plungers for pumps, 
ventilators and valves for gas engines, blades for tur- 
bines, &c. This was indeed a prophetic statement, 
betraving remarkable insight into the future. In the 
course of a brief lecture by Dr. W. H. Hatfield, the 
present head of the Brown-Firth Research Laboratories, 
the properties and characteristics of stainless steel were 
described, and it was shown by ocular demonstration 


that not only all the articles mentioned by Mr. Brearley, 
but many more, such ag saws, fenders, frying-pans, 
golf-club heads, stair-rods, surgical instruments, &c., 
had been made of the steel that never tarnishes. 

Of chief interest, however, was the turbine blading. 
The fact that stainless steel“ resisted corrosion under 
conditions similar to those obtaining in a turbine had 
long ago suggested that it would be suitable for this 
purpose, and the idea was put to the test in the power 
house of Messrs. Firth & Sons’ Tinsley works; а 2.000. 
kW Westinghouse turbine, running at 3,000 r.p.m., 
was installed in August, 1916, and has been in regular 
use since then, with steam at 200 Ib. per aq. in., super- 
heated to about 600 deg. F. A number of experimental 
blades were fitted in the turbine on June 11th, 1920. 
Alongside of the blades of stainless steel there were 
fitted, for comparison purposes, a nuniber of new blade: 
of the standard type supplied by the makers, of 5 per 
cent. nickel steel. The details of the experimental blades 
fitted are as follows :— 

In wheel No. 8, situated at the low-pressure end of 
the turbine, were fitted 19 new blades, three of stainless 
steel, highly polished, with three of stainless steel un- 
polished alongside of them. On the opposite side of 
the same wheel, three more of stainless steel unpolished. 
with three standard blades alongside. These blades are 
7 in. long by { in. wide, the diameter of the wheel being 
4 ft. 1} in. i 

In the velocity wheel, at the high-pressure end of the 
turbine, were fitted 24 new blades. On one side of the 
Wheel 12 of stainless steel unpolished, and on the op 
posite side six of stainless steel unpolished, with three 
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of stainless steel highly polished, апа three standard 
blades alongside. These blades are ў in. long by ў in. 
wide, and the wheel ів 3 ft. 74 in. in diameter. 

The conditions of the velocity wheel are typical of 
those with dry steam at a high temperature, and the 
conditions at wheel No. 8 are typical of very wet steam. 


Fic. 1. 


F16. 2. 


photograph, whilst in fig. 2 they are as opened out. 
Fig. 3 shows stainless steel turbine blades as opened 
out, and the photograph clearly shows the difference 
in the response to both corrosion and erosion when 
comparison is made with the adjoining nickel steel 
blades. 


Fia. 3. 


STAINLE.S STEEL TURBINE BLADES AFTER 16 MONTHS’ SERVICE. 


The work done by this generating set since the fitting 
of the new blades is represented by a run of 3,471 hours, 
with a demand averaging a 50 per cent. load. The 
appearance of the blades on opening up the turbine has 
to be seen in order to be properly appreciated. Whilst 
the standard blades have corroded in the usual way, 
the stainless ones, both polished and unpolished, are 
practically untouched and retain their original bright- 
ness. What discoloration has appeared is probably due 
to rust carried over from the other blades, as shown by 
the fast that it washes off with a damp rag. 

In fig. 1 is reproduced a photograph showing three 


Fic. 4.—Starmnvess STEEL Pump Кор. 
The arrow shows ridge on non-ferrous alloy rod. 


unpolished ahd three polished stainless blades after 15 
months in service. F ig. 2 shows three of the unpolished 
stainless blades and three ordinary composition nickel 
steel ones put in new into the turbine at the same time as 
the stainless blades. In fig. 1 the blades have been 
rubbed with a damp cloth prior to the taking o1 the 


The stainless steel contained U.30 per cent. carbon and 
13.4 per cent. chromium; whilst the nickel steel con- 
tained 0.19 per cent. carbon and 4.7] per cent. nickel. 

The mechanical properties of the two steels as placed 
in the turbine are given in the following table :— 


Nickel. Stainless. 
Yield-point, tons/sq. in. ... 20.2 44.1 
Max. stress, tons/sq. in. 34.7 654.5 
Elongation, per cent. 32.0 20.0 
Red. of area, per cent. 61.0 59.7 
Brinell hardness number 149.0 255.0 


Fic. 7. 
PHOTOMICROGRAPHS OF NICKEL AND STAINLESS STEEL. 
(х 500 diameters.) 


Fic. 5. Fic. 6. 


The microstructure of the blades is reproduced in the 
accompanying photomicrographs, figs. 5 and 6, which 
are both at 500 diameters. It will be seen that the nickel 
steel is in the soft condition and consists of ferrite hold- 
ing nickel in solution, with a little pearlite running 
through it. The stainless steel (fig. 6) is seen to consist 
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of fine-grained structure resulting from the effect of 
tempering upon the hardened condition. Fig. 7 shows 
the structure of stainless steel when hardened. 

The experiment shows that the introduction of stain- 
less steel for use iri turbine blading will be of great ad- 
vantage, and it is quite clear that improved ейїсїепсу, 
due to the retention of a clean, smooth surface on the 
blades, und the saving of time and of awkward situa- 
tions by the avoidance of shutting down for repairs, 
reblading, cleaning, &c., will be of direct interest to 
turbine engineers. 

Through the courtesy of Mr. Samuelson, of the British 
Thomson-Houston .Co., the results of a similar experi- 
ment performed in connection with one of the B. T. H. 
turbines have been made available. Early in 1916, the 
company had one wheel bladed with five different kinds 
of material, the object being to find out which of these 
would best stand up against the action of the steam. 
The row of blades selected was situated at about the 
middle of the machine, where indications of erosion and 
corrosion had frequently been seen. The blading mate- 
rials selected were phosphor-oronze, nickel-bronze, brass, 
mild steel, and stainless steel (two hardened and 
two,;hardened and tempered stainless blades were 
inserted). The machine was put into service in 
the autumn of 1916, and was opened up for 
examination for the first time in April, 1918. 
The inside of the machine was found to be per- 
fectly clean, and all blading in good condition. A cer- 
tain amount of erosion was visible on all the trial blades 
except.those made of non-rusting steel; the brass blades 
seemed ito have suffered most. There жеге. no marks 
whàtéver:on the stainless steel, while the mild steel blade 
edges Were rough; phosphor-pronze and nickel-bronze 
seemed to have the same resisting quality to the action 
of the steam and moisture. TD 

The machine was then closed up and again put into 
service, and was opened up a second time for examina- 
tion in July, 1921, when the inspection confirmed the 


previous conclusion, i. e., that the stainless steel blades. 


were in very good condition and absolutely unaffected, 
the edges being as sharp as when put in, and there was 
apparently no difference between the hardened and un- 
hardened samples. The phosphor-bronze, nickel-bronze, 
and brass blades were all roughened at the entrance 
edge, and very little difference was noted between them. 
" The mild steel blades were badly roughened, and the 
entrance edge was worn away nearly 1/16th of an inch. 
As far as resisting properties are concerned,” says 
Mr. Samuelson, *' the stainless steel is very superior to 
any other blading material which we have so far tried.“ 
Another interesting experiment was performed by 
Messrs. Thomas Firth & Sons with a three-throw eleetri- 
cally-driven hydraulic pump manufactured by Messrs. 
Davy Bros., Ltd., Sheffield, working at a pressure of 
1,800 Ib. per sq. in., and installed in 1915. One ram 
was made of stainless steel, the other two being ot the 
standard non-ferrous alloy used by the makers. This 
pump, ran continuously —night. and day—until the ter- 
mination of the war. The wear on the stainless ram was 
1/64th of an inch on the diameter, whilst in the case of 
the non-ferrous rams it reached so high a figure as 
7 [64ths of an inch. Fig. 4 illustrates the present con- 
dition of these rods. The less wear upon the stainless 

rod means much in saving wear of the packing. 
Stainless steel is an alloy containing about 12 to 14 
per cent. of chromium, and can be hardened in air, oil, 
or water, the hardening temperature being not 760 or 
180 deg. C. as in the case of ordinary carbon steel, but 
950 to 1,000 deg. (orange yellow). The electric furnace 
18 particularly well suited for the production of stainless 
steel, owing to the highly reducing and basic conditions, 
keeping phosphorus and sulphur down, and the high 
temperature ensuring clean ingots, free from flaws. The 
steel 18 unaffected by most acids, exceptions being citric, 
formie, and sulphuric ; running water, moist air, &c., 
Val p е - it. hs. Steel scales less than other 

steels at high temperatures. | 
800 deg. C бт] 1 o m „ | 
А 8 аге observed. 


It is noteworthy that the colour changes in tempering 
occur at much higher temperatures than in the case of 
carbon steels. . The thermal conductivity of stainless 
steel is less than a third of that of pure iron. · The best 
results are obtained with polished surfaces, but this is 
not necessary for the material to be rust-resisting ; 
grinding should be done with water, as the Stainless 
property is impaired by scorching the material. The 


Steel is most réadily machined when hardened and tem. 


pered by heating to 750-800 deg. C. and cooling in air; 
the softest condition is obtained bx heating to 850.870 
deg. C. and cooling very slowly. | 

A valuable feature of stainless steel is that it main. 
tains its strength at high temperatures, having a break. 
ing stress, when hardened and tempered, of 87 tons per 
sq. in. at 500 deg. C. It also offers a high resistance to 
fatigue when tested by the usual methods. Ес 

Since our visit to the works, Messrs. Thomas Firth 
and Sons have informed us that one of their customers 
has furnished data with regard to stainless steel blades 
28 in. in length; which have been in constant service in 
one of his turbines during the last four or five years, 
and have given entire satisfaction. This example proves 
that long blades of this material can withstand the 
vibratory stresses to which they are exposed. | 

It will be seen, therefore, that Messrs. Thomas Firth 
and Sons are to be congratulated on the invention and 
development.of a material possessing properties of the 
first importance to the engineering world, and that 
Sheffield has once again justified her position at the 
head of the world's steel-making industry. 


THE PRESENT NEEDS OF THE. BRITISH 
+ ‘ENGINEERING INDUSTRY. 


A wHOLE-DAY. conference of members of the British En- 
gineers’ Association was held on Wednesday, October 
19th, at the Hotel Victoria, London, to discuss The 
Problem of Restoring Vitality to the Engineering In- 
dustry.” Mr. Nevile Gwynne, president, was in the 
chair. | а : = 

Among those present at the conference were: The Rt. 
Hon. Lord Weir of Eastwood, Mr. E. W. Petter, chair- 
man of the Executive Committee, Mr. D. A. Bremner, 
director, Sir John Cowan, Sir James Kemnal, Sir John 
E. Thornycroft, K. B. E., Sir R. Ashton Lister, M.P., 
and Sir Wilfred Stokes, K. B. E. e e 

Between the morning and afternoon sessions of the 
conference, luncheon was served, and ап important 
speech on the industrial situation and. the questions 
before the conference was made by Lord Weir. 

The conference, after full discussion, forwarded te 
the Prime Minister a memorandum, recording its con- 
sidered opinion that the following are essential features 
and conditions of a national effort to restore prosperity 
to the engineering industry: — | 

1. The loyal co-operation of labour in a great national effort 
to revitalise our industries and commerce which are the onh 
possible sources of its own well-being. + | | 

2. Тһе repudiation by the trade unions of the d 
policy of their extremist sections to render the system 0 
capitalism and private enterprise unworkable. | 

3. The institution of compulsory secret ballots by the trade 
unions. | ` , 

4. The reduction of cost of production by amending the 

conditions affecting the output per £ of wages paid. 
_ 9. The careful consideration of a national trade policy та 
iN consonance with the new conditions with respect ALL 
competition in our home market and the raising of tariff walls 
abroad tending to shut out our exports. к | 

6. The development of the home m:rket and the contine- 
ment to this country of contracts involving the expenditure 
of public moneys. | s 

1. The development of markets within the Empire. 

8. National economy. >` 7 mE | 

9. Reduced taxation of wealth productive industries. TE 

10. Unemployment relief work to be of a reproductive nat! 
to the greatest extent practicable. `` done to 

The payment of doles uncompensated by work don | 
be reduced to the ininimum. | | 

12. Cheaper coal, valued in terms of heat units. 1 18 

13. Due consideration to he paid by the Government to 
possible effects upon industry of a policy of deflation. -Ő 
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14. The taking of drastic measures to reduce the coat of 
living in во far as it may be due to profiteering by the few 
at the expense of the many. 


15. A more complete and better organisation of industry for 


its good government from within. 

In tbe opening sentences of his speech, Lord Weir said 
he epoke not as a politician nor as an economist, but as а 
manufacturer and an engineer. He congratulated the Asso- 
ciation on holding the conference. Such action was very 
significant, because it disclosed its appreciation of the gravity 
of the situation and its recognition that success could only 
emerge through unity of effort and policy, and he took it 
that the conference was the first step toward formulating an 
engineering policy. He went on to refer to the infinite variety 
of the factors involved in the present situation, and added 
that no single course of action by itself could bring about any 
immediate cure. He was neither a pessimist nor an optimist, 
but he was sure that no British engineer who was aware of 
the past history of British engineering and the tech- 
nical position of the craft, could fail to be confident in the 
tremendous recuperative power of the industry. The patient 
was sick—maybe very ill indeed—but his constitution was a 
sound one. He had had far too many doctors in the last 
few years and far too many patent medicines. ‘The organs 
were all right, and no operations were required. In Seotland 
they had cured many cases by the cold-water cure, and per- 
haps some such treatment was required by industry to-day. 
The problem before them was how best to restore vitality to 
the engineering industry to assure that orders would revive 
as insufficient orders were being received to give employment 
to the workers. Russia and other countries were not 
buying. New enterprise was taking a rest until prices 
fell. Countries able to buy were not buying from us because 
our prices were artificially high. There was a certain amount 
of foreign trade definitely available and we were not getting 
it. There was also home trade available, but home firms 
were not getting that. In the expectation of reduction of 
price, customers at home, in the Empire, and abroad were 
restricting and postponing their demands. Belgium took the 
recent order for Chinese locomotives and rollng-stock, and 
under to-day's conditions in this country, he failed to see 
why Belgium should not take the next Chinese order. Again, 
during the last nine months we in this country bought 
£19,000,000 worth of iron and steel from abroad.  Infinitely 
more serious and more significant was the fact that during 
September, 1921, we bought more iron and steel from abroad 
than ever we had done in the past history of this country. 

He desired to ask those who were supposed to lead us to 
answer the following question: Which is the best states- 
manship, to grant British credit or British guarantees of credit 
to а foreign country, yes, even to a British colony, to enable 
it to purchase from Glasgow a huge bridge, which will be 
built of imported steel, or to tell the British steelmaker and 
his workers thut these credits and guarantees will be withheld 
until the steelmaker and his workers can arrange between 
themselves to produce that steel at home and give the neces- 
sary employment? 

The Labour Party’s programme for unemployment called 
on the Government to provide either work or maintenance. 
Apart from the underlying fallacy that a Government could 
ever carry the community on its back, in contradistinction to 
the real truth that the community carried the Government, 


such a suggestion would apparently work out as follows: Under 


it we should have a local authority relief scheme in Lanarkshire 
giving unproductive and inefficient employment to muners, 
Ironworkers, and labourers, working alongside closed pits and 
closed iron works, while Glasgow harbour was filled with 
vessels bringing in imported foreign iron, smelted with foreign 
coal. That was the type of ineffectual and purblind policy 
Which appeared likely to emerge from the manner in which 
one heard the Government proposed to deal with the situation. 
The main question was one of the conditions governing the 
costs of production in the different countries, and it applied 
not only to the most highly specialised manufactures, but to 
the lowliest domestic commodities. British employment would 

governed by the cost of British production. Apart from 
Wage rates, wage costs were inflated to-day by unjustifiable 
working conditions. These excess costs were brought about 
by a network of conditions which had grown up during the 
last few years as a result of trade union pressure exercised in 
one form or another. All of them had definitely increased 
costs. Against this he failed to find a solitary example of 
trade union action ог suggestion to secure anv decrease in 
costs. The trade union attitude always appeated to be based 
on the assumption that the profit of the manufacturer was 
sufficient to provide for all these alleged improved conditions, 
or that they could be passed on to the consumer in the price. 
The existing state of the industry proved that both assump- 
nome Were wrong. The trade unions forgot that we were no 
bree the only industrial nation, that we must not only sell 
abroad, but that our home market was an open one. 

d Weir said it was big conviction that very few yet fully 
realised the true incidence of the shorter working week on 
„ prices, and the extent to which this single item 
i contributed to produce to-day's situation. After assuming 
imd FN burdens placed on us by the war and the further 
world с 10 industry brought about by the dislocation of 
agreein e, it was difficult to see how we were warranted in 

g to assume not only the burden of a 15 per cent. 


increase in wage rates per hour, but the further burden of 
additional capital charges to enable output to be produced in 
the shorter period, the additional oncost charges, and the very 
miscellaneous mass of increases brought about in different 
industries by two men being required in place of one, and by 
three shifts in place of two. - 

He estimated the increase in cost of British products last 
year due to the shortened week at over £200,000,000. Output 
had gone down approximately in proportion to the hours. To 
reduce costs in a normal year by 4200, O00, 00 without affecting 
weekly earnings would be the most direct and immediately 
ее help which could be given to many of our industries 
to-day. 

The speaker went on to refer to the obstruction to systems 
of remuneration by result, the rules and regulations affecting 
overtime and night shift working, and other matters which, 
if abolished, would effect a substantial reduction in the cost 
of a British working hour without affecting the worker's pay. 

If the abolition of restrictive conditions were now discussed 
with the trade unions in a spirit of frankness, and an agree- 
ment was reached, any further wage rate reductione should be 
viewed in association with the cost of living, eubject, of course, 
to the possibility of drastic economic difficulties intervening . 
to prevent this. Since the armistice the controlling authorities 
on the costs of production had been the Government and those 
who had led trade union policy. It was obvious that that 
control should have been exercised by the two real authorities, 
the employers and their men. The Government had prac- 
tically abolished its control. Those who guided the workers' 
policy had not. The industrial performance of the country 
was now а lamentable one. Labour as а political movement 
looked to the Government to revive trade. They would be 
disappointed, because no Government could revive trade. On 
the employers and the workers rested the main responsibility 
of trade restoration, and on their combined performance em- 
ployment depended. He believed that were the Government 
to declare what it already knew—that the power of trade 
unionism used by the men who now controlled it for purely 
political purposes had become a tyranny and a menace to the 
workers themselves, that it was bidding fair to ruin the 
industrial position, and with it the well-being of the people 
of this country, and that recognising this it had determined 
that the exercise of this power for evil should be curtailed and 
restricted—that it would rally to its support and assist-. 
ance multitudes who were silently suffering at this moment 
oe for a banner under which to struggle for their 
reedom. 


INDUSTRIAL RESEARCH. 


Tur Progress Report of the British Electrical and Allied In- 
dustries Research Association for the September quarter gives 
particulars of the several important industrial researches 
carrled out under the direction of that body. The work of 
the Association. 15 conducted by committees under eleven 
sections, and the Report indicates progress in each of these. 

In Section A (Fibrous Insulating Materials) the resulte 
of the classification of users’ requirements have shown that 
two grades of treated fabric are sufficient to meet all ordinary 
demands. For fabrics of the higher grade, which have 
hitherto been purchased on a basis of price, breakdown volt- 
age, and appearance, the Committee is developing better 
technical criteria. Tests under working conditions are yield- 
ing data which will define the fundamental constants of these 
materials. Improved test methods for untreated papers have 
been evolved as а result of experiments, and these are to 
form the basis of a specification. Researches on fibres and 
boards have been undertaken under three heads—press-board 
(including presspahn), varnish-paper products, and vulcanised 
fibre. Experiments on press-board have indicated the best 
methods for testing, and these will form the basis of a forth- 
coming specification. The corresponding work on the two 
other classes of material is scarcely so advanced. 

The experimental work on composite insulating materials 
(Section B) has so far progressed ae to enable a specification 
to be drafted. This embodies the results obtained on the 
important mechanical and electrical properties, but inflam- 
mability, machining qualities, and certain other properties are 
still under investigation. А comprehensive research on porce- 
lain, with particular reference to insulation resistance, im- 
provement of surface, and dielectric strength is being pur- 
sued, with the co-operation of the G.P.O. and of the manu- 
facturers. Samples have been obtained from the former 
showing surface deposits which adversely affect the insulat- 
ing properties, whilst the latter are invited to submit samples 
for resistivity and electric strength tests, including resistivity 
tests at high temperatures. ` 

In the section dealing with mica, classification is com- 
pieted, and the Committee will carry out further detailed re- 
searches on the various qualities, in co-operation with the 
Committee of the new Section L. A report will shortly be 
ready on the use of mica for commutators and condensers; 
the experimental work on the abrasive hardness of mica is 
not yet completed, however. І 

Numerous researches on insulating oils, referred to in the 


Е 
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re „ are still under way. Тһе study of resistivity in 
Sar bean moisture content and dielectric strength has neces- 
sitated comprehensive research, particularly as certain new 
facts arising from the investigations require further con- 
sideration. The provisional specification for insulating oils 
drawn up snd submitted to the B.E.S.A. has called forth 
suggested improvements which are being dealt with. 

155 Section F (Conductors), work on buried cables at the 
N. P. L. and at Newcastle will shortly be reviewed. There 
has been some delay, due to the necessity of carrying out tests 
on finished cables instead of component parts, as originally 
intended. The work on overhead line conductors, and on 
the strength of wooden poles, 1s nearing the report stage. 

The Committee of Section G (Electric Control Apparatus) 
has several most important researches in hand. The work on 
the rupturing capacity of oil circuit breakers has been mapped 
out, and an adaptable model switch and certain sensitive 
recorders have been specially designed for this programme. 
The Home Office at Eskmeals, and the N.P.L., still continue 
the research on the pressures developed in switch chambers 
by gaseous explosions and the rupturing of electric circuits. 
From the critical examination of available data on heavy 
duty fusible cutouts, a research programme on these heavy- 
duty fuses is being built up. : 

Direct-current circuit breakers have been the subject of 
extensive inquiries, which only emphasise the lack of funda- 
mental data on this subject. However, with such material 
ав ів available, it is hoped to make a commencement of prac- 
tical tests. The electrical engineers of the L.C.C. and L. 
and N.W. Railway, and other users and manufacturers are 
co-operating in this work. The extensive work on joints and 
contacts already done at the N.P.L. and elsewhere is being 
supplemented by a study of heavily loaded joints existing in 
various installations. 

The Association is participating in the research on the 
corrosion of condensers by the Corrosion Committee of the 
Institute of Metals. It is expected shortly to issue an ex- 
planatory report of the results so far obtained, and steps are 
being taken to bring manufacturers into closer touch with 
the investigators during the experimental work. In the same 
way, it is intended to keep manufacturers in close touch with 
the experimental work on turbine nozzles (under Section J) 
now proceeding at the College of Technology, Manchester. 
It is hoped to extend this work to the question of tempera- 
ture distribution on turbines. and to new investigations on 
the properties of steam. Blading materials are already being 
tested under working conditions by manufacturers co-operat- 
ing with the N.P.L. 

A conference of the Committee of Section К (synthetic 
resins) has been held with various Government Departments, 
through the instrumentality of the Department of Scientific 
and Industrial Research, and a good understanding of the 
requirements for different purposes arrived at. Other aspects 
of the use of synthetic resins, with which this Committee is 
dealing, are: the provision of adequate supplies at all times. 
moulded synthetic resins, and the properties of materials of 
synthetic resin with a fibrous eupport. The work of all the 
Committees dealing with insulation is being reviewed and co- 
ordinated bv the Committee of Section T., which deals with 
dielectrics in general, and supersedes the old Joint Com- 
mittee on Dielectric Losses and Allied Phenomena. 


EXPORTS AND IMPORTS OF ELECTRICAL 
GOODS FOR SEPTEMBER, 1921. 


Tae returns of electrical business during September show 
increased totals in all sections. In the case of the exports the 
value increased from £1,284,511 in August to 41.305.550 in 
the month under review, while the imports reached a total 
of £178,900, as compared with 140.334 in the previous month. 
The re-exports total of £17,300 is an advance of £2,800 on 
the August figures. 

In the export section the business in telegraphic and tele- 
phonic material and apparatus showed an increase of £55,000. 
Batteries, meters, and insulated wire also reached higher 
values, but there was a falling off in the sections for electrical 
goods (£17.000), in lamps (£10,000), and in electrical machi- 
nery (£25,000). 

In the imports increased values are recorded in all sections 
with the exception of meters. 

The accompanying tables of electrical exports for the first 
nine months of 1913, 1990, and 1921 show gross totals of 
45.433.676 for 1913. 49.603,279 for 1990. and £14,294,881 for 
1921: the monthly averages are 2603.000 for 1913, 41.067.000 
for 1920. and £1,588.320 for 1921. The total number of 
electric glow lamps exported during the first nine months of 
1313 was 2,320,587, as compared with 3.387.688 in 1990 and 
E die pos 15 1991. 

e total weight of electrical machinery ex 
to September of 1913, 1920, and 1921 vele Wey tune MAY 
tons, and 14,195 tons respectively. 


TOTALS OF ELECTRICAL EXPORTS FOR THE First Nine Мокти 
oF 1918, 1920, AND 1921. 


1919. 1920. 19i 
£. £ £ 
Electrical goods and apparatus 678,727 1,366,347 1.63367 
Insulated wire ... P КАНЫ! 35 
Glow lamps a 


Arc lamps and posts ... . . 39,875 25.88 17.574 
Batteries з m .. 185,887 399191 338.270 
Meters Jt “ak . . 188,956 294.072 386.901 
Carbons RA БЕ, n 8,930 80,158 50.50 
Electrical machinery ... ... 1,669,287 1,690,903 3,846.09 


Telegraph and telephone 
material apparatus, &c. ... 1,853,949 2.780.087 4,765,767 
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5,433,676 9,603,279 14,294 88) 


VALUES OF ELECTRICAL EXPORTS AND IMPORTS FOR 
SEPTEMBER, 1921. 


Exports. Imports. Re-exports, 
£114,669 £35,046 £3,645 
227,784 15,893 98 
25.828 16,419 64 


Electrical goods and apparatus ... 
Insulated wire sus 
Glow lamps ; 


Arc lamps and parts 5% x 880 507 350 
Batteries аа bas 55,507 6,548 [0 
Meters. id ius jus 42,601 3,243 618 
Carbons  ... i is uis 1,767 14,746 — 1316 
Electrical machinery :— | 
Railway and tramway motors ... 19,304 — — 
Other motors and generators 212,430 — — 
Switchboards (not telegraph or 
telephone) ... i m 27,703 8.345 — 
Electrical machinery (unenu- "Mr 
merated) P 505 : 149,049 55,187 36% 
Telegraph and telephone cable 
and material :— 


Telegraph and telephone wires 


and cable (not submarine) . 175,899 1598 — 
Submarine telegraph апа tele- 
phone cable e" 56,502 — — 


Telegraph and telephone instru- 
ments and apparatus ... 


Totals... 


195,627 18,367 682 


.. £1,305.550 £178,900 21730 


— — 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear wii 
the following week. С should forward their communy 
cations at the earliest possible moment. No letter can be published 
«lest we have the writer's name and address in our possession. 


The Principles of Wages Determination. 


In your leader on the above subject you advocate 
Whitleyism as the most likely method for arriving at E. 
division of profits between Capital and Labour. Quite right, 
but let us first look at facts and see what margin there 15 
for readjustment. Mr. F. Deutsch, Director of the АЕ, 
of Berlin, presented to the Berlin Chamber of cno 
some two years ago statistics collected between 1908 and 1? 
from 66 industrial companies, and he found that the average 
share of the profit obtained by the workers, both manual an 
professional, amounted to 76.7 per cent., taxation absor | 
11.7 per cent., and the capitalists’ share was 11.6 per ceni; 
Not much margin here for improving the workers a 
But the position has worsened since the Armistice. ri 
Deutsch (as you will find in the E.T.Z. of October 6th) 2 
now extended his investigations to 152 industrial companies, 
and finds the following ratio of division :— 


З t. 
Wages and salaries 84.9 per cen 

Taxes and rates 11.7 per о 
Capital ... Ae 3.4 per cent. 


Practically no margin for re-adjustment. I have im 
figures for English conditions, but it seems unlikely t | WA 
ihe margin will be appreciably greater. Before de d 
of fair division there must be something to divide a A 
State, Capital, and Labour. This means that ко. R 
move all restrictions to the production of wealth. the mos 
many, but I will only mention one, and that " Wealth 
potent, namely, the private ownership of the lan jal labour 
can only be produced by applying mental and aum whic 
to the natural resources found on and in the ПЕ & 
is the storehouse from which every тап eith ih refore th 
indirectly draws his sustenance. Free access 18 1 \ 
primary essential for improving our social er simpl rob 
free access I do not mean that the workers о p control. 
the landlord of the land he claims unconditional eR һу the 
The cure would be worse than the evil, ав oF t the hold: 
present conditions of Russia. What I mean us oe Asse 
ing of land should be subject to the payment о ther tbe land 
in relation to its value in the open market, whe If, Such § 
is left idle or let or worked by the owner himse"- 
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can be imposed by Parliament, and in fact the 1909 
Budget was а half-hearted attempt at such a policy, but it 
was dropped by the Liberals, and the complicated nature of 
the proposal with its many exemptions and restrictions would 
have made it unworkable. А tax if universally applied 
regardless of the size of the holding would not interfere with 
private enterprise, and would leave existing contracts undis- 
turbed. It is true that it will require some time to get into 
working order, but if the nation were assured that it would 
be imposed without unnecessary delay, the public would very 
readily agree to provide (with the security of future pros- 
perity) the necessary funds to help al! industries to tide over 
the present time. Land value taxation is the true remedy for 
the social malady, and when this is achieved it will be time 
to talk of Whitleyism. co-operation, municipal trading or 
private enterprise and the fair remuneration of Capital and 


Labour. 
| Gisbert Карр. 
Birmingham. . | 
October 22nd, 1921. 

{We are inclined to think that the conciliatory spirit en- 
gendered by the practice of Whitleyism would be more. likely 
to lead to an agreement as to equitable division of profits than 
would controversy on the taxation of land values.—Ebps. ELrc. 
Rv. I | 


“ Grinding " versus “ Turning " of Commutators. 


Your contributor (Mr. Joseph T. Towlson) on page 461 of 
the ELECTRICAL REVIEW, October 7th, commenting on Mr. 
Owen Lanley's article, appears to favour turning as against 
grinding. When we read Mr. Linley's opinion in favour ot 
grinding we thought that he was pushing at an open door, 
and tbat he was recominending a method already approved 
by every electrical engineer. | 

As inventors and makers of machines for grinding com- 
mutators and slip rings їп position, we шау be prejudiced, 
and at might be alleged that we desire à cheap advertise- 
ment in addition to our usual advertisement appearing regu- 
larly in your paper. But we thiuk your readers are entitled 
to some " statements of facts” other than those given by 
Mr. Towlson. We therefore give you the following :— | 

(1) Leading manufacturing electrical engineers are our best 
customers. 

(2) Leading electrical undertakings. grind their cominuta- 
tors, as do leading collieries and large steel works. 

(3) A commutator grinder was recently installed at Lots 
Road generating station. 

(4) Although trade is bad, we have sold more commutator 
grinders during the past year than in any previous year. 

(3) Our motor-driven grinder was designed at the sugges- 
tion of the Admiralty, and the four battle cruisers about to 
be built are to be equipped with commutator grinders. 

(6) Leading electrical engineers have adopted the grinding 
method after trying the turning. 

On the respective merits of grinding and turning it would 
not be decent for us to enter into controversy, although we 
could urge several convincing reasons in favour of the former 
In addition to those stated by Mr. Linley. But we think 
that the above statements of facts ” will be conclusive proof 
of the opinion held by electrical engineers. 


John Phillips & Co. 
London. 


October 18th, 1921. 


A.C. Organ Blowers. 


Having had charge of several organ-blowing equipments, 1 
have followed with much interest the correspondence on the 
above, but there is one type of motor which I have not 
seen mentioned; it really deserves to be better known. I 
refer to the Bandy.” The regulations as to limitation of 
starting current are strictly enforced here, and this motor 
coniplies with them in every respect. 

here are in this town some l4 organs blown electrically, 
some with two, others with three feeder bellows operated by 
means of fast and loose pulleys, but of course the rotary 
blower makes much the best job. Going away from the sub- 
Ject for а moment, one of the characteristics of the above- 
mentioned motor is its wide range of epeed variation, in- 
valuable in such cases as driving printing machines. 

In conclusion, while on this subject of motors, while the 
machines themselves are really good sound jobs, the con. 
trollers or starters leave much to be desired. 


Eastbourne. 
October Ath, 1921. 


A. Brown. 


Supply Without Statutory Powers. 


z eur E ud ad doubts, the statements made were 
rate. 
coal merchant supply; e barrowful meant 1 cwt., and the 
ere 18 nothin mir , : 
Engine, Davey Pas aculous about it. 


axim : i 
third cut ao dt economic h.p. 10 to 11. { шаша а& опе- 


1 used daily in Talsing steam 33 lb. (average of many 


careful tests). Time run, 14 hours on 79 lb. Just at random, 
the coal used June 12th-25th, 1915, was 143 cwt. in 14 days. 
Total coal in 1915, 45 tone. Average per kWh actually sold, 
17 lb.; per kWh at generator terminals, 12 lb. | | 

The other figures referred to, taken simply as published, 
are 17 and 18 lb. per unit. | | _ 

I hasten to discluim any intention of making the ridiculous 
suggestion that this small plant would normally come any- 
where near the efficiency of a modern station of a million 
units annual output. "E z 

It may be of interest to add that this village supply grew 
up from a home-made 4-kW overtype generator installed in 
a small local works in the days of the old carbon-filament 
lamp. The advent of the Osram lamp made it possible for 
the villagers to pay the inevitably high cost per kWh and 
still obtain cheap ligbt, and the opportunity was immediately 
seized. The first engine on the job was an A type vertical 
steam engine, bought for £5 twenty years before. 

I am sure Mr. Barber's experiences will interest many 


readers. 
А. О. б. 
October 24th, 1921. 


А Suction-gas Problem. 


With reference to O. N. E. Morequery's inquiry about 
the deodorising of the waste gases of а suction plant, [ think 
if he will make inquiries of Messrs. Crossley Bros. he will 
get particulars of a device which they used to make for fitting 
on the waste-pipe chimney of producers which keeps the 
waste gases continually deodorised by means of a weak s'lu- 
tion of permanganate of potash, doing away with neighbours’ 
complaints. The great advantage of permanganate over 
most deodorisers is its cheapness and its lack of any smell, 
шапу deodorisers only substituting one smell for another. 

He might also try the saine stuff in the overflow sumps if 
it is worth while, it being generally considered unnecessary 
to consider the olfactory (or any other) sensitiveness of the 
engineers who look after the plant. 

If your inquirer has апу trouble in getting particulars of 
the above device, I think I can send him а sketch. 


Napoleon. 
October And, 1921. 


The E.T.U. and Station Engineers. 


Tt may interest your readers to learn that after an investi- 
gation by the National Executive Committee of the Electrical 
Trades Union into the control of the London Station Engi- 
neers’ Section by the District Council, they have decided to eet 
up a Committee composed solely of station engineers with 
full powers of control for that section, apart from the London 


District Council, and subject only to the National Executive 
Committee. 


Delta. 


Cleaning Enamelled Slate. 


Replying to your inquirer on the above question, I can 
supply & mixture that will clean and polish enamelled slates 
or other highly polished surfaces, and will not finger-mark. 
The only precaution to be taken in its use is that the surface 
must be cleaned with soap and water first, to remove any 
grease or furniture cream that has been used on it. 


Rotherham. 
October 17th, 1921. К. Е. Smith. 


The Contractor's Future. 


Writing as a contractor, I think the last paragra 
Jeary's letter is the crux of the whole ш Етра 0 991 
an instance, I was called in to undertake Some wiring work 
for a well-known institution which is more concerned with 
the ш ш of the people than their electrical re- 
quireinents, and to my surprise, when I offered r 
lamps, I found the E.L.M.A., with its usual * 
graded this institution at 4 per cent. over the usual trade 
terms. It seems to me that in a great manv cases discounta 
are given to users without апу apparent reason the excuse 
generally being that they employ an electrician on the pre- 
mises; the '' electrician " is often a hall porter or the boots 
who can replace а fuse occasionally, and when the manu- 
facturers wake up to the fact that the contractors will not 
assist them by stocking and showing goods unless these trade 
discounts are stopped to users, neither Mr. Hawkins nor any 
other factor will have much to complain of. d 

London. 

October 19th, 1921. 


eee 


The Municipal Tramways Conference. 


Your Editorial and your report of th 
of the 7th inst. are Particularly valu 


A. G. Hudson. 


* 
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most economical, the safest, the least obstructive, the best 
in the public interest, from all points of view? These are 
the questions we have to decide, but decision is difficult. 
The bus companies loudly acclaim their vehicle, and dis- 
parage the tramcar. In this the lay Press blindly follows 
them. Tbe tramway authorities mildly point out the advan- 
tage of tramcars. Two things are certain; first, the rates 
are being saddled with & heavy burden of road costs due to 
the destruction caused by 'bus traffic, whilst the tramways 
are unfairly burdened with heavy charges for road construc- 
tion and maintenance; secondly, tramways undoubtedly keep 
down fares; this in these days of gigantic traffic trusts is 
something. But the point is that we want something more. 
We need straight, skilled and unbiased information. Cannot 
the Institution of Electrical Engineers do something? I sug- 
gest that it set up a committee, one capable of going right 
to the root of the matter, and issue & report in terms of 
passenger-miles—not vehicles—get at all the costs, hidden 
and otherwise. What does a 'bus cost in road destruction ? 
What is the true cost of running а tramway, including fair 
road charges? What are the relations of the 'bus companies 
to the trusts, and how would these operate if tramcars were 
withdrawn? These and many other points need clearing up, 
and if the Institution could see its way to undertake such a 
work it would undoubtedly serve a great public need. 


William B. Pinching, A.M.I.E.E., 


London. Member Middlesex County Council, dc. 
October 17th, 1921. 


The Durability of Lead-covered Wiring. 


If “ W. T. J.“ had given the reasons advanced (if any) by 
his practical electrician friend, as to what was likely to cause 
the deterioration of the lead covering in six or seven years' 
time, one could have dealt with his question better. Vague 
Statements are always difficult to controvert or confirm. I 
cannot imagine anything in an ordinary private-house instal- 
lation which would bring about such a condition, provided 
the wiring was properly installed and efficiently bonded. 
Apart from mechanical strength, lead is surely one of the most 
durable metals—if not the most durable. It is used for 
roofing, stained-glass windows, and in many similarly exposed 
situations. Hundreds of examples probably exist to-day 
in ancient buildings, where the original lead is intact after 
being so exposed for anything from a century upwards. The 
lead composition water pipes in my house are about 30 years 
old, and are as good to-day as when they were first put in. 
In the large suite of offices where I write this letter, the 
staff lavatory—an eternally moist place—is wired with the 
Henley wiring system, the sheathing of which is lead com- 
position. That installation was put in nine years ago, and 
the sheathing is as good to-day as it ever was. It shows not 
the slightest signs of any deterioration, and, from its appear- 
ance, seems likely to rival Tennyson's babbling brook, which, 
your readers will remember, '' goes on for ever.” 

I have personal knowledge of many other installations on 
the Henley wiring system which were put in 10 years ago, 
when this system was introduced, and which are perfect 
to-day, and these installations comprise a great variety of 
types of buildings embracing all sorts of conditions. For 
many years before then, lead-covered wires and cables were 
installed, and are still in use. In tunnels, cellars, and such 
places, where there is no risk of mechanical damage, unpro- 
tected lead-covered cables, large and emall, for all sort of 
amperages and pressures, have been in use for very many 
years. 

А It would be interesting to have some evidence adduced by 

W. T. Ј.'в” practical electrician of where, and under what 
eonditions, lead-covered cables or wires are reputed to fail 
in a few years. If such is not forthcoming, one can but 
assume that the statement has been made, аз are many 


others of a like nature, on mere supposition and from per- 
sonal prejudice. 


October 19th, 1921. 
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WV ae alin asks, in your issue of the 14th inst., for 
opinions on the durability of this wiring. I can tell him that 

have used it in several large buildings in Calcutta with 
complete success. These installations have been in use for 
seven years at least. In cases where trouble has occurred I 
have always found it due to failure (or omission) of the 
earthing connections. This earthing is a sine qua non 
for metal-sheathed (especially lead sheathed) systems, and is 
provided for in the I.E.E. Wiring Rules, Nos. 66 and 68. 


Teddington. А. К. Taylor, M.I.E.E. 
October 18th, 192]. 


— — 


This system properly installed forme one of the most 
durable and cheapest house wiring installations that can be 
devised. The lead casing is ordinarily incorrodible and im- 
mune from chemical and electrolytic attack, neither is it 
affected by damp or exposure to the atmosphere. 

The weak points (as with most other systems) are at the 


ends of the wires, as at the fittings, &c., and therefore suitable 
wherever these occur 


connection boxes should be provided 


Othello. 


in damp places, but they are usually not necessary in emali 
house installations. , 

Efficient bonding and earthing is a vital factor of success 
and unfortunately this is very often scamped in the smaller 
wiring installations; also a number of cases have been found 
where the wiring has been very carefuliy bonded, but n, 
connections (or very inefticient ones) have been made to earth 

In cases where this has been neglected and small leakages 
have occurred, faults have been caused by the current travel. 
ling along the lead casings to the nearest earths (usually 
damp places), and electrolytic action has thus heen set Up at 
these places (there being generally enough acid drawn from 
the building materials), the lead casings being eaten азау 
thus allowing the v.i.r. to be attacked and breakdowns caused 
The above actions can be very easily and cheaply avoided by 
careful attention to the bonding and earthing of the installs. 
tions. "These actions have been probably the cause of the 
majority of the failures that have occurred on lead Wiring 


installations. | 
ш Fred. | T, Alldread, 
London. 


October 22nd, 1921. 


Referring to the above subject, it is quite possite that the 
practical electrician referred to by '' W. Т. J.“ was quite cor. 
rect in his estimation. With regard to Mr. C. Skidmore’; 
"ten minutes’ practical thinking, it is obvi : that poi 
more than ten minutes has been given to this ушу important 
subject. Thus: (1) Lead piping used for gas lizhting is not 


subject to electrolytic action, due to stray currents. (2) If 


the G.P.O. did not take particular care to beni the lead 
sheathing to some good earth connection. the lead would 
deteriorate accordingly. (3) If particular care war not taken 
with the e.h.p. mains, the action of stray currents would 
occur. It is understood that little trouble is exverienced in 
this country from this effect, but that does not signify that 
it does not happen. 

my experience, corrosion only occurs at the points at 
which the leakage current leaves the cable, and not at tbe 
entering points; the lead being as it were carried away һу 
the current. 

G. White. 


Bendby. 
October 22nd, 1921. 


With reference to your correspondent's inquiry, having 
had considerable experience of various systems of wiring, 
would by no means condemn high-grade lead-sheathed cable 
for house wiring purposes, but would say that the sheathing 
should consist of pure lead and not be alloyed with other 
metals. 

. I have just carried out some minor repairs in a large build- 
ing in which lead-sheathed cable had been used almost 
throughout; on examination the sheathing showed no signs 
of deterioration, and the insulation test on the cable was good. 

In view of the fact that the wiring referred to was installed 
in 1903, it cannot be said that six or seven years is the life 
of lead-sheathed cable; but in my opinion solid-drawn conduit 
me high-grade v.i.r. cable are undoubtedly the most reliable 
Job. 

However, lead-sheathed eable is a good alternative, and ii 
is much easier to install than conduit; so I would advise 
W. T. J.“ to go ahead with his installation, but let him 
be sure to use high-grade material, as i$ is cheapest in the 
long run. I quite agree with Mr. О. Skidmore's observations. 


Contractor's Foreman. 
October 24th, 1921. 


Gas v. Electricity. 


We should be very pleased if any of your readers could 
supply us with information concerning the cost of running 
gas-heated furnaces for the heat-treatment of steel. 

What we desire to know is what the number of cubic feet 
of gas amounts to per pound of steel treated. | 

We have already some information upon this point, and *e 
far have found that the cost of gas heating invariably exceeds 
the cost of heating by electricity. 

There may, however, be on the market a gas furnace more 
economical than any that we have yet met with, in which 
case we should like to hear of it. 


E. P. Barfield, — 
Managing Director, 
Automatic ё Electric Furnaces, Ltd. 
London. 


October 90th, 199). 


— 


Battery Carbons. Sn 

In the “ Business Notes ” column of your issue of 2]st inst. 
vou reproduce an artele: which appeared in the T 
Standard of the 14th inst. on the subject of “ Making . 
dustry Safe." We could afford to ignore the article us 
lay contemporary, because everyone makes charitable va 
ance for the shortcomings and imaccuracies of articles the 
technical subjects in the lay Press. When, Bos the 
EtecrricaL Review gives publicity to = statement that 7 
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pocket battery trade depends upon imported small carbon 
rods, it is time we entered a protest. 

Immediately upon the outbreak of the late war we took up 
the manufacture of these small carbon rods, and achieved an 
enormous output, running into a million a week. Our 
carbons are at least as good as anything that can be im- 
ко, and our prices bear comparison with those of foreign 
goods. 

We have facilities for producing sufficient carbons to meet 
the entire home demand and providing a substantial surplus 
for export. 

Under these circumstances, you will agree that the state- 
ment appearing in the Evening Standard is quite inaccurate. 


, S. Beeton, 
Director, Morgan Crucible Co., Ltd. 
London. 
October 24th, 1921. 


[On reference to the note, it will be seen that we said 
the secretary of the Electrical Importers’ and Traders’ Asso- 
ciation was credited witb the remarks in question; and the 
later quotation on the same subject emanated directly from 
a Committee of the London Chamber of Commerce, not from 
the Evening Standard. It is part of our duty to acquaint 
our readers with public statements which are of vital im- 
portance to their interests, and to enable them to refute in- 
accuracies; and we are glad to know that British manu- 
facturers are so well equipped to cope with the demand for 
battery carbons.~-Eps. Exec. REv.] 


Keeping in Touch with Consumers. | | 


In your issue of the 14th inst. an article on Increased 
Revenue from Small Consumers appears under the nom de 
plume of Interested. in which the writer refers to the want 
of interest which is too often shown by electricity supply 
undertakings in their consumers when once they have been 
connected to their mains. We think, however, we can claim 
that this stigma does not apply to this company. К 

We have for some time past recognised the necessity of 
“ introducing '" ourselves to our new customers, and after 
allowing them three or four weeks in which to settle down, 
we send them a suitable letter of inquiry trusting the supply 
is giving them every satisfaction, reminding them of the 
possiblities of electricity for heating and cooking purposes 
as well as for lighting, and euggesting that our representative 
would call if desired. 

We have found that this inquiry frequently brings а re- 
sponse, often leading to further business, and we cannot but 
feel that it has the effect of creating the impression in the 
mind of the new consumer that his interests are to some 
extent at least the concern of the supply authority. 

E. G. Nicholson, 
| Secretary, 
Woking. The Woking Electric Supply Co., Lid. 
October 18th, 1921. 


[Many letters, received too late, are unavoidably deferred 
to a later issue.—Eps. Exec. Rev.] 


BUSINESS NOTES. 


Bankruptcy Proceedings.—EnNEsT Epwanp Матневѕ, 10c, 
Hign Street, Doncaster, Yorkshire, electrical engineer. Ihe 
puunc examination of this debtor was held on October 20th 
at the County Court Hall, Bank Street, Shettield. ‘Lhe rank- 
ing пабшие» Were returned at £084, while the assets were 
estimated to realise £384. Debtor stated that he started busi- 
ness in April, 1921, with 4150 capital, borrowed from his 


mother. 11e had never been successful ‘the examination 
was Closed. The following are creditors :— 

£ £ 
Bassett Murray . ...... 12 Rickard, Wright & Dean... .. 15 
Mrs. Sarah Ann Mathers ... . 90 Scattergood & Johnson . e. 35 
Mrs. Sarah Ann Mathers... e 190 Samuel Whitaker , EA ... 118 


Mrs. Sarah Ann Mathers... .. 199 

M. WATRINSON, Н. WATEINSON, and А. WATKINSON, trading 
as Watt & Co., 22 and 24, Palmer Koad, Shettieid, electrical 
engineers. — Lhe public examination of this debtor was held 
recently at the County Court Hall, Bank Street, Sheffield. 
The liabilities were returned at £o/U, while the assets 
amounted to £350. It appeared that the debtor Harold Wat- 
kinson commenced the business with between £4U and £00 
capital in August, 1917, and was joined by his father, 
Matthew, and his brother Arthur a few weeks aíterwards. 
They were successful until last year, but subsequently trade 
had been bad, and a number of orders had been cancelled 
&nce March last. "The failure was attributed to defective ma- 
terial and insufficient capital. | 

CHARLES PHILIP MANNERS DOWNIE, trading as and described 
in the receiving order as Philip Downie, 355a, Westborough 
Road, and 88, Ronald Park Avenue, Southend-on-Sea, Essex, 
electrical engineer and factor.—llhe application for discharge 
of this debtor was heard on October 17% at the Shire Hall, 
Chelmsford. The Deputy Official Receiver stated that a first 
and final dividend of about 4s. Yd. in the £ was expected to 
be paid on liabilities of £520. The receiving order had been 
made in May last. Debtor had traded in a small way at 
first, and then became associated with a company formed 
by his father, and he had been later pressed by the creditors 
of the company. The discharge was granted, subject to a 
визрервіоп of two years. | 

W. DRxYsDaLE, electrician, 24, Paxton Street, Barrow-in- 
Furness.—Second dividend of ls. in the £, payable at 4, 
Ranesden Square, Barrow. 

ARTHUR ERNEST BLOWER, electrical engineers’ merchant, 
lately trading as Blower & Cooper," 1, Paul's Bakehouse 
Court, Godliman Street, E.C.—The first meeting of creditors 
under this failure was held on October 25th before Mr. W. P. 
Bowyer, Senior Official Receiver, at the London Bankruptcy 
Court. The debtor, in his preliminary examination, stated 
that in September, 1917, Mr. Ashley Cooper joined him in 
the purchase of an electrical supplies business at the above 
address for £780, pavable in instalments. They carried on 
the business in partnership successfully until December, 1920, 
when Mr. Cooper, being unable to devote his whole time to it. 
retired from the partnership. А balance of £400 was then 
owing in respect of the purchase money. The debtor continued 
the business alone until last August, when he closed down 
І) consequence of the general depression and bad trade. He 
further stated that the partnership assets, which he held as 
trustee for the partnership, had depreciated in value, and he 
doubted whether they would realise more than £120, and as 
against that, £300 was still due to the vendor of the business. 


He returned his personal debts at £345, and valued his separate 
assets at £102. Lhe estate was left with the Othcial Receiver 
to be wound up in bankruptcy. 


Trade Announcements. Ma. OwEN А. WHITTAKER has 
commenced а maintenance and contracting business at 1, 
King’s Walk Chambers, Parliament Street, Nottingham, and 
he desires to receive copies of manufacturers’ catalogues. Не 
will continue to be responsible for the maintenance of the 
piants of the printing and newspaper firms for which he has 
been chief electrical engineer for the past ten years. 

THE SaALCOMBE MOTOR & ENGINEERING Co., LmTD., has 
opened a branch of its electrical department in Rock Road, 
lorquay, with Mr. W. Lawrence as manager. 

Mr. JoHN Russ has removed from Stoke Newington to 22, 
and 23, Verulam Street, Gray’s Inn Road, Holborn, E.C. 

Messrs. SIMPLEX CONDUITS, LTD., announce an alteration of 
the address of their branch at Newcastle-on-Tyne. This was 
recently at 61-65, High Bridge, but these premises have been 
closed, and the business is now being carried on at 72, St. 
Mary's Place, under the same management (Mr. A. G. 
Robson). The telephone number and telegraphic address are 
as before (Central 2615 and Simplex, Newcastle-on-Tyne "'). 


Company Liquidations.—Tue T.B.S. ELECTRICAL CONSTRUC- 
TION Co., LrD., 68, Victoria Street, Westminster, London, 
S.W.—In pursuance of the provisions of the Companies 
(Consolidation) Act, a meeting of the creditors of this com- 
pany was held on October 20th, at Winchester House, London. 
Е.С. The chair was occupied by Mr. F. Clifford Goodman, 
С.А., who had been appointed to act as the liquidator in the 
voluntary liquidation of the company. | 

The Chairman said that all connected with the company 
regretted the position which had arisen. The company had 
been struggling against adversity for some little time, and 
recently a conference of the creditors was held at the Charing 
Cross Hotel. The creditors then decided to hold their handa 
for a period of six months in the hope that the company 
would turn the corner. The trading, however, had not iu- 
proved, and as a result some three weeks previously the 
shareholders passed the usual resolution in favour of volun- 
tary liquidation. Proceeding, the Chairman submitted a 
statement of affairs, which disclosed liabilities to the trade of 
£1,505, while there was a sum of £2,494 owing to the bank. 
The assets were set down at £1,259, and comprised. book 
debts, £79; stock, machinery and fittings, £925 ; and furni- 
ture, 4285. In addition, there was stationery, &c., valued 
at £62, but under a liquidation it would not realise anything. 
He was afraid that all the book debts were not good, while а 
claim which the company had to the extent of £474 was re- 
garded as bad. No value had been placed on the good will, 
although something might be obtained if the business could 
be sold as a going concern. 

In answer to a question, the Chairman stated that the bank 
held a guarantee from one of the directors of the company. 
The latter was registered in August, 1919, with & capital of 
£1,000, subsequently increased to 420.000. With regard to 
the trading of the company during the 13 months to Sep- 
tember 30th last, the sales amounted to 48,806, with a gross 
pronl | Ы E paying all the expenses, there was 
a net 1088 o ,49(. e purchases durin 
totalled £5,597. Р ше 19 montlig 
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In the course of the discussion which ensued it was stated 
that the present position of the company had been brought 
about. by the state of trade. The liquidator said he intended 
to advertise the business as & going concern in the trade 
Press. The landlord of the premises had held his hand, and 
not distrained. If a suitable tenant was found there would 
be no difficulty in sub-letting the premises. 

A suggestion was made that the creditors should be repre- 
sented in the liquidation. but eventually it was decided to 
confirm the appointment of Mr. Goodman as the liquidator 
of the company, and an informal committee was appointed 
consisting of the representatives of Messrs. Siemens Bros., 
Ltd., the English Electric and Siemens Supplies, Ltd., and 
the Mark Lane Ezpress. The following are creditors :— 


£ £ 
The Alliance Electrica! Co. 10 Mark Lane Express . 125 
Potter Bros. s de .. 45 The Field Press 888 .. 66 
B.E. Transformer Co .. 19 Our Homes and Gardens ... . 21 
Journal of the Land Agents’ So- D.P. Battery оозе . 90 
ciety ss s $us .. 20 Crow, Toogood & Co. . 20 
Scholey & Co., Ltd. s 38 F. W. Berk & Co. ... sate —. 23 
Edison Swan Electric Co. .. 45 Journal of the Ministry of Agri- 
English Electric & Siemens Sup- culture "ET e. 36 
ies, Ltd. ... ES és .. 171 Venner Time Switches . 23 
BTE Co., Ltd. ... .. 19 J. & W. B. Smith яё . 25 
Siemens Bros. 5 us .. 353 De Martins Accumulators . B8 
EvectkicaL REVIEW 248 .. 90 Huttons хе „1 
А. С. Cossor, Ltd. ... .. 11 F. S. Bennett E . 154 
Odhams, Ltd. E Bes .. 52 W. Norris & Co. . 34 


Messrs. HALL Bros. (MANCHESTER), Lrp.— Liquidation re- 
solved upon on August óth. Receiver and liquiuator: Mr. 
J. В. Atkins, 14, St. Ann’s Square, Manchester. 


PHONOPORE CONSTRUCTION Co., Ltp.—A petition for winding 


up 


has been presented to the Berkshire County Court by Mr. 


T. C. Cox, and will be heard at Windsor on November luth. 


AMPERE ELECTRICAL ENGINEERING & PuaTina Co., Lrp.— 
Meeting at the offices of Messrs. Eales & Hammond, North- 
Eastern Bank Chambers, Fowler Street, South Shields, on 
November 30th, to hear an account of the winding-up from 
the liquidator, Mr. T. L. Hammond. 

SELSON ENGINEERING Co. (FRANCE), Lrp.—Meeting of mem- 
bers November 24th at 85, Queen Victoria Street, E. C., to 
hear an account of the winding-up from the liquidator. 


Catalogues and Lists.—Messrs. FALK, STADELMANN & Co., 
Lrp., 83, 85 and 87, Farringdon Road, Е.С. 1.—Catalogue No. 


467, a fully priced and illustrated list of Efesca ’’ 


lunterns 


for gasfilled and vacuum tungsten lamps, brackets, electric 
signs, cast-iron lamp columns, and reflectors. 

Mr. Harry Moss, 82, Leeds Road, Bradford.—An illustrated 
pamphlet giving prices of Cosmos ’’ fires, irons, and kettles. 

Messrs. E. W. Farrow & Sons, 37, Berners Street, W. 1.— 
An illustrated booklet describing 50-kW `' Aster-Siemens ”' 
generating sets with voltages ranging from 20 to 550 d.c. and 
a.C. (60 cycles, 3 phase). 


Messrs, JOHN JARDINE, LrD., Deering Street, Nottingham.— 
A large well-illustrated and priced catalogue of power trans- 
mission appliances, as bearings, 
couplings, clutches, brackets and stands. 


THE *‘ ZoTOZELL " Fire Co., 11, Strand Street, Liverpool.— 


pulleys, Plummer blocks, 
Fully priced. 


A card advertising some new electric fires. 


Messrs. JOHN PHILLIPS & Co., 166, Walworth Road, S.E.17. 
—A pamphlet illustrating three commutator grinders—pillar 


type and friction driven. 


AUTOMATIC MACHINERY Co., 28, New Union Street, Ancoats, 
Manchester.—An illustrated leatlet dealing with the Right- 
way '" 10-ton pulley drawer. 

‚ THE WHOLESALE FrrrIxos Co., LTD., 23, 25, and 27, Commer- 
cial Street, E.C.1—Supplement No. E 103, an illustrated 
price list of pocket lamps, torches, dry batteries, accumu- 


Priced. 


tors, bells, &c. 


Тнк Елькїнк Iron Co., Lrp., Falkirk. N.B.—Leaflet No. 
264, describing the Falco electric cooker. 
268, giving illustrations and details of Falco ” electric fires 


and heaters. Both publications are priced. 


THE MELVIN ENGINEERING 
W.1—A leaflet setting fort 


aluminium solder. 


describing the Kohler " 
ing set. 

MATERIEL ELECTRIQUE ALEX LEFEBVRE, 9, Rue Arséne Hous- 
saye, Paris.—A price list of generating plant, motors, trans- 


KoHLER Co., Kohler (Wis.), U.S.A.—An illustrated booklet 
automatic 14-kW power and light- 


formers, and prime movers for gale. 


THe BRITISH THOMSON-HOUSTON 
Thames Street, E.C.4.—Leaflet L 20 
cribing a colour attachment for use 
- Priced. 

Messrs. Spencer-Bonecour 
Victoria Street, S.W.1.— 
catalogue of numerous ty 
boilers of standard, 
Several illustrations of these 


Co., LID., 


, 


'* squat,’ 
boilers 


are included, and the use of waste heat is dealt with. 


Messrs. Вкгхтомѕ, Wire Mills, Mussel] 

Ilustrated booklet fully describing a cr m 
nating stress testing machine, and 
operating it. 


Catalogue No. 


Co., Lrp., 5, Old Compton Street, 
h the advantages of '' Alubon ” 


À ‚ 17, Upper 
9, illustrating and des- 
with X-ray ” reflectors. 


URT, Lro., Parliament Mansions, 

Modern Steam Generation,” a 
pes of patent water-tube vertical 
launch, and high-duty patterns. 
and their applications 


Prof. Haigh’s high alter- 
including instructions for 


Attracting the Consumer.—As part of its “ cam ign " 
for educating the public in electrical matters, the 5 
Electric Co., Ltd., has issued a booklet in which the advan. 
tages of the use of electrical heating and cooking apparatu. 
in the home are attractively set forth. While its dire 
object is to popularise Magnet appliances, the booklet 
will no doubt benefit the industry in general. An excellent 
idea of the company's has been to leave the inner cover 
blank and to offer to print particulars of local electricity 
supplies and charges on 1t free of charge. 

The Electric Lamp Manufacturers’ Association concerns jt. 
self not only with the efficiency and reliability of lamps and 
the stabilisation of prices, it acts also as a direct stimulu 
to the spread of electric hghting. The publicity work under. 
taken by individual lamp firms has an indirect effect upon 
the general popularity of electric lighting, and its success led 
the Association to attempt, two years ago, to supplement it 
by a combined effort to set forth, not the advantages af any 
particular lamp, but the broad advantages of electric light and 
of the lamps which bear the hall-mark of the Associating, 
The results were so far promising, that the Association bas 
arranged for another national publicity campaign duriag tie 
season upon which we have now entered. Ihis campaign 
has two phases. One is to arrest the attention of the world 
and his wife, and to create a livelier demand for electric light 
and E.L.M.A. lamps in the home, the office, the factory, and 
the public building. The second is to invite the active x 
operation of the electrical trade. In pursuit of the first 
phase the newspaper and general Press is being utilised; and 
for the second phase the trade and technical journals furm 
the first line of approach. Series of advertisements have 
been arranged in London daily and evening papers, and in 
provincial daily and weekly newspapers and in the specialis 
Press. The type of advertisement will, of course, be adapted 
to the class of user reached by each medium of publicity. A 
campaign on such an extensive scale should lead to & matenal 
increase in the demand for E.L.M.A. lamps, and doubtless 
the wholesale and retail electrical trade will be ready to 
satisfy that demand immediately it arises. Increased sales 
of lamps should also bring an augmented demand for re 
flectors and fittings, for numerous accessories, and for instal- 
lation work in general. | D 

Manufacturers’ Conference.—It is announced in the daily 
Press that the National Union of Manufacturers will hold a 
conference on Tuesday afternoon, November Ist, at the 
Cutlers’ Hall, Sheffield, Mr. George Terrell, M.P., presiding. 


Lead.—Messrs. James Forster & Co. report (October 
22nd) :—‘‘ The position is decidedly interesting. Germany has 
lately bought a large quantity of lead, which has diverted 
much of our supplies both from Spain and from Burma. 
With the mark at over 600 to the £, it is difficult to beheve 


- that she is buying this lead for export in sheets, pipe and 


cables, as one authority asserts. Is it due io premature 
fears of the result of the Silesian settlement? Fears which 
may have no foundation, in fact, as the published deti 
rather suggests. The result is short arrivals here and a nu 
on warehouse lead, the stocks of which have been greath 
depleted. Short supplies seem to be assured for the tur 
being, but, on the other hand, there is no improvement m 
the position here—neither the domestic nor the electrici 
trades are better, indeed we hear of consumers with stocked 
warehouses of both sheet and pipe unsold who are still mant 
facturing to keep their men employed.“ | 
Copper and Lead Prices.—Messrs. Е. Smith & Со. er 
(October 26th): Copper (electrolytic) bars £74 10s., 10s. 
crease; ditto sheets, no change; ditto wire rods, £90 10s.. 
decrease; ditto H.C. wire, 10 15/16d., 1/16d. decrease. 
Messrs, James & Shakespeare report (October 96th) : in 
bars (best selected), sheet, and rod, £101, £2 decrease; Eng 
pig lead, £25, 58. increase. | | 
Patent Applications.—Application has been made for bi 
restoration of patent No. 12,709 of1912 for ''Improvemer 
in telegraphic photography ” granted to Curt Stille. " 
A petition for the extension of the term of patent No. 5- 
of 1906 for ‘‘ Improvements in alternating-current 9 5 
electric machines, and patent No. 15,711 of 1906 for a 
provements in windings for alternating-currení шае. 
tric machines," both granted to Louis John Hunt D d 
Sandycroft Foundry Co., Ltd., will be heard by Mr. 90 
Sargant in the High Court on December 14th. eer 
Cable Requirements and Unemployment.—1he A27 
Joint 18 Council for the Cable Making Industry i 
issued а circular letter to municipal electricity comm A 
pointing out that the lack of orders has caused serions | 
employment in the industry. It is requested, hagan {н 
future extensions shall be considered immediately ап pecon? 
placed, instead of being held over until the extensions 
urgent. | n Legation 
Duty-Free Imports in Brazil.—The Norwegian en m 
at Rio de Janeiro reports that Brazil has exempte f hydro 
port duties machinery and plant for the production о a eke. 
electric power, electric locomotives, electric automo en dint 
tric motors, electric machinery and parts thereof, 15 a 
those for sub-stations for the transmission of power ie 
terial for the transmission and distribution po erating 
same concessions will be made for plant for steam Е 
stations using coal or fuel oil of national origin. 
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The Export Trade Facilities Bill.— The Trade Facilities 
Bill, introduced in the House of Commons last week by the 
Prime Minister, is described as a Bill to authorise the Trea- 
sury to guarantee the payment of loans to be applied towards 
the carrying out of capital undertakings, or in the purchase 
of articles manufactured in the United Kingdom required for 
ihe purposes of any such undertakings, and to amend the 
Overseas Trade (Credits and Insurance) Act, 1920, and the 
Overseas Trade (Credits and Insurance) Amendment Act, 
1921. It provides as follows (among other things) :— 

If the Treasury are satisfied that the proceeds of any loan 
proposed to be raised, whether within or without the United 
Kingdom, by any Government, any public authority, or any 
corporation or other body of persons, are to be applied to- 
wards or in connection with the carrying out of any capital 
undertaking, or in, or in connection with, the purchase of 
articles manufactured in the United Kingdom required, for 
the purposes of any such undertaking, and that the applica- 
tion of the loan in the manner proposed is calculated to pro- 
mote employment in the United Kingdom, the Treasury may, 
subject to the provisions of this section, guarantee in such 
manner &nd form and on such terms and conditions as they 
think proper the payment of the interest and principal of 
the loan or of either interest or principul—provided that the 
aggregate capital amount of the loans, the principal or in- 
terest of which is guaranteed under this section, shall not 
exceed the sum of 425, 000, 000. 

No guarantee will be given by the Treasury under this 
section after the expiration of 19 months from the commence- 
ment of the Act. 

A Local Exaibition.—4Another local exhibition of domestic 
electrical appliances, of the Kind wnich 18 doing а great deal 
to acquaint the public with the advantages 01 electricity, 18 
being neid at Harrow during the present week. It has been 
arranged at the Station Koad hinema by Mesars. Symper and 
Eversned, electrical contractors, with the co-operation of the 
General Electric Co., Ltd., and large crowds are being at- 
tracted to the show vy means of extensive local advertising. 

Ihe usual range ot domestic apparatus is present, and in 
addition there are several more spectacular devices without 
which no popular electrical dispiay would be complete. 
Among these are a representation of a burning building 
" worked by means of a screen revolving round an elec- 
tric lamp. Inere are one or two colour changing signs on 
the same principle, and interest is also attracted ру а ашап 
portable X-ray set which is used to send a long arc between a 
pair of electrodes. Ihe centre of the hall is occupied by a 
large stand upon which are arranged irons, bowl hres, kettles, 
pocket lamps, lighting fittings, &c., as well as samples of 
telephone sets. Опе side of the buliding is taken up by re- 
presentations of furnished rooms. A local firm has furnished 
these, and the G. E. C. has supplied the electrical tttings 
and appliances. 

In the entrance hall demonstrations are being given of a 
"Time-Saver " washing machine, and in a corridor are 
numerous lighting fittings, shades, bowls, &c. By arrange- 
ment with the proprietors of an adjacent kinema, a fim 
showing the manufacture of Osram lamps is being run 
concurrently with the exhibition. Refreshments are pro- 
vided at an electric buffet, and an orchestra is present to 
enliven proceedings. Mr. J. W. Beauchamp has promised to 
deliver one or two lectures during the week. 

Кайнау biectrincatsion.—in tne House of Commons on 
Octover z4ui, Colonel Newman asked tue resident of the 
Board of 1rade wuether he wus aware that the eiectrincation 
of the suburban poruons of the trunk Lneg leading out of 
London waa urgentiy needed, but was hung up owiug to the 
inabiuty of the companies to raise the necessary capital; and 
Would he say if a railway company would be eligible tor a 
grant to carry out such work under the terms ot the ‘irade 
Facilities bili? Sir Kobert Horne repued that the electriti- 
cation was postponed, not because the companies could not 
гање the necessary capital, but because present prices ren- 
dered the work unremunerative. ‘Lhese schemes would come 
Within the scope of the ‘Lrade Facilities Bill.—4'inancier. 

Annual Social.—Members of the Blackpool Electricity and 
Tramway kmployés’ Institute held their annual social on 
October 20th, Mr. C. Furness, general manager, presiding. 
The Lumb silver Cup for inter-departmental competition was 
Won by the E. & T. team. 

A Works Souvemr.—Messrs. A. Reyrolle & Co., Ltd., 
Hebburn-on-lyne, have recently published an illustrated 
Souvenir of a Visit to Hebburn.'" his contains some good 
illustrations of the firm's works and products. 


For Sale.—Messrs. A. Goodman, Sons, Pollard & Bray- 
rook are instructed by the liquidator to invite ohers for the 
Whole of the undertaking of the I. B. S. Electrical Co., Ltd. 
(in liquidation), Including the right to use the naine, certain 
Concessionary rights, stock, «c. 

Wigan Borough Council Electricity Department invites 
offers for four Willans & Robinson compound engines, coupled 
to G.E.C. generators, and three Belliss & Morcom triple ex- 
Рапыоп engines, coupled to Dick, kerr generators. 

Fuller, Horsey, Sons & Cassell will offer by auction on 
Aovember 8th, at Edmonton, surplus plant and machinery 
including generating sets, motors, &c. 

(For full particulars see our advertisement pages to-day.! 


Tramwaymen's Wages Reduction.—In accordance with 
the agreement adopted by the Joint Industrial Council for a 
sliding scale based on the cost of living, tramway workers, 
nationally, from the first full pay period in November will 
have their wages reduced as follows: Employés aged 18 and 
over by a further 2s. per week, making a total reduction of 
5s. рег week; employés under 18 by a further ls., making a 
total reduction of 9s, 6d. per week. These reductions, which 
are based on the latest index figure of 110, will apply to all 
tramway authorities who have given full effect to the decision 
of the Industrial Council regarding wages.—Morning Post. 


Glasgow Hiring-out Scheme.— The Falkirk Iron Co., 
Ltd., informs us that the Glasgow Corporation has ordered 
over 100 Falco cookers for its apparatus hiring-out 
scheme; further orders are anticipated from this source. 


The Engineers’ Ballot.—A joint conference of the Unions 
affected by the engineering dispute is to be held in London 
to-day (Friday) to receive the result of the ballot. The 
question at issue is the withdrawal of the 12} per cent. bonus. 
The employers have offered to effect the withdrawal in three 
stages—on November Ist, December Ist, and January Ist se- 
spectively. In the event of the terms being rejected, the men 
will be locked out from next Tuesday—November Ist. Pre- 
sent indications, however, are that the terms will be ac- 
cepted. The voting in the North is said to show a consider- 
able majority for acceptance, but a feature of the ballot is 
the large number of abstentions both in the engineering shops 
and in the shipyards.—Morning Post. 


Birmingham Footballers.—Two of Mr. George Ellison's 
employes, Messrs. Smith and Spate, have been selected to 
represent the Birmingham and District Works Amateur Foot- 
bail Association in their match against the Victoria League 
on November óth. Mr. Smith will captain the team. 


Book Notices.—'' The Choice of Motors for Industrial 
Work; mau Motor Applicauons," o4 pp. ‘LYatlord Fark, 
Manchester:  Mewopoutan-Vickers — Electrical Co., Ltd. 
(Special Fublication (009/2.)—4 his uselul Шие handbook 18 
designed for the use of those Who, with Шие or no electrical 
traluing, contemplate the employment of motors ш ther 
estabisnimenis. As а preliminary the characteristics und con- 
struction ol the several types of electric motor are described 
ш sulucient deall. PDlaglalus explaining wingings, and curves 
of periormance are given tor each type. uewods of com- 
риш the size of motor required are supply expiained, und 
such points аз Mounting, speed, voltage, power factor, &c., 
are рпепу dealt with. A number оі appüucations of motors 
for various industrial purposes are illustrated. 

Statement respecung the Kelauon ot Water Power to 
Canada s Fuel Problems, prepared by the Donnnion Water 
Power Brauch, Department ot the Interior.—'luis publication 
has been prepared to show the necessity for the rullest use 
of water power in view of the high cost of coal and uncer- 
tainty qf supplies. Statistics of outputs and fuel consumption 
in various countries reveal surprising inetliciencies, but it is 
gratuying to see that Great brituin appears in a compara- 
tively favourable light in this respect. Ihe financial saving 
eflected by the use of hydro-electric power 18 Ulustrated Dy а 
nuinber of concrete examples. | 

" General Physics and its Application to Industry and 
Everyday Life," by E. S. Ferry. Рр. xvi-c 732, Пиз. 291. 
London: Chapman & Hall, Ltd. Price 24s. net. 

Science Abstracts A. & B." Vol XXIV, Part 9. Septem- 
ber 3Uth, 1921. London: E. & F. N. Spon, Ltd. Price 
2s. 6d. each. 

We have received the first part of Cassell's Practical 
Metal Worker," which is to be completed in 24 fortnightly 
parts, published at 1s. net. ‘The work, which is to be written 
by experts and well illustrated, will be a comprehensive 
guide to the working of metal. 

Blue Printing and Modern Plan Copying,” by B. J. Hall. 
Pp. 1x+130, figs. 62. Price 6s. net. Factory Administra- 
tion in Practice," by W. J. Hiscox.. Pp. x + 211; 68 figs. 
Price 8s. 6d. net. London: Sir I. Pitman & Sons, Ltd. 

“ Finsbury Technical College and Old Students’ Magazine,” 
Vol. IY, No. 2, October, 1921. London: The College. Price 
28. 6d. (free to members).—Containing reports of meetings, 
and notes of interest to old students. 

"Journal of the American Institute of Electrical Engi- 
neers,” Vol. XL, No. 10, October, 1921. New York: The In- 
stitute. Price $1. 


British Empire Rubber.—The Secretary of State for the 
Colonies has appointed a committee to report upon the pre- 
sent situation with regard to rubber in the British Empire. 
The committee is asked for suggestions for Improving exist- 
ing conditions. The chairman is Sir James Stevenson 
Adviser to the Colonial Secretary, and among the members is 
the chairman of the Rubber Growers’ Association, Sir Stanley 

ols. 


New Works in Canada.—The Eugene F. Phillips Elec- 
trical Co., Ltd., a large manufacturer of copper electric wire 
announces that it will erect a plant at Brockville at a cost of 
$3,000,000, utilising 3,000 e.h.p., and employing 600 hands. 
The Semet Solvay Co. plans to erect a gas and coke oven 
plant at Hamilton next spring at a cost also of $3,000,000.— 
Reuter's Trade Service. T 
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German Subterfuges.—Melbourne Customs officials de- 
clare that German manufacturers are unsuccessfully trying 
all sorts of subterfuges to circumvent the Customs and place 
goods on the Australian market.—Financial Timea. 


Porcelain Insulators in Finland.—The Arabia Porplins 
fabrik A.B., of Helsingfors, has just brought into operation 
plant for the testing of high-pressure insulators up to 300,000 
volts. 


Trade Conditions in South Africa.—The general managers 
of the Standard Bank of South Africa report that there is 
some improvement in the demand for electrical goods, and 
prices are unchanged. Mining material and machinery busi- 
ness is restricted and prices tend down ward.—RHeuter's Trade 
Service (Cape Town), October 24th. 


Ability in Industry.—The fifth of the series of industrial 
lectures organised by the Industrial League and Council will 
be given at Caxton Hall, S.W.1, on Wednesday evening, 
November 2nd, at 7.30 p.m., when the lecturer will be Mr. 
E. C. de Segundo, A. M. I. C. E., who will speak on Ability 
as з Factor in the Production of Wealth.” 


Machinery Import Exemptions in Ecuador.—The Govern- 
ment of Ecuador has passed a law exempting the import of 
all raw materials and machinery from duties and taxes in 
an effort to attract manufacturing enterprises and foreign 
capital.—Reuter's Trade Service. 


Trade Revival?—The Financial Times quotes Mr. Hugo 
Hirst, managing director of the General Electric Co., Ltd., as 
saying that so far as the engineering trades were concerned 
he was of opinion that if only foreign buyers would take full 
advantage of the benefits under the Government credit 
scheme a considerable industrial revival might take place. 
The task of supplying material for such work as building 
new railways would give employment to large numbers and 
would result in the re-employment of many hands who weie 
at present stood down. 


Chinese Notes.—The electricity and waterworks in Hai- 
chow will be under the management of the Haichow muni- 
cipal administration. 
| The Liyang Telephone Co., of Liyang, Kiangsu, proposes 
to install telephone wires as far as Nantu. The Ministry of 
Communications has given its approval. 

The Ministry of Communications has registered the Chou- 
chen Telephone Co., of Chouchen, Shantung. | 

It is reported that General Chen Chung-ming has decided to 
install wireless plants in Wuchow and Canton. 


Lantern Slides.—Messrs. E. Bennis & Co., Ltd., have a 
large number of lantern slides of mechanical stokers and coal 
and ash elevating and conveying plant available for lecture 
purposes. Those interested can obtain a booklet giving parti- 
81 from the company at 28, Victoria Street, London, 


LIGHTING AND POWER NOTES. 


. Blackburn.—O»rrNiNG or New SrarioN.—The new generat- 
ing station at Whitebirk (described in our last issue) 
was formally opened by Lord Derby on October 918% 
It has cost the town £850,000, 
pressed the opinion that the investment was a good 
one. Over 150 guests from all parts of the North were con- 
veyed by special train from Blackburn to the new works at 
Whitebirk, where a tour of inspection was made, in the course 
of which Lord Derby started the first set. His lordship was 
presented with a silver casket, appropriately inscribed, from 
the contractors, in commemoration of the event, the gift being 
presented by Sir Charles Ellis. chairman of the English 
Electric Co. Among those present were Mr. P. P. Wheel- 
wright, the borough electrical engineer, to whose design the 
construction of the works was carried out; Sir Charles Ellis, 
G.B.E., K.C.B., and Mr. P. J. Pybus, managing director, 
representing the English Electrie Co. Mr. J. Meadowcroft. 
J.P., said that when ‘completed the station would be one of 
the largest and most efficient in the country, and would be a 
lasting credit to the town, and particularly to the Electrical 


and Lord Derby ex- 


Engineer. Lord Derby said that Blackburn had set a good 
example. They had had the best of everything, and it 


would be the cheapest in the end. 

The English Electric Co., Ltd., distributed a handsome sou- 
venir booklet, to those present at the ceremony, embodving 
a description of the plant and a number of views of the station. 


Bradford. Vans WORKING.— An abstract of ACCC 8 
the year ended March 31«t, 1921, and the annual d P 
the Electricity Committee of the City of Bradford electricity 
suppiy undertaking (of which Mr. Thomas Roles is engineer 
and manager) show that the output proved to be 55,683,518 
kWh, the greatest recorded in the history of the department. 
being 6,387,451 kWh in excess of the output for the year ended 
March, 1920. ` 


Bulk supply increased by 9,576,556 to 25,477,916 kWh; 


private lighting by 906,559 to 4,772,329 kWh; domestic supply 
by 520,639 to 1,717,608 kWh; power and heating by 66; 146 
to 10,394,792 kWh; public lighting by 5,057 to 117,399 kWh) 
and tramway supply by 1,690,594 to 13,203,480 kWh. 

The income of the department from all sources for the 
year was £435,692, this sum being £106,459 more than for the 
preceding financial year. The working expenses totalled 
£331,972, an increase of £86,708. The gross protit amounted 
to £103,720; interest and sinking-fund charges absorbed 
£93,117, leaving a surplus on the year’s working of £10.68 
as compared with a deficit of £3,419 for the preceding twelve 
months. 

The number of consumers increased by 1,283 to 7,712, and 
the b.h.p. of motors from 32,516 to 37,001. The capacity of 
the plant rose from 18,150 to 28,390 kW, and the cost was 
1.779d. (including capital charges), and the average price 
obtained was 1.78d. per kWh sold. 

‘The completion of certain items of extension which hava 
been in progress for some time at the generating station i 
recorded; the first of the 12,000 kW turbo-alternators (No. 5j 
was put into commission in September, 1920, and has since 
been in practically continuous service with highly satisfactory 
results, not only as regards its operation, but from the point 
of view of coal economy. The erection of the second 19,00). W 
turbo-alternator is now practically finished, and it is hoped 
that the plant will be in service in time to assist in carrying 
the coming winter's load. 

A third turbo-alternator of about 12,000 or 15,000 kW rating 
will eventually be installed, and an order was placed last 
October with Messrs. Babcock & Wilcox, Ltd., for a new boiler 
house and equipment. The contract comprises, in addition to 
the buildings, four water-tube boilers of marine type of large 
size, complete with superheaters, travelling grate stokers, 
and economisers, feed pumps, coal-handling plant, and piping 
system. The design of this boiler house incorporates the ven 
latest features in connection, with boiler-house practice: it 
is not anticipated that the work will be completed before the 
summer of next year, but the department is not likely to be 
inconvenienced to any great extent by this delay. The eb. 
switchgear at the Valley Road works is in course of extension 
to provide for the control of additional feeders to different 
parts of the City. The new gear is of the totally-enclosed 
ironclad type manufactured by Messrs. A. Reyrolle & Co., Ltd. 

ELECTRICITY SUPPLY EXTENSIONS.—The Electricity Committee 
has decided to supply electricity to the Idle and Thackley 
districts at an estimated cost of £91,800, and to Clayton, 
particulars of which are not yet to hand. The object of the 
scheme is to provide work for the unemployed. 


Brierfield.—INcREAsED CHARGES.—The Urban District Coun- 
cil has decided to increase the charges for electricity by M. 
per unit for lighting and 3d. per unit for power, to date frow 
the September quarter. | 


Canada.—Toronto.—The report of the Toronto Electric 
Commissioners upon their department for the year ended 
December 31st last shows that the total receipts amounted 
$3,100,847, an increase of 25.8 per cent. The cost of the 
bulk supply from the Hydro-Electric Power Commission d 
Ontario, was $974,828, and operating costs, depreciation, 
improvement charges, &c., $988,748, making a total expend: 
ture of $1,963,576. Of the gross balance, 51.187, 270, capital 
charges absorbed $1,064,543, leaving a net balance of $122.12. 
Тһе general manager (Mr. Н. Н. Couzens) states that the 
connected load increased by over 18,500 h.p. and the energy 
consumption by over 34,000,000 kWh. 


China.—ELrECTRICAL | UNDERTAKINGS.—Subscriptions have 
been raised in Weihsien and Fengtze (Shantung) for the Pu 
pose of installing an electric supply in these districts. 17 
has been purchased, premises erected, and machinery ordere 
from abroad. | a Yue 

The Yungting Hydro-Electric Co., organised by Yu | 
tang. recently petitioned the Ministry of Agriculture т 
Commerce and the Ministry of Communications for reg! 
tion. 


Derry.—RzpvcEpD CHanGEs.—The Corporation has dents 
to reduce the charges for electricity by 25 per cent., К rt: 
basic rate for long-hour lighting, and 18 per cent. for sho 
hour lighting. 


aken 
have 
the 


Emsworth.—E:rcrriciry SuprLY.—Steps аге being | 
to provide the district with electricity, and negotiations | 
been opened with the Portsmouth Corporation for laying 
cables and distributing electricity. 


Э e 
Electricity District.—SocTH-East Laxcasuinr.—We hn 


received very full details of the scheme for the reorgam о 
of the supply of electricity in the above-named area aba 
has been submitted to the Electricity Commissioners ОП the 
of the local authorities and companies that are ee 
scheme. We hope to outline the scheme in our КҮ 
Copies of the scheme, at the price of 5s. each, are hall Man: 
from Mr. A. H. Banks, secretary pro tem., Town Ha 
chester. 


. In i] for 
Faversham.—T.oan.—The Town Council has f plant 
sanction to borrow £1,000 to meet the cost of a Petter 
installed at the electricity works. 


Vol. 89. No. 2,292, Остовкв 28, 1921] THE ELECTRICAL REVIEW. | 671 


Hornsey.—ExTENSIONS.—4£20,000 is to be spent on electri- 
city undertaking developments. 


Huddersfield.— LOAN.— The Electricity Committee is ap- 
plying to the Electricity Commissioners for sanction to the 
borrowing of £100,000 for mains extensions, &c. 


Leominster.—MaxiMUM  CHanGEs.—The Rural District 
Council has consented to the following charges being inserted 
in the Order applied for by the Hereford Town Council for 
the rural area: Quarters ending March 31st and December 315%, 
any amount up to 15 units, 17s. 6d., and Is. 2d. per unit over 
15; quarters ending June 30th and September 30th, up to 
10 units, lis. 8d., and 18. 2d. per unit over 10. 


Llandrindod Wells.—Prick RrEvisioN.— The Ministry of 
Transport has made an Order empowering the Electric Light 
Co. to charge for a period of ten years a maximum of 1s. 2d. 
per unit, with a minimum charge for the winter quarters for 
10 units or less. | 


Londonderry.—ProvoseD Prick Repuction.—Having regard 
to the satisfactory position of the electricity undertaking, the 
Corporation electrical engineer recommends that when the 
shipyard tariff is brought into line with the charges to other 
consumers а general reduction should be made. In some cases 
the proposed reduction will amount to as much as 37 per ceat. 


Oldham.—loan.—The Electricity Committee has decided 
to apply to the Electricity: Commissioners for additional bor- 
rowing powers to cover an over-expenditure of £6,382. The 
total expenditure on mains up to March, 1920, and during 
the year 1920-21 was £60,482. 


Rugby MNA TRADING Protest.—The Local Building 
Trades Employers' Association has written to the Urban 
Council complaining that the electricity department competes 
with contractors for the installation of lighting systems and 
plant on private property, which it is contended is ilegal. The 
matter has been referred to the Electricity Committee, and 
the Association has been asked to particularise cases of allege] 
municipal trading. | 


Salford.—New Station.—The Electricity Committee reports 
that the scheme for the erection of a new power station at 
Agecroft is not yet ready for submission, but it recommends 
the expenditure of a further £10,000 upon the preparation of 
the site, as a means of absorbing unemployed labour. 


Stoke-on:Trent.—Loan.—The Electricity Committee has 
applied to the Electricity Commissioners for sanction to bor- 
row £20,000 for mains extensions and £10,000 for transformers, 
switchgear, and equipment, to be expended within the next 
two or three years. | | 


Skegness.— ELECTRIC LIGHT SCHEME ABANDONED.—The Town 
Council has decided not to take any further steps in the matter 
of providing electricity for the town. According to Mr. С. Н. 
Wordingham, an effective scheme would cost £40,000, and аз 
the town’s outstanding debt is already - £102,000, it was con- 
&dered inadvisable to proceed further. 


Southport.—PnicE Repuction.—The Electricity Committee 
has decided to reduce the charges for electricity by 25 per 
cent. This is the outcome of the installation of new plant, 
by which a saving of 30 per cent. will be effected in the 
consumption of coal. | 


South Shields.—Nrw PraNT.—On October 19th a new gene- 
rating set was started up at the Corporation electricity works. 
This consists of a Metropolitan-Vickers 3,000 r.p.m. impulse 
turbine direct coupled to a 3,000-k W „ 9-phase, 50-cycle, 2,250- 

generator with exciter mounted on an extension of the main 
shaft. The air and extraction pumps are driven by a 26-h.p., 
990-V, d.c. motor running at 1,410 r.p.m. The condenser 
water is circulated by a -h. p. variable-speed motor coupled 
to а centrifugal pump capable of dealing with 192,000 gallons 
per hour. 

A 1. O0 0 -K W. 6-phase rotary converter has been installed. 
which will convert the supply to d.c. at from 500 to 550 V 
for traction purposes. In conjunction with this a 1,100-kVA 
transformer has been installed. The circulating water culverts 
are designed to deal with 1,250,000 gallons per hour, and about 
290 tons of concrete was used in their construction. 


Swansea, —CouNTERACTING. ExTRAVAGANCE.— Tlie Council has 
approved a recommiendation of the Electricity Committee that 
the weekly pavment for electricity used in the Corporation 
workmen's dwellings should be increased from Is. to ls. 6d., 

ab meters be installed, that the Corporation should pay for 
the initial cost of lamps only, and that any consumer using 
more than 100 units per annum should pay the ordinary rates. 
The reason given for the recommendations was that the con- 
sumers were not using electricity economically. 


Teignmouth.—-ErrcrRiCity SUPPLY ScHEME.—A meeting was 
recently held to explain the electricitv supply proposals and 
the formation of a company was decided upon. A small com- 
mittee was formed to take the necessary steps. 


.Ystradgynlais. PuncHasE or UNDERTAKING.— The Urban 
istrict Council has decided to purchase the Glantawe electric 
supply works at & cost of £18,000, and application has been 
made to the Electricity Commissioners for a Provisional Order. 


TRAMWAY AND RAILWAY NOTES. 


Bradford. TEAK RENEWALS.—In order to provide work 
for the unemployed, the Tramway Committee has decided 
to re-lay the Eccleshill line from Idle road to the terminus, 
at an estimated cost of £16,623, and the Wyke tramway near 
Odsal 'l'op, at a cost of £9,523. 

Edinburgh.—Repucep Fares.—The Council has decided to 
introduce lower fares on the various tramway routes in the 
city. The new fares are expected to be in operation within a 
few days. ; А 

TRACK RENEWAL.—A portion of the Portobello track is to 
be renewed at а cost of 454, 000, in order to provide work 
for the unemployed. 

Halifax.— I 'RAMWAY IMPROVEMENTS.—The Tramway Com- 
mittee proposes to construct an additional loop near the 
Cavendish Hotel, between Catherine Slack and Ambler Thorn, 
at a cost of £1,000. | 

Huddersfield.—Tramway ExrTENSIONS.—The Town Council 
has decided to proceed with the construction of a portion of 
the new tramway route to Brighouse. lt is estimated that 
the scheme will provide work for 400 men. 

London.—PrRoposep UNDERGROUND ÉEXTENSIONS.—Ac- 
cording to the Daily Mail, extensions involving the expendi- 
ture of about 48, 000, 000 are contemplated by the Under- 
ground Railway Companies. The proposals include the re- 
construction of the City and South London Hailway, the 
building of a surface line from Golder's Green to Edgware, 
and one or two linking-up schemes. | 

TRAMWAY EXTENSION.—The London County Council tram- 
way Service 35 has been extended along the whole length of 
Holloway Road, terminating at Highgate. | | 

Middlesbrough.—New Track.—A double tramway track is 
to be laid along Stockton road from the Middlesbrough boun- 
dary to the old river bridge, at an estimated cost of 419,500. 


Newcastle.— UNEMPLOYMENT  lRELiEF.—Discussing measures 
for relieving unemployment in the district, the chairman ot 
the ‘Lransport and Electricity Committee stated recently that 
it was expected that the rails for the Barras Bridge-Gateshead 
extension would be delivered 1п the course of a month. 
The Committee had been given to understand that the Gos- 
forth Light Railway Order had been approved, and it had 
been decided, theretore, to proceed with the work in antici- 
pation of the receipt of the Order. | | 

The preliminary work in connection with the extension of 
the Вукег car sheds was also to be commenced forthwith. 


Salford.—Yr4u's Working.—The report of the general 
manager of the Corporation tramways (Mr. G. W. Holford) 
tor the year ended March 3lst, 1921, records receipts amount- 
ing to £542,747, as against £495,025 in the previous year. 
Working expenditure amounted to £426,284, as compared 
with £375,497, leaving a gross profit of £116,463 (£119,528). 
The payment of all capital charges left а net profit of £17,035, 
a considerable decline from the profit of 537,610 made in the 
preceding year, when £20,000 was contributed towards rate 
relief. Ihe number of passengers carried fell from 80,587,359 
to 75,142,501, although there was an increase in the car miles 
run from 5,961,197 to 6,019,067. 

South Shields, —Yrai's WonkiNcG.—The total revenue of the 
tramway department for the past financial year was £102,086, 
as compared with £76,301 in 191920. Working expenses 
amounted to £98,705, as against. £71,224, leaving a gross profit 
of £3,373 (£5,077). After the payment of capital charges, the 
net result was a profit of £549. The surplus was due to in- 
creased fares put into force during the year, a debit balance 
of nearly 40, 000 having been anticipated prior to the jin- 
creases. The charge for power was increased from 14d. to 
244. per kWh. There was a loss on the omnibus services. 


United States.—New ELECTRIC RaiLway.—The Dallas Rail- 
way Co., of Dallas, Tex., is completing plans for the con- 
struction of an addition to its interurban railroad system 
from Dallas to Terrell, Tex., a distance of about 30 miles, 
estimated to cost 51, 800.000, including rails, line equipment, 
electric stations, electrical and mechanical apparatus. Nearly 
all of the right-of-way has been obtained and orders for ma- 


- 


terials are being placed. 

The city of Rochester, N.Y., is planning to build a fourteen 
mile rapid transit and industrial electric railway 1n the aban- 
doned bed of the Erie canal. The cost of the project is to ex- 
ceed $4,000,000.—Railway Review. 


—————— ——— 
_————— 


TELEGRAPH AND TELEPHONE NOTES. 


Australia. —Loxa-RANGE WinELESS.—In his address at the 
annual meeting of shareholders in Amalgamated Wireless 
(Australasia), Ltd., Sir Thomas Hughes, chairman of the 
directorate, reminded his hearers that the company had placed 
before the Federal Government an offer to provide a direct 
commercial wireless service between Australia and England 
and to extend that service locally so that each State would 
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j id, had 
ive equal advantages from it. That offer, he said, 

‚А 1 ти considered by the F'ederal 5 ah 
owing to the English scheme the Federal 5 | 
not proceed with the company's. They had learne Sun 
that there was considerable doubt whether the Englis 
scheme would ever be completed because there were so many 
objections to it. From the Australian point of view, con- 
tinued Sir Thomas Hughes, the scheme appeared to be quite 
unsuitable because every message between Australia and Eng- 
land would have to pass over & chain of five stations, which 


introduced five points of weakness, and adding to the ex- 


nse. The cost of every message would have to be divided 
ке five stations. The committee itself had estimated that 
Australia would lose a large sum рег annum on this 
scheme. He understood that neither the British Admiralty, 
the War Office, nor the Air Ministry had been consulted in 
reference to that committee and its scheme, and furthermore, 
it was a fact that the committee was formed, and made its 
report without reference to any of the Dominions. He 
claimed that the experimental work which the company had 
done in Australia during the past few years had proved be- 
yond а doubt that it was possible to have direct wireless 
communication between Australia and any other part of the 
world, and that the only logical application of such knowledge 
was to erect а high power main overseas station, with local 
or feeder stations at each capital, to work directly with the 
main trunk station. Such a scheme the company was pre- 
pared to carry out, and to finance, either entirely on its own 
account, or in conjunction with the Federal Government. 
The company was in a position to supply one of the greatest 
needs Australia had ever felt, and to сЁег reasonable pro- 
spects of а good return on the capital needed for the purpose. 
Furthermore, the company hoped to be able to conduct the 
services at reduced rates. 

Belgium.—WikeLess Train CoNTROL.—The Belgian Nord 

ailway Co. is experimenting with a new signal system by 
which the chief of the train service organisation communicates 
with the signal cabins by wireless telephone.—The Times. 


Night Telegraph Service.—The Newspaper Conference, 
representing the Fress of the United Kingdom outside London, 
has adopted the subjoined resolution: Ihat in the view 
of the Newspaper Conference the strongest protest should be 
made in the public interest against what is obviously the policy 
of the Post Office to cease the all-night telegraph service in 
various provincial towns. The conference ів of opinion that 
this restriction, or the attempt to exact a special payment to 
prevent it, is contrary to the spirit of the Post Office adminis- 
wation—that the service should be regarded as а whole. һе 
conference directs attention to this Matter lest undisputed 
acceptance of the present official scheme may be treated as 
% precedent to be applied to other provincial towns.''— Daily 
l'elegraph. 

Russia.—NEw RADIO Station.—In Moscow, on September 
25th, the foundation stone of the principal building of the 
trans-Atlantic wireless station was laid. ‘be station will be 
of 500 kW, and it will be able to communicate with all the 
radio stations in the world. lt will be built by Russian 
engineers, following and using all inventions and improve- 
ments by Russian engineers. All the equipment will be pre- 
pared exclusively in Russian factories. It is intendea to 


put the station to work next year, says a Moscow message 
to а North Russian journal. 


which was being taxed to the limit of its capacity, was that 
ш most cases it might be possible to secure connections to the 


taken since show that only about 5 
per cent. of the total calls made throughout the day in London 


fail to secure immediate connection and have to be booked 
for completion later. ‘The average number of outgoing calls 
18 5,00) daily, and th 

y 


e incoming tratlic reaches about 6,000 
calls per day. 


Experience has already shown that some of the towns in- 


cluded in the Toll ” area require even greater facilities than 
were provided by the original disposition of the circuits, and 
Steps are being taken to provide them. 

Some 500 calls are still being passed daily by telephone users 
to Trunks,“ whereas the wanted numbers are within the 
Toll!“ area. It will add to the success of the '' Toll " вег- 
vice if subscribers will, before applying for calls to places 


outside the London local area, ascertain whether '' Trunks ” 
or Toll " should be asked for. 


Wireless Telegraphy.—FacsiMILE REPRoDUCTION.—The New 
York World on October 18th published facsimile reproduc- 
tions of messages in the handwriting of M. Briand and 
General Pershing, transmitted from Paris by wireless to 
America. The achievement is a step in advance of the work 
of Edouard Belin, inventor of“ telegraphic photography." M. 
Belin received the facsimile messages through the United 
States naval wireless station at Annapolis, and enthusiastically 
predicts that it will be only a short time before pictures will 
be wirelessed across the Atlantic as easily as they are now 
transmitted by cable. Daily Telegraph. 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 
“ Official Notice" appeared.) 


OPEN. 


Australia.— MELBOURNE.—Victorian Government Railways. 
January 4th. 159 electric train stops operated by a single. 
phase induction motor. One set of electrical pyrometer equip- 
ment for measuring temperatures of from 350 to 2,000 degrees 
Fahrenheit.—Reuter's Trade Service (Melbourne). 

City Council. February 20th. One 2,000-kW rotary con- 
verter with transformer, also 6,600 V, 50-cycle, 3-phase switch- 
gear.—Reuter's Trade Service (Melbourne). | 

NEWCASTLE (N.S.W.).—December 22nd. City Council. One 
25-kW motor-generator set. Electrical engineer and manager, 
Watt Street, Newcastle (N.S.W.). 


Aylesbury.—November 11th. Town Council. Electric 
motors and pumps. (October 21st.) 


Belgium.—November 14th. The Société du Canal et des 
b Maritimes de Bruxelles (59 Rue du Canal, 
Brussels). Electrically-operated pump capable of delivering 
650 cubic metres of water per hour. 


India.—CaLcuTTA.—November 9th. Calcutta Electric Supply 
Corporation, Ltd. One 15,000-kW turbo-alternator and con- 
densing plant. Two water-tube boilers with an evaporation 
of 60,000 lb. per hour. (October desti Paper-insulated, lead- 
covered cables, bitumen-sheathed cables, v.ir. cables, and 
Joint boxes (Spec. 72). (October 21st.) 


London.—L.C.C.—November 28th. Water-tube boilers, 
superheaters and economisers, &c. (October 215%.) 


New Zealand.—WELLINGTON.—November Ast. Post and 
Telegraph Department. 750 red and 750 white switchboard 
cords, 3 conductor. (Spec. No. 87.)* 


Portsmouth.—November 18th. Corporation. Four cen- 
trifugal pumps, direct coupled to 3-phase, a.c. motors, sludge 
pump and motor, and various small motors, switchboard 
cables, lighting, and other apparatus. (October 21st.) 


Sheffield.—November 26th. Health Committee. Plant 
and machinery for refuse disposal works, including cranes, 
switchboard, pumps, &c., steam-driven electrical plant and 
condensers, motors, and starters, &c. (See this issue.) 


th  Africa.—JOoHANNESBURG.—November 7th. Rand 
Water Board. Two 350-kW steam-driven electrical generating 
sets, complete with switchboards and all accessories. я 
DuRBAN.—Municipal Council. 250 single-pole, ог 125 си 1 
pole ironclad fuses, 25 amperes, 200 volts; 500 com та 
double-pole enclosed switches and fuses, 35 amperes, 200 Me , 
suitable for house service use; 144 single-pole switch irs 
unmounted, 100 amperes, 200 volts; 50 single-pole вт 
fuses, of the ‘‘ Brush " or other similar type, 50 amperes, 
2,750 volts, suitable for sub-station use. One 3-phase trans 
former, 25 kVA capacity, 50 cycles.* 


Warrington.—November 15th. Electricity and Tramways 
Committe Motors and transformers. (October ĉ2lst.) 


ificati i d at the 
»A copy of the specification, &c., can be consulte 
Deparment of Overseas Trade, 35, Old Queen Street, 8.W.1. 


CLOSED. 


lgium.—Fifteen firms—Belgian, German, Austrian, 
Swiss” talian and British—competed for the contract 1 
supply 16,500 metres of armoured cable of different 1 
the municipal authorities of Schaerbeek, Brussels. tb ld 
est offer—337,707 fr.—was submitted by F. Lemoine, о ; 
Belgium. 


Bradford.—Tramways Committee. 
Fifteen tons of steel fishplates, at £285.—North-Eastern Steel Co. 
Electricity Committee. 


: t Valle! 
Soot blower installation for four boilers for No. 4 boiler house a 
Road works.—Babcock & Wilcox, Ltd. 


ed:— 
Glasgow.—Tramways Department. Recommend 
Trolley wire.—Thomas Bolton & Sons, Ltd. d 
Three-way switches.—Edison Swan Electric Co., Ltd. 
Corporation. Recommended :— m 
Three kinematograph operating machines complete, for 
Corporation hails.—Chalmers, Ltd. 
Markets Committee. Accepted:— ИСТЕ 
Electric lighting installation at Cheese Market.—Grindley, 
Electricity Committee. Recommended:— dede 
Construction of No. 9 circulating water inlet at the Dalmarn 


station.—John Train & Taylor, £17,386. 
For providing screens for the inlet.—Brackett & Sone, 64.218 


Ltd. 


rating 


m4 
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Government Contracts.—The following Government con- 
tracts were placed during September, 1921 :— 


ADMIRALTY (CONTRACT AND PURCHASE DEPARTMENT.) 
Accumulator cells.—Fuller's United Electric Works, Ltd.; London Battery 
and Cable Co., Ltd. 
Lampholders.—Edison Swan Electric Co., Ltd.; General Electric Co., Ltd.; 
w. McGeoch & Co., Ltd. 
Wireless telegraphy masts.—C Е. Elwell,: Ltd. 


WAR ОЕРІСЕ. 


Automatic dust control with motor.—]. M. Adam & Co. 

Generating set spares.—A. Lyon & Co., Ltd. 

Electric wires.— British Insulated & Helsby Cables, Ltd. 

Aim MINISTRY. 

Electrical equipment.—General Electric Co., Ltd. 

. Igniuon sets.— British Vhomson-Houston Co., Ltd. 
llectricallydrivxen pumps.—Rees Roturbo Manufacturing Co., Ltd. 
Switchboard.—Erskine Heap & Co.. Ltd. 

| Post OrFick. 

Laying conduits.—Norwood Road and Palace Road: J. Mowlem & Co., 
Ltd. Lewisham (Loampit Hill): J. Mowlem & Co., Ltd. Limehouse 
(Three Cult Street): J. Mowlem & Co., Lid. Hither Green: J. Mow- 
lem & Co., Ltd. Kensington. Paddington, and St. Marylebone: J. 
Mowlem & Co., Ltd. Camberwell (Southampton Street): Roads and 
Public Works. Ltd. King's Cross (Albion Street): Roads & Public 
Works, Ltd. Brighton-Worthing (Section I): Н. Farrow. Waltham 
Cross-Epping-Bishop's Stortford (Section I11): Н. Farrow. Edinburgh 
(E.) and Tranent: R. Thorburn & Son. Brockley: Greig & Matthews. 
Lrighton-Roedean, &c.: Greig & Matthews. Waltham Cross-Epping- 
Bishop's Stortford (Section 1): J. A. Ewart, Ltd. St. Pancras: ). A. 
Ewart, Ltd. Huddersficld-Halifax : E. E. Jeavons & Co., Lid. Old- 
ham-Huddersfield (Section II): W. Pollitt & Co., Ltd. Horbury: W. 
Pollitt & Co., Ltd. Upton: Martin & Element, Ltd. Stanmore-Ches- 
ham (Section 11): W. & C. French. Stanmore-Chesham (Section I): 
W. & C. French. St, Helens: G. Percy Trentham, Ltd. Port Talbot : 
G. Percy Trentham, Ltd. Blackwood, Mon.: G. Percy Trentham, Ltd. 

Manufacture, supply, drawing-in, and jointing cable.— Elizabeth Terrace- 
Widnes-Runcorn: W. T. Glover & Co., Ltd. Trafford Park, Man- 
chester, Weybridge-Woking, &c.: W. T. Henley's Telegraph Works 
Co, Ltd. Glasgow-Paisley: British Insulated & Helsby Cables, Ltd. 
Birmingham-Dudley-Tipton, Dudley-Stourbridge-Cradley Heath: Pirelli- 
General Cable Works, Utd. 

Telephone exchange equipment.—Chorlton-cum-Hardy: Automatic Tele- 
phone Manufacturing Со, Ltd. Sub-contractors—for batteries: 
Chloride Electrical Storage Co., Ltd.; for charging machine : Crompton 
and Co., Ltd. 

Telephone apparatus.—Phoenix Telephone & Electric Works, Ltd.; Siemens 

ros. & Co., Ltd. 

Testing, protective apparatus, &c.—Automatic Telephone Manufacturing 
Co., Ltd.; British Thomson-Houston Co., Ltd.; S. G. Leach & Co., 

^ Ltd. 

Dus and telephone cable.—British Insulated & Helsby Cables, Ltd. 
field Ediswan Cable Works, Ltd.; Pirelli-General Cable Works, 
Ltd.; Union Cable Co., Ltd. 

Loading coils.—Western Electric Co., Ltd. 

Ducts.—Albion Clay Co., Ltd. 

Charging panels.—Power Equipment Co., Ltd. 


Crown AGENTS РОК THE COLONIES. 


Accumulator Cells.—Tudor Accumulator Co., Ltd. 
Control apparatus.—Western Electric Co., Ltd. 
Motor-driven fan, &c.—Babcock & Wilcox, Ltd. 
Generating set.—Norris, Henty & Gardners, Ltd. 
Oil cooled transformers.—Metropolitan-Vickers Electric Export Co., Ltd. 
Wireless sets.—Marconi Wireless Telegraph Co., Ltd. 
HicH CoMMISSIONER FOR INDIA. 


Batteries.—Chloride Electrical Storage Co., Ltd. 

Generating sets.—Laurence Scott & Co., Ltd. 

Lamps.—British Thomson-Houston Co., Ltd. 

Switchboards,—Peel-Conner Telephone Works, Lid. 

Telephones.—Peel-Conner Telephone Works, Ltd. 

deine equipment.—Re!ay Automatic Telephone Manufacturing Co., 
td. | 


i Н.М. OFFICE OF Monks. 
Engineering services. — Additional plant, National Physical Laboratory: 


Bruce Peebles & Co., Ltd. 
Pontypridd housing scheme.—Electric wiring: D. б. Ball. 


: Рсвис Works. DUBLIN. 
Electrical works and supplies, Dublir.—Handley & Robinson, Ltd. 


London.—HaMMERSMITH.—Electricity Committee. Recom- 


mended :— | 
Two 200-K M  oil-cooled transformers, £494.—Hackbridge Electric Con- 
struction Co., Lid. | 
STEPNEY.-Borough Council. Electricity Department. Ac- 
tepted :— 
Half mile 3-in. earthenware pipes, £135.—Sutton & Co. 
One mile 3-in. earthenware pipes, £269.—Albion Clay Co., Ltd. 


Manchester.— Education Committee. Accepted:— 
Electric lamps.—Princess Manufacturing Co. 


Swansea.—Town Council. Accepted: | 
6,600-V switchgear, £185.—Metropolitan-Vickers Electrical Co., Ltd. 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers.—Friday, October 28th. At the Institu- 

tion, Storey's Gate, S. W. At 6 p.m. Discussion on Eleventh Alloys Report. 

Friday, November 4th. Thomas Hawksley Lecture оп ** Power Trans- 
mission by Oil," by Dr. Н. S. Hele-Shaw, F.R.S. 


Junior Institution of Engineers.—Friday, October 28th. At Caxton Hall, 
S.W. At 8 p.m. Paper on Water Gas Manufacture,“ by Mr. F. Colin- 


Sutton. 


Electrical Power Engineers’ Association (Southern Division).—Saturday, 
October 29th, At the Hotel Cecil, Strand, W.C. At 5.30 for 6 p.m. 
Third annual dinner. 


Bristol Association of Englneers.—Tuesdav. November Ist. At the Royal 
Hotel. At 8 p.m. Address by the President, Prof. D. Robertson, on the 
Centenary of the Continuous Current Machine." 


gerne gesi riso MUT ан November Ist. At the Institution, 
rge Street, S.W. At 6 p.m. Inaugural address by the Presi 
Mr. W. B. Worthington. p E ress, by “the: President, 


Roentgen Sooclety.—Tuesday, November Ist. At the Institution of Electrical 
Gineers, Victoria Embankment, W.C.2. At 8.15 p.m. General meeting. 


Royal Society of Arte.— Wednesday, November 2nd. At John Street, Adelphi, 
W.C. At 8 p.m. Address by the Chairman of the Council, Mr. A. A. 
Campbell-Swinton, F.R.S., on Wireless Telegraphy." 

Institution of Railway Signal Engineers.—Wednesday, November 2nd. At 
the Midland Grand Hotel, St. Pancras, N. W. I. At 6 p.m. Paper on 
“ Three-position Signalling,” by Mr. A. E. Tattersall. 


"Dynamicables."—W«ednesday, November 2nd. At the Engineers’ Club. At 
7.30 p.m. Dinner, Mr. J. S. Highfield in the chair. 


Industrial League and Oouncil.—Wednesday, November 2nd. At сано 
Hall, S.W.1. Lecture on ''Ability as a Factor in the Production О 
\ 


Wealth,” by Mr. E. C. de Segundo. 
Societe des Ingenieurs Owile de France (British Seoctlon).— Wednesday, 
November And. At the Institution of Mechanical Engineers, Storey 6 Gate, 
" The Efforts of France in the Reconstruc- 


S.W. At 5.30 p.m. Paper on 
ns 4 Re arquis de Chasseloup-Laubat. 


tion of the Devastated Regions," by the M 
institute of Cost and Works Accountants.—Wednesday, November 2nd. 
At the Hali of the Institute of Chartered Patent Agents. At 7 p.m. 
Lecture on “The Human Element in Keeping Costs, by Mr. G. E. 
Whitehouse. | 

Chemical Society. Thursday. November 3rd. At Burlington House, Picca- 
dilly, W.1. At 8 p.m. Ordinary scientific meeting. 

Institution of Electrical Engineers.—Thursday, November 3rd. At the [n- 
stitution, Victori: Embankment, S.W. At 6 p.m. Presidential address, by 
Mr. J. S. Highfield. 

(East Midland Sub-Oentre).— Tuesday, November lst. he T 
nical College, Derby. At 7 p.m. Paper on Electric Traction, 
Mr. J. Dalziel. : | А : 

(Liverpool Sub-Oentre).—Monday, November 7th. At the Liverpool 
University. At 7 p.m. Chairman's (Mr. G. Н. Nisbett) address. 

(Liverpool! Students’ Sub-Centre).—Thursday, November 3rd. At the 
University, Liverpool. At 7 p.m, Paper on "Transformer and Switch 
oils," bv Mr. Н. Butterworth. 

Wednesday, November 2nd. Visit to the wor 
Helsby Cables, Lid., at Helsby, Cheshire. 

(Western Centre).—Monday, November 
Institute of Engineers, Park Place, Cardiff. At 
address by the Chairman, Mr. A. C. Mac Whirter. 

Chelmeford Engineering Soolety.—Thursday, November 3rd. At the East 
Anglian Institute of Agriculture. At 7 p.m. Paper on Einstein's 
Theory," by Mr. T. L. Eckersley. 


International Motor Exhibition.—November иһ to 12th. 
and the White City, Shepherd’s Bush, W. 


At the Tech- 
by 


ks of British Insulated and 


7th. At the South Wales 
6.30 p.m. Inaugural 


At Olympia, W., 


NOTES. 


Educational. University or Lonpon.—The University 
College Calendar for Session 1921-22 gives an outline of the 
history of the college, by the late Dr. G. Carey Foster, 
ав а preface. The personnel of the College Committee, Pro- 
fessorial’ Board, and details of departments and staff are given 
in full, as well as a list of Fellows. Following these are parti- 
culars of admission, scholarships, degrees, and courses. A list 
appears of post-graduate courses of lectures ш numerous sub- 
jects. A catalogue of original papers emanating from the Col- 
lege is included, and, following a list of students, 18 the Pro- 
vost's report for 1920-21 and proceedings at the Assembly of 


the Faculties. 


Electrical Boilers.—Mr. J. D. Troup, M. I. Mech. E., in 
an article recently contributed to the Manchester Guardian, 
gave some details of electrical boilers based on the experi- 
ences of the Ateliers de Construction Oerlikon, of Zurich. 
The type of boiler preferably employed in dyeworks, 
breweries, &c., for heating water is multitubular, the elements 
being within the tubes while the water passes over the out- 
side. The boiler cover and tubes form one piece, easily re- 
moved when cleaning becomes necessary. If the loading 
exceeds 300 kW, two or more boilers may be connected to 
work in parallel. The space occupied by these boilers is 
small. The 100-kW size is only 20 in. in diameter and 50 in. 
high. The boiler for steam raising is usually built with a 
loading of 500 kW. The heating elements are placed in a 
bunch in the lower part of a horizontal cylindrical shell which 
forms the boiler proper. The boiler shell in normal working 
is about three parts filled with water, and carries а eteam 
dome. The Swiss authorities insist upon a margin of safety 
50 per cent. above working pressure. | 

The Revel boiler, which utilises the heating effect of an 
electric current, takes the form of a vertical cylinder in which 
electrodes are inmovably fixed. It may be supplied with 
power at 3,000 volts, and its efficiency is approximately 
95 per cent. One advantage claimed for this type of boiler is 
that it can be switched on to the line, taking but a small 
starting current, which increases slowly to normal working. 


The Electrical Industry and Unemployment.—The Joint 
Industrial Councils of the Electrical Industry, acting for the 
cable-making, electricity supply, and contracting branches, 
together with representatives of the Association of Electrical 
Manufacturers, the Wholesalers, and the Electrical Develop- 
ment Association, held a Conference on Monday, October 
24th, to discuss the present conditions of unemployment in 
relation to the electrical industry, and to formulate mea- 
sures which might be taken to secure the restoration of 
finance and trade within the industry and bring about alle- 
viation of unemployment. 

Sub-Committees were appointed to investigate details and 
collect information, and a further Conference will be held at 
Cio ene a ne ees 1185 5 is hoped to submit to the 

abinet Committee on Unemployme oractical sc 
behalf of the electrical industry. R 
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Fuel Economy.—The second issue of the Fuel Iconomy 
Review of the Federation of British Industries contains several 
articles of particular interest to manufacturers and others who 
utilise fuel for industrial purposes. 

Although the Review was only issued for the first time in 
April in the nature of an experiment, it has met with such a 
favourable reception that its quarterly publication is assured, 
and this fact, In conjunction with its very moderate cost, 
should ensure its circulation amongst the management and 
technical staff of manufacturing establishments. 

Our position as an industrial nation in the markets of the 
world is mainly governed by the price of coal, and the interests 
of the electrical industry in particular are dependent upon 
supplies of cheap fuel, the basic raw material for the produc- 
tion of energy. 

The present cost of industrial coal is about three tiines the 
pre-war figure, and there 1s little hope of any very appreciable 
reduction in the near future, so that the more ethcient utilisa- 
tion of coal is absolutely essential if manufacturing costs in 
ee gee establishments are to be maintained at an economic 
evel. 

In the current issue of the Review, Prof. Henry Louis con- 
tributes а valuable article on the economies of coal production, 
showing clearly the present unstable condition of the mining 
industry and the necessity for cheaper coal supplies as а vital 
factor of our national existence. The otficial statistics of 
production and costs are analysed by Dr. Louis, and it cer- 
vainly appears that the Official data published leaves much 
to be desired from an accountaucy point of view. The article 
is most opportune, and should certainly be of great interest 
to boards of directors, works managers, and others responsible 
for the purchase of coal for industrial purposes. 

The water side of the boiler " is an article contributed 
by Mr. J. H. Paul, B.Sc., who is an expert in this particular 
subject, and demonstrates clearly the importance of correctly 
treating the feed water prior to its entrance into the boiler. 

The first of a series of articles on fuel control in works deals 
with the methods employed at a typical soap and chemical 
factory, and it 1s intended to discuss the practice adopted in 
various types of works from time to time. 

The purchase of coal under specification of calorific value 
forms the subject of an article dealing with American practice, 
and in this respect the U.S.A. authorities are certainly to the 
fore. When one considers the wuste and inefficiency entailed 
in transporting millions of tons of dirt, stones, and water from 
the Midlands to the London area alone under the title of 
industrial coal, 16 seems almost absurd to think that our coal 
supplies are more or less controlled by a State department, 
and that factories and power stations are handicapped as a 
consequence and our transport systerns congested. 

An interesting article on the utilisation of waste heat is 
contributed by Messrs. Robert Nelson and A. Н. Human, and 
the developments on the North-East Coast and in Yorkshire 
are briefly outlined. Further developments in the conserva- 
tion of surplus neat from industries are necessary, and if 
co-operation with electric power supply authorities can be 
arranged, very appreciable economies in fuel will result. 

The present issue concludes with a résumé of three typical 
investigations carried out upon steam-raising plant by the 
expert staff attached to the Fuel Economy Department of the 
F.B.I. It is hoped to publish practical data relating to the 
efficient operation of boiler plants from time to time, and 
the information thus given should prove useful to works 
managers and engineers. 

The Fuel Economy Committee is also undertaking educa- 
tional propaganda, and has already published several useful 
pamphlets and diagrams for the guidance of boiler-house staffs, 
whilst the chart showing the sensible heat loss in flue gases 
under various furnace conditions should prove useful in this 
direction. 

Although this is only the second issue of the Fuel Economy 
Review, we feel convinced that it will attain a large circula- 
tion both in this country and overseas, and we should like 
to congratulate the Fuel Economy Committee on the excellent 
work it is doing for the benefit of our industries and the 
welfare of the nation. 


The Petrol-Electric System. — At a conference of the In- 
stitute of Transport held in connection with the Commercial 
Motor Exhibition, Olympia, on October 17th, Mr. Percy Frost 
Smith read a paper on The Evolution of the Motor Vehicle 
for Goods and Passenger Service." After a review of develop- 
ments, the speaker said, according to a Daily Telegraph 
report: '' Much is said about ' safety first, and I can state 
confidently that the petrol-electric system is the acme of this; 
for example, if a vehicle is being driven in exceptionally 
dangerous country, as in some parts of Wales, Cornwall, or 
Devon, a driver may at his discretion put his controller in 
the reverse position, and crawl down a hill at a rate of about 
two to three miles per hour, without having recourse to his 
mechanical brakes. Equally, if the engine should fail in the 
centre of a dangerous hill, the vehicle cannot run backwards 
at a greater speed than that mentioned above, because the 
electric motor automatically becomes a dynamo for the time 
being. We are waiting for engines which will ‘turn’ faster, 
or preferably the internal-combustion turbine, which will then 
permit of the production of much lighter electrical sets for a 
given output. The present hand control of the dynamo field 
resistance will become automatic, an electric brake control, if 
one cares to use it, through the transmission shafts, can be 


€ 

easily provided, and if to-day the system cannot be considered 
absolutely fool-proot, it soon will be. My opinion is born of 
а strong conviction, the result of many years’ experience of 
various forms of transmission. I believe that, in the absence 
of a force not yet known, or of a force not yet harnessed. ш 
a few years from now petrol-electric transmission will occupy 
the position which the gear drive holds to-day, and that 18 
the end to which I, personally, am working.” 


The Swedish Housewives’ Union.—The servant problem 
is as difficult in Sweden as here. But Sweden has an abun. 
dant supply of water-power, and her housewives are agitat- 
ing for a provision of cheap domestic electric power and 
cheap electric labour-saving appliances. The matter has been 
taken up by Ше Swedish Housewives’ Union, which is very 
practical in its methods. It realised that if it got the supply 
of electric power for cooking, sweeping, and ironing it would 
not be of much use unless it could also get the irons, stoves, 
and sweepers at a lower rate than the manufacturers were 
asking. So it called a conference to which it invited repre- 
sentatives of electric appliance makers. Eleven firms sent 
representatives, and the Union asked their help in the labour. 
saving scheme. It wanted them to make cheap appliances, 
and send them to an exhibition to be held in six months. 
Then the Union enlisted the help of a big housecraft school, 
whose experts examined the articles submitted. This," 
they said, is good. That one is wrong and must be altered 
to suit us." Ав a result a very large exhibition of electric 
appliances was held in Stockholm, and if they were not as 
cheap as the Union hopes they will become they were much 
cheaper than anything that had been shown before. In the 
following year one of the exhibitors recorded the sale of 80) 
electric appliances, and the scheme is now going well— 
Manchester Guardian. 


A Model Electric Restaurant.—On Tuesday last the direc. 
tors of the Brompton & Kensington Accessories Co., Ltd., 
entertained a large party of visitors to dinner at the “ВЕК” 
Electric Restaurant, Earl's Court, London, with a view to 
demonstrating the capabilities of the magnificent new electric 
kitchen, which prepares 1,000 meals a day. The guests, who 
included Mr. J. S. Highfield, president of the Institution of 
Electrical Engineers, and Mr. A. Page, Electricity Comms 
sioner, were conducted through the handsome restaurant, tbe 
well-equipped electric kitchen, and the workshops, by the 
chairman, Mr. Н. R. Beeton, the chief engineer, Mr. R. $. 
Downe, and other members of the directorate and stafi. 

After the dinner—which, needless to say, was admirably 
cooked and efticiently served—Mr. Beeton, who presided. 
claimed that the B. & K. Co. was a pioneer in the promotion of 
the domestic accessory load, and had a ripe experience ш 
respect of electric cooking. Thirty years ago he presided at 
a banquet on the occasion of the inauguration of the electricity 
works, the first high-pressure generating station in London; 
it was a purely residential area, and the improvement in the 
efficiency of glow lamps resulted in stagnation of revenue, 
compelling the company to embark on the missionary enter, 
prise of educating the British public to the possibilities of 
electricity. It had secured 80 per cent. of the electric light 
ing possible in the area, and had 8,000 domestic consumers, 
but only 500 had as yet adopted electric cooking; consequently 
there remained an immense field, and 10 times the present 
output could be attained. The cooking load was highly pront- 
able; heating was a seasonal load. overlapping lighting. and 
power was restricted to 47 hours a week, but cooking was 
always in progress, and overlapped lighting by only 10 per 
cent. in winter. Starting a restaurant was а bold step, bui 
they did not regret it; by becoming cooks they learnt how best 
to design the apparatus. The present kitchen, one of the 
most complete and efficient in the world, was the third ш 
succession. At 134. a kWh for cooking they were not losing 
money; the average cost to a householder was 5s. в week—vels 
cheap, considering the quality of the service, and the excellent 
merits of the electrical method of cooking. | 

Mr. Pace, m proposing success to the company, pointed 
that the B. & K. system of distribution facilitated the use 0 
heavy currents by consumers, and he believed that the meth 
of distributing at a semi-high pressure and transforming on 
consumers’ premises might have to be adopted elsewbere. 
The main concern of the Electricity Commissioners Teo 
ganisation of areas and centralisation of generation con 
only be successfully met by the co-operation of all parties 
interested and the wholehearted support of the industry. i 

Mr. HIGHFIELD said the company had undoubtedly 1 5 
the right course Other authorities had continuously re y 
the price, bnt the whole income of the industry was co oll 
from the public by the supply authorities, and they aie 
increase the revenue by educating the consumers 9 88 
cooking, &e., as that company had done. He had used e 
tric cooking himself for 25 years. E 

Mr. Downe described the development of the dote 
from small beginnings, and its success, due to the MIR 
results obtained by electric cooking. The way to sell elec 19 55 
was to supply the means of using it, and show a 
how to use it. Their undertaking was a centre o ed 
activity, and a vast development of sales was antipa 1 

A description of - the equipment of #« restaurant mu 
deferred to a later issue. 
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Speculative Construction of Electricity Works.—What ap- 
pears to be a new method for the promotion of the construc- 
tion and equipment of electricity supply works has just been 
proposed in Finland by three members of the Finnish Parlia- 
ment, although the principle involved was common in Great 
Britain. years ago before legislation put an end to speculative 
house building, and. helped to bring about the present com- 
parative scarcity of housing acconunodation. The members 
in question have presented & petition to Parliament pointing 
out that the existing legislation of April, 1902, and April, 
1909, ш respect of electrical installations is very incomplete 
and antiquated having regard to the technical development 
which has taken place in the meantime. In particular, еш- 
phasis is laid on the absence in the orders of the year in 
question of any authority to mortgage electrical installations, 
except in certain cases, as security tor loans or other obliga- 
tions. As а consequence it is extremely difficult, if not quite 
impossible, to raise credit for electrical undertakings. Under 
these circumstances the petitioners ask Parliament to adopt 
@ resolution instructing the Government to introduce a Bill 
to authorise the mortgaging of electrical installations, and 
at the same time to appoint an expert committee to inquire 
into and prepare a scheme for the amplification and amend- 
ment of the orders governing such installations. 

The Law and Economic Committee of the Finnish Parlia- 
ment. after an examination of the question, has associated 
itself with the proposal put forward by the petitioners, and 
states that recent economic development certainly demands 
legislative measures of the kind suggested. In the opinion 
of the committee the possibility of offering electrical installa- 
tions as security for loans or other obligations necessary for the 
erection of works would increase in a high degree the oppor- 
tunities for the establishment of such installations which 
would be calculated to facilitate the efforts for the electrifica- 
tion of the country. This circumstance is of all the more 
importance in Finland in consequence of the abundant re- 
sources in water power, which could be appropriately utilised 
for the production of light and power, but which cannot be 
fully utilised in another manner. Besides the supply of light 
and power the extension of such works would render the 
country independent of foreign sources for fuel, and would 
permit of the utilisation of credit in connection with fixed 
property, now so little used in Finland. The committee finally 
endorses the views of the petitioners and recommends Parlia- 
шеп{ to act in the matter as speedily as possible. 


Welcome Stranger."—Not for some considerable time 
has à new play been greeted with the complete favour which 
was accorded to Mr. Aaron Hotlman’s comedy Welcome 
Stranger at the Lyric Theatre, Shaftesbury Avenue, W., on 
the night of October 19th. It is a clever enough play, says 
the Daiiy Mail, which does not make the mistake of being too 
clever. Its story 1s the old but ever-popular one of a man who 
succeeds with every man's hand against bim. 

Mr. Harry Green, that very amusing Hebrew comedian, 
is the man. In the character of Isidor Solomon he comes to 
a narrow-minded New England town with the object of 
opening a general store and making his fortune. It is New 
Year’s Eve, and his reception in the town is as cold as the 
time of the year. But Isidor is not downhearted; he stays on, 
Joins forces with а man who has a concession in respect to 
the local waterfall, and ends up by transforming the place into 
a veritable electric city. Our contemporary says Mr. Green 
is immensely amusing in & quiet, unassuming way, and his 
performance is one of the most genuinely humorous ones on 
the stage at the moment. Не is full of comic and witty 
sayings; for example, They's didn't want electric light here 
because I am an Israelite.” Mr. George Elton, as the inventor, 
also gives an admirable performance; and Mr. Frank E. 
Petley, Mr. Sydney Paxton, Mr. Paul Arthur, and Mr. Robert 
Blythe help the piece along capitally. 

Miss Margaret Bannerman is the girl in the play, and a 
very prettv, sympathetic girl she 15. 


A New Aluminium Solder. We recently witnessed а de- 
monstration of the soldering of aluminium by means of 
" Alubon “ solder, a product of the Melvin Engineering Co., 
Ltd. This solder is supplied in three grades—soft, medium, 
and hard, according to the size and nature of the joint or 
repair to be made; cracks, blow holes, &c.. in castings can 
be repaired in the same manner, and no flux whatever is 
required. Alubon is simplicity itself to use; the heating 
medium may be a blow-pipe flame or ordinary soldering iron. 
The surfaces to be joined are first cleaned and rough filed, 
heated, and then tinned with “ Alubon " separately, using 
à coarse scratch brush to ensure perfect tinning and to clean 
off any excess solder. Next, the parts are set up in position, 
reheated, and more solder is run over the tinned parts, which 
completes the operation. Care must, however, be exercised 
to ensure that no movement of the parts will take place 
while soldering or until the joint has set. When set. the job 
сап be cooled off in water without weakening or disturbing 
the joint, and it will withstand the test of boiling in distilled 
water. We attempted to fracture several joints which we 
saw made. but only succeeded in breaking the parent metal. 
the joints themselves remained good in each case. It should 

e mentioned that besides soldering aluminium and all of its 
alloys, the new solder is applicable to the soldering of copper 
pr brass to aluminium. | 


An Electric Car for Factories.—The latest American 
novelty i$ a small single-seated electric motor-car for use in 
factories which cover a large area, so that the officials may be 
quickly transported from point to point. The car, which has 
been put on the market by the Automatic Transportation Co., 
2.933, Main Street, Buffalo, N.Y , has the battery—capable 
of running a distance of 50 miles on one charge—under a 
bonnet in front of the driver. The wheel-base of the vehicle 
is only 5 ft. 5 in., and the track 2 ft. 11 in., so that it is small 
enough to pass through doorways and along the works' aisles 
without difficulty. It is also claimed that the car will effect 
a saving of time in the distribution of written instructions to 
various parts of large establishments. | | 


INSTITUTION NOTES. 


Institution of Electrical Engineers.—The programme for 


. the first part of the 1921-22 session 1s as follows: Ordinary 


meetings: November 3rd, Mr. J. S. Highfield (president), 
inaugura! address; November 17th, Mr. E. S. Byng, Tele- 
phone Line Work in the United States." Wireless Section, 
November 9th, Dr. G. W. O. Howe (chairman), address. In- 
formal meeting, November 7th, discussion on How best to 
speed up electrical progress (opened by the President). 

NORTH-EASTERN CENTRE.—The opening meeting of the ses- 
sion was held at the Armstrong College, Newcastle-on-Tyne, 
on October 24th, when Prof. W. M. Thornton, O.B.E., LD. Sc., 
delivered his inaugural address on Electricity in Gases as 
a Branch of Engineering.“ The subject was illustrated with 
а series of experiments. | 

WESTERN CENTRE. — The first meeting of the session will be 
held in Cardiff (South Wales Institute of Engineers) on 
November 7th, when Mr. A. C. McWhirter will deliver his 
jnaugural address as chairman of the Centre. 

Faraday House Old Students’ Association.—The annual 
dinner of the Association was held at the Holborn Restaurant 
on October 21st, Mr. C. C. Paterson, O.B.E., the president, 
being in the chair. The toast of Faraday House and Its 
Old Students was proposed by Mr. Ll. B. Atkinson, and 
replied to by Dr. Alexander Russell. Mr. Partridge proposed 
the Guests in а very happy speech. Не said that the 
industry had not yet fully recognised the debt it was under 
to Dr. S. Z. de Ferranti for his invaluable pioneering work in 
sthe early days. The toast was replied to by Dr. Ferranti and 
Sir John Snell. 

Royal Society of Arts.—The new session will be opened on 
Wednesday next, at 8 p.m., when Mr. А. A. Campbell Swinton, 
F.R.S., chairman of the Council, will deliver an experimental 
address on Wireless Telegraphy." Among the papers fixed 
for the meetings up to Christmas are the following :— 

D. R. Wilson, secretary of the Industrial Fatigue Research Board, The 
Work of the Industrial Fatigue Research Board.” 

Prof. J. A. Fleming, F. R. S., The Coming of Age of Long-listance Wirc- 
less Telegraphy and some of its Scientific Problems ( Sir Henry Trueman 


Wood " lecture). 
Sir W. B. Townley, K. C. M. G., Minister to the Netherlands, 1917-19, Trade 


with the Netherlands East Indies.” 
F. C. Wade, B.A., K. C., Agent-General for British Columbia, Britisb 


Columbia: The Awakening of the Pacific." 

Association of Mining Electrical Engineers.— The Lothians 
Branch of the Association opened the new session in Edinburgh 
with а social evening, when there was a large gathering of 
members and friends, including representatives from the West 
and East of Scotland, and Fife Centres. Mr. Henderson. 
in the absence of Mr. Milligan, the retiring president, was 
in the chair and presented by Mr. G. A. McLennan with prizes 
awarded by the Association for the best paper of the session, 
Power Factor Control in Practice." Mr. F. Sims, the new 
president, gave his inaugural address. 

Association of Consulting Engineers.—The annual dinner 
of the Association. which was postponed owing to the coal 
miners’ strike, will be held on November 24th at the En- 
gineers' Club, Coventry Street, W. 

Chelmsford Engineering Society.—The opening meeting 
of the Societv took place on October 13th under the chair- 
manship of Mr. G. F. Barrett, O.B.E., managing director 
of the Hoffmann Manufacturing Co. Mr. С. B. Petter. 
A.R.C.S., read а paper on the Vickers-Petter oil engine, in 
the course of which he gave some very interesting facts and 
data. The lecture was illustrated Бу lantern slides. Mr. Petter 
explained that the engine worked on the two-stroke cvcle 
with hot-bulb ignition, and was made in the vertical type onlv 
for marine and land use. А useful discussion followed, and 
Mr. Petter replied to the questiona raised. 


Edinburgh Electrical Society.—At a meeting on October 
14th Mr. R. W. J. Stark read a paper on “ Electrochemistry.” 
Various processes for extracting gases from the air were de- 
scribed, and the lecturer dealt with electrolysis as applied 
to the manufacture of industrial chemicals. The processes 
of electro-plating, electro-tvping, and the refining of copper 
were described. 

On October 22nd the Societv visited the Niddrie and Benhar 
Collierv at Newhailes. After inspecting the power house, the 
party descended а ehaft and visited some of the hauling and 
pumping stations. 


—— — ————————A риинр рыр чиир ирин ат нори рарын рр нр = т орно нир ариу Ó— —Á— JJ лары 
576. THE ELECTRICAL REVIEW. [Vol 89. No. 2,292, Оотовкв 28, 199) 


Ly 


OUR PERSONAL COLUMN. 

The Rditors invite electrical engineers, whether connected with the 
technical or the comercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Mr. WILLIAM LIONEL HICHENS, whose views on industrial 
problems have been expressed with frankness during the last 
few years, and have so frequently formed the subject of 
articles in the pages of the ELECTRICAL REVIEW, has been the 
chairman of Messrs. Cammell, Laird & Co., Ltd., since 1910, 
and he is to-day also vice-chairman of the English Electric Co., 
Ltd. At the recent meeting of the British Association for 
the Advancement of Science he presided over the Economic 
Science Section, and his contributions to the proceedings there 
aroused widespread interest and formed the basis for comment 
in our editorial pages last week and they do so again to-day. 
During the war Mr. Hichens was outspoken and thorough in 
his criticisms of Government control of industry, the dangers 
that were inevitable if it continued, and the fallacies under- 
lying the advocacy of nationalisation. The subject of wages in 


i 


Mr. W. L. HICHENSs. _ 
(Vice-chairman of the English Electric Co., Ltd.; Chairman 
of Messrs. Cammell, Laird & Co., Ltd.) 


relation to industry was dealt with in a useful paper read 
by him at the Royal Society of Arts a year or two ago, and 
he has welcomed opportunities for debating industrial matters 
with labour leaders on the public platform. As a layman he 
lias addressed meetings of men in the churches on the problems 
which. as a manufacturer and industrial leader, he has made 
his own. He was one of the engineering manufacturers who 
recently went North to confer with the Prime Minister on 
the industrial situation, unemployment problems, and trade 
revival. Born in the year 1874, Mr. Hichens was educated 
at Winchester and at New College, Oxford. He was a member 
of the Egyptian Ministry of Finance, Colonial Treasurer of 
the Transvaal, and Treasurer of the Inter-Colonial Council of 
the Transvaal and Orange River Colony. In 1907 he went to 
India as a member of the Royal Commission on Decentralisa- 
tion. He acted as chairman of the board of inquiry held 
Into the public service of Southern Rhodesia in 1909. In addi- 
tion to his interests in industrial undertakings already men- 
tioned he is a director of the London & North-Western Rail- 
о п x ше о Committee to the Department 
erseas Irade, deputy chairman of 1 | 
ш а пш the G Trust. тешр Ас 
т. R. . HAYMAN, A. M. I. E. E., manage 
department of Messrs. Simplex Conduits, Ltd. ае visit. | 
South Africa in the early part of the year to investigate the 
possibility of increased business. We are informed that the 
results were eo entisfactory that Mr. Hayman is returning in 


e of the Simplex permanent interests throughout the 


The marriage took place on October 18th, in London, of Mr 
Henry Nimmo, M. I. E. E., electrical engineer, Public Works 
Department, Burma, to Miss Una Kathleen Barron, elder 
daughter of Mr. and Mrs. Б. B. Barron, of Quendon, Essex. 

Mr. A. E. Davis, of 5, Cavell Road, Dudley, has joined the 
permanent staff of Price’s Electrical Supplies, Ltd., 58, Great 
Uharles Street, Birmingham, as their representative in the 
Biack Country. 

Mr. W. A. Toppin ig leaving the Chesterfield Corporation 
electricity department shortly, after four years as assistant 
manager, to start in business on his own account. He was 
previously 12 years with Greenock electricity department, and 
six years with large contractors. | 

Major CHARLES MITCHELL has been appointed a director of 
Sir W. G. Armstrong, Whitworth & Co., Ltd. ' 

Mr. T. R. WHITEHEAD, manager of the Coventry Corpora. 
tion Tramways, who has completed 25 years’ service, has been 
presented by the Tramway Committee with an inscribed 
silver fruit dish. z | 

Mr. J. J. SMITH, who resigned the appointment of borough 
electrical engineer at Stockton-on-Tees last June, has been 
presented with a silver tray by the officials and electricity 
works staff. | m 

Col. О. C. AnMsTRONG, D.S.O. (chairman of Messrs. Green- 
wood & Batley, Ltd.), has been recommended -by the Grand 
Council for the position of president of the Federation of 
British Industries, in succession to Sir W. Peter Rylands, 
who retires from the office at the annual meeting on Noven- 
ber 28rd, after two years in the presidential chair. ! 
Armstrong, who saw many years' military service in the 
South African war on the staff of Lord Kitchener, became a 
managing director of Messrs. William Beardmore & Co., Ltd., 
in 1909, on his retirement from the post of financial adviser 
at Headquarters in India. In 1914 he left his Beard- 
more position to become chairman of Messrs. Greenwpod and 
Batley, Ltd., Leeds, which office he now holds. Among 
other positions he has held are the following: Vice-president 
of the Federation of British Industries; chairman of the 
British Engineers’ Association; chairman of the Mechanical 
Engineering Group of the Federation of British Industries..The 
following members of the F.B.I. have been recommended to 
the annual general meeting for election as vice-presidents of 
the F.B.I.:—Lord Weir and Sir John Hunter (Glasgow Dis 
trict); Sir Tom Callender (Electrical Industry); Sir Harris 
Spencer (Birmingham District); Sir Wilfred Stokes (chair. 
man, De-Controlled Firms Committee); Mr. Lennox lee 
(chairman, Manchester District); Mr. Peter MacGregor 
(chairman, Sheffield District); Mr. Clive Cookson (chairman, 
Newcastle District); Mr. Alex. Johnston (chairman, Edm- 
burgh District). | 

Obituary. SENATOR FREDERIC NICHOLLS.—The death oc- 
curred on Tuesday, at the age of 65 years, of Senator Fredenc 
Nicholls, president of the Canadian General Electric Co., and 
connected with many other important manufacturing, power, 
traction, and other undertakings in Canada. 


NEW COMPANIES REGISTERED. 


Cesco, Ltd. (177,814). Private company. Registered 
October 17th. Capital, £6,000 in £1 shares. To adopt agreements with А. H. 
Smith and G. W. Matthew (1) for the acquisition of the business of the Com- 
mercial Electrical Supplies Co., and (2) relating to their appointment M 
permanent joint managing directors, and to carry on the business of 1 
tricians, mechanical engineers, suppliers of electricity for light, heat, motve 
power, or otherwise, &c. The permanent feet managing directors aff: 
A. Н. Smith, 13, Station Road, Penarth; С. W. Matthew, 57, Hamilton 
Street, Cardiff. Solicitor: R. W. Nicholas, 31, Queen Street, Cardiff. 


Broadbents Patents Co. (Southport), Ltd. (177,273)— 
Private company. Registered October 14th. 55 £2,000 in £l we 
(1,000 preference). To adopt an agreement with D. L. J. Broadbent, а 
carry on the business of clectricians, mechanical engineers, suppliers 1 
electricity, &c. The permanent governing directors аге: W. Teague 
Pilkington Road, Southport. engineer; D. L. J. Broadbent, 26, Scaris 


à 


reflectors and diffusers, &c. The subscribers (each with one share) are: F. b 


J. Davis, 37, Frobisher Road, Hornsey, N.8; Mrs. Madge Davis. 4 25 
bisher Road, Hornsev, N. 8. 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. 


Technical & Electrotechnical Wholesale Trad 
dam, Ltd. (Telga, Ltd.) (2,017F).—Particulars 
ber 15th. Capital, f. 100,000 in 199 shares of fl. 1.000 each. M&K, 
Holland on November 14th, 1919, to trade in clectrotechnical mac ug 
requisites, metal goods, and all products of the technical industry, |^, E. C- 
address: 4, Union Street, Wells Street, Oxford Sur NE 7. L. Ms 


Beman ie authorised to accept service. Directors: ° 2 кейт. 
(senior), P. J. Schut, T. А. H. Stom, and F. A. Wolf, all of i 


e. 3 
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New Welding Co., Ltd.—Particulars of £500 debentures, 
authorised October IOth, 1921; present issue, £150; charged on the company's 
undertaking and property, present and future, including uncalled capital. 


Torquay Tramways Co., Ltd.—Satisfaction to the extent 
of 21.100 on September 30th, 1921, of charge dated March 8th, 1911, securing 
£60,000. 

Bastian Electric Co., Ltd.—Particulars of £1,500 deben- 
tures, authorised July llth, 1921; whole amount issued; charged on the 
company's undertaking and property, present and future, including uncalled 
capital. 

Threadgill Electro Deposits, Ltd.—Particulars of £3,000 
debentures, authorised October Ist, 1921; whole amount issued; charged on 
the company's undertaking and property, present and future, including un- 
called capital, 

Wimbledon Electrical Co., Ltd.—Particulars of £800 de- 
bentures, authorised October 12th, 1921; whole amount issued; charged on 
the company’s undertaking and property, present and future, including un- 
called capital. 

Mersey Power Co., Ltd.—Issues on various dates from 
March 23rd to October 5th, 1920, of £80,000 debentures, parts of a series 
(notice filed October 15th, 1921). Satisfaction in full on October 4th, 1921, 
of debentures dated January 28th to October 5th, 1920, securing £100,000 also 
notified. 


General Electric Co., Ltd.—Four land registry charges on 
certain land and premises at Brook Green, Hammersmith, dated tober 
12th, 1921 (supplemental to trust deed dated July 22nd, 1921, securing 
£3,500,000 debenture stock). Trustees: London City & Midland Executor and 
Trustee Co., Ltd. 

Edison Swan Electric Co., Ltd.—Deed dated October 8th, 
1921 (supplemental to trust deed dated June 19th, 1900), to secure £100,000 
additional eecond debenture stock, charged on property, comprised in prior 
deeds of June, 1900, and November, 1909. Trustees: London Trust Co., Ltd. 


Yale Electric Power Co., Ltd. (60,493).—Return dated 
October 12th, 1921. Capital. £20,000 in 3,900 preference shares of £1 each 
and 668 ordinary shares of £25 each; 300 preference and 668 ordinary shares 
taken up; £15,300 paid. £1,700 considered as paid. Mortgages and charges: 
£6,000 debentures as security for bank overdraft. 


Spanish Telephone Co., Ltd. (41,589).—Return dated 
July 14th, 1921. Capital, £81,000 in 25.600 ordinary shares of £10 each and 
1,250 preference shares of £20 each; 5,600 ordinary and 671 preference shares 
taken up; £53,420 paid; £16,000 considered as paid Mortgages and charges: 
Nik 
Walters Electrical Manufacturing Co., Ltd. (94,300).— Re- 
turn dated September 7th, 1921. Capital, £18,000 in £1 shares; 16.875 shares 
taken up; £6,875 paid; £10,000 considered as paid. Mortgages and charges: 
Nil. 

Delhi Electric Tramway & Lighting Co., Ltd. /88,758).— 
Return dated June 30th, 1921. Capital, 2170.000 in £1 shares (140,000 Prefer- 
ence and pacticipating and 30,000 ordinary): 100,000 preference and participating 
and 29,000 ordinary shares taken un: £100,000 paid, £29,000 considered as 
paid. Mortgages and charges: £50,000. 

Marconi International Marine Communication Co., Ltd. 
(65.759).—Return dated August 18th, 1921. Capital, £1,500,000 in £1 shares; 
1,192,726 shares taken up; £1,087,726 paid, £105,000 considered as paid. 
Mortgages and charges: £61,120. 

Sheerness & District Electric Power & Traction Co., Ltd. 
(65.749).—Return dated June 21st, 1921. Capital, £75,000 in £10 shares 
(5.000 ordinary and 9,500 preference); 5,000 ordinary and 2,473 preference taken 
up; £74,730 paid. Mortgages and charges: 228,280. 


CITY NOTES. 


The directors of the Elektrotechnische 
Fabrik Rheydt (Mar Schorch && Co.). of 
Rheydt, recommend the payment of a 
dividend for 1920-21 at the rate of 10 per 
cent., as in the previous year. 

The Kabelwerk Rheydt, of Rheydt, report net profits of 
9,124,000 marks for 1920-21, as compared with 8,705,000 marks 
in the preceding year. The dividend is at the rate of 20 per 
cent on capital of 24.000,000 marks, as against 30 per cent. 
on less capital in 1919-20. oar 

The Export-A.G., of Berlin, which is engaged on the sale 
of electrical manufactures in England and 1n countries out- 
side Europe, reports net profits of 824,000 marks for 1920-21, 
contrasting with 563,000 marks in the previous year. The 
share capital is now being increased to 3,000,000 marks. It 
is stated in the annual report that the company has formed 
closer relations in England, has gained a firm footing ìn 
South Africa and the Levant. and has entered upon the new 
aneia! year with orders on hand of the value of 6,000,000 
marks. 

The report of the Wotan Werke A.G., of Leipzig, states 
that it was possible in particular to increase the export sales 
in 1920-2). Orders in the final months of the year were in- 
considerable, but business has greatly improved in the new 
financial year, and the contracts on hand will fully occupy 
the works for several months. After making provision for 
depreciation. the acconnta show net nrofite of 3,080.000 marks, 
as compared with 1,714.000 marks in 1919-20, and the divi- 
dend is at the rate of 40 per cent.. as in the previous year, 
on share capital increased from 3,500,000 to 7,500,000 marks. 


— 


German 
Com panies. 


Stock Exchange Notice. —Apolications have been made 
to the Stock Exchange Committee to allow the following to 
be officially quoted :— : 

Taneashire Electric Licht and Power.—Partlv-paid scrin for 
£400,000 seven-and-a-half per cent. prior lien debenture stock. 


Herbert Morris, Ltd.—A further dividend on the ordinary 
shares is recommended, making 10 per cent., free of tax. 
for the year ended July, 1921. £25,000 to reserve. £20,294 
carried forward. The stocks have been written down. 


Erinoid, Ltd.—In their report for the year ended August, 
1921, the directors state that to ensure sufficient supplies of 
raw material to keep the factory going in 1920 the general 
managers thought it necessary to make substantial forward 
contracts. Cancellation of orders and reduction in sales aris- 
ing out of the unprecedented slump which began to affect the 
company in December last left the company with an accumu- 
lation of raw material which was totally unexpected and un- 
avoidable. A drastic policy in writing down the whole of 
the stocks (manufactured and unmanufactured) to present 
cost has been adopted. According to the Financial Times 
the trading profit for the year, bringing in the stock at 
original cost, amounted to £16,717, and after allowing for 
company charges, depreciation on plant and machinery, and 
losses of a capital nature, the net loss of £12,387 has been 
carried to balance-sheet. Deducting the credit balance 
brought forward, the net loss to carry forward is £9,718. 


The Electric Supply Co. of Victoria, Ltd.—The report for 
the year ended March, 1921, shows that the lamps connected 
increased from 268,544 to 319,590; the passengers carried on 
the tramways advanced from 5,316,136 to 6,096,969. The trad- 
ing account shows that the revenue advanced from £105,053 to 
£124,994, the expenditure from £69,719 to £85,995, and the 
gross profit from £35,341 to £39,699. The balance to credit 
of profit and loss is £35,895, plus £32,604 brought forward, 
making £68,429. Out of this, debenture interest absorbs 
45,568; debenture stock redemption account 48,325; and there 
is written off cost of debenture issue £450, leaving £54,085. 
After paying £10,500 on account of arrears of 6 per cent. 
cumulative preference dividend, £43,585 is to be carried for- 
ward. The amount still in arrear and due on preference 
shares is £10,500. The preference capital is £175,000. The 
total debenture stock redeemed to date is £90,287. The meet- 
ing was held in London on October 13th. 


Montreal Companies.—A dividend of $1.25 per share h 
been declared by the Montreal Light, Heat & Power Consoli. 
dated Co., and one of $2 per share by the Montreal Light, 
Heat and Power Co. 


Calcutta Electric Supply Corporation, Ltd.—An interim 
dividend of 8 per cent. per annum, less tax, on the ordinary 
shares is announced for the past half-year. 


Callender's Cable & Construction Co., Ltd.—The directors 
announce an interim dividend of 1s. per share, less tax, on 
the ordinary shares. 


American Telephone & Telegraph Co.—According to a 
Times report from U.S.A., this company is asking for autho- 
rity to issue $50,000,000 of 20-year six-and-a-half per cent. 
refunding bonds. 

Shanghai Mutual Telephone Co., Ltd.—This company 
announced an extraordinary general meeting for October 17th, 
at which an increase of the company’s capital to 2,000,000 
taels by the creation of 90.000 new shares of 50 taels each, 
In addition to the 20,000 like shares already existing, was to 
be proposed.—Reuter’s Trade Service. 


Belgian Companies.—The report of the Société d'Elec- 
tricité de l'Est de la Belgique for the vear ending June 30th 
last shows a profit of 219,746 fr., as compared with only 67,820 
fr. in the preceding twelve months. 

The balance sheet of the Société de l'Electricité de la 
Dendre, of Brussels. for the vear ending June 30th last shows 
a profit of onlv 15,274 fr.. as compared with 17,952 fr. in the 
preceding twelve months. 


Marshall, Sons, & Co., Ltd.—In view of the continued 
frade depression no interim dividend on the ordinary shares 
18 to be paid. 

Brampton Bros., Ltd.—Dividend of 10 per cent., free of 
fax. on the ordinary shares, £10,000 to reserve, and £8,608 
carried forward. 


Calcutta Tramway Co.—According to the “ Financial 
Times," the usual interim distribution on the ordinarv shares 
is not to take place. the question of dividend being left over 
until the result of the complete year is known. | 


West African Teledraph Co.. Ltd.—The loss for the year 
1920 was £27,636. The debit balance is £96,777, which has 
been charged against general reserve. 


Monte Video Telephone Co., Ltd.—Final dividend of 5 
per cent., free of tax, making 8 per cent., free of tax. 


Babcock & Wilcox, Ltd.—Dividend of 7 per cent., free of 
tax, for the half-year ended June. 


б 


^" ^ STOCKS AND SHARES. 


TUESDAY EVENING. 


It may be said at once that there is no particular activity 
in anv of the Stock Exchange markets, excepting those con- 
cerned with gilt-edged stocks. Investment continues to make 
itself felt in various directions, though there is not sufficient 
of this class of trade to keep things moving. Ireland, Hun- 
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gary, and Silesia are quoted as a trio of reasons for imposing 
fresh caution on the part of the public with regard to their 
Stock Exchange adventures. The Government's scheme for 
unemployment has evoked an ambitious scheme of extension 
from the Underground Electric Railways of London, а scheme 


which has been read with keen interest by everyone con- | 


cerned with railway work. It has had, however, no effect in 
making Underground stocks any better. Indeed, prices are 
slightly lower than they were a week ago. 

Creation of new capital on а large scale would be the 
natural sequel if the Government were to fall in with the 
plan proposed by the Underground company. This would 
mean placing new obligations in front of the stocks and 
shares: ut present issued, and the latter have accordingly 
weakened in price. The Stock Exchange market, however, 1s 
inclined to regard the company’s proposal as scarcely likely 
to commend itself to the Cabinet. This is a matter, of 
course, for which attention will wait upon the Cabinet's de- 
cision. Mcanwhile, some of the electric lighting companies 
are bestirring themselves to see whether they also cannot 
claim some share of the Governmental assistance, for the 
lightening of the unemployment burden, through the medium 
of obtaining capital at reasonable rates that shall enable them 


to put in hand the various plans of extension which have 


been more or less held in suspense owing to the incidence uf 
the war and its aftermath. | 

Опе of the principal firms of Stock Exchange Jobbers steps 
into the breach at this psychological moment with the issue 
of a circular, sent round to many Stock Exchange bYo kers. 
In this it draws attention to the securities of the electric 
lighting and power companies as being amongst those which, 
it contends, ойег many favourable opportunities for invest- 
ment at the present time, not only as compared with other 
securities in the industrial market, but intrinsically in them- 
selves. The restrictive nature of the early electricity legis- 
lation, due to the municipalising views of the Government of 
that time, led to slowness of growth in the industry, in that 
it involved an uncertainty of tenure which retarded the initia- 
tive development that would otherwise have taken place. Of 
recent years, however, great changes have occurred, and, 
during the war, the value of electric energy as an active power 
was fully recognised. The firm argues that the passage of the 
Electricity Supply Act of two years ago manifested the 
Government's aim to help the electric supply industry. The 
result of the Act, according to its view, will make jt pos- 
sible for companies to arrange to undertake reasonable capital 
expenditure, with sufficient security against being bought out 
by a local authority before adequate return on the expendi- 
ture has been received. 

So far as price changes on the week go, there are few 
to be noted in the list of London shares. It is timely, while 
people are investing money much more in fixed-interest shares 
than those of the ordinary class, to show what the rnarket 
offers in the way of preference issues at the moment. The 
following examples give a representative idea of what can be 
obtained, and in each case there is а reasonable supply of 
stock for those who care to buy it :— 


Preference. Div. Due. Price. Yield. 
% £ 6. 
Calcutta Elec. Supply TET M.& S. 16/9 8 10 0* 
City of London Elec. 2nds |... 8 M. & S. 233 6176 
Clyde Valley 2nds iu J. X D. 10 8 00 
County of London Electric ... 6 M.&S. 7143 7100 
Lancashire Power Ists 6“ M. XX. 176- 9 15 0* 
Melbourne Electric жы 8 F. X A, 5185 7 17 6 
North Metropolitan Electric... 6 A. ко. 14/9 8150 
St. James’ and Pall Mall Elec, 7 F. & A. 112 7 26 
Westminster Electric... me H ме: 3i 6 50 
Indian Electric " 7 J. & J. 16/0 s 50 


* Free of tax. i ! 
Dividends on the above are cumulative, except in the cases 
of the North Metropolitan, St. James's and Indian shares. 
Marconi shares are flat at 30s., and Marconi Marines have 
fallen to 178., the wireless group as a whole being decidedly 
off-colour in consequence of a slight pressure to sell. '[he 
tendency amongst investors becomes more and more pro- 
nounced in favour of fixed-interest stocks and shares, deben- 
tures, preference, notes, &c., and with so small a measure 
of support accorded to ordinary capital, it takes very little 
offering of stock to put prices down. This is the main reason 
for the weakness in the Marconi lists, and it can also be 
applied to other stocks and shares, depression in which mav 
lead to perplexity in the minds of Shareholders as to the 
ein 16 constant fall in values. 
ectrical manufacturing shares are main] avv 
dulness which has spread over the market, ч ‚о 11 5 1985 
ferences have also eased off, General Electrics, for TE 
giving way to 16s. 6d. or 6} per cent. and 7} рег сепё ‘shar 8 
alike. The ordinary have fallen to 15а. English Electi, 
dropped to 8s. 3d., the preference to 118. 30d. ans 
in the latter have been marked at half-a-guinea Ва 
Aluminium at 14s. 3d. are 9d. down: у 3 


М › һ 
at 13s. 44d. India-Rubber shares кыйлы is i 


Siemens to 20s. Babcock & Wilcox are unchanged at 3i 


An interim dividend is declared of 7 per cent., being the same 


rate as that of а year ago. lron, coal and steel shares are 
generally heavy, in consequence of the opinion that, with 
so many men out of work, companies must be badly hit as 
regards their profits. It is the continual selling of such 


shares by people tired of holding them, and the diversion of. 


the money thus obtained into war stock and similar securi. 
ties, that accounts for the strength shown by the gilt-edged 
group. | 

Mexican bonds and shares are generally lower, and Brazi. 
lian Tractions at 27 show a drop of 2 points, owing to the 
manner in which the value of the milreis has receded. No 
changes worth mentioning have occurred in the British 
Columbian group. Anglo-Argentine Tramway second prefer. 
ence at 2 11/16 are 1/16 down. ; 

The cable group is inclined to droop. ‘Westerns at 16} have 
lost the 5s. which they added to their quotation of last week, 
and Great Northerns at 24 are 10s. lower. Globes at 16} are 
4 down; United River Plates at 53 are similarly weaker. Cuba 
Submarines at 7 have shed 5s., Anglo-American Telegraph 
deferred shows 4 fall, and the preferred is 2 points down at 
85. 

The rubber share market is disposed to be a little better, 
owing to the efforts which are being made to obtain control 
of the selling price, and of the output of the produce. It 
cannot be said, however, that business in rubber shares dis- 
plays any inclination to improve, and the Stock Exchange 
market is fain to content itself with saying that there is more 
tone than trade. Amongst new issues, the principal feature 
is а rise to 5 premium in County of London 7 per cent. de- 
benture. Lancashire Power debenture remains steady at 3 
premium. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELECTRICITY COMPANIES. 
Dividend Price 


— Oct. 25, Tield. 
1919. 1920. 1921. Rise or fall p. o. 
стоса гаен. өө өө 18 e — 1 : : 
haring B8 Ordinary ee ee — 
do. do. do. Prel.. 4 4 x — 141 
Chelsea. е ee ee ee ee 4 6 и 9 4 8 
do. do. 6 рет cent. Pref... 6 6. 17/8 — en 1 
Oounty of London ee oe ee 8 8 Г 70 — $ 9 10 4 
ão. do. 6 per cent. Pref... 6 6 7 те 1 7 10 0 
Kensington Ordinary os ee 7 9 43 + Ё 914 6 
London Electric eo ee ee 24 23 1 mE 7 10 0 
do. do. 6 per cent. Pref. ,. 6 6 8 + А 10 00 
ns 43 per oent. Prei. 43 l i " TT 
o. per cent. T" : — 
Bi. James’ and - ee 12 12 6 — 911 
South London ee ee өө 6 1 2 == 1 10 13 1 
South Metropolitan Pret... d 1 7 15/9 — 8 1710 
Westminster Ordinary .. ee 10 10 52 — 8 13 10 
TELEGRAPHS AND TELEPHONES 
Anglo-Am, Tel. Pref, .. „ ( 6 - 5 —2 1.11 
do. Det... ee oe 1% là 17 — i 8 12 6 
Ohile Telephone ee ее ee 6 = 6 14 8 
Cuba Sub. Ord. ee ee ee 1 1 1 -— 1 10 0 0 
Eastern Extension „„ 10 10 1 En 610 
Eastern Tel. Ord. ee ee ee 10 10 16 — 6 0 1 
Globe Tel, and т, Ord. ee ee 10 10 164 — à 6 1 0 
до. до. Pref, oe ee 6 6 93 == 6 9 9 
Great Northern Tel, ee ee 22 24 24 ak 3 10 0 0 
Indo-European m eo ee 10 10 80 m 6% 
Marconi Kev к eal! эш. жш ОО 1б 13 — 4 10 0 0 
Oriental Telephone Ord... .. 12 12 9 — є 0 0 
United R. Plate Tell. 8 8 52 — 3 "Di 
West India and Panama. .. Nil Nil 5/- - Nil, i 
Western Telegraph.. ve ee 10 10 164 = i 61 
Home RAILS. 
Central London Ord, Assented .. 4 4 49 — B1 : 
Metropolitan. "ld 1 = $ 6 
Undergr а Electrio Ordinary „.. Iii Ni 1 Е Ni 
ndergroun ectrio ee i — 
do. do. “A” „ Nil Nil 57. 9. т i 
до. do. Inoome .. 4 9 694 —1 4 
FonEIGN TRAMS, &c. iyi 
Anglo-Arg. Trams, First Pref, .. 122 Ж 
do. do. 595Deb  .. 5 e — Т 11 
Brazil Tractions  .. s Nu Ni 27 —3 6 8 
British Columbia Elleo, Rly. Pioe. 5 5 60 — t 
do. . : do. . Deferred X 8 ; 124J- А 64 . T 1 8 
do. do. Deb. 4 4 60 — 5 
Mexico Trams 5 per cent. Bonds.. Nil N 57 —2 -E 
do. 6 per cent. Bonds.. Nil Ni 27 — Ni 
Mexican Ligh Common. - Ni Nil 9 - ET 
do. Pref. Е ee Nil Nil 95 —1 9 10 6 
do. 10% Bonds. . Nil 6 575 -8 
: MANUFACTURING COMPANIES. 13 
Babcook & Wiloox..  ..  .. 15 16 2 — o 
British Aluminium Ord. ee ed 10 10 1 14/8 = 9d. 10 0 0 
British Insulated Ord, ..  .. 15 15 | n =- . 10 8 8 
Callenders „ co 15 15 "n = 618 8 
OromptonOrd. — .. .. Z a 10 M6 — 1g 15 10 
Edison-Swan .. ХЫ e ee 10 — en — 171 
do. А до. 6 per cent, Deb, .. 5 5 | 68 = 16 11 6 
Electric Oonstruction  .. „ 10 10 16/9 = 19 8 0 
English Electric ee. cad 'd 8 8/8 — jx 1018 4 
Do. Pret. eo ee б 6 11/8 —3 1 8 6 
Gen. Elec, Pref, is EA 64 64 16/- — | 15 6 8 
do. Orea. 1 10 % e J 3 
Henley e s. o% „% 15 15 lrs = ТЕ, 
do, 4$ Pref, ee өө ee 44 44 е -— 
India-Rubber wees “ш” аы AO” ez 1 TY 
Met.-Vickers Pref. os oe 8 8 115 = 10 070 
Siemens Ord. — še „ „ 10 10 — +} 6 11 7 
Telegraph Cen. oe je . 90 90 ' 94 = 


* Dividends paid free of Ineeme Тах, 


; U — toL s ж 
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ELECTRICAL. ENTERPRISE IN SPAIN. 


Scheme for Railway Electrification Adopted. 


A Market for British Electrical Goods Available, but Recent Legislation may adversely 
affect Foreign Contracts. 


By PERCY F. MARTIN, F. R. d. S. 


THE possibility and practicability of the construction 
by the Spanish Government, directly or indirectly, of 
a national system for the distribution of electricity has 
long engaged the attention of the responsible authorities. 
As far back as 1919, a permanent Spanish Electric 
Commission was appointed for the purpose of drawing 
up а report, which was also to embrace expert conclu- 
sions regarding the utilisation of fuel of an inferior 
quality and low price, or of coal which occurs in regions 
incapable of being exploited owing to their remoteness 
from consuming centres. That the recommendations 
submitted have not been carried into effect is largely 
due to the paucity of funds. Although strongly en- 
dorsed by tne late Minister of Public Works, whose 
grandiose scheme for public enterprises brought about 
his political downfall, Congress incontinently refused 
to sanction the various undertakings, among them a 
wide electric system. 

As conceived by the Commission, this system would 
be a series of transmission lines passing through all, or 
nearly all, the iniportant consuming centres found on 
the north or south coast, with radial lines to Madrid, 
the capital, and practical geographical centre of the 
country. Power would be generated at the larger water- 
falls, and also at mines where coal of too low a grade to 
be exploited commercially could be used to produce 
energy cheaply by being burned at the mine-shaft. 
These steam central stations would be used principally 
during the droughts which occur at certain seasons in 
all parts of Spain, one of the worst having been experi- 
enced this summer, and, in this manner, there would 
be an abundance of power during the entire year. 

Although rejected in its entirety, the Commiussion’s 
scheme for a national electric system is about to be 
adopted in part, the necessary funds having been raised 
by means of a foreign loan, and work will be commenced 
this winter mainly for the purpose of finding employ- 
ment for the immense army of distressed labourers who, 
as In other countries of Europe, find theniselves without 
work. It is recognised that one of the great advantages 
to be derived from a national system of electric trans- 
mission, apart from the continuous supply of cheap 
power to all users, both large and small, would be the 
unification of the frequency and voltage. ‘The former 
is now standardised at 50 cycles, 3-phase, throughout 
Spain, and the latter will be regulated after further 
study of the needs of the principal industries. For the 
main branches of the transmission line it is recom- 
mended that the pressure be not less than 120,000 volts. 

It would appear that there are av ailable some 
2,000,000 kilowatts, without taking into consideration 
waterfalls of less than 2,000 kW. The most important 
of the rivers to be exploited are found upon the slopes 
of the Pyrenees; the nuinber of kilowatts is put at 
490,000. Next in importance is the Duero river, on 
the Portuguese frontier, expected to give 150,000 kW, 
while the "Ebro, from Saragossa to tho Med en 
should give 130,000 kW, and the Tagus 110,000 kW. 
The importance of the Duero river тау be gauged from 
the fact that apart from the 150,000 kW derived from 
the stream on the Portuguese frontier, tributaries pro- 
vide a further 50,000 kilowatts, and the river, in its 
course through Spanish territory, a further 90,000 kW. 
Other rivers of importance are the Guadalquivir and 
smaller Andalusian streams, contributing 40,000 kilo- 
Watts, while various falls of minor importance are ex- 
pected to make available a further 500,000 kW. 


With regard to the estimated cost of lines, it 1s 
thought that there will be 888 miles of wire, having a 
cross-sectional area of 50 square millimetres (0.05 sq. 
in.), and 1,100 miles of wire with a cross-sectional area 
of 100 ‘square millimetres (0.16 sq. in.). The lines will 
be laid in duplicate throughout, protected by an earth 
wire, and provided with four ‘telephone circuits. In 
all probability the posts will be of concrete and steel, 
spaced at an average distance of 410 ft., while the type 
or insulator considered best for the purpose is the sus- 
pension type, six elements in series. 

The engineering plan to make the river Guadalquivir 
productive of energy calls for the construction of 11 
dams of the Stoney gate system, such as have been 
constructed on the Rhine and upon rivers in France 
and Switzerland. The 11 installations proposed will 
be as follows: Alcala del Rio, Cantillana, Alcolea del 
Rio, Peña de la Sal, Lora del Rio, Peñaflor, Palma del 
Rio, Posadas, Guadiato, Villarrubia, and Cordoba. 
With these installations an annual power production of 
202,000,000 kWh could be realised. The chief engineer 
(Senor José Garcia Otéro) calculates that the maximum 
time required for the completion of the vast Guadal- 
quivir river works will be 20 years; but he believes this 
inay be shortened by the increasing demand for electric 
power. 

In the meantime, it has been decided to proceed with . 
the electrification of the railway lines owned by the . 
Compania de los Ferrocarriles de Santander à Bilbao, . 
extending between Bilbao, Las Arenas, and Plencia, a 
distance of approximately 26 kilometres. Power is 
available at three points— Bilbao, Luchana, and Las. 
Arenas—for the supply of power to the Bilbao-Algorta 
division, and sub-stations will be established at all of 
them, while an additional sub-station will be required 
between Algorta and Plencia to furnish energy to that 
Power will be purchased from the Hidro- 
electrica Iberica, S. A., consisting of 3-phase, 50-cyvcle 
current at 3,000 volts, Passenger trains upon this line 
are ordinarily run on a 30-minute schedule; but under 
electrification the time will be reduced to a 15-minute 
schedule, and the running time materially lessened. 
Additional services are provided on holidays and feast- 
All passenger trains consist of a locomotive and 
five cars, each саг weighing empty 10 tons, and when 
loaded 12 tons. The track-gauge is 1 metre throughout, 
double-tracked between Bilbao and Las Arenas, and 
single-tracked between Las Arenas and Plencia. Be- . 
tween Bilbao and Algorta situated between Las Arenas 
and Plencit, rails 7.6 and 8 metres in length, weighing 
30 kg. per metre, and between Algorta and Plencit rails 
9 metres in length weighing 22 kg. per metre, are used. 

Another electrically-operated line, the Corunna-Sada, 
at present consisting of 11.4 miles of track, is to be 
extended to Betanzos, thus completing the distance to 
a total of 13.64 miles. The owners propose to run their 
service every 24 minutes to El Carbarro, situated half- 
wav, and everv 62 minutes to Sada, the line being 
divided into various zones. It is believed that the con- 
struction of this inter-urban track will mark the be— 
ginning of an important ега of street railway construc- 
tion in the district, where a line is considered necessary 
both for the accommodation of the large passenger 
traffic and for the furtherance of commercial intercourse 
between the various industrial centres of the province 
of Corunna. By the time these lines appear in print 
the enterprise should be nearing realisation, since one 
of the largest capitalists of Galicia, associated with an' 


division. 


days. 
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engineer who is also an enthusiastic promoter of the 
Corunna-Santiago electric line, has become possessed 
of an important waterfall near Santander for the erec- 
tion of the power station to supply the necessary cur- 
rent. 

Apart from the favourable market offered by Spain 
to-day for electrically-driven rolling stock, the country 
offers an important market for most kinds of electrical 
goods. Ав will be seen, there will be a constantly in- 
creasing use of power; and as the people become more 
familiar with the benefits and conveniences of electrical 
devices, а greatly augmented demand for all kinds of 
equipment is confidently expected, Although the pre- 
sent exchange rates are slightly unfavourable to Spain 
(and correspondingly advantageous to us), there is very 
little doubt that British electrical goods would be wel- 
comed on account of the high reputation which they 
enjoy throughout the Iberian Peninsula, as, indeed, in 
all parts of the world. The proximity of Spain to our 
markets renders this opportunity still more attractive. 
Quite recently an important opportunity presented 
itself in connection with the supply of 16 electric cranes 
required by the Seville Board of Harbour Works. While 
British manufacturers of these machines were duly 
notified, through the energies of the Commercial Secre- 
tary to the British Embassy at Madrid, the information 
came rather too late to be of very much value, inasinuch 
as both German and United States manufacturers had 
gained knowledge of the opening, and were quickly on 


the spot, although no tenders had at that time been 
called for. 

The recent imposition of drastic import and export 
taxes upon machinery and equipment, among other 
articles of almost every description, may, on the other 
hand, have a deterrent effect upon the prosecution of 
further British enterprise. The wisdom of this néw 
legislation is questioned alike in Spain and abroad, and 
it is not improbable that the pressure of commercial 


interests may result in a considerable modification of 


the decree. Similar observations apply to a Royal ре. 
cree, issued in June last, modifying the application of 
a previous law of June, 1879, regarding concessions 
for the exploitation of hydro-electric power and indus- 
trial uses of water. The new decree, which consists of 
seven clauses, too lengthy to allow of reproduction in 
these columns, should be studied with close attention by 
foreign contractors who propose to associate themselves 
with Spanish hydro-electric enterprises. While the пек 
ordinance will not affect the exploitation of hydro-elec- 
tric energy now in force, the terms will apply to these 
installations should they be in any way modified or 
amplified in the future. Опе of the most important 
clauses is the compulsory purchase of all materials and 
machinery in Spain or of Spanish production, or 
machinery made exclusively of Spanish materials. А 
clause covering these regulations will be introduced into 
all contracts for the future, including concessions now 
pending. 


UNEMPLOYMENT AND THE 


CURE. 


Mn. AnTHUR NeaL, Parliamentary Secretary to the 
Ministry of Transport, recently stated that the cure for 
unemployment was the restoration of our industries. 
Stateu in that way, it amounts to nothing more than 
a platitude, as obvious as that the cure for a cold is 
to get rid of it. 

Nevertheless, it i8 evident that if our industries were 
restored there would be а great diminution of unem- 
ployment, and the long-run cure for the present situa- 
tion lies in the revival of trade. In the different stages 
of acuteness of a disease, various measures become 
necessary, and unemployment is a disease of industry. 
There are preventive measures which are suitable for 
use when the patient is in perfect health. When there 
is no unemployment, as was the case a couple of years 
ago, it is possible to refrain from meddlesome inter- 
ference in the form of control. It is possible to under- 
take constructive measures whereby trade can be en- 
couraged, instead of destructive measures which upset 
the normal flow of business. Workpeople ought in such 
circumstances to keep level heads, and not to listen to 
the agitator who destroys prosperity by forcing strikes. 
Wholesome, natural work—that is the best preventive 
1 for unemployment, as it is for most physical 
ills. 

When the patient is ill, steps must be taken to cure 
him, to build up his constitution so that the disease 
may be thrown off, and that he may be the better able 
to resist its onset on another occasion. The eventual 
cure for unemployment being the revival of trade, it 
follows that it is necessary, in fact vital, to do every- 
thing possible to obtain and encourage business Ob- 
structions to the natural flow of trade must be removed, 
and new channels must be provided. The work of 
selling must be energetically carried on, and helped, 
not hindered, in every way that can be devised. The 
fatuity of that type of anti-waste that seeks to economise 
by reducing the selling price, is manifest. 

Profitable trading is carried on when the sale price 
is such as to exceed the cost of production, while not 
exceeding the value in use. The value in use, or demand 
value, is what the customer is prepared to pay for the 
goods. If the price asked is in excess of that of a 
reasonably efficient substitute, the customer will be in- 


clined to make use of the substitute. The con- 


ception of ability to pay, which underlies, among 
other things, the income tax, the rates, and doctors 
bills, plays its part here, and when the exchange runs 
riot, and it is not possible to think consecutively for two 
days together in any two currencies, it is necessary to 
have recourse to methods which have been considered 
unnecessary for a very long time, such as barter and 
the exchange of commodities, so that the poorer party 
may be enabled to buy, and the richer may not 
run risks. By the poorer party, we mean the country 
against whom the exchange is said to operate, such as 
Germany, and by the richer, the country in whose favour 
the exchange is said to operate, such as Great Britain or 
America. 

Costs of production, then, must be kept low. Wages 
myst be so proportioned to output as to help, and not 
to napede, production. Output must be so proportioned 
to overhead charges that the amount to be borne by 
the product is not such as to prejudice sales. Economy 
must be practised, and ca’ canny must go, once and 
for all. Profits need hardly be mentioned at the present 
time. We believe all manufacturers are prepared to 
forego profits in order to keep their shops and work- 
people employed, and a glance at the stock exchange 
prices will show immediately to what an unprecedentedly 
large extent this policy is being carried out. 

The value to the user must be kept high. He must 
he satisfied with his bargain, in order that he may | 
induced to place more business. The time of deliver) 
must be short. If, then, we have a cheap, good article. 
obtainable quickly, the main difficulties in the wav of 
selling are removed ; but it must not be supposed that 
this is the end of the story. It is good, so far as ft 
goes, but it is not enough. The customer must be found. 
the advantages of using the article must be explained B 
him, his goodwill must be created, and. when created. 
maintained. This is the work of a selling organisation 
No doubt we have all come across manufacturing men 
and designers who have expressed views which may > 
summarised as that when plenty of work is coming 10 
salesmen are not needed, and when there 18 sinh 
doing it is because the selling men cannot get busines 
The truth is, of course, that co-operation between x 
parties concerned is essential, and that does not m* 


that they are to co-operate by doing what one of ћеш 


ge 
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decrees. In times of depression the salesman must take 
more pains than ever to keep in close touch with the 
customer. The salesman is the ambassador of his firm, 
and ambassadors have similar duties in creating and 
maintaining a friendly atmosphere in international 
matters. If this is done well, then as soon as the сия- 
tomer sees the least chance of placing business, he will 
place it. 

For the purpose of overcoming exchange difficulties, 
barter is one means, the use of which could be consider- 
ably extended. There is in existence, however, an Act 
of Parliament which was intended to encourage and 
facilitate export business by enabling the Board of 
Trade to grant credits for that purpose. This is the 
Overseas (Credits and Insurance) Act, 1920, and it was 
amended and extended by Parliament during the pre- 
sent year. The Board of Trade was authorised to grant 
credits not exceeding £26,000,000 at any one time. 
The money was to be available for puaranteeing drafts 
against shipments to all parts of the British Empire 
and to certain countries named in the schedule. The 
Board was empowered to make new guarantees up to 
September 8th, 1922, to renew old guarantees up to 


September 8th, 1924, and all guarantees were to be. 


terminated bv the same date in 1925. 

The Board of Trade issued, on October 14th last, a 
return showing that advances were made, during the 
three months ending September 30th, 1921, to the extent. 
of £316,661. This total is in respect of Finland, the 
Baltic Provinces, Poland, Czecho-Slovakia, Jugo-Slavin. 
Rumania, Bulgaria, and Austria. The total for these 
countries over two years amounts to £1,276,030. Ap- 
plications sanctioned but not actually made amount in 
the quarter to £63,646, and in the two years to 
£2,706,381. The guarantees given during the quarter, 
covering transactions with Australia, New Zealand, 


Cyprus, Rumania, Jugo-Slavia, and Hungary, come to. 


£43,962; and sanction was given to other guarantees 
totalling .£221,672. The sum of all the totals amounts 
to £4,248,042, or less than a sixth of the amount sanc- 


tioned by Parliament. Either those who prepared the 


memorandum of expenditure likely to be incurred when 
the Bill was before the House of Commons must have 
greatly over-estimated the requirements, or the plan is 
not being pushed as it should be; we incline to the belief 
that the latter is the case. Possibly if the same patience 
and ingenuity that discerns in a doll's eve a menace 
t» British trade were devoted to the use of means alreadv 
in existence for the furtherance of that trade, we might 
hope, in time, to get somewhere. 

The subject of the revival of trade, considered as a 
curative measure for unemployment, has left us insuff- 
cient, space to do more than mention tlie necessity when 
the disease is at a crisis, and the state of the patient 
immediately dangerous, of applying palliative treat- 
ment. No revival in trade can prevent the necessity 
of providing work or maintenance for the unemployed 
during the coming winter, on a scale previously un- 
known. Suggestions, varving in value, are offered on 
all hands, but the fact is that relief works are generally 
uneconomical, and doles are definitely deworalising. 
The problein seems to resolve itself into the choice ог the 
least of a number of evils. 

The measures proposed on October 19th by the Prime 
Minister in the House of Commons are necessarily of a 
palliative character, but they seem to contain the seeds 
of improvements which should grow permanently. The 
most important suggestion is that of the assistance of 
public enterprises by the guaranteeing of the payment 
of principal or interest. The other measures are: Relief 
Works, in the form of afforestation and the reclamation 
of land ; the assistance of emigration ; the extension and 
improvement of the export credits scheme, with which 
we have dealt above; loans for Guardians in the 
poorer areas; and the establishment for six months of 
à contributory fund for the dependents of unemployed 
workers, : 

_ Since the chief difficulty of buying and of manufactur- 
ing nowadays is of a financial nature, we regard the pro- 


posal to guarantee loans up to a total value of 
£25,000,000 as likely to be tne most helpful, as it is 
the most novel, of them all. Zhe Manchester Guardian, 
in its leading article on the day following Mr. Lloyd 
George's speech, asks if we can assume that the money 
in the hands of a railway company will provide more 
employment than it would have done in the hands of 
individuals with whom it would otherwise have re- 
mained? Quite simply, yes! It is true that if, by 
artificial assistance, the carrying on of an indusiry is 
rendered more easy than is the case when no assistance 
is rendered, there is a tendency for capital to be diverted 
from uses which would normally be inore profitable, in 
order to employ it in the assisted industry. But there 
are industries and industries, and if a leading economist 
can openly advocate a subsidy for the purpose of cheap- 
ening coal, then surely the transport industry, to take 
the Guardian’s own example, being of equal importance, 
can legitimately be assisted by а financial guarante». 
Moreover, if the money, by remaining in the hands of 
those to whom it now belongs, will provide employment, 
why isn't it doing so? The answer is, because it is not, 
and eannot be, properly applied to that purpose while 
it remains scattered, but it can be so applied when it 
is concentrated on the object to be attained. "There will 
be difficulties in the application of the scheme. We have 
shown that there are evidentlv difficulties in the way 
of the export credits scheme. "They must be overcome. 
An expert financial commictee will be appointed 10 
advise the Government, and we venture to express the 
hope that room will be found upon it for Mr. McKenna. 
The speech of Mr. Llewellyn Atkinson at the B. E. A. M. A. 
dinner on October 20th was the speech of a genius, and 
such men as he could be more helpful in the revival of 
trade and the general advancement of industry than 
the somewhat one-sided' committees that have from time 
to time been created by the Governinent to deal with 
other matters. 

If the revival of industry is to be achieved in the 
minimum time, all must co-operate to that end. The 
question of wage reduction has already received con- 
siderable attention, as have the closely allied questions 
of efficiency and the use of the most modern plant, for 
instance, in coal extraction. Lord Weir, addressing the 
British Engineers’ Association on October 19th, made 
some very pertinent observations on the network of 
restrictive regulations that has been spun about in- 
dustry by the trade unions. There is no freedom for 
the individual worker to-day. He has to do as he is 
told. His union rules him more absolutely than did 
ever his employer. But Motley has noted that іп all 
human history the vivifying becomes the dissolving 
principle," and the history of trade unionism provides 
no exception. The principle of collective action, once 
so necessary, has brought in its train restrictions which 
bid fair to hamper, if not to destrov, the very means 
of livelihood of employers and workers alike. The frank 
discussion of these restrictions would, Lord Weir be- 
lieves, have the effect of reducing costs of production, 
while permitting wages, and consequently purchasing 
power, to remain unchanged. We all have one great 
end before us, and must work together to achieve it. 
What is wanted, more than anything else, is the com- 
mon will to serve the common weal. 


a 


_Electric Ploughs in Petrograd.—The Petrograd metallur- 
gical factories are delivering this month (October) the second 
parcel of electric ploughs made by them. The number to be 
ready by March Ist, 1922, is 50. . 

The Curative Powers of Radium.—Sir Thomas Parkinson, 
an eminent surgeon, recently gave it as his opinion that 
radium as a curative agent was а failure. Not only was it 
ineffective as a remedy, but its burning effects often aggravated 
instead of curing. Several authorities upon the subject, 
among them being Prof. Lazarus-Barlow, do not agree 
with this view. Prof. Lazarus-Barlow, who is head of the 
Middlesex Hospital Cancer Research Laboratories. believes 
that radium and X-rays will one day be recognised 88 more 
effective than the knife, and will be found efficacious in check- 
ing the growth of cancer. 
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ELECTRICITY SUPPLY IN THE, UNITED ,KINGDOM. - 


REPORT OF THE ELECTRICITY COMMISSIONERS. 


à 


THE first arinual report of the Electricity Commissioners was 
issued last week, as mentioned in our pages (Н.М. Stationery 
Office, price 3s. net). It embraces the period from January 
3lst, 1920, to March 31st, 1921, and comprises 102 puges, with 
a coloured map showing the approximate boundaries of the 
Electricity Districts provisionally determined up to March 
dist. 

The report commences with a review of the position of 
electricity supply in this country prior to the enactment of 
the Electricity (Supply) Act, 1919, and the events leading 
up to the passing of the Act. It is noted that up to the 
outbreak of war, the largest output in any one year from 
the whole of the British power stations (about 500) was some 


2,000 million kWh; the total capital invested in public supply | 


undertakings up to the year 1916 was approximately 
£91,000.000, of which local authority undertakings accounted 
for 455,000, 000 and company undertakings for :236,000,000 
(including £10,000,000 expended by power companies under 
special Acts). 

During the war the electrical output from public supply 
stations more than doubled, amounting to 4,628 million 
kWh in 1918. It was recognised to an increasing extent that 
an abundant supply of cheap power was almost as essential 
as labour and materials for rapid and economical production 
in all forms of industry. 

The report states that the general position at the end of the 
year 1918 with regard t» the generation of electricity for 
public supply purposes other than traction is illustrated by 
the figures given in Taie I. 


TABLE 1.—GENERATION OF ELECTRICITY IN UNITED KINGDOM. 
(Approximate pc ition at December 31st, 1918.) 


— ow ee енн  — _-— 


e ital expended on landa, 


buildings, sidings, wharves, 
Undertakings, &c., and generating plant, 
Generating ,  exclusing distribution 
plant items. 
— — —— installed. 
| | Average 
Class. | Nu "Бег. | Total. hae ES 
Local Aurhoriticn, kW. |. 5 £ 
London : ie 11 131.791 3.375.396 256. 
Rest of Great Britain 214 ZO 088. 26.312.862 20°3 
Ireland n^ 22 11 28.695 624,853 21'8 
Total ... T 239 ]| 1450610 0.3 3.111 20˙9 
Comp mies. | : 
London : ix 15 216.037 | 6.282.071 29°) 
Rest of Great Britain 162 135.645 4.310.586 31˙8 
Ireland ut 5 


2.801 | 128.428 45˙9 


— р — — ——— —— ay 


. Total ... кз 182 354,483 10.721.085 302 


Power (Companies, 17 370.053 7.258.840 196 
Totals .. 138 | 2.175.155 48.293.036 22˙2 


On March 31st, 1921, the staff of the Electricitv Commission 
consisted of 19 established officers and 23 temporary officers 
(including typists, messengers, &c.), numbering 42 in all. 

The Commissioners’ estimate of their receipts and expendi- 
ture in respect of the period ending March 31st, 1921, showed 
an excess of estimated expenditure over estimated receipts 
amounting to £43,550. The actual excess of expenditure 
over income for the period, including amounts outstanding 
on March 31st, 1921, was 440.958. A comparison under main 
heads of the estimated and actual expenditure and receipts is 
given in. Table 2, and a detailed statement of expenditure 
and receipts is set out in an appendix. 

The amount actually advanced out of 
Parliament to meet payments by the 
the period was £34,901. 

Reorganisation of Electricity Supply.—As there already exists 
an extensive and heterogeneous developinent representing ihe 
unco-ordinated growth. of many years, the problem of re- 
organisation resolves itself into the deterinination of the best 
method of adapting, modifying and expanding the existing 
development with the view of ensuring as speedilv as pos- 
sible an improvement in the supply of electricity. The Com- 
missioners point out that progress can only һе gradual: 20 
if the problem could be reduced to engineering considerations 
alone, the present financial stress would constitute a barrier 
to the speedy development of schemes. Thev are, however, 


confronted with a problem of a much more difficult and com- 
plex character. 


moneys provided by 
Conunissioners during 


It is only after thorough investigation at all stages, with 
the fullest opportunity afforded to all interested parties to 
make representations at each stage, that a scheme for the ye. 
organisation of aupply in any district can become of statutory 
ellect through the medium of an Order of the Commissioners, 
confirmed by the Minister of Transport and approved by 
Parliament. Even in the most favourable circumstances, jt 
is apparent that considerable time must elapse between the 
provisional determination of a distriet and the approval by 
Parliament of a scheme for the district. 


TABLE 2.—EXPENSES OF ELECTRICITY COMMISSIONERS. ` 
(From date of appointment to March 3lst, 1921.) 


Items. Estimate. Actual. 
| £ E: 
Erpenditure. | | | 
(i) Salaries and remuneration of Com- 
missioners and staff es | . 86,000 35.876 


(i) Other expenses of administration (lesa 
amounts recovered) М 


D s. v 7,250 5,232 
(iii) Interest оп. advances from H.M. | - 


Exchequer 800 970 
Total ses s s s. 44050 42078 

Receipts. -" E ; 
Fees for Special Orders, cke. 500 11% 


— 


Excess of expenditure over receipts 


43,550 40.958 


As soon as possible after their appointment, the Commis 
sioners made a preliminary survey of the present and pro- 
spective electrical requirements of a considerable portion of 
the country, which has served to emphasise :— 

(a) The wastefulness and inefticiency of the present organi- 
sation for the supply of electricity; | | 

(b) The urgent need for co-ordination among the existing 
supply authorities; and | 
‘ (c) The advantages in conservation of capital and of coil 
and in increased efficiency to be derived from joint action. 

The Commissioners came to the conclusion that the existing 
organisation for the supply of electricity in a number of dis- 
tricts should be improved, and published Notices of Pro 
visional Determination of 13 districts. The titles and approxi- 
mate areas of the districts are given in an appendix, together 
with а map of England and. Wales showing the approximate 
boundaries of the 13 electricity districts so far. provisionally 
determined.* The Commissioners have also made preliminary 
surveys of other portions of England and of certain district: 
in Scotland, and at the date of this report had under con- 
sideration the question of provisionally determining further 
districts. nu 

With the view of assisting the promoters of schemes, the 
Conminissioners issued a memorandum indicating in broad out- 
line the main headings under which proposals for the re- 
organisation of supply and for the setting-up of a Joint Elec 
tricity Authority should be formulated; this is reproduced as 
an appendix to the report. | 

Up to March 31st, 1921, schemes had been submitted to 
the Commissioners in respect of five districts, and in three 
cases the Commissioners had held local inquiries. — 

In respect of the Lower Severn Electricity District, à 
scheme was submitted to the Commissioners by ап Organis 
ing Committee, and the Local Inquiry was commenced at 
Bristol on January llth, 1921,, but the Commissioners found 
it necessary to adjourn the Inquiry, owing to the fact that 
particulars were not generally available to all interested 
parties, and also on account of certain difficulties of procedure. 
The scheme was lodged prior to the issue by the Commis- 
sioners of their memorandum for the guidance of the pre 
moters of schemes, and the Organising Committee, m 9 
pioneer efforts towards the framing of the first concrete pro 
posals for the constitution cf the new Joint Electricity n 
rity contemplated by the Act of 1919, had been faced wit 
many difficulties, and had no precedent to guide it. Eventu- 
ally the scheme was not proceeded with by the Orgenising 
Dommittee. - в = 7 Т 

In respect of the Merséy and West Lancashire Electric! : 
District, two schemes were deposited with the Commissione? 
The Local Inquiry was commenced at Liverpool on ine 
25th. and adjourned on January 29th; it was resumed 0 
March 8th, and brought to а conclusion on March Joth.+ Dis 

In respect of the North Wales and Chester Electricity I8 
trict, two schemes were submitted; the Local Inqu 32 | 


„ me ined, was 
"A map showing these. districts, as then determines i 
published in the EvLectricaAL Review of January io us 
+ A communication embodying the cónclusions and A artis 

of the Commissioners was issued to all the interested P 


513) Pr 19th, 1921. (See Evectrican Review, April 24 Р 
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commenced at Llandudno on February 15th, and ended on 
February 22d.“ ALME. M 

In к of the West Riding (Aire and Calder) Electricity 
District, two schemes were lodged, and a local lnquiry was 
to have been held at Leeds on April 12th, but was deferred 
to May 18th. LA | uu 

In respect of the London and Home Counties Electricity 
District, six schemes were lodged, and the Local Inquiry was 
opened on June 14th. | | | 

With the object, primarily, of keeping the costs of Local 
Inquiries within reasonable limits, the Commissioners issued 
a memorandum in December, 1920, drawing attention to 
the desirability of securing as large a measure of agreement 
as possible prior to an Inquity, pointing out that separate re- 
presentation of parties by counsel or otherwise appeared to 
be unnecessary unless the interests of such parties were diver- 
gent, and referring to the extent to which witnesses should 
ordinarily be necessary, and the necessity for avoiding duph- 
cation of evidence. It was also pointed out that when a 
s:heme had been approved by the Commissioners as ihe 
result of a Local Inquiry, the proceedings at the further Local 
Inquiry should ordinarily be more or less formal. They bave 
decided to publish a. draft Order embodying the decisions 
arrived at as the result of the principal Inquiry, and to in- 
vite observations upon its clauses before holding the further 
)nquiry: i 

Generating Stations and Main Transmission Lines.—Belfore 
establishing a new, or extending an existing generating 
station or main transmission line, it is necessary to obtain 
ше consent of the Commissioners thereto. In dealing with 
applications, the Commissioners have followed a policy which 
lus been gcverned by the. following broad considerations :— 

(a) The necessity for facilitating the development of clec- 
tricity supply in any district and for avoiding any sterilizauon 
during the period between the enactment of the Act of 1910 
aud wie coming into operation of a scheme for the re- 
organisation of supply. | 

(% Lhe efect or we establishment of any new station, or 
of any extension of an existing station, upon the ultimate 
developinent of supply in the district concerned. 

(c) The undesirabiity of extending a badly placed station 
13 опе district when a better situated station in the same or 
an adjacent district could be extended and thus enabled 25 
aselst the first-named station. | 

(d) The necessity for avoiding the extension or establi: h- 
ment of small and uneconomical stations 1n cases where ihe 
balance of advantage was in favour of taking а bulk supply 
from an aiternative source. 

Before consent was given in any case the Commissioners 
required to be satisfied that the need for the new station or 
additional plant was urgent; that the proposal» were tech- 
ically and financially sound; and that there was ne econo- 
wical alternative source of supply available either at the 
moment, or in the immediate future. In some cases they 


ieir power station Which was autherised by the Board. of 
Frade in 1918; two 6.000-k W sets ultimately intended for the 


The Corporation of Leicester was authorised to construct a 
station to contain initially 20,000 kW of generating plant. 
with the possibility of ultimate extension to meet a demand 


Snerating station on a site at Barton, and commenced the 
rection of the first section of a station to contain two 25.00 
LA turba alternators, the site permitting of ultimate exten- 
op to 150.000 kW. At the instance of the Commissioners, 
oie agreed to increase the capacity of the first 
1 installing a third 25.000-kW set. with the object of 
9 5 ing as speedily as possible the urgent requirements of 
15 authorised undertakers in the district. 
gone Corporation of Nottingham applied to the Commis- 
0 кы my to construct on a site at Clifton a station 
A DUE И kW of generating plant with the possibility 
5 A ension to 240.000 kW or more. Concurrently, 
1 05 EL um received from the Derbyshire and Notting- 
Bac 118 ric Power Company for consent to construct 
at Colwick a station to contain initially 30,000 kW 


A communicatio | j i 
of nication embodying the conclusions and derisiona 
April a qomissioners уаз issued to all interested parties op 
AREE dn (See EtECyRICAL REVIEW, April 29th, p. 571.) 


. 


and Petrograd. 


of plant with the possibility of ultimate extension to 120,000 
kW. An Inquiry was held at Nottingham on July 21st and 
22nd, 1920, and the Commissioners issued a formal consent 
in respect of the application of the Corporation and refused 
the application of the Company. 

The Commissioners subsequently issued а consent to the 
construction by the Corporation of а temporary generating 
station on the Clifton site to contain 4,000 kW of generating 
plant to meet the demands for electricity pending the con- 
struction of the permanent station. 

The Corporation of Salford applied for consent to construct, 
on a site at Agecroft, a station to contain initially 45,000 kW 
of generating plant, with the possibility of ultimate extension 
to 120,000 kW. А decision had not been arrived at by 
March 3156. I 

Tbe County of London Electric Supply Co., Ltd., had been 
authorised to erect a generating station on a site at Barking, 
and applied to the Commissioners for consent to erect a station 
to contain initially three 33,000-kW  turbo-alternators with 
the possibility of extension. Тһе Commissioners held a 
Local Inquiry on October 6th, 1920, and following days. After 
consideration of the evidence they reserved their decision. 

The Portrush Urban District Council was authorised to erect 
a station of 66 kW. 

The West Kent Electric Co., Ltd., and the Yorkshire Elec- 
tric Power Co. also lodged applications, on which decisions 
wore reserved, 

The Commissioners issued consents to the establishment of 
new generating stations by the following non-statutory under- 
'asings :— 

East Anglan Electricity, Ltd. (Felixstowe).—A generating 
station at Sudbury to contain plant of 264 kW. IN 

№. C. Gates, Ltd. (Norwich).—A generating station at Stal- 
ham to contain plant of 4 to 6 kW. | 

Tullamore Electric Light & Power Co., Ltd.—A generating 
«tation at Tullamore to contain plant of 900 kW. | 

From the foregoing it will be seen that the Commissioners 
issued consents to five authorised undertakers and io three 
bon-statutory undertakings in respect of new generating 
‘tations, representing plant of 150,000 kW with the possi- 
bility of ultimate extension to a much larger figure. Further 
applications were under consideration on March 31st. 

the Commissioners dealt with applications from some 120 
authorised undertakers and from four tramway and railway 
authorities for consent to the extension of existing generating 
stations. They came to the conclusion that only such addi. 
tions to. or modifications of, generating stations as Involved 
an Increase in rated capacity of generating plant constituted 
extensions requiring their approval. A complete list of con- 
sents issued up to March 31st, 1921, is given in an appendix. 
The sanctioned extensions represent plant of approximately 
547,000 kW. Of this total, approximately 415,000 kW was 
in respect of local authority undertakings and approximately 
113,000 kW in respect of company undertakings, the re- 
mainder (18,740 kW) being in respect of tramway and rail- 
way generating stations. 

The Commissioners prescribed or approved the tvpe of cur- 
rent, frequency, and pressure to be used at new private 
generating stations proposed to be established by 10 owners. 

A number of applications relating to the establishment of 
main transmission lines were made to the Commissioners, and 
in some cases the necessary negotiations and formalities had 
not been completed by March 3lst, 1921. Formal consenis 
have been issued, however, in the four following cases : — 

Corporation of Edinburgh.—6.000-volt main transmission 
lines from the Westbank Power Station, Portobello, to 
McDonald Road, Dewar Place, and Cowegate. 

Metropolitan Borough Council of Woolwich and Urban 
District Council of Erith.—33.000-volt main transmission line 
from the generating station at Globe Lane to the generating 
station at Erith. | 

North Metropolitan Electric Power Supply Co.—A main 
transmission line, to be used initially at a pressure of 10.000 
volts, and subsequently, if found necessary, at a pressure of 
20.000 volts, between the generating stations of the company 


at St. Albans and Hertford respectively. 


(To be concluded.) 
— 
ne, 


, Russian Electrical Industry.—A general review of Russian 
industry based on material supplied to the Russian Officii! 
Econcmis Journal, Kkhonomiteskaya Zhism., referring to the 
clectrical industry in the first ‘quarter of 1921, savs that the 
numiber of Workers engaged in the principal factories in that 
period had risen from 6,708 to 7.668, or by 14 per cent.. 
whilst other employés had increased in number by 7 per 
cent.; but the increase in the number of workmen did not 
result in а corresponding output of goods, which partly 
negative result was due to the lack of skill on their part, 
which was particularly shown in the qualitv of the work. 
Compared with the last quarter of 1920, no improvement 1s 
reported. The output in some factories increased: in others 
it decreased. The principal causes of the continuous unsatis- 
factory industrial ontput are again said to be the poor supply 
of fuel and the food crisis, which for manv months now have 
been a leadin^ feature in the economic situation at Kharkoff 
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THE COST OF LIVING IN CHINA. 


IN our issue of June 3rd, 1991, we published a letter in which 
tabulated details 5 the cost of living in Burma were 
given. The British Chamber of Commerce Journal, Shanghai. 
had in its issue of July, 1919, published an article on the cost 
of living in that city, and on seeing the table above-mentioned 
(which it reproduces, but attributes accidentally to а non- 
existent Electrical Engineer) it was led to publish similar 
tables for Shanghai, Tientsin, and Hong-Kong in the issue for 
August, 1921. It points out that, whilst there are free fur- 
nished houses in Shanghai and Hong-Kong. they are the excep- 
tion and not the rule. The first column in the Burma table 
has not, therefore, been included in the Shanghni or Hong- 
Kong figures. 


THE CosT oF LiviNG IN SHANGHAI. 


Young bachelor. Young married couple. 
Кез rented Boarding Rented | Boarding 
with two | house. Hotel. h use. | house, | Hotel. 
others 


i 


Mex. $. | Mex. 8. Mex. $, | Mex. 3. Mex. 8. Mex. 8. 
1, House rent and 
tex 


es г 46 198 
| M 5 150 800 120 250 540 
8. Sodar, wins, | 
beer, ae. 15 16 15 20 20 20 
4. T о b r^ e о, 8 8 8 8 
тв, ёс. 8 8 
s. Lighting 4 — — 10 = 
6. Guests sa 10 10 15 20 15 20 
7. Amusem'ntsa .. 20 20 20 20 20 20 
8. Club bilis 25 25 25 25 25 25 
9. Clothes, shoes, | 
hats, ёс. v 25 25 25 15 15 15 
10. Laundry 1 5 5 15 y 9 
11. Furniture, ёс 8 — E 25 — == 
12. Car and chavf- 
feur "P . — — — 100 100 100 
18. Gary or meter 
cycle "T 40 40 - — = 
14, Insurance 25 25 25 25 25 25 
15. Servants 85 21 b 5 64 6 6 
Total iu Mex. 8 804 828 483 655 653 818 
Totals in sterling 
at rate of ex. 
obange at time 
of writ nv, £1 — 
Mex. $7.04 £89 15 10 |242 18 7468 4 4/£85 14 7172 7 "|£11 0 0 
Add items required 
in Shangh ei поь 
includ: d above. | 
1. Telepho: e 2 — i 5 2 =, 


4. Fuel: Heating 
and coohing 10 5 5 80 10 10 
8. Medica! auend. , 
ance, }геьсгір- | 
tions, toilet 


| 


articles dc. 5 5 5 16 16 16 
4. 5% for c«ntin- | 

gencies sae 16 17 25 35 29 44 

Мех. 8 з 88 21 £5 86 65 10 
Total  fhanghai, 

Mex.$ .. s 855 918 711 €08 918 
Totals in s'erling 

at rate .f{ ex- 

change at time 

of writing. £1 = | . 

Мет. $7.61 Ds [on 2 21246 9 21267 16 0 |597 0 0217911 72120 3 0 


Totals in sterling at present ate of exchange: 


: | 
Burma: 1 rupe £ sd'£s.d.|£ s. d. £ в.а |£ s. d £ s. d 
. 88d. 30 5 58|3011112|84 16 7j j 4 10 
таеп! күз 58 2 ТА 79 17 78 63 16 O| 78 4 103 
ex. 87.61. |47 7 7 42 16 0 |48 8 1 102 1 
Hong ло Ar 7 788 19 10211 9 
Mex. 47.64 . |37 010 |40 6 3 |60 510 |78 0 1167 0 8110515 2 


Similar figures apply to Tientain, but roughly speaking they 
аге 50) per cent. higher than in Burma; they are somewhat 
higher than in Shanghai, except in the case of hotels, which 
are cheaper. For the sake of comparison, we reproduce the 
totals in each case. 

The Hong-Kong figures are practically a repetition of the 
Shanghai figures. There are very few motor cars in Hong- 
Kong. and ownership is the exception rather than the rule. 
The additional items add»d to the Shanghai list would apply 
iie to aoa ee 

rther detailed figures for Shanghai are given i > 
Journal for September. : T ils 


— — ͤ ED 


Working Hours, Management, and Profit Sh .— 
International Building Trades Conference at its т е 
Brussels on October 218 expressed a desire to see the sus- 
pension of the application of the eight hours law in countries 
where it is in force, and a postponement of its application 
where it is not, until the complete re-establishment of the 
international situation. The Conference was also unanimous 
in considering the participation of labour in the management 
of business as T e incompatible with conditions of 
enterprise, and it also declared itself definitely opposed to 
the obligation to give labour a share in profits.— Reuter. 


THE BRITISH ELECTRICAL AND ALLIED 
MANUFACTURERS’ ASSOCIATION (INC), 


ANNUAL DINNER. 


On Thursday last week the annual dinner of the Beama " 
was held at the Savoy Hotel; the Right Hon. Lord Ampthill 
G. C. S. I., G.C.LE., president, was in the chair, and there 
was a large attendance of members and guests, numbering 
some 500. Amongst those present were Lord Carmichic 
G.C.S.I., Lord Meston, K.C.S.I., Lord Vaux of Harrowden. 
Sir James Devonshire, Sir Charles Parsons, Sir H. Frang 
Heath, Sir C. Ellis, Sir James D. Connolly, Sir John Aspinall 
Sir Edgar Walton, Sir William Diamond, Brig.-Gen. Sir H 
W. Thornton, K.B.E., Sir W. Noble, Sir J. E. Petavel S; 
Timothy Coghlan, Lt.-Col. Hon. P. Pelletier, Lt.-Col. Е 4 
Cortez Leigh, Hon. J. McEwan Hunter, Mr. J. C. Soud 
M.P., Mr. George Balfour, M.P., Mr. W. О. Smith, Mr 
J. S. Highfield, Mr. Н. Hirst, Mr. John Taylor, Mr. 11. B. 
Atkinson, Mr. H. C. Levis, Mr. Gerard Swope, Mr. F. C. 
Wade, Mr. John Howard, Mr. J. B. Whiting, Mr. W. St. p. 
Jenkins, Mr. J. A. Corcoran, Mr. А. Н. Ashbolt, Mr. M. J. 
Railing, Mr. P. Longbottom, Mr. A. E. Tanner, Mr. E. 8. 
New, Mr. A. Е. Berry, Mr. Е. Н. Nalder, Mr. А. P. Wood, 
Mr. F. C. Gibbons, Mr. D. N. Dunlop (director and secre. 
tary), and many other well-known men. 

After the Chairman had proposed “The King,” Mr. 
George Balfour gave The Industry," regretting the 
absence of Sir Gordon Hewitt, Attorney-General, who was to 
have had charge of the toast. Up to the outbreak of war, 
he said, the electrical industry was backed up by capitil, 
enthusiasm, and sacrifice, and there seemed nothing wanting 
to make the industry a success—but foreign competiticn, 
establishing works and agents throughout the country, 
designedly so depressed prices that it was impossible to secure 
the reward of their labours. Those tactics were about to be 
renewed; but they would face their difficulties with courage, 
if given a reasonable chance. That young Association could 
claim fully to represent the electrical industry of this country, 
and many of the allied trades, touching as it did every branch 
of industry. Its activities were of the utmost importance not 
only to the electrical industry, but to the general commerce 
of the country. Ав the Prime Minister had just said, the 
cure of unemployment rested not with the Government but 
with industry ; they could do it, if their pre-war freedom were 
rest;red. The main necessity was a readjustment of wages 
on an economic basis, in order to reduce unemployment. 
lord Weir had struck the right note, and he asked them to 
preach the doctrine of reduction of wages so as to fill the 
workshops, even if no profits were made. | 

Responding to the toast, Mr. Ll. B. Atkinson outlined 
the events of the past twelve months, resulting in the collapse 
of industry. They were all calling on the Government to 
“do something.“ but it was for the industries to get them- 
selves right, and the Government could only play a small 
part in the process. The engineering and metal trades were 
the worst hit; they relied alinpst entirely on the construction 
of reproductive works, which depended on the existence of a 
surplus of production of food and clothing, and they could 
only be fully employed when that surplus was created. Relief 
works would not solve the problem, and export credits were 
useless to the electrical industry, for its products took 3! 
years to repay their cost. There could be no re-establishment 
of our industries until the nation was able to make savings 
The demoralisation of the German exchange was really due 
to the liquidation of a bankrupt stock; even the Germans 
had now become aware that the mark was worthless, and tle 
time was approaching when people in Germany would noi 
accept payment in paper marks. The Germans, however. 
were working twice as long for a pound of bread as the 
Belgians or English, and those who did the most work se 
pound of bread would secure the world’s trade. There M 
be a readjustment of wages per unit of output; either ан 
would have to close, ог workmen would have to realise $ 
the output per unit of wage must increase, and work s 
hours until stability returned. Much could be done by А 
cussion with the authorised representatives of labour; E 
had great faith in industrial councils, which had bern 5 
successful in the cable- making industry. It was i | 
look to the Government; they must solve their own problem. 
and face the facts, however disagreeable they were. biects 

The Chairman, proposing ''Our Guests.' said the f І 50 
of the Association were essentially national and райо lits i 
one in business could be without a sense of responsi 9 885 
the country, or fail to recognise that our по a tribute 


: | D 
to the war service of Brig.-Gen. Sir H. W. Thornton. É 


the chairman coupled his name with the toast. 4 humorous 


ges was 
hich would 
rt 


enable him to bring up his family in decency 
and more if possible. The railway managers ha 
with the present scale of wages, provided tha 
ing production was given; nor did they obje 
day, if they got eight hours of honest reasonaDe cu 
they wanted was production. The great railway gr 


а — 
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had been formed were closely connected with the electrical 
industry; the directors had a keen sense of their responsibility 
to the nation, and knew that unless they rendered a satis- 
factory account of their stewardship the alternative was 
nationalisation—a course which never tended to the welfare 
of the public. The responsible labour leaders of this country 
were convinced that production must be.increased, and that 
the wages paid must be in proportion to the output. Rail- 
way managers were agreed that before industry could prosper, 
rates and fares must be reduced; the present high charges 
were but a temporary expedient. He hoped that in the com- 
ing months they would be able to join hands with the great 
captains of industry and the responsible leaders of Trade 
Unions in an endeavour to restore the country to its pre- 
eminent position. 

` Ап excellent entertainment was provided by the Westmin- 
ster Abbey Quartette, Miss Olga Haley, and Mr. Sterndale 
Bennett, and the function was exceptionally successful and 
enjoyable, the proceedings lasting to a late hour. 


LEGAL. 


Losito, BENGUELLA & CaTUMBELLA ELECTRIC Licut 
AND POWER Co., ть. 


AN application was made to Mr. Justice Astbury in the Chan- 
cery Division on October 19th by Mr. Charles Wreford Brown 
to be allowed to rank as a holder of £1,000 mortgage deben- 
ture stock, 1916, in the above company, which was formed to 
supply electric light and power to the towns named, which 
are in the Portuguese Colony of Angola, and to develop and 
accumulate electrical power at the falls of the Catumbella 
river. The matter arose in a debenture holder's action against 
the company. Counsel for the applicant suid the Master of 
the Court had disallowed the debenture. The writ in the 
action and notice of motion for a receiver of the company was 
served on June 26th, 1919, and a receiver was appointed on 
July llth. Mr. Brown's debenture was signed and sealed, 
and bore date of July 7th. It was, however, dispatched to 
lum on July 17th. 

Mr. Byrne, for the Receiver, said the debenture stock was 
not issued until after the appointment of the receiver and 
when the company had ceased to carry on business. 

His LorpsHip: Then the receiver must hand it back. 

Counsel for Mr. Brown said it was issued before the appoint- 


inent of the receiver. 


Mr. Byrne said the Master said it would be a fair com- 
promise if this gentleman had his £1,000 back with interest, 
but not a bonus of 7s. 6d. in the £, which he also claimed 
undet^a collateral agreement. j 
‘His Logpsimir thought that was a fair compromise. 

All parties agreeing, his Lordship ordered the repayment of 
41.0% with interest at 6 per cent., but said the applicant 
could not have the bonus. 


UNEMPLOYMENT Pay. 
AT the Southport Court, on October 17th, Sydney Brooks (18). 
clectrician's improver, was summoned at the instance of the 
машту ci Labour for an alleged breach of the Unemploy- 
ment Act on July 2th. According to the Liverpool Post, Mr. 
W. H. Watson said defendant signed at the employment 


exchange as being unemployed from May 2th to July 30th. 


with the exception of eight days. As a matter of fact, he 
was employed at night during the whole of the period in 
connection with the lighting of the Pavilion Theatre, South- 
port. During most of the time his wages were 25s. a week, 
and for the remainder 20s. He received Ws. a week unem- 
ployment pay up to the beginning of July, and then 15s. 

The defence, submitted by Mr. GREENWOOD, was that a 
person was entitled to unemplovyinent pay if he only did 
spare-time work apart from his ordinary occupation, and did 
not earn more than 3s. 4d. a day or £1 a week, and had been 
previously doing that kind of spare-time work in addition to 
his ordinary occupation. 

The Law CLERK ruled that the fact of defendant's spare- 
time work being similar to his ordinary occupation did not 
matter. | 

The Bench decided. іп view of the importance of the case, 
to adjourn it until November 2nd. 


THE Position ОЕ A TELEGRAPH POLE. 


Ат Skipton County Court, on Friday, judgment was given for 
the Postmaster-General in a case in which the postal depart- 
ment wished to erect a telegraph pole near the Friendly 
Societies’ Hall, Sheep Street, Skipton, and Lord Hothfield. 


„Owner of the property, disagreed. The Post Office contended 
that the place was a public highway, within the meaning 


of the Telegraph Acts 1863 and 1920. The consent of the 
Skipton District Council had been obtained, but Lord Hoth- 
‘eld seemed to be aggrieved and demanded the removal of 
‘he pole. For Lord Hothfield, it was contended that the pole 


interfered with the amenities of the property, casting a shadow 
into the Friendly Societies’ Hall and the café, and interfering 
with the privileges of the frontage. It tended to prevent the 
repairing of the property, and was likely to cause annoyance 
by youngsters climbing the steps to the hall and sliding down 
the pole. The respondent wished the pole removed, but if 
the Court allowed it to stand he asked for an acknowledgment 
of £l per year. Judgment for the Postmaster-General was 
given, with costs on Scale C, and the acknowledgment pay- 
ment was not allowed. 


ACTION AGAINST THE BRADFORD CORPORATION. 


THE Bradford town clerk has reported to the Electricity Com- 
mittee upon correspondence with a of solicitors acting 
for a well-known Bradford firm of textile merchants, who 
have served on the Corporation a writ claiming an injunction, 
damages and costs, arising out of building operations now 
being carried out by the Corporation on land adjoining the 
Bolton Road electricity sub-station. After consultation be- 
tween the town clerk, the chairman of the Committee (Ald. 
W. Turner). and the city electrical engineer (Mr. Thomas 
Roles), the Electricity Committee approved the action of the 
town clerk, and authorised the Corporation officers and a 
sub-committee of members of the committee to take all песев- 
sary steps to defend the proceedings. 


ENFIELD-EDiswAN CaBLE Works, Lro. v. THE A. & А. 
ELECTRICAL Co., LTD. 


IN the King's Bench Division, on Monday, before Mr. Justice 
Branson, plaintiffs sued defendants to recover £2,000, balance 
of account said to be owing for electrical wire sold and 
delivered for shipment. Alternatively damages for non-accept- 
unce were asked for. 

Plaintiffs said that at the end of December, 1919, and the 
beginning of January, 1920, they agreed to sell defendants 
1,000,000 metres single wire 1.5 sq. mm. insulated cable at 
&8 per 1,000 metres, less 24 per cent. cash, against documents, 
including packing for export and delivery f.o.b., according. 
to specifications in defendants’ order of December 3186, 1919. 
Plaintiffs said that at an interview between representatives 
of the parties in April, 1920, it was verbally agreed that as 
to 114 cases containing 910,900 metres, value £7,287, plaintiffs 
should make delivery to defendants' agents at Poole Wharf. 
This was done, and the defendants had paia £6,000, part ог the 
purchase price, but had not paid the balance for these goods. 

Defendants replied that the goods were not fit for their 
purpose of a contract with Messrs Max Weinberger & Co., 
and they claimed £1,087 damages for loss of proht. 

Mr. Barrington. Ward, K.C.. and Mr. Cartwright Sharp 
appeared for the plaintitis, and Mr. Patrick Hastings. K.C., 
and Mr. Melville for the defendants. 

Opening the plaintiffs’ case, Mr. BARRINGTON WARD said 
the larger part of the property had passed, and there he 
ciulmed for price; as to the rest he claimed damages. The 
dispute related to the ordinary electric cable of commerce, and 
he suggested that if there had not been a fall in the market 
price this litigation would never have been begun. The balance 
of price claimed was £1,287. The price of the 910,900 metres 
delivered was £7,287, and they had received by arrangement 
with the defendants' bankers £6,000. 'They had, packed at 
their works, another 87,000 metres, for which £696 was 
claimed; there the Court, he submitted, must look to the 
difference in price between the contract price and the market 
price at the date of repudiation. There was a balance of £16 
for a remaining 2,000 metres. The defence raised the question 
of the contract. The defendants said the contract was that 
the plaintiffs should make this cable in accordance with the 
standard specification of the Verband Deutscher blec- 
trotechniker. The plaintiffs said that specification was 
to apply only 1п respect of thickness; the defendants 
that it was to apply in all respects—as to chemical 
composition as well—and they said the cable was not merchant- 
able. They counterclaimed for the £6,000 and loss of profits 
on the sub-sale, but loss of profits on a re-sale could not be 
recovered except on goods sold for the express purpose of 
fulfilling a particular contract; only the difference was recover- 
able between the goods as they were and as they should be. 
With thickness only in question, the defendants tried to 
place on them an impossible burden by insisting on full 
accordance with the V.D.E. specification. All through the 
correspondence the defendants were talking only of thickness. 
The cable (of which pieces were handed in) was of copper 
wire surrounded by two layers of vulcanised indiarubber, 
then tape, and an outer braiding. The defendants in their 
particulars suggested that the rubber was hard, brittle, and 
unsuitable, of no elasticity, and poor mechanical quality; 
that the tape was of poor quality and the braid insufficiently 
impregnated with black which had not penetrated properly. 
They said the percentage of rubber was less than it should 
have been, and its weight was 26.8 per cent., instead of 334: 
that the percentage weight of resin was 13.8 instead of 6; and 
of other ingredients including sulphur 73.2 instead of 66.7, 
as required by V.D.E. They put their loss of profit at 
£1 1s. 9d. per 1.000 m., or £1.087. The early correspondence 
was empty of complaints, but strikes were mentioned. with 


of the invoices said to the thickness of the V. D. B.; 
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the proper comment our domestic difficulties have nothing 


to do with you. 


Counsel added that they were told that strikes at Amster- 


dam had delayed delivery, and Messrs. Weinberger & Co., 


their consumers, complaining of quality, had refused the third 


delivery. He suggested that Weinberger & Co. did not find it 
convenient to take up the lot. Plaintiffs wrote: *‘ You know 
the cable is equal to the sample we placed before you." Most 
some 
"thin copper conductor V. I. R.“ or vulcanised. india rubber. 
Defendants contracted to sell to Weinberger & Co. cable to 
the thickness of the V.D.E." When plaintiffs’ invoices said 
"to V. D. E.“ it meant to V. D. E. thickness. | 

Mr. ALBERT VicTOR DowNTON, technical director to the plain- 
tiffs, said there was a British engineering standard, anu the 
1910 standard was well known. As to detendunts’ complaint 
of the mechanical quality of this cable, he had to say that the 
Government otħciats made their bending and elongation tests 
when they inspected the cable, and this cable passed the 
tests. All cable became harder, as bread became staler with 
the lapse of time, especially in a dry storage. All defendants’ 
tabulated comp'aints were ill-founded, except the statement 
as to chemical ccmposition. Plaintitfs had supplied £850,000 
worth of this cable to the Continent without complaints. ‘Lhe 
delivery was suitable for general electrical wirmg purposes 
on the Continent. It would not have been possib:e to supply 
the cable up to the V.D.E. chemical standard at the price 
quoted. As it was not according to an English standard, there 
was no call for it in this country. А sale, if they were able 
to make a good one, in August, 1920, might huve realised 
+2 l0s.; the scrap value of the cider was under £l. Ihe 
Germans had been manufacturing for 50s. The Germans 
ollicially reduced in their V. D. E. specification for 1920 the 
rubber percentage to 20. That was when they were out to 
capture the market. | 

Mr. Downton told Mr. Patrick Hastings that the defendants 
were assured, upon the contract, the cable will be manu- 
factured in strict accordance with the V. D. E.“ This was 
safe for house fixings. The difference between the Con- 
tinental and English requirements was that here a layer of 
pure rubber, or a pure separator, was required. That was 
the difference between the Continental and the English prac- 
tice, but the quality of the Continental kind would be prac- 
tically equal. His last report from the Continent was that 
cable was to be bought there for £2. He supposed, by the 
rate of exchange, the Germans could supply cheaper than 
we, but the market was down because people were not re- 
quiring cable now. 

His Lorpsuip said he had been looking at the percentages 
in the defendants’ table of complaints, and he found they 
totalled 113.8. That seemed to be exacting а good deal. 

Evidence was given of the ећсіепсу to-day of the cable 
supplied for this order, by Mr. GEORGE Dania, M. I. Mech. E., 
A.M.LE.E. He had taken several samples of the cable in 
question, and found all above V.D.E. thickness. It retained 
its elasticity to a remarkable degree, the braid was properly 
impregnated, and the cable was open to none of the com- 
plaints the defendants brought against it. 

Similar evidence was given by Mr. М№иллаАм F. ADAMS, 
mechanical and electrical expert, who said the wire was dis- 
tinctly merchantable. 

Mr. FREDERICK Putte, of the plaintiffs’ firm, said he did 
not remember that at any interview in May or June, 1920, 
defendants’ Mr. Agazar ever rejected the wire as useless. He 
said it was not in accord with the V.D.E. specification, but 
he never said anything against its merchantability. As a 
matter of fact, it complied in every particular with plaintiffs’ 
undertaking. - if | 

Opening defendants' case, on the score of contract, Mr. 
Patrick HASTINGS suggested that the parties were never at 
one. Plaintiffs offered wire insulated with a layer of pure 
and with vulcanised india rubber. Defendants ordered high- 
grade vulcanised rubber. The goods must be in strict accord- 
ance with the German V.D.E." they laid down, and no one 
could say that strict accordance with the British standard 
specificaticn, for instance. meant accordance with it only in 
one particular or that V.D.E. did not mean V.D.E. 

The first. witness for the defence, Mr. Max WEINBERGER, who 
spoke by interpreter, stated that when he saw the wire was 
not in order he sent to the Dutch Government Office and had 
it tested. He put in the written report, which showed that 
it was not in accordance with the V.D.E. There was, he 
discovered, no market for this kind of cable, though had it 
been in order he could easily have found a market for it. 

Cross-examined : What he asked for was. wire insulated 
with high-grade vulcanised india rubber of the thickness of 


the V. D. E. and of the best quality. 


Mr. 8. C. Mort, of the India Rubber, Gutta Percha & Tele- 


. graph Works Co., Ltd., of Silvertown, stated that for 20 years 


he was head of the experimental and testing department. 
The firm employed 9,000 men. High-grade vulcanised india 
rubber would stretch like a catapult. The rubber in the 


cable supplied was of low-grade quality, from his point of 


view. | 
Electrical evidence was given by Mr. ALFRED Morais, B.Sc. 
(Engineering), London, A.I.E.E., superintendent of the test- 


. ing department of Faraday House, who said he thought. the 


* 


. samples of this cable he examined would let out more elec- 


tricity than they should. 


poor. 


. grooves in. which the element rests. . hole 
, Mounted on a spring support as a safeguard agains, 
through accidental knocks. It is quite a simple m 
. either change the element, complete with the fi 
ог to fix upon the support, a new spiral element. 
. of the elemen is 600 watts. r 


Mr. ‘Morris said the rubber іш the. samples af this cable 
he examined in September and December, 1920, was semi- 


- perished and in a state that good quality rubber ought not 


to be in after l8 months. Its mechanical properties 

‘Lhe proportion of rubber was 26:4 per faa 16 per 
cent. of which was resiu. . He.should expect д per cent. jn 
high-grade rubber. The rubber would stretch 14 times it; 


. length and not five or six times. . 


Mr. Warp: He should not, say the stretching property of 
cable rubber ought. to be as good at that of electric thread." 
and to stretch only 14 times was unsatisfactory. He agreed 
that what he found 16 per cent. of resin in was a mixture: 
not pure rubber. Deterioration would be greater in 4 
dry store. Practically all the electric light cables tested at 
Faraday House were of vulcanised rubber, and 5 per сеш. 


would be a usual proportion of resin in such vulcanised rubber. 


Mr. WILLIAM HENRY GkORGE SHiPMAN, manager of defen. 
dants’ firm at the time of the ‘transaction, said Mr. Flaskett, 
for the plaintiffs, wrote to. him confirming a telephone assur- 
ance that the cable would have two layers vulcanised rubber, 
and would be manufactured iu strict accordance with the 
V.D.E. specification. 

Answering Mr. BARRINGTON WARD, witness said the sub- 
purchaser's order was for copper insulated with high-grade 
india rubber to the thickness recommended by the V.D.k. 

Мг. BERGE REUBEN AGAZAR, manuging director of the aefen- 
dant company, said they were agents for the sale of electrical 
goods. He had no experience before of the sale of cable, and 
no technical knowledge of cubles. They telephoned to make 
it c'ear that the V.D.E. specification was being followed. 
Afterwards he told Mr. Plutte candidly that he thought the 
first reason for their customer's hesitation to accept wa 
financial, and due to fulness of stock ; afterwards he said there 
were verbal complaints of the cable, and said he had en- 
countered criticism when he offered it to other clients. 

Cross-examined : He ascertained that Mr. Weinberger sent 
the cable to the Dutch -Government 'pboratory, not because 
of the state of the market, but because his customers һай 
returned his early instalment of the cable to him. 

A former director of the defendant company, Mr. Aytoxy 
DE JONG, said Weinberger in Holland complained of the 
quality of the cable from the time witness showed him the 
first sample, but witness did not take him seriously. Later 
Weinberger said the market had become slower, asked that 
deliveries might he held up till the autumn, and offered jointei 


. conduit on a contra account. 


Judgment was given for plaintiffs for £1,287 claimed. with 
costs, with, in addition, payment for the balance at £2, the 
price fixed by his lordship for the purpose. of calculating 
damages. A stay of execution was granted. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars ef new or improved бегий 
and apparatus, which. will be published if considered of mſicum 
interest. 


The Creda Bowl Fire. 


THE CnEDENDA Conputts Co.. Lrp., Whitehouse Street. 
Aston, Birmingham, have recently commenced the manufac 
ture of a new bowl fire. The bowl of the '' Creda fire (fig. 
1) is made from spun copper which is mounted by means 
a swivel hinge on a cast-iron pedestal base, the base being 
enamelled in art colours. А substantial ‘wire guard protects 
the element from accidental contact. and the element has been 


Fig. . .- THE. Crepa ” ‘BOWL: Fire." 


| designed to be easily replaceable. The top consists. o with 


f É * N t 
upport vn. 
wire winding mounted on a fireclay eund element В 
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The “* Baby Spot ” Projector. 


The British Тномзок-Носзтох Co., Lrb., 77, Upper 
Thames Street, E.C.4. has recently produced a miniature 
spotlight projector intended to meet fhe demand for a spot 
lamp equipment for use with gasfilled concentrated filament 
lamps. Designed primarily for theatre lighting. the Baby 
Spot (fig. 2) can be used in many other fields of lighting 
work. For instance, it is eminently. suitable for the spot 
lighting of special articles in store windows, and for the 
illumination of kinema corridors, clock faces, indicators, small 
poeters, signs, &c. Although its total weight, including 
brackets, is only 5 lb. 11 oz., it is very stronyly constructed. 


Fic. 2.—Tue “ Baby Spor ” PROJECTOR. 


The body is of sheet steel, enamelled dull black, and the corn- 
ponent parts comprise a mirror glass reflector, with copper 
back, painted with elastic enamel, focusing device porcelain 
holder, lens, and universal bracket. The reflector is of such a 
radius that light reflected therefrom reaches the lens at the 
same angle as light given direct from the filament. The lens 
18 plano-convex in form, and 4 in. in diameter, and is arranged 
to give a parallel beam with the lamp in focus and a wide 
beam when the lamp is moved forward. By loosening a wing 
nut on the underneath portion of the body, the lamp can be 
moved forwards or backwards according as a ‘‘ spotting ” or 

fi E effect is desired. This wing nut secures both 
reflector and lamp in any desired position. The apparatus is 
Very compact, and is thoroughly ventilated. А slide is fitted 
ш front of the lens so that colour mediums may be used when 
required. This elide attachment is so arranged that it in no 
way interferes with the beam of light. By a single operation, 
the colours can be changed as desired in a few moments. 


The Kohler Lighting Plant. 


Yet another plant for supplying electricity for lighting and 
Power purposes in country houses, farms, &c., has been 

ded to the list of such outfits that are now obtainable in 

із country—namely, the Kohler d.c.. 110-volt plant that 
comes from the U.S.A. (London representative: Mr. C. Н. 
Cook. 329, High Holborn, W.C.1). This automatic outfit 
(fig. 3), which we had the pleasure of inspecting recently, 
has a capacity of 15 kW. А special trip to start or stop 
the engine is not necessary. Whenever any lamp or 
switch in the line is turned on. the engine responds at 
once, and conversely when the last lamp is switched off the 
plant «tops automatically. Thi: feature is obtained by a special 
controller whose sequence of operation is as follows: On 
switching on a lamp in any part of the line a batterv circuit 
Is completed which motors the generator and so starts the 
engine; when the latter has reached a certain speed the 
battery is disconnected and then. after a pause to allow the 
Fenerator to build up its voltage, the line circuit is completed. 

e only battery used is a sinall 24-volt starting battery of 
the automobile type which is provided with a charging coil 
so that it is alwavs kept charged and ready for use. The 
engine 1з rated at 3.5 h.p. at 1.000 r.p.m.. and has four 
cylinders, and is very smooth running and free from vibration. 
The outfit 18 plunger pump lubricated and water cooled on 
the thermo-siphon system. the radiator being provided with 
а cooling fan. The ignition is by h.p. magneto, so that in 


the event of the starting battery or control switch not func- 
tioning properly the set can be started up and run under 
manual control. The engine is governed by mechanical 
throttling, the speed remaining constant at all loads, but as 
the demand is varied so is the consumption of petrol decreased 
or increased as the case may be. The dynamo is a 4-pole 
compound-wound machine having a commutator 7 in. in 
diameter and brushes 1 in. wide by 0.25 in. thick. A simple 
resistance coil maintains a steady voltage at all loads, and 
the set is very free from flicker; safety fuses and a main 
switch are also provided. The dimensions of the outfit are 
as under: Length, 33.5 in.; height, 34.75 in.; width, 14 in., 
and its weight when crated is 580 lb., that of the starting 
battery, also crated, being 125 lb. 


Witton-Kramer Bench Drills. 


Portable electric tools such as drills, grinders, &c., are 
being used in increasing numbers as their convenience and 
economy is more and more realised. The Witton Kramer drills, 
made by the GENERAL ELEorRIC CO., LID., are good examples 
of this class of apparatus. 

Fig. 4 shows an electric drill mounted as a sensitive bench 
drill. The solidly built stand is provided with a rising table 
and a steel standard to carry the drill. Two types are made, 
one with an ungeared drill running at 1,050 r.p.m. and capable 
of drilling holes up to à in. in brass and soft metal. The 
other type has а geared drill running at 510 r.p.m., and will 
drill holes up to 4 in. in steel. 

The type R.3 portable electric drill is also arranged as a 
bench drilling machine. The stand is of massive design and 
the sliding head on which the electric drill is carried is fed 
by means of a lever, a spring return being provided. By re- 
moving four screws the dril! can be dismounted for use as an 
ordinary hand drill. This little machine is equipped with л 
direct current motor consuming 360 watts and running at a 


— 


Fic. 3.—THE ROEHLER AUTOMATIC Fig. 4.—A W ITTON-KRAMEB 
LIGHTING OUTFIT. Вехсн DRILL. 


speed of 500 r.p.m. Its maximum capacity is 29/39 in. in 
mild steel and the length of feed is 6 in. 

The Witton-Kramer eeries also includes other sizes of drills, 
magnetic drill posts, grinding outfits, commutator grinding 
equipments, buffing machines, &c. 


New Accumulators.—The Aftenposten reports an impor- 
tant invention by the physicist, M. Gross, of Christiania, who, 
it states, has produced an accumulator with three cells and 
weighing 25 kilogrammes, which gives a pressure of 6 volte 
and more than 200 watt-hours per kilogramme, or six times 
more than the ordinary lead accumulator. It does not freeze 
and will sustain short circuits that would be calculated to 
destroy other accumulators. Prof. Vegard, of the Christiania 
University, thinks there is reason to hope great things of the 
invention.—Reuter’s Trade Service (Christiania). 

Svenska Dagbladet learns that the Allgemeine Elektrizitaets 
Gesellschaft, the Siemens-Schuckert, and other important 
German concerns are forming a new company at Berlin named 
Warmespeicher Dr. Ruths, for the purpose of рош the 
new vapour accumulator of Dr. Ruths, a 8 en- 
gineer.—Reuter’s Trade Service (Stockholm). 
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NEW PATENTS APPLIED FOR, '921. 
(NOT YET PUBLISHED.) | 


Compiled expressly for this journal by Messrs. SEFTON-JONES, O' DI. AND 
STEPHENS) Chartered Patent Agents, 285, High Holborn, London, W.C. 1. 


26,383. Automatic clectric switch.” J. H. Barnett. October 6th. 
26,613. Electric contacts or connections." E. Jones. October 8th. 


26,633. '' Transmission of electric power by underground cables," А. M. 
Taylor. October 8th. | К 

30,662. '' Automatic control of electric lamps for motor-vehicles, &c." Е. 
G. L. Johnson. October 8th. 


26,670. '' Magnetic separators.” D. C. Sharp and Spencer & Co., Ltd. 
October 8th. Е 
26,073. '' Electron-discharge devices.“ British Thomson-Houston Co., Ltd. 


tober 8th. (United States, October 28th, 1920.) | 
00720. Electric irons." Phi-Kappa Syndicate, Ltd., and D. Watson. 
October 10th. М 

26,744. '' Telephonic apparatus." S. M. Hyman and W. A, Saxby. Octo- 
er lOth. | 
tb Electric ignition apparatus." E. Н. Cardwell. October 10th. 
26,751. Ignition and шк for automobiles, &c." M. Feldine. 
October 10th. (United States, tober 8th, 1920.) 

26,766. Electric switches." Н. Hurst. October 10th. 

26,768. Electric connections," G. Oldham and J. Oldham. October 10th. 


26,780. Electrical entertainment devices.“ С. Dinnebier. 


(United States, October 9th, 1920.) 


October 10th. 


26,793. Process for manufacture of electrodes." Н. Bardt. October 10th. 

26,797. “ Insulators.” J. F. Scheid and H. Schomburg & Sohne Akt.-Ges. 
October 10th. 

26,801. Electric storage batteries." Н. Bardt. October 10th. 


26,802. ©“ Apparatus for influencing electric waves produced by cathode 
tubes for telephony." Dr. E. F. Huth Ges. and L. Kühn. October 10th. 
(Germany, December 2nd, 1919.) E 

26,807. Rectification of alternating electric currents." American Radio 
and Research Corporation. October 10th. (United States, October 8th, 1920.) 


26,820. '' Reflecting device for electric lamps, &c." S. H. Gurney. October 
llth. 

26,821. Relays and apparatus connected therewith, for amplification of 
sound, &c." F. W. Baynes and Mechanical Supplies, Ltd. October llth. 

26,830. “ Bends, elbows, and sets for tubing for electric wires." T. Atkin- 
son. October llth. 


26,836. '' Arrangements for indicating position of apparatus or condition 
of circuits at a distance." Automatic Telephone Manufacturing Co., Ltd., 
J. R. Beard, Electrical. Improvements, Ltd., and A. E. Hudd. ctober lith. 

26,8414. Electric contact makers." C. J. L. Moore. October llth. 

26,852. ** Ironclad electric switches." W. L. Barber and Midland Electric 


Manufacturing Co., Ltd. October 11th. 
26,853. “ Adjustable time-lags for electric circuit breakers, 


&c." W. L. 
Barber and Midland Electrice Manufacturing Co., 


Ltd. October llth. 


26,887. ''Current transmission devices ior ball bearings in electrically- 
driven rail vehicles." J. Schmid Roost, Ball Bearing Works, Ltd. October 
llth. (Switzerland, November tth, 1920.) 

26,892. Electrical signalling systems." Western Electric Co., Ltd. Octo- 
ber llth. (United States, October llth, 1920.) 

20,900. '' Electricity measuring instruments," H. Lucas and W. C. Turner. 
October lith. 

26,901. Electricity measuring instruments." E. J. B. Danks, O. Lucas, 


and О. A. Miller. October llth. 

20,903. '' Transmission of pictures by 
Anderson. October llth. 

26,905. Electric precipitating plants.“ October 
llth. (Germany, October 28th, 1920.) 

26,927. Circuit breaker." Lodge Fume Co., Ltd. (Metalbank und Metal- 
lurgische Ges.). 


telegraph or telephone.” J. Т. 


Siemens-Schuckertwerke. 


October lith. 


20,931. *' Thermostatic elements.“ British Thomson-Houston Co., Ltd. 
(General Electric Co.). October llth. 

26,932. “ Electric relays, &с." British Thomson-Houston Co., Ltd. 
and A. S. Fitzgerald. October 11th. 

26,945. '' Automatic circuit breakers.” С. Pasteur. October llth. (France, 


October 12th, 1920.) 

26,963. * Electric transmission of power with underground cables." A. M. 
Taylor. October 12th. 

26.976. Methods of eliminating currents in lead sheathings of electric 
cables. A. M. Taylor. October 12th. 

26,981. ‘* Means lor improving current carrying capacity of existing three- 
phase alternating current cable systems." A. M. Taylor. October 12th. 


27.023. Electrical driving of machines on the constant current series 
system.” G. Austin, J. C. Macfarlane, and W. A. Macfarlane. October 12th. 

27,034. Dynamo electric machines." Е. C. Hatcher and Т. Rooke. 
October 12th. 

27,045. '' Combined expansion joint and clamping support for electrical 
busbars." P. Н. Coales, S. Darby, C. C. Garrard, and А. Н. Railing. 
October 12th. : 

27,049. '' Electric insulators." E. Haefely et Cie Akt.-Ges. 


October 12th. 
(Switzerland, November 6th, 1920.) 


27,052. ** Canopies for electric light fixtures, &c." С. W. Hoar. October 
l2th. (United States, October 22nd, 1920.) 
T ead " Auxiliary sparking unit for spark plugs." Е. E. Wade. October 

th. 

27,057. “ Electrical apparatus." British Thomson-Houston Co., Ltd. (Gene- 
ral Electric Co.). October llth. 

27,086. Wall switch." McGill Manufacturing Co. October 12th. 

27,089. ''Purifying gas by electricity,"  Siemens-Schuckertwerke. October 
Lith. (Germany, October 22nd, 1920.) 

27,102. Electric heating and cooking appliances. R. Wolf and ]. 
Zehetmaier. October I2th. (Germany, 


October 27th, 1920.) 

27,107. '' Telegraphy or telephony." Dr. E. F. Huth Ges., S. Loewe, and 
B. Rosenbaum. October 12th. (Germany, September 15th, 1915.) 

27,108. '' Method for generating and strengthening oscillations for wirgless 
Е Dr. Е. Е. Huth Ges. October 12th. (Germany, May 17th, 


27,110. “ Electric switches." British Lighting & lgnition Co., Ltd,, E. B. 
Tuppen, and E. О. Turner. October 12th. 


5 15 5 E nM connection." P. Tracy. October 13th. 

27,121. “ Positive contact breaker for motor cars." W. McKnigh d 

S de cod October 13th. x 
27.131. Electric motors for gramophones.“ C. Kratt ö 

mu co ase g p 5 ratt апа T. McClelland. 
27.139. “ Portable electric water heaters.” L. C. Speed and West Lanca- 


shire Electrical Co., Ltd. 
27.140. “ Method of controlling electric water heaters." 
West Lancashire Electrical Co., Ltd. October 13th. 


27.145. Device for varying illuminatin wer of electri » 
Roberts and J. C. Roberts. October 13th. d сене lampe "oc 


October 13th. 
L. C. Speed and 


27.148. Controller for electrical advertising signs &c." ^ Үү i 

М. Weir October 13th. 5а, Ns sie: “and 
27,139. '' Electric irons." A. Russel. October 13th. 
27.160. Apparatus for chan 


King velocity rotation and relative direction of 


rotation of two rotatable parts.“ Lancashire Dynamo & Motor Co., Ltd. 


October 13th. 


27,164. '' Apparatus for maintaining equality of speed i 
- Ld E t ' 
motors, &c." Eastern Telegraph Co., Ltd., and K. i Wood. October 13th. 
27.189. Accumulators." K. Kawakami. October 13th. | 
27.197. “ Electric condensers.” G. S. 


emp. October 13th. 


27.208. “ Mouthpieces or trumpets for telephonic transmitting and receiving 


Apparatus." E. A. Graham. October 13th. 


27,209. „Process for production of concentrated nitric acid." 


Elektrisk Kyaelstofaktieselskab. October 13th. (Norway, October tà, ie 

27,223. “ Electric diaphragm warning horn." T. Robinson. October Wu) 
. 27,230. “Brush holders for dynamo-electric machines.” A. E Ango:d, 
R. Orsetich, and A. КЕ October 14th. i А 

27,231. “ Automatic, c., telephone exchange systems." „ Aitk⸗ 
October 14th. Р Е d W. Аша, 

27,246. '' Electric switches.“ C. W. Parsons. October 14th. 

27.283. Electric irons." Т. D. Finizio. October 14th. 

27,284. “f Sparking plugs." P. Challis. October 14th. 

27,293. Electric furnaces, &c." J. J. Loke. October 14th. 

27.295. Wireless apparatus for producing continuous oscillations.” C. Ww 
Payne. October 14th. 7 

27,308. '' Holders for incandescent electric lamps." A. H. Hunt. Octcber 
14th 


; Means for producing oscillations." 
Ltd. (General Electric Co.). October láth. 
27,310. '' Radio receiving systems." British Thomson-Houston (o. Ltd 
(General Electric Co.). October 14th. pes 
27,31. Combined coating and winding machines.” 
Houston Co., Ltd. (General Electric Co.). October ]láth. 
27,324. Electric cut-out apparatus." C. L. Dubois and C. Reynold 
October láth. (Switzerland, tober 14th, 1920.) | 


British Thomson-Houston Co., 


British Thomson. 


PUBLISHED SPECIFICATIONS, 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1920. 


10,078. “ Signalling apparatus for use in mines." J. Ross and A. Ros. 


April 10th, 1920. (169,473.) 

14,361. “ Dynamo electric machinery." Н. К. Whitehorn. May wth, 
1920. (169,482.) 

16,311. Sparkless disconnection of conductors traversed by electric сш. 
rents." Siemens-Schuckertwerke Ges. October 9th, 1915. (Addition to 


145,072.) (145,073.) 
10,382. '' Process and apparatus for the production of Rontgen ras." J. E. 
Lilienield. April 9th, 1918. (145,084.) 
16.918. Telegraph cables." Н. W. Sullivan. 
17,049. '' Electric suspension insulators.” 
November 29th, 1919. (154,877.) 


June 22nd, 1920. (169,494; 
Siemens-Schuckertwerke Ga. 


17,077. '' Electric battery lamps." F. J. Turquand. June 23rd, 19X. 
(169,503 

17,085. “ Electrically-operated speed regulators." Duplex Engine Governor 
Co., Inc. June 23rd, 1919. (146,136.) 

17,233. “ Methods and apparatus for use in locating submerged vessels ard 
other submerged and subterranean magnetic bodies." R. A. Fessenden. 
December 12th, 1918. (146, 155.) 

17,319. “ Electric circuit making and breaking device." E. Schatte. 
June 25th, 1920. (169,510.) 

17,167. “ Keys for holding down railway, tramway, tramroad rails, ам 


the like in their supporting chairs." L. Green and W. A. Buyers. June td, 


1920. (169,518.) 
17.580. Magnetos." Remy Electric Co. December 17th, 1919. (12579) 
17,735. '' Method of starting continuous current motors." —Oesterteichi«he 


Siemens-Schuckertwerke. January 29th, 1916. (145,589.) 


18.070. Electric bell and the like indicators." M. J. Railing, C. W. 
Saunders, and J. Н. Collings. July 2nd, 1920. (169,535.) 

18,335. “ Electric welding electrodes." British Thomson-Houston Co., Ltd. 
(General Electric Co.). July 2nd, 1920. (169.538.) 

18,084. “ Electrical accumulators.” Saunders Electrical Co., Ltd., and C. 
Saunders. July Sth, 1920. (169,541.) 

19,009. “ Electron discharge devices." General Electric Co., Ltd., and M. 
Thompson. July 6th, 1920. (169,546.) 

19,196. '' Wireless signalling systems.” British Thomson-Houston Co, 
Ltd. October 29th, 1913. (147,147.) 


19,243. ‘* Electric contact 
January 19th, 1918. (147,177.) | 

19.529. “ Overload electric switches." F. Krupp  Akt.Ges. May Dh 
1919. ((147,592.) | х6 

19.549. Electrical systems and apparatus for inducing chemica! action. 
W. J. Rickets. July 8th, 1920. (169,548.) е 

19.811. Contact. members for vibrating current controlling regu'ators. 
V. G. Apple. February 14th, 1918. (147,783) 


thermostats.” Vapor Car Heating Co, lic. 


19.816. Armature construction.” V. G. Apple. April 27th, 1918. 157.88 
19,863. Dynamo-electric machines.“ British Thomson- Houston Co., [1 
October 13th, 1915. (147, 818.) Е 
19,993. Subaqueous sound producer and receiver." Signal Ges. Мот 
ber Ist, 1916. (147,938.) m 
20,363. Sound producing or receiving devices." Signal Ges. August W, 
1919. (Addition to 147,939.) (149,324.) zt 
20,415. "' Electric resistance connections. F. Krupp Akt.-Ges. November 
2151, 1918. (148,458.) . T 
20,809. “ Receiving arrangement for the reception of  clectro-m2gm 
waves," M. C. A. Latour. October 2151, 1916. (145.951) "T 
20,810. “ Inductances." М. C. A. Latour. December 12th, 1918. A8. i 
21.027. “ Manufacture of coils suitable for use in the construction of st 


transformers." British Electric Transiormer Co., Ltd., and J. Roothaan. Juls 
12th, 1920. (169,553.) НИРО 

21.619. * Apparatus for the distance control of electric switches бу mr 
of light radiations.” E. Schattner. July 19th, 1920. (109.563. FIT 
, 21.666. ** Secondary electric clocks." L. Pillon. July 19th. Jex (16. 


ant 


. 09) qn. 

21.912. „ Alternating current meter," L. Adamezok. July Xaj, l 
(149,348.) | one бе 
22.160. „Electric suspension insulators.” ^ Siemens-Schuckertwerse ` 


January 6th, 1920. (Addition to 154.877.) (156,567.) 8 0 
22.295. Electrical switch gear for controlling the supply of au ET 
operate machinery and the like." W. de Renzi. July 27th. 1920. I. bons 
22685. Method of measuring the lengths of electric waves. mos 
née Armagnat), C. M. A. de Vauve, S. M. T. Armagnat, and Р. J. Arms; 
July 30th, 1920. (169.582.) 


23.886. Thermostats.” Е. J. Heideman. P. M Fowl, Н. К. М 
and C. E. French. August 16th, 1920. (169,594.) oy; 19. 
24.356. Electric service lifts.” E. R. Elliston. August * 
169.604. San Vicker 
| t „Automatic electric sub-station systems.” M yu 

Electrical Co.. Ltd. (Westinghouse Electric & Manufacturing Co. 
26th, 1920. (169,609.) | - 1e E 
24.773. Means for regulating alternating currents,“ Igrani 15610) 

Ltd. (Cutler-Hammer Manufacturing Сол. August 26th, 1920. (e, 


the electric ignition 
jd September At. 1n 


Y -rx 
Shanghai E^ 


27,026. “ Timing or distributing mechanism 
internal combustion engines." W. M. Cummiskey. 
(151,615.) | н 

27.6392. “Trolley heads for electric traction vehicles. (169.027 
Construction Co., Ltd. (D. McColl). September 29th, 1920. mi ee М 

33.137. Electric transformers for feeding metal vapour 345) 
Anon. Brown, Boveri ег Cie. November 27th, 1919. (54. Decem uet. 

35.175. “© Safety fuses for electric circuits.“ E. Antinoro- 

1920. (Addition to 151,523.) (169,649.) 


1921. PT 


4. I.. Eustice. July 2310, Ри 10 
Ош Kruger. November. +> 


367. 
1.612. 
(157 909.) 


“Electric cartridge fuse.” 
* High ohmic resistance.” F. 
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FIREPROOF AND OTHER GRADES. 
ESTABLISHED 20 YEARS. 


66 ELO ээ 


For all purposes for which moulded in- 
sulation is required specify ELO 
which is water, oil and heaiproof. 
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FLEMIN ,, BIRKBY & GOODALL. LTD., 
LIVERSEDGE. YORKSHIRE. 


WRIGHT "nu 
agaba MOTORS. 


D.C. 


WRIGHT MOTORS, Ltd., HALIFAX. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
6, Tenby Street North, Birmingham. 


‘BROOK 


ONE, TWO and THREE-PHASE 


MOTORS. 


See Sup. 43 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manutacturing Electrica! Engineers and 
Government Contractors, 


Birkby 8 ’s 


GREENLAND PLACE, CAMDEN TOWN, LONDON. | 
— e — — 


. MICA & MICANITE 
TAYLOR & PETTERS, LTD., 


ао, Hatton Garden, London, Е.С. 1. 


hone: 
4575 Central. See page ii. 


MOTORS. * DYNAMOS. 
Victoria DYNAMO & Мотов 00., 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 
"Phone: Gerrard 1245. 


CHURTON * 
r and РО ү? 


ES MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


ELECTRIC MOTOR 
REPAIRS. 


Ww 
= S 
1 H. DUNN & SON, 


" Newington Causeway, 
Tel.: Hor. 1167. LONDON. S.E.1 


“EMPIRE” 
AUTOMATIC CONTROL 


Pumps, 88 Maohine Tools. 


ELECTRIC CONTROL, LIMITED. GLASGOW. 


WESTERN-ELECTRIC 
COMPANY, LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, p. xxxv. 


CONNOLLY'S (BLACKLEY), Lo. 


for 


WIRES AND CABLES. 


See Advertiseme: this week, p. fii. 


WHITE 
Electrical Instrument Co., «td. 


2, 4 & 6, GLOUCESTER ST., 


CEBRRCRWBEE: LONDON; B.C. 1. 
Wire "Phone: 
Voltoztagh: London. City, 8660 


ELECTRIC MOTORS. 


One, Two and Three-Phase. 


BRITTAIN'S ELECTRIC MOTOR Co. 
(Late Langdon-Davies Electric Motor Co.), 
110, Cannon Street, London, E.C. 4. 


INSULATING 
.-- BEADS - - 


Immediate Delivery. 
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No. 9,998. 


AN IMPROVING SITUATION. 


THERE seem to be good reasons for hopefulness with 
regard to the situation as now developing. 

Whether we consider the result of the ballot of the 
federated engineering trade workers, who voted by a 
tuajority of 22,835 agreeing to the withdrawal of the 
bonus in three stages, thus avoiding a stoppage of the 
industry and facilitating a return to economic produc- 
tion; or if we pay regard to the united determina- 
tion in the electrical industry whereunder employers and 
employed will give a new impetus to electrical progress ; 
or whether we note the attention that is being given to 
the railway electrification schemes which might make 
so much legitimate and productive work for British 
factories and British employés if they were put through 
now, as they may be, under the Government financial 
aid measures ; or, again, whether we note the substantial 
operations that may soon emerge from the deliberations 
of the Electricity Commissioners; whether we think of 
the growing acknowledgement of the greater safety of 
British industry if it be left to work out its own salva- 
tion and is not ‘‘controlled’’ by the State save in 
respect of very special points, and the consequent feel- 


ing of confidence in the stability of capital; or if we 
vive heed to the result of the vote of censure in Parlia- 


‘ment and the stability that may be supposed to exist in 


that direction—all these things and others like them 
justify a feeling of optimism, and that alone 1s so much 
t» the good ; it always is if the optimist be not blind to 
facts and realities. 

During September the prices of raw wool and 
cotton rose, thus enabling manufacturers to liqui- 
date their stocks of goods, and clearing the way for 
the manufacture of further stocks. Naturally there 15 
still a great deal of timorousness about embarking on 
а large manufacturing programme at a time when costs 
of production are falling. but anything which has a 
tendency to ease up the position 15 SO much to the good. 

The inquiries received for iron and steel continue to 
increase, and these trades are not incommoded by the 
presence of large stocks. Manufacturing operations can 
therefore be commenced as soon as any of these inquiries 
mature into orders. Тһе shutting down of blast fur- 
naces owing to the coal strike causes most of the steel 
now being turned out to be made from imported pig 
iron and scrap metal, but furnaces are being restarted 
almost every day now, and this state of things should 
soon be remedied. 

The receipt of inquiries in increasing numbers is a 
proof of the truth of our contention that the potential 
demand for manufactured goods already exists. The 
iron and steel industries, whose finished products form 
part of the raw material of the electrical industry, will 
naturally feel the approach of better times before our 
industry; but we are informed that the lamp trade 
shows distinct signs of improvement, во that 1% seems 
reasonable to anticipate improved conditions in heavy 
electrical engineering before long. Many orders for 
Welsh coal have recently been received. 

The hardware and cutlery trades show signs of im- 
provement, particularly in the export field, but natur- 
ally these are more subject to competition from Ger- 
many, which is becoming increasingly keen. The 

ottery and leather trades are also looking up, іп spite 
of the fact that here, as elsewhere, buyers are holding 
off in the hope of а fall in prices. The best way of 
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bringing about a fall in prices is, of course, the placing 
of orders, so that costs of production inay be brought 
lower, and overhead charges reduced by increase of out- 
put. There is no reason to doubt that for some years 
to come increasing business will mean lower prices. 
Manufacturers who have learned anything at all froin 
the course of events during recent months have learned 
that rising prices kill demand, and until all the factories 
in the world are gorged and congested with business, 
it is unlikely that we shall see any considerable rise in 
the selling price of goods. 

The comparison of the sum total of British trade, 
both import and export, for September, 1921, and Sep- 
tember, 1920, shows a decrease of some 40 per cent. in 
money. The Government, straining at gnats, as is the 
custom, has abandoned the compilation of statistics as 
to the weights of exports and imports, although it is 
obvious that weight is a much surer index of the volume 
of business than monetary value, especially in these 
times of rapid fluctuation in the purchasing power of 
money. Statistics, judiciously used, are of immense 
value, and for the country not to be in possession of 
the facts as regards the amount of its import and export 
trade, is as bad as for a trading concern not to keep any 
record of its sales or of its costs. 

The number of unemployed persons, while still ter- 
ribly high, has decreased materially since June; and 
although relief measures, in the form of work or allow- 
ances will have to be continued through the winter on 
an unprecedented scale, the rising volume of trade must 
have the result of improving the situation. 

The utmost use must be made of the most economical 
methods of manufacture. The prosperity of the nine- 
teenth century was built up upon the work of Watt. 
The steam-engine then represented the most economical 
method of using coal. The use of electricity must be 
extended in all directions. Sir Leo Money hammers 
away week by week upon the necessity of cheap energy. 
Coal must come down in price, and electricity must 
develop. He even advocates a coal subsidy, regarding 
the expense of thereby encouraging the coal trade as 
analogous to the expenditure of а farmer upon manure 
to improve his crops. In general, the effect of a subsidy 
is to encourage the use of capital and of labour in a 
trade which normally would be unprofitable, and con- 
sequently diverting that capital and that labour from 
being used in something more profitable. It is true 
that this view appears to assign limits to the amount 
of capital and the amount of labour available, and in 
the long run this is nut right. The more work there is 
to be done, the greater the population that can be sup- 
ported, and the greater the population, the more work 
there is to be done. The human family is very far from 
exhausting the natural resources of the vlobe, even in 
the matter of food. Moreover, since 1nodern conimerce 
and manufacture depend on fuel, coal mining is so 
fundamental an industry that it simply must be carried 
on. It must be done economically, of course, and the 
most modern methods and machinery must be employed 
In coal extraction. Capital must be judiciously ex- 
pended, in order that the greatest reeuits may he derived 
from the work done. In abnormal times. апа їп special 
circumstances, the use of unusual remedies is justified, 
and тах, indeed, become imperative. 

The burden of taxation is, as we all know to our 
sorrow, enormously heavy. It has probably passed the 
economic limit in nearly every case. The notorious 
excess profits dutv, while founded on tlie perfectly un- 
csceptionable cueory. that profits made out. of national 
emergencies must be returned to the nation, was damag- 
ing to industry both in its incidence and in its removal. 
Since profits were limited, it did not pay to develop 
manufacture to its full extent, vet the verv fact that the 
profits over and above those fixed by the taxing A 
rities were confiscated, caused коше ß 
be made that. otherwise would have been postponed in- 
definitely. Structural improvements in factories, a 
certain lavishness as regards emplovment. and in some 
cases Increases of remuneration, were defraved out of 
the excess profits tax. * When jt was removed, and the 


whole of the profits became available for distribution, 
improvements were abandoned, workers were discharged, 
and remuneration was not infrequently reduced. When 
the tax existed, new businesses were so hard hit as to 
шаке it not worth while to establish them; while old 
establishments which had never paid any dividend at 
all, paid excess profits duty and still could not pay their 
dividend, thus discouraging the investment of much. 
needed further capital. The history of that tax, ending 
us it did in a shower of refunds, is one of the most 
unfortunate that has been recorded in the annals uf 
modern taration. 

Direct and indirect taxation are to-day at figura 
which would have been deemed fabulous before the war. 
Men pay a shilling for twopennyworth of tobacco, and 
every sovereign earned is only fourteen shillings by the 
time it reaches the pocket, and inflated shillings at that, 
The craze for parsimony reacts unfavourably on in. 
dustry, and the extravagance that still prevails in many 
quarters affords numerous examples of misdirected er. 
penditure. 

The revival, of which symptoms seem to be showing 
themselves, will be slow, but if we believe in it and in 
our power to bring it about, it will be sure. "The future 
depends on each and every individual, firm, and nation 
getting right ahead with the job before it, and carrying 
out that job, whatever it inay be, with enthusiasm, eff- 
"uency, and true economy. 


Tue method of constructing electric 
generators and motors has not deviated 
from standard practice by any appre- 
ciable extent for many years; that is 
to say, no radical alteration in design has been intro- 
duced, indeed, it is not to be expected that it will be, зө 
long as conventional ideas are adhered to. If it is 
desired to produce an innovation one has necessarily 
to strike out in a new and original direction. To seek 
it along well-defined paths would be a waste of time, 
because it would only lead one to the same old limita- 
tions. 

It was with peculiar interest, therefore, that we 
recently availed ourselves of an opportunity to inspect 
an invention which, if it is successfully developed so 
as to yield the results that are promised, will be of the 
first importance to the electrical industry. The inven- 
tion referred to is the outcome of much patient labour 
by Mr. Brooks Savers, who has evolved a design which. 
it is claimed, will reduce the cost of building a dynamo 
or motor by one-third. The great value of such a re- 
duction iu the cost of manufacture will be, no doubt. 
readily appreciated, but that is not all. It is estimated 
that, for a given weight and size, a machine сап be 
constructed on the new principle that will be capable of 
producing an output very nearly double that of a 
standard machine. Moreover, the motor can be run, 
if necessary, very much faster than is usual at present, 
and the dynamo may be driven at the same speed as 
{һе turbine if required. 

Now similar claims to those expressed above are not 
exactly novel; they are made periodically with fairly 
regular frequency, but it is often difficult to appre 
ciate the special feature that would make them рох 
sible. In the present instance. however, definite pro- 
posals are made to construct the machine m such 5 
manner as to reduce the heating, eddy-current, hystere- 
sis. and other losses. in addition to commutation 
troubles, to а very considerable extent. 

Herein, then, lies the reason for the increased effi- 
ciency that is promised, and it only remains to be seen 
whether a full-sized machine manufactured under com- 
mercial conditions will function as satisfactorily as the 
models have done. and we hasten to add that we kno" 
of no reason why it should not. 

In conclusion, it should he pointed out that. for 
various reasons, it would Бе inadvisable to reveal oe 
nical details at the moment, althouvh i n 
machines are to be seen in operation in London. Mf. 


A New 
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Sayers deserves hearty congratulation on the successful 
issue of his labour, so far as it hus gone, and we hope 
that rapid progress will be made in developing Ше 
invention. i 


YESTERDAY the lnstitution of Klec- 
trical Engineers opened its first session 
аз a body endowed with the dignity of 
a Royal Charter ; we have no doubt that 
it will prove fruitful of benetit to the 
industry, not only in respect of the papers discussed at 
the public meetings, but also—and perhaps in much 
greater meusure—in respect of the operations of tlie 
Council and Conunittees which will be called upon for 
advice and assistance by the Electricity Conunission and 
other departments of the public service, functions which 
have continually increased in recent years both in num- 
ber and in importance. The programme arranged for 
the first part or the session гог the ordinary meetings is 
of good promise, and we note with interest that to the 
first of the ** Informal Meetings, which will be held on 
Monday next, а most important subject has been en- 
trusted —nanely, ‘t How best to speed up Electrical Pro- 
gress " —the discussion on which will be opened by the 
President, Mr. J. S. Highfield. 

We must confess to some misgivings lest, in the div- 
nified surroundings of the theatre of the Institution, 
the distinctive character which has been acquired bv tlie 
“Informal Meetings " within the hospitable but less 
awe-inspiring environment in which they were inaugu- 
rated may be imperilled. Already we have seen 
that the Committee in charge of these meetings has 
relaxed the rule of No Publication of Speeches то 
the extent that it has authorised one of its own members 
to supply an official summary to the Press et it was 
a cardinal principle in the first instance that no speeches 
should be reported. Now that the meetings will be held 
at the Institution, the delightful informaliiv of refresh- 
ments served during an interval in the discussion may 
be abandoned, and eventually the “informal meet- 
ing may become a mere imitation of the formal 
Ordinary General Meeting." Absit omen! We hope 
that the Committee will bear in mind the purpose of 
these meetings, the success which thev attained in pre- 


Thc New 
Session 
of the I. E. E. 


vious sessions, and the dangers with whieh they are. 


now beset, and will jealously safeguard their amenities 
in every respect, so that the speakers who have delighted 
us in the past may not be driven into silence. 

The meeting time of the ordinary meetings has been 
fixed, as in recent years, at 6 p.m. We believe that this 
ів a popular though by no means unanimous choice, and 
we trust that it will enable the informal dinners which 
were started by Mr. Wordingham to be revived. 


А RECORD of the meeting of the 
National Joint Board, held on October 
21st, which has been circulated to the 
Uistriot Councils. contains a reference 
to the Press which is, we think, very much out of order. 
The matter dealt with was the proposed agreement be- 
tween the E. T. U. and the E. P. E. A. The record states 
that the chairman observed that notices had appeared 
in the technical Press regarding this agreement. and 
the employer menibers of tlie Board were very anxious to 
know the extent of this agreement." The report goes 
on to say that Mr. Heslop said that the“ remarks pub- 
lished in the Press were erroneous. and that the agree. 
ment was purely a question of domestic policy.” There- 
npon the report states that an offer was made by the 
E. P. E. A. to give copies of the agreement to the employer 
representatives on the Board and on the District. Boards 
on the understanding that they were to be considered 
confidential; the explanation was satisfactory to. and 
the offer accepted with thanks by, the emplover members 

The point we consider not in order is that a general 
statement that the “© remarks published in the Press were 
erroneous" should be circulated by а responsible 
body such as the National Board without chapter and 


The Press 
and Accuracy. 


verse. The Press in this instarce, as shown by the 
chairinan’s opening remark, was the technical Press 
of the industry. Without claiming that the technieal 
Press is ulways accurate in every detail, we do claim 
that every attempt is made to be accurate on fact and 
sound in opinion. We are not, of course, concerned with 
any statement made by an individual; what we object to 
is that a responsible Board should accept a statement 
and publish it, without giving any indication that it has 
satistied itself that the statement is (or is not) justified. 


FolLOWIJd on the final report of 
the Advisory Committee on Electric 
Railway Standards, quite a flood of 
projects for the electrification of sub- 
urban railways and the construction of new tube rail- 
Ways in the Metropolitan area lias come upon us. The 
most recent of these are the proposal of the Under- 
ground Electric Railway Company, involving the ex- 
penditure of some £6,000.000, and that of the London 
County Council, contemplating the outlay of £5,000,000, 
both relating to the construction and improvement of 
tube and surface railways in London. The L. C. C. 
scheme, which was indeed no more than a suggestion, 
Was rejected at the meeting on Tuesday last; the other, 
however, is in an advanced stage, and work could be 
commenced at once if the capital were obtainable on 
reasonable terms. In both cases it was proposed to take 
advantage of the Government offer to guarantee loans 
for works calenlated to promote employment in the. 
United Kingdom. 

It is important to note that under existing conditions, 
it is impracticable to construct new tube railways with 
апу hope that, under ordinary commercial conditions, 
they will ever produce a satisfactory return on the capi- 
tal expended. Transport facilities form one of the 
public services which are indispensable to the life of a 
great conununity such as the Metropolis represents; the 
surface traffic has in many areas reached the saturation 
point, and future additions to the facilities must neces- 
sarily be underground. In order to provide them, the 
co-operation of the ‘State is essential, whether it be 
effected. through the medium of the Government, or of 
the County Council, or of a future London Transport 
Authority, and this fact is clearly indicated by the two 
proposals to which we have referred. 


Railway 
Electrification. 


By the time this issue of the ELEC- 
The Engineering trical Review is in the hands of our 
Trades Ballot. readers it will be general knowledge 
that the members of the 34 trade unions 
involved in the engineering and shipbuilding industries 
have balloted in favour of accepting the proposal of the 
employers to withdraw the 124 per cent. bonus given 
by Mr. Churchill when he was Minister of Munitions. 
It is true that less than one-third of the workers affected 
took the trouble to express their views on the subject, 
but it is nevertheless satisfaetorv to note that a clear 
majority of those who did so has been obtained for the 
course of action suggested. 

Some fairly substantial improvement in production 
costs should be the result, especiallv when the reduction 
in wages is reflected in the cost of materials. This is 
necessarily and naturally a slower process in a falling 
than in a rising market, but by the New Year it should 
b» quite evident. The step is definitely in the right 
direction. and we hope it may be followed by a real 
effort to increase production. The lessons of adversity 
having apparently been brought home to Labour suffi- 
ciently to cause agreement to the wage reduction, it is, 
perhaps, not unreasonable to hope that tlie responsible 
leaders of the workers, together with the rank and file, 
will realise speedily that it is possible to cheapen pro- 
duction still further bv the abolition of restrictions, bv 
a return, as suggested bv Mr. Llewelyn Atkinson, to 
the longer working week, and bv putting their shoulders 
to the wheel to the utmost of their ability. Having 
regard also to the signs already visible of inereasine 
briskness in trade. the future seems rather more hopeful. 


— — — сї. 


592 THE ELECTRICAL REVIEW. [Vol 89. Мо, 2,293, NOVEMBER 4, 1921, 


Do — E = ' 5 A 


NEW DEVELOPMENTS 


ELECTRIC COOKING ON THE GREAT NORTHERN RAILWAY. 


IN а new five-car train (fig. 1), which the Great Northern 
Railway Co. has recently put into service between Lon- 
don and the West Riding, a distinct advance has been 
made in the history of British railways. Among а 
whole host of improvements, the elimination of gas is 
the most satisfactory feature of the new train, as in 
far too many accidents the rupture of the gas tanks 
has led to the most horrible circumstances. 

While individual pieces of apparatus such as electric 
kettles, urns, food warmers, &c., are frequentlv used in 


IN ELECTRIC COOKING. 


maximum of 3.5 kW. Above this is fitted a steaming 
oven for the steaming of potatoes, puddings, 1. 
measuring 18 in. by 18 in. by 20 in., this being loaded 
to 3 kW. Above the steaming oven is fitted a grill with 
а ruising and ae ering grid having a grilling surface of 
18 in. by 12 in., and loaded to a maximun of 3 kW 
this being 5 by a water boiler in whieh is 
fitted an immersion heater of 500 watts capacity, 

By the side of the equipment is mounted a table 
containing four open-type boiling plates and twò 10. 
gallon boiling pans. The whole of the equipment, with 


Fic. I. NEW G. N. R. TRAIN. with ARTICULATED COACHES 


railway carriages, this is the first dining-car train on 
which the cooking is entirely done by electricity, and 
naturally the details of the application have required 
special. consideration, for which credit is due to the 
enterprise of the chief mechanical engineer of the 
G.N.R., Mr. Н. N. Gresley, under whose personal super- 
vision the work has been carried out. The whole of the 
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Fic. 2.— Tut ALL-ELECTRIC KITCHEN. 


apparatus has been supplied by Messrs. J. Stone & Co 
Ltd.. of Deptford, whose well-known svstem of electric 
lighting is also fitted on the train. | | 
nud "electrical cooking apparatus installed in this 
train was designed and manufactured bv the Jackson 
Electric Stove Co., Ltd. The main equipment or the 
kitchen (fig. 2) consists of a combination suite composed 
of an oven for roasting and baking measuring 24 in. 
high, 20 in. wide, and 20 in. deep, and loaded to a 


the exception of the small immersion heater and water 
boiler, is arranged for heat regulation, the appliance 
Leing specially constructed and thoroughly well leat. 
insulated to obviate excessive loss due to radiation. 
The switchboard controlling the apparatus, mounted at 
the back, is fitted. with busbars and built upon well- 
conceived and sound principles. The whole of the con: 
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Fic. 3.—First-ciass DininG SALOON 
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nections can be inspected by merely re 17 


cover of the board. The heating elements of the c 
apparatus are easily accessible. and have soli 
connections throughout. mounted on pon и 
sulators. Мо loose wires, loose leads or beads 0 D 

deseription are employed. the apparatus being bu! К 
stand hard wear; the replacement of an elemen! IS 

extremely simple matter. 
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top, the cupboard being double cased and lagged and 
loaded to а maximum of 2.5 kW, а water urn, two 
six-pint kettles, and a fish fryer complete the equipment. 

The apparatus is specially designed to operate on a 
varying voltage of 150-220 V, special elements, of course, 
being needed for this wide variation. 

A 40-gallon tank for warm water is fitted in the roof of 
the corridor alongside of the kitchen, and heating 
elements are clamped to the underside of it; from the 
warm water in this tank the boiler on top of the oven 
range and the hot water urn are supplied, and this 
enables boiling water to be obtained very quickly. 

Inasmuch as the length of run of this train is com- 
paratively short, and the luncheon is required to be 
served shortly after the commencetnent of the Journey, 
and in order to minimise the capacity and weight of the 
battery and generating equipment to be carried, con- 
necting plugs and sockets are provided on the train. 
so that when in the terminal stations the supply of 
electrical energy for preliminary operations may be 
drawn from the station supply. 

A main throw-over switch enables the load to be 
chauged over to the d.c. supply from the battery and 
dvnanios before leaving the terminus. — Subsidiary 
boards are provided for each main group or important 
element of the apparatus, carrying separate switches 
for the control and regulation of the heat of individual 
elements. Pilot lamps аге set over the switches. 
Electrical energy for operating the cooking appara- 
tus while the train is under жау is provided by 
two of Messrs. Stone’s ‘* Lilliput " dvnaimos, carried on 
the underframe of the kitchen car, supplemented Бу 
a battery of accumulators to enable cooking operations 
to be continued during intermediate stops. The 
dvnamos are each of 6 KW capacity with self-contained 
automatic pole changers, and they are belt driven from 
the axles of the trucks. | i 

Automatic switchgear is provided for the control of the 
machines, to connect them to the battery and the cook- 
ing equipment as soon as the machine is running at 
the pre-determined speed and to disconnect them on 
falling below this speed. A battery overcharge-prevent- 
ing switch automatically diverts a portion of the current 
from the batteries as soon as the fullv charged condition 
is reached ; the current so diverted is utilised by passing 
it through а supplementary heater applied to the 
warm water tank. ©“ Motoring " switches with resist- 
ances are provided, one for each dvnamo, conveniently 
placed so that the examiner can readily ‘‘ motor ’’ the 
machine to test it in the regular way to see that it is in 
working order. The motoring switch has a spring on 
the lever so that it cannot be left in the ‘ on " position ; 
immediately the lever is released the circuit is opened. 
As a safeguard against an excessive load being imposed 
on the dynamos and battery while in service, an over- 
load circuit breaker is fitted, and before this will hold 
in (on the lever being replaced), the load has to be re- 
duced by turning off or reducing to lower heat one or 
other of the cooking elements. An ammeter and 3-way 
switch enable the output of either dynamo or the total 
load due to the apparatus in use to be read at any 
moment; an ampere-hour meter is fitted, which indicates 
the state of charge of the battery. The accumulators are 
small, measuring 3 in. by 63 in. by 143 in., and are of 
the light-weight, high-capacity type, 9-plate size, in 
ebonite boxes with lids sealed down. "They have screwed 
vent plugs for access to the acid for testing density, 
refilling, &c. The battery comprises 80 cells, arranged 
in two boxes on the underframe. The weight of the 
complete battery is 1,880 lb. The wiring is carried 
in enamelled screwed conduits, which are earthed, as 
also are the frames or casings of the various cooking 
apparatus. The plug connections for the supply from 
the station mains are interlocked with a valve on the 
train pipe, a lever controlling this valve being во placed 
that while the plug is connected the valve is open and 
a vacuum cannot he created in the train pipe. Addi- 
tional sockets are arranged for conveniently charging 
the battery at terminal stations. | | 

The advantages of cooking by electricity in a railway 


train will be apparent to everyone, but special mention 
should be made of the better conditions, the cooler and 
purer atmosphere, in which the c/ef is able to do his 
work. Meat which has been cooked electrically is better 
cooked, more palatable, and more nutritious than 1neat 


‘cooked by gas. The objectionable smell of gas is, of 


course, eliminated. | 

The fans in the dining cars (fig. 3), instead of being 
fixed in the usual position on the end partitions or the 
dining cars, are electric extractor fans fitted in the 
roof of the carriage. In addition to these, the usual 
torpedo ventilators are provided. 

Semi-indirect electric lighting is provided in the 
dining cars, being fitted in the centre of the roof. The 
first-class saloon is provided with alabaster bowls 12 in. 
in diameter, and in the third-class saloon are fitted 
obscured glass bowls. In addition to these, table lamps 
are provided in the first-class saloon. Each of the bowls 
is provided with four 25-c.p. gasfilled lamps, the total 
candle-power provided in the first-class dining saloon 
being 750 and in the third-class 600. The light is so 
diffused by means of the plain white roof and the in- 
direct fittings, that there is an entire absence of glare 
and no objectionable shadows. The lights throughout 
the unit can be controlled either from the guards’ vans 
or by the div ing car conductor. 

Sufficient has been said in the above notes to prove 
that a great step forward has been accomplished by the 
Great Northern Railway Co., and we hope that in a few 
vears' time this type of train will be a commonplace, 
failing the electrification of our main lines.“ 


Tur В. & К. Evectric RESTAURANT. 


The electric restaurant which, was opened by the 
Brompton & Kensington Accessories Co., Ltd.. at Earl's 
Court, in 1913, is in many respects unique. In our last 
issue we explained its origin—the necessity of developing 
a domestic load other than lighting, to make good the 
deficiency of load resulting from the increase in the 
efficiency of glow lamps, the Accessories Co. being a sub- 
sidiary concern formed by the Brompton & Kensington 
Electricity Supply Co., Ltd., for this purpose. It is 
claimed that the ‘В. & K.” restaurant was the first of 
its kind in London, the second in the United Kingdom, 
and that as now constituted it is without an equal in . 
the world. In addition to meals served on the premises, 
it has developed a thriving business in the sale of cakes. 
pastry. and other cooked dishes, and the company тапи- 
factures and sells electric cooking and heating appliances 
of all kinds. It will readily be understood that these 
several functions are mutually helpful; in fact, the 
restaurant was established in order to enable tlie owners 
to perfect their electric cookers by acquiring experience 
at first hand, instead of depending upon the complaints 
of users to reveal defects, and consequently there is 
justice in their claim that their appliances are well-tried 
apparatus, which can be relied upon to give good service 
for long periods. Moreover. the restaurant fulfils the 
important function of education; its kitchens and other 
departments are always open to inspection, and are 
kept up to date in every respect. As а result of this 
far-sighted policy. the Supply Со. has 500 domestic 
electric cookers on its mains, as well as restaurant equip- 
ments and bakehouse installations, and looks forward 
to a rapid increase in the number. a 

Fully to appreciate the amenities of this establish- 
ment, in respect of its culinary. equipment as well as 
of its provision for the comfort of its customers, a visit 
to the preniises is essential: it will be found that all that 
we sav of its merits falls short of the realitv. We can 
here only indicate the nature of the arrangements and 
of the apparatus installed, with the aid of a few illus- 
trations. 

The Servery.—The serverv is the centre of distribution 
for the whole restaurant (fig. 2). Its equipment has a 
total loading of 15.3 kW. and comprises the following 
items: A three-dish carving table. а hot-cupboard (on: 
rollers) to accommodate 800 plates, a heated serving 
shelf, aluminium soup tureens in а water bath, and bains 
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maries for vegetables and coffee. Water at 150 deg. F. 
is supplied from the hot-water system to the bains-maries 
and water baths, and is raised to simmering temperature 
by immersion heaters. | 
In the servery also there is a grill and toaster, with 
a hot-cupboard, fixed at a convenient height; two three- 
heat switches are provided, so that when the grill is 
being used intermittently, the switch may be turned 
to low' (one-quarter heat), keeping the fire-bars hot 


possible hiding place for dirt or vermin. There are 
no flies or beetles in the B. & K.” kitchens. 

The equipment of the main kitchen comprise tle 
following items: A central double boiling table fitted 
with twelve 2.000-watt ‘‘ universal "' boiling plates, and 
accessible on all four sides; two roasting ovens, each of 
12 cu. ft. capacity; one four-compartment oven of a 
capacity of 28 cu. ft., capable of dealing with 2 ext, of 
meat at once; and fish frvers, grills, mincing machines, 


Fic. 1.—Tur “ B. & K.” Restaurant: Marx KITCHEN. 


enough to attain their full working temperature within 
a few seconds when the switch is turned to“ high." 
Aluminium plate-warmers are fitted in the serverv, and 
in each room of the restaurant, with the result that 
food is served at table at the highest temperature (140 
deg. F.), permitting of consumption with comfort. 

The Main Kitchen.—The special features of all the 
kitchens are that they are clean, bright, and well ven- 
tilated; there are no fumes, the lay-out being well 
balanced and convenient, with the apparatus well above 
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Fic. 2.— Tur SERVERY. 


the floor level; no stooping or bending is called for; all 
the controlling devices are placed at a lower level than 
that required for cooking; all tables and cupboards are 
mounted on rollers; no wires or cables are visible anv- 
where, and the fuses are conveniently placed but unob- 
trusive; there is an indicating lamp to every switch ; 
the lighting is effective and diffused from a hidden 
source; there is a plentiful supply of hot and cold 
water; all floor corners are rounded, and there is no 


а Hobart pastry mixer, two small hot-cupboards with 
vegetable bains-maries, and two aluminium plate 
warmers. ‘The boiling utensils are of cast aluminium 
with machined bottoms, and corners externally square 
and internally rounded, to ensure efficiency and clean- 
liness. 

The large oven can be used as a 1, 2, 3, or 4-com- 
partment oven of varving sizes at will. As each com- 
partment is separately controlled, a very wide range of 
totally different classes of cooking can be carried on 
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Fic. 3.—THE CONTROL Коом. 


simultaneously, the temperatures ranging from a 7 
as 120 deg. F. in the bottom oven, for proving or ps 
meringues, through the varying higher temper? era- 
required for casseroles and roasting, up to the d 
ture of between 450 and 500 deg. F. in the top? 
required for French pastry. | 
The Vegetable Kitchen.—The boiling and ne 
vegetables, together with all other steaming s for 
are kept entirely separate from the main kitchen 
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the sake of convenience and cleanliness. A waste lift 
carries all refuse from the vegetable kitchen direct to 
the bins in the area below. For this reason these model 
kitchens have been free from flies during the except ion- 
ally hot summer we have just experienced. 

The equipment consists of a steaming oven fitted 
with five galvanised wire baskets, each capable of accom- 
modating 25 lb. of potatoes, fish, suet puddings, &c., 
the heating elements being of the iminersion type; a 
five-tier steamer tor similar operations; a 30-gallon 
boiling pan; and a cooker for roasting potatoes and 
the preparation of specialised vegetable dishes. 

Adjoining this kitchen is the scullery for washing, 
cleaning, and storing all cooking utensils. 

The Pastry Kitchen.—This is equipped with one two- 
tier pastry oven, which supplies the whole of the con- 
fectionery department with French and English pastries. 
The proved excellence of the ‘‘ B. & K.” pastry is due 
in а large measure to the certainty ot results obtained 
from this oven, the elimination of all variables and 
guess-work, which is the pre-dominant feature of all 
electric cooking. being. perhaps, more important in this 


Еа. 4.— PART or THE RESTAURANT. 


branch of the culinary art than in any other. АП the 
tables are placed on rollers, as well as two galvanised- 
iron flour bins. The pastry kitchen is in direct tele- 
phonic communication with the confectionery counter, 
just as the main kitchen is in contact with the restaurant 
inanager's office, thus facilitating the smooth running 
of the whole establishment. 

The Control Room.—This room, which is situated 
immediately beneath the kitchen, is the nerve centre of 
the whole establishment. 1t contains a very coinplete 
equipment for recording the consuniption and measuring 
the temperature at which every cooking operation is 
carried out in the kitchens. 

To attain this end, a separate watt-hour meter is 
connected in circuit with each oven, boiling table, fish 
fryer, &c., in the various kitchens. Thus it is possible 
not only to obtain the overall consumption of the whole 
kitchen for any period of time, but also to check the 
consumption on any single piece of apparatus. A re- 
cording ammeter is installed, which can be connected 
in series with any piece of apparatus on test, ко that 
a graphie record of the variation of the loading may 
be obtained. ` The temperatures are very efficiently 
checked by means of a multiple electrical distance ther- 
mometer. A platinum resistance thermometer is fitted 
not only in each oven. fish fryer. hot-cupboard, &c., but 
also inside and outside the main kitchen, in order to 
get a comparison of the actual working temperature in 
the kitchen with that of the atmosphere outside. These 
thermometers are connected to a galvanometer in the 
control room, so that an immediate and accurate reading 
of the temperature prevailing during any cooking opera- 
tion may be obtained at any moment. | 

The equipment in the control room is completed with 
an electric clock synchronised with every clock in the 


building, and а Cardew open dial voltmeter. 


A tour round the whole establishment shows that the 
utmost use is made of electricity throughout the multi- 
farious operations connected with the preparation, 
cooking, and serving of meals, down to the electric cash 
registers, signs, and plate washers. With regard to the 
last named, a very etficient and up-to-date electrically- 
operated teak plate-washing sink is installed in the base- 
ment for cleansing all the plates, dishes, &c., from the 
restaurant. One attendant can deal with as many as 
1,000 plates per hour, which are soaked, washed, 
sterilised, and dried with the minimum of labour. 


SCIENTIFIC AND INDUSTRIAL RESEARCH. 


THE &ixth annual report of the Committee of the Privy Council 
lor Scientinc and Industrial Research has been published 
(Cmd. 1.491; price ls. net). In presenting the report, the 
Lord President of the Council (the Rt. Hon. A. J. Balfour) 
suys that the necessity for restricting publie expenditure led 
to a curtailment of resources which has caused the committee 
great anxiety. А total sum of £40,589 was expended on the 
l'uel Research Station during 1940-1. А long series of experi- 
ments on the effects of steaming various coals in vertica: gas 
retorts has been completed and a report issued. ‘The results 
show broadly that substantial gains can be made in the gas 
evolved. and also in the by-products, tar and sulphate of 
ammonia. A report has now been issued dealing with the 
experiments on low-temperature carbonisation and the car- 
bonisation of air-dried peat at vuricus temperatures. The ex- 
penditure of the National Physical Laboratory is settling down 
to a permanent level now that the war activities of the Labora- 
tory have been completed. The number of approved industrial 
research associations is now 26, and grants under this head 
amounted during the уеаг to £74,557. The income provided 
bv the interest on the unexpended balance of the Million Fund 
amounted to 251.889. After applying £13,867 to meet in- 
dustrial research and other charges, the balance was appro- 
priated in aid of the Vote of the Department. During the 
year approximately £40,850 was given in grants to 945 students 
and research workers and assistants. Sir John F. C. Sneli was 
added to the Advisory Council. 

The three main Co-ordinating Reseatch Boards commenced 
work almost a year ago, and their preliminary investigations 
appear to show that there is remarkably little overlapping in 
the researches conducted by the different services. In many 
instances where the same problem is being attacked at different 
establishments, it is treated from very different points of 
view. Should any commercial development be of importance 
to only one fighting service, that service is in the best position 
to supply such information ав the Government possesses; but 
this is exceptional and usually all three services are interested 
in varying degrees. А recent conference between representa- 
tives of the fighting services and the British Electrical and 
Allied Industries Research Association, called to discuss the 
possibilities of research aiming at improvements in accumula- 
tors, brought this out very clearly. It appeared that, although 


'the immediate requirements of the services differed, each 


wanted much the same information; on the other hand, each 
had some information to give. There are 4 number of re- 
searches which were undertaken during the war, for war 
purposes, which can be extended to meet civilian requirements. 
Among these may be classed the inspection of materials by 
means of X-rays. 

In briefly describing the work of the various associations, 
the report repeats the warning against the short-sighted policy 
of confining research organisations to the search for results 
of immediate commercial value. It js recorded, however, that 
associations are concentrating more and more on the funda- 
mental principles underlying the methods and processes of 
their trades. Among the activities of the British Photographic 
Research Association was included a study of the contrast and 
exposure in X-ray photographs through metals. Аз a result 
of representations made by the Medical Research Council. a 
conference was held between representatives of the British 
Scientific Instrument Research Association апа leading radio- 
logists. with the object of obtaining information as to the 
lines along which improvement in the manufacture of X-ray 
apparatus should be sought. in order to meet the requirements 
of the medical profession. A sub-committee was appointed to 
co-operate with the Electrotherapeutic Section of the Коул] 
Societv of Medicine to draw up a complete specification for 
an X-ray outfit complving with modern requirements. The 
Scientific Instrument Research Associs tion has found it ex- 
nedient to arrange for close co-ordination with the British 
Electrical and Allied Industries Research Association in elec- 
trical researches of common interest to the two bodies. 

In the National Physical Laboratory a number of researches 
nre in progress as а “free service for civilian Government 
Departments. Amond these may be mentioned: Illumination, 
for the Factorv Lighting Committee of the Home Office; an 
investigation for the Office of Works relative to the lighting 
of public buildings; and tests of ships’ navigation lights for 
the Board of Trade. Research is heing instituted with a view 
to the production of high-class imsulating materials ip this 
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country, in order to avoid dependence on foreign sources of 
supply. 1% was ascertained that the Government Laboratory 
had had considerable experience of some of the problems 1п- 
volved in the production of artificial materials of this kind, 
and investigations are being continued there. Arrangements 
have also been made with the British Electrical and Allied 
Industries Research Association to extend its work on insulat- 
ing materials in conjunction with the N.P.L. The latter 1s 
also carrying out researches into such matters as searchlight 
carbons, alloys for compass correctors, non-magnetic steels, 


The progress made by the various sub-committees of the 
Radio Research Board has been satisfactory, although it has 
necessarily been handicapped by the present lack of experi- 
enced investigators to undertake the type of research required 
by the Board. The Board has arranged for an extensive 1n- 
vestigation into the origin and fundamental nature of atmo- 
spherics. with a view to providing data which it is hoped 
will lead to the development of reliable apparatus for their 
elimination. The Aldershot wircless station of the Mcteoro- 
logical Office has been taken over for this purpose. The 
Directional Sub-committee has enlisted the co-operation of 
seven colleges and four Government technical establishments 
in a scheme for making simultaneous observations in various 
parts of the country. These observations are made with 
identically similar instruments, and the observed errors in 
bearing are carefully collated. Grants have been made for 
the carrying out of important research work in connection 
with thermionic valves, &c. 

The work on Dielectric Separation, commenced by Mr. S. H. 
Hatfield under the Tin and Tungsten Research Board, has 
been completed, and it is considered that it is possible that a 
process has been evolved which may prove useful in the 
eeparation of minerals from their ores, or from one another, 
and may be capable of wide application. Тһе Lubrication 
Research Committee has carried out further researches into 
the fundamental theory of the action of lubricants in sliding 
friction and the influence of small quantities of fatty acids 
upon the lubricating properties of mineral oils. А committee 
on Gauging Rivers and Tidal Currents has been formed, and 
as а preliminary а bibliography of the subject has been pre- 
pared with a view to ascertaining what further work is 
required. 

The British Electrical and Allied Industries Research Asso- 
ciation has taken over the whole of the work of the Electrical 
Research Committee. This includes researches upon fibrous 
and composite insulating materials, porcelain, mica, coil-insu- 
lating, buried cables and overhead wires, electrical control ap- 
paratus of various descriptions, and on dielectric losses, and 
the drawing up of standard specifications for the purchase of 
electrical materials. 

Included in the appendices to the Report are a list of works 
by persons in receipt of grants; notes on research organisation 
in the overseas dominions and foreign countries; and a list 
of departmental publications. 
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LEGAL. 


CHARLES Semon & Co. v. THE BRADFORD CORPORATION. 


THIS case, which was mentioned to Mr. Justice Peterson in 
the Chancery Division on Friday last, is a motion by the 
plaintiffs, Bradford woollen merchants, to restrain the Cor- 
poration from obstructing ancient lights by building exten- 
sions at the Bolton Road electricity sub-station. The land 
opposite Semon's has been vacant hitherto, and the Corpora- 
tion proposes to put up a building 70 ft. high. For the Cor- 
poration, Mr. Cunliffe, K.C., suggested that this was a case 
for early trial, and in the meantime he undertook that build- 
ing should not proceed above 45 ft. high, the street being only 
45 ft. wide. 

The motion therefore stood over with a view to an early trial 
of the action. | 


FRAUDULENT CONSUMPTION OF ELECTRICITY. 


THE Birmingham Post reports that the maximum penalty of 
KA) was imposed by the Worcester magistrates on Saturday 
on Thomas Jones, hairdresser, Sansome Street, Worcester, 
who was summoned for fraudulently consuming a quantity of 
electricity of the value of £2. Defendant pleaded guilty. For 
the prosecution it was stated that before defendant occupied 
his shop, a supply of electricity was provided by the Corpora- 
tion, but, on the change of occupier, the supply was given up 
and the Corporation took steps so that the energy should 
not be used. Recently an electric light was noticed in the 
front of the shop, and, as there was no meter, an inquiry was 
instituted. The seals which had been put in when the su sly 
was cut off had been broken, and, by means of a thin 
Improper connection had been made with the Corporation 
fuses. Defendant Wrote an apology. | | 
Ihe Chairman (Mr. J. Mavglothling) said the сазе was of 
a serious character. The magistrates had considered sendin 
the defendant to prison, but in view of his Jon docuere. 


THE SOUTH-EAST LANCASHIRE 
ELECTRICITY DISTRICT. 


REORGANISATION OF ELECTRICITY SUPPLY. 


WE have received a copy of the scheme for the reorganisation 
of the supply of electricity in the above named area that has 
been submitted to the Electricity Commissioners by the 
local authorities and companies that are supporting the scheme 
together with the statistics therein referred to. The matter is 
set out in great detail, and we regret that we are unable to 
do more than briefly outline the proposals. Copies ot the 
scheme are, however, to be obtained from Mr. A. Н. Banks 
at the Town Hall, Manchester. 

Arising out of the Electricity Commissioners’ delimitation 
of the area*, the South-East Lancashire Electricity Com- 
mittee was formed of representatives of every authorised 
undertaking in the district, and that body appointed a sub. 
committee consisting of 22 members, with Ald. W. T. Dagnall 
as chairman, which, after considering matters of general 
policy and the nature of the administrative body to be set up 
under the scheme, appointed an engineering sub-committee 
(Messrs. S. L. Pearce, chairman, R. Plackmore, R. Lomax 
J. A. Robertson, C. D. Taite, S. J. Watson, and W. J. H. 
Wood) to prepare the technical details of the scheme. Some 
43 authorised undertakers and local authorities have adopted 
the scheme, while the Electricity Committees of four others 
have passed resolutions in favour thereof that аге awaiting 
confirmation by their councils. The scheme is divided into six 
sections. Parts 1 to 3 comprise a general statement oi the 
electrical development in the district as it was оп March 318, 
1920, together with the estimated development that will have 
taken place by 1925-26. Full statistics relating to the 26 gene- 
rating stations existing within the area are given; of these six 
are company-owned, the remainder being municipal undertak- 
ings. Details are also given of the existing interconnection 
lines, of those in course of construction, and of existing e.h.p. 
lines that are suitable for use as interconnectors. They are of 
both the underground and overhead types, and operate at 
pressures of 33,000. 11,000, 10.000, and 6,600 volts. The totai 
coal consumption for the area in 1919-1920 was 1, 530, 300.838 
lb., which produced 486,991,001 kWh, or an average or 3.14 lb. 
per kWh. | 

The tota! maximum demand in the area for 1919-20 is given 
as 185,077 kW, and the plant capacity as 995,963 kW. It is 
proposed to construct eight new capital stations (on two of 
which the work of erection has already commenced), which 
will have ; total о 5 of 755, 000 E the estimated 
maximum demand in 1925-26 being 432,930 kW, in 19 
а g 4 kW, and in 1930-31 


If the various stations were developed individually without 
regard to a scheme in order to accommodate the anticipated 
demands in the respective areas in 1925-26, the estimated coal 
consumption would reach a total of 2,257,899,280 Ib., producing 
1,067,856,400 kWh, or an average of 2.114 lb. per kWh. In 
1930-31 the figures would be 3,290,001,000 Ib., 1,618;961,200 
kWh, and 2.0321 lb. per kWh respectively. Under the same 
conditions the capital expenditure would amount in 19255 
to £8,078,000 on 330,450 kW of plant (£24.44 per kW), plus 
£100,000 on transmission lines and switchgear. Similarly by 
1930-31 the capital expenditure would be £6,487,500 on 308,950 
kW (£20.99 per kW), plus £300,000 for transmission lines and 
switchgear. 

In addition to the new capital stations mentioned above, 
17 existing stations would be utilised as part of the scheme. 
and eight stations would be extended by an aggregate of 78.50 
kW, so that by developing on the lines laid down the capacity 
of the stations forming part of the scheme would total 622.175 
kW in 1925-26, the maximum demand for the district at that 
time being 69.4 per cent. of the plant installed. In order to 
distribute the supplies as contemplated, it will be necessary 
prior to 1925-26 to construct 21 underground main transmis 
sion lines to operate at 33,000 volts, and the estimated capital 
outlay which will be involved in the scheme up to 195-0 
will be as follows :—Generating plant, £5,875,500 on 247.450 
kW (average £23.74 per kW); transformers, &., £220,650 on 
153.000 КУА; cable, 69.2 miles (route miles 51.49). 4504, 700, 
switchgear £201,000, or a total of £6,301,880. The total coal 
consumption. would be 2,213,476,480 lb., producing 1,077, 279,625 
kWh, or an average of 2.05 lb. per kWh, so that the saving 
that would result from the operation of the scheme as against 
individual development would be: Coal, 19,831 tons рег 
annum at 35s. per ton, £34,704, and capital, £1,376,120 at 10 
per cent. interest, £137,612—a total of £172,316 per annum 
in addition to substantial reductions in labour costs for the 
operation and maintenance of plant. 

Part 4 deals with the second period of expansion. Ву fur- 
ther developing on the lines of the scheme it is estimate 
that by 1930-31 the plant capacity will have reached а total 
of 894.075 kW and the maximum demand 643,790 k W. or 
71.9 per cent. of the plant installed, but after 1931 a ninth 
new station will be required. 

In order to distribwte the supplies as intended during the 
second period of development, it would be necessary to СО 
struct during that period 14 main underground transmission 
lines to operate at 33,000 volts, and the capital outlay between 
1957 and 1931 would be ав follows :—Gemerating Au 


* ELEC. Rev., June 95th, 1920; p. 815. 
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45,687,500 on 265,450 kW (£21.98 рег kW); transformers 
£114,750 on 90,000 kVA (15. per kVA); MS 55.2 (route 
miles 35.7), £418,200; and switchgear, &c., £114,200—a total 
ut 46, 284,650. The coal consumption at the end of the second 
period would amount to 3, 209,722,789 lb., producing 
1.637, 555, 260 kWh, or an average of 1.96 lb. per kWh, which 
shows a saving, by the operation of the scheme against in- 
dividual development, of 35,838 tons of coal at 35s. per ton, 
equalling £62,716, and of £495,400 on capital outlay at 10 per 
cent. interest, equalling £49,940—a total of £112,556 per an- 
num. ‘The combined saving of both first and second periods 
would therefore be £250,168 per annum. 

Part 5 contains general information showing that the eupply 
would be 3-phase, 50-cycle. a.c. The main transmission 
pressure would be 33,000 volts, and the local secondary 
pressures 11,000 and 6,600 volts; at a later stage it might be 
desirable to adopt a main pressure of 66,000 volts. The 
stations to be shut down nuinber eight, while four stations 
would continue to operate for the present, giving non-stan- 
dard supplies. 

Part 6 deals with the constitution of the proposed Advisory 
Board to consist of 48 menibers, 41 of whom will be elected by 
the authorised undertakers in the district; an Engineering Ad- 
visory Committee would also be formed to assist the Board. 


— — — — 
— —— — 


CORRESPONDENCE. 

Letters recewed by us after 5 P.M. ON TUESDAY cannot appear until 
the following week, С should forward their communi- 
cations at the earliest 
unless we have the writer's name and address in our possession. 


The Durability of Lead-covered Wiring. 


Mr. O. Skidmore is not quite correct in stating that compo 
piping for gas has been used for years without question. Many 


gas undertakings have discontinued its use, and 1 am informed. 


by an engineer to a large gas undertaking that iron barrel for 
нав piping in houses is to-day's standard practice. In апу 
case, compo piping of the sizes generally used for gas to-day 
is considerably thicker than the lead compo coverings used 
for house wiring. 

Plain lead-covered cable as used by the G.P.O. and for 
11.000-volt supply is drawn into earthenware ducts, and thus 
is protected from certain salts which corrode lead. 

Lead-composition-covered wiring is largely used by the 
G.P.O. for internal wiring, but a G.P.O. electrician informs 
ше that faults due to corrosion and electrolysis are very fre- 
quent. He instanced a fault he located recently, where the 
lead covering of а wire which passed through a damp brick 
wall was found converted into а spongy white paste. 

Were it not for this inherent weakness, why should the 
I. E. E. rules be so stringent with regard to the use of lead 
composition wiring? Amongst nearly a page of other rules 
relating to this system are the following :— 

65x (c). "They must not come into contact with damp 
brickwork or plaster." This rule should debar the use of 
compo-lead-covered systems in a new house where walls are 
anvthing but dry. and although a house may be perfectly dry 
when the wires are installed, some part of it may subsequently 
become damp. 

Again, 68x (b). Lead-covered wires must be protected by 
wood or metal casing where buried in plaster, cement, or 
brickwork.’ And 69x. “ The resistance of the metal sheath- 
ing between any two points shall not exceed 2 ohms.” 

What proportion of installations are so protected, or ever 
tested for sheath resistance, or have their sheaths efficiently 
made continuous and thoroughly earthed? I venture to say 
а very small proportion. 

In conclusion, I would recommend to * W. T. J.“ a good 
tough-rubber-protected system, which, though more expensive 
than lead-covered, has not the above objection or rules to 


be observed. 
B. W. Gothard, 
Electricity. Works, Chief Engineer. 
Farnborough, Hants. 
October 2th, 1921. 


. Your correspondent '' W. T. J." need have no hesitation 
in adopting this system—it is absolutely reliable, and as durable 
as the best system in use. We think the following will con- 
vince him that this 18 80:— | 

The twin lead-covered system was introduced by this firm 
27 years ago, and has been used for work of every description. 
Many important installations, which may now be classed as 
aged, have never cost в copper for repairs beyond the usual 
upkeep of switches, lamp-holders, &c. We should be very 
vlad to furnish your correspondent with a list of many hun- 
dreds of contracts which we have carried out on this system, 
including private residences (town and country), factories, 
cold stores. breweries, steam ships, and. in fact, every place 
where electric wiring may be subject to hardship. There are. 
of course, special points to be noted in the carrying out of 
work on this system. First, damage to the lead covering by 
clumsy handling in fixing must be avoided. Secondly. the 
lead covering must be brought well through the walls where 


possible moment, No letter can be published 


. it may come into contact with wet plaster, otherwise damage 


will be done by ‘‘ creeping " of moisture. Insulation defects 
at the start will nearly always be found within a few inches 
of the end of the cable. Thirdly, mechanical damage must be 
provided against, and switch drops on the surface are best 
protected with a neat wood moulding, stained or painted as 
required. In positions under floors, &c., where there is special 
risk of damage, steel channelling is specially made, and where 
passing through brick walls short pieces of tubes should be 
used to prevent abrasion of the lead when pulling through. 
Fourthly, it is absolutely necessary that the lead covering 
should not be a mixture, such as ‘‘ compo," which in damp 
positions will not last any time at all owing to local action 
or electrolysis. Lastly, it is of the utmost importance that 
the lead covering should be continuously and efficiently 
earthed. | 

There are many makes of suitable junction boxes, &c., for 
use with this system, and we should ba very glad to demons- 
trate the utility and reliability of the system to your corres- 
pondent, or anyone who will refer to us. 
Tyler & Freeman. 
London. | 

October 95th, 1921. 


The practical electrician referred to by W. T. J.“ is not 
the only one who has condemned lead-covered wiring. I have 
had power-station engineers do the same thing, saying that 
the use of this system should be prohibited. 

My experience is that lead-covered wiring, when properly 
installed and carefully used by the wiremen, is equal to any 
1 in steel conduit, excluding C. T. S., equally free from 
aults. 

If W. T. J.“ will get his electrician to install lead- covered 
wiring, using Callender's Kuleeco system, ог, in fact, any of 
the later forms by any of the cable makers, he will have no 
cause to complain; but he must have a really good man to 


handle his materials. 
M.E.C.A. 


London Branch. 
October 26th, 1921. 


Why is it that when an individual objects to anything, some- 
body like Othello (who does not sign his name) comes 
along and talks about personal prejudice "? Is not the fact 
of Othello &o loving lead-covered systems, also personal pre- 
judice in favour of these, or perhaps I should вау, one of these 
systems? 

Personally, I hate lead-covered systems, and I am glad to 
relate that we are not troubled with many here. From one 
house here lead-covered wiring (installed during the war) was 
removed a short time ago. It is only fair to state that the 
installation was replaced by the brave owner with another 
lead-covered installation which I think is giving satisfaction. 
I, however, am personally prejudiced against lead-covered wir- 
ing, and I might even go so far as to state that I am а 
fanatical enemy of small lead-covered wires under the floors 
of houses, warehouses, or any other building. 

If it is necessary to use an earthed metal-covered system, 
which to be safe must be for ever trying to break down the 
insulation of the installation (and this to me does not seem 
common sense), then I say use a metal which is not liable to 
melt when the strained and weary insulation does at length 
peter out! By the above I do not refer to a metal conduit 
system, wherein no wire can possibly live for long in our 
climate, unless it is а 2,500-megohm grade Association aristo- 
erat! 

I like good quality cab tire. because it helps the insulated 
wires inside to keep their end up. In dry places I am also 
fond of our old friend wood casing, for the same reason. 

I am aware that lead-covered systems are perfectly safe 
when installed, bonded, and earthed, as the advocates and 
makers of these systems intend them to be; but I have in my 
time seen such criminal jobs installed with this wire that I 
would hesitate to sleep over a lead-covered installation unless 
the patentee had actually carried out the job himself or the 
main switch was off ! 

Now, a cab tire svstem can be put in with safety by the 
jerry wireman’s smallest boy, if vou see that he uses the right 
kind of cab tire and watch what he does with tbe ends. Is 
this lest, after all, not the proof of any wiring system? 

А. J. Abraham, M. I. E. E. І 

Electricity and Tramways Department, 


Aberdare. 
October 31st, 1921. 


With reference to the correspondence in the current issue 
of your paper, I would like to say that I have always recom- 
mended an insulated lead-covered system of wiring where pos- 
sible in preference to, say, the concentric system with metal- 
sheathed uninsulated return. | 

The advantages of the lead-covered system are obviously :— 


1. Risk of insulation failure halved. 
9. No risk of electrolytic action. 
3. Cheap to install. 
Lead is generally regarded as incorrodible, but I have eeen 
cases where, in damp places in contact with wood, the sheath- 
E 


тела E F 


ing has been attacked by organic acids, These cases are very 


. T8 ey, К UP 2 RR: | ENG ИСР : 
i "Concentric systems, in my opinion, with uninsulated return 
merely ask. for trouble, especially in damp places. | 


JOE e W. H. F. Murdoch. 


E London. ue ovp 0? 
' . October.-20th, 1921. 


tuna eos Battery Carbons. . | AE 
With reference to the letter appearing in your issue of the 
Bth ae the ‘роте heading and crititising the report 
'of'an interview with: me which appeared in the Evenirg 
Standard recently, I should like to say that I was not quite 
"correctly reported in one particular, viz., I did not say that 
ше pocket-battery industry in this country depended upon 
imported carbon rods. What I actually stated was that a 
‘well-known firm of British pocket-battery makers was, in fact, 
"being kept waiting for a consignment .of 600,000 carbon rods 
which the. Board ,of Trade alleged to be liable to the Key 
Industries Duty. {This ruling has now been reversed.) 

I think if reference is made to the letter which the Fancy 
Goods Vigilance Committee of the London Chamber of Com- 
merce sent to members of the House of Commons, i$ will be 
fannd that. the statement made therein was in practically the 
«anie terms. I appreciate the generous allowance which your 
‘correspondent is good enough to make for Press inaccuracy. 
I should not presume to enter into argument on the technical 
question as to the relative quality of the imported and the 
home-made carbons.: Why the manufacturers to whom I have 
referred buy their carbons from abroad is, of course, a matter 
for their judgment. But I think your correspondent will 
agree that it is not desirable. in any one’s interest, that 
official interpretations of an Act affecting the business com- 
munity shall be айсей to pass unchallenged if they appear 
to be, ubreasonable..: This seems a sword with two edges; 
and I do not think that either manufacturer or: importer is 
anxious eifher to see Customs delays increased, or the power 
of bureaucracy magnified. н ! 

Frank W. Challis, 

| | Secretary, 

u Electrical Importers’ and Traders’ Association. 
London. RA | f | 
` October 29th, 1921. | 7 


А Suction-gas Problem. 


Jour correspondent under this heading on page 530 does 
not say whether the complaints occur just after the plant is 
shut down or during the time the fire is being blown up 
previous to starting. nm 

-We have a plant that has been running since 1915 and, at 
first, we had complaints (we are right in the centre of a 
town). Then we made arrangements to ignite the waste gas 
at stopping time, when the waste is gas rich in CO; this 
burns till the waste gases get so poor as to be incombustible. 

We also got some complaints at the time of blowing up 
when the suction plant was put in, but as this merely too 
the place of a pressure plant that had been running for 18 
years, we told the complainants that it was purely imagina- 
tion, that there was no difference in this respect to what 
had been in existence for the last 18 years. Only one man 
complained, and as he left the town shortly after there was 
no further trouble. : 

With regard to the water from the scrubber, the quality of 
the coal used makes & considerable difference; a coal rich in 
sulphur will make a smelly effluent, the emell being due to sul- 
phuretted hydrogen.. Cheap coals suffer in this respect. We 
pass it into the town sewer and have no complaint, our drains 
being fitted with a ventilating pipe and fresh air inlet. We 
find the fresh air inlet valve wants looking to periodically on 
account of the gases, or fumes, from the water acting on 
the metal hinges of the mica valves. 

| D. G. T. 


October 29th, 1921. 


Patriotism and Unemployment. | 


I have been much surprised during recent months at the 
regular way in which vacant appointments are given to men 
already in positions. Surely, during the present bad times 
at least, the proper and patriotic duty is to fill the vacancies 
with men who are out of employment! One would think 
that people who are supposed to be educated. such as electri- 
city committee members and managing engineers of electri- 
city supply undertakings would see to this, but I can name 
several appointments from engineer and manager downwards 
which have this year been given to men already in positions 
over the heads of good men who were unemployed and ap- 
plied for the posts at lower salaries than are being paid; this 
does not help the latter, or the ratepayers to get cheap elec- 
tricity. dnd the Government ought to intervene in the matter 

_Again, is not the present mania for giving all the. work 10 
single young men being overdone? It seems hopeless for. an 
engineer over 30 years of age to apply for a job at all: if 
he is married, he stands no chance whatever. T have heard 
of cases ‘where 'firat-class engineers, married, have applied for 
N in amall stations at 45 to £6 per week and ha ve 
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been turned down in favour of a single young man with 
little experience. Has the country gone ravi а 
arg we drifting bors | уй ving mad, or where 
would also appear that the electricity su i | 
getting into the hands of a ring. Who e eo d 
the Associated Municipal Electrical Engineers who advertised 
in the Review last week advising as to the salary. for th 
port of chief engineer and manager at Long Eaton? The 
ng Eaton Council has been frank enough to state the salary 


offered, and those who do not agree need not apply for the 


post; it ів to be hoped the Long Eaton Council will gi 
country а lead by selecting the most suitable iru 
engineer and never mind the A. M. E. E. or anybody else. 


October 31st, 1921. mane Up England 


Single-phase Traction on Railways. 


As the question of railway electrification is rather i 
at the moment, before any definite movement ишк 
seems а favourable moment to review the. merits of single- 
phase traction. | : 

As 1s well-known, this method embodies most of the good 
points of d.c. and a.c. power units and transmission without 
their disadvantage; especially is this so on fairly long-distance 
schemes. ` 

Ав compared with a.c.-d.c. traction, .a fully single-phase 
system would prove a great saving to the railway companies 
both in capital outlay and in running costs, since there is 
no need for rotary transforming stations, with their attendant 
personnel and running charges at definite intervals along the 
route. Fewer sub-stations could be used with single-phase 
transformers needing only occasional skilled inspection and 
attention. | ; 

I am aware of certain inherent difficulties in the way, but 
believe it possible that they may shortly be overcome, and 
the way be smoothed for single-phase traction to come into its 
own. The day seems not far distant when railway electrif- 
catton will be the rule rather than the exception. 

Opinions on this subiect would, I think, do the industry as 


W. T. Rushton. 


a whole a great deal of good. 


Leyton. 
October 29th, 1921. 


| The I.E.E. Rules. 

Is it necessary to add а d.p. switch and fuses to an ordinary 
flat-iron at 230 V in circuit with lights and a two-way distri 
bution board? 

Is it necessary to install a 5-amp. d.p. switch and fuses (by 
I. E. E. rules) expressly for а 1-b.h.p. motor, with a starter and 
double automatic features at 230 V? | 

If the master d.p. switch and starter are on the same board, 
within appreciable distance of the motor, and on the same 
rateable value as the whole installation, can we not add коше 
pendant 60-W lamps to the circuit to the extent of 5 amps? 


Pilot. 


i I 


October 28th, 1921. 


A.C. Organ Blowers. 

In view of the interest taken in the above correspondence. 
I send herewith two photographs (obviously taken by naked 
arc light) showing a blowing device for adaptation to hand- 
blown apparatus, which I believe is commercially marketed, 
though I do not know by whom. | 

The motor is of 4-h.p. of the single-phase squirrel-cage m- 
duction type, supplied at 200 volts, 100 cycles, and running at 
1,900 r.p.m. 

The hemisphere on the shaft engages with the tire on Ше 
cycle wheel, which drives through cycle-chain reduction gear 
a slowly rotating crank, connected to the blowing handle. 


The carrier on which the motor is mounted is pivoted ip 
below the hemisphere in a line with its centre, and the ой 
end is borne by a roller running on a quadrant. 7 in tbe 

By means of a wire attached to the main reservoir .. 


organ, the whole motor is swivelled round as the 19 
deflates, and so causes a wider part of the hemisphere us the 
contact with the tire, thus raising the gear, 88 BDOWD een 
second photograph. - The return is effected by pn č it the 
in the! foreground. Means are provided for ad 
wire for starting up, &. 


= 
= 


nu E Y ^ 


\ 


— — 


+ 


* 


эх» 
* 


= 


* * 


= 


те 


+r 


4 


The apparatus is enclosed in а double-walled case, packed 
with sawdust, which makes it practically silent. Sufficient 
ventilation occurs to prevent overheating. | 

If run light very much, the tire suffers considerably from 

the twisting action. of the hemisphere, and emits a squeaking 
‚ noise. 3S 

One would think tbat а driver which came to a point on 
the shaft and curved out to a shape approaching that of a disk 
(the pivot being placed at one side of the shaft) would over- 
come this difficulty and also give the maximum rate of rise 

. of gear at full load when the reservoir is lowest, just when it 
is most needed. A 


Derby. О 
October 24th, 1921. 


_ [This device, known as the Rotasphere,’’ was described in 
our issue of December 17th, 1909, p. 976. The hemisphere 
was of aluminium. The makers were the Kinetic Co., Ltd., 
Lincoln.—Eps. Exec. REv.] 


I have read with interest the letters on this subject, and as 
it is net a job that the average electrical engineer meets, it 
may be of interest to tell how I got over an interesting but 
tricky installation that I found whilst canvassing for work 
about two years ago. | 

A gentleman wanted an organ-blowing and automatic pump- 
ing plant. He had had two estimates, both of which specified 
for two motors, one motor on the blower and one motor on 
the pump, but he wanted only one motor to operate both if 
possible. Supply pressure 100 volts, 50 periods, single-phase; 
organ, 3-manual in drawing room; position for blower, motor, 

and pump in cellar under scullery, about 25 ft. from the 
organ, with 7 angles; the pump to be automatic and the 
‘blower to be controlled from the organ. 

The following is what I specified and installed: Century 
motor, Rotary Co. pump, running at 350 to 400 r.p.m., Roots 
blower running at same speed, one air chest, one double-pole 
float switch, and double-pole change-over switch. 

The pump and blower were mounted pulley to pulley 
(pulleys same size) and the motor pulley (wide) in line with 
the centre of the other pulleys for an endless belt drive. The 
motor when pumping was controlled by the float switch, 
which gave an automatic supply of water. The motor when 
blowing was controlled by the change-over switch fixed at the 
side of the organ, which cut out the float switch. The belt 
was changed from one pulley to the other by striking gear 
connected by rods and cranks to a lever at the side of the 
organ. The wind was controlled bv the air chest, which had 
two valves, an electric valve operated by contacts on the organ 
bellows and a safety valve operated by the bellows of the 
air chest in case the electric valve failed. The safety valve 
in the organ bellows was also left in operation, but by re- 
leasing the wind at the air chest in the cellar with the elec- 
trically-operated valve, it stopped the hissing of escaping air 
at the organ. We installed а metal wind trunk first, but the 
metal pipe carried all the noise of the blower and motor to 
the organ: we replaced it with а wood trunk and put a felt 
box over the blower, after which you could not hear the motor 
or blower at the organ. А 

There is also on the market а patent blowing apparatus for 
connecting direct to the lever of the organ bellows, consisting 
of a motor on a turntable with a turned wood hemisphere 
on the spindle and a cycle wheel. This apparatus is suitable 
for alternating or direct current. 


Chertsey. 
October 24th, 1921. 


George T. Church. 


Wear of Rotary-Converter Slip.rings. 


А correspondent over the nom de plume of '' Koocaf " 
asked, through the hospitable ‘‘ Correspondence " columns of 
the May 20th Review, for advice about rotary-converter slip- 
rings. The writer, and also Mr. B. T. Smith, offered a hint 
or two, and would be very glad to hear further from 

Koocaf," and hope that this will catch his eye, and that he 
will be able to express himself as satisfied. 
zm W. G. Stuart. 


' Trethomas. 
October 25th, 1921. 


Thunderstorm Phenomena. 


With reference to the above subject, whilst in South Africa 
some years ago the writer had similar experiences аз 
follows :— | | | | | 

1. A corrugated-iron building was efficiently earthed in four 
places, and had a telephone fitted therein. The instrument 
was protected by a lightning discharger fixed immediately 
above it. Some excitement was caused one evening during 
а thunderstorm just as dinner was being served. А servant 
Was passing the telephone, which was fixed in a passage. 
when s flash and loud report occurred. The servant dropped 
the tureen he was carrying and ran. The writer, on making 
п examination, discovered that the earth wire from the dis- 
dons the ce ee a ШАН са 1 5 by and laid 

of the passage and co 
about 60 feet distant. E pee iub 


Patch are operated from Gourock Pier. 
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Не із of the opinion that the lightning discharge flashed over 
between the discharger and the building in preference to fol- 
lowering the path provided via the earth wire. Holding this 
opinion, the discharger esrth wire was removed from the 
water tap and connected to the building, the length of earth 
wire being now reduced to not more than 3 or 4 feet. No 
further trouble was experienced. | 

2. The occupant of а corrugated-iron bungalow wired 
throughout in wood casing complained of the large number 
of breakages of metallic-filament lamps therein. | 

The breakages were at first attributed to an inferior type of 
lamp supplied. After paying very heavily for lamp renewals, 


it was reported by the occupant that he had observed that the 


broken lamps were invariably discovered on switching on at 
dusk, and after there had been a thunderstorm during the 


ay. 

After this discovery he had given instructions that on the 
approach of a thunderstorm during the day, lamps were to be 
removed from their holders, and by so doing he was saved 
some expense in lamp renewals. T : 

The supply in this instance was underground, d.c., 3-wire 
system, 240 volts outer to neutral. 

The writer not being satisfied, made an inspection, and dis- 
covered that the bungalow, built on brick piles, had not been 
earthed. The building was earthed, and this is believed to 
have cured the trouble. UE s 

As for an explanation, one can only suggest that in this in- 
stance а charge was induced in the internal wiring of the 
building; one side being connected to the neutral, a path was 
thereby provided for neutralising these induced charges via 
the lamps and flashing over switch breaks. 

To avoid a repetition of the trouble at Alverstoke, Hants., 
the writer suggests that :— | 

1. The telephone earth wire appears to have inductance, 
possibly due to the numerous angles through which it passes. 
A shorter or more direct route should be chosen. 

2. Assuming that the earth wire of the telephone discharger 
has inductance, the lightning discharge flashed over between 
the lightning discharger and the electric light distribution box 
and thence to the neutral of the 3-wire supply, on account of 
the neutral offering а path connected with earth апа of less 
jnductance. . 

М. Е. 


Sheerness. 
October 25th, 1921. 


Grinding v. Turning Commutators. 


My attention has been drawn to the above correspondence, 
and I think it would be as well to draw the two gentlemen's 
attention to the fact that the simplest way of truing up a 
commutator is to use a hand-grinding block for ridges, flats, 
of high micas. This block can be obtained at а mere fraction 
of the cost of any of the other methods, and the block 18 во 
constructed that it will not glaze with the copper, as a car- 
borundum block will do; the only thing necessary is to have 
a block suitable for the diameter of the commutator, and to 
apply it as soon as there is any sign of ridges, flats, or high 
micas. ; 

Don't leave it till you have & commutator like а ploughed 


field. 
; Andrew A. Hurry, ave 
For the Commutator Grinding Block Co. 
Greenock. : 
October 3lst, 1921. 


[Other letters are unavoidably held over.—Eps. Exec. REv.] 


Wireless Control of Fog Signals.—A wireless development 
of interest to sesfarers has resulted from the demand for a 
means of controlling fog eignals off the coast and at the 
mouths of estuaries. This afforded a somewhat unusual pro- 
blem, ерсе to be of use the receiving apparatus must be 
capable of functioning without any adjustment or attention 
for long periods. Also it must operate without fail when 
required, and must not be liable to accidental operation by 
wireless ві other than those to which it is designed to 
respond. e practical solution has been provided by & com- 
bination of an improved form of the otherwise obsolete coherer 
acting in conjunction with а tuned mechanically oscillating 
relay. A wireless transmitter, suitably situated on shore, is 
caused to send out a series of cots ' by means of a control- 
ling pendulum to which the receiver relay is tuned. The dot 
signals sre received upon a small aerial on the fog gun or 
beacon, and each dot acting on the coherer causes a local 
current to apply an impulse to the tuned relay and, at the 
same time, to operate a tapper which provides the necessary 
decohering action. The relay is thus caused to swing through 
an arc which increases with each impulse until the relay 
contacts meet and the gas valve or other mechanism is 
operated. Apparatus of this description is to be found in the 
Clyde, where the fog guns at Fort Matilda and Roseneath 
It is understood that 
the system is entirely satisfactory and has demonstrated its 
immunity from interference under exceptionally adverse con- 
ditions.—The Times Trade Supplement. 
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BUSINESS NOTES. 


Bankruptcy Proceedings.—FREDERICK CHARLES NICHOLS, 
trading n Partnership with Margaret Parks, as the Scar- 
borough Motor & Accessories Supply Co., 19, South Street, 
Scarborough, Yorkshire, electrical and motor engineer.—The 
public examination of this debtor was held on October 25th 
at Scarborough. The statement of affairs showed liabilities 
£372 against assets £26. The examination was closed. 

Ововов WILLIAMS ENDALL, trading as Endall & Co., Canal 
Motor Works, Canal Bridge, Church Street, St. Helens, 
Lancashire, electrical, mechanical and automobile engineer.— 
The first meeting of the creditors of the above was held re- 
cently at the offices of the official receiver, II, Dale Street, 
Liverpool. The receiving order was made on debtor’s own 
petition. According to the statement of affairs the unsecured 
liabilities amounted to £1,393, against net assets £338. The 
assets comprised stock in trade, machinery, and good book 
debts. Debtor attributed his failure to bad trade and illness. 
It appeared that after having been in th» employ of an en- 
gineering firm in Manchester for two years, he went to St. 
Helens in February, 1915, and commenced business as ап 
electrical, mechanical, and automobile engineer with about 
£15 capital. For the first two years he was successful, but 
subsequently he was ill, and on his return to the business 
he was obliged to obtain financial assistance from & friend, 
who lent him £200. As security he signed an agreement which 
purported to give & charge over his plant, tools, and stock in 
trade. The £900 with interest was still owing at the date of 
the receiving order, and the creditor had proved as being 
unsecured for the amount. In April, 1918, debtor removed to 
his present address, where he traded until January, 1920, when 
he took & partner. who provided £500 capital. Debtor stated 
that at this time his own capital consisted of etock and business 
effects valued at £2,000. The partnership lasted until May, 
1990, when the partner retired. In order to repay the balance 
of capital to the outgoing partner the debtor obtained a loan 
of £540, for which he gave a promissory note for £600, pay- 
able in 12 months. He stated that he had since repaid about 
£170. Debtor became aware of his position in July, 1990, but 
continued in the hope that the business would improve. At 
the time of the receiving order two creditors had obtained 
judgment against him for £480, and three were suing him. 
The creditors decided to appoint Mr. Е. T. P. Deyes, C.A., 
of 51, North John Street, Liverpool, as trustee of the estate. 
The following are creditors = 


£ 
J. A. Gamble 8 T ..650 Н. Stowell  ... E" id .. 920 
Howard & Appleton - .. 13 Watkinson  .. 825 E — 25 
E. Craven N .. 15 Beardsall & Co., Ltd. .. su. 12 


Hall & Hall.. . 18 

J. Jones and J. R. Jones (Jones & Son), electrical engineers, 
7, Chapel Street, Penzance.— First and final dividend ot 9s. 
in the E, payable November 8th at the trustee's (Mr. W. C. 
Pezzack) office, Public Buildings, Penzance. 

J. JoNES (separate estate), electrical engineer, carrying on 
business in co-partnership with J. R. Jones (J. Jones & Son) 
at 7, Chapel Street, Penzance.—First and final dividend of 
20s. in the £ payable November 8th at the trustee's (Mr. W. C. 
Pezzack) office, Public Buildings, Penzance. 

E. S. ELAu and J. Watton (Elam, Walton & Co.). elec- 
tricians, Kingston-upon-Hull.—Trustee (Mr. G. Н. Acheson, 
O.R., York City Bank Chambers, Hull) released October 17th. 

F. J. MARTLANp (Е. Martland & Co.), electrical engineer, 
Albion Yard, Millgate, Wigan.—Receiving order made October 
25th on debtor's own petition. 

J. V. BELL, electrical engineer, 21, North Bar Within, 
Beverley, Yorks.—First and final dividend of 6s. in the £, 
payable at Victoria Chambers, Bowlalley Lane. Hull. 

F. A. S. WonMurL (Lewisham Electric Wiring Co.), elec- 
trical engineer, 273, High Street, Lewisham, S.E.—Receiving 
order made October 26th on debtor's own petition. _ Firat 
meeting, November 8th, at 29, Russell Square, W.C. Public 
шшр November 15th, at the Court House, Greenwich, 


F. J. MARTLAN D (Е. Martland & Co.). electrical engineer. 
Albion Yard, Millgate, Wigan.—First meeting, November 8th 
at the Official Receiver's Offices, Liverpool. Public examina- 
tion, November 15th, at the Court House, Wigan. 


Reduction of Capital.—Compania DE ELECTRICIDAD DE LA 
PROVINCIA DE BUENOS AIRES, LTD.—A petition for confirming 
the proposed reduction of the capital of the company from 
£825,000 to £562,500 is to be heard by the High Court on 
November 15th. | 

Company Liquidations.—PuoNoPHoNE Construction Co., 
TTrp.—Winding up voluntarily. Liquidator: Mr. T. Jones. 
Broad Street House, New Broad Street, E.C. Meeting of 
run was s for November 3rd. 

LEPHONE MANUFACTURING Co.. Lrp.—- Meeting N 
28th. at 2 and 3, Norfolk Street, W.C. 2. to 1 1 
of the winding up from the liquidator, Mr. C. W. Rooke 

D ORE HEN Surely Co., Lrp.—Winding up 
voluntarily. Liquidator: Mr. B. D. Ho Vi 
chester Street, E. C. 2. a P 

MrnsEY EvecrricaL ENGINEERING Co., Tyrn.— Meeti 
n ee for November 30th at 24. North 5 
ver pool. ear an account of the windi he 
liquidator, Mr. T. L. Hanmer, SEE Ue AEC MIR 


New Process ELECTRICAL Lamp Co., Lrp.—Winding up 
voluntarily. Liquidator: Mr. W. S. Deyes, 10, Cock Street 
Liverpool. Meeting of creditors, November lth. 


Dissolutions of Partnership.—PENGiLLY & Вововѕѕ, elec- 
trical engineers, 6, Ormonde buildings, Station Roud, kpsom. 
—Messrs. Н. W. Penguly and G. F. Burgess have dissolved 
partnership. 

ELECTRIC BLOCK Co., electric block makers, Gaol Lane 
Halifax.—Mr. S. Fowler, Mr. A. Hoyle, and Mr. F. E. Crow. 
8 have dissolved partnership. Mr. Crowther will attend to 

ebts. 

BnavNE & THOMAS, electrical engineers, 106, Walm Lane, 
Cricklewood.—Mr. С. E. Thomas and D. Н. Brayne have dis. 
solved partnership. Mr. Brayne will attend to debts and con- 
tinue the business. 


Trade Announcements.—The registered office of the ENGLISH 
ELECTRIC & SIEMENS SUPPLIES, LTD., has been transferred to 
the company'e city premises, 38 and 39, Upper Thames Street 
E.C. 4. All communications should be sent there. ' 

Mr. E. PickBOoURN (The С. & P. Eletcrical Co., electrical 
factors and importers), 29, Heathcote Street, Nottingham, 
wishes to receive catalogues and price lists. | 

The lease of their premises having expired, MESSRS. ALBER 
C. HANDS & Sons have removed their offices and showrooms 
to 57, Shoe Lane, Charterhouse Street, London, Е.С. 1. Tele 
phone No.: Holborn 215. 

Messrs. WARREN Bros. (J. W. Е. Warren and S. №. Warren 
founders of Warren, Beattie & Co., Ltd.) have started in 
business as electrical engineers and manufacturers’ agents at 
Prudential Chambers, Middlesbrough. The principal manu- 
facturers whom they will represent will be the Ateliers de 
Constructions Electriques de Charleroi. They will also carry 
large stocks of wires, cables, and motors. 

THE GORWALL TRADING Co., of 40, Shaftesbury Avenue. 

London, W.1, are the sole agents in the British Empire of 
Messrs. Kieserling & Albrecht, for all kinds of metal-working 
machinery. 
. Messrs. Mrpwav's Sarety Lirr Co., Lro., of London, have 
just opened a new branch office at 131, Oxford Road, All Saints, 
Manchester (telephone No.: Central 1764), with a special staff 
of skilled engineers. | 


Catalogues and Lists.—THe '' Coventry ” CHAIN Co., Lib., 
Spon End Works, Coventry.—An illustrated pamphlet de- 
scribing The Coventry chain coupling. 

SIMPLEX Conpbuits, Lrp., Garrison Lane, Birmingham.—A 
well-illustrated and priced booklet dealing with ''Plexsim " 
fires, including a '' projector " bowl fire. Also a showcard 
dealing with the latter. 

Messrs. Hidds BROS., Sand Pits, Birmingham.—"'' Monthly 
Magazine for November, containing the usual features and 
including particulars of solid and stranded copper conductors— 
B.E.S.A. specification. 

Tue BnRoMrTON & KENSINGTON Accessories Co., Lrp., l. 
260. Earl's Court Road, S.W.—An illustrated catalogue 
electrical cooking and heating apparatus, including ovens. 
urns, hot plates, fish fryers, &c. Also a booklet of testimonials 
from clients. 

Messrs. W. T. Henry's TELEGRAPH Works Co., Lrp., Blom- 
field Street, London Wall, Е.С. 2.—List W.O. 1, an illustrated 
pamphlet giving particulars and prices of 500-V switch furs 
for currents up to 500 A, and of porcelain handles fitted with 
quick-break links. 

E.ectric Fires, Lro., King Street, Norwich. A well pro 
duced catalogue giving illustrations, details, and prices ol 
various types of fires, heaters, boiling rings. grillers. &c. . 

Тнк British ALUMINIUM Co., Lrp., 109, Queen Victoria 
Street, Е.С. 4.—A post card for the use of inquirers for 1n- 
formation regarding the various uses of aluminium. | 

Messrs. Rica & Bunpy, 13, New Road, Ponders End, N.— 
An illustrated list of '' Hot-Spot heating and cooking (й 
nian es including grills, immersion heaters, fires, &с. Fully 
priced. 

THE CowprR-Col rs MANUFACTURING Co., Sunbury-on- 
Thames.—A booklet and a pamphlet dealing with the preserva- 
tion from corrosion of iron and steel by means 0 the 
'* Sherardizing ’’ process. 

THe Cowper-Cotes GALVANIzING Co., Sunbury-on-Thames— 

A pamphlet describing the Cowper-Coles electro-galvaniziag 
process. me ilesden 

Tue ZrxrrH Manuracrortna Co., Villiers Road, Mille of 
Green. N.W. 2.—A priced leaflet · giving particulars 
'' Zenite ” vitreous enamelled resistance units. деге 

ENGINEERING & Ілөнтіма Equipment Co., LTD., P PN 
rs ү А1Бапв.—Ап Min and priced list of ship. 

ock, mill. and colliery lighting fittings. А 

Messrs. WARD & (оро. Lrp., Frederick Road. Pete 
ton, Manchester.—An illustrated and priced pamphlet 15 of 
ing the '' Vigil” watchman's lamp for projecting 8 ong 
wide beam. nard 

Messrs. CHARLES CHURcHU, & Co., Lrp., 9-19, ws 
Street, Finsbury, Е.О. 9.—An illustrated and priced Cah у 
of Norton grinding wheels of numerous 8, diamon hines. 
for truing grinding wheels, oilstones, and grinding шас 
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BARIMAB, ID., 10, Poland Street, Oxford Street, W. 1.—A 
vest pocket booklet giving examples of the efficiency of the 
firn's welding system, with letters from cliente. 

SWITCHGEAR & Cowans, Exp., Elsinore Road, Old Trafford, 
Manchester.—Catalogue Section 3, illustrating numerous ex- 
amples of mining type switchgear, witn full descriptions and 
dimensions. 

THE Arora Co., Loughborough, Leicestershire.—AÀ priced 
and illustrated pamphlet of fires and warming plates, includ- 
ing the Halo '' bowl fire. 

MR. S. Оттіма, Grosvenor Mansions, 82, Victoria Street, 
S.W. 1.—An illustrated publication dealing with Thermix ” 
air heaters and а pamphlet describing tests on one of these 
heaters applied to a small Belleville boiler. 


The ‘Engineers’ Ballot Result.—The Times gives the de- 
tailed figures of the ballot vote of the engineering and ship- 
building trade unions which resulted in a majority of 22. 80 
in iavour of the employers’ proposal to withdraw the Ministry 
of Munitions bonus in three stages, starting November 1st. 

he figures show that the unskilied and semi-skilled 
workers represented by the National Federation of General 
Workers and the unions included in the Federation of En- 
gineering and Shipbuilding Trades voted in favour of the 
reductions, while the Amalgamated Engineering Union was 
opposed to them. In the Federation of Engineering and Ship- 
building Trades the only large union giving an adverse vote 
was that of the boilermakers. Тһе votes cast by the three 


main bodies were :— | 
For. Against. 


General Workers’ Federation ... 00,299 20,837 
Amalgamated Engineering Union 45,976 66,652 
Engineers and Shipbuilders 49.595 47,312 


The total represents about 20 per cent. of those entitled to 
vote.” e 


For Sale.—Leigh (Lancs.) Corporation Electricity Depart- 
ment has tor sale a reversible booster set, consisting of a 
do-h.p., 440- V, d.c. motor, direct coupled to two boosters. 

Winchester Corporation Electricity Department has tor dis- 
posal a quantity of Venner street ughting tume swiches. 

Leek Urban District Council has tor aisposal two Andrews 
10U-b.b.p. horizontal gas engines direct coupled to two U-K N 
d.c. dynamos. (For iuli particulars see our advertisement 


pages to-day.) 


Inquiries.—Impulse or Solenoid Operated Switch.—A corre- 
sponuent seeks information as to the makers of an impulse 
ог soienoid operated switch suitable for switching on motors 
up to 10 h.p. on а 20U/40U0-volt, oU-cycle a.c. supply. ‘Lhe 
switch is to be controlled by push buttons some distance away. 
A contactor type switch is not desired owing to noise, tne 
inotors being used for organ blowing. 

Electricauy Heated Shaving Pot.—We are asked for the 
manutucturers of а porcelain electrically heated shaving pot 
ot the immersion type, the heating element being fixed on the 
underside of the lid. 

Ceiling Fan.—Makers of the Export ceiling fan are 
asked for. 


Forthcoming Exhibitions.—The following exhibitions are 
being organised: 

Lonpon.—November 17th to 25th, Public Works, Roads and 
Transport Exhibition; February 27th to March 10th, 1922, 
British Industries Fair; March ist to 25th, 1922, Ideal Home 
Exhibition. 7 

BigMINGHAM.—February 27th to March 10th, 1922, British 
Industries Fair. 

CanDiFF.—May to October, 1922, Welsh National Exhibition. 
г (Brussels).—April 3rd to lyth, 1922, Commercial 

air. 

FRANCE (Lyons).—March Ist to 15th, 1922, Spring Fair. 

HOLLAND (Amsterdam).—November 25th to December 26th, 
International Electrical Exhibition. (Utrecht).—February 2186 
to March 3rd, 1922, International Fair. 

SPAIN (Barcelona).—March lóth to 25th, 1922, Samples Fair. 

UNITED States (New York).—January loth to 25th, 1922, 
General Merchandise Fair. 


Rebate in Spanish Customs Duties on Machinery.—The 
Spanish Embassy announces that as a result of information put 
before the Ministry of Finance, a Royal Order, dated October 
22nd, 1921, published in the Gaceta de Madrid of the following 
day, has been issued by the Spanish Government, by which 
the following concessions are granted :— 

1. In view of the provisional character of the existing Customs duties and 
as an exception machinery, accessories, mechanical implements, and working 
tools contracted for previous to May 17th last will be considered exempt from 
the increased duties established by the Royal Order of May 17th last, pro- 
vided the manufacturers can prove that such goods are destined to be applied 
or installed for their own industrv. To these goods will be applied the tariff 
of 1911, with the Subsequent modifications, including those established by the 
Royal Order of November 26th, 1920, up to the present date. 

2. This privilege will be applied as much to goods which are shown to have 
been imported since May 17th as to those which may be awaiting importation. 


—Reuter's Trade Service. 


Dockyard Discharges.—In consequence of the scarcity of 
Work in the boilermaking and electrical engineering branches 
at Sheerness Dockyard, it has been necessary to issue notices 
for the discharge of a number of boilermakers and electrical 
fitters.—Morning Post. 


Book Notices.—'' Lloyds’ Register of Shipping: Report of 
the Society’s Operations during the year 1927-21." London: 
Lloyds’ Register of Shipping.—This report contains details of 
shipping classified during the year, &c. 

“T'he Geology and Mineral Resources of the Serb-Croat- 
Slovene State. by D. A. Wray, B. Sc., F. G. S. (107 рр. with 
maps and diagrams.) London: H. M. Stationery Office (F. E. 
383). Price Зв. 6d. net.— This is the report оі the geologist 
attached to the British Economic Mission to Serbia. Ihe coal 
and iron ore resources are exhaustively dealt with, and notes 
on the state of the workings are included. 

Absolute Measurements in Electricity and Magnetism,” by 
A. Gray. Second edition, pp. x1x+83/; 260 figs. London: 
Macmillan & Co., Ltd. Price 42s. net. 

" Elektrische Fordermaschinen, by Prof. W. Philippi. 
Leipzig : S. Hirzel. 

“ Radiations from Slow-Radium," by John B. Kramer, with 
& note on their therapeutic value, by John Hall-Edwards. 
Pp. 105; 53 figs. London: Baillière, Tindai & Cox. Price 
128. 6d. net. 

The English Electric Journal,” Vol. I, No. 7, July-October, 
1921. London: ‘he English Electric Co., Ltd. Price ls. net. 
—This number contains Reflections on Unemployment,” 
Mechanical Advantages of Electric Locomotives compared 
with Steam,” by Sir Vincent Raven, K.B.E., a description 
of a motor installation in & large textile factory, by J. S. 
Handles, A. M. I. E. E., and other interesting articles. 

Questions and Solutions in Magnetism and Electricity.“ 
by W. J. White. Pp. 108. London: S. Rentell & Co., Ltd. 
Price 2s. 6d. net. i 

We have received the first number of Electrical Wonders 
of the World," by F. A. Talbot, a new serial publication pub- 
lished by Cassell & Co., Ltd., to be completed 1n 24 fortnightly 
parts at 18. each net. 


The Swiss Oerlikon Engineering Works.—The accounts 
ot we Maschinenfabrik Оегикоп, tor 1920-21, show nev pronus 
uL 1,001,UUU 1r., as compared with %,066,UUU Ir. in ine pre- 
уоиз Year. Ihe invesunent account has risen from o19,U0U 
ir. ш 1919-20 to 1, 855, 00 Ir. lust year, the increase being ш 
connection with ше company в partcipauon in an Moyush 
company which took over the Swiss company e sales’ Sureau 
ш London. 


Advance in German Prices.—The Berlin Osram Co., on 
October 218%, issued а notice intimating that the war-time 
surcharge ot 250 per cent. on the ust prices would be m- 
creased to 500 per cent. as from October zoth, 1n consequence 
ol tne constant rises in Wages and raw materiais. Orders on 
ше books at that date жш be executed in accordance with 
contract conditions at the surcharge of 200 per cent. unt 
November ОШ, but those not carried out by then will be 
subject to the additional 50 per cem. 

Ine Foreign Arade Department for electrical manufactures 
announces that in accordance with the change In circum- 
stances, electric heating and cooking appliances can now only 
be sold in foreign currency to countries having а high ex- 
change, and export permits will only be granted to firms who 
comply with this condition. The export prices for galvanic 
batteries and elements, as well as for other electrical articles, 
have been substantially increased. 


Consolidation of Interests in Saxony.—It is proposed to 
consolidate varlous companies in Saxony, in which tbe State 
of Saxony holds a dominating interest through its sharehold- 
ing in the Elektra Co., of Dresden. The Zwickau Electricity 
and ‘tramway Co., the Vogtland Electricity Works Co., of 
Bergen, and the Erzgebirg-Vogtland ‘Tramway and Electricity 
Co., of Annaberg, which are subsidiaries of the Elektra Co., 
are to be amalgamated by the Zwickau Co. absorbing the 
two other concerns and assuming the title of the West Saxony 
Power Works. The transaction will involve a large increase 
in the share capital of the absorbing company, and part of 
the augumentation will be taken over by the Elektra Co. 
and the State of Saxony. In addition, an increase in the 
share capital of the Electricity Works Operating Co., of Riesa, 
18 to be made, a portion of which will also be subscribed 
by the Elektra Co., which in turn 1s raising its capital from 
10 to 25 millions of marks for the purpose of completing the 
transactions іп question. 


Wanton Lamp Breaking.—Two boys were ordered to pay 
5s. each at Bridgend for breaking electric lamps by throwing 
stones at them. Mr. A. Adams, secretary of the Ogmore 
Valley Electric Light Co., stated that a great deal of similar 
damage had been done recently, the company having to re- 
place 50 lamps within three months. 


Unemployed Engineering Workers in Switzerland.—Un- 
employed on September 30th numbered 136,067, of whom 
33,000 were in the watchmaking trade and 99,000 in engineer- 
ing.—The Times. 


Kohler Lighting Set.—Correction.—With reference to the 
description of the above-named automatic electric lighting set 
in our last issue, some confusion may arise out of our refer- 
ence to Mr. С. Н. Cook as the firm's London representative. 
We understand that Mr. Cook is the service engineer and that 
Mr. Washington B. Clarke is the firm's London manager. 


Board of Trade Committees.—We extract. the followin | 
particulars and addresses, (revised up. to date) from the Board 
of Trade Journal. ©... ... . ,. TEn | e 


Coinmittee. Headquarters. 


Г КО 


+ С * 
—— —— —— ——— 


Cornwall House, 
Office (Eneiny Debts) and the Depart- Stamford Street, 
ments for the Administration of В.Е. 1. 

Austrian and Bulgarian Property. 
British Industries Fair (Exhibitors' 


Advisory Committee). 


Advisory Committee for the Clearing А.Н. Hannay . 


J. A. Stirling 2, Queen Anne's 
Gate Buildings, 
B.W. 1. 

2, Queen Anne's 


British Industries Fair (Joint Consul. An 
tee, Gate Buildings, 
B.W. 1. 


tative Committee, London and Bir- 
mingham). 
Electrica] Communication with Light- 
houses Committee. 


J. А, Stirling 


| Merc. Mar. Dept., 
Lake Buildings, 
St. James’ Park. 
46, Victoria Street 


R. H. Haylett 


Metalliferous Mining Industry, Advisory 
Committee for the. : 
Miners’ Lamps Committee as 
Mining Dangers Research Board ds 
Overseas Trade Credits Advisory Com- 
mittee. 2 
Water Power Resources Committee 


Е. C. Starling 


E. G. Fudge 
E. G. Fudge 
А. C. Cruttenden 


46, Victoria Street 
48, Victoria Street 
18, Basinghall 
Street, Е.С, 9. 
Gt. George Street 


. 


T. Turner. 


А | 
" Pytram " Lighting Fittings.—The Pytram Manufactur- 


ing Co. is showing a selection of Pytram ” lighting fittings . 


in rooms at 63, Queen Victoria Street, E.C.4. " Pytram ” is 
a material similar to papier mache but lighter and stronger. 
The fittings consist principally of shade rings in old metal. and 
wood finishes carried out in imitation of Grinling Gibbons 
carvings. Indirect lighting bowls are also on view, as well as 
electroliers and wall brackets. The reproductions are very irue 
to the originals, and, of course, far cheaper. The ceiling 
fittings should find an application to lighting, in place of heavy 
suspended fittings, which often constitute a source of danger. 


The Austrian Electrical Industry.—The Economic Review, 
quoting a recent statement by Dr. Heinrich Schneider, says 
that the dismemberment of the Austro-Hungarian Empire has 
had but small effect upon the makers of electric lamps, wires, 
switches, апа installation apparatus. The Austrian firms re- 
tain a close connection with the Succession States, and their 
activity cannot be dispensed with: nor, in view of. the ex- 
change situation, can they be underbidden. The Austrian 
dustry is therefore not compelled, as is even the German, to 
produce ever accumulating stocks, nor has any falling off ten- 
dency as yet been observed. This is partly due to the home 
requirements. А 

А further advantage recorded for the electrical industry is 
the repeal of the Electrical Economie Law which was so irk- 
some to it. Henceforth, the Electricity Law will function in 
correspondence with the claims of the industry, and without 
placing upon it any undue burdens. 


Trade with Canada.—Mr. Ben H. Morgan, chairman of 
the: British Empire Producers’ Organisation, who has re- 
cently returned from a visit to Canada, attirms that there із 
an immense field for the sale of British goods in Canada at 
the present moment. Last year Canadian imports from the 
United States amounted to $600,000,000, the bulk of which 
Canadian buyers would have been glad to obtain from British 
sources. The chief reason that they were not so obtained is 
that British goods are not available in Canada as and when 
they are required and in smal parcels. The Canadian buyer 
is able to regard the United States as a warehouse for his 
supplies from which he can obtain them in small quantities or 
large by means of а mail order or a telephone call witn delivery 
in a few days at most. To combat this situation, manufac- 
turers must carry: stocks in Canada and, where necessary, 
obtain the assistance of the Government to finance thein. 


Electrical Wages in Australia.—Including an increase of 
9 per cent. granted in September, the new wage rates in the 
Melbourne metropolitan district, and Geelong are as follows : — 

Electrical mechanics, linesmen or wiremen, £5 8s. a week: 
battery erectors, 45 12s. 6d.; electrical erectors, £5 12s 6d.; 
cable jointers, 45 163. Od.; cable jointers’ assistants, 
£4 12s. 6d.; all others," £4 9s. 6d. Apprentices and im- 
provers; First year, IIS. a week: 2nd усаг, 16s. 6d.; 3rd усаг, 
30s. 6d.; 4th year, 41s. ; 5th year, 54s, 6d. 


Steam Accumulator Patents. 11 is reported, as was nien- 
tioned in our last issue, that as a result of negotiations car- 
ned on for some months past between the Swedish A.B. 
Vapor Ackumulator and German interests, a company has 
been formed in Germany to work the storage patents 
of the former under the title of the Warmespeicher Doktor 
Ruths’ G. m. b. II. The Swedish coinpanx holds 20 per cent. of 
the capital in the new company, the other parties interested 
being the A. E. (J. representing the Rathenau group | 
Deutsch-Luxemberg Mining and Ironworks Co. and 
Siemens-Schuckert works for the Stinnes | 
burg-Nuremberg Engineering Co., 
for the Haniel group. of the patents is 
being organised by the four firms in question specially for 
the erection of Ruths's storage Installations. i 


the 


The direct working 


The Nation’s Food Exhibition.—'l'his exhibi 


} . tion, whi 
1$ to be held at Olympia in September, 1922, 5 


the 


group, and the Augs- 3 
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clude the display of apparatus used in the preparation of food, 


bd LE 


and it would appear that an opportunity is presented for 
manufacturers of electrical: cooking appliances to further ac 


quaint the public, and especially caterers, ‘with their produc: 


tions. ‘Lhe exhibition is being organised by the International - 
Trade Exhibitions, Ltd., in conjunction with the Tradeg- 


Markets and Exhibitions, Ltd., and all communications should 
be addressed: to Broad Street House, E.C.3. .. 


A Local Exhibition.—.\ local exhibition: of electrical ap- 
paratus, principally domestic, at i'arnworth, comes to. an 
end to-morrow after a ten days’ run. This has been organised 
by the electrical engineer to the Urban Distriet Council, and 


the whole of the work in connection with it: has been carried . 


out by members of the statt and their wives. A large number 


of well-known electrical firms ure participating, and the result 


1з & comprehensive display ot domestic appliances, motors, 
cycle and motor-car lighting équipment, organ-blowing appara- 


tus, lighting fittings, switchgear, ёс. The electrical statt has 
made a number of heating and cooking tests, and so visitors 


аге enabled to gain some idea of the performance of the appli- 
ances shown. ЗИЯ : | 


i a bee ce 


Engineering Discharges in Norway.—Mechanical work- 
shops in Norway are reuucing activity und discharging: work- 
men. 
Trade Service, Stockhohn, October 25th.- ^ . >. к 


Profitable Employment.—An article containing some re- 


flections on unemployment appears in the current number of 
the English Electric Journal.. The writer dwells .upon the 
unportance of productive work .being given the preference 
over doles and relief schemes as a means of providing employ. 
ment, and proceeds ;— 


It is not always realised what the loss to the nation through | 


ordinary relief work is. Take а man earning 44 a week in 
an engineering shop and transferred through lack of employ- 
ment to rehef work at the same wage. His normal employer 


has à clear loss, in unabsorbed establishment charges, of 45 


a week, on the moderate basis of establishment’ charges of 
125 per cent. on labour. On relief work a good tradesman is 


inefficient and uninterested, and of the £4 a week which he is ' 


paid probably not more than £l on the average has àny pér- 
manent value. There is therefore a loss to the nation vf 48 
a week through this one man being turned adrift from his 
normal employment. Ап electric power station, oh the other 
hand, or the electrification of a railway, absorbe an епог- 
mous amount of direct labour per £ expended, and it 18 an 


important addition to the wealth and the wealth-producing . 


capacity of the country. An examination of,an actual rail- 
way electrification scheme, which would cost £6,000,000 and 
could not fail to produce a very high return on the money 
spent, shows that when every allowance 18 made for certain 
imported materials, such as copper, £4,800,000 out of the 
total capital cost of six millions would be spent on direct 
labour in this country. Nearly all the great railway com- 
panies have schemes for electrification worked out or in con- 
templation, but it is unreasonable to expect that the large 
sums of money required can be raised unless the status. qf 
this new money in relation to the present capital of the rail- 
ways 15 safeguarded. If the Government would trust the 
great industries of the country by facilitating.the financing 
of such schemes, a large number of men could be found em- 


ployment at their own trades, instead of being left.to the | 


slow demoralisation of the dole or useless relief work." 


The £60,000 Claim against the Sydney City Council.— 
The Sydney City Council had before it in € ptember, а 
report of the Electric Lighting Committee regarding the, 
claim of the English Electric Co., Ltd., already referred to 
in these notes.’ The Committee reported with regar 
claim by the English Electric Co. of Australia, Ltd., for 
alleged. non-fulfilment of the Council's undertaking to place 
with the company an order for a turbo alternator set, and 


in respect of which a writ has been issued against the Council | 


claiming £60,000 damages, recommending that authority be 
given, with a view to a settlement, for the English Electric 


Co. of Australia, Ltd., to be asked (without prejudice to sub- i 


mit a quotation for the supply of one 12,000-kW at .65 power 


factor, turbo alternator set complete, with, exciter, condenset, 


air and circulating water pumps, wet air filter or air OU 
and everything necessary and usually supplied, the whole o 


the plant to be delivered, erected, and ready for commercial 1 
use by March Ist, 1924, provided that the City Council has 


the foundations ready to receive the plant. Е й 


French Bauxite.—Since October 23rd, 1920, an export 
duty of 20 per cent. of the value has been levied ор any ton- 
nage of bauxite sent out of France. As a consequence the 
production and the deliveries from the Bouehes-du-Rbone 
have been reduced. The Union des Bauxites, which is sar 


to he an English company, and the Société des Terres Refrac: 


taires de Provins, in which: are Swiss interests, have ИП 
vear lodged action protests against the maintenance of the 
duty. A French newspaper states that the question . 
whether the necessity for protecting the aluminium industr 


implies the duty of prohibiting ог practically: forbidding the 


export of silicious bauxites. Another report, however, 001 
states that the duty has been abolished. ^ ^. . 


4 4 ‘ 


to the 


The situation is especially bad at Drontheim.—ffeuter's 


New Uses of Rubber.—The Rubber Growers’ Association 
has issued a booklet giving the full results of its prize com- 
petition for ideas and suggestions for new and extended uses 
of rubber. The competition opened in July, 1920, and closed 
on December 3lst, 1920, about 10,000 suggestions being 
sent in. The prizes were (1) £1,000; (2) three prizes of 
£500 each; (3) ten prizes of £100 each; (4) 21,500 divisible 
among the remaining competitors who submitted suggestions 
of value. The expert adjudicators have awarded the prizes 
to :—suggestions for the use of sponge rubber for upholstery 
purposes (80 competitors suggested this, and the £1,000 prize 
is divided between them) ; suggestions for incorporating rubber 
in liquid form with paint for preservation of wood and metals 
against the action of the sea (five successful competitors); sug- 
gestions for the use of rubber in paint for general decorative 
and preservative purposes (nine successful competitors); sug- 


gestions for the use of rubber for the valances and mud- : 


са motor vehicles (eight successful competitors); and 
80 OD. | 

While the competition has not produced any suggestions 
which would appear to afford an opportunity for the realisa- 
tion of the aims of the Association, i.e., the exploitation of a 
new use which would be responsible for an immediate and 
marked increase in consumption, at the same time, it is felt 
that amongst these suggestions there must be some which, 
when submitted to expert technical investigation, may prove 
to contain substance for feasible development. The Associa- 
tion has decided therefore to submit all suggestions received 
to a panel of qualified technical men of established repute in 
the industry who will carefully consider the ideas. These 
suggestions will duly be brought before the rubber manu- 
facturers in a series of pamphlets. z | | 


Hadfields’ Australian Company.—In September there was 
registered in Australia a company under the title Hadfields 
(Australia), Ltd., with a capital of £500,000 in £1 shares, 
to acquire as а going concern the business, assets, and 
undertaking of the company registered under the name of 
the . Australian Electric Steel, Ltd.; to carry into effect an 
agreement with Hadfields, Ltd., Shefüield; and to carrv on 
the business in Australia of ironmasters, steel makers, colliery 
proprietors, &c. 

New ‘Steamship Service to Australia.—Steamship com- 
munication with Australia is receiving an active fillip by the 
inauguration of a new service of five big fast vessels specially 
built for the Commonwealth Government Line. Omitting 
Mediterranean ports, they will accomplish the voyage in at 
least three or four days less than other lines to Australia, in- 
cluding mail service lines. Improved regular speedy com- 
munieation between England, Ceylon and Australia will be 
welcomed, both by traders and by the travelling public. The 
Moreton Bay, the pioneer of the new line, is timed to leave 
London on December 7th, and the other ships of the Вау” 
class will follow her at four-weekly intervals. They will pro- 
ceed direct from London to Port Said, thence to Colombo and 
Australia, calling in turn at Fremantle, Adelaide, Melbourne, 
Sydney and Brisbane, the terminal port. 


Electrical Displays in Large Stores.—A visit to several of 
London's large departmental stores shows that these estab- 
lishments realise that, if they wish to completely fil the 
role of Universal providers," they must not neglect 
domestic electrical apparatus. Electrical showrooms are 
therefore destined to take a large place in these huge shop- 
Ping centres. | 

Messrs. Harrod's probably have the best of these electrical 

isplays, having devoted a good deal of floor space to the 
exhibition of every item in the present wide range of domestic 
appliances. | 


of visitors. ‚Неге may be seen a Western Electric dish- 
washer, which when closed in at the top may be used as a 
spare table. To enable its operations to be examined, a glass 
top has been fitted, and prospective buyers may see for them- 
selves how the machine works. The action of this appliance 
18 to force water at high speed over dishes, placed in two 
Wire racks, by means of a revolving blade. Other Western 
Electric productions shown are a washing machine, an ironer, 
a vacuum cleaner, and sewing machines. A large display of 

Universal" and Hotpoint " kettles, irons, grills, coffee 
percolators, &c., is also present. Six '' Magicoal'' fires are 


Placed in an alcove at the back of the display. On а floor 


above there is another large selection of electrical apparatus. 
kinds of lighting fittings, plain and artistic, including bowls, 
ВК shades, table lamps, floor standards, &c. '' Thor” and 

den " washers are shown in operation, and among a large 


collection. of other things are Benham electro-vapour heaters, . 


Magnet fires, " Eureka vacuum cleaners, ќе. Some 
cooking apparatus is shown, but not very prominently. To 
aid the customer who cannot afford to speud forty or fifty 
ee at once, Messrs. Harrod's have instituted a bire-pur- 
caas system by which the larger machines сап be more con- 
veniently acquired. This is an absolute necessity, and is to 
е commended. 
g General Electric Co., Ltd., has invaded Messrs. Wm. 
ai е & Co.'s large stores and arranged a comprehensive 
ES ay of appliances for the firm. Nearly all of the well- 

own “Magnet” productions are represented. One small 
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On the first floor, in the Linen Department, 
some of the larger machines are demonstrated for the benefit ` 


uspended from the ceiling and arranged on tables are all . 


+ + 


2,200-watt over shown has a hotplate let into the top with 
two 700-Watt elements. -The main cooking element is in the 
bottom. Other exhibits are bowl fires, ornamental fires, grills, 
irons, blowers, cigar lighters, &c. А new piece of electricál 
furniture is exhibited for the first time. This is an бак 
cabinet having an aluminium-covered platform which can be 
let down on four guides into the cabinet. Upon this table 
are arranged a three-heat gril and two plugs for putting & 
toaster and & kettle or other appliances into circuit. The 
cabinet is on wheels, permitting it to bs easily moved from 
room to room. A Time Saver washing machine ја rün- 
ning. This is a “ dolly " type machine, with а wooden con- 
tainer and simple gears, which, it is explained, can be run 
from а lanipholder. (This, by the way, should not be en- 
couraged!). Lighting fittings are also shown as well as 
examples of neon lamps and '' Atrax '' projectors. | E 

Messrs. Selfridge's show is cramped into а rather small 
space, and the appliances are therefore not seen to the best 
advantage. Nevertheless, the display is fairly comprehensive, 
so far as the smaller appliances are concerned. ' Quead ” 
and Cosmos ” fires, ‘* Hoover vacuum cléaners, toasters, 
grills, saucepans, &c., occupy most of the space. A special 
line of lighting fittings is shown. This consists óf painted 
vases with lampholders fixed in the top. Numerous other: 
lighting fittings are suspended from the ceiling, and torches, 
pocket lamps, and small batteries are shown in profusion.” _ 

We hope that the exhibition at Harrod's will be made a 
permanency, and that the other large stores will come into 
line with it. Ж gU Ж. 

New Belgian Companies.—There has been- formed' at. 
Brussels (13 Rue Brederode) the Société Nationale Radio-Elec-. 
trique for commercial, industrial or financial operations con-. 
nected with telegraphy and telephony. Capital, 500,000 fr. 

At Sarrebruck has been embodied the Elektro-Werke 
Sarrebruck, with a capital of 2,250,000 marka. 


New Italian Companies.—The Società anonima Fiumana 
per Radio Communicazioni has been formed at Fiume for 
the construction of wireless stations. Signor Guglielmo, 
Marconi is the president. , 2 ^ 

At Milan has been established the Società anonima Siemens 
with & capital of 2,500,000 lire. Of the six directors, half are 
Germans. Е n 

The Consorzio per l'Elettrotrazione has been constituted at, 
гоо ine greater part of the capital being put up by, the 


г 


New French Companies.—Under the style of Boiteux et 
Bucquoi has been formed at Paris (326 Rue des Pyrénées) & 
company to work the goodwill of a business for the manu- 
facture and sale of all kinds of electrical appliances and. 
apparatus. The capital is 170,000 fr. bo god 

The Scierie Hydro-Electrique du Val Vernier is a newly 
formed saw-milling company, which proposes to utilise % 
waterfall on the Upper Marne for the generation of electri: · 
city for the purposes of its business, which also includes the 
drying of timber by a special method. Its capital is 2,000,000 
fr., and its offices are at 12 Rue Castex, Paris. C | 

Berthon et Touzot, Société d’Installations et Constructions 
Electriques et Mécaniques is а company recently formed at 
Boulogne-sur-Seine (Rue d'Aguesseau 40), with а capitel of 
100.000 fr. E LONE E | 

Under the title of the Secteur Electrique de la Vallée 
d'Auga, à company has been formed at Orbec (Calvados) with. 
a capital of 750,000 fr. for the generation and distribution 'of ` 


electricity. 5 


л а ы 
.LIGHTING AND POWER NOTES. 


; "RP . 
Adwick-le-Street (Yorkshire).—Exectricity SuPPLY.—The. 
Urban District Council has decided to teke steps to secure a 
supply of electricity for public and private lighting, and 
application has been made for the necessary Order. An elec- , 
trical engineer ів to be engaged to prepare a scheme. It is 
probable that the electricity will be supplied from one of the 
neighbouring collieries. б жою, ж 
Bedford.—ExTENsioNs OrENED.—On October 29th -a new 
Parsons turbine coupled to a single-phase alternator was put 
into commission. M ru d xc DUE. 
Belfast.—Loan.—Application has been made to tbe Elec--. 
tricity Commissioners for sanction to the borrowing of . 
£550,000 for the establishment of a sub-station in Ballyma- · 
carrett district and extensions of existing feeders, and 
£52,000 for service mains, meters, &c. ij 


Bradford-on-Avon..—Evectricity SuPPLY.—Owing to the 
Ministry of Transport having decided to revoke the electric 
lighting order granted in 1914 to: Mr. J. Н. Edwards, the 
Urban Council has appointed a committee to consider the 
question of a supply of electricity for the town. 


Brighton and Hove.—E.ectricity 1ч BuLk.—The laying of 
new cables and the installation of new plant to enable the 
Hove electricity undertaking to obtain electricity in bulk from 
am Corporation's station at Southwick have been сод. 
plete . : | n Sb iud Sc 
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Loan SaNcrIONED.—The Electricity Commissioners have 
given sanction to the borrowing of £1,224, for 20 years, for 
switchgear, &c., in connection with the supply of electricity to 
Hove. 

Chester.—SuPPLY 1ч BuLk.—A conference has taken place 
between the representatives of the Chester Corporation, the 
Hoole Urban District Council, and the Chester and Tarvin 
Rural Councils regarding the supply of electricity in bulk to 
the urban and rural districts. The Town Clerk of Chester 
has been in communication with the Electricity Commissioners 
with regard to the formation of a joint committee for the dis- 
trict, and the Commissioners have expressed the view that a 
scheme of the kind suggested appears to be cumbersome and 
complex. They suggest that it would be more expeditious 
for the Chester Corporation to obtain a special order to ex- 
tend its supply area. After discussion, 1% was agreed that 
ihe representatives of each authority should obtain the views 
of their Councils, and in the meantime the Chester Corpora- 
tion should take the preliminary steps towards obtaining a 
gpecial order. 

Colwyn Bay.—Lo4N.—The Council is borrowing £42,500 
for electricity extensions. 

Continental.—BeELGium.—It has been decided to establish 
рле Station at Ghent, at an estimated cost of about 13,000,000 
rancs. 

The installation of electric lighting in the commune of 
Exaerde, Eastern Flanders, is under consideration. 

The Provincial Council of Luxembourg has devoted a session 
to the consideration of the question of the electrification of 
the province, with the result that an advance of 1,400,000 fr. 
at 4 per cent. has been sanctioned for the installation of two 
distributing networks for light and power in the Arthus- 
Arlon-Virton and the  Bouillon-Bertrix-Paliseul-Neufcháteau 
districts respectively. Use will be made of energy supplied 
from blast-furnaces at Holanzy to meet immediate demands. 
The partial use of the plants left by the Germans is proposed. 
пе те electrification of the province will be undertaken 

ortly. 

CzEcHO-SLOVAKIA.—With the financial co-operation of the 
Czecho-Slovak Government, the Western Slovak Electrifica- 
tion Co. has been founded with a capital of 8 million kronen, 
. which is to be increased to 16 millions in the course of the 
next three years. The first object of the new company is the 
electrification of the Bratislava (Pressburg) district.—Reuter’s 
Trade Service (Prague). 

The Journée Industrielle learns from Prague that the 


Ministry of Public Works is about to establish at the Hedwig 


pits in the coal district of Most (Bruew) large electric works 
which will furnish power to Prague and Central Bohemia. 
The cost is estimated at 150 million crowns.—Reuter’s Trade 
Service (Paris). 

UPPER SiLESIA.— The decision of the Council of the League 
of Nations, regarding the division of Upper Silesia as between 
Germany and Poland, stipulates that where the whole of a 
water. electrical. or other system is not included in one of 
the divisions, this system shall be maintained as before except 
in the case of a special agreement between the two parties. 

Norway.—As in Switzerland, the abnormally dry year has 
caused a serious shortage of water, and many hydro-electric 
works have been compelled to suspend operations. 

.SiCcILY.—À message from Rome says that the Technical 
Commission for Unemployment has approved the urgent exe- 
cution of works in connection with the exploitation of the 
River Simeto, in Sicily, for the production of electric power. 
The Consiglio Superiore delle Acque has authorised a con- 
cession for this purpose, and it has also authorised a pro- 
visional commencement of the works as soon as the agree- 
ment 1s signed without waiting for the settlement of details. 
The scheme provides for the formation of an artificial lake at 
Valle di Aderno capable of storing a hundred million cb.m. 
of water. The total expenditure, exclusive of work in con- 
nection with bringing land into cultivation, is estimated at 
60 million lire. The power to be utilised is calculated at 
14,000 h.p., while 35.000 hectares of land will be irrigated and 
cultivated.—Reuter’s Trade Service (Milan). 

Deal.—L1iGnriNG ORDED ABANDONED.—The Deal & Walmer 
Gas and Electricity Co. has informed the Town Council that 
owing to the altered financial condition since the powers were 
obtained, and the high prices now ruling for machinery, &c., 
it has decided not to carry out its powers under the Electric 
Lighting Order. 

Electricity — District. —Mipb-LaxcasumE.— The Electricity 

ommissioners give notice that they have for the fourth time 
extended the time within which objections or representations 
may be made or schemes submitted in connection with the 
33535 area, from October 31st, 1921, to March 31st, 


Fermoy.—ELecTRICITY ScHEME.—A deputation from the Co- 
operative Society explained the proposals for an electricity 
scheme to the Council recently. The total expenditure was 
given as £9,000, and the Council was asked to use ita Influence 
to obtain subscribers to the scheme. It wag stated that the 
charge would depend upon the consumption of electricity. 
For an output of 40.000 kWh, 1s. per kWh would be charged, 
oe if A des 2 h 1 be sold, the price would be about 

special meetin 0 il is 
0 La g of the Council is to be held to con- 

Greenock.—Enecrriciry ScHEME.—AÀn experiment on t 

utilisation of waste steam for the generation ct electricity 5 


been agreed upon by Greenock Corporation. The деде. 
rating plant, which will be of 1,500 kW capacity, is to be 
set up in the Glebe Sugar Refinery, and will remain the pro- 
perty of the Corporation. The steam is to be supplied by the 
Refinery, which will secure all power and lighting require. 
ments free of charge. The surplus, estimated at about 90 
kW, will be given to the Corporation. The experiment js 
expected to reduce costs both at the Refinery and at the Cor. 
poration Electricity Department. 
Hemsworth.—Evectricity SuPPLy.—The Urban il has 
decided to ask the Yorkshire Electric Power MA ls 
terms upon which it would supply electricity to the district. 


Hurst.—ELEcrRiciTY SurrLY.—The Council proposes to ap. 
ply for a Special Order for the supply of electricity in the 
district, and afterwards to transfer it to the Ashton-under. 
Lyne Town Council, provided the latter body agrees to pay 
all costs. 

Holsworthy.—Semi-pusLic LiGHTING.—AÀ novel lighting 
scheme has been instituted by the Holsworthy (Devon) Urban 
Council. The tender of the local gas suppliers for public light- 
ing being considered too high, the Council has asked hous. 
holders who possess outside electric lamps to switch them on 
at night during the winter months, and the expense will be 
re-imbursed to them at the end of the season. 

Luddendenfoot (Yorkshire).—ELecTRICITY SUPPLY.—The 
public electric lighting in Luddendentoot, supplied by the 
Yorkshire Electric Power Co., under agreement with the local 
District Council, has commenced. Arrangements for electric 
lighting in the Boulderclough district have also been completed, 
and other outer districts of the Council's area will be hghted 
as fast as the cable-laying, &c., is completed. The whole 
scheme is on the time-switch system. 

Littleborough.—Loan Sanctionep.—The Electricity Com- 
missioners have sanctioned the borrowing of £8,500 for elec- 
tricity purposes in respect of the £9,000 applied for, pending 
receipt of particulars ав to the approximate cost of the work. 

London.—Pop.iar.—The Electricity Committee seeks ap- 
proval for a proposal to expedite the laying of electricity mains 
in streets in the borough not at present supplied, in order w 
provide employment under the Government echeme for the 
unemployed. It reports that the Council authorised this ex- 
tension in July, 1920, by à gradual process spread over a 
period of ten years. The proposal would involve a cost of 
£70,053, of which £33,715 would be paid for labour. The 
committee also proposes to submit a scheme for the conver- 
sion to electric lighting of public gas lamps at an estimated 
cost of £5,000, as a non-revenue producing scheme, ranking 
for grants of 65 per cent. of the interest and instalments for 
one-half the loan period.—Daily Telegraph. | 

The revenue shows a reduction of £24,000 on the previous. 
which is attributed to the loss on coal. 

BETHNAL GREEN.—On October 3lst а new transformer sub- 
station was declared open by the Mayor (Councillor J. J. 
Vaughan). The building, originally a chapel, is situated at the 
Oval, Hackney Road, and houses, at present, two trans 
formers, one of 250 kVA and the other of 500 kVA capacity; 
the station is ultimately to deal with 3,000 kVA, although 
there will still be ample space. Energy is brought in bulk 
from Stepney at a pressure of 6,000 V, and is stepped down 
to 415 V. It is distributed at this voltage for power; lightin: 
is taken off one phase and a balancing wire giving #0 . 
The switchgear consists of two high-pressure panels and inter- 
connecting panel with switches of the cubicle type. The dis 
tributing board is in seven sections. The switchgear was SUP 
plied by the Metropolitan-Vickers Electrical Co., Ltd. The 
transformers were manufactured by the Hackbridge Electrical 
Construction Co., Ltd., and the cables by the British Insulate 
and Helsby Cables, Ltd. The station is equipped with a 10 
ton crane mounted on the roof girders. At the ceremony the 
chairman of the Electricity Committee (Councillor J. J. Cur 
ningham) outlined the history of the Bethnal Green m 
taking, and paid a tribute to Mr. Н. H. Couzens, ML. й 
and members of the staff for their good work. The qn 
also gave recognition to their services, and said he hoped that 
soon meters would be abolished and electricity would be 3 
plentitul as water. trade 

BaTTERsEA.—A£ the request of the E.T.U. and other ан 
unions Ње Electricity Committee recommends the er 
out of a number of works to relieve unemployment. 2 
include extension and replacement of mains, and the winne 
of buildings. on: 

HAMMERSMITH.—The electrical engineer reports that the с | 
tractors supplying the first 10,000-kW turbo-alternator UD г 
the extension scheme will be in a position to deliver it In 
early part of November. [.C. for 

FULHAM.—In response to the request of the N.J. Тш 
the cable making industry, mentioned in our “ Notes i in 
last week, the Electricity Committee recommends t P 
plication be made for sanction to the carrying out lovment 
extensions at a cost of £11,194; also that the UnemP? 
Grants Committee be asked to contribute to the cos A oe 

The Electricity Committee has approved the Hamme 
duplicate linking-up main between the Fulham m | 
smith undertakings. The cost is estimated at ae TE 
has been agreed to pay a third of this, Battersea 0 
elated with the linking- up scheme. The switchgear 
Fulham station will cost £1,000. 


(Continued on page 609.) 
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ELECTRICITY SUPPLY AT SHEFFIELD. 


The Blackburn Meadows Generating Station. 


Tug phenomenal growth in the demand for electricity 
ir the City of Sheffield and the surrounding districts 
during the war period is familiar to our readers. The 
enormous increase in the capacity of the Corporation's 
electricity supply undertaking will be better realised 
when compared with its previous progress: The under- 


Fic. 1.—ExrTERIoR OF BLacKBURN MEADOWS STATION, 
SHEFFIELD, SHOWING COAL-HANDLING PLANT. 


taking commenced to supply electricity in the city in 
May, 1892, with the result that in March, 1914, after 
22 years’ working, the total plant capacity had reached 
the figure of 23,225 kW. "The upward curve represent- 
ing the growth of the number of kWh generated at the 
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rangements had been made to augment Ше capacity оѓ 
the undertaking to no less than 68,225 kW. During the 
four years 1914 to 1918 the maximum demand on the 
system grew from 12,519 to 58,909 kVA, the station 
load factor remaining practically constant at 40 per 
cent. during that period, and by 1920 the demand 
applied for had reached the figure 
of 164,500 kW, the plant installed 
had a capacity of nearly 69.000 kW. 
and the maximum load on the system 
had reached the total of nearly 
61,000 kW. 

At the outbreak of the war the 
Neepsend generating station site had 
been developed to the extent of ap- 
proximately one-third of its ultimate 
capacity, but by April, 1916, the 
last of the contracts covering the ex- 
tensions for the full development of 
the site, both as regards plant and 
buildings, had been placed, and 
nearly three vears ago we described 
the undertaking as it then was.* 
But the city electricity supply 
undertaking under the able leader- 
ship of its general manager and en- 
cineer, Mr. S. E. Fedden, M. I. E. E.. 
M. Inst. C. E., M. I. Mech. E., was far 
from being content to rest on 
its laurels, and even then a new station, to be of no 
less than 100,000 kW capacity, was in contemplation. 
However, for future intentions we must await the result 
of the local inquiry which the Electricity Commissioners 
are to commence at Sheffield on the 29th inst., when the 
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Fic. 9.—TunsBiNE ROOM. 


Neepsend station became nearly a vertical line, and 
steps were taken to add to the plant installed in order 
to meet the general need for electric lighting and power 
In Sheffield. Then on top of the natural increase in 
the load was superimposed the imperative call for power 


in connection with the manufacture of munitions of 
War, and within a period of less than three years ar- 


Corporation will outline its scheme for the reorganisa- 
tion of the supply of electricity in the North-East Mid- 
lands Electricity District and for the formation of a 
Joint Electricity Authority for the area. 

To return to the period under consideration, the 


* ELECTRICAL Review, January 3rd and 10th, 1919, 
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rating plant which had been manufactured to the order 
of the Government for the Henbury Explosive Factory, 
and although the plant is not of the size and type that the 
Corporation would have ordered in normal circum. 
stances, yet the Corporation considered itself fortunate 
in being able to acquire equipment that was in the final 
stages of completion and, moreover, at a price consider. 
ablv below that at the time obtaining in the open market. 

The splendidly situated site is 
level and surrounded on three sides 
by main-line railways, whilst the 
sidings of the Sewage Disposal De. 
partment were already in existence 
along one side. It abuts on the east 
side upon the river Don and the 
South Yorkshire Navigation Canal, 
which join at this point, and it vill, 
therefore, be understood that the 
location of the site affords ample 
facilities for obtaining all the fud 
and materials required—either br 
rail or canal—whilst the proximity 
of an abundant supply of water for 
condensing purposes is of import- 
ance. 

Messrs. John Greenwood, of Mans 
field, contracted for the building and 
civil engineering work, which was 
commenced in November, 1917, the 
actual erection of the buildings 
being started in January, 1916, 
The boiler house stands on the west 
side of the site, and takes the form 
for a double Гау with reinforced 
concrete overhead coal bunkers 
along the centre. One of the special 
features of the design of the boiler house is its spacious 
basement on the ground level which gives ample room 


demand for electricity continued, and it soon became 
apparent that the additional plant would be insufficient 
to meet the evergrowing need for more power. Accord- 
ingly in the summer of 1916 the Electricity Supply Com- 
mittee authorised a search for a suitable site for a 
new generating station to be made, and an area of 
approximately 27 acres adjoining the City of Sheffield 
sewage disposal works was finally decided upon in Octo- 


Еш. 3.—CoNDENSER AND AUXILIARY GEAR. 


Ler, 1916. The site is at the extreme eastern boundary 
of the city, and is situated close to many of the large 


local steel works. At this stage, however, an obstruction 
was met with in the form of a refusal of the Ministry 
of Munitions to permit the work to proceed, and the 
original proposals were, therefore, cancelled. This 
action of the Ministry resulted in a delay of 12 months, 
and consequently a start on the erection of the war 
emergency generating station was 
not made until November, 1917. 
The Blackburn Meadows station, as 
it is known, of which fig. 10 is a 
plan, is now almost complete: 
turbo-generating and boiler plant 
with a total capacity of 35,000 kVA 
has been installed, and the station 
was to be opened by H.R.H. the 
Duke of York this morning. Actu- 
ally, however, a portion of the plant 
has been on load for the past 12 
months; a large proportion of the 
energy generated is delivered to Sir 
R. Hadfield’s adjacent works for 
power purposes and for consumption 
in electric furnaces. The station is 
intereonnected with that at Neeps- 
end, so that no night shift is worked 
at Blackburn Meadows at present. 
Incidentally, no smoke issues from 
the stacks while the boilers are on 
load; if it should do so it is a sure 
sign that the furnaces have been 
banked. 

When the contracts were finally 
placed it was found that in addition 
to the delay in putting the work in hand other 
serious disadvantages had resulted from the action 
of the Ministry of Munitions—the situation was 
aggravated by the increased shortage of labour and bv 
the substantial advances in rates of wages and cost of 
materials that had taken place between 1917 and the 
date of completion. In place of the original proposals 
the Electricity Committee bought the boilers and gene- 


for the men to work under healthy conditions, and may 
be utilised as a store for heavy materials. At each side 
of the top main concrete beam carrying the bunkers. 
which are capable of holding 1,200 tons of coal, а special 
system of ventilation has been introduced with the object 
of keeping cool the central portion of the boiler house 


Гіс. 4.—CONDENSERS AND TRANSFORMERS. 


The whole of the natural 


in which the stokers work. e rool. 


lighting of the boiler house is obtained from nee 

There are approximately 12,000 tons б "i aterla 
concrete in the main buildings; the use of this а Pt 
was rendered necessary by the great shortage 115 
that was experienced when the work was con? bein? 
and the building of structures of this ehar 


acter 
KR 
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necessarily a slower process than the erection О 
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steelwork, combined with the shortage of labour, con- 
siderably delayed the completion of the building. 

At the moment all the fuel used is transported by 
means of the railways, and the sidings originally laid 
down by the Sewage Disposal Department are employed 


Fig. 5.—Main SWITCHBOARD. 


to deliver it—at present. Two sets of rails are laid 
а* right angles to the existing sidings and 12-ft. turn- 
tables are located at the junction of each set of rails 
with the sidings; electricallv-driven Clarke, Chapman 
capstans are also provided by means of which the 
loaded wagons аге 
hauled on the sidings. 
As will Ъз seen froin 
fir. 10, two coal tip- 
plers are installed, one 
for each pair of rails, 
and each is capable of 
dealing with a fully 
loaded 10-ton wagon. 
They are of the usual 
circular revolving 
tvpe, and each 1s fitted 
With a 2-h. p. motor for 
driving the screw 
clamping gear which 
retains the wagon in 
position while the tip- 
pler revolves. The re- 
volving gear is driven 
by an 8-h.p. motor, 
and the coal is emptied 
into a pit from which 
It is raised by means 
uf two bucket elevators 
—-опе for each tippler 
—to the overhead con- 
vevor. Each elevator 
Is capable of raising 
40 tons of coal per 
hour, and is driven by 
“ 15-h. p. motor. Upon reaching the head gear at the top 
of the elevator thie coal is deposited on a convevor 
that runs over the tops of the bunkers and extends the 
Whole length of the boiler house. The convevor is of 
the push-plate pattern, is capable of transporting 
60 tons of coal per.hour, and is driven through speed- 


reducing gear by a 15-h.p. motor. Suitable apertures 
in the base plate of the conveyor are provided with 
sliding doors so as to allow of the coal being deposited 
into the bunkers at any particular point required. 
From the overhead bunkers the coal is delivered by 
means of steel chutes, which are fitted with mixing vanes, 
into the stoker hoppers, thus automatically feeding the 
fuel to the boiler furnaces. The contractors for all the 
coal-handling plant, together with the railway sidings, 
were Messrs. R. White & Sons, of Widnes. 

An interior view of the boiler house is presented by 
fir. 7; the firing floor is 12 ft. above the basement, and 
is supported by 180 reinforced concrete stanchions. The 
number of boilers installed is 14, but only six of them 
are in use at present; each is capable of evaporating 
30,000 Ib. of steam per hour from feed water at a tem- 
perature of 212 deg. F. to a pressure of 190 lb. per 
sq. in. Eleven of the boilers are of the 5-drum Stirling 
tvpe. each of which contains 620 tubes with an outside 
diameter of 3.25 in., and has a heating surface of 
8. 282 sq. ft. and a grate area of 196 sq. ft. The boiler 
mountings and fittings were supplied by Messrs. Clarke, 
Chapman & Co., of Gateshead, and a superheater 1s 
fitted to each boiler comprising 96 tubes, of an outside 
diameter of 1.9 in., having a heating surface of 1,120 
sq. ft.. and capable of imparting а superheat of 200 
deg. F. to all the steam generated. The three remaining 
boilers are of the Woodeson pattern. and each has 8,800 
sq. ft. of heating surface, 196 sq. ft. of grate area, 
and contains 894 tubes, 2.5 in. outside diameter. They 
are also provided with Clarke-Chapman superheaters 
similar to those mentioned above. The total weight of 
each boiler when filled with water is 91 tons. The whole 
of the boiler mountings are or the Hopkinson type; a 
regulator is fitted to each boiler so as to ensure a con- 
stant feed of water into it and to maintain the water 
at practically the same standard level in the drums 
during the whole period that the boiler is in service. 

A separate Green economiser is installed in the dis- 
charge flue of each boiler; it consists of 320 tubes 
11 ft. 6 in. in length, and is fitted with the usual 
scrapers and reversing gear driven by 3-h.p. motors. 
The quantity of water supplied to each boiler is regis- 


Fic. 6.—MaiN SWITCHROOM. 


tered by a Venturi meter. and by this means the 
actual evaporation of each boiler can be separately ascer- 
tained. 

The boiler feed pump house is situated on the firing 
floor level of the boiler house; it is divided into two 
sections, the first of which contains three six-stage cen- 


с 
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rifugal pumps supplied by the British Electric Plant 
Co., ot Alloa (fig. m Each pump will deliver 20,000 
gallons of water per hour against a head of 555 ft., and 
is direct driven at a speed of 1,440 r.p.m. by a 100-h.p. 
motor. The second section contains three steam-driven 
direct-acting Weir cylinder pumps, each capable of 
pumping 17,000 gallons of water per hour against the 
working boiler pressure of 190 lb. per sq. in. The 


Fic. 7.—BoitER ROOM. 


water supply is derived from a main tank that forms 
the roof of the pump house; it is passed through two 
Lea recorders and thence direct to the pump suctions. 
By-pass pipes are also provided so that water can be 
drawn direct from the main tank in the event of its 
beeoming necessary to take the recorders out of service. 
All the pumps discharge direct to the boiler feed mains. 
A special 5-cell centrifugal pump that is driven by a 
30-h. p. motor is included in the pump house to provide 
the water that is required for boiler tube cleaning pur- 
poses, &c.; alternatively, this pump can be used as a 


Fic. S.—INDUCED-DRAUGHT Fans. 


special fire pump in case of emergency. Between the 
pumps and the economisers 8.in. diameter steel mains 
with separate branches are provided in duplicate. A 
J-in. town water service main enters the boiler hanse 
basement, and two meters are fitted at its junction with 
the town main, and two others at the point where the 
main enters the building. From the latter point a 6-in. 
Ting main carries the water to the storage tank above 


a 


the pump house. From this main branches run over: 


the coal bunkers and are provided with connections for 
fire hose and also for the domestic supplies of the various 
mess rooms. A ring main is also provided for the pur- 


pose of cleansing the boiler tubes, &c. 


The main water 


tank is divided into two sections, either of which can 
be cleaned out without interfering. with the working 
of the plant; moreover, into it is returned all the water 
| that is drained from 
the boilers, turbine, 


Lea recorders 


flow of steam 


and steam pipes, &c., 
thus helping to heat 
up the feed water. All 
the condensed {елщ 
from the turbines after 
being registered by 


is also 


pumped back into tle 
main water tank. Tle 
pipework in the ita- 
tion was supplied by 
Messrs. Foster Bros 
of Wednesbury 
supported by slings or 
on rollers so that the 
pipes are free to ex- 
pand in any direction. 
The solid-drawn 12-in. 
steel steam mains are 
arranged to balance 
the steam between each 
set of plant, so that 
under ordinary work- 
ing conditions е 


‚ап x 


in the 


mains will be uegli- 


gible. 


The turbine room. of which fig. 2 is an interior view, 
is located on the east side of the boiler house, and is 
spanned by an overhead electric travelling crane made by 
Messrs. Herbert Morris, Ltd., of Loughborough. lt: 
suitable for dealing with loads of up to 30 tons, but is 


capable of lifting a dead weight load of 45 tons: 


Fic. 9.—ASH CRUSHER 


it 18 


provided with a 27-h.p. hoisting motor, an 18-h-p. 
main travel motor, and а 7-h.p. traversing 
The crane spans 67 ft.. travels about 140 ft., d 
fitted with a safetv device to prevent over-windint: 
is controlled from a cab that is slung beneath the ma 


crane girders, 


(To be concluded.) 
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LIGHTING AND POWER NOTES. 


s (Continued from page 604.) 


Lancaster.— PLANT PuRCHASE RECOMMENDED.—The Electri- 
city Committee recommends that the plant of the Caton Engi- 
neering Co. be bought from the Disposal and Liquidation 
Board for £6,000. It is estimated that it will cost £2,000 to 
remove it to the power station, where the plant is inade- 
quate to meet the present needs of the town. 

Maidstone.— YEAR'S WoRkiNG.—The accounts of the Cor- 
poration’s Electricity Department show a loss for the year 
ended March 31st last of £526. 

Manchester.—Loan SANCTIONED.—The Electricity Commis- 
sioners have sanctioned the borrowing of £50,000 for mains 
extensions. 

Markinch (Fife).—WarER POWER ScHEME.—The Balgonie 
Colliery Co. is to utilise the water of the river Leven to 
generate electricity by water turbines. 

Navan.—ELECTRICIrT SuPrPLY.—The Urban Council has 
finally decided to take a public electric lighting supply at la. 
per unit from Messrs. Spicer, local merchants. 

Newport.—CABLE IN River BED.—The laying of a submarine 
cable linking the western side of the river Usk with the power 
station on the eastern side, thereby obviating a long length of 
cable through the streets of the town, has been completed. 
'l'he new cables, which are laid in a trench eight feet below 
the river bed, are part of a scheme of extension on which a 
capital outlay of £200.000 is contemplated, one of the chief 
objects being to supply energy to the large new ironworks 
of Messrs. Wbitehead, of Tredegar, which 1s now under pro- 
cess of completion. A long term contract has been entered 
into with Messrs. Whitehead, under which the firm will pay 
the Corporation а minimum of £8,000 and a maximum of 
£20,000 per annum. 

New Zealand.—AUCKLAND.—An agreement has been arrived 
at between the City Council and the otuside local bodies with 
regard to the formation of a single electric power board for the 
Auckland metropolitan area. e Council's electricity under- 
taking will be taken over by the Board at a price to be fixed 
later. The capital expenditure on the electricity works to 
June 30th last amounts to £506,749.—Reuter’s Trade Service 
(Melbourne). 

Ripon.—ELrcrniciTY SuPPLv.—The Town Council has de- 
cided to ascertain from the War Disposal Board the purchase 
price of the electricity plant at the North Camp, and what 
e could be afforded to the Corporation in connection 
with it. | 

South Africa.—PRoPoskEb ORANGE RIVER DEVELOPMENT.— 
The S.A. Mining é Engineering Journal states that in his lust 
annual report, the Inspector of Machinery for the Kimberley 
district speaks of the possibility of harnessing the power of 
the Orange River to assist in the development of the iron 
fields near Postmasburg. These iron fields are devoid of coal 
for their economical working, and the Aughrabie and King 
George Falls are about 160 miles away. The falls mentioned 
are 400 ft. in height, and it is estimated that а power of from 
8 to 10 thousand h.p. is available. The Inspector considers 
that a part of the power might be utilised in the electrification 
of the De Aar-Windhoek railway and any later branches. 

МоззЕ„ ВАЎ (CAPE PROVINCE).—A contract has been en- 
tered into between the South African Milling Co. at Beau- 
fort and the Municipality for the supply to the company of 
all its power requirements from the Municipal Power Station. 
The contract provides for a minimum consumption of 100,000 
units per annum. 

JOHANNESBURG.—O wing to the inability of the Town Council 
to maintain adequate supplies of electricity to cope with 
the growth of the town and its industries, a demand has 
arisen that the town should obtain supplementary supplies 
from the Victoria Falls Power Co. 'The Labour Party in the 
Town Council is, however, opposing this demand, as it is 
considered that it would lose a powerful weapon in the 
event of an industrial dispute, were the power station to be 
rlosed down. 

The dispute has been advanced a further stage by 
à recommendation by the Tramway and Lighting Committee 
to the Town Council that the Town Clerk be instructed to 
obtain full particulars of the terms on which the V.F.P. would 
Give auxiliary supply during the period required for the im- 
provement of the municipal supply. This represents а con- 
siderable advance, as the tendency on the Labour eide of the 
Council has been apparently to fight against every suggestion 
of taking current from the V.F.P.—Cape Argus. 

Spenborondh.—Yran's WoRnkING.—At the District Council 
Meeting last week it was reported that the electricity under- 
ке had made а profit of £2,985 during the past financial 

Swindon.—RepuceD CHarGES.—The Town Council has re- 
duced the price of electricity for lighting from 8d. to 7d. per 
1 for power from 4d. to 34d., and for heating and cooking 
rom 2d. to 13d. 

i о SANCTIONED.—The Corporation has received sanction 
© borrow £42,500 for electricity purposes. 
à Welsh 1.—ЕгЕствїсттү SuPPLY.—The Town Council has 

Ppointed a committee to investigate the possibilities of a 
municipal electricity undertaking. 


TRAMWAY AND RAILWAY NOTES. 

Blackburn.—TRAMWAY EXTENSIONS.—The town clerk has 
been instructed to take steps to include in the Bill being pro- 
moted in Parliament powers to extend the tramway system 


from Cherry Tree to Feniscowles, npe End to the borough 
boundary, and from Wilpshire to Langho. 


Brighton.—Loan SaNcTIONED.—The Electricity Commis- 
sioners have given sanction to the borrowing of £20,000, for 
15 years, for the reconstruction of certain sections oi the 
trumways. 


Continental. —BzeLGiUM.—Brussels tramwaymen have threa- : 


tened to strike unless the company takes back six painters 
whom it has discharged because it had no more work for 
them to do.—The Times. 

NoRWAY.—The Commercial Secretary to H.M. Legation at 


Christiania states that the Norwegian Storting has granted a 


concession to A/S Akersbanerne for the construction of an 
electric railway from the centre of Christiania to Ostensjo, a 
distance of about 8 km. The work on this line will probably 
be commenced simultaneously with the construction of the 
Majorsteun-Sognsvandet Railway, a concession for which was 
granted recently.—The Board of Trade Journal. 


Darlington.—ReNEWwAL OF TRACK ADJOURNED.—The Elec- 
tricity and Light Railways Committee has adjourned considera- 
tion of the question of relaying the tramway track in view 
of the capital outlay which would be involved. 


Edinburgh. New Trucks.—The Tramway Department re- 
commends the ordering of 51 single trucks suitable for the 
new electric car system. The trucks are to cost £250 each, 
and with equipment the sum involved is £70,000. 


India.—CaLcuTTA STRIKE.—O wing to а strike of the em- 
ployés, the Calcutta tramway services are suspended. 


Lancashire Railway Electrification.—The plans for the 
electrification of the Manchester-Oldham, Lytham- Blackpool. 
and Blackpool-Fleetwood Railways are now complete, and 
will be carried into effect at the first favourable opportunity. 


London.—PrRoroseD ''UNDERGROUND " EXTENSIONS.—Fur- 


ther details regarding the ambitious scheme of the London 


Underground Companies were made public last week by 
Lord Ashfield. The extensions would entail an expenditure of 
£6,000,000, apportioned approximately as follows :—Recon- 
struction of the City & South London Railway, with an exten- 
sion to link up that railway with the London Électric Railway 
at Camden Town, £4,100,000; extension of the Hampstead line 
from Golder’s Green to Edgware, with intermediate stations 
at Woodstock, Hendon, Colindeep, and Burnt Ash, £1,200,000; 
connecting loop between the Central London Railway and the 
London & South-Western Railway at Shepherd’s Bush, en- 
abling the former line to be projected to Kew and Richmond, 
£700,000. | 

It is estimated that employment would be given to 90,000 
men for at least two years, and the Government is asked to 
guarantee securities and interest to lower the rate at which 
money will be obtained in the City. No actual financial 
assistance 18 required from the State. 

HAMMERSMITH.— The Law and Parliamentary Committee re- 
commends that representations should be made to the Мірів- 
try of Transport that the fares on the London United Tram- 
ways should be reduced.—The Times. 

Proposep L.C.C. ''TuBE."—At the meeting of the London 


County Council on November Ist. Mr. A. Emil Davies moved: 


That in view of the Government scheme for guaranteeing 
capital to enable works of public utility to be put in hand 
that will lead to extensive employment, the Council make 
application to Parliament for the necessary executive powers 
with a view to applying under such scheme for the sum of 
five million pounds in order to carry cut the construction of 
tube railways witbin the country, and especially such as will 
link up South London with other portions of the Metropolis.“ 

Mr. Davies urged the necessity of greater transport facilities 
in South London, which was badly served in this respect. 
55 some discussion the motion was defeated by 61 votes 
to 37. | 


Manchester.—LOAN SANCTIONED.—The Tramways Commit- 
tee has received sanction to borrow £56,000 for the reconstruc- 
tion of the tramway in Ashton Road, &c. 

TRAMWAY EXTENSIONS —The Corporation has commenced 
laying a double track of tramway lines between Denton and 
Hyde, a distance of two miles. When the work is completed 
there will be a through service between Manchester and Hyde. 


New Zealand.—AUCKLAND.—The City Council and outside 
local bodies have come to an agreement. whereby a single elec- 
tric power board has been formed to take over, among other 
interests, the tramway service. The tramway assets to June 
30th last total £247,041. 


Scarborough.—Tramways PuncHasE Decision.—The Town 
Council, after careful consideration, has decided that the pro- 


posal to take over the undertaking of the Electric Tramways- 


Co. cannot be entertained. 
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S. E. & C. Railway.—PROJECTED ELECTRIFICATION.—A ccord- 
ing to Modern Tranaport, the management of the SouthtEastern 
ind Chatham Railway has drawn up a comprehensive scheme 
for the electrification of the company's suburban lines, to 
be taken,in.band:as soon as conditions permit. The plans 
embrace the whole of the lines within.a radius of 30 miles of 
Cbaring Cross, and for the purpose of electrifying in the 
first place lines having the heaviest traffic, the lines have been 
put into two groups. Section A has a route mileage of 94 
and a single line mileage of 210, and includes the inner 
suburban lines. Section B covers 140 route miles, representing 
438 miles of single track, and consists principally of extensions 
of the lines in Section A. The equipment of the running lines 
will be of the direct-current conductor-rail type. The rolling 
stock, for suburban services will be of the motor car type 
with “ multiple-unit " control, which, to ensure the greatest 
flexibility of service, will be permanently coupled up in 
units-of three coaches, a unit consisting of two motor coaches 
each equipped with two 900-h.p. motors and one trailér coach. 
This arrangement will enable the committee to provide trains 
of three, six, or nine coaches, accommodating 256, 512, and 
768: passengers respectively, in accordance with traffic demands. 
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‘Stoke-on-Frent.—Tramway PURCHASE.—At'a recent meet- 
ing of- the Council a letter was read from the Potteries Electric 
Traction: Co. asking the Council to defer its right to purchase 


the tramways until the year 1952. This the Council refused 


to do- 


3 — 
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TELEGRAPH AND TELEPHONE NOTES, 


Кой IU Ў А $ | m 
Finland.—WiRELESS TELEPHONY.—The directors of Södra- 


Finlands Interurbana Telefon A.B., of Helsingfors, have made 
application to the Finnish Ministry for Communications for 
the grant of a concession for the establishment of a system 
of radio-telegraphy between Finland and Sweden for general 
public use. According to the company's statement, it is pro- 


posed to form a separate company, in which the Finnish State 


would, have the opportunity of being represented, for the 
execution of the scheme. - A radio station would be erected 
in the vicinity of Helsingfors and would also be provided with 
apparatus for effecting a connection with. the station of the 
Interurban Telephone to. in Helsingfors, and the latter station 
would serve as the intermediary for all the telephone messages. 
The concession is asked for a period of 15 years with the exclu- 
sive right of establishing and maintaining telephone com- 
munication. with Sweden, although it is suggested that the 
State, if deemed desirable, should be empowered to take over 
the undertaking at an earlier time or at the end of ten years. 
Should the State refuse to prolong the concession, the State 


РА 


would be placed under the obligation to purchase the com- 


pany's, property. If a concession can be obtained. by the 
Interurban Telephone Co. in Finland and by the competent 
company (Radio) in Sweden, 
wil be the only, ones which will possess, after England and 
Holland, а, system of wireless telephony. The question has 
not yet -been investigated by the telegraph authorities in 
Sweden, although jt is said that cable connection is preferable 
to wireless telephony. ` ite. E. an | 


‘taly.—Susmarine CABLE DEVELOPMENTS.—Signor Giuffrida, 
Italian Minister of Posts and Telegraphs, speaking at the 
final meeting on October 21st of an electrical congress held at 
Catania, mentioned. that a committee was engaged on the 
investigation of a scheme for the transmission of energy across 
the Straits of Messina to Sicily. 
department the Minister is reported to have stated that new 
telegraph cables would be laid between the Continent and 
Sicily, between Ravenna and Trieste and Genoa and Nice, 
and new lines of direct communication with the principal 


European centres were being examined. In addition, an agree- . 


it is said that these countries. 


= 


As. to his own particular 


ment had recently been signed for the establishment of a. 
direct submarine cable to Spain and to South America, 


and it was hoped to have 
United States. 
telephone service, the Minister .stated that the five networks 
in Turin, Genoa, Milan, Rome, and Naples were to be trans- 
formed to the automatic system, while Pupin coils would Бе 


used in connection with telephony from one end of Italy to 
the other. . | ; NA^ 


another direct cable to the 


.Among the developments proposed in the. 


STORMS.—Bad storms raged last week in the south of Ttaly’ 


and both telephonie and telegraphic communication was 


г 


severed, says The Times. 


l Е Ри р P ` ` d F n 
Turkestan.—TkELEGRAMS IN CENTRAL Asian ToxatEs.— The 
Postal Department of Turkestan has prepared а telegraphic 
Morse alphabet for telegrams in the Kirkgis and Usbek lan- 
guages. The results on trial were quite satisfactory. Telegrams 


in the local languages are already being exchanged ‘between 


Old. апа New Tashkent. | . 


Uruguay.—Nrw TRANSATLANTIC CABLE.—The work of uniting 


Uruguay with Italy by cable will shortiy be begun. This line 


the Financial News. 


will connect Rome, Spain, and Brazil with Monte Video, says 
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Australia. —MELBOCRNE.—City Council. February Ath. 
One 2,000-kW rotaty converter with transformer, also 6,600. 
9U-cycle, 3-phase switchgear.—Reuter’s Trade Service (Mel: 
bourne). Ж | 

NEWCASTLE (N.S.W.).—December 22nd. City Council. One 
25-kW motor-generator set. Electrical engineer and manager, 
Watt Street, Newcastle (N.S.W.). 1 

SYDNEY.—April Mth, 1922. City Council. 
turbo-alternator and two  9,000-kW 
Reuter’s Trade Service (Melbourne). 


One 10,000.EW 
rotary converters.— 


Argéntina.—BvENos AigEs.—January 19th, 1922. Board of 
Sanitary Works. Plant and accessories for a new generating 
etation, comprising three four-cycle Diesel engines of 375 h.p., 
and three 3-phase alternators each of 250 kW, 9,399 V, 5% 
cycle.* MEE : | | 

Aylesbury.—November 11th. Town Council Electric 
motors and pumps. (October 91st.) | 


Dublin.—November 16th. G. N. R. Co. of Ireland. Three 
months' supply of stores including electrical fittings, lamps 
cable, wire, &c. (See this issue.) ! 


London.—L.C.C.—November 28th.  Water-tube boilers, 
superheaters and economisers, ёс. (October 2lst.). » 

Metropolitan Asylums Board. November Ard. Installation 
of electric lighting cables throughout the training ship 
Exmouth, off Grays, Essex. (See this issue.) 


.Portsmouth.—November 18th. Corporation. Four cen- 
trifugal pumps, direct coupled to 3-phase, a.c. motors, sludge 
pump and motor, and various small motors, switchboard 
cables, lighting, and other apparatus. (October 21st.) 


Sheffield.—November 26th. Health Committee. — Plant 
and machinery for refuse disposal works, including cranes, 
switchboard, pumps, &c., steam-driven electrical plant and 
condensers, motors, and starters, &c. (October 95th.) 


South Africa.—DunBAN.—Municipal Council. 250 sp. or 
125 d.p. ironclad fuses, 23 amperes, 900 volts; 500 combined 
double-pole enclosed switches and fuses, 35 amperes, 3 volts, 
suitable for house service use; 144 single-pole switch fuses, 


unmounted, 100 amperes, 200 volts; 5C 'single-pole switch 


fuses of the Brush or other similar type, 50 amperes, 


former, 95 kVA capacity, 50 cycles.* dE 


2,750 volts, suitable for sub-station use. One, 3-phase trans. 


JOHANNESBURG.—November 24th. 15.000 traction lamps, 11! 
V, 20 watt, metallic filament; 24 750-A s. p. knife switches; % 
400-A ditto; 36 900 amp. ditto.’ (Contract 898.) Delivery of 
the lamps to be made as and when required, commencing early 
in March, 1922. У | 


Warrington.—November 15th. Electricity and Tramway: 
Committee. Motors and transformers. ‘(October 218.) 


Whitehaven.—December Ist. Electricity Sure Depart. 
ment. Two water-tube boilers with superheaters, economies, 
pipework, &c. (See this issue.) ZEE б 

A copy. of the specification, Ke., can be consulted А ni 
Department of Overseas. Trade, 35, Old Queen Street, » B 


"^ CLOSED = 


Australia.—MELBOURNE.—Morwell electric supply and br 
quetting. | | 


The Victorian Electricity Commissioners have accepted the offer of a 
Co., of Halle, Germany, to supply a briqvetting plant at a versal! 
£110,000. The Commissioners state that no knowledge of the uide 0 
briquetting of brown coal without the use of a binder 0 Stain 
Germany, and that no. other country is able to prov! ou. The 
specialised machinery of guaranteed efficiency for such 90 IN. ыт р! 
plaat to be installed will be capable of producing 96, in later de 
annum at an estimated cost of £350,000. The plant w! г annum, 
expanded to a commercial factory producing 300. tons, Prague tine 
which is estimated to cost £730,000. In nadition iue in bull: 
plant to be supplied by Zeitz & Co., £264,000 will be expen Jiances, 1 
ings, boilers, conveyors, electrical plant, and other арр 
large portion of which will be obtained in England. n 

. Coal-handling plant for Newport ' B " station, £17.850.—Frose 
mers, I. td. —Tenders. | 5 


SvbNEY.—Electric Supply Committee. Recommended 


N 
А.с. meters. — Iletropolitan- Vickers Co., Ltd., for type N. ucr men 
600 Wamp * 


Meters, &c.—Novyes Bros. (Sydney), Ltd., for Ferranti type 
163.7 


Zeitz and 


Each firm to supply 6,000 5-amp., 2.000 10-amp., 
50-атр., spare parts, &c., total £17,720. | ыз 

D.c. meters.—Noyes Bros. (Sydney), Ltd., Ferranti type metens, 
Tenders. - 
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| Chelmsford 


Bury.—Town Council. Accepted. In connection with 


extensions at Chamber Hall power station, the ‘Town Counsel | 


has sealed contracts with the following rms 5 


Switchboard floors.—Maclean & Co. 
Extension gallery. - J. Webb & Sons. 
d witchboard.— Ferguson, Pailin & Co. 
Electric capstan.— Clarke, Chapman & Co. 
Coal weighing machines. -W. & T. Avery, Lid. 
Structural steelwork. —Holden & Porter. 


G.P.0.—Messrs. Johnson & Phillips, Ltd., 


Ltd. 


have just 


received from the Post Office Engineering Department a 
contract to manufacture, supply and lay a trunk telephone . 


cable between Glasgow 'and Edinburgh. ‘The order com- 


prises 46 miles of 204-pair cable. 


Newcastle-on-T yne.—Corporation Electricity aad Tranş- 
port Committee. Recommended :— 


1,500 tons rails for the permanent way.—Bolckow, Vaughan & Co., Stock- 


ton on- Tees, £12 10s. per ton. 
of the lowest foreign tender. 
New Zealand.—WELLINGTON.—A ceepted :— 


6,000 66,000-V Canadian insulators, in connection with the Lake Colcridge 
hydrovlectric power scheme, £11,501.——Lawrence & Hansen.—T enders. 


Romford.—Board of Guardians. Accepted: 
A 25-line telephone for the medical officer's residence.—Private Telephone 
and Electric Co., Ltd. 


South Shields.—Corporation. 
Department :— 
E. h. t. feeders and pilot cables £1,417.— British. Insulated & Helsby Cables, 
Ltd. 
E. h. t. sub-feeders, at £577 12а., and underground distributing mains, 
house service switch control mains and services for public street 
К lamps, for the sum of £1,412.—British Insulated & Helsby Cables. Ltd. 
E.h.t. switchgear, £1.387.—Reyrolle & Co. 
Three car bodies, at £400 per car, including teak frames, for the Tramway 
Deparunent.— English Electric Co. 7 "LUE" 


This 4s stated to be slightly in advance 


Accepted for the Electricity 


' LES 


_ FORTHCOMING EVE NT 8, 
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At Caxton Hall, 
by Mr. 


November. 4th. 


| ч Lecture on The Timber Trees of Commerce, 


Question and general discussion evening. 


November 7th. At Burlington 
Extraction Turbines,” 


y. 
Friday, November ' 11th. 
Society of Engineers (Incorp.).—Monday, 
House, Piccadilly, At EN p.n. Paper on 
by Mr. C. H. Naylor. 


Institution of Electrical e О mceting. Monday, November ' 


At 7 p.m. Discussion 


sth, At the Institution, Victoria Embankment. 
" to be opened by the 


on " How Best to Specd Up Electrical Progress, 
President of the Institution (Mr. J. S. Highfield). 
(Liverpool Sub-Oentre). —Monday, November 7th. At the University, 

‚ Liverpool. At 7 p.m. Chairman's (Mr. G. H. Nisbett) address. 
(Western Oentre).— Monday, November 7th. At the South Wales In- 
stitute of Engineers, Cardiff. Chairman's (Mr. A. C. MacWhirter) address. 


(8oottieh Gentre).—Tucsday, November Bth. At 207, Bath Street, 
Glasgow. At 7.30 p.m. Chairman’s (Mr. E. T. Goslin) address. А 
9th. At the Institution. 


(Wireless Section), —Wrednesd. y November 
Ato p.m. Chairman's (Dr. G. W. О. Howe) address. 
(London Students' Section). —Friday, November llth. At the Institu- 
tion, Victoria Embankment, W.C. At 7 p.m. Opening address, The 
Future of Railway Electrification,” by Sir Phillp Dawson, М.Р. 


(Scottish Oentre, Students’ Seotion). —Vriday, November llth. At 
the Royal Technical College, Glasgow. At 7.30 p.m. Address by the 
chait man (Мг. A. Lindsay). 


(Irish Gentre, Dublin). Frid. ay, November IIth. At the Royal College 

. €f Science, Dublin. At 8 p.m. Discussion on the Report the Fuel 
Research Board оп the winning, preparation, and use of peat in Ireland, 
and on the Report of the Subcommittee оп the Water-power Resources 
of Ireland. 

. (North-Midiand Oentre).—Tuesday, November 5th. At the Hotel 
Metropole, Leeds. At 7 p-m. Chairman's (Mr, W. E. Burnand) address 
and smoking concert. 

(North-Western Oentre).—Tuesdas, 

Club, Manchester. At 7 p.m. Chairman's (Mr. W. Walker) address. 


Institute of Marine Engineers. Tuesday. November 8th. At the Institute. 
At 6.30 p.m. Paper on ** Liquid Fuel and its Аршын for Steam 
Generation," by Mr. ]. H. Anderson. 


Electro-Harmonic Society.—Fridav, d lth. 
Cannon Street Hotel. At 8 p.m. Ladies’ night, 


Exhibition of Housecraft.—(Under the direction of Miss Gwynne Howell). 
t 17. Harrington Gardens, Gloucester Road, S.W. From November 8th 


"November t5th. At the Engineers’ 


x the Grand Hall, 


S November llth. 11 a.m. to 5 p.m. 
мао Exhibition.—November 4th to 12th. At the White City and Olympia, 
nd оп, 


Northampton Engineering Oollege Engineering Society.— Wednesday, 
November 9th. At the Northampton Institute, Clerkenwell, E.C. At 
9.30 p.m. Paper on * Airships,” bv Mr. H. С. Brown. 

béo ons 1 of Engineers.—Weinesday, November 9th. At the 

elbec otel. At 8 p.m. Paper on Ihe Trainin of Apprentices, by 
Prof, H. Schofield. К j 5 i 


Royal Society of Arts. -w T Nove ber 9th. 
M 8 p.m. ,Paper on *' The Work of the Industrial Fatigue Research 
ard and its Applications to Industry," by Mr. D. R. Wilson. 


Engineering Society.—Thursday, November 10th. At the East 
Institute of Agriculture. At 7 p.m. Students’ meeting. 


Edinburgh Electrical Society.—Friday, November llth. At the Philosophical 


Anglian 


рш. А! 8 p.m. P. P 
i aper on Some Particulars Regarding C.T.S. 
Cable," by Mr. D. Landale Few. 
Association of Engineers-in-Oharge.—S:turday, November 12th, At the 
born Restaurant. Ladies’ night. Dinner and dance. 
петата апа ашы Electric Otub.—Saturdsay, November 12th. At the 
otel. At 7 p.m. Paper on " The Gyroscopic Compass," by Mr. 


. F. Stev e 


Salford Technical and Engineering Assocfation.— Saturday. November 12th. 


At the Royal Technical College. 


competition for Gold At 7 p.m. Members’ short papers in 


Meda , awarded by Mr. W. O. Larmuth. 
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At John Street. Adelphi. | 


SERVICE `, 
DEPARTMENT. „ 


THE „ELECTRICAL. REVIEW". 


+ 


For many years past we have been replying through the ; 
post to inquiries sent to us by our readers. 
The queries, which have numbered many thousands, 


: 


\ 


have covered almost every conceivable matter which сап j 
be connected even remotely with апу one of the іпли-., 


merable fiélds into which electricity has spread. 


Perhaps the most common request is for the name of 


the manufacturer of а particular piece of apparatus, es- 


pecially apparatus which is known under a trade name, 
such as (to give well-known examples) Osram, Simplex, 
Mazda, &c. In this field alone we may claim to have 


R va 


been the means of putting literally thousands of poten- 
tial purchasers into touch with the makers of the goods : 


which they require. 

Many of our readers are already aware of this service 
to the electrical industry which we have considered : 
ir a privilege to be able to render in the past, but we 
wish the large number of new readers to know that the . 
same service is equally at their disposal provided the 
following simple rules are observed: — 

1. Address your inquiries to the ELECTRICAL REVIEW, ` 
Ltd., Service Department, and enclose a stamped ad- 
dressed envelope. 

2. Do not ask for information until you have satisfied 


P" 


# 


yourself that it is not already contained in our adver- 


tisement pages. 


3. If we are the means of putting you in touch with 


the firm or firms that you require, do us the favour of 
mentioning the ELECTRICAL REVIEW. Uo 
No charge is made for the service. 


D 


а 


NOTES. 


Freemasonry.—On Friday last, the annual 
meeting of the Kelvin Lodge, No. 3736, wus held at Mark 
Mason's Hall, when Mr. Н. Porter-Cox, the W.M., installed 
Mr. E. E. Sharp as his successor in the chair. In this in- 
stance particular interest attached to the ceremony, inasmuch, 
as Mr. Sharp is already reigning Master of the Electric Lodge, 


installation ' 


4 


во that he is now actually reigning over the two Masonic ' 


pepe which are most intimately associated with the elec- ` 


Wo»! 


trical profession. 

Among those who were present at the banquet which fol- 
lowed the ceremony were: Messrs. Percy Still, 1 
Charles F. Quicke, P. G., Supt. of Wks.; F. A. B. Lord, 
P. A. G., St. B.; John W. Elliott, P. Prov. J. O. D. (Herts.); 
G. Т. Fairbrother. P. M., 9455; 
C. Н. Wordingham, Past President Inst. E. E., 
many other gentlemen intimately associated with the electrical 
industry. 


Fatality.— An inquest was held at Hammersmith recently 


upon Henry Melhuish, an Т.С.С. tramcar driver, who died as 


the result of a collision between his car and a motor lorry. It 


W. B. Ross, P. M., 2767; and 
as well as 


i 


was stated that before his death deceased stated that a mist ' 
suddenly came before his eyes, and he lost consciousness, and 


was therefore unable to apply the brakes. A doctor stated 
that death was due to syncope from heart disease accelerated 
by the shock received in the collision. А verdict of 
dental death " was returned. 


Appointments Vacant.—Plumber-jointer, for the Southend ` 


' Acci- © 


Corporation Electricity Department; sub-station attendant for 
the Newport Corporation Electricity and Tramways Depart- . 


ment; general assistant (£547), for the Chesterfield Corpora- 
tion Electricity and Tramway Department. (See our 48855 
tisement pages to-day.) 


French Transport Conference.—Mr. G. J. Shave, operat. І 


ing manager and chief engineer of the London General 
bus Co., and Mr. А. V. Mason, deputy general manager and 


mni- 


engineer of the London and Suburban Tramway Group. at- 


tended a Convention of the Unions des Voies Ferrées d'Interét 


Local and des Transports Publics Automobiles de France, held 


on permanent-w ау 


in Paris recently. Papers were real 
electrolysis, 


construction, supply of electrical energy, 


the 


trolley 'bus, and the economical position of surface transport . 


generally. At the Convention representatives were present 
fron all the important towns in France, Belgium, Пау, 


Sweden. and Denmark. Опе of the most important matters : 


arising out of the meetings was the suggestion that the various 


E] 


operating concerns in this country should be officially repre- : 


sented by. their associations at these conferences, so that 
matters of technique and standards could be discussed anl: 
settled internationally. | 


1 
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Smoke from Steam Trains.—lt is reported that a final 
warning has been addressed by the Public Control Committee 
of the London County Council to all companies running steam- 
driven trains into London, calling attention to the smoke 
nuisance arising from locomotives, and stating that it is the 
intention of the Council to take steps to obviate it.—Morning 
Post. 


Trade Conditions «nd Unemployment in the Electrical 
Industry.—Whilst going to press we have received the 
following important particulars regarding the work of the 
Conference of Joint lndustrial Councils and other bodies, 
which was briefly referred to in our last issue :— 

The conference having made exhaustive inquiries, addressed 
@ memorandum to Sir Alfred Mond as chairman of the Cabinet 
Committee upon Unemployment, who received a deputauon 
at the Ministry of Health on Wednesday last. The Minister 
was supported by Mr. Arthur Neal, M.P., and Sir John Snell, 
Chairman of the Electricity Commission, and was addressed 
by Mr. Ll. B. Atkinson, Chairman of the Conference, sup- 
ported by Mr. Alderman Beaumont and Mr. Kelly. | 

The Chairman, having pointed out that the deputation, 


probably for the first time in the history of such deputations, 


represented the whole industry through its Industrial Coun- 
cils, thus including the workpeople as well as the employers, 
and that the memorandum was a unanimous expression of 
opinion, outlined the subject and dwelt at some length upon 
the present position of the industry, which was faced with 
the prospect of progressive unemployment unless certain con- 
ditions could be altered immediately. The memorandum dealt 
with (1) the steps necessary to reinstate permanently activity 
and employment in the electrical industry, and (2) the steps 
necessary to relieve temporarily unemployment in the elec- 
irical jndustry. 

The Chairman proceeded to emphasise the following pro- 
positions :— 

First, that unreproductive outlays by the State should be 
oats down, except those absolutely necessary for security and 

ealth. 

Secondly, that the electrical industry in particular should 
be assisted by the removal of uncertainties which were check- 
Ing its development, (a) by defining as early as possible the 
Government policy with regard to the future control of elec- 
tricity supply; (0) by speeding up adjudication on all schemes 
already submitted to the Electricity Commissioners; (c) by 
allowing supply undertakings to increase charges vo meet 
ше changea economic conditions; (d) by action at the earliest 
possibie moment by the Government to clear up the uncer- 
*ainues under which the rauway companies were labouring, 
as to the euect on their capital accounts of the groupings pro- 

sed. | 

Ine Chairman next proceeded to outline the steps recom- 
mended tor the immediate alleviation of unemployment за ше 
electrical industry. 

“Inquiries had been made to ascertain the schemes of elec- 
trical! development which had already been prepared and 
were ready to be put into operation, but which tor one reason 
or another were ut present held up. ‘Lhe replies received trom 
the majority of the undertakings communicated with were 
summarised as follows :— | 

.. There exists a large amount of potential work and addi- 
tional employment which 15 being heid up on account ot (u) 
uncertainty with regard to the tuture legislation or control 
in certain districts; (b) difficulty in financing extension works 
which cannot become remunerative until a considerable time 
has elapsed." 

The important suggestion was made that Government assist- 
ance should be given towards interest payments and the post- 
ponement of sinking funds for a reasonable period; then it 
would become possibie to put in hand extensive and valuable 
works, ultimately becoming productive, and immediately 
attording a large amount of employment. 

It was also pointed out that there appeared to be a good 
deal of uncertainty as to the extent to which such under- 
takings could apply for assistance in the payment of interest 
under the memorandum recent!y issued by the Ministry of 
Health concerning Government contributions towards the pay- 
ment of interest on capital expended on productive under- 
takings. | 

The question of London transport extensions and railway 
electrification generally was dealt with at great length, atten- 
tion being drawn by the deputation to the difficulties existing 
with regard to carrying out schemes of electritication already 
prepared because of the uncertuinty in connection with the 
11 form which railway grouping might be expected to 

ake. 

Mr. Atkinson also drew attention to the large amount of 
work which might result from a decision to go ahead with 
telephone extensions, at present held up, and the attention of 
the Minister was drawn to the difficult question of the pur- 
chase of electrical requirements for the use of the Indian 
Government in competition with foreign manufacturers under 
the present conditions of foreign exchange. Suggestions were 
made in this connection in which Sir Alfred Mond expressed 
hunself extremely interested, and which he promised to pur- 
gue further. 

In replying to the deputation, Sir Alfred 
his appreciation of the work of the Conferenc 
to apply prectically some of the suggestions 


Mond expressed 
e, and his desire 
made. He stated 


that the paralysing effect of uncertainty as to the future 
action of Government relative to the electrical industry wa 
appreciated, and that the Transport Department was dealing 
with it. He referred similarly to the question of railway 
grouping. On the point of assistance towards payment d 
interest on municipal loans, he made it clear that the Minis- 
try of Health's memorandum applied to electrical under. 
takings. He agreed with the view of the deputation that it 
was unreasonable to ask commercial undertakings to on. 
mence the operation of sinking funds immediately the works 
were completed and before earnings commenced, and thought 
that Government action could be taken in this direction. 

He stated that the telephone extension proposals had re. 
ceived most careful consideration by the Government, ani 
he anticipated being able to make a useful suggestion in 3 
few days. With regard to the Indian Government purchase 
he was sympathetic, and the matter was under discussion. 

Mr. A. Neal, M.P., added to what Sir Alfred Mond had 
stated, that the pos uon of the smaller companies had been in. 
tended to be dealt with by a clause in the Electricity 
(Supply) No. 2 Bill, 1920, but that he would endeavour to ве 
that this difficulty was removed, the principle having been 
agreed in other cases. He stated that a large number d 
recommendations of the Electricity Commissioners were ready 
for placing before Parliament for sanction early next session. 
He thought the question of uncertainty was exaggerated. The 
policy had already been laid down; the final legislation neces- 
sary to give it effect had not vet been carried through, but а 
far as he could conceive, no delay would take place in pushing 
it forward, and then giving executive sanction to the policy 
already clearly understood. 

The deputation tendered thanks to Sir Alfred Mond and bis 
colleagues. | 

New American Washing Machines.—To the making 0 
washing machines there is no end in the United States, and 
a recent issue of the Electrical Review (Chicago) contained 
descriptions of а number of new designs embodying points 
worth noting. | 

A recent incident in а small electrical exhibition, when à 
lady came perilously near to being entangled in an exposd 
running beit of a washing machine, has convinced us ot tle 
imperative necessity of enciosing all gears and belts. Тш 
may be accomplished fairly well by an ordinary belt guai, 
but one of the new American washers is entirely closed ш 
by a frame in which thin wood panels are inserted. 

Another design possesses two or more containers for linen 
&c., all operated by one motor. The driving gears are totally 
enclosed in a cast-iron casing. Опе of the other machine 
described is also gear-driven, and the pinions and connecting 
rods are safely housed. Machines employing reciprocatlij 
motion and those with rotary motion appear to be ereny 
divided, although in the latter case the motion is reversed 1 
every few revolutions. This has led to considerable mgenuiy 
in the devising of reversing gear, the main object being 0 
eliminate the jar when the change of direction is effected. The 


use of a rotating ‘‘ dolly does not appear to be favoured en 


the latest designs of washing machines. 


Electric Service on the Western Ranch.—Under this tite 
е Electrical World draws attention to the immense posibil: 
ties of electric service on the farm: — In the Pacihc Cosi 
and north-west districts, where electric service lines 0 
motor-driven pumps have created veritable gardens, 8n à 
of 40 acres is still rated as a ranch. In the San dune 
Valley, for instance, where these small ranches шш 
public enjoys a real interpretation of electric serv Е 
would be a great asset to other sections as well. Ш : 
valley farmers or ranch owners are making advanc app | 
cations for electric service connections and anxiously $7 
station construction that will make these possible. foe : 
now used for cattle raising and grain production, at 4 Шы Я 
$150 to $300 per acre, will have а value of from 81.4 
52,500 as soon as irrigation is made 9 s 
interest there is a powerful influence for electrical js 
ment, which is gaining the ear of the public service ош 
sioner and the investor alike. But this same type Ltt 
interest exists in other sections. The San Jot 
and Power Co. has simply pointed the way to its od. f 
in the development of electric service elsewhere. E " 
years ago that company was a struggling ЖЕТ pedi 
enough generating capacity to take care of the m! da 
of a few small communities and with а gros 4 b 
$125,000. To-day it serves a great fertile i an 
return of $4,500,000 annually, built largely upon the E 
of the rural public it serves. | orn d 

I. E. E. Model Conditions of Contract.—The mode Ee 
general conditions recommended by the Institution 
trical Engineers for use in connection with cond es 
cently been revised. Copies may be obtained © | 
Secretary of the Institution, Savoy Place, Ue s 
ment, London, W.C.2, or from the publishers, Mess The К“ 
F. N. Spon, Ltd., 57, Haymarket, London, S.W.. 
per copy is two shillings (post free 2s. 2d.). - 

Polish Electrical Congress.—A three days 
gress of Polish electricians, reports Berlingsk 
to have been held at Thorn commencing o. ien wa й 
One of the principal subjects down for E ccche 
electrification of Poland from the technical an ined 
points of view.—Reuter's Trade Service (Copenbas 
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INSTITUTION NOTES. 


The Institution of Electrical Engineers.—A 8550 general 
meeting of corporate members and associates of the Institution 
is to be held on November 17th at 5.45 p.m., for the purpose 
of considering and, if thought fit, passing resolutions to the 
following effect :— 

1. That the Institution be wound up voluntarily, and that 
Sir James Devonshire, K.B.E., and P. F. Rowell be appointed 
liquidators for the purposes of such winding-up. 

2. That the property of the Institution remaining after the 
satisfaction of all its debts and liabilities be transferred to the 
Institution of Electrical Engineers incorporated by Royal 
Charter dated August 15th, 1921. 

Should the above resolutions be passed by the requisite 
majority they will be submitted for confirmation as special 
resolutions to a further special general meeting of corporate 
members and associates on December 2nd, at 6 p.m. 

ORDINARY MEETINGS.—In addition to the Ordinary Meet- 
ings mentioned in our last issue, the following are announced : 
December Ist, paper on The Cyc-Arc Process of Automatic 
Electric Welding," by Messrs. L. J. Steele and Н. Martin; 
December 15th, paper on ‘‘ Induction-Type Synchronous 
Motors," by Mr. L. Н. A. Carr; January 5th, 1922, lecture 
by Dr. 8. P. Smith (with experiments), Single and Three- 
phase Commutator Motors with Shunt and Series Character- 
istics ''; January 19th, discussion on The Utilisation of Waste 
Heat from Electrical Generating Stations (joint meeting 
with the Institution of Heating and Ventilating Engineers). 

ScorriSH CENTRE.— The first meeting of the session is to be 
held on November 8th in Glasgow, when Mr. E. T. Goslin, 
the chairman, will deliver his inaugural address. A smoking 
concert is to be held on December 17th, and the annual dinner 
of the Centre has been arranged for February 92nd, 1922. 

The annual report shows that at the end of last session the 
membership was 567, an increase of 44: the average number 
present at ordinary meetings was 64. 


The Students’ Section holds its first meeting on November. 


ventilating, winding, hauling, air compressing, coal-cutting 
and coal-conveying. That was only one place, but he had 
reason to believe that it was typical of collieries in the 
Northern coalfield. 


Junior Institution of Engineers.—The following meetings 
have been arranged to take place at the Birmingham Cham- 
ber of Commerce, New Street, at 7 p.m., under the direction 
of the Midland Section Council of the Institution :— 

November 18th, 1921.—Prof. К. Neville Moss, O.B.E., 
M.Sc., will lecture on Coal Mining in Great Britain.” 

December 6th, 1991.—Mr. R. Askquith Ellis, 
A.M.I.Mech.E., will deliver his presidential address. 

January 10th, 1922.— Mr. J. Fearn, A.M.I.Mech.E., and 
Capt. Е. W. Spencer will read a paper on '' Drop Forgings.” 

The Institute of Cost and Works Accountants.—The next 
preliminary, intermediate and final examinations will be held 
on December th, 6th, and 7th, at London, Manchester, Bir- 
mingham, Sheffield, Glasgow and Bristol. (Other centres will 
be arranged should sufficient demand arise.) Forms of appli- 
cation can be obtained from the Secretary, 38, Grosvenor 
Gardens, S. W. I. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected 
with the technical or the commercial side of the profession 
and industry, also electric tramway and railway officials, to 
keep readers of the ELECTRICAL REVIEW posted as to their 
movements. 


At.a special meeting of the Glasgow University Court, as 
has been announced already in the ELECTRICAL Review, Dr. 
G. W. O. Howe was appointed professor to the newly-founded 
James Watt Chair of Electrical Engineering in the Univer- 
sity. Mr. Howe, who is at present head of the Department of 
Electrical Standards and Measurements at the National 
Physical Laboratory, Teddington, took the degrees of B.Sc. 


and M.Sc. at Armstrong College, Newcastle-on-Tyne, and re- 


we Ilth; Mr. Lindsay will deliver his address as chairman. бетүе the degrcecof D. Ge. from Durham: Universiiv, When at 


TEX Institution of Civil Engineers.—On Tuesday last the new 
хз. president. Mr. W. B. Worthington. was installed in the 


‚чш chair. Tn the course of his inaugural address he dealt with 
spex the origin and aims of the Institution, and deprecated the 
хіх modern tendency to regard civil engineering as a branch 
è of the engineering profession. on a nar with the mechanical. 
nes electrical and other branches, whereas it embraced all 


itc branches. 


ЖЕ Association of Mining Electrical Engineers.—At the inau- 
"s. тга! meeting of the session of the North of England branch 
7. alk the Association that was held at Newcastle-on-Tyne on 
October 29th, Lieut.-Col. F. R. Simpson. the branch president, 
delivered an address, in the course of which he said that. 
cv with regard to the application of electricity to underground 


r hauling, the aim of mining engineers was to reduce the num- 
ket her of horses employed. So far, no svstem had been evolved 
* by which the haulage over the first 180 yards from the face 
ё: could be performed except by hand or by means of a ponv. 
yw апа the cost per ton mile over that short distance was 


‚ш notoriously high—at present it was not less than 68. per ton 
п є mile. The introduction of mechanical convevors to long-wall 
faces had to a great extent relieved that difficulty. and by 
х concentration enabled auxiliarv haulage to be applied. There 
; were, however, manv collieries wherein for various reasons 
"e the coal getters worked singly, or in pairs. and the snl 
,,. anantities obtained from the large number ef places rendered 
"au the application of machinery impossible. For those reasons 
. fhe abolition of ho , j | 

à | horses was not possible, but endeavours ч! cll 
he made to eliminate horse haulage except in tbe first 190 
vards from the working face. At a colliery in which the 
sneaker was interested, experiments were being made with a 
storage battery locomotive. and satisfactorv results had been 


qum ined: The chief particulars were: Weight. including 
C0 hatteries, 35 cwt.; dimensions, 6 ft. long hv 4 ft. high, bv 
FC Aft. wide; aneed with load. 5 m. p h.: batteries, two sets each 


it" consisting of 24 cella: voltage. 44; b.h.n., 2, 300 per cent. over- 
be d. load; motor revs.. from 1.400 to 1,000; gearing, 17—1. The 
e% Work’ done was 45 sets of 12 tuba per day. The full set 
„ Weighed 74 tons, and the empties 2 tons 12 cwt.: the distance 
, run per day was 20 miles. Tt was considered that the laco- 
de опе was doing the work of three ponies. The heaviest 
wat . was 1 in 36. The road was dry: the rails weighed 
e 5 per vard with fishplates. It had been found that if 
* 12 патоп were more than 1 in 25 with а load of two tons 

" on ài the weight of the locomotive was not sufficient to 
te Smeth od Ірод of the driving wheels. In his opinion. that 
io of hauling required the serious consideration of min- 
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[Whitlock, Birmingham. 
Proressor G. W. O. Howe. 


Fhoto by] 


Adelaide with the British Association he was made an honorary 
D.Sc. of Adelaide University, and in 1900 he was senior 
Whitworth Scholar. Dr. Howe served a five years’ appren- 
ticeship with Messrs. Siemens Bros. at Woolwich, two years 
in the cable design department of that firm, two years in 
Е the w een the Berlin Works of the Siemens-Schuckert Co., designing and 
Б ad? uy enterprise in the equipment of British coal mines, testing electrica! machinery, and one year in the dynamo de- 
S — elantint А not think that on investigation they could be sub- sign department at the Woolwich works. His teaching ex- 
vx АМК ed. In that respect he found that at a colliery cap- ience consists of two years head of the electrical engineer- 
E Rn LATE one million tons of coal per year .the electrical ing department at Hull Municipal Technical College, and 
| Installed 16 years at the City and Guilds (Engineering) College 


a ес amounted to 2.969 h.p., and within a few 
ur months would reach 3,582 h.p. That plant included pumping, (Imperial College of Science and Technology), South Kensing- 


P x ps шө engineers who, with their knowledge of under- 
E. то conditions, should be well fitted to evolve a thoroughly 
NP State ocomotive at a reasonable first cost. 

ments had been made during the last few years as to 


-— _ 
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ton, from 1905 to 1909 as lecturer, and from 1909 till June, 
. 1921, as assistant professor of Electrical Engineering. Dr. 
Howe is a member of the Institution of Electrical Engineers 
and Chairman of the Wireless Section, in which capacity he 
will deliver an address to the Section on November 9th. Не 
is also а Fellow of the Physical Society, und has been в mem- 
ber of various technicul boards and advisory committees, be- 
sides being the author of numerous papers contributed to the 
Royal Society, the Institution of Electrical Engineers, the 
‚ Physical Society, &c. Since 1914 he has been recorder of the 
Engineering Section of the British Association. а 
Last Friday evening the staff and employés of the Bolton 
Corporation Elcctricity Department met for a social evening 
atthe invitation of the borough electrical engineer, Mr. W. J. 
H. Woop. Advantage was taken of the occasion to present 
Mr. Wood with a mahogany pedestal writing table and chair, 
апа & solid silver tray, as tokens of esteem on the occasion 
of his marriage. Mr. Edward Jones, secretary, who presided 
over а very representative gathering, spoke of the excellent 
feeling which existed between Mr. Wood and the staff and 
employés, and referred to his own 920 years' association with 
‚ мш. Messrs. B. S. Hornby, G. R. Yates, A. E. Kirkman and 
J. Boothroyd supported, and Mr. F. L. Garstang (station engi- 
neer) asked Mr. Wood's acceptance of the presents from the 
whole of the members of the department. 'lhe recipient very 
feelingly responded, А miscellaneous musical programme was 
contributed: to by members of the department. The wedding 
' took place at St. Martin's, London, on Wednesday, November 
2nd, the bride being Miss Marjorie Richardson, of Bolton. 
. Mr. Wanter Lewis, who has resigned the position of goods 
. superintendent on the. Great Western Railway at Cardiff on 
reaching the retiring age, has joined the board of Booth and 
Bamford, Ltd., electrical engineers, Cardiff. 
. Major R. W. Kutz, A. M. I. E. E., late I.O.M. first-class, 
R. A. O. O., formerly chief assistant electrical engineer with 
the Wimbledon Corporation, has recently been gazetted out 
of the Army on completion of service, and is open to take 
% partnership in an electrical concern. 
^. Mr. E. Moxon, borough electrical engineer for South Shields 
for the last two years, has resigned his appointment, he having 
been appointed to a similar position at Southport. The com- 
‘mittee, in agreeing to release Mr. Moxon within six weeks 
from the date of his resignation, are parting from him with 
regret, and have placed on the records a reference to the 
valuable services rendered by him to the Corporation during 
his two years of office. During that period important exten- 
siohs to the station and plant have been carried out. 

The Franklin Institute, acting through its Committee on 
Science and the Arts, awarded, on October 19th, its Elliott 
Cresson Gold Medal to Dr. Byron E. Eldred, of New York, 
for his low expansion leading-in wire for incandescent electric 
lamps; it also awarded to Mr. Alfred O. Tate, of Cranston, 
Rhode Island, its Howard N. Potts Gold Medal for his electro- 
lytic process of waterproofing textile fabrics. 

Mr. Oscar Berry, F.C.A., C.C., has been elected deputy- 

chairman of the Commercial Education Committee of the 
London Chamber of Commerce. Не is also to serve on the 
Governing Body of the City of London College, as a repre- 
sentative of the London Chamber. 
. Mr. G. W. Mattuew, who for the last seven years has been 
in charge of the Supply Department of Messrs. Metropolitan- 
Vickers, Ltd., South Wales Branch, has now joined the board 
of Messrs. Cesco, Ltd., formerly the Commercial Electric 
Supplies Co., and has accepted the position of joint managing 
director with Mr. A. H. Smith, who was previously with the 
‘General Electric Co., Ltd., Cardiff branch. 

Mr. D. G: Davis, B.Sc.. of Redditch, has been appointed 
resident power station engineer under the Clyde Valley Elec- 
trical Power Co. 

We congratulate Mr. W. VaLentine BALL, son of the late 
Sir Robert Ball, upon his appointment to be a Master of the 
Supreme. Court, King's Bench Division. 

Mr. H. W. DauNCEY, manager of the Cantie Switch Co., 
Ltd., is to be relieved of his duties on the 14th inst., owing 
to & breakdown in his health. For the present letters for 
him should be sent to him at his home address: '' Bacton," 
Priory Avenue, Sudbury, Harrow. 


,,, Obituary.—LIarur.-Cor. P. J. Preece.—We regret to read in 
The. Times that Lieut.-Col. Percy John Preece, T.D.. late 
2/8th London Regiment (Post Office Rifles), of Cefn Rhos, 
Carnarvon, third son of the late Sir William Preece K.C.B. 
F.R.S., passed away on October 99th at Wimbledon. | 

Мк. G. LepaER.— The death too place at Thorpe Bay, Essex, 
on October 27th, at the age of 83 vears. of Mr. George Ledger 
who was for 52 years on the staff of the Telegraph Construc- 
tion & Maintenance Co. 

Pror. F. E. AnMsTRONG.—We regret to record the death 
om а ош п ые т Prof. Francis Edwin Arm- 
strong. M.Sc., A. M. I. C. E., Professo lining 
University, at the age of 42 vears. оз 
a ee к еа death has occurred 

agic circumstances, at his house at Streatham. 
Mr. Ernest Coates, M. I. E. E. According to the first alate 
appearing in the Press, he and the three other members of 
hist household met their deaths through drinking poisoned 
champagne. Mr. Coates, who was 46 years of age, is stated 
o been engaged in business as a commission agent in the 
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NEW COMPANY REGISTERED, 
Talbot & Lobley, Ltd. 177,413) Private company, Re. 


gistered October 21st. Capital, 23,000 in #1 shares. To carry on the busi 

of consulting, electrical, and mechanical engineers, implement and ma di 
manufacturers. &c. The permanent directors are: H 
Mansions, Hampstead, N.W.; H. D. Lobley, 122, | 
Suffolk, with power to appoint an ordinary director. Qualification: One share 
Remuneration of permanent directors: £500 each pes annum. Re 1 
office: 57, Victoria Street, Westminster. Gstereg 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, . 


G. Hands & Co., Ltd.—Debenture dated October 5th. 


‚ 1921, to secure £2,000, and further moneys not exceeding £1,550 which the 


mortgagee may be called upon to pay under a certain guarantee, charge 
on the company's undertaking and property, present and future, including 
uncalled capital. Holder: G. Hands, 69-71, Farringdon Road, EC. 


Fuller's United Electric Works, Ltd.—Debentures date! 
October 11th, 1921, to secure £15,000, charged on the company's under; 
and property, present and future, including uncalled capital. Haden 
National Bank of Scotland. - : 


Gilbert Gilkes & Co., Ltd.—Satisfaction to the extent of 
£1,000 on September 30th, of debentures dated. March 2rd, 192], кши; 
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CITY NOTES, 

At the annual meeting, held on Octobe 
27th. Mr. B. M. Drake said that in spit 
of the crisis through which the cout; 
had been passing, including the ch 
electricians’ strike, they were still abk 
to declare а six per cent. dividend after making allowance fo 


Drake and 
Gorham, Ltd. 


the depreciation. which had taken place in their stock. Dur 


ing the 20 years of the company's existence the total proit 
had exceeded £200,000, of which £134,460 had been distr: 
buted amongst the shareholders, this being 29,460 more than 
the amount eubscribed. It was a tribute to the reputation d 
the company that the issue of 7-year notes was so largely over: 
subscribed; no outlay for underwriting was incurred. The 
E.P.D. and Corporation Profits Tax, paid or reserved, had 
amounted to no less than £17,000, a large proportion of which 
related to peace requirements. Although they would in future 
be released from the former tax, the latter, amounting to fre 
per cent. of the profits, still continued. If, as reported, the 
metal workers in Germany were now putting in full work for 


the equivalent of 15s. to £1 per week, it was difficult to se 


how this country could compete when paying anything ap 
proaching the present rate of salaries and wages. Before 
normal conditions could be restored, the general standard d 
living must be lowered. and labour must be more willing to 
give proper value for wages received. With heavy taxatia 
and lack of dividends, the number of those who could aft! 
to install electric lighting was necessarily reduced. ! 

the other hand, the use of electric power was daily extendi 
in connection with domestic labour-saving appliances, t 
utility of which was more in evidence owing to the difficulty 
of obtaining servants, and as electricity was rendered поё 
widely available, the adoption of such appliances would 

come more universal. It would be essential for шалаш! 
who wished to keep themselves up to date, to consider E 
problem of utilising electric power throughout their ww 

The severe competition might in the end prove a godsen n 
before the war it was found that both Germany and кек 
were using about three times as much horse power ре ^. 
employed in factories as was used in Great Britain ше 
similar conditions. This was largely due to the senseless ы 
sition of the Trade Unions to labour-saving appliances. di 
was hoped that those controlling the policy of labour qua 
now appreciate that it was only by the increased p : ^ 
chinery that our trade could be recovered, and that К A 
sufficient demand to keep everyone employed inde : as 
satisfactory goods were produced at competitive prices, 
sult which could not be achieved with hand labour, Т 
company’s Manchester office had done exceedingly "chri 
had in hand important power equipment work 15 1455 
as well as a number of private installations. Tbe “bal 
was: fully occupied for the first part of the ju arier b 
effects of the depression appeared to have heen fe : mire 
the Southern than in the Northern counties. T die 
office showed a small profit in spite of the preva! pe thet 


ties. At the present time many were holding the è 
by the lek d 


It should’ be considered a nations! tr y 
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j Union Electrica Viscaina.—The accounts 
Spanish . presented at the last meeting of this com- 
Electrical pany showed an available balance of 
Companies. 2,180,993 pesetas, which was distributed as 
follows: To sinking fund, 50,000 pesetas; 
payment of 4 per cent. on coupon No. 12, 688.600 pesetas; 5 
per cent. on coupon No. 13, 800,750 pesetas; taxes, 270,000 
pesetas, leaving а balance of 611,043 to carry over to next 
year's account. 

Electra-Metalurgica del Ebro.—The report of this company 
for the year 1920 showed the series of difficulties with which 
it had to contend, with overstocked markets, temporary stop- 
page of exports, a two-months' strike of workmen, and work- 
ing only possible for six and a half months owing to the drought 
causing the lowering of the waters of the Ebro.  Notwith- 
standing these hindrances, the liquid profits totalled 410,190 
pesetas, from which, after placing 100,000 pesetas to the 
reserve fund and liquidation of taxes, a dividend of 35 pesetas 
per share on the 7,000 shares was declared. The company has 
increased its capital to 7,000,000 pesetas ö 

The Sydney Morning Herald for Septem- 
English Elec. ber 7th stated that the English Electric 
tric Company Co. of Australia, Ltd. (late Standard, Way- 
of Australia, good, Hercules, Ltd.), announced that the 
Ltd. option given to the English Electric Co, 
over 100,000 of the ordinary shares of the 
English Electric Co. of Australia, Ltd., at 2s. a share, had not 
been exercised, and had been cancelled. The sale of deben- 
tures, which it was hoped would provide new workshops at 
Clyde, had resulted in £118,100 being applied for. The work- 
shops had already cost £150,000, the additional amount т, 
been provided out of profits. Another £50,000 was require 
to complete the workshops. The Australian company was, 
therefore, asking shareholders to grant power to make an 
issue of £47,520 in ordinary shares to shareholders in the 
proportion of one new share for every five shares held. These 
shares were to be issued at par.’ For every two shares so 
taken up the shareholders were to receive one fully-paid £1 
share in Weymouths, Ltd., Melbourne, as a bonus. This bonus 
was provided by the English Electric Co. of Australia out of 
profits. It was also proposed to extinguish the А ordinary 
shares, numbering 100,000, which were issued to obtain certain 
rights. They have been purchased by the directors as 1n- 
dividuals, the purchase price being £10,000. They represented 
goodwill, and by transferring £10,000 from the reserve fund 
to pay for them they were to be extinguished, and the good will 
was to be written off. 


At the recent annual meeting, Mr. C. G. 
Auckland Tegetmeier, in referring to the financial 
Electric Tram- position, said that а year ago he informed 
ways Co., Ltd. them that £117,700 of the 54 per cent. 
| debentures had been disposed of, and dur- 
ing the year а further amount of £154,800 had been sold, 
realising an average price of 904 per cent., and reducing the 
total held to the amount shown in the balance sheet. The 
proceeds of these sales had provided them with funds which 
had been utilised in redeeming their own debenture stock, 
and at the date of the balance sheet had left them with cash 
resources of £72,724. For some months past the sale of the 
Corporation debentures had been discontinued, for the board 
had not considered it advisable to sell at the lowered price 
which would have had to be accepted. With regard to the 
general position of the company, he dealt fully in October last 
vear with the change in the financial position and assets 
of the company resulting from the sale of the undertaking 
to the Auckland City Council. The policy then laid down 
of continuing the company in being with a view to its gradual 
and eventual liquidation at the time and in the manner that 
was likely to produce the best results as the alternative to the 
winding up of the company and the realisation and distribu- 
tion of its assets, met with the general approval of the share- 
holders. Progress had been made in carrying out this policy 
during the past year. 


Gwynnes Engineering Co., Ltd.— According to the 
але Times the dens for the period ended August 
31st, 1921, show a loss of 2103.164. After payment of general 
expenses, interest, repairs and renewals, and the writing off 
of sums amounting in the aggregate to 282,242 in respect of 
depreciation on buildings, machinery, &c., and all preliminary 
and formation expenses, there is a deficit of £351,887 to be 
carried forward. 


Tramways, Light & Power Co.. Ltd.—Special meetings 
have been called for altering the name of this company to the 
Midland Counties Electric Supply Co.. Itd.. and increasing 
the borrowing powers to £1,000,000, во that an issue of deben- 
ture stock may be made to repay temporary borrowing. 


Electric Welding Co., Ltd.—A financial contemporary re- 
ports that the accounts for the year ended November 30th, 
194), show a balance at debit of profit and loss of £46,364. 


City of Buenos Ayres Tramways (1904) Co., Ltd.—Divi- 
dend of 1s. 3d. per share (being at the rate of 5 per cent. per 
annum), less tax, for the three months ended September 30th. 


Stanton. Irenworks Co., Ltd.—Interim dividend of 4 per 
cent., free of tax, с | 


Capital Increases in Germany.—The prospectus issued by 
the Bergmann Electricity Works Co., in connection with the 
introduction of new shares for 20,000,000 marks on the Frank- 
fort Exchange, states that the turnover in the expired months 
of the present financial year has exceeded that in the same 
period of the previous year, and the orders on hand will keep 
the works occupied during the remainder of the year. The 
directors of the German Cable Works Co., of, Berlin-Lichten- 
berg, have convened a special meeting to authorise an increase 
of 22,000,000 marks in the share capital, and.the Rheydt Cable 
Works Co. also proposes to augment its share capital, In 
addition, an expansion from 8,500,000 to 15,000,000 marks is 
projected by the Light & Power Co., of Munich. zu x 


Yates & Thom, Ltd.—Dividend of 5 per cent., Jess tax, 
опо оиа shares; £10,000 to reserve; carry forward 


;Stock Exchange Notices.—Dealings in the following se- 
curities have been specially allowed by the Stock Exchange 
Committee under Rule 1483 :— . . к гл. 


Fellows Magneto Co.—124.237 ordinary shares of 108. each, 
fully paid, Nos. 100,001 to 924,937. · s | pu 3 

South Metropolitan Electric Light & Power Co.—45,000. ordi- 
nary shares of #1 each, fully paid, Nos. 120,001 to 150,000 апа 
400,001 to 415,000; and £43,300 four and a-half per cent. first 
debenture stock. ! -— o Ж. 
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STOCKS AND SHARES. 
i | Tuespay EVENING. 


THe railway companies have lost no time in putting forward 
their plans for electrification of fresh and existing lines witb 
the intention of obtaining assistance from the Government in 
connection with the unemployment schemes. 'The companies 
want to take advantage, of course, of the opportunity for 
obtaining money at a reasonable rate from the Government, 
and they point to the large amount of labour which 
they could absorb into the work for a fairly long time. Refer- 
ence was made here last week to the proposals of the Under- 
ground Electric Railways of London, and over the week-end 
the South-Eastern Co. put forward a comprehensive electri- 
fication plan, while the Brighton and the Great Eastern have 
similar suggestions on hand that may assume definite shape 
before these notes are out. The Government has just offered 
20 million pounds local loans 3 per cent. stock at 52: some of 
the money will be hypothecated towards the necessities aris- 
ing out of unemployment. Subscription of the full amount is 
guaranteed by the loan being underwritten, and the money 
will shortly be available for public use. | 

The investor in existing securities of the companies men. 
tioned derives no immediate benefit from the proposals. 
Underground Electric Income Bonds, to take one example, 
fell to 673, a drop of 2 points, although the price rallied to 
684. Both classes of shares are lower. Metropolitan and 
Metropolitan District stocks have lost 10s. London General 
Omnibus 5 per cent. income debenture stock can be bought 
at 61. The natural fear is that if large amounts of money 
are to be raised, the new securities will take precedence of 
existing stocks and shares. Moreover, the opposition that has 
arisen to Lord Ashfield's request for a limited period free from 
fresh competition, is another cause that keeps people a little 
uneasy. The L. C. C. programme, under which it is sought to 
take powers for borrowing five million pounds wherewith to 
build Tube railways, is regarded with interest rather than 
anxiety. 

In the list of electricity supply shares, the week's changes 
are confined to a fall of 5s. in Bromptons and a rise of six- 
pence in City of London ordinary. The new County of London 
debenture is up to 6 premium. Our list last week of prefer- 
ence shares has apparently proved useful. and it тау be of 
service to add another table giving the details of debenture 
stocks in the London companies : — 


Debenture. Int. Payable. Price. Yield. 
% £ s. d. 
Central Elec. Guaranteed .. .. 4 J. & D 78 59 7 
Charing Cress. West End, & City.. 4 J. & J 659 6 2 2 
Chelaca Flectric ee ee oe 44 d. & J 75 6 10 0 
City of London.. oe - - 5 J. & J ІА 6 2 R 
` nd .. T oe 44 J. & Т 603 EE : 
ji 2 eo o 2 4.4 J.&J. c 
оте а 21d we 43 M. N. 6 612 4 
Е LET Red. ee 1 А. АО p : 0 i 
Kensington and Notting Hill sb 4 A. & O 734 
London Electric 1st er a ee m T : 3 | р 10 : 
: litan Elec. Ist Mort. гіа Ј. А " 
us » Mort .. “з AA J. & J 50 700 
ж „ EX. . 7$ J. 4 J. 102 771 
Midland Electric Ist Mort... xa 2 x r 4 7h К. 90 
мон NON uU Uu Uo "€. J. 4 J. оз 758 
Notting Hin Electric Ist .. — .. 4 M&S e 6 13 15 
St. James’ and Pall Mall .. $4 а I. 4 4 ы i s 
South London 1st vis i oe 5 J. & J 20 К : 10 
South Metropolitan Ist oe . 45 А.&О. À 


| ! бег? 
It must be added that not all of these are actually on o 

done: aie easier to sell than they are to buy, but even stock- 

holders like to see how their securities stand in relation to 


— = — = 


other issues, and the above table is comprehensive in giving 
prices that are not frequently. quoted, owing, of course, to 
the limited character of the market in most of the stocks. 

The River Plate Electric Co. is offering to receive tenders 
from its holders of 5 per cent. debenture stock, at 803. As 
the stock can be sold in the market at 814, there is no object 
in taking advantage of the company’s offer. | 

Marconis аге a better market at 39s. 6d., and Marconi 
Marines, after dipping to 15s. 6d., recovered to 71s. 3d. There 
are very vague rumours current to the effect that important 
wireless developments are taking place in Germany, and that 
a remarkable improvement in speeding-up messages is on the 
point of being announced. The report is mentioned merely 
for what it may be worth. In the cable group, Eastern ordi- 
nary stock has come to market, and the price fell 2 points. 
Indo-Europeans at 30 ex dividend have nominally recovered 
the deduction. 

Most of the manufacturing shares remain depressed. 
General Electrics are down to 13s. 9d., English Electrics to 
7s. 6d., and Edisons to 6s. 3d. The last-named have been 
5s. 6d. Henley's gave way to 26s. 3d. Babcock & Wilcox at 
458. regained their dividend, the iron and steel list being а 
shade harder as a whole. In armaments, Vickers rose to 
IIS. 3d., but parted with the pence. Rubber shares are prac- 
tically stagnant. 

; In Mexicans there is nothing new to record. British 
Columbie Electric stocks have weakened, Argentines keep 
steady, and Brazilian Tractions are a little firmer after their 
long decline. Stock Exchange markets have plucked up a 
grain of courage in the hope that the latest offer of the Soviet 
Government may indicate a return to its senses of the ruling 
power in Russia. The foundation for such optimism is admit- 
tedly unstable. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELECTRICITY COMPANIES, 
Dividend Price 


— Oct. 81, Yield. 
1919. 1990. 1991. Riseor fall. mn 
Brompton єє ee ee 12 12 == 16 0 
Charing oe 6, 7 8 4 — 994 
c do. do. 43 Pret... t a — 9 : - 
dier of London  .. .. . 18 14 95/9 +в. 10 9 6 
do. 6 percent, Pret... 6 6 17/6 — 617 9 
County of ee ee ee 8 8 " - 9 10 4 
do. do. 6 percent. Pref... 6 6 7 — 7 10 0 
„ „% 9 4$ + 914 6 
London Nleotrio oe ee ee 94 94 1 — 7 10 0 
do. do. 6 percent. Pref... 6 6 8 + 10 0 0 
do. 43 per cent. Prat. m ü се, = 21 2 
St. James’ and Pall Mall. 19 12 y = 914 
Booth Metropolitan Pref...  .. 1 1 150 = 18 17 10 
tee ee — 8 17 10 
Westminster Ordinary ee 10 10 53 — 8 18 10 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pret. ee әв 6 6 84хд ==» 7 910 
do. too ee ee lj 13 17i — i 8 14 0 
Ohile Telephone  .. өө ee 6 6 6t == 5 14 В 
Cuba Sub. Ord. ee ee өө 7 7 7. = 10 0 0 
Bastern Extension ee eo өө 10 10 1 — 6 1 0 
Bastern Tel, Ord, ee ; эз ee 10 10 1 —9 6 1 7 
Globe Tel. and T. Ord. .. ee 10 10 103 — i 6 10 
do. do. Pref, ee ee 6 6 4 — 6 9 9 
Great Northern Tal, m . 92 24 244 + А 916 0 
Indo- Duropean e. оо œœ 10 10 80xd +4 8 6 8 
Marooni e 0 2 — во. 5 25 16 18 + à 9 48 
Oriental Telephone Ord, .. eo 12 12 — в 0 0 
United R Plate T [] ee eo 8 8 | ха — #7 5 6 
West India and Panama .. „„ Nil Nil 5. — Nu 
Western Telegraph.. .,  .. 10 10 164 M 610 
8 x is Номе Rairs. 
on Ord. Assented .. 4 4 49 — 
Metropolitan ee ae ee e? 13 1 qi xd À 6 ›8 í 
ао. District eo ee Nil N 16 — \ Nil 
Underground Electric Ordinary. Nil Nil IE — { Nil 
do. do. "A" „ Ni Nil 4-4 —6d. Nil 
do. do, ]jnoome .. 4 2 684 —1 *4 74 
6 Foreign Trams, &c. 
. Pret, ee 1 -— 
do. do. E Pret... xi 61 ai = me 
. е е 0 se & 8 — 
Brasil Traotions .. QU NU ND 21 + à И ми i 
British Columbia Mee. Bly. Pfoe, 6 R 59 —1 8 9 6 
do. do. Preferred Б 99 513 — à *9 4 0 
do. do. Deferred 8 124/. 52 —2 512 4 0 
* 638: Deb. А 4 6) = 718 
„5 NI 27 = NI 
Mexican Light Gommon a 1 ah m 10 41 NU 
. ёо, im Bonds. NO 8 EA = 9 10 
MANUFACTURING COMPANIES. 
Babcock & Wiloor .. m % 15 16 9ixd 4 
British Aluminium Ord A 77928 
Bri um 9 өө ee 10 10 14/8 те =: 
er Insulated Ord,  .. eo 16 15 14 10 0 0 
n "a ° р 2: ае eo g^ 163 ee - 1а. 10 8 8 
mean Ord oo es e 10 14,6 — 13 15 10 
do. do. 6 per cent, Deb. NES n 3 Bi 7 7 1 
E Construction  .. ee 10 10 169 — 16 17 0 
Венев eos oe T „, 8 8 16 —1/ 21 6 8 
e ° оо ео ü 6 118 — ` 
Honley — .. . NO . 18 15 i = 1 un 
до. Are... 4 43 c P. 
India- Rubber We d» oe 10 — 11 БЕ 615 6 
Met.-Vickers Pref. ee ee ce 8 8 1} 25 JR 
Siemens Ога. co æ өө 10 10 i! = e 
Telegraph Con, өө ee ce 30 20 213 n E 11 ^ 


* Dividends Ра! тое of Ineome Tax, 
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MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appear; 
in the following list, that in some cases the prices are only general, 


and they may vary according to quantities and other circumstances, 


Wednesday, November 2nd. 


Latest : [у] 
CHEMICALS, &o, Price, | 8 кр Des 
а Acid, Ozxalo .. oe oe oe per lb. na. IId. ine, 
S Amon edel 25 il per ton As tt. 
a monia, Muriate (large crystal) н ia 
a Bisulphide of Carbon is es " Tb es К 
ae o Bul hats ee ee ee »t 2, m 
а pper E ee ee 9 . : &1 dec, 
a Po , Chlorate ee P ee per lb. 64. m 
а „ Perchlorate is 25 - | 
a 8h "m es as 2 .. per owt. £16 10s. 
a Sulphur, Sublimed Flowers ais T 
а ө Lump ee ee ee 90 £15 
а Вода, Chlorate oe ee „ per lb. " 
"P сана is SR .. рег ton ,8 
a Sodium Bichromate, casks ee per lb. Jad. 
METALS, &0. 
р Bebbitt's Metal Ingots .. .. per ton £90 to 2975 E 
c Brass (rolled metal 2” to 17 basis) per lb. 1034. Wes 
e н тин (solid drawn) ee н ною 1 M. dec. 
€ n oe ee » D .. 
c Copper Tubes (solid drawn) 17 dec 
c (best selected) .. per ton 810 25 dec. 
e н Shee . ee se . м 810] . £2 dec. 
с м Rod oe ee ee ee н £101 £2 dec. 
„  (Hlectrolytio) Bars ©» й £15 к 
d wn à Sheets " £145 108. 
d » н Wire Rods. LJ II 491 
d n “ Н.С. Wire.. per lb. 11d. 
f Bbonite Rod oe ee ee oe м 8/6 
f » Sheet. e ee ee ee м 8/. 0 
m German Bilver Wire es ec " .99 
bh Gutta-percha, fine oe oe ‘a 12/6 
h India-rubber, Para fine... ea » Ma si 
4 Iron (Cleveland Warrants) .. per ton Nom. s 
„ Wire, galv. No. 8, P.O. qual. š £29 48 dec. 
g Lead, Eng Pig .. E € EU 15s. i 
g Meroury 25 is i is per bot. £9 16s. to £10 
e Mica (in original cases) small .. per lb. 8d. to 3/- 
o n м ` 90 medium ee » 10/ pA 9 ар ее 
ө PR » large " ? is . 
osphor Bronse, lain castings.. " 1/4 to 1/9 т 
: " tollad bars and rods » 9/1 to 2/6 
Pp » rolled strip & sheet # 9/2 vo 2/1 
d Silicium Bronze Wire . per lb. 173. e 
r Steel Magnet, in bars oe oe " 1/8 oe 
а Tin, Block (English) — .. .. perton £154 10s. 110-09: dee. 
п Wire, Nos. 1 to 16 ee eo per lb. . 8/6 e: 
p White Anti-friction Metals .. person | 46510 £276 


Quotations pr : 
a G. Boor & Oo. g James mr. mim 
с Thos. Bolton & Bons, Lid. h Edward ТШ & 
d Fred th & Оо, 1 Bolling & Lowe. 
e Р. Wiggins & Sons. 1 Richard Johnson & Nephew, Lai. 
f Indis- Hber 1 m P. Ormiston & Sons, 
Telegrap or Г ° p 
г W. F. Dennis & Oo. 


Hydro-electric Developments in Sardinia.—During the 
recent debate on unemployment the Government accepted a 
order of the day expressing the hope that on the resumption 
parliamentary work it would bring in a Bill for the purp% 
of allotting funds towards the construction of new hydroee 
tric plant in Sardinia. As long ago as 1907 the questo 
forming artificial lakes for irrigation purposes was taken UP 
and one of them, at Tirso, is on the way to completion; sepi 
have also been taken for the formation of another lake 115 
hinas. The first-named lake has a capacity of 416 1 5 
cu. m. of water, and the estimated capacity of the yn i 
954 million, which will place them among the largest 
lakes in the world. The well-known engineer, Signor AD 
Omodeo has proved with exact data that the total ca sm 
cf all the reservoirs in Sardinia would amount to 1.5 5 P 
cu. m., from which 100,000 h.p. could be produce 
100,000 hectares of land irrigated. ^ „Те, 

According to other calculations, the Tirso, Coghinas. a 
and Flumendosa installations of hydro-electric plant 1 5 
would furnish about 500 million kWh per annum to ire Ө 
which by steam would cost not less than 400 million 
nuall in combustibles. Of the energy thus produ d 
fourth would be absorbed by local demands for the И 
lighting, railway traction, agricultural works, &c., W 
remaining three-fourths would serve to give an ш $e pnis 
electrical and metallurgical industries, and could Aw 
especially to а more economical production of me üs dur 

e mining industry of Sardinia, in spite of pa " 
tageous circumstances in which it works, is of su the ent? 
ance that its output forms more than s quarter of t 
Italian production. Of zinc alone 200, tons аге К " 
vearly, but the prosperity of the industry 8 limi Ват. 
fact that this great quantity of mineral is exported M рбў 
Great Britain, and France for manufacture. Ш 7007 1 
power were available, the zinc, instead of being tured 8 
reimported in the finished state, could be manui 
the island itself; in the same way the iron ore w Rese? 
might be utilised for the production of pig Lon 
Trade Service (Milan). | 
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-» Chattels are not rateable per se. 
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. THE RATING OF MACHINERY, .. .. .. . .. 


[By A Legal Contributor] >- 


AT a time when many of those who own factories in 
different parts of the kingdom are at a loss to know 
how to make both ends meet, the question of rating 
and ''rateable value assumes very considerable im- 
portance. А factory is not like an inhabited house, 
the assessment of which is a comparatively easy matter, 
because the '' hypothetical rent”? can be easily deter- 
mined. А variety of new considerations arise when a 
great building full of machinery has to be assessed. 
Nor has the legislature done much to assist those who 
have to fix the amount. It has been out of date for 
many years. In particular, so far, at any rate, as 
England and Wales are concerned, the question whether 
machinery is rateable a£ all has been left to be somewhat 
imperfectly solved by the decisions of the Courts. 

The need for some definite rule on this point is em- 
phasised by a recent decision in Glasgow, where the 
Lanarkshire Valuation Committee had to settle the rate- 
able value of the property of certain Lanarkshire steel 
makers. 
after we have drawn attention to the present state of 
affairs in England. | 

The whole principle of rating is founded upon the 
Parochial Assessments Act, 1836, the first section of 
which provides that no rate for the relief of the poor 
in England and Wales shall be allowed by any Justices 
or be of any force which shall not be made upon an 
estimate of the net annual value of the several heredita- 
ments rated thereunto—that is to say, of the rent at 
which the same might reasonably be expected to let from 
year to year, free of all usual tenant’s rates and taxes, 
and tithe commutation rent charges, if any, and de- 
ducting therefrom the probable average annual cost 
of the repairs, insurance, and other expenses, if any, 
necessary to maintain them in a state to command such 
rent. Provided always that nothing contained herein 
shall be construed to alter or affect the principles or 
different liabilities, if any, according to which different 
kinds of hereditaments are now by law rateable."' 

Although the above provision has been subjected to 
some modification in its application to the Metropolis, 
is may be stated broadly that the net annual value, 
or "the rent at which premises may be reasonably 
expected to let from year to year,’’ sometimes called the 
" hypothetical rent, is*the groundwork of every rate. 
How, then, is this hypothetical rent determined? That 
is the problem with which every Assessment Committee 
has to deal, and which presents unusual difficulties in 


+ connection with buildings having valuable machinery 
. Within them. 


It is another elementary principle of rating that 
Hence it is not un- 


natural to find that occupiers of factories have con- 


; Who have to determine the rateable value. 


^. which comprises the four walls of the factory, is to be 


- regarded. 


tended from early times that the machinery upon their 
premises must not be taken into consideration by those 
Machinery, 
It has been urged, resembles furniture and other mov- 
able chattels ; nothing but the hereditament alone, 


Now it is obvious that if ‘‘ factory and 
machinery " are to be included in the term“ heredita- 


2 " . . 
- nent," the hypothetical rent is increased enormously, 


and the rateable value of property at the disposal of 


the Assessment Committee is enlarged par? passu. In 
‚ these circumstances it is not surprising that the wider 


. Construction has been -adopted by the Assessment Com- 


* Mittees, Courts of Quarter Sessions, and the higher 


i Court of Justice, upon which the duty of interpreting 
^: the above statute has very properly devolved. 


The leading case upon the subject is the Tyne Boiler 


‚> Works Co. v. Overseers of Longbenton. 


si 


М 


The facts of this case, which may. well be termed a 
eading authority, were shortly these: The appellants 


The importance of that case will be apparent 


(against a rate) were the occupiers of premises known 
ав the Tyne Boiler Works. Certain machinery. and 
plant of а heavy nature, including an engine, boiler, 
shafting, travelling cranes, and other machinery (the 
property of the appellants) had been placed upon the 
premises, and were required by the appellants for the 
purposes of boilermaking. They came under the same 
category as millstones in a mill, which would pass by a 
demise of the mill. ТЬе inachinery in question could 
be moved and rearranged as desired. Some of the 
machines were not attached either to the soil or to the 
building ; others were what are known as fixed machines. 
The Assessment Committee ascertained the rateable value 
of the premises by taking the gross estimated rental 
which a tenant from year to year might reasonably be 
expected to give for the use of them, inclusive ot the 
machinery and plant, and by making the usual statu- 
tory deductions. The appellants contended that the 
machinery and plant were not any of them part of the 
freehold or hereditaments, but were chattels, and that 
they were not, nor were any of them, rateable, or to be 
taken into consideration as enhancing the rateable value 
of the premises. The Court of Appeal, however, re- 
fused to adopt this argument. The late Lord Esher 
thus expressed himself in giving judgment: '' The rule 
as above enunciated has been recognised in Courts of 
Justice ever since 1886, but, although the rule is univer- 
sally adopted, methods of applying it are not always 
identical. The reason for this lack of uniformity is 
not far to seek, if the rule itself 1s carefully examined. 
What does it amount to? It says: '' Machinery is to 
be taken into consideration for the purpose of enhanc- 
ing the value of the premises; but there it stops. No 
criterion is given whereby the enhancing value of machi- 
nery is to be determined, and it is definitely laid down 
that machinery cannot be rated separately." Thus the 
late Lord Justice Lopes, another member of the Court 
which decided the above case, said: ‘‘ It is clear that 
personal property, such as machinery, is not per se rate- 
able." А rule is laid down, but the method of applying 
it is not described. 

The result is that there is no uniformity in the ap- 
plication of the law of rating to factories which contain 
valuable machinery. The state of things now existing 
is described in the phrase, Quot homines tot sententia, 
where homines represents Union Assessment Committees 
and sententie the various methods which they have 
adopted in order to render the owners of machinery 
rateable in respect of that property for the relief cf the 
poor. It is a paradox that machinery should be de- 
clared not rateable, and that it should, at the same 
time, come into rating. But this is not the only 
anomaly in respect of which the present law requires 
amendment. It seems that if the Assessment Committee 
or other rating authority discloses the fact that in 
arriving at the rateable value of a factory it has valued 
the machinery separately, the rate will be declared in- 
valid. | 

The most authoritative pronouncement of the law on 
this subject is to be found in the case of Kirby v. the 
Hunslet Union, which was tried' before the Recorder of 
Leeds in April. 1904, and was finally adjudicated upon 
bv the House of Lords on December 18th, 1905 (Sec. 22, 
The Times Law Reports, page 167). The appellant 
was an occupier from year to year under an expired 
tenaney of some engineering works at Hunslet, at a 
rental of £28 per annum. Не appealed against an 
assessment of £67 gross and £45 rateable value, the 
previous assessment being £29 and £22 respectively. 
The appellant contended that the value to the user of 
certain machinery in connection with the occupation of 
the premises ought not to be considered, but that the 
question of the benefit ought to be limited to the advan- 
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tage derived from the fact that the machinery afforded 
proof of the convenience of the building for the purpose 
of the business, and a possible value from the tenant 
being able to take it in situ. The respondents, on the 
other hand, said that the only way in which it could 
be properly taken into account was by taking the here- 
ditament as found, furnished and equipped with the 
necessary machinery, and ascertaining what was the 
rent which the tenant from year to year would give for 
such premises as they stood, including, of course, the 
right to use what he found there. Two objections were 
raised to this: That it involved (a) the rating of machi- 
nery, and (5) that the tenant bought the machinery and 
had to pay the landlord rent for it. Upon these points 
the learned Recorder said: ‘‘ 1 think the answer is that 
{о take the value which machinery may add to the letting 
value of the premises is not to take the value of the 
machinery. The added rent has no relation to the value 
of the machinery. . . . The second point urged was that 
the tenant buys the machinery, and yet has to pay the 
landlord rent for it. I think this involves the con- 
sideration of the facts of the particular tenancy in 
question, which I think is fallacious... . I am of 
opinion, therefore, that the principle bv which rateable 
value is to be ascertained is that in ascertaining the 
rent you must take into account the value of the machi- 
nery as contributing to the rental value of the free- 
hold." In the event, he made the assessment £31 gross 
and £26 net. The саке ultimately reached the House of 
Lords, where the opinion of the Recorder was adopted. 
Lord Halsbury said: For half a century or more the 
judges have recognised the fact that, though the machi- 
nery is not so aflixed as to become actually part oi the 
land, vet if the whole premises are occupied with 
machinery in such a manner that the whole becomes a 
factory, the entire concern becomes a suitable subject 
of rating, and the machinery ought not to be disre- 
garded in fixing the amount of the assessment. `’ 

In the case just mentioned, the learned Recorder had 
no option. He took the course which many another Re- 
corder will take, namely, that of considering the valua- 
tion made by the appellants, and that made by the re- 
spondents, and taking the mean between them. guided, 
of course, by the opinions of the expert witnesses. Ap- 
parently all that a manufacturer can do to protect his 
interests under the existing law is to see that the machi- 
nery is not taken into account separately. 


In another case (Greenwood & Batlev, Ltd., v. Вгаш- 
ley Union) the method by which the overseers should 
endeavour to arrive at the rateable value was stated. 
The material facts were very brief. Messrs. Greenwood 
and Batley were rated in respect of their Albion Works 
at £10,134 gross and £6,050 net. Thev appealed 
against this rate on the ground that it was simply 5 per 
cent. of the estimated value of the buildings and machi- 
nery. The overseers denied that this method of arriving 
at the rateable value had been adopted. 

The question for the Recorder was: How are machi- 
пегу and buildings to be rated together? The firm 
pointed out that the value of the machinery per se was 
no criterion, because everything depended upon the 
adaptability of the premises for a particular machine. 
Here the premises were inconvenient and unsuitable, 
having regard to the processes carried on. The Re- 
corder of Leeds, in giving judgment reducing the rate, 
said: “It is impossible to lay down a principle which 
will go anywhere near Settling other cases which come 


up for decision; it is purely a practical question. I 
suggested in my 


original decision in the Hunslet case 
that in my judement it was not а question of taking 
the capital value and getting a percentage upon it, and 
I am still of the opinion. What is the true determining 
factor in the case of rent which Is to be added in con- 
sequence of the presence of machinery in a mill? That 
18 а practical question. What extra amount will а 
practical tenant engaged in that particular trade when 
he comes to look at the premises, in his own mind, add 
to the rent bv reason of the machinery which he sees 
upon the premises? One practical man has been called 


here, namely, Mr. Maclaren. . . . He says that in his 
opinion the additional rent to be attributed to tie 
machinery in this case would be, as he said in the first 
instance, about 100 per cent. He subsequently qualitied 
that by putting £3,600 as the rent of the buildings, | 
take that as including the rent of the land. He add 
£3,000 additional rent owing to the presence of th 
machinery. . . . This is a guide to me certainly iu 
coming to a conclusion ав to what, to the best ot ny 
judgment, is a proper additional rent. . . . In effect, 
he says: Add 80 per cent. to the value of the land. 
1 take £4,970 as the rent which would be given for the 
land and buildings. I add 80 per cent., namely. 
£3,976, as the amount by which the rent would ix 
enhanced owing to the machinery. That makes a ота 
rateable value of £8,946. Deducting £4,074 for statu- 
tables, the net rateable value is £4,872, and 1 Teun. 
it to that amount with costs.” 

This is a decision which no manufacturer who is ap- 
pealing against his rates can afford to ignore. The 
practical man is wanted to give evidence in rating cases 
where machinery is concerned. 

We now come to the Scotch case which is referred to 
at the commencement of this article. That the matter 
was of some importance appears from the figures. The 
assessment of 18 steel works was in question. Their 
aggregate valuation in 1919 was £104,586. It wu 
proposed to increase this figure to £336,394 for 1921. 
in the revised valuation cognisance was taken of the 
enormous developments which had taken place during 
the war period, but the ratepayers contended tlat tle 
works would not stand, economically, rents correspond- 
Ing to the assessors' valuation. With this larger quee 
tion we are not here concerned. Indeed, the decision of 
the Commissioners upon them is not before us; what are 
of interest, however, are certain ''rulings " ав to the 
assessability of certain classes of machinery. In Set- 
land, by an Act passed in 1854, all machinery fired or 
attached to any lands or heritages was made rateable. 
and by an Act passed in 1902, it was declared that. 
in any building occupied for any trade, business of 
manufacturing process, the expression mechinerr 
fixed or attached’ shall be construed as including all 
machinery. machines, or plant in ог on the lands or 
heritages for producing or transmitting first mot 
power, or for heating or lighting such building, but. 
save as herein provided, shall not include machine. 
tools, or appliances which are only so fixed that ther 
сап be removed from their place without necesutatin? 
the removal of any part of the building." , 

The following machines, &c., were declared to be 
assessable: Perforated plates lying on foundations: 4 
large shearing machine; uprights and gantris ш 
travelling cranes outside. The following were held | 
assessable: Sleeper flooring, loose plates laid on "i 
floor or ground; sand bunkers ; iron screens, loose Mi 
and iron rods ; machinery or timber, brick, or P cud 
even if held bv a rag bolt; pivoted charging UE 
gantries, and travelling cranes inside. To salle 
engineers the most interesting of these rulings dagen 
which relate to motive power. The chairman bal, 
The turbine is assessable, the generator 18 Du : 
to the rotary converter, having given our VM | 
the motor generator, it might be thought that E А 
split the rotary converter, but we have dec att 
cannot, and the rotary converter 1s assessable. qun 
ing sets as such are assessable, but in E "i 
light taken from a power plant, the amount 55 «hol 
for lighting is so small in comparison Bis е 
that we cannot split it, and it is not assessable. 

Whatever may be said as to the wisdom or ET 
of rating machinery at all, it is at any rate pn an 
to have a definite catalogue of machines W° 1 
assessable. As has been shown by our Oo eit 
English law, machinery in England is taken н a к 
by rating authorities, but in so vague an um where 
way that no machinery owner knows р jos ristic oi 
he is. Uncertainty, however, is not a charac! 
this point of the law of Scotland. 
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ELECTRICITY SUPPLY IN 


THE UNITED KINGDOM. 


REPORT OF THE ELECTRICITY COMMISSIONERS. 


(Continued from page 583.) 


Sanction to Borrowing by Local Authority Undertakers.— 
Under the provisions of the Act of 1919 the powers formerly 
exercised by various departments with respect to the капс- 
tioning of borrowing by local authorities in connection with 
the supply of electricity were transferred to the Electricity 
Commissioners. It is laid down, however, that in exercising 
the powers so transferred, the Commissioners shall act in con- 
sultation with the former sanctioning authorities. It ap- 
peared to the Commissioners that considerable inconvenience 
and delay would be caused if every application for sanction to 
borrowing were referred to the former sanctioning authority 
before a decision could be given. An arrangement was there- 
fore entered into wherebv consultation was limited to cases 
in which the electricity supply undertaking of a local autho- 
rity involved & charge on the local rates, or where the pro- 
posed expenditure was likely to involve such a charge, and 
in the administrative County of London in certain other 
special cases. The practice and procedure followed by the 
former sanctioning authorities differed in many respects, and 
the first action taken by the Commissioners was to consider 
how far it was possible to secure uniformitv in the treat- 
ment of applications received from various portions of the 
United Kingdom. In this connection, however, it was found 
that certain difficulties existed owing to the differences be- 
tween the provisions of the Acts applicable to borrowing by 
the various local authorities. 

After a full review of the past practice, the Commissioners 
decided to adopt as а general basis the principle of sanction- 
ing separate repayment periods determined by the estimated 
life of the various assets concerned, and to simplify the sys- 
tem hitherto prevailing in England and Wales by grouping 
the assets and lessening the number of separate periods. 
After consultation with the Incorporated Municipal Electrical 
Association, the Commissioners fixed а scale of maximum 
periods for the repayment of loans, the muin items of which 
are given in Table 3. 


TABLE 3.—PERIODS ALLOWED FOR REPAYMENT OF LOANS. 
Maximum Periods. 


Purpose of Expenditure. Years. 

Land :— 
Freehold Ун 88 ute m i Wa 
Leasehold (subject to duration of lease) 30 
Substantial buildings . га ds 955 30 
Plant and machinery... » M КУ A 
H.p. trunk transmission mains sae "T 4a 
Overhead lines re AN pos ы 2 
Mains and services - " 2 us 25 
Meters En E E im "s sake 10 
Wiring of premises 10 
Apparatus to be let on hire ... m uw qa 


(a) Note.—Except in Scottish cases, for which the present 
maximum period is 30 years. 


By reason of their powers as the loan sanctioning authority 
for electricitv supply purposes, the Commissioners are in à 
position to exercise an important measure of control over the 
development of the electricity undertakings of local autho- 
rities, preventing as far as possible unnecessary expenditure, 
and safeguarding the interests of future ratepayers. 

During the period January 31st, 1920, to March 31st. 1921, 
the Commissioners received 536 applications for sanction to 
borrowing by local authority undertakers, inclusive of appli- 
cations transferred to the Commissioners from the former 
sanctioning authorities. Of these applications the Commis- 
sioners sanctioned 432, either in full or in part, and 29 others 
were refused or withdrawn, or transferred to other depart- 
ments. Sanctions were issued to 204 out of the 284 local 
authorities owning electricity undertakings, i.e., to about 
72 per cent. In view of their practical experience of the 
operation and requirements of electricity undertakings, the 
Commissioners as a rule found it unnecessary to hold Local In- 
quiries for the purpose of investigating applications for sanc- 
tion to borrowing, thus saving public time and expense. In 
three cases, however, such Inquiries were held. 

The Commissioners also received several applications for 
sanction to borrowing for the provision of working capital. 
They are only in a position to issue such sanction in Great 
Britain where local Acts contain definite provisions autho- 
rising borrowing for such a purpose. In the case of Irish 
local authorities such transactions do not require sanction. A 
comnlete list of the sanctions issued bv the Commissioners up 
to March 3186, 1921, is given in an appendix to the Report. 
e total amount sanctioned was 415.181.298, the purposes 
Table acb this amount was to be expended being indicated in 


TABLE 4.— ANALYSIS OF LOANS SANCTIONED. 
(Period January 31st, 1920, to March 31st, 1921.) 


Percentage 

Purpose Amount. of total. 
Land 61,040 — 04 
Buildings P x a 1,267,742 8.3 
Plant p m ET dis 9,505,990 64.6 
Cooling towers | 210.325 1.4 
Mains and services 3,428,161 22.6 
Meters 111,014 0.7 
Other purposes 297,026 2.0 
Total 15,181,298 100.0 


The largest individual amounts sanctioned for mains and 
services were in respect of (a) Shetheld £250,000, (% Man- 
chester £263,000, (c) Leeds £190,000. In many cases the Com- 
nissioners were reluctantly obliged to sanction the borrowing 
of money for the installation of plant in small and unecono- 
mical stations in order to enable the Local Authorities con- 
cerned to meet their statutory obligations, pending the avail- 
ability of a bulk supply from a larger and better placed station. 
Such cases serve to emphasise the importance of expediting 
the improvement and reorganisation of electricity supply and 
the shutting down of uneconomical and badly placed stations, 
with the view of avoiding wasteful expenditure of capital. 

Special Orders.—The substitution of Special Orders for Pro- 
visional Orders enables powers to be obtained at any time, 
and thus obviates the delay which frequently arose under 
Provisional Order procedure by reason of the necessity for 
publishing notices and lodging objections at stated times. The 
Commissioners prepared draft rules of procedure with respect 
to applications for Special Orders under the Act, and on 
August 10th, 1920, made statutory rules, which were laid 
before Parliament іп accordance with the of 1919. The 
rules prescribe the mode of making application for a Special 
Order, the nature of the advertisements or notices to be pub- 
ished, the authorities and persons on whom copies of the 
notices must be served, the manner in which the draft Order 
should be prepared, the nature of the deposits to be lodged 
with the Commissioners and with other authorities, the pro- 
cedure for lodging objections to the grant of an Order. the 
method to be followed in proving compliance with the Elec- 
tricity (Supply) Acts and Rules, and the steps to be taken for 
giving public notice after the Order has been granted by the 
Commissioners. A fee of £35 is payable to the Commissioners 
to cover ordinary expenses in dealing with an application. 
and the applicants are also required to defray anv additional 
expenses of the Commissioners consequent upon the necessity 
for holding an Inquiry or otherwise. 

Four applications for Provisional Orders were transferred 
to the Commissioners by the Board of Trade. and were соп. 
sidered as if they had been applications for Special Orders, 
and orders were made for Panteg and St. Mellons (S. Wales 
Electrical Power Distribution Co.). . 

Up to March 81st. 1021, W applications were made to the 
Commissioners, of which a list is given in an appendix. 

Orders were made in respect of Mynyddislwyn and Risca 
(Urban District Councils). Since March 31st. ten further 
orders have been made. 

Tt has been the policy of the Commissioners in dealing with 
applications. for Special Orders to encourage well-considered 
schemes for the extension of distribution in areas where bulk 
supplies are readily available, but to discourage, as far as pos- 
sible, schemes involving the establishment. of small and un- 
economical generating stations. In districts, however, where 
there is clearly a demand for electricity and no nossibilitv of 
obtaining a bulk supply from another source, the estahlish- 
ment of a small station mav Һе tustifiable. The Commissioners 
have fully recognised the desirability of granting every facility 
for obtaining increased powers of distribution, with the view 
of encouracing development in areas at present without a 
supply of electricity. 

Arrangements for Mutual Assistance and Bulk Supply Agree- 
ments.—Questions concerning the linking-un of undertakings 
for mutual assistance, and the giving and taking of bulk sup- 
рев, have figured prominently in applications made to the 
Commissioners in upwards of 80 different cases. Tt has heen 
the consistent policy of the Commissioners to encourage and 
promote the taking of bulk supplies by local authority and 
company undertakers alike where this conrse has been ascer- 
tained to be both technically and economically justifiable. Tn 
many instances undertakers were advised or urged by the 
Commissioners to enter into negotiations for a bulk supply 
to meet pressing requirements, pending the installation of 
additional plant, or in preference to extending their existing 
generating stations. Tn a few cases only have undertakers 
shawn reluctance in falling-in with the suggestions and advice 
of the Commissioners, and it has hitherto been unnecessary 
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for the Commissioners to exercise their powers under Section 
19 of the Act of 1919, of requiring undertakers to enter into 
arrangements for mutual assistance. The Commissioners have 
approved of the following undertakers entering into, and 
carrying into effect, arrangements for mutual assistance :— 

(a) The Corporation of бшш, and the Shropshire, 
Worcestershire, and Staffordshire Electric Power Co. | 

(b) l'he Corporation of Bristol and the Keynsham Electric 
Light and Power Co., Ltd. 

(c) The Corporations of Nelson and Colne. 

(d) The Metropolitan Borough Council of Bermondsey and 
the London Electric Supply Corporation, Ltd. | 

(e) The Metropolitan Borough Council of Hammersmith and 
the Chiswick Electric Supply Corporation. Ltd. — 

(f) The Metropolitan Borough Council of Woolwich and ihe 
Urban District Council of Erith. 

Other applications were still under consideration at March 
3lst. Special reference may be made to applications in re- 
spect of the following undertakers :— | 

(а) l'he Corporation of Manchester and the Lancashire 
Electric Power Co. | 

(b) The Corporation of Wolverhampton and the Urban Dis- 
trict Council of Cannock.* 

(c) The Corporations of Blackburn and Darwen.1 

(d) The Corporations of Leeds and Morley. 

Under Section 3 of the London Electric Supply Act, 1908, 
the Commissioners have approved of the following under- 
takers entering into, and carrying into effect, agreements for 
mutual assistance or for association :— 

(a) The Metropolitan Borough Councils of Battersea, Ful- 
ham, and Hammersmith. 

(b) The Metropolitan Borough Councils of Hackney and 
Bhoreditch. А 

Тһе Commissioners have also approved of the following 
undertakers entering into, and carrying into effect, agree- 
ments under private Acts :— 

(a) The Corporations of Manchester and Stockport. 

(b) The Corporation of Wolverhampton and the Midland 
Electric Corporation for Power Distribution, Ltd. 

F ringe Orders.—During the period January 31st, 1920, to 
March 815%, 1921, the Commissioners granted 70 Fringe Orders, 
and further applications were under consideration. А list of 


the authorised undertakers to whom orders were granted is 
given in an appendix. 


Standardisation of d 


| ; ^quency.—The Commissioners recog- 
nised that financial consi 


і nsiderations alone rendered it imprac- 
ticable at the present time to contemplate a complete change- 
over to a standard frequency of 50 cycles per second in areas 
containing extensive developments at 40 and 25 cycles. 

The Commissioners called an informal conference of engi- 
neers, at which the consensus of opinion was that it was 
outside the bounds of practical politics for the Commissioners 
to bring about the adoption in the near future of one stan- 
dard frequency throughout the country, and that the most 
that could be attempted at present was to aim at standardis- 
ing the frequency in particular districts. The Commissioners 
decided that it should be their policy to bring about the 
elimination of all odd frequencies, with the object of effecting 
а gradual consolidation of the prevalent frequencies in various 
districts, and of reducing the number of main frequencies in 
use to three, namely, 50 (standard), 40, and 95 cycles per 
recond. 

Systems of Supply and Regulations.—For the guidance of 
undertakers who desired to adopt a system requiring special 
approval, the Board of Trade drew up a model form of descrip- 
tion, and this was provisionally adopted by the Commissioners. 
At a later stage the Commissioners made further provision in 
the model description for systems of supplv at extra high 
pressure (voltages exceeding 3,000 volts) with regard to the 
methods allowable for the protection of mains laid in the 
ground. They also provisionally adopted the standard codes 
of Regulations made by the Board of Trade for ensuring a 
proper and sufficient supply of electricity, and for securing the 
safety of the publie, including regulations with regard to the 
construction. and maintenance of overhead lines. The pro- 
visions embodied in these codes, however, were subsequently 
reviewed by the Commissioners, who came to the conclusion 
that from the standpoint of present technical practice, re- 
vision and simplification of the codes were desirable. A 
draft code of revised regulations for securing the safety of the 
public, and for ensuring à proper and sufficient supply of 
electricity, was accordingly prepared by the Commissioners 
and copies were forwarded to the Institution of Electrical En- 
gineers, and the observations of a Regulations Sub-Committee 
of that о were invited on the draft. The question 

revising the regulations wi ga ; i i 
у 5 th regard to overhead lines is 
The Commissioners approved the adoption of 


of supply in the case of 15 applications, and i 
tions are under consideration. А complete list о 
given in an appendix. Special reference may be made to the 
adoption of a pressure of 33.000 volts for the transmission ‘of 
energy from Woolwich to Erith, and of a pressure of 66.000 
volts for the transmission of energy be | 


t | twe ati 
| stations and sub-stations in the areas of ыш КЫ 


* Approval given on July 14th, 1921. 
+ Approval given on May 7th. 1921. 
T sApproval given on April 2nd, 1921. 


special systems 


custle-upon-Tyne Electric Supply Co., Ltd., the Cleveland and 
Durham County Electric Power Co., and the County of Dur. 
bam Electric Power Supply Co. | 

The Commissioners have given their consent to the follow- 
ing three undertakers altering the declared system or pressure 


of the supply hitherto adopted for the purposes of the under. 


takings, namely, the Corporations of Huddersfield, Tynemouth, 
and Kotherham (in respect of the Rawmarsh Electric Lighting 
Order, 1898). 

The Commissioners have served notices, and prescribed re- 
gulations for securing the safety of the public and for the pro- 
tection of the electric lines and works of the Postmaster. 
General, on 30 owners specified in an appendix, who have 
laid down or erected electric lines and works without statutory 
authority in the districts indicated. 

Accounts, Statistics and Returns.—The Commissioners 
adopted and prescribed an amended form for the use of Elec- 
tric Power Supply Companies authorised under Special Acts 
to supply in bulk and for power purposes. | 

The non-existence at the outbreak of war of really adequate 
official statistics relating to electricity undertakings in the 
United Kingdom was responsible for a great expenditure of 
time and effort on the part of the Government to secure the 
proper utilisation and allocation of the resources of the 
country. They came to the conclusion that the compilation 
of an annual official return was essential, and an appropriate 
annual questionnaire form was prepared covering such admini- 
strative, engineering, and financial particulars as experience 
had shown would be necessary for dealing properly with the 
various applications and problems under consideration. Copies 
of the draft form were circulated to the associations concerned. 
and their observations were invited. This matter had not 
been finally settled by March 3lst. 

All authorised undertakers are now required to furnish to 
the Commissioners every four weeks a return as to units 
generated, fuel consumption, &c. Returns of a similar char- 
acter were instituted bv the Coal Controller during the war, 
and in view of their utility were continued by the Electric 
Power Supply Department of the Board of Trade, pending 
the setting-up of the Electricity Commission. The new form 
issued in respect of the year 1921-22 contains provision for 
data as to stocks of fuel in hand, the utility, in an emergency, 
of the information returned under this heading being 
apparent. These returns are of considerable help to the Com- 
missioners in dealing with various classes of applications and 
enable them to ascertain periodically the position with regard 
to the output and working of an authorised undertaking. An 
analysis and eummary of the returns for the year ending 
March 31st is being compiled by the Commissioners. A table 
compiled from the returns in question shows that the total 
output of 421 electricity supply stations and 80 railway and 
tramway stations and non-statutory undertakings was over 
5,000 million kWh, and the total coal and coke consumed was 
1.36 million tons. 


(To be continued.) 


THE ELECTRICAL POWER ENGINEERS 
ASSOCIATION. 


ANNUAL DINNER. 


Ox October 29th the members of the Southern Division of tbe 
Electrical Power Engineers’ Association gave their third 
annual dinner to the National Executive Council, at the Hotel 
Cecil. Mr. J. H. Parker, the retiring President, was in the 
chair, and among a number of visitors were Mr. А. Page, one 
of H.M. Electricity Commissioners, and Mr. W. Wyld, lately 
chief electrical engineer to the Hampstead Corporation. 
An excellent menu was arranged, and after dinner Mr. 
Page rose and proposed the toast of '' The Association. He 
said that the Electricity Commissioners earnestly desired y 
keep in close touch with all movements in the industry, 200 
it gave him pleasure to be present at this function of the 
E.P.E.A. The Association and the Commissioners were и 
common ground, both having as their aim the advancement 
of the electrical industry. Such an Association was aca 
necessary to raise the status of the electrical engineer. А his 
recalled that when he, as a fully-trained engineer, received ПЁ 
first appointment he was rewarded with the miserable рї 
of ten shillings a week, a state of affairs that called for a 0 iy 
deal of pioneer work which the Association had Е a 
carried out. In this connection he paid tribute to the la { 
of Messrs. Lunn, Parker, Heslop, Jones, ‘thomas and on 
among others. e policy of the Association was based ш 
Whitleyism and all that it meant, the enthronement of dies 
as against hot-headedness and strikes. Such 3 Реле. 
could not fail to receive public support. Loyalty to he ше 
cutive was a factor of success, and he predicted a great Pie 
for the E.P.E.A. Touching upon unemployment, NT. 
said there was no remedy, and the only possible pa re 
was that each industry should take care of its b i 
He hoped that now that the Institution of Electrical dust 
neers had received its Charter, all situations in the m ЫП. 
worth having would be reserved for its members. though! 
gratulated the Association upon its journal, which һе 
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was capable of doing valuable work. With regard to the 
proposed agreement with the E.T.U., he supposed that some- 
thing of the sort was unavoidable, but he warned the mem- 
bers not to sell their birthright and to still retain the right 
to stand aside if they considered any issue not just. The 
speaker was glad to observe that, notwithstanding the exist- 
ing industrial depression, the output of the country's power 
stations was increasing. Prospects were very bright; the 
domestic side of supply had hardly been touched, and large 
railway electrificution schemes were being projected. The 
tusk of the Electricity Commissioners was not an easy one, 
and they depended entirely upon the confidence of the in- 
dustry. They had been endowed with superhuman powers to 
institute a cheap and abundant supply of electricity," but 
if the Association increased the supply of competent engineers, 
their task would be lightened and the Association would 
justify its existence. 

Mr. W. J. Jeffery. in a humorous speech, proposed the 
health of The Ladies," and hoped that he would soon see 
lady members of the Association. ' | 

Mr. W. J. Oswald then proposed. the toast of "' The 
Visitors.“ He first mentioned the National Executive Coun- 
cil, and explained that as a member of that Council he was 
in a peculiar. position, and could neither praise nor blame. 
The policy of the Association was formulated by Mr. Lunn, 
and that policy was still in force. He voiced the members’ 
appreciation of the presence of Mr. Page, and said that the 
Association could do a great deal in co-operation with the 
Commissioners to benefit the industry. The Commissioners 
were sorely handicapped by political interference, but they 
were overcoming all obstructions. The electrical industry 
should not be a pawn in national or local politics. Не de- 
precated the "` Be-good-bovs-and-carry-on " attitude. of the 
chief engineers when the E. P. E. A. was formed, and he felt 
that to make the movement a complete success the Associa- 
tion. should embrace everybody in the profession from the 
"chief to the shift engineer. The speaker expressed his 
appreciation of the work done by the National Joint Board, 
and spoke of the reasonable attitude adopted by the majority 
of employers. He asked for the support of contractors and 
manufacturers to the Association's efforts to develop the 
technical side of the industry. 

Mr. J. H. Heslop then made a presentation of a graino- 
phone, a clock and a wristlet watch to Mr. and Mrs. Parker. 
He said that Mr. Parker was the finest man he had ever met, 
and had rendered inestimable services to the Association. 
Mrs. Parker, too, had sacrificed her husband to their cause. 
It was largely due to Mr. Parker's patience and persistence 
that the Schedule had been adopted all over the country. 
Messrs. Thomsen, Oswald, and Lunn associated. thermselves 
with the testimony of Mr. Heslop. Mr. Parker briefly thanked 
the members for their gifts, and desired the credit. to be 
spread over the whole of the N.E.C. and the Emergency Corn- 


mittee. о 
Responses to the toast ОГ The Visitors’? were made by 
Messrs. W. Wyld and A. L. Lunn, and Mrz, Parker responded 


for the ladies in a few well-chosen words. 

Mr. Heslop, the newly-elected. President, then answered 
for the Association. Speaking of the difficulties encountered 
bv the Electricity Commissioners, he remarked that the Elec- 
tricity (Supply) Act had been. framed first for the benefit 
of the lawyers and then for that of the community. He 
assured the Commissioners that they. would have the aid of 
the E. P. E. A. in all their undertakings. The agreement with 
the E. T. U. was imperative. The manual workers had similar 
problems to tbeir own, and mutua! support was essential. To 
call itan © E. T.U." agreement was a misnomer, for it was an 
arrangement they wished to make with all associated unions, 
as well as the Chief Engineers’ Association. Mr. Heslop 
claimed that the fact that there had been no serious stoppage 
of supply in this country was due largely to the Association à 
influence. The E. P. E. X. intended to exert all its efforts to 
secure the retention of the wage boards, and they were glad 
that they had the Commissioners’ support in this direction. 
Regarding uneinplovinent, he said that there were always 
depreciation and renewal funds for plant, but nothing of the 
kind for labour. This should not be; employers should not 
be permitted to use labour for as long as it suited them and 
then cast it off. He hoped that employers would soon realise 
their responsibility in this regard. 

Interspersed with the toasts and responses were a number 
of excellent concert items, rendered by the Misses Hunt. Miss 
Betty Bunch, Miss Marie Fien and Messrs. Ravson-Cole and 
Jack Walker. | 


—— — 


THE ELECTRICAL TRADES BENEVOLENT 
INSTITUTION. 


ANNUAL. FresTIv AL DINNER. 
Ох Wednesday Jast week the annual Festival Dinner of this 
Institution was held at the Trocadero Restaurant; Sir Tom 
Callender, J.P.. presided, and for the first time the presence of 
ladies graced the proceedings. Amongst those present were 
Jadv Callender, Sir William and Lady Noble, Mr. and Mrs. 
LI. B. Atkinson, Mr. W. W. Lackie, Mr. G. Sutton, Mr. J. Y. 


Fletcher, Lt.-Col. H. M. Leaf, Capt. R. J. Wallis-Jones, Mr. 
P. V. Hunter, Dr. Н. F. Parshall, Mr. W. A. Chamen, Mr. 
E. W. Monkhouse, Mr. and Mrs. W. B. Esson, Mr. and Mrs. 
К. W. Hughinan, Mr. Н. Bevis, Mr. Н. Н. Berry, and many 
other well-known supporters of the Institution. 

After the loyal toast, the president said that letters regret- 
ting inability to attend had been received from Sir Davi 
Salomons (president of the Institution), Mr. H. J. Cash, Dr. 
S. 4. de Ferranti, Mr. Н. Hirst, Mr. E. Manville, M.P., and 
many other friends. 

Introducing the toast of ‘‘ The Electrical Trades Benevo- 
lent Institution," Sir Tom Callender said that it was estab- 
lished with the primary object of granting pensions to neces- 
sitous persons, and the fact that во far no occasion had arisen 
for that purpose spoke well for the electrical industry. But 
the day would surely come when pensions would be called for, 
and they were endeavouring while the sun shone to provide 
for the rainy day. Up to the present the funds amounted to 
415.700 —a nice beginning, bringing in £700 a year, which met 
the expenses and helped to swell the total. The Institution 
also gave allowances in deserving cases; this year they 
amounted to £52— which again spoke well for the industry. 
No worthy case was turned away. The benevolent fund of 
the I. E. E. was applicable only to members of that Institution; 
theirs applied to persons who were deeply ipterested in the 
industrv—members of staff, managers, &c. The two Institu- 
tions worked hand in hand without clashing of interests, one 
usefully supplementing the other. Appealing to the audience 
with confidence to add to the list of donors, Sir Tom invited 
the vice-chairmen, Sir William Noble and Mr. L1. B. Atkinson, 
to support his appeal. 

Sir William Noble, remarking that the department of which 
he was the head was one of the best customers of the elec- 
trical trades, said that as a civil servant he was entitled to a 
pension, as were his colleagues, but he knew a great deal 
about benevolent institutions, for they were necessary even 
in Government service. After citing instances 1n point, һе 
said that in 1907 he called a meeting of the staff of the London 
district (of which he was then in charge), and a benevolent 
fund was formad, which had done a great deal of good. Some 
85.000 Post Ое officials joined the Forces in the war, and 
the Post Office Relief Fund was formed in 1914, which be- 
tween that time and 1918 raised nearly £450,000; 9.000 теқ 
were killed and manv thousands wounded, and the fund, 
which maintained two hospitals and three convalescent homes, 
provided for the needs of the widows and orphans. and sent 
a parcel to every. prisoner of war every Week. There were 
still 3,000 widows and 5.000 children on its books. and many 
of the orphans were educated and maintained by the fund. 

Mr. LI. B. Atkinson, expressing his pleasure in supporting 
evervbodv's friend—Sir. Tom Callender—-drew a parallel. be- 
tween the vicissitudes through which the individual passed 
and those which the industry itself bad experienced within 
а vear. Last year trade was booming—now it was in the 
trough of depression; they ought to have large funds, but no 
one had апу money. Thev should learn a lesson from that 
instance of the unexpected changes that might take place in 
the career of anvone, and to exert every effort now to build 
up the funds. The engineering trades were carried on largely 
by big companies which had their own pension and relief. 
funds, and these kept many cases off the funds of the E. T. B. I.. 
so that the small payments made did not represent the real 
proportion of casualties; That night ladies were present for the 
first tune: " charity begins at home.“ and as they had brought 
the best part of their homes with them, the conditions were 
favourable to the success of the fund. 

Mr. Lee Matthews proposed the toast of * The Ladies," to 
which. Lady Callender responded, remarking that she was rot 
sure the invitation was disinterested: no doubt the ladies 
would use their influence with their husbands on behalf of 
that worthy fund, and she hoped there would be a splendid 
response. 

Mr. J. Y. Fletcher pointed out that previously they had al- 
ways met when unemoplovinent was low—that dax it was 
at its maximum, and they were certain to receive calls for 
aid. Hence they were especially grateful to Sir Tom Callender, 
whose presidency would ensure a result otherwise unattain- 
able. He proposed the health of Sir Tom. which was ac- 
corded musical honours. Returning thanks. Sir Tom Callender 
expressed his indebtedness to the able assistance of the hen. 
secretary, Mr. Hawes. and announced the result of the 
l'estival— £110 135.— which. with the amount collected made a 
total of £1,280, and would be brought up to more than £1,300 
before the list was closed. 

Sir Tom proposed the health of Mr. F. B. O. Hawes, whose 
onerous duties carried nothing with them but hard work, and 
Mr. Hawes, in reply, expressed the great pleasure it bad 
given him to work for the Institution during the past 12 
years. The total income when he began was 50 per cent. less 
than the income from investments now, but £15,009) was not 
nearly adeauate—the fund ought to be 10 times as preat. 
However, they could not but be satisfied with its steady 
growth. 

During the evening musical entertainment was provided by 
Miss Violet Openshaw, Mr. Edward Dykes, and Mr. С T. 
Sterndale Bennett. accompanied by Mr. Bernard Flanders. 
A.R.A.M. The function ranked as one of the most successful 


in the history of the Institution. 
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NEW ELECTRICAL DEVICES, FITTINGS, 


AND PLANT. 


Readers are invited to submit particulars of new or improved devices and apparatus, which will be published 
if considered of sufficient interest. 


A 10-ton Pulley Drawer. 


The work of taking pulleys off shafts is, as a rule. a 
troublesome business, and consequently many ingenious de- 
vices are employed to get over the difticulties encountered. 
Most of these are rigged up for the special occasion, but 
the AUTOMATIC MACHINERY Co., 28, New Union Street, An- 
coats, Manchester, has recently introduced an appliance for 
the purpose which should prove a valuable addition to the 
equipment of the machine shop or other establishments in 
which keyed pulleys are employed. This is the Rightway ” 
drawer (fig. 1), which has a pull of ten tons simply applied. 
It consists of three equidistant bars fitted into a central block 
through which passes a thrust bolt. These bars are serrated, 
and in the indentations fit the links of chains upon the ends 
of which are claws. These claws are attached to the rear 
face of the pullev, while the pull is applied by means of the 
thrust bolt, and is evenly distributed. If the pulley is beld 
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FIG. 1.—A 10-ToN PuLLEx DRAWER. 


by a gib-headed key, a metal bar can be inserted, as shown 
in the illustration. The serrated bars are so fitted that they 
can be folded up into a small space when the appliance 18 
not in use, as shown in the figure. 


Porcelain Handles with Ouick- Break Links. 


Messrs, W. T. HENLEY’s TELEGRAPH Works Co., Lrp., have 
recently put on the market a very useful form of quick-oreak 
disconnecting link. consist of a copper link fitted with 
an auxiliary blade or flicker at both ends, the whole l<ing 
mounted in a heavy porcelain carrier which is interchangeable 
with the well-known shrouded fuse carriers manufactured by 
this company. The arrangement provides a simple means of 
disconnecting under load, where it is Impossible to use quick- 


Fic. 2.—PORCELAINx HANDLE WITH Q.B. Linx. 


break knife switches owing to a lack of в ace, as j 

in feeder pillars and sub-stations, Mere. the d peus 
18 an Important item. These patent quick-break disconnecting 
links сап be supplied from stock in all sizes from 60 A 18 
500 A for use on 500-V circuits. Messrs. Henlev's are Nd 
pared to send a complete sample link for demonstration Du 
poses to any engineer interested. =й 


The Airolite " Power Set. 


1 р: к М са LTD.. Clutha Works Glasgow 

ave put on the market their “ Aerolite ” plant the 
* Li • 7 | a 

The eee wind power for the generation p eas 
Is set (fig. 3) consists of a circular wind turbine 14 ft. in 
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diameter, mounted on а tower, driving а dynamo through 
suitable gearing. This dynamo is wound to give a constant 
voltage under varying wind velocities. An accumulator bat. 
{егу forms part of the set, and an automatic switchboard 
maintains the charge or cuts the battery out as necessary. 
The capacity of the battery is 120 Ah. The dynamo has ап 
output of 30 A at a pressure of 50 V. 

А governor is fitted which throws out the driving gear should 
the wind velocity be too high. 
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Fic. 3.— THE AiRoLITE " Power SET. 


This set would seem to provide an economical means of 
generating electricity for isolated buildings where the wind 


power is sufficiently great to drive the dynamo for about eight 
hours a day. 


A New Method of Shop Window Lighting. 


At night, when all the windows in a locality are similarly 
lighted, individual distinction is apt to be submerged in the 
collective brilliance. In colour, however, lies the salvation 
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Fig. 4.—B.T.H. X-Coroun-Rav ATTACHMENT. 


of the lighting individualist. The judicious use of coloured 
illumination can be made to emphasise the message and pur- 
pose of a display flooded with a warm amber light. А win dow 
enhances the appearance of the goods displayed. 

‚ Nobody will dispute the psychological value of coloured 
lighting, and now a device has been introduced whereby t 
efficient illumination of shop windows by means of ad 
slides may be effected. 

. This device is the “ X-colour-ray '' attachment. which both 
in design and construction is the essence of simplicity. 11 
attachment consists of frame, slide, and colour medium. 
frame fits over a Jove " or ‘‘ Jupiter " “ X-ray’ reflec s 
and is attached to the latter bv means of four hooks which 
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"> and discursive manner. | 
„ tioned. A pulley combined with a clutch is shown, but no 


*' Information is given as to how it works. 
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in the ventilation holes. The slide is made to hold the 
gelatine colour medium (the only medium that does not 
rapidly fade) supporting it by means of fine steel wires. 
Red, amber, blue, and green are the standard colours provided, 
and an important feature of the attachment is that the colour 
of the lighting can be changed in a few seconds by the sub- 
stitution of one slide for another (fig. 4). Thus the trader 
is able to alter the appearance of his display as often as he 
likes. The contrivance can be placed in position without the 
aid of any tools, and the metal part of the frame in no way 
interferes with the lighting effect. When the ordinary white 
light is required, it is not necessary to remove the frame; 
only the slide need be taken out. Ample ventilation is pro- 
vided and fire risks are entirely obviated. At least one of 
the largest London stores has already installed the '' X-colour- 
ray " attachment with complete success. Further information 
can be obtained from the British Тномѕох-Нооѕтох Co., 
LtD., 77, Upper Thames Street, London, Е.С. 4. 


REVIEWS. 


Electric Motor Installations: Their Upkeep and Lay-out. (The 
Vulcan Engineering Manuals.) Pp. 112; 65 figs. Man- 
chester: Vulcan Boiler & General Insurance Co., Ltd. 
Price 2s. 6d. net. 


This manual, according to the introduction, is intended to 
be a guide for users and prospective users of electrical machi- 
nery to: (I) The class and type of motor and accessories to 
be installed in various cases. (2) The attention required.” 
Further, it is considered necessary to explain the general 
principles and to define the various terms used in common 
practice.” 

Tbe work is divided into eleven chapters, the first two con- 
sisting of elementary electricity and magnetism including 
hydraulic analogy and some general constructional details. 
Similar matter has existed siuce Victorian days in countless 
text and pocket books and in trade literature. The latter 
half of the second chapter discourses on the H.O. regulations, 
and finishes by inviting the reader to study them for himself. 

In Cbapter 3 four pages are taken up by explaining what 
a starter is, how it works, and how to use it, half a page is 
given to speed regulation, and the same amount of space to 
earthing, or, rather, bonding, as earthing is not mentioned. 
Chapter 4 consists of five pages, boiling down to: Choose the 
right size and type of motor, keep it clean and dry, don’t use 
too much oil or let the bearings wear low. 

Chapter 5 is given up to d.c. breakdowns, some good photo- 
graphs being reproduced. If the machines described were 
inspected regularly, it looks us if four of the breakdowns could 
have been avoided. 

Chapters 6 and 7 are on somewhat similar lines to the first 
two chapters, but deal witu a.c. The statement that the single- 


>. phase repulsion induction motor is not now generally made 
^'' is incorrect. This type of motor is made by several firms, 


2 is in many respects the finest single-phase machine obtain- 
able. 
The next two chapters deal with starting and speed regula- 


tion respectively, the subject being dealt with in a general 
Two-phase starters are not men- 


Chapter 10 is devoted to breakdowns of a.c. motors, the 
ойи showing typical troubles as clearly as it is possible 
50. 
‚ The book concludes with five pages оп the lay-out of a motor 
installation. The chief item is the suggestion for finding the 
size of motor required—namely, to install a temporary machine 
and take readings. 
The title of the’ manual is misleading as, apart from the 
chapters on breakdowns, the photographs therein speaking 
louder than words, it is largely made up of elementary prin- 
_ ciples and generalities. 

The problems connected with the lay-out and operation of 
electric motor installations are hardly touched upon. 

A number of the illustrations and a portion of the text 
appeared in а small handbook, issued by the same company 
some vears ago.—E. F 


Foreign Trade Tables. By А. J. Lawson, M.Inst.C.E. Third 
edition. Pp. xviii 561. London: Thomas Skinner and 
Price 21s. net. 


m In our issue of May 17th, 1918, we reviewed the first edition 
E f Mr. A. J. Lawson's tables of metric weights and measures 


25 
4 


| ‘ind was published at 5s. net; we now welcome the third 


ind British equivalents, which was then a book of 200 pages. 


> dition. revised and trebled in size. and under a new title. 
its sub-title is Metric Weighte and Measures and British 


1- Equivalents, Engineering Data. Prices in British and Foreign 


Moneys, Exchange, Gold Standards and Currencies, Interest, 


." Jenreciation." The book is issued by the British-Italian Cor- 
- oration, Ltd., whose managing director. Mr. George Manzi 


Fé, draws attention to the loss of trade which results from 
our adherence to complicated non-decimal currency an 

weights and measures; he points out that the British trader 
can send a copy of this work to-his foreign customer, to enable 
him to convert British quotations into his own units at the 
current rate of exchange; or he can quote to the foreigner in 
the latter's own currency at gold par exchange by mere 
inspection of one table. Moreover, the author bas decimalised 
the pound and compiled tables which give prices from ła. to 
£10 for each unit of measurement, so that one ''can read 
direct from these tables the corresponding prices at gola par 
per metric unit in each of a number of foreign currencies," 
which can be converted by simple multiplication with a factor 
in another table into ''the price at any rate of ezchange."' 
New tables give equivalent prices in European, Eastern, and 
Latin-American currencies for metric weights and measures 


corresponding to British prices for British weights and mea- 


sures, enabling users to quote prices directly from tbe tables 
without calculation; other new tables give reciprocal values 
of British and foreign moneys at any rate of exchange. 

This remarkable volume represents an enormous amount 
of labour; in addition to compiling the new tables, the author 
bas again checked the figures in the existing tables. The full 
eignificance of this remark can only be gained from a perusal 
of the pages, containing a mass of items which in many cases 
run to nine significant figures. In a concluding paragraph he 
says: It has involved long and careful research, much com- 
putation and difficulty of arrangement in proper sequence and 
convenient form, added to which, troubles of eyesight have 
made proof-reading at times a painful ordesl. But on the 
whole it bas been a labour of love . ., and in congratulat- 
ing him upon the excellence of the achievement, we tender our 
sympathy in respect of the physical handicap under which 
he has laboured. 

This volume is by far the most comprehensive work of ite 
kind that we bave met with. Every need that can be foreseen 
has been provided for. For example, after tables giving 
interest on capital from 1 to 10,000 (pounds or other monetary 
units) at rates varying from ё to 10 per cent. by eighths, s 
table is given of multipliers for the reduction of interest per 
annum to interest for any required number of days; and a 
separate table is given for leap years. Another table gives 
the number of days between any two dates in a year. The 
eame precision and forethought are characteristic of the rest 
of the contents. The price tables cover the majority of 
currencies of interest to traders. Conversion tables for apothe- 
caries’ weights and measures, and a variety of engineering 
tables and data are given. The more we study Ше book, the 
More we are impressed with its scope and value. Many 
examples illustrating the uses of the tables are given in the 
text, together with a wealth of information of a descriptive, 
critical, or explanatory nature. The author outlines the posi- 
tion regarding the adoption of decimal coinage in this country, 
and points out that the penny has completely lost its standing 
as the coin alleged to be the most widely used anu the most 
dangerous to alter. In a lengthy appendix a great variety of 
information on subjects relating to British trade and finance 
is given, which alone would deserve а detailed review. The 
book is one which ought to find a place at the hand of every 
manufacturer, merchant, or banker interested in trade with 


overseas countries. 


The Electrical Handling of Materials. A manual in four 
volumes on the design, construction, and application of 
cranes, conveyors, hoists, and elevators. Vol. II.—Struc- 
tural work. Ву Н. Н. Brovuacuton, M. Inst. M. E., 
M. I. E. E., &c. Рр. xvi + 292; 358 figs. London: Benn 
Brother8, Ltd. Price 25s. net. 


This book, as we are told in the preface, is a revised edition 
of the author's book on '' Electric Cranes and Hoists," and 
with the exception of the sections devoted to cranes the whole 
of the matter is new. Vol. I deals with electrical equipment. 
Vol. If deals with structural steelwork and mechanical equip- 
ment (the present volume), while cranes and crane mechanism 
are considered in Vo!. III, and the machinery used in tbe 
mechanical handling of materials, and the methods of handling 
and storing materials in Vol. IV. 

The present work deals with structural steelwork in the 
first three chapters, covering one-third of the book, while the 
remaining two-thirds is divided into another 15 chapters 
devoted to spur and worm gearing. gear arrangements, variable 
speed transmission gear, transmission chains, axles, bearings, 
lifting tackle, winding drums, brake gear. &c., and judging bs 
the present book. the whole work must be a tremendous under- 
taking. It іва very practical collection of formule, data, and 
tables, interspersed with worked-out examples showing the 
use of the formule, which will prove of great assistance to 
the student in this class of work. a great feature being the 
graphical diagrams of stresses. No attempt is made to deal 
with the theory of the strength of materials, or the elements 
of machine design, but the authority or source of the formule 
is quoted in all cases. The book is also well illustrated, with 
a number of folding plates showing details of structural work 
and eauipment taken from actual practice, and generally the 
book is thoroughly up to date. and will be found a most 
useful work for those engaged or interested in this important 


branch of engineering. 
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NEW PATENTS APPLIED FOR, 1921. 
oe, De (NOT YET PUBLISHED.) | 
Compiled expressly for this journal by Messrs. Serton-Jonss, O'DELL AND 
STEPHENS, Chartered Patent Agents, 285, High Holborn, London, W.C.1. 


. 97335. “ Arrangement of magneto in cycle auxiliary motors.“ * Motoren- 
fabrik Oberursel Akt.-Ges. October 14th. (Germany, February 123th.) 
97,337. '' Key contacts for electrically-operated organs, &c." J. Н. Comp- 

ton and F. A. Musgrave. October 14th. 

27,344. "'Inert electric batteries.  Ever-Ready Co. (Great Britain), Ltd., 

and C. S. Mummery. October 14th. | . 
27,346. Electromagnetic chucks.” W. Zehnder. October 14th. (Switzer- 

land, Oc«coer 16th, 1920.) | 
27,355. Devices for suspending cables, ropes, pipes, &с.' М. Elder and 

W. M. Elder. October 14th, : ; : 

27,356. Field magnets for magneto electric generators, dynamos. &.“ 

Combination Metallic Packing Co. (1921), Ltd., and E. Harrison. October 14th. 
27.357. Dynamo electric machines.” Combination Metallic Packing Co. 

(1921), Ltd., and E. Harrison. October 14th. 

27,358. Armatures of majneto-electric generators." Combination Metallic 

Packing Co. (1921), Ltd., and E. Harrison. October 14th. 

27.353. Magnetos, &c. Combination Metallic Packing Со. (1921), Ltd., 
and E. Harrison. October 14th. j ees 

27.360. pparatus for making communication secret in wireless tele- 
graphy and felephony." Е. P. Brown. October 15th. 

37,365. '' Contrivance’ fer generatiag ciectrical energy." L. E. Norton. 

October 15th. y 0 
27,967. Supports, &c., for electric conductors." J. W. Harris and A. 

Wiseman. October 15th. | ) 

27,379. .'' Telephones operated by heat," L. B. Miller. October 15th. 

27,407. '' Means for producing high-frequency oscillations for transmitting 
messages, &c." W. E. E. Habann. October 15th. | 

27,433. Electric lamps for vehicles." К. R. Sprosen and S. Wiseman. 

October 15th. е | 
27.435. '' Relay circuit arrangements for telephones, &c., systems," Auto- 

matic Telephone Manufacturing Co., Ltd. October lóth. (United States, 

November 17th, 1920.) 

27,437. Fhree-phase induction motors.“ H. Koch and F. Schwarz. 

October 15th. 

97.464. '' Adjustable electrical contacts." I. Н. Parsons. October 17th. 

27,484. '' Electrical switchgear for automobiles.” B. S. Woodmancy. Octo- 
ber 17th. | | 

27,493. “ Magneto spark control." E. A. Clements. October 17th. 

27.497. ** Electric indicators." E. L. M. Emtage. October 17th. 


27,504. ** Electrical or. mechanical advertising apparatus." J. М. de Vries 
de Waal. October 17th. . Й | TE 

27,512. Electric incandescent lamps. &c."  Naamlooze Vennootschap 
Metaaldraadlampen fabriek Holland. October I7th. (Holland, July 29th.) 

27,519. Electric welding devices of the resistance type.“ W. J. Rickets. 
October 17th. РО РЕ | 

27,522. Electric model and toy apparatus, &c." R. L. Monger and J. 
Ruler West. October 17th. 

27,597. '' Cooling dynamo electric machines." J. C. Todman and Todinan. 
Ryall & Co., Lid. October 17th. 

27,528. Dynamo-electric machinery." J. C. Todman and Todman, Ryall 
and Co., Ltd. October 17th. 

27,599. “ Brush gear for dynamo-electríe machines.“ J. C. Todman and 
Todman, Ryall & Co., Ltd. October 17th. 

27,533. Starting devices for three-phase short-circuited motors." 
Elektricitats-Werke Akt.-Ges. October 17th. (Germany, October Both, 1920.) 

27.538. Protected electric switches." J. Hall and New Switchgear Con- 
struction Co., Ltd. October 17th. 

27.546. Electric motors." M. W. Woods. October 17th. | 

27,549. Accumulator and secondary battery. plates.“ C. W. Jenner and 
Siebe and Gorman & Co., Ltd. October 17th. 

27,550. Electric alarms.” C. Muller. October 17th. (Germany, July 4th.) 

27,561. ‘ Telephone systems.“ Siemens & Halske Akt.-Ges. October 17th. 
(Germany, October 16th, 1920.) 

27.575. '' Automatic electro-magnetic lock for railway carriage doors, Кс.” 
A. Crankshaw and T. Markland. October 18th. 

37.599. '' Suspension of filaments in vacuum tubes, &c." 
Valve Co., Lid., and S. R. Mullard, October 18th 

37,617. “ Measuring resistances, &с.” M. Coppee. October 18th. 

27,620. “ Electric lamps, &c." А. Oppenheimer. October 18th. 


27.623. “ Trolley collectors for electric tramcars or motor vehicles." E. P. B. 
Este, H. P. C. Ester. P. T. J. Estler, and. Ester Bros. October 18th. 

27.636. Alternating current protective devices," K. Edgcumbe and E. I. 
Everett. October 18th. | 

27.639. Brakes of tramears, &c," English Electric Co., Ltd. October 18th. 

27.651. Electric switches, &c." P. Speedy and Speedy & Ey non. Octo- 
ber 18th. 

27,665. '' Electrical actuating means for type bars of typewriters, Xe." 
A. E. White (Magnetic Power Transmitter. Co.). October ТЫІ. 

27,668. Systems of illumination." British Fhonison-Houston. Co., Lid. 
(General Electric Co.). October 18th. 

27.674. Stand for electric irons.” W. Hodgson. October. 18th. (New 
Zealand, October 29th, 1920.) : 


. 


* 


Mullard Radio 


27.677. Electric switches, &. G. Ellison. October 1th. 

27.678. Electric. switches, &c." б. Ellison. October. ]Bth. 

37.683. '' Manufacture of electrodes." S. R. Illingworth. October 18th. 
v. NH. Telephone systems.” J. E. Pollak (Siemens & Halske Akt.-Ges.). 


October 18th. 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1920. 


9.670. '* Permanent magnets. and permanent magnet motors. N.I itch- 
cock. April Gth, 1920. 169,735.) ОЮНА 
12.439. „ Electricallv driven winches.” W. H Scott Mav 5 › 
(169.744) : . Scott, May oth, 1920. 
14,998. *'* Electrically heated tubes, muffle«, and the like." Morgan Crucibl 
SE E and G. 1. Payne. June 2nd, 1920. 469.756.) id Dd 
5.06. Electric lamps particularly adapted to be carried or supported 
on the person." G. Oldham and J. Oldham. june 4th, 1920. (Cog м HE 
cation 29,436, 1920.) (160.7819 MI MERDA EIN 
ОЛО * X-ray plant." G. Hubers. April Bth, 1916. (Addition to 144,318.) 
16.980. ‘* Two-phase high-frequency electric alternating-c T 
д 477 т А - atterne g-current generators. 
M. de A. Latour. June 23rd, 1920. (Patent of addition not granted.) (169.767. 
16,999. Arrangement for. controlling the length of conversations for tele- 
phone or the like purposes." Automatic Telephone Manufacturing Co., Ltd 
P PSP rand A. V. Newell. June 23rd, 1920. (169,768) - ә 
7.129. “ king devices for electric and other hoists^* А | 
ые ure J. Saxton. June 24th, 1920. (169 772) 0115. 1. Barker & Sons, 
7,135. “ Method of electrically weldi L v 
1920 169,773.) | у ing stel.” J. W. Plant. June 24th, 
17,558. © Manufacture of electric heaters." J. Gyuris. 


(130.673) August 22nd, 1919. 


Bergmann ` 


17,857. ''Electro-magnetic wave-receiving arrangements.“ 
lose Telegraphie. May 6th, 1918. (145,659.) 8 | $." Ges. fur Draht. 

17.947. Vacuum electric discharge apparatus," Siem Ч | 
Ges. August l3th, 1915. (145,676. uot mens Schuckertwerke 

17,948. '' Anodes for vacuum electric discharge apparatus." Si v 
ckertwerke Ges. October 20th, 1915. (Addition to 145676 aby 

17.986. Automatic maximum electric switches." J. V. Balslev and 
Thode. December 15th, 1917. (145.698) * 

18.020. Apparatus for the, transmission of rotary movements frem 
distance with synchronously acting transmitter and receiver," P Kren 
Akt.-Ges. July 26th, 1916. (145,722.) ‚мр 

18,057. ~ Sparking plugs." A. Chambers. July And, 1920. (16978 

18,074. '' Holders for electric incandescent lamps." L. B. Codd. / 
C. Martin. July 2nd, 1920. (169, 788.) am, 

18,097. Electric insulators.” Ohio Brass Co. May 29th, 1916. (1575, 

18,154. *'' Electrodes for vacuum electric discharge apparatus." Sen 
Schuckertwerke Ges. December 7th, 1918. (Addition. то 145,676.) її) 

18,313. '' Electric amplifiers." Siemens & Halske Akt-Ges Jul) 7 
1916. (146,353.) yee HE 
18.316. Electric arc welding apparatus." Е. C. R. Marks (Мех, 
roe te Ges.). july znd, 1920. (Convention date not gram 

rct “ Thermionic vacuum tubes.“ E. R. Stoekle. June Ih, pr 
(146,357.) 

15,287. '' Electrically-operated "switch machines for railways.“ W. i 
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THE LE.E. PRESIDENTIAL ADDRESS. 


THE Institution of Electrical Engineers, amongst its 
many other excellent features, is distinguished by the 
uniformly high standard attained by its successive Pre- 
sidents in their inaugural addresses; these are invari- 
ably interesting and instructive, and sometimes even 
epoch-making. The address which Mr. J. S. Highfield 
delivered on Thursday last week was no exception to 


this rule; it touched upon a wide range of subjects, 


and illuminated every topic that was dealt with. 
Naturally, the acquisition of the Royal Charter was 
given prominence at an early stage in the Address, and 
in leading up to this the President justly emphasised 
the merits of the constitution which has been slowly 
evolved bv the Institution—a constitution which is a 
model of its kind, and which, we believe, is far in 
advance of that of any other Institution of similar 
standing and composition, combining, as it does, the 
advantages of centralised government with the largest 
possible measure of local autonomy and responsibility. 
The Institution rests upon the broad foundation of its 
Territorial Centres and their Sub-Centres, each a focus 
of activity, and all contributing to the common good 
of the Institution as a whole; the system has succeeded 
well in the past, but we believe its possibilities are far 
from being exhausted. The main theme, however, of 
the address was the meaning and rightful use of 
„profit, a term which, as Mr. Highfield remarked, 
had been misunderstood and misapplied by many who 
made use of it; it was discussed in its relation to the 
individual. to the publie company, to the muni- 
cipality, and  inferentially to the nation as a 


whole. It шау be news to many outside the circle 
‘of Mr. Highfield’s more intimate acquaintances 


that while he is best known as a successful engineer, 
he has also niade а special study of Ше commercial 
problems with which engineering is almost always in- 
separably associated, and is thus enabled to pierce 
through the mists of popular prejudice and to see 
clearly the principles of sound finance in their true 
bearings. But he takes a far broader view of the sub- 
ject than to restrict it to finance and commerce; he ap- 
plies its doctrines to life itself, and thus he treated at 
length of education, to which he attached the greatest 
importance (the right kind of education, of course), 
especially emphasising the necessity of imparting skill 
in some art or other to the learner. By ''education " 
Mr. Highfield denotes ‘‘ all up-bringing, the formation 
of character, the'means of health both of body and mind, 
the Christian virtues, the love of work, the need of 
service, and the sacrifice, called duty, that alone should 
win us rights "—2 happy summary of qualities which 
can be acquired only when the individual makes a 
profit.“ 

To this end Mr. Highfield lustily attacked that unfor- 
tunate policy of the trade unions which turns a blind 
eve to merit and ability. and ordains that all men in 
the same category shall be paid alike; he claimed that 
every man should be free to work as skilfully and as 
hard as he liked, and to attain а due reward for his 
labour—a claim which we cordially endorse. 

Turning to the more ordinary and narrower use of 
the term profit," Mr. Highfield treated the subject 1n 
masterly fashion, showing how. for instance, the busi- 
ness of electricity supply should be conducted on sound 
lines, whether in private hands or in those of а munici- 
pality. We are pleased to see that in Mr. Highfield's 
opinion. after all due allowances have been made and а 
reasonable dividend has been paid оп the ordinary 
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shares of a company, any sum that is left over may be 
called profit, and ''should be employed equally to 
benefit those who direct and work the business, the 
shareholders who bear the risk, the consumer by way of 
a reduction in price, and lastly, some share for the busi- 
ness itself ’’—the last-named portion being available for 
research in new methods and in new ventures. The 
importance of making a profit, which is essential to 
progress, was strongly emphasised, and Mr. Highfield 
deplored the attitude of mind which, by placing ob- 
stacles in the path of private enterprise in the past, had 
delayed the development of electricity supply in this 
country. On the other hand, he showed that the advan- 
tages enjoyed by municipalities in raising money were 
largely neutralised by the necessity of providing for 
repayment of loans and reserve. Some companies and 
municipalities had misused their profits, the former by 
paying too high dividends, and the latter by distribut- 
ing the profits in the form of relief to the rates. 

Mr. Highfield struck a responsive note when he said 
that ''progress in electricity supply rests first on a 
general determination to cease talking and to get to 
work." Whilst expressing confidence in the Electricity 
Commissioners, he regretted that they had been bur- 
dened with executive duties, and uttered a broad hint 
that they were showing symptonis of suffering from the 
red-tape disease which is so highly contagious in Gov- 
ernment departments. In order to speed up progress, 
he urged that the prevalent feeling of uncertainty as 
to the future created by the Act of 1919 should be dis- 
pelled by clear proof that the existing rights of com- 
panies and municipalities would be respected—a policy 
with which we most heartily agree—and that both 
parties should join hands in promoting the develop- 
ment of electricity supply, thus endorsing the exhorta- 
tion of Major Richardson at the last I.M.E.A. confer- 
ence, which we welcomed at the time. Lastly, Mr. High- 
field made the revolutionary suggestion that the pur- 
chase clause in Provisional Orders should be abrogated : 
No single change would do more to promote enter- 
prise and to supply the public at the least cost." Un- 
happily this can be done only by consent of the munici- 
palities, and we fear it is hardly within the scope of 
practical politics. 

In this brief review we have touched only a few points 
oi the President's interesting and stimulating address: 
it is replete with original and fertilising ideas, and 
should be read by all who belong to the electrical 
industry. | 
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Ir the Postmaster-General and the 
Government seriously regard the high 
postage rates as a handicap to the efforts 
of those who are working to bring about, 
| or to accelerate the rate of, trade re- 
vival, it is surely the height of folly to allow the halter 
to hang about the neck of industry one day longer than 
18 absolutely necessary. The Postmaster-General has 
recognised the unpopularity of the high rates which 
were introduced before trade depression had gone so 
far as it has recently done, but apparently all he can 
do is to hold out hope of a modification at the end of 
the financial vear. We would re-echo the question of 
The Times: ' Why wait till March?" and would 
stronglv support the view of Lord Blyth, who says that 
modification six months hence is not sufficient, and who 
calls for the revocation of the recent imposts “ root and 
branch " forthwith.. The higher rates for letter post 
at home, for printed matter, and for foreign letters, 
and the obstruction put in the path of the free flow of 
correspondence and trade by the stoppage of the Sund 
collection and delivery, are. considered from the national 
trade development standpoint, false economy, penny 
Wise and pound foolish. At a time when we require to 
avall ourselves of every means at our disposal which 
forms a legitimate vehicle for the circulation of British 
trade propaganda—the distribution of trade journals, 
catalogues, price lists, and other literature, and the 
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free flow of correspondence both at home and in the 
markets abroad where we are seeking business—the leash 
held by the Postmaster-General should be released, and 
the manufacturer and the merchant should be en- 
couraged instead of obstructed. As Lord Blyth pointe 
out, cheap postage is wholly productive“ and its adop- 
tion would assuredly yield to our people ever-increasi 

millions in ever-expanding trade. The Association of 
Chambers of Commerce discussed the subject at Sheffield, 
and urged by resolution that the Post Office direct its 
efforts to the cheapening of the letter post and the parcel 
post and postcards and the telegraphic and telephonic 


services, and to other means whereby manufacturers 


and merchants would be materially assisted in the re- 
establishment of trade, ‘‘ in view of the existing financial 
state of the country." Mr. W. Н. Burchell, in a very 
telling letter to The Times reviewing the position from 
the point of view of unemployment, says that the master 
printers of the United Kingdom and 544 heads of lead. 
ing London industrial firms are eonvinced that if the 
P.M.G. could be induced immediately to re-establish the 
halfpenny postal rate on printed matter he would have 
cleared up at least one phase of the unemployment ques- 
tion. He remarks that every week of delay means а 
loss of £500,000 to labour or £26,000,000 per annum! 
But we need not quote more authorities, for the trading 
and industrial communities are unanimous in the 
conviction that the revenue that the State may 
gain by maintaining the recent increases will be 
lost many times over immediately by unemploy- 
ment due to the existence of the handicap, and 
that we shall permanently lose to foreign rivals business 


which ought to provide our people with bread for years 


to come. Government control of industry and trade is 


‘a throttling influence, while spoon-fed industries sre - 


unlikely to be sound and progressive, but there is a 
legitimate sphere within which the Government can 
operate, giving real and permanent encouragement to 
national trade. It has no more powerful weapon to 
put into the hands of industry than the cheapest means 
of communication, internal, between the people of these 
islands, and external, between ourselves and our kith 
and kin and all the dwellers abroad who are potential 
purchasers of our manufactured products—cheap 
transmission of letters and parcels, of trade journals 
(alias trade-getters), and of catalogues and price lists; 
and cheap transmission of telegraphic and telephonic 
messages everywhere. 


Unxver this heading our contemporary 
The Engineer, in its issue of October 
1+6, moralises over the recent fire at 
the Grands Magasins au Printemps at Paris. As might 
be safely expected with regard to this or any other con 
siderable fire, the outbreak has been ascribed to "the 
fusing of an electric wire." We sometimes wonder what 


Electrical Fires. 


was the stock phrase in, say, 1850. In 1666, of course, 


it was Papists, and no doubt every age has had its 
catchword. | i 

The part of the article with which we are hardly 
inclined to agree is that in which the remark is e 
that ''the use of a pressure such as 50 volts 18, т 
course, now out of the question. H it is meant—i 
is not quite clear—that such a pressure as 50 Dx 
out of the question for the street mains, we agree ш 
if, as the context seems to require, the internal wir" 
is meant, then we are of the opinion that gh 
Thompson was right in saying, years ago, that 90 s 
100 volts was much better than a higher pressure 50 
ax the consumer was concerned. Now that the alee 
flowing has been cut down, by the use of tungsten gee 
to about a quarter of what it was in the carbon !8 
davs, it is a matter of some difficulty, 1Ё any pet 
wiring rules are observed, to wire а house wit 
that is likely to be overloaded ; so that if a sup! i 
200 volts is transformed down to 50 volts, the situs - 
is no worse than it would have been a dozen or 50^" 
ago, with carbon lamps, at the higher voltage. 
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That 50 volts is intrinsically safer as regards fire risk 
thun 200 volts is open to question, because there is so 
little risk, with modern materials and apparatus (and 
assuming the fuses to be of sinall size) at 200 volts, that 
at can hardly be less at any lower pressure. The chief 
advantages are that smaller and more etlicient light units 
van be used, the lamps have a longer life, and the wiring 
and fittings can be of cheaper quality. е 

For heating and cooking appliances, 200 volts is a 
могу satisfactory pressure; since the current required 
is fairly considerable, it is desirable that the pressure 
shall be reasonably high. There is much to be said, 
however, for a pressure of 100 volts. That this is ample 
tor electric cooking has been fully demonstrated by the 
dong experience of the Brompton & Kensington Electric 
Supply Co., which, as we recently noted, has 200 electric ' 
ccokers on its mains and supplies them at 100 volts, 
a.c., with complete satisfaction.  Reterringr to this net- J 
work, Mr. A. Page, one of the Electricity Commis- 
sloners, said that, in view of modern developments, it 
might very well turn out that other electricity suppliers 
would have to adopt the system which, in the hands of 
that company, had proved to be so elastic and conve-| 
nient, enabling heavy domestic loads to be curried with 
comparatively light feeders. That is practically the 
system which we favoured in our issue of September 
17+, 1920—namely, the multiplication of street trans- 
furmers, supplied at 3.000 or 5,000 volts, with short 
low-pressure distributors. In the same issue Mr. C. Н. 
Wordingham warmly advocated the reversion to a 
utilisation pressure of 100 or even 50 volts. 

Where a supply can be given at 100 or 110 volts, we 
think that would afford the most satisfactory solution 
of the problem; but where a supply pressure of 200 to 
240 volts is already in vogue it would seem that, from 
the consumer’s point of view—and we see no inherent 
disadvantage so far as the supplier is concerned—the 
best course would be to use that pressure for heating 
and cooking, with а small gompensator or auto-coil, 
taking about 3 watts to excite. reducing the lighting 
voltage to 50. "The use of house-to-house transformers, 
їз not thereby rendered necessary, metering problems! 
are not made more difficult. and ít appears to enable 
the best service to be obtained {төш the supply available. i 
{ 

We are sure that commercial TS 
connected with various branches of the | 
electrical industry will be eager to avail . 
themselves of the electrical salesinanship 
conferences that are being organised tentatively this 
season by the British Electrical Development Association. ` 
Their opportunities for discussing purely commercial 
matters connected with their work have not been very 
numerous in the past, for they have had no special 
organisation to look after their interests in this respect ; 
many of them not being technical or only semi-technical 
men have not attached themselves to the Institution of 
Electrical Engineers. The latter body nowadays corn- 
mendably devotes more attention to industrial affairs 
than ever it did in the past, and in its informal meet- 
Ings it has provided the opportunity required by the 
more comimercially-minded among its members to vet 
together fraternally and conversationally. But the 
effort of the B.E.D.A., while enabling these to take 
Part in the new conferences, will especially cater to the 
at present unmet requirements of the unattached com- 
mercial electrical man. The latter ах an individual, 
and his class as a whole, have n most important place to 
fill in present measures for giving a new impetus to 
electrical progress. That. after all, ік the main purpose 
of the Electrical Development Association. Much re- 
mains to be done in popularising the uses of electricity 
and in presenting the advantages of electrification to 
the consuming public. and we feel that the series of 
informal electrical salesmanship conferences arranged 
to that end, and of which particulars appear on a later 
расе, are thoroughly well worthy of support from our 
commercial readers. S ur "m Mo. 

We wish the movement complete success, because it is 


{ 


Electrical 
Salesmanship. 


+ 
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exports, 


in the interests of the industry, and cannot fail to 


eventuate 4n better service from, and greater reward to, 


a class of men who, well informed and properly en- 
couraged, are able to hasten progress. 


To the British exporter of general 


A Case for merchandise New Zealand is one of the 
Industrial most attractive of our Dominion mar- 
Credit. kets. Competition from local manufac- 


fucturers has scarcely yet seriously 
affected sales from the old country, whilst foreign rivals 
have in few instances succeeded in supplanting British 
goods in face of the patriotic preference for them which 
has been consistently displayed by New Zealand pur- 
chasers. This goodwill is of special interest just now 
to the British exporter of engineering material, in view 
of the electrical developments which are taking place 
in the Dominion. That Britain must not cease to 
justify the preference shown to her is urged again 
by H.M. Trade Commissioner, in New Zealand (Mr. 
R. W. Dalton) in the report which has recently been 
issued by the Department of Overseas Trade and is sum- 
marised on another page. The market needs nursing 
at present for more than one reason. Tariff revision is 
under consideration and, it is said, will follow the lines 
adopted in Australia. This signifies that every effort 
will be made by means of protective duties to foster 
the growth of local manufacture. Such a programme 
should certainly not be less successful in New Zealand 
than in the Commonwealth, in view of the advantage 
possessed by the former in its sources of cheap water- 
power. British manufacturers should endeavour to par- 
ticipate in this movement by the supply of the necessary 
skilled supervision, equipment, and semi-manufactured 
products. There is vet time, for the Dominion, like 
every other country, is still suffering from excessive 
stocks of imported goods and depreciated prices of its 
The need for economy is likely to lead to the 
postponement of a portion of the hydro-electric pro- 
gramme. Yet. the prospects of a return to normal trade 
are probably brighter in New Zealand than in most 
other countries. Meanwhile, if the early realisation of 
New Zealand’s full scheme of hydro-electric generation 
would lead to contracts for British industry, there seems 
a good case for a loan under Mr. Lloyd George's new 
scheme of credits for productive works. 


Tue decision of the Electricity Com- 
The West Riding missioners in respect of the West Riding 
Decision. Electricity District, which has been 
awalted for five months, was issued last 

week, and is reported in our pages to-day. 

In view of the clash of interests which was manifested 
at the Inquiry, 1t was obvious that none of the schemes 
that were put forward would or could be adopted as 
a basis for the reorganisation of the supply of electricity 
iu the District; hence the Commissioners have cut the 
knot by dividing the District into two areas, to be de- 
fined һу agreement, one to be dealt with by the leading 
municipalities, whose power stations will be intercon- 
nected, and the other to be supplied bv the Yorkshire 
Electric Power Со. А Joint Electricity Authority will 
be formed for the whole District, on which all parties 
will be represented, which will control the operation 
of the interconnected stations, and, in consultation with 
an Advisory Committee of municipal electrical engineers 
on the one hand, and with the Power Co. on the other, 
will supervise the conduct and development of electricity 
supply throughout. the area. 

The scheme as now promulgated appears to us to 
afford a very satisfactory solution of a difficult problem 
—-а give-and-take solution, in which neither the muni- 
cipalities nor the private undertakers have secured all 
that thev could wish, but which, to our mind, should 
enable them all to carry оп to great advantage, and 
which presents there with an ideal opportunity to prac- 
tise that co-operation which is essential to the welfare 
of the various undertakers and of the community at 
large. 

E 
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ELECTRICITY SUPPLY AT SHEFFIELD. 


The Blackburn Meadows Generating Station. 


(Concluded from page 608.) 


WrrHu regard to the stokers, these are of the Bennis chain- 
grate type, and each boiler has two grates 14 ft. long 
by 7 ft. wide. which gives a total furnace area of 
196 sq. ft. per boiler. ‘The stokers are belt driven by 
means of a central line of shafting which is carried by 
the underside of the bunkers and runs the full length 
of the boiler house. The main line driving shaft is 
divided into two sections, and a driving motor is located 
at each end as well as in the middle; the 45-h.p. motors 


plied by Messrs. J. Thompson, of Birmingham, and 
have a diameter of 12 ft. at their base, 8 ft. at the top 
and a height of 60 ft. To each stack is connected 120 
45-in. induced draught fans of the Sirocco type, and 
fig. 8 shows eight of the 14 sets that were supplied 
by Messrs. Davidson & Co., Ltd., of Belfast. Each 
fan is capable of creating a draught equal to 2.5 in. 
water gauge at the inlet, and is direct driven at a speed 
of 480 r.p.m. by a 40-h.p. Crompton motor. 
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FiG. I10.—PrLAN or BLACKBURN MEADOWS GENERATING STATION. SHEFFIELD. 


drive the shaft by means of a chain speed-reducing gear 
of the Hans Renold block type enclosed in dust-proof 
steel casing. The stoker drive is from the main shaft 
to small counter-shafts which are located on the tops 
of the stokers, and thence by means of short belts that 
drive the six-speed gear with which the erates are pro- 
vided. As the whole of the main shafting can be driven 
by either of the three motors it will be realised that 
ample allowance has been made for any breakdowns that 
may occur or overhaul that may be required at this 
important point of the plant. There are seven steel 
chimneys, one to each pair of boilers, which were вию- 


ack end af 


he boiler ash and clinker fall! over the b 
е sector 0 


the grate on to a dumping plate formed by th n" 
А Р Й Ма, 
а circle of cast iron. At intervals as found neces 
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d idea ? 
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crushed ash into cast-iron suction pipes, 8 in. in dia- 
meter, laid along the basement, floor, which terminate 
ir. receiving tanks located at the south end of the boiler 
house at a height of 55 ft. The ash is drawn into these 
receivers by means of two sets of Roots blower air ex- 
hausters which are driven by 70-h.p. motors. The whole 
of the ashes and dust are slaked by means of water 
sprays at the inlet to the receiver tanks; in connection 
with this plant special pumps draw water from the 
circulating water inlet for the purpose of slaking in the 
receiver and for cleansing the foul air which passes 
along the pipes as it 1s passed through the filters into 
the exhausters, and before it is discharged to the atmo- 
sphere through silencers. Connected to the same ex- 
hausters 18 a second set of 6-in. pipes that are used to 
remove all the soot and vrit from between the bottom 


Fio. 11.—Bol.er-reep PUMP Room. 


drums of the boilers and also from the bottom of the 
econonisers; thus the flues are kept clean whilst in 
service. The capacity of each receiver is 14 tons of 
ash, which is discharged through a valve at the bottom 
into reinforced concrete hoppers; valves and shoots are 
fitted to the latter to convey the ash into railway trucks. 
Two separate sets of suction ash plant were supplied 
bv Messrs. E. Bennis & Co., Ltd., of Bolton, each row 
of boilers being served by one set, and in the event of 
any dislocation of the plant the necessary stand-by is 
provided in the form of steel tipping wagons that travel 
on the same rails as the ash crusher. The wagons can 
be elevated. by means of electric hoists which are хо 
arranged that thev cannot be operated unless the wagons 
are locked. in position; on the arrival of a wagon at the 
top it is automatically tipped into the concrete hoppers. 

The engine room contains four steam turbines on а 
level with the boiler house firing floor: they give a com- 
bined normal output of 37,500 h.p., and each machine 
is direct coupled by means of a flexible coupling to a 
J-phase, 50-cycle generator, which generates energy at 
а pressure of 6,600 volts. The generators have а com- 
bined capacity of 35,000 kVA. The four sets of plant 
are of the following sizes and types :— 

No. l consists of a Curtis 8,000-h.p. turbine and a 
7.900-KVA alternator running at a speed of 1,500 r.p.m. 
and both of the British Thomson-Houston Co.'s manu- 
facture. Fans are fitted on the alternator rotor, and 
the quantity of air that is required to be passed through 
the machine for cooling purposes is 33.000 cu. ft. per 
minute. The condenser and air pumps for this set were 
manufactured by Messrs. Cole, Marchent & Morley. of 
Bradford ; the former’s 12,000 sq. ft. of cooling surface 
is capable of condensing 90,000 lb. of steam per hour. 
The three-throw edwards air pump has plungers 24 in. 
in diameter, a stroke of 14 in., and is driven at a speed 
o? 110 r.p.m. by a 40-h.p. motor which runs at 600 
rapan., The 21-in. centrifugal circulating pump is 
direct driven by a 200-h.p. motor at a speed of 565 
r. P. M., and pumps an average of 576,000 gallons of 
water through the condenser per hour. 

No. 2 machine was supplied by Messrs. C. A. Parsons 
and Co., and comprises a single-cylinder, pure reaction, 
13,500-h.p. turbine and a 12.500-kVA alternator operat- 


ing at a speed of 1,500 г.р.ш. The condenser, which 
provides 14,000 sq. ft. uf cooling surface, is capable of 
dealing with 120,000 lb. of steam per hour, and all the 
moving parts of the Edwards direct-acting air ршир 
are totally enclosed. The buckets are 22 in. in diameter 
with a 10-in. stroke, and will extract 620 cu. ft. of air 
per minute. This pump is driven through helical re- 
ducing gears at a speed of 95 r.p.m. The 30-in. centri- 
fugal circulating pump will deliver a total of 978,000 
gallons of cooling water per hour through the condenser, 
and is of the Gwynne twin type. These pumps are ar- 
ranged to be driven by a small steam turbine, or аз an 
alternative, a 250-h.p. motor that runs at 480 r.p.im. is 
provided to drive these auxiliaries, an illustration of 
which is given in fig. 3. Attached to this set is a 110-h.p. 
motor driving a separate fan which provides the cooling 
air that is required by the alternator. 

Nos. 3 and 4 machines were supplied by the English 
Electric Co., Ltd., and are composed of Zoelly impulse 
turbines, each producing 8,000 h.p. at a speed of 3,000 
r.p.m. and direct coupled to General Electric Co.’s 
T,500-KVA alternators. On the generator rotor shafts 
fans are fitted which deliver approximately 33,000 cu. ft. 
of cooling air per minute to each machine. Pach con- 
denser contains 10,300 sq. ft. of cooling surface and 
deals with 90,000 Ib. of steam per hour, while each 
centrifugal circulating pump will deliver 438,000 gal- 
lons of cooling water per hour against a 53-ft. head. 
The pumps are 24 in. in diameter, and each is direct 
driven at 960 г.рла. by a 175-h.p. motor. Each 
three-throw Edwards air pump is driven at a speed of 
100 r.p.m. by а 20-h.p. motor through a spur reduction 
gear, and is 19 in. in diameter with a stroke of 11 in. 

Each set of plant is provided with à Lea water meter 
which gives a continual record of the actual steam con- 
sumption of the turbine at all loads. The condensed 
steam is pumped up to the main boiler feed-water tank 
bv means of a small foree pump that is coupled to the 
crankshaft of the air pumps: thus all the heat units 
in the condensate are utilised, Each generator is 
coupled direct to three single-phase transformers which 
are delta coupled on the machine side and star con- 
nected on the outgoing busbar side. These transformers, 


Fig. 12.—CircunatinGg WATER SCREENS. 


Which were supplied. by the British Electric Trans- 
former Co., of Hayes, and are illustrated in fig. 4, step 
up the generated pressure of 6,600 volts to 11,200 volts 
on the main busbars. The generators are protected by 
means of overload relays in conjunction with the Merz- 
Price balanced current system. 

The main switchboard is located on a slightly raised 
gallery which runs along the whole length of the east 
side of the turbine room. As will be seen from fig. 5, 
the switch handles, meters, and other instruments are 
mounted on switchplates on the front of a substantial 
glazed brick wall, and the operator is thus effectively 
separated from any part of the main switch mechanism 
that is under pressure. The four generator panels, 
which are fitted with exciter switchgear, are placed at 
the centre of the board, from which position the operator 
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can obtain a full view of all the four sets of plant. The 
remainder of the board is made up of ten split conductor 
feeder panels, three transformer panels, and one Black-. 
burn Meadows-Neepsend interconnector panel. Behind 
this brick switchboard is the main switch room, an 
interior view which is given in fig. 6. It contains 
ironclad totally-enclosed gear manufactured by Messrs. 
Reyrolle & Co. 

The auxiliary switchboards are also of the Reyrolle 
ironclad pattern, and are placed along the west wall 
of the turbine room. They control all the motor-driven 
auxiliary plant in the station, and are so arranged that 
the motors driving the various sets of auxiliary plant 
derive their energy from their own respective turbo- 
generators; alternatively, апу part of the auxiliary 
plant can be run from any one of the four generators, 
which arrangement is effected by means of an automatic 
throw-over switch on the auxiliary board. All the 
auxiliary plant throughout the station is operated at 
a pressure of 440 volts by means of 3-phase, 50-cycle 
energy, the various motors being of the Metropolitan- 
Vickers, B.T.H., or Crompton types. АП the cables 
used in the station were supplied by Messrs. W. T. 
Glover & Co., Ltd. 

The condenser circulating water flows in by gravity 
from a point just below the junction of the South York- 
shire Navigation Canal and the river Don, and passes 
through two continuously revolving screens made by 
Messrs. F. W. Brackett & Co., of Colchester. They are 
each 20 ft. 4 in. in diameter and have a 3-1п, mesh: 
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Fic. 13. WATER CooLiNGo SPRAYS. 


as each part of the screen reaches tlie top it is met by 
а reverse water spray which washes off all debris that 
may be adhering to it, the debris being carried away 
by a separate channel. Fig. 12 shows the screens, 
which are each revolved by a 6-h.p. Crompton motor, 
and may be driven at varying speeds so as to deal with 
the changing quantity of solid matter floating down 
stream. The two pumps that supply the washing spray 
are driven by 12-h.p. Crompton motors. | 

A grating із located at the back of the screens, and 
behind this a circular penstock 54 in. in diameter forms 
the entrance to the 4 ft. 6 in. brick culvert which con- 
veys the water a distance of 290 vards to the station. 
Another 54-in. circular penstock is provided inune- 
diately before the water enters the 7-ft. suction culvert ; 
the two penstocks allow of separate parts of the culvert 
being closed from the river inlet for the purpose of clean- 
ing, &c. The circulating pumps draw their water from 
the suction culvert, and the discharge from the con- 
densers passes through а 40-in, cast-iron pipe to a sprav 
cooling pond which has a total superficial area of 61,500 
sq. ft. From the discharge main the water is distri- 
buted bv means of 30 pipes which are fitted: with 780 
spray nozzles, as shown in fig. 13. 

All the circulating pipes were supplied bv the Stavelev 
Coal & Iron Co., and the cooling plant bv Messrs. Har- 
rison, Son & Jobson, of Middlesbrough. "The latter was 
designed to deal with 1.111,000 wallons of water per 
hour, cooling it down from 100 to 80 deg. F. with 
the atmosphere at 60 deg. F. and a linmidite 
of 75 per cent. Апу section of the distribu- 
tor pipes can be cut off independently of the remaining 
parts, and after being cooled the water flows over п 
sill into a return culvert, from which it can be conveyed 


a distance of 350 yards back into the river, which it 
enters about 100 yards below the inlet, or alternatively 
part or the whole of it.can be returned to the suction 
culvert for re-use. | 

In conclusion, it remains to be said that up-to-date 
mess rooms have been erected for the use of the boiler 
house employés as a single-storey annexe to and on the 
west side of the boiler house. Оп the east side of the 
turbine house (the turbine floor being 19 ft. above the 
condenser floor on the ground level) a three-storey ап. 
nexe has been built; the ground floor forms the fitting 
und repair shop containing the necessary tools, &c., fùr 
repairs and maintenance purposes, while the first floor 
over the workshops contains offices for the resident en. 
gineer and staff as well as mess-room accommodation 
for the employés engaged in the turbine house and 
switch room. For convenience and rapid ascent to 
all floors of the station, including the top of the coal 
bunker, a passenger lift has been installed at the south 
end of the boiler house. | 

Finally, we have to thank Mr. Fedden for permitting 
the publication of the particulars set out above, and 
also Mr. Wilson, superintending engineer at Blackbur 
Meadows, for facilitating the taking of photographs. 
&c.. at the time of our visit to the station. 


‘THE OPENING CEREMONY. 

THE new station was formally opened by H.R.H. the 
Duke of York, on Friday last week, in the presence 
of a large and distinguished company. Mr. S. E. 
Fedden, chief engineer and general manager of the 
department and designer of the new station, presented 
the Prince with a knife of Sheffield make with whieh 
he cut a length of tape that had been stretched 
across the main entrance. The Prince then entered the 
building, and when he had inspected the plant and 
machinery, the Lord Mayor of Sheffield (Ald. W. F. 
Wardley) offered him their warmest welcome on his firs 
visit to Sheffield. The city, with ite population of half 
a million people, was the һоше of the steel industry, and 
needed, above all, an abundant supply of cheap elc- 
tricity. The Corporation had endeavoured to give that 
supply, and its electricity undertaking had made 
vratifying progress with the capable and efficient help 
of the Electricity Supply Committee and their general 
manager. Personally he was hopeful that before long 
they would be able to introduce electricity into the 
homes of the working people, and to give them the 
benefits of lighting by electricity and other modern 
developments which electricity had made available 
Concluding, the Lord Mayor handed to the Prince an 
album containing particulars of the installation. The 
chairman of the Electricity Supply Committee (Coun. 
A. J. Ward) explained that the electricity undertaking 
had been in the hands of the Corporation since 1888: 
there had been constant progress, and to-day the under- 
taking was one of the largest in the country. They hal 
expended on the system nearly three and a half millions 
of monev; the annual income exceeded one million 
pounds; the h.p. of the plant was 124,000; the charge 
for electric power were among the lowest in the Ан | 
and this vear they appropriated 25,000 out of the 
profits towards the relief of the rates. T" 

Councillor Ward also referred briefly to the assistant" 
the undertaking had given to the Government durin: 
the war. 

The Duke of York, in declaring the station 
congratulated the Electricity Supply Committee. b 
chief engineer, Mr. Fedden, and all those associated P 
him, in their great achievement. If. he said. in а 
to meet competition in the markets of the world, nant 
facturers were forced to economise, it was in hi T 
a better policy to seek a solution of the rollen r- 
scientific, research, than merely to fall back upon ? s à 
tailment of wages, In the future the prosperity us. 


open. 


de- 

manual worker depended so largely upon Es 

velopment in their industries. that he abe 
| 


to the younger generation to let that truth 5 
into their minds. 
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THE ELECTRICAL MARKETS OF SOUTH AMERICA. 


ARGENTINA BUILDING LARGE Power STATION. 


BRAZIL DEVELOPING ITS WATERFALLS. 


CHILEAN AND PERUVIAN OFENINGS. 


By PERCY F. MARTIN, F.R.G.S. 


Ir is the considered opinion of those who have had the 
opportunity of studying the States of South America on 
tue spot, that their great industrial future reposes 
largely in the use made of their potential water-power. 
Up tul now,-only the larger and wealthier countries— 
such ав Brazil and Chile—have entered upon the 
development of their resources in this direction, and 
then in but a modest manner in no way in consonance 
with their importance or promise. Clearly, then, in 
view of the vast strides made by hydro-electrical en- 
gineering, there exists a wide and practically unoccupied 
tield for undertakings, the development of which will 
help to solve some, at least, of the pressing national 
problems affecting economies in these Latin-American 
States—such as railway transport and the raising of oil. 
Few of these countries are endowed with cheap fuel; 
some, like Argentina, are without even the necessary 
water-power to replace it. On the other hand, Brazil, 
Chile, Columbia, Ecuador, Peru, and Uruguay have 
been greatly gifted in this respect, their many waterfalls 
and fast-flowing rivers awaiting but the skill of the 
engineer and the funds of the financier to bring thein 
into commercial value. Argentina must rely upon 
central supply stations of large capacity, as, having an 
installation of many thousands of kilowatts, it is pos- 
sible to offer rates that are lower than the cost of energy 
produced upon a small scale in isolated plants. Every- 
thing in the way of machinery and plant entering into 
the production of electricity must be purchased from 
abroad; hence, one of the most promising of the South 
American markets 1з to be found in the premier State, 
notwithstanding that competition there is of the most 
acute character. The demand for motors and all kinds 
of wiring devices has never been more pronounced than 
to-dav, while accessories of all descriptions are upon the 
invoice-lists of every dealer in the Republic. The only 
local production of any importance 1з in connection 
with electrical devices such as electroliers and fixtures, 
which can only be brought into the country subject to 
heavy and almost prohibitive duties. | 
Unlike Argentina, its near neighbour, Brazil, pos- 
sessed of entirely different physical characteristics, as 
. à market for hydro-electric equipment has not its supe- 
rior in the New World. The mountainous nature of over 
two-thirds of the inhabited part of Brazil, especially 
in the south, the ever-increasing knowledge that is being 
gained of the commercial possibilities attending the 
harnessing of the many waterfalls met with, and the 
readiness with which both the Federal and State ad- 
ministrations grant facilities—and even financial sub- 
sidies—for the exploitation of these power sources, 
make Brazil a highly attractive field for the manufac- 
turer of electrical plant. The rivers, both large and 
small, are mostly distinguished by cataracts, very nume- 
rous in some cases, many of which are destined to 
prove important factors in the industrial development 
of the country. Practically every small town, and cer- 
tainly every city, has, or shortly will possess, its own 
electric light installation. There іх a steady but ever- 
growing market for water-wheels and turbines, electrical 
motors, cables, &c., while throughout the Republic there 
х ап unsatisfied demand for small machinery. such ах 
that used in sawmills, Kc. which can be run by water- 
power, and for small installations of baking, laundry, 
hox-making, and similar miscellaneous machinery. 
When the writer was last in Brazil he learned that the 
greater part of the electrical imports were being derived 
from the United States, not that these manufactures had 
been successful above those of other countries in securing 
the favour of buyers, but because the makers’ agents 


were the more energetic in soliciting orders, and, in the 
absence of competition, capturing them. Another 
feature of the American success may be attributed to the 
fact that the power companies in Rio de Janeiro, Sao 
Paulo, Santos, and Bahia are controlled by Canadians 
with pre-conceived ideas of the superior fitness of 


American machinery for these purposes. The strongest 
are  trans- 


lines in imports of electrical goods 
formers, insulated wire, generators, and motors; 


ir these specialities our trans-Atlantic rivals beat 
us. But in cables, the United Kingdom stands 
almost unassailable. Germans, on the other hand, have 
a strong hold on the Brazilian market for arc-lamp 
carbons and incandescent lamps. It is believed, how- 
ever, that incandescent lamps (metallic filament) such 
as are made by firms like Edison-Swan, the English 
Electric, the General Electric Co., and the Metropolitan- 
Vickers Co. would prove good selling articles in this 
South American State. There should also be a market - 
for British-made miscellaneous small material, such as 
wiring devices, «c. 

Chile has greatly neglected the opportunities pre- 
sented by her remarkably fine, 1f not very numerous, 
waterfalls, several of which are capable of providing 
immense power for industrial purposes. In a country 
which cannot supply anything approaching enough coal 
for its needs, mechanical power can alone redeem its 
industries. A more complete study of Chilean water- 
ways and potential water-power 1s now proceeding under 
the immediate supervision of the Minister of Public 
Works, and the next ten years are destined to witness 
a very great transformation in the equipment of fac- 
tories and railways with plant and machinery for 
electric operation. Already a commencement is being 
made in the direction of electrification of the State rail- 
ways (starting with the important Valparaiso-Santiago 
line), and this, it is understood, is likely to be followed 
by similar enterprise in other parts of the State at no 
distant date. 

Large supplies of electrical equipment will be neces- 
sary in connection with the fitting up of the new Val- 
paraiso Docks, rapidly approaching completion; with 
the port improvements, not as yet finished, at Lebu and 
Constitucion ; with the important port of San Antonio, 
where the new breakwater 1х all but completed ; in rela- 
tion to the waterworks at the Curico improvement scheme 
(under the direction of the Inspeccion General de Hidrau- 
Пса): in connection with the extension of the drainage 
works at Valparaiso; and many sthzz pubiic, as well 
as several private undertakings. Although to-day a not 
very alluring market 1s presented for British manu- 
facturers on aecount of the vagaries of the exchange—a 
complaint applicable to practically every other country 
in the world, with the exception of Switzerland and 
Japan—the time is not far distant when Chile will 
ofier great possibilities for the manufacturers of elec- 
trical machinery and plant for factory use; for up-tc- 
date appliances for household use; industrial control 
material; insulators, lamps, line material, medical ap- 
paratus, and small motors. 

Peru, the adjoining State, is even better provided by 
nature with potential water-power, but up till now little 
use has been made of the opportunities available. It 
may, therefore, be assumed that here, again, is a wide- 
open field for manufacturers, once normal financial 
and trade conditions are restored. The most promising 
openings lie, perhaps, in the direction of mechanical 
traction; a fair number of towns have already intro- 
duced the trolley system, the principal enterprise being 
the Einprésas Electricas Associadas, which has pro- 
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nounced inclinations in favour of British electrical ap- 
paratus and plant, although, so far, only the boilers 
have been acquired in the United Kingdom. 

Big cities like Lima, Arequipa, Cuzco, Huayancayo, 
Oroya, Casapalea, and Junin have each their own hydro- 
electric plant of various capacities, while in addition 
to these power stations there are numerous smaller ones 
ranging in size from 5 to 100 kilowatts. The great field 
lies in providing other towns with the same facilities, 
Since in the first-named, being fully equipped, there is 
now little demand for anything except lamps, wire, and 
wiring devices. There is, however, a favourable oppor- 
tunity for the formation of a strong foreign syndicate 
to develop generating stations and transmission lines in 
certain sections of the country. 

Yet another scope lies in counection with the many 
estates whereon are grown sugar and other crops. Many 
of these plantations belong to individual owners, who 
might well be approached with the view to introducing 
electrical equipments. It was understood, when the 
writer was recently in Peru, that tenders were to be 
invited for the electrification of one of the largest of the 
sugar mills belonging to a British company. House 
lighting and shop illumination offer also improving 
opportunities for introducing manufactures that can 
compete in price with the similar manufactures imported 
from the United States and Germany. Naturally, the 
nore costly of the appliances are alone in demand in 
the cities. Shop lighting is carried out mostly by drop- 
lights, usually without either shades or reflectors. Since 
Lima has pretensions to become a fine and even luxurious 
city, there should be little doubt that sooner or later 
there will come about a change in the present methods 
employed for window lighting. This is generally an 
installation of several sockets with unshaded  Jamps 
placed upon each side of the window. Some of the 
establishments, anxious to follow the lead of the larger 
shops in Santiago-de-Chile, Buenos Aires, and Rio de 
Janeiro, are now gradually reconstructing their shop 
windows with a view to a more elaborate system of 
lighting instead of the method described, sometimes 
employing ordinary tin shades to keep the light out of 
the eves of the gazer upon the goods. So far, there has 
heen hardly any attempt to educate the Peruvians upon 
the subject of eleetrie signs; it is even doubtful whether 
they would prove amenable, as, first, sky-signs, where 
introduced, have not met with the approval of the muni- 
cipal authorities; and, secondly, the heavy cost of im- 
porting the signs would—certainly in the present con- 
didon of things— prove prohibitive. But on the other 
hand, much might be done with the introduction of 
large high-power lamps for placing outside shops or 
amusement resorts. 


SERVANTS AND HOUSEHOLD MACHINERY. 


By MARY GWYNNE HOWELL. 


Tun education of the housewife in the use of labour- 
saving appliances is not the only task before the seller 
of such appliances. Too often success with the mistress 
Is marred by the absolute refusal on the part of the 
maid to make use of the appliances provided to ease 
her work, and this is a difficulty which has to be over- 
come before popularity is assured, 

The converted housewife, therefore, however certain 
She may be personally that household labour-savine 
cquipinent means better work, has still two queries to 
be answered :— 

1. Is it really economically advantageous 'ovide 
such equipment for household ey е. 

2. How are they to be trained to use it successfully! 

Since maids are neither plentiful nor che | 


на ap at is 
obviously to the advantage of the 


mistress to get the 
work done as far as possible by one or two maids instead 
of employing more. This being so it naturally makes 
а vast difference whether the laborions work is done by 


notor power or elbow grease." In such circumstances 


the wise housekeeper will reduce the work by means of 


suitable tools into such a compass of time and effort tha 
she will get full return for the high wages she has ty 
pay her workers. 

This point ean be urged with advantage whenever 4 
customer raises the question. 

But on the second query rests the gist of tlie matter, 

How is it possible to overcome the prejudice aid 
ignorance of the general servant and persuade her that 
it is to her benefit as well as her iistress’s to adopt the 
use of household machinery ? 

It is chiefly a matter of tact and patience combined 
with a study of psychology. There are few servant, 
too stupid to learn under tactful instruction and guid. 
ance. Of course, some learn much more quickly than 
others, and apply their teaching with better results, lir 
each and all can learn if dealt with properly. 

There are two problems of human psychology involved 
in this matter; that of the instructor and that of the 
instructed. In the first place, the instructor mist 
eradicate from his or her mind any thought that the 
pupil lacks the necessary intelligence to grasp the in- 
struction. Пе (or she) must be willing to analyse the 
operations of the machine and to reduce them to thee 
simplest terms. Having thus made the subject: perfectly 
simple and clear to himself in every detail, the chances 
are that he (or she) will be able to impart it to some- 
one else. 

If the appliance seller has to leave the instruction ti 
the mistress this fact. should be emphasised. 

If the instructor should be a rather fearful housewife 
she must eliminate the thought chat any slip made ly 
the newly-initiated worker will result in injury to tle 
machine. This is a very natural fear on the part of 
the owner of the equipment, but it is hardly justitie 
by experience. Luckily these appliances are sturdily 
built, and are made as nearly“ fool proof” as possible. 
А novice may delay her work or discommode herself by 
turning a switch the wrong way, but she seldom doe 
any actual damage to the machine. | 

The antagonism of the servant to ‘new-fangled 
tools is largely a matter of fear of the unknown anl 
untried. However ''superior " these servants їшї 
appear to be, beneath the talk of old-ways-being-gool- 
enough-for-me is a real nervousness of appliances of 
which thev have had no experience. | 

The tactful teacher will, therefore, go to work slowiy 
and patiently. 

The machine should be operated for her one step * 
a time, making everything as simple as possible aml 
using no technical ternis. After a little while the sr 
vant should be persuaded to help a little with the ТИПШ 
until she has gained confidence. Once she has reached 


the stage of being pleased with herself, when manipulat 
. E . Е ix T nf 
ing the appliance, the teacher can then tactfully pe 


out how advantageous such appliances are in RE 
use, and thus gain the whole-hearted co-operation ^ 
her worker. | 

After a maid has mastered the operation of all | 
lab;ur-saving appliances her mistress has provided. a 
should be left to carry on alone, but it 1s advisable s 
the mistress to examine the equipment from time to Dx 
and thus make sure that the after-care is not neglect", 

If such points as emptying the dust bag after i 
use of the vacuum cleaner; rinsing and drying Шан 
ing machine at the end of washing day: and turning“ 


> M * aas : e whel 

the gas in the gas heater of the 1romng machin E 

, • . . К г E : "n 110 ll ИШ ‘ | 
the ironing is finished, are not гес ognised as m] 


| 11 1 inc ent oF 
appliances, 1t 15 пеши! 


bv the servant using the | 
Т see that lie! 


the mistress to stress these details and to 
Instructions are duly carried out. 
Whilst. all this training must. 
the lot of the housewife rather than the app 
plier. vet the latter by coaching his customer 
of teaching her servants can help on {һе ак 
labour-saving appliances, and thus overcome the ae 
all too common antagonism on the part o ү 
workers. resulting in "dde P scrapping Г шн 


1 . ‹ "ДУ. 
machinery and the triumph of the good old wit 


1 ayers ta 

in most cases. fall 

liance Sl 
ju the a 


eat mi 
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ELECTRICITY IN 


ISOLATED BUILDINGS. 


Ву Е. H. 


FREEMAN. 


(Concluded from page 560.) 


So far consideration has been given to plants for a 
lighting load only. The advantages of the electrical 
installation, however, include many other possibilities 
as lias already been mentioned. Pumping and firewood 
sawing are often desirable; sinall cooking and heating 
appliances can be utilised and the power supply adopted 
for many other purposes, such as chaff cutting, root 
pulping, &c. It would also be possible to charge the 
battery of а small electric vehicle, and with a house 
located several miles from a railway station, to which 
regular visits were made, such a vehicle might be of 
great convenience. 

Every such addition emphasises the advantages of the 
ordinary non-automatie plant over the automatic. The 
increased. demand involves а greater disparity between 
the muximum load of which the plant must be capable 
and the average load required, with consequent greater 
difficulties of governing, &c. The non-automatic plant, 
with a battery of substantial capacity to help the engine 
in case of need, can deal comfortably with a temporary 
load much in excess of the cugine capacity, whereas the 
corresponding automatic plant could not manage it at 
all. А belt drive for a pump or a saw bench is often 
difficult with a high-speed vertical engine, апд the effi- 
ciency losses, if motor drives are adopted, are consider- 
able with small units. The conditions, on the other 
hand, are all favourable for the horizontal engine. The 
plant can often be located near the well, and a convenient 
belt drive, direct from the engine, provided (fig. &). 
Often sawing can be done immediately adjacent, and the 
saw also driven direct off the engine, with or without a 
countershaft, as shown in fig. 3. p. 558, and in fig. 9 
herewith. The engine can in such circumstances 
he run under ideal conditions, viz., always at about its 
full load. If large enough to do more than the pumping 
or sawing, the surplus power can be used for battery 


Fic. 7.—A Rustic ENGixe Room. 


charging, whilst when used for charging only the engine 
is naturally running on about its full output. 

With regard to the more definitely electrical uses for 
the installation, it is usually advisable with a small 
plant of 5 h.p. or under, to avoid entirely all use of elec- 
tric radiators or similar apparatus that may be kept on 
load for considerable periods. Тһе load on the plant 
from such apparatus is enormous in comparison with 
the lighting. A 1,000-watt radiator may be left in use 
for many hours on end—possibly by an oversiglit —and 
no small plant will stand up to such a demand. Kettles. 
vacuum cleaners, irons, and similar appliances can, on 
the other hand, be used fairly freely with ordinary 
care. No such appliance is likely to be used for more 
than 30 to 40 minutes at a time, and the load does not 


exceed a few hundred watts. The battery will easily 
stand this, and, if of capacity to run the normal light- 
ing load for two or three days, will stand even excessive 
use of such appliances for a day or more without re- 
charging. If examined daily, as it should be, to ascer- 
tain its condition, such a demand will do no damage as 
the battery сап be recharged before any damage is 
done. 

In considering what size of plant sliould be adopted ' 
it is best to deal first with the lighting load. Thie num- 
ber of lamps and size of these must be settled by inspec- 
tion of the building or its plans. With a non-automatic 
plant the battery should be provided of capacity to run 
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Fic. 8.—РһАх or Ехгвтїхє BUI IX G UTiLIsED кон ELECTRIC 
AND Puwrine PLANT. 


the normal maximum lighting load for a full week-end, 
as trouble with an attendant, who only runs the plant 
at intervals each week, шау arise if he is asked to charge 
up on Saturday afternoon or Sunday. It will usually 
be found that a battery of size to run 40 per cent. to 
50 per cent. of the connected load for ten hours will 
be amply large. The dynamo and engine should be 
of size suitable for charging the battery in about six 
huurs. If first cost is of importance a purchaser will, 
however, often be willing to face the extra trouble of 
more frequent and longer charging and to use a smaller 
battery, dynamo, and engine, and this is more often the 
case to-day, with the present high cost, than in pre-war 
times. The disadvantages are not reallv serious, as the 
worst trouble only occurs during a month or so of mid- 
winter, and the battery of a smaller plant will often 
provide all the lighting required for a week or ten davs 
in summer when the Daylight Saving Act is in opera- 
t10n. 

Once the plant for lighting purposes has been worked 
out, additions can be made to suit other electrical appli- 
ances. It is impossible to lay down апу hard-and-fast 
rules on this. A gentle cross-examination of the pur- 
chaser may elicit valuable information, or alternatively 
a plant may be put forward as suitable for a defined and 
limited use of such appliances. In many cases no in- 
crease is necessary, as, in winter, when the lighting 
load is at its worst, irons and kettles can be heated on 
the kitchen range. In summer when the range is only 
lit in absolute necessity, the electrical heating apparatus 
can be used instead of the unnecessary lighting. 

If pumping, sawing, and other similar operations are 
to һе carried out, each such process must be considered 
on its merits. Apart from occasional special cases. such 
as an exira deep well, it is surprising how frequently the 
lighting plant fits into the needs of a house for such 
outside demands. Water supplies vary with the size 
of the house, as does the lighting load: sawing can 
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be done with almost any engine with care, and other 
power requirements also work in with a little adjust- 
ment. 

An engine of 4 to 5 h. p. will do almost all the work 
that an ordinary farm or country house of, say, eight 
or ten bedrooms will need. In à recent сазе such an 
engine has been cross-cutting wood up to 15 in. diameter 
for firewood, and this is a heavier load than is usually 
necessary. 


If circumstances permit, it іх usually best to locate 


the plant near the pump, wood yard, or stables, and 


drive the machinery through belting and countershaft 
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sulted in а substantial saving of building expenses to 

the purchaser. — | | О | 
In designing the engine гоош, whether existing build. 
ings are used or not, it is advisable to find room for an 
oil storage tank of about 100 to 120 gallons capacity. 
This will hold a couple of barrels of oil in excess of a 
safe reserve. A pump, piping, and cocks on some such 
scheme as is shown in fig. 10 will be found very con- 
venient. It enables the storage tank to be filled from 
a tank wagon or a barrel, and the running tank to be 
filled from either, or from the storage tank. Its use 
avoids the wastage that always occurs when oil is stored 
| in barrels, and also the mess and 

| waste of filling the tanks by hand. 
Reference should also be made to 


ANT MS the silencing arrangements. Unless 
N- the engine room is a considerable 
NS : N distance from the house this ìs of 

ISS great importance. Fig. ll shows an 

A | arrangement which is almost always 


effective with th« exhaust pipe from 
the engine running to a silencer in 


@ 
ок 


7 / : 2 a pit from which an escape pipe runs 
/ 2 — JA. up 10 or 12 ft. above ground. The 
D J LLL ШИШИ //, ПЕ pit should be covered with ап iron 
1 7 plate loaded with non-friable stone 

7 and adjusted so that it will just lift 

4 enough with a back fire in the pit 

несу Raon to allow the expanding gases to 
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direct off the engine. One man can then attend to the 
whole operation, and there is no irregular load on the 
battery. If the machinery is motor driven, and is 
located some distance from the engine, the attendant 
must give some attention to the engine, with consequent 


loss of time in travelling between engine room and 


machines if running off the dynamo. He is also apt to 
run ой the battery when only working for short periods, 
and this puts an undue and irregular strain on a small 
battery. 

The location of the plant raises the question of the 
best voltage to adopt. It is rarely advisable to put in 
a plant for less than DO volts. It may 
cheapen the cost of the plant to adopt 25 or 
30 volts, but there will be an appreciable in- 
crease in the mains and internal wiring, par- 
ticularly if any heating apparatus is to be 
used. Also such apparatus is difficult to 
obtain for less than 50 volts—and particu- 
larly difficult for 30 volts, the pressure for . 
which many American plants are designed. 
Greater efficiency can be attained with the . 
lower voltage lamps, but this is only tran- 
sient as gasfilled lamps of low candle power 
for the higher voltages will surely be on the 
market before long. In many cases the 100 
volt scheme will be found to рау, and even 
at a slightly higher cost it will be preferable in the long 
run. The best voltage can only be settled in each case 
on its own merits. The plant is more expensive witn the 
higher voltage, but mains and wiring will cost less. 
A balance must be struck in each ease, and the decision 
taken on total cost in each case with, if anything, a 
preference for the higher voltage. А comparatively ex- 
pensive high-voltage installation may be cheapest in 
the end by enabling existing buildings remote from ‘the 
house to be used for the engine and battery. The extent 
to which existing buildings can be utilised is illustrated 
by some of the engine-room plans reproduced. 
all show plants actually installed, and have been selected 
as being rather different from standard with this object 
in view. None of them is ideal perhaps, but each re- 
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Fia. 9.— PLAN OF ELECTRICAL INSTALLATION AND SAW-MILL. 
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escape without damage to the struc- 
ture. If the cover is rigidly fixed 
such damage may be serious. 
The mains between engine room 
апа house are, of course, very im- 
portant. They should be of section 
to suit the normal maximum load 
with a voltage drop of 1 to li 
volts on a 50-volt scheme, or 2 to 3 volts on a 
100-volt scheme. The internal wiring should be de 
signed to give а drop well below the I.E.E. allowance, 
so that the total drop to the worst point in the house 
will be about 5 per cent. on the normal maximum load. 
If on special occasions a much heavier load should occur, 
arrangements must be made for varying the number 
of cells in circuit to suit the load. It is, of course, 


MISS AY 


possible for this to be done automatically, but the ap- 
paratus is expensive and complicated. 

The mains can be run overhead or underground 
according to local conditions. 


The former is, of course, 
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Fia. 10.—ARRANGEMENT OF Оп, STORAGE TANKS, Pump, AND Princ. 


much cheaper. If run overhead it is as well to avoid 
running through trees; natural growth of boughs make 
regular attention necessary to avoid leakages and breat- 
ages. If run underground, in all except a few districts 
where special conditions of soil exist, a plain lead- 
covered and armoured cable laid direct in the ground is 
quite satisfactory, and is as cheap as anything. lt Is 
always advisable to avoid running rubber-insulated 
cables underground. Even for runs to single lamps 
for entrance gates and road lighting it will nearly 
always рау in the long run to put in paper-insulated 
lead-covered and armoured cables if conditions are nol 
favourable to overhead conductors. 

The final question for consideration is the systeni of 
Wiring to be adopted in the house itself. As regordi 
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this point also it is impossible to give any definite 
answer. No system is always the best, but in the writer's 
opinion a lead-covered twin system is more often right 
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than any other. Tubing would perhaps have decided 
advantages in a new building, but it increases the cost 
substantially, and its use involves much more damage 
and consequent redecoration in an old building. 


Ев. 12.—LiGHTiNG Direct BY PENDANT AND PORTABLE LAMPS. 


Ф 

With Stannos wiring the writer's experience has not 
been satisfactory. It may be ideal on а work, bench, 
but is not sufficiently ''fool-proof ?” on the actual job. 
Careless wiring or accidental strains 
behind skirtings and under floors 
involve risks of trouble that cannot 
be discovered and that may not be 
developed for years. Cab tire 
sheathed cable has advantages, but 
its cost does not differ greatly from 
twin lead, and it is certainly not so 
neat in appearance for surface work. 
The sheathing also is very liable to 
deterioration (rapid in unfavourable 
conditions) where in any state of 
stress—for example, where bent at 
too sharp an angle or where pinched 
too tight in a cleat. 
. Lead-covered wiring can be badly 
installed like every other system, 
but it is probably more fool-proof 
than any other, and it has the merit 
that any fault shows up strongly. 
A-nail driven through one conductor - 
of a C.T.S. cáble into a wood joist 
might nevertheless be: a source of 
future danger. A similar happen- 
Ing on a twin lead job would show а 


dead earth. I Я 2E E M ' FIG. 


It is very doubtful if earthed return systems are worth 
while. The saving in first cost is very small, and there 
is the disadvantage that some day à public supply may 
be available almost anywhere. Most companies would 
not connect up an earth return installation on a d.c. 
supply, and would only connect up on a.c. through a 
double-wound transformer, and the consumer would then 
be saddled with a permanent transformer loss for all 
time. | 2 5 
It is of course impossible to lay down any rules for 
the lighting fittings for the individual rooms. The 
personal taste of the purchaser must play an important 
part in settling this point. Bowl fittings for indirect 
or semi-indirect lighting are advisable when conditions 
suits as larger and more efficient lamps can then be 
used instead of a greater number of small, lamps. 
Bracket lighting is seldom advisable unless the character 
of the room calls for this form of lighting. The lamps 
are badly placed, coming at about eye level, and must 
be screened with silk or other shades with consequent 
loss of light—which implies an increase in current for 
efficient lighting. For the same reason cornice and other 
concealed lighting is seldom advisable on a small private 
plant installation in which efficiency. of the lighting 
system is necessarily important. It is, however,- best 


Гіс. 13.—LIGHTIN G INDIRECTLY FROM CORNICE FITTINGS 
AND DIRECTLY BY PORTABLE LAMPS. 


to decide this question specially for every room in every 
house. Some actual examples are given in figs. 12, 13, 
and 14, herewith. 
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THE ATTORNEY-GENERAL v. LIVERPOOL CORPORATION. 


AN action by the Attorney-General at the relation of a number 
of ratepayers of Liverpool against the Liverpool Corporation, 
was commenced before Mr. Justice Russell in the Chancery 
Division on Ihursday, November 3rd. The ratepayers were 
A. Angers, D. Cormack, F. Collins, F. B. Hellor, E. C. Marr, 
S. A. McLeish, Pulford Bros., Ltd., A. E. Stanwell, В. A. 
Harrison-Watson, and F. Wilde, all of whom, it was stated, 
carried on business as suppliers of electrical fittings, &c. 
What they desired were two declarations that the Corpora- 
tion had no power to carry on the same kind of business as 
themselves either within or without the city, and that it had 
no power to use for this business the funds, plant, property, 
premises, or staff of its electrical undertaking. ^ They, also 
asked for an injunction restraining the Corporation from 
carrying on the business. 

The Attorney-General was represented by Mr. Alfred Page, 
K.C., Mr. Cartwright Sharp, and Mr. H. G. Purchase; and 
the defendants by Mr. F. H. Maugham, K.C., Mr. Courthope 
Wilson, K.C., and Mr. Harold Mather. 

Mr. Page said the defendants were the local authority for 
the purposes of the Electric Lighting Act, and they now 
claimed that they were entitled, by virtue of that Act and 
various provisional orders granted to companies that they had 
bought out, to carry on the business in question throughout 
the whole of the city of Liverpool and its extensions; and the 
city was now ten or twelve times as large as it was in 1835, 
when its boundaries began to be enlarged. He referred to the 
provisional orders granted to the Liverpool, Toxteth Park, and 
Garston Electric Lighting Companies, the powers under which 
had been transferred to the Corporation, and said that the 
latter purported to act in pursuance of those powers in carry- 
ing on the business. He submitted that the Corporation had 
no such power, that it had unlawfully spent and was spending 
capital borrowed for the purpose of its electrical undertaking, 
and that it was unlawfully using for the purpose of the busi- 
ness the piant, &c., of the undertaking. 

With regard to the defence that had been raised, counsel 
said he was prepared to admit that the defendants were а 
common law corporation, and that they had the powers 
granted to such a corporation by the various Royal Charters. 
But he did not agree that under any of those charters they 
had the power to act as they were now doing, and he denied 
altogether that any charter could be held to give them that 
power. Eve. if they had that right, however, he said toat 
they were still limited in the use of it by the provisions of the 
Municipal Corporations Act of 1882. 

Mr. Maugham: Your second proposition is not denied. 
With regard to the first, 1 do not suggest that the charters 
expressly give us power to trade. What we say 15 that under 
the charters we became a common law corporation, and there- 
fore have all the rights of a person at common law. The 
conclusion I shall ask his Lordship to accept is that once we 
are accepted as a common law corporation, Wwe have got every 
power, subject io the Municipal Corporations Act. 

His Lordship: There does not seem to be much between 
you on that point. 

Mr. Page: ] say that from the time of King John down 
to the present, Liverpool have in fact never claimed any such 
power, and have never carried on any trade in their own 
name, and that all the charters intended to do was to create 
them a municipality with powers to regulate their own con- 
cerns, and the only persons mentioned in the charters as 
entitled to trade are, not the Corporation, but. ihe various 
inhabitants of the city. Even if Mr. Maugham is right, I am 
Instructed that J should be able to show that the Corporation 
do in fact use their funds for the purpose of this trade in a 
way which is not specified by the Municipal Corporations Act, 
and that therefore jt is illegal. 

One of the points of the defence, he said, was that inasmuch 
as Parhament had allowed the Corporation to buy, not only 
the whole electrical undertaking of the Liverpool company, 
but all their property and assets and all their rights, powers, 
and privileges, among those rights was that of carrying on 
this extensive business. 

Mr. Maugham said they were admittedly carrying on the 
business, and they claimed the right to do so. 

Mr. Page then referred to the provisional order of the Gar- 
ston Fiectrie Lighting Co.. which gave them the power, not 
only to manufacture and supply energy, but also to sell elec- 
trical apparatus, &e. The Corporation had stepped into the 
shoes of the Garston Co.. but he submitted that when that 
company sold out, although they rid themselves of the power 
to sell electrical fittings, &c.. they did not hand them over to 
anvbody else. He contended that before the Corporation were 
entitled to use that power thev were bound to get specific 
authority from Parliament. Neither in the case of Garston 
nor in that of any of the other districts had they obtained 
that authority. 

He then called Mr. Robert Tweedy Smith. of 89, Chancerv 
fane. He said he waa the solicitor for the relators, and also 
solicitor to the Electrical Contractors’ Association. chairman 
of the Sun Electrical Co.. Ltd.. and of Rawlings Bros.. Ltd. 
a member of the Electric Light and Tramways Committee of 


the Southend Corporation, and a Fellow of the Royal Society 
ot Arts. He had had considerable experience in the carrying 
on of electrical undertakings, and special experience in dew 
ing witb the accounts of local authorities. He had examined 
the accounts of the Liverpool Corporation over а numver of 
yeurs, and found that they had traded not only within their 
own area, but outside. Among the instances he gave were 
the supply of fittings to the General Electric Co., of London, 
and the Birmingham Electric Supply Co., and they had а» 
supplied materials to a Southport gentleman. That was some 
years ago—about 1896. 

Mr. Maugham: It may very well be that they were con. 
tracts that we were compelled to complete. But I am not here 
to say what happened 40 years ago. The question is what 
we are doing now? 

The witness came to the year 1910, when he said he found 
that the Corporation did work at Oswestry; in 1916, at Wo. 
ton, Allerton, and Wallasey; and, in the estimates book for 
1917, he found references to Chester, Normanton, and Мар. 
chester. 

Mr. Maugham said quite a number of the references were to 
people within the area, such as at Woolton and Allerton, and 
others were to people who were engaged in business in the 
area and lived outside. 

His Lordship said if there was no better evidence than this 
of work done outside the area, it was a waste of his time. 

. Mr. Page: I won't say any more about trading outside the 
area except this, that if the defendants are right in their con. 
tentions, they are not doing anything wrong. 

The witness then went through the accounts of the elec. 
trical undertaking, and in cross-examination said that tbe 
fittings department made very few bad debts, and that was 
one oi the complaints of the contractors in Liverpool. 

Mr. Maugham: You mean the members of your Associa- 
tion?—Yes, and the relators. The Corporation is in a met 
exceptional position in this matter. 

When the case was resumed on Monday, Mr. Масон, 
K.C., continued his cross-examination of Mr. Tweedy Smith 
upon his evidence concerning the work done by the Corpora 
tion's fittings department for other departments and the 
methods of charging. The practice adopted, said counsel. 
had been to charge the departinent wanting the work dene 
plus certain percentages. 

The Witness said that varied in different years. 

COUNSEL: Has your investigation of the accounts shown 
vou that the profits charged to the departments were less than 
those charged to outsiders?—No; more. There were a few 
exceptions. 

I put it to you that with a few exceptions th 
practice throughout has been to supply goods to Corporation 
departments at a lower profit than is ordinarily charged w 
outsiders. Is your answer " No "?—Yes, 

Are vou confident cf this?—I am confident of the figure 
that I will give you. Т can only speak of what I tind in 
the books. I took specific years and it is on those year 
that I am speaking, viz., 1916 and 1920. 

Well. then. take 1916. Are you. pledging yowli 
that the books of the Corporaticn for 1916 show that the 
Corporation charged a higher profit to tne departments than 
to outsiders? Can you say "Yes" or " No" to tbe quer 
tion?—I haven't the figures. 

You mein you cannot answer the question. 

He asked the same question with regard to 1920, and the 
reply was that the percentage charged to outsiders was 3 te 
45 per cent. and to the Corporation. departments between 2! 
and 10 per cent. 

Is there a single year fer which you can реф 
yourself that the profits charged to outsiders were les that 
those charged to departments No., I cannot without th 
books. I would rather go by the books. 

_ His lordship is not going to allow уси to take an accourt 
in court. 

The sales book for 1915-16 was handed to the witness, but 
objection was taken to the quotation of single items. 

WITNESS : If I cannot quote single items it would mean an 
analysis of the whole year. | 

COUNSEL : I have a gentleman here who has made an anie: 
апа he can tell the court what the facts are. 

Mr. HENRY JAMES CasH, managing director of H. J. Ca 
"nd Co., Ltd., electrical engineers, of Caxton House. Wet 
minster, said he had had 93 years’ experience in tbe trade. 
and particular experience of supplying wires in. building 19 
electricity. He gave his interpretation of the meaning 
estiblishment charges and what thev included. He sud te 
Included rent. rates, taxes, insurance, stock, emplovers li 
bility, salaries, commissions, &c.. and he estimated that thee 
would account for some 15 per cent. of the turnover. 

Mr. LEONARD GEORGE TATE, secretary of the Electrical Се 
tractors’ Association, said a fair percentage to add for ests! 
lishment charges would be from 15 to 18 per cent. on contrat: 
of about £20.000, down to 10 per cent. on big contracts d 
anvthing up to 2100.000. | 

Mr. R. HamRIsON-WaTsoN, partner in the firm of 1% 
Hunter & Ce., electrical contractors, of 11. Paradise 3t 
Liverpool. said he was a member of the local branch с " 
Electrical Contractors’ Association, and hon. assistant 1 
E and one of those who initiated the present prx 
a Pisas about 40 members of the Association in Lie P 

eing the principal electrical contractors on building W” 
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Mr. Pace: Can you speak of two recent cases where Ње 

Corporation have curried out complete electric installations 
tor private customers Les. 

Are you a ratepaver?— Yes. 

10 you object to the ratepayers’ money being utilised for 
this purpose7— Yes. 1 think it is unfair to us, when the 
Corporation have unlimited capital behind’ them. 

1115 LORDSHIP: 1 assume ап that. He wowa not be here 
if he didu't. 

Mr. CoukTHOPE WiLsoN, К.С. (cross-examining) : How 
many electrical contractors are there altogether m Liverpool? 
—About 00. * 

1 suggest that there are at least 100 2—1 cannot say. 

Do you suggest that. the Corporation are in any way unfair 
in their treatment of the contractors ?—No. except Бу trading 
against us. 

Ís it not a fact that when they want work done 
in schools or fire stations they give the contractors tne op- 
portunity of tendering?’—The surveyor's departinent has 
u Ways done that. 

‘Tendering, that is, as against the fittings departinent?—I 
don't know whether they ask the fittings aepartiuent. 

COUNSEL asked the witness if be knew that since 1909 the 
electrical work placed by the surveyor represented 39 installa- 
tions, and that of these the fittings departinent took 12 and 
uie contractors 27. 

His LORkDSHIP: The witness cannot possibly say that. 

COUNSEL ; Are you prepated to dispute tnat the contractors 
do a good deal more work on the Corporation public buildings 
than the fittings departinent?—l don't know that, but 1 
should not have thought so. 

1 suggest that it is to the advantage of the elec- 
trical industry in Liverpool as a whole that the Corporation 
carry on this fittings department“ We don't agree with that. 

His LORDSHIP: Neither hardship to them, nor the benefit 
vou say you confer on the public, moves me in the slightest. 
What 1 have got to try here is a legal question. 

‘This ended the evidence for the relators. and Mr. CART- 
WRIGHT SHARP gave a short summing-up. He submitted that 
the Corporation were carrying on the business with money 
Which they had no right to use for the purpose. It was 
clear, he said, that the borough fund, the rates, апа the 
takings of the electricity department could not be used. 

For the Corporation, Mr. ARTHUR COLLINS, the treasurer to 
the City of Birmingham, was called. He said he bad ex- 
winined the accounts of the undertaking since 1911, and in 
each year from then, with the exception of 1913, the fittings 
department had shown a profit. . 

From vour investigation of the accounts, asked Mr. COUR- 
THOPE WILSON, are you able to say whether the carrying on 
of the fittings department has involved a charge on the 
borough rate?—There has been no loss. On the contrary, the 
general funds of the Corporation, so far ак they have been 
апеей by this trading, have been benefited. 

What loading for profit to outside people and the 
Corporation departments аго shown ir. the accounts?—The 
results I found were: In 1916. on Corporation business, the 
loading was 154 per cent, which amply covered the whole 
cost, and on. private business 35. per cent. The prices charged 
were precisely the same as private contractors made. 

In vour opinion has there been апу improper inflation. of 
this business ?—No. | 

James Witter, the Corporation superintendent of electrical 
installations, said he was with the Liverpool Etectricity Supply 
Co. when the Corporation took over their business. that 
company used to sell all sorts of electrical fittings. When the 
Corporation took it over they confined installation work to the 
City of Liverpool. They continued. the company's showroom 
for five vears and then gave it up. They had now no show- 
room. and the Corporation did not now carry сп any line. of 
business that the company did not carry on. | 

РЕнстум, James RobBINSON, deputy city electrical engineer, 
sid he was with the Garston Electricity Supply Co. before 
it was absorbed by the Corporation. That company carried 
on a fittings business which was confined to its area. So far 
as he knew the Corporation did not engage m апу work 
outside the city. 

This completed the evidence for the Corporation, and Mr. 
Pact began his address on the law. The defendants, he said, 
clanned that they had. statutory authority. to carry an the 
business and were therefore not affected by the provisions 
of the Municipal. Corporations Act. 

His Lorpsutp said he thought the defendants claimed that 
they got their suthoritv from the Liverpool Transfer Act. 1896. 

Mr. Расе said the question was whether that Act had con- 
veyed to the Corporation any power whatever from the com- 
рапу to carry on any business except that of the statutory 
undertaking, and he submitted that the Avt contained no 
provision entitling them to use the rights of the company 
as if they were a trading company. He snggested that all tha! 
vested in the Corporation was what was described in section 4 
as "all the powers, duties, and obligations in relation. to the 
SU ole ef enerav.” | 

The bearing was resumed on Tuesday, when Mr. PAGE con- 
vluded his speech, and Mr. МАССНАМ, on bebalf of the Cor- 
noration, submitted that the relators had failed on the allega- 
tion that the Corporation had spent part of the city fund on 
the business. His lordship intimated that in view of the 
Importance of the case to the parties he would put his judg- 
hich into writing. 


*, 


AN UNEMPLOYMENT Doce CASE. 


А SoutuHrort electrician who drew an unemployment dole 
Whilst doiug spare time work was fined £10 by the Southport 
magistrates last week. During May and June the defendant, 
a youth of seventeen years, applied for and received a grant 
of 20s. per week, at the sume time working as ап electrician 
at the Southport Pier Pavilion during the evening perform- 
ances. For the defendant, it was stated that he was entitled 
to receive unemployment pay if he was doing spare time work 
Which he had been accustomed to do before receiving the 
out-of-work pay, providing his wages did not exceed ће 
amount of the dole. 


Виян - TuoMsoN-Hovsrox Co., LTb. v. CORONA LAMP 
WORKS, LTD. 


THE hearing of this appeal from the. decision of the Court of 
Appeal, confirming the decision of Mr. Justice Sargant that 
the plaintiffs’ patent was invalid, came on in the House of 
Lords on Monday. The appeal is being heard by Lords 
la'dane, Finlay, Cave, Dunedin, and Shaw. Sir Arthur 
Colefax, K.C., opened the case for the appellants, who ask 
the House of Lords to кау that the judgments of the courts 
below are erroneous and should be reversed. The original 
action, it will be remembered, sought an injunction to restrain 
the Corona Co. from infringing the B.T.H. half-watt lamp 
patent. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUFSDAY cannot appear 
until the following week. Correspondents should forward 
their communications at the earlicst possible moment. No 
letter can be published unless we have the writer's name and 
address in our possession. 


Lighting Bakers’ Ovens. 


With reference to Electro's letter in vour issue of Octo- 
ber sth, and Messrs. R. W. J. Stark's and " C. А. Вв” 
communications in your issue cf the 21st inst., re lighting 
bakers’ ovens, Messrs. Moncrieff Bros., Leven, were in the 
same position as“ Electro’ a few yeats ago, having experi- 
enced similar trouble. This was one of the problems laid 
before the writer when he returned from Government ser- 
vice, and a drawing was got out and protected for an air-cooled 
light for this purpose which is not so complicated as that pro- 
posed by C. A. B.” The cooling air enters at a bottom 
passage, passes round the lanip, and exhausts at à top passage; 
the difference between the temperature of the outgoing air and 
that of the incoming air is 100 deg. F. Two models are manu- 
factured ; one is for an induced flow of cold air past the lamp 
due to the heated air rising and passing out of the top open- 
ing; in the cther model, known as model“ B." the top passage 
is connected. to the flue of the oven, thus drawing a strong 
current. of cold air past the lamp. 

We enclose herewith for forwarding to“ Electro“ a photo- 
graph of the original experimental model, showing the centre 
part, which slips inside a metal case fitted in the oven wall. 
This original model has since been improved to take gasfilled 
lamps. 

The original model was made for Mr.. ID. K. Robertson, 
baker, Leven, and has been in successful operation. with one 
inp for the past two years without one complaint, using 
ordinary metallic lamps. A switch i> fitted to the outside саке, 
and the centre portion can be withdrawn for cleaning the glass 
front or replacing the lamp without disconnecting any elec- 
trical connection, the wires passing to the lamp being encased 
in flexible steel tubing. The glass front is specially manu- 
factured for this purpose, and there has not been an instance 
of its fracturing. This lamp is fitted in a eteam-heated oven, 
hut where ordinary fired ovens are used, this firm supplies as 
an addition a metal cover for the glass, which is lowered when 
blowing through the oven, although the latter is really not 


required. | 
J. B. Moncriefl. 


Leven. 
October 2th, 1921. 


* 


The Principles of Wages Determination. 


T was interested to read what Dr. Gisbert Карр said in 
vour issue of the Bth ult. about the margin left for division 
between Capital and Labour. The experience of the past few 
vears has led me to the same conclusion, namely, that there 
is no margin for readjustment. | 

What is wrong with Capital and Labour (taking Capital to 
mean the captains, and Labour the rank and file of industry) 
ie that beth are victims of burdensome taxation. on the one 
hand, and restricted opportunity on the other. The latter 18 
due to our refusal to open up natural resources by taking the 
nulilie revenue from the publie value of land. Secure teure 
js necessary for industry, but it should be conditional upon 
the pavinent of ground rent to the rightful owners of the 
realm far common services, instead of allowing the fund to go 
into private pockets. There is no security while industry 1s 
regarded as fair game for plunder. and there will he inevitably 
печату production so long ах the reward of industry is not 
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there to be equitably divided, whether by the Whitley method 
orany other. No conciliatory spirit is possible between those 
who have to apportion miserable profits. 

| i | John E. Grant. 


London. 
November 3rd, 1921. 


— — 


In your leading article which appeared on October 215%, you 
reier to my advocacy of u living wage based on the size of 
the average family, and, while you agree with this in prin- 
ciple, you foresee difficulties in practice. But, Sir, the noble 
savage practises this very principle, and the fact that, thanks 
to. false economic ideas, our Government consists of men who 
do not know how to govern, is surely an argument against a 
Government fulfilling its first duty, viz., the provision for all 
of their full necessaries of life. According to К. L. Stevenson, 
Politics is perhaps the only profession for which no prepara- 
tion is thought necessary;’” and when a Government is com- 
` posed of engineers, doctors, men of science, and organisers 
(not, be it noted, a business Government of bankers, mer- 
chants, and shopkeepers), right principles may, ufter ali, be 
put into practice. j | 

Mr. Hichens advocates payment by results, but if you refer 
to my book you will find that this is also insisted upon. But 
what is the first result of man's efforts? Why, the production 
of the aforesaid necessaries. Thus payment according to the 
size of the average family is payment by results, and does not 
permit а man to slack or live upon his fellows, as at present. 

Further, whence comes this objection to payment by re- 
sults, but from acceptance of the law of supply and demand? 
Goods are the product of labour. If the price of goods falls 
as their supply increases, so must wages. Consequently the 
labourer is fully justified in his foolish ideas, so long as price 
fluctuations are permitted. 8 

There is, however. no virtue in redueing prices under normal 
conditions, and what is wanted is a stable currency. This can 
only be obtained by fixing the prices of all necessaries of life 
permanently, and by paying higher wages only pari passu 
with the increased production. us only can the workers 
ear and receive higher wages without raising prices, and 
thus only can a constant and real living wage, i.e., one which 
will always purchase these necessaries, be established. 


J. S. Hecht. 


Lausanne. 
November 5th, 1921. 


7 . Теерһопу—ог Telepathy? | 

I wonder if you or any of your readers can explain the 
following occurrence: -A lady staying at a country house, 
wishing to use the telephone. took off the receiver and dis- 
tinotly heard a conversation between her host and his agent; 
thinking that they were using other 'phones on the same line. 
she put back the receiver and waited till later for her call. 
Afterwards it transpired that her host and his agent had not 
been on the 'phone at all, but had held their conversation out 
in the park, somewhere near the telephone wires. 

I should like to know the explanation of this; it beats 1ne 


altogether. | 
T. W. Best. 


Norwich. mE M 

November 5th, 1921. = | 

[Perhaps there was a trunk line in the park, or the host's 
remarks may have electrified the agent. We know that 
Major-General Squier uses trees for wireless telephony; per- 
haps he could throw light on the occurrence.—Ebps. ELEc. 


Rev. ] 


The Durability of Lead-Covered Wiring. 


In my experience the system of wiring in lead-covered 
cables is unsatisfactory as, apart from the action of certain 
acids, the writer found the following troubles on different 
installations :— 

1. Twice pierced by nails at switch drops. 

2. Complete breakage at some point under plaster (cause 
unknown). ; 

3. Twice nibbled by rats or mice. 

In cases 1 and 2 the wiring had to’ be cut away at the 
point of entry into plaster, joints to be made, and the leads 
re-run on the surface in steel conduit. In case 3, new wiring 
had to be let in under the floors. 

Again. if lead-covered cables have to be run in stcel 
chases, tubes down: walls, &c.. what is the advantage? The 
conduit system undoubtedly, in the eyes of an engineer, is 
the job. and if only the electrician carrying out the work 
will make a mechanical job of it, there is nothing better— 
either C.J. or screwed, as the installation calls for. 

With inspection fittings, the whole of the conduit well fixed. 
(not thrown together) throughout with saddles and cramps, 
the wiring being afterwards drawn in, the ultimate result is 
unauestionable, both for accessibility and long life. ; 

The finished job becomes a mechanical one, which is so 
essential, and a good man will cover as much ground on this 
as on any other system. - TM | ош 

But there is alwavs the half-bred -mechanit to. upset these 
excellent systems. I have found only recently a beautifully 


made wood reducing piece, reducing 4 in. to } in. tube, joints 
in conduit, no conduit down partitions or through walls, con. 
duit on surface badly kinked and fixed with nails bent over, 
and a few days ago I discovered in a modern installation 
several conduits led into a rough wooden box without à iid, 
and nailed to the joist under the floor.. . 

This box was packed with wires Jointed to outgoing leads, 
ae feeding the numerous points, and possibly to other wooden 

oxes! 

What system this is I have so far failed to comprehend, but 


it was certainly a contractor's nightmare. | 
R. H. Andrew, 


. Excessive Heating of Armature. . | 
І shall be glad if you can give me any information regarding 
a fault on а machine which recently came under my notice. 
The machine in question is a 400-kW d.e. generator, running 
direct coupled to а steam set at approximately 550 r. p. ni., the 
voltage being 480-520. After a short run un excessive heat is 
set up right round the armature core tips and outer windings. 
The heat is quite general, and is not greater at any one point, 
the inner windings and the bottom of the slots being com- 
paratively cool. А fan, fitted on the main ehaft, has been 
suggested, but this, while possibly reducing the heat, would, 
of course, have no effect on the fault itself, and would conse- 
quently be rather an unsatisfactory way of surmounting the 
difficulty. The air gap is quite uniform, and the field (the 
machine is shunt wound) appears to be all right. It may po- 
sibly be that some of your numerous readers have experienced 
similar trouble, in which case I shall be indebted to them 

for any information on the matter. "E" 


Glasgow. 
November Ist, 1921. 


Rapid House Wiring. 


With reference to the letter in your issue of the Ast in- 
stant from Mr. Н. Н. Pearson, may I say that I can sub- 
stantiate this gentleman's remarks, as I am at present carry- 
ing out several schemes on the system he mentions (tle 
J. & P.), and am obtaining results even better than those Mr. 
Pearson claims. So far from Messrs. Jessop & Boydell's claim 
being extravagant, I agree with Mr. Pearson that 16 hardly 
does justice to the full possibilities of the metal-sheathed sur- 
face fixing system in its most up-to-date and perfected form. 

In my ease, the pendants are made ready before going оп 
the site, and a good deal of time is saved by this means. 
Cyril F. Barrow. 
Bury. ; 

October 31st, 1921. 


Electricity in Isolated Buildings. 
The article under Mr. Freeman’s signature in your issue of 


October 29th has apparently been written with ineullicient 


knowledge of the trend of present-day products and lack of 
consideration for the initial and running costs of isolated 
plants. 

There are so many points at variance with the practical com- 


parison of the old and new methods thut in justice to the in- 


dustries concerned in this country, exception should be taken 
at the outset. | | 

There is no doubt at all that, had it not been for the sm 
automatic lighting sets with their isolated installations work- 
ing with practically no attention all over the country, a great 
many more men would not have secured employment, ап 
the fact that these sets are still being bought is proof tha! 
they are still being wanted. 

owever much conservatives may hold to old methods. 

progress will not be gainsaid. | 

Truth to tell. comfort with economy is what is selling the 
modern semi-automatic lighting set, and it is doing this m 2 
field, and at a price, untouched by the older and obsolete 
method. | 


В. Е. Long, - 
M.C., A. M. I. E. E., A. F. Aer. I. 
Stockport. | 

November 3rd, 1921. 


. Argentina.—The Review of the River Plate gives the follow- 
ing particulars of a new joint stock company authorised to 
operate by a recent decree of the National Government :— 

‘Compania Platense de Electricidad, Siemens Schuckert. 
Authorised August 5th, 1921. Domicile: City of Buens 
Aires with right to establish branches. Duration: % year 
with right to prolong. Object: to do business industrially and 
commercially in all classes of electrical goods, machinery aP" 
installations, &c., &c. Capital $3,000,000 m/n in 3.000 shares 
of $1.000 m/n each. divided into five series, each of 60) shar 
Poard: President Emilio Albert; Vice-President, Carlos Ley; 
Director, Richard Diercks: Direetor-alternate, Pablo Кар 
back; Syndic, Silvestre H. Blousson; Syndic-alternate. (te 
E. Frederking.“ Pp. $^ | 


Ux oO mm ш 
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BUSINESS NOTES. 


Bankruptcy Procesdings.— W. E С. Jarvis (Darlaston 
and District Electrical Fugineęering Co.). electrical engineer, 
18. King Street, Darlaston.—Hecerving order made November 
2nd on debtor's own petition. First meeting, Noyember 16th, 


at the Official Receiver's Office, Wolverhampton. Pubht ex- 


amination, December 7th, at the Court House, Walsall. 

F. C. Nicuors, 19, South Street, Scarborough (Scarborough 
Motor & Accessories Supply Co.)—The following are creditors 
herein :— EE i 


£ i ' £ 
Moore & Son s з .. 100 Scattergood & Johnson > .. 11 
Scarborough Electric Supply Co. 70 Partridge & Co. athe e. 000 
Woodall & Wood ... whe 105 


Company Liquidations.—Htupsons ELECTRICAL ENGINEER- 
ING Co., LTD.—At the meeting of creditors a Committee of 
Inspection was appointed to Investigate the position of affairs 
and decide upon the best method of realisation. This com- 
mittee, consisting of Ald. J. Stringer перете (Hinchelitfe, 
Green Manufacturing Co., Ltd.); Mr. F. Thornber (George 
Ellison), and Mr. J. Н. Carrick (Greenwood & Batley, Ltd.), 


decided to offer the whole of the stock in trade, plant, fixtures, 


fittings, &c. The sale by auction was announced to take place 
on Sth and 9th inst, at Leeds, by Messrs. Whittam & Sons. 

JUILDFORD ELECTRICITY SerrLy Co., IAD. — Meeting of eredi- 
tors to-day, November Ilth, at Guildford. Particulars of 
claims must be sent to the liquidator, Mr. B. D. Holroyd, 
by December 1st. 


Rexew Lame Co, (EASTERN), LTrb.— Meeting. December 5th.. 


at 3-4. Great Winchester Street, E.C., to hear an account of 
the winding up from the liquidator, Mr. Н. D. Carey. - 


Heaps (ELECTRICAL), liTb.—Meeting of creditors is called fer- 
. November 17th. at 151-2, North Street, Brighton: Liquidator :. 


Mr. А. E. Orbell.- | | o 
For © Phonophonc Construction Co., Ltd. (Entec, REV., 
November 4th: p. 600), read | Phonopore.” "x + el 
Evectric FrsiuivG CO., Lrb. Meeting of-members called for 
December lOth, at Barclay Bank Chambers, Newborough, 
Scarborough, to bear an account of the winding up from the 
liquidator, Mr. F. C. Gardiner. | | 


Trade Announcements.—.\n electrical engineering depart- 
ment has been opened by Mr. F. C. Byin, of the Gordon Road 
Works, Camberley, Surrey. 

THE MANCHESTER ELECTRICAL. Co., of Bull’s Head Yard, Cor- 
poration Street. Manchester, wishes to receive catalogues and 
price lists of lamps, cables, domestic appliances, &e. | 
NIR. L. G. Coane has relinquished his appointment as works 
engineer to Messrs. Simplex Conduits, Ltd., Birmingham, to 
enter into partnership with Mr. Robert Sell, A. M. I. E. E., 
proprietor of The Industrial Engineering Co., 190, Ashted 
Row, Birmingham, who have been appointed technical repre- 
sentatives for the Park Royal Engineering Works, Ltd., 
Messrs. Royles, Ltd., and the Titan Jaft Co., Ltd., in the 
Midland. district. | N ' 

Messrs. Betting & Co. have opened showrooms on the 


ground floor at 18, Berners Street, Oxford Street. London. 


. 1, where a full range of their electric heating and cooking 


appliances is on exhibition. The firm are issuing, as a sales. 
stimulating measure, a very large five-colour poster illustrating: 


a girl switching on one of their electric fires. 

With reference to our notice regarding the dissolution of 
partnership of the Exvectric Воск Co., of Halifax. Mr. F. E. 
Crowther informs us that he is attending to debts and will 
continue the business. ; pe 

MR. H. N. SHorrock, late manager for Mr. Geo. Morrison, 
6, Victoria Street, Morecambe. has bought this branch of the 
business. and will carry it on under his own name. He asks 
for catalogues of electrical goods. 


Catalogues and Lists.—Mrssus. J. W. Brooke & Co., LTD., 
Adrian Works, Lowestoft.—An illustrated and priced deserip- 
tion of the “ Brooklite '" 1-kW power set. 

STERLING TELEPHONE & ЕЕСТЕ1С Co., Ltp., 210-212, Totten- 
ham Court Road, W. 1.—leatlet No. 307, giving revised list 
prices of standard. apparatus. | 

THe СохѕомрАтЕо PNEvrMaTIC. Toot Co., LTb., Egyptian 
House, 170, Piccadilly, W. 1.—Three illustrated leatlets dealing 
respectively with an oil rivet-heating forge. the Boyer "' 
hammer pick, and electric stone and chipping hammers. _ 

Messrs. Dewutrst & Partxer, Lrp., 28, Hatton Garden, 
E. C. l.—An illustrated publication giving particulars, dimen- 
sions; and prices of one-; two-. and three-phase motors. 

Messrs. Dax kl. ADAMSON & Co.. Ib., Dukinfield, Man- 
Chester. — An illustrated guide to the firm's. manufactures, 
which include boilers, steam turbines, condensing plant. 
turbo-blower sets, &c. к ше. 
Tur Вютіѕн Ali мх м Co.. Ттр. 109, Queen Victoria 
Street, Е.С. 4. —A postcard detailing the many uses of alu- 
mnm for household. purposes. | 

Wart Motors, Lrp., Premier House, 150 Southampton 
Row, M. C. I.— An illustrated description of Watt" motors. 

Tun Visco ENGINEERING Co., Lrp., 21. Bedford Row. W. C. I. 
—An illustrated pamphlet describing the “ Visco nir filter. 

Tun British Erectie TraxsrorMer Co., Ттр., 50. Oxford 


Sit W. 1.—А coloured card advertising “ Tricity | '* flame" 
rer. 


Mr. George ELLIsox, Perry Bar, Birmingham. —4m illus- 
trated booklet giving a very full description of electric crane 
control equipment. i 

TRE GENERAL ELfeTRIE Co., I., Magnet House, Kingsway, 
W.C. 2.-—Leaflets X2,651 and X2,656 giving respectively re- 
vised catalogue prices and addenda to the company’s list of 
low- ánd medium-pressure switchgear. 

ELECTRICAL COMPONENTS, LTD., 00, Great Charles Street, 
Snow Hill, Birmingham.—Abridged price list of electrical ac- 


cessories (No. 92), including cut-outs, bow! fittings, switches. 


lamp-holders, &c. Е 

Messrs. JAMES MCMILLAN & Co., Clun House, Surrey Street, 
Strand, W.C. 2.—An illustrated price list of telephone appara- 
99 for local and central battery service instruments, switches, 
tC. 

Messrs. LANG & Squire, Lto., Wales Farm Road, Acton, 
W. 3.—An illustrated price list of d.c. dynamos and motors, 
doublé wound d.c. to d.c. converters, and tapped’ d.e. to a.c. 
rotaries. Full dimensions are given. О i 

Tae B.E, Co. (or Lonpon & BiRM1sGBAM), LTD., Hendon 
House, 57, Upper Thames Street, Е.С. 4.—A priced and 
illustrated leaflet advertising the Beco“ cigarette, cigar, and 
pipe lighter. | he Sh Ys 

Messrs.. BRUNTOXS, Musselburgh, Scotland. Illustrated 
booklet fully describing the construction, method of operating. 
and typical results obtained by the use of Haigh’s alternating 
stress testing machine. 


Copper and Lead Prices.—Messrs. F. Smith & Co. and 
Messrs. James & Shakespeare report, November 9th, no change 
in last week's quotations. | : 


Book Notices.—Punch Almanack for 1922 (one shilling) 
comes to hand reminding us of the nearness of Christmas. 1t 
contains many a laugh, and is well worth its cost. | 

'" Foreign Exchanges and How to Profit by Them,” by V. L. 
Gerard. London: Pall. Mall Industrial Investments, Ltd. Price 
ls. M. Gerard is a French bunker and, naturally, his views 
favour France. He considers that the franc is greatly under- 
valued, and that French Government Loans are a better in- 
vestment than British Consols. He states that the mark is 
purposely depreciated, and thinks that the internal purchas- 
ing power of this unit of currency is greater than the foreign 
exchange quotations indicate. He admits that the low level 
of the mark looks a tempting gamble, but the recent series 
of falls somewhat alters the position. The Italian lira is 
looked upon favourably. He criticises severely the financial 
methods of the United States, and accuses British banks of 
withholding, at America's command, the people's credit from 
national industries, to the detriment of British trade. In his 
last chapter the author advocates a return to the gold stan- 
dard," however imperfect it may be. dicc dE aie 

“ Hardening and Tempering Engineers’ Tools" by С. 
Gentry, pp. 61, illustrated, price 9d. net. London: P. Marshall 
and Co. This small book is full of practical information about 
the heat treatment of steel in ordinary workshop. practice, deal- 
ing with the apparatus employed, the, methods of hardening 
and tempering steel (in detail); with many hints for special 
cases, forging tools, and case-hardening. The novice is apt to 


think that the hardening and tempering of steel are very simple 


matters because they look simple, but this book will show him 
that there is a great deal more in them than is evident to the 
easual observer. In its higher developments, the heat treat- 
ment of steel is a science in itself, but for the small workshop 
this handbook contains all that is necessary for the user to 
know. A coloured frontispiece showing the tints of the 
colour scale is a useful feature. vs 

„The French Polishers’ Handbook." Рр. 114. Illustrated. 
London: P. Marshall & Co. Price 3s. net.—This book, the 
fruit of practical experience, gives numerous receipts for stain- 
ing wood, grain fillers, French polishes, &c., and detailed ex- 
planations of the accessories and processes employed, with 
excellent illustrations. It will be most useful to the amateur 
worker. and even the professional may derive valuable hints 
from it. N N 

Journal of the Institution of Electrical Engineers and Index 
to Vol. 59. Vol. LIX, No. 303. July, 1921.— This issue con- 
tains the following papers: Present Conditions and the Hop- 
kinson Principles," by Mr. J. R. Blaikie; . Multi-part Tariffs 
for Domestic Electricity Supply," by. Mr. J. W. Beauchamp; 
‘Abnormal Pressure-rise in Transformers" by Mr. R. 
Torikai; Development of Army Wireless During the War,” 
by Lt.-Col. A. G. T. Cusins, R.E.; and Electric Oscillations 
in Straight Wires and Solenoids,” by Prof. J. S. Townsend, 
F.R.S. | VER | | 
Modern Gasworks Practice," by A. Meade. Second 
edition. Pp. xii 813, figs. 474. London: Benn Bros., Ltd. 
Price 555. c 

“ Modern Electrical Theory "—Suppleinental Chapters— 
Chapter XV. “ Series Spectra.“ by N. R. Campbell. Рр. 5 + 
110. London: Cambridge University Press. Price 108. 64. net. 

„O. Kai. а Fantasy of Now and Then," by E. C. Reed. 
London: C. W. Daniel. 3s. 6d. net. 
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Sccial Events.— The entertainment section of Tucker's 
Athletic and Recreation Club (J. H. Tucker & Co., Ltd.) held 
their opening social evening of the season on Saturday, Octo- 
ber 29th, in the works canteen. The proceedings opened with 
a musical programme, with Mr. W. Y. Smith (superintendent 
of assembly) in the chair, followed. by a whist drive. Mr. 8. 
Greene (hon. secretary) acted аз М.С. 

last Saturday evening at Eustace Miles’s Restaurant, 
Charing Cross, there was held the first of a series 
of whist drives by the staff and friends of Messrs. J. & W. B. 
Smith, l;.td., of Farringdon Road, E.C. Mr. Frederick 
Watkinson is president, and the organiser is Mr. A. Matton, 


the firm’s advertising manager, who organised the charabanc 


outings held during the summer. ‘The company at the whist 
drive on Saturday nuinbered just on one hundred. After the 
"drive," eleven presents were distributed to the winners. 
Following the“ drive came a programme consisting of songs, 
monologues, and recitations, interspersed with dancing. 


Unemployment.—The ‘ live ” registers of the labour ex- 
changes for the week ended October 28th showed that there 
was a further increase in the number of uneniployed, from 
1,423,792 in the previous week to 1,606,900. There was a 
slight fall in the number on short time. The Ministry of 
Labour attributes the large increase to the re-appearance of 
those whose right to benefit had lapsed, these having re- 
registered to qualify for the new period of relief which com- 
тепсей on November 3rd. 


Algeria.—The general electrification of the French 


Colony of Algeria is now under consideration by the Governor- 


General. A Commission authorised to examine the conditions 


under which the transport and distribution of electricity is to 
be effected, both for the service of the railways and supply to . 


manufacturers, has made its report, on the strength of which 
а new commission of three technical specialists has been ap- 
pointed, whose decision is now awaited. 


The Nottingham Electrical Wholzsalers’ Association.— 
The second annual dinner of this Association was held on 
Friday last at the Black Boy Hotel, Nottingham. Invitations 
were extended to the local contractors, and a large combined 
gathering was the result. The toast of The King was 
given by Mr. Crammond, and that of The Visitors by Mr. 
H. M. W. Royce, Mr. A. Markwick responding. Musical and 
other items were provided by Messrs. F. С. Skerritt, Н. M. 
W. Royce, E. Bryan, and J. H. Poxon. The "hit" of 
the evening was the readinu of an original and humorous 
Ancient Document " by Mr. Royce. The function was a 
success, and augurs well for the maintenance of the good 


fellowship already existing between the wholesalers and the 
contractors of the city. 


For Sale.—Birmingham Corporation Electricity Supply 
Department has for disposal one 750-k W generating set, con- 
sisting of a Yates & Thom compound engine direct coupled 
to a G.E.C. d.c. generator, complete with surface condenser, 
air pump, and circulating water pump. 

Edinburgh Corporation Electricity Department invitea offers 
for one 600-kW Howden-G.E.C. triple expansion non-condens- 
ing set and one 600-kW Belliss-Bruce Peebles triple expansion 
non-condensing set. 

(See our advertisement pages to-day.) 


Trade Conditions and Unemployment in the Electrical 
Industry.—In reporting the proceedings of the deputation 
that met Sir Alfred Mond last week, we were unable to spare 
space for the following list of bodies represented on the Joint 
Conference of the electrical industry, which shows how com- 
prehensive and representative it was :— 

Joint Industrial Council for the Electrical Cable-making In- 
dustry, comprising: The Cable Makers’ Association and Inde- 
pendent Cable Makers’ Association, and the following Trade 
Unions: National Amalgamated Union of Labour; the 
Workers’ Union; the Amalgamated Society of India-Rubber 
Cable and Asbestos Workers; the National Union of Genera] 
Workers; and the Electrical Trades Union. 

Joint Industrial Council for the Electricity Supply Industry, 
comprising: the Incorporated Municipal Electrical Associa- 
tion; the Incorporated Association of Electric Power Com- 
panies; the Conference of Chief Officials of the London Elec- 
tric Supply Companies; the Provincial Electric Supply Com- 
mittee of the U.K.; and the following Trade Unions: The 
Amalgamated Society of Gas, Municipal, and General 
Workers; the Dock, Wharf, Riverside, and General Workers’ 
Union; the Electrical Trades Union; the National Amal- 
gamated Union of Enginemen, Firemen, Mechanics, Motor- 
men, and Electrical Workers; the National Amalgamated 
Union of Labour; the National Union of General Workers; 
and the Workers’ Union. 

Joint Industria] Council for the Electrical Contracting In- 
dustry, comprising: The National Federated Electrical Asso- 
ciation and the Electrical Trades Union. 

The British Electrical and Allied Manufacturers’ Association 
Incorporated, comprising 210 manufacturing companies and 
firme. | | 

The Electrical Wholesalers’ Federation, comprising 73 whole- 
sale distributors of electrical apparatus and appliances. 

The British Electrical Development Association, comprising 
379 electricity supply undertakings and 950 manufacturers and 
contractors. 


Birmingham Fittings Trade.—Our local correspondent re- 
ports that the Birmingham electrical fittings manufacturing 
industries are suffering from the prevailing depression rather 
more than recently. He says: Ihe relapse which has 
caused а роба deal of unemployment is attributed largely to 
the severity of German competition, which has been possible 
only by reason of her depreciated currency. From an export 
point of view, too, the situation is by no means satisfactory. 
Many of the foreign markets are overstocked with electrical 
fittings, and both the Indian and the Australaeian demand is 
considerably below the post-war normal.“ 


A Demonstration Kitchen.—The Metropolitan-Vickers 
Electrical Co., Ltd., has recently opened a new showroom and 
demonstration kitchen in Bristol. The kitchen, which is 
shown in the accompanying illustration, is equipped with a 
number of modern electrical appliances, which are demon- 
strated for inquirers by trained assistants. Cooking, wash. 
ing, ironing, and clothes-drying are done. 

In the showroom is an exhibition of all kinds of lighting 


METROPOLITAN-VICKERS DEMONSTRATION KITCHEN. 


fittings, fires, small cookers, and other appliances. Пее 


assistants show the efficiency of vacuum cleaners for carpet. 


sweeping, &c. The room is very tastefully furnished and 
decorated. The building has two show-windows, in which are 
displayed lighting fittings, fans, and other apparatus. 


Local Electrical Exhibition.—From October 3151 to 
November 5th, Messrs. Baxendale & Co. held a special exhibi 
tion and demonstration of electrical appliances in their show- 
rooms, Grass Market, Edinburgh. The usual articles were 
shown—kettles, grills, irons, percolators, &c., and visitors were 
shown the working of an electric washing machine. A special 
line of Miller lighting fittings was exhibited, including 
table standards, bowls, &c. 


An Industrial Lighting Campaign.—We have received 
from Benjamin Electric, Ltd., full details of its efforts to 
induce manufacturers and others to install efficient lighting, 
or to aid factors to secure this. | 

A mass of literature advising as to the best means of gain- 
ing the attention of those who may prove good customers has 
been published in bound form. This commences with an 
introductory note and some extracts from the report of the 
Home Office Committee on Lighting in Factories and Work- 
shops, detailing the effects of bad lighting upon efficiency and 
production. A selection of letters follows, and a number of 
illustrated pamphlets are also included. A special point 15 
made of convincing works’ managers of the inefficiency of 


their lighting by means of a simple but effective “ Light: 
meter.” 


The Training of Ex-Service Men.—1he Minister of 
Labour, speaking at the Preston instructional factory for the 
training of disabled ex-Service men, said that the number of 
the men still remaining unabsorbed by industry was still very 
great. There were 28,500 firms upon the King’s Roll, snd 
these were employing 345,000 disabled men ; but still much re- 
mained to be done. Mr. Macnamara said that when men left 
the instructional factories they were really first-class crafts 
men. The reason why there were men waiting to enter the 
factories was that the Local Technical Advisory Committees 
feared that particular industries might be overcrowded. but 


the sneaker thought that their view should be broadened 
somewhat 


, Lead.—In their report dated November 5th, Messrs. James 
Forster & Co. says that with trade as it is and a resumption 
of shipment here, both from Spain and Australia, they can 


вее по sustained improvement in tl i d, which i5 
higher relatively to other metale Е 
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British Samples, Ltd.— Ihe Federation of British Indus- 
tries has sent us particulars of a scheme for maintaining ex- 
hibitions of British samples in the leading foreign commercial 
centres. To this end a company has been formed with the 
title British Samples, Ltd.," and the Federation sees so 
much proniise in the scheme that it has consented to act as 
һе British agents of the company. A booklet accompanying 
he Federation’s letter describes the first of these sumple 
rooms, which is at 9, Rue de Ligne, Brussels. The suite 
'omprises а main hall, measuring 50 ft. by 40 ft.; an inner 
hall, 25 ft. by 40 ft.; and an upper floor in which is a range 
of rooins available for private displays. The height limit of 
the showcases is 7 ft., and ample advertising space is therefore 
available on the walls of the halls. A number of varied ser- 
vices are rendered by the company and the F.B.I., 39, St. 
James's Street. S. W. I. will be glad to supply full details to 
those interested. 


Ukraine Electrical Provision.—According to the Ekono- 
mitcheskaya Zhisn, the electrical industry in the Ukraine has 
made poor progress. Ihe big V. E. K. factory of the Ukraine 
was transferred from Riga in 155. The pre-war electrical 
factory of Kieff has a modest output of 5,000-6,000 poods 
of copper cable. There is a number of small repair shops and 


small arinature concerns that arose during the revolution, also. 


the radio-telegraph plant in Odessa. At present there are 
seven more or less important town stations in the U kraine of 
from 1,000 to 10,000 KW capacity, some small stations in ihe 
юса] towns and villages, and a number of peasant industrial 
electric. stations distributed over the Donetz and Rrivoi Rog 
basins, of a total capacity of 50,000 kW. Practically every- 
where the electrical stations are in a half-ruined condition, 
and their rehabilitation proceeds slowly for want of repair 
material ànd because of labour trouble. But the state of the 
V.E.K. is on the whole satisfactory ; its difficulties arise chiefly 
over lack of materials of second rate Importance. Most of the 
qualified workmen came from Latvia, and, being dissatisfied 
with the conditions, they have mostly returned home. 


Tube Extension Scheme.—The Government has decided to 
appoint a Committee of Inquiry consisting principally of 
financial experts, to investigate and report upon the schemes 
of extensions proposed by the Underground Railways Co. of 
London, Ltd. The object is to decide whether this work will 
be eligible for guarantees under the Trades Facilities Bull. 

The Times, however, is informed that the scheme does dur 
come under the Trade Facilities Bill. Lord Ashfield's proposa 
i» to гаіѕе the 46.000.000 capital required in the City in the 
usual way. What he asks from the iiovernment js a 198 
Bill giving effect to the safeguards which he „ 

The Premier, in reply to a question in the 5 | o 
mons, on November 7th. stated that Lord a 2 n 
informed that the Government could not promote Ps ion 
to protect the companies against competition, but at the Men 
time the Government wished the important MODs do proceed. 
It is probable that a revised scheme will be drawn up. 


Electrical Appliances in Canada.— The Pru of bun 
tricity in Canada for lighting homes and operating x "s 
appliances is shown by the fact that 5 ids DE 115 
residences, so situated that electricity 15 availab e for Les He 
wired. Electrie flatirons are used in 45.7 per cent. o 1 o 
electric toasters in 18.2 per cent.; electrically-operated и 
machines in 5.9 per cent.; electric fans in 5.4 рег in DEM 
trically-operated vacuum cleaners in ә per ош Su 
ranges in 3.1 per cent.; electrically-operated sew ing s 151 
in 1.2 per cent.; electric dishwashers in 0.7 per А 1 
electric refrigerators in 0.6 per cent.—Electrica et 
(Chicago). Р РАТ 

Public Works, &c., Сопдггзз.—Гһе кос: T ms 2 
being held in connection with the Public 10 5 е A 19 2 
Transport Exhibition, commences on November 19 5 
ference on The Purification of the Atmosphere 195 h. js 
arranged for the first day. The last day, ш; Ө 12955 
pers have been announced : wectric Ve dde 7 
TNT Purposes," by Mr. F. Ayton, M.T.E.E.. and М. М 
cation of Electricity to Municipal Services.“ by Mr. 8 bs 
Watson, M.LE.E. The chair will be occupied alternate 7 5 
Bailie W. B. Smith, О.В... a member of the Glasgow. Elec 
tricity Committee. and Mr. S. T. Allen, M. I. E. E., president 
of the I. M. E. A. 


i er British Trade Marks.—Appended is a 
f recent applications for British trade a 
in respect of goods and productions associated with the elec- 
rical trades and industries :— | 
thee co. 47 0. Class 18. Electric alarms as systems 
in buildings. Richard Dittmaver, 8, Striesenerstrasse, Blase- 
witz, Dresden, Germany. July 19th, 1921. 

Meriditt. No. 417.069. Class 18. Electric alarms as sys- 
tems in buildings.—Richard Dittmaxer. 8, Striesenerstrasse, 
Blasewitz, Dresden, Germany. July 19th, 1921. 

Minirisk, Хо, 416,258. Class 18. Electric alarms аз RYR- 
tems in buildings—The Minirisk Co., Ltd., 47, Victoria 
Street. London, S. W.1. June 18th, 1921. 

Pritish Made (lettering and design). No. 405,480. Class 8. 
Electric cables made in Great Britain.—Ward & Goldstone, 
Ltd., Sampson Works, Salford, Manchester. June 24th, 1921. 


Vee. No. 416.199. Class 13. Electric lamps (ordinary) 
made in Holland.—Victoria Electrical (Manchester), Ltd., 27, 
Berry Street, Buxton Strect, Manchester. June 16th, 1921. 

Red Dragon. No. 416,969. — Class 13. Electric pushes, oil 
fillers, &c.—W. F. M. Rose, trading as Meekan Rose & Co., 
Blackhorse Garage, West Street’ Bristol. July 14th, 1921. 

Surbide (lettering and design). No. 417,697. Class 8. Elec- 
trie accumulators (not for medical purposes). Chloride 
Electric. Storage Co., Ltd., Clifton Junction, Manchester. 
August 16th, 1921. 

С. & ©. (lettering and design). No. 409.333. Class 13. 
Electric lamps (ordinary) and fittings for electric lamps.— 
Crowther & Oshorn, Ltd., 7. Blackfriars Street, Salford, Man- 
chester. November 2nd. 1920. 

An A.E.G. Absorption.—The A. E. G. of Berlin, proposes 
to absorb the undertaking of the Mix & Genest Telephone and 
Telegraph Co., of Berlin-Schoneberg, by means of an inter- 
change of shares. Curiously enough, the offer is not being 


made to the shareholders in the latter directly, but by a bank- 


mg group in the name of the Berlin Electricity Works Co., 
Whose supply works were expropriated by the Berlin muni- 
cipal council. 

Bradford Health and Home Exhibition.—Amongst the 
exhibitors at the first Bradford Health and Home Exhibition, 
opened at Belle Vue Barracks on November 4th for a fort- 
night, are the Corporation Electricity Department : Rycroft 
and Co., Ltd., Aldermanbury, electric fitters; Henry Wilson 
(Bradford & Birmingham), Ltd., electrica] contractors. of For- 
ster Square; the Unit Electrical Co., Hall Ings; and Electrical 
Services, Ltd., Aldermanbury. | 

Electricity Salesmanship Conferences.—4 series of con- 
ferences has been initiated bv the British Electrical Develop- 
ment Association, Inc., having for their object the bringing 
together of persons interested in the sale of electricity or elec- 
trical material and appliances, and the promotion of discus- 
sions on short pavers or lectures dealing with the various 
aspects of load building and salesmanship. Admission to the 
conferences will be by tickets. to be obtained from the E.D.A. 
Offices (Hampden House. 84, Kingsway, London, W.C.2). All 
persons engaged in the industry and coming into contact with 
the public in the course of their work are eligible to attend 
and take part. The subiects dealt with will be commercial 
rather than technical. Tt is not intended that the confer- 
ences should in any wav replace the work of existing organi- 
sations for discussing the technique of the business, but that 
they should concentrate upon methods of popnlarising the use 
of electricity, and presenting the advantages of electrification 
to the consuming public. The proceedings will not be open 
to members of the general public. It is proposed to deal 
with salesmanship in relation to some different aspect of the 
domestic load at each meeting, getting different persons in 
the industry to take the chair and different experts in each 
branch of electrical merchandising to read short papers and 
open discussions. Six meetings will be held in London this 
session, but we have no doubt that provincial electrical men 
will see the need for similar gatherings elsewhere, 

The first conference is to be held on Fridav, November 18th, 
at 8 o'clock, at the Tnstitute of Chartered Patent Agents, 
Staple Inn Buildings, W.C.1. Mr. S. T. Allen, M I. E. E.. will 
preside, and Mr. E. Н. Freeman, N. I. E. H., will speak on 
" Salesmanship in Wiring and Installation Work." Brief 
records or minutes of proceedings will be made with a view 
to circulation for the assistance of provincial centres doing 
similar work in affiliation with the E. D. A. 


Austin Motor Co.—lt is reported that debentures for 
£200.000. (10 per cent.) in this company have been taken up 
by Sir John Leigh, Bart., and that the company’s affairs are 
to be taken out of the hands of the receiver. A Manchester 
newspaper reports that the company has bcoked a large con- 
tract for cars (£517,500). from a Manchester company, also 
other important contracts, 

New Fronch Companvy.—l.a Co-operative d'Electricité de 
la Region de Peronne is the name of neu undertaking whieh 
has lately been formed to establish an electricity. generating 
plant to supply electricity for lighting and power purposes to 
35 communes in the Peronne war devastated area. The capital 
of the concern is 3,000 000 fr., of which the French. Ministry of 
Agriculture is advancing 2.000.000 fr.. repayable in thirty 
vears. 

The ЕЛ Шап Electrical Industry.— According to the Eclair- 
age et Force Motrice, the improvement in electrotechuical husi- 
ness in Belgium seems to be increasing. As a matter of fact, 
the last reports of the correspondents of the Ministry of In- 
dustry and Labour show that demand continues good for elec- 
trical machines and apparatus. One firm at Mons is about 
to make extensive enlargements of its works. Orders 
аге growing both in number and value. There 15 
marked activity in installation material, and good crafts- 


men are being sought after. At Antwerp, notwith- 
standing the strengeney which has prevailed generally, 


the local electric supply company has been compelled to under- 
take the building of a new transformer station near the Cen- 
tral Railway station to satisfy the growing demand for power 
from the large manufacturing firms. The new station will 
be of a capacity of 5,000 kW. and will be equipped with к | 
transformer groups of 1.000 kW each. It is expected to be 
working by the end of the year. | . 
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New Belgian Companies.— There has been formed at 
Brussels (lace Louie dj the '' Electrolux," to trade in all 
appliances relating to electricity and especially electric vacuum 
cleaners. Capital, 100,000 fr. | 

Under the style of Constructions Electriques du Centre, 
there has been launched at Godarville a company, with а 
capital of 275,000 fr., for the building of motors and other 
apparatus and the installation of lines, networks, central sta- 
tions, &c. | | 

With a capital of 1,950,000 fr., there has been formed at 
Brussels (Rue Berthelot 152-4) the Compagnie Industrielle et 
Commerciale d'Electricité for trading in and the construction 
of electric material, for its own account or for third parties. 

H. De Launoy & Cie. (459 Chaussée de Waterloo, Brussels) 
has been constituted à company, with a capital of 200,000 fr., 
for the representation of Belgian and foreign metallurgical and 
electric construction firms. 
The Société Anonyme Chauffage Fladen et Mignot has 
been established at St. Gilles (17 Place Maurice Van Meenen) 
for the purchase, sale, and manufacture of all kinds of heating, 
ventilating, cooking and washing apparatus, &c. Capital, 
200,000 fr. 


LIGHTING AND POWER NOTES. 


Australia.—NEwcasrLE (N.S.W.).—The annual report of 
the Municipal Council's electricity supply undertaking for the 
year ended December 3186, 1920, shows a total revenue of 
£66,499 as compared with £36,583 in the previous year. Work- 
ing expenses totalled £55,325 (£27,460), leaving a gross profit 
of £11,173. After payments to sinking fund and interest, &c., 
tnere was 3 net surplus of 48,356. 


Barton-on-Humber.—Streer LiaGurixG.— The Urban Dis- 
trict Council has declined to entertain an application from 
the Barton Electric Supply Co. for an increase in the contract 
price for street lighting. 


_ Bedford.—ExtTenxsions.—The extensions which were put 
into commission on October 29th consist of a Parsons reaction 
turbine coupled to a 1,500-kW single-phase alternator. The 
steam-raising plant comprises four B. & W. land tvpe boilers in 
two pairs, with the chimney between them. These are each 
guaranteed to produce 15,000 lb. of steam per hour at 200 lb. 
per sq. in., superheated 250 deg. F. Chain-grate stokers are 
fitted, and can be used for either forced or natural draught. 
The chimney is of brick-lined steel and 100 ft. in height. In 
order to use the new boiler plant to greater advantage, a con- 
nection has been made with the old steam range so that the 
Westinghouse turbine in the old works can be supplied with 
steam, through a reducing valve, at 130 lb. per sq. in. The 
exhaust steam from the auxiliary plant (a small steam turbine 
driving two puniping sets) 18 used for heating the condensate 
апа make-up water which is returned to the boilers at about 
200 deg. F. The 6,600-V switchboard consists of stone cubicles 
containing oil switches, isolating switches, &c. The cubicle 
doors are interlocked with the switches to prevent opening 
while the power is оп. The switches are electrically operated 
from a top gallery. The 6.000-V gear is linked up to an older 
2.000-V board through three transformers. А battery of 57 


cells has been installed, and this is charged by means of a 
mercury vapour rectifier. 


Brentwood.—Enectricity SurPLY.—The Urban Council has 
appointed 9 committee to consider the details and figures of 
two electric lighting schemes submitted to it. 


Canada.—The Winnipeg Electric Railway Co. has an- 
nounced that satisfactory arrangements have been made for 
the financing of a new power development at Great Falls on 
the Winnipeg River, some ЄЗ miles from the Manitoba metro- 
polis. When completed the plant will have a capacity of 
165,000 h.p., and is expected to cost about $10,000,000. Work 
on the construction of the plant is already under way, about 
2% men being employed at the present time, though it is 
expected that from 1,000 to 2.500 men will be required at 
later stages.—Hailway Gazette, | 


Cannock.—Enectricity SUPPLY.—An agreement has been 
arrived at between the Urban District Council and the West 
Cannock Colliery Co., for the supply of electricity to the dis- 
trict, and arrangements are being made for the erection of 
a transformer station and the laying of cables. 


Continental.—Itaty.—By a decree 


Uffici Ё ee appearing in the Gazetta 
‘ffictale the provinces of Venezia, Treviso Belluno, Padova 
, * «i» 


Rorigo, Vicenza and Ferrara are authorised to form an auto- 
jiomous group for the utilisation of the hydraulic forces of the 
basins of the Brenta and the Piave, and their tributaries, as 
Well as the other watercourses of the provinces. The bodies 
entitled to form part of the group include the various сош- 
munes, reclamation and irrigation consortiums, chambers of 
commerce, savings banks, and other public bodies and com- 
pames. The group will construct, plant and distribute and 
sell electricity: its capital is unlimited, and will consist of 
shares of 50,000 lire each, redeemable within fifty years. The 


group is also empowered to raise loans and issue bond;.— 
Reuter’s Trade Service (Rome). | 

BELG1UM.—At the recent meeting of the Société d' Electricité 
de l'Est de la Belgique, the directors reported that in order 
to meet the increasing demands for electricity, the laying 
down of further plant had become necessary. The capacity 
of the company's central station at Verviers has been extended 
from time to time, but no further extensions there ure no 
possible, the demand on the local water supply for the 
boilers having reached the maximum. The directors have, 
therefore, entered into an arrangement with the Société In. 
terconmunale Belge de l'Electricité, which already operates 
one of the largest power stations in the country, whereby the 
last-named company will establish оп the banks of the rive 
Meuse а new central station with a capacity of not less than 
20.000 KW, from which to supply the whole of the power 
required for the clients of the Société d’Electricité de TEs 
de la Belgique. The Intercommunale Co. will also take over 
the management of the Verviers power station Which, when 
the new Meuse station is completed, will be used as a reserve 
plant. 

FRANCE.—A concession has been applied for to set up a 
distribution network for public services between Bernay, 
Lisieux, Glos, Cambremer and Bonnebosq in the departments 
of Calvados, Eure and Orne. 

La Société Normande d'Electricité has recently secured a 
concession for the supply of electrical energy for lighting and 
power purposes in the Departments of l'Eure and Seine In- 
ferieure. | 

The Forces Motrices de la Vallée d'Aspe has in hand two 
schemes for electrical developments. The first comprises the 
extension of the existing generating station called Forges 
d'Abel to 3,600 h. p.; the erection of a 6,000-h.p. station at 
Esquet, expected to be completed by the end of 19%; the 
building of a station of 3,300-h.p. capacity on the Lake of 
Estaens, and the construction of a high-pressure distribution 
network to serve, from these stations, the districts of Oleron, 
Pau, and Bayonne. The second scheme includes the erection 
of four generating stations, on as many falls, the energy 
supplied being distributed in the districts of Bordeaux and 
Auch. The total yield will be 70,000 h.p. P 

Application has been made by the Société de Transport 
d'Energie des Alpes for à concession to set up three mam 
lines and à number of minor ones in the Alpine regions con- 
nected with various existing generating stations. The main 
lines are intended to carry 35.000 kW, and will be equipped 
for 120,000 volts and eventually 150,000 volts, if technically 
feasible. The total power of the generating stations В 
estimated at 550,000 kW. 


Glasgow.—ErrcrRiciTY Extensions.--The Clyde Хат 
Electrical Power Со. has had installed at its power 
station at Yoker a turbo-alternator supplied and erected һу 
the Metropolitan-Vickers Electrical Co., Ltd. The maximum 
output of the installation is 30,000 h.p., the set operating А 
1.500 r.p.m., generating 3-phase, 25-period, а.с. at 11.000 D 
Cooling water is drawn from the river Clyde by centrituga 
pumps, supplied by Messrs. Drysdale & Co. 


Grampian Scheme.—Treasury — ASSISTANCE SOUGHT — 
The company which has been formed to develop the water 
power of the Grampians is seeking Treasury aid for p 
scheme. The project will absorb a considerable amount 0 
uneinployed labour and encourage the introduction of new W 
dustries to Central Scotland. 


Heckmondwike.—Yrar’s WoRkiNG.--The revenue иш 
of the electricity undertaking shows а net loss of £3,605 i 
the year ended March ЗІУЁ last. 


Hove.— PRICE REepvcrioN.—The Electricity Committee и 
decided to reduce the charges for lighting purposes | 
Ad. per unit as and from the meter readings after Januar) 5 
next. No reduction is to be made in the charges for ү 
until the price of coal becomes stable апа further gie 
has been obtained as to the working of the bulk supp! 
from Brighton. 


India.—PunJgin.—The Punjab Government intends to 
courage as far as possible alternating current пе 
transmission, and has decided upon the following stanar 
frequencies and voltages: Frequency, 50 cycles for. T d 
for special cases). High pressures: 11,000 V, 6,000 V. 1 
and 2.200 V at generator terminals; primary oe 
transformers, 2,000 V. 3,000 V, 6,000 V, and 10,000 ү 55 
dary transformer pressures, 115 V. 230 V, 460 V, an de Ч 
at no load. Standard low pressures: At generator Т 
115 V. 230 V, 460 V, and 525 V; at consumers S 
ПО V, 220 V, 440 V, and 500 V, or 400 V, between 1 0 
When a lower pressure than 110 V is desired 55 V or 5 "T 
be employed. The standard pressure for tramway suppi 
500 V. 


5 

Jersey.—SrnikE.—AÀ dispute has arisen. between the D 
and General Workers' Union and employers, over a Ens 
reduction of 2d. per hour for“ unskilled " labour.“ istrict 
ployers have refused to agree to arbitration until ue a rè 
secretary of the Union apologises for making a 15 he 
garding the profits of the builders and allied ич m i 
power station engineers have stopped work in eympati? 7E 
the building workers, and Ше island is in darkness. 


— — wt 


c nc 


Vol. 82. No. 2,291, Хоукмвен 11, 1921.) THE ELECTRICAL REVIEW. 


Keighley.—Year's WoRkiNG.—The annual report ot the 
electricity department shows a total 1evenue of £61,517, as 
compared with £47,782 in the previous year. Working ex- 
penses amounted to £50,164 (£41,300), leaving a gross profit 
of £11,353. After deduction of interest and sinking fund 
charges there was a net deficit of £6,954. In the previous 
year there was a deficit of £5,942. i 


Kells. — ELE TRICH'Y  SUrrLY.—À committee has been ap- 
pointed to consider a scheme submitted by Messrs. McEntee, 
Lavelle & Gregory for the supply of electricity to the town. 
The scheme provides for a revenue of £2,400, which, after 
deduction of working costs, will leave a gross profit of £1,572. 


Kilmallock.—Cost or Глентіхс.—Тһе District Council has 
appointed representatives to meet the Electric Lighting Co. to 
consider the question of renewing the Council's grant towards 
the cost of lighting the area. 


Lancaster. Ex TENSLIOXS.— The Town Council has decided to 
carry out plant extensions, to meet the increased demand for 
electricity, at а cost of £38,000, 


Law.—Evectricity SurrLY.— The County Council bas ap- 
plied for a Special Order for the supply of electricity to the 
parish. It is proposed to obtain a supply of electricity from 
the Wilsons & Clyde Coal Co. 


Liverpool.—ELectricity SurrLY Extrysions.—With a view 
to providing work for unemployed eiectricians, the local branch 


‘ot the E. 1. C. has approacnea the town clerk with regard to 


expediting electrical work now m abeyance, including the 
erection. of a new transformer station at Aintree. ‘Lhe town 
clerk has informed them that the work will be proceeded with 
as soon as a suitable site can be obtained for the sub-station. 


Llanfairfechan.—ELECTRICITY Supply ScHEME.— The proposal 
to spend £10,000 upon a supply undertaking for the town 18 
meeting with strong opposition. Ihe Council is holding а 
special meeting to discuss the proposals. It is stated that 
the question of electricity supply has been under consideration 
for eight years. 


London.— WitLEsbEN.—The Electricity Commissioners have 
sanctioned the borrowing of £30,000 for mains extensions. | 

REPLACEMENT OF PuskEs.— The Highways Committee of the 
London County Council submitted the following recommenda- 
tion at the Council's meeting on Noveniber dth: |“ That the 
attention of the Electricity Comunissioners be drawn to the 
practice adopted by some electricity undertakers of charging 
consumers for the time and attendance of their workmen in 
cases in which safety fuses within consumers’ premises have 
to be renewed and to the fact-that, in view of the regulations 
made by the Board of Trade under Section 6 of the Electric 
Lighting Act, 1552, the levying of such charges would appear 
to be unjustified; and that the Commissioners be asked to 
consider taking such steps as will acquaint electricity con- 
summers with their rights in the matter. 


Newcastle (Co. Down).—Etectricity Seppty.—The Urban 
Council has approved the agreement tor the lighting ot the 
town by electricity. 


New Zealand.—DuwxkEbiN.—The report of the engineer (Mr. 
M. C. Henderson) upon the electricity undertaking, Which 15 
опе of the largest in the Dominion, for the year ended March 
3ist last, records a total revenue of £95,025, as compared with 
£84,720 in the previous year. Working expenses amounted to 
£37,016, as against £28,935, leaving a gross profit of £00,909 
(455.762). The net resuit was a profit of £20,045, an increase 
of £1,900 on the previous year's result. The number of units 
sold rose frem 14.202, 757 to 16,335,201, and the average price 
per unit fell from 1.430d. to 1.409d. 


Singapore.—ExtrNsioN OF SUPPLY. -The municipality is ex- 
tending its supply of electricity to the European residential 
quarter of the town. Work is now in hand, and energy 1s 
expected to be available by the spring.—Kustern Engineering. 


Sevenoaks.—CurRTAILMENT OF ORDER OrrosED.—The Urban 
District Council is opposing the local Supply Co.'s applica- 
tion to the Electricity Commissioners for the cancellation of 
the portion of the Provisional Order relating to the supply of 
electricity to the Oxted district, on the ground that if the local 
Supply Co. at Oxted succeeded in obtaining the monopoly of 
the lighting rights of that area, the inhabitants of the supply 
area of the Sevenoaks Co. would be indirectly affected. | 


South А!гтїса,.—Мсхорм, Exvectricity Surriy.—In 1919 
there were 40 municipal bodies in the Union operating electric 
light and power stations; 15 in the Cape, seven in Natai, ten 
In the Transvaal, and eight in the Orange Free State. The 
number of consumers was 63,408; the units sold 91,674,331, and 
the working cost per unit ranged from . 77d. at Aliwal North 
to 9.554. at Pietersburg. Johannesburg. Durban, and Cape 
Town, in the order named, accounted for more than half of 
the consumers; Johannesburg numbered 20.222 consumers, 
who took 29,539,513 units at a cost of L.6Xd. per unit; Durban, 
With 8.462 consumers, supplied 25,377,961 units at .69d. рег 
unit; and Cape Town numbered 9,361 consumers, who took 
15,366,505 units at 1.554. per unit. 
| Krrorrsporr.—The municipality has resolved to give up 
its power station and take a supply from the Victoria Falls 
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Power Со. on a ten vears' contract, in 

from the Randfontein Mines, which it 

some time past. It is expected to save 

£7,000 per annum by this arrangement. 
JOHANNESBURG.—At a recent meeting of 

the question of supply from the Victoria Fah 

raised. The chairman of the Finance Comm! 

the Couneil would be authorised by the Aa. 

borrow £119,000 for the development of the h, 

The Electricity Committee suggested that term. 

obtained from the V. F. P. Co. for a supplementary 

electricity. Both recommendations were carried. 


Tullamore.—W aces DisrcTE.—The Electricity Supp, 
works were closed down for some days last week owin 
dispute regarding wages, which was ultimately settled |, 
men accepting £3 7s, 6d. per week of 56 hours. 


Winchester.—Loaxs.—The Town Ccuncil has applied à 
loans of £1,000 for a water spraying plant for the electricit, 
works and £1,200 for the provision or" Olipel " remote 
control gear and switches for street ligating purposes. 


Worcester.—ELtECTRICiTY Works ExrENsiON.— The Electri- 
citv Committee has under consideration the acquisition. of 
generating plant at. the Southampton Rolling Mills. Тһе 
scheme involves the expenditure of £56,000, and a loan is 
contemplated. 


Werksop.—lI.o4Ns.—The Urban District Counci! has applied 
to the Electricity Commissioners for sanction to the borrowing 
of £4,500 for carrying overhead electrical wires to * Rho- 
desia,” a newly-erected model village near Shireoaks. | 

Application has also been made to the Liverpool Victoria 
Friendly Society for a loan of £27,000, at 64 per cent., for 
electric light extension, to be repaid, in periods of from 18 to 
25 vears. | " | | 
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TRAMWAY AND RAILWAY NOTES. 


Australia.— VicTOkIA.—The Victorian Railways Department 
is instituting a service of electric freight trains on the Mel- 
bourne suburban system, a great part of which is served by 
electric traction. Several long guards’ vans have been fitted 
with a pantograph and the necessary motors and other equip- 
ment, and it is proposed that these vans, running between the 
passenger time-tables, shall relieve the fast electric passenger 
trains of the work of dealing with suburban goods traffic.— 
Reuter’s Trade Service (Melbourne). 


Black Country.—CoxrnoL or Tramways.—A committee of 
the Dudley Town Council reports the receipt of letters from 
the Birmingham and Midland Joint Committee of Electricity, 
Tramways, and Motor Omnibus Undertakings with regard to 
the Black Country tramways being continued as one under- 
taking. The companies concerned are about to promote a Bill 
in the ensuing session of Parliament with that object, but if 
the local authorities concerned are considering the promotion 
of a Bill themselves to form a Joint Poard with a view to 
acquiring and operating all these tramways, the Joint Commit- 
tee would be willing to co-operate with the local authorities to 
that end. The committee appointed the Mayor and chair- 
man to attend any conference of local authorities convened 
on the subject. — | 


Burton-on-Trent.—AccipeNt.—On November 4th, a double- 
deck tramear proceeding along Station Street at a moderate 
pace suddenly overturned after leaving the track. Eleven 
people are reported to have received injuries, the driver and 
conductor escaping with slight shock. 


Clavton-le-Moor.—ExTENSION OF TIME OrPosED.— The Coun- 
cil has placed an objection to the application of the L. & Y. 
Railway Co. for an extension of time in which to construct a 
light railway in the Clayton district. The Council states that 
an extension might mean the cancellation of the scheme, and 
prevent others attempting the enterprise. 


Continental.—Fraxce—It is stated that the municipal 
authorities of Paris are contemplating the introduction of rail- 
less electrie traction owing to the high cost of petrol. It 1s 
thought that this would permit of a considerable reduction of 
јагех. | 

SrAIN.—Application has been made to the Dirección General 
de Obras Publicas for a concession. to construct an electric 
railway from San Fernando to Chiclana. The Vizconde de 
Escoriaza isthe applicant, and he is willing to forgo both sub- 
vention and guarantee of interest. If no competitor appears 
within one month, his application will be granted. 


Guatemala.—New Exvectric Rai; way —A new electric rail- 
wav is being built from San Felipe to Quezaltenango, the 
capital of the district of Los Altos. It will be of metre gauge, 
will have a length of 27 miles, and. commencing at an altitude 
of 2.058 ft., will terminate at 7.058 ft. above sen level. Owing 
to the mountainous nature of the country the maximum grade” 
over one-third of the distance will be at least 9 per cent., the 
average for the remainder being from 2 per cent. to 
3 per cent. The latest type of cars for passenger and goods 
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afc will be employed, the former having а seating capacity 
)r 40 persons and the latter a carrying capacity of 15 tons. 
- Jydro-electric power will be employed, the energy being ob- 
tained from the Salamá river, of which the Santa Maria Falls, 
two in number and of a height of %0 ft. and 100 ft. respec- 
tively, are capable, it is estimated, of producing 10,000 h.p., 
and after supplying the needs of the line, the surplus power 
will be utilised for the lighting of towns and coflee planta- 
tions over а wide area. "The total outlay is put down at 
$2,200,000 United States currency.—Chamber of Commerce 
Journal. 


Hull.—Introptction oF Роѕтл, Boxes.—The Tramway 
Committee Intends to institute postal collection boxes on the 
tramears, to facilitate postal services locally. Such cars will 
be indicated at night by a special light. It is expected that 
delivery of letters will be expedited by twenty-four hours in 
HOME CASER, 

India.— New Tramway.—The Dehra Dun Mussoorie Electric 
Tramway Co., Ltd., has been registered with the object of 
building a tramway between Dehra Dun and Mussoorie. The 
U.P. Government has granted a concession. The capital of 
the company is Rs. 50 lacs. The preliminary estimate is 
Rs. 36,62,000. The managing agents are Messrs. T. Beltie 
Shah (Gilani), Rajpur Road, Dehra Dun, U.P.—Reuter’s Trade 
Service (Bombay). 


Keighlzy.—RAIILFESS Cars.—The Tramway Committee has 
decided to give a trial to a new type of railless car for the 
hilly routes at present served by the department's railless 
‘buses, which have been running at à heavy loss. 

Leeds.—TRAMWAYMEN’S EMPLOYMENT SCHEME.—An admirable 
arrangement has been come to by the employés of the Tram- 
ways Department to ensure that each man has an equal 
chance of being emploved when the staff has to be cut down 
for any reason. The requirements of the department for the 
ensuing week are ascertaincd, and a ballot is taken; those 
men who ful to secure a place have to stand aside for the 
week. They are not neglected, however, for those who are 
retained are invited to contribute to a pool which is shared 
among those who are ''stcod off." Should a man refuse to 
contribute, he renders himself ineligible for this relief if he 


18 out of work. No overtime is to be worked while the scheme 
18 1n operation. 


London.—Linkinc:Ur.—l.ord Ashfield recently told a re- 
presentative of the Morning Post that the London Gene- 
ral Omnibus Co. had experimented upon the linking-up 
of tramway '' dead ends," for which the L. C. C. was recently 
refused Parliamentary Powers. The result was a failure, and 
the company had saved the public considerable expense. 

ACCIDENT.—A delay in the tramway service was caused last 
week through the collision of a London United car, travelling 
in the direction of Acton, and a steain Wagon. The car was 
thrown off the lines, and windows were broken. The front 
of the wagon was smashed and caught fire. Nobody was 
seriously injured. 


New Zealand.—DusEbiN.—The manager of the city tram- 
ways (Mr. W. H. McKenzie) reports that the total receipts 
for the year ended March 31st last were £115,865, as com- 
pared with £106,954 in 1919-20. Working expenses amounted 
to £77,935,, as against £63,625, leaving a gross profit of 
£37,940 (£43,329). The net result was a surplus of £9,022. 
The car mileage rose from 1,350,318 to 1,498,937, and the num- 
ber of passengers carried from 71,707,302 to 18.744,010.—Com- 
monwealth Engineer. | 


TELEGRAPH AND TELEPHONE NOTES. 


Belgium.—Raitway | CouMUNicATION.—Hitherto the tele- 
graph only. has been used in working the railways in Belgium. 
At the beginning of last month (October) the telephone was in- 
stalled on the Brussels-Namur line and on the Schaerbeek 
quadrilateral. The special material was supplied by the Bell 
Telephone Co., Antwerp, and the American Western Electric 
Co. 

China.—TrLErHoNE ExXTEN SONS. —Tlie business men of 
northern China have started an agitation to link up all their 
principal cities by telephone toll lines. declared Mr. 
Clark H. Minor, formerly manager of the China Elec. 
tric Co. of Peking. who arrived in New York a 
short time ago on his way to london, where he 
will become commercial manager of the associated and 
allied companies of the International Western Electric Co. 
in Europe. " Work has already begun on a long-distance 
hne between Shanghai and Peking that will connect with 
the toll system now in operation between the northern capital 
and Tientsin," he said. The latter line, which has the dis- 
tinction of being the only inter-city cable now existent in 
China, is only 100 miles long. The new artery of communi- 
cation. probably will be completed late this year. It will 
cost about $500,000, and will be constructed according to 


American standards. The Chinese are great admirers of the 
telephone. They have become tired of the difficulties which 
beset their use of the telegraph, where -the many character, 
ot their alphabet force them to send all their messages in 
code, and want to enjoy the time-saving methods. Cons. 
quently new exchanges are being erected in most of the larger 
cities to augment the 55,000 subscribers“ fines already in Uie 
in the republic. Girls are being trained as operators in Shan- 
ghai for the first tine. Hitherto, on account of the cheapness 
of male labour, all work at the Chinese exchanges has been 
done by men. In the three vears since its organisation the 
China Electric Co., which really is a joint undertaking ot the 
International Western Electric Co. and the Ministry of Com. 
munications at Peking, has raised its capitalisation from 
$250,000 to $1,000,000, a growth fostered by the increasing 
demand “for telephones and other electrical material in the 
republic. Electrical Review, Chicago. 


Italy.— NEW WIRELESS STATION. — There has been formed st 
Fiume a joint stock company with ine object of erecting and 
working a large wireless station there. The new company 
has no connection with the local Marconi Co., but is locally 
formed and managed, one-third of the capital being reserved 
for private subscription and 25 per cent. for the Commune of 
Fiume. The style of the company is the Società Fiumana delle 
Radio-communicazioni. 


London.—Nrw WATERLOO SWwITCHBOARD.—In the September 
issue of the South-Western Railway Magazine, Mr. M. J. 


Thorrowgood, M. I. E. E., describes the new automatic telephone 


switchboard recently installed at Waterloo (L. & S.W. Ба. 
way). This is a d0-line board capable of dealing with all 
the telephone business of the offices of the Superintendent of 
the Line and the London District Superintendent, and it is 
the first of its kind to be installed cn a British railway. To 
make it easy for the operator on the manual switchboard to 
quickly determine which jack she has to plug into, it is being 
arranged to prefix the number ascribed to each office con 
nected to the automatic switchboard with the letter A; thus 
the telephcne number of No. 20 on the automatic switchboard 
at Waterloo will appear in the company's telephone directory 
as Waterloo А 20. Hence No. 61 will ask the operator on tle 
manual switchboard after he has removed the receiver from 
the hook of his telephone instrument for “ A20.” The 
operator will then connect No. 61 on the manual board direct 
through to No. 20 on the automatic switehboard withont in 
any way interfering with the automatic portion of this board, 
the operations being practically similar to those on the manual 
switchboard at present. This has been arranged to save tine 
in switching through at the switchboard and incidentally to 
give a quick service. 


Storm Damage.—The telegraph department of the General 
Post Office announces that the gale of Saturday night caused 
considerable dislocation of telegraphic ігаће. The dislocation 
was most pronounced in the Eastern Counties. There ap 
parently the gale had been most severe, wires being down 
extensively, as the result, it was assumed, of trees being blown 
across them. | | 

The daily Press also announces that on the following dar. 
Sunday. telegraphic and telephonic lines cf communication m 

zium suffered greatly. І 
Sine and North Ger aie also suffered, and on AE 
7th there was no telegraphic communication between Tan n 
and Germany, Holland, and Belgium, says the Evenmg vee 
There were interruptions and delay in the service between 
London and France, Italy, Switzerland, Russia. and sume 
other countries. The east coast comniunication suffered n 
owing to the fact that the main lines on overhead 5 ү 
brought down in big bunches all over East Anglia, m e 
all those which connect London and East Walsham, Wi 
the cables to Germany and Holland enter the North Sea. f 

The Times announces that serious deiays owing 0 storms 
are reported by the Eastern Telegraph Co. from Natal. 


Th? Telephone Service.—The announcement is puse 
automatic telephones are to be installed at Preston tele] 
exchange, which now controls over 1.500 local Шы 11 1 

In reply to a question in the House of Commons i ail 
the P. XI. G. said that contracts were being proceede nest 
for over 800 miles of main cable. The cables would 0 
69 cities and towns with the main underground trunk ps ' 
and. in addition, some 500 miles of cable would be 11 
connection with the development of the local telephone sy 


U.S.A.—NEW WIRELESS STATION.—Fresident 11 i 
November 5th, sent out from the White | Radio Cei: 
first message to be transmitted by the, New York ] with the 
tral on Long Island. Over a land wire connected Sh n 
station and lcoped into the White House. the Pres? plant 
tuted his message for wireless transmission. The d p Unido 
occunies а tract of ten square miles, and vith is a ин 
in full operation will utilise а transmitting power 
kW.—Reuter's Trade Service (New York). "ETE 

NEW CaBLE.—Arrangements have been comple еб, nm 
Washington message to The Times, for the ОПЕ» 
Yap-Guam cable during the Armaments Confe pct ani 

The agreement will be signed bv the United ju n 
Japan and approved by Great Britain, a bins . 
probably next week.—Reuter's Trade Service (Was 


ee 
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CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL. REVIEW in which the 
* Official Notice“ appeared.) 


OPEN. 


Australia.—-MrLboukne.—City Council. February 20th. 
One 2,000-kW rotary converter with transformer, also 6,600-V, 
5U-cycle, 3-phase switchgear.—Reuter’s Trade Service (Mel- 
bourne). 

January 17th. P.M.G.'s Department. "Telegraph instru- 
ments, galvanometers, keys, relays, sounders, ve. (Schedule 
171s.)* 

January dth. Vietorian Government Railways. One set 
pyrometer equipment (cont. 34,705), electrical equipment for 
cargo shifter. (cont. 34,723), electric rivet heater and acces- 
sories (cont. 34,735).* 

ADELAIDE.—January 4th. P'. M. G. s Departinent. 
apparatus and material, including cords, hand sets, 
visory lamps, plugs, Jacks, Ke. (Schedule No. 604.) 

SvpNEY.—April 24th, 1922. City. Council. One 10,000-k W 
turbo-alternator and two  9,000-kW rotary  converters.— 
Beuter'a Trade Service (Melbourne). 

February 22nd. N.S.W. Government Railways and Tram- 
wavs Department. One 5,000-KW, 50-cvcle turbo-alternator, 
with condenser and accessories, for the Newcastle power 
house.“ 

Brispane.—February 10th. 
Six miles of 3-core, 0.15-in., paper-insulated cable.“ 

VicTORIA.—January 4th, 1922. Railway Commissioners. Five 
electric road trucks.—Reuter’s Trade Service (Melbourne). 


Argentina.—Brexos \irnes.—January th, 1922. Board cf 
Sanitary Works. Plant and accessories for a new generating 
station, comprising three four-evcle Diesel engines of 375 h.p.. 
and three 3-phase alternators each of 250 KW, 2.200 V, 50 
cvcles.* 

Bentlev-with-Arksey (near Doncaster).— November 16th. 
Urban District Council. Supply of electric lamps. Parti- 
culars from the Architect, Council Offices. 


Bristol.— November 16th. Board of Guardians. Electric 
fittings for three or six months. J. Simpson, Clerk to ihe 
Board, St. Peter's Hospital. 


Bulgaria.—January 10th. Direction of Posts & Tele- 
phones. Sixty 50-line telephone exchanges, fifteen 100-line 
ditto. (See this issue.) 

Churchstok2 (Mont.).—One 1-kW Lister electric lighting 
set and battery; wiring the village hall, with distribution 
boards, fittings and lamps. Specifications (5s.) from Mr. 
< Dervis Ward, Court House. 


Dublin.— November 16th. G. N. R. Co. of Ireland. Three 
months’ supply of stores including electrical fittings, lamps, 
cable, wire, Ke. (November 4th.) 

November 17th. Electricity Supply 
chinney, draught fan and accessories, 
zineer, Fleet Street, Dublin. 


Egvpt.—November loth. Egyptian Postal Administra- 
tion. Stores for six months, including metal-filament lamps, 
Ke.“ 

Esthonla.— The municipal authorities of Tartu, а town 
of 52,000 inhabitants, situated on the river Ennnajegi. are in- 
viting offers for the construction cf à system of electric. tram— 
Ways in the town. Esthonia Consulate, 25, Rue Saint Thomas, 
Antwerp. 


France.—Paris.—November 20th. Post and telegraph 
authorities. Installation cf electric clocks throughout the Post 
and Telegraph administration buildings. Direction de ГЕХ- 
ploitation Pcstale, 103, Rue de Grenelle; Paris. ' 

November 26th. Three lots of 100. each of portable 
mouthpieces, with sound dampers. Direction de l'Éxploi- 
tation Télégraphique, 103, Rue de Grenelle. 

November 16th. Electric lamps in four lots—76,000, 12,000, 
25,000. and 7,000. Etablissement Central du Мала Spécial 
du Génie, 39, Rue de Bellechasse. 

November [5th.—15.900 metres of telephone cable, rubber, 
paper, silk, cotton and lead covered. For. Rabat. Morocco. 
Office National du Commerce Ext^rieur, 22 and 21. Avenue 
Victor Emmanuel ITI. 


Glasgow.—November 30th. Gas Department. 
tric locomotives to haul 30 tons. (See this issue.) 


Greece.—November 15th. Supply and installation of a 
central telegraph station, with network cables. Ministry of 
Communications at Athens, 


, Halifax.—November 15th. Electricians? work in connec- 
tion with the lighting of the Wesleyan Church. King Cross. 
Specifications fron W. W. Longbottom, architect, 35, Con- 
mercial Street, Halifax. , 


London.—Metropolitan Asvlums Beard. November 23rd. 
Installation of electric lighting cables throughout the training 
ship Exmouth, off Gravs, Essex. (November 4th.) 

PADDINGTON .—November 2Ist. G.W.  Railwav. Threc 
months’ supply of electric wire and cables, and telegraph in- 
struments, apparatus, and stores. (See this issue.) 


Telephone 
super- 


Committee. Steel 
City Electrica. En- 


Two elec- 


City Eiectrie Light Co., Ltd. 


Manchester. November 14th. Public Health Committee. 
Four-core a.c. cable, switcbgear, and electric lighting of 
portion of Monsall Hospital. Specifications (£1 1s.) from City 
Architect, Town Hall. 

November 22nd. Electricity Department. In connection 
with Barton Power Station. Contract No. 5. Steelwork, 
cast-iron work, builders’ work, &c., in cable bridge over Bridg- 
water Canal, at Longford Bridge, Stretford. Mr. F. E. 
Hughes, secretary, Electricity Department, Town Hall, Man- 
chester. | 

November 95th. Electricity Committee. 
flow and level recorders. (See this issue.) 
. November 16th. Education Committee. Electric lighting 
installation at the Cavendish, City Road, Burgess Street and 
Abbott Street Municipal schools. Specifications. (Als.) from 
the Education Offices, Deansgate, Manchester. 


Circulating-water 


New Z»aland.— WELLINGTON .—January 31st. Public Works 
Tender Board. Two sets 3-phase, 6,000- V automatic oil circuit 
breakers, four sets disconnector switches, and one / 66,000. V 
alr-break, lever-operated switch for main transformer switches, 
for Lake Coleridge power house.* 


Jugo-Slavia.—November 15th. Minister of War and 
Marine. 1,000 kilometres of field telephone cable.“ 


Sheffield.—November 26th. Health Committee. Plant 
and machinery for refuse disposal works, including cranes, 
switchboard, pumps, &c., steam-driven electrical plant and 
condensers, motors, and starters, &c. (October 28th.) 


Tunbridge Wells.—November 21st. Electricity Supply De- 
partment. One wooden cooling tower, cast-iron circulating 
Water piping and valves. (See this issue.) 


Wexford.— November 28th. Corporation. Overhead l. p. 
distribution mains, street lanterns, Ke. (See this issue.) 


Whitehaven.— December 1st. Electricity Supply Depart- 
ment. Two water-tube boilers with superheaters, economisers, 
pipework, &с. 

A copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S. W. I. 


CLOSED. 


Argentina.—.X Government decree has been issued pro- 
viding for the purchase of a quantity of rolling stock. 17 
cranes, and various other materials from German firms to the 
value of 550,000 pesetas, for use in the port.—Heuter's Trade 
Service (Buenos Aires). 


London.— L. C. C.— Highways Committee. H. and. Lp. 


switchgear. for the Holborn and Streatham sub-stations : — 

Sprecher & Schuh Co., £13,766. 

General Electric Co., Ltd., £14.642. 

British Thomson-Houston Qo., Ltd., £15,057. R commended. 

Johnson & Phillips, Ltd., £15.113. 

Ferguson. Pailin, Ltd., 15.116. 

Metropolitan-Vickers Electrical Co., Ltd., £16,418. 

A. Revrolle & Co., Ltd., £16,792. 

Park Royal Engineering Co., Ltd., £17,064. 

Bertram Thomas, £17,282. 

Switchgear & Cowans, Lid., £17,282. 

British Thomson-Houston Co., Ltd. (alternative), £17,525. 

Metropolitun-Vickers Electrical Co., Ltd. (alternative), £18,575. 

Whipp & Bourne, Ltd., £22,305. 

The Committee states that the lowest tender is not in accordance with 
the specification, and is advised that the switchgear offer. by the 
British Thomson-Houston Co., Ltd., is most suitable for the Council's 
requirements, The company is at present supplying the rotary con- 
verters for the «ub-stitiors, and it will be an advantage to have one 
contractor responsible for the complete erection of the sub-station 
plant, thus minimising the difficulties of keeping the existing plant 
running during the work of reconstruction. 


Mexborough.—Seventeen tenders were submitted to the 
Urban Council for the electrical wiring material required. for 
its housing scheme, it having been arranged that the actual 
Wiring was to be done by the Council’s own workmen. After 
the electrical engineer, Mr. J. B. Feltham, A. M. I. E. E., had 
inspected and, reported upon various wiring Jobs, it was de- 
cided to place the order with Messrs. Mvlan & Smith, I.td., 
of Sheffield, for J. & P. wiring system cable and fittings. 


Peterborough.—Town Council. Accepted:— 
C. Bebs, for 600 tons of coal for the electricity works, at 335. 2d. per ton. 


FORTHCOMING EVENTS. 


Physical Society of London.— Friday, November llth. At the Imperial 
College, South Kensington, S.W. At 5 рап. Presidential address by Sir 
W. Bragg, F.R.S. 

Junior Institution of Engineers.—Friday, November llth. At the Caxton 
Hall, S.W. At 8 p.m. Questions and geenra! discussion evening. 
Friday, November 180. At 7 p.m. Annual general meeting. 
(MidlandSection),—Friday, November — 18th At the Birmingham 
Chamber oí Commerce. At 7 p.m. Lecture on ‘ Coal Mining in Great 

Britain," by Prof. К. N. Moss. 

£lectro-Harmonic Society. Friday, November llth. At the Grand Hall, 
Cannon Street Hotel, Е.С. At 8 pm. Ladies’ night. 

Ohief Technical Assistants’ Association.—Saturday, November 12th. At 
the Engineers’ Club, London, At 3 p.m. Discussion on Major б. Ewer'e 
paper on “ The Sales Department.” 

Salford Technical and Engineering Association.— Saturday, November 12th, 
At the Royal Technical College. At 7 pam. Members! short. papers. 


———— — — — 
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Association of Engineers-in-Oharge.—Saturday, November 12th. At the 
Holborn Restaurant. Ladies’ night—dinner anc dance. 

Birmingham and District Electric Olub.—Saturday, November 12th, At the 
Grand Hotel. At 7 p.m. Paper on The Gyroscopic Compass," by Mr. 
Н. F. Steventon. | PX 

institution of Civil Engineers.—Tuesday, November 15th. At the Institution, 
Great George Street, S.W. At 6 p.m. Paper on The Indian Railway 
Gauge Problem," by Mr. F. G. Royal-Dawson. 

ttiuminating. Engineering Society. Tucsdav, November Dh. 
Society of Aris, John. Street, Adelphi, W.C. Аг X p.m. 


At the. Roval 
Reports on 


progress during the vacation and develapments in gas lamps and electric 


lamps and lighting appliances. | ч : 

Northampton Engineering Oollege Engineering Society.—Tucsday, Novem- 
ber 15th. At St. John Street, Clerkenwell, E. C. At 5.30 p.m. Paper on 
Breaking Down Ammunition in France,“ by Mr. F. N. Pickett. 

industrial League and Oouncil.— Wednesday, November 16th. At the Caxton 
Hall, Victoria Street, S.W. Annual general meeting; lecture on The 
Great Essential in Industry," by Mr. F. S. Betton. 

Paisley Association of Electrical Engineers.— Wednesday. November 16th. 
At the V. NA. C. A. Buildings, 25, High Street, Paisley. At 7.30 pam. 
Paper on * Costing,“ by Mr. J. D. Ross. 

Cheimaford Engineering Society.—Thursday, Nevember 17th. At the East 
Anglian Institute of Agriculture. At 7 p.m. Paper on Poulsen Ares 
as Applied to Wireless Telegraphy," by Mr. C. W. Boyle. 

Manchester Wireless Society.— Thursday, November 17th. At the Albion 
Hotel, Piccadilly, Manchester. At 8 pun. Arnual general meeting. 
Chemical Soclety.— Thursday, November 17th, At Burlington House, Picca- 

dilly, W. At 8 p.m. Ordinary scientific meeting. 

institution of Electrical Engineers.—Thursday, November 17th. At the 
Institution, Vitoria Embankment, М.С. At 5.45 p.m. Special general 
meeting. At 6 рап. Paper on Telephone Line Work in the United 
States," by Mr. E. 5. Byng. 

(North-Eastern Oentre).—Monday, November. 14%. 
College. Newcastle. At 7.15 p.m. Paper on Telephone Line 
the United States," by Mr. Е. 5. Byny. | 

(North-Midiand Oentre).— Tuesday, November 15th. At 
Metropole, Leeds. At 7 p.m. Chairman's (Mr. W. E. 
апа smoking concert. FM i 

(North-Western Centre).-—Tucsday, November 15th. At the Engineers’ 
Club, Manchester. At 7 p.m. Chairman's (Ad W. Walker) address. 

(South-Midiand Dentre, Students’ Seotion).— Tucsdav, November 15th. 
At the University, Birmingham. At 7.30 p.m. Paper on * The Testing of 
Materials used in the Manufacture of Electrical Machinery," by Mr. C. 
Dawson, ` 

(Liverpool Students’ Sub-Centre).— Thursday, November 17th. At the 
University, Liverpool. At 7 p.m. Informal discussion on The Relative 
Merits of Direct and Alternating Current in their Application to Industry.” 

(London: Students’ Section).—Friday, November 18th. At the Institu- 
tion, Victoria Embankment, S. W. 1. At 7 p.m. Paper on '' Modern 
Hydroelectric Practice,” by Mr. E. E. Butten. 

inetitution of Mechanical Engineers.—Friday. 

Institution, Storey's Gate. At 6 p.m. 
Floating Docks, by Dr. E. H. Salmon. 

British Electrical Development Association.—l'riday, November 18th. At 
the Institute of Patent Agents. Staple Inn Buildings, W.C. At 8 p.m. 
Paper on ' Salesmanship in Wiring and Installation Work," by Mr. 
Е. Н. Freeman. 

Diesel Engine Users' Assoolation.—Friday, November 18th. 
tion of Electrical Engineers, Victoria Embankment, 
on “Some Recent Developments in Mechanical 
Using Heavy Oils." 

Public Works, Roads, and Transport Oongress and Exhibition.—Friday, 
November 18th to November 25th. At the Roya! Agricultural Hall, Isling- 
ton, N. 


At the Armstrong 
Work in 


the Hotel 
Burnand) address 


November 18th. At the 
Paper on * The Machinery of 


At the Institu- 
S.W. Discussion 
Injection. Oil Engines 


NOTES. 


, Educational.—University or BRISTOI.. A 48-page set of 
pnotogravures, forming a pictorial record of the activities of 
the University, has just been published. It is believed to be 
the first production of its kind, and it certainly conveys а 
better idea of all sides of the institution—educational, recrea- 
tional, and social—than the usual calendar.“ Accompanying 
this is an appeal for funds whereby it is hoped to raise a 
million pounds, which is necessary if the University is to carry 
on and expand as it should. The appeal is illustrated by two 
Raemuekers drawings. | 

Domestic Efficiency.— The discovery that a great deal of 
the labour entailed in the running of а home is superfluous 
appears to be of quite recent date. A correct study of the 
possibilities. with regard to the elimination of this superfluous 
work leads inevitably to electricity as a means to the desired 
end. This is not the result of researches on the part of elec- 
trical engineers, which are liable to lack the human? value, 
but the conclusion arrived at by an expert in domestic science. 
Consequently, in an exposition organised by Miss Mary 
Gwynne Howell to point the way to domestic efficiency, elec- 
tricity plays a considerable part. Miss Gwynne Howell, who 
Is à contributor to our pages, holds no brief for electricity as 
electricity. She is an investigator into the means for light- 
ing the housewife's burden. and as such has had to acknow- 
ledge the pre-eminence of electricity as an agent for accom- 
plishing а variety of household tasks. The exhibition men- 
tioned includes cooking, washing. cleaning, and heating appli- 
ances, and Miss Gwynne Howell is able to. explain all these to 
her visitors from the point of view Which counts—the user's 

In fact, this lady may be called u“ consulting domestic enis 
"eer." and her efforts will surely do more towards the po u- 
larisation of electrical. methods than the cold, hard facis al 
the salesman. which, although true (generally), lack th f 
of actual experience. 5 БА 

Irish Water Power.—At a recent All-Irel 

Conference, in Dublin, Mr. T. Tomlinson, 
à paper on '' Economic Production 
dustries." He said the estimated a 
country was five times that at prexent ‹ 


and Industrial 
B.A.. B. A. I., read 
of Power for Irish In- 
vallable energy in the 
leveloped from imported 


coal, and perhaps more. The Irish Commissioners of the Fuel 
Research Board had reported that the peat deposits would 
satisfy the power requirements of the country at the present 
rate of consumption for more than 250 years; and that period 
could be prolonged by the use of water power. A small water. 
power plant at the Salmon Leap on the Liffey delivered electric 
energy at the city boundary at a cost per unit of 0.32250 
while the present cost per unit delivered at the switchbeari 
in steam stations, for coal only, exceeded one penny, Hy 
suggested the institution of an experimental ‘hydro. 
electric station on the best and most easily exploited 
fall on one or more of the four main water-powers, supplying 
therefrom some four or five small towns willing to id 
bulk supply, feeding into standard systems of distribution 

Prof. P. R. Purcell said in certain industries cheap power 
was of secondary importance; in others it was Vital. Power 
from the river Shannon and from the Erne might be obtained 
at an average capital expenditure of £50 per e.h.p. In the 
case of the Liffey and the Barron, the expenditure wol be 
from £100 to £150. 

Mr. L. J. Kettle, city electrical engineer, Dublin, said that 
the principal trouble about water-power in Ireland was the 
variable flow of the rivers. Dublin Corporation, anxious to 
develop the Liffey, had decided to supplement the expert 
advice of Sir John Gritfith by that of a Continental expert on 
water-power. The Liffey and the Bann would be first ег. 
ploited. Of course, the Shannon and the Erne had the 


ео water power, but they had not the population пеш 
them. 


International Conference on h.p, Transmission Systems.— 
The Union des Syndicats de l'Electricité, of which Mr. Tri 
Laspierre is the general secretary, has invited the following 
countries to send delegates to a conference to be held at 
Paris to discuss the various technical problems relating to hp. 
transmission systems :—Great Britain, Belgium, Spain, United 
States, France, Holland, Italy, and Switzerland. 

The following delegates have been nominated by the Institu. 
tion of Electrical Engineers to represent the British interests: 
Mr. W. B. Woodhouse, Mr. P. V. Hunter, and Mr. E. B. 
Wednore. | 

The various National Electrotechnical Committees of the 
International Electrotechnical Commission have been asked to 
assist in making this conference as representative and as suc 
cessful as possible. The Union des Syndicats de l'Electriate 
desires it to be known that in addition to the delegates from 
the different countries specially nominated, the meetiugs will 
be open to all engineers who wish to attend. 1t is proposed 
that the conference should be divided into three sections 
dealing with (I) power-station operation, including subst 
tions; (2) construction of lines; and (3) distribution. Itis 
hoped that the delegates from each country will submit papers 
on the subjects brought forward for discussion. | 

The meetings will be held at the offices of the Union de 
Syndicats de l'Electricité, Paris, and will commence on Mw- 
day, November 2156 next, continuing until Saturday, Novem 
ber 26th. No afternoon meeting will take place on Thursday. 
November 24th, as the celebrations in honour of Ampère vil 
be held, which will be presided over by the President of the 
French Republic. 

Reports of the conference will be issued in French and Enz 
lish, and interpreters representing seven languages will be 
present for the purpose of translating, if necessary, the der 
sions arrived at. A dinner will be offered to the delegates on 
Thursday, November 24th, at the Palais d'Orsay, and a num 
ber of visits and excursions are being arranged, eomprisnz an 
excursion to the devastated regions in the North of Frane 
and a visit to some of the new electrica] installations alread? 
completed or in course of completion. A detailed programme 
of the meeting will be supplied free of charge on applicatiiz 
to the secretary of the International Electrotechnical Conr 
mission, 28, Victoria Street, S.W. I. 


Electrical Gas Lighting.—The E.D.A. informs us thi? 
misguided German genius has devised a gas-lighting чү 
ance consisting of a single lead attached to the electrical © 
and a handle with a sparking point. The gas 18 turned m 
the point applied to the burner; an eartn return 1s oS 
by a bare wire connected to the gas pipe or by the ү 
itself. As the E.D.A. remarks, ‘‘ No doubt when DE 
device does light the gas, but it may do all sorts of other ар 
also." At the same time, we refuse to believe that this à 
an' electrical development ” likely to have any vogue M ih 
country (or any other), and we are therefore not UM 
alarmed. 


All-Russian Electrical Congress.—On October ath ii 
eighth All-Russian Electro-Technical Congress was m н: 
was the first such congress since the year 1913. rept 
informed that there were about 1,000 delegates, and 29171 
were submitted. edt 

According to a report which the Congress has pret" 
the Soviet Government, the electrification of R ү 
gressing rapidly. А few months’ time will see the comp à the 
the Kashirsky electricity station, of 19,000 kW саара. 
Moscow district, and it is expected to greatly assist Г 
tries of the capital by placing at their disposal more | по stè 
than was the case before the war. At Petrograd à ЧГ 
tion will have been established on the Neva no later п 
spring of 1922, In the Don Basin, all the local plant А 
united to form a large new station in the centre o the: 
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cite region. In the Urals a new station is being built at the 
Kizilovsk coal pits, and at the same time dozens of small in- 
stallations are being constructed throughout Russia to meet 
the needs of local ayriculturists. According to the Economic 
Life, of Moscow, the Soviet aims at nothing less than the 
electrification of all Russia. Daily Mail. 


Appointments Vacant.—I-ectureship in electrical engineer- 
ing £510), for the Bradford Technical College; telegraph 
foreman (£440 +), for the Government of Nigeria, Rauway 
Construction Department; cable jointer (87s. 4d.), for the 
Eccles Corporation. Electricity Department. (See our adver- 
tisement columns to-day.) 


War Memorial at Rugby.—On Saturday, October 29th, at 
Rugby, Field Marshal Sir William Robertson unveiled the 
imposing memorial which has been erected near the 
Brownsover Road entrance to the works of the British Thom- 
son-Houston Co., Ltd., to commemorate the making of the 
supreme sacrifice by 245 employés of that company in the 
European war. The ceremony Was performed in the presence 
of between 4,000 and 5,000 persons. Special accommodation 
was provided for the employes of the company and their rela- 
tives, for the guests of the company, and for the discharged 
soldiers. Useful service in marshalling the crowd was ren- 
dered by the B. T. H. Fire Brigade, the B. T. H. Boy Scouts. 
and the local police. The memorial, which was designed by 
Sir Edwin Lutyens, R. A., consists of a broken cross on a large 
circular base. It has been executed in Portland stone and 
weighs approximately 130 tons. The height of the cross is 
24 ft. and the diameter of the base 22 ft. On the front of the 
cross, facing east, is the inscription: ‘‘In memory of che 
men of The British Thomson-Houston Company, who gave 
their lives in the Great War." The names of the fallen are 
inscribed round the base; they include the men from all the 


English and foreign branches of the company. Mr. H. C. 
Levis, chairman of the company, called upon Sir Win. 


Robertson to unveil the cross, and in doing so Sir William 
mentioned that 1,795 men from the company's works joined 
the Services, and the memorial would be an abiding testi- 
mony to the patriotic response made to the call of duty bv 
the workers of the company. The Archdeacon of Warwick 
subsequently dedicated. the cross, and six buglers from the 
Territorial Association at Birmingham sounded the ‘ Last 
Post.” 


U.S. Electric Vehicle Market.— Manufacturers of electri- 
cally-operated trucks, who exhibited their products at the New 
York Electrical Show early in October, report gratifying re- 
sults, both in actual and prospective sales. One company, 
which manufactures a truck with a locking diferential and 
other new features, headed the list with a total of 12 sales; 
the buyers were large users of petrol-propelled vehicles, who 
wanted to make comparisons between the two makes when 
operating under identical conditions. 

Manufacturers of eleetric passenger cars say that while 
actual business continues dull, more inquiries have been re- 
ceived. 

The Trackless Transportation Co. reports that final tests on 
Its improved type of trolley bus were entirely satis- 
factory. The. bus. which will be used for demonstration 
purposes in, Detroit, is an adaptation of the electric. drive to 
the standard low-eentre-of-gravitv petrol "bus built by the 
Trackless Corporation. The driving motors and control are 
placed beneath the hood. The collector consists of a standard 
United States trolley base, a fourteen-foot Shelby seamless 
steel trolley pole with a double-contact sliding-type collector 
head, which js swivelled on the pole and provides sufticient 
flexibility for making close contact. with the overhead wire 
under all service conditions. P 

The Packard Motor Co. and the Westinghouse Electric 
Manufacturing Co. have also developed a railless бгаа у= 
bus; it is electrically driven, and is capable of hauling a maxi- 
mum of 30 passengers ard of attaining a speed of more than 
2 miles per hour. Energy for driving the "bus is furnished 
by a two-wire trolley circuit, which permits marked freedom 
m turning to the right or left according to the demands of 
trathe.—Reuter’s Trade Service (New York). 


A Claim for Siemens German Shares.—On Tuesday last 
the Anglo-German Mixed Arbitral Tribunal began, the hear- 
mg of a claim by Mr. Alex. Siemens against Siemens & Halske. 
of Berlin, for the value of 390 1.000 mark shares in the latter 
concern (which were valued at £57464 on August 4th, 1914). 
and interest at the rate of 3 per cent. them., and a sum 
due by way of dividend on the shares on duly 3l«t. 1914. 


The s.s. “ Barrabeel." —This large twin-screw passenger 
steamer, built for the Peninsular and Oriental Steam Navi- 
M C0. 8 branch line service, by Messrs. Harland & Wolf, 
ntd., Was successfully launched. on November 3rd at Belfast. 
| he princinal dimensions of the vessel are 590 ft. lone 64 ft. 
eel in Hs deep, With а gross tonnage cf about 13.000. The 
four 1 а very coniplete electrical installation, consisting of 
ci engine „ in addition to which there is a vertical 
the-water-line. Ta emergency dynamo situated well above 
all controll 15 e electricallv-operated watertight doors are 
К Hed from the enpfain's bridge, Among the other 
| eeiricallv-driven. gear are included large forced-dranght fans 
or the boilere.. refrigerating fans, and large ventilation fans. 


* 


INSTITUTION NOTES. 


Institution of Electrical Engineers.—There was a very 
large attendance at the first meeting of the session on the 
3rd inst., when Mr. Ll. B. Atkinson distributed the scholar- 
ship cheques апа premiums awarded for papers read during 
the last session. Sir John Snell proposed, and Mr. C. H. 
Wordingham seconded, a vote of thanks to the retiring pre- 
sident, which was passed with acclamation. Mr. J. S. High- 
held then read his presidential address, after which he was 
accorded а hearty vote of thanks that wus proposed by Col 
R. E. B. Crompton and seconded by Mr. 1. B. Atkinson. | 

It was announced that the Council proposes to keep the 
Institution Library open on two week-day evenings until 
9.30 p.m., or alternatively on one evening during the week 
and Saturday afternoon til à p.m. In order to ascer- 
tain which. two days are most convenient to members the 
library will remain open every evening and also on Saturday 
afternoons until the end of the year, and а record of the 
attendance will be kept. 

LONDON STUDENTS’ SECTION.—The following are the ar- 
rangements for the first part of the session :—November 18th 
paper on Modern Hydro-electric Practice.“ by Mr. E. E. 
Butten ; December 2nd. Automatic and Semi-automatic Rail- 
way Signaling,” by Mr. H. S. Petch: January 20th, 1922 
Same Applications of the Thermionie Valve to Telephony." 
by Mr. L. T. Hinton. Visits arranged for members include 
the Western Electric Co.'s Works, North Woolwich the L 
and S. W. R. power house, Wimbledon, and the Cosmos Lamp 
Works, Brimsdown. 

NORTH-WESTERN CENTRE.—Mr. W. Walker is to deliver his 
address as chairman on November 15th at the Engineers’ 
Слар, Manchester. The meeting will be followed by a 
smoking concert. In response to numerous requests, several 
informal meetings are to be held during the present session. 
About £04 has been raised towards the #950 which the 
Centre wishes to contribute to the Benevolent Fund. 

. LIVERPOOL Sus-Centre.—The opening meeting was held on 
November 7th. when Mr. Nisbett delivered his inaugural ad- 


dress. Mr. Nisbett dealt with electric lighting, and the 
many possibilities of improvement in order to obtain 


greater ethciency and simplicity in installation and operation. 
He made a plea for greater consideration of the small con- 
sumer by electricity supply engineers. A discussion on the 
address was opened by Dr. Marchant (who presided in the 
absence of Mr. Dickinson), followed by Messrs. Welbourn, 
Clothier, Lang, Malpas. Astlev, Blades; Wilson, and Dennis. 
Ап abstract of the paper will be given in our next issue. 
WESTERN CENTRE.— Ге first meeting of the present session 
was held in Cardiff on November 7th. The retiring chairman 
(Mr. A. J. Newman) presided over a large attendance. Mr. 
A. C. MacWhirter was inducted to the chair and delivered his 
Inaugural address. In his address Mr. MacWhirter alluded 
to the increased activities of the Centre. and submitted figures 
showing the membership in the South Wales and Bristol and 
West of England districts, and suggested that the time was 
now ripe to consider the desirability of separating the Centre. 
with the Bristol Channel and the river Severn as the dividing 
line. He admitted that the question of finance presented 
difficulties, but he considered that any increased expenditure 
would be adjusted by the revenue from increased membership, 
Mr. MaecWhirter reviewed such topics as industrial relations, 
commercial development, registration of electrical contractors, 
apprenticeship training, standardisation, and. industrial re- 
search. He indicated that employers must be content with 
reasonable profits, and by wisdom and moderation. seek to 
recapture the lovaltv of their workers. The worker, on his 
part, must get rid of that suspicion of hisgemplover which had 
recently driven him into short-sighted and perilous courses. 
At the close of the address a discussion ensued, to which 


Messrs. Chamen. Alger. Plevin, Rogers. Newman, Nairn, 
Burr. Hughes, Morlev-New, Stretton, Teasdel. David, S. 


MacWhirter, Cronin, Evans, and Allen, and Professors Bacon 
and Knox, contributed. | 


INFORMAL MEETING.—On Mondav last, the first“ Informal 
Meeting " of the session was held, in the tea-room of the 
Institution, and there was a тегу good attendance. Mr. J. S. 
Hightield presided, and opened the discussion on the question : 
How best. to speed-up Electrical Progress.“ Numerous 
speakers followed, and the discussion was both informative 
pnd suggestive, affording abundant material for thought. 
Smoking was permitted, and after the opening speech a break 
was made for refreshinents—in fact. the procedure which had 
proved so successful during previous sessions at another rendez- 
vous was closely adhered to: the usual informalities were 
observed, with some new enes thrown in, and our misgivings 
lest the proceedings might become more formal at head artery 
happily proved. to be unfounded. 


Chelmsford Епсіпеегіпа Societv.— At a meeting of the 
Societv. Mr. T. Clarkson, XI. I. C. E., gave an interesting lecture 
on Cake as a Fuel for Commercial Vehicles." After point- 
ing ont the desirabilitv of obtaining power from whatever 
sources occurred naturally in the country in which it was re- 
quired. Mr. Clarkson gave examples of the use of water, wind. 
and wood in the various countries where these sources of 
energy were most easily and cheaply obtainable. Не also 
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| ke about coal and its distillation, alcohol, and petrol. In 
е ТАР the use of condensers on steum lorries, the dift- 
culty experienced in extracting the last trace of oil, which 
became emulsified with the water, and the method of over- 
coming this by an electrolytic process was dea!t with. 


oval Society of Arts.—The following is a synopsis of an 
aa on Wi Telegraphy that was given by Mr. 
Alan A. Campbell Swinton, F.R.S., Chairman of the Council, 
at the inaugural meeting of the 168th session of the Royal 
Society of Arts on November 2nd. Various methods of per- 
manently recording wireless signals were discussed and illus 
trated, and ап account given of how messages sent out from 
Annapolis and other American stations were photographically 
recorded in Paris. Experiments were made to demonstrate 
how wireless messages, both in Morse alphabet and in tele- 
phonic speech, could be recorded on a phonograph. For this 
purpose wireless eignals, speech, and music, specially trans- 
mitted from distant stations while being made audible to the 
audience, were phonographically recorded in the lecture hall, 
being afterwards reproduced for the audience to hear a second 
time. Wireless messages recorded in this way from Moscow, 
Berlin. Rome. Madrid, Paris, and other distant places, were 
also made audible. The phonographic method of recording 
enables messages that have been transmitted and received af 
too rapid a rate to be read by ear, to be reproduced at much 
slower speeds so that they can be readily deciphered. The 
amplifying and other apparatus used in the experiments was 
described, and experiments were also made with ihe new 
Johnson-Rahbek electrostatic frictional receiving telephone, 
with which very loud speaking can be obtained. 

Receiving from distant wireless etations, euch as Nantes and 
Paris. on a small directional frame aerial situated in the 
lecture hall was demonstrated and explained, together with 
a method whereby the absolute direction of the sending station 
can be located. Means were also indicated whereby the cor- 
rect time can daily be obtained from Paris by wireless with 
an accuracy amounting to one two-hundredth of a second, a 
degree of accuracy that should euffice for most purposes. І 


Institution of Production Engineers.—At a general meet- 
ing of the Institution, to be held at the Institution of 
Mechanical Engineers on November 25th. Mr. A. F. Guyler 
will read a paver on Drawings and Production,” illustrated 
by lantern slides. 

Society of Chemical Industry.—The engineering group of 
the Society held a meeting at Manchester on November 4th, 
when a paper on Electrical Precipitation ” was read by Dr. 
H. J. Bush. The paper gave a brief historical account of the 
origin and progress of the Cottrell electrical precipitation pro- 
cess, and described the fundamental electrical phenomena in- 
volved. The bulk of the paper was devoted to examples 
taken from actual practice. showing the modifications of the 
original apparatus necessitated bv particular conditions. Some 
important working data were also given. The Group is to 
hold a meeting on November End at the Institution of Elec- 
trical Engineers, when Mr. J. H. West will reed a naper on 
“ The Claude Synthetic Ammonia Process and Plant.“ 


The v ade: Society.—At the Society's meeting on Octo- 
ber 28th, Mr. S. Butterworth, M.Sc., read two papers. The 
first was entitled On the Use of Anderson's Bridge for the 
Measurement of the Variations of the Capacity and Effective 
Resistance of a Condenser with Frequency." The other, 
entitled“ Notes on Earth Capacity Effects in Alternating-cur- 
rent Bridges," showed that an earth capacity acting at any 
point in the arm of a bridge might be replaced by two earth- 
impedances acting at the ends of the arm together with an 
impedance in series with the arm. Ву integration the result 
was extended to small distributed capacities. Two methods 
were given for the elimination of the error due to the end 
impedances. Complete elimination could only be obtained by 
the use of shields connected to the ends of the bridge arm. 

A paper entitled An Automatic Voltage Regulator. by 
Mr. F. G. H. Lewis, was read by Mr. J. W. T. Walsh. who 
gave an experimental demonstration. This paper described a 
method by which automatic voltage regulation to 0.15 per 
cent. might be obtained for such purposes as the operation of 
photometric standard lamps on an ordinary outside supply vary- 
ing by as much as 10 per cent. The lamp was placed across 
an unbalanced Wheatstone bridge of which two opposite arms 
were composed of tungsten filament lamps. The increase of 
resistance of these lamps, due to the extra current passing 
through them when the outside voltage rose. caused a. shift 
in the balance of the bridee such that the voltage across the 
photometer lamp remained unaltered if the values of the те 
eietances in the arms were properly proportioned. The power 
taken was shout 40 times thot used in the regulated circuit 
RE ко S S is fo he delivered hv Prof. Sir 
| rasa. K B B.. today (Friday). : : 
of Science and Tee АА Ире! кос 
‚ Rirkbeck Cellege.— The first of two e ; 

Soddy. nf Oxford, on“ The Bearine M pe Prof. 
Economics "" was given at Birkbeck College vesterday . 

Cleveland Inctitution of Fngineers.— Mr. R H Я 
Coulson. of the Skinninerove Iron Co. Ltd E Ше з 
tial address to the Institution at Midaleshrough p р 
* 11 the need of reliahility in works manage: 

‚ sai зе use of grabs and magnets went a long way 


towards the reduction of iron and steelworks’ costs, and there 
was no doubt that the future would see the extended use of 
electric locomotives, the more во as accumulators were becom. 
ing more efficient. The possibility of running locomotives for з 
complete shift on one battery charge was within reasonable 
distance of attainment, and they could then hope to see the 
huge delay that now existed in obtaining coal and water, and 
the loss of heat units due to locomotives standing under steam 
done away with. i 
If all electrical gear was of the simplest and most robust 
pattern, many stoppages would be avoided, as there was no 
other class of work where the demand upon it was so grest 
as in an iron and steel works, and nowhere could a single 
failure dislocate such a large train of work. 
Underground cables were a doubtful advantage, and should 
be avoided as far as possible. There was always the dan-er 
of heavy traffic over lines or subsidence due to water :nd 


other causes which allowed the cables to sag, and might рш 


out the joints, but the most serious point was the length of 
time taken to locate and repair a fault. Overhead cables cer. 
tainly lent themselves to easy location of faults and rei 

Using the power house as the centre of distribution hai 
its disadvantages, mainly due to the danger of its becoming 
unwieldy as the plant grew, and in the event of a fault, it had 
to be looked for throughout the whole works, whereas with 
sub-stations a fault was limited to quite a small section, and 
much valuable time was saved. 

For manv years it had been the practice to operate auxili 
aries electrically, but there were still a few movements which 
were operated by hydraulic power. Electrical operation gare 
а 50 per cent. better efficiency than hydraulic, and it was 
obvious that the latter should be used as little as possible. 
Delay through blown fuses could be avoided by the ure of oil- 
immersed automatic circuit breakers. When a fuse “ blew." 
a new one was put in, often heavier, without a look round to 
ascertain the cause of the extra load, and the new fuse would 
probably blow out before examination had shown the cause. 
PN was thereby increased, and possibly a motor was burnt 
out. 

Royal Institution.—This vear's Christmas course of juve- 
nile lectures will be delivered Ьу Prof. J. A. Fleming, F.RS. 
on Electric Waves and Wireless Telephony," in the after. 
поо December 29th and 31st and January 3rd, 50. 7th. 
an th. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected 
with the technical or the commercial side of the profession 
and industry, also electric tramway and railway officials, to 
keep readers of the EvECTRICAL REVIEW posted as to ther 
movements. 


On Tuesday evening next the North-Western Centre of the 
І.Е.Е. opens the 1921-22 session with an address from the 
chairman, Mr. W. WALKER. The proceedings will take plac 
at the Engineers’ Club in Albert Square, Manchester, and à 
smoking concert will follow the reading of the address. Mr. 
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MR. ALDERMAN W. WALKER, OF MANCHESTER. 
Chairman of the North-Western Centre of the £57 


Walker is an alderman of Manchester. He i» à Ee 
man, having been born at Worsley. Нс was educated 2 d 
Grammar School, Farnworth, Bolton-le-Moors. and after 

at the technical schools there. He is engaged upor Pe 
installations for textile mills, chemical works. pram m 
flour mills. and pneumatie coal-handling plants. Pa 
director of Messrs. Henry Simon. Ltd.. emgincets. "7 
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chester, who have works at Stalybridge, near Manchester, 
at Bredbury, near Stockport, and at Sydney, Australia. His 
co-director in the business, Mr. E. D. Simon, is the new Lord 
Mayor of Manchester. Мг. Walker is chairman of the 
National Joint Industrial Council for the Electricity Supply 
Industry, and chairman of the Nationai Board for the Elec— 
tricity Supply Industry. He is, further, a vice-president of 
the Hlectrical Develcpment Association. His recreation is 
mountaineering, Whien suggests the certainty that he will 
maintain the proceedinys ot the North-Western Centre at a 
very lofty standard of excellence during the session. 

ViscounT Pret has been appointed Minister of Transport 
(unpaid) in the place of Sir Eric Geddes (resigned). 

Mr. Н. K. Beate has been re-elected chairman of the Bir- 
mingham Electric Supply Committee. 

We are informed by the Federated Malay States Railway 


. at Kuala Lumpur that our notice (Erec. Rev., August 26th, 


1921) with reterence to the appointinent of Mer. WILFRED 
Evans as head cf the electrical department is not correct, as 
Mr. А. E. A. RibGWway, M. I. E. E., A. M. I. Mech. E.. is the head 
of all the electrical works on the F. I. S. railways. 

Mr. W. GREEN, on retiring froin the position of works fore- 
man at Wimbledon Corporation electricity works. after 21 
years' service, was presented bv the staff and employés with 
an English lever watch and a gold albert, together with a 
pair of silver candlesticks for Mrs. Green. The presentation 
was made by Mr. W. J. Oswald, the chief assistant engineer. 

At the annual dinner of the Kent Section of the Electrical 
Power Engineers’ Association, ut Maidstone, on Saturday last. 
Mr. H. WiLsoN, late mains superintendent at the Maidstone 
Corporation electricity works, was presented bv Mr. F. E. 
Lewis, on behalf of the members cf the Kent Section, with 
а slide rule and a gold pencil as a slight token of the members’ 
appreciation of the good work Mr. Wilson had carried out 
during his chairmanship of the Section. 

The claim of Mr. A. PEDEN RUTHERFORD, formerly chief 
engineer and manager of the Leith Corporation Electricity 
Supply Department, against the City of Edinburgh, for com- 
pensation for loss of сћсе due to the amalgamation of the 
Borough of Leith with the Ойу of Edinburgh, has been 
decided by the arbiter, Mr. Percy 
Mr. Rintoul's final award confirms his proposed finding— 
namely, à payinent to Mr. Rutherford of £4.000 with interest 
from the date of the amalgamation (November 2nd, 1920) and 
the expenses of, and incidental to, the arbitration. 


Obituary.— Mn. Herman Srooc.—We regret to learn of the 
death of Mr. Herman Sloog, at the age of 37 years. He under- 
went an operation in a nursing home, and passed away on 
Friday last. Mr Sloog was a member of the Institution of 
Electrical Engineers, also M.S.E., and XI. Soc. C. E. (France). 
He was honorary secretary to the British Bureau, Engineering 
Department, of the Office National des Universities et Ecoles 
Franedises in connection with which the lectures on hydro- 
electric engineering were arranged at Grenoble for the last 
summer vacation. Ile was also hon. secretary of the Groupe 
Inter-Universitaire Franco-Britannique, and the Sociéte des 
Ingénieurs Civils de France. 

LigcTr.-Coi. P. G. vos Doxor.—We regret to state that 
Lieut.-Col. Pelham George von Donop. late R.E.. who was 
on the staff of the Board of Trade as an Inspecting 
Officer of Railways from 1599 to 1913 and Chief Inspecting 
Othcer from 1913 to 1916, passed away on November 7th. in 
London, at the age of 70 years. 


Will.—The late Mr. L. B. ScHiesincer, banker, who was 
chairman of various electric lighting ana tramway companies 
(Rhondda, Torquay, Mexborough, and Musselburgh), left 
£213,203 gross and £163,762 net. 


NEW COMPANIES REGISTERED. 


Beecroft & Partners, Ltd. (177,682).—Private company. 
Registered November 4th. Capital, £1,000 in £1 shares. To carry on the 
business of manufacturers, importers and exporters of and dealers in ferrous 
and non-ferrous metals, ores, aliovs, chemicals, painis, colours and varnisheg, 
bils, greascs, laboratory and electrical apparatus, electrical furnaces for the 
manufacture and treatment of metals, and electrical and mechanical equip- 
ment, analytical and metallurgical consultants and engineers, ёе, The sub- 
“Бегу (each with one share) are: F. J. Beecroft, Cliffe: Field Road, Moors- 
brook, Sheffield, foundryman; V. Beecroft, В, Thirlwell Bank. Sheffield, 
foundry man. F. J. Beecroft is th. first director. Qualification: Опе share. 
Registered office : Norfolk House, 36, Cannon Streei, Birmingham. 


Davis, Hudson & Co., Ltd. (177.588) .—-Private company. 
Registered November lsr, Capital, £1,000 in £i shares. To acquire the 
business of patentees, manufacturers. and electrical engineers carried оп by 
A Davies and F. R. Hudson at 178, Victoria Road, Aston, Birmingham. 
Vh. first directors аге: F. K. Hudson, 183, Slade Road, Erdington, Birmine- 
hum; Mrs. . Davis, 96, Wenlock Road, Handsworth, Birmingham. The 
saul F. R. Hudson is managing director and chairn:an, and тах retain office 
so long as he holds 250 fullv-paid shares. Qualification (except life directors) : 
100 shares. Secretary: F. R. Hudson. Registered office : 178, Victoria Road, 
Aston, Birmingham. 


Scintillating Sign Co., Ltd. (177.612).—Private companv. 
Registered November 3rd. Capital. #4200 in 4.000 * shares of #1 each 
and 4.000 “B” shires of Is. each. To carry оп the business of exhibitors 
of electrical and other advertising signs. electrical and other indicators, and 
electrical contrivances of all kinds for use of advertisement, &c. The sub- 
scribere (each with one“ A share) are: E. C. Elsmore, ** Arden." Meadwav, 
J. W. 11. director of companies; C. Russell. 221. Hampton Road, Ilford, 
Essex, secretarv. Permanent directors: E. C. Elsmore (chairman). Н. S. 
Coleman. and W. H. Rawling. Secretary : C. Russell, Solicitors: Hutchison 
an! Cuff. 6, Stone Buildings, Lincoln's Inn. W.C 


Street, Strand, М.С. 2. 


Rintoul, C.A.. Glasgow. ` 


Beo have decreased by £21,987. 


ee 
—— 


on at Camp Hill, Birmingham, and to carry on the business of manufacturers 
of motor accessories, Maynetos for use with internal combustion engines, 
mapufacturers of dynamos for lighting, power, and other purposes, manu- 
fucturers of motor cars and other vehicles, Xc. Ihe subscribers (each with 
one share) are: А. Н. Treloggan, 310, Alcester Road, Moseley, Birmingham, 
manufacturer; M. L. Sames, 50. Reddings Road, Moseley, Birmingham, 
manufacturer. The first directors are: A. Н. dieloggan. (chairman), Ww. L. 
Simes, Sarah М. А, Treloggan, Е. Treloggan, W. Sames, and Н, W. Sames. 
Registered office: 21, Ombersley Road, Баа Heath, Birmingham. 


Strichen Electrical Supply Co., Ltd. (11,921).—Registered 
in Edinburgh November lot. Capital, £6,000 in £l shares. To carry on the 
business indicated bz the title. The first directors ate: G. W. Sleigh, 
Strichen Mains, Strichen, factor; G. Young, 16, high Street, Strichen, agent; 
J. Chalmers, CUgicebank, Strichen, retired farmer, J. А. Smith, 1, High 
Street, Strichen, accountant; G. Gill, 64, High Street, Strichen, merchant; 
G. Kinghorn, 38, High Street, Strichen, tailor; J. Ritchie, 65, High Street, 
Strichen, hotel keeper. Minimum cash subscription, 1. shares, Qualifica- 
tion: 30 shares. Kegistered office: 90, Bridge Sircet, Strichen. 


Oerlikon, Ltd., has been registered with a nominal capital 
of £40,000 in £1,000 shares. Ihe objecis аге: 10 сагу оп the business 
of electrical, hydraulic, mechameal and general engineers, suppliers of о 
tricity, light, heat, and power, mechanicians, iron and хес] founders an 
workers, copper. smelters and workers, &с. Th- signatories to the memoran- 
dum of association (each signing lor one share) are: Hans Max шые 
Ossingen. Switzerland, һоп. professor, University of Zurich ; Samuel Dietric 
Schindler, Zurich, Nwitzecland, manufacturer; Hans Carl Bohn, Kusnacht, 
Switzerland, D.Ph., University of Zurich; Marie Paul Robert Jourdain, 56, Rue 
Certainbert, Paris (XVD, engineer; Martin Werner. Schindler, 15, Rue de 
Milan, Paris 9, manufacturer; Frederic Ernest. Hirt, 3, Rue Charles Dickens, 
Paris (XVI), engineer; Gottlieb. Wuetrich. 8l, Bursors Cross Road. Sap 
Road, S. W. l. engineer, The minimum cash subscription upon which the 
directors may proceed to allotment is seven shares | Ihe first directors аге: 
Samuel Dietrich Schindler and Martin. Werner Schindler. Remuneration as 
fixed by the company. The registered office is at_Oswaldestre House, Norfolk 
| ` The file number is 177,580. 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. | 


Rhondda Tramway Co., Ltd.—Satisfaction to the extent 
of £5.900 on October 27th, 1921, of charges dated March 24th, 1911, November 


b 13.n. 1912, and March llth, 1915, securing £200,000. 


Wilson Hartnell & Co., Ltd.—Particulars of £4,082 de- 
bertures, authorised October 0th, 1921, presens issue £3,000; charged on 
the company's. undertaking and property, present and future, including un- 


Gi called capital, subject to first mortgage debentures 


lssuc on Ociober 180, 1921, of £1,082 debentures, part of a series already 


р registered. 


CITY NOTES, 


2 Amazon Telegraph Co., Ltd.—For the усаг ended June, 


]921, the gross revenue was £63,143, and the working expenses 
were £35,018. Corporation Profits Tax to June, 1920. re- 
quired £491, income tax £6,155, debenture interest 410,01, 
sinking fund £12,425, and the balance is 45.70. This is to be 
carried. forward subject to Corporation. Profits Tax. Owing 
to the continued trade depression in Brazil, and especially in 
the Amazon Valley, due to the fall in the price of rubber, the 
The directors are, in 
consequence, unable to recommend the payment of a dividend. 
The s.s. Viking returned to Para last December on the com- 
pletion of her charters to the West India & Panama Tele- 
graph Co. and the Cuba Submarine Telegraph Co. The bal- 
ance of receipts from these sources has been credited io the 
expenses of cable steamers. The cost and amount of cable 
used for repairs were abnormally high, but it is hoped that the 
expenditure in this respect will be reduced during the current 
vear. All instalments of subsidy from the Brazilian Govern- 
ment have been duly received. 


Stock Exchange Notices.— T ne undermentioned securities 
have been ordered to be officially quoted :— 

South Metropolitan Electric Light and Power Co.—45.000 
ordinary shares of £1 each, fully paid, Nos. 120,001 to 150.000 
and 400,001 to 415.000; 500 seven per cent. cumulative first 
preference. shares of KI each. fully paid, Nos. 292.969 to 
203.465; 440 six per cent. cumulative second preference shares 
of EI each. fully paid, Nos. 395.927 to 396,366; and £84.990 
four and a-half per cent. first debenture stock (redeemable), 

Caleutta — Electric Supply Corporation.—250.000 ordinary 
shares of £1 each. fully paid. Nos, 550.001 to 800,000. 

Metropolitan Electrie Supply Co.—4£500.000 74 per cent. ex- 
tension debenture stock, 1921, fully-paid (scrip certificates to 
hearer). 

Application has been made to the Committee to allow the 
following to be quoted officially :— 

North Metropolitan Electric Power Supply Co.—£228,460 
seven and a-half per cent. debenture stock. 

Dealings in the folowing have been specially allowed by the 
Committee under Rule 148a :-- 

Hankow Light & Power.—4,000 seven and a-half per cent. 
cumulative preference shares of £5 euch, fully paid, Nos. 
1,001 to 8,900. 

Lancashire Electric Light and Power.—65,025 new six per 
cent. (income-tax free up to 6s. in the £) cumulative con- 
vertible first preference shares of £1 cach, fully paid, Nos. 
400,001 to 465,025. 


Siemens Brothers, Ltd.—The directors announce an in- 
terim dividend on the ordinary shares of 1s. per share (at the 
rate of 10 per cent. per annum), free of tax, in respect of 
the half-vear ended June 30th. 
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ritish Mannesmann Tube Co., Ltd.—Interim dividend 
P Чеки сте shares of 4 per cent., free of tax. The 
accounts for the year ended June, 1921, are not yet completed, 
but no further dividend is contemplated by the directors. 


eo Telephone Co., Ltd.—The directors report 
к о profit for the year ended July 31st was £21,155. 
plus £11,772 brought forward. After putting £10,000 to re- 
serve, it is proposed to pay a final dividend of 5 per cent., 
free of tax, making 8 per cent., free of tox, for the year, 
leaving to be uod forward £12,157. For the previous year 
the profit on exchange amounted to £11,014, whereas for the 
year now referred to there was & loss on exchange of £1,007. 


5„„(rT!;¶e — 


STOCKS AND SHARES. 


TUESDAY EVENING. 


Wurxck all the money comes nowadays which is 80 eagerly 
taking up new issues of gilt-edged character 18 something of 
problem in the City. One heavy loan follows another witk 
remarkable rapidity; still more remarkable, however, is the 
way in. which these issues are over-subscribed in the first place, 
or readily absorbed if they do not go to the public straight 
away. ‘Lhe reduction in the Bank Kate to ə per cent. is, of 
course, a contributory reason in forcing ouv money trom 
deposit accounts. ln point of fact, however, it 1s not very 
unusual for the City man to hear 1t. said that, with the world 
in such a generally unsettled condition, some people prefer wo 
keep their money on deposit, rather than to use 1t even in the 
best stocks. ^ Nevertheless, the latter continue to be readuy 
taken, and industrial debentures, as well as trustee stocks, 
are ш brisk demand. Ihe County of London Electric 7 per 
cent. debenture, for instance, has gone up to 73 premium, 
bringing the fully-paid stock to a little over 101. Lancashire 
Power debenture has risen to 44 premium, and the Shropshire, 
Worcestershire and Staffordshire 74 per cent. debentures, now 
fully paid, have advanced to 98, which 1s 1 per cent, premiuni. 
Mersey Power debenture is 24 premium. — General Electric 
7 per cent. debenture keeps about 95. 

Southland Electric Power 6 per cents., guaranteed by the 
New Zealand Government, stand at 9603. Clyde Valley pre- 
ference remain about their par price. Pearson & Knowles 
74 per cent. debentures, which came out at 97, were left with 
underwriters to the extent of 52 per cent. The market opened 
at 24 discount, but support fortheame, and the price advanced 
to 14 discount. | 

The railway market is following with close: attention the 
progress of the electrification schemes of the various com- 
panies, and the prices of the leading stocks show a noticeable 
tendency to improve. It is not surprising that such an event 
as the amalgamation of the North-Western with the Lanca- 
shire & Yorkshire should arouse a good deal of interest. The 
preliminary scheme for bringing this about is to be con- 
sidered at а meeting on Thursday, November 17th. Under- 
eround Electric shares are better. The withdrawal of the 
1. C. C. proposal for spending five millions on tube railways 
disposed of whatever nervousness: had been felt. with regard to 
this suggestion. But, as already noticed here, people are 
apprehensive lest the spending of large capital sums, even 
though the financing may be assisted by the Government, will 
involve the placing of prior-charge stocks in front of existing 
securities. ‘The refusal of the Government to promote legis- 
lation for protecting ” the London traffic combine against 
competition for a few years, had no effect upon prices in the 
market. a i pn 

Wireless telegraphy has received a powerful advertisement 
through the opening of the Radio Central New York »x- 
change, which belongs to the Radio Corporation of America, 
formerly known as the American Marconi Company. The 
President of the United States dispatched a message of peace 
all over the world us a send-off to the new installation. This 
development is probably the reason for the recent buving of 
Radio ordinary and preferred shares over here, and it bas 
had а sympathetic effect in strenethening the price of the 
es of the Marconi company itself. At 111/16 they are 1s. 
the п 11 e hardened to 168. 9d.. and 

js ке | 
í к. Electrics have been down to 135. 64.; but recovered 
to dbs. 9d, upon the completion of a fairly Targo selling order 
she “B7 preferenee rose Is. to 16s; б. Other mannfactur- 
mg shares are » Vittle irregnlar Edisons dropped PE 
Siemens at 218. gd. have recovered from а pound Herd v 
at Ii are 1716 better. Callender's Share and T e CIC M n 
5 ver cent. debenture stock at 851 is | pen uU NN 
other debenture stocks, it may he tite thit XN. 0 1 
a 5 1 at 74V and South Мерлин ud oe 

ent. denenture at 72 ` | : ‘pantan A: 
River Plate Electric 5 JE m b рон өг ко fo the rood. 
i „ nt. debenture stock. for which the 

ompany invited tenders at £81 108., could h h the 
Tuesday. at 881 in the market.. + could he sold to-day, 


і If any. of the stock а 
offered their, debenture to the company at Sor d 5 
sumed that ther. would be frankly told the .positio ETUR 
price in the Stoc: Exchange. | position. of. the 


Electricity supply shares are quiet. 


Bromptons have fe. 


covered their previous fall, and are up to 6j. Metropolitans 


at 3ł are 3 lower. There is not, however, much doing. 


‘Eastern Telegraph ordinary stock at 1634 is again a point 
lower, while small falls have occurred in both classes of th. 


Anglo-American Telegraph Co.'s issues. 


are better at 5 9/16. 


United Hiver Plates 


Brazilian Tractions show. a rise of 2} to 30, more hopeful 
views being taken of the outlook for the milreis; Brazilian 
Government bonds are better, and the recent severe slump in 


Brazilian Railway stocks 
Foreigners, however, as a whole are very quiet. 


being partly 


recovered, 
Mexico 


Tramway bonds both lost a point. There are no changes ш 
Mexican Light & Power issues.. British Columbia preferred is 
4 down. The rubber share list is distinctly firmer, owing to à 
rise in the price of rubber itself, and to optimism engendered 
by the successful launching of the Rubber Shareholders’ Азу. 
ciation. Iron, coal and steel shares are also better, because of 
the indications which accumulate with regard to labour arriv- 


ing at a frame of mind more amenabl 


oi wages. 


e to reason in the matter 


The secretary of a well-known company courteously draws 
attention to an error in the yield on certain shares as worked 
out in our table. The mistake has been duly rectified, and 
this gives an opportunity for pointing out that our viel. 
column is caiculated upon the last-paid dividends, as, of cours. 
is bound to be the case. 
perience of eo many trading concerns has resulted in reduction 
of previouslv-paid dividends, that the conscientious commen. 
tator feels misgivings lest the practice may mislead, should 
the dividends in his table be altered. However, this having 
been said, the reader is placed au courant with the position, 
and will have the less ground for grievance if expectations, 
based on previous performance, should suffer disappointment. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELECTRICITY. COMPANIES. 
Dividend 


Bleotrie .. T 

do. 220: 6 рет oent. Pref. 
. Gee. 43 рег cent. Pref, 
8t. James’ and Pall Mall. 
South London . ee 
South Metropolitan Pref... 
Westminster Ordinary .. 


TELEGRAPHS AND 


lacie m. Tel. Pre, 


Telephone oe 


0. do. * 

$ Northern Tel. - 

^ o- i ee ee 
tal Telephone Ота. .. 
United B. Plate Tel. 
West Panama .. 


Central London Ord, Assented... 4 4 
Metropolitan ки „„ „„ At 14 
° Distriot [E 0 ee N ] 
Underground Blectrio >% Nil 
do, do. “ А “ ee Nil Nil 
do. do. Income .. 2 
| FonEkIGN Trams, &c. 
Anglo-Arg. Trams, First Pref, .. 1 
. 
. ao. * ee 
Brasil Tractions .. га Nil 
British Columbia Bleo. Rly. Ptoe. 5 
do. do. Preferred 99 / 
C] do. do. Deferred 124J- 
do. do. Deb... E 
Mexico Trams брег cent. Bonds.. N 
. do. 6 per cent. Bonds.. Nil 
Mexican 1469 Common zu 
do. iet Bonds - 5 
MANUFACTURING COMPANIES. 
Baboock & Wilcox .. .. a 16 
British Alaminium Ord. ee ee 10 
British Insulated Ord, .. vs 15 
Oallenders ee ee ee ee 15 
Crompton Ord. uic 105 
Bdison-Bwan y „ — 
0 0. cen *. ee 
Deotrio Ooni элым : es sa 10 
English Lleotr ii 8 
Gen. ` Pref, . ee En zo 6 : 
do. Ова. ee oe 0 | lu . 
H *. e? oe өө өө 15 
Ladis. Rubber „ n = 
Moet.-Vickers Pref, ee .. ee ee 8 
Siemens Ord. ^ e is! ia 10 
"Velegraph Con. бө: юа 90. 


* Dividends paid free of Income Tar. 


. Home RAILS. 
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"ELECTRICITY SUPPLY IN THE UNITED KINGDOM. - 


REPORT OF THE ELECTRICITY COMMISSIONERS. 


Consents іо Subscriptions to Associations.— The Commis- 
sioners during the period ending March 3lst, 1921, issued con- 
sents in respect of the payment of subscriptions to the funds 
of the following Associations :— | | 

(a) British Electrical Development Association. (9 Local 
Authorities). | 

(b) British Engineering Standards Association (3 Local 
Authorities). 

(c) Incorporated Municipal Electrical Association (17 J.ocal 
Authorities). 

With regard to the applications respecting the Incorporated 
Municipal Electrical Association, the consents of the Commis- 
sioners also covered the payment of the reasonable expenses 
of attendance of not more than two representatives of the 
Local Authorities concerned (one representative to be ihe 
electrical engineer or his deputy) at certain meetings of the 
Association. : 

The Commissioners have also had under consideration the 
question of giving their consent to the payment of eubscrip- 
tions by Local Authority undertakers to the funds of District 


Joint Industrial Councils formed in connection with the 


National Joint Industrial Council for the Electricity Supply 


Industry, which was established with the approval of the. 


Ministry of Labour. Further inquiries into this question were 
proceeding at the date of the Report.* 

Charges for Electricity.—The Minister of Transport is the 
sanctioning authority for all alterations or modifications in 
statutory provisions governing methods of charging and the 
prices to be charged for electricity by authorised undertakers, 
and a considerable amount of work devolved upon the Coni- 
missioners 1n advising the Minister upon applications made in 
this connection. 

. The period covered by the Report has been one of excep- 
tional difficulty to all electricity supply undertakings, as is 
evidenced by the large number of applications which were 
made to the Minister of Transport for Orders authorising 
an increase in maximum prices. 


In considering the applications referred to them by the 


Minister of Transport, the Commissioners at an early stage 
were confronted with certain questions of policy among ihe 
most unportant of which was the question whether they 
should advise the Minister to re-allow a minimum quarterly 
charge in Orders authorising an increase in maximum prices. 
Mainly through a non-understanding of the position, many 
domestic lighting consumers fail to appreciate the intention 
of, and justification for, а minimum quarterly charge, and 
regard it as a hardship when required to pay a fixed charge, 
especially for the two summer quarters, when little or no 
electricity may have been consumed. ‘The continuance of 
such a public utility service as electricity supply under the 
difficult conditions at present obtaining can, however, only be 
ensured by consumers paying a fair and reasonable price for 
services rendered, or at their disposal, and by undertakers 
securing à fair and reasonable return on capital. expended 
under statutory obligation in rendering and making available 
kuch services. A statutory minimum quarterly charge pro- 
Vides а means to this end, although not the only means. 


After a full review of the present economic position of elec- 


tricity supply from the standpoint of authorised undertakers 
and domestic consumers, they recommended the Minister of 
Transport to re-allow the minimum quarterly charge in Orders 
authorising increases in maximum prices, such charge to be on 
the following basis, namely :— | 

(a) In respect of each of the two winter quarters, for any 
amount up to 15 units, 15 times the authorised maximum price 
per umt. 

(b) In respect of each of the two summer quarters, for any 
amount up to 10 units, 10 times the authorised maximum 
price per unit. 

It should be noted that undertakers are not compelled to 
require à minimum quarterly charge from their consumers, 
and it is open to them to refrain from making or to discon- 
tinue such rharge. | 

The Commissioners dealt with 200 applications made to the 
Minister for authority to increase existing statutory maximum 
prices. In five cases the applications were withdrawn by the 
applicants. Each application was closely investigated, and 
all relevant circumstances were taken mto consideration. [n 
182 cases an Increase was recommended : eight. applications 
Were refused, and five were deferred. 
ge maxuma recommended included one of IS. 3d., 9 of 

8. 2d., 2 of 18. Id., 4 of Is. 0d.. and 66 of Is., the remainder 
ranging from 11d. to &l. 
inv AM --——-M 

The Commissioners, on Мау 18th, issued their consent 
nes Section 30 to the payment of contributions by Local 
у Y undertakers out of the revenue of their under- 

ungs towards the expenses of the Electricity Supply In- 
dustry District Council (No. 10), Great London area. 


(Concluded from page 620.) 


Construction of Interim Works.—During the period under 
review four applications were made to the Minister and 
were referred by hun to the Commissioners for investigation. 
One related to the Lower Severn Electricity District, in re- 
spect of the purchase by the Minister of the existing generat- 
ing station at Beachley for the purposes of a future, Joint 
Electricity Authority, aud the construction by the Minister of 
шаш transmission lines from the station to the Forest of 
Dean, to Gloucester and to the Stroud Valley. This applica- 
tion was ultimately withdrawn. . "e 

Iņ the case of the Mid-Lancashire Electricity District, the 
National Electric Supply Co., Ltd., made application in 
March, 1920, for the construction by the Minister of an e.h.p. 
transmission line between Preston and Blackburn, the appli- 
cation being supported by the Corporations. After the Com- 
missioners had investigated the engineering and financial as- 
pects of the application, they recommended the Minister to 
accede to the application and carry out the works. The parties, 
however, found themselves unable to give certain guarantees, 
and the matter was postponed. 

The National Electric Supply Co., Ltd., made a second 
application in July, 1920, for the construction by the Minister 
of a generating station at a site on the river Ribble. This 
was refused. 

The Conference of the Mersey and West Lancashire Elec- 
tricity Authorities made application in December, 1920, for. 
the construction by the Minister of a capital station at a site 
at Riverside on the Mersey (including the acquisition of a site 
for the station) and also of main transmission lines. ‘The 
decision of the Commissioners on the. schemes dealt with at. 
the Inquiry had not been issued by March 3lst.  . 

Overhead Lines and Wayleaves.—Under the provisions of: 
the General and Special Acts or Orders relating to the supply 
of electricity, the consent of the Minister of Transport is 
necessary before authorised undertakers may place any electric 
line above ground, except within premises in the sole occupa- 
tion or control of the undertakers, and except so much of 
any service line as is necessarily so placed for the purpose 
of supply. In cases where the local authorities are not them- 
selves the undertakers, the further consent of such an authority 
was formerly necessary under the provisions of Section 14 
of the Electric Lighting Act, 1882, and Section 10 of the 
schedule to the Electric Lighting (Clauses) Act, 1899, or 
corresponding provision in any Special Act or Order. The 
position, however, has been modified by Section 21 of the 
Electricity (Supply) Act, 1919, and where the consent ot the 
Minister is obtained the consent of the local authority is 
not required. The Commissioners have dealt with 34 ap- 
plications made by authorised undertakers for consent 
to the erection of overhead lines, and recommended the 
Minister of Transport to give his consent in each case, subject 
to power being reserved to review the situation upon the 
expiration of a period of five years. 

Extensions of Time and Revocation of Powers: Compulsory 
Works.—The Commissioners dealt with 19 applications from 
authorited undertakers; after a review of the circumstances 
in euch case, they came to the conclusion that extensions of 
time or postponements of consideration. of revocation were 
justifiable, and recommended the Minister accordingly. 

Breaking-up of Streets, Kc. -The Commissioners dealt with 
nine applications and recommended the Minister to give his 
consent in each case. 

Capital lasues.—Under the Public Utility Companies (Capital 
Issues) Act, 1920, the Minister of Transport may consent to 
Variations in the provisions regulating the raising of capital 
by companies carrying on statutory electricity undertakings 
where the powers of raising such capital are regulated by 
Special Acts. An application for the consent of the Minister 
under the above-mentioned Act was made by the North Metro- 
politan Electric Power Supply Со. and was granted. 

Private Bills.—Duving the last session and the present session 
the Commissioners examined all Private Bills, and in 45 cases 
in which electricity. provisions appeared, advised the Minister 
in connection with his reports made under Standing Orders. 

Borough Eertensions: Provisional Orders.—The drafts of 22 
Provisional Orders were dealt with, and where necessary the 
Commissioners suggested to the Minister of Health the in. 
sertion of provisions for the protection of the interests of 
existing electricity: undertakers, 

Methods of Charging for Electricity.— The Commissioners re- 
ceived representations from the British Electrical Development 
Association on the subject of the existing statutory provisions 
governing the methods by which consumers may be charged 
for electricity. In November, 1920, the Commissioners met 
a deputation from a Tariff. Committee appointed bv the Asso- 
ciation to discuss the matter in further detail, and proposals 
involving an amendment of existing legisMtion were placed 
before the Commissioners. After consideration of the matter 
from the points of view of undertakers and consumers, the 
Commissioners subsequently asked the Association to submit 
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& fuller statement of their case, with practical examples of the 
operation of varióus tariff systems, in accordance with the 
offer made during the discussion in November.* | 

Electricity (Supply) Bills.—The Electricity (Supply) Bill, 
1920, was introduced into the House of Commons by the 
Minister of Transport on April 14th, 1920. In December, 1920 
he made the following statement in the House with regard 
to the Bill :— | 

" When T introduced. this Bill in pursuance of the policy 
of the Government as stated: 12 months ago when the House 
was invited to agree with the Lords’ Amendments. 1 had 
hoped that it would not be considered by this House to he 
of an acutely controversial character. As, however, this hope 
has not been realised, 16 has not been found possible io give 
time to its consideration. In the meantime the Electricity 
Commissioners have been dealing with a mass of preliminary 
work, and they now advise me that they recognise a general 
disposition оп the part of undertakers and authorities in 
various parts of the kingdom to co-operate in the promotion 
of voluntary scheines within the ambit of the Act passed Jast 
vear. Tt is not, therefore, immediately necessary to invite 
Parhiment to consider the larger powers which are the subject 
of the Bill at present upon the Order Paper, though 1 can 
give no undertaking that at some future date it may not 
be 80.“ 

A smaller Bill was introduced on the following day and 
subsequently reintroduced by the Minister on April 9th, 
1021, as the Electricity (Supply) Bill, 1931.1 


Mm 


ELECTRICITY IN GASES. 


+ 


THE opening meeting of the North-Eastern Centre of the 
Institution of Electrical Engineers for the session 1921-22 was 
held on October 24th, when Prof. W. M. Thornton, O. B. E., 
D.Sc., delivered his inaugural address upon “ Electricity in 
Gases as а Branch of Engineering." Ine following is an 
abstract of the address :— 

Fifty years ago Maxwell predicted that researen on 
electricity in gases would be the avenue by which the 
constitution of matter might be penetrated. This has 
been wonderfully justified, but we are far from the end. 
It is easy to utilise molecular energy, to make and uninake 
molecules; the whole science of chemistry and of organic 
life depends on the power to do this. There remains the 
stupendous step of unlocking atoms into their component 
electrons on an engineering scale, and the still greater feat 
of untwisting electrons into their mother ether. А loose 
charged molecule is a possible ion, or moving carrier of elec- 
tricity. Since molecules of gases аге separated more than 
those of liquids, the phenomena depending on ionisation in 
gases are, on the whole, simpler than those in liquids. Radia- 
tion from flaine is by far the most important practical elec- 
trical property of gases. Energy is radiated in ether waves 
whenever an isolited charge, or an atom, a system of both 
kinds of electrical charges, is accelerated or retarded, as when 
it is thrown into vibration by high velocity collision. At least 
a fourth part of the energy of the coal burning in a boiler 
furnace which reaches the water is transmitted to the heating 
furnace by electrical radiation from the atoms in flame and 
incandescent coal. "Taking the total boiler power in the world 
as 50 million horse-power, at least 12 million horse-power 
is transmitted to the furnace walls by short ether waves, 
making 300 or more billion oscillations a second from’ atoms 
in the furnace acting as electric radiators. 

Next in engineering importance to radiation is electric 
ignition. The phenomena here are of great complexity. Igni- 
tion proper is not primarily a thermal process; the pares of 
the explosive mixture are activated or ionised both positively 
und negatively by the field across the gap, and are then 
ready to enter into combination when a molecule of combus- 
tible gas collides with one or more of oxygen. The gases 
must be freshly ionised at a certain critical intensity for com- 
bination to follow collision. How to produce this ionised 
state in the most efficient manner is the problem of the 
magneto industry. There are three ways in which electrical 
action on gases may cause ignition, through direct intense 
юпа боп: by collision of electrons with molecules, as in a 
Jump spark: or by ionic emission from ares or their poles when 
а Circuit is broken, or by thermionic cinission from hot wires 
Of these, the first is the most effective in gases of high in- 
Hanimiability, such as petrol vapour, or coal gas; the second, 
in poor mixtures such as blast-furnace gas. The last is chiefly 
considered in its relation to danger of Ignition of gases in 
coal mines. 

‚ In the Diesel type of engine there is no direct electrical 
ignition, but a certain temperature by compression is neces- 
sary. Considering all chemical combination as electrical in 
origin, there are here two possibilities: either that the veloci- 
ties of high temperature collision are those at which ionisat. 
by collision with electrons can occur: or that at the ignition 
temperature the energy of atomic collision and vibration is 
such that intense pulses of ether waves are sent out which 
onise the adjacent gas molecules after the manner of X-rays 
but more intensely, or that there is some form of thermionic 

* The statement was submitted he m | 
still under investigation. 

4 ТЬе ВШ was withdrawn on August 10th, 1921. 
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emission from the gas molecules themselves. The absence of 
influence of magnetic fields on the velocity of transmission 
of a gaseous explosion favours the second hypothesis. 

Ironclad switchgear is an example of precautions taken ta 
avoid flashing over following ionisation in gases. All air js 
excluded, and in the most modern forms of making contact 
there is no possibility of live metal coming permanently int; 
contact with air. 

When a hot-wire lamp is broken in an explosive gaseous 
mixture, ignition is possible but not certain. As the tenpera- 
ture of a hot wire placed in an inflammable mixture is rais, 
nothing happens below 200 deg. Centigrade. At this tempera- 
ture, far below red heat, a discharge of electrons from the 
wire begins, for negative electrons are always moving about 
freely in metals. The gas around the wire is ionised by thy 
high-velocity discharge, and slow chemical combination bezins, 
The temperature of the surface then increases until the sas 
burns freely in contact with the wire at а white heat without 
Name. This is the phenomenon of surface combustion. in 
Which the greater part of the energy is in the form of radia 
tion. 

The oscillations which ean be made to occur in an are circuit 
promise to be more far reaching and permanent in radii 
engineering, for example, than the use of the arc as a soure 
of light except for searchlights. The importance of electrical 
discharge in high vacua is shown in the development ot the 
X-ray tube and of the triode valve. The triode valve can he 
made to give continued oscillations at high frequencies, and 
can, therefore, be used instead of a machine as a generator 
of waves in radio-telegraphy. As much as five kilowatts has 
been given out by a single valve, and by coupling valves in 
parallel large antennæ currents have been obtained. 

When electrical discharge takes place in air at atmospheric 
pressure, not as streaming sparks but as a corona glow, intense 
ionisation by collision is produced. At low temperatures шїп» 
gen compounds are very little formed, the effect is almost con- 
fined to activation of the oxygen, which under tlie intense elec 
trification appears to break up and recombine to form ozone. 
This gas is manufactured on an engineering scale for bleach- 
ing or preserving foods and oils. It is the negative ionisation 
which is effective, and when electrical discharge just 
talls short of the spark stage, it is the oxygen that is jonised 
first with a negative charge. When streaming sparks pas 
with more positive ions, nitrogen compounds are formel. 
This point is of importance in the theory of ignition, and ш 
the protection of high-pressure switchgear from the destruc- 
tive action of ozone and nitric acid. к 

The importance of the production of solid nitrogen com- 
pounds is recognised in Germany where шапу thousands of 
tons are made per year. In Scandinavia the electric ate 
method has been worked to a high pitch of efficiency. Britain 
is the last country to place extensive manufacture of nitrates 
on a sound basis. A plentiful supply of nitrogen lor manures, 
with intensive mechanical cultivation of the ground, more 
co-operation, in fact, between engineering and agriculture. 
must come if we are to hold our own under all circumstances 
of peace and war. 

Clouds of smoke can be treated to cause an aggregatwn 
and deposit. The essential is a strong electric field ш 
to produce strong clouds of ions, electrons, or charged шие 
eules, and to sweep them into contact with the m 
ticles, charging them in turn, and carrying Шеш, still ol |. 
and gathering together, to the separator. The success in 
an apparatus depends upon the success of one kind 9 vu 
and in this discharge it is probable that the negative 10" 
discharge plays the leading part. m" 

The electricity of the atinosphere is by no means 1 
in its bearing on engineering operations. The upper 1 
ionised by radiation from the sun, form a conducting shee 

` . ` B th has gn 3t 
enveloping the sunny side of the earth. This shea rie 
influence on the propagation of electric waves, u Pot 
success of radio-telegraphy and telephony. Electrical P | | 
mena on, or near, the earth's surface are rarely шше "dis 
engineering sense. Electric storms are the s A " 
graphists, and in certain parts of the earth, Sout 11 
example, they are of sufficient violence to shut ia п ü là 110 
head power systems. To counteract the inter use M 
power supply there is no remedy apart from safety e ; 
excess pressure surges, and the avoidance, as far qs ne per 
running power lines through lands having а loose à 
surface. ; К 
The address was illustrated by а series of experiment 
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Electro-Harmonic Society.—Mr. J. 5. Highfield, the ÀÁ 
sident of the I.E.E., is to take the chair at. the pe Hall d 
night) to be held this evening at 8 o'clock 1n the Оте Winifred 
Cannon Street Hotel. The artistes will be зае David 
Lawson, soprano; Miss Violet Openshaw, contrai 81 0 
Ellis, tenor; Mr. Ivor Foster, baritone; Mr. att и Вен. 
violinist; Mr. Rupert Hazell, entertainer; Mr. 15 smoke 
entertainer; Mr. Bernard Flanders, A.R.A.M.. as E this! 
ind accompanist. Members should take particu JAN i 
owing to numerous complaints with regard to the tuted TT 
seats, the following new regulation has been WT 
will be brought into force at this concert : Uitte Ыы be 
no admission to the hall before 7.30 p.m., and en 
ho reserving of seats except by occupation. 
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TRADE CONDITIONS IN NEW ZEALAND. 


A Promising Market. 


Tne report by II. VI. Trade Commissioner in New Zealand 
(Mr. R. W. Dalton), Which has recently been issued by the 
Departinent of Overseas. Frade, reviews trade conditions in the 
Dominion up to duly this year. 

After recalling the circumstances leading to the financial and 
commercial crisis that the country has suttered—which do not 
“шег sübstantially from those obtaining in other parts of the 
world—the report says that a better feeung hus been apparent 
recently owing to slight hardening of some markets tor New 
Zealand produce. lu the opinion of Mr. Dalton, New Zealand 
has been caught only by the tail of the storm which has been 
felt in its tuu torce in other countries, and it is not unlikely 
that conditions will now gradually nuprove. — Certain it 25 
that With a country so productive. and with conditions во 
favourable, reenperative powers must be good, and there can 
be no question. that development must. proceed. All that is 
needed 1s caretul handling oir a difficult financial situation and 
a Willing eltort on the part of the primary producers of the 
country to meet their own ditticulties by better, and therefore 
more economic, methods of production. 

Ihe report deals at some length with the problems which 
arose through the delivery of goods from abroad, contracted 
lor à long time previously, in excess of consumptive require- 
ments at the time of their arrival. It also discusses tlie 
relative responsibility of the different parties for the ditticulties 
which ensued. This it places largely on the shoulders of the 
New Zealand importers, suggesting at the same time that 
those who have more recently taken up importing rather thuu 
the old-established firms have appeared. to overlook certain 
essential factors of business. 

In connection. with the whole of thc 


Power of question of over-imnporting, the Trade 
: Absorption. Comiuissioner. considers it wonderful. how 


New Zeuland has been able to bear the 
strain and how, generally speaking, traders there, and parti- 
cularly the old-estabhshed traders, have accepted the situation 
und have stood by their commutments. While there have 
heen some cancellations Which were hardly justified, and some 
relusals to take up goods which were shipped or even actually 
landed, the general. body of old-estublished importers have 
honourably fultilled their engagements. 

New Zealand, with a population of little over a million, has 
accepted goods to the value of over 485, 000.000 in seventeen 
months, While her exports amounted to only £68,000,000 in 
the same period, and many of these exports were paid for 
long before the period in which they were shipped. This 
seems to be sullicient. proof of the preparedness of New Zeu- 
lund merchants to stand up to their contracts, and it is doubt- 
ful whether there is any other country in the world which 
can show such а record, 

Actual stocks, however, are not phenomenally great in 
quantity; it is the value represented, combined with the ditt- 
culty of petting financial accommodation, which is causing 
distress. Stocks are large, of course, but it is only in certain 
lines that they are really in excess of normal. Consistent 
efforts are, however, being made to clear them, and all pos- 
sible reductions are being made. 

It is difficult to forecast the future, but, continues the re- 
port, it seems certain that before very long there may actually 
be a shortage of goods in this market. 

There has been very little new buying, particularly in the 
soft goods trade, since September, 1920. Most ships have 
been coming out in ballast for sume months now, and it is 
only very occasionally that ships arrive with any quantity of 
cargo. In view of the distance of New Zealand from the 
source of supply it takes a considerable time for goods to be 
received in execution of orders, and if there is a revival in 
England in the near future, which seems likely, it is not im- 
probable that New Zealand may fairly soon be again in the 
Position of finding it difficuit to obtain goods when a demand 
for them exists.” 

It may be added that the difficulty of forecast has been in- 
creased since Mr, Dalton's report was penned, by the threat 
to New Zealand wool held out by the Fordney tariff proposals 
In the United States, 

Mr. Dalton still. finds at necessary to 


More allude to the failure of. individual Hirnis to 
Publicity keep their agents and prospective cus- 
Needed. tomers informed of the industrial situation 


as it affects them at home. Dissatisfaction 
has been felt by importers generally іп New Zealand concern- 
ing the treatment which they have received since the Armis- 
tice. Much of this feeling was due to misconception of the 
position in the United Kingdom consequent on the war. Few 
people overseas realised the extent of the resultant disorgani- 
tu tion. 

A further complaint is in respect to goods which were not 
пр to sample, but here again these instances have been due 
rather to laxity than to definite intent. In short, it may be 
said that abnormal conditions explain the whole matter. 


Summarising this section of his report, the ‘Trade Comimis- 
SIONCE BANS :-— 

“The one thing essential now in New Zealand above and 
beyond all others is the adoption of methods to re-establish 
contidence in British commercial practice which, in the 
writers opinion unjustifiably, has been rudely shaken. 
General feeling here, both among the general public and on 
the part of trade, is still strongly in favour of the develop- 
ment of British trade with New Zealand, and all sections of 
the public are anxious to be convinced that their former faith 
in British systems of trade need not be revised." 

The most serious complaint which has 


Trading been heard in New Zealand, however, is 
Methods. that when the demand from other markets 


ceased, British firms immediately un- 
loaded on the New Zealand market goods in completion of 
orders which had been given, in many cases, years before, 
and in total disregard of ordinary trade customs which had 
been well understood before the war by firms supplying the 
New Zealand market. Tt has even been said frequently that 
firms in the United Kingdom deliberately waited until prices 
had reached the peak to deliver these goods, and took care 
that advice of what they were doing should not reach New 
Zealand until the goods were actually on the water. 

In November of last year, when these complaints began to 
be rife, the Trade Commissioner issued a long statement which 
appeared in practically every newspaper in the Dominion ex- 
plaining his views on the situation with the idea of attempting 
to remove some of the misconceptions which undoubtedly 
existed. [n this statement he pointed out some of the diffi- 
culties which had had to be faced in the United Kingdom 
since the end of the war, and said that, in view of all the 
circumstances, it Was surprising that British firms had been 
able to deal with overseas trade at all while faced with such 
difficulties. He also gave it as his opinion that the fact that 
large quantities of goods were slipped to this market af peak 
prices was for the most part merely a coincidence. It would 
naturally follow that firms in the United Kingdom could not 
deal with bulk orders with any facility until demand from 
all markets had eased slightly: this eould only be when prices 
had reached the top: thus it would follow that heavy deliveries 
of orders booked. previously would take place at peak prices. 

It seems that this must be the natural and economic con- 
clusion of an abnormal period such as the world has passed 
through in the last few years. But in the main the Trade 
Commissioner's case for British firms was based on the 
assumption that all those firms which had been engaged in ex- 
port business for years, which would comprise most of the 
firms trading with this market, would realise that it would 
be a very foolish policy to endanger their goodwill in overseas 
markets for the paltry advantage which they could hope to get 
by doing what it is alleged they have done; this apart en- 
tirelv from the general principles of honest trading which have 
always stamped British trade. 

Since issuing this statement Mr. Dalton has heard scores of 
detailed complaints, but has seen по reason. materially to 
change the views which he then expressed. 

As has been anticipated, the Govern- 
ment has continued to attach great im- 
portance to an active public works pro- 
gramme, in so far as conditions will per- 
mit. Hydro-electric development has, of course, received the 
foremost place in the order of importance, and considerable 
strides are being made in order to get under way the Govern- 
ment schemes for both Islands. The three main sources ве- 
lected for the North Island are at Mangahao in the Welling- 
ton district to produce 24,000 h.p., Arapuni in the Auckland 
district to produce 96,000 h.p., capable of extension to 162,000 
h.p., and the intermediate station at Waikaremoana to pro- 
duce 40,000 h.p., capable of extension to 136,000 h.p. In addi- 
tion to these, supplementary supplies are to be obtained from 
smaller stations in certain parts of the Island and from the 
existing steam services at Auckland and Wellington. 

Constructive work is now well in hand at Mangahao, and 
it is estimated by the Minister for Public Works that the 
installation. should become available in 1923. Work has been 
started. also at, Waikaremoana, but owing to doubts having 
been expressed as to the efficiency. of the foundations for the 
proposed Arapuni dam, the northern part of the scheme is, 
for the time, delayed. 

With regard to the South Island, the system will include 
the existing power station at Lake Coleridge, the Dunedin 
City Council's plant at Waipori Falls and the proposed South- 
land Electric Power Board's scheme at Lake Monowai. With 
regard to the latter station, tenders were recently called for 
and received, but owing to the financial stringency existing 26 
was deemed not desirable to proceed with the full scheme, 
and no tender was accepted. Surveys will also. be made to 
decide on the most economical sources of power in the Central 
Otago, and the northern and western districts of the Island. 


Hydro- Electric 
Programme. 
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As regards the station at Lake Coleridge, owing to the 
heavy demand for electricity, this power house has in the 
past been running at a higher capacity than that provided 
for, and plant for an additional 4,000 h.p. is accordingly 
being provided. It is stated that in 1922 a further 4,000 h.p. 
wil be provided, and that ultimately, by the construction 
of а new tunnel and pipe line, the capacity of the station 
will be brought up to about 36,000 h.p. Meanwhile anxiety 
as to the maintenance of the water level at the intake has 
been removed by the diversion of the waters of the river 
Harper into Lake Coleridge. 

In January of the present year the Minister for Public 
Works stated that the money voted for hydro-electric develop- 
ment would be spent to the best advantage of the Dominion 
as а whole. Meanwhile, and again owing to financial string- 
ency, expenditure on publie works has had to be seriously 
curtailed. 

In the Public Works Statement of 1920, the position of the 
Government with regard to hydro-electric development was 
definitely laid down. It was stated that the function of the 
rovernment would consist essentially in the construetion of 
the main generating stations and the main transmission lines 
and sub-stations from which. the power will be sold in bulk 
to local distributing authorities. These local Power Boards, 
as they have been termed, will be responsible for the final 
distribution of power in the districts. 


In connection with the public works 
British Success. which have been undertaken since the 
war, 16 Is verv encouraging to note the 
success of British firms in contracts given. The Government 
of New Zealand is extremely sympathetic towards British in- 
terests in such contracts as are to be given, and British firms 
themselves have shown a strong inclination to do their best 
to take full advantage of this sympathy. Some very impor- 
tant contracts have been secured by them in the teeth of 
foreign competition, notably the electrification of the Otira 
Tunnel, a contract for 45 railway locomotives, a contract for 
2,500 railway trucks, a large contract for rails and several 
smaller contracts of considerable importance. 

Latterly the number of contracts let has been limited by 
the shortage of funds, but it seems not unlikely that when 
the big contracts for hydro-electric works come forward, 
Pritish firms will, at least, secure a considerable share of the 
work. 

It is also gratifving to note the sympathy toward British 
interests which is shown by the various City Corporations and 
local bodies. In contracts for these authorities, British firms 
have also been very successful, and it augurs well for the 
future that they have been able, so soon after the war, io 
prove their competitive ability. 
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THE BREWERS' EXHIBITION. 


ALTHOUGH electricity enters into every department of modern 
life, ıt would not be expected that in a Brewers’ Exhibition it 
would appear to a large extent. Nevertheless, a wide inter- 
pretation of the needs of this particular industry permitted 
a large number of electrical firms to display their products 
at the recent exhibition at the Agricultural Hall. Of course, 
the electric motor drive is nowadays taken for granted, but 
apart from this there were several exhibits of electrical ìn- 
terest. | | І 
THe FAL KIK ION Co., LTD., had a large display of cooking 
and heating apparatus. The chief feature was a large clectrie 
range with two ovens, boiling rings, hot-plates, &., arranged 
for very comprehensive heat control. A small cooker for use 
in restaurants was shown, as well as a somewhat similar appli- 
ance for domestic use. The last was of а very convenient size 
for the average family, of strong construction, and with re- 
markable heat-retaining characteristics. The cooker possessed 
a one-heat grill, oven, and two boiling plates. The oven Was 
loaded to 2,000 W (3-heat), the grill 1,300 W, and each boiling 
plate was of the same loading as the grill, making a total of 
5.9 kW. In addition to the cooking appliances, а number of 
electric fires and irons were exhibited. The fires were of 
cound construction and of plain but attractive appearance, 
Tun WasHiNG-UP. МАСНІХЕ Co. demonstrated a new dish- 
washing machine (the © Dreadnought 7) upon Its stand. This 
machine has a tank divided into three compartments into 
which a basket is placed which contains the plates and dishes 
to be washed., The centre of the tank has two rollers running 
through its length. On either side ot the centre is a side 
tank, in which two fans revolve and force hot water through 
a narrow entry over the plates, at high pressure, while the 
rollers slowly rotate the plates, securing an even washing of 
The three divisions are respectively for wash- 


every surface, Ir TEER ; 
Phe machine is driven by a 


ing, rinsing, and sterilising. 
-R. p. motor. | 

Map Hor-rorvrT. Erectie Aveniance Co.. Lro., displayed 
examples of most of its. manufactures—kettles, irons, grills, 
&c., all of very high finish. А convenient appliance shown 


) 


was the “ Handyvac," а small portable suction cleaner and 
blower which, although very light, gives a high vacuum 

Messrs. Ransomes, Sims & JEFFERIES, LtD., had on view 
а 4-ton Orwell“ electric lorry and a C" type electric 
truck capable of dealing with a load of 4,000 lb. and fitted with 
а 20-cell “ Ironclad-Exide battery. 

Messrs. RICHARD GARRETT & Sons, LTD., and the Genera, 
Venetek Co., LtD., also showed electric vehicles. The former 
had a 34-ton vehicle with a platform 11.3 ft. long and 6 ft 
wide. The other firm exhibited a lorry, of similar capacity. 
inade for Messrs. Whitbread & Co., to operate within a ten. 
mile radius. ` * | 

THE Hopart MANUFACTURING Co., Lro., displayed and de. 
monstrated a number of machines for use in bakeries and 
restaurants, in which the drive was provided by a шойт 
incorporated in the design. Among these were dough mixers 
coffee mills, potato peelers, meat choppers, loaf moulders, and 
а silver burnishing machine. These appliances were all of 
reasonable size and very efficient in working. | 
© Reaps Bakers’ MACHINERY, LTD., had two or three examples 
of mixing machines. These were fitted with electric motors 
and operated through а 3-speed drive. The beater or mixing 
blade has a planetary motion; the speed is controlled by an 
accessible lever. - EN | | ` 

Мк. H. C. бтлхєзнү had a stand bearing a number of 
trucks of various kinds, including small battery trolleys and 
trucks fitted with electrical elevating gear. qM 

THE TungBINE Furnace Co., Lto., displayed the ‘ Turbine“ 
furnace described in the ELECTRICAL REVIEW a short time ago. 

Messrs. JOHN THOMPSON (WOLVERHAMETON), LTD., exhibited 
samples and models of steam boilers snperbeaters, and water- 
softening plant. The Thompson“ sectional superheater 
consists of a pair of mild steel cylindrical headers and а group 
of U” tubes arranged for easy replacement without total 
dismantling: they are tested to 350 Jb. pet sq. in. The 
" Kennicott " water-softener is fitted with a revolving sludge 
gear which prevents the accumulation of sludge in the bottom 
of the softener. The apparatus cän be fitted with a feed. 
water heater to utilise Waste heat. 

Messrs. J. W. Болек & Co., in addition to an electrically- 
driven rotary pump and а bottling machine driven by an elec- 
trie motor, showed an '' Eclipse " electro-hydranlie stacking 
crane similar to that described in our issue of May ith 
(p. 076). | 

Messrs. Barretr & ЕРЕН, TaD., showed a number of 
samples of moulded insulating material. — These included 
'" Belleroid,"" а non-hvgroscopic material suitable for use in 
temperatures up to 300 deg. F.. and practically acid-proot ; a 
low-voltage material with similar heat and acid-proof charac- 
teristics known as “ Bellerite 7: and '' Belleroek," a material 
which is opaque to X-rays. with a specific gravity only one- 
fifth of that lead. A shield for a Coolidge tube was shown: 
this was about 4 in. in thickness, and, it was claimed, formed 
a complete protection and localised the rays through the aper- 
ture. | 

The exhibition, which closes to-day (Friday) after a week's 
run, is vet another proof of the ubiquity of electricity. 
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German Commercial Propaganda in Sweden.—Nya Dag- 
ligt Allehande learns that the German Aussenhandelsverband 
plans the establishment of a great propaganda and selling 
organisation in. Sweden, including the formation of a per 
manent giant exhibition of German goods. No less than 30 
different industrial branches representing practically all kinds 
of production are included in the рап. An attempt їз to be 
made, says the journal, to give the organisation the character 
of a purely Swedish enterprise. Her 
(Stockholm). EA RS „ы 

Abnormal Pressure-rise in Transformers,—In a paper 
published in the I.E.E. Journal on Abnormal pressure rise 
in transformers and its remedy," Mr. R. лопка, A.M.I. E. E. 
explains that in a high-pressure transformer, abnormal poten- 
tial gradients likely to cause a breakdown appear usually at the 
foot of the bushing and at the end coils. The author describes 
briefly a theory which is applicable to both these cases ani 
from which he concludes that these dangers may be due to 
the incorrect arrangement of electrostatic capacities. Follow- 
ing this theory, he shows that, by properly grading the сү 
cities, it is possible to avoid to a great extent the dangers | 
both the bushing and the end coils. The correct gradation © 
the capacities 15 shown to be as follows :— 
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I. The shunt capacity (Сх) must be graded ко as to ee 
with the distance from the earthed end of the coil, or Ir 


the top of the bushing. BT ut ) 

2. The capacity (Си) to earth, or to the high-pressure con- 
ductor, should be graded so as to decrease with the distance. 

3. The ratio Cs/Cg should be as great as possible. 

4. It is preferable to use a resistance in series with the сар 
city Cs. А 

Experiments show that where a transformer 18 exposel 
excessive stress a potential gradient of about 20. times the 
normal value may occur at the end coil, and this can be re- 
duced to one-third this value by the device. proposed. 
author's method also prevents breakdowns due tó other causes, 
such as the decrease in the natural frequency of the coil. 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit particulars of new or improved devices and apparatus, which will be published 
if considered of suffic en: interest, 


——— AT. Дф 


The Brooklite ” 1:kW Set. 


There are numerous small electric lighting sets upon the 
market, but many of them are made abroad. Messrs. J. W. 
Brooke & Co., Lro., Adrian Works, Lowestoft, have sent us 
particulars of а set which they are now manufacturing, and 
which is an addition to the list of British makes. This 15 the 
" Brooklite " 1-kW set, illustrated in fig. 1. The engine is a 
two-stroke, 2-h.p. petrol engine, running at a speed of 900 
r.p.m. The engine is direct coupled to a 1-kW shunt wound 


Кє: L.—Tur “ BROOKLITE "" 1-KW Set. 


dynamo through a flexible coupling. The shaft із extended 
and-a pulley mounted on it to enable other plant to be driven 
direct. The switchboard is of enamelled slate plainly marked 
with ivorine labels to prevent mistakes in connecting and 
operating. The battery recommended for this plant, and 
па supplied, consists of thirteen cells with a capacity of 


. Translucent Plaster Bewls. 


A new departure in electric lighting has been made by the 
Z Evectric Lame & Surpiies Co., LTD., 73. Newinan Street. 
V. I. the aim being to provide a bowl fitting with the appear- 
ance of carved alabaster without the weight and expense that 
are usually concomitants of this material. The material used 
is plaster, which can be moulded to any desired shape or de- 
кїрп. rendered translucent by a special process. The casts are 
reinforced with fabric, and this enables апу colour or marble 
effect to be obtained in the process of moulding. | The 
appearance of the bowl when not illuminated 1з similar to 
tbat of pure white marble or alabaster. The bowl retains a 
sufficient degree of opacity to prevent coloured rays being 
shed into the room; the result is a white diffused light. 


“ The Coventry " Chain Coupling. 


©The Coventry’ chain coupling (fig. 2) has. been mtro- 
duced by Тнк Coventry CHAIN Co., LTD., Spon End Works, 
Coventry, to meet the demands of automobile and general 
engineers for a positive and flexible coupling constructed for 
high duty and long life. The unit comprises а standard du- 
plex roller chain, provided with suitable coupling bolts at in- 
tervals, and two sprocket wheels, each having a boss on one 
side only bored to suit the respective shaft diameters. Its 
design is such that a high factor of safety on the duplex 
chain is automatically obtained, owing to the stresses being 
divided equally over the tecth in the coupling flanger or chain 
sprockets. The coupling is perfectly balanced. being machined 
all over, is practically indestructible, transmits a large power 
for its size, and needs no lubrication. It isin no way affected 
by atmospherical conditions, and the cost of maintenance 18 


practically negligible. The -in. maximum bore coupling will 
transmit .8 h.p. at 100 r.p.m., and the à-in. size 180 h.p. 

Fig. З illustrates the facility with which the two halves of 
the coupling can be disconnected. The removal of a cotter 
pin, nut and bolt permits the chain to be wrapped off 
the coupling easily and quickly. In cases where the coupling 
is used to operate magnetos and other devices where 
setting is called for, the removal of the chain as indicated 
above permits of the relative positions of the teeth being modi- 
fied to give the angular adjustment usually necessary in 
practice. 

The coupling is not designed to replace universal joints 
where considerable angular motion has to be taken care of, 
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Fics. 9 АХО 3.— THe Coventry " CHAIN COUPLING. 


but сап be fitted where the angular motion does not exceed 
2 degrees. The coupling also permits of relative end move- 
ment between the two shafts, but this end movement should 
he limited to an amount equivalent to one-sixteenth of the 
shaft diameter. 

The couplings are stocked in standard sizes from 3 in. to 
3 in. bore, and can be re-bored to suit special requirements 
up to the maximum bore permissible. 

Chainecouplings can be manufactured in other sizes to meet 
special circumstances, and the company is making a speciality 
of small couplings for operating magnetos. 


A “ Carron "' Grate Suite. 


Cannon Company, Falkirk, N.B., has put on the market 
some well-designed electric fires and accessories to conform to 
the ordinary type of fireplace. Fig. 4 shows one of these 
suites, which are carried out in any design to harmonise with 
their surroundings. The one illustrated includes a dog grate 
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Fic. 4.—A " Carron " (IRATE SUITE. 
@ 


with an “armour bright " finish. having pni n 75 
the same style and a marble surround, hear x le ые 
priate mantel. A number of designs are on i Street Wil 
pany’s showrooms, 50, Berners Street, Oxfor , WA. 
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THE INTERNATIONAL. MOTOR EXHIBITION. 


Tur Motor Show, as it is familiarly called, that is being 
held in London this week is the fifteenth of the series 
orgauised by the Society of Motor Manufacturers and Traders, 
Ltd., in conjunction with the Royal Automobile Club—an 
annual event which offers an unrivailed opportunity to a large 
und constantly growing national industry to display its newest 
products, and supplies the means of calling public attention 
tu the never-ceasing success of research and improvements 
in craftsmanship. 

The bolding of the exhibition concurrently at the White 
City und Olympia was again found to be a necessity. The 
whole show is international in character (excepting only the 
products of late enemy countries), and each part is represen- 
tative of all sections, except that the Motor Boat and Marine 
Engine Section, which is re-introduced this year as a feature 
of the annual show, is wholly located at the White City. In 
this section Messrs. J. W. Brooke & Co., Lro., exhibit 
a new LkW self-contained electric lighting set, which js 
described on the previous page, complete with a switch- 
board and self-starting gear actuated by energy derived from 
а battery. The outfit is suitable for either yacht or house 
lighting. 

The total number of exhibitors is 571, an increase of 52 
over the record entry in 1920, and approximately 1,000 motor 
cars comprising 151 different makes are available for in- 
spection. Nevertheless, only the cars on two of the stands, 
both at the White City, can cluim to arouse any electrical 
interest, and that on account of their adoption of the Entz 
magnetice system of transmission which has been fully dealt 
with in our pages. The Magnetic " саг (MAGNETIC Car 
Co., Lb.) is driven by а 15.9-h.p.. 4-cvlinder engine with 
B.T.H. magneto ignition, while on the 30/50-h.p., 8-cylinder 
chassis а B. L. I. C. magneto is fitted. The Crown Mag- 
netic” car (J. L. Crown Motor Co., Lab), which was 
shown last year also, is driven by a 30/50 -. p. 6-cvlinder 
Silent Knight " engine, with S. E. V. magneto ignition; two 
magnetic and two internally-expanding mechanically-operated 
brakes are fitted to the rear wheels, and the сагв petrol con- 
sumption is stated to be 18 m. p-... 

The accessories section of the exhibition is a large one, and 
it is here that the electrical gadyets are to be secn. . They 
consist mostly of lighting equipments ; engine-starting devices ; 
ignition systems, including many types of magnetos and 
sparking plugs; accumulators; cable and wire; electric horns, 
&с. 

Messrs. C. А. VaNpERVELL & Co., Lro., announce that after 
а long period spent in testing all kinds of anti-dazzle devices 
submitted to them for motor lumps, they have decided that 
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Pd. 1.—Tue ELECTRIC PETROMETER. 


the one which will meet the requirements, and is nearest to 
the ideals of the Transport Ministry, is that made under the 
Grubb patents. which was recently described in our columns. 
Messrs. Vandervell have therefore arranged to take over the 
world rights for the manufacture of this lamp, which in 
future will be known as the C. A. V. Non-Dazzle Lamp." 
Messrs. ROTHERHAM & Sons, LTD., demonstrate the work- 
ing principles of the electric petrometer and “ super-vac "' 
(Bowden's patent)—an instrument designed for the purpose of 
measuring and recording with accuracy the volume of fiquid 


flowing through a pipe, or for delivering separate quantities 
The instrument, which is illustrated in fig. 1, has been passed 
by the Board of ‘Trade as a legal Measuring device, and js 
therefore, the only liquid. measuring instrument to be ap 
proved by the British Government. It is claimed that T 
electric. petrometer complies with the requirements of the 
Explosives Department of the Home Office; that the viscosity 
of the liquid to be measured does not affect its uceuracy ol 
working, and that its measurement cannot vary through com- 
ponent parts wearing out—in fact, it has been carried for 
'' thousands of miles“ clamped to the handlebar of а motor 
bicycle. 

The instruments can be made for any desired feed, i.e. 
vacuum, gravity, or pressure; the consumption of electricity 
is very small; any voltage may be used; and its action is as 
follows:—The liquid flows into the instrument through a 
valve at the bottom. When the chamber is full it is per- 
mitted to slowly enter the tube at the top where 1t raises Ше 
float and this, in turn, makes the electric connection in the 
body of the vessel which immediately cuts off the flow of 
liquid and at the same time opens the outlet valve. The 
liquid then flows to the desired. place, and when the vessel is 
empty the discharge valve is closed by the float in the bottom 
tube, making another electric connection which automatically 
re-opens the inlet valve. These instruments can be made to 
deliver the sinallest quantity up to any desired volume; are 
not controllable by hand, and it is not possible by any derange- 
ment to give short measure. On the registering device for 
motor vehicles there are two sets of hands, one gives the 
gross quantity that has passed through and this hand cannot 
he interfered with. The other hand gives the amount used 
for either a test or trip and can be re-set at will. 

Another interesting device is the Rolph combined tail lamp 
and traffic warner (Messrs. ALLEN-LIVERSIDGE, LTD.). which 
illuminates the number plate, exhibits the regulation red rear 
light, and enables the driver of the car to signal to traffic 


— 


Ёш. 2.— Tui Rouray TRATEIC WARNER, 


behind, him, as shown in fig. 2. The device is operated 
mechanically, the signal ' slow "" being made automatically 
directly the clutch lever is depressed or the foot brake 15 
applied; the signal“ stop " is operated by the band brake. 
The direction signals ‘right апа “left? are shown by 
arrows, and are operated by a simple lever attached to Ше 
steering column. They are not autometic, as the driver s m- 
tention to turn has, of course, to be made known some tune 
befare the corner is reached. 

Another contrivance intended for the same purpose 15 the 
“ Arrota ° signal (ARROTA ELECTRICAL & MOTOR ACCESSORIES 
Co., Lrp.), which also attracted attention at the show last 
vear. It consists of three main component parts—arrowe 
at the front and rear of the car and the control mechanism 
inside it. The driver moves the control handle in the direc- 
tion in which he wants to go; the arrows are locked in апу 
of their positions, and each time they are moved the electric 
horn is sounded. The switch that controls the lamps inside 
the arrows for night work is also carried on the control box, 

In conclusion, it might be noted that the Isotta Fraschini 
car, which comes from Italy, is fitted with a complete elec- 
trical equipment from Stuttgart. 


——— — 
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“ Rocking-horse Power."—Under this title the оен) 
News publishes a Reuter message from Quebec announce 
the invention of a generator driven by а rocking-horse, WAI) 
is capable of providing power to a washing machine, веке 
machine, or other domestic appliance. The old claim 1 
“ A child can work it would seem very applicable to | » 
idea. On the other hand, if the child discovers that it B 
doing something useful, it will probably go on strike. "d 

For the benefit of the lay reader, we may add that the ! 


must not be treated seriously. 
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WEST RIDING (AIRE AND CALDER) 
ELECTRICITY DISTRICT. 


THE COMMISSIONERS’ CoNCI USIONS. 


Trt Electricity Commissioners have considered the evidence 
that was given at the Inquiry at Leeds* into (a) the schemes 
submitted respectively by the Conference of West Riding 
Local Authoritiest and the Corporation. of Leeds?; (% the 
representations made to them by the Yorkshire Electric Power 
Co. F and others; and (c) the application made by the Power 
Company for consent to the establishment of a new generating 
station at Ferrybridge; and have arrived at the following con- 
clusions :— 

1. The area provisionally determined” is confirmed subject 
to the inclusion of the urban districts of Hoyland Nether, 
Wath-upon-Dearne, Bolton-upon-Dearne and Thurnscoe, and 
the rural district of Riccall. 

2. [he existing generating stations at Bradford, Halifax, 
Huddersfield, Keighley, Leeds, Thornhill and Wakefield should 
be interconnected. 

3. The existing generating plant at those stations together 
with the extensions thereto already authorised by the Coin- 
missioners and the addition of another generating. set to be 
accommodated in the Whitehall station of the Corporation of 
Leeds will, when those stations are interconnected, meet the 
estimated requirements of the district for several years. 

4. The first stage of a new station at Ferrybridge should be 
constructed forthwith by the Power Company and linked up 
with the interconnected system above referred to. 

3. A second new station is not required at present; matters 
relating to it should be left to the consideration of the Joint 
Electricity Authority that is to be established. 

6. The negotiations between the Conference of Local Autho- 
rities and the Power Company for the sale and purchase. of 
the Company's undertaking having failed, the scheme sub- 
mitted by the Conference is not feasible. Moreover, ihe 
much-needed improvement in the organisation for the supply 
of electricity in the district should. be effected by the co- 
operation of all the authorised undertakers and authorities in 
the district under the general control of ап authority on 
which ali interests will be represented. 

7. А Joint Electricity Authority should, therefore, be formed 
for the whole district. 

8. To ensure the most efficient use of existing generating 
plant and to avoid unnecessary expenditure on transmission 
lines, the district should be dealt with in two agreed areas, 
one being that which ean be best supplied from the jnter- 
connected existing municipal stations (area “ A ). and the 
remainder should be supplied Ьу tbe Power Company, pro- 
vided that all the interconnected stations are worked under 
one control and for mutual assistance. With regard to area 
„A.“ the local authorities concerned and the Power Com- 
pany should prepare for the approval of the Cornimissioners a 
scheme to simplify the position as to rights of supply and 
transmission or distribution within that area, either by the 


acquisition on agreed terms of the Power Company s rights of 


suppiy in the said area (together with such parts of its trans- 
mission system, if any, as have been laid therein at the date 
of the agreement) or otherwise: and with regard to the re- 
mainder of the district the powers of supply of the Joint 
Authority should be transferred to the Power Company, tlie 
latter obtaining such further powers as may be necessary for 
the foregoing purposes. TP | 

9, The P Come or the Electrical Distribution. of 
Yorkshire, Ltd., as шау be determined, should (if they so 
desire) have conferred upon them, by transfer from the Joint 
Authority, the distribution rights in all areas within the dis- 
trict Which are not at present within the areas of supply of 
authorised distributors subject (a) to the purchase provisions 
contained in the Electric Lighting Act, 1888; (b) to the exist- 
ing right of local authorities or companies to apply for Special 
Orders to establish local distribution undertakings, the Power 
Company giving to such undertakings (if established) any bulk 
supply required ; and (c) to а provision enabling a local autho- 
rity (being an authorised distributor) to purchase such part 
of the Company's distribution system as may be included in 
any subsequent extension of that authority's local government 


boundaries. 


The financial arrangements contemplated by the Commis- 


sioners аге: (a) that the moneys for the construction of the 
Ferrybridge station and of the interconnecting transmission 
lines therefrom. as well as for the development of the districts 
outside area A.“ will be provided by the Power Company: 
the Commissioners understand that the Company 18 prepared 
to raise these moneys, subject to the necessary powers being 
obtained, as to which the Commissioners will require to be 
satisfied in dne course: (b) that the moneys for the construc- 
tion of the lines interconnecting the other stations (where not 
previously raised by the local authorities concerned) and for 
the construction in due course of a second capital station, will 


* Bree. Rev., May 27th. 10210: p. 697. 
+ Erec, Rev., March Ith, 1921: p. 324. 
ü Eric. Rev., January 216, 1921; p. 95. 
§ Erec. Rev., March 18th. 1921; p. 361. 
| Erec. Rev., June 95th, 1920; p. 815. 


be raised by the Joint Authority. A modified technical scheine 
for inclusion in the draft Order should be drawn up jointly 
by the respective engineers for the Leeds and Conference 
schemes and of the Power Company on the lines herein indi- 
cated. 

lhe Electricity Comniissioners have accordingly decided to 
prepare a draft Order establishing a Joint Electricity Autho— 
rity for the whole district as amended, and providing: — 

(а) l'or representation on the Joint Authority (1) of the 
Corporations of Bradford, Halifax, Huddersfield, and Leeds 
respectively; (2) jointly of the Corporations of Barnsley, 
Batley, Brighouse, Dewsbury, Keighley, Morley, Pudsey, Tod- 
inorden, and Wakefield, (3) jointly of the Urban District 
Councils owning undertakings; (4) jointly. of local authorities 
possessing rights of purchase of the undertakings of authorised 
distributors supplying in their areas, such rights being trans- 
ferred to the Joint Authority; (5) of the West Riding County 
Council acting on its own behalf and on behalf of the urban 
and rural district councils not owning undertakings and in 
whose districts there are no authorised distributors; (6) of 
the Power Company ; (7) Jointly of companies, other than the 
Power Company, owning authorised undertakings; (8) of the 
railway companies. 

(b) For the administrative expenses of the Joint Authority 
not properly chargeable as part of the cost of electricity sup- 
plied, or to capital, or not met out of contributions fron local 
authorities or other bodies represented on the Joint Authority, 
to be met by all the authorised undertakers in the district; 
and for any excess of expenses of the Joint Authority over its 
receipts, which may arise from the supply of electricity from 
the interconnected. system, to be met by the authorised dis- 
tributors connected with the system. 

(c) For the control by the Joint Authority of the working 
of the centralised system of interconnected generating stations, 
such control to be exercised in consultation with an Advisory 
Committee composed of the engineers of the stations in ques- 
tion; for the pooling of the operating results of the inter- 
connected municipal stations for the common benefit of the 
local authorities supplied; and for supplies to or from the 
Power Company's system on agreed terms. 

(d) For giving effect to the agreed scheme referred to in 
paragraph (8). 

(e) For the inclusion of the outlines of the technical scheme 
to be undertaken by the Joint Authority and the Power Com- 
pany, with provision that modifications therecf may be made 
with the approval of the Commissioners. 

(f) For the Joint Authority acting with the Power Company 
to submit within two years from the date cf the ostablishment 
of the Authority, proposals, as laid down in paragraph (). for 
а system of distribution in areas within the district which 
are not at present within the areas of supply of authorised 
distributors, where there is a reasonable prospect. of such 
supply being remunerative. | | 

(% Vor the necessary financial powers. being conferred: on 
the Joint Authority, subject to the enactment of oa further 
Electricity (Supply) Bill. | 

Pending the establishment of the Joint Authority, the Com- 
missioners will ask the principal local authority undertakers 
and the Power Company to form а small Provisional. Com- 
mittee with which the Commissioners may. consult. from time 
to time with regard to any development of supply in the 
istrict. 

= 


WATER-POWER IN THE BRITISH EMPIRE. 


THe COMMITTEE'S FINAL REPORT. 


Тив Water Power Committee of the Conjoint Board of 
Scientific Societies that was appointed in November, | p 
“to report on what Is at present being done to a е 
amount and distribution of water power m te ur am- 
pire issued a preliminary report in July, 1918. Which 1155 
followed by a second in March, 1919.“ Since then n di- 
tional information has been obtained, and it 15 оз a in 
the present final report; it 1s hoped to publish short у 1 
bined edition of the three reports. It will be reu m 
that the Committee that wis appointed by the Board а и 
to investigate the water power resources of. n a 
dom issued its first interun report in 1919,5 and „ 
its second report, issued in June, 1:920. ў machinery КИ de 
trol of the water resources of Great Britain, including 
formation of a Board of Water Commissioners. РЕТ 

The present final report gives additional ш iA e 
to various parts of the Empire, and indicates the prs eum: 
of the investigation work, showing that m RU e | 
India, Canada, New Zealand, Tasmania, и i ie 
Australia, more or less adequate steps are Di is E i 
various Governments, and that definite E duet SR. 
have been taken m the Union of South Africit, m S EA 
Afviea in Ceylon, in British Guiana and im Egypt., fn , 
uy | | Spr thing definite 18 being 
remaining countries of the Empire nothing 


st 16 E 151. 
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done, or appears to be projected, although the potential water- 
power in New Guinea, Burma, and West Africa, for example, 
is known to be very large indeed; while where investigation 
work has been initiated, with the exception of Great Britain, 
Canada, New Zealand, and possibly India, the scope of the 
work does not appear to be in any way commensurate with 
the importance of the subject. ME | * 

Taking the Empire as a whole, no attempt is being made 
to ascertain the total resources, to secure any uniformity in 
methods of investigation and recording of data, to encourage 
such investigations ав are being made, or to collect the infor- 
mation as it becomes available at a central bureau. At pre- 
sent not even an approximately complete inventory exists, 
mach less the practical and commercial information that would 
assist development of this important national resource. 

In calling attention to the active development of water- 
power resources which has taken place in European countries 
during the war, as shown in the Committee’s second report, a 
few additional particulars are added, which show that the 
Empire's position in water-power development at the present 
time compares unfavourably with that of its commercial eom- 
petitors. The latest available figures show the following :— 
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Hydraulic horse-power. Percent. of 
available 

now 
Developed. | deve oped. 
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Europe : Germany. Italy, Swit- 
zerland. Spain, Sweden. 
Austria-Hungary. France 
and Norway бы AA 

[united States... ies e 

British Empire... vii x 


47,300,000 | 8.450.000 18˙0 
32.000.000 6.500.000 20°3 
| 60,000,000 | 3,000,000 50 
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Of the total developed water-power in the British Empire, 
about 72 per cent. is in Canada. 

In its first report, the Committee recommended the for- 
mation of ап Imperial Water-Power Board, to include a re- 
presentative of each of the Dominions and Dependencies, and 
briefly outlined its functions. It now adds suggestions ав to 
the principal objects that the proposed Board should endea- 
vour to carry out :— 

It should (in every Dominion and Dependency) ensure com- 
prehensive investigation on a uniform method and system, and 
secure the initiation of investigations where these are not 
already in hand. The Board should endeavour to make co- 
operative arrangements for carrying out investigations in such 
Dependencies as are not in а position to undertake them 
unaided. " 7 

Arrangements should be made with all oversea authorities 
for complete copies of all data sccured and reports issued to 
be on file at an Imperial headquarters in London. From these 
the Board should compile and publish ап annual report and 
detailed annual records of Investigations throughout the Ein- 
pire in а uniform form. The Board should, in fact, be а 
central clearing house of information on this subject for the 
whole Empire. [t is not suggested that the Board should jn- 
vestigate natural resources other than water-power, but that 
it should collate brief particulars of such resources. locally 
available, with references as to where fuller information can 
be obtained. MA | 

It should be possible for any capitalist or company needing 
cheap power in large quantities to ascertain at the offices of 
the Board, from information immediately available, all the 
water-powers in certain districts, with the state of investiga- 
tion for each, in such form that it could be decided which 
locality and which power appeared sufficiently promising to 
justify further detailed investigation. or such purposes, 
whenever possible, investigations of rivers should be carried 
out with sufficient. thoroughness to allow of reasonably close 
estimates of costs being obtained. These estimates should be 
made by the engineers of the Government concerned. 

The Conunittee submits that the Conjoint Board of Scientific 
Societies should urge upon the Government that the creation 
of an Imperial Water-Power Board, as suggested above, js 
needed, and that a great impetus would be given to the jn- 
vestigation of water resources in the Dominions and Depen- 
dencies by the creation of such a Central Board to assist 
and to record information for the assistance. of commercial 
investors. An Tnperial Water-Power Conference should be con- 
vened in London, if feasible. at an early date. The Cominittee 
understands that a proposal has been made to hold such a 
Conference, and that this has been cordially received by ihe 
representatives of those of the outlying portions of the Empire, 
which are most directly concerned. Such a Conference would 
offer the opportunity of discussing matters of poliev, adminis- 
tration, uniformity of investigation and records in connection 
with water-power development, and could not fail to have a 
useful effect on such development. 
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Railway Fusion Scheme.—Proprietors and debenture 
stock holders of the Lancashire & Yorkshire Railway Co. are 
to meet on November Uth to consider the scheme that was 
announced in our columns dast March for the amalgamation of 
the company with the London & North-Western Railway Co. 


THE INSTITUTION OF ELECTRICAL 
| ENGINEERS. | 
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Inaugural Address, 
Bu J. S. HIGHFLELD, President, 


(Abstract.) 

UNDER the Council come our Territorial Centres and Sub. 
Centres, each in а measure autonomous, each depending on 
and at the same time strengthening, by direct representation. 
the central Council. Again, there are the Students’ S tom 
mainly managing their own affairs. We also have allied to 
us the Wireless Section and the Society of Radiographers, in 
dependent bodies but connected by the closest. ties: there are 
also the nnportant Associations, the Electrical Development 
Association and the Electrical Rescarch Association, in the for- 
mation of which this Institution took a leading part. 
These various Centres and Associations, jointly with the 
Council, forin a constitution of proved worth. It is designed, 
on the one hand, to preserve that continuity. of growth bared 
on tradition without which no structure, be it material or 
spiritual, can hope to attain strength and influence, and. on 
the other, to bring to hear new energy and new ideas 80 that 
vearly its youth may be renewed. The granting of a Roval 
Charter, together with the very greatest possible honour con- 
ferred on us by the King in becoming our Patron. marks, Таш 
sure we all feel, a great step forward. It is the highest public 
recognition of the work and importance of our Institution, It 
is also a change which throws on us all an added responsiblity 
to maintain, to strengthen our position, to enlarge the useful: 
ness of the Institution not only to its members but to the 
public whom they serve. The circumstances of these latter 
days have forced on the attention of all the fact that the body 
politie is not working smoothly. Mr. Atkinson savs that 
discontent exists mainly because the people do not like their 
work. Т agree, but what is the remedy? 

Many, perhaps most of us in one sense hate work. hut 
without work we cannot live, and to live it is necessary to 
do many very dirty and unpleasant jobs. It mav be said that 
à man will do a job if he is well paid for it. That шау be, 
but the pay will not make him enjoy it, and that is the point. 
One of the first steps necessary to the enjoyment of any work 
is, I think a personal knowledge of the possession of skill: 
the greater the knowledge of this skill the greater the pleasure. 
It has its source probably in a feeling of rivalry, and this 
sense in its beat form is greatly promoted by the national 
love of playing games, and in sport of every description. 
There is a splendid sense of pleasure in team work. At least 
80 per cent. of the working population must be engaged in 
manual work, and from the point of view of works production 
it is clear that the efficieney is highest when the directing 
and designing staff is ав small as possible in proportion to 
the number of direct producers. 

Since the majority of workers must work with their hands, 
can it be said that our methods of general education are 
correct? The most proficient hand skill, and the most useful 
knowledge of some of the difficult industries snch as farming, 
and shipping, and engineering, can only be acquired in bov- 
hood. We have made it imperative that every boy and girl 
should suffer the generally unpopular operation of having 
book knowledge forced into them, and we have neglected 
manual training. Many schools are moving in the opposite 
direction and are teaching art and hand skill at an early age. 
but the process should be carried further; but this cannot 
be done unless the teachers themselves possess the necessary 
skill. m 

Every skilled trade is in its nature an art, just as music, 
painting, and sculpture are arts, and all arts must be prac 
{кей at an early age. Edncation, besides assisting іп the 
perfecting: of art. must be directed mainly to the formation 
of character, and continuity of education should. be jnsisted 
on, so that no student leaves school or college with any other 
idea except that he leaves with a mental equipment designed 
for the acquisition of further knowledge. The best of educa- 
tion never can be proved by written examination. In life, 
knowledge and skill form the spear point; determination. 
wisdom and character are the shaft which gives the driving 
power. | , i 

Mv object in enlarging on a subject raised by former pre 
sidents is to try and rouse a keener interest in this most m- 
portant subject among our members. I want, as we all do. 
to see a greater England, a greater Empire, where every man 
may have a fair chance not only to benefit himself, but to 
benefit others, and T hold that to this end the sound and 
sensible education of youth is of the first importance. | 

I use the term education. to include all up-bringing. the 
formation of character, the means of health beth of bod 
and of mind, the Christian virtues, the love of work, the need 
of service, and the sacrifice, called duty, that alone should win 
us rights. These qualities can be won to the full only when 
there is ordered society. where there is that thing which the 
framers of the Electricity Act call a margin, and which or i 
пату men call a profit. Life mainly consists in a hard nu 
up-stream, but, fortunately, there are softly washed shallows 
and quiet pools where fora time the struggle ceases. TEP 
‚ AN E A e t the fish breed. 
in the sunlit shallows and, quiet pools that the fis 
just as jn life in the quiet pools of profit, strength, vigour 80 
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new ideas аге born that enable the next push forward to be 
made. Through the war and since, we have all suffered from 
a spate which washed out the quiet pools and flooded the 
banks and reduced our river to a cataract. The spate has 
been followed by a horrid drought with which an engineer 
finds it still more difficult to deal. 

Progress has been rudely interrupted, and it is certain that 
no rapid remedy is possible; only steady skilled application 
can produce any result. We know that hard constant work 
is required to resolve the simplest problem in engineering and 
science, we know that only sustained effort will produce any 
lasting result, and that time is requisite. We know that 
many have not that experience and stili believe, about engi- 
пеегїп and other matters, in the Fairy Wand by which results 
are achieved without effort and without time 

I am glad to note the important work recently done by 
electrical firms to better the training of their apprentices and 
technical assistants, and I think that every engineer in a 
managing position should do everything he can to assist in the 
education of his own men and of their sons. Scientific 
methods should be used. Scientific methods consist mainly 
in taking precautions against fooling vourself or being fooled, 
by applying, where possible, steady observation, and deduc- 
ing by skilled thought true results from the observed pheno- 
mena. It will be a great dav for our educational systems 
when the advocates of classical education see eye to eye with 
the modern side, so that the scientific method тау be applied 
in the widest sense, and on the foundations of past experience 
be erected à sure knowledge. 

I repeat that education should be directed to enabling every 
boy to acquire skill in a trade, and although the theoretical 
side of education acquired from books and bookish men is 
useful, the practical hand-skill. to he acquired only from hand- 
skilled men, is vital, and the sooner more attention is directed 
to this side of education the better. One of the nation's most 
valuable assets is a great body of men skilled in their trades, 
and taking delight ahd finding pride in their skill. 

There should be due reward for skill and industry. The 
Trade Unions have done much good for their members, but 
they have done at least equal harm, not only to their own 
members, but to the whole nation, by forcing the principle of 
standard wages and by reducing output. How сап any proper 
man fake pleasure in his work under such conditions, and 
since his life must be passed in work, how can he be happy 
unless he enjoys it? I hold it right. in a well-conducted 
State, that everyone should have the opportunitv to earn a 
living, provided he will work, though it must be recognised 
that this happy state of affairs is one most difficult of attain- 
ment. It is only hy fortunate environment, steady industry, 
and thrift among the general population, and good govern- 
ment, beginning in each home, continued by clever manage- 
ment in the factory, and extended by efficient and honest local 
and national government. that this state of affairs is possible. 
To complete my happy State, it is also necessary that each 
man should be willing to belp the next, and to rejoice in his 
good fortune. То attain such success, the spirit of honour- 
able rivalry should bave full play, and this cannot be, unless 
each man is free to work as skilfully and as hard as he 
desires, and to attain a due reward for his labour. 

I have ased the term “ profit," and I believe the common 
misuse of the term is responsible for more than half our 
industrial difficulties. To the individual it is not what he 
spends on rent, rates and maintenance of himself and his 
family; it is not the sum he saves for old age or a rainy day, 
but it is what he can use to serve his desires whether in ihe 
form of sport or art, а present to his wife or children, or any 
other addition to the amenities of life, including the delight of 
charity. The amounts that may be so spent out of annual 
income are profit. But there is another sum which I include 
under the term, and from the industrial point of view a more 
important one, and that is the sum that each of us can devote 
to new ventures, including investment in the common stock 
of companies. All progress in science and engineering depends 
on the ability of the individual to venture his profit or part 
of his profit in this way. in applying part of his savings to 
new ventures. г 

It is, or should be, clear that national wealth (that is, the 
wealth belonging to the nation as a whole) is created by in- 
dividuals and belongs to individuals. We. as electrical engi- 
neers, are particularly interested in public companies. It is 
due to the thrift and enterprise of the shareholders in these 
companies that there is any electrical business. There 3s no 
more democratic institution than a limited company. There 
is continually at work a compelling influence tending to main- 
tain efficiency of direction and management, and the rough 
measure is profit. Any sum left over after a dividend is paid on 
the ordinary shares may be called profit, and in my view ; 
should be employed equally to benefit Шохе who direct an 
work the business, the shareholders who bear the risk, the con- 
sumer bv way of a reduction in price, and lastly, some share 
for the business itself. Tt is this last portion which сап be 
applied safelv for research in new methods and in new ven- 
tures, from which arise the means of reducing prices. Р 

Unfortunately, little attention, so far as I have observed, 
has been given to the importance of profit by electrical engi- 
Deers. Great attention has been given for years to the reduc- 
tion of cost, and with excellent resnlts. Almost equal atten- 
tion has been given to low average prices, but very httle to 


profit, which is really the important matter. When profit is 
earned, prices can be reduced and, if this is wisely done, the 
result will be increased profits. The effect is cumulative and 
leads to’ expansion of business, with continually decreased 
prices, because money is easy to raise and, consequently, ia 
cheaply raised. Profit, in short, is the grease which lubricates 
the wheels of progress; it is the certain sign of successful 
business. Without profit, if an industry does not die it can 
ive only in a state of suspended animation. | 

Losses must be faced in any business, and anyone claiming 
a share of the profit in good times must equally be prepared 
to share the losses in bad times. The profits, in fact, belong 
to those who are able and willing to shoulder the losses. 

I have spoken mainly of the great business of electricity 
supply, because I am familiar with its technical and financial 
aspects, and because it is the foundation on which the whole 
electrical industry is supported. If electricity supply 
flourishes, manufacturers of plant, cables, lamps, motors and 
all necessary apparatus flourish. Electricity helps every manu- 
facturer and trade, and active trade causes a greater use and 
demand for all means of communication, telegraphs, tele- 
phones, railways, and shipping. 

The really important matter at the present time is to get 
on with the work, and since a great part of electricity supply 
18 carried on, and carried on very well, by municipal Corpora- 
tions and Councils, I want also to "ay а Word about their 
constitution and methods. The theory of municipal trading is 
that the citizens should, through their properly elected repre- 
sentatives, provide their own urgent wants. Electricity has 
been regarded, and rightly so, as a necessity, for although the 
number of Inhabitants directly paying for it may be а 
moderate proportion only of the population, indirectly, through 
its use for railways, tramways, driving, factories, and street 
lighting, the bulk of the population have great interest in 
securing a cheap and abundant supply. ТЕ is claimed for 
municipal trading that the supply must be more cheaply pro- 
vided than by companies, for two main reasons: one is that 
the paxinent of directors’ fees is avoided. the other that money 
can be more cheaply raised on the credit of the general rate- 
paymg capacity of the whole community than bv а company 
on its own credit, or the credit created by the belief that it 
can рау and continue to pay dividends. 

Doubtless, both contentions аге іп a measure true; there 
are no directors' fees, and the rate of interest paid on borrowed 
money is usuallv less on municipal loans than on a company’s 
debentures. This, however, is onlv part of the story; the 
municipality can borrow money only if it undertakes to repav 
it by a sinking fund which is an annual sum coming from 
the pockets of the consumer. It must also provide a reserve, 
the greater part of which should be used to provide new 
plant. The sinking fund and reserve ure equally direct 
charges against the revenue, but whereas one continually 
weakens the cash position, the other strengthens it. 

The annual contribution to the sinking fund is money which 
is paid away to the man who lent the money ; the annual con- 
tribution to reserve is hard exsh with which plant may be 
bought. 

А municipality should create a reserve, and many wisely 
do so, but the advantage of the low rate of interest on loans 
is largely wiped out by the annual sums that must be set 
aside out of revenue for sinking fund and reserve. In fact. for 
every hundred pounds employed for electricity supply the 
municipal undertakings have made a charge of nearly 9 per 
cent. in excess of that made by companies. | 

In the public services, both company and municipal methods 
have been employed on a large scale; both have in the main 
produced excellent results, and both will continue. The com- 
pany method is, I think, the better because it throws a more 
severe and direct burden on the shoulders of the management 
and, consequently, tends to greater efficiency. 

I have recited these elementary facts about the finance 
of enterprise, because failure to realise their importance so 
often brings the work of the engineer to nought. It is no 
use devising new machines for saving working costs if the 
expense of putting them into use results in capital charges that 
exceed the saving in working expenses. It is no use effecting 
savings if the results are all given to the public; part should 
go to the industrv, part to those who work, and part to those 
who venture their savings on its behalf. The fault of mis: 
spending the profits is a capital оре. In company working. it 
generally takes the form of paying too high dividends af the 
expense of reserve, and so the business:is starved. In muni- 
cipal working, it is common to appropriate too 1 t. D 
portion of the profit to the relief of the rates; it is much ly at 
to buy new plant and avoid raising fresh loans. e T 
)J КК Б м 
provided that all savings should enure to 1107 у to 
clear evidence that its framers neither puid at ЕА | 
business principles nor showed any knowledge o 
nature. 


(To be concluded.) 
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NEW PATENTS APPLIED FOR, 1921. 


(ЧОТ YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. ЅЕҒТОМ-ЈОМЕЅ, O'DuiL лмо 
Sierens, Chartered Patent Agents, 285, High Holborn, Londong W. C. 1. 


27.690. “ Device for rendering inoperative simultaneously prime movers and 
brakes of mechanically and clectrically-propelled vehicles, &c." E. W. Park 
and Н. Rose. October 18th. 

27.692. ''Interrupter rbeostats." J. P. Aregall. October 18th. 

37,763. “ Dynamo-electric machincs." British Thomson-Houston Co.. Ltd. 
(General Electric Co.). October 19th. 

27.787. Means for operating electrical signals, &c." Ges. fur Drahtlose 
Telegraphie. October 19th. (Germany, October 22nd, 1920.) 

27,788. Telephone systems." J. E. Pollak (Siemens & Halske Akt.-Ges.). 
October 19th. 

27,808. “Electric switch plugs.“ R. Crust. October 20th. 

27,822. *'' Electric sound producing horns." T. S. Rogers. October 20th. 

27,835. ''Steam electric plant for production of power." Н. Н. Bridges. 
October 20th. 

27,843. Dynamo-clectric machines.“ A. S. Murdoch October 20th. 

27,8419. Electrical transmitter microphones. E. D. Young. October 20th. 

27,868. Carrier telegraph circuits." Western Electric Co., Ltd. October 
90th. (United States, October 21st, 1920.) 

27.874. Electrical heating of water, Фс." 
and H. Constable. October 20th. 

27,883. '' Radio-sicnalling systems.“ British Thomson-Houston Co., Ltd. 
(General Electric Co.). October. 20th. 

27,884. “ Electric discharge apparatus.” 
Ltd. (General Electric Сол. October. 20th. 

27.885. Autonvuic electrice ship's lead." J. Ben-Ayad, October 20th. 

27,889. Containers for electric secondary batteries." W. R. Bullimore. 
October 20th. 

27,893. '' Telephone systems. &c."" W. J. D. Godsell. October 20th. 

27,901. ‘Systems of operation for electric locomotives, trams, &c." W. P. 
Durtnall. October th. 

27,902. "'Nwitehes for train lighting systems," J. Etchells and Vickers. 
Ltd. October With. 

27.9017. Condensers.” W. J. Alder and Balfour Baring, Ltd. October 20th. 

27.934. Overload trip retarding device for electric circuit breakers, &c."' 
F. W. Close and Ekctric Construction Co., Ltd. October 2ist. 

27.937. Electrical instruments." M. B. Field. October 151. 

927,977. '"*Incandese nt. clectric lamps.” J. Knight. October 15, 

28,016. *'' Electric. railway motor control systems." — Metropolitan-Vickers 
Electrical Co., Ltd. October 21st. (United States, November Sth, 1920.) 

28,017. '' Electric discharge apparatus," British Thomson-Houston Co., Ltd. 
(General Electric Co.). October 21st. 

28.063. Electric Ну and insect killer." H. A. Thomas. October 22nd. 

38.074. '' Portable electric lamp holders." Cable Accessories Co., Ltd., 
Р W. Davis, and F. Н. Reeves, October 22nd. 

24.079. | Apparatus for reproduction by electro deposition.“ S. О. Cowper- 
Coles. October nd. 

28,087. '' Starter, transmission gear. and dynamo drive combined." J. B. 
Bignamy. October 2nd. 

28.08 ). Method of electrically welding high-speed steel to tool shanks, 
&c." E. Schoder. October 22nd. . 

28.123. “Sparking: plug for explosion motors.” A. О. M. Lofgren. Octo- 
ber 22nd. (Sweden, October 23rd, 1920.) 

28.142. '' Electric arc welding." B. Turner. October 24th. 

28.144. ''Lccuic fuss. W. J. Line and J. H. Tucker & Co., Ltd. 
October 24th. : 

28, 14%. Electric chronoscope." б. E. Moore. October 24th. 

28.160. Electric wall, Ae., plugs." F. D. Denner and L. J. 
October 24th. 


British. Generator Co., Ltd., 


British Thomson-Houston Co., 


Lepine. 


PUBLISHED SPECIFICATIONS. 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1919. 
20.501. Etecuically heated soldering irons." W. 
loth, 1920. (170,010.) 


H. Browning. July 


1920. 

9, 763. Electric measuring instrument." E. C. R. Marks (W. G. Nagel 
Electric Co.). April 7th, 1920. (170,021.) 

12,788. Sparking plugs for internal combustion engines.” 
and Е. J. S. Thompson. May Bth, 1920. (170, 030.) 

12,831. '' Apparatus for rectifying high and low-frequency alternating 
currents.“ J. Nienhold. May 15th, 1917. (142,870.) 

19,188. “ Electrodes for electric are welding and like operations.” J. 
Holslag. June 4th, 1920. (170,039.) 

15,222. '' X-ray plant." G. Hubers. March 27th, 1916. (144,318.) 

15,495. '' Storage battery plates." J. Е. Monnot. June 8th, 1920. (170, 043.) 

15,990. ** Couplings for sparking plug or like terminals." J. I. D. 
Stevenson and К. D. Stevenson. April llth, 1921. (170,045.) 

15,614. “ Induction furnaces having unidirectional circulation." J. К. 
Wyatt. June 9th, 1920. (00,046.) 

15,668. '' Signalling circuits particularly applicable to telephony." P. J. 
Hackett. June 9th, 1920. (170,048.) 

15,079. '' Electric signalling or control systems.” C. L. Walker. June 
loth, 1920. (Cognate application 15,692, 1920.) (170,049.) 

15,814. *' Electric switch automatically operated by heat." A. G. Bullen 
and К. L. Jenkinson. June llth, 1929. (170,052. 

15.924. *' Primary galvanic batteries and electrodes for such batteries and 
4b bis) manufacturing such electrodes.“ Е. W. Jungner. June 17th, 1919. 
145, А 

15.997. “ Electricity generating and ignition apparatus for internal com- 
bustion engines.“ W. B. Moses. June 29th, 1917. (144, 738.) 

i E * отет н OUO DE relays by means of wave trains especially 
or wireless high-speed telegra ." Siemens & Halske Akt.-Ges. May 27th, 
1919. (146,354) P cleg phy 5 alske es. May 27th 

18.654. Wireless signalling apparatus.“ Radio С i i 
April 5th, 1915. (146,530) £ app adio Corporation of America. 

18.655. Thermionic valves for use in wireless signalling apparatus.” 
Sen роо of America. April 6th, 1915. (146,531.) 

,660. '' Apparatus for radio signalling.” Radio C ati i-a. 
February let, [916. (146,536.) E g adio Corporation of Атегі:а 

18,662. '' Thermionic «vacuum valve devices.” Radi С i 

America, March 10th, 1917. (146,538. исо а 
088. '' Automatic switch for overhead „ay. 7 
7th, 1920. (170,068.) diu M DRM í 

19,197. *' Electron discharge devices." British Th - 

Octeber 29th, 1913. (147 1485 itis omson-Houston Co., Ltd. 

1305 ү „ G. Seibt. March Ist, 1916. (147, 153.) 

304. utomatic cut-out for electri t n ^ai i 
16th. 1916. (147 925) « ric motors, Vaile Kimes Co. June 

19,333. “f Wireless telegraph transmission." G i 
December 24th, 1915. (147,430. e 

9.348. Means for signalling to railway trains j ion.“ : 
1 сар February 4th, 1919 (147 445.) E ud iod 

9,349. ireless reccivers.” Ges. : e То i | 
1019. (147,446.) | e es m Drahtlose Tclegraphie. Мау 215, 

19.387. Supports for Ameng used in thermionic valves and similar 


apparatus." А. K. Macroric, is-Air ; 
zi 1930. 170 07 acrorje Morris-Airey, and S. R. Mullard. July 


H. B. Ransom 


19.573. Electron discharge apparatus. 
Ltd. October 16th, 1913. (147,616.) 

19,666. Electric generating systems." Kohler Co. A > 
(147,663.) h . August 20th, 1917. 
19,713. Combined resistance with hollow conductors.” ; 
December 21st, 1917. (147,718) | | di F. Jacovielo. 

19.800. Terminal bending tools for armatures," V. G. A 
llth, 1916. (147,772. pple. December 
19,807. Starting and lighting apparatus for self-propelled vehicles.“ ү G 


British Thomson-Houston Co 


Apple. April 23rd, 1917. (147,779.) 


19.808. ч of [шш separated armature conductors and of mak; 
commutators from said conductors." V. G. Apple. Feb | 
(147, 750.) ЕР ruary lain, 1916, 
19.817. “ Methods of making armatures and armatures produ d AL 
V. G. Apple. May 7th, 1918. (147,789.) дш. 
19,820. Tool for bending tfe terminals of armature conductors.” ү G 
Apple. December 23rd, 1918. (147,792.) o 
15,822. “ Method of constructing armatures for dynamo electric machi? 
V. G. Apple. September 15th, 1919. (151,243) ` е, 
19,851. '' Means for controlling electric currents and potentials by 
of electron discharge apparatus." British Thomson-Houston Co. . 
ruary Sth, 1914. (147,806.) i 


the use 
d. Feb. 


19.852. Dynamo-elecric machines." British Thomson- ; 
January 16th, 1917. (147,807.) ИИ ЕЕ 

19,853. '' Electric motors.“ British Thomson-Houston Co., F 
14th, 1918. (147,308) e e eee 

19.856. Wireless receiving systems.“ 
Ltd. June Lith, 1918. (147. 811.) 

19.858. * High-frequency alternators." British Thomson-Houston Co., Lid 
September 23rd, 1916. (147,813.) 5 

19,859. "' Means for transforming direct current.“ British Thomson. Houston 
Co., Ltd. December 29th, 1913. (147,814.) . 

19.861. Wireless receiving systems.” Britisch Thomson-Houston Co., Lu. 
October 11th. 1917. (147, 816.) 

19,868. '* Wireless signalling systems.’ 
December 29th, 1913. (147,823.) 

19,885. “Wireless telephony systems.’ 
February 24th, 1917. (147,836.) 

19,903. “ Thermionic valve generators," Ges. fur Drahtlose Telegraphie. 
January 9th, 1918. (147.851.) | 

20, 028. Airtight metal сар connection [or conducting electric current 
into hollow glass bodies." О. Kruh. July 6th, 1917. (148,127.) 

20,032. Production of metal films particularly for use as electroks іг 
vacuum electric discharge apparatus," British Thomson-Houston Co., Ltd. 
June 6th, 1914. (148,130.) 

20,090. '' Transmitters of high frequency oscillations." Ges. fur Drahtlose 
Telegraphie. November 6th, 1918. (148,180.) 

20,238. “ Electric coils for high frequency purposes." Dr. E. Е. Huth 
Ges. November 29th, 1916. (148,324.) 

20,248. “ Process for the electrolytic production of dense and firmly adber- 
ing tin deposits." M. Schlotter. March 15th, 1917. (148,334) 

20,3504. ''Diaphragm transmitter for subaqueous sound signals." Signal 
Ges. March 13th, 1915. (Addition to 14,216, 1913.) (148, 409.) 

20,356. “Transmitting and receiving device for subaqueous sound waves.“ 
Signal Ges. April sth, 1916. (Addition to 147,935.) (148,411.) 

20,362. ''Sound producers and receivers," Signal Ges. July 31st, 1919. 
(Addition to 147,939.) (148.759.) 

20,369. '' Device for ascertaining the direction of sound waves." Мал 
Ges. May 29th, 1915. (148, 422.) 

20,375. Subaqueous sound producers and receivers." Signal Ges. Novem- 
ber oth, 1917. (Addition to 147,939.) (148,428.) А 

20,376. “ Direction finder for sound waves.“ Signal Ges. July 10th, 1915. 
(Addition to 148,422.) (148,429.) 

20.474. Portable tool case for adjusting the platinised screws of magnetos 
for internal combustion engines." М. Sacharelo. October 3lst, 1918. (147.506. 

20,493. “ Airtight metal cap connection for conducting electric current into 
hollow glass bodies." О, ruth. January 15th, 1919. (148,522) 

2U.499. *'' Electric conducting coils.” Ges. fur Drahtlose — Telegraphie. 
March 4th, 1918. (Patent of addition not granted.) (148,024) — - | 

20,036. “ Coin-freed meter for electricity, gas, water, or the like, provided 
with a device for making a minimum charge." Allgemeine Electricitats Ges. 
July 13th, 1917. (148,805.) 

20.676.“ Dynamo-electric machines." F. H. Schroeder. July 10th, 19%. 
(170,094.) 

20,688. production of electric carbons.” G. L. Schmidthammer. March 
20th, 1918. (148,872.) 

20.782. '' Thermionie valves." A. K. Macrorie. Н. Morris-Airey, С. Shear. 
ing, and S. R. Mullard. July 10th, 1920. (170,096.) 

20,783. '' Use of multiple seals with silica thermionic valves and à method 
of attaching the conductors from the seals to a valve electrode. А, А. 
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No. 2,295, 


CASE. 


THE HACKNEY 


THE case of Dore r. Hackney Borough Council, which 
came before Mr. Forbes Lankester, K.C.. some months 
ago. and has now been adjudicated upon Ъу the 
Court of Appeal, involves the decision of a ques- 
tion of very considerable importance, not only to 
electrical undertakers, but to all who are under 
a statutory duty to supply any comniodity to the 
public. The facts are very simple. The Hackney 
Borough Council was summoned for making default 
in supplving electric power to the house of a con- 
sumer as required by the Hackney Electric Lighting 
Order, 1893. The borough electrical engineer was satisfied 
that the wiring had been properly done. and the com- 
mittee was anxious to give the supply, but acting on the 
orders of the Electrical Trades Union, the Council’s em- 
ployés refused to connect because the work was not done 
by trade union labour, but by a man who was his own 
master. The learned magistrate found* that the Coun- 
cil was in default, and ordered it to рау a fine and 
costs. He pointed out that his only duty was to con- 
sider whether the failure to connect was due to force 
majeure or not, and said that in the absence of any 
decision to the effect that mere threats amounted to force 
majeure he held that they did not. It is to be ob- 
served, he said, that the threat, if acted upon gener- 
ally (and I was told that this trade union controlled the 
action of electrical workers throughout the kingdom) 
would deprive all men in the position of Mr. Cant of an 
honourable and legitimate livelihood, whilst it avowedly 
amounts to a claim on the part of the union to dictate 
to all their fellow subjects the class of persons they shall 
employ to do private electrical work on private premises. 
Some may regard such a threat as high-handed and in- 
sufferable tyranny on the part of the union. It is not 
for me to sax. The Court of Appeal unanimously con- 
firmed the finding of the magistrate, and dismissed the 
appeal. It should be noted that the decision of a magis- 
trate 1s final on a question of fact. 

We confess to a feeling of surprise at the attitude 
adopted by the Hackney Borough Council in this matter. 
The statute which entitles a consumer to receive a supply 
is plain as plain can be. The consequences of refusal are 
made equally clear: Whenever the undertakers make 
default in supplying energy to any owner or occupier of 
premises to whom they may have and are required to 
supply energy they shall be liable in respect of each 
default to a penalty not exceeding forty shillings for 
each day on which the default occurs." The circum- 
stances in which penalties cannot be imposed are stated 
with equal clearness. No penalty can be inflicted in re- 
spect of any default if the Court is of opinion that the 
default was caused by inevitable accident or force 
majeure or was of so slight or unimportant a character 
ав not materially to affect the value of supply. It was 
not, and could not be, suggested that the failure was due 
to inevitable accident; the sole question was: Is this 
force majeure} 


His judgment was reported in the ELECTRICAL Review, 
May 6th, 1921. p. 64. 
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People unaccustomed to the forms of law may desire 
to know the meaning and significance of this phrase. 
Its English equivalent is the act of God. Suppose, 
for example, a generating station were knocked down by 
an earthquake, or the mains were carried away in a flood 
of almost unprecedented violence, the resulting cessation 
of supply would be held to be due to the act of God or 
force majeure. 

In the course of his judgment Mr. Lankester pointed 
out that no exhaustive definition of the phrase could be 
found. But references may usefully be made to another 
branch of the law. A common carrier is, generally 
speaking, an insurer of the goods which he carries. But 
he is not liable for the Act of God or the King's Enemies. 
His duty was thus defined in an old case: ‘‘ A common 
carrier is not liable for any accident as to which he can 
show that it is due to natural causes directly and exclu- 
sively, without human intervention, and that it would 
not have been prevented Ьу any ainount of foresight and 
pains and care reasonably to be expected from him.“ 

It would indeed be a serious outlook for the public if 
any Court were to hold that the dictates of a trade-union 
official were equivalent to force majeure. The whole 
supply of electricity in these islands could then be held 
up unless the system of supply and the wages paid to the 
undertakers’ workmen were approved by union officials. 
The supply of gas and water might be equally affected ; 
and the public would have no redress! To a summons 
for penalties the answer would always be—force 
majeure ! 

It may be asked: Has the consumer—or would-be con- 
sumer—no reinedv other than a summons? Can he not 
bring an action? That it is reasonable to ask this ques- 
tion is manifest when it is explained that a summons, 
even if successful, brings no pecuniary reward to the 
prosecutor. The fine is swept into the coffers of the 
State; the costs awarded (if any) are barely sufficient to 
cover the prosecutor's out-of-pocket expenses. 
he not sue for damages! 

This remedy does not avail him. It is an old principle 
of law that where a statute prescribes a remedy for a 
particular injury, any other remedy which there might 
be is taken away by implication. So in one case it was 
held that no action lay against a gas company for 
damages sustained by a consumer bv reason of its 
failure to give him a supply of gas sufficient in amount 
and in purity to satisfy the requirements of the Act. 
His only remedy was to proceed for penalties. In the 
present case if the gentleman who had reason to com- 
plain of the Hackney Borough Council had commenced 
proceedings in the County Court he would have done so 
in vain. 

It is now апу years since the Legislature conferred 
upon trade unions immunity from actions for wrongs. 
It was hoped that they would not exceed their privileges ; 
but it must be confessed that the case under review has 
brought a singular abuse into public notice. It will 
tend, moreover. to create an uneasy feeling that the exer- 
cise of similar powers is a matter of common occurrence, 
and that it is only bv reason of a curious combination of 


circunistances that the facts of one case were duly 
brought to light. 


Why may 


T 


" 
SOME months ago we remarked. with 


The E.T.U. regard to the electrical wages dispute, 
(London that the collapse of the strike was 
District). 


largely due to the flat refusal of тарх 
members of the E. T.U. to engage in it; 
that they were utterly sick of the incessant attempts of 
their leaders to involve them in strikes, and that there 
was a "rod in pickle for the Executive of the London 


" + r z Р " Ы be 
Branch. Phat rod has now attained maturitv, as тау 


be gathered from the abstract elsewhere in this issue of 
a circular recently issued by the National Executive 
Council of the Electrical Trades Union. 

The Council. in fact, exasperated by the insubordina- 
tion, indiscretion, mismanagement, and recklessness of 
the London Distriet Committee, has at last suspended 
the latter. We have often had occasion to criticise the 
actions of the London committee, and have expressed the 
conviction that the rank and file of the members in the 
London district were not in sympathy with, or respon- 
sible for, the policy adopted by their hot-headed leaders; 
our impression is fully confirmed by the terms of the 
cireular, which leaves no loophole for doubt as to the 
intensitv of the indignation with which the Executive 
Council regards, and for years has regarded, the conduct 
of the Committee. . 

Needless to say, we welcome this drastic action; we 
Lear no ill-will either towards the Union. which is capable 


of doing excellent work in promoting the welfare of the . 


industry, or towards the members of the Committee, 
against whom we have no personal complaint to make— 
but we do utterly detest the “© policy,” if such it can be 
called, for which the Committee has been responsible— 
a policy which is almost wholly comprised within the 
twelve reasons for suspension cited by the Council! 

For its attitude towards the Whitley Council system, 
and its adhesion to the decisions to which it has been a 
party on the Councils, we commend the Committee. But 
we regard the uwnzty of the trade union as the first 
essential to its usefulness, and we believe that the action 
taken bv the Executive Council is in the best interests 
of the Electrical Trades Union, the electrical industry, 
апа the nation as a whole. 


THE importance of the work which the 


Promoting Electrical Development Association is 
Electricity peculiarly qualified to carry out has 
Supply. recently been emphasised in various 


quarters, notably in the presidential 
address of Mr. J. 5. Highfield, the inaugural addresses 
of chairmen of Territorial Centres of the Institution, and 
by the Conference of Industrial Councils. Mr. Highfield 
touched upon it in connection with the necessity of 
adopting a system of charging for electricity which will 
enable the price of lighting to be raised to a reasonable 
figure, and will avoid the necessity of overcharging for 
power and heating, whilst allowing electricity to be sup- 
plied for all purposes through one meter. This can be 
effected by means of the two-part or multi-part tariff, 
provided that the obligation to offer an alternative flat 
rate is removed. As he remarked on a previous occasion, 
and indicated again in his address, the immediate 
development of the public supply of electricity is of vital 
importance not merely to the supply authorities them- 
selves, but also to contractors and manufacturers, and 
to the workpeople whose interests are at stake, affecting 
as it does the emplovment of many thousands of men, 
and immensely improving our position with respect to 
the development of export trade. 

Mr. G. Н. Nisbett, in his outspoken address to the 
Liverpool Sub-Centre of the North-Western Centre, laid 
zreat stress on the same point—the dependence of the 
electrical industry in great part upon the development 
of new business. Whilst we cannot agree in all respects 
with his comments upon the relative national importance 
of power and lighting supplies, we are entirely at one 
with him regarding the urgent need for developing the 
domestic side of the business. We regret that we are 
unable to devote more space to his stimulating address, 
but plenty of food for thought will be found 1n the 
abstract which appears elsewhere in this issue. P 
leaving the question of power supply. we тау point eu 
that the main objects of the committees which recom. 
mended the extension of a ‘‘cheap and abundant 
supply " of electricity to all parts of the country Nep 
t» economise fuel. and to enable a greater proportion 0 
mechanieal power to be employed in manufacturing 
operations, thereby increasing output per capta 8n 
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diminishing the cost of production. Surely these are 
vitally important national objects; the cost of power 
in percentage of the cost of the finished product may with 
yreat advantage be increased, if thereby the output of 
a factory can be doubled and the cost of production 
reduced. "P А | 

So far as Мг. Nisbett advocates the extension of electric 
lighting pure and simple, we fear he will not convince 
the supply engineer, who knows that the cost of services 
is from three to four times the pre-war cost, and that in 
very many cases the profit on the energy used for lighting 
alone does not even cover the annual charges on the 
cost of connection. This is particularly true in the case 
of the small consumer, whose case Mr. Nisbett obviously 
has jn mind, and when he suggests that the supply 
authority shall bear the cost of the wiring also, he 
aggravates the difficulty—unless the authority is em- 
powered to charge a remunerative price. Thus we come 
back again to the question of tariffs and the maximum 
price permitted, which Mr. Highfield dealt with so force- 
fully. That question has now been before the Electricity 
Commissioners for about twelve months, and has not lost 
any of its urgency by the delay. We know the Commis- 
sioners are faced with great difficulties in securing а 
reform of the law on this subject; but no one else is in 
& position to deal with it, and we look to them to exert 
every effort to expedite the removal of the statutory 
restrictions. Ав things are at present, the only way to 
secure а return on the cost of wiring is to charge a 
separate rent for it. 

We are pleased to note that the Local Authorities 
(Financial Provisions) Bill (No. 230, H.M. Stationery 
Office) has received the Royal Assent, as it contains a 
clause of great importance to electricity supply under- 
takings, which have to lay out capital that will not pro- 
duce а revenue for some years. This clause gives power 
to suspend payments to the sinking fund for a period 
not exceeding five years, while the capital expended re- 
mains unremunerative. This was one of the conces- 
sions that were pressed upon the Cabinet Committee 
upon Unemployment by the deputation from the Confer- 
ence of Joint Industrial Councils on November 2nd, and 
will in great measure facilitate the development of elec- 
tricity supply. 


[e 


THE Berlin Chamber of Corumerce 


Replacement recently distributed copies of a pam- 

of Worn-out phlet written by Herr Felix Deutsch, 

Machinery іп chairman of the directorate of the 
Germany. A. E. G., in respect of the relation borne 


by wages and salaries to the return 


on capital invested in industrial undertakings. The 
pamphlet forms & continuation of one of a similar char- 
acter which was issued in 1919 in regard to 66 joint 
Stock companies, although in the present case the inquiry 
. has been extended to 102 companies which are also not 
specifically mentioned, and therefore incapable of being 
checked. The author endeavours to show that while 
wages and salaries have increased in the past two years, 
the share capital as represented by the average rate 
of dividends paid has considerably declined. It is, 
however, not to this side of the question that we wish 
t» refer, although the Frankfort Gazette, in criticising 
the pamphlet under the title of ‘‘ A False Account," 
states that it has been written for a pronounced purpose, 
and it rejects the author's conclusions, although we 
observe that the Financial Times swallows them in its 
issue of November 5th. On the other hand, and in a 
subsequent issue, the German newspaper directs atten- 
tion to another part of the pamphlet, and warmly com- 
mends the policy set forth therein, to the consideration 
both of industrial undertakings and of the banks asso- 
ciated with the latter in the emission of new capital. 
As this particular part is also of interest in this country, 
which likewise has а depreciated exchange in relation 
to the United States and two or three other countries, 
and is also confronted with a considerably greater 
capital expenditure for replacements of machinery and 


plant as compared with pre-war times, no apology is 
needed for reproducing what the chairman of the direc- 
torate of the A.E.G. says on the question. 

Herr Deutsch first points out that the former method 
of writing down in gold the machinery and plant to 
the value of one gold mark—which, as is known, many 
companies practised in Germany in pre-war times—is 
no longer sufficient to-day, when machinery and appli- 
ances cost from 16 to 18 times the pre-war rates, for 
the purpose of protecting an undertaking against the 
consumption of its capital. As a consequence, and in 
order to render possible the acquisition of new plant 
(replacements) and maintain the efficiency and com- 
petitive capacity of industry, such large renewal reserve 
funds must be provided that the necessary capital 
stands available for the purchase of a new machine on 
an old one being scrapped. As an example, the author 
says: ш 

At the A. E. G. we formerly used certain generally intro- 
duced machine tools, one man being required to attend to 
each machine. One day new machines were offered us from 
America, every three of which could be served by one work- 
man. That implied a considerable economy, and we therefore 
did not dare delay making the large expenditure for the pro- 
vision of the new machines. This progress did not satisfy 
technicians. Only a short time elapsed before the Americans 
placed new machines on the market, of which nine could be 
attended to by one man. For this purpose, of course, a work- 
man of higher intelligence was requisite, while only purely 
mechanical work had to be performed with the machines 
originally used. It is now obvious that the considerable ex- 
penditure for the new plant could only be borne by an under- 
taking which, having a large turnover, was able fully to utilise 
the new machines. This was the case with the works of the 
A.E.G.; they had for their products a customer with a market 
comprising the whole of the inhabited globe; the entire 
organisation of the A.E.G. comprised approximately 400 
branches, and they could therefore venture to replace the 
machineg acquired a few years ago with the more efficient 
but very costly new machines. The result showed that we 
were right, for we sooa increased our sales by more than 
fivefold, and the large sums were intelligibly and well in- 
vested. But—and this is the essential part—we were only 
able to venture upon this step because we had completely 
written off the first machines. Otherwise we should not have 
been able to provide for the redemption also of the new 
machines, and should have had to leave the business to more 
intelligent and more far-sighted firms, with whom we should 
then no longer have been able to compete. This example 
could be applied to German industry as a whole to-day. 
Certainly many companies, besides making the customary 
depreciation, have formed considerable internal reserves by 
the careful valuation of securities and stocks. But the ques- 
tion whether these are adequate and guarantee that security 
which is urgently necessary under present conditions arises 
to-day more threatening and oppressive than ever before.” 

The warning given in the final sentences of the state- 
ment by the chairman of the A.E.G. is certainly not 
unnecessary. While large sums have been written off 
by the coal, iron and steel, and engineering companies 
for depreciation for the past financial year, and con- 


siderable sums have been placed to reserve funds, these 


amounts are totally insufficient to effect replacements 


. of plant and machinery on the present basis of the cost 


of purchase as contrasted with pre-war sale prices. As 
a general rule, and in order to make a show of great 
prosperity, depreciation and renewals reserves are being 
provided for just as if the companies were working with 
the mark at par value, whereas the total amount set 
aside for these two purposes by all the colliery companies 
is Westphalia in 1919-20—and 1920-21 will probably 
indicate no difference—would not have sufficed to pay 
for the sinking of a new shaft to replace one where the 
coal had been worked out. Similar conditions prevail 
in the iron and steel and engineering industries, all for 
the purpose of paying high and, in reality, fictitious 
dividends. Even where there is a prospect of at once 
forming a very considerable reserve fund by the issue 
of new capital for extensions and developments—not for 
replacements—at a very high premium, and thus permit 
of the premium being placed to reserves, shares are 
mostly issued at a low premium in order to please the 
shareholders in the exercise of their preferential rights 
of subscription, unless waived, and also to please the 
directors and their friends. Everything seems to point 
t> a future day of reckoning, when the present sham 
state of prosperity will be revealed in its true colours. 
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THE LOW. TEMPERATURE CARBONISATION OF COAL 


Wuar is coal 1i—4 substance found in certain geological 
formations. It is a black solid, and contains pitch, 
tar, creosote, carbolic acid, tar oils, benzol, ammoniacal 
liquor. Yes, quite so, and in the same sense a baa lamb 
contains men and children. For coal contains none 
of these things, and nobody really can do more than 
guess what coal is in the sense of being able to formulate 
the molecular arrangement of the elements into which 
it may be ultimately resolved. True, when heated in 
& closed vessel the substances above named and a host of 
gases in addition are produced, and may be separated 
and placed in bottles and labelled Products of 
distillation of coal." Of late years the tend- 
ency has become evident to add to such labelling the 
words ‘‘ at 500 deg. C. of temperature,’’ or such other 
temperature as was given to the retort in which the 
distillation took place. In all cases of destructive dis- 
tillation and of combustion, temperature is a crucial 
factor. The distillation of coal is classed as destructive 
because, it may be assumed, the coal is changed so 
greatly in appearance and texture that it ceases to be 
coal. But constructive distillation would be а better 
term to employ, for by heating coal its molecules are 
rearranged, some as gas, others as liquids, and vet 
others as solids. 

The so-called constituents of coal have not been taken 
from the coal, but entirely novel bodies have been 
generated. Апа these new bodies from the same piece 
of coal will differ according as they are the result of 
heating the coal gently or bringing it up to a high 
temperature. Substances brought into being by a tem- 
perature of from 550 to 600 deg. C. are represented as 


ceavitt 
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Fig. 1.—Sections or RETORT 
AND COOLING CHAMBER. 


low-temperature products. At from 900 to 1,000 deg. 
C. the distillation temperature is considered as high, 
and the products of a lower temperature will. be 
** cracked ’’ to use the trade term, with the eyolution of 
fresh molecular structures. | 

Ordinary illuminating gas is a high-temperature re- 
sultant. and the particular aim of this procedure is gas 
for lighting purposes. High temperature is also d: 
ployed in producing metallurgical coke, and in this 
case the gas which is evolved may be, and is, used in 
driving gas engines or heating boilers. But much of 
the value of the distillation products is destroyed by 
high temperature. р 

Coal for steam production is usuall i 
from the mine to the boiler furnace. Y The 5 0 p 
the ELECTRICAL Review have for long been open to the 


pioneers of more rational methods of using coal and 
of economising the products of distillation. Thwaite 
Allen, and Booth worked along these lines nearly 30 
years ago. But the motor car and the flying machine 
with their greedy petrol-absorbing maw, have done this 
work of late years, and the need for petrol substitutes 
has really been the spur which has urged chemists to 
bring about а more rational employment of ооа! by 
using moderate temperatures of distillation in order 
to secure а more valuable series of molecularly reconsti- 
tuted substances. The following table of the effects of 
high and low temperatures is due to Mr. Brownlie, It 
gives the high- and low-temperature products of 1 ton of 
coal of an average type: — 


Low temperature 


High-temperature carbonisation, 
carbonisatiou. 


Gas works. ke ovens, 


In retorts... | 14 cwt. of smoke-| 134 cwt. soft 14 to IH cut. 
less fuel coke hard coke 
Gas .[6,000 cb. ft. of | 12.000 cb. ft. of | 11.500 ch. ft. of 
pas of 700 to] pas of 5530 gas. 150 B. th. u. 
750 B.th.u. per| B. th. u. per ft. per cb. ft. 
cb. ft. 
Liquid 20 gal. includ- 10 gallons 8 vallons 
products ing 3 yal. motor 
spirit € Diesel. 
lubricating, & 
fuel ойк | 
Sh pame OF 15 w. 25 lb. 28 Th, 


ammonia 


—— — ——— — — в — — а — 


Much more oil results from the low-temperature pro- 
cess than from high-temperature processes. [t con- 


2.—CARBONISING PLANT AND COALITE DUMP. 


Fic. 


tains also less of naphthaline and other more con 
plex products, but more of the simpler products 
such as benzol, toluol, creosols, or creosote oil than does 
the tar of high-temperature retorts. Its value 15 us 
much higher, and the final solid residue or coke | 
very different from gas-retort coke or the product 0 
the coke oven. The coke or coalite from low-temperatur’ 
distillation has been more or less known for some yea" 
but there have been many difficulties attending : 
production. It is softer than gas coke, somewhat Г 
sembles charcoal, more readily soils the hands, 81 
apparently has its carbon contents in a sort of annes i 
state, in which condition it is easy to ignite, 80 
burns with a cheerful glow and with a short flam Я 
But the object of low-temperature carbonisati™ : 
general rather than specific. It is, perhaps, first, 


| 
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sired to produce motor fuel of various orders of density; 


next, to produce a smokeless house fuel with a capacity 


for easy ignition, clear burning, and of high radiating 
power. An ordinary coal fire absorbs much of its heat 
in distilling filthy gas to pass up the chimney and foul 
the atmosphere. The blocks of coal burn at their 
rearward faces and shield off the room from radiant 
heat. The net result is a pitiable inefficiency. The 
economies due to a clean atmosphere are enormous ; few 


realise the destructive action of smoke both directly on 


textiles, and indirectly through frequent and more in- 
tensive laundry punishment. And all this waste is 


a 
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PassiNa SLACK COAL FROM HOPPERS INTO THE RETORTS. 


waste of our main national asset, an asset already far 
depleted and more recently reburied in small areas, too 
small to be again opened up and worked. : 
The chemistry of low-temperature distillation is not, 
perhaps difficult. But there have been technical diffi- 
culties of a physical and mechanical order which are 
now stated to have been overcome by the system of Low- 
temperature Carbonisation, Ltd., which for several 
weeks has had plant in continuous operation at 
Barnsley, Yorkshire, and a special demonstration was 
leld оп Wednesday, October 19th, for representatives 
of the technical Press. The company is using up slack 


coal and converting it into a smokeless fuel of high value. 


Experiments and trials have been in progress for 21 
years, over 40 different types of retort have been 
used, and over 200,000 tons of coal more or less satis- 
factorily treated, and the cost has been very great. 

Coal when carbonised at low temperature swells up 
and becomes viscous, and sticks fast in most retorts. 
When extracted with great trouble it flames on contact 
with air, and when quenched it disintegrates badly. The 
паз passes through the porous retorts, but this difficulty 
Is overcome in the usual manner by maintaining an 
isostatic condition between the interior of the retort 
and the exterior. Ordinary gas retorts or ecke ovens 
appear to be useless for producing coalite. 1f too cool. 
the result is coke on the surface of the mass and coal 
inside but little changed. . The broken up mixture in 
no way resembles coalite which, when properlv made, 
і: homogeneous, and carries a fixed proportion of vola- 
tile matter of such a nature that the gas burns with the 
short flame with which users of best Welsh are familiar. 
It appears that a mixture of 70 per cent. non-coking 
coal with 30 per cent. of coking coal can be einploved. 
This seems to confirm the recent researches of Mr. Lewis, 
which show that coal which refuses to coke does not do 
80 because of the nature of its constituents во much as 
because of their laminar structure. 


The apparatus used at Barnsley is nearly all of the 
ordinary commercial type coal washers. conveyors, gas 


exhausters, tar separators, and so оп, The core ot the 


matter is the retort, and in this most essential feature 
the company has shown that the old difficulties of 
low-temperature carbonisation have been overcome in 
а very ingenious, practical, and simple manner. А 
unit of ovens is made up of 20 cells. On the top of 
each cell is a hopper holding 10 cwt. and filled by a 
conveyor line above. The base of the hopper is closed 
by a rotary valve or shutter with an external lever to 
turn it when discharging. The valve passage lets the 
coal down to the oven or retort, a narrow flat cell 9 ft. 
deep by 6 ft. 6 in. long by 11 in. to 13 in. wide. In 
the existing plant the width is 11 in. The small mixed 
coal remains in this cell for seven to eight hours subject 
tə heating from gas flames outside the cell walls, which 
are of firebrick. The rotary shutter forming the base 
of the cell serves to allow the carbonised mass to fall 
into the cooler below. This cooler is a narrow water- 
jacketed cell in which the finished product remains 
several hours to cool. Ав it is sealed up, no air can 
enter and there is no flashing into flame. Just before а 
charge is to be dropped from the retort the cooling 
cell door is opened. The contents are raked out upon 
a slope, down which the coalite—now not hotter than 
100 deg. F.—slides to the base of the slope, whence in 
a eomplete plant a conveyor will carry it away to the 
storage dump or direct to rail wagons. 

Coal subject to low-temperature carbonisation in- 
tumesces, and as Weller would say, ‘‘ swells wisibly.“ 
and has always given trouble in the past bv sticking fast 
іл the retort. Just here comes in the vital point of the 
new oven (fig. 1). The cell is fitted over its length and 
height with a pair of }-іп. perforated steel plates, hang- 
ing about 4 in. apart. At the top they are fitted with 
inclined suspension links, and at the base they are kept 
apart by lugs. The cell is thus made up of two coking 
chambers separated by an internal empty space. Into 
this space, which is drawn upon by the exhausters, passes 
the gas from every part of the charge through the 
perforations, and the exhausters maintain atmospheric 
pressure throughout the cell, and this prevents any 
diffusion of gas through the porosity of the cell walls. 
Were this not done the generated gas would pass through 
the walls and burn outside; it would be impossible 


l'ixg-BRiCK. RETORTS, WITH COOLING CHAMBERS BrLow. 


to control the oven temperatures, and there would be 
great loss of valuable gas. 

By a simple movement of the suspension gear the 
plates fall inwards towards each other, and their lower 
lugs slide past each other во that the central space of the 
retort is reduced by one-half and the converted charges 
are set free, and will drop out by gravity on opening 
the lower rotary shutter. | 
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' The various operations were shown in action, and the 
charges examined. The coked mass has a- peculiar 
mottled surface, and shows evidence of its structure 
from. small coal. It is firm and dense, and obviously 
fit for carriage. Is burns with a steady glow, has great 
heat radiating effect, and is clean to the extent of con- 
taining only б or 6 per cent. of ash. It is unmistakably 
æ suecessful and excellent fuel made from coal that is of 
little value in its small condition—being, of course, the 
inevitable waste product of mining operations. 

The gas drawn from the cells is cooled in the usual 
way, and the liquids are sent away for conversion to 
benzol, toluol, and other compounds.  Carbonisation 
is carried on at about 600 deg. C., and the yield of 
coalite is about 1,612 lb. per ton of coal. The 
cells are heated by the admission of gas through a 
rumber of pipes which pass through the front and back 
walls of the oven spaces between the cells. Where the 
finally produced gas can be sold to gas conipanies for 
- mixture this should be done, producer gas being used 
for the retort heating. At the demonstration plant the 
gas, purged of its valuable by-products, is eniployed for 
this purpose.. The efficiency -s good. Coal containing 
30 million B.th.u. will: yield coalite containing 22 mil- 
lion and oil containing 3 million B.th.u. Apparently 
5 million heat units disappear by radiation or in the 
oven exhaust, or are locked up in latent form in the 
liquid and gaseous by-products, ог in generating steam. 

As a fuel, coalite has about the same calorific value 
as the coal it is made from, but it is superior in its 
heat radiation effects, and has the advantage of small 
ash contents. It is free from smoke—a property really 
worth many millions sterling to the householder. Yet 
it has sufficient clean burning volatile matter to make 
a cheerful fire—supposed to be necessary for every home- 
respecting Englishman. | | 

„The tar has а sp. gr. of 1.06, and contains much of 
the valuable creosols and less phenols than high-tem- 
perature tar and no naphthaline—the bane of the gas- 
works. Distilled at up to 300 deg. C. the tar oils may 
be used in engines, and will produce 2 b.h.p.-hour per 
pound of oil. Lighter fractions may be taken off at 


170 deg. and upwards. The gas of 750 B. th. u. 
per cu. ft. has 27.5 per cent. of hydrogen, 48 per cent, 
of methane, 10.1 per cent. of other hydrocarbons, 7.3 
per cent. of CO, and 3 per cent. of unsaturated hydro. 
carbons, and only 2.5 of CO, and 1.6 of nitrogen. |t 
is thus over 95 per cent. combustible. 

The salient points of the new apparatus are ‘the col. 
lapsing plates in the cells and the cold chamber to hold 
the hot discharged coalite until cooled beyond any risk 
of flashing, but the whole combination is extremely neat 
and effective, and we are of opinion that the mechanical 
difficulties of making coalite have been well solved.. 

Since writing the foregoing article, we have received 
from Messrs. Close Brothers & Co., Ltd., who control the 
process, a сору of a report by Sir Percy Girovard, 
K.C.M.G., based on his independent observations and 
investigations. Sir Percy speaks very highly of the pro. 
cess, which he regards as '' а great step in advance in 
low-temperature carbonisation, and he lays stress on 
the national importance of the process in the industrial 
field. | 

Our attention has recently been called to two systems 
of low-temperature carbonisation besides that of coalite. 

In the Lamplough system the product, which we 
understand should not be called coalite, is not brought 
out of the retorts in the form in which it is supplied to 
consumers, but is subsequently briquetted. The Lamp. 
lough Co. are not, we believe, to be manufacturers of 
fuel so much as suppliers of the plant to collieries and 
manufacturers оп а royalty basis. We have no technical 
scription of the process, so we cannot say how the ertra 
process of briquetting is justified by economies in the 
earlier processes of washing and heating. 

In the Freeman system the process is continuous and 
somewhat progressive in its heating of the coal which 
is discharged for further treatment by briquetting, or a 
further coking process, or pulverising. 

There is evidentlv considerable thought being given to 
the question of coal treatment generally, and it is cer- 
tain that coal ought not to be burned as such with 
destruction of its valuable by-products and the produc- 
tion of filthy, tarry, and oleaginous smoke. 


TER THE ^BANDY MOTOR. 


3 X | By 

. 1 - 
THE: writer recently had an opportunity of visiting the 
works of Messrs. Berkeley & Young, Ltd., the makers 
оѓ the well-known ‘‘ Emcol " motor, and was extremely 
interested in a further development in connection with 
the Emcol "" systém- of enclosure, this now being fitted 


to the single-phase repulsion induction motor of their 


manufacture, better known as the ‘‘ Bandy.” 
The Bandy motor is largely used for lift work, and 
in connection with cranes, hoists, &c., also for printing 


presses, and similar work where speed variation and 
) 


control are essentially required. 

This type of motor has many advantages over the 
ordinary induction motor, the principal one being that 
the starting current is limited to one-and-a-half times 
the running current, but the special 


that this shall remain constant, or practically so, at the 


figure to which it is set at any point between full.and. 


no load, and the following results obtained.in actual. use 
show the extremely small variation under ‘а wide range 


of speed Te 


R.P.M. T. XI. 
Pull Load 1.380 960 "800. 
Half .. . 1390 980 890 
No. . .. 140 1.000 840 


Two of-the earliest difficulties met with in fitting а 
governor: to a motor were in 'óvercoming the brush fric- 
tion, and also-cqnsiderable- speed variation would qccur 
before the governor operated. Zu. a 


t, b feature of 
the Bandy motor consists in the fact that the speed сап, 
be varied over a wide range, at the same time ensuring 


In the Bandy meter the former difficulty is overcome by 
floating the brush rocker on ball bearings on the shaft, 
the rocker being held in place by a chain attached to 
the governor arm; this method of mounting the rocker 
is clearly shown in fig. 2, from which the mode of 


Fic. 1.—Тнь Banpy MOTOR WITH GOVERNOR. 
athered. 


By altering the tension of the spring by means ° 


operation of the governor can also be easily g 


e complet? 


hand ‘wheel shown in the illustration of th morement 


machine, the effect of the inward or outward 
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of the governor balls is mod ified — and the 
ultimate speed of the motor is thereby controlled. "This 
can, of course, be done while the motor is in operation if 
desired. 

This method of control enables a small governor to 
control the speed of the motor within very narrow limits, 
practically the only friction which has to. be overcome 
being that of the governor itself. 

А most interesting installation of these motors is to 
be found at the sewage pumping station of the Bedford 
Corporation, where there are four of the 70-h.p. vertical 
type Randy motors, the stator e . 2, 000; the 
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Fic. 2.—Secrion or BANDY MOTOR AND GOVERNOR. 


control is entirely automatic and electrically operated 
b- float gear. 

Ав these motors work under unfavourable conditions 
as regards moisture, it is essential that the windings be 
kept dry, and this is ensured by the stator current being 
kept on continuously; as the speed of these motors 
can be varied from zero upwards, it is only necessary 
for the brushes to be brought to the zero position to 
stop the motor. No damage can therefore be done to the 
windings, and the fact that these motors have been in 
use for several years proves this statement. 

These motors are used largely in djstricts where the 
supply &uthorities restrict the starting current within 
limits. Portsmouth is an example, where it is stipu- 
lated that this shall not be more than 1.3 times the 
running current, and an instance of this is to be found 
iu à Temperley travelling bridge transporter, where 
the installation consists, of two sets of motors, each com- 
prising :— 

1 65 h. p. 600 r. p. m. for hoisting full grab at 240 ft. per min. 

] 30 h.p. 600 r.p.m, for transporting at 800 ft. per min. 

1 15 h. p. 600 r.p.ni. long traverse at 40/50 ft. per min. 

1 10 h. p. 700 r.p.m. for beam lifting: 

These motors run on a 200-volt, 50-period supply, 
and are operated by drum type controllers, as in a d.c. 
installation, and easily comply with the stringent re- 
strictions laid down as to starting current. 

In addition, these motors are also made in the short- 
circuited type, and, as already stated, with the Emcol 
system of ericlosure; the: ilustration, fig. 9, shows 
a 5-h.p., 1,430 r.p.m. motor for a 220-volt, 50- period, 
single- -phase supply, and this machine, after a six 
hours’ full load run, had a temperature rise of only 
45 deg. F., a highly satisfactory result. 

In conclusion, I have to tender my thanks to Mr. 
H. C. E. Jacoby, the patentee, for kindly giving me 
some of the facts and figures mentioned. 


DDr 


C. A. V. Dynamos.—MEssrs. С. А. VANDERVELL & Co., LTD., 
of Acton, have supplied no fewer than 2,000 dynamos since 
January let, to the London General Omnibus Co. This state- 
ment will indicate the part played by C.A. V. in the lighting 
of the new type of ‘buses running on the London streets. In 
addition they have supplied 1,500 dynamos to the various oil 
companies alone in the Metropolis this year. | 
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ELECTRIC TRUCKS IN NEW YORK em, 


By E. KILBURN SCOTT. 


THE use of electricity for driving UM delivery . 
wagons, and vehicles is growing rapidly in the larger 
American cities, and this is especially the case in New 
York and Chicago, through the active campaign of the 
New York Edison Co. and the Commonwealth Edison 
Co., of Chicago. 

Electric vehicles have been used in New York City for 
20 years, and there are on the road 70 of that age. On 

January 18th, 1920, there were in 
use in the Metropolitan district 
3,851 trucks, of which 2,448 had 
been in use six years. Six firms 
have each over 100 trucks, three 
firms have between 50 and 74 
trucks, ten firms between 25 and 49 
trucks, whilst there are 30 firms 
which have each 10 to 24 trucks in 
regular use. 

The total investment in eleciric 
trucks now running in the Metro- 
politan district (not including 
Brooklyn) is 23 million dollars, and 
the sale of electric trucks during 
1920 amounted to about three mil- 
lion dollars, which is 450 per cent. 
greater than the sales of 1919. 
The automobile bureau of the 
New York Edison Co. has made a 
careful estimnte of the saving to the 
public by use of electricity instead 
o? petrol for vehicles, and finds it is annually about 
61 millions ‚ог at the rate of $8 per car per day. There 
are at present 42,000 petrol trucks in New York City, 
and at least half of these can be converted into elèctrics. 
Assuming 21,000, then a saving of only $4 per car per 
day for 300 working days gives a total annual saving of 
$25,200,000. 

There are 54 charging and boosting stations in Man- 
hattan and the Bronx, and 19 in Brooklyn, which is 
almost three times the number in use in Chicago. The 
Electric Storage Co. spent over half a million dollars in 


Fra. 3.—Baxpy INDUCTION Motor wirH Емсо, ENCLOSURE. 


1920 in building electric garages and charging stations. 
The average daily route for a horse is under 25 miles, 
whereas an electric vehicle can do up to 45 miles, and 
with a short boost can increase this by one-half. Horses 
consume food every day, whether they are working or 
not, whereas electric vehicles only consume energy when 
in use, and one electric can do the work of two to four 
horses, depending on the nature of the work., The 
speed of an electric is about double that of a horse- 
drawn truck. Теп years is a conservative estimate, of 
the length of service of an electric truck, whereas horses 
average only about four years for heavy trucking. 
Weather conditions have a serious effect on -horse . 
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transportation. In 1021, in one week, 776 horses died 
from heat, and, in winter, horsea are constantly being 
injured by slipping and falling on icy pavements. 
An electric battery never freezes, and although at 
temperatures of 20 deg. F. below freezing point chemical 
action is а little sluggish at first starting up, this dis- 
appears directly current warms up the electrolyte. 

With gasoline engines there is trouble, when the tem- 
perature gets below zero, because the water in the radia- 
tor may freeze unless care is taken to add sufficient 
alcohol or to drain off the water whilst the vehicle is 
standing. Should the water in the jacket of the engine 
freeze, there is great liability of the casting being 
cracked by the expanding pressure of ice formed inside. 

The life of а gasoline truck is only about five years, 
because the engine is reciprocating and explosive, and 
therefore causes a great deal of vibration, which is liable 
t» crystallise the steel. On the other hand, the life of an 
electric truck may be from 10 to 20 years. 

Electric trucks were first used by the old American 
Express Co. in 1907 ; as а war measure several Express 
companies consolidated under the name of the American 
Railway Express Co., and the combined concern has 
now 1,200 electric trucks operating in the country, of 
which 360 are in the New York area. | 

The company uses gasoline cars for long-distance 
haulage, and wherever the greater cost is warranted bv 
the increased mileage, but in congested districts, where 
many stops and starts are necessary, the electric truck 
has shown itself to be superior to all other types. 

At loading platforms an electric truck occupies less 
space than either horses and wagons or gasoline motor 
cars of similar carrying capacity, and it can be 
manceuvred in less space. : 

For trucks of the two, three, and three-and-a-half 
ton sizes, the average cost is about seventeen cents per 
mile, exclusive of driver's wage and insurance. 

Electric service is capable of carrying 60 to 80 per 
cent. overload without undue strain or damage, as 
shown by the fact that out of a total of 212 electric 
trucks at the main garage, 206 are on the streets every 
day. 

The Bush Terminal Co., of Brooklyn, has 33 trucks, 
25 being five-ton vehicles, which were installed during 
1916 and 1917. They lose on the average less than 
twelve days' service during a working year. As a fleet, 
they average 887 miles each day, while there is hardly 
а day that two or three of the cars do not run from 
forty to forty-five miles. 

The trucks handle a great part of the local delivéries 
from the terminal, serve manufacturers whose factories 
are in the big loft buildings, and connect with customers 
who are scattered throughout the city. 

The big loft buildings of the Bush Terminal Co., along 
the South Brooklyn water front, are occupied largely by 
manufacturers whose raw materials are imported or 
come 1n by freight train and lighter. Railroad connec- 
tions carry finished product to points away from New 
York, but the electric trucks handle all deliveries with- 
in the city itself. 

In order to make an early morning start, the electric 
trucks are loaded up after finishing their afternoon 
journeys, and then go to the garage to have the batteries 
charged during the night. They get away at seven in 
the morning, and this early start makes possible a 
second trip in the afternoon. 

In addition to the trucks for general deliveries, the 
Bush Terminal Co. has a fleet of storage-battery tractors 
and trailers. Each trailer carries loads of merchandise 
from the pier to the warehouse, where it is left while 
the tractor goes off for another. These tractors are 
very powerful, and it is a regular thing to use them to 
shunt loaded railway cars if no locomotive is available. 
Some tractors, equipped with cranes, have been in use 
about nine years. When the trucks come to the garage 
at night they are lined up, facing the middle of the 
floor. Charging plugs hang from the ceiling in a line 
down the centre of the building, and as the vehicles are 


face to face it is possible to charge several batteries in 
turn from the same plug. 


of the test piece. 


| ает, : mo 
which is indicated on the epecial stress-meter shown ed Up P 


The first Electric Automobile Show in New York was 
held in February last in the palatial showrooms of th, 
New York Edison Co. at Irving Ilace. Street truck, 
and pleasure care were shown during the first week: 
industrial trucks, tractora, and trailers the second week; 
and batteries and accessories for the entire period. 

The Walker Vehicle Co. showed а 34-ton chassis 22 ft. 
long, which was manceuvred by the chauffeur into poi. 
tion between two showcases with a clearance of onh 
about a foot, thus showing the ease of control. | 

A particularly interesting exhibit was the first in. 
dustrial truck used by the New York Central Railroad, 
and the week spent at the Irving Place showroom was 
its first vacation from continuous day and night duty for 
11 years, during which it had travelled 17,000 miles. 

There are now sufficient charging stations along the 
main roads leading out of New York to enable electric 
automobiles to travel to Boston, Buffalo, Philadelphia, 
Richmond, and Washington D.C., and call at many 
smaller cities between these centres It will soon he 
possible to travel by electric automobile from New York 
to Chicago, a distance of over 1,000 miles. 

There are about three times as many electric truck: 
in use in New York as in Chicago, but electric passencer 
cars are more numerous in the latter city. It is likely, 
however, that New York will have more passenger са 
in the near future, because a scheme is on foot to place 
а large fleet of electric taxicabs in service. About 150 
additional electric trucks will be put into operation this 
year. 

In New York City there are 15 garages where electric 
vehicles can be stored and the batteries charged. &c., 
also 75 stations where batteries can be boosted. The 
usual charges are: — | : | 


Carrying capacity Cost per month for storage, inspectiup. 


of car in lb. charging, garaging, washing & flushing 
batteries. 
750 lh. $48 to 55 
1,000 Ib. $53 to 70 
2.000 Ib. $55 to 80 
4,000 Ib. $63 to 9 
7,000 Ib. $70 to 105 
10,000 Ib. $75 to 115 


HAIGH'S ALTERNATING-STRESS  TESTING 
MACHINE. 


A METALLIC structure is permanently safe when, and e 
when, the stresses remain within the fatigue limit. It is ea 
object of fatigue testing machines to determine this limit, bu 
if operated at a low frequency of reversal, the time ine : 
for a single test becomes considerable and, moreover. U uT 


‘gular vibration is produced, it is impossible to measure the 


range of load with accuracy. 7 
In the course of research work at the Royal Naval Cole 
at Greenwich, Prof. Haigh overcame these drawbacks sil 
produced a machine that is capable of making rapid is der is 
high frequencies of reversal, and by means of a ешр d uh 
the range of stress may be varied at will and ue ji 
accuracy. Messrs. Bruntons, of Musselburgh, Sec n 19 
facture the new machines, which have been supplie RA Е 
National Physical Laboratory at Teddington; the ШЙ: 
Farnborough; the Universities of Edinburgh, PE be 
Sheffield, and others. An important advantage of this ily 
of machine lies in the uniform distribution of the 9 5 10 
stress across the full section and along a considera iui 
When testing by means of a 8 5 
it has not been possible to determine the fatigue aa the 
accuracy because the test piece cracked at a fillet m > 
intensity of the stress was indefinite. The new der fields d 
viates that difficulty, and may be applied in wider le iei 
research to test models of machine parts as well as smp 
pieces. . dé gland: 
The machine occupies comparatively little floor spa ii i 
about 5 ft. in height, will admit test pieces Up to a ial tests 
l5 in., and its frame is arranged to allow for round the 
e.g., to allow of an electric furnace being placed e of stres 
test piece for tests at high temperatures. The range 9. intel 
n the w: j| i achine (fig. 1), can be var! 
on the wall behind the 5 Soon Б е machine ne 
on the pair of electromagnets M; and M, (fig. genen tel hr 
energised by two-phase current. The forces P the sine! 
these magnets, pulling on the opposite sides is test pie l 
"nature а, are transmitted to the lower end of го аре bead: 
the lower end of which is gripped by the аси 


а maximum of 1.5 tons. 


fi 
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piece н. No considerable vibration is transmitted to the 
foundation, and the device is almost silent in operation. The 
frequency of reversal of the stress is governed by the speed of 
the alternator that energises the magnets, and is usually 2,000 
stress cycles per minute, corresponding to & speed of 1,000 
r.p.m.; each cycle of stress includes one pull and one push. 
Although the majority of tests are performed with stresses 
ranging between equal intensities of pull and push, the ratio 
between the extremes may be varied at will, which adjust- 
шепё is effected by giving the flat springs s a suitable degree 
of initial load as indicated on the scale 1. The springs serve 


, Fic. l—HaicR's Stress TESTING Fig. 9.—ELEVATION Or 
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MACHINE AND STRESSMETER. THE MACHINE. 


the further purpose of compensating the force required to 
accelerate the armature and its fittings in their small but 
very rapid vertical movement; by means of the clamps the 
spring stiffness inay be adjusted to suit widely different fre 
quencies of operation. 

The standard equipment, in addition to the testing machine 
itself, includes the following items: a switchboard on which 
are mounted the combined stress meter and differential am- 
meter; a main switch with an automatic cut-out to operate 
on completion of the test; and two regulators (coarse and fine) 
for adjusting the range of stress; a two-phase alternator for 
2,000 stress cycles per minute, fitted with a counter for re- 


free ЙС. Su, 
(or Fre, 
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Fic. 3.— STANDARD WIRING DIAGRAM. 


cording the number of cycles required to break the test piece, 
and driven by a 1 h.p. motor; when a d.c. supply is available, 
the machine needs no exciter. Fig. 3 is a wiring diagram for 
a standard set. | 

The regulators vary the range of stress on the test piece by 
controlling the alternator voltage that is supplied to the test- 
ing machine. The readings of the stress meter do not directly 
indicate the stress, but must be interpreted by the aid of a 
calibration chart that is supplied with each outfit. This elec- 
trical instrument combines two movements with separate 


. pointers in a single case—viz., the differential ammeter which 


15 used to balance the currents in the two phases, and the 
stress indicator which resembles a voltmeter in its action, but 
does not read the voltage. If required, apparatus consisting 
of a mirror camera is supplied for the purpose of checking the 
calibration of the outfit. : 


Виттіѕн T'HoMsoN-HousTox Co., LID., v. Corona LAMP 
Worss, Lo. 


As briefly mentioned last week, the hearing commenced in the 
House of Lords on 7th inst., of the appeal by the British 
Thomson-Houston Co., Ltd. 

The appellants alleged that the respondents had infringed 
their letters patent No. 101,918 of 1913, granted for an inven- 
tion entitled ‘* Improvments in Incandescent Electric Lamps.“ 
The respondents replied in their defence (inter alia), want of 
subject matter, insufficiency and non-infringement. Mr. Justice 
Sargant held that the respondents had infringed, and that the 
specification of the appellants’ letters patent disclosed ап 
invention of a high order of merit and of great utility, but 
he held the letters patent to be invalid on the ground that 
claim 1 did not sufficiently define the ambit of the monopoly 
claimed, inasmuch, as the word large used in the claim 
did not sufficiently define the dimensions of a filament coming 
within the combination claimed, and the lamp maker coul 
not ascertain without experiment and trial, whether or not 
he was infringing. the appellants’ patent. He therefore dis- 
missed the action. In the Court of Appeal the Master of the 
Rolls and Lords Justices Warrington and Younger expressed 
ugreement with the judgment of Mr. Justice Sargant, and in 
particular that the word large as used, in claim 1, was 
too vague to limit the ambit of the claim. 

The appellants now contended that the judgments below 
Were erroneous in so far as they held that claim 1 of their 
specification was too vague and indefinite. l 

Sir Arthur Colefax, K.C., Mr. Hunter Gray, and Mr. James 
Whitehead appeared in support of the appeal (instructed by 
Messrs. Bristow, Cooke and Carpmael). while Sir Duncan 
Kerly, K.C., Mr. Robert Frost, and Mr. J. E. Walker (instruc- 
ted by Messrs. H. C. Morris, Woolsey, Morris & Kennedy) 
were for the respondents. 

Sir ARTHUR COLEFAX, opening, said that the question now 
before their Lordships had considerably narrowed down since 
the action was launched, and the judgments below were 
challenged as erroneous only so far as they held the 
appellants' patent to be invalid. The appellants' invention 
consisted in the use of а filament of tungsten or other re- 
fractory metal. This filament was placed not in & vacuum 
as was the universal custom at the date of the letters patent, 
but in an inert gas or vapour of low heat conductivity, and 
was caused to incandesce at з very high temperature by 
passing through it an electric current. An incandescent elec- 
tric lamp of this type was an entirely novel article of manu- 
facture and opened up a new field in electric incandescent 
lamp lighting, with the result that the arc lamp had been 
largely displaced and the vacuum lamp was being graduallv 
superseded. The appellants’ invention was а lamp that ful- 
filled their requirements, and was the result of тапу years' 
experiment and research. Expert evidence given at the trial 
proved that а lamp could be made from the specification 
without requiring experiments to be made by the workman. 
There was no ambiguity in the word '' large as alleged in the 
particulars of objection, nor was the state of common know- 
ledge such at the date of the patent as to render the invention 
one an unfit subject for a patent. | 
. The hearing of the case was continued Into this week. On 
Tuesday Sir Duncan Kerly was speaking for the respondents. 
and the case was expected to last the lest of the week. We 
shall continue our report next week. i 


ARMATURE REPAIR CLAIM. 


AT the Peterborough County Court, last week. the Armature 
Repair Co., Ltd., was sued by Geo. Andrews & Co., elec- 
tricians, for the sum of £12 6s. 6d. The prosecution alleged 
that the defendants were given a dynaino to repair. Upon its 
return it was not used for flve or six months, and when it 
was required it was impossible to excite it. The defendants 
sent a man to inspect it, and he reported that the field coils 
required rewinding. This was done, but stil there was no 
excitation. A second man attempted to remedy this, but 
without success, and finally the plaintiffs repaired the 
machine themselves. The defendants stated that after the 
repairs were carried out the armature was given a voltage 
test with satisfactory results. They were only asked to 
repair the armature. | 

After further evidence the judge said that there had been 
no negligence, but he thought that reasonable care had not 
been exercised. He awarded the plaintiffs £3 8s. 


PLATELAYER’S CLAIM. 


IN the Mayor's and City of London Court, on Monday, before 
his Honour Judge Atherley Jones, K.C., Richard Goldsmith, 
platelayer, claimed against the Consolidated Construction Co., 
Ltd.. electrical and mechanical engineers, compensation for 
personal injuries which were caused to him on August 25th 
while working for them. Mr. Martin O'Connor appeared for 
the plaintiff. and Mr. Edgar Dale for the defendants. Mr. 
O'Connor said that the plaintiff was heiping to carry a tram- 
rail weighing 15 cwt., when it slipped and fell, hurting his 
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foot and ankle. He-attended-hospital-as an in-patient for some -- 


j lef j k as a 

‘eeks, and in June the defendants offered bim wor 
Bie UE flag man, which involved standing for 19 hours 
a day. He found that was absolutely. impossible, and he de- 


clined it, particularly consider 
work seven days а week. D 


ing that he would have had to 
ео had discontinued the 


| ainti ded a 
ау ts of 35s. а week, and now the plaintiff deman 
Con naro of the compensation, as he said he соо 
work. Goldsmith denied that he preferred 35s. a 5 
doing light work. Defendants „ Mr i i 
laintiff could do light work if he liked. 
irt ive had to stand 19 hours a day. No man could pos- 


sibly do that. He would he 


better working at a light job 


| | thing. Defendants offered to make up his wages 
gr donner ша before the accident if he could о ed 
as much doing light work. Judge Atherley-Jones, K.C., foun 


for the plaintiff for #1 a week 


until further order, with costs. 


^ Ѕмоке Nuisance Prosecution WITHDRAWN. 
HEARING was resumed on November 10th, at Bradford City 


Police Court, in a case in whic 


h the Health Committee prose- 


cuted Edward Lynch, a stoker in the employ of Thwaites 
Bros., Ltd., electrical and general engineers, for smoke nui- 
sance as a result of using certain furnaces. The case Е 
adjourned three weeks previously. The defence was that 1155 
firm were exempt from the smoke abatement clauses of the 


Bradford Corporation Act. 1 


910. being a foundry. They 


contended that the process of annealing, which was that 
under review, was part of the whole process of steel manu- 
facture in which they were engaged. The prosecution had 
contended that annealing was a finishing process, and that 
а place where finishing was carried on was a factory, within 
the meaning of the Act. Last week, however, Mr. W. H. 
Pollitt, for the Health Department, saia the prosecution had 
taken expert advice as to whether annealing was finishing 
or not, and as a result of the advice he asked for withdrawal 
of the case. Mr. W. Bird, defending. gave an undertaking 
that the firm would take every possible care to minimise 
smoke emission. The Stipendiary Magistrate, in allowing 


withdrawal, said if the case 
wanted to hear a good deal of 


had gone on he would have 
expert evidence. 


‚ Dore т. Hackney 


Borovan CouNciL. 


Mr. Justice DaRLIxd, Mr. Justice Sankey, and Mr. Justice 
Branson, sitting as a Divisional Court of Kings Bench on 
November 14th, heard an appeal by the Mayor and Corpora- 
tion of Hackney against а conviction by а magistrate under 
Sec. 26 of the Hackney Electric Lighting Order, 1893, for 


failure to supply electricity to 


the respondent, Mr. Dore. 


Mr. Schofield appeared for the appellants, and Mr. S. C. 


. Hardy for the respondent. 


Mr, SCHOFIELD said that the appellants were convicted by 
the magistrate upon an information that they had made 


default in their obligation in reg 


ard to.the supply of electric 


power or energy, and the question for the Court was whether 


the default of the appellants 
energy was caused by the acti 
whether was such default was 
provided that the electrical un 
owner or occupier of premi 


in giving supply of electric 
оп of а trade union, and if 80, 
due to force majeure. The Act 


dertaking at the request of the 
ses should give and continue to 


give a supply of energy to such premises, and clause 26 said 


that whenever the undertak 


ers made default in supplying 
such energy they should be liable to a penalty not ex 


40s. a day during the continuance of such default. Th 


ceeding 
ere Was, 


owever, а proviso that no penalty should be inflicted if the 


Court were of opinion th 
the result of a force majeu 
employés of the appellants 
‘Trades Union, and on the 
engineer received notice that 
fitted by non-union men, and 


proceed with the work of connecting. 


took place between the parti 
every endeavour to induce 
and carry out the work. If, 


had used other labour, a large body of me 
withdrawn from the Hackney works. 


tended that he was entitled 
but, on the other hand, the 
failure to supply was 


. theirs, and they were entitle: 


e was of opinion that. the proviso 


force majeure. The magistrat 


at the default was unavoidable or 
re, or of a slight character. AI] the 

were members of the Electrica) 
29th March last the appellant’s 
respondent’s premises had been 


that the employés would not 
Several interviews 
es, and the appellants used 


their employés to obey orders 


under the circumstances, they 
n would have been 
The respondent con- 
to the energy under the Act, 
appellants contended that the 


. and that the appellants were 


Counsel proceeded to cite а isi 
ader nte a number of decisions amongst 
them those of Justice Walton, nd 10 


McCardie, the effect of Which was th 
something that was bevond the cont 


party having regard to the g 


something that was unavoidable. 


the liability was under contr 
Parliament, the authorities s 


Justice Bailhache, and Justice 
at force majeure meant 
rol of the contracting 
eneral terms of the contract— 
Supposing, said counsel, 
act, and not under an Act of 
howed that something which 


was unavoidable excused. the parties under the obligation. 
There was a case of the Industrial Dwellings Co. against the 
East London Water Co., where a supply of water had been 
refused. The Court there held that as the neglect was caused 
by drought 16 was an unavoidable cause, as the water com. 
pany had done its best to afford the supply. In that case 
the Court of Appeal upheld the decision of the magistrate, 

Mr. Justice SaNKEY : Is there any diilerence between being 
prevented by a strike and being prevented because there js 
going to be a strike, or might be a strike? : 

Mr. ScHOFIELD said his submission was that there was not 
The Corporation had done its best under exceptional circum. 
stances, and it could not have avoided this. It made no 
difference because there was not an actual strike, because 
there could have been a strike if any compulsion had been 
used. 

Mr. Justice DARLING suggested that a man who undertook 
to do a thing because a pistol was presented at his head, and 
told that if he did not be would be shot, would have unavoid- 
able cause, but supposing, he asked, he was only threatened. 
would that be an unavoidable thing, or should he wait until 
he saw whether the man would shoot or not?? 

Mr. SCHOFIELD submitted that in this case, if there had been 
a strike, it would have resulted in ‘the stoppage of the 
electric light and consequent inconvenience throughout an 
enormous district. Where an obligation was imposed by Act 
of Parliament they were not in the same position as if the 
obligation were imposed by contract. .It had been suggested 
that the work might have been done by the unemployed. If 
the Corporation had allowed a strike to take place it would 
have been disastrous to a very large community. Ніз sub. 
mission was that the Hackney Borough Council had dome 
its best, and that there had been unavoidable cause. Ц 
Was impossible for the Council to avoid doing what it bad 
done. | : 

Mr. Harpy, for the respondent, submitted that the magis- 
trate's judgment was correct. On March 11th Mr. Dore 
paid £9 for laying on the light, and on the 15th he signed 
tbe contract for the supply, and after the whole of the con- 
ditions had been fulfilled the default took place. The 
appellants relied on the fact that there was force majeure. His 
contention was that the meaning of force majeure was some- 
thing not dependent upon the will of man. Аз applied to 
English contracts he said that it only applied to physical 
force outside the control of the contractor, and did not apply 
to threats merely. In this case all the work had been done 
except making the connection between the outside and the 
inside wires. What the Electrical Trades Union meant was 
that all should join the union, but there was no euch fore 
majeure ав the appellants contendéd. Supposing a man had 
been dismissed for refusing to. obey orders, there were plenty 
of skilled electricians out of work to take his place; more- 
over, there was no evidence that the man would have been 
dismissed. His contention was that a reasonable anticipation 
of a peril was not a force majeure. There was no evidence 
that any force was used or intended to be used. 

Mr. Justice DARLING said the Court had come to the con- 
clusion that the application could not be allowed. In f 
judgment the magistrate was right in law. He had foun 
that work up to a certain point had been done by men who 
were not members of the trade union. Everything had been 
put into Mr. Dore's house, making it ready for the a 
tion, and when that came to be done the Counci 
would not connect because persons had been employed who 
were not members of the trade union. If the work of cat 
necting the main had been proceeded with, the result wou 
probably have been that the union would have given 115 
to the men to terminate their engagement. The Нас y 
undertaking was responsible for the supply of electricity 
a wide district, and the result of a strike would have 
disastrous. The case was very near being a oe 
majeure, but not quite, and the appeal must be dismiss: ш 

The other judges concurred, and the appeal was dismis 
accordingly. 


HAMILTON v. MaRCONI'S WIRELESS T'ELEGRAPH Co., a 
IN this action, which was in Mr. Justice Bray . Mr 
day, to be heard by his Lordship and a special ШУ he 
Douglas Hogg, K. C., appearing for the defendan | Rud 
for an adjournment. :.He said the application was no s | 
һу the plaintiff. The action was brought for the uad only 
an agreement on the ground of fraud, and that pes d hoi 
issue when the pleadings were closed. The case 8 e hy Mr. 
a year ago. On November 4th an order was ma nend hi 
Justice Lush in Chambers allowing the plaintiff 11105 | 
statement of claim by adding a claim for a dec tnu ( 
the agreement was illegal and void, as being 15 nt Wu 
trade. That, said Mr. Hogg, was an entirely | 23 005 ani 
Defendants had put in a reply traversing that a Ў jnforme 
Mr. Justice Lush, as a condition of leave to on А plication 
plaintiff that he must not oppose any reasonab e ар or his 
for an adjournment. Counsel explained the hn should be 
application, and suggested that the ао 
for four weeks, to give time for mutual discort ti hearing 

Mr. Wilfred Lewis, for the plaintiff, agreed. an 
was accordingly adjourned for & month 
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'CORRESPONDE NCE. 


Lettera received by us.after 5 P.M. ON TUESDAY cannot appear 
until the following week. Correspondents should forward 
their communications at the earliest possible moment. No 
letter can be published unleas we have the writer's name and 
address in our possession. | | 


Telephony—or Telepathy? 


Regarding the telephonic episode во interestingly narrated in 
the ELECTRICAL. REviEW by your correspondent T. W. Best, 
and already the object of amusingly apt editorial banter, may 
I be permitted to suggest an explanatory theory? 

First of all, however. it isa pity that nobody seems to have 
thought of verifying and corroborating the alleged occurrence 
by some kind of systematic reconstruction of an affair seem- 
ingly so puzzling as far as audition at the country house tele- 
phone and speech in the park glades are concerned. 

The explanation, I think, is this :— ' 

1. The telephone line through the park is faulty, If earth 
is used in the country house, there is, somewhere in the park, 
leakage from the single line to earth. It a metallic circuit has 
been adopted, there is, somewhere in the park, leakage be- 
tween the two wires. 

9. The electrically variable fault, whatever it mav have been 
— whether caused by a stag fight or by a clumsily driven nail— 
is acting as а microphone. ‘The fault, varying under the vibra- 
tory impact of any loud and emphatic speech in ite immediate 
vicinity, causes similar variations in the current induced by 
the telephone magnet in the country house telephone. 

.Here. apparently, is а unique instance in which Dr. Bell's 
beautiful and simple telephone has been acting simultaneously 
ав x transmitter and as a receiver. 

Here, too, may be not only a basis for a new system of 
fault localisation, but we are here confronted by a chain of 
happenings Дон golden gne for е:абогайоп by any up- 
to-date novelist. 


London. 
November 14th, 1921. 


E. Raymond. Barker. 


Cheaper Postage. 


I have read your leader with much interest. 

You will be aware that considerable. pressure is being 
brought to bear on the Postmaster-General, and that he has 
entrenched himself behind a statement to the effect that, while 
he is anxious to meet the present demand for cheaper post- 
age, he is unable to do so without asking for a State subsidy 
to cover the consequent loss. 

A deadlock is thus reached, and the time is opportune for a 
complete investigation of the proposal that the token value of 
the penny should be increased by 20 per cent., thus making 
it represent one-tenth instead of one-twelfth of the shilling. 

Given a penny of this higher value, the following postal 
concessions would be available without calling upon the State 
for any subsidy :— | 

1. The postcard rate could be restored to one penny by 
a reduction of W per cent. from the present charge as com- 
pared with 334 per cent. if made in terms of the present value 
of the pennv. 

2. A revised inland letter rate of lid. would represent an 
actual reduction of only 10 per cent. from the existing 2d. 
rate, although the public would attach considerably more 
value to the concession due to the continued use of the exiet- 
ing copper coins. From the G.P.O. point of view this reduced 
rate would be augmented by the increased value of the half- 
penny, which could still be charged for every additional 02. 
or fraction thereof.” 

3. The restoration of the 44. rate for printed matter could 
be secured at a much earlier date if the jd. represented a 
value 20 per cent. higher than its present value. 

1. The restoration of the 24d. foreign postage would involve 
no reduction from the existing charge of 3d.. since 24 high- 

value pence would be exactly equal to 5 existing pence. 

5. Increased revenue micht be earned by the telegraph de- 
partment without any alteration of the existing rate of 14. 
per word. 

б. A smaller number of coins would be required for tele- 
phone call-boxes. 

The position in the matter of postage rates is an object 
lesson of the difficulties confronting all other penny-basis in- 
terests. 

The public, being poorer, will no longer рау lid.. and the 
producers cannot afford to restore the original penny price. 
The high-value penny would provide a price stage payable 
in one coin about rnidway between these two extremes. 

. Harry Allcock. 
‚ Manchester. { 
November l4th, 192]. | | 


66 


Electricity in Isolated Bulldings. 


With reference to the letter appearing in the ELECTRICAL 
VIEW of November llth, written by Mr. К. Е. Long under 
the heading of Electricity in Isolated Buildings," the read- 
ing of this leads one to the impression that he is strongly 
opposed to the entirely hand-operated sets (what he terms 
older and obsolete plants); also he gives the impression (to 


the man who ів not in touch with the trade) that the auto- 
matio plant is much cheaper both in first and running cost. 
Here we would state that we are manufacturing @ plant which 
is hand-operated, is equipped with a slate switc board ton- 
taining the standard switchgear, which is necessary for the 
efficient control of a battery chargin ee and lightin system, э 
low-speed paraffin engine, low-speed ‘dynamo (al mounted, 
including switchboard, on a strong cast-iron bed), and” an 
open-top glass cell battery at a price which is approtimately 
£25 cheaper than the cheapest semi-automatio set аё present 
on the market; also the running costs for fuel аге 25 per cent. v 
lower: than other plants we have had experience with. ` 

It is evident that there are other gentlemen who are tempted 
to write when they have '' insufficient knowledge of the trend 
of present-day products." Не also states the fact that the 
semi-automatic sets are still being boughs i is proof that they 
are still wanted,” but this is not proof that they have ‘won 
the day over the hand-operated set, as {һе former have not 
been on the market sufficiently long to prove their absolute 
reliability. Further, it only needs a little thought to realise 
that the battery is ‘subjected to the most severe stress when 
it is least capable of withstanding it; this happens, of course, 
when one wishes to start the set up, and the battery’ is al- 
ready in a discharged condition. Also, even with the semi- 
automatic set, the human element has to intervene when it is 
necessary to give the battery the periodical topping charge 
which is essential to its long life. 

e is also a further saving with the hand-operated set. 

in the life of the lamps: here one can regulate accurately 

ilie voltage on the line, but with the semi-automatic set the 
voltage attains & value 30 per cent. above that for which the 
lamps are designed ; therefore the result is quite obvious. 


, E. Smith. 

| Pheniz Ironworks Co. 
Littleborough. 

November 14th, 1921. 


A Dynamo Problem. 


I should esteem it a favour, if you would kindly ойег а 
suggestion, through the medium of your journal, that would 
overcome the following trouble. 

Two identical dynamos, 220 V. 90 amp., compound ghunt, 
d.c.. direct driven. аге run singly or in parallel. according 

to loads. These machines give a fairly constant voltage from 
5 load to full, with & small rheostat adjustment of from 2 
to 6 notch (there being 24 stops in all) : 

One of them, however, has recently developed the contrary. 
viz.—As load increases, voltage decreases, and vice versa, 
to such an extent that from 50 to 80 amp. regulator has to be 
put over from 6 to 20 stop, with the adverse effect, of lessened 
amperage, and apparent over-load on engine, and to attempt 
to move the shunt regulator any further aggravates the 5 8 
There is no undue beating of windings, armature, or field, or 
heavy sparking, and the speed remains the same. Thanking 
you in e of a тоша suggestion. "e 

| Electron. 

November 5th, 1921. | 


[Our correspondent has since advised us that : — 

(a) Neither series nor shunt windings have been reversed. 

(b) Brush position has not been changed. 

(c) Insulation to earth of whole machine is 2 megohms. 

(d) System is 2-wire with both poles insulated. 

(e) The machine gives the same results when running on 
a water load. 

Can any reader make a suggestion ae to the cause of the 
trouble?—Eps. ELEC. Rev.] 


The Design of Switclies. 


In view of the disparity in the size of switches supplied by 

manufacturers for an equal carrying capacity, I should be 
pleased if any of vour readers who have had experience in the 
manufacture of electrical accessories would be kind enough to 
state the generally accepted standard ої contact area for unit 
current. 

Seager. 
November 14th, 1921. 


The E.P.E.A. and the E.T.U. 


The attention of my Committee has been drawn to the 
statements in the technical Press ae to what happened at tho 
ineeting of the National Joint Board with respect to un agree- 
ment between the Electrical Power Engineers’ Association 
and the Electrical Trades Union. ‘The facts of the case are 
these: An agreement was entered into between mv organi- 
sation and the Electrical Power Engineers’ Association, pro- 
vided that agreement could be arrived at on lines of demar- 
cation of membership. Agreement has not been reached on 
the said point, and, therefore, there is no agreement between 


the two bodies. 


I have asked our General Secretary, Mr. Rowan, to confirm 
this statement. 
W. J. Webb, 


London Dist rict Sos retary, Flectrical Trades Union. 
London 
November 11th, 1921. "c 
y 
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The Durability of Lead-covered Wiring. 
Т have noted with considerable interest: the several letters 


which have appeared in your columns on the above subject. 
May I say that, with reasonably extensive experience ot the 
well-known lead-covered wiring systems, I cannot think of 
any trouble having occurred, except from direct mechanical 

mage. | | 
E че with Мг. Alldread that efficient bonding and earth- 
ing are essential, and on one or two systems, notably that 
designed by Johnson & Phillips, it might be said that in- 
efficient bonding is almost out of the question. н 

I would certainly say with '' Contractor's Foreman that 
solid-drawn conduit and high-grade v.i.r. provide the most 
reliable job, but here comes in the strong point of the lead- 
covered system, that is, reasonably high efficiency at a very 
moderate cost. | 
In vour advertisement columns recently an advertisement 
appeared which illustrated a 99 descriptive of a wiring 
system, and suggested: ‘Apply for this booklet and get 
busy. At the present time one can often persuade a poten- 
tial consumer to go ahead after the economy of the lead- 
covered system has been demonstrated, whereas the higher- 
priced, but more desirable, conduit job would have had to wait 


ter ti ; 
for better times Contractor. 


November 8th, 1921. 


The recent correspondence on the subject of the durability 
of lead-covered cable has been very interesting and instruc- 
tive to one who is engaged in the testing and inspection of 
all classes of installations. | 

There is no doubt whatever that only the best quality of 
C.M.A. lead-sheathed cable and fittings should be used. The 
bonding at fittings and to earth should be very carefullv 
carried out, with a view to the efficient maintenance of 
a low resistance path to earth for any leakage current. Many 
installations at the outset give a good bonding test, but what 
result would be obtained, sav, three years after the installa- 
tion was completed? In this connection, the advantage of 
having а regular inspection made of the installation by an 
approved company will be apparent to all users of electricity, 
whether for lighting or power purposes. | 

The writer recently came across an installation wired with 
a new type of lead-sheathed cable, consisting of a sheathing 
of very thin sheet lead, merely wrapped round the cable with 
a longitudinal lap joint, and covered with a spiral armouring 
of aluminium strip. As this cable has no solid-drawn sheath- 
ing, it cannot be claimed that it is suitable for any but very 
dry stations, and, moreover, this type of cable will stand very 
little bending without cracking the eheet lead covering. The 
difficulty of satisfactorily bonding this cable to fittings is very 
real, and unless the aluminium strip is very carefully finished 
off there will be a danger of earthing switch and ceiling 
rose terminals. Another point in connection with this tvpe 
of cable is the possibility of electro-chemical action taking 
place between the lead sheathing and the aluminium ar- 
mouring. As aluminium is electro-positive to lead, under 
certain conditions, electro-chemical action would be inevit- 
able. Altogether this type of cable appears to the writer to 
be a very unsuitable one for house wiring purposes. 

A lead-sheathed cable should certainly have a solid-drawn 

sheathing, and the durability of such a cable manufactured by 
a reputable firm cannot be denied. 
The sheathing of the cable of the various wiring systems is 
not of pure lead, but of a lead allov. in order to obtain a 
stiffer cable, and one less liable to sag from ceilings and walls, 
but the durability of this alloy will probably not be equal to 
that of lead in any but very dry situations. 

It should be obvious to engineers that unless lead-sheathed 
enable is enclosed in tubing when fixed in plaster, in the event 
of a fault developing in that particular circuit. it would be 
impossible to re-wire the circuit without damaging the plaster, 
hence the necessity for such a rule which is found in many 
wiring regulations. 

Inspe : 

Manchester, one 

November th, 1921. 


. Being a constant reader of your paper. and being interested 
in the discussion appearing therein regarding lead-covered 
wiring, I wish to give my personal experience with it. 
|. Having for some time used continually Henlev's lead- 
covered wire, and having found this wire faultless in what- 
ever situation installed. I cannot see why this system of wir- 
ing should be doubted for general use with reliabilitv. 
One great point I have found is that wire bought on reels 
is much more satisfactory than that bought loose, or rather 
wrapped round with canvas. Only a few weeks ago I wanted 
ta try another maker's wire, and when I received it I found 
Xt so badly kinked and knocked about in transit that | at 
once altered my mind. A contractor also knows from exneri- 
ence that lead-covered wire requires more careful handling 
than апу other wiring system, and finding it hard 
to vet hold of a man to be trusted with it, one is at his wit's 
end to know what to do. | 

Т have found тапу bad cases relating to bad workmanship 
same of which I give, for instance : ~ SUUS 


(a) Joint boxes omitted under floors, etc., in which cases 
ordinary ceiling roses or cut-outs are substituted, or simply 
taped connections made without even soldering or using por. 
celain connectors. 

.(b) Insufficient saddles or fixing clips used, especially on 
ceilings or places where the wire has to hang, this kind ot 
thing resulting in loose loops, which undoubtedly tends to 
strain the lead sheathing. 

(c) Places where the wire or wires have to follow some 
ornamental picture railing or the like, and are bent во acutely 
that the lead sheathing has kinked or even cracked, which 
afterwards generally results in the sheathing making contact 
with the internal wires. 

(d) Lead case not sufficiently bared off at ceiling roses or 
switches, and having been pierced with the fixing screws of 
the block itself. 

(e) In damp and exposed situations iron nails have been 
used, these rusting and setting up electrolysis, and very soon 
causing failure altogether. 

(/) Contact with iron gas or water pipes, these pipes being 
rustv or corroded. 

(g) Wiring let into walls, etc., without some metallic pro- 
tection against damage, such as nails being driven into the 
walls for pictures. | 
. (А) And finally, no earth connection made to lead sheath. 
ing. nor even continuity of the sheathing itself ensured. 

These faults, when found and witnessed by the consumer, 
soon convince him that the system is in no way perfect, 
and this kind of thing soon spreads to the would-be con. 
sumer, not encouraging him to install lead-covered wire. 

I consider that there is no excuse for this neglect or bad 
workmanship, because if one takes advantage of the Henley 
svstem for instance (which provides the suitable metallic 
sheathing and all requisite fittings), he will eee that it is as 
good, if not better, than any conduit system, provided 1 15 
installed by a competent electrician. 

For neatness, in my opinion. there is nothing to come up 
to lead-covered wire, and it is by no means expensive. | 
should like finally to say that I could personally show people 
installations wired bv myself with Henley's system, that have 
been in use for some considerable time, and have never given 
me or the consumer апу trouble. 

W. A. Allwright, — 
Electrical Engineer. 
Lewes, Sussex, | 
November 14th, 1921. 


A Change-over from d.c. to а.с. 


It will be interesting to have the experience of engineers 
who have changed-over single conductors, lead-covered, from 
Ч.с. to а.с. One would expect that the induced currents in 
such wiring would cause trouble, and even the possibility of 
the heating of the covering. Possibly where the current ш 
the wiring is small, say, an ampere or under, the effect may 
be negligible, but one would expect that in circuits run for 
fires, &c., where the currents are heavy, the chances of 
trouble would be greatly increased. 

Eis opinions of those who have gone into the matter would 
oblige. | | 


| Lead Covered. 
November 10th, 1921. 


A New Dynamo. 


We are rather surprised at the contents of one of your 
leading articles in your issue of November 4th, headed “A 
New Dynamo." On the report vou gave the writer made а 
special journey to sec this dynamo, and considers your report 
misleading ; in fact, we do not think it a practical proposition. 
Even if it could be constructed on commercial lines, it does 
not require much tine to prove that it would merease the 
cost of building rather than decrease it. The weight ot the 
machine must be greater, not less; the motor cannot be run 
faster, at present, than the standard design permits; and the 
etiiclency must be considerably lower. | 

All the above remarks are compared with modern practice 
on interpole motors and dynamos. 

W. F. Higgs, 


Higgs Brothers. 
Birmingham. 
November Lith, 1921. 


[We regret that Mr. Higgs considers his journey wasted; 
we. however, are not responsible for that. Our article WP 
written in the conditional mood throughout, and A | 
cated that the invention was in the experimental stage. Y 
passing, we would point out that the machine can be seen Dd 
by invitation of Mr. Sayers, and is not open to public ҮҮТ 
tion; it is regrettable that Mr. Higgs should have pU Ea 
subjected it to adverse criticism after a private inspection. ап 
ing that the inventor is debarred from divulging details 
refuting his criticism at the present stage. the 

With regard to.the merits of the invention, apart a0 pen 


fact that Mr. Saxers is a dynamo designer of over ted thé 
experience, we have ourselves thoroughly Inspec we 
and while 


models, and the designs for larger machines, anc "oo, 
have foreseen difficulties, which had not escaped the invento 
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notice, we believe the device is well worth trying on a larger 
scale. We understand that some of the manufacturing experts 
who have had a private view of the invention have paid two 
and even three visits, showing that thev, at any rate, did not 
consider their first journey wasted. So many devices which 
were condemned in their early stages have proved practical 
propositions ’’ that it is risky to dismiss new ideas off-hand.— 
Ens. ELEC. REv.] 


The I. E. E. Informal Meetings. 


[ am sorry to notice: in your current issue several in- 
accuracies in the leaderette on the subject of the Informal 
Meetings Section of the Institution. This leaderette contains 
certain misstatements which I should be glad if you would 
correct in your next issue, as otherwise the article in question 
is likely to do harm to the movement, and this. I feel eure you 
would not wish. А . 

In the first place, you indicate that the meetings will be 
held in the " dignified surroundings of the theatre of the In- 
stitution.” The meetings will actually be held in the tea 
room, where smoking, as hitherto, can be allowed. 

The Committee has not relaxed the rule (made by the Coun- 
cil) that there shall be no publication of the speeches made at 
these informal meetings, and the appointment of a member to 
supply an official summary to the Press was decided upon in 
order that the Press might be relieved of the responsibility 
for publishing anything which the Institution might prefer 
should be withheld from publication. 

The conduct of the meetings will be exactly as hitherto. in- 
cluding the break for refreshments during the discussion. 
This. I think. was amply proved by the meeting held last 
night, and will be confirmed on reference to any member of 
your staff who may have been present. 


There is no desire or jntention on the part of the Council 
or the management of the Informal Meetings Section to make 
the meetings of this Section more formal and consequently 
less likely to serve the purpose for which they were instituted 
than when the meetings were, of necessity, held away from 
our own building. | 

I will add that I am, at all times, ready to give апу represen- 
tative of the Technical Press correct information regarding the 
proceedings of the Informal Meetings Section of the Institu- 
tion. 

F. Pooley. 
Chairman, Informal Meetings 
Section, I. E. E. 


Westminster. 
November 8th, 1921. 


[Mr. Pooley has evidently misunderstood tbe purport of our 
leaderette; it was obviously written to prevent harm to the 
movement, which has nowhere received more wholehearte«d 
support than in our columns. In vindication of our com- 
ments, we may point out that the '' Informal Meeting of 
January 24th last was held in the theatre of the Institution 
of Civil Engineers, with Mr. Pooley in the chair; if, as is not 
unlikely, the meetings at headquarters become too large for 
the tea-room, they will no doubt be held in the theatre. The 
receipt of an official report of the ast meeting, comprising 
some 900 words, and summarising the remarks of seven of the 
speakers besides the President's. confirms our reference to the 
relaxation of the rule of No Publication of Speeches." The 
Press was well aware of the rule, and sc far as we know, had 
no desire to be relieved of the responsibility for publishing 
reports which it did not intend to publish. For the rest, we 
expressed the hope that the Committee would jealously safe- 
guard the amenities of these informal meetings; that hope we 
continue to cherish.—Eps. ELEC. R£v.] 


BUSINESS NOTES. 


Bankruptcy Proceedings.—FREDERICK ALFRED STANLEY 
WoRMULL, 273, High Street, Lewisham, trading as the 
Lewisham Electric Wiring Co., electrical engineer.—The first 
meeting of creditors was held on November 8th at 29, Russell 
Square, W.C.1. The causes of failure. as stated by debtor, 
were heavy administrative expenses, lack of proper вирег- 
vision of outdoor staff, losses incurred through inaccurate 
tendering for contracts carried out, together with the general 
trade depression. In January, 1919, with a capital of £200, 
he started business in the name of the Lewisham Electric Wir- 
ing Co., at 273, High Street, Lewisham (rental £50 a vear), but 
from accounts prepared by an accountant the business was 
carried on at a loss of £707 to December 3lst, 1930. The 
estimated trading loss since that date was £1,049. The first 
legal process issued against him was in February, 1921, and 
at the date of the receiving order five creditors for £103 had 
obtained judgment. e unsecured liabilities included 
42.584 to the debtor’s wife for cash advanced, apparently for 
the purpose of the business; £33 18s. dd. to other cash 
creditors, and £144 12s. ld. to trade creditors. The state- 
ment of affairs showed gross liabilities £2,834, of which 
£2,762 was expected to rank. The net assets were estimated 
to produce £260. thus showing a deficiency of 42.502. The 
case Was left in the hands of the Official Receiver. 

J. OWEN (J. Owen & Sons), electrical engineer. 186, West- 
combe Hill, and 3, The Grove, Greenwich, S.E., electrical 
engineer.—Receiving order made November "th on debtor's 
own petition. First meeting November 18th at Russell 
Square, W.C.1. Public examination December 20th at the 
Court House, Greenwich, S.E. 

JOHN Epwarp Аро!рн Brapevry, II. Dean Park Road. 
Bournemouth, Hampshire, director of companies.—The 
adjourned public examination of this debtor was held recently 
at Bournemouth. The statement of affairs showed liabilities 
amounting to £9,367, and assets amounting to £652, leaving 
а deficiency of £8.685. The debtor attributed his failure to 
depreciation in the value of shares, and losses in connection 
with an electrical supply business with which he was con- 
cerned, Ke. The debtor started a venture called tbe Elec- 
trical Goods Supply Co., and he was joined bv another. 
debtor finding £960. The debtor alleged that while he was 
4wav in April of last vear he lost quite £1,205. After ques- 
tions had been asked the examination was adjourned. 

GEORGE WILLIAMS ENDALL, trading as Endall & Co.. Canal 
Motor Works, Canal Bridge, Church Street, St. Helens, 
Lancs., electrical, mechanical. and automobile engineer.—The 
public examination of this debtor was held on November 7th 
at Liverpool. Debtor was ordered to amend his deficiency ac- 
топі, and the examination was adjourned. 


Dissolutions of Partnership.—SHEFFIELD ACCUMULATOR Co., 
Broom Street, Sheffield.—Mr. W. T. Baldwin and Mr. 5. S. 
White have dissolved partnership. Mr. W. T. Baldwin will 
attend to debts and continue the business. 

SLATER BROS., Electrical Engineers, 95. Dickinson Street, 
Manchester.—Measrs..T. G. Slater and G. Slater have dis- 


solved partnership. Mr. T. G. Slater will attend to debts, 
and continue the business under the sume style. 


Receiver Appointed.—S. Gituitr & Co., LTD., electrical à 


engineers and contractors, 33, Groat Market, Newcastle-upon- 
Tyne.—Mr. A. E. Dees has been appointed receiver on behalf 
of the debenture holders, and is at present carrying on the 
business in that capacity. 


Trade Announcements.—The Belfast depót of the Edison 
Swan Electric Co., Ltd., has now been removed to more 
commodious premises at 41, Chichester Street, and all com- 
munications for the branch should be sent there. 

Mr. A. R. Fox has commenced business as an electrical 
and mechanical engineer at 19, Lowden Avenue, Chippen- 
ham, Wilts. He wishes to receive catalogues and price liste. 

Mr. E. FvccrE has been appointed manager of the elec- 
ш business of Wellman Brothers, 57, St. Leonard's Road, 

правог. 


Catalogues and Lists.—Messks. BrLLING & Co., Derby Road 
Works, Edmonton, N.1&.—A large coloured poster depicting a 
lady warming herself at a Belling ` fire. | 

MR. J. B. Repkin (representing Sprecher & Schuh Co.. 
Switzerland), 2124. Shaftesbury Avenue, W.C. 2.—List No. 1, 
giving illustrations and dimensions of quick-and-slow-break 
knife switches. Priced in Swiss francs. : 

THE MIkRLEES Watson Co., LTD., Scotland Street, Glasgow. 
—B Sheets 1,751 and 1,752, illustrating and describing, respec- 
tively, a multi-injector air pump and a surface condenser. | 

Messrs. SiemENS Bros. & Co., Ltp., Caxton House, West- 
minster, S. W. I.— Pamphlet 730a, illustrating and describing 
luminous signalling apparatus for power stations, &c. 

Messrs. Ferranti, ILrD., 180, Fleet Street, E.C.4.—Leaflet 
MTG/508, giving examples of castings in No-Mag ” non- 
magnetic iron. . | 

THE GENERAL ErkcTRIC Co., Lro.. Magnet House, Kingsway, 
W.C.2.—Three leatlets, No. 2.659, giving particulars, with 
illustrations, of the G.B.C. . showroom service: and Nos. 
К 2.646 and 2.600, lists of revised. prices of fixtures. and 
accessories. | 

THE GLOBE ENGINEERING Co.. Lte.. Perseverance Works. 
Brighouse.—List No. 3, giving illustrations. dimensions, and 
prices of protected type a.c. motors and dynamos. 

WESTINGHOUSE ELECTRIC & MaNrractrRING Co., East Pitts. 
burgh, Pa.. U.S.A.—Contact, a magazine dealing with sales- 
manship in connection with electrical appliances. 

SWEDISH GrNEnaL ELECTRIC LTD., 5, Chancery Lane, M. C. 2. 
—Stock hst (No. 110) of d.c. and single-phase a.c. motors, 
and Stock list (No. 110a) of two and three-phase a.c. motors. 
Both lists are fully priced.. Also a descriptive list of electrical 
equipments for the printing and allied. trades. | 

Messrs. RravELL & Co. Ranelagh Works, Ipswich.— 
Pamphlet No. 100, illustrating and describing rolling drum 
type rotary air compressors and vacuum pumps. 

Beuu’s UNITED А<веѕтоѕ Co., LtD., Southwark Street, S. E. I. 
—An illustrated folder giving examples and descriptions of 
several kinds of asbestos insulating compounds. 


———— Ree аралы E 
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. Electric Cooking at Glasgow. As we recently. announced, 
the Cor poration Glasgow has, in order to encourage the 
use of electricity in the home; decided to hire out certain 
domestic apparatus, includnig: electric: cookers. A batch. of 
them has. just been completed and dispatched to Glasgow; 
they are of the No. 90 type manufactured. by the Jackso 
Electric Stove Go., Ltd. Details аге as follows 
The whole: outfit is heavily constructed of cast iron and 
steel. The‘oven has an actual cooking space (not total size 
of the oven, which is often given and is misleading), of.141 
in. high, 193 in. wide and 15 in. deep. It is loaded to 1,600 
wWits with three-heat regulation. The oven is double-cased 
and lagged on all sides, including the déor: "The switch is 
fitted in a convenient position and is arranged for three-heat 
regulation. ssi fu PME aa 

The hob, which is mounted above the oven, contains two 
open-type boiling plates, each with three-heat regulation, and 
a grill loaded to 1,500 watts, with a single heat. ` | 

There is no mica of any description employed in this cooker. 

There are no loose leads, beaded wires, or asbestos-covered 
wires; all connections are of the solid rod type mounted on 
porcelain insulators—in fact the connections resemble the 
back of an ordinary switchboard. The leads, therefore, need 
no further attention ance they are built in position, the only 
adjustments that may be occasionally necessary are the ele- 
ments, these being extremely simple to replace. The hob 
lifts without the necessity of undoing screws or bolts, and an 
element can be.replaced by an unskilled person. The boiling 
plates consist of three elements which are connected as fol- 
lows :— On full heat each element is in parallel. On medium 
héat the two outside elements are in parallel. On low heat the 
centre element is in series with the two outers. , This ingeni- 
ous method causes an out.of balance current from the centre 
element which glows a dull red, the two outer elements being 
black although under heat. 
"Should an element fail it 15`а simple matter to wind a 
new spiral on the existing former at the cost of а few pence; 
one element being out of commission does not affect the other 
two. Large quantities of liquid can be deliberately thrown 
over these elements when glowing at full heat, without frac- 
ture or damage, and the cookers can be subjected to & flash 
test of 2,000 ‘volts to earth. KT | ds «i 

The fuses of each section are fitted above the switches and 
are of the D. & S. Home Office type. 

During the last two weeks of October, 173 No. 20 cookers 
were dispatched by the makers for various hiring and housing 
schemes in this country, and over 40 of the No. 21 type. 

The dimensions of the No. 20 cooker complete are: 34 by 
268 by 213 in., and its net weight is 234 lb., that of the hob 
only being 86 Ib. . o 7 ue 


Store Lighting.—The accompanying illustration shows a 
very effective lighting scheme which has been carried out by 
Messrs. F. Sage & Co., Ltd., at the Galeries Lafayette, 
Regent Street, W. The illumination is provided by Osram 
lamps: sunk in elaborate plaster mouldings, and іп this way 


‚Ак * OSRAM ” LIGHTING SCHEME. 


the lighting forms an integral 
І | | part of the sch a- 
pone In order that the effect should not he marred d ин уаш 
rilliance, each lamp was specially tested. Over 15.000 20- watt 

| and 1,000 40-watt lamps were used in this scheme. 


Social Events.— Messrs. S. Charl th 
ham, held their annual dinner on November Oth ei the Café 
were daly honored. 4 vier d, and “Һе Visitors" 

dul. . А whi rive 
remainder of the evening was 1 ae po dance Ps 


Shoppers are shown that it is possible with an, ee. 
washer to get through а week's washing for а family 0 


Unemployment.— The latest available returns of the num. 
of persons unemployed show a further increase for the 
week ended November 4th. Upon this date the tatal wag 
1,722,800, as against 1,611,476 upon October 28th. The 
increase 18 again said to be due to re-registration for benefit 
by those whose previous term had expired. On October 
28th workers on short time numbered 951,606, a light 
decrease for the week. л ORS 


Our Foreign Тгайе,.—ОстовЕв Ficures.—The following 
were the values of imports and exports of electrical goods and 
machinery during October, 1921 :—  . 


n Inc. or dec. 10 months, 1921 


i | Inc. or dec, 
Imports,— £ £ £ 
Electrical goods an | | 
apparatus 309,024 . — 130,292 +373,565 
Machinery  ... s ‹ 40,493 — 1,419,791 — 1,009,856 
- Exports.— | 
Electrical goods ani 
apparatus 894,196 -164,577 42.477.708 
Machinery | 11,747,650 - 508,676 714, 862,664 
Re-exports.— 
Electrical goods and | 
apparatus... ce 11.133 — 9,922 + 73,543 
Machinery 90.742 - 87.464 ~ 323,344 


Trade Conditions 1. Western Canada. Н.М. Trade Com- 
sioner in Winnipeg (Mr. L. B. Beale) reporting to the De 
partment. of Охе": з Trade on the trade conditions of 
Western Canada. ав at the beginning of October, in dealing 
with general hardware, states that '' British manufacturers 
are regaining their pre-war trade to Canada by going after 
the business, visiting the Dominion and giving the market 
just what it wants at a competitive price. at is equally 
important, British manufacturers are now securing trade 
here in lines never before. exported to Canada, but in which 
the U.S.A. held practically а monopoly. The importing hard- 
ware traders of 
our success, and would welcome still more aggressive methode 
on our part, which undoubtedly would reap the reward of 
greatly increased business." Of general trade conditions, 
Mr. Beale reports that while they remain quiet at the moment, 
the indications are that business has improved during the 
past few months and that better times are ahead. — 

The period of transition offers a good: opportunity for 
British manufacturers to enter the market. With the appre- 
ciation of the American dollar and the depreciation of the 
pound sterling, and the ready willingness of United Kingdom 
manufacturers to suit the ‘market's requirements, Canadian 
business men are looking to the United Kingdom to supply 
their wants. In the last few months ample evidence of this 
fact has been afforded, and inquiries for British sources of 
supply of goods, previously obtained from the United States. 
are on the increase. The United States Emergency Tariff Act, 
by its effect on Canadian export trade, has done nothing to 
improve the trade sentiment between the two countries. 
The Canadian business man is prepared to welcome British 
manufacturers in the West, but it is essential for British 
manufacturers personálly to study the market, апа make in 
effort to supply its requirements. M m 

So important is the general development of British Co- 
umbia considered by the Dominion Government, that 4 
branch of the Department of Trade and Commerce has been 
opened in Vancouver to study and make à complete survey 
of every feature of export trade on the Pacific Coast. 


E. D. A. Activities.— The aim of the. latest pamphlet 
(E.D.A. No. 215) published by the British Electrical Develop- 
ment Association is to emphasise the great gulf between 
good and bad lighting. It is pointed out that the incorrect 
use of electricity for lighting is likely to lead non-users to 
consider it inferior to other agents in this respect. Ihe 
front of the pamphlet depicts three methods of lighting ш 
contrast—good, bad, and indifferent. | 

We are reminded of the imminence of Christmas by another 
bunch of pamphlets from the E.D.A., which advocates elec- 
trical presents in an attractive way. Two of the leaflets are 
in verse which, while not exactly Miltonian, presents a g 
case for electricity. In one of these the democratic nature 
of electricity is made plain by the lines :— ‘‘ And brings 7^ 
vokel and ye squire close to ye central station." 


Local Electrical Exhibitions.— Messrs. Cross BROS.. LI. 
a Cardiff ironmongery firm, have opened а new depar t 
devoted to heating, lighting, and electrically-operate labour- 
saving devices for use in the home. Demonstrations are given 
of the utility of electrical washing machines, cooking ranges. 
tea and coffee urns, radiators, vacuum cleaners, } 


lectri¢ 


six in one hour. 


l The demonstrations attracted large crowds 
nf visitors. | | | 


Commencing to-day and continuing to December ord, 
the Newcastle-upon-Fyne Electric: Supply Co., Ltd., is pd 
buting largely to & '' Housing and Ноте Life Economy 27 ч 
bition ” at Newcastle. Other firms exhibiting electrical ЭРР 
ances are Messrs. Siemens Bros. and Go., 14@.; The Normen 
Steel & Hardware, Ltd., of Manchester, and three local iii 
5 & Coleman. Gray: Bros., and Electrical m 
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Foreign Electrical Engineers Invited to Russia.—It is 
stated in a North Russian paper that foreigners who have 
worked in Russia in the electrical industries and subsequently 
left the country, if they wish to return to Russia to resume 
work, can be immediately admitted, and should make appli 
cation to the foreign representatives of the Russian Govern- 
ment in their respective countries in due form. 


Germans in China.— In his report оп the commercial situa- 
tion in China as at June last, Mr. Н. Н. lox, commercial 
counsellor a& H.M. Legation at Peking, says that the Ger- 
mans are gradually returning to China and picking up the 
threads of their former business; they are not, So tar as can 
be ascertained, trading under their own names, but are carry- 
ing on their business in partnership with Chinese.. German 
dyes and paints, needles, metals, drugs and sundries are be- 
ginning to appear on the Shanghai market, and it 1s reported 
that several important orders for machinery and electrical 
plant have recently been booked by German firms. . Germany 
has. recently purchased fairly large quantities of Chinese pro- 
duce, notably, ores, seeds and oils, but the business has been 
done through foreign firms owing to the difficulty the Ger- 
mans are experiencing. in financing their shipments. There 
is no doubt that the Germans, assisted by the comparative 
cheapness of their products, will gradually recover the share 
they held in China's foreign trade before the war, but the 
process will be slow, as they have lost valuable connections; 
the business organisations they had во laboriously built up 
have been shattered, and they have suffered a serious loss of 
prestige in the eyes of the Chinese.— Board of Trade Journal. 


Rubber.—At the meeting of the Institution of Rubber In- 
dustry, on Wednesday, Dr. Henry P. Stevens read a paper 
on Plantation Rubber, and dealt with the many difficul- 
ties at present associated with its handling and manufacture. 


Price Reductions.—The Swedish General Electric, Ltd., 
announces considerable reductions in the prices of Century ” 
single-phase repulsion induction motors. ? 


The Claim Against the Sydney City Council.—The recoin- 
mendation authorising negotiations with the English Electric 
Co., Ltd., with a view to obtaining а quotation for the 
supply of а 12,000 kW turbo-alternator and two rotary con- 
verters was amended by the City Council as follows: '' That 


tenders be invited for supply of the plant in the usual 


manner.” —Tenders. ; 


Book Notices.— Bulletin of the Cleveland Technical In- 
stitute.” Compiled and edited by the director and secretary, 
Edward L. Johnson, F.G.S., Vol. 1, No. 1, October. Middles- 
brough: The Institute. This is the first issue of a 
monthly periodical containing abstracts of the most 
Important scientific and technical articles published during 
the month. It is printed on one side of the paper only, to 
enable the items to be pasted to cards, to form an index. It 
deals with many subjects, including electrical engineering, 
fuel technology, foundry. practice, &c. =e 
The McGraw-Hill Publishing Co., Ltd., 6 and 8, Bouverie 
Street. E.C.4, has sent us a catalogue of technical and 
scientific books. This list gives the size and price of each 
book, with a brief review. of the contents. and the company 
expresses its readiness to send copies of the catalogue to anv 
who desire them. | 

Technologic Paper Хо. 199 of the U.S. Bureau of 
Standards, Method for Precision Test of Large Capacity 
Scales. Washington: Government Printing Office. Price 
5 cents. This paper outlines à method used for testing rail- 
road master and grain hopper scales. | | 

M. and C. Machine Mining." Vol. Т. No. 4. Glasgow: 
Mavor & Coulson, Ltd.. Price 6d., post free. This issue con- 
tains, inter alia, Notes on Coal-cutter Fitting °: a descrip- 
tion of universal headers or punchers " ; and aids to the 
erection of switchboards. 

Transactions of the South African Institute of Electrical 
Engineers. Vol. XIL, Part 9, September, 1921, Johannes- 
burg: The Institute. Price 2s. net.—This issue includes 
“ Notes on Radiography,” by Н. С. Symons, and discussions 
on several previously published papers. 


Wages Reductions in Sweden.—Notices were posted last 
week at the Ludvika works of the Svenska Allmanna Co. 
announcing wages reductions, as from November 14th, of 
15 per cent. for mechanics, and 20 per cent. for packers and 
warehousemen, while the salaries of officials will be curtailed 
-by 20 per cent. as from February 186 next. 


Insurance of Diesel Engines.—Thc amended arrange- 
ments made by the Insurance Committee of the Diesel Engine 
Users' Association for the insurance of Diesel engines against 
breakdown, including periodical inspection and reports by 
engineers having special Diesel engine experience, were re- 
ported at the last meeting of the Association. The standard 
form of policy which was adopted by the Association some 
ех years ago has been amended in some respects as a result 
of experience gained. 8 

A very important provision under the Standard Policy is 
that which provides for arbitration in the event of a dispute 
without having recourse to the expensive method of pro- 
ceeding under the Arbitration Act. 


less real control than in London. 


Я . ? : , РМ z 24 . 
Inquiries:—Evecrric Hot-waTer GEYSER.—À corfespondent 
asks for the manufacturers of epare parts for the electric 
geysers originally made by the British Electric Heater Co., of 
Glasgow, under patent 25,996/00. > etos "ae 
" Sunstone " ELECTRIC Bown FirrINGS.—À correspondent 
seeks the name of the manufacturer or supplier of these fittings. 


The Electrical Trades Union.—SusriNSION oF THE LONDON 
‘District COMMITTEE.—We have received а circular dated 
November 8th, 1921, which is signed by Mr. J. W. Ball 
(General President), and Mr. J. Howan (General Secretary) 
of the E.T.U., and states that after most grave considera- 
tion the executive has been compelled to suspend the London 
District Committee. This is the culmination of years of con- 
tinued violation of the constitution, and defiance of the 
authority of the Executive by the London District Committee. 
The chief reasons for the suspension are :— mE 

(1) Repeatedly instructing members to cease work without 

either consulting the members involved or obtaining the 
| sanction of the Executive Council. | | 

(2) Ordering etrikes without making the slightest attempt 

at preparation, as witness, Ponders End, Greenwich, 
and London shipping strikes. | 

(3) Breaking the rules by circularising branches time and 

again in defiance of the Executive Council. 

(4) Bringing the union and its officials into discredit Ьу 

publishing broadcast in the Electron statements and in- 
.. . &nuations, regardless of the rules prohibiting this. 

(5) Laying bare to the employers (whom it specially enjoins 

to read the Electron) the internal business of the union. 

(6) Conducting a campaign of vilification against officials 

and members who endeavoured to stop such irregulari- 
ties, as witness the cowardly attacks on ros. Morton 

: and Bussey, of the Station Engineer Branches. | 

(7) Compromising the union and its railway members by 

making an agreement with the National Union of Rail- 
waymen without authority, which agreement is now 
being used against the union in several districts. 

(8) Antagonising the station engineer members by making 
them the butt of every industrial dispute. 

(9) Destroying the financial etability of the union by reck- 

. Jess expenditure. Had other district committees 
followed this example the union would have been 
broken long ago. | 

(10) By its instructions debarring members from voting 

for or against amalgamation with other engineering 
unions. 

(1%) Committing the members to affilfation with the Red 

International despite the adverse vote of the branches. 

(12) Authorising the payment of strike committee fees far 

in excess of the rules, leaving members in other dis- 
tricts to fare as best they could.” 

А circular from the London D.C. purporting to be a reply 
to the Investigation Committee's report on the London district 
finance is alleged to “teem with gross untruths, scurrilous 
abuse, and vile personalities.” 

The District Committee is said to have antagonised other 
'trade unions by seeking to organise workers not even 
remotely connected with electrical work, and at  Ponder's 
End to have disgusted members so much that most of these 
left the union immediately the strike was finished. 

In no district in the union have the rank and file had 
The district committee has 
treated them with absolute contempt and disdain, and many 
-branches are in revolt.” | 

Pointing out that the next few weeks may decide the 
destiny of the Union, the Executive calls for the unwavering 
support of the members in general and the London members 
in particular to place the Union on a foundation of stability. 


For Sale.—Aldershot Urban District Council Electricity De- 
‘partment invites offers for one direct-coupled · 4-cylinder, 
135-kW Carel-Peebles Diesel set. E | 
{ * ' " 

The Neckar Hydro-Electric Works.—The Neckar. Works 
-Co., of Stuttgart, which has now commenced the construc- 
tion of hydro-electric works, has just raised a 5 per.cent. loan 


which has been over-subscribed, and amounts, as accepted, 


to 450,000,000 marks. With the ordinary share capital of 300 


‘millions and the contributions of 300 millions by the Reich 


and by Federal States, the total available capital exceeds 
‘one milliard of marks. ! ЫМ 


. Catalogues Wanted.—Messrs. Aspinall & Co., electrical 
engineers, 63, North Street, Lockwood, Huddersfield, wish 
to receive catalogues of lamps, domestic appliances, motor 
саг lighting and starting equipment, &c. 


The Batti-Wallahs’ Society.—At the luncheon held on 
Monday at the Holborn Restaurant, Mr. A. G. Deverill enter- 
tained the company by emitting ' sparks from Deverill’s 
Brush." The first informal evening of the Society took place 
at the Engineers’ Club, Coventry Street, on Wednesday. 


A New German Lamp Factory.—The Wolfram Lamp Co., 
of Augsburg, whose factory was destroved by fire, has ac- 
quired a new site for the erection of a works. which is to be 
readv in the middle of next vear, and to have a productive 
capacity of 3,000,000 lamps per annum. | 
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|. Ediswan Wiring System.—At the invitation of Mr. A. E. 
Smith, District Superintendent of the Edison-Swan Electric 
Co., Ltd., з party of 72, consisting of the leading electrical 
engineers of the district and their men, assembled at the 
company's showrooms at Hull, on Monday evening last, to 
hear and discuss a lecture on the Ediswan Wiring System by 
Mr. F. C. Raphael. Many practical points were raised in 
the discussion, which was wound up by Mr. Herbert Bell, 
O.B.E., the city electrical engineer, who expressed the opinion 
that some form of surface wiring system was essential in 
many cases to reduce the cost of electrical installations. 


Adjustment of Wages in the Electricity Supply Industry.— 
The following agreement with regard to the adjustment of 
wages, issued by the National Council for the Electricity 
Supply Industry on the 4th inst., has been circulated :— 

1. That the National Council adopt the principle of a 
sliding scale of wages, in accordance with the Board of Trade 
index figure of the cost of living as published monthly in the 
Labour Gazette. 

2. That the datum figure be 120 per cent. above the July, 
1914, figure, as published in the Labour Gazette. 

З. That the next wages revision shali take place as from 
November 15th, 1921, based upon the cost of living index 
figure as published in the Labour Gazette m October, 1921 
(110). 

4. That the next following wages revision shall take place 
as from January Ist, 1922, based upon the cost of living index 
figure as published in the Labour Gazette in December, 1921. 

5. That there shall be a three-1nonthly revision thereafter, 
based upon the average cost of living index figure as published 
in the Labour Gazette for the three preceding months. 

6. That the method of variation, up or down, shall be an 
increase ог ға decrease respectively of 4d. per hour for every 
completed six points, calculated from the datum figure ot 120. 

7. That this agreement shall be subject to termination at 
the end of any period of three months by either party giving 
to the Secretary three months’ notice in writing to that effect, 
but no such notice shall be given prior to March 3lst, 1922. 

8. That nothing in this agreement shall be deemed to alter 
the basic rates for the purposes of superannuation. 

As stated above, the cost of living index figure for October 
was 110, i.e., a fall of 10 points from the datum figure of 120. 
In accordance with Clause 6, there will therefore be a reduc- 
tion of 4d. per hour (for the complete six points) as from 
November 15th, leaving four points to carry forward to the 
next revision, which will be based upon the cost of living 
figure for December. 


Surrender of Accumulator Patents.— Notice is given in the 
London Gazette of November llth, that Batteries, Ltd.. has 
offered to surrender the undermentioned Letters Patent 
granted to Svenska Ackumulator Aktiebolaget Jungner :— 
No. 5,545 of 1912 for Process of manufacturing negative 
electrodes for alkaline accumulators,” No. 72 of 1914 for Pro- 
cess for restoring the activitv of a positive electrode mass for 
alkaline accumulators "; and No. 123 of 1914 for '' Improve- 
ments relating to electric accumulator cells.“ 


Lantern Slides.—Messks. Bovine & Co., Lrp., have а com- 
plete new set of lantern slides showing examples of modern 
water turbines and hydro-electric installations, which thev 
will lend to responsible members of institutes, technical 
schools, &c., for lecture purposes on request. 


Commercial Research Fellowships.—The Executive Coun- 
cil of the British Empire Exhibition has approved a scheme 
for establishing five or more Commercial Research Fellow- 
ships in connection with the exhibition, for competition 
among Chambers of Commerce in the United Kingdom. The 
value of each Fellowship will be not less than £500, and will 
include a first-class return passage to the Dominion, Crown 
Colony, &c., to which the Fellow will proceed. The subjects 
of research will be as follows :— 

The best means of promoting inter-Imperial trade in a 
selected staple industry. 

The methods whereby the British Empire Exhibition can 
further the interests of this trade. 

The potential resources in raw materials, &c., in the Do- 
minion or Crown Colony visited, and the best means for ex- 
ploiting these in the mutual interest of the Dominion and 
this country. | 

The means wherebv these undeveloped resourecs тау be 
adequately represented at the British Empire Exhibition and 
brought to the attention of interested financial or industrial 
groups, The closing date for entry on the part of local 
NIS of Commerce will be December 15th. Daily Tele- 
graph. 


Japanese Visitors.—It is stated that about the middle of 
December an important comercial delegation from Japan 
will arrive in England. The London Chamber of Commerce 
Will give it a reception during its stay here. 
| A Mission from Cuba.—H.M. Government. entertained 
Gen. M. Menocal and the other members of the Cuban mission 
now on a visit to this country, at a dinner given on Thursda ; 
last week. The General referred to the fact that Cuba E 
chased British manufactures because they were to its lino: 
and because thev were excellent. The mission had V rified 
‘the many possibilities of business development . b 
and the United Kingdom. Visits were recently paid to к 
vincial industrial centres. | NI e DG 


Settlement of a Strike in the Rubber Industry.—A strike 
affecting 10,000 india-rubber workers, largely women and girls 
and mostly members of the Amalgamated Society of India. 
rubber Cable and Asbestos Workers, in the Manchester Old. 
ham, and Hyde districts, was settled on llth inst. by a 
workers’ mass meeting vote in favour of compromise terms 

The strike started a fcw days earlier on the rejection of a pro- 
posal by the employers. who are members of the India-rubber 
Manufacturers’ Association, that the working hours of 47 r 
week should be increased to 524 per week without altera- 
tion of wages. The union were willing to accept a wages re- 
duction of 5 per cent., but were firmly opposed to any inter. 
ference with the shorter hours they had gained during the 
war. There is to be an advance of one hour only in the 
length of the working week and a reduction of 71 per cent 
in Wage rates.—The Times. m | | | 

Trade with India.—There will shortly be published by the 
Department of Overseas Trade a review by Mr. T. M. Ains 
cough. O. E. E., Н.М. Senior Trade Commissioner in India 
and Ceylon, of the conditions of British trade in India during 
the years 1919/1920 and 1920/21, revised to October 1921, and 
the prospects for the future. The report deals with a most 
interesting and abnormal period, and the mass of information 
(the report covers over 350 quarto pages), if properly read and 
digested, will go far towards assisting traders to form their 
conclusions from the general tendencies which are gradually 
shaping themselves and which will in due course crystallise 
into the future normal position. Conditions have, in many 
instances, undergone radical changes, and a new India, in 
а commercial sense, has been, and still is, in the course of 
development. d 

The Premier on Signs of Trade Revival.—In the course 
of his speech at the Lord Mayor's Banquet, the Prime Mini- 
ster referred to a number of favourable symptoms of the 
trade situation. The first was the fact that the great glut of 
products which followed the 1990 boom was being liquidated. 
That was a very important element in trade revival, as until 
those goods had been disposed of there was-no room for more. 
The world needed goods and British goods, and it would get 
them. To those too impoverished to pay we hope to help 
to give an upward fillip by our new exports credit scheme 
and trade facilities. But that is not what will produce a res- 
toration of trade. Work alone will fill the depleted tills of the 
world. You have got to create purchasing power. That is 
what we have got to look to, and I, therefore. come to the 
second favourable symptom. In every land the dazed slack- 
ness that seemed to have overcome labour is passing away. 
It is true of every country that has been engaged in the war. 
These are the reports we get. It is altogether true of our 
own country. I hear reports from employers of a per- 
ceptible improvement in the quality and quantity of 
work which is being put in. That is what in the end will 
recreate industry, trade, and commerce. The world is everv- 
where аа to work. By that means you not only 
increase wealth, but you reduce cost; and that is vital. The 
third favourable symptom is this:—In this country the foun- 
dations of our credit are solid and uncracked. . . . I think 
our reward is coming. It is coming slowly. It is, perhaps, 
crawling, but when vou see anything coming at a distance 
it always looks as though it were crawling. But the sound- 
ness of our commerce and industry and financial policy has 
been vindicated. Prosperity, when it comes, can walk with- 


out fear of hidden trap-doors. Our exports in October were 


better than they have. been since the month of March. Orders 
are beginning to flow in from the deluged lands, and the 
blue sky is beginning to emerge." 


An Effect of the Exchange Situation.—4n important Basle 


firm, Haefeli & Co., manufacturers of electrical fittings are 
leaving Basle, and two other firms are ready to leave, owing 
to the exchange situation.—The Times. 

, L.E.E. Smoking Concert.—The L.E.E.O.C.A. are ореп- 
Ing their second season with a smoking concert at the Bridge 
House Hotel, London Bridge, on Friday, November 25th. at 
7 p.m. Mr. F. Frankling, 108, Heathwood Gardens, Charlton, 
S.E.7, is the honorary secretary. 


Stoker Contracts.—The following are among the more im- 
portant orders recently received by the UNDERTEED STOKER 
Co., Lap. :— 

St. Pancras Borough Council Power Station.—12 travelling grate stokers- 

Wolverhampton Corporation Electricity Works.—Two travelling grate stoners 
and ash hoppers. | о Sunol 
| Salford Corporation Electricity. Works and Newcastle-on-Ty пе Electric Suppl) 
Co.—Ash conveyors and hoppers. 

Hastings Cornpora.ion.—Two travelling grates. 

Rotterdam Electricity Supply Department.—Four travelling grates. 

The B. E. A. M. A. Cable Code.—The Беата Journal ab 
nounces that the B. E. A. M. A. cable code for the electrical an 
allied industries is now ready, and the price is five guineas net. 


Chinese Electrical Notes.—The Tsung Sing Electric Co., 
of Sin chen, Kiahsin, has petitioned the Ministry of АЕО 
ture and Commerce for registration. À d 

The Tsung Hua Electric Machine Manufacturing Co., шш 
has been registered by the Ministry of Communications. d 
The Yung Yau Electric Power Co., of Ningpo. has nd 
Its capital and notified the Ministry of Agriculture ion 


effect. 


| = jen. 

The Chamber of Commerce of Fan Kia Tsung. е 
proposes to establish a telephone company. Тһе ine 
Agriculture and Commerce has been petitioned for its арр 


E ше |. pU NIE ER 


— — — — 
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‘LIGHTING AND POWER NOTES.. 


Aylesbury.—Loaxs SANCTIONED.—The Town Council has 
received sanction from the Electricity Commissioners to loans 
of £24.922 for new plant and £4,500 for mains and services. 


Bedwas.—[.1GHTING ScHEME Postronep.—Doubt having 
been expressed as to residents being able to avail themselves 
of a supply of electricity on account of the present low wages 
and trade depression, the Urban District Council has decided 
to defer its electric lighting project, which was to cost 
£17,000, for twelve months. 1 


Bristol.— ELECTRICITY EXTENSIONS.—The City Council has 
come to an agreement with the Keynsham Electric Light 
and Power Co. for the purchase of the company's under- 
taking at a cost of £4,650. It is estimated that 22.425 will 
be spent on alterations to mains, &c. 

WORKS EXTENSIONS.—It is proposed to purchase 154 acrem 
of land adjoining the Feeder Road Works, for extensions and 
other purposes, at a cost of £14,000. The matter is to be 
brought before the Electricity Commissioners. 


Cannock.—Etectricity. 1х BULK.— The Wolverhampton 
Corporation is to supply the Cannock Council with electricity 
in bulk, and the mains are being laid from Wolverhampton to 
Cannock. The Corporation will bear the cost of the main to 
the Cannock boundary, the Cannock authority bearing the 
cost of the mains to be laid in its area. А special cable is 
to be laid from the transformer station in Queen Street, 
Cannock, to the West Cannock Colliery, and it is anticipated 
nx other collieries in the area will take supplies in the near 
uture. 

The Cannock U.D.C. has decided to apply to the Elec- 
tricity Commissioners for sanction to a loan of £30,000 in 
connection with the scheme. | 


Continental.—Sra4iN.— The Sociedad Valenciana de Electrici- 
dad has requested the Government to make it an advance of 
2,500,000 pesetas for the utilisation of a waterfall supplying 
4,500 h.p.—Reuter's Trade Service. (Madrid). 

, RUssiA.— Moscow correspondence states that the construc- 
tive work on the largest central station in Russia (Kaschir) 
is completed. and the intention was to inaugurate it on the 
Octobrist anniversary. The equipment of the Yamburg 
eleetric station is also completed. Power will be taken from 
this station for the mechanical work on the river Zuga 
station. 

' А Moscow message savs that the Ukraine Electricity Com- 
mission has approved the project for the electrification of 
the Lower Bug district. 


_Deal.—Evectricity Sl. —As the Gas Company has de- 
cided not to proceed with the carrying out of its electric 
lighting order, the Town Council is to consider the question 
of carrying out a municipal scheme. mE 


Dublin.—REbUvckeD CuanGEs.—The Corporation has decided 
to reduce the charges for power, heating, cooking, &c., by 
id. per unit, as from October Ist last. It is not proposed to 
шаКе any reduction in the charges for lighting at present. 


East Grinstead.—Evectnicity Spb. -The Urban Council 


has decided, in view of the Electricity Commissioners’ sanc-. 


tion to the purchase of premises, to proceed immediately to 
draw up a scheme for an electricity supply, in accordance with 
two Provisional Orders granted to the Council. 


East Ham.—Yrai's Workinc.—The accounts of the Cor- 
poration electricity undertaking (engineer: Mr. W. C. UII 
man, M.LE.E.) for (he year ended March 31st last show a 
total revenue of £63,267, as compared with £51,813 in the 
preceding year. Operating expenses amounted to £58,796, 
as against £43,104, leaving a gross profit of 44.477 (£8,619). 
ihe net result, after payment of all capital charges, was а 
deficit of £7,003; in 1919-30 there was a loss of 42.340. The 
total number of units sold decreased from 4,537,758 to 
4,477,185. The average price per unit sold was 3.35d.,. as 
against 2.71d. in the previous year. 


Electricity Districts.—NonTH-EasT MipLaxps.—Witb regard 
to the local inquiry which the Electricity Commissioners 
were to have held at Sheffield on the 29th inst. in connec- 
tion with the Corporation's scheme for the formation of a 
Joint Electricity Authoritv for the above-named area, inas- 
much as interested parties have requested further time in 
which to consider supplementary technical particulars, the 
Commissioners have postponed the inquiry. : | 


SOUTH-WrsT MibLANDs.—Sir Harry Haward. an Electricity 
Commissioner, opened the local inquiry, as arranged, at Bir- 
minghain on Tuesday last in connection with the area to be 
included in, and the schemes that have been submitted for. 
the -reorganisation of the supply of electricity ‘in the pro- 
posed South-West Midlands Electricity District. A report of 
the proceedings will appear in our next issue. 

At the Worcester City Council recently Mr. W. J. 

ill moved a resolution authorising him to act in 
negotiations with the Shropshire, Worcestershire and Stafford- 
shire Electric Power Co.. with reference to the formation 


— 


of electricity districts. Negotiations had been proceeding with 
the company, and he thought the efforts made by the Elec- 
tricity Committee had resulted in satisfactory arrangements 
being made between the company and the Corporation, sub. 
ject to the consent of the Electricity Commissioners being 
given at the inquiry opened in Birmingham on November 
16th. The Committee had been ble to arrange for a very 
much extended area round the City of Worcester, an area. 
which would cover the eites о! the factories, which. had 
already been erected. The proposed *erms, moreover, included 
a valuable concession by the Powei Co., to allow the city to 
lay a transmission line to link up with the Hereford under- 
taking. : "a 
Hemel Hcmpstead.—Evectricity — SuPPLY.—The Town. 
Council has decided to take steps to revoke the electric light-. 
ing order held by the Chesham Electric Light & Power Co., 
Ltd., under which nothing has been done. The Watford 
Urban Council is to be asked under what terms it will supply 
electricity. LT au SPOR = 


Hetton (Co. Durham).—STREET l.iGuTiNG.—The Urban 
District Council has entered into а contract with the Hough- 
ton-le-Spring & District Electric Light Со. for the lighting of 
the existing street lamps of the Council as from September. 
]4th, 1921, to April 14th, 1924. 


Hythe (Kent).—EL.rEcrRiciTY SuvbLY.— Тһе Town Council 
has entered into an agreement with the Folkestone Electric 
Lighting Co. to supply electricity to the Council. houses now 
being erected. | 


Lincoln.—ReEVISION oF TzkMs.— The Town Council has 
decided to seek a revision of the terms upon which elec- 
tricity is supplied to two large en :ineering firms. . 
_ SINKING ND PAYMENTS.—A deputation is to wait on the 
Electricity Commissioners with a view to obtaining authority 
to suspend payment for three yerrs to the sinking funds on 
loans sanctioned in respect of the «lectricity extension scheine. 
Tf this is granted there will be an annual saving. of about 
44, 000. 


Manchester.—STRIKE SETTLED.—The dispute between the 
electricity works employés and the Corporation -over a reduc- 
tion in wages of 9d. and. 14d. per hour for skilled and un- 
skilled workers, has been settled. The workers have agreed 
that the question. shall be referred to the Whitley Council 
for the industry. d | 


Midgley.— ELECTRICITY SurrLy.—The question of ап elec- 
tricity supply was under discussion ut a recent inecting of 
the Urban District Council. It was stated that although the 
Council's consent had been given to the Yorkshire Electric 
Power Co.'s scheme, it was believed ihe company was adopt- 
ing the shortest route to supply a private firm апа would in 
consequence miss Midgley. 16 was decided to communicate 
with the company, pointing out the advantage of coming 
ш Midgley instead of turning off at Redacre, Mytholm- 
royd. 


Norwich.—Repucep CHAaRGPES.—The Electricity Committee 
has decided to reduce the charges for electric lighting by 14d. 
to 11d. per unit; and for power, the advance of 100 per cent. 
on the prices made during the war will be reduced to 75 per 
cent. | боа | 

Peterborough.— I. OAN.— Application has been made to the 
Electricity Commissioners for sanction to. the borrowing 
of £24,500 for mains, services and electricity meters. 


Rochdale.—Butk Scpriy.—Owing to the great increase in 
the demands for the supply of electricity, the Rochdale Cor- 
poration Electricity Committee is considering the re-opening 
of negotiations with the Lancashire Electric Power Co. for a 
further bulk supply. 

Spalding.—Exectricity Surpry.—The Urban Council has 
rejected а proposal to apply for a Special Order for electric 
lighting, but has appointed a committee to consider the 
question of an electric lighting scheme for the town. 


Walsall.—Evectricity ExTENSIONS.--With a view to pro- 
viding work for the unemployed, and subject to Government 
assistance towards the cost. the Electricity Department has 
received the Town Council's sanction to extend electricity 
mains at an estimated cost of £3,070. | 

Watford.—Yraius WonkiNG.— The report on the year’s 
working ‘of the electricity undertaking shows a total revenue 
of £54,507 as compared with £40,000 in the previous year. 
The result was a net profit of £2,155. 

Wexford.—E.ectricity ScpPPLY.—The Corporation has 
entered into an agreement with Mr. J. J. Stafford for the 
supply of electricity to the town. It is proposed to obtain a 
loan from the National Bank for the purchase of the neces- 
кагу equipment. | , 

Y armouth.—Repucep CHaRGES.—4A reduction of 5 per cent., 
from the Christmas quarter, is to be made in the charges for 
electricity. ET 

York.—Loan SawscrioNED.—The Electricity Commissioners 
have given sanction to the borrowing of £10,000 for electricity 
mains, the sum to be repaid in 25 years. 


T 
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TRAMWAY AND RAILWAY NOTES. 


Burton-on-Trent—INQUiRY INTO AccipENT.—Major Mount. 
R.E., Ministry of Transport, held an inquiry into the circum- 
stances of the tramway accident, recorded in our last issue, 
when a car fouled the points and overturned. One of the 
passengers. giving evidence, said that the front wheels appeared 
to take the points but the rear-wheels.did not. The driver 
applied his brakes, but the rear porticn swerved, oscillated 
twice, and then fell over. The driver gave evidence to the 
same effect. The tramway engineer said that he thought the 
rear axle must have broken as the car was passing over the 
points. Upon examination a serious flaw had been found. In 
reply to questions the Inspector found that 18 axles had been 
broken during last year. and 18 during the present year; 
renewal of axles was proceeding. The Inspector’s report will 
be issued in due course, ` | | 


Continental.—Nonway.—The Western Railway from Chris- 
tiania is being electrified, and experimental wor ing between 
that. city and Asker is to begin early in the new year. 
The electrical plant, which is being supplied by а syndicate 
headed by the firm of Per Kure, includes 22 small locomotives 
and 3 large ones, each of 800 h.p.. There is a transformer 
station at Asker which will receive power from the Hakavik 
works at 55,000 V and reduce it to 15.000 V for the line contact 
conductors. е s FU Ue "s E 


East Ham.—Yxrag's WonkiNG.—The total revenue of the 
Corporation Tramway Department (engineer and manager : 
Mr. W. C. Ullman, M. I. E. E.) for the year ended March Zlst 
last was £109,586, as compared with £95,235 in 1919.20. Work- 
ing expenses totalled £193,919, as against £104,386, causing 
a gross deficit of £14,826 (£9,151). The payment of capital 
charges increased this loss to £33,647; the net deficit in the 
preceding year was £21,355. Although there was an increase 
ш the number of car miles run from 1,386,377 to 1,440,464, 
олары of passengers carried declined from 19,192,452 to 


London.—RzpucrioN or Fares.—The Highways Committee 
of the L.C.C. has had ünder consideration the serious diminu- 
tion of traffic apparent from. the weekly returns and has 
ascertained that the reduction has occurred only in the case 
of the lower fares; the number of long-distance passengers 
has increased. It would appear from this that passengers, 
objecting to the increased fares, are now walking the shorter 
distances.. To recover this lost traffic the Committee recom- 
mends that in place of the ld., ljd., 2d., and 3d. fares now 
charged the following scale be instituted : ld. for approxi- 
mately 1.2 miles; 2d. for 2.4 miles; and 3d. for 3.6 miles. The 
general manager is of the opinion that the immediate result 
will be an increase of passengers but a reduction of receipts. 
Traffic will, however, build up rapidly, and the ultimate result 
will be a slight surplus on the year's working. 
` Ркороѕер ExTENSIONs— The L. C. C. is advised by its High- 
ways Committee to seek powers to carry out the following 
works: (1) The construction of a tramway from Seven Sisters 
Road to Stamford Hill, via Amhurst Park (estimated cost 
£14,715); (2) the construction of a tramway from Forest Hill 
to Bell Green, via Westbourne Road, Perry Vale, and Perry 
Rise (estimated cost £92,881); and (3) the construction of a 
railless trolley route from West Norwood to Lee Green 
(estimated cost £148,670). . л 
‚ COUNCIL'S APPROVAL GAINED.—At Tuesday's meeting of 
the L.C.C., the Council approved the Highway’s Com- 
mittee’s recommendations as to fares, and the new rates will 
probably be put into force on December Ist. It was also 
decided to apply for Parliamentary powers to carry out the 
extensions mentioned above. | | 

UNDERGROUND SCHEME AMENDED.— The amended scheme 
formulated by Lord Ashfield for the extension of the Under- 
round " system will be considered by the Cabinet Loans 
Committee during this week. The original scheme was not 
fivoured by the Committee, owing to the alleged monopo- 
listic tendencies it revealed, and it 1s understood that the 
objectionable features have been omitted.—Financial Times. 


Manchester.—SrRikE StrTLED.—The dispute between the 
Corporation and the tramway en:ployés over the question of a 
reduction in wages of 2d. and 141. per hour for skilled and 
unskilled workers has been settled, ihe men having accepted 
the Corporation's offer of arbitration. 


Norwich.—Year’s WonkiING.—The annual report of the 
Electric Tramways Co. shows a net profit for the past year of 
£3,933. | 


St. Annes-on-Sea.—Loa4N БАХСТІСХГЭ.—Тһе Ministry of 
Transport has sanctioned the borrowing of £1,145 for the pur- 
chase of a tramway tower wagon. p 


The Tramway Industry.—THE 4{-Hour — Wekk.— The 
National Joint Industrial Council for Ње Tramways 
Industry met on November 10th at the Ministry of 
Labour to discuss the quon of the revision of the 
national agreement of arch, 1919. which guarantees 
to the workers of the country a 48-hour working week. 
The- employers urged that the time had arrived when 
the agreement should be revised, but no agreement was 
reached, and the meeting was adjourned for the employés to 
consult their constituents. A conference of all the municipal 


tramway authorities in the kingdom represented by the Muni- 
cipal Tramways Association, and of the private companies 
represented by the Tramways and Light Railways Association, 
is to be held. The Transport Workers’ Union threatens to 
resist any attempt to enforce a longer working week.—The 
Times. | Я e 


TELEGRAPH AND TELEPHONE NOTES, 


Argentina.— WIRELESS TELEGRAPHY.— The Chairman of the 
Radio Corporation of America, who has just returned from 
Europe, announces that as the result of negotiations with 
representatives ot the wireless interests in England, France, 
and Germany it has been agreed to build one powerful station 
in Argentina instead of one by each country as had been 
originally contemplated. The chief engineer of the company 
is now in London discussing technical details. —Heuter's ‘rade 
Service (New York).: | > 


Australia. — WiRELESS TELEGRAPHY. — The Amalgamated 
Wireless Co, is arranging to establish a direct service between 
Australia and England, conjointly with the Commonwealth 
Government, and is promising а 50 per cent. reduction on pre- 
sent cable charges for all classes of messages. A million capital 
is needed. The company has half a million and proposes to 
invite. the Federal Government to invest the other halí.— 
Financial News. NINE 

The Daily Teleghaph states that there is every prospect of the 
Government's early acceptance of the proposal, for the com- 
pany's experimental stations have been in direct touch daily 
tor three years with New York, Bordeaux, Nauen, Lyons, 
Hanover, New Brunswick, and Carnarvon, and also oceasion- 
ally with Romie. Twenty thousand words are received from 
Bordeaux and transcribed weekly. The company submitted 
three alternative schemes. One, to finance and operate the 
station itself; two, to finance the station jointly witb the 
Government; and three, to sell its patents to the Government, 
which would control the stations itself. The second scheme will 
probably be adopted, the company operating the station subject 
to Government supervision.. The scheme provides for a central 
station, probably at Sydney, with sub-stations in each capital. 


Continental.—Rvssia.—In the Government of Odessa, four 
receiving radio-stations have been established in the towns of 
Balta, Pervomaiska, Tiraspola, and Voskresensk. These 
stations are already communicating with Moscow. 

Tests are being made in wireless telephony at the Ekaterin- 
burg radio-station, where messages are already being received 
from Moscow. i; 

A message from Moscow states that along with the work for 
the repairing of the Petrograd telephone station recently in- 
jured by fire, the question of constructing a new one has 
arisen. For preparing a scheme for а new station it is pro 
posed to invite international competition. | 

AUSTRIA.—TELEGRAPH КАТЕ INCRFAsE.—O wing to the deficit 
in the Budget, it is proposed to make very large increases in 
the postal and telegraph and telephone rates, &c. All postal 
rates will be doubled and foreign letters will cost 150 per 
cent. more. The minimum charge for inland telegrams will 
be 100 crowns and 10 crowns for every additional word. 
City telephones with an unlimited number of calls will cost 
90,000 crowns a year, and with twelve calls a day 18,000 

-crowns.—Reuter (Vienna). ` | 


Imperial Wireless.—ScuHEME REjECTED?— The Post Office 
scheme for the erection of an Imperial chain of wireless tele- 
graph stations 2,000 miles apart, to embrace the whole Empire, 
18 reported to have collapsed because of the refusal of Mr. 
Winston Churchill to have anything to do with it. According 
to the Westminster Gazette, in this attitude the Secretary of 
State for the Colonies is supported by Sir James Stevenson. 
business adviser to the Colonial Office, and Dr. Eccles, the 
Government expert on wireless telegraphy. 

At the recent Conference of Dominion Prime Ministers the 
official scheme was received with aloofness, and the Cabinet 
appointed a sub-committee, comprising Mr. Winston Churchill, 
Mr. Kellaway (Postmaster-General), and Sir Robert Horne 
(Chancellor of the Exchequer). 

Mr., Churchill. who was also Chairman of the Imperial Com- 
munications Committee, definitely rejected the scheme, Sir 
Robert Horne, with Mr. Kellaway, agreed to go on with it 
very slowly—the former on the grounds of finance, the latter 
because, as Postmaster-General, he did not want tne Post 
Ottice to lose its hold upon wireless communications. Later. 
when the wireless advisers were forced to admit that the Post 
Office proposals were out of date, the matter was finally settled. 
Ап alternative proposal has been put forward by Mr. Robert 
Donald, Chairman of the Empire Press Union.. He advocates 
the formation of an All-Empire Wireless Board on the lines 
of the Pacific Cable Board, which has one cable owned jointly 
by the Governments of Great Britain, Australia, New Zealand, 
and Canada. | m 
There would be this difference: the Imperial Wireless Board 
Would be organised as a commercial company—not as 8 
Government department. This would mean that the compan! 
would be organised ав a commercial company--not 8 # 
be paid on it. . This alternative plan. has the support of some 
of the Government wireless advisers, including Sir: James 
Stevenson and Dr. Eccles. 
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The Postmaster-General, backed in a Inkewarm fashion by 
the Chancellor of the Exchequer, continued the construction of 
the station at Cairo; the terminal station at Leafield was 
planned in 1913, and, according to the Westminster Gazette, 
it was fitted with an obsolete system ; the Oairo station is now 
being erected with identical sets. It is easy to pick up Lea- 
field’s continuous-wave signals over a large range df wave- 
lengths. This defect 1s so serious that a new aerial will. prob- 
ably have to be designed at а cost of £50,000, the present 
aerial being scrap 

The Post Offices Imperial scheme involved the PE MIO 
of the Dominions and India. Australia was the corner-stone 
of the scheme, but has now definitely decided to have, nothing 
to do with it. 

The Commonwealth is convinced that a high-power station 
can be erected in the Dominion for direct communication with 
ae ‘Britain, and the Overseas Cabinet i is now considering the 
matter, 

India will consider nothing but direct communication with 
England; ebe is opposed to a re-transmitting station at Cairo. 

As regards South Africa, General Smuts's Cabinet has just 
decided thet the Union cannot participate in the British Post 
Office scheme, and that there will be no money. to spend on 
wireless development for at least four years. 


Japan.—New CasLr.—In order to improve the connection 
between Japan and America, a new submarine cable is to be 
laid. It was first intended that it should run from Yokohama 
. via the Aleutian Isles to Vancouver and Seattle, but this scheme 
oe to be abandoned owing to the ice risks, says the Т. & Т. 

де. 

Telephone Service.—SUBMARINE CABLE. The work of ihe 
submarine telephone cables in the Tay, between Dundee and 
Wormit, has just been completed.. 


Wireless Telephony.—A wireless telephonic news service 
will shortly Бе commenced in France, says the Daily Mail, 
whereby messages from the Eiffel Tower can be-intercepted 
hy private organisations, such as banks and newspaper offices, 
which have receiving apparatus. 

The same journal says that a commercial wireless telephone 
service will be inaugurated between London and Holland as 
soon as the Post Office authorities grant a permit. Successful 
tests have been carried out by the Marconi Co., and it is pro- 

sed that the service shall be by land wire to Southwold, 

uffolk, thence across the North Sea by wireless to Zandvoort, 
and onward by land wire to Rotterdam or Amsterdam. 

It is announced that the recent storm carried away the whole 
of the masts and aerials of the station at The Hague: ` 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL. REVIEW in which the 
" Official Notice appeared.) ER 


OPEN. : 


Argentina.—BUrxos Aikes.—January 19th, 1922. Board of 
Sanitary Works. Plant and accessories for a new generating 
station, comprising three four-cycle Diesel engines of 375 h.p., 
n three 3-phaso alternators each of 9 kW, 2,20 V, 50 
сус es. 1 se) 


Australia, — MELBOURNE. йаша ath. Victorian Govern- 
ment Railways. One set pyrometer equipment (cont. 34,705), 
electrical equipment for cargo shifter (cont. 34,723), electric 
rivet heater and accessories (cont. 34,735).* 

Five electric road trucks. —Reuter'& Trade Service (Mel- 
bourne). 

January 4th and llth. Postmaster-General’s Department. 
Telegraph instruments and telephone apparatus and material 
(schedule 1,718 and 604). (See this issue.) 

SypNEy.—April 24th, 1922. City Council. One 10,000-kW 
turbo-alternator and two 2,000-kW. rotary  converters.— 
Reuters Trade oe (Melbourne). 

February 22nd. N.S.W. Government R#ilways and Tram- 

ways Department. One 5.000-k W. 50-cycle turbo-alternator, 
with e condenser and accessories, for the Newcastle power 

ouse.* 

BRISBANE.—February 10th. City Electric Light Co., I.td. 
Six miles of 3-core, 0.15-in., paper-insulated cable.* 


Belglum.— November 28th. Municipal authorities of 
. Saventhem. 250 -h. p. gas engine and a 165-kW dy namo, with 
"accessories. Particulars from Le Bourgmestre. 


Bulgaria. January 10th. Direction of Posts & Tele- 
phones. Sixty 50-іпе telephone exchanges, fifteen 100-line 
ditto. (November 11th.) _ 


| Chorle November 30th. Board of Guardians. Storage 
battery (128 cells—capacity 300 Ah) and booster for the In- 
stitution. Eaves Lane. (See this issue.) 


h Egypt.—ALexanpria.—December Alst. Porta and ‘Light- 
louse Administration. Stores, including: electric lamps, for 
six months.* E „„ HOW 


Gla November 28th. : Health artment. , Works 
ШО. electric lighting) in Health Depa ih the T. of 


doctors’ and workmen's houses at Robroyston Hospital. Office 
of Public Works, 64, Cochrane Street, Glasgow. 

November 30th. Gas Department. Two. electric” Jovo- 
motives to haul 30 tons. (November llth.)- oa 5:5 зз: 


Liverpool, December 28th. West Derby oard of 'Guar- 
dians. Engineering work, including electric power installa- 
tiom, electric lift, telephone: mstallation, boilers, stokers, &c. 
(See this issue.) À | 


London ETROPOLHAN RON BOAnb. November ога. 


Installation of electric lighting cables e the training 


sbip Exmouth, off Grays, Essex. (November 4th.) . 
PADDINGTON.—November 2ist. G.W Railway. Three 
months’ supply of electric wire and cabies, and telegraph in- 
struments, apparatus, and stores. (November lith.) 
FrLHAM.—November 12th. Electricity Department. 11,000 
vd. .9 eq. in. h.p. (3,000 V) concentric, paper angulares and 
lead-covered cable. (See this issue.) 


Manchester. — December 2nd. Electricity Committee. 
Hand-operated overhead travelling cranes. Barton power sta- 
tion, Oldham Road, and Stuart Street sub-stations. 

December 9th. . Heating plant and hot-water serviee appa- 
ratus for offices, and self-sustaining electric hoist. Barton 
power station. 

November 25th. Electricity Стае Circulating-water 
flow and level recorders. (November 11th:) e: 


New Zealand.— WELLINGTON .—January 31st. Public Works 
Tender Board. Two seta 3-phase, 6,600-V automatic ojl circuit 
breakers, four sets disconnector switches, and. one 66,000- 
air-break, lever-operated switch for main transformer тил 
for. Lake Coleridge power house.” г н | 


Spain. December 30th. Applicátion has been jade: to 
the Spanish-Goverament for the concession for the construc- 
tion and working of an electric tramway between Pontevedra 
and Marin. Tenders to the Direccion General de Obras 
Publicas, Madrid. 


Tunbridge Wells.—November 2lst. Electricity Supply De. 
partment. One ‘wooden. cooling tower, cast-iron circulating 
water piping and valves. (November lith.) | . 


Warrington.—November 28th. Electricity and Tramways 
Committee. Sub-station ironclad . switchgear, high and 
medium pressure lead-covered cables. (See this issue.) 


Wexford.—November 28th. Corporation. Overhead ].p. 
distribution mains, street lanterns, (November 11th.) 


Whitehaven.—December Ist. Electricity Supply Depart- 
ment. Two water-tube boilers with superheaters, economisers, 


pipework, Kc. (November 4th.) 


York.—November 2]st. N. E. R. Six or twelve КА 
telegraph stores. (See this issue. ) * 


* A copy of the specification, bee, can be consulted at ш 
Depariment of ои Trade, 35. Old Queen Street, 8. W.1 


CLOSED. 


Australia. — MELBOURNE. — Victorian Railways. 
ыш m and motor generator (£1,223).—Dritish General Electric Co., 
Ltd.—Tenders. 

Sypney.—According to Tenders, the City Council: in addi- 
tion to accepting the tenders for the supply of consumers’ 
meters (see ELEC. REV., November 4th, p. 610), has decided to 
place orders with a local manufacturing firm, the Electricity 
Meter Manufacturing Co., Ltd., to the extent of the company's 
capacity to manufacture in order to encourage local industries. 


Cannock.—In connection with the scheme for the supply 
of electricity to the West Cannock Colliery Co., Ltd., the 


Council has accepted the following tenders for plant. Le.: — 
Ferranti, Ltd.: General Electric Co., Ltd.: British Insulated; Со.; Mesers. 
Reyrolle, Ltd. 


Doncaster.—Town Counc’ М ' Accepted: — 
Low- and high-pressure cables in connection with the Arksey housing 
scheme (£1,181).—Enfield Ediswan Co., Ltd. 


London.—L.C.C. Stores and Contracts Сой е: Flec- 
tric goods lift at Stamford Hill Stores Dépot. Holt and Wil- 


-letts, £895, recommended. Fourteen tenders were received, 


varying from £505 to £1,550. 


Harbour.—The contract б the electrification of 
Semarang (Java) harbour has been awarded to the Amster- 
damseh Kantoor voor Indische Zaken (Akiz). The installation 
comprises a main transformer station, two transformer sub- 
stations, and high and low pressure cables, as well as 11 trans- 
formers and 40 crane switchboxes. The Akiz represents the 


: Semaran 


A.E.G. of Berlin. Nc: 


.Sunderland.—Electricitv Committee. Accepted:— — 
L.p. service cables.—B. I. & Н. Cables, Ltd. | 
Distribution board for boiler-house extension.—Switchgear & Cowan: Led. 
" Switchgear for boiler-house extension.—Reyrolle & Co., 
Meters.—Ferranti, Ltd., and Reason Manufacturing Co., Ltd. 
Partial rebuilding of A.E.G. turbine. Jas. Howden. sd 
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THE APPLICATION: OF ELECTRICITY 
MM. TO FARMING. | 


Ат the end of October, Mr. R. Borlase Matthews, M. I. E. E. 
In response to a special invitation, read a paper оп ` Electro- 
Farming before the Royal Dutch Institution of Engineers 
at Nijmegen (Netherlands). Evidence of the interest dis- 
played in that country in the electrical development of agri- 
culture was given by the presence of the Dutch Minister of 
Agriculture. A number of prominent Dutch agriculturists were 
also present. The meeting was held at 11.15 a.m.—an hour 
which may seem strange to English ideas for ordinary engi- 
neering meetings. but a.very practical one from a Dutch 
point of view, as the members come from all over the country, 
travelling considerable distances so as to be present, and owing 
to the early closing of the meeting, are enabled to return to 
their homes the same day. . pte 

After some words of introduction and welcome by the Pre- 
sident of the Institution, Jr. A. J. Roelofsz, the paper was 
read by the author: a number of lantern slides were shown to 
illustrate the methods adopted by him on his experimental full- 
genle commercial farm at East Grinstead (Surrey). 


r 


he author contended that an extended use of electricity in 
farming operations was only a matter of the expiration of a 
comparatively brief time. Sufficient experimental and prac- 
tical seale work had now been carried out in Denmark. Ger- 
many, Switzerland.. Belgium., France, Italy, and Great Britain 
to demonstrate fully the necessity for the employment of elec- 


tricity in modern agriculture, if the farms were to be really 
profitable concerns. 


Since the war, the day of the cheap 
labourer had passed, and hence the necessity for electro- 
mechanical aids. As an illustration, the author's farm of 600 
acres, with such assistance, only required three horses, and no 
oxen. Further, the electrical equipment of a farm ensured 
that the various operations were more independent of the 
weather, since they could be carried out more quickly, when 
the weather suited; or in many cases they could be com- 
pleted in spite of adverse weather (e.g., artificial electro- 
havmaking, corn-sheaf drying, &c.). 

The uses of electricity on farms were divided into three 
main heads: (a) power uses in the farm buildings and barns, 
(b) power uses on the fields and arable land, and (c). uses 
which were specifically electrical. such as electroculture. 
Allustrations were given of typical applications of electric 
drives, emphasis being laid on the fact that, ultimately, the 
ideal machine for the farmer was one that incorporated its 
own direct-coupled electric motor, as opposed to operation bv 
means of a line shaft. | 

Various forms of portable electric motors were discussed, 
particularly interesting among which were larger tvpes of 
30 h.p or thereabouts, and the very substantial three-point 
BSuspersion Wagons employed for their support and cónvey- 
ance. Electric light was referred to ах advantageous to the 
farmer, not merely as а convenient and safe light, but also 
ав а means of producing more eggs in winter, and bringing 
on young stock to earlier maturity by more winter feeding in 
artificial light. " | ЖЕ: 
, Examples were cited of the electric motor driving of ma- 
chinery for the food preparation for live Stock, dairy machinery 
and general barn machinery, including pumps, &c. Similarly 
cases were given of applications on the land for irrigation, 
ploughing, cultivation and other field operations. Particular 
attention was drawn to tlie present-day development of electric 
Ploughing, whereby, in skilled hands, 27 acres could be 
ploughed per day as compared with the bare acre per day of 
а man and team of horses. It was pointed out that on the 
" round-about '' system, electric ploughing apparatus was now 
avallable for small fields, at a cost for power that was eom- 
parable to the big electric ploughing sets, which in turn 
were far cheaper to operate than steam sets. 

The after-treatment of gathered crops was, of course, dealt 
With, as it is an important aspect of modern farming, as are 
likewise certain rural industries which can be conveniently 
operated in conjunction with a farm. 

. Considerable interest was evinced in the author's account 
of the present development of electroculture, which, he stated, 
had now arrived at the point where an increase of 10 per 
cent. in the crop could be confidently expected, at a nominal 
consumption, and а low outlay for wiring per acre (excepting 
the initial capital cost of the transforming apparatus, for which 
he had not yet been able to ascertain the simplest and 
cheapest design). 


The employment of electric vehicles on farms was ‘then’ 


touched upon, and also the author's semi-automatic system of 
keeping farm (or in fact any other) accounts by the aid of 
an electrically-operated machine—the author's contention 
being that detailed costings were the only true basis upon 
which it could be proved whether electro-farming was or was 
not а paying proposition; and any method which could pro- 
duce these accounts without unnecessary expenditure of skill 
‘and time wis certainly worthy of adoption. | 
The meeting concluded with a special vote of, thanks, the 
President ‘stacing that more than the usual thanks were due 
by them to the author, as he had come from another country 
to address them оп a subject concerning which he had much 
valuable experience. of a novel nature, that would be of tha 
utmost advantage to them. | | 


; THE "ELECTRICAL REVIEW" SERVKE 
| DEPARTMENT. 


- 


Queries addressed to the ELECrRICAL REVIEW will be answered 
by post, if the desired information is available, provided the 
following simple rules are observed :— | 

1. Address your inquiries to the ELECTRICAL Review, Lb., 
Service Department, and enclose a stamped addressed envelope. 

2. Do not ask for information until you have satisfied your- 
self that it is not already contained in our advertisement pages. 

3. If we are the means of putting you in touch with the firm 
or firms that you require, do us the favour of mentioning the 
ELECTRICAL REVIEW. | | 

No charge is made for the service. 


FORTHCOMING EVENTS. 


British Elcctrical Devolopment Aesociation.—l'riday, November Ieh. At 
the Institute of Patent Agents, Staple Inn Buildings, WC. AUS pam, 
Paper on Salesmanship in Wiring and Installation Work," by Mr. E. H. 
Freeman. | 

institute of Transport.—Friday, November 18th. At the Royal Society of 
Arts, John Street, Adelphi, М.С. At 5 p.m. Lecture : " The Operation 
and Development of Urban Electric Railway Services,“ by Mr. J. b. 
'Thomas. 

Diesel Engine Users’ Association.—Friday, Now rrber. 18th. At the Instit. 
tion of Electrical Engineers, Victoria Embankment, W.C. Discussion on 
Mr. О. Wans's paper on “ Some Recent Developments in Mechanical In- 
jection, Oil Engines using Heavy Oils." ; 

Institution of Mechanical Engineere.—Fridav, November 18th. At the In. 
stitution, Storey s Gute S.W. At 6 p.m. Paper on “The Machinery of 
Floating Docks," by Dr. E. Н. Salmon. 

Junior institution of Engineers.—Friday, November 18th. At the Caston 
Hall, Westminster, S.W. At 7 p.m. Annual general mecting. | 

Friday, November 25th. At 8 p.m. Lecturette, '* Electro-Magnetic In 
strumenis, Problems in thcir Design and Construction. Demonstrations,” 
by Mr. G. F. Shooter, 

institution of Electrical Engineers.—Informal mceting, Monday, Noventber 
21st. At the Institution, Victoria Embankment At AL Discussion 
on“ Hydro-clectric Power," to be opened bv Mr. A. J. ainsworth. — 

(Liverpool! 8ub-OGentre).— Monday. November 21st. At the University, 
Liverpool. At 7 p.m. Paper on ‘ Telephone Line Work in the U.S.A, 
bv Mr. E. S. Byng. 

(East-Midiand Sub-Oentre).—Tucsdav, November 2nd. 
versity College, Nottingham. At 6.45 p.m. 

ing Engineering," by Mr. J. R. Milnes, . 

(South-Midland Centre).— Wednesday, November 03га. At the Univer. 
sity, Birmingham. At 7 p.m. Paper, Some Notes on the Design oí 
Liquid Rheostats," by Mr. W. Wilson. | 
.. (London Students' Seotion).—Friday, November 18th. At the Institu- 
tion, Victoria Embankment. At 7 p.m. Paper оп * Modern Hydroelectric 
Practice," by Mr. E E. Butten 

(Sheffield and District Sub-Qentre).— W«inesday, November 3j М 
the Royal Victoria Hotel, Sheffield. At 7.30 p.m. Chairman's (Mr. S. E. 
Fedden) address and smoking concert. | 

Nottingham Society of Engineers.—W ednesday, November Brd. A the Wel 
beck Hotel. At 8 p.m. Paper. The Economies of Longadistanie Power 
Transmission," by Mr. А. D. Phillips. f 

Royal Society of Arts.—Wednesday, November 23rd. At John Street, Adeiphi, 
W. C. At 8 p. m. Trueman Wood lecture, ** The Coming of Age ol Lung: 
distance Wireless. Telegraph; and sume of its Scientific Problems," № 
Prof. J. A. Fleming, F.R.S. - 

Northampton Engineering College Engineering Sooiety.—Wcdines'is. 
November 23rd. At the Institute, St. John Street, Е.С. At 5.0 p.m. 
Paper on “ The Michel Thrust Bearing.“ by Mr. J. Ward. 

Industrial League and Oouncil, —Wednesday, November 2rd. At the Coon 
Hall, Westminster, S. W. At 7.30 p.m. Lecture on * The Industrial Ro 
lution in England," by Mr. H. E. Blain. 


Electrical Power Engineers’ Association (Manchester Section).— Thu 
day, November 24th, At the Association Hall, Peter Street, Manchester. 
At 7.30 p.m. Annual general meeting. Lecture, Some Snapshots irom 
my Came'a," by Mr. Luin. . ОТЕ. 
(Southern Division).—At the Central Hall, Westminster, S.W, ^ 
p.m. Lecture on Some Notes on Boiler House Plant," by Mr. А. V. 
Dennis. А T 
Oheimsford Engineering Soclety.—Thursday, November 24th. At an - 
Anglian Institute of Agriculture, At 7 p.m. Paper on " Gas Products 
for Power and Heating," by Mr. N. E. Rambush. " 
Publio Works, Roads, and Transport Oongress and Exhibition. — No 
ber 18th to. November 25th. At the Royal Agricultural Hall, ы 
Edinburgh Electrical Society.—Friday, November 25th. At the Philosophi 
Institute. At 8 p.m. Paper on The Manufacture of the Modern Elecite 
l.amp," by Mr. A. S. Black. In 
institution of Production Engineers.—Friday, November 25th. At x Д 
stitution of Mechanical Engineers, Storey's Gate, S.W. At (X p^ 
Paper, Drawings and Production,“ by Mr. A. F. Guyler. 5 
King's Oolege Engineering Society (University of London), r5 
November 25th. At the Holborn Restaurant. Twenty-fourth an 
dinner. . . T 
Physical Society of dondon.—Friday, November 25th. At the Imperial | 
lege of Science, South Kensington. 5-7 p,m. Discussion оп Hygromel’) 
to be opened by Sir N. Shaw, F.R.S. 


М the Uni. 
Paper on “ Modern Hlluminit- 


NOTES. 


Appointment Vacant.—Shift engineer (2983-4139) : 
e Dublin Corporation. (See our advertisement colum 
to-day.) | E 


The Gyroscopic Compass.—At a meeting of the Вт 
ham and District Electric Club оп November 12th, Mr. coe 
Steventon lectured on the gyroscopic compass, which bas : 
fully described in the ELECTRICAL REVIEW. The lectas 
described the construction and action of the compass in E 
as well as the specially-designed motors used for ine mo : 
power.. All modern warships were fitted with the comm 50 


and during the last two years it had been placed on ov 
Werchant ships. 
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Freemasonry.— The next regular meeting of the Kelvin 
Lodge will be held at Mark Mason's Hall on Friday, Nov- 
ember 25th, at 4 p.m. Morning dress. | 


. Hydro-electric Development іп Baden.—According to a 
correspondent of the Electrical World, the German State of 
Baden has passed а law for the purpose of supplying electrical 
energy all over the country by means of a State-owned com- 
pany. The nominal capital of this company is fixed at 
30,000,000 marks, but it has in addition been authorised to raise 
& public loan to the amount of 500,000.000 marks which will 
be fully guaranteed by the State. All electric plants owned 
and operated by the State, such as the important Murg 
power works, become the property of tbe new company. The 
existing power plants have not been nearly able to supply the 
increasing demand for energy. At the present time 500,000 
tons of coal are required annually for the generation of power 
and light, corresponding to an output of 500,000,000 kWh. 
This it is now proposed to produce by development of water 
power. 

In the south of the country, on the line from Basle to the 
Lake of Constance, a number of hydro-electric power stations 
will be erected. One of the largest power plants will be 
constructed at Schwórstadt, on the German-Swiss frontier, 
and in this plant Switzerland will be interested financially 
as well as industrially, as the latter country will receive balf 
the amount of energy produced by this station, namely, 
159,000,000 kWh. The total cost of this power station is 
estimated at 320,000.000 marks. In order to be able futly to 
utuise the Rhine power works, a great storage lake will be 
constructed in the southern part of the Black Forest with 
а capacity of 72,000,000 cu. m. Several subordinate companies, 
all controlled by the State, will be formed to carry out tbis 
part of the work. Similar steps have been taken for the 
electrification of the central and northern parts of Baden. 
The Murg power station is to have a large storage lake, to 
be created by means of a dam across the surrounding valley, 
&t а cost of 200,000,000 marks. 


Electricity in Italy.—Ten months after the event, our con- 
temporary L'Electrotecnica published the papers given before 
the yearly meeting cf the Associazione Elettroteenica Italiana, 
beid in Rome on November 20th last. Although belated, a por- 
tion of the president's opening speech, in the light of later 
events both in Italy and abroad, is singularly significant. The 
ruthless war, he Said, which has shaken so deeply our land, 
1з ended, but the economic unrest remains and the preoccupa- 
tion which weighs upon us for the future of our country bolds 
our soul in suspense and anxiety. But in these days, the 
consecration of our victory and the sense of relief which 
pervades the peninsula has lifted our hearts, making us 
breathe a purer air and, with the reblossomung of the spirit 
of patrjotism, permits us to hope that the pressing incubus 
is about to melt away, and that the calm which all long 
for will return, enabling us to initiate the economic renewal 
of our fatherland.’ After reference to tbe exertions of 
members of the Association in a forward direction, he con- 
tinued— jn our region, electrical undertakings, far from less- 
ening their activities during the war, rather intensified them 
to complete new plants in face of unnumbered difficulties, 
from lack of prime materials, fitful and inadequate transport, 
and scarcity of labour. Numerous new electrochemical 
works and electric foundries were also started, and among 
those yielding electric energy, the foundation of our industry, 
might be cited nine companies, among our members (Anglo- 
Romana, Ilva, Elettrochimica, Marchigiana, Volsinia, Lazale, 
Umbra, Italia Centrale, and Mediterranea), which together 
increased their plants by over 30,000 h.p., while 54,000 were 
being installed. Furthermore, new concessions and schemes, 
hydraulic and thermic, were being studied for the creation of 
about 270,000 additional h.p.” In a more serious note, he 
continued :—'' In the two vears that have elapsed since 
the glorious victory, the difficulties which obstruct have rapidly 
increased : material becoming increasingly scarce, prices ever 
more fantastic, labour still more exigent, undisciplined and 
unproductive; while concern ever deepened with regard to 
the selling price, always insufficient to cover the cost of 
working, itself always rising and leaving no margin of profit, 
80 much so, that it was impossible to undertake the construc- 
tion of plant which would cost seven times that of the first 
establishment. These difficulties which agitated electric com- 
panies, with political and social anxieties of the moment, 
rendered capital perplexed. and their effects were already pre- 
occupying banks and savings institutions. We wish for the 
rise of our country, that its active forces be co-ordinated, its 
material resources enjoyed, that industry be re-established, 
and for this is needed prompt and energetic work by the 
Government and the collaboration of all citizens to bring back 
the economic life as quickly as possible, to conditions of 
пазу god equilibrium, without which no industry cap 

elop. 


X-Ray and Wireless Service Problems.—In a letter to the 
Electrical M orld. Mr. C. Н. Mueller says the Duquesne Light 
Co. has supplied electric service for X-ray and radio appa 
ratus over a period of about six years. 

Owing to the operating characteristics of X-ray apparatus, 
шапу cases of flickering lights occurred when it first served 
such apparatus. However, these disturbances have been 
eliminated by the installation of 2,200/110-volt transformers 


and services. Such an arrangement provides the X-ray opera- 
tor with ideal service, since he requires uniform voltage after 
he has set a machine to make an exposure. ‘lhe result has 
been universal satisfaction. | 

The amateur wireless operator, however, has caused the 
company considerable annoyance. The transmitting outfits 
have been the chief trouble makers. The following cases 
аге selected from а hundred or more investigations. 

Several years ago а customer complained of flickering lighte 
and electrical discharges eimilar to, but not so severe ав, 
lightning. It was found that a wireless transmitting outfit 
was situated» next door, and that the flickering lights and dis. 
charges occurring on the switches and chandeliers were in 
synchronism with messages that were being transmitted, 
Earthing of the wireless outfit through impedances in numer- 
ous ways was attempted, but no relief was obtained. А one- 
to-one transformer was also inserted in the wireless supply 
circuit, without effect. Finally the wireless customer was 
disconnected from the 110/220-volt earthed-neutral distribution 
bank and served from а I-kVA. 2,200/110-volt transformer 
installed for his individual use. The disturbance ceased and 
was permanently eliminated. 

In another case the wireless amateur had attached one end 
of his aerial to one of the poles which carried а three-wire 
116/220-volt distribution circuit and four or five custome:s' 
services. The aerial crossed the services at various angles 
and not more than two feet distant from any of them. During 
rainy or damp nights, when the operator was transmitting, 
streams of sparks could be seen between the aerial and the 
service lines directly beneath. The lights on these circuits 
flickered, the wall switches and chandeliers buzzed and emitted 
sparks, the telephone service was affected, and in one case 
the main house fuses were blown. The same disturbances 
occurred, but to a less degree, on dry nights and davs. The 
aertal was removed to a safe distance, but the trouble was not 
completely eliminated until a separate 2,200/110-volt trans- 
former was installed for serving the radio operator. 

A more severe case of disturbance occurred quite recently. 
A wireless transmitting outfit broke down the insulation on 
the chandelier wiring in one room of the house next door. 
The ceiling canopy was melted, and a hole 6 in. in diameter 
was burned in the ceiling. The main house fuses and tablet 
board were badly burned. The wireless customer compen- 
sated his neighbour for the damages, and repetition of the 
trouble was prevented by installing a 2,200/110-volt trans- 
former to serve the wireless outfit. 


Rheostats with the Minimum of Material.—In La Revue 
Générale de UElectricité for October 29th is given a transla- 
tion of a long article in the E. T. Z., by R. Richter, describing 
a new method of constructing rheostats with the minimum 
of resistance material. Instead of putting all the wire in 
series, the inventor connects it in parailel and series parallel 
in such a way that all the resistance is constantly more or less 
in use, and all its radiating surface 18 in action. Bv this means 
a considerable economy 6f material is effected. The arrange- 
ments described cover polyphase as well as single-phase and 
d:c. apparatus. 

For instance, in the case of a shunt regulator, two paths 
are used; the maximum resistance is obtained when the two 
are in series, and by means of sliding contacts thev are gradu- 
ally brought through series-parallel to full parallel for thy 
minimum value, when the current in each path is half the 
total and the heating effect only a quarter. Басһ of the slid9 
ing contacts takes onlv half the total current. and one slider 
carries them both. Similarly three or four resistance elements 


can be employed, the ratio between the maximum and mini-. 


mum resistance values being equal to the square of the num- 
ber of elements, and the heating effect being reduced in an 
inverse ratio. 

Numerous combinations are described and their character- 
istics fullv explained. Arrangements enabling the resistance 


‘to be reduced to zero are included. ` 


Postponement of Sinking-Fund Payments.—Bill No. 230 
--local Authorities (Financial Provisions)—received the Royal 
Assent last week. Amongst other provisions it contains Ње 
following important clause :— 

(4) Where within twelve months after the passing of this 
Act money is borrowed by a local authority for the purpose 
of the construction of new or extension or alteration of exist- 
ing works forming or to form part of an undertaking of a 
revenue-producing character, then, notwithstanding anvthing 
to the contrary contained in any Act, 1t shall be lawful for the 
annual provision required to be made by the local authority 
for the repayment of the money so borrowed to be suspended 
while the expenditure out of that money remains unremunera- 
tive for such period and subject to such conditions as the 
Minister of Health or other authority by whom the borrowing 
1s sanctioned may determine. Provided that such suspension 
shall not be for a longer period than five vears from the com- 
mencement of the financial year next after that in which such 
expenditure commences to incurred. 

Other clauses enable local authorities to raise funds for cur- 
rent expenses by short-term loans; to vary the provisions for 
repayment of loans imposed by statute; and to relax the limit 
of borrowing powers in certain cases in order to provide ein- 
plovment, always subject to the approval of the Minister of 


Health. 


„ 


THE ELECTRICAL: REVIEW. [Vol.89. No. 2,295, Моукмвкв 16, 1991 


[M 


Fatalities.—An inquest was held at Neath on Friday re- 
garding the death of Charles William Jones, 33, a wireman 
employed by the National Oil Retineries, Skewen, who was 
killed &t the works two days previously. Trevor Hopkins, an 
electrician at the works, said Jones was regulating a line of 
cable. He had his left hand outetretched to withdraw the 
vice he was:using, and must have caught hold of the stay- 
wire with his right hand. The electric supply at this point 
was 250 volts alternating. ‘lhe current should have been 
turned off before deceased commenced working, and probably 
deceased did not know it was on. -Arthur Abrahams, the 
foreman electrician, said he told Jones the preceding night 
not to use ап iron vice, and warned him and the other men 
to see that all switches were taken out before work was com 
menced. After the accident, witness found that the jaws of 
the vice had cut through the vulcanised rubber insulation. 
Witness was closely cross-questioned ав to the responsibility 
for turning off the current, and admitted that it could only be 
turned off on his instructions. He was at the sub-station at 
the time in question, and was not told that anyone wanted the 
ewitches taken off. though he knew that Jones and others 
were at work on the cables. In summing- up. the Coroner 
remarked upon the fact that the foreman made no effort to 
ascertain whether the men were at work when he found the 
switches still on. The jury returned a verdict that death was 
due to an electric shock, and expressed themselves of the 
opinion that there was forgetfulness or the part of Foreman 
Abrahams in not seeing that the current was cut off prior to 
the men commencing work. ‘The jury also suggested that 
boards should be exhibited warning the workmen to see that 
all switches were off before commencing work. | 
- айю арн ana Radiology.—Within the past two years 
university diplomas have been established in the medical! ap- 
plication of X-rays and electricity, and a special examination, 
the passing of which permits the use of the letters M. S. R., 
has also been established for persons who carry out under 
medical direction the technical side of this work. Between 
these totally different examinations a great deal of confusion 
seems to have arisen in the public mind. A brief explanation 
may, therefore, be of interest, thinks the Daily Telegraph, 
which says that about three years ago the British Associa- 
tion for the Advancement of Radiology and Physiotherapy. a 
purely medical body, approached the University of Cambridge 


with a view to the establishment of a diploma on the eame ` 


lines ав the D. P. H.“ (Diploma in Public Health). The 
university authorities instituted the Diploma in Medical Radio- 
logy and Electricity—D.M.R. and E. (Cantab.). А epecial 
course is given for this, partly at Cambridge and partly in 
London, under the auspices of the B.A.R.P. Anyone desiring 
information should write to the secretary, Education Com- 
mittee, B.A.R.P., 12, Stratford Place, W. 1, or to Cambridge. 
A similar diploma has been established by the University 
of Liverpool, and others will no doubt follow. These courses 
and examinations are open only to medical men holding recog- 
nised qualifications, and are intended to supplement the some- 
what scanty instruction in X-rays айа electricity which is all 
that is possible in в crowded medical curriculum. 

Next, the B.A.R.P. turned its attention to the question of the 
training and certification of technical assistants. In addition 
ta medical knowledge such as is required in a nurse, the X-ray 
worker must be ekilled in а technical sense—that is, he must 
understand the apparatus with which he has to deal. The 

A. R. P. therefore approached the Council of the Institution 

Electrical Engineers and asked for co-operation. It was 

decided to form the '' Society of Radiographers." The Council 
of this body, the constitution of which has been approved by 
. the Genera! Medical Council and the Board of Trade, consists 
of six medical men appointed by the B.A.R.P., six membere 
of the I.E.E., and six elected by the general body of members. 
An examination is held twice yearly, and the successful can- 
didate is entitled to use the letters M.S.R." 
' "The radiographer must be sharply differentiated from the 
radiologist. 'The former is the skilled technician, the latter 
is the medical expert who directs. Every member of the 
Bociety of Radiographers signs an undertaking that he will 
not examine or treat апу patient except under the direction 
of a qualified medical man. The relationship between the 
two is very similar to that between the physician and the 
dispensing chemist. 

The examinations of the Society of Radiographers are open 
‘to anyone who can show that he or she has а sound general 
education and has also had considerable experience of the 
practical side of X-ray and electrical work. No medical qualifi- 
cation is necessary. For candidates who have no experience, 
‘special courses of instruction are provided. Those desirous of 
detailed information ehould communicate with the secretary, 
the offices of this society being in the same building ав those 
of the B.A.R.P. 


An Australian Electric Furnace.— A recent issue of the 
Commonwealth Engineer contained a description of a large 
electric furnace installed a short time ago in the Victoria 
Iron Rolling Mills, West Melbourne. This is a 6-9-ton fur- 
nace, with 17 in. dia. carbon electrodes weighing 730 lb. each 
and having a normal current-carrying capacity of 8,670 A ; the 
average working current is 5.000 A. The electrodes are raised 
or lowered by means of а 3-h.p.. d.c. motor, and a 25-h.p. 
motor, by means of a rack and pinion gear. performs the tilt- 
ing operations. Power is supphed by the Melbourne City 
Council at 6.000 volts (8-phase), and this is stepped down by 
three single-phase air-cooled transformers. A secondary series 


of transformers and a motor-generatór provide the power for 
the motors. А cooling system pumps water through the roof 
glands and the electrode holders; all water connections and 
the holders are insulated from the frame of the furnace, The 
furnace shell is a 12 ft. dia. cylinder with a closed end, lined 
with refractory materials. The total weight of the furnace ang 
charge is about 60 tons, and it will therefore be seen that 
the. 25-h.p. motor and tilting gear is not too large. Те 
method of employment is as follows :—After setting the hearth 
of the furnace, the roof is lifted on and bolted in Place, the 
water jackets are put on, and the electrodes clamped in. 
About 6 cwt. of coke is spread on the bottom and the cur. 
rent switched on. The doors are sealed up and about 500 kW 
is put on the furnace for eight or nine hours. Power js then 
Bhut off for 12 hours. The next day the coke is raked out 
and a beat charged. | : : P xe 
The Electro-Harmonic Society.—I.AbiES' NiGHT.—The eon. 
cert held on Friday last attained a high degree of excellence, 
the singing of Miss Winifred Lawson; Mr. Ivor Foster, and 
Miss Violet Openshaw being particularly appreciated; Mr. 
Jack Salisbury’s violin solos were also admirably executed. 
Mr. J. S. Highfield presided, and there was a good attendance 
though the room was not completely filled. А 


Proposed Institution of Chemical Engineers.—At а meet. 
ing at the Engineers’ Club, Coventry Street, on November 
9th, presided over by Sir Arthur Duckham, it was decided to 
take steps to form an Institution of Chemical Engineers. " One 
of the greatest things such an institute ав was proposed could 
do,“ said the chairman, would be to create a real chemical 
engineer. Morning Post. | | à 


INSTITUTION NOTES. 


Institution of Electrical  Engineers.—NonrH-WrsTERN 
CENTRE.—Liverpool Sub-Centre.—The following are the pub. 
lished arrangements for the session :—November Ast, paper 
on Telephone Line Work in the U.S. A., by Mr. E. 8. 
Byng; December 12th, lecture on Single and Three-phae 
Commutator Motors with Shunt and Series Characteristics,” 
by Dr. S. P. Smith; January 16th, paper on An Oxill- 
graph Investigation of the Gulstad Relay,“ by Dr. 8. 8. 
Richardson; May 8th, annual general meeting and smoking 
concert. 

SCOTTISH CENTRE.—Mr. James E. Sayers presided, and in- 
troduced the new chairman, Mr. E. Т. Goslin, general шаш- 
ger, Clyde Valley Electrical Power Co., at the opening meet- 
ing of the session, held in Glasgow on November 8th. Mr. 
Goslin, in his inaugural address, dealt with the subject oí 
rates and finance as they affected the supply of electricity. 
Referring to the problem of unemployment and bad trade, he 
said that electrical undertakings could help to overcome 
both. Cheaper production of electricity meant cheaper rates to 
the consumer, which, in turn, would bring about lower manv- 
facturing costs and improved trade, with a greater demand 
for labour. The co-operation of supply authorities was nece 
вагу to secure the main object of the Electricity Supply Act. 
1919. Without co-operation cheap electricity could not be 
supplied. Bulk supplies must eventually reduce costs, and 
with a cheaper supply the sale of energy and the income 
derived would increase, and the engineer would undoubtedh 
benefit by the general improvement. : 

INFORMAL DINNERS.—Arrangements have been made for the 
members of the I.E.E. to dine together at the Engineers 
Club, Coventry Street, W., after the ordinary meeting of the 
шоп to be held on December Ist. The charge per cover 
is 58. | @ 

Members wishing to be present at the dinner are requeste! 
to send their names to the Secretary а day or two in advante. 
either in writing or by telephone. Subject to accommodation 


-being available, additional names will also be received by the 


Institution attendants from members when the latter ag 
their names before entering the Lecture Theatre for the me! 
ing, but it is especially preferred that members should en 
in their names in writing or by telephone. | 

MODEL GENERAL CONDITIONS FOR CONTRACTS.—lhe work d 
гони He I.E.E. Model General Conditions for Contrat 
which began in April, 1920, was completed at the end ol last 
session, and a new edition was published on November Is 
1921. In addition to the members of the Committee of Ке 
sion. nominated by the LE.E., the Committee included x 
number of representatives of other Associations within. 1 
closely connected with, the electrical industry, and thron 
these representatives the Committee lad the benefit of А 
views of the governing bodies of the various Associations inter 
ested in the Model General Conditions for Contracts. The?" 
Conditions have been issued in such a form that they can * 
used as the actual contract by filling in the blank spaces. 
Edinburgh Electrical Society.—On October d 
Society held their first Questions and Answers night 
the session. Mr. D. S. Munro presided, and numerous ul 
tions were dealt with, chiefly relating to peculiar breakdo 
in plant and installation work. ee i 
., On November 11th Mr. D. Landale Frew gave 8 PP i 

C.T.B. Cable," which was illustrated by lantern slides ? 
numerous samples of cables and fittings. The histor? 5 
manufacture of C.T.S. cables were described, and its wal! 
uses were indicated. 
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North-East Coast Iustitution of Engineers.—At a meeting 
of the Institution on November llth, Mr. C. Whillis, M. I. E. E., 
read a paper on The Working of a Modern Telephone Sys- 
tem." The author considered that the manual switchboard 
system still had a long career in front of it; the automatic 
system was still in its early stages of development. The prob- 
lems of design were many and difficult on account. of the 
violently fluctuating load. Although the current jn .one cir- 
cuit was very small, n. а large exchange the discharge from 
the battery might at times be as high as 200 A. The author 
described the manual system in detail, giving particulars of 
protective devices, Pupin coils, &c. Не also indicated some 
of the possibilities of the thermionic valve, and.referred to the 
large schemes of placing trunk mains underground now being 
proceeded with by the G. P. O. 


Greenock Association of Electrical Engineers. — On No- 
vember 9th Mr. Rolling, of Glasgow, delivered the opening 
paper of the session before a large attendance of members. 
His subject, Automatic Electric. Control Gear with Special 
Application to Sbipyard Equipment," was well illustrated by 
lantern slides and diagrams. Mr. | 
was a self-resetting breaker, wich discriminated between 
temporary and other short circuits. | | 


Belfast Association of Engineers.—At the meeting held 
vesterday evening. 8 paper on Electric Industrial Dumina- 
tion " was read by Mr. George Herbert. 

King's College Engineering Society.—The 24th annual 
dinner of the Society is to be held at the Holborn Restaurant 
on November 25th. Mr. J. S. Highfield, President, I.E.E., 
will preside, and the principal gueste will be Mr. W. B. Worth- 
oona President, Inst.C.E., and Sir R. A. Hadfield, 
Bart., F.R.S. 


P 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers; whether connected 


with the technical or the commercial side of the profession 
and industry, also electric tramway and railway officials, to 
keep readers of the ELECTRICAL REVIEW posted as to their 
movements, 


It is announced that having in view his long association with 
electrical progress in this country, and his great services to 
the Institution in connection with the obtaining of a Royal 
Charter and Royal Patronage, when his enthusiastic help, by 
counsel, advice and active co-operation with the Charter Com- 
mittee proved invaluable, the Council of the Institution of 
Electrical Engineers has elected as an Honorary Member LORD 
SOUTHBOROUGH, P.C., G.C.M.G., &c. 

Lord Southborough, who is a Privy Councillor, and better 
known to electrical men under his older title of Sir Francis 
Hopwood, has had a distinguished career in the Board of Trade 
and other Government, Departments, and in the eighties was 
closely associated as Assistant Solicitor to the Board of Trade 
with electrical legislation. From 1901 to 1907 be was Perma- 
nent Secretary to the Board of Trade, and subsequently Per- 
manent Under-Secretary of State for the Colonies, and just 
before, and during part of, the war Civil Lord of the Ad- 
miralty. B 

As British delegate to the International Railway Congresses 
of 1895 and 1900. as Vice-Chairman of the Development Com- 
mission, 19106 and as member of the Royal Commission on 
London Traffic. he has been closely associated with the prob- 
lem of railway electrification, and he is also à member ot the 
board of directors of the London Underground Railways. 

He is on the Board of Control of the National Physical 
Laboratory, where he has actively supported research and 
experimental investigation of electrical matters. 

Mr. Е. СЕРВЕ HOWARD, A. M. I. C. E., electrical engineer, of 
39. Berners Street, W.1, has been elected Mayor of Hampstead. 

Councillor J. Bett, is the new Mayor of West Bromwich. 
His chief work on the Council has been done as ¢hairman of 
the Electricity Committee. 

Councillor James Тномрѕох, who has been re-elected Mayor 
of Wolverhampton, is chairman of the Corporation Electricity 
Committee. "d 

Councillor Н. К. BrFAr£ has been re-elected chairman of the 
Birmingham Electricity Supply Committee. | 

Councillor F. SMITH succeeds Councillor Lee as chairman of 
the Birmingham Tramways Committee, and the latter is the 
new chairman of the Public Works Committee. 

The Swedish Academy of Sciences has awarded the Nobel 
Prize for Chemistry for 1920 to Prof. WatTeR Nernst, of 
Berlin. the inventor of the Nernst electric lamp. | 

Sir A. К. BUTTERWORTH is retiring from the post of general 
manager of the North-Eastern Railway at the end of the year. 
and Mr. R. L. Wepawoop, the present deputy general man- 
ager, takes up his position as from January 18%. 

Мг. R. L. McCurtLocH, who recently went to Australia, has 
been appointed general manager to vhe City of Hobart (Tas- 
ne Municipal Electric Tramways at £750 per annum 

ary. x | 
Mr. Е. Н. Mann has joined Messrs. Moffett & Rosher, con- 
sulting engineers, of Birmingham, as a partner, he having 

n formerly associated with the firm as assistant engineer. 
The style of tbe firm will now be Moffett. Rosher & Mann. 


At the conclusion of the war, Mr. Mann was e lieutenant (E.) 


Rolling’s piéce de résistance 


‘and £89,072 net. 
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in the battle cruiser Н.М.А.6. Australia, being in charge of 
the electrical generating plant and equipment. ' Early in 1919 
he was engaged upon the extensions to the Grimsby Corpora- 
tion electricity works, and was occupied on this work until 
he resigned to rejoin his old firm. 1 doa 
On Saturday last the staff of the South Shields Electricity 
Department presented Mr. E. Moxon, the borough electrieal 
engineer (who is leaving to take up a similar ‘position at South- 
port), with a silver tea and coffee service and salver. : The 
presentation, was made by Ald. J. W. Henderson, chairman of 
the Electricity Committee. E EM У 


Obituary.—Sin DOUGLAS Fox.—We regret to stats that Sir 
Charles Douglas Fox, the well-known engineer, passed ‘away 
on Sunday last in London after a few hours’ illness, in his 
82nd year. Sir Douglas was the eldest son of; the late Sir 
Charles Fox, who was the constructor of the 1851 Exhibition 
building which was afterwards re-erected as the Crystal 
Palace. He joined his father as an articled pupil in 1857, and 
in 1862, after practical experience, he became a partner in the 
firm. When Sir Charles died, Douglas and his brother Francis 
succeeded to the business, which is now so well known amongst 
engineers as Sir Douglas Fox & Partners. This firm was re- 
sponsible for numerous large railway undertakings. among 
which the Liverpool Overhead Electric Railway and the Mersev 
electric tunnel line, also two London tube systems, the Great 
Northern and City, and the Charing Cross, Euston and Hamp- 
stead railway, are of direct interest in these pages. In their 
other consulting engineering operations may be mentioned 
their part in connection with the North Wales hydro-electric 


Elliott 4 Fry] [London. 
Sin DovGrAs Fox. E | 


power scheme, the great piece of bridge work across the Vic- 
toria Falls, the preparation of new plans for the Channel 
Tunnel, and many railway and other undertakings in different 
parts of the Empire and in foreign countries. Sir Dougias Fox 
had been a member of the Institution of Civil Engineers since 
1866, and he was its president in 1899 to 1900. He was pro- 
minently connected with the British rngineerin; Standards 
Association from its commencement. Sir Douglas received 
the honour of knighthood in 1886, as recognition of his work. 
in association with the late Sir James Mirrlees. as engineer of 
the Mersev Tunnel. He has left one son, Mr. Francis Douglas 
Fox (a partner in the firm mentioned) and four daughters. 
The funeral service was to be held yésterday at Sevenoaks. 
Mn. E. WINDSOR RICHARDS.—We regret to record the death 
of Mr. E. Windsor Richards, the well-known ironmaster, 


which occurred last Saturday. at the age of 90 years. The 


deceased gentleman was a past president of the Iron and Steel 
Institute. of the Institution of Civil Engineers, and of the 
Cleveland Institution of Engineers. 

Mr. W. Н. BoorR.— We deeply regret to learn that Mr. W. 
Н. Booth died at Worthing on November 12th. Mr. Booth was 
for over 30 years an esteemed contributor to our columns, and 
neue friend. In our next issue we shall give an outline of 

is career. 


Will.—The late Sir H. B. Rowe, chairman and managing 
director of Hawthorn, Leslie & Co., Ltd., left £97,784 gross 
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NEW COMPANIES REGISTERED. 


: Morgan's (Birmingham) Electric Motors, Ltd. (177,753). 
Private company. Registered November 10th. Capital, 23,000 in £I shares. 
To carry on the business of electrical, motor and mechanical engineers, manu- 
facturers of and dealers in electrical apparatus, &c. The permanent directors 
are: T. J. Bowater, 245, Franklin Road, King's Norton, Birmingham 
(director, Birmingham Power Transmission, Ltd.), chairman; S. C. Bruton, 
Ellamead, Lordswood Road, Harborne, Birmingham (director, Birmingham 
Power Transmission, Ltd.); S. B. Morgan, 281, Maryvale Road. Rourneville, 
s E Qualification, 100 shares.. Secretary : S. C. Bruton. Registered 
office: 20, Regent's Place, Birmingham. 


Car Ignition and Lighting Co., Ltd. (177.655).—Private 
company. Registered November 4th. Capital. £1.500 in £1 shares. То take 
over the business of manufacturers and repairers of and dealers іп motor 
car lighting and 1 apparatus carried on by А. Н. Moncrieff апа W. 
J. E. Beere at 26, Page Street, Westminster, as the Car Ignition and Light- 
ing Co." The first directors are: A. Н. Moncrieff, 197, Anerley Road, S.E.20; 
W. J. E. Beere, Kenton Court, Sunburv-on-Thames; О. Fayle. Sandford 
Lodge, Ranelagh, Dublin. Qualification, £100. Secretary: О. Fayle. Regis- 
tered office : 26, Page Street, Westminster. 


Wintersgill & Worth, Ltd. (177,727).—Private company. 
Registered November 8th. Capital, £500 in EI shares. To carry on the 
business of mechanical, electrical, motor and petro! engine engineers, manu- 
facturers and suppliers of electric fittings, tool makers, brass founders, metal 
workers,. metallurgists, &c. The first directors are: С. Winterspill, 18, Devon- 
shire Road, Middlesbrough; W. M. Worth, 18. Eaton Road, Stockton-on-Tees, 
Qualification, £0 shares. Solicitor: A. Н. Parkin, Stockton-on-Tees. 


Stentaphone Motor Accessories (1921). Ltd. (177.431).— 
Private company. Registered October 22nd. Capital. £75,000 in £1 shares. 
To take over the business (1) of чепер (Motor Accessories), Ltd., 
carried on at Alcester Road, Moseley, and (2) of William Sames, Ltd., carried 
ол at Camp Hill, Birmingham, and to carry on the business of manufacturers 
of motor accessories, magnetos for use with internal combustion engines, 
manufacturers of dynamos for lighting, power, and other purposes, manue 
facturers of motor cars and other vehicles, &. The subscribers (each with 
one share) are: А. H. Treloggan, 310, Alcester Road, Moseley, Birmingham, 
manufacturer; W. Sames, 50, Reddings Road, Moseley, Birmingham, 
manufacturer. The first directors are: A. Н. Treloggan (chairman), W. L. 
Sames, Sarah M. A. Treloggan, E. Treloggan, W. Sames, and H. W. Sames. 
Registered office: 21, Ombersley Road, Balsall Heath, Birmingham. 


Union Electric Welding Co. (Egypt), Ltd. (177,649).— 
Private company. Registered November 3rd. Capital, £10,000 in EI shares. 
To carry ап the business of electrical, blow-pipe, and other welders and sol- 
derers, shipbuilders and repairers, &c. The subscribers (each with one share) 
are: E. T O'Reilly, 52, Bishopsgate, E.C.2, solicitor's managing clerk; 
H. J. T. Mitchell, 52, Bishopsgate, E.C.2, cashier. I.. Savon & Co., Ltd., 
are the first managers. Solicitors: Maxwell & Co., 52, Bishopsgate, E.C. 2. 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. 


Oswestry Electric Lighting and Power Co., Ltd.—Satis- 
faction to the extent of £500 on August: Lith and £200 on October llth, 1921, 
of debentures dated. January Gth, 1712, and March 2nd, 1915. securing £1,300. 


Armature Repairing and Sfpply Co., Ltd.— Particulars of 
£4,000 debentures authorised November IA. 1921, present issue £1,400; charged 
on the company’s undertaking and property, present and future, including 
uncalled capital. 


Radio Communicatien Co., Ltd.—Particulars of £23,000 
debentures, authorised October 24h, 1921; whole amount issucd; charged on 
the company's undertaking and property, present ond future, including un- 


culled capital. 

Turner Atherton & Co., Ltd. (66,901).— Return dated 
September 8th, 1921. Capital, £175,000 in £1 shares (87,500 ordinary and 
87,000 preference). 61,842 ordinary and 73,811 preference shares taken up. 
426.487 paid. £109,166 considered as paid. Mortgages and charges, nil, 


W. Sisson & Co., Ltd. (82,295).— Return dated October 
Qist, LRI Capital, 450.000 in EI shares (65.000 preference, 38,000 ordinary, 
end 7.00% deferred). 4.375 preference. 31,711. ordinary, and 7,000 deferred 
shares tuken up. £28,080 paid. £14,400. considered as paid. Mortgages and 
charges, debit bank Бате £7,776 13s. 2d. (limit £15,000). 


Everett Edgcumbe & Co., Ltd. (84,764).— Return dated 
July Vth, 1921. Capital, £45,000 in £l shares (02,000 6 рег сет. cumulaive 
preference, 39.997 ordinary, and 5 771 A 7). 3.300 preference, 26,733. ordinary, 
and 3 “AY shares taken ир, 412.320 prid. £17,516. considered as paid. 


Mortgages and charges, nil. 

Rural Electricit Supply Co., Ltd. (107, 281). Return 
dated September sth, 1921. Capital, £10,000 in 9.500 preferred shares of £] 
each and 10.000 deferred shares of 1s. each. 3.512 preferred and 5.713 deferred 
shares taken up. £3.269 9s. 3d. paid (being £l per share on 2,871 preferred 
and 1s. on 5,713 deferred shares) and including £112 16s. 3d. paid on 205 shares 
forfeited. £2,641 considered as paid. Mortgages and charges, nil. 


W. R. Sykes Interlocking Signal Co.. Ltd. -(93,078).— 
Return dated October 19th, 1921. Capital, 250.000 in 87.500 „* and 12,500 
“В” shares of 105. each. 42,297 “A” and 12,500 “B shares taken up. 
35 9d. per share called up on 42.297 A shares. 10s. per share considered 
as paid on 12,500 ** B|“ and os. per share on 42.297 K shares. Mortgagtes 


and charges. £14,721. 
Newtons. Ltd. (48,936).— Return dated lene ite. 
Capital, £40,000 іп £10. shares. 


(hlel June 17th), 1921. 3.260 shares taken 
up. £18,650 paid. 214.000 considered as paid. Mortgages and charges, nil. 


South Metropolitan Electric Light and Power Co.. Ltd. 
(47,875).—Return dated March 9th (filed June Rth). 1921. Capital, £500,000 in 
250,000 ordinary, 150,000 7 per cent. cumulative first preference, and 100,000 
6 per cent. cumulative second preference shares of £1 each. 165.000 ordinary. 
145,468 first preference, and 96,366 second preference shares taken up. £l per 
share called up on 162,500 ordinary, 138.100 first preference, and 96,366 second 
preference shares. £396,966 paid. £7,868 considered as paid on the remainder. 

Mortgages and charges, £374,090. 


Brookmill Motor & Engineering Co.. Ltd.—Debenture 
dated October 17th, 1921, to secure £250, chargea on the company's under- 
taking and property, present and future, including uncalled capital. Holder: 
F. F. C. Webb, 12. Abchurch Lane, Е.С. 


Oswestry Electric Lighting & Power Co., Ltd.—Particu- 
lars of £1,500 debentures authorised October llth, 1921; present issue £800. 
charged on company's property, present and future, including uncalled 
capital, but excluding book debts, due to the company for current supplied, 
and subject to anv legal priority attached to the security already given to 
London. County, Westminster & Parr's Bank. 


Swift Electrical, Ltd.—Debenture dated October 18th, 
1921, to secure £800, charged on the company's undertaking and property, 
resent and future, including uncalled capital. Holder: J. H. Butler, 94, 
Voodiand Gardens, N. 10. 


increases of German undertakings. 


. CITY NOTES. 


The financial papers have published 

Barcelona particulars of tbe situation which ha; 
Traction, Light arisen, necessitating the calling together 

& Power Co. of the holders of the 54 per cent. first 

| mortgage bonds and income bonds, in 
London on November 25th, for the purpose primarily-of modi- 
fying the rate of interest payable on the first mortgage bonds, 
According to the Financial Times, the committee for the 
bondholders states that at the commencement of the European 
war, conditions were such that it was found impossible to 
pay in cash any of the interest on the First Mortgage bonds 
or on the Prior Lien '" B" bonds, and provision was made 
for satisfying such interest in short-term notes, which, by the 
arrangement made in 1918, were subsequently converted into 
Income bonds. 

In 1918 the hydro-electric installation of the Ebro Irrigation 
and Power Co.—which in 1915 was in an unfinished state 
was completed and nearly the entire output was sold, and 
work on the new installation at Camarasa, which had been 
undertaken to meet the demand for additional power, was well 
advanced. The industral conditions in Barcelona at'the con- 
clusion of the war were so encouraging, and the growth of 
business so satisfactorv, that there was every reason to assume 
that the power available from the first two units of Camarasa 
would be rapidly sold, and the revenue from operation con- 
siderably increased. The directors’ and bondholders’ commit. 
tee, therefore, felt that they were justified in recommendin; 
that at least 2 per cent. interest should be paid in cash on the 
First Mortgage bonds, to be increased to 4 per cent. as from 
the Ist June, 1921. This recommendation was approved br 
hondholders in December, 1918, and from then to the present 
time interest at 2 per cent. per annum has been regular 
paid, the revenue not having justified a higher rate being 
paid. By the arrangement the minimum rate was to be 
increased to 4 per cent. per annum as from Ist June, 1. 
but the committee regrets to inform bondholders that qwing 
to the change in world conditions since 1918, from tho 
of a trade boom to those of world-wide depression, with the 
consequent disorganisation in exchange. the revenue of the 
company will not permit of the interest being raised to 4 per 
cent.. and bondholders will be asked at the fortheoming 
meeting to agree that the minimum rate should continue at 
2 per cent. per annum. 

The directors’ committee advise bondholders to agree to the 
proposals. These, shortly, are that the minimum rate d 
interest should remain at 2 per cent., but that the maximum 
amount payable should be raised from 54 to 6 per cent. 


At the annual meeting held on November 
10th, in London, Viscount St. Davids stated 
that during the sunnner he had been out in 
the River Plate, and he went to Monte 
Video and made а very careful inspec- 
tion of the company's property. Не further inquired 
into the whole circumstances arising out of the present pos 
tion of affairs. They did not boast that they gave a perfect 
telephone service; they gave what was a good service in tbe 
conditions under which they were permitted to work. 


Monte Video 
Telephone 
Co., Ltd. 


speaker. according to a report in the financial Press, said that 


the company had been at a disadvantage for a good many 
vears in that they had not got a concession that would епа?» 
them to do the work properly. That had been the outstanding 
position for a long time past, but the Government had lately 
made up its mind that it wanted a system of its own 
Recently the Government had made a contract with th 
Western Electric Co. to put in a system, but the contra! 
had been made subject to ratification by the Legislature, ant. 
as far as he knew, that ratification had not vet been iver 
The contract was also made subject to the capital bem: 
raised, and when he was over there there seemed to be n 
prospect at all that the Government would agree to t 
terms, as the conditions that the Americans were sees 
to impose were undoubtedly somewhat onerous. Ко fit 
nothing at all had been done. 


The probability of a further reconstri 


The Zurich tion of the Bank fur Elektrische Unter 
Bank for nehmungen. of Zurich was foreshadow 
Electrical at the annual meeting held in that ctt 

Undertakings. оп October 31st, when it was decided t 


carry forward the balance of 119% n 
Supplementing the report for the year ended June 30%. 11 
the management stated that eince the latter date the bank; 
credit in marks, as a result of sales of marks and the exe" 
cise of the right of subscription to new shares, had ee 
from 75.000,000 to 97,000,000 marks, of which a sum 
6.500.000 marks was. already engaged for impending cap 


As compared with the 


end of June, the assets of the bank at present quotation. " 
rates of exchange showed a further depreciation of 30 7 
fr. The receipts from dividends and interest were р n 
ther prejudiced by the constant fall in exchange, but 
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latter did not become still worse, the surplus from the ordi- 
nary receipts for 1921-22 would be about sufficie it to cover 
the legal instalment of the redemption of the uncovered differ- 
ences in exchange. During the discussion, Herr Wilchek. 
president of the Bank fur Handel und Industrie, stated that 
the Zurich undertaking ought to undergo a fresh reorganisa- 
tion, as it was necessary to renounce the hope of any improve- 
ment in exchange. The uncovered exchange differences of 
46,000,000 fr. must completely disappear from the balance 
sheet, the ordinary share capita! be extinguished, and the 
pony capital be reduced by about 50 per cent. In reply, 

r. Frey, president of the bank, expressed the opinion that 
all hope of an improvement in exchange should not be aban- 
doned. Germany, which introduced the gold standard in 
1871, had not only the legal but also the moral obligation to 
restore her currency to the former basis. That would. of 
course, occupy many years, and the bank would have 
to take into consideration the question of a further re-organi- 
sation. The time for that must be left to the directors, who 
would produce their proposals as soon as the exchange situa- 
tion had cleared somewhat, perhaps after the Washington 
Conference. | 

The directors of the Compagnie Générale 

French d' Electricité recommend a dividend at the 

Companies. rate of 60 fr. per share for 1920-1921, as 
| in the previous year. 

The Société Industrielle des Telephones, which distributed 
a dividend at the rate of 35 fr. per share out of net profits 
amounting to 4,119,000 fr. in 1919-1920, is reported to have 
earned net profits of 7,014,000 fr. in 1920-1921, for which the 


rate of dividend has not yet been fixed. 
The Société des Accumulateurs Electriques (Dinin) reports 
profits of 592,000 fr. for 1920-1991. exclusive of any provision 


for depreciation, as contrasted with 1.676.000 fr. in the pre- 


ceding year. As the statutory rate of interest of 6 per cent. 
has already been paid on the shares, no further distribution 
is in contemplation, the balance of 946,000 fr. being carried 
forward. The report states that improvements had been made 
in the accumulators, which permitted of the batteries being 
sent away in a charged condition without acid, the latter being 
added when the batteries were required for use. 

An extraordinary meeting of the Constructions Electriques 
Lyon-Dauphine held on October 35th sanctioned the in- 
crease of the company's capital from 5,000,000 to 10,000,000 fr., 
by the issue of 5,000 500-fr. shares, with a premium of 25 fr. 

An extraordinary meeting of the Forces Motrices de Та 
Rochette et de Quincampoiz has approved the raising of this 
company's capital from 1,000,000 to 3.000.000 fr., the increase 
to be expended as follows :—400,000 fr. for the assets of the 
Société Sarthoise d'Electricité; 500,000 fr. for those of the 
Société d'Electricité de la Sarthe; 1.000.000 fr. for the assets 
of the Omnium Francaise d’Electricité: and 100.000 fr. for 
those of the Compagnie Générale des Ilots Electriques. The 
Forces Motrices Co. has now changed its name to Energie 
Electrique Maine-Anjou. 


Electric Construction Co., Ltd.—The directors have de- 
clared interim dividends at the rate of 7 per cent. per annum 
on the preference and 6 per cent. per annum on the ordinary 
shares, both less tax, in respect of the profits for the vear 
ending in next March. 


NEM PARIS to be Struck off the Register.— The following 
are to be struck off the register within three months unless 
cause 18 shown to the contrary :— 

Blackpool Electric Tramways (South), Ltd. 

British Lamp Manufacturers, Ltd. | 

Electric. Generating Stations, Ltd. 

Electromotor. Equipment Co., Ltd. 

Simplex Insulators (Bourke's Patent), Ltd. 


Manaos Tramways & Light Co.—The financial Press 
states that the ordinary ineeting of this company will be held 
at 9, Cloak Lane, E.C.4. on Monday next, but in consequence 
of the appointment of the receiver and manager there are no 
accounts available for presentation to the shareholders. 


United Electric Tramways Co. of Caracas, Ltd.—A divi- 
dend of 8 per cent. less tax for the vear is announced in the 
Financier. £14,552 is carried forward subject to B.P.P. and 
Corporation profits tas. 


American Telegraph & Telephone Co.—According to the 
Financial News, the $50,000,000 bond issue of this company 


has heen five times over-subscribed, this testifying to the 
abundance of money seeking investment. 


Stock Exchange Notice.—The undermentioned have been 
ordered to be officially quoted :— 


United River Plate Telephone Co.—108,000 ordinary shares 
of £5 each, fully paid (Nos. 324.001 to 432,000). 


; Indian Electric Supply and Traction Co., Ltd.—An in- 
доа dend of 3 per cent. on the ordinary shares has been 


Chloride Electrical Storage Co., Ltd.—A dividend of 5 per 
cent. actual on the ordinary shares, tax free, has been declared. 


—— —ü1 ? аеры аларынан ды БАНА 


British Thomson-Houston Co., Ltd.—The '* Times "' City 
Editor stated in Wednesday's issue that underwriting arrange- 
ments were being made on that day for the issue of £1,500,000 
T per cent. mortgage debenture stock of this company. at the 
price of 923. The prospectus will probably be published next 
week. The issue, which forms part of à total of £3,000,000, 
will be repayable by May Ist. 1962, by the operation of a 


v * 


sinking fund beginning next year. 


North Melbourne Electric Tramways & Lighting Co.—The 
financial Press states that the gross receipts for the year 
ended September, 1920, were £53,683, against £45,764 in the 
pus year, and the net revenue was £13,232, against 


STOCKS AND SHARES. 

TUESDAY EVENING. 
THE strength of most Stock Exchange markets continues 
unabated. There is plenty of money available for investment 
in gilt-edged issues. One after another, substantial lines of 
stock are offered to the public, und these find, as a rule, a 
home readily enough. At all events, there is no difficulty in 
getting them underwritten, and this is what the promoting- 
houses desire first of all. The railway markets are not exciting. 
Undergrounds have given way in consequence of the proposal 
of the L.C.C. to re-institute penny fares on the trams. It is 
thought that this step may have to be followed by the. 
L.G.O.C. on those routes over which there is tram competi- 
tion. Coming at a time when the company is contemplating 

, big extensions and capital expenditure, any prospect of diminu- 
tion of fares puts a little anxiety into the minds of stock- 
holders. . Therefore Underground Incomes are down to 66}, 
and the £10 shares to 30s. Metropolitan Consolidated is 4 
down, but Districts gained the same fraction. 

The international event of the week has been the proposal of 
the United States to Great Britain and Japan, that the three 
countries should agree upon a battleship-building holiday for 
ten vears. On the strength of this, armament shares promptly 
dropped. Vickers were 12s. and gave way to 10s., Armstrongs 
following less rapidly, but in the same direction. There 
has been a trifling rally from the worst, on the assumption 
that, in any case, it will be months before anything definite 
is done. The bold suggestion would be gladly welcomed if it 
were felt to be practicable in the light of the msular position 
of this country, the present unemployment difficulties, and the 
steady resuscitation of German industry. There is plenty of 
material upon which the theorists, statesmen, and others can 
sharpen their wits. Apart from the heaviness in Armament 
shares, the mere prospect of freedom for ten veurs from ex- 
cessive naval charges has belped the strength of the tone in 
gilt-edged stocks and shares. 

The River Plate Electricity Co. has sent out a letter to 
the holders of the 5 per cent. debenture stock, in which the 
secretary savs:— , 

“We shall be glad if you will present the certificate for 
debenture stock held bv vou to be exchanged for а new 
certificate to bear reference to the Deed of 22nd June, 1914, 
whereby there was secured to the Trustees for the benefit of 
the stockholders a fixed mortgage charge upon certain herit- 
able propertv of the company at La Plata and а floating 
charge upon its undertaking and all other assets.” 

This has aroused comment from the fact of the inatter 
having been apparentlv overlooked for no less than seven 
vears, and some stockholders are inclined to wonder why 
the step now proposed was not taken previously. 

Matters in Mexico seemed to have marched once more to 
their favourite deadlock. President Obregon cannot arrive 
at a satisfactory basis for agreement with the United States 
Financial Commission with rezard to a formula agreeable to 
both, which shall enable recognition. of Mexico by America, 
and the subsequent issue of a loan from the latter to the 
former. Efforts are still. being made, we understand. to 
bring about а frame of пипа compatible with the dignity of 
both parties, but sufficiently complacent to enable mutual 
agreement to be reached. Meanwhile, as is natural, prices 
of Mexican issues. Government, utilitv. mining and railway, 
continue to languish, and this is the reason why prices of the 
Mexican tramway and lighting companies have been depressed 
during the past few weeks. Mexico Tramways First mort- 
gage bonds are 4 points lower. | 

Charing Cross Ordinary at 4 are { up, and St. James's at 
61 are similarlv better. The electric lighting market is good 
throughout. County of London new debenture stock has 
risen to 8 premium. Metropolitan Electric Extension deben- 
ture is better at 104. South Metropolitan preference hard- 
ened to 168. 3d. The improvement has extended to the 
manufacturing group. 

General Electrics at 178, 6d. are 9d. higher. and rises have 
occurred in Electric Constructions, English Electric ordinary 
nnd preference, and Siemens. Recent uneasiness has heen 
replaced by a better tone, and prices had slumped to such 
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Іекејв’ es. tempted speculative purchasers ta take 2 hand. In 

addition to..this,.thare came a little ‘buying into the market 

on: behalf of people who had bought shares at substantially 

ài 15 figures, and who were content йо average at the present 
Bat „ . ; 


Cable manufacturing shares are also better. ~ Callender 


improved to 27s.: 6d., and the company's 7%, per cent. B." 
preference shares are higher at £l. Henleys have. risen to 
29s. 3d., the preference to 3 5/16. Telegraph Constructions 
are unchatiged. at Az. Amongst other miscellanebus issues 
may be mentioned India-Rubber shares, which. nominally 
138. „ hands the other day at 118. gd. 
--Shanghei- Eleetrie ordinary at-15 are 108. bigher. Anglo- 
Argentine Tramways б per cent. debenture stock at 644 is 14 
up. Metropolitan Electric 44 per cent. irredeemable deben- 
ture advanced to 571. Manaos-Tramways first debenture at 
493 is 8 points down, which is not very surprising, consider- 
ing the financial condition of the company. | 

Marconi's eased off to 328. 6d:, and other wireless shares 
aré dull. Cable stocks are scarcely so steady, there being 
small falls in Eastern Telegraph ordinary and Anglo-American 
preferred. „СЫЦ, Telephones shed d; United River Plates, 
nowever, hardened to 5f. о, MUS d 
Rubber shares are again better. The price of the material 
is within a few farthings of Is. a lb., and, with very little 
stock: about, substantial buying orders from the North and 
Midlands caused material recoveries in share prices, The 
market continues firm, though it is noticeable that upon any 
profit-taking the list easily vields ground. Business in the 
rubber and other industrial sections is better than it was at 
the beginning of the month: ‘The reduction in the Bank Rate 
is F a good deal of new capital into all the 
markets. - CCC 


r + 


SHARE LIST OF ELECTRICAL COMPANIES. 
| Нома ELECTRICITY бомрамтв, 


" ә 


Dividend. Price ; | 
— Моў. 15, Rise or Yield 
. a 3: , г 2 1919. ‚1940, | 1991. LM Dec. 
Brompton Ordina is „% „ 1 12 — £918 0 
Charing oo Ora naty M» ` we ^ 1 8. - — В M 10 
do. do., do.. 5 j | * — 7. 4 
Chelsea i ET Р. de. a 85 : — 9 18 
ol one Кар е 2 .18 b e — е" i 6 
dao d. . 6 per cent. ops, 86 | + — ‚. 6.17 2 
County ot Lohdon е" ИТ ae $ 8 а — 9 10 4 
do. do. 5 percent. Pref... 6 6 И — 710 0 
Kensington Ordinary .. ; .. 4... 7 9 4 914 6 
London Electrio., ." .. . e, A 21 1 — 710 0 
do. do. 6 per cent. Pref... 6 6. 8 — 10 0 0 
Metropolitan. PEL T.. s.e, `' 8 6 i 7, К: P — i 9 6 R 
lo. AW oent. Pref... 4 4 29i | — 7.18 2 
St. Tamor and P all ЖОЕ ГАШ . 10 12. Ж. т + i ` 8. 17 10 
South London. 6 4 . oa 10.18 2 
South Metropolitan Pref. "€ Y е 7 E. f 10/9 + 6d. R 12 4 
Westminster Ordin arg.. 10. 10 572 — 81810 
e TELEGRAPHS. AND. TELEPHONES. 
AngloAm, Tel. Pref... Ow 6 6. в 13 7 5 7 
tide... Den. „ 11 14 17). — : 65818 6 
Chile Te'ephone -9 TI а 9 , '6 6 5 53 т^ — t 5 19 Б] 
Cube Sub. Ord. .. 95 Kus, ны 7 7 7 — 10 0 0 
Eastern Extension 10 10 1 — © 610 
Eastern Tel. Ord. a . JO 10 1094 —1 6 24 
Globe Tel. and T. Orl. p 20 163 — 6 1 0 
do. do. . Pref, ex T \ в 9 — 69 9 
Great Northern Tel. 22 M 25 + 3 9 12 0 
Indo-Buropean ee oe ee ee 10 10 . 30 сү: —. | 8. 8 8 
Marooni ea oe С жле -~ ep oe 25. 15 ` 18 ЯК: == їз А 9 4 8 
Oriental Telephone Ога. .. .. , 12 12 4. — eg 0 0 
United R. Plate Tel. 8 56 + kh’ "128 
West India and Panama: ., „ Ml. N 5 |. ~ v:e Nil 
Western Telegraph .. .. ~.. 10.10 163. — *6.1 0 
M M CN ЖЕКИ ‚++. Bowe Капас 2 „ N 
tral London Ord. Assente de 4 „4 mo. —- 8 1 8 
oor oe m c. bm 1 2 29. . -$ 610 5 
. do. District e 0 71. Nil Ni 16% +. Nil 
Underground Electrio Ordinary .. ND ‘Nil 14 — 1 Nil 
ges do. К do. * а |" eo Nil ` Nil ` 5/- — Nil 
da. do. Income... 4, 2: 664 — 2 *410 4 
| Көв{өз Trams, фс, . -- кыз 9 
Anglo-Arg. Trams, First Pre... 59 123 ' — 10 9 6 
: fdo. do. 204 Pref. . ... Nd 55 N 25 = 1^ 4 8 
do. do. 5 per cent. Ded. 5 Б 643 +14 115 0 
Brazil Tractions — .. - 08 т> 29 -1 Nil 
British Columbia Elec, Rly. Pice... 6 Б 58 —1 8124 
do. do. Preferred .. 98/ 51 | — 9,5 0 

do. do. ., Deferred .. 12% . 58 71 *111810 
з du. ^^ do." — Deb. ' .. 44 44 583 — 44 8 4 
Mexico Trams. b per cent, Bonds. Nil Nil 52 E — 

do. do. 6 percent. Bonds .. Nil Nil 26 — Nil 
Mexican Light Common .. Nil Nil 10 2 Nil 
do. ef. .. 005 Ni Nil 25 em Nil 

do. let Benda = Nl 5 594 — 910 6 

` MANUFACTURING COMPANIES, .. 
Babcock & Wilcox” n . 16 16 TAR 6 18 
British Aluminium Orld 10 10 18:9. — * 
Britisb Insulated Дай, e oe 15 15 Т | — 10 0 
Callenders T „ә .. 15 15 Ig + d 1018 

„ OpPref. 1. в 4 „% — 8618 
Crompton Ord. ET P оъ te’ 10 " 10. 146 -— 18-15 1 
Edisan- W ann 10 — 5|. : — P. 

. do. Spercent Deb. 5 5. АИ " 9 
Electric Construction 10 10 17/6 +98 118 
English Electyic — ^..  ..  , B. B8 ' 1009. +8/3 1418 

' do. 8 Pref. ә a -4 o 6 — y + 9 12 
Gen. Elec. Pref... . 8 е бв + 717 
do. rd... . 71? 10 17/6 +94 11 8 
Benoy A 143 p" "s +1/0 5 
eS on . + : 
Indis-Rubber ,... .. 10 — 1 Um | e 
Met.Viockere Prer. 8 8 "U — $818 8 
daemens - Orlllili4 . 10 10 at od. +9 10 10 
Felegroph Con- ое est — ee · 90 . р ices М 5 11 9 


* Dividends pald free of Income Tax. 
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MARKET. QUOTATIONS, 
Іт should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only gen 
and they may vary according to quantities and other circumstances, 


2 0 К е ШО: 200. bg E qe oe OS, m оф 
Wednesday, November 16th. 


Я CHEMICALS, ёс. | | i | E Price: 
FFC 
а on i * VAS Я 
аА ‚ Muriate (large oryatal) „ 
a Bisulphide of Carbon ME н 
є Dares »9" Ц nd ea | ee do s » | 
а Potash, С orate o 2 I. per lb. 
а ` Perchlora К 1 
a Bhellao .. Ж per owt, 
a Bnlphss, арша Flowers, > .. 4 

i Ly „ 44 е ө. m К 
а Boda, Chlorse ^. per Ib. 
а MIU | * a. ^ ry per ton 
a Sodium te, casks „ рег 


/' . ' METALS, &. | 
э Bebbiti's Metal дош |...  .. per ton 
P Brass (rolled metai 2” to 1" basia) ber Ib. 


e » Tubes (solid drawn) А ... С р. 
© Оўррег Tubes (oild drew) о. т 
8 ee „ 

| н. et ee. „ өз per ton 
н ee oe ee eq © 

OP. host. 

i: "^ £s м H. O. Wire.. per ib. 
Bbonite Rad ee ee ou 7: 90 
‚м Sheet. we oe , өө м 
German Bilver Wire TY 


коп x ar PH 8, P.O. qual. i | £29 


125 56. 
Ilsa a AR A INC "bot, ои 
ca original атта * "E ° LG 
E "он "шейш; Pe 1 
Phosphor Bronse Plaim castings, у, |. - 4. ap 
ил rolled Dare d reds ie | 


А ^ An А . oe 
„ , . «rolled strip & dheet „ 


эө ee 


. Water Power in Finland.—Mr. Hugo Malmi, one of the 
engineering members of the Finnish State Water Power Com- 
mittee, which has under consideration the question of utilising 
the falls of the Imatre for railway and other purposes, states 
that во far only the smaller waterfalls in the country bare 
been brought. into use,.although these represent s total d 
200,000 h.p., apart from steam generating stations. It is cal 
culated that if the .consumption of. power grows in the 
same proportion as in pre-war times, an additional 300,07 
h.p. will be required in ten years’ time. The Government 
proposes to combine some of the lesser falls with the Imatre. 
and the total amount to be paid for the expropriation of the 
former, and of adjoining land has been appraised at 5.072," 
Finnish marks, which sum has already been sanctioned by the 
Parliament. It is not expected that the proposed hydro-ele- 
tric works on the Imatre will be able to supply power for 
five years. The method of financing the undertaking has not 
vet been settled, but it is suggested that a joint stock compa! 
may be formed for the purpose and the State hold в lare 
financial interest therein, particularly. as the State railway: 
are to be converted tó electric traction. 

The Imatre scheme is said to have awakened interest in otber 
countries, and foreign experts-have visited the site of the 
projected works, and also sought information on. the question 
ut the office of the Water Power Committee. 


Reduction of Electrical Fires in the United States.—\c 
cording to a recent compilation it appears that out of 18, 
fires which occurred in 1919, only 3,568, or 2.57 per cent.. were 
of electrical origin. More recent reports state that Ш 
Cambridge, Mass., in 1920 there were 780 alarms, with + 
total fire loss of $481,905. Only one fire was of elecinial 
origin. In Springfield, Mass., there were 1,002 fires, with : 
total бге loss of $360,115, of which-only three were due e 
electrical causes. In Carthage, Mo., there were 64 fires, 027 
one being caused by defective wiring. It is said (bM? 
cities and towns have. reported no fires of electrical one 
during 1920. The total fira lose,for.these cities and towns VM 
over $1,600,000.— Scientific American. 
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RESEARCH ON INSULATING OILS. . 


THE SELECTION or THE Best FORM or SPARK САР FOR DIELECTRIC STRENGTH (BREAKDOWN VOLTAGE) Tests. — 


WE have received from Mr. E. B. Wedmore, director and 
secretary of the British Electrica] and Allied Industries Re- 
search Association. the following communication :— 

This problem is one of those arising out of researches 
initiated by the Institution of Electrical Engineers, which has 
been transferred to the Electrical Research Association, and 
owing to the importance and immediate value of the results 
obtained, it is decided to make some of these public in ad- 
vance of other information. 

These results lead to the conclusion that spherical electrodes 
should be employed, and it ів recommended that they should 
be half an inch in diameter and spaced 0.15 inch apart. Such 
electrodes prove to be very sensitive to the presence of con- 
taminating particles of moisture and fibrous and other ma- 
terial. The use of epherical electrodes admits of an accurate 
calculation of the maximum stress to which the oil is sub- 


jected. 

The Association is indebted to Mr. А. R. Everest and the 
British Thomson-Houston Co., Ltd., for a valuable contri- 
bution to this subject contained in а report, summarised below, 
which establishes two facte of the first importance :— 

l. That different forms of electrodes show widely different 
degrees of sensitiveness to the presence of contaminating 
matter. The uniformity of results obtained by the use of a 
needle point electrode is proved to be due to want of sensitive- 
ness of such an electrode to the presence of contaminating 
matter, and therefore indicates the unsuitability of this type 
of electrode for the purpose in question. 

2. That the relationship between the test results obtained 
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ОАР INCHES 
Fic. 1.—VARIATION OF BREAKDOWN VOLTAGE IN Оп, WITH LENGTH OF GAP. 


GAP INCHES 


with different kinds of electrodes cannot be expressed Ьу fixed 
ratios because the results are dependent upon the quality of 
oil tested with special reference to the amount of contaminat- 


ing matter it contains. 


INFLUENCE OF THE FORM AND DIMENSIONS OF SPARK GAPS ON THE 
OBSERVED BREAKDOWN VOLTAGE IN OILS. 


Various types and settings of spark gaps are in use for com- 
mercial testing, principally :— 
4-in. disks spaced 0.2 in. apart. 
l-in. disks spaced 0.1 in. apart. 
3-10. spheres spaced 0.15 in. apart. 
Needle points. 
Point and disk. 
It is desired to ascertain the relation between them, and 
the relative merits of each type. 
Table I shows the results obtained by various investigators 
(including the present investigation) with several different 
tvpes of electrodes, and in each case with a gap setting 0.15 in. 
The tests are arranged in the order of goodness of the oils 
indicated by the sphere-gap tests. | 
By examination of the figures it will be seen that the 
eflect of thoroughly drving and filtering the oil shows up to 
the most marked extent in tests with sphere gaps; to a some- 
What lesser extent with disks; while tests with needle points 
or point and plate do not indicate the quality of the oil as 
regards wetness or dirt. 
ann values of resulte obtained with different types 
| es on a particular oil d r 
duality ofthe Gai Then oll depend therefore upon the 
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TABLE I. 


R. M.S. BREAKDOWN VALUES WITH A COMMON САР 
LgNaTH 0.15 IN. 


— —— 


: Needle | Point & 
— À" disks pointe plate 


н вар0'16". gap 015". |gapO-15". | gap 0°15”. 
Tobey, 1910 (1) а Р — | 18,000 | 16,500 
Digby ара Mellis, 1910 (2) ... 11,500 — 17,500 | 1 1,000 
hd ш 20,000 ; 20.000 | 22.000 18,500 


Present investigations 
American National E.L. Assn. |. 2 
transformer standard (3) d 40,000 | 29,000 дя = 
Peek (4) specially dried an 
filtered DE = S es 64,000 | 31,000{| 22,000 | — 
Hirobe (5), do, do. Ps | 92.000 | 62,000 — 
Ln RR шшш MEC RD ENDS RD 
1. A. I. E. E., Vol. XXIX, 1910. 
2. I.E.E., Vol. XIV, 1910. 
3. Report of the Electrical Apparatus 


Electric Light Association, June, 1917. 


: 1915, and elsewhere. mE? 
4. G.E. Review, August, 1915, an s of Transformer Oil, 


5. “ Electrical Insulating Propertie е 

Report No. 25 of the third section, Electrotechnical Labora- 

F 
THE PRESENT INVESTIGATION. 


This was initially undertaken to establish а basis wb 
would permit the correlation of measurements taken w 
different types of spark gaps upon commercial oils. 

The conditions were, therefore, ar- 
ranged to secure the following features :— 
(a) A good commercial grade of oil. 

(b) Neither unduly dry nor unduly 


t. | 
wr Uniformity im quality throughout 


ts. 
mee to avoid false results 


d) Precautions 
due 1 foreign matter on the spark gaps 


and testing vessels. 
(e) Tests with each type of spark gap 


to cover a working range up to above 
: volts. 

99 0% Tested. Тһе oil used was the 
Vacuum Co.’s Gargoyle A.F. in the con- 
dition received; it was brougbt to the 
laboratory in two 5-gallon steel drums 
which had been properly cleaned, dried 
and filled from one large drum. - 

The Electrodes.— The electrodes used, 
as shown in fig. 5, were two $-in. dia. 
spheres, two }-in. dia. disks, two needle 
points and 8 needle point with а l-in. 
dia. disk. The sphere and disk elec- 
trodes were of brass mounted on brass 
rods tapped with a 2 B.A. thread. The 
needle point electrodes consisted of 
gramophone needles (His Master's 
Voice ”) held in split brass tubes. These 
needles proved to have points with a radius of 0.0018 inch. 
New needles were fitted after each breakdown, except in one 
or two tests with the 0.05 in. gap. In the case of the spheres, 
fresh points on the surfaces were brought opposite each other 
after half the total number of breakdowns had been made. 
The lengths of the gaps were adjusted to hardened steel gap 
gauges. In all cases the common centre line of the electrodes 
was horizontal. | 

The Containing Vessel.—The tests were made in a small 
rectangular glass cell, the oil being 1 in. above the electrodes. 

Cleaning the Electrodes and Container.—The dielectric pro- 
perties of oil being much affected by the presence of fibrous 
dust. the following precautions were taken to remove such 
dust left on the electrodes and the inside of the containing 
vessel after cleaning them with cotton cloths : — 

A small quantity of oil was introduced into the containing 
vessel and the gap between the electrodes adjusted. The 
potential of one of the electrodes was then raised as high as 
possible without causing a breakdown in the oil in order to 
attract the dust particles to the electrodes and into the region 
hetween them bv the electrostatic force. After about a 
quarter of a minute the electric potential was removed, the 
electrodes taken out and washed by pouring fresh oil over 
them, and the oil in the containing vessel poured away. 


Committee, National 
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САР INCHES 


* The N. E. L.A. (Ref. 15) gives 40,000 V with J- in. spheres 


- as equal to 22.000 V with l-in. disks spaced 0.1 in. apart. 


Other determinations show that this corresponds to 29,000 
V, with $-ш. disks spaced 0.15 in. apart. 
tPeek states that the oil gave 41,000 V r.m.s. tested be- 


| tween }-1р. disks spaced 0.2 in. apart. 
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This process of collecting and removing the dust parficles . 


was repeated two or three times after the cleaning of the 
electrodes with а cotton cloth, after which from 90 to 25 
breakdown tests would be made before the electrodes were 
again cleaned. 

Procedure of Test.—The r.m.s. value of the breakdown volt- 
аде was recorded for each oil sample, and only one breakdown 
was made with a sample. The mean of ten such readings 
with & particular gap length was taken as the breakdown volt- 
age corresponding to that gap length. The voltage at which 
the first preliminary spark passed in each sample was also 
observed; with the two needles and needle disk electrodes. 
the sparking was violent and almost continuous at potentials 
just below the breakdown value. 


f 
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- NECOLE POINTS 


1° ФА DIOK a NEEDLE. POINT 


VOLTS (RMS VALUES) 
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ОАР LENGTH INCHES 


Fic. 2.—Om SPARK-GAP TEST, 


Results.—The average breakdown values are rhown on 
curves in fig. 2, each point being the mean of ten readings. 
Both the breakdown and preliminary sparking values are 
shown in Table IT. 


TABLE IT. 
(Average) Values Observed (r.m.s.). 
` B.D. = Breakdown. P.Sp. = Preliminary Sparking. 
ETENIM ыс бы сы ды ыу ERE ERES NEN PER 
. Spacing 4” spheres. à" disks. Needle points. 


Point and plate. 


| 


p. 8p. B. D. Р Sp. B. D. p. Bp. 

кы Е MAGO 7.075 

4.3541 6.510 4,680| 11,950. 8.140 12.230 8256 
| 


0025" | 3.570 2.940 
005" | 5.712 


0°075"" 27 8.950 6.220 | 2 

0100" 13,185. 7,093 14.500 7380 17.700 13.500 15.080 11.810 
0157. 19.530 11,140 19,060 11,070 22.090 16.300 ^ 

9.175, — z 19.660 14.680 
0.200, 27,160 15,340 27.900 22,080! 24,4400 18.750 

0˙250 Б | 26.730 20.390 | 23240 17.360 


| - | 


In order to determine the errors which might be introduced 
by burning of the needle points һу spark or otherwise, a 
special test was made, from which it was found that the 
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(О.А) SHOWING COMPARISON BE- 
TWEEN STANDARD OIL -TESTING GAPS. 
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FiG. 4.—CoMPARISON BETWEEN OIL-TESTING Gaps 


burning of the needle point by arcing di | 
À g did not sensibly affec 
the result, so long as the spacing was maintained. i 


GENERAL DEDUCTIONS. 


Spheres and Disks.—Two }-in. disks i 
isks. ? s and two }-іп. spl 
at the same spacing have practically. equal 9 for Е 


abnormally dry and clean, and within the range of test values 


generally employed in commercially checking the quality of 
the oil. 
As indicated in Table 1, spheres give higher values than 
disks for oil which is extremely free from moisture and dirt. 
j-in. Disks and l-in. Disks.—The reletion between jin, 
disks spaced 0.2 in. and l-in. disks spaced 0.1 in. apart has 
n carefully determined by the General Electric Co. 
1 for oil in commercíal condition, and is shown in curve 
lg. 4. 
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Ете. 3.—CURVFS SHOWING PERCENTAGE 
DEVIATIONS OF INDIVIDUAL READINGS 
7 = FROM THE MEAN. 

Needle Points.—For. small settings (below 0.18 in.) these 
give higher values than disks or spheres at the same spacing. 
For spacings above 0.18 in., the results with needle points 
are seen to be lower. ' 


Fig. 5.—EuECTRODES USED IN THE TESTS. 


As indicated in Table I, tests with needle points do not in- 
dicate the quality of the oil as regards wetness or dirt. a 

Point and Plate.—For small spacings and with the ра. 
of the plate vertical, these give results very similar to D li 
points. Examination of numerous records shows that res? 
in general depend largely upon the diameter of the P 
(particularly with other than, small spacings), and also upon 


———————s—————————————————— — аы i tht Аны нан Аа абы —— 


Vol. 59. No, 3,295, NOVEMBER 18, 1021.) THE ELECTRICAL REVIEW. 


689 


P— —mt—:. —.ꝶ᷑ͤ! . ĩͥ— ˙᷑-᷑ — — — — — 


the position of the plane of the plate, l. e., whether horizontal 
ог vertical. 

Irregularity of Redding. Curves in fig. 3 show the per 
cent. deviations of the individual readings from the mean of 
each set. It will be seen that with’ oils of the character 
tested, the widest deviations occur when tested with spheres 
or with plates, while readings with needle points (or point 
and plate) are much more uniform. This is associated with 
the fact noted above, that tests with needle points do not 
indicate the presence of moisture or impurities. 

Preliminary Sparking.—The observed values of the first 
preliminary sparking (P.Sp.) are shown in Table II. When 
testing between needle points, or between point and disk 
electrodes, the sparking was violent and almost continuous at 
potentials just below breakdown value. 


THE INSTITUTION OF ELECTRICAL 
| ENGINEERS. 


Inaugural Address, 
By J. S. HIGHFIELD, President. 
| (Abstract.) 


(Concluded from page 659.) 
I hope to see more engineers take a scientific interest in the 
finance of the works they control and design, во as to help 
in their better management. 1t should be realised that savings 


are invested in enterprise only with the hope of profit, and 


that those who shoulder the responsibility for financing in- 
dustry carry а very heavy burden. On this subject I quote 
the words of Lord Kelvin on retiring from this Chair on 
January 9th, 1890. They show the wonderful range of his 
sympathy and understanding. 

The Institution of Electrical Engineers has for its pro- 
vince practical applications of electricity апа allied branches 
of science. But science, whether of electric instruments or 
of nautical operations, or of the heavy engineering work of 
stress and strength of materials and machines for working 
with cables in depths of from two to three nautical miles, 
cannot go on without the sinews of war; and I feel that those 
who have supplied the sinews of war, and have stood by from 
the beginning of the submarine cable enterprise up to the 
present time, ought not to be forgotten by an Institution of 
Electrical Engineers. . . . Sir John Pender gave a guarantee 
of & quarter of a million sterling for the funds required to 
complete the enterprise of two cables across the Atlantic. 
Without that guarantee many and many a year would have 
passed before we should have had the Atlantic crossed by 
cables, and before ocean telegraphy would have had the great 
advance it has had. I repeat that a Society of Electrical 
Engineers has a double duty—a duty to science, to get all 
the good it can out of science; & duty to satisfy those who 
pay for the work that the work is good, a duty to encourage 
them to bring forward new work and to show that new enter- 
prise has a chance to be successful.” 

Bearing this double duty in mind there is niuch technical 
work in front of engineers that will tend to the expansion of 
business. 

А reduction in the cost of transmitting electricity is of first 
importance. We are far from the end of invention in this 
matter; new methods are required. There is more water 
power available in this country, and especially in Wales and 
Scotland, than has been realised, and in this connection the 
work of the Water Power Resources Committee—conaisting 
largely of our own members—is to be commended. But the 
fullest use of these resources depends on cheap transmission. 
The cable makers have done much to help, and have succeeded, 
despite increased costs, in improving the design of cable so as 
to transmit electricity at little more than the cost before the 
war. The greater facilities for overhead lines given by the 
Electricity Act are useful, and should give opportunities for 
providing electricity in many districts, especially rural dis- 
tricts, impossible by underground cables. Attention should 
be directed to the means of connecting the lines to the con- 
sumers' apparatus; switchgear and other subsidiary plant 
. Should be simplified even at the expense of security, in order 

to reduce cost. In the past we have been very careful to pro- 
vide a secure supply, but in view of the reduced wealth of 
the nation, I think we have gone too far in this direction. 
Many manufacturers are content to depend for the running of 
their mills and works on a single gas or steam engine, and 
suffer occasional stoppages, which they regard as events which 
cannot be avoided except at prohibitive cost. We can easily 
give greater security than this, without unnecessary safety 
devices or an undue amount of spare plant, and there is no 
sense in trving to provide more, since there is not the money 
to pay for it. In short, our attention should be directed, and 
In ee 18 being directed, to amending design so as to reduce 
tost. 

On the management side of the business, there is the im- 
portant problem of arriving at a satisfactory tarif. The intro- 
duction of {һе wire lamp, and its general use about 1910, re- 
sulted in the cost of lighting by electricity being reduced by 
‚ one-half; further improvements in lamps have resulted in the 
cost of electric lighting, as compared with the cost in 1908, 


being reduced by about one-half, so that the revenue from 


the lighting of small premises is now so small as not to pay 
tbe cost of service charges. In short, the lighting consumer 
has not paid his fair share of the increased cost. The result 
is that in many districts the cost of electricity for power and 
heating has, of necessity, been retained at too high a figure. 
It is now generally realised that the tariff should be arranged 
so that two meters are not required. It is most desirable that 
the consumers should obtain the benefits of electricity for all 
purposes without being put to the cost of double wiring. This 
necessitates а system of charging which will enable electricity 
for all purposes to be supplied through one meter on what is 
known as the contract system or ‘‘ two-part tariff." The 
Electrica! Development Association has done excellent work 
in pressing that the '' two-part tariff should be made a legal 


tariff. Before the war, in thousands of cases, the contract 


system was used, the alternative being а flat rate of, say, 
Sd. per unit. Owing to the great increase in cost, it has not 
been possible to maintain the `‘ contract tariff with a maxi- 
mum price of 8d. per unit, and the system has fallen into dis- 
use, but since practically all items of cost are at the present 
time twice what they were in 1908, the logical thing would 
be to double the maximum price. This would enable the 
price for lighting to be raised to a reasonable figure and would 
avoid the necessity of overcharging for power and heating. 
It would also enable the contract or ‘‘ two-part tariff 
to be put into use at once, with its resulting benefit to the 
industry and to the consumer. 

Apart from this technical work, progress in electricity supply 
rests first on a general determination to cease talking and to 
get to work. We must necessarily depend for guidance on 
the Electricity Commissioners, and І am sure the general view, 
and certainly my own, is that they provide for the supply in- 
dustry а skilled tribunal in which increasing confidence is 
being placed. They have a very difficult task to perform, 
and all the help we can give them should, and will, be given. 

The difficulty of their task was enormously increased by the 
Act that gave them a constitution. It gave them too little 
freedom from political control. It equipped them with duties 
both executive and judicial. This combimation of duties 
necessarily increases their difficulties and, if my humble 
opinion be of any value, they should concentrate on the 
judicial and advisory side of their work. 

Among the duties of the Commissioners is the fixing of 
maximum prices, and I have unfortunately found a tendency to 
exercise too much control, a tendency to fix the actual sell- 
ing price and not the maximum price. Before the war there 


was а wide margin between the price charged and the maxi- 


mum price, and the margin is necessary to meet contin encies. 
There has been delay in dealing with applications. think 
that we had all hoped that our Commissioners would 
be free from red-tape methods, but I am sorry to observe signs 
of that baffling material. 

The question is important to us all, not only to the electri- 
city supply industry. In my own direct knowledge, several 
hundred thousand pounds have been lost to the industry 
through delay, most of which would have been spent with 
electrical manufacturing firms for extension of plant and 
cables to supply waiting consumers with the electricity they 
desired. | u 

I make these remarks in no carping spirit. I am sure the 
Commissioners, men whom many of us know and greatly re- 
spect, desire to form an ideal Government office; and I think 
it is doing them a disservice to allow faults to pass unnoticed, 
and I know they will not resent fair criticism which is one 
of the sources of efficiency. The efficiency of a Commission, 
possessing far-reaching powers, is vital to the electricity supply 
industry, and to the whole manufacturing industry of which it 
is the foundation. | | 

Any publie service must of necessity be subject to some 
degree of control. The important matter 1s that this control 
be directed with understanding and with sympathy. There 1s, 
I am sure, а general belief that these qualities will be shown 
by the men chosen as Electricity Commissioners. Their 
efficient work will depend on close co-operation and firm trust 
between them and the industry; given this, the Commissioners 
should be of great service in removing, in а fair way, all 
those obstacles which have, for so long, restricted full develop- 

ent. 
chat are the main obstacles to rapid progress? The first, 
I think, is a feeling of uncertainty and insecurity, unfor- 
tunately created by the Electricity Supply Bill as first pre- 
sented. This threatened the existence of every company 
undertaking and contained admittedly unfair proposals for 
purchase of both municipal and company works by new State- 
aided boards. These boards were to carry out in all industrial 
districts the work for which the power companies were estab- 
lised with Parliamentary sanction. "This feeling of uncertainty 
still exista in spite of the fact that in the Act this feature was 
removed. | ; 

This feeling can be dissipated only by a clear proof that in 
any scheme the existing rights both of companies and of 
municipalities will be respected. The restoration of confidence 
bv a feeling of certainty that such is the policy of the Com- 
missioners, is of the first importance. | | 

Second in importance, T think, is that companies and muni- 
cipalities should realise that thev are both charged with the 
dutv of providing the publie with electricity, and should help 
each other to supply it in the least expensive way. I waa 
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delighted to welcome the address of the President of the In- 
corporated Municipal Electrical Association. It is a courageous 
and just statement of the proper relations of companies and 
local authorities, and, if the advice be acted on, it should not 
be long before real progress is made in electricity supply. 

The third obstacle to progress is the purchase clause in Pro- 
visional Orders. The 2l years’ clause in the Act of 1882 abso- 
lutely stopped progress for eix years. The present clause 
severely hampers the industry, and I sbould like to see it 
revoked unconditionally. I am aware that this is a radical 
suggestion, but I do not make it lightly. No single change 
would do more to promote enterprise and to supply the public 
at the least cost; any conditions must necessarily be paid for 
by the consumer. All the technical improvements in sight 
would not produce the beneficial results that would follow 
this change. It would, enable much obsolete plant to be 
scrapped which now must be kept. It would give heart to the 
director who desires to raise more capital and to push for- 
ward his business, but who dare not and cannot raise money, 
when he may be forced to sell the undertaking in a few years. 
There would not be the very necessary tendency to keep prices 
as high as possible, in order to provide a sufticient reserve to 
purchase new plant to continue the business, and to provide 
for an unknown future. Again, the waste consequent upon a 
change of ownership of a great public business is enormous, 
and results in an increased price to the consumer. . 

The . difficulty about the change is that the right of pur- 
chase is a Parliamentary bargain. The local authorities are 
entitled to enjoy it, and the difficulty can be overcome by their 
good offices alone, but since their desire is to benefit the 
general body of ratepayers, and since cheap electricity is so 
desirable, I hope they may consider the suggestion in the 
most liberal spirit and try to find a solution of the difficulty. 

For dwelling on matters of money and trade my excuse is 
the present very serious state of business generally, and the 
urgent necessity to rebuild our export trade. This depends 
on à healthy home trade; home and export trades are mutu- 
ally dependent; and since the prosperity of one trade usually 
helps. others, I hope that all our members, while actively 
pushing, their own business, will do what thev can to help 
iheir friends. In this connection, the buying of goods from 
abroad is a matter that requires attention. Тһе. reasons for 
buying foreign plants are often sutliciently good. At the same 
time, it should be recognised that the price paid to the 
foreigner is not necessarily the whole sum paid: some portion 
of the price may take the form of increased payments in taxes 
and rates to provide for unemployment at home. 

At the present moment profit is no longer earned by the 
great trading community of these islands, and, in consequence, 
many are wanting work and many are in distress. 

Ав а trading community, we must reduce cost and increase 
output, and also, where possible, the reserve, and we must. 
as any trader has to do at times, reduce prices to re-open 
markets, even if an apparent loss results, and all concerned 
must shoulder their share of the loss. 

Eacb trade, and each trading association, must attend to its 
own affairs and restore its own profit, to lead to the common 
end of restoring national prosperity. Masters should instruct 
their men and make clear the conditions for success. They 
are taking more trouble in this matter than has been usual 
in the past, and I have no doubt that the result will be a 
common understanding and co-operation between masters and 
men such as has not been known for years. 


— — — — 


North: Western Centre. 
LIVERPOOL SuB-CENTRE. 


ON November 7th Mr. С. H. NissETT, chirinan of the Sub- 
Centre, read his inaugural address, of which an abstract 
follows :— 

As time goes on, that part of the electrical industry con- 
nected with power and lighting supplies is more und more 
dependent for its prosperity on the enterprise of the Electricity 
Supply Authority, and of the wiring contractor. It is only to 
the power and lighting consumer at present unconnected that 
we can look for new business, and it seems to me that power 
supply has been unduly boomed to the neglect of the greater 
possibilities of lighting. The cost of power to the average 
factory, eliminating exceptional cases such as rolling mills, 
&c., 18 no more than 1 per cent. to 24 per cent. of the cost of 
the finished product. It is evident, therefore, that power 
supply need not be considered from the point of view of 
furthering any national object, but only with a purely business 
outlook. The profit obtainable from power supply will alwavs 
be strictly limited, because the saving effected at a central 
station compared with power generated locally is largely off- 
set by the cost of and losses 1n transmission. 

Now, the lighung side of the business seems to Бе in 
a very different position. In a private house convenience 
comes а long way first, and cost is quite secondary. Moreover, 
the consumption of energy by the average lighting consumer 
18 so small that it is out of the question for him to put down 
his own plant. Electricity as a means of illumination stands 
without a rival—one cannot imagine a single dwelling house 
being without a supply if only the initial cost of wiring could 
be overcome; all new houses, even workmen's cottages, are 
wired as a matter of course, во that the daily cost does not 


stand in the way of even the poorest of us. This is evident 
from the fact that many districts have raised their price for 
lighting to 104. and even ls, per unit without the loss of a 
single consumer. 

It follows that, electric lighting being so much mote of а 
monopoly than power supply, very much higher profits on the 
turnover can be obtained, and generally are obtained. This 
fact has been presumed upon in many districts to subsidise 
power supply at the expense of the lighting consumer. 

I hope 1 have said enough at least to call the attentiun of 
supply authorities to this question, and perhaps induce them 
to give the potential lighting consumer some added encourage. 
ment to wire up and use the supply. I am not suggesting the 
neglect of power supply, but rather the cessation of the neglect 
of the lighting side of the business that has taken place. ‘The 
average man gets very little encouragement to become а con- 
sumer. The supply is given him inside his front wall, and he 
is left almost entirely to his own devices as to how to utilise it. 
He is told that he must get a contractor to wire his house, and 
has to make the best bargain he can, not knowing in the least 
what he ought to get for his money, wr. having any guidance 
in the art of illumination. It is necessary to see that' he is 
saved from as much trouble ав possible, and is assured of a 
sound installation at a reasonable price with a suitable number 
and disposition of lamps. To ensure this, I suggest that the 
Supply Authority should make itself responsible to the con. 
sumer for the wiring of his house; quote him a price for his 
Wiring, and see it properly carried out both as regards quality 
of work and position und size of lamps. The authority would 
previously have made a list of approved wiring contractors in 
the district, and should prepare a specification to which the 
wiring contracts would be let, having in mind desirability and 
cheapness. , Having obtained a consumer's order, it should 
sub-let the contract, without profit to itself, to one or other of 
the wiring contractors. Or as an alternative, the authority 
should act as consulting engineer for the job. ‘This advisory 
work should be free of charge. as the authority receives its 
remuneration in the after business done with the consumer. 


Both these proposals ensure good work and the avoidance 
of unnecessary cost, but bearing in mind that the great deter- 
rent to a large expansion in lighting business is the initial 
cost of wiring to the consumer, I suggest that the supply 
authorities should themselves pay for the wiring and make no 
initial charge at all to the consumer, recouping themselves for 
the cost, either by an addition to the price per unit or by a 
separate rent charge.. TOP" 

Many years ago now I started the free wiring ” idea, and 
was instrumental in forming a company for the working of it. 
It undoubtedly brought a large influx of new customers on to 
the mains of those who adopted the system, but it broke down 
in practice because of legal difficulties. Now, however, that 
supply authorities have power to provide and let out on hire 
wiring and other apparatus, there are no difficulties in tbe 
way, and ample interest could undoubtediy be earned on the 
extra capital expenditure. 

I seriously suggest to supply managers that they should 
carefully consider the possibility of offering to wire, up to the 
ceiling roses or equivalent, any premises for which supply 
application is made to them, provided they are satisfied that 
there will be reasonable usage. | 

Under the present system the total capital cost to the elec- 
tricity works per lighting point connected to the mains aver- 
ages about £2 5в., whereas the cost to the consumer of wiring 
from the main cutout to the ceiling roses or equivalent d 
to-day is, say, 30s. per point. So that of the total capital ‘a 
£3 15s. (excluding fittings) necessary for complete supply, oniy 
60 per cent. is found for the consumer and the other 40 per 
cent. he has to find himself. A householder generally has bis 
premises only on a short lease or a tenancy of a year or two, 
the law being such that from the moment he fixes his 1 
its ownership passes from him, and he only has the use o 0 
during his tenancy. Would anyone but an enthusiast spen 
his money under euch circumstances? -€— 

By providing the wiring free of initial expense, the 9 
sumer's chief difficulty would be met, with results bit 
would much more than outweigh the additional responsi) 1 
assumed by the electricity works. The wiring so provi nd 
would, of course, remain the property of the authori p 
its continued possession to 1 secured by clause 2 
of the Electricity Supply Act o "EUN 

The proposal that the authority should find the S 
stead of the consumer and charge him a Солета 
higher price per unit or a separate rent charge for it i 
in fact cost the consumer rather less than he would рау ue | 
under the present svstem, the reason being that „ : 
both money and materials is less to the authority P bout 
consumer. A charge of 3s. per annum per point 1400 00 
cover the cost, or an extra сиве p unit of about 20. 
on the average provide an equivalent sum. TEM 

The next REA I would urge in view of the stumbling P 
of cost is the simplification of wiring. One has only 192005 
at our Institution Wiring Rules to see how far comp ion 
has gone in what is, after all, a very simple business. 


: wire 
bear in mind that the pio en only consists of running 8 


to 
from a fuse to a switch, then to a lamp. and thence 2 d е 
another fuse in such а way that the current 18 О, gone i 
wire, we see how far the electrical engineer 08 
strangling himself with red tape. | А tbe 
We have been hopelessly handicapping our business uU 
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sake- df: the fire insurance companies, and I suggest that all 
we are called upon to do is to: give a reusonable modicum of 
safety, bearing ın mind that perfection can never be reached, 
and that the attempt to eliminate the last element of risk can 
be too dearly bought. rd 

Of the various systems of wiring, the conduit system is pro- 
bably the most costly of any, and to шу mind much the most 
unsatisfactory in practice. 1 have seen cuses in which a lot of 
money has been spent in installing the conduit system under 
the impression, as I think, that elimination of fire risk was 
thereby effected, and then the supply authority has shown its 
contempt of the whole thing by installing its apparatus close 
under à wooden staircase and bunching the rubber-covered 
wires in tortuous heaps behind a wooder board on which the 
meter, &c., was mounted. | 

I am an advocate of either lead-covered wire throughout 

(the lead being bonded and earthed) or of going back again to 
the original system, namely, rubber cables in wooden casing 
where otherwise exposed and supported by porcelain cleats 
in such places as between floor and ceiling... [ believe the lead- 
covered .system to be a Letter job electrically in every way 
than the conduit system, and intinitely more durable. It 18 
also much cheaper unless the cost is iouded unnecessarily by 
providing arinour or other protection to prevent the remote 
possibility of damage to the cable. If the fuses are reully 
efficient, there is no need to spend a lot of money ш trying to 
ensure that conditions are made so safe that the fuse can 
never act. Ped 

The next thing that seems to require attention is the stan- 
dardisation of httings, particularly wall plugs. Nothing is 
more annoying to the consumer than to find that the plug 
supplied with a new lighting or heating fitting that he has 
bought will not fit into any of his existing sockets. A great 
dea of revenue is at present being lost owing to this want of 
interchangeability of plug. Lampholders and lump caps re- 
quire similur attention. Fuses also should be standardised. 

I take this opportunity of drawing attention to the deplorable 
quality of many of the electrical fittings that are at present on 
the.market, and are being used in pructice by probably the 
majority of wiring: contractors, owing to the stress of com- 
petition. These fittings form ошу a small. percentage of the 
total cost of а complete installation, so that there 1s no 
economic excuse either for their manufacture or use. I have 
looked over sainples of fittings taken from a stock heap and 


bought in the ordinary way (all these are of British manu- , 


facture) and 1 find the following obvious faults :— pM" 

Lampholders.—Brass casing parts much too light, weighing 
1 oz. in all, as compared with 24 oz. a few years ugo. Material 
too thin to allow of a full thread to shade ring. Contact 
screws too short, so that they bottom on the head when the 
point is 1/32 in. from the wall of the hole. Travel of coptuct 
plungers varies from 1/32 in. to 3/32 in. Internal diameter of 
socket varies by 1/32 in. between one make and another; 
curd grips drilled too small for standard tlexible. "E 

Switch Lampholder.—The key type should be prohibited. 
as its use involves severe bending of the flexible, Pressel 
type.—I found the wooden cover only engaged one thread, as 
did the cord grip socket before the insertion of any tlexible. 
The brass contact strips were left black from the annealing. 
If the push bar was pressed over only 1/16 in. short of its full 
stroke, no contact was made. 

Ceiling Hose.—Porcelain cover only engages for three- 
quarters of a thread, although three threads are рго- 


vided.: The weight is taken off the terminals by passing the 


flexible cord through holes in a bridge, these holes having dead 


sharp edges. The contact plates are so thin that terminal screws 
only engage by one thread. Terminal barrels are badlv fixed 
to contact plates. Caps and bases are not interchangeable. 

Wall Plug.—No cord grip is provided , the fastening ot the 
fibre plate by screws into the porcelain top is most unsatie- 
factory. Plug and base cover are often made of wood, and 
this for a fitting that is perhaps more likely to give rise to heat- 
ing than any other. No attempt has been made to take off 
the burrs. even at contacts. Plugs out of round, due to а 
wide saw cut, and the permanent compression of the soft 
brass. Diameter of the plugs appreciably less than the 
diameter of the sockets, so that contact only results from the 
accident that the plugs have not been set on the same centres 
as the sockets. | | Ар 

The adaptor was not provided with a cord grip, the terminal 
barrels were only 7/32 in. diameter, and the holes in them 
for the wires were full of burrs. The thread of the wooden 
cover was " drunk and badly chipped, and it was only 
screwed into position at the third attempt. | 

The fumbler switch was perhaps the most satisfactory of 
all. but here the brass cap was much too light, the. threaded 
portion very apt to break away, and in any case in the «amples 
examined it frequently only engaged with one thread. The 
contacts were of soft copper and the spring was of poor 


quality. | | 

I have. I think, said enough to show that serious attention 
needs to be paid to this matter, and I suggest that it is to 
the interest of the supply authority to see that none but 
reliable fittings are used on their circuits, as notbing gets 
electric lighting so bad a name as the sman annoyances the 
user of electricity is subject to at the present time, because of 
petty troubles that should not occur. | 

It would pav both directlv through the meter readings and 
indirectly in increased satisfaction to the consumer if the 
authority would send s sufficiently trained official periodi- 


cally to visit each consumer. Such a man should call twice 
а year as a minimum; he would inspect the whole of the 
installation and see that it was in working order, catry a 
small bag of tools and do sinall repairs, such us renewal of 
flexibles, tightening of terminals, &c., then and there. 
would also advise as to the candle power and disposition of 
lamps if dissatisfaction was expressed, and last, but not least, 
he could canvass for orders for new business by drawing the 
householder's attention to the advantages of electric irons, 
kettles, and cooking or other apparatus, with which the con- 
sumer did not happen to be provided. Such a representative 
could be а woman, perhaps with advantage, seeing that calls 
5 be made mostly when only the lady of the house was at 
ome. ЖҮ 

Still another point to which I should like to draw attention 
ig the need for greater care in the eurthing of appliances, such 
as kettles, irons and cooking appliances. ud 

From the tenor of the last part of my remarks one might 
think that I was desirous of increasing the cost of wiring 
rather thun reducing it, but reasonable freedom from risk to 
life is essential, and money spent in ellecting this can be saved 
many times over by simplification of the wiring itself, and by 
cutting out all the fads that have grown up around it. 

There are authorities—and they are by no means confined 
to municipal ones -v ho presume on the monopoly they have 
and take advantage of their position to impose irritating re- 
strictions upon the consumer. Е 

There would seem to be urgent need for increased support 
to the Electrical Developinent Association. Everyone seems 
to be agreed that it is doing good work in boosting the use of 
electricity, but the funds at its disposal are obviously inade- 
quate for the purpose. | 

There is yet plenty of opportunity for us to reap the fruits 
of enterprise. 1% is doubtful if on the average more than 
20 per cent. of the private houses are yet wired for the electric 
light, 80 that in this direction. we have still before us and 
waiting the doing, given reasonable conditions, an amount of 
business aggregating about four times all that we have done 
up to date. | 

In conclusion, I hope that nothing I have said will be taken 
to be in any way а reflection upon the supply manager or the 
wiring contractor. Both these classes have generally shown 
much enterprise, and we have none of us the least reason to 
be dissatisfied with tbe progress made in electricity supply, 
especially during the last few years. 

There remains, however, much more to be done, and I do 
urge that if only in the interest of the trade generally, supply 
authorities should now review the whole position afresh, and 
without prejudice in favour of hampering customs that have 
grown up round the business, solely, I believe, because of 
the Parliamentary terms under which the various franchises 
were granted. tney should see if they cannot so modify the 
conditions of supply as to immediately secure a Jarge propor- 
tion of the additional business that undoubtedly remains to be 


done. 


South Midlands Centre. 


Іх his inaugural address which he delivered at Birmingham 
on November 2nd before the above named centre of the In- 
stitution, Mr. R. A. Chattock, who has been elected to the 
chair for the second time, discussed the scheme that has been 
submitted to the Electricity Commissioners to deal with the 
South West Midlands Electricity District,“ and in connection 
with which the Commissioners commenced a local inquiry on 
November 15th. In outlining what led up to the preparation 
of the scheme* and explaining some of its technical details, 
Mr. Chattock said, inter alia :— 

Sufficient evidence has been forthcoming to show that the 
working of Joint Electricity Authorities 1s likely to be attended 
by considerable difficulties, and the representation of the great 
number of interests involved in a district is likely to make 
the controlling body rather unwieldy. The combination of the 
interests of municipalities and companies on а single con- 
trolling board will be very difficult to effect. This is 
especially the case as regards finance. 

In the South West Midlands District two existing under- 
takings are together responsible for the yeneration of about 
08 per cent. of the total energy generated in the area, namely, 
the Birmingham Corporation and the Shropshire, Worcester- 
shire and Staffordshire Electric Power Co. Thev felt that 
they were justified 1n suggesting that the control of generation 
in the whole of the district should be placed in their hands, 
and have consequently submitted a joint scheme to apply to 


the whole of the South West Midlands Electricity District. 


the proper control of which is proposed to be effected without 
the formation of a Joint Electricity Authority. 

An Advisory Cominittee will form a connecting link between 
the Electricity Commissioners and the various authorities 1n 
the district. | 

By centralising the generation of electricity and locating 
the stations as near as possible to the bulk of the demand, 
advantage can be taken of the very low cost of production 
and the cost of transmission is brought to а пппипий. The 
demand will grow at a slightly. greater rate than that obtain- 
ing before the war, and whereas the cost of generation to-day 
is about O. id. per kWh, the cost in 1925 will be about 0.444. 


„El Ec. Rev., October 186, 1920, p. 434. 
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kWh, or a reduction of 54 per cent. In 1930 the cost will 

about 0.33d. per kWh, or a reduction of 65,7 per cent. 
Such a result must have a very material effect in cheapening 
the cost of electricity to the consumer, which is the real object 
of the present development that is going on in the country. 
Nr. Chattock concluded with a short description of the lead- 
ing features of the Nechells power station. 


AERO ENGINE IGNITION. 
RESEARCH COMMITTEE'S REPORTS. 


SEVERAL reports of electrical interest by the Internal Combus- 
tion Engine Sub-committee of the Aeronautical Research Com- 
mittee (which are obtainable from Н.М. Stationery Office; 
price 8d. net each) have recently been issued. The first 
No. 1, January and February, 1916 (I.C.E. 11), is a summary 
of the researches on magnetos that were carried out at the 
National Physical Laboratory by Messrs. А. Campbell, B.A., 
and D. W. Dye, B.Sc., and deals with (1) spark tests of à 
magneto with a series of magnets of widely different magnetic 
qualities, and (2) the nature of the current in the spark circuit 
of a magneto. 

The report states that the efficiency of a magneto for 
ignition purposes depends on the quality of the permanent 
magnet (or magnets) used. If it be assumed that the efficiency 
of ignition depends on the energy per spark given by the 
inagneto, then (so far us the magnets are concerned) the chief 
questions to be answered are: (1) Upon which of the magnetic 
properties of the magnet does the energy per spark chiefly 
depend? (2) What are the laws of this dependence? (3) What 
determines permanence of behaviour? 

In testing permanent magnets for general use, the two pro- 
perties which are usually of most importance are the reman- 


ence and the coercive field (or force). The remanence indicates 
the ability of the material to become a strong magnet, while 
the coercive field measures its capability of remaining per- 
manent under the action of a demagnetising field. High coer- 
cive field also is found to ensure good retentiveness of mag- 
netism against the demagnetising effect of mechanical vibra- 
tion, shock, &c. This remark appears suflicient answer to 
question 3. The experiments here described relate to questions 
1 and 2, and had for their object the investigation of the 
mauner in which the output of a magneto at various speeds is 
dependent on the coercive field and the remanence of the 
magnet used, the coercive field, however, being the property 
mainly considered. In tungsten steels used in practice for 
permanent magnets the coercive field may vary within far 
wider limits than the remanence. (The present investigation 
had no concern with the connection between the magnetic 
properties of the magnets and their chemical analysis, heat 
treatment, &c.) 

The magneto was of small type (“ M. L.“), arranged to 
work with a single wide permanent magnet. With it were 
supplied nine magnets of similar dimensions, and the series 
covered a wide range of magnetic quality. Each magnet was 
tested for coercive field and remanence. using an initial mag- 
netising field of 400. The tests were arranged to give as 
nearly as possible the average values of each of these quan- 
tities over the whole length of the magnet. The first two 
columns in Table I give the values obtained. 

The output of the magneto with a given spark gap was 
determined for each magnet at speeds of 500. 1,000 1,500. 
2,000, 2.500, and 3,000 r.p.m. respectively. The spark gap was 
between two brass spheres of 1.5 cm. diameter, and its length 
was fixed at 0.5 mm. in order to ensure that uninterrupted 
eparking should be obtained even with the weakest magnet 
and the slowest speed. The whole was enclosed in a carefully 


calibrated air calorimeter, and from the thermal observations 
the output (in joules per epark) in each case was deduced 
The results (fig. 1) show how largely this output is dependent 
on the magnetic properties of the magnets. Table [ gives 
for each magnet, results averaged over the six speeds. i 


TABLE I. 

Remanence. OPTIONS Field. mare x doute Poe 
10,000 42 42 0.029, 
10,500 50 52.6 0.038, 
10,080 56 56.5 0.043, 

9,500 6l 58.0 0.046, 
10,420 60 62.6 0.061, 
10,200 59 60.9 0.062, 
10,420 64 66.6 0.061, 

9,430 69 66.4 0.070, 

9,410 15 10.3 0.068, 


То & first approximation, the energy per spark may be taken 
as proportional to the square of the product of the coercive 
field and the remanence; however, this conclusion only refers 
to the particular type of magneto used in the experiments. 

It was discovered that the current in the spark gap circuit 
contained a very large component of high frequency. ‘this 
was further investigated, and experiments were also made 


with ordinary spark plugs in air at pressures up to eight. 


atmospheres and temperatures up to 20 deg. C. Ihe fon. 
ing conclusions were arrived at:— 

1. The current in the spark дир circuit contains а predo- 
minant component of very high frequency (of the order of 
10 millon cycles per second). 

2. Only a small part of the power spent in the spark appears 
to be due to the high-frequency component. The total current 
may vary between wide limits without causing any consider- 
able variation in the power. 

3. Thus it appears that measurements of the total current 
may be very misleading 1f taken as a criterion of the behaviour 
of the magneto or its capability for supplying power to the 
spark. On the other hand, it must not be assumed that the 
relatively large high-frequency component of current has no 


influence, beneficial or otherwise, on the properties ot the 


epark. 

4. Determinations of the electrical power taken by the spark 
in producing ignition under working conditions are somewhat 
difficult, but from the above experiments it seems probable 


that power tests at atmospheric pressure with a spark gap of. 


0.5 mm. between brass balls 1.5 cm. in diameter pretty fairly 
correspond with the practical conditions in a cylinder. 


(To be continued.) 


EXPORTS AND IMPORTS OF ELECTRICAL 
GOODS FOR OCTOBER, 1921. 


DuRiNG October business in electrical goods and apparatus 
showed ға decrease under all three heads—exports, imports. 
und re-exports. The comparative decline in the export total 
was not large, September's figure being 41, 305.550. The 
fluctuations in the individual items were apparently normal. 
Imports fell by about 26 per cent., accounted for by reduc 
tions in the importation of carbons and unenumerated elec- 
trica! machinery. The decrease in re-exports amounted to 
about 20 per cent. There were falls in the figures for teie- 
graph and telephone instruments and apparatus and unenume- 
rated electrical machinery, and an increase in the item 
trical goods and apparatus.” 


: (p) 
VALUES OF ELECTRICAL EXPORTS AND IMPORTS FOR OCTOBER, 191. 
Exports. Imports. Re-exports. 

£ £ £ 


Electrical goods and apparatus 137,504 37,614 n 
Insulated wire ... ese 271,132 13,140 113 
Glow lamps ко M . 22.886 16,722 3) 
Arc lamps and parts . bod 310 315 E 
Batteries Б E " 12,595 6,153 pes 
Meters 30,511 2,821 nm 
Carbons 3.78 3,787 d 
Electrical Machinery.— 
Railway and tramway motors... 3.12 = йй 
Other motors and generators .. 176,301 == 
Switchboards (not telegraph or | 3 
telephone) fd . 19.240 188 
Electrical machinery ; 55 
(unenumerated) 135,000 27,887 Б 


Telegraph Ф telephone cable & material.— 


Telegraph and telephone wires and ) 
cable (not submarine) 145,872 4,308 ш 
Submarine telegraph and telephone Ба 
Tel cable "T sud " 9,878 — 
elegraph and telephone instruments i 
and apparatus TT Jis ‚189, 90,021 Es 
Totals . 20.63 4139,91. £365 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit partioulars of new or improved devices and apparatus, which will be published 
| if considered of sufficient interest, | | 


| The '' Prescot " Pillar. 
Messrs. BritisH INSULATED & HeLssy Carles, Lrp., have 
sent us particulars of their latest design of Prescot ” pillar. 
The accompanying illustration (fig. 1) shows the arrangement 


of one of these pillars. 

The unit consists of a suitably stiffened enamelled sheet 
iron frame carrying porcelain insulators, upon which are 
mounted the copper cable and busbar terminals. The sealing 
chamber for the in-coming cable is screwed direct to the 
frame, and a compound-tight joint between the two parts is 
provided by means of сш The sealing chamber is eplit 
to facilitate jointing and to avoid the necessity of breaking the 
compound-tight joint. Fuse clips may be readily changed 
without GN DIE any other parts. e sealing chambers 
are supplied with brass glands, for plumbed joints to the lend 
covering of the cables and armour clamps are provided if 
necessary. Units varying in size are interchangeable, and 
can be added to or removed from standard pillars without 
the supply being cut off for more than a few minutes. The 
fuse carriere are of the shielded, cool handle type, and fitted 
with self-aligning contacts. 


Mobile Electric Dock Cranes. 


One of the principal Liverpool shipping companies, Mesers. 
Elder Dempster & Co., employ at the Toxteth Dock Sheds, 
Liverpool, about thirty mobile electric cranes of 7-cwt. lifting 
capacity (fig. 3) for handling goods in the dock sheds. 

These cranes have been particularly designed for the stack- 
ing and unstacking of goods in warehouses or the like, and 
generally 16 is possible to work the cranes at stacks ten feet 
high. Being mounted on four ball-bearing road wheels, they 
can be easily towed by man or tractor power to work on any 
section of floor area, a trailing cable usually thirty yards long. 
being provided to supply the electrical energy for working. 


The motor and gearing for operating are mounted upon 


the centre post, and, when the crane is slewing, are effectually 
protected by a steel tower. The 4-h.p. motor is arranged for 
continuous running, and capable of withstanding severe re- 
quirements with very little rise in temperature. 

The hoisting and slewing motions are operated by means of 
hand levers working friction clutches. To hoist a load, the 


Fid. 1.—- TRE PREScoůOr PILLAR. 


hoisting lever (left hand side) is pulled towards the operator, 
this action simultaneously releasing the brake and operating 
the clutch for hoisting. To stop hoisting, the lever is pushed 
away from the operator, thus reversing the previous operation. 
To lower the load, the lever is pulled slightly toward the 
operator; this action releases the brake slightly, but the 
clutch does not go in. It is impossible to leave the hoisting 
lever in anything but a braking position, as, immediately it 18 
released, it automatically brakes the load by means of a 
counterpoise weight attached to the brake lever. Taking an 
average lift of five hundredweight to a height of six feet, 
lifting epeed 85 feet per minute, and slewing speed of 250 feet 
s inea 1 a 5 2 ера time occupied 

, lifting. the , un in rning i i- 
mated at forty коо. pm ie тсе MEM 


* Lowke '' Small. Power Sets. 


A number of special features are embodied in the small 
lighting and power plants made by Messrs. LowkB & Sons, 
LrD., of Northampton. These are direct.coupled sets made in 
three standard sizes: .75, 1, and 3 kW, having, respectively, 


3 


> 


Fie. 2.—A ‘‘ LOwEE SMALL POWER PLANT. 


engines of 2, 3, and 8 b.h.p. The two smaller sizes are fitted 
with single-cylinder engines with petrol-paraffin carburettors. 
The fuel is supplied from a two-compartment tank, with con- 
trol cocks, and the engine is thermo-syphon water cooled. The 


Еа. 3.—A MosiLe ELECTRIC Dock CRANE. 


generator is shunt wound, with interpoles, giving 20 amps. 
at from 50 to 70 V. It is connected to the engine by a flexible 
coupling allowing the armature free end movement. 
A polished enamelled slate switchboard is supplied. This haa 
upon it a voltmeter, ammeter, automatic cut-out, d.p. fuses 
for generator and outside circuits, a d.p. switch for generator, 
an s.p. switch for the lighting circuit, a voltmeter key, a 
self-starter, and a voltage regulator. The 8-kW generator is 
coupled to a 2-cylinder, 4-stroke engine running at 1,000 r.p.m. 
The generator is of the shunt wound interpole type, giving 
30 amps. at 100/140 V. A very complete set of 30-amp. fuse 
and switchgear and instruments is provided. 

Apart from these standard sizes, sets can also be supplied 
with capacities of 2, 4, 5, and 6 kW. | 

Fig. 2 illustrates one of the smaller sets made by the firm. 
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IMPORT TRADE, OF INDIA. 


THE wing statistics of the imports of electrical and similar 
12 British India in the year ended March ч, het 
are taken from the recently-issued official trade чш etails 
for the year ended March 31st, 1919, being added for purposes 
of comparison, and notes of any increases and 5 given. 
Owing to the adoption of а more detailed classification ш 
the official statistics, a comparison with ‘former years 18 DO 

possible in certain instances. | 


Copper wire, czcluding telegraph 


and telephone wire.— 1918-19 1919-90 Inc. or dec. 


T wt. 11,238 6,861 — 4,577 
| Total ... ы 88.000 58000 — 30.000 
ited Kingdom cwt. 502 3,460 + 2,958 
From Unite g : È 400 29600 + 22,000 
Japan... +» . ct. 8,200 1,880 о 
" B £ 68,000 18,000 | 
ire other than fencing (а)— 
Iron wire о 19 0 i NN 3.400 
„ — 170, 000 — 
From United Kingdom po = 90000 ж 
ae Japan m si Bs = 17 75 ай 
— Unite T tons — 3,280 T 
T United States Ha 160,800 75 
‘lectric generators 2 | 
r United Kingdom ; ; 
n United States £ 14,000 60,000 + 46,000 
Electric motors— | 
From United Kingdom : 26, _ 
„en United States £ 50,000 215,000 +165,000 
Other electrical machinery— | 
From United Kingdom : , 
= . United States ... £ 48,000 356,000 анн 
„ Italy _.. .. £ 12,000 4,000 — 19000 
„ Switzerland £ 1,000: 11,000 + 10, 
Mining machinery— | 
пое амаг" г 2 88 Б 
From United Kingdom’ ; , , 
Ж United States 61,000 108,000 + 47,000 
Electric fans and parts thereof— 
| | То{а1 $ 8 179,000 214,000 + 35,000 
From United Kingdom ; 25,000 + 10,000 
„ Italy 2. 2. | 54,000 — 14,000 
„ United States s 89,000 185,000 + 46,000 
Electric lamps and parts thereof— | 
Total  ... .. £ 173000 — — 
Electric glow lamps (a) & 
Total P — 15,000 — 
From United Kingdom — 1,500 — 
» Holland, m = 2,000 = 
„ Japan oa 1,000 = 
„ United States = 4,000 = 
Electric lamps, other sorts (a)— 
| Total A — 90,000 — 
From United Kingdom — 42,000 — 
„ Holland MN TA 18,000 = 
„ арап  ..  .. = 10,000 és 
„ United States — 19,000 
Electrical wires and cables 
| Total. £ 949000 - — — 
Electrical wires and cables (rubber insulated) (a)— 
_ Total p x — 264,000 == 
From United Kingdom = 207,000 ae 
"T Japan РТ T" — 21,000 "e 
» United States = 34,000 P 
Ditto (insulations other than rubber) (a)— 
| Total di^ ^ dde — 139 
From United Kingdom dd — 122.000 5 
„ United States . s "M 12.000 
Bare copper wire (electrolytic) (a)— 
| | Tota deus s iud 45 000 
From United Kingdom 18, 


88 


LIII 


„ Japan 


Telegraph and telephone apparatus (a) — 
Total 215 us 
From United Kingdom 
» Sweden , 
„„ Japan .. 
„ United States ... 


кч 
© 


» United States ... T. = 9 
) 


v 


LIEI] 

RE 

85853 
IILI] 


1918-19 1919-20 Inc. „r ес, 


Electricity misters (a)— S8 . £ £ 
Total p жы — 34,000 | 
From United Kingdoin M — 25,000 
„ Switzerland . o — 8,000 - 
Batteries (a)— | s 
Total BS wx x — 31,000 
From United Kingdotn jon, P — 6,000 — 
„ United States 9? — 25,000 ~ 
Switchgear (a)— m 
Total ЭР os 61,000 — 
From United Kingdom. — 32, = 
„% Japan de Сш. з — 900 `— 
„ United States. 27,000 — 
Transformers (a) Ue wa Joi 1 
| Total! — 9490 — 
From United Kingdom „ 4,000 — 
„ United States. 39... — 2,000 — 
Interior electrical fittings (a) — | 
i Total 28 - =. 21000 — 
From United Kingdom. — 13,000 — 
„ United States — 7,000 == 
„ Japan — 1.000 — 
Electrical instruments, dc., unenumerated. 
| _ Total rif gi 361,000 571,000 --210,000 
From United Kingdom - 158,000 279,000 +121,00 
5 арап _... та ids 62,000 19,000 — 43, 
„ United States. 118,000 264,000 7 151,000 
„ Holland И A 17,000 9000 - 15, 
„ Italy sud "T е =, 3,000 — 


Telegraphs, materials for construction and accessories. — 


Total КӨК ИШЕ ЭЩ 4,000 3,000 — 10 
From United, Kingdom. 3,000 2,000 — 100 


Tele phones, materials for construction and accessories 


„Total 4 17,000 19,000 + 300 

From United Kingdom E 3,000 12,000 + 9,000. 
„ Sweden or т 6,000 4,000 — 2,000 
„ United States bs 6,000 2,000 — 4,000 


In addition to the foregoing, the following were imported as 
Government stores :— | | 


Machinery and millwork— 


Total Я .. & 255,000 447,000 +192000 
From United Kingdom . £ 244,000. 404,000 +160,000 


Telegraph material— 
_ Total sae ons 142,000 579,000 +437,00 
From United Kingdom a 141,000 578,000 +437,00 
Instruments and apparatus | f mE 
Total 2s .. . $806,000 419,000 +113,000 
From United Kingdom . 305,000. 416,000 +111,000 


(a) Not separately recorded prior to 1920. 


THE HYDRO-ELECTRIC POWER COMMISSION 
ОЕ ONTARIO. | 


THe thirteenth annual report of the Hydro-Electric Power 
Commission of Ontario, deals with what.the chairman, Sir 


Adam Beck, describes as the most successful year in the 


history of the Commiesion. 

Throughout the year ended October 31st, 1920, the country 
was passing through a period of re-adjustment following 4 
sudden slump at the close of the war. Conditions have not yet 
become normal, and many industries are still awaiting à 
fall in costs before going back to ordinary production. This 
depression affected principally the Eugenia and Severn systems 
with a consequent serious reduction in revenue from рева 
sources. The largest section—the Niagara system—also experi 
enced a depression, but this was counter-balanced by increased 
business in other directions, and towards the end of the 
year the demand for power exceeded the supply. This io 
due in part to the expiration of a contract for a bulk nd 
from the Ontario Power Co., of Niagara Falls. It was foun 
necessary during the year to increase the charges to à num d 
of municipalities on this system, but in spite of this, n 
business allowed practically every municipality Ю make d 
surplus. The cost of materials fell slightly towards the 35 
of the year, and although labour costs remained high, at 
general efficiency improved. About the middle of the y 
arrangements were made for a supply of 9,000 h.p. һу wer 
Canadian-Niagara Power Co., and a further block of, uns 
18 being negotiated for.: This supply proved of great eer lig 
but restrictions had to be enforced when the power and l 
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ing peaks became coincident. The Queenston-Chippawa 
development was somewhat retarded by labour troubles. In 
the first place the demand for unskilled labour could not be 
met. Owing to a strike the work was suspended for a month; 
this resulted in а loss of over $600,000 in non-productive over- 
head charges, &c., and in the purchase of extra equipment 
to compensate, as far ss possible, for the time lost in the 
progress of the work. During the year, the Commission 
contracted for three complete additional generating sets, 
so that the initial installation will now be five sets instead 
of the original two. By means of electrically-operated shovels 
earth and rock was excavated and removed at the rate of 
half-a-million cubic yards per month, and at the then existing 
rate of progress all the excavation work in the canal proper 
should have been completed by June last. It was hoped that 
the first two generating sets, with an output of 100,00 k.p., 
would be in operation in September this year. All that re- 
mained to be done at the end of the year under review, was 
to install the second turbine and the two generators. Most 
of the switchgear and transformers have now been delivered. 
The switchgear includes a number of 15,000 and 155,000-V oil 
circuit breakers manufactured by the Canadian General Elec- 
tric Co., and the Canadian Westinghouse Co, The latter 
firm is also supplying 15 15,000 kVA, 12,000/63,500-V, single- 
phase, water cooled transformers, and two 2,200 КУА, 500 
r.p.m., 25 cycles, 2,300-V, generators to furnish power to 
auxiliaries, such as cranes, elevators, pumps, reserve motor- 
driven exciters, lighting, &c. Among the auxiliary equipment 
are two 150-ton electrically-operated cranes with equaliser 
lifting beam, supplied by the Dominion Bridge Co. of 
Montreal. These cranes are designed to work either indepen- 
dently or together. The equaliser lifting beam is for use when 
lifting the 300-ton rotors of the main generators. 

The Nipigon development was proceeded with rapidly 
during the year. The tail race which is about 2,000 ft. long 
necessitated the excavation of 122,000 cu. yd. of earth, and 
67,000 cu. yd. of rock. The forebay excavation entailed the 
removal of about 20,000 cu. yd. of material, chiefly rock. 
In order that the first part of the plant might be put into 
immediate operation the steel for the superstructure of tha 
power-houses was erected and temporarily sheeted in. This 
enabled the turbine and generator erection to be rushed to 
completion, and the No. 2 unit was placed in commercial, 
operation on December 20th, 1920, which was the scheduled 
date for the delivery of power to Port Arthur. The present 
installation consists of two 12,500-h.p., vertical single runner 
turbines, operating at 120 r.p.m. under a head of 72 ft. These 
are coupled to 60-cycle Canadian-Westinghouse generators. 

It was expected to have in operation the Niagara develop- 
ment—the largest of all hydro-electric schemes—by the end 
of the present year. The power-house excavation for the 
first two main units was completed during 1920. These two 
units will be placed in commission and the other three units 
of the scheme will then be proceeded with. 

With regard to surveys prior to the extension of supply in 
rural districts, owing to the high cost of construction, 
power shortage, and labour conditions, these were confined 
exclusively to those districts from which petitions were 
received. The Power Commission Act was amended so as 
to provide tbat, in the supply of electricity to rural districts, 
systems should not necessarily be confined to the geographic 
township boundaries, but could be arranged to provide for 
the most economic distribution of power from the nearest 
centre. 

Final surveys were completed during the year for the 
construction of 122 miles of new electric railway, apart from 
the acquisition of existing lines. 

The year reported upon witnessed an enormous increase 
in the activities of the Electrical Inspection Departinent ; 
this was chiefly due to the extensive building operations 
carried out all over the Province and to the ever increasing 
demand for all kinds of domestic electrical apparatus. During 
the year the Department received 57,399 applications for new 
wiring and 100.990 inspections were made. Apart from new: 
installations the Department was successful in having 
a large number of old installations overhauled and improved. 
A considerable amount of revenue was derived from the 
annual inspection system, which is growing in favour with 
the owners of factories and other industrial establishments. 

À considerable increase in the volume of tests and investiga- 
tions bv the Laboratories Department took place during the 
year. Among the new equipment constructed was a corona 
voltmeter, capable of registering pressures up to 300,000 V. 
Included in the special tests carried out in the High-Tension 
Laboratory were tests upon cutouts for distribution trans- 
formers; the analysis and compilation of test and theoretical 
data on the subject of interference between power lines and 
communication circuits; current-carrying capacity of transmis- 
sion lines under various atmospheric conditions, &c. In the 
other sections there was little change in the character of the 
work. but in everv case there was a marked increase. 

The accounts of the several svsterns show very satisfactory 
financial results. In the largest svstem (Niagara) the revenue 
amounted to 53,751,066: against this were placed the follow- 
Ing jtems:—Power purchased, $1.966.304; operation costs, 
$545,099: interest, $644,859: renewals, $310,519: provision for 
contingencies, $13,715; sinking fund,  $195.570; total, 
$3.751,066. | 


MEXICO AFTER REVOLUTION. 


AFTER all the misfortunes and upheavals that have occurred 
in Mexico during the past decade, it 18 encouraging to learn 
that the country is certainly a potential market for goods of 
British manufacture. Such is the opinion expressed in the 
report by Н.М. Consul-General at Mexico City, which has 
recently been issued by the Department of Overseas Trade.* 
He adds an important proviso, viz., that price and delivery 
are satisfactory to the importer. Subject thereto, iv may be 
taken for granted that any of the manufactured goods which 
were imported into Mexico before the war can still be con- 
sumed by that market. 

Among the articles for which there appears to be a demand 
may be mentioned agricultural machinery and implements, 
mining requirements, such as belting, wire cables, ore cars, 
rails, &c., oil engines, tin plate, corrugated iron and roofing 
materials. 

Mexico City, Tampico. and Vera Cruz and a few other towne 
have good systems of electric tramways. The company operat- 
ing in the capital, which obtains its power from the plant at 
Necaxa supplying the electric light, maintains an excellent 
service of express cars connecting the town with the suburbs. 

Owing to the shortage of the rainfall in 1920, a serious 
diminution in the producing power of the Mexican Light and 
Power Co. is foreseen. To ameliorate the situation, it will be 
remembered that the Government issued a Daylight 
Saving '" Order, advancing the official time in the city by one 
hour. The Consul-General savs that of this Order a consider- 
able part of the community take no notice—an indifference 
which caused much confusion. 

The railways suffered terrible damage during the revolu- 
tionary disturbances, the losses in rolling stock and locomo- 
tives being tremendous. Travelling and transport is conse- 
quently very difficult, and the congestion of goods at Vera 
Cruz and Tampico has been very great. 

There are great possibilities of development in Mexico, given 
peace. Apart from the oil industry, it possesses great stores 
of mineral wealth which have so far been unexploited. Con- 
siderable activity was manifested during the vear by several 
of the large gold and silver mining companies in securing new 
properties to replace those which showed signs of approach- 
ing exhaustion. | 

Coal has been mined in Mexico for over 20 vears. There are 
deposits of lignite coal near the border at Laredo, and other 
known coal-fields are in Oaxaca and Guerrero. But the most 
important deposits are in the coal-fields at Sabinas (where 
there are 700 bee-hive coke ovens and three retort coke oven 
plants, the latter having а capacity of about 10,000 tons of 
coke per month) and Coahuila, which are estimated to be 
about 400 square miles in extent. 

After alluding to the advantageous position held by United 
States firms with regard to the Mexican market. the report 
comments on the extreme importance of the personal element 
in dealing with purchasers. Without good agents, it is impos- 
sible to succeed in Mexico. The course recommended is for 
the British house to send out a commercial traveller, with 
samples, to examine the market and appoint his own agent. 
In the case of machinery. a man with expert knowledge is 
practically indispensable. In this respect it is said that the 
British are outdistanced by their American and German com- 
petitors. . 


EE EE À 


Petrol-Electric Transmission.—The Commercial Motor re- 
cently published an article dealing with the merits and de- 
merits of the petrol-electric system of power transmission for 
vehicles. The writer savs that lorry drivers and others have 
come to regard the gearbox as a necessarv evil, and it has 
become a tradition, while vested interests are loath to sub- 
stitute a better means of driving. А petrol-electric vehicle is 


subject to none of the violent jars inseparable from the best 


of gears, speed variation being effected in a very smooth 
manner. ‘The absence of mechanical connection between 
engine and axle isolates the former from the shocks encoun- 
tered by the engine of the gear-driven vehicle. As regards 
overall efficiency, the petrol-electric system compares very 
favourably with other svstems despite the intervention of a 
dynamo between the engine and the driving motor. One 
point of the system. however, requires attention. The hand- 
regulation of the dynamo field does not get rid of the aural 
attention necessary with other drives; automatic regulation 
would make the system nearly ideal. 


A Swedish Turbo-locomotive.—Sweden inaugurated the 
turbo-locomotive on her railways on October 29th with an 
express train run from Stockholm to Upsala and back, a dis- 
tance of 50 miles, in less than 21 hours; at times the speed 
reached 55 m.p.h., the highest allowed in Sweden, says the 
Daily Mail. After passing through the turbine, the exhaust 
steam is led to an air-cooled condenser, the hot water from 
which is fed into the boiler. The trials show, it 18 claimed. 
that the turbo-locomotive consumes only half the quantity of 
fuel that is needed for an ordinarv locomotive of the same 
horse power, and the new engine 1s much less noisy. 


* H.M. Stationery Office, 18. 
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NEW PATENTS APPLIED FOR, 2921. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Szrrox-JoxxS, O DLL AMD 
STKPHENS, Chartered Patent Agents, 285, High Holborn, London, W.C. 1. 


28.170. Mechanical sales apparatus." Т. б. Anderson. October 24th. 

28.175. Coin-actuated electric apparatus for selling tickets, ёс.” T. G. 
Anderson. October 24th. | 

28,190. Electric oven light." W. Hitchmough and P. H. Shade. October 


28,192. “ Thermionic valves." Н. St. J. de A. Donisthorpe. October 24th. 


28,194. Electric furnaces " Norske Aktieselskab tor elektrokemisk In- 
dustri Norsk Industri-Hypotekbank. October 24th. (Norway, November Ist, 


28,196. '' Telephone exchange system." Western Elsetric Co., Ltd. Octo- 
(United States, October 25th, 1929.) 

28,2210. “ Radio transmitting systems.” British Thomson-Houston Co., Ltd. 
(General Electric Co.). October 24th. 

28,221. Eliminating currents for wireless telegraphy.’ 
tion Co., Ltd., and J. Scott-Taggart. October 24th. 

28,225. “ Electric regulating systems." J. Etchells and Vickers, Ltd. 
October 24th. 

28,232. ~ Electro-therapeutic apparatus." Т. W. Fleeson and C. M. Sanche. 
October 24th. (United States, December 17th, 1920. 

98,241. “ Apparatus for precipitating dust from gases by electricity.” 
Siemens-Schuckertwerke. October 24th. (Germany, October 22nd, 1920.) 

28,242. ''Single-layer winding for alternating current dvnamos." Akt- 
Ges. Brown, Boveri et Cie. October 24th. (Switzerland, October 28th. 1920.) 

28.243. Apparatus for suppression of higher harmonic voltages in alternat- 
ing current dynamos."  Akt.Ges. Brown, Boveri et Cie. October 24th. 
(Switzerland, October 28th, 1920.) 

28,249. '' Electrical transmissions for direction purposes." Evershed & Vig- 
noles, Ltd., and J. C. Needham. October 25th. 

28,261. ** Motor car commutators," Р. Brindle. October 25th. 

28.264. Magneto electric machines." R. Bosch Akt.-Ges. October 25th. 
(Germany, November 8th, 1920.) 

28, 315. Protective devices for electric circuits." W. 
Siemens Bros. & Co., Ltd. October 25th. 

93,322. ** Automatic circuit interrupter for ignition systems." E. B. Bough- 
ton. October 25th. 

28.341. System for detection of smoke or particles in suspension in a gas, 
&c." W. Kidde & Co., Inc October 25th. 

28.352. Portable apparatus for producing electric light or igniting a 
wick. Н. H. Wolfe. October 25th. Р 

28,354. “ Appliance for uw switch or control, &c., for apparatus 
within electric circuits." D. P .J. Kelly. October 25th. 

28,385. '' Electric lamps." E. J. L. Brook. October 26th. 

28,389. '' Electric light fixtures." T. S. Turnbull. October 26th. 

98,393. “ Electric switches." W. Preston. October 26th. 

28,411. Combination electric switch and fíusc." A. Н. Short. October 


, 


Radio Communica- 


E. Goodwin and 


98,493. '' Electric bed warmer."  F. С. Beale. October 26th. 

28,428. '' Electric motor for gramophones," Н. Hennev. October 26th. 

28,452. Electric switches.“ British Thomson-Houston Co., Ltd. (General 
Electric Co.). October 26th. 

28,456. ''Electric resistances.” H. W. F. Ireland, H. Lucas, апа W. C. 
Turner. October 26th. 

28,460. '' Electric, &c., locomotives, trams, road vehicles, ships, &c." W. P. 
Durtnall. October 26th. 

28,461. '' Electro-magnetic switching devices." J. Etchells and Vickers, Ltd. 
October 26th. 

28,462. Spark plugs." P. V. Carpenter. October 26th. 

28.550. Electrical fittings." W. M. Barrington, W. E. Bottom, and M. Н. 
Goldfarb. October 27th. | 

28,561. Electric dry battery." F. A. van Hoosdank. October 27th. 

28,568. ''Impulsive driving mechanism for ignition magnetos." М. L. 
Magneto Syndicate, Ltd., and E. A. Watson. October 27th. 

28.593. Electrical transmitter microphones.” B. A. Pilkington and E. D. 
Xoung. October 28th. 

28,612. '' Sparking plugs." W. Pickard. October 28th. 
ea “ Electrically driven reciprocating tool." J. Mackintosh. 

th. 

28,643. “ Means for indicating and controlling charging of batteries.” 
Rootes, Ltd., and J. С. Wilson. October 28th. 

28,645. Electrical connections in disconnecting link box.” Macintosh 

able Co., Ltd., and D. D. Watson. October 28th. 

35,659. '' Wireiess apparatus," В. Н. N. H. Hamilton. October 28th. 

28,660. '' Electric motor." Е. M. Green, Н. Kerr Nisbett, and A. King. 
October 28th. 

28,667. '' X-ray apparatus." М. A. Codd and X Ravs, Ltd. October 28th. 
5 “Lamps operating by electric discharge." М. D. Scott. October 

28.674. Electric current wire insulators attached to poles, Xc." G. H. 
Hosie. October 28th. 

28.675. “ Electrolytic starters or controllers for electric motors." Metro- 
politan-Vickers Electrical Co., Ltd.. and A. E. L. Scanes. October 28th. 

28,688. '' Bonding devices for electrical junction boxes." Callender’s Cable 
and Construction Co., Ltd. October 28th. 

28,689. '' Electric heaters." V. Gillgan. October 28th. 

„ Arc generators of electric oscillations." H. M. Dowsett. October 

20,721. '' Method of assemhling and protecting electric wires for connecting 
commutator and ignition coils of internal combustion engines, &c.'" Н. С. 
Southard and V. M. Meager. October 29th. 

28,760. '' Electric number indicator." F. W. Tennant. October 99th. 
28.774. Heat conserving apparatus in steam power plants.” Metropolitan- 
Vickers Electrical Co., Ltd. (Westinghouse Electrical Manufacturing Co.). 
October 29th. | 

28,778. “ Electric water heaters." A. S. Dorsey. October 29th. 

28,779. “Electric water heaters." A. S. Dorsey. October 99th. 

28,781. '' Electric water heaters." A. S. Dorsev. October 29th. 

28,799. “ Apparatus for production of high-frequency oscillations bv alter- 
о of low frequency." H. Sefton-Jones (Lorenz Akt.-Ges.). Octo- 

er 29th. 

28,791. '' Process for increasing frequency by static frequency transformer, 
&c." H. Sefton-Jones (C. Lorenz Akt.-Ges. October 20th. 

2€,815. '' Mouthpieces for telephones, speakiri-tubes, &. T. D Powell 
October 31st. | 
‚ 28,820. “ Railway signalling apparatus." Automatic Telephone Manufactur- 
ix! Co., Ltd., and А E. Hudd. October 31st. 

28.827. Electric lan.ps." J. F. Lymburn and J. Wakefield & Sons. Ltd 
October 31st. ` | | 
E “Combined ammeters and voltmeters." W. R. Morris. October 

st. 

28,832. '' Voltmeters, ammeters, Kc.“ W. B. Morris. October 31st. 

28.8%. Shock-absorbing device for electric lamps." W. E. Preston 
о 3lst. Е І | 

28.846. Nisnalling. system for protecti aies, &. í 
October 31st, a P Кае Ыс: 

28.848. '' Dynamo electric machines," G. 
October goth. 1920.) 

. À : Electric. alarms," A. Huther and Н. Weeke. October 31st. 
„%%; ᷑ ЛЕ valve for wireless telegraphy. &e. W. R. Bullimore. 

238.480. „ Electric time switches.“ A. tene ar 
Hen n Geir Co., Ltd. Octobee 31st. eet к. 

28.81. Respirator mouthpieces am ele 
October 31st. а и 2. 


October 


Becaouri. 


Somaini. October 31st. (Italy, 


transmitters." J. Kelly. 


2S NM, t Electrical transmission of communications.” National Бая А 
Co. October Зя. (United. States, Мау With. atic 
28. KG UW. Radto-signalling systetzis ^ National Pneumatic Co, October 3ist 
(United States, Мау Ith.) | st. 
Ow ns. Electric condensers. 


British Thomson-Houston Co., Ltd. 
Electric Co.) October 3lst. 


(General 
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PUBLISHED SPECIFICATIONS, 


The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1920. 


15,717. Construction of vacuum tubes and the like as used for radio-signal- 
ling. J. Scott-Taggart and Radio Communication Co., Ltd. June 10th, 19% 
(170, 327. | 

16.106. Suspension of electric traction wires," Metallurgique Electrique," 
February 19th, 1914. (145,042) 

16,369. “ Bow current-collectors in overhead wire systems of electric trac 
tion.  Breckneli, Munro & Rogers, Ltd., and А. М. Willis. June 1700, 199. 
(170,331.) 

106,415. Generation of electrical oscillations." 
Co., Ltd, July Bth, 1919. (146,946. 

16,432. "' Arc lamps, mure especially for searchlights.’ 
werke Ges. August 20th, 1917. (145,422, 

19.342. '' Coarse and fine adjustment suitable for tuning and coupling de 
vice» for wireless telegraph apparatus. Ges. fur Drahtlose Telegraphie, No 
vember lOth. 1917. (147,439.) 

19,584. “ Electro motors." Frankfurter Maschinenbau-Akt. Ges. Vorm. 
Pokorny & Wittekind. March 18th, 1916. 147,627. 

19,690. Production and control ot high-frequency currents in static trans- 
formers with auxiliary magnetisation especially for us: in wireless signalling." 
Ges. fur Drahtlose Telegraphie. February 26th, 1914. (147,702; 

19,759. "' Telephone and like systems.” M. Latour. May 23rd, 1919. 
(147,756.) 

19,80. Method of constructing armatures and stators for dynamo«i«trk 
machines," V. G. Apple. Dece nber 30th, 1916. (147,773.) 

19,803. Method of building commutators for dynamo-electric machines.” 
V. G. Apple. January And. 1917. (147,775.) 

19.804. Method of uniting armature terminals adapted for building сол. 
mutators for dynamo-electric machines.” V. G. Apple. January 2nd, 1917. 
(147,776. 

1815. “ Dvnamo-electric machines.“ V. G. Apple. 
147,787.) 

\ 19,818. Method of connecting conductor bars of dynamo-machines." V. C. 
Apple. Мау 30th, 1918. (147,790.) | 

19,845. "' Electro-magnetic wave-receiving systems.“ Soc. Francaise Radio 
Electrique. June Ist, 1915. (147.902. : - 

12, 857. Electric starting systems for internal-combustion engines.“ British 
Thomson-Houston Co., Ltd. January 16th, 1917. (147, 812.) 

19,864. Electron discharge devices." British IThomson-Houston Co., Lid. 
October 3151, 1917. (147, 819.) i 

19,992. “ Sound producing or receiving devices containing tv 2 or more 
vibratory structures." Signal Ges. February 29th, 1916. (147,937. 

19.995. Sound transmitting and receiving apparatus.” signa. Ges. 
(August 6th, 1917. (147,940.) 

20,001. '' Submarine sound receiver.” 
147.946.) LL 

30,033. Generation of high-frequency oscillations." British Thomson- 
Houston Со, Ltd. June 3rd, 1918. (148.131.) uu 

20,357. Sound producing or receiving devices containing two or more 
vibratory structures." Signal Gas. June Sth, 1917. (Addition to 147.33) 
(143,412.) ' s 

20.359. Sound producing or receiving devices containing two or more 
vibratory structures." Signal Ges. February 22nd, 1918.( Addition to 147,97) 
(148,414.) ET ; 

90,994. '' Three-arm choking-coil or transformer with inductance variable 
by continuous or alternating current of low Íírequercy." Allgemeine Eleri- 
citats Ges. September 17th, 1914. (149,236.) 

21,000. “Sparking plugs." J. Hanman. July 12th, 1939. (170,944) ins 

21,178. “ Electric propulsion of ships." М. R. De Coninck. July 15th, 1910. 
14.1.268. 
| 1 Portable de namo-electric lamp.“ July 14th, 19%. 
170,357. 
Cor 75 " Dvnamo-electric machines.“ J. Stone & Co., Ltd., and A. k. 
Honev. July 16th, 1920. (170.375. . СЕУ 

21,537. Trigger relays especially for use in radio-communication. | © 
Scott-Taggart and Radio Communication Co., Ltd., and L. B. Turner. 
17th, 1920. (Addition to 130,408. (170,377 .) "m уе 

21,538. '' Modulation svstems and the like in radio-communication "i 1090 
like." J. Scott-Taggart and Radio Communication Co., Ltd. July 17%, BA 
(Cognate application 25,066/20.) (170,378.) EN 18th, 1908. 

21.585. Wireless telegraphy.” — S. О. E. T. Trost. July 19%. 
(151,253.) E" І like srs- 

21,609. Relays and their application to autoniatic telephone руз ; 
tems." Automatic рүе Manufacturing Co, Ltd. (Automatic Electr 

uiy 19th, 1920. (170,385. 10215 
j 21.735. ** Telephones." Z3 B. Riley. July 20th, 1920. (Cognate application 
4,737 /21.) (170,400.) 

21.755. Electric switches. 
20th. 1920. 170.401.) "n 

21.766. Contacts for electric fuses, cut-outs, and the like. 
Co., Ltd., and W. А. Harriman. July 20th, 1920. (170,402.) ty 24th, 1919. 

21,475.‘ Magneto-electric lamps.“ Philipps Akt. Ges. July : 
(149,345) | . € 

22,120. “ Method of and apparatus for conveying electric 1 tb, 193. 
abk truck or the like," Н. К. Lamb and Н. Huartson. Jul} : 
(170.414. А 

22271. '' Mercury signal arm oe. й Interlocking 
Co., Ltd.. and Е. J. Sykes. July 26th, 1920. 1 ing Со. 

2.308. 1 devices i electric circuits." C L. I. Manufactor E EE 
Ltd., and E. A. Watson. August 9th, 1920. (Cognate application 207, 
(170,435.) И " ! honie 

23,347. “ Receiving methods of radio telegrafhic and radio (6 
signals." C. Bardeloni. January 10th, 1918. (149,973.) h and N. C. 

24.826. Electrically-heated cooking-utensils." В C. Josep 
August 27th, 1920. (Addition to 158,073.) 170,459.) 1920. (Adrien 
25,669. ''Sparking plugs." А. G. Brown. September 6th, А 


British Thomson-Houstog 


* 


Siemens Schuckert. 


March 21st, 1918. 


Signal Ges. August 12:0, 1915, 


G. Poole. 


July 


C. L. J. B. Nadaud and F. Young. July 
A. Reyrolle & 


Signa! 


to 145,348.) (170,469.) "T 
25,872. '' Electric switching systems for charging batteries. 
September 8th, 1920. (170,472.) September 


25,983. '' Subaqueous sound-producing devices.“ Sigaal Ges. 


22nd, 1919. (151.608.) 


= А electricas aP 
26.782. Dynamo-electric machine commutator 


s and similar 


paratus," R. A. L. Volet. October 13th, 1919. (152,658 ) currents.” Sx. 
34.236. *' Means for regulating the frequency of dd 
Francaise Radio Electrique. December 6th, 1919. (154,908.) 
1921. " iropolitá?* 
10.394. Control of alternating-curcent electric motors. Metrop? 
Vickers Electrical Co., Ltd. June 17th, 1920. (165,072. Mar 12th. 19% 
10,591. ‘ Telephone exchange systems.“ А. Н. Adams. 


(163.288.) | 
19.255. Apparatus for use in connection with metal va 
Siemens Schuckertwerke Ges. July 31st, 1920. (167.163. ) on · Hoster Co. 
23.261. Electron discharge amplifiers." British T 0165 893. 
Ltd. October ch, 1913. (Divided application on 147,148.) ' 
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Telegraphic Address: 


LITHOLITE 
INSULATORS, Ltd. 


. 66—67, Hackney Grove, London, E. 8. 
"Phone and Telegrams: Dalston, 592, London. 


FIREPROOF AND OTHER GRADES. 
ESTABLISHED 20 YEARS. 


ELECTRIC INSULATION. 
NON-HYGROSCOPIC. 
FIREPROOF. 


SHEET 


г 
M^ULDINGS. 


THE SILUMINITE 
INSULATOR Co., Ltd., 


FERGUSON, 
PAILIN, 
LIMITED. 


' INSTRUMENTS, CIRCUIT-BREAKEBS, 


AUTO-CUT-IN & CUT-OUTS 


E Record Electrical Co., 2 


BROADHEATH. MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM 


BROOK 
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ELECTRICAL SALESMANSHIP | 
CONFERENCES. 


Tue large attendance at the first of the series of informal 
discussions on salesmanship which have been organised 
by the E. D. A. is a good augury for the success of those 
which are to come. The meeting, which is reported on 
unother page, was held in the hall of the Chartered In- 
situte of Patent Agents, which proved to be none too 
large. Both contractors and supply authorities were 
well represented, and the informal manner in which the 
ineeting was conducted set everybody at ease from the 
start. The growing popularity of informal meetings 1s 
little to be wondered at, and the absence of the restraint 
which is too often apparent at the more formal meetings 
of some of our institutions was, in this particular case, 
very noticeable. There was no dearth of speakers; in 
fact, the eagerness of some of those present to express 
their views and recount their experiences could almost 
be described as competitive. Many of the experi- 
ences recounted were not only interesting, but 
amusing, and опе could not help feeling how 
delicate and intricate the business of selling really is. 

Although the subject under discussion was electrical 
salesmanship, many of those present, as will be 
seen from the report, digressed a little, and took the 
opportunity to air their grievances. The suggestion 
шаЧе by the contractors that the supply authorities 
could do more for them, was met by the assurance that 
the supply authorities, for the most part, were anxious 
tu co-operate; indeed, it was to their advantage to do 
so, but 1t was pointed out on their behalf that they also. 
had to run their undertakings on Lusiness lines. Both 
the Chairman (Mr. S. T. Allen) and Mr. Beauchamp, 
the Director of the E.D.A., reminded the meeting that 
the subject under discussion was salesmanship, but on 
the whole the digression was excusable. It was evident, 
however, that relations between contractors and supply 
authorities generally are quite friendly, and that as the 
industry develops, so will the spirit of co-operation 
grow. The value of the series of conferences cannot be 
over-estimated, and as an indication of the interest 
which has been aroused, it шау be mentioned that the 
desirability of obtaining a larger room is already under 
consideration. The suggestion was also made that the 
meetings might start earlier, in order to leave more 
time for discussion, and Mr. Beauchamp promised that 
this would also be considered. The arrangements fer 
the next meeting, however, will have to stand. 

Much that was said at the first conference was 
elementary, but it is, nevertheless, fundamental, and 
only a complete appreciation of the fundamentals of the 
whole art of salesmanship in electricity supply can 
achieve the desired result. Happily, there is now much 
more prospect of push and go” on the part of con- 
tractors, for the relationship between them and the elec- 
tricity supply authorities is now very different to what 
it was a few years ago. Without whole-hearted co-opera- 
tion between the electrical contractors and the supply 
authorities, little can be hoped for. One of the greatest 
drawbacks in this matter is the question of mains. Too 
often there have been long and learned arguments as to 
how electricity supply should be increased and the great 
field there is for it, but insufficient attention has been 
given to the fact that im parts where there is a 
great potential demand, there are nu mains. Hence- 
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all the arguments in the world are unavailing if the 
prospective consumer cannot get the supply, and some of 
the efforts of the manufacturers to turn out cheap appa- 
ratus, and the contractors to induce people to use them, 
will be wasted until greater attention is paid to this sub- 
ject. The difficulties now, of course, in laying mains on 
anything approaching a speculative basis are obvious. 
At the same time, in London alone there are hundreds 
and even thousands of streets of quite good class houses 
where а considerable amount of business would un- 
doubtedly be obtained if the mains were laid. In many 
cases no attempt has been made to ascertain whether 
residents desire а supply, and when they approach the 
Department they only meet with discouragement. It is 
satisfactory, therefore, to find, almost for the first time, 
that this aspect of the problem which 1з facing us 1s fully 
appreciated. Closely bound up with that comes the 
question, Who is to do the wiring? Where the person 
is not the owner of the house he naturally will not incur 
the expense, and the landlord will, in the majority of 
cases, also refuse. Therefore, it is a wise suggestion to 
concentrate on the householder who is also the owner. 
A larger percentage of owners are occupiers than ever 
before, owing to recent property transactions. Al 
this emphasises the difficulties that have to be faced ; 
yet there is much to be done even where mains are laid. 
This is the part of the work which must be tackled first. 


THE case of Attorney-General v. 
Liverpool Corporation, which was de- 
cided last week by Mr. Justice Russell, 


Local Autho: 
rities and the 


Supply of involved the discussion. of à new and 
Fittings. interesting problem in connection with 


municipal trading. A perusal of the 
judgment of the learned judge, which is printed at 
length elsewhere in this issue, shows that although a local 
authority may not originally have had power to provide, 
sell, &c., electrical fittings, it may acquire this impor- 
tant privilege by taking over the rights and powers of a 
statutory company. It appears that the Liverpool Cor- 
poration in 1896 and in 1902 acquired, by Act of Par- 
liament, the undertakings of two companies which had 
the right to manufacture and supply fittings, and Mr. 
Justice Russell has held that this right was transferred 
to the Corporation, and that there was no rule of the 
common law relating to corporations which prevented 
the exercise of this power. Having distinguished the 
case of Attorney-General v. Sheffield Corporation, in 
which it was held that in the absence of statutory autho- 
rity undertakers who are a local authority cannot pro- 
vide lamps, fittings, motors, or apparatus other than 
meters, the learned judge went on to point out that on 
the evidence before him, the Liverpool Corporation had 
in fact made a profit which enured to the benefit of the 
ratepayers. We confess that it is not easy to under- 
stand why the question whether the business was profit- 
able or not was relevant. If the learned judge was right 
—and we would be long sorry to question his finding— 
in holding that the Liverpool Corporation stepped into 
the shoes of the two companies, the question whether the 
business was profitable or not does not seem to be very 
material. But there was another point decided by the 
learned judge upon which he was fain to confess that he 
pronounced after much consideration. The Electricity 
Supply Act, 1919, provides that a local authority may 
provide, let on hire, repair and maintain fittings and 
apparatus, but it provides in parenthesis that it shall 
not, unless expressly authorised by special Act or Order, 
* manufacture or sell." . Mr. Justice Russell held that 
the necessary express authority to do this was to be found 
in the Act of 1896, which gave the Corporation all the 
rights and privileges of the Liverpool Company.: In the 
result he dismissed an action which had been brought 
at the instance of certain ratepayers who sought a 
declaration that the Corporation was not entitled to 
carry on this form of municipal trading. 


It has, of course, been decided that the Electrio Light- 
ing Acts do not authorise undertakers to supply electric 
fittings and apparatus other than meters. 

The result of this case is somewhat remarkable, It 
seems that although the Liverpool Corporation has 
never been directly authorised to act as provider and 
vendor of electrical fittings, it has acquired this im. 
portant power by virtue of private arrangement, con. 
firmed by Act of Parliament, with companies which had 
these powers. Hitherto power to sell and let fittings has 
only been conferred by Statute. Thus it is common to 
find in the Acts of local authorities & special clause to 
enable them to sell, let, hire, but not to manufacture, 
lamps, meters, electric fittings, &c. The terms of these 
clauses vary somewhat. In the Nottingham Corporation 
Act, 1889, Sec. 4, the power conferred is to provide 
and let, &c., but not to manufacture, ‘‘ lamps, meters, 
electric lines, fittings, apparatus and things, for light. 
ing and motor power, and for all other purposes for 
which electric energy can or may be used, or otherwise 
necessary or proper for the supply, distribution, con- 
suluption, or use of electrical energy." The Manches 
ter Corporation (General Powers) Act, 1898, after the 
usual wide powers, contains these words: Electrical 
motors, and apparatus for the use of electricity for 
motive power and other purposes. 

The Halifax Corporation Act, 1898, is even wider in 
its terms. It authorises the Corporation to '' purchase, 
hire, sell, let on hire, or otherwise deal with dynamos, 
electric motors, accumulators, meters, burners, arc and 
other lamps, fittings, wires, plant, engines, conductors, 
machinery, apparatus, and appliances for and in rela- 
tion to,” &c. 

The London County Council (General Powers Act, 
1906) confers certain general powers on Metropolitan 
boroughs supplying electricity, but expressly withholds 
pewer to manufacture fittings. | 

We do not gather, however, that Mr. Justice Russell s 
decision will enable a local authority exercising its sta- 
tutory power of purchase pursuant to Sec. 2 of the 
Electric Lighting Act, 1888, to acquire the right to 
„manufacture or sell." This was expressly reserved 
bv the Act of 1919, and can only be enjoyed by virtue 
of a special Act or Order." The Act of 1888, whieh 
vives the right to purchase, is certainly not a special 
Act or Order. 

While, therefore, the case under notice may not lead 
either directly or immediately to what is regarded in 
some quarters as à very undesirable form of municipa 
trading, it is manifest that other local authorities, whic 
have taken over the undertakings of other supply com- 
panies, may find themselves vested with power to ве 
and manufacture electrical fittings. We may be per- 
mitted to wonder whether when the Bill which became an 
Act in 1896 was before Parliament, any of those who 
opposed it were aware of the powers about to be p? 
ferred on the Corporation. If it does nothing else, T 
case which we have considered should serve to draw | 
attention of those who supply fittings to the иш, 
the local authority which may be seeking to acquire | | 
undertaking of the existing supply company. 


As will be seen from our j (ity 
The Profits of Notes," the directors of the Allgemeine 
the A. E. G. Elektrizitats Gesellschaft, of aes 
have resolved to pay a dividend at | 
rate of 16 per cent, for the year 1920-21, being a? z 
crease of 2 per cent. over the preceding year. The p 
tion was referred to in the Daily Telegraph last pe 
in а despatch from its Berlin correspondent, ЕИ 
to be enthusiastic concerning what he terms the а 
pany's abounding prosperity." То those who for an 
years past have followed the fortunes of the A. F. ШЕ 
are familiar with its accounts, it is something e this 
able to hear from the Berlin correspondent 5 
great degree of prosperity under the existing . 
stances of German currency. If the correspon 
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taken the trouble to consult one of the German works of 
reference at his disposal and ascertained the profits and 
dividends paid by the company in former years, when 
the mark was at par value, he would not have indulged 
it: the phrase of abounding prosperity.” : А 
The company's annual report, however, has not yet 
been issued ; as usual, only a summary of the financial 
results is sent out by the directors in the first place, 
and what does this summary show? Curiously enough, 
the correspondent omits to quote the net profits earned 
by the company, which are returned at 82,388,686 
marks, as compared with 45,707,352 marks in the pre- 
ceding year. Now the former amount at the present 
rate of exchange of, say, 1,000 marks to the pound ster- 
ling, merely represents £82,388. Even if the sum of 
100,000,000 marks (£100,000), which has been placed to 
the formation of a reserve account for works’ niainten- 
ance, .18 added to the net profits, the position by no 
means bears out the assertion as to prosperity. 
. But let us examine the question a little more closely 
and as compared with former years. If we refer to the 
company’s accounts for the lust year of former peace 
(1913-14), it is found that the net profits ainounted to 
£944,000 sterling, of which £775,000 was distributed 
in the form of a dividend at the rate of 10 per cent. 
It will be seen that the company paid away in dividends 
in the last year of the former peace period nearly ten 
times the amount of the actual net profits realised in 
1920-21. If the first two years of the war are taken 
intó consideration, when the mark was still at about par 
value, the net profits in each exceeded £1,000,000 and 
the rates of distribution were higher than in 1913-14. 
The time seems to have arrived to protest against the 
exaggerated statements published in English newspapers 
concerning the alleged high degree of prosperity in Ger- 
many. Such assertions, it is true, are not limited to 
any one newspaper. That a large amount of business is 
being transacted by Gerinan industrial works as a whole 
is a matter which it is not our intention to dispute; but 
it is merely a sham condition of prosperity based upon 
an enormously inflated currency. The limits in these 
directions will probably soon be reached, and the conse- 
quences may be extremely disastrous not only to those 
directly concerned, but also to the rest of Europe. 


Ix compressing into à comparatively 
short report, which we abstract on an- 
other page to-day, a survey of the 
salient features of China's economie 
history during 1920 and the first half of the current 
sear, Н.М. Commercial Counsellor at Peking, Mr. Н. Н. 
Fox, has performed a difficult task with care and skill. 
The report does not make light of China's troubles, 
but it confirms the views which have been expressed in 
these pages for ten years and more that the country will 
ultimately fully repay the most assiduous cultivation by 
the British engineering exporter. 

The record trade figures of 1920 are hardly a matter 
for congratulation from China's point of view, for after 
a series of years in which the value of her export trade 
gradually crept up until it reached in 1919 a point onlv 
16 million taels short of her imports, last vear brought 
an adverse trade balance amounting to over 220 million 
taels. It was, however. a vear of revolution, famine 
and devastation to crops through tvphoons, — China's 
historic tea trade practicallv ceased. — Yet its place was 
taken by other active exports, e.g.. minerals, coal. 
cereals, and tobacco. And meanwhile machinery and 
materials for the country’s growing industries were im- 
ported in steadily increasing quantities, This circum- 
stance is of especial interest to the engineering trades, 
and in conjunction with other tendencies it confirms 
Mr. Fox in the belief that China is one nf the greatest 
undeveloped markets of the world, and is destined in the 
fulness of time to take a place among its great industrial 
nations. Despite China’s disastrous experiences dur- 
ing the period covered by Mr. Fox’s report, despite lack 
of communications and neglect of the scientific develop- 
ment of her vast natural resources, he is of opinion that 


The Future of 
China. 


the country is on the eve of a period of unexampled 
commercial and industrial development which will in a 
few years bring about a complete change in her economic 
situation. | 

At a recent gathering of the Rotary Club in London, 
Mr. Chao-Hsin Chu, Chargé d'Affaires, in referring to 
the commercial opportunity in China, said that the 
market was open to the world.in general and to Great 
Britain in particular. He urged England to do more 
to induce Chinese students.to come to English colleges 
and universities. America provided means, and facili- 
ties in such a direction, with the result that there were 
over 2,000 Chinese studenta.in. her colleges. and univer- 
sities as compared with only about 250 in, similar in- 
stitutions in England. We have on many occasions 
dwelt upon the importance of this matter, and would 
once more urge British manufacturing and educational 
authorities, as well as the Department of Overseas 
Trade, to bear in mind the importance of the subject 
from the future international trade standpoint. 
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ALTHOUGH in this. country the tele- 
Telephone Line phone service is enclosed in a water- 


Work. tight compartment,’ the ‘conditions 
under which it is ‘organised and con- 
ducted аге fundamentally similar to those which 


obtain in the United States; the technique of the art, 
however, has followed widely divergent. lines in the 
respective countries. One factor which ‘has .exercised 
great influence on trans-Atlantic practice is the im- 
mensely greater development of the public telephone ser- - 
vice in the United States, where no fewer than 
12,600,000 stations are connected to one vast system, in 

addition to 900,000 stations owned by independent com- - 
panies. | hs | Е 

Under the circuiustances it is reasonable to suppose 
that we in this country have a great deal to learn re- 
garding telephone work from our American cousins, and 
Mr. E. S. Byng, whose I.E.E. paper is abstracted else- 
where in this issue, has rendered excellent service to 
British telephone engineers by placing before them а 
unique and invaluable account of his observations made 
during a recent visit—an account which abounds in 
technical detail and is well illustrated with admirable 
drawings. We regret that we are unable to devote more 
space to the paper; every telephone engineer ought to 
possess a copy of the original in its complete form as & 
technical handbook. We have, however, by the courtesy 
о? the author, been enabled to reproduce a number of 
pliotographs selected froni the 52 views which һе showed 
to the meinbers of the Institution last week, in order to 
convey some idea regarding typical aspects of American 
telephone practice. We should add that the paper will 
be found of interest and value also to electric power 
engineers 1n many respects. | 

Mr. Byng, who is now on the staff of the Western 
Electric Co., Ltd., was formerly employed by the 
National Telephone Co., and afterwards bv the Post 
Office, and his thorough acquaintance with British 
practice enabled him to identify the numerous points in 
which America methods differ from ours. 

We are bound to refer in particular to the human 
side of his observations. He says: ““ Throughout. 
there appears to be a keen spirit of Service First’ so 
that the public shall have no legitimate ground for com- 
plaint. . . . The ready acceptance of machinery and 
labour-saving devices by the working man, and the fact 
that thev have been used to their full capacity, have 
been conducive to high efficiency. Trade unionism 
exists to some extent, but there is no desire to hamper 
output. . . . Any position in the Bel] svstem is open 
to anyone who becomes qualified for it." These are 
admirable principles, all tending towards efficiency. 
We have equally good material in our own telephone 
service, but it is not used to anvthing like the same 
degree of efficiency, and it never can be so used, under 
the conditions obtaining in a State department, con- 
trolled by political considerations and with promotion 
regulated by seniority. In fair competition, private 
enterprise wins hands down every time. are 


THE ELECTRICAL REVIEW. [vol.89. No. 2,296, Моувмвкв %, 1991 


700 


Д 


ONE SOLUTION OF THE FREQUENCY PROBLEM. 


By C. SUTTON, A. M. i. E. E. 


NEGLECTING such cases as those of the North-East Coast, 
Birmingham, and certain railways, which are bound to 
other but moderately satisfactory frequencies, the 50- 
period, three-phase system is now the European stan- 
dard system of supply. There are, however, in Great 
Britain-the following plants operating at undesirable 
non-standard frequencies, and mostly single-phase; in 
some, instances there is a direct-current traction supply 
from the same station :— 


TABLE I.—Number of British Stations gencrating al 
periodicities other than 50. 


Periodicity. No. of Stations. Periodicity. No. of Stations. 
100 cycles 9 80 cycles 9 
93 cycles 1 77 cycles 1 
90 cycles 2 75 cycles 1 
85 cycles 2 68 cycles 1 
83 cycles 3 60 cycles 10 


(There are also one or two 40-cycle and 25-cycle stations in 


` 50-cycle districts.) 


In nearly all these cases immediate or ultimate possi- 


bilities of linking-up and the intrinsic advantages of 
the standard system dictate that the latter shall be 
adopted in all future extensions of both plant and dis- 


tribution network, and that the existing network and 
load shall gradually be changed over. Е 
Let us consider the problem presented when plant ex- 


tensions are required in one of these stations. The new 
unit should preferably be able to deal with the normal 
day load in order that improved economy may be 
realised by using the relatively inefficient existing plant 
for stand-by and peak-load purposes only. Оп the 
other hand, the development of the 50-period, three- 
phase mains and load, and the change-over of the exist- 
ing non-standard distribution system can only take 
place gradually during perhaps a decade or more. 
Especially at the present time is it desirable to defer 
large capital expenditure. 

Initially, therefore, the new set will have only a small 
three-phase load, and to enable it to be loaded up by, 
and to supply, the old network, a frequency changer 
must be installed of nearly the same capacity. 

.. In time the three-phase load will grow, and eventu- 

ally preponderate, but for many уєагѕ there will be a 
considerable special.frequency load which will have to 
be dealt with either by obsolete generating plant or 
through a large frequency changer. 

Clearly, what is required is a turbo-alternator unit 
which can generate its full output at either frequency 
от at both simultaneously, and it is the purpose of this 
article to examine a method which achieves this wjth 
minimum expense and conversion losses, 


ends in synchronism. 


is a synchronous coupler set, consisting 0 


A double- rotation turbine set is used, one alternator 
being built for 50 periods and the other for the original 
station frequency. In the normal double-rotation tur- 
bine set, the two alternators are, of course, permanently 
connected in parallel, the speed of only one alternator 
being governed. In the proposed set, the speed of the 
single-phase alternator will be governed, but it will be 
impossible to connect two alternators of different fre- 
quencies in parallel and thus keep the speeds of the two 
The three-phase, 50-period, tur- 
bine-driven alternator stator will be connected регша- 
nently to the stator of a 50-period, three-phase syn- 
chronous machine, whilst the single-phase high-fre- 
quency turbine-driven alternator stator will be cen- 


nected permanently to the stator of a single-phase high- 


frequency synchronous machine. These two synchronous 
machines will be designed to run at some moderate 


. common synchronous speed, and will be direct coupled 


to each other mechanically, so that they constitute what 
i: hereinafter referred to as a ''synchronous coupler 
set. „ 

The turbine set and the synchronous coupler set are 
run up to speed together, the two 50- period machine 


running in parallel, and the other two machines run- 
ning in parallel also, and as the correct speed of one 


ok the turbo-alternators is maintained by the gover 


nor, the sister“ turbo-alternator must run at $ 
correct synchronous speed owing to the mechanical an 


. electrical coupling effects of the synchronous coupler set. 
‚ It would be advantageous to provide separate excitation 


for the two machines comprising the coupler set, um 
also for the field of the turbo set exciter, to ensure tha 
the four machines will come into step at a minimum 


speed. 


As an example, assume that the present uu 
certain power station is a maximum of 1,000 kW, sud 
phase, 100 periods, power factor 0.9, with a gradua! 


. increasing three-phase, 50-period load, and that it i 


the intention of the power-station authorities to 14 0 
over the single-phase, 100-period load to . | 
50-period load by degrees. Fig. 1 shows а co die 
set for dealing with these conditions. X "183 dou 
rotation turbine unit, A " alternator being ? oe 
machine designed for single-phase, 100 periods, 15 
capable of an output of 500 kW with a power e a 
0.9. “B” alternator is а 2-pole machine see Sa | 
3-phase, 50 periods, and an output ot 500 kW, М zm 
power factor of 0.8. Both these alternators ne yr 
at 3,000 r.p.m. to give their designed frequers wo yi 


в 
chronous machines mechanically coupled together on 


a 
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n 
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same bedplate. The speed of this set is 750 r.p.m. “С” 
machine has 16 poles with a periodicity of 100, and is 
designed for an output of 500 kW at power factor 0.9 
single phase. D' machine has eight poles with a 


periodicity of 50, and is capable of an output of 500 kW 
at power factor 0.8 three-phase. 

The stator windings of A' and “C” machines 
and of B' and D" machines respectively are per- 
manently connected in parallel. 


The connections to the 


Fic. 3. 


single-phase busbars are made from the leads connect- 
ing A and C,“ and those to the 3-phase busbars 
from the leads connecting B” and “D.” 

Now it will be evident that single- and three-phase 
load can be taken from this combination in any desired 
proportion up to the limiting output of the turbine, 
and in fig. 3 various examples of distributions of load 
are shown with the relative loadings on the synchronous 
coupler set. The efficiency given in each case is: — 


Single-phase + three-phase load. 


Total output of both turbo-alternators. 


Comparing the two alternatives :— 


(J) 1,000-kW, 3-phase turbo set with 1,000-kW fre- 
quency changer; 

(2) 1,000-kW dual-frequency turbo set with 500-kW 
coupler set. 


It will be evident that to obtain the same flexibility of 
supply, the output of the frequency changer must be 
double that of the synchronous coupler set (1,000 kW 
instead of 500 kW). Also, as regards efficiency. when 
the whole load is required at the non-standard frequency, 
it must all pass through the frequency changer, while 
with the synchronous coupler set combination, only half 
the load will have to be converted as a maximum. : 

Table II gives the relative efficiencies at the different 
proportions of load given in fig. 3 for a synchronous 
coupler and a frequency changer. 


TABLE II. 
OUTPUTS. EFFICIENCY. 
, 100 cycle 50 cycle Frequency Synchronous 
Single-phase. Three-phase. Changer. Coupler. 
(a) 473 kW 473 kW 91.4 4 94.6 K 
| (b) 925 kW 0 88 Y 92.5 4 
(с) n 90905 kW 91.5 4% 92.5 Y, 
(d) . 250 kW 600 kW 91 Y 04 = 
(e) 690 kW 250 KW 90.5 $ 94 v 


Coinparative efficiency between the frequency changer 


combination and the synchronous coupler set assuming 
in the former that 50 cycles is the primary periodicity, 


The synchronous coupler scheme shows an appreciable 


gain in efficiency which is explained by the fact that the 


power passing through the converting medium is never 
more than half the power generated. 

It will be evident that while periodicities of 100 and 
50 have been taken as an example, any other combina- 
tion of frequencies can be obtained. For instance, with 
50 and 90 periods the four-pole alternator of the tur- 
bine set would run at 2,700, while the two-pole alter- 
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nator speed would be 3,000 r.p.m. In this case the 
output from each alternator would be proportional to 
its speed. 

With а 50-cycle-40-cycle combination, the two 
machines constituting the turbo set could be made ex- 
actly similar, but by coupling them electrically through 
the synchronous coupler set, the one machine would be 
held at 2,400 r.p.m. | 

А further development of the idea could be made where 
15 was desired to supply direct current as well as the two 
periodicities. In this сазе a direct-current dynamo is 
ecupled up to the synchronous coupler set, making a 


LING 


Lie: 7 
ALDO Winarno 


Fia. 5. 


three machine combination, and the load can then be 
varied between the different Systems in any proportion 
up to the limit of the turbine. Figs. 2 and 4 give an 
example of this. A direct-current machine of 900-kW 
capacity has been assumed, but this may be made of any 
size up to the limit of the turbine according to the 
amount of direct current required. The direct-current 
machine will automatically take its driving power from 
the more lightly loaded of the two turbo-alternators, 
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With the proposed arrangement of plant it is ппров- 
sible to run the turbo set separately from the synchronous 
coupler set, as the latter is necessary to keep the two 
sides of the turbine at their correct speeds. It may be 
of interest to consider what alterations would be neces- 
sary to convert the turbo set to a standard 50-period 
conibination, and also to enable the synchronous coupler 
set to be run as an ordinary frequency changer. 

Turso Ser.—(a) One alternator 50 periods. The 
other above 60 periods. — The special alternator 
would be four polar in this case, and it would be 
necessary to replace this machine by a duplicate of 
the 50-period alternator. | 

(b) Une alternator 50 periods. The other 60 
periods, or'lower.—Tlhe two alternators could be 
duplicates, as a transformer could be installed if 
necessary to transform the voltage. The set would 
then be standard, and could always be used as а 50- 
period machine. | 

sSxcukoxous CouPLER SET.—By adding a starting 
motor to the set it could be used as an ordinary fre- 
quency changer. 


Considering the scheme from rather a different stand- 
point, it is a well-known fact that on turbine-driven 
alternators the power factor of the load has a consider- 
able effect on the size of the machine, as the loading on 
the rotor increases very rapidly as the power factor de- 
creases. As the machines composing the synchronous 
coupler set are permanently connected in parallel with 
the turbo-alternators, it is possible to arrange for them 
t» take more than their share of the magnetising current, 
and thus relieve the turbo-alternators. On lower-speed 
sets it is much cheaper to provide the extra field strength 
necessitated by a low power factor than is the case on a 
high-speed alternator. In some instances, therefore, it 
would be possible with the proposed scheme to obtain a 
greater output from a given standard turbine set. Also 
it enables the set to be made approximately symmetrical 
mechanically by building the single-phase turbo-alter- 
nator for unity power factor and the three-phase 
machine for a power factor of 0.8. 

References to divers adaptations to special cases are 
purposely omitted. 

Summarising, the advantages to be obtained from the 
adoption of the synchronous coupler set are :— 

1. Considerable gain in efficiency over usual methods, 
as in the worst case only half the power passes through 
the converter, and usually much less than this, while 
the light-load losses are much lower. 

2, Saving in first cost. 

3. Maximum flexibility. 

4. Direct current can be obtained from the combined 
plant if necessary. | 

9. Simplicity. No starting motor, transformer, or 
synchronising gear between turbo set and synchronous 
coupler set. 

6. Part of the wattless component of the load may be 

transferred from the high-speed alternators to the lower- 
speed machines, thus enabling an increased output to 
be obtained from a standard turbo set. 
*.Vofe.—VFor the sake of those unfamiliar with the 
double-rotation turbine, it may be of interest to give a 
diagram of connections of the“ Brush-Ljungstróm ”’ 
turbo-alternator sets as ordinarily arranged (see fig. 5). 
The alternator stators are permanently connected to- 
gether in parallel and the rotors in series. 

The turbine consists of a nuniber of blade rings con- 
centrically arranged, and fixed on two turbine disks. 
l'he live steam enters at the centre of the turbine inside 
the innermost blade-ring, and from thence passes 
through the blade-rings outwards in a radial direction, 
the two disks running in opposite directions. То 
each turbine disk an alternator rotor is coupled. On 
starting up the set the two alternators automatically 
synchronise and thenceforward run electric | 
machine. 

I beg to thank the Brush Electric 

Ltd., of Loughborough, for inform 

“ Brush-Ljungstróm "' plant. 
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WHY THEY FIGHT.. ` 
_ Bx W. PHILLDPOTr. 


THe electrica] wholesaler is undoubtedly having 5 very 
thin time at the present moment, worse even than his 
companions in misfortune, the manufacturer and the 
contractor. The struggle for existence on the part of 
the manufacturer is making him cut every fraction of 
costs he possibly can, and the result is undoubtedly a 


tendency to squeeze out the middle man.‘ Whether this 


tendency be good or bad is not for ше to say, but cer- 
tainly it has had the effect of making the wholesaler sit 
up and take notice, and every business opportunity 15 
now eagerly snatched at, or should be. 
One of the chief stuinbling-blocks in the way of busi- 
ness-getting with many firms of this type is often the 
lack of co-operation between the estimating department 
inside and the outside representative or travelling sales- 
man, who is one of the most important units in the 
organisation of such firms. The writer hopes to point 
out in these notes а few of the snags on which business 
prospects are wrecked, with hints on avoiding them. 

At the present time not the very faintest chance of 
а deal can be allowed to slip—and yet how very weary 
the inside man gets of continual quote, quote, quote in 
reply to inquiries with never the sniallest sign of a bite 
to enliven the monotony! Experience, of course, soon 
teaches the estimator, by the way the traveller words an 
inquiry, whether there is any chance of an order, and 
the why trouble frame of mind soon develops with 
regard to these. Every estimator knows that a large 
proportion of inquiries are handed to travellers to shut 
them up and get rid of them, and his discerning eye 
easily picks these out. They are usually put on the 
file to be dealt with (much) later. The discerning eye, 
ieedless to say, is always quite wrong, and, on the well- 
known ‘‘ cussedness of things " principle, the inquiries 
put on one side always include the one that contains the 
verm of an order. The only remedy is to plod steadily 
through every inquiry and give each its due share of 
attention on its merits, if any, and a bit more if none. 

The chief cause of premature baldness, shown in the 
Industrial Diseases Reports to be devastating the ranks 
o? the estimators, is the inquiry which doesn't know what 
it wants combined with an insufficient description of the 
same. However, the obvious course with such an inquiry 
is to write the customer, and the traveller for luck, 
asking for further particulars, “ when our estimate vill 
follow in due course "—and wait for a reply. If it 
never comes, the business is necessarily dead. It usually 
is, to the writer of this sort of letter, anyway. Nothing 
annoys а potential customer so niuch as being told that 
he doesn't understand his business, especially when he 
doesn't, and this is what. the above letter implies. In 
addition, it is probable that the customer is waiting to 
pass his price on to someone else, and the delay while he 
writes you and you reply may ruin Ais chance. It 18 
far better to quote sufficient alternatives to cover every” 
thing his inquiry can possibly mean, or if that should 
be impossible give him at least two, at the same time 
hinting that owing to your own extreme mental densi) 
vou are not quite sure whether you have guessed right. 
and how pleased you would be to hear whether you АГ 
hot or cold, and guess again. | 

A third point, and we shall have finished with wy 
three outstanding troubles’ of the estimator, the 
heing delay. If a customer inquires for something 0 
which you have not the price at hand, you must 5 oi 
the manufacturer for it, and this will entail а dé о! 
two's delay, which, of course, vou can't help. Mean 
while the inquiry gathers dust in the abeyance bas et. 
Very few people seem to trouble about acknowledging as 
inquiry if they can't quote right away, and by the tıme 
the information is ready the customer has usually je 
in on somebody else's figures. It is а very simple ns 
to persuade the buyer that he is the darling of Y 5 
flock, and he will probably hold up his order if you ae 
by return that vou are just going into costs with 8 vie 
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to further reductions, and will let him have something 
extra special in a post or two. 

Now for the traveller. It is his business to get orders 
in the first place, but he is very thankful nowadays for 
an inquiry. But why on earth doesn’ t he ever seem to 
be able to get full particulars of what they want from 
his customers? Every traveller for an electrical firm 
must know that if he sends an inquiry in for a 10-h.p. 
a.c. induction motor for & 50-cycle supply one cannot 
offer a machine running at 2,000 revs. as so reasonably 
required by the customer; and if someone else wants а 
single-phase motor with а star-delta starter '' because 
they seem to be cheapest" the traveller will send it in 
marked ‘‘ Extremely urgent—business prospects very 
good, and leave it to the estimator to point out to the 
customer what an ass he is and why he can't have what 
he wants. It would, of course, be a lot easier and save 
miuch time for the traveller to point out what is wrong 
when he takes his note, at the same time finding out what 
really is wanted. Neither the traveller nor the estimator 
dare worry & customer too much over details, but the 
average traveller's fear of offending а customer being 
equal to his entire lack of the same quality with regard 
tc the rest of creation, the result is that the office is 
overdosed with vague and absurd inquiries. 

A second point for travellers and, in combination 
with the above, the chief cause of the antagonism referred 
to between inside and outside staff. is the inquiry given 


him “ to get rid of him." The aforementioned average 
traveller usually imagines that the more he talks and the 
longer he stays in the customer's office, the better chance 
there is of getting business. Perhaps he.is right. The 
polite customer with no orders to give therefore hands 
him out an inquiry for something that he has no inten- 
tion of buying, landing the inside man with the most 
dangerous form of the disease work "'— useless work. 
The only man who can really tell whether the injury is 
genuine or not is the traveller, and it is up to him to 
suppress it when it isn't. He never does. | 

One last hint for travellers and I have done. It is 
а very good thing to follow up quotations to one's cus- 
tomers by a personal call, and very few travellers neglect 
this part of their job. But who hasn't been worried to 
death by the pushful fiend who dances in and out of 
your office half-a-dozen times a day, starting froin one 
hour after his firm's quotation arrives, to know whether 
that order is likely to come his way? No buyer is likely 
to be prejudiced in such a man's favour by having 
his time wasted in that way, particularly when he has 
to requote. The follow-up business can easily be over- 
done, and I know at least one busy man, who avoids 
certain manufacturers of his class of goods because he 
knows that the smallest inquiry will bring a plague of 
travellers on him: a most ghastly afHiction, and if 
Pharaoh had had it first Egvpt would never have needed 
the other nine. 


FUSES. 


By A Central Station Engineer. | | 


A short time ago, when talking to a friend who is an 
У on switchboards, I happened to mention the 
word ‘‘fuses’’ in connection with high-pressure a.c. 
work. ‘‘Fuses!’’ said he, coldly. “I thought that 
people had given up fuses for 6,000 volts." It was an 
embarrassing moment, and I am afraid that my reputa- 
tion for technical knowledge suffered considerably. 

Yet fuses are used for high-pressure circuits, and 
apparently with much success. "Their design has коп 
through a process of trial and error, during which, 
this country at any rate, they have got a “bad name. 
The early high-pressure fuse was about a yard long, 
and it was fixed horizontally. Some of them were used to 
proteet eertain cables which ran alongside of а canal. 


“EMPIRE” HICH-TENSION FUSE 
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One night, & bargee drove a spike into the ground in 
order to moor his barge to it, and he hit the cable. The 
station fuse arced over, and that pattern was soon aban- 
doned. Next the ‘‘sparklet’’ fuse had a run. This 
fuse, which was verv short, was connected between two 
little bombs filled with liquid CO.. When the fuse went, 
it blew a hole into the bomb, and let out a gust of CO,, 
which was supposed to blow out the arc. Apparently it 
did not always do this. А 6,000-volt arc, with thou- 
sands of kilowatts behind it, is not always amenable to 
reason! Then there was the Ferranti oil fuse. This 
was arranged to blow above the oil, and to pull down 


EMPIRE " HIGH-PRESSURE Frse—BeEForE AND AFTER BLOWING. 


into the oil after blowing. The Bristol switchboard 
was fitted with these, but one day something happened 
and the whole board blew up.  This.threw a cloud over 
oil fuses, and automatic switchgear. took their place. 
But auto switchgear has its troubles. A switch may 
be designed to open at 100 or 200 amperes, but if a bad 
short happens to take place before it can open, the 
switch may find itself dealing with a current of thou- 
sands of amperes. Cases have been known, in these cir- 
cumstances, where switches have blown up, and have left 
little behind to tell the tale. The super-station in- 
deed has brought its own troubles, among which is the 
terrific effect of short circuits. The heavy cost of switch- 
gear is another, as many people are finding out to their 
sorrow, Electricity lives 
on finance, and it does 
not matter how perfect 
the technical part is if 
the scheme does not pay, 
These | considerations 
have driven designers 
back to the fuse. The 
June number of the 
General Electric Review 


(U.S.A.) described an 
oil-immersed fuse *for 
15,000 volts. The fuse 


has a breaking capacity 
of 25 times normal cur- 
rent for the heavy: duty 
type, which is consider- 
able. The fuse is very short, and is immersed in 
oil all its length, unlike the Ferranti type which is 
drawn under oil after it blows. 

An interesting type of fuse (fig. I) has been placed on 
the market by Messrs. Electric Control, Ltd., of Glas- 
gow. This is contained in a strong glass tube filled with 
non-inflammable liquid. The fuse itself is very short, 
and it is protected from contact with the liquid by pass- 
ing through a cork. When the fuse Llows, a spring 1s re- 
leased, which instantly contracts, thus introducing & 
large gap into the circuit. Simultaneously the liquid is 
forced into the gap, thus extinguishing the arc. The 
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short fuse is cooled by the connections, and can thus be 
run at a high density, which makes it more certain of 
blowing at the rated current than it would be if run at 
a low density. The drop of pressure is also much less 
than for а long fuse, во that the loss of energy is small. 
Owing to the use of the highly insulating non-inflam- 
mable liquid, the fuse can be used for high pressures, up 
to 110,000 volts if necessary. 

The makers give some interesting and useful infor- 
mation in their catalogue. The illustration, fig. 2, 
shows a fuse blowing on 60,000 volts, with very little 
splash. At high voltages, there are extraordinary rushes 
of current during short circuit. In the test on a one- 
ampere fuse the instantaneous current reached the 
astonishing peak of over 1,000 amps. At first it might 
be thought that this would rule the fuse out of action 
altogether, and that an automatic switch would be 


Fic. 2.—Fusg BLowiNa on 60,000 Vols. 


better, but the makers state that the longest time taken 
to clear the circuit in tests made on the fuses is less than 
0.03 second, which is at least five times quicker than the 
quickest operating oil switch, which usually takes 
4 cycles on a 25-cycle circuit, or a minimum of .16 
second. Searching tests show that no severe voltage 
disturbances are produced, so that the rapid opening of 
the circuit oannot be considered dangerous. 
because S. & C. fuses open the circuit at the zero point 
of the current wave. 

Fuses of this kind are not intended to blow on plain 
overload. One sometimes sees insurance company in- 


spectors consulting their fuse tables to put in a fuse wire 


which will blow at a small percentage over the rated full 
load of the apparatus. This is a mistake. Fuses 
should never be used for this purpose. They are only 
suitable for opening the circuit when the overload is very 
severe, вау, at over twice full load. The makers of the 

Empire fuses recommend that their fuses should be 
used on this basis. They will then efficiently protect the 
apparatus against anything like a short-circuit current. 
This will save the switch, which need not be made of an 
excessive size, even when supplied from a super-station. 
Incidentally, it might be a good thing to replace oil in 
transformers and in oil switches by a non-inflammable 
liquid, somewhat similar to that described by the Elec- 
tric Control Co. This liquid has a dielectric strength of 
250,000 volts per Inch, and is one of the most effective 
fire-extinguishing liquids known. The use of such a 
liquid should be a great help in enabling switches to 
break heavy rushes of current without danger. 

If the“ Empire '" fuses fulfil their promise, they will 
be a valuable aid to the protection of apparatus, and 
they will also help to cheapen supply, a most important 
item. It seems even possible that such an improved 
fuse would enable us to do without pilot wires and much 
of the elaborate and expensive protection now required 
on high-power systems, and that would be a gain. 


This is 


LEGAL. 


WESTON ELECTRIC LAMP Co. v. DUNN. 


IN the Shoreditch County Court, on Friday, before Judge 
Cluer, the plaintiffs sued Mr. Dunn, of Ramsgate. dealer in 
electrical goods, to recover £8 ls. for goods supplied. Mr 
Cripwell appeared for the plaintiffs, and Mr. A. R. Hule for 
the defence. Mr. CRIPWELL said the goods were sold on March 
2186 and sent on March 23rd, with an invoice the same night. 
Later they heard that on April 1st defendant had paid the 
traveller, а man named Stewart. The invoice clearly stated 
that travellers were not to be paid, but by an oversight he had 
omitted to give the defendant notice to produce it, во he could 
not produce а copy. Mr. Howarp FENCRON, of the plaintiff 
firm, said it was an invariable rule to send out an invoice on 
the day the goods were dispatched. They could trace no line 
from their agent to say he had been paid. Witness admitted 
on being shown a receipt that it was signed by the 
traveller Stewart. Judge CLUER: Stewart is your traveller, 
and you must prove you told the defendant not to pay him. 
You have been cheated by this dishonest traveller, and un- 
fortunately you have not prosecuted him. Mr. 
May I have an adjournment? Judge CLURR: Oh, no; that 
only means bringing them up from Ramsgate again. There 
will have to be a verdict for the defendant, with costa. 


MATHER & Piatt, Lrp., v. Low & Co. | 


IN the Commercial Court of the King's Bench Division on 
November 17th, Mr. Justice Bailhache was occupied with an 
action brought by plaintiffs, of Manchester and London, 
against Messrs. Н. V. Low & Co., East India merchants, of 
London Wall, E.C., in which plaintiffs claimed to recover the 
price of machinery sold to the defendants in connection with 
the electrification of some jute mills in India. Defendants 
said they were not liable. | | 
Mr. NEILSON, K.C., for plaintiffs, said it appeared that the 
defendants had some connection with a firm of the same name, 
a limited company in Calcutta, which again had a connection 
with jute mills in India. There was a company in India called 
the Behar Jute Mills Co., formed for the purpose of providing 
factories for the manufacture of jute, and this firm required 
machinery. А representative either of 
Behar Jute Co., a Mr. Skinner, came home from India about 
the end of 1919 and got into touch with Mather & Platt with 
а view to discussing an order for machinerv to go to the Behar 


Jute Mills. The matter was discussed at some length, and 


Mr. Skinner used Messrs. Low's offices in London for the pur- 
poses of his negotiations. Eventually a tender was prepared 
by Mather & Platt and sent on February 16th, 1920, to Low 
and Co. On February 28rd a letter was written upon which 
а great deal would turn, in which it was stated We have 
much pleasure in accepting your tender." It was ups 
W. Skinner in his individual capacity and Н. V. Low 
and Co." below it. Upon the faith of that Mather & Platt 
proceeded to manufacture these goods and get them ready for 


Shipment. Most of the goods were made in time, and some 


were, in fact, supplied but had not been paid for. The defen- 
dants said they were merely agents to hand such money as 
they got from the Behar Jute Mills Co to the plaintiffs, and 
that they had incurred no personal liability themselves. That 
was towards the end of 1920, and at the beginning of 191 
the Behar Jute Mills Co. went into voluntary liquidation. The 
question was therefore whether Low & Co. had entered into 


such a contract with Mather & Platt as to bind them and 
make them answerable for damages for having repudiated. 


their contract and refusing to pay. The parties had agree 
that all his Lordship need be troubled with was the question 
of liability and an indication of what the proper measure of 
damages, if any, would be. | nt 

With regard to the goods, he thought they were entirely 
manufactured when the repudiation took place, and at that 
time the Indian market had disappeared. These were very 
special goods, and he understood they could not be used for 
any other industry. Some parts of them could be separate 
and the parts taken into stock by the engineers, and that 
Mather & Platt were prepared to do; but the others could 


only be treated as scrap. 


Mr. Mackinnon, K.C., for the defendants, said Mr. Skinner 
was, and was known by everybody to be, manager of Behar 
Jute Mills Co., Ltd. Counsel submitted it would not be right 
to hold that the purchasers of this machinery were Messts. 
Low. The right conclusion was that the purchasers were the 
Tute Mills Co., and that the document signed by Messrs. Low 
was signed only in their capacity as agents for those principa. 

His LonpsHip, giving judgment, said he had come to the 
conclusion in the circumstances of the case that H. V. о 
and Co., signing this document, must be taken— particular 
having regard to the fact that i& was signed also by Xr 
Skinner—to have held themselves out as the actual contractinF 
parties or the parties who were in fact guaranteeing the eT 
formance of that contract. He sympathised with n 
Low. but there must be judgment again.t them. Раш 
would have judgment for £5,227 for the goods actually mt 
plied. With regard to the rest, the plaintiffs must give m 
for the amount they were able to take into stock, while ав, 
that which could only be ecrapped, credit must be given ш 


RIPWELL: ` 


Low & Co. or of the 
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its value as such. The question of damages must be referred 
to & referee, and while Mather & Platt must be reasonably 
compensated, he hoped they would not press their claim for 
damages to an extreme. 


ATTORNEY-GENERAL v. LivERPOOL CORPORATION. 
MR. Jusrick RUSSELL, in the Chancery Division on November 


17th, delivered his considered judgment in this action, already. 


reported in the ELECTRICAL REVIEW. 

His LonR»sHIP said it was alleged by the plaintiffs that the 
Corporation were carrying on their business in electrical 
fittings in houses and buildings within and without the city, 
and also in houses and buildings to which they were not 
supplying electrical energy. The Corporation admitted supply- 
ing within the city, but denied the other allegations. Evidence 
in support of the allegation as to work outside the city broke 
down, and no evidence was offered on the third allegation. 
The question he had to decide was whether in the circum- 
stances the Corporation were entitled, at the risk and expense 
of the ratepayers, to carry on the business complained of. 
Before the year 1896 the Liverpool Electric Supply Co., Ltd., 
carried on an extensive electrical fittings business, but in that 
year the Liverpool Electric Supply Transfer Act was passed, 
under which it was provided that the Corporation should pur- 
chase the whole of the company's undertaking, including all 
their property and assets, real and personal, together cu all 
their rights, powers, and privileges. 1n 1901 the Corporation 
came to an agreement with the Garston Electric Supply Co., 
Ltd., whereby they purchased that company's undertaking 
and all their rights. powers, and privileges. His Lordship 
said he would deal next with the validity of the complaints 
made by the plaintiffs. The Corporation had carried on the 
business for many years now, and one thing was clear, viz., 
that in the absence of special powers they would not be en- 
titled to do so merely because they were authorised to supply 
electrical energy. ‘Their powers ceased with the supply of 
energy to the terminals. The Corporation raised two defences. 


The first was that they had the statutory authority to carry. 


on the business by virtue of the Liverpool and Garston Trans- 
fer Acts, and the second was that they were a common law 
corporation, and as such they had all the powers and rights of 
individuals, subject only to the limitations imposed by the 
Municipal Corporations Act, and that they had never trans- 
gressed those limitations in the carrying on of this business. 
On tbe first, if the Corporation were right, no question of anv 


alleged mis-application of funds could arise. Dealing with the — 


different sections of the 1896 Act, he said the plaintiffs alleged 
that even if the undertaking of the Liverpool Co. was trans- 
ferred to the Corporation, it was not the intention of the Act 
that the business complained of should be carried on by the. 
Apparently the Corporation were to spend money in acquiring 
something which they could not turn to account, either һу 
selling it to somebody else or by working it for their own 
benefit. After considering the sections of the Act, his Lord- 
ship said he had no doubt as to their intention and operation. 
The Act was framed on the footing, and it provided in terms, 
that the Corporation were to step into the shoes of the com- 
pany and to have the power to carry on the whole undertaking 
and the busine of the company. In the result he decided 
in favour of the Corporation on the first ground of the defence. 
The second ground of defence therefore did not arise, but eince 
the case might possibly come before a higher tribunal, he 
would deal with it. The evidence of the plaintiffs on the point 
that the defendants were а common law Corporation was 
directed to show that the business was carried on at a loss, 
and that tbe Corporation had resorted tc their funds in trans- 
gression of the limitations of the Municipal Corporations Act. 
But he found that the business had, in fact, been carried on at 
a profit from 1911, to 1920, except in 1913, and that the Cor- 
poration bad not contravened the Act. The Corporation were 
vested by the Transfer Acts with the power to sell and deal in 
electrical fittings, and the action therefore failed, and must be 
dismissed with costs. 

Mr. ALFRED РАСЕ, K.C., for the plaintiffs, intimated that 
there might possibly be an appeal. 


ELECTRICAL COMPANY PROSECUTED IN AUSTRALIA. 


ACCORDING to Sydney reports dated September 20th and 2lst 
Just to band, the Edison Swan Electric Co., Ltd., of Sydney, 
was summoned for alleged breaches of the Customs Act. 
There were six informations, which set out that in 1917 and 
1915 the company, by its agent, George Wall. made, in a 
declaration produced to a Customs officer, untrue statements 
respecting the fair market value of certain goods imported 
into the Common wealth, with intent to defraud. 

The magistrate (Mr. Adrian) convicted in each of the six 
cases of making and producing the declarations in question, 

ut not with intent to defraud the revenue. Fines aggregating 
£400, with £19 7s. in costs, were imposed. 

In the course of the hearing it was stated on behalf of the 
company that no evidence would be tendered for the defence. 
Mr. Davis, appearing for the company. said that the invoices 
were prepared in London and sent to Sydney. The oniy wav 
the company had of explaining the matter was to get a corn- 
mission from London. He had nothing at hand and could 
only obtain it after a long and expensive investigation. The 
man responsible for the passing of entries had passed away 


— — 


himself. The Crown had decided to сһагде the company in. 
а serious way that untrue statements had been made with 
intent to defraud—and it was for them to prove the allega- 
tions, but they had not done во on the evidence. Nothing 
had been done to show that any one invoice was false or un- 
true. There had been no deliberate attempt by the company 
to defraud the Customs Department. Only a small amount 
was involved. The company, he contended, could not, under 
the Act, be charged with making and producing.“ It 
must be one or the other. 


British THoMson-Houston Co., LTD., v. Corona LAMP 
Works, Lro. 


Ox Tuesday, November 22nd, at the House of Lords, the 
arguments were concluded in the appeal by the British Thom- 
son-Houston Co. in their attempt to establish the validity of 
their letters patent No. 10,918 of the year 1913, for Im- 
provements in incandescent electric lamps.” 

Last week, Sir Duncan Kerly, K.C., opened the case for 
the respondents, the Corona Lamp Works, Ltd., and said that 
the action was brought by the appellants for the purpose of 
obtaining an injunction against his clients, and after a pro- 
tracted hearing Mr. Justice Sargant pronounced an oral judg- 


ment. holding that the letters patent were invalid. on tbe 


ground that the appellants had failed sufficiently to define or 
limit the ambit of their claim. That judgment was upheld 
by the Court of Appeal. The appellants’ alleged invention re- 
lated to incandescent electric lamps, in which the filament 
incandesces in an atmosphere of gas or vapour. instead 
of in a vacuum. This type of lamp was well known ір 1913, 
and all the appellants could claim for their alleged invention 
was a statement in the specification that an advantage could 
be obtained if the filament was made of large diameter. 
The appellants’ alleged invention was not subject matter of a 
valid patent, but was at most a discovery to the effect that a 
gas-filled incandescent lamp with a filament primarily thicker 
was more efficient than one with a primarily or secondarily 
thinner filament and was not a patentable invention. 

On Monday this week Sir ARTHUR COLEFAX replied, and he 
took until midday on the following day. 

Lord HALDANE said their Lordships would take time, 


TELEPHONE COMPANIES’ ARTICLES. 


IN the Chancery Division on November 15th, Mr. Justice Ast- 
bury confirmed the alteration of the memorandum and articles 
of association of each of ten companies subsidiary to the Tele- 
phone Manufacturing Co. of 1912, so as to enable the respective 
companies to raise working capital which hitherto had been 
obtained by the parent company from its bankers, the latter 
company providing an issue of £300,000 debentures secured on 
the share capital of the subsidiary companies. 

Mr. LuxMoonE, K.C., for the petitioning subsidiary com- 
panies, stated that the Manufacturing Co. owned or held Ьу 
its nominees all the shares in the subsidiary companies. The 
parent company manufactured telephones, instruments, and 
apparatus for its system, which was specially designed for 
large buildings. The subsidiary companies bought these and 
let them to users on contract at a fixed rent, the companies 
fixing and maintaining the apparatus. There were 13 sub- 
sidiary companies. The 10 companies before the Court were 
the Shefheld, South Wales and Monmouthshire, Liverpool, 
Birmingham, Leeds. Bristol and West of England and New- 
castle Telephone (New System) Companies, Ltd., Lancashire 
and Yorkshire Private Telephone Co., Ltd., I.T.O., Ltd.. and 
New System Private Telephone Co., Ltd. | 


Electric Locomotives.—The Blackburn Corporation has in 
commission an electric locomotive supplied by the English 
Electric Co., on the railway siding that runs alongside the 
new electricity works at Whitebirk. It has a haulage 
capacity of 8U tons, and has at times drawn as many as eight 
10-ton railway trucks. It rendered excellent service during 
the constructon of the new electricity works in conveying 
the new plant, &c., from the railway sidings to the site. It 
has been stated by the Borough Electrical Engineer (Mr. P. P. 
Wheelwright) that considerable economies have undoubtedly 
been effected by its use. 

Precise running costs are not available, but these, we 
understand, are being ascertained. The locomotive is staffed 
by two men. Chloride batteries are employed. 

There is probably scope for electric locomotives on the dock 
estates of the various ports, at some of which, where there 
їз rail transport between the quay-sides and the adjoining 
goods stations, there is a considerable amount of short rail 
baulage and shunting. 

At Liverpool. for instance, where there is a slow goods 
line running the whole length of the docks and sidings along- 
side many of the dock transit sheds, electric locomotives 
might usefully be employed, but the trouble that is 
experienced at the Liverpool] docks with regard to the 
emplovment of electric vehicles, is the inadequacy of the 
charging facilities. 
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ELECTRICAL PROGRESS IN LATIN AMERICA. 
| REVIVAL OF ACTIVITY IN HYDRAULIC ÍNSTALLATIONS. 


(By OUR OWN CORRESPONDENT.) 


THE first electric locomotive manufactured for Brazil has 
arrived in that Republic. The engine was made to the order 
of the Compafihia Paulista de Estrada de Ferro (Sao Paulo, 
Brazil), and has been built by the Baldwin-Westinghouse Co., 
U.S.A. A number of other passenger-locomotives of the same 
type are being rapidly constructed and will be delivered some 
time this year, and the balance towards the commencement of 
1922. In the meantime, the electritication of the lines is making 
sensible progress. The Companhia Paulista de Estrada de 
Ferro is one of the most important company-owned lines in 
Brazil, and has distinguished itself by being among the first 
of the railway companies to take advantage of the large 
natural water sufply of the country. 

- The Municipality of Sololá, in the Republic of Guatemala, 
is desirous of installing an electric light plant, for which pur- 
pose a loan of $15,000 gold (£3,000) has been raised. 

A neighbouring Municipality, that of Nuévo Progréso, is 
about to expend a smaller sum—$3,750 (£750)—for the same 
purpose, taking power from the same river. 

In addition to the existing electric light and power plants 
of Mexico City, the original concession for which expires 
next year, and, which it 1s understood, will not be renewed 
upon the same terms as previously, the original company has, 
in the meantime, been given permission to construct two 
additional plants below the dams of Necaxa, on the river of 
that name. It is estimated that twelve to eighteen months 
will be required for the purpose of constructing the first plant, 
and three years for the second. When both are in operation, 
they wil be in a position to supply 30,000 horse-power, 
which will be in addition to the 60,000 h.p. which the company 
controls at present. 

The Ferrocarril Oesta of Buenos Aires has received author- 
isation from the Ministry of Public Works to extend the elec- 
trification of its lines to the town of Moréno. 

In accordance with the Presidential decree issued from the 
palace at Havana, Cuba, a factory for the making of electric 
ugat bulbs is about to be installed in the capital of the Re- 
public. 

The Municipal Council of Ibarra (Ecuador), has decided 
upon the installation of an electric plant for public and private 
lighting service in that city, the power to be derived from 
neighbouring water-falls. 

А three-year concession has been granted by the Munici- 

pality of Autofagasta (Chile) for placing electric signs upon 
some of the principal buildings in the city. The concessionaire 
wil pay the municipality 20 pesos monthly for each sign 
erected, and the proceeds will be used for school-prizes. 

А contract for the lighting of Port au Prince and Cape Hai- 
tien, in the Republic of Haiti, has been awarded to a new 
Haitian company capitalised at $250,000 (nominally £50,000). 

A hydro-electric station is about to be constructed on the 
river Pirisicaba, in the State of Minas Geraes, Brazil, in order 
to operate the large iron mines of Itabira de Matto Dentro. 
A portion of the railroad already in existence will, at the 
same time, be electrified. 

Progress is being made upon the construction of the largest 
electrified sugar-mill yet erected in Central America, namely 
that of Га Lima, in Honduras. Power is being developed by 
a 1,000 kW turbo-generator set, with an auxiliary 200 kW 
set for lighting and general purposes. The electric installation 
is 440 volts, 60 cycles, and has a Curtis steam turbine prime 
mover running at 3,000 r.p.in. 

The town of El Refugio, in the Republic of El Salvador, 
has signed a contract for the construction of an installation of 
electric lights which will be under the management of the 
newly-formed electric light company of the city of Chachuapa. 

In Havana (Republic of Cuba), a modern service works 
for the prompt repair of all kinds of electrical machinery has 
been established. | | 

In Ecuador, a special trial illumination has been installed 
on the Calle Pichincha, between the two streets, Aguirre and 
Francisco de P. Icaza. The system consists of 100 and 150 
c.p. globes with special shades which project the light into 
the street. New Diesel engines have been installed in the 
power station, and these render it possible to furnish all the 
light needed at a lower cost than that of the former system 
of street lighting. i 

The Mexican Department of Industry and Commerce has 
granted a concession to the Compañia de Luz v Fuerza Eléc- 
trica to construct an 50,000-h.p. electric plant in the State of 
Michoacán. A similar plant is about to he erected in the 
city of Puebla, utilising a waterfall which will furnish a 
minimum of 70.000 h.p. 

The important port of Tampico (Mexico), which has hitherto 
put up with mule-drawn tramways has received a con- 
ie aina lend dt Fir ae complet, electric, streetcar 

e e Plaza de la Union through the princi- 

pal points of the colonies of Volatin, Azteca, Rosario, Améri- 

‚ cana, Tolteca and Rodriguez, Joining the Aguila line near the 
new cemetery. | 


The Peruvian Government is offering every encouragement 


to those wishing to exploit the hydraulic potentialities of the 
country, which are said to be exceptionally promising. The 
available water area is from 50 to 150 kilometres from the 
scene of population, but close to the mining districts on the 
Andean table-land. It is proposed to construct a canal from 
a stream which will render available many thousands of borse. 
power. An estimate of the hydraulic potentiality of Peru 
is 15 million h.p., whereas the total capacity of the present 
electric plants scarcely exceeds 52,000 kW. Of this, over 41 000 
kW is derived from waterfalls. aii 

The Municipalities of Santiago and Puerto Plata, in the 
Republic of Santo Domingo, have recently purchased from 
the Compania Anónima Dominicana de Agua, Luz v Fuerz 
Motriz, the whole of their plant and machinery which supply 
hoth cities with water, light and electric power. It is pro- 
posed thoroughly to overhaul and reconstruct the works, and 
to introduce some of the latest and most economical class of 
machinery. 

A complete installation of electric 
plant will be required in connection 
at Buenos Aires, where 1,000 men are now employed upon 
the construction. Orders have been received for the work to 
proceed day and night in order that the new port may be 
ready at the earliest possible moment. 

The Guatemalan Government is considering the construc 
tion of an electric line from the city of Guatemala, the 
capital of the Republic, to the former capital Antigua. 
Tenders will shortly be invited from foreign contractors, who 
will be expected to accept part of their payment in govern- 
ment bonds, duly secured. 

The electric lighting companies at Guaymas and Hermo- 
sillo, in Mexico, have recently obtained large quantities of 
poles from the State of Oregon, U.S.A. Cedar poles are 
mostly in use. 


Cranes and other loading 
with the new port works 


t] 


ELECTRICITY DISTRICT INQUIRY. 


SovuTH-WresT MIDLANDS ELECTRICITY DISTRICT. 


THE local inquiry by the Electricity Commission with regard 
to the area to be included in the South West Midlands Elec- 
tricity District took place at the Council House, Birmingham. 
on Tuesday, Wednesday, and Thursday last week, before Sir 
Harry Haward (vice-chairman of the Commission), Mr. H. 
Booth, and Mr. A. Page. The object was to hear objection 
and representations made on account of the inclusion in, o 
exclusion from, the district of certain areas, and to consider 
(а) а scheme which had been submitted jointly by the Bir- 
mingham Corporation and the Shropshire, Worcestershire, and 
Staffordshire Blectric Power Co. for effecting an improvement 
of the existing organisation for the supply of electricity in the 
district, and for the formation of a joint advisory committee, 
and (b) a scheme submitted by the Worcester Corporation 
for effecting a similar improvement in certain parts of 
Worcestershire, including the city of Wercester. The area o 
the district, as provisionally delimited by the Commissioners, 
comprises Shropshire, Worcestershire, and parts of Staflord- 
shire апа Warwickshire. : 
The case for the Birmingham Corporation and the Shrop- 
shire, Worcestershire and Staffordshire Co. was presented by 
Mr. W. B. Crops, K. C. (with whom was Мг. Н. Н. Joy),who, 
having described the geographical aspects of the Midland area, 
said its electrical condition was exactly what might be expected, 
having regard to the somewhat parochial view Parliament ha 
taken about electricity in the past. Some districts were abe. 
lutely unprovided with a supply, not being in a position 0 
afford one, while other districts, which had embarked upon 
creating a supply for themselves, were now ш possesion 
of generating stations which were less efficient than they oe 
to be. Birmingham had risen to its opportunities, and Was 
trying to meet the various needs of its constituents. Nae 
were small and large stations—the smalier becoming in 11 0 
of time inefficient and the city was looking forward to pul 
ing large power stations and a super-station at Hams, sin 
Coleshill. Counsel referred to the area supplied by the 7 55 
tershire and Warwickshire Power Co., and stated that 185 
had divided the entire district into two parts, and, by 1915 
ment with that company, suggested that the Leicester 
the Warwickshire Company should continue to supp йз 
area over which it possessed powers, except that сопа 
the portion nearest Birmingham should look to the 7 
tion for its supply in the first instance. If either P um the 
unable or unwilling to supply in its respective area, PR for 
other party should have the right to come 1n. MEX ire 
Birmingham to supply the area over which the 1 eme. 
company now possessed powers was made in the hee ue | 
With regard to the other side of the district, Mr. cue did 
the Rowley Regis, Lye, and Stourbridge areas abb istrict 
not want to be included in the South-West Midlands ings 
and he suggested that those areas should go out; Bir pom 
was unable to supply them. The Sbropshire Co. dt 
power to supply in that area, subject to the cons 
Midland Electric Corporation for Power Distribution. 
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Mr. TYLDESLEY JONES, К.С. (with whom was Mr. NORMAN 
Віккктт), tor the Midland Power Distribution Corporation, 
lutormeu the. Commissioners that a provisional ugreement had 
been signed by the companies concerned. whereby the area 
should be transferred to the North-West Midiands District, in 
wnich the Shropshire Co. had certain rights, on the under- 
sanding that the position ct that compuuy ш tue North-West 
LAstricU Was in DO Way, prejudiced. ле asked the Com- 
luissiolers ut once to give а decision on the point, in order, on 
Aue ground of expense, that he and his witnesses might with- 
«raw trom the inquiry. | [ 

Evidence was given by Мг. L. J. Cook, of the Stourbridge 
Lorougu Соипси, to the etiect that that town desired to be 
1etained In the South-West District. 

Mr. CLobz stated that in January, Stourbridge Council ob- 
jected to being included in the South-West District. 

Mr. JONES urged that the consumers of Stourpridge did not 
vant to be included in that district. lt seemed that Stour- 
Lridge was trving to play one company against the other for 
a financial consideration. 

the Conunissioners decided to exclude from the South-West 
District the municipal borough of Stourbridge and the urban 
districts of Rowley Regis, and Lye and woilescote. 

Mr. CLObE, deaung with plans for development, pointed out 
that a question for consideration was whether the existing 
arrangements and organisation for the supply could be 
Improved. ‘they had provisionally determined that they should 
be improved. The Shropshire Co. and the Birmingham Cor- 
poration, desirous of giving the district a better supply. pro- 
posed to act in unison, and to set up an advisory committee. 
‘They believed that what would be done in a roundabout and 
wore expensive way by the setting up of a joint electricity 
authority. could be done better and cheaper by those two large 
bodies (which were now generating & per cent. of the elec- 
tricity in the district) acting together and in agreement. 
Counsel submitted that no advantage could be derived -by 
calling into existence a joint electricity authority. Birming- 
hain was willing that Sutton Coldfield, as the only other 
autlicrity generating, should go on if it so desired, though 
ultimately he supposed it would see the wisdom of shutting 
down its station and getting its supply from Birmingham. 
Similarly, Kidderminster and Halesowen bad already seen 
‘the advisability of looking to the Shropshire Co. for the supply 
of their needs. By this joint arrangement it was estimated 
that a considerable reduction in price would be possible: the 
estimate was that the price of delivery to authorised distribu- 
tors in 1925 would be 0.953 of a penny per unit, and in 1930 it 
would be 0.866 of a penny. 

After, questions to Mr. Clode, Sir Harry Hawakp said he 
gathered the promoters of the scheme had not considered 
placing themselves under any sort of obligation to carry out 
the technical scheme. 

Mr. Clove: They don't think it ought to be asked of them 
in the circumstances in which they promote the scheme. 

Mr. TYLER, on behalf of the L. & N.W. and G. W. Railway 
Companies, spoke of the attitude of the railway companies. 
They were not anxious to incur unnecessarily the capital 
expenditure of building generating stations for themselves. 
Thev would prefer to purchase rather than to generate, not 
abdicating, of course, any of their rights under the Electricity 
Act of 1919. The companies could not state definitely that 
they would need a demand for traction purposes before 1931, 
but it would be a mistake to allow the Commissioners to 
assume that there could not possibly be a demand before that 
vear. He objected to a statement that if the railwavs were 
electrified it was estimated that approximately 60,600 kilowatts 
would be required to supply a system within a radius of 50 
miles from Birmingham. There were 2,000 route miles within 
that radius, so that such an estimate was much understated. 
He promised, in rep!y to the Chairman, to give the best 
estimate that was possible now. The companies were reason- 
ubly satisfied that the scheme, so far as it was developed, 
would offer a reasonable prospect of their getting such a supply 
as they might require.—Mr. H. К. BraLE, Chairman of the 
Birmingham Electricity Supply Committee, said the view of 
the Birmingham Corporation was that a joint electricity autho- 
ritv would not be able to do any better than the Shrop- 
shire Со. and Birmingham acting together.—The Commis- 
sioners expressed the opinion that there ourht to Бе some- 
thing in the nature of an obligation placed upon the two 
undertakings to carry out the programme foreshadowed. 

At the opening of the inquiry on Wednesday Mr. CLopr 
stated that his clients had tried to meet the suggestion, and 
_ Propesed to insert in their scheme a clause ' that it should be 
the dutv of the Corporation and the company to provide or 
secure the provision of a cheap and abundant supply of elec- 
tricity in the district. and that both parties should comply 
with anv general directions given to both, or either of them. 
hy the Electricity Commissioners through the medium of the 
Advisory Committee." Counsel snid the clause was similar to 
one inserted in all ioint electricity authority schemes under 
the Act of 1919, and he also suggested the insertion of a clause 
to obvi^te the possibility of an impusse arising by a two-nnd- 
two division on the Advisory Committee, which was composed 
of two renresentatives of the Corporation and two of the com- 
, mnv. The clanse provided that in the event of a majority 

decision not being arrived at by the committee on any par- 
ticular matter the respective representatives of the Corporation 
or the company should report the same to the Corporation or 
the company, as the case might be, and in the event of a 


‘station. - 
supply an area outside the city boundary, which included some 


‘of the whole scheme would be necessary. 


decision still not being arrived at, either party should be at 
liberty to submit such difference of opinion to the Commis- 
sioners for their directions. 

The CHAIRMAN asked if the parties would be prepared to 
carry out the specific directions of the Commissioners, ana Mr. 
CODE replied that he could hardly conceive any difliculty aris- 


. Ing on that point. 


Ihe CHAIRMAN said the Commissioners were prepared to 
accept the first clause, with the addition of the words or 
special "" in relation to the directions which the parties under- 
took to comply with. | 

Mr. CLOobt undertook to endeavour to meet the Commis- 
sioners.— Ihe Commissioners also accepted the other clause 


with minor alterations. 


Mr. EMILE GARCKE, Deputy Chairman of the Shropshire Co., 
sald the joint scheine would be more suitable for the district 
than a Joint electricity authority, and would be able to make 
better progress. 

Mr. KENNEDY, for the Malvern Urban District Council, an- 
nounced the withdrawal of Malvern's opposition as the pro- 
pounders of the scheme had agreed to the insertion of a clause 
that it should not affect their rights. 

The CHAIRMAN told Mr. Garcke that the Commissioners 
would need to be satisned that the two promoters of the 
scheme were in a position in & reasonable way to meet the 
demands that were likely to come upon them.—Mr. GARCKE 
repued that the financia) position of the company was quite 
strong and satisfactory, and capital recently raised would pro- 
vide tor the present commitments, and for the next year or 
two. | 

lhe scheme of the Worcester Corporation was submitted by 
the Hon. REGiNALD Coventry, К.С. He said an agreement 
or mutual benetit to the Corporation and consumers had been 
made with the Shropshire Co., whereby, subject to the 
approval of the Commissioners, the. city retained its power 
The agreement also gave it facilities and rights to 


of the chief villages in the neighbourhood. The Shropshire 
Co. raised no opposition to a proposal to lay a transmission 
cable from the generating station to the borders of Hereford- 
shire, Кесіргосапу, the Worcester Corporation offered no 
objection to the Shropshire Co.’s laying a transmission cable 
through its streets. Within a reasonable time the Corpora- 
tion would be in a position to supply the whole of the extended 
area. 

Evidence as to the financial aspect of the joint scheme was 
given by Mr. ARTHUR CoLLINs, late Birmingham City 
Treasurer. It was pointed out that the scheme contemplated 
thut Birmingham would have to raise during the next ten 


Years over two million pounds as its share of the total cost, 


and witness said there ought to be no difficulty whatever from 
the capital point of view.—Mr. R. A. Снаттоск (Corporation 


Flectrical Engineer, Birmingham), stated that with the pro- 


posed Stourport power station in operation there would be no 
(difficulty in the promoters meeting all demands. In the 
absence of that station, however, the Hams station would have 
to be running in about eight years’ time. Не agreed that if 
the Stourport station was not proceeded with a readjustment 
Under the scheme 
the saving in coal in 1925 as compared with the present time 
would amount to 118,200 tons per year. 

It was stated by Mr. J. T. Н. LEGGE, engineer to the 
Shropshire Co., that they had a scheme for dealing with 
several of the more prominent towns, like Bromsgrove and 
Droitwich. Rural areas could not be economically served 
unless the question of wayleaves was very much eased. He 
had been asked to pay as much as £15 per pole for carrying 
an overhead line over certain land near Stourport. They 
hoped for assistance in this matter from the Commissioners. 


_ Overhead lines were essential in rural areas, and, so far, more 


opposition than help in erecting such lines had been 
experienced. Regarding the business of the company, ten 
nullion units were sold in 1913, and 64.33 million in 1918, but 
there had &ince been a falling off. The average price per unit 
was 1.624. For lighting towns they charged 6d. per unit. 
There was no reason for asserting that they did not intend to 
proceed with the Stourport station; they looked forward to 
doing so as the demand came along—probably to make a start 
at the end of next year. Stourport had unlimited advantages 
as а site, because of its natural characteristics, and also 
because new coal fields were being opened in the area. With 


a joint scheme neither undertaking need carry the reserve 


plant necessary in working individually. and working costs 


. would be lessened. His company would take supplies from 


Worcester Corporation for the next two or three years until 
the St^urport station was running, 60 as to meet the rural 
demand. 

Mr. C. P. Sparks (censulting engineer). expressed the view 


that the middle of next vear would be the best period to pur- 


chase plant for the Stourport station, as prices were falling. 

The promoters intimated that thev had no objection to the 
inclusion of Kinver and Dudley rural district in the area.—The 
CHAIRMAN announced that the Martley Urban District Council 
desired to be excluded; that Upton-on-Severn wished to he 
included, but desired to take its supply from Worcester: and 
that the Tamworth Borough and Tamworth Rural District 
Conncils desired the whole cf their areas to be included. 

It was urged by Mr. Reay-Naptn that Sutton Coldfield 
should be entitled to have representatives attending the 
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Advisory Committee when matters affecting it were under con- 
sideration | D 

Mr. САРЕ ТОЕТ (Stourport) opposed the scheme on the 
ground that voluntary co-operation between the parties would 
be-equally effective. In reply to Mr. BEARDMORE (Electrical 
Workers), the CHAIRMAN said the question of the insertion of 
a fair wages clause in the agreement did not arise at the 
inquiry. | 

Mr. CLoDE said he desired to make it perfectly clear that 
the promoters were most desirous of developing the district 
and doing their duty. They did not want to keep out anybody 
who wanted. to come in. e ра out that nearly all the 
objections to the scheme had disappeared. — . TD 

The inquiry then concluded. The Commissioners will give 
their decision in due course. | 


qo ¼.—————.—. 


THE PUBLIC WORKS, ROADS, AND 
TRANSPORT EXHIBITION. 


Ох November 18th, Mr. Arthur Neal, M.P., Parliamentary 
Secretary, Ministry of Transport, opened the above exhibition 
at the Agricultural Hall. The exhibition was primarily 
intended. to present to representatives of municipal authori- 
ties the latest developments in machinery and methode for 
accomplishing the many and varied works now carried out 
by these authorities. Naturally building construction and 
road making and maintenance formed the principal part of 
the display, but lesser subjects, euch as small holdings, office 
furniture, time recorders, &c., were also given space. Motor- 
driven machinery was not.so much in evidence here as at 
most recent exhibitions, but this was, of course, due to Ше 
fact that such appliances have a roving commission, and are 
often (or perhaps generally) required where no electricity 
supply is available. As was to be expected, electric vehicles 
played а. not unimportant part, and several firms exhibited 
examples of their work. TM 

Buecrricars, Lrp., showed а 24-ton Edison accumulator 
wagon. In this vehicle the battery is placed in front of and 
partly underneath the driver's seat, and power is transmitted 
to two totally enclosed motors fixed at an angle on each side 
of the chassis. An extended shaft transmits the power to 
the rear wheels. ` The body is constructed of sheet steel 
channel sections on the outside, allowing a clear sweep for 
the load when tipping. Tbe tipping gear is electrically 
operated by a small auxiliary motor; the time taken is about 
20 seconds. This firm also had a similar chassis fitted with 
a 700 gal. tank, similar to one supplied to the Islington 
Borough Council for road watering. 

CLAYTON Wacons, LTD., displayed a 3-ton wagon of substan- 
tial proportions. This was driven by a single B.T.H. motor, 
fed from a Chloride Co. battery, the drive being transmitted 
to the rear axle by two chains. The road wheels were 
mounted on ball bearings. | 

Messrs. RICHARD GARRETT & Sons, LTD., had a 24-ton “' elec- 
trio" fitted with a wood end-tipping body measuring 11 ft. 
by 7 ft. inside. | 

BRITISH ELECTRIC VEHICLES, LTD., in addition to two electric 
trucks of 1,500 and 5,000 lb. capacity respectively, showed a 
battery locomotive designed to run on a l-m. gauge track, and 
capable of hauling a load of 10 tons on the level. The loco- 
motive is provided with two motors wound for series-parallel 
control. The controller is of the drum type, arranged to give 
four speeds in either direction. The battery is capable of 
providing energy for a run of about 20 miles. 

THE GENERAL VEHICLE Co., LTD., had three vehicles on show. 
One was a 2-ton chassis fitted with a street-watering tank 
interchangeable with an end-tipping body. А 34-ton chassis 
was shown bearing a2 Craymer unloader. The third 
exhibit was а 5-ton chassis with а 3-way (side or end-tipping) 
body. These vehicles were all fitted with '' Ironclad-Exide ”' 
batteries and series-wound motors capable of а 300 per cent. 
overload. The ranges of the three vehicles are 45, 35, and 
30 miles respectively. 

Messrs. W. GOODYEAR & Sons, Lrp., included in their dis- 
play а 2-ton '' Greenbat electric truck. 

MR. H. C. Siinassy also showed transporter and lifting 
trucks. 

Messrs. Ruston & Hornssy, Lrp., exhibited the 15-cwt. 
cla hee has crane (Mossay & Ransome system), which 
was described by us recently in connecti ith : 
exhibition (Erec. Rev., Oct. 21st, p. 545). M ipa ad 

STEVENS PETROL-ELFCTRIC VEHICLES. LrD. show F 
petrol-electric chassis similar to those aae phe 
of municipalities and Government departments. 

On the stand of Messrs. G. Percy 
Воскікү, SAUNDERS & Co., LtD., exhibited ош Reid 
of welded work. These included lap and butt welds of 
various types, angle welds. &c. Sections through samples 
and welded pieces subjected to tests showed the effcienev 
and strength of the work. In an enclosure, ecreened with 
ae N demonstrations of rail welding and buifding-up 


Tae EviNRUD8 Motor Co. (ENGLAND), LrD., showed th 
'" Evenlite " small-power lighting set. The engine of this 
set іва 2 h. p. Evinrude petrol engine with a force pum 
cooling system. Connected to this by а flexible coupling is : 
500-watt, four-pole, shunt-wound dynamo, with a fullload 
speed of 1,000 r.p.m. This machine has a comparativel 
large commutator and well-designed brush-gear. The ening 
and dynamo are securely bolted to a massive cast-iron: bed. 
plate. The switchboard is of slate; 18 in. square, and of 
simple design. It bears a voltmeter, an ammeter, an auto- 
matic cut-out, and a d.p. switch and fuses. The battery 
consists of 13 Fuller's cells with а. 100-Аһ capacity and z 
pressure of 25 volts. The plant is supplied with a special 
adapter, which enables a supply to be taken from a petrol can 

THE HonsTMANN GFAR Co., LTD., displayed numerous ex- 
amples of time switches. The Newbridge time switch 
has a 14-day clockwork unit with double-roller lever escape. 
ment. To this is attached a s.p. quick make-and-break 
switch with self-adjusting spring plunger contacts in circuit 


Tue '" HORSTMANN " TIME SWITCH. 


with a porcelain ‘‘‘ damper fuse and special contacts on an 
ebonite base plate connected to the outside wiring. 
gear is enclosed in a strong cast-iron case. The “ Horst- 
mann” switch consists of a clockwork mechanism and an 
independent tumbler switch. The latter is actuated by à 
link moved in or out by tappets fixed to the rotating dial 
of the clockwork. The two parts of the mechanism are 
mounted on a teak base. | 

Tae RAwLPLUG Co., Lrp., showed several applications of 
“ Rawlplugs to various materials. These included instru- 
ments mounted on slate switchboards, .and fittings on brick, 
concrete, cement, &c. | 

Тнв UNcHoKErABLE Pump, Lro.. demonstrated one of its 
appliances driven by a small electric motor. This was а 5 ID. 


pump working under severe conditions, passing heavy solids, . 


such as nuts, stones and tins, and such substances as cotton 
waste, rags and straw. 

Messrs. R. A. Lister & Co., Lap., showed examples o 
Lister-Bruston power sets. These are automatic юй, 
consisting of a vertical water-cooled '' Lister engine driving 
by belt a shunt-wound dynamo. These are mounted on * 
heavy bed plate and a cylindrical fuel and water 1 
mounted between them. The two sets shown were 0 1 
and 6 kW capacity. А special feature of the 6kW set ie 
the separate casting containing the bearing for the engi 
shaft, which was bolted on to the main casting. і 
“ Lister ” lighting set was also shown. held 

During the exhibition а number of conferences were 
by various municipal associations. ‚ To-day, which ^d " 
last day of the show, the I.M.E.A. is holding а coniereno 
when papers on '' Electric Vehicles for Municipal Po 2 
and The Application of Electricity to Municipal эы pé 
are to be read by Messrs. F. Ayton & 8. J. Watson Г sis 
tively. We hope to say more of these papers in à 
issue. ; 


eS 


' African 
Electrical Supplies in South Africa.—The Sout Faden 
Mining and Engineering Journal (Johannesburg). ир ape 
of October 29th, says: '' Dealers in electrical 5 future. 
more hopeful this week as to business in the sd 
They confirm the improvement which has taken a now 
the past two or three weeks, and state that tra ipt altera: 
good again, both in town and country. There aar, vit. if 
tions to report in prices, which remain very d ope are now 
anything, a tendency to rise. Stocks in all lines cs, 
full, and consignments continue бо arrive in far Trot tbe 
from Britein, America and the Continent. ors B 
latter destination continue still to be mu dual 
quotations, but signs are not wanting that & ara” 
up is taking place, and it will not surprise d 
a few months’ time the present discrepancy jals, йй 
prices of British and Continental electrical um p, regt 
one or two exceptions, disappears to a considers 
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CORRESPONDENCE. 25 


Letters received by ua after 5 Р.М. ON TUESDAY cannot appear 
until the following week. Correspondents should forward 
their communications at the earliest possible moment. Мо 
letter can be published unless we have the writer's name and 
address im our possession. 


The Construction of Bheostats. 


We were interested in reuding on page 681 of the current 
issue of the ELECTRICAL R. . u, a note concerning Rheo- 
stats with the minimum of terial.“ 

As manufacturers of а live variety of resistances of all 
kinds, we would like it to b- known that we do not consider 
the method therein describe! i new, because we have been 
utilising parallel and series-parallel methods of winding for 
some -years. 

We believe that it is an obvious fact, well known to makers 
of resistances, that an ordinary series resis'ance is, as a rule, 
uneconomical, as when the regulating вч: is adjusted for 
high current values, only a small portion of the resistance 
inaterial is in circuit, so that, instead of all the resistance 
material being utilised to radiate the heat, there is а com- 
paratively small portion of it running at high temperature. 

Many years ago Dr. J. A. Fleming pointed out the advan- 
tage of paralleling resistance wires in the manufacture of 
load resistances, and we are, therefore, surprised that R. 
Richter should claim this method as being new in his recent 


publication in the | 
L. F. Fogarty, 


The Zenith *anufacturing Co. 
London, : 
November 19th, 1921. 


Current Limiting Simp” ed. 


Your correspondence columns have contained many 
interesting letters descriptive of current-limiting devices, and 
claiming particular advantages for each type. I should, how- 
ever, like to point out that current limiting is a very simple 
matter, not requiring any separate piece of apparatus. 

In an ordinary installation we often have a collection of 
supplier's switch and fuse, consumer's switch and fuse, meter 
or limiter, or both. If a contract system of charging is 
adopted the function of all these applian^eg can be performed 
by one fitting, viz., the Heemaf overload switch. 

This device 1s а small inexpensive free-handle overload cir- 
cuit-breuker. The setting of the overload is adjustable, and 
can be sealed. It thus gives the supplier and consumer pro- 
tection against overload, and is a mean: of isolating the 
installation. It also acts as а current limiter, because its 
overload s-tting 18 adjustable to such a fine point that, for 
example, :п a six-light installation the ewitching-in of one 
additional lamp will cause it to operate. All that is then 
required t: restore the circuit is to turn the switch on again. 

Could there be anything simpler—or better? 


Alan Williams. ' 
London. 
November 19th, 1991. 


Free Wiring Systems. 


J was unfortunate in not being able to b^ present at Mr. 
Nisbett's address to.the Liverpool Sub-Centre of the Institu- 
tion. of Electrical Engineers on November 7th. but have read 
his paper and suggestions with regard to assisted wiring and 
als free wiring of consumers’ premises. 

The company, whose business I have the honour to control. 
carried out several hundred ''Free-wired Installations in 
good class residential property with rents ranging from £45 
to £200 per annum between the years 1898 and 1909. Un- 
doubtedly these installations were of great assistance to the 
company in those early days of carbon-filament lamps and 
fierce gas competition. 

‚ Owing to the lower quality of gas now supplied and the great 
Improvement in electric lamps, I do not think gas competi- 
tion for lighting purposes a very serious affair in these days. 

At the present moment, in spite of bad times and short- 
ness of ready cash, there is а eteady and increasing number 
^* new lighting consumers requiring connection to the supply 
mains. If this is so in bad times, how much more so will it 
be when materials are cheaper and money less scarce! 

For these reasons I do not think a free-wired system is 
needed in good class districts, and in poor districts where 
tenants are constantly changing. the difficulty of keeping 
track.of these changes and of obtaining signed and stamped 
agreements in each case would be very creat—and without 
properly completed agreements the owner of the installation 
has very little status in cases of dispute. 

In the area of the Liverpool Dist:ict Lighting Co., Ltd., 
Where premises do not often change hands, many installa- 
tions have been disposed ef to new owners when sales of 
property have occurred. 

Ап extra charge of one penny per unit over and above 
the ordinary charge for electricity is made, with a minimum of 
pne shilling per point per annum. Allowing an average cost 


of twenty shillings per point for. the. installation; this would 
presumably bring in 5 per cent. per annum provided all the 
installations were in use. As, however, the cost of the service 
line has to be included in the cost. of the installation and 
premises are at times untenanted, the rent charges have 
only amounted to about 3 per cent. per annum of the capital 
invested. | | К ' 

Ey the agreements the company is entitled to 5 per cent. 
per annum аз interest on the capital cost of the installation 
—any surplus obtained being written off tho value of tbe instal- 
lation which has earned it. In actual practice only a few 
installations have written their capital account down by this 
means, and those only very slightly. 

Then there is the case in which the installation is scrapped 
owing to alterations to premises or buildings being pulled 
down. In this case the installation is lost, and its: value has 
to be written out of the depreciation fund. | 

In the case of my company a special depreciation fund has 
been formed to which all the rent pennies received are credited, 
but it has been found necessary, from time to time, to make 
additional payments out of revenue to this fund, as with the 
lower consumption of electricity by the metal-filament lamps 
а charge of one penny per unit is found to be quite insufh- 
cient. | 

From the foregoing it will be appreciated that a“ Free- 
wiring Scheme even under favourable circumstances is not 
self-supporting, and if such were undertaken with the present 
cost of money and the present cost of installation work, a 
serious loss would surely be added to the other difficulties ot 
working such a system which, as I have already pointed out, 
appears to be unnecessary. І AD 

Edwin Hansom. 

Waterloo, | 

November 21st, 1921. | | "Lap 


The Vapour Accumulator. 


In a recent issue you referred to a .new accumulator 

invented by Dr. Ruths, and known as the Vapour Accumu- 
lator. , 
It mav interest vour readers to know that, аз a result of. а 
seurch at the Patent Office, this invention is found to relate 
to sulphide digester plants employed in cellulose manufacture, 
and bas no possible connection with electric accumulators. 


Bernard Drake. | 


London. 
November 16th, 1991. 


A Dynamo Problem. 


The cause of Electron's dynamo trouble is that the field 
coils have developed leakage between windings which is im- 
possible to pick up with the usual test. | | | 

This can be remedied by treating the coils with insulating 
varnish and then baking them. If facilities for baking are 
unavailable, the following is simple, can be carried out very 
cheaply, and will be found quite efficient: Unwind the tape 
outer cover (if there is any), pull the windings a little way 
apart, and submerge them in carriage varnish for about twelve 
hours: take them out and drain for about three hours. Tape 
them up and replace them in the machine. When the dynamo 
is run up do not expect it to take full load immediately, but 
run for a few hours under light load. In a very short time 
(about three or four days from the time of submerging in 
varnish) it will take full load. The first time of running. the 
coils will most probably warm up. but they will cool gradually. 
so that no heed need be taken of this. I have, personally. dealt 
with a dynamo treated with the last method, and have had it 
running under full load for six to seven months continuously. 


F. G. Johnson. 


Gillingham. + 
November 90th, 1921. 


I suggest that a very close exdinination be made of the field 
windings, both series and shunt, and a test made for— 

1. Short circuit between shunt and series coils. 

2. Short circuit cutting series coils out of useful action. 

No. 2 seems to be the most likely cause of the trouble, for 
the machine 18 now behaving exactly as а shunt-wound 
dynamo would do. 

For the aggravation of the trouble I think it quite possible 
that the arm lifts off the studs when near No. 20, or makes 
bad contact. It must be remembered that if this happened, 
the machine would drop its load entirely if the series field was 
out of action. 


Engineer. 
November 20th, 1921. 


In reply to the letter of Electron under the above head- 
ing, might I suggest that he thoroughly examines and tests all 
hia connections (machines and switchboard) in relation to the 
series fields, equalisers, and + and — busbars, to make sure 
that he hag not a loose (or hot) connection anywhere, more 
especially in relation to the machine, the engine of which does 


* 
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not appear to become overloaded. І may remind him that the eddy currents is tabulated ав a loss under the heading, Iro, 


f a connection is not sufficient proof that it is Losses. | 
GK E: Let Jacques then treat his a.c. motor as a transformer 


R. Wilson Jones, A.M.Inst.M. & Cy. E. which he intends to test for iron losses. 
Harrow, If the stator is sound (as spparently it is), disconnect Qr 
November Ast, 1921. place the stator windings on open circuit. If unwound, or 


| SR» /Ssindiehutat ot stripped, so much the better. Build up the machine as { 
London Hr. W. | T pos А SW D running, but lock the rotor so that it cannot turn, connect 
“T.G.M.”, and C. A. B.“, make similar suggestions, which the rotor slip-rings to а suitable a.c. supply (the voltage of 


will be forwarded to Electron. —Ebs. Erec. Rev.) which should approximate to the open circuit rotor volts) 


through a resistance by means of which regulate the curren} 
until 16 approximates to full load rotor current. 


Repairing A.C. Motors. Full rotor currents will give approximately full magnetic 


With regard to the letter of Jaques in your issue of flux density in Бой rotor and stator cores, at the periodicity 
October 21st. 1921. The Editors' plan of spinning the stripped of the supply, and defective insulation will soon be apparent 
rotor in а suitable magnetic field would undoubtedly decide in the excessive heating of the iron, by the eddy currents 
the state of the insulation of the rotor laminations. The generated or stator iron losses. In case of difficulty in obtain. 
stator, however, presents a different problem. | ing а supply at euitable voltage, lock the rotor of another 

Apparently in Jaques's case the rotor is in order, and similar motor, and use it as a transformer, the stator being 
jt is the stator which will have to be tested. the primary and the rotor the secondary. Other method; 

Assuming the insulation between the core stampings of may suggest themselves to Jaques.“ Of course the fore 
‚апу a.c. apparatus to have been destroyed subsequent ex- going method is only practicable if the motor has a clip-ring 
cessive heating of such a core would most probably be due to rotor or if a suitable slip-ring rotor can be obtained. 
eddy currents. | | | | Tanner. 

In taking efficiency tests, energy absorbed in generating November 16th, 1991. 
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BUSINESS NOTES. 


Bankruptcy Proceedings. — WILLIAM EDwIx CHARLES Accountants, Moorgate Place, Е.С. 2. Liquidator: Mr. W. W. 
JARVIS, 3, Ring Edward Street, Darlaston, lately trading as the head, 44, Gresham Street, Е.С. 


Darlaston and District Electrical. Engineering Co., 48, King WELLMAN, HEAD, STOTHERT & Pitt, Lrp.—Winding up volun- 
Street, Darlaston, Staffordshire, electrical engineer. The first turily. Liquidator: Mr. C. J. Barker, 36/38, Kingsway, W.C2 
meeting of the creditors was held on November 16th at the DUBILIER CONDENSER Co., LTD.—Winding up voluntarily for 
Official Receiver’s ottice, 30, Litchfield Street, Wolverhampton. reconstruction purposes. Liquidator: Mr. F. №. Hollings, 
The liabilities were returned at £255, against assets £18. The Ducon Works, Goldhawk Road, W., who is authorised to enter 
matter was left in the hands of the Official Keceiver as trustee. into an agreement with а new company, Dubilier Condenser 
T. D. Waring, electrical engineer, 55, Walmgate, York.— Co. (1921), Ltd. | 
Receiving order made November 14th on debtor's own peti- Dissolutions of Partnership.—T. Baker & Co., electrical 
tion. First meeting November 29th at the Official Receiver's engineers, 93, Upperton Street, Leicester.—Mr. T. Baker and 
othces, Dunscomb Place, York. Public examination Decem- Н. A. Lock have dissolved partnership. Debts will be 
ber 16th at the Law Courts, York. attended to by Mr. С. H. Bolton, 22, Millstone Lane, Leicet- 
C. P. М. Downie (P. Downie), electrical engineer and factor, ter. Mr. T. Baker will continue the business. 
Jó9u, Westborough Road, and 88, Ronald Park Avenue, ACCUMULATOR SERVICE Co., manufacturing electricians, &. 
Southend-on-Sea.—Discharge suspended for two years as from Forest Street, Forest Gate. Mr. S. T. Jolley and Mr. W. D. 
October 17th, 1921. Eves have dissolved partnership. 


С. Dotsy, electrician, 39, East Marsh Street, and 129, Free- Trade Announcements.—Messrs. ELECTRICAL UTILITIES. 


man Street, Gt. Grimsby.—' Trustee, J. F. Wintringham | | : ent with, “Electrical аш 
(Official Receiver), St. Mary’s Chambers, Gt. Grimsby, re- Lro., have arranged an agreem 


| j | h der they acquire 
. leased October 3lst, 1921. Engineering Development, Ltd., whereun 


y ; | ‚ business, goodwill, and other 
J. W. Layton, electrician, 5, Nobles Bank, Hendon, Sunder- the whole capital, patents, һившевв, g 


i 1 E « assets of the latter company. Upon the formal completion d 
Sard ed No ebe e e the sale, Electrical and Engineering Development. Ltd., will 


7 ; ERA dela Win go into voluntary liquidation. кү 
F. А. 5. WoRMULL, trading as the Lewisham Electric Wiring Tue CABLE Accessories Co., Lro., has removed its 


Co., 273, High Street, Lewisham, electrical engineer.—The 2 Ones t. Chancery Lane, ECA 
public examination of this debtor was held recently at the london uer ui 5 му 7 A range of Revo 
Court House, Greenwich. Debtor stated that he commenced | 1 - 190 5 En pe ibit 
business in January, 1919, with £150 capital, which was all  * M Pos TRIERI WiwrLE & Со. 8. Park Street, Cardif. are 
absorbed in opening the premises. In 1919 his losses amounted о. „ oe in St. Marv Street, Cardi. 
to £279, and in the following year to £706. In 1919 the sales opening an electrical show поа MEE s for elec 
amounted to £2,188, while in 1921 thes rose to £2 451. The Messrs. Bl ina & KIDNEY n 111 dd 
liabilities were returned at £2.763, against assets £261. Debtor trical goods in Pound Street, Carshalton. 


Smith & Co. report 


attributed his failure to heavy administrative expenses, lack Copper and Lead Prices.—Messrs. F. 76 qs. de 
of proper supervision of outdoor staff, losses incurred through November 28rd :—Copper (electrolytic) bars £76, gu. Wk 
` inaccurate tendering for contracts carried out, trade depres- crease: ditto sheets, no change; ditto wire das ie кей 
sion, and the action of the trade unions in increasing wages. decrease; ditto "h.c. wire, no change; silicium bronze 
The examination was adjourned. 1s. 23d., 4d. decrease. | . ber Brd — 
W. BENNETT, electrical contractor, Baek Sitwell Street, Messrs. James & Shakespeare report November Fuel | 
Derby.—Receiving order made November 13th on debtor's own Copper cars (best selected), sheet and rod, no change; Ene. 
petition. е ми pig lead, £26 5s., increase 20s. | 
М. Watkinson, Н. WATKINSON, АХО A. Watkinson (WATT Catalogues and Lists.—Muessrs. EDWARD LE Bas & 
AND Co.) electrical and mechanical engineers, 22 and 94, London. —A hanging card which, on one side counsels us " 
Palmer Road, Sheflield.—l;ast day for proofs for dividend, to Be Happy, Smile, Make Life Worth While," and on the 


S cer p Trustee: Mr. T. C. l'urkin, Jun., 36, Bank other side gives tabulated prices of welded да 
reet, Sheffield. 9 alle: ings. 5 
TosErH OWEN, trading as J. Owen & Sons, 186. Westcombe зл Hber 90 105 57. Bridge Street. Wak 
Hill, Greenwich, Kent, and 3, The Grove, Greenwich, elec- Y e Just ted leaflet giving revised , prices of generate! 
trical engineer.—The first meeting of creditors was held on is "rens 8 19 ne es = | 
November 18th at 29, Russell Square, W. C. I. The receiving UM n T s t Brown, LTp., 39, Furnival Street. Но: 
order was made on debtor's own petition on November 7th. b E йн m t ted ЕЙ giving revised prices 

According to the statement of affairs the ranking liabilities orn, E.C.4.—An illustra | cal fittiDE* 


s, steam ên 


: | : ctr) 
amounted to £1,294, against net assets estimated to realise copper earthing clips. | Also a priced e i 
‚ £389, leaving a deficiency of £1,005. Debtor started busi- including tumbler switches, bel! paties 9. Rue Arène Hor 
ness in December, 1916, as an electrical engineer, and was MATERIEL ELECTRIQUE ALEX | р ain List.“ Ne i 
successful until December, 1920, when the business declined saye, Paris (VITIe.]. | Special 9 1 r disposal in Prom 
owing to trade depression, followed by the coal strike. There Catalogue of British-made я ей machinerv. 
was not a quorum of creditors present at the meeting. and including generating plant and othet i K Schuh Co.. 597. 
the case, being a summary one, was left with the Offcial Re- Mr. J. B. Rupkix (representing Sprec we 9 — An illustrate? 
ceiver as trustee of the estate. zerland), 212a, Shaftesbury Avenue, M. C. 2 fuses of vari 
к | HN | booklet describing a number of switches and fu 
Company Liquidations.—STONEYCROFT ELECTRICAL WORKS, types. | " ingdon Resh. 
Т.тр.—Рагісшагв of claims to the liquidator, Mr. Е. Chetter, Messrs, J. & W. B. Ѕміти, Lrp., 15-2. deese emk: 
26. North John Street, Liverpool, by December 28th. E.C.1.—An illustrated price list of electrical к aT 


STRACHAN, Ови, & Co., Ттр., London. E.C.—Meeting of ing appliances, including kettles, irons, grills, fire 
creditors, Friday, December 2nd, at Institute of Chartered «е, 


— —— 
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Messrs. A. VEREY & Co., Lrp., 27, Buckingham Gate, Vic- 
toria Street, 8. W. I.—An illustrated price lst of numerous 
electrical appliances and accessories, including lanterns, bowl 
tittings, lamps, tires, kettles, &с. 

Messrs. WILLIAMS, PELL & Barina, 4, Regent Square, 
W.U.1.—Descriptive Leatlet No. III. I, illustrating and giv- 
ing full details of small automatic overload switches made by 
Heemaf, Holland. 

Messks. E. P. ALLAM & Co., 107-109, Gray's Inn Road, 
W.C.1.—Monthly stock list for November giving full particu- 
lars of d.c. motors. ' 

Messrs. L. G. Hawkins & Co., 116, Charmg Cross Road, 
W.C.2.—Folder No. 760 illustrating and describing the “ Uni- 
versal ’’ electric washer and wringer. Priced. 

THE GENERAL ELECTRIC Co., LtD., Magnet House, Kingsway, 
W.C.2.—Leatlet O.S. 2,555, illustrating und describing the 
““ Atrax advertising sigu projector. Priced. 

THE GLOBE ENGINEERING Co., Ltp., Brighouse, Yorks.— 
Owing to an error. the list mentioned in this column in our 
last week's issue was stated to deal with a.c. plant, whereas 
it was a catalogue of direct-current motors and dynamos. 


Book Notices.— The Book of the Ford," by R. T. 
Nicholson, М.А. (286 pp. illustrated). London: The Tempie 
Press, Ltd. Price 3s. net. (6th edition).—lhe latest edition 
of this little volume, which, ıt is said, has so far had a cr- 
culation equal to the number of Ford cars sold in this 
country, has been entirely re-written. The electrical equip- 
ment is dealt with where necessary, but it has been found 
advisable to treat of this subject 1ully in a separate volume. 
Written in terms easily to be understood by the average 
owner, this book is of great value to the ever-increasing army 
of drivers of the car which has survived such a flood ot 
humour. ' 

The Rights of the Ex-Service Man and Woman," by 
Wilkinson Sherren. (111 pp.). London: L. J. Gooding. 
Price 6d. net.—ín a preface to this handbook the Rt. Hon. 
C. A. McCurdy, K.C., M.P., says that it has been impossible 
to make those who were entitled to them fully acquainted 
with their rights with regard to pensions, gratuities, &c. He 
gives & short summary of what has already been done tor 
ex-Service men and women, and thinks that Mr. Sherren's 
work will be of great assistance to them. ‘lhe work sets out 
very fully details of disability pensions and methods ot assess- 
ment; employment is dealt with; land settiement and over- 
seas settlement are treated of in a fairly adequate manner; and 
many points of lesser importance are touched upon. 

Journal of the American Institute of Electrical Engi- 
neers,” Vol. XL, No. 11, November, 1921. New York: The 
Institute. Price ls. 

Alternating Currents,” Part I, by С. G. Lamb, pp. xiii+ 
74, 61 figs. Price 5s. 6d. net. Part II. pp. iv+l28, 52 figs. 
Price 7s. 6d. net. Cambridge University Press. 

The Emission of Electricity from Hot Bodies, by O. W. 
Richardson, F.R.S. Second edition, pp. уш+8@; 35 figs. 
London: Longmans, Green & Co. Price 16s. net. 

Fuel and Lubricating Oils for Diesel Engines," by W. 
Schenker, pp. хі1+114, figs. 26. Price 10s.  '' Modern 
Methods of Welding as applied to Workshop Practice," by 
J. H. Davies, pp. xvii--263, 132 figs. Ргісе 21s. London: 
Constable & Co., Ltd. 

* Science Abstracts, A. & B.," Vol. XXIV, No. 286, Part 
10, October 3lst, 1921. London: E. and F. N. Spon, Ltd. 
Price 2s. 6d. each net. 

Electric Clocks and Chimes—a Practical Handbook on 


their Design and Construction," pp. 159, 153 figs. London: 


Percival Marshall & Co. Price За. 6d. net. 


Inquiry.—The makers of a device for arousing a sleeper 
and simultaneously starting a water heater ( The Sluggard'e 
Comfort °) are asked for. | 


Registration of Electrical Contractors in Australia.—The 
Electrical Contractors' Association of New South Wales has 
requested the State Government to introduce legislation 
licensing persons who control the industry. 

At the annual dinner of the association, in September, Mr. 
G. Cann (Minister for Labour and Industry) said that he 
would promise, if the Governnient were spared, to place on 
the statute book a law in the direction indicated. As far as 
he was concerned he would do his level best to put through 
legislation on the basis of efficiency above all things. He was 
of opinion that certificates should be issued to the men, after 
a thorough examination, that they were competent to do the 
work. He had no time for the '' go-slow ” or sabotage policy. 
—Sydney Morning Herald. | 


Catalogues Wanted.—Mrssns. Kyrrin HUGHES, lighting 


and heating engineers, 4, The Poultry, Nottingham, who- 


contemplate opening an electrical department, desire to 


receive catalogues of electrical specialities. 

Messrs. TEESDALE & Jones, electrical contractors, 17, North 
Street, Swindon, wish to receive catalogues and lists of elec- 
trical goods. 


. Seclal Event.—Mr. W. E. Hobbs, district manager, pre- 
sided on Saturday at a '' coming-of-age dinner," held at the 
Royal Hotel, Cardiff, in connection with the local branch of 
the General Electric Co., Ltd. Mr. M. J. Railing (director 


and general manager), together with Mrs. and Miss Railing, 
was present, as also was Mr. H. N. Whitford, the branc. 

representative at headquarters. The function was attended 
by about seventy members of the local staff. Mr. Hobbs said 
he considered that, after passing through a trying year, when 
everyone had been blaming the other fellow for being respon- | 
sible for the slump, it was а good thing for the staff, manage- 
ment and directors, to.meet together in that manner. Mr. 
Railing said he believed the reason why the General Electric 
Co. had not felt the depression as much as many other indus- 
trial concerns was because the staffs had realised hard, un- 
pleasant facts, and were adjusting themselves more quickly. 


The Trade Ship British Industry."—The directors of 
the British Trade Ship, of which Earl Grey is chairman, 
announce that provisional tenders are being obtained by the 
builders of the ship for the various parts and fittings. Ex- 
hibitors who are in а position to supply some part or fitting 
as an exhibit actually in use on board, quite apart from 
their display in the exhibition proper, are naturally anxious 
to have their products accepted for this purpose. At Wall- 
send-on-Tyne, where the ship will be built, and at the offices 
of the British Trade Ship, 12, Grosvenor Gardens, London, 
S.W. 1, the examination of specifications is taking place, and 
is of considerable interest as revealing the place of different 
cities in the construction and equipment of the Trade Ship.“ 
Birmingham wants its bedsteads in the best cabins; Kidder- 
minster its carpets; Bradford its textiles; Sheffield its cut- 
lery; and so on with machinery, electrical goods, &c., and 
the directors of the Trade Ship ” are inundated with offers 
to provide exhibits which will be actual fittings of the 
ship. When arrangements have been completed the names 
of the chief firms responsible for the various component 
parts of the Trade Ship will be published. 


Italian Companies.—There has been formed at Rome the 
Compagnia Italiana dei Cavi Telegrafici Sottomarini, with a 
capital of 1,000,000 lire, for the workiny of submarine cables 
joining Italy with Spain, Brazil, Uruguay, and Argentina. 

At Turin has been embodied the Società Consorzio Impianti 
Trazione Elettrica to carry out the electrification of railway 
or tramway lines. Capital, 1,000,000 lire. 


French Railway Work.—The French Thomson-Houston 
Co. is in negotiation with the Orleans Railway Co. for the 
supply of 200 electric locomotives, and an agreement is 
said to be on the point of being reached. At present the 
former is engaged on the manufacture of sub-station plant 
for the Southern Railway Co., and has in view the possible 
delivery of rolling stock for the Paris, Lyons, and Mediter- 
ranean Railway. The share capital of the electrical company 
is shortly to be raised from 200 to 250 millions of francs so 
as to provide for the extension of the industrial programme. 


A French Amalgamation.—The directors of the Société 
d'Electro-Cbimie et d'Electro-Metallurgie, and of the Com- 
pagnie des Forges et Aciéries Electriques Paul Girod have 
decided to recommend their respective share-holders to agree 
to an amalgamation of the two undertakings by means of 
an interchange of shares on the basis of three sbares of the 
former for five of the latter company. 


The Gothenburg Exhibition. —4 message from Gothen- 
burg states that work has been begun on the erection of 
the large halls for the export section of the coming exhibi- 
tion. The length of the halls is 230 and 200 metres respec- 
tively. These halls form only part of a space totalling 16,000 
sq. m allotted to the export section —Heuter's Trade Service 
(Stockholm). 

Strike at Dusseldorf.—Sixtv thousand iron and steel 
workers have gone on strike in the Dusseldorf area for an 
increase of wages. In some cases a 100 per cent. increase was 
asked for. The masters replied by declaring a lock-out.— 
Reuter's Trade Service. 


For Sale.—Bv order of the liquidators, Messrs. B. Norman 
& Son will sell by auction оп November 30th, at 5, Little: 
Britain, E.C., the machinery and fittings of Tele News (1914), 
Ltd., including motors, dynamos. generators, &c.; on Decem- 
her Ist at 62, South Eaton Place, S.W., instructed by the 
liquidator of T. B. L. Electric Construction Co., Ltd., Messrs. 
leopold Farmer & Son will sell a quantity of electrical acces- 
sories and fittings, lamps, switches, &c. | 

Offers are invited for the lease, plant, апа machinery, 
stock-in-trade, materials, &c., of the Victory Alarm Clock Co., 
Ltd. (in liquidation), of 274, Kentish Town Road, N.W. 

Wigan Corporation Electricity Department has for disposal 
three reciprocating sets. 

Assets Auctions Co.. Ltd., will sell bv auction on December 
lst, at 119/191, Newington Causeway, S.E., remainders of 
various electrical stocks. (For full particulars see our adver- 
tisement pages to-day.) : 

E.D.A. Activities.—The British Electrical Development 
Association has issued a circular letter (E.D.A. 223) to 
managers of electricity supply undertakings, pointing out 
that the electric pastry oven is now a commercial success 
and a valuable addition to the station load. Accompanying 
the letter are extracts from testimonials of nsera of electric 
pastry ovens. These include restaurant and hotel proprie- 
tors, manufacturing confectioners, bakers. &c. 
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Local Electrical Exhibitions.—Messrs. Renton, Edin- 
burgh, have a very complete exhibit of electric labour-saving 
uppuances for the home, such as sweepers. cookers,. toasters, 
heaters, irons and kettles at the Grocery Exhibition. being held 
in Edinburgh: Ihe Gem Labour-Saving Device Co. has 
also on view. some novelties in the electric suction cleaner 
line. Computing and weighing machines worked by electri- 
city are exhibited by Messrs. Parnall & Sons, Ltd., Birming- 
ham. | | | 

An electrical exhibition at Blackburn, arranged by Mr. P. P. 
Wheelwright, borough electrical engineer. has proved a great 
suécess. ‘There have been visitors from towns far and near, 
and the use of electrical devices is likely to be considerably 
encouraged: | 8 

Messrs. Stephensons, [.td., hardware dealers, of Kirkgate, 
Wakefield. are making a special feature of domestic electrical 
appliances, and are giving demonstrations of electric. labour- 
siving apparatus in the home for: a fortnight. The equipment 
includes electric clothes washers and wringers of clothes, dish- 
washers. vacuum cleaners, sewing machines, irons, &&. | 

An exhibition arranged by Mr. J. Turner, superintendent of 
the Council's electrical department, was held recently at the 
Hoylake and West Kirby Town Hall. The authorities were 
not in any way connected with the sale of the articles, but 
simply co-operated with firms of local electrical contractors, 
with a view to giving the numerous labour-saving exhibits an 
attractive display. Amongst the exhibits were electric cookers, 
fires, lamps, Irons, and many other appliances. 


. Electrical Installations in Sydney.—The Sydney City 
Council recently resolved that, on and from. a date to be fixed, 
all installations which it is intended to connect to the Council's 
mains must be installed by men who are certified by. the 
secretary of the Electrical Trades Union of, Australia, such 
men to be financial members of that organisation, and the 
consumers must produce a certificate to that effect before the 
Council will grant supply. Failure to produce such a certificate 
will render the consumer liable to a fine, and supply of current 
will be withheld until the fine is paid. It was intimated that 
notice to rescind the motion would be given.—Sydney Morning 
Herald. ; 2 | 


Electrical Salesmanship.—The second of the, series of 
lectures on salesmanship being arranged by the E.D.A. will 
take place at the building of the Chartered Institute of 
Patent Agents on December 16th, at 8 p.m. Mr. E. R. Morton 
will lecture on '' Salesmanship in Relation to Electric Power- 
Driven Machinery in the Home." Mr. S. T. Allen will again 
occupy the chair. | x tos 


Attracting the. Consumer.—We have not lately seen an 
Z all-electric " newspaper page, a form of collective adver- 
tising. very popular in the United States, but last week 
we were gratified to see a whole page of the Daily Mail 
devoted to electricity. Among the advertisements of several 
prominent electrical apparatus and lamp makers, appeared a 
short talk on '' Electricity the Perfect Servant," by the chair- 
inan of the Council of the E.D.A. (It was, of course, the 
E.D.A. which arranged the display.) ‘The scheme is bound 
to prove advantageous to the industry as such a paper as the 
Daily Mail has а large circulation and reaches all classes, 
and the grouping of the advertisements gives each item an 
advantage not possessed by a similar advertisement sur- 
rounded by irrelevant matter. ' . s 


_ Auxiliary Machinery for Diesel Engine Ships.—Mzssus. 
W. Н. ALLEN, Sons, & Co., Lro., have secured from Messrs. 
Harland & Wolff a licence for the manufacture of Diesel 
engines under Messrs. Burmeister & Wain's patents. The 
engines will be made to jigs, tools and fixtures under a system 
of detailed inspection to secure accuracy, interchangeability, 
and rapid production, and this work will be carried out in 
special fitting and erecting shops. These, we understand, are 
fully equipped, and also have the latest appliances so that 
the engines may be tested as nearly as possible under actual 
working conditions. The engines will be made in sizes to 
conform with present-day requirements, and Messrs. Allen are 
specialising particularly in the supply of Diesel electric. gene- 
rating sets for auxiliary and emergency purposes on board ship. 
Messrs. Allen hope shortly to be in a position to supply auxili- 
ary air compressors under the same licence, and they, are 
laying themselves out to provide the other auxiliaries which 
go to form the complete п of a ship's Diesel engine 
room. The machinery that they are about to construct will 
comprise Diesel auxiliary engines, Diesel engine-driven genera- 
tors, auxiliary air compressors, motors for. driving compressors, 
motors for sanitary, ballast, bilge and cooling purposes, motors 
required in connection with refrigerating machinery, steering 
gear, hoists, and all descriptions of winches, and centrifugal 
pumps for all purposes. x "MN 


l 
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Wage Reductions.—During October over 2,100,000 work- 
people were affected by reported changes in wage rates. Of 
these 1,700,000 sustained decreases, and 400,000 received in- 
- creases. The net effect was a reduction in weekly full time 

wages of £430.000. The groups, chiefly affected were miners 
blast furnace workers, iron puddlers, and iron and steel mill- 
men, shipvard workers, foundrymen, hosiery workers, textile 
dyers, bleachers, and workers in the heavy chemical and 
soap and candle trades, :. - "o 


It is estimated by the Amalgamated Engineering Union that а 
reduction of about 450, 000, 000 will. be made in the annual 
wages cost as a-result.of the ballot decision of the members of 
the engineering and shipbuilding Unions-to accept the with. 
drawal by instalments of the 123 per cent. and 74 per cent 
Ministry of Munitions bonus. They express the hope “ that 
the emplovers’ anticipation of an early revival in trade will 
be realised, thus finding employment for the large number 
of unemployed workpeople.—Morning Post. 


Electric Trucks. - Me:srs. Roadcraft. Ltd., manufacturer, 
of electric trucks have under consideration plans for an er. 
tensive factory. А consignment of six electric " Trojan” 
trucks has just been dispatched to the Continent. At their 
present factory work is proceeding: on a new type of electric 
barrel lifting truck. | 


British Trade Mark Applications.—-Appended is a sum. 
mary of the recent applications for British trade marks in 
respect of goods ani productions associated with the elec- 
trical trades and industries :— 

O. L. M. (lettering and design). No. 418,687. Class 13. 
Ignition plugs for explosive motors, &c. Officine per Lav. 
orazioni Metallurgiclie e Meccaniche, 4, Via Pestalozzi, Milan, 
Italy. October 20th, 1920. | | 

Paralite. No. 433,747. Class 18. Vulcanite goods. The 
Tough Leather Co.. Ltd., 447, Wincolmlee, Kingston-upon- 
Hull. March 24th, 1921. | | 

Crypto. No. 405,423. Class 6. Induction motors, rotary 
transformers, and motor generators, all being electrical ma- 
chinery. The Crypto Electrical Co., Ltd., Acton Lane, Willes- 
den Junction, N.W. October 7th, 1921. 

Alternupoche. No. 415,751. Class 13. Pocket lamps (ordin- 
ary) Lucien Rosengart, 61, Boulevard Soult, Paris, France. 
May 3186, 1921. 

Osglim. No. 416,399. All goods in Class 13. The General 
Electric Co., Ltd., Magnet House, Kingsway, London, W.C. 
June 94th, 1991. 24 
. Autopet. Ко. 417,585. Class 16. Automatic electric gener- 
ating plants. Petters, Ltd., Nautilus Works, Yeovil, Somer- 


set. May 10th, 1921. 


.Win-Sum. Мо. 418,374. Class 18. Eiectric fire stoves. 
Tidd, Siday & Co., Ltd., 180, Drury Lane, London, W.C. Sep- 
tember 7th, 1921. | | 


A Derby Installation.—Tbe Palais de Danse recently 
opened at Derby has been fitted throughout with electric light 
lanterns and shades of '' Celastoid ”' in. various colour effects 
and shapes. Celastoid is made of cellulose-acetate, by the 
irs Cellulose and Chemical Manufacturing Со., Ltd., of 

ondon. 


Telegraph Material in Russia.—It is reported from Mos- 
cow under the date of November 13th, that telegraph and 
telephone apparatus is beginning to arrive from Sweden. 
Germany and England. | 


Patent Application.—The Radio Communication Co. Lid. 
has applied for the grant of a compulsory licence in respect 
of the following patents: Мо. 6,903 of 1907, For improve- 
ments in electric eignalling," granted to R. A. Fessenden; 
and No. 24,458, of 1913, For improvements in the utilisation 
of oscillating current energy. particularly applicable for wire- 
less telegraphy,” granted to J. W. Lee and another. 


. German Trade with Japan.—Reports show that German 
machinery suppliers are steadily regaining the markets in 
Japan. Immediately after the war, it is said, Japanes 
machinery orders were placed with Germany only for speciai 
goods peculiar to German manufacturers. Subsequent -trial 
orders, however, have proved that the machinery 1$ equ: 
to that produced prior to the war, and is offered at prices 
lower than Brifish and: American goods. Principally orders 
for scientific and chemical machinery used in laboratones, 1$ 
is said, are reaching Germany from Japan. 


Chinese Notes.—A Tientsin merchant has petitioned the 
Ministry of Agriculture and Commerce. for approval .to m 
a company for the construction of tramways between P i n 
and Tientsin. An electric plant will be installed at Hwal " 
and power will be generated from. the Yungting River. й 
is expected that electricity will also be supplied from the 
source to the factories en route. The permission 
Ministry has not yet been given tered 
The Ministry of Agriculture and Commerce has jum ter 
the revised regulations of the Chi Tsi Electric and "2 
works Company of Hankow. ЗА d the 

The Fu Sin Electric Co. of Shen Tseh, Kiangsu, 9) egi 
Changsu Electric Co. of Changsu, Kiangsu, have been Т 
tered by the Ministry of Communications. the Hsin 


Hu Chung-shih and Wu Siao-peng are organising 


: nu 
.Yih Machine Manufacturing Co., with a capital of $190.04 


zn | "AEST 
which will be situated at Men Tou Kou. ‘The compan}, 
manufacture machines and nails. | 


and telegraph works), and Messrs. Marelli 
machinery).—Reuter’s Trade Service (Riga). 


єс ж „ UE Lh f 


-e PEG ы — we 


4 7. 90 974-2 рте ө "2. Doo. чы 


Vol.89. Хо. 2,296, November 25, 1921.) THE ELECTRICAL REVIEW. © Е fF 


The Situation in Chile.—Reports recently received from all. | 
parts of the country tend to confirm the opinion held by 


prominent business men in Santiago that the commercial out- 
look in Chile is brighter than it has been for many months. 

The announcement 18 made that English and Chilean 
interests have completed financial arrangements for the 
construction of а railway between Los Andes, Santiago, and 
Valparaiso. 

The Chilean Electric Tramway and Light Co. and the 
National Electric Power Co. have recently amalgamated with 
a combined capital of £12,000,000 sterling. The bulk of the 
capital is English. 

Representatives of the Italian Government, who announced, 
in September, that direct cable communication between Italy 
and latin-America would soon be established, now state that 
a cable between Italy and Brazil will be laid within two 
vears. It is proposed later to extend the line to the Pacific 
Coast of South America. The cable wili be exclusively Italian. 
—Heuter's Trade Service (Santiago). 


Employment Exchanges.—Dr. MacNamara, Minister of 
Labour, stated in Parliament on November 10th, that he had 
been reviewing the question of émployment exchanges, апа 
bv the end of the year would have closed 185 branch offices. 
How the needs of the population in industrial areas, parti- 
cularly in the administration of the unemployment insurance 
benefit, could be met without the exchange system he could 
not understand.—Daily Mail. 


Patent Restoration.—Messrs. W. Negus, A. Топу, J. 
Guerritte, N. Merz, and A. Reyrolle & Co., Ltd., have made 
application for the restoration of Patent No. 19,851 of 1910, 
For improvements in electrical cut-outs,” granted to A. C. 
Reyrolle and A. Reyrolle & Co., Ltd.. 


The Trade of Algeria.— Reporting on the trade situation 
in Algeria, the Acting British Consul-General at Algiers, 
says: A limited market will be founa for the products of 
certain branches of the iron and steel industry (¢.g., tools, 
wire, mining requisites, anchors and chains), and of the 
machinery and electrical trades, and in leather belting.” 


LIGHTING AND POWER NOTES. 


‚ Accrington.— ELECTRICITY SUPPLY ExTENSIONS.— The Electri- 

city Committee has received a letter from Blackburn Cor- 
poration stating the terms on which it will supply elec- 
tricity or undertake a stand-by service to Accrington. The 
suggestion 1s that all electricity should be metered at Jubilee 
Street (Blackburn), and if a supply to Accrington proves neces- 
sary, to run the plant at Jubilee Street Station. At the 
recent inquiry by Mr. Robert Blackmore, technical adviser, 
and electrical engineer to the Stalvbridge-Mossley Joint 
Station, he stated that by taking power from Blackburn, 
Accrington would lose £10,000 a year. The cost of cable- 
laying and equipment alone will be £9,000 per mile, giving à 
total cost for Whitebirk of from £40,000 to £45,000. Further 
steps are being taken to obtain the Electricity Commissioners’ 
sanction to borrow £150,000 for extensions. 


Australia.— ELECTRICAL DEVELOPMENTS.—The New South 
‚ Wales Cabinet has agreed to issue the prospectus of a loan of 
480,000 in order that the electricity undertaking on the 
Clarence River, known as the Хуш оа hydro-electric scheme, 
may be carried out. The station will supply all the extreme 
north coast towns in the State with electric power. 

Various municipal bodies in. Northern Tasmania are asking 
for an official report on the possibilty of generating elec- 
tricity from the North Esk River. The estimated cost of 
connecting the coast with the Government scheme is £250,000 ; 
the annual charge would be £6.10 per h.p. 1t has been pro- 
posed that power could be obtained from the vicinity of Cradle 
Mountain. Devonport has agreed to take 2,000 h.p., Ulver- 
stone, it 1s suggested, should be able to absorb 500 h.p., and 
Wvnard 300 h.p. 

The Picton, (N.S.W.) Council 15 borrowing £7.000 in order 
to install an electrical service, and the Murray River town of 
Echuca is borrowing £16,000 for a similar purpose.—Reuter’s 
. Trade Service (Melbourne). 


Axminster.— ELECTRICITY SUPPLY.—Steps are being taken to 
form a local company for the supply of electricity to the town. 


Barmouth.— ELECTRICITY SvrbPLY.— With a view to finding 
work for the unemployed, the Urban Council is urging 
the continuance of the electricitv supply scheme at Aber 
Artroo, upon which £22,000 has already been spent. 
The scheme, which is being promoted by Mrs. Prys Owen, 
of Llanbedr, who is defraving all expenses, has been held up 
ee months owing to the delay in obtaining a Special 

rder. 


Beckenham.—J.01x.—The Electricity Committee has decided 
to apply to the Electricity Commissioners for sanction to 
the borrowing of £5,349 to cover the balance of the expense 
incurred by the installation of a new turbine. 


r 4 


peat bogs in the vicinity of various towns. 


- 


Continental.—CzEcHo-SLovaki4.—The Government has de- 


. cided to introduce a tax on utilised water-power. Only plants 


of 2 h.p. or under will be exempt, and the tax will be levied 


according to the size of plant and hours of working. 


DenMARK.—Mr. S. A. Faber, at a meeting of the Danish 
Association of Engineers, put forward a new scheme for 
the electrification of Denmark. The project 19 based upon 
the co-operation between all the big supply works in the 
matter of high pressure in connection with the supply of 
electricity from Norway via North Jutland. According to 
the scheme the pressure in the main conductors would be 
50,000 volts, and the mains would proceed from Aalborg and 
be led over Randers, Aarhus, Horsens, Vejle and Fredericia to 
Strib and thence over the islands. Mr. Faber originally con- 
ceived the idea of the formation of a community of interests 
which would have absorbed the existing works in one way 
or another—under control of the State—but continued in- 
vestigations showed that it would scarcely be possible to 
bring about such co-operation, and under the circumstances 
the question is now being considered whether the most appro- 
priate method would not be for the State to take over and 
carry on such an important network of mains. 


Latvia.—as all coal supplies have to be imported from 
abroad and at the present low exchange rate of the rouble are 
very costly, Latvians have turned to local sources of power— 
water and peat. The chief source of water power would be 
the river Daugava, but the cost of development 1s beyond 
the means of local enterprise and will have to await the aid of 
foreign capital. In the meantime, several limited liability 
and co-operative societies have been formed with & view to 
utilising the water power of the smaller rivers. The genera- 
ting plants are estimated to produce from 500 to 10,000 h.p. 
Already four such companies have been formed on the rivers 
Jugla, Brasla, Amata, Gauja, all in Livonia. Courland, being 
mostly flat country, has no rapid rivers, but there are extensive 
Several communi- 
ties are planning the erection of peat-fired generating plants 
to be utilised for driving mills, and small factories and agri- 
cultural machinery, and for hghting.—Ateuter's Trade Ner- 
vice (Riga). 

RusslA.— According to reports from Petrograd. Allmaenna 
Svenska Elektriska Aktiebolaget has been granted a con- 
cession to build electricitv works at Yaroslav on the Upper 
Volga.—Reuter's Trade Service (Stockholm). 


Darlington.—ReEDUcED CHaARGEs.— The Electricity Commit- 
tee has decided to reduce the charges for electric lighting 
from 44d. to 4d., and for power by 10 per cent. 


Dundee.—CnurF4P House Wirinc.—The offer of a two-part 
tariff to electricity consumers ав an alternative to the flat rate, 
a fixed charge based on floor area plus $d. per unit, has not 
met with a very large response. As far as prospective con- 
sumers are concerned, this 1s thought to be due to the high 
cost of installation. The Corporation Electricity Department 
has therefore fitted up a seven roomed house in Broughty- 
Ferry, including the usual scullery, kitchen. and bathroom, 
in order to demonstrate the utility of electricitv. Major H. 
Richardson, the engineer, explaining the method of wiring 
adopted, a simple surface one, points out that expensive ceiling 
fittings or electrohers are unnecessary, and that a complete 
installation for lighting, heating, and cooking, can be carried 
out quickly in houses at present using other methods with- 
out a great deal of preliminary work, and much more cheaply 
than any other system. It is also claimed that the present 
elaborate system of switching and fittings is done away with. 
Mr. Richardson also states that the new svstem obviates a great 
deal of damage which was caused through lights hanging from 
the roof, and the new wiring, while practically indiscernible, 
has a large current-carrving capacity, and fully provideg for 
all the uses that electricity can be put to in the home. 


Friern Barnet.—E.ectricity Suppiy.—The surveyor to the 
District Council is preparing a report regarding the possible 
supply of electricity to the district by the North Metropolitan 
Supply Co., or the Hornsey Electricity Committee. | 


Gelligaer.— ELECTRICITY Surety SCHEME.—À letter from 
the general manager of the Powell Duffryn Colliery Co., 
stating that, owing to the unreasonable attitude of the Council 
on other matters, he could not recommend his directors to 


. consider the question of supplying electricity to Fochriw was 


read at a meeting of the Gelligaer Council on November 15th. 
It was stated that the communication would involve the 
Council in the expenditure of thousands of pounds. A depu- 
tation is to wait upon the company. 


Llanfairfechan.—ScHEME RrjkecrEp.—The Council has de- 
cided not to proceed with the electric light scheme which 
it was estimated would cost £10,000. j 

Lower Walton.—Nrw SUB-STATION.—At a meeting dî the 
Lower Walton Council, it was reported that the powers pro- 
visionally vested in tbe Mersey Power Co. had been trans- 
ferred to the Warrington Corporation, and the plan of the 
sub-station to be erected in West Avenue by the latter author- 
ity was recommended for approval. 
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Lossiemouth.—INcREASED CHanaGES.—The Town Council has 
decided increase the charges for electric heating from 
2d. to 3d. рег unit, and for power from 3d, to 4d. per unit. 


Maidstone.—ELrcThuictrY SuppL, y To HosriTAL.— The. County 
Council has decided to expend £1,300 on a scheme for the 
supply of electricity to Barming Heath Mental Hospital, by 
which it is estimated that there will be an annual saving of 
_£1,500 on fuel and gas. 


Middlesbrough.—Breakbown.—A failure of the electricity 
supply et Middlesbrough on November 14, held up the 
working of the Transporter Bridge which spans the Tees. 
Large numbers of workmen were stranded on each side of the 
bridge. In order to be able to keep the transporter car run- 
ning in any future event of this nature, the Corporation is 
having separate generating machinery installed. 


New Zealand.—SovrH ISLAND.— The New Zealand Times 
reports that Mr. H. B. Hall, architect, of Timaru, has made 
an examination of Lake Tekapo as a source of electricity 
supply. He finds that a fall of 80 ft. can be obtained, which 
with a minimuin lake discharge of 4,000 cusecs would give 
30,000 h.p. at the turbines. He proposes overhead transmission 
at 55,000 V, via Mackenzie Pass (fifteen miles), and then forty 
miles to Timaru. He estimates the cost of a tunnel, power 
house, and transmission: line at £400,000 and distribution to 
every house in the district at £240,000, a total of £40 per h.p.— 
Reuter's Trade Service (Melbourne). 


Shipley.— New PrANT.—On November 19th, the chairman of 
the Council started up a. new 1,000-kW rotary converter. 
This machine was made by the English Electric Co., and is 
a good example of up-to-date practice. The chairman spoke 
of the steady progress of the electricity department, which 
now has over 1,500 customers, and prophesied that after the 
depression in trade had passed away the consumption of elec- 
tricity would increase rapidly and consistently. 


Skipton.—ErrcriüicirY Suri. -The District Council re- 
ceived and approved, last week, а report on negotiations with 
Keighley Corporation with a view to the supply of electricitv 
to the town from Keighley. The provisional plans provide for 
an estimated capital cost of £15,000. 


Worcester.—PnoPosED PURCHASE OF PLANT.—Subject to the 
receipt of the Electricity Commissioners’ sanction, the City 
Council has decided to purchase some generating plant at 
Southampton from the Disposal Board. ‘The estimated cost 
of purchase and installation is £55,850. 


TRAMWAY AND RAILWAY NOTES. 


Barrow.in-Furness.—Yran's Workinc.—The annual report 
of the tramway department for the year ended March 3lst 
last shows a total revenue of £47,667. Working expenses 
amounted to £48,338. After deduction of capital charges, 
&c., there was a net deficit of £13,615. N 

NEW CARS. — Iwo of the twelve new tramcars ordered by the 
Corporation have been delivered, and delivery of the remainder 
18 expected within six weeks, The cars will cost £2,227 each. 
The bodies and trucks are being built by the Brush Electrical 
Engineering Co., of Loughborough, and the electrical equip- 
ment installed by the English Electrie Co., of Preston. The 
cars are single-deckers, seating 32 passengers. А saving of 
£6,000 to £7,000 per year is anticipated when the twelve сагв 
are in service. 


Canada.— Montreau.—According to the Electric Railway 
and Tramway Journal, the plan and route for an underground 
railway have been outlined by Mr. F. S. Williamson, a promi- 
nent engineer. It is estimated that a subway system would 
cost about 25,000,000 dols., and that in the course of a vear 
the Montreal tramways, which would operate the scheme, 
could handle 300,000,000 passengers. 


Carnarvon.— Liar Ratway.—The Town Council has de- 
cided, subject to the consent of the Ministry of Transport, 
to commence the scheme for the extension of the North 
Wales Narrow Gauge Railway from Dinas to Portmadce, and 
also to Carnarvon. £200,000 has already been spent on this 
line, and it is estimated that an additional £120,000 is required 
to complete it. The scheme will provide work for 830 men. 


Glasgow.—New Rovute.—The general manager of the tram- 
way department has been asked to Prepare a report regarding 


the possibility of laying a track between Clydebank and 
Duntocker. | 


L.B. & S.C. Railway.—Prosectep ELECTRIFICATION.—The 
last issue of Modern Transport gave particulars of the electrifi- 
cation schemes projected by the London, Brighton & South 
Coast Railway Co. It is proposed to proceed at the earliest 
favourable opportunity with the electrification of the lines 
from London to Brighton, Worthing, Seaford, and East 
bourne. The system used will be high-pressure, single-phase 


current with overhead collection. In addition to the speeding- 
up and augmentation of services, the change will bring sub- 
stantial financial gains, as the company’s experience in the 
past has proved. 


London.—l ower Fanks.—The London United Tramwavs 
anncunce that owing to the success of the cheap return fareg 
on their Tooting and Hampton Court route, the facility was 
extended on Noveinber 16th to the Richmond Bridge and 
Kingston route. m 


New Zealand.—WELUINGTON.—The annual report of the 
general manager of the tramways undertaking (Mr. W. H. 
Morton), shows a total revenue of £347,695. Working ex- 
penses amounted to £259,320, leaving a gross profit of £58,375, 
After deduction of capital charges there was a net profit of 
£3,232. : 

Preston.—Curistmas Houipay.—The Tramways Committee 
has resolved not to run cars on Christmas Day. 


Reading.—ExTrNsioN or Time.—The Minister of Transport 
has extended the time of the Reading Corporation Act, 1914, 
for the completion of tramways, until July, 1923. 


— 


TELEGRAPH AND TELEPHONE NOTES. 


Austrian Succession States.—TELEGRAPH AND TELEPHONE 
AGREEMENT.—AÀt its plenary sitting on November 1īth, the 
Porto Rosa Conference definitely approved the text of the agree- 
ments between the Austrian Succession States in the matter 
of postal, telegraph, and telephone services, and the agree- 
ments will be signed in the course of a few days. ‘The tele- 
graph and telephone agreement provides for tbe re-establish- 
ment of several telegraph and telephone lines between the 
Succession States. A number of clauses deal with the pay- 
ment of telegraph dues between the various administrations.— 
Ieuter's Trade Service (Porto Rosa). 


Costa Rica. NEW CABLE.—4A contract entered into between 
the Government of Costa Rica and the All America Cables 
Incorporated Co. for the establishment, within a period of 
15 months, of a direct cable service between Costa Rica 
and foreign countries, was finally approved on October 9th. The 
direct cable service, it is understood, wili connect Port Limon 
with the company's cables serving the Isthmus of Panama. 
A translation of the contract from the Costa Rica Official 
Gazette can be seen ut the Department of Overseas Trade, says 
the Financial News.. 


Germany.—TkLEGRAPH CHARGES.—Owing to the deprecia- 
{ton in the mark, the rates for telegrams to foreign countries 
from Germany were to be increased by 170 per cent. as from 
November 2Uth.—Reuter’s Trade Service (Berlin). 


Imperial Wireless.—The Postmaster-General announces 
that the statement which appeared in a daily paper to the 
effect that the scheme for the Imperial Wireless Chain had 
collapsed is devoid of foundation. ‘This scheme was approved 
by the Government, and was endorsed by a Committee of the 
Imperial Conference over which Mr. Churchill presided, and 
by the Conference itself. - 

The scheme was accepted by the Prime Minister of the 
Commonwealth subject to giving full freedom of action to 
Australia to decide the method in which she would co-operate. 
No change in the policy of the Government has since taken 
place. The first two stations in the Imperial Chain—those at 
Leafield and Cairo—will be working by the end of this year. 
and the report of a Commission of experts which has heen 
engaged in designing the remaining stations 1s expected within 
а few weeks. On its receipt the construction of the stations 
will be proceeded with as quickly as possible. 


Italy.— TELEPHONE AND TELEcGRAPR. ExTENSIONS.—The oS 
Parliament has sanctioned an outlay of 150,000,000 lire ог 
urgent works and purchases needed for the n 
tion of the urban and inter-urban telephone p 
and the telegraph network. This sum is to be E 
bursed as follows: 25,000,000 lire in the financial INS 
1921-22; 50,000,000 lire in 1922-93; 50,000,000 lire m 1 88 
24; and 25.000.000 lire in 1924-95. The choice of X 
to undertake the several works and furnish the SUB | : 
be made by the Government with the cooperat x am 
Minister of Posts and Telegraphs, the Public Works n 
ment, and the Council of State. The granting of a De А 
to a national company for the installation and wor mé M 
submarine cable for direct communication with Spain. i ont 
Argentina and Greece is likewise authorised. A OO ш 
subsidy for ten years will be contingent upon the ҮТ : help 
of a minimum of words exchanged by each cable. Ot 5 ihe 
afforded is in the shape of relief from certain taxes 


* * " om: 
extent of 6 per cent. of the paid-up capital of the several с 


panies. . the outlay 
А decree dated August 20th sanctions h and tele 
of 16,000,000 lire for the installation of telegrap duds pos 
phone lines along the course of the sections of Tal Turin. 
being electrified, namely. Turin-Susa, Turin Chen ts wi 
Ronco, and the approaches to Voghera. Тһе disbursem 
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be made in two equal amounts in the financial years 1921-2 and 
1922-3 through the medium of the Deposits and Loans Fund, 
which is duly authorised to make the advances. 


The Telegraph Service.-—Rate Repuction.—The Postmaster- 
General announces that the telegraph rate of 54d. a wora has 
been reduced to 44d. for Esthonia, 4d. for Latvia, and 34d. 
for Lithuania. The rate to Russia is 53d. a word, both by 
the Government-owned Anglo-Russian cable and by the Great 
Northern telegraph routes via Finland and via Latvia. Tele- 
grams for Russia by any route are still only accepted at the 


sender's risk. 


The Telephone Service.—Speaking at Bedford on Novem- 
ber 10th, the Postmaster-General said the extensive pro- 
gramme for laying telegraph and telephone cables underground 
was employing a considerable amount of skilled and unskilled 
labour in different parts of the country. It was not relief 
work, as it was generally understood, but it had the great ad- 
vantage of being revenue earning and of reducing the expendi- 
ture of the Post Office on maintenance and repairs. 

The Post Office was also putting in hand a large number of 
new telephone exchanges and extensions to existing exchanges. 
During the next six months 23 new exchanges would be com- 
pleted and 47 existing exchanges extended. During the year 
ended October 315, 26 new exchanges had been completed and 
extensions had been made to 15 exchanges. The total number 
of stations in use at the end of September was 964,479, or an 
increase of 3.447 over the total at the end of August. New 
orders were coming in at a satisfactory rate, and the number 
of people giving up the telephone was slightly below the nor- 
mal. They were fast overtaking arrears of work, and the 
telephone traffic showed a slight tendency to improve, 
especially in London, where the average calling rate had 
shown a steady increase each week since the end of August 
up to and including the last week in October. 

These facts, he thought, were evidence of a revival in trade. 
Telephone traffic was peculiarly susceptible to trade conditions, 
and the fact that telephone traffic showed an increase was an 
encouraging sign.—The Times. 

SHEFFIELD'S NEW EXCHANGE.—A start was made on Novem- 
ber 2186 on Sheffield's new telephone exchange, which is to 
be erected in Bow Street, in the centre of the city. It is 
estimated that ic will take four years to build the exchange. 
Coinciding with the installation of the new exchange the 
postal authorities are laying underground telephone wires.— 
Daily Telegraph, 


Wireless Telegraphy.—Statioxs Coskp.— The wireless 
stations on the aerodromes at Castle Bromwich (Birmingham) 
and Didsbury (Manchester), the Air Ministry says, will from 
November 16th until further notice be temporarilv closed for 
trafic, and the meteorological reports hitherto transmitted to 
the Air Ministry by them will be discontinued. 

Vinca Station.—The radio service at Vinga station will 
begin on November 22nd to give bearings to ships on demand 
for the purpose of facilitating entrance into Gothenburg har- 
hour and passing Skagen Point. The range of the radio station 
is over 100 nautical miles.—Reuter's Trade Service (Stcck- 
holm). 

Wireless Telephony.—The wireless telephone on the Bar 
Lightship. which was licensed by the Post Office early this 
vear for communication with the Mersey Docks and Harbour 
Board at Liverpool, is now equipped with the new Marconi 
ringing-up device, which dispenses with the necessity for a 
continuous watch. The utility of this addition was clearly 
demonstrated last week. when a tug equipped with wireless 
despatened an urgent telegraphic message which the Bar 
Lightship received and comunicated to the Harbour Board. 
The telephonic mesage reached Liverpool some time before 
that received through telegraphic channels. 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 
Official Notice " appeared.) 


OPEN. 


Australia.— MELBOURNE.—January 4th. Victorian Govern- 
ment Railways. One set pyrometer equipment. (cont. 34,705). 
electrical equipment for cargo shifter (cont. 34,723), electric 
rivet heater and accessories (cont. 34,735).* 

Five electric road trucks.—Reuter's Trade Service (Mel- 

ourne). 

January 25th. Ten coasting recorders or, alternatively, 10 
Coasting and service recorders for the trains (cont. 34,736). 

January 4th and llth. Postmaster-General's Department. 
Telegraph instruments and telephone apparatus and material 
(schedule 1,718 and 604). (November 18th.) 

February 22nd. N.S.W. Government Railways and Tram- 
Ways Department. One 5,000-k W, 50-cvcle turbo-alternator, 
with condenser and accessories, for the Newcastle power 

ouse. 

BRisBANE.—February 10th. City Electric Light Co., Ltd. 
Bix miles of 3-core, 0.15 sq. in., paper-insulated cable.* 


Bulgaria.—January 10th. Direction of Posts and Tele- 
phones. Sixty 50-line telephone exchanges, fifteen 100-line 
ditto. (November Lith.) | 

Chorley.—November 30th. Board of Guardians. Storage 
battery (128 cells—capacity 300 Ah) and booster for the ln- 
stitution, Eaves Lane. (November 18th.) 

Dublin.—December 12th. Dublin United Tramways Co. 
(1596), Ltd. General stores, including electric supplies for віх 
months. (See this issue.) | 

Egypt.—ALEXANDRIA.—December Ast. Port and Light- 
house Administration. Stores, including electric lamps, for 
siX months.* | 

Farnworth.—December 7th. Urban District Council 
Electricity Department. L.p. cables, distribution pillars, 
transformer, h.p. and l.p. switches. (See this issue.) 

France.—December 6th. Sarre Postal Authorities. 43 
tons of copper cable, 3, 4 and 5 mm. dia., and 16 tons of bronze 
cable, 1, 2 and 5 mm. dia. Particulars from La Direction 
Superieure des Postes, Sarrebru cx. | 

Glasgow.—November 28th. Health Department. Works 
(including electric lighting) in connection with the erection of 
doctors’ and workmen’s houses at Robroyston Hospital. Office 
of Public Works, 64, Cochrane Street, Glasgow. | 

November 30th. Gas Department. Two electric loco- 
motives to haul 30 tons. (November lth.) 

Italy.—December 15th. Italian State Railway Autho- 
rities, Rome (14, Via Le Policlinico). Electrification of the 
Bologna-Milan line. 

Liverpool.—December 28th. West Derby Board of Guar- 
dians. Engineering work, including electric power installa- 
tion, electric lift, telephone installation, boilers, stokers, &c. 
(Noveniber 18th.) | 

London.—FULHAM.— November 
Department. 
paper-insulated lead-covered cable. (November 18th.) 

Manchester. — December 2nd. Elcctricity Committee. 
Hand-operated overhead travelling cranes. Barton power sta- 
tion, Oldham Road, and Stuart Street sub-stations. (Novem- 
ber 18th.) JE ND 


29th. Electricity Supply 


December 9th. Heating plant and hot-water service appa- — 


ratus for offices, and self-sustaining electric hoist, Barton 
power station. (November 18th.) 

New Zealand.—WELLINGTON.—January 3lst. Public Works 
Tender Board. Two sets 3-phase, 6,600-V automatic oil circuit 
breakers, four sets disconnector switches, and one 66,000-V 
air-break, lever-operated switch for main transformer switches, 
for Lake Coleridge power house.* 

Tender Board. Waikato 


March 6th. Public Works 
power scheme. Two 2,500-kVA alternators, two 3, 100-h. p. 


water turbines, two exciter sets.* 

Shipley.—November 28th. Education Department. Elec- 
tric light and power installation at the Technical School. 
Director of Education, Education Office, Saltaire Road. 


Spain.—November 30th. The Diario Oficial del Ministerio 
de la Guerra publishes the basis of a competition for the 
supply of wireless material for the Ist Regiment of Tele- 
graphists and Wireless Battalion, and for the choice of models 
of regulation stations. The date of opening the tenders 1s 
November 30th. 

Warrington.—November 28th. r r 
Committee. Sub-station ironclad switchgear, high and 
medium pressure lead-covered cables. (November 18th.) 

Wexford.—December 8th. Corporation. Overhead l.p. 
distribution mains, street lanterns, &c. (November 11th.) 


* А copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S. W. I. 


Electricity and Tramways 


CLOSED. 


Australia. — MELBOURNE. — Victorian Electricity Commis- 

sioners. (Accepted) :— 

Complete steam-raising plant at the Morwell power-house (£282,000).—]. 
hemp on Wolverhampton; £137,000 to be expended locally. 

Supply of steelwork for ditto (£115,000).— Redpath, Brown & Co.—Reuter's 
Trade Service (Melbourne). і 


Birmingham.—The Scholey Construction Co., Ltd., has 
received a contract from the Corporation Tramways Depart- 
ment to carry out the Lincoln process of welding the fishplates 


to the rails at the joints. 


Government Contracts.—The following Government con- 
tracts were placed during October, 1921 :— 


ADMIRALTY CONTRACT AND PURCHASE DEPARTMENT. 


Battery boxes.— Lawson & Co. 

Cells.—General Electric Co., Ltd.; Siemens Bros. & Co., Ltd. 
Electric light installation.—G. E. Taylor & Co., Ltd. 
Electric forging cranes.—Sir W. Arrol & Co., Ltd. 

Electric lifts.—Wadsworth & Son. 

Electrodes.—Quasi-Are Co., Ltd. 

Sheet mica.—R. & S. Baxter & Co., Ltd. 

Valves for wireless telegraphy.—General Electric Co., Ltd. 


War ОЕРІСЕ, 


Electric carbons.—General Electric Co., Ltd. 
Electric lamps.—English Electric & Siemens Supplies, T.t4. " 
Valves for wireless telegraphy.—A. C. Cossor, Ltd.; General Electric Co, 


11,000 yards .2 sq. in. b.p. (3,000 V) concentric: 


D. - . | 


\ 


„( Tc —————————⁰ ЁК - 


AIR MINISTRY. 
Boosters.— Scott & Co. 

Electric storage battery. —Pritchett & Gold & E. P. S., Ltd. 
Fire pumps. Rees Roturbo Manufacturing Co., Ltd 
Ignition generators. Delco Remy, Ltd. 

Erection of wireless masts.—Coubro & Scrutton. Ltd. 


Post ОҒЕІСЕ. 

Electric lighting.—N.-W. District P.O. extension: G. E. Taylor & Co. 

Laving conduite.—Keswick: J. Е. Hodge & Co. Liverpool (North): J. 
F. Hodge & Co. Camberwell, Southwark, &¢.: А. thomson & Co. 
‘Shirland Mews, W.: A. [Thomson & Co. Westminster, Chelsea and 
Holborn: A. 1homson & Co. Fulham. &c. A. Thomson & Со. Ham- 
mersmith : A. Thomson & Co. Waleall-Wihenhall- Wolverhampton: A. 
К. Cleghorn. Birmingham-Coventry-Leamington (Section I): А. R. 
Gleghora. Merthyr: Тарип & Holland, Liud. — Birmingham-Bilston : 
Taplin & Holland, Ltd. Stechtord: гарип & Holland, Lid. Walsall- 
Wednesbury-Darlasto1: Taplin & Holland, Ltd. Wednesbury-Darlas- 
ton: Taplin & Holland, Ltd. Birmingham area: Taplin & Holland, 
Ltd. Carmarthen and Penarth: Taplin & Holland, Ltd. London- 
Dorking (Section IV): Roads & Public Works, Lid. Peckham Park 
Road: Roads & Public Werks, Ltd. Willaston: G. P. Trentham, Ltd. 
Newcastle-Durham (Sections 1 and II): G. P. Trentham, Lid. High 
Wycombe: G. P. Trentham, Ltd. Leicester: G. P. Trentham, Ltd. 
Dunfermline: G. P. Trentham, Ltd. Haglev: Martin & Element, 
Ltd. Birmingham-Halesowen Junction: Martin. & Element, Ltd. 
Stamford Hill (Manor Road): Н. Farrow. Wealdstone: J. Mowlem 
and Co., Ltd. Fleet: J. Mowlem & Co., Ltd. Beckenham (King- 
shall Road): J. Mowlem & Co., Ltd. Willesden, Wembley, &c.: 
О. C. Summers. Hornsey, Islington, &c.: О. C. Summers. Whit- 
stable and  Westgate-on-5ea с: O. C. Summers. Kettering: О. C. 
Summers, Oldham-Huddersfield (Section 1): E. E. Jeavons & Co., 
Ltd. Newcastle-Durham-West. Hartlepool. (Sections IV and V): W. 
Dobson. Ellesmere Port: E. Jowett. Diriningham-Coventry-Leaming- 
ton (Sections II and III): J. А. Ewart, Lid. Shooters Hill, S.E.: 
J. А. Ewart, Ltd. Preston-Blackburp-Burnley (Section Hl): J. A. 
Ewart, Ltd. Newington Causeway: J. A. Ewart, Lid. Hatfield: J. 
A. Ewart, Ltd. London-Romíford-Hornchurch-Brentwood : J. A. 
Ewart, Ltd. Chapeltown (Leeds): Whittaker, Ellis, Ltd. Roundhay : 
Whittaker, Ellis, Ltd. Irvine: Brookfield. Construction Co. Gates- 
head: W. Irvin & Co., Ltd. Chichester and Horley : Hardy & Co. 

L.p. switchgear and connections.—Liverpool H. I'. O. Sub-stution : Johnson 
and Phillips, Ltd. 

Manufacture, supply, drawiny-in, and jointing cable. - Birmingham-Wor-— 
cester : British Insulated & Helsby Cables, Ltd. Glasgow-Hdinburygh : 
Johnson & Phillips, Ltd. 

Motor generators.—Liverpool H.P.O. Sub-station : British Thomson-Houston 
Co., Ltd. 

Telephone exchange equipment.—Hull: Peel-Conner Telephone Works, 
Ltd. Birmingham (Victoria): Western. Electric Co., Ltd. Bourne- 
mouth: Western Electric Co., Ltd. St. Albans: Western Elec- 
tric Co., Ltd. Subcontractors: Chloride Electric Storage Co., Lid., 
for batteries. Romford: The British L.M. Ericsson Manufacturing 
Co., Ltd. S 

Transformers.—Liverpool H. P. O. Sub-station : Metropolitan-Vickers | Elec- 
trical Co., Ltd. 

Post OFFICE STORES DEPARTMENT. 

Testing, protective apparatus, &c.—E. Turner. : 

Telephone apparatus.—Phcenix Telephone & Electric Works, Ltd.: Sterling 
lelephone & Electric Co., Ltd. 

Telegraph and telephone cable.—Enfield Ediswan Cable Works, Ltd.; 
Hackbridpe Cable Co., Ltd.; Pirelli-General Cable Works, Ltd.; 
Union Cable Co., Ltd. | 

Switchboard plugs.—E. Turner. 


CROWN AGENTS FOR THE COLONIES. 
Cable, &c.—W. T. Henlev's Telegraph Works, Co., Ltd. 
Copper wire, —F. Smith & Co. 
Insulators.—Tavlor, Tunnicliffe & Co., Ltd. 
Switchboards.—Gent & Co., Ltd. 
Switchboards, &c.—Western Electric Co., Ltd. 
Telegraph material.—Siemens Bros. & Co., Ltd. 
Telegraph instruments.—Tyer & Co. | 
Telephone materials.—British L.M. Ericsson Manufacturing Co., Ltd. 
Train lighting equipment.—J. Stone & Co., Ltd. 
Tramway materials.—R. Hudson, Ltd. 


Нїсн COMMISSIONER FOR INDIA. 
Motor alternator.—I ancashire Dynamo & Motor Co., Ltd, 
Baudot apparatus.—Elliott Bros. (London), Ltd. 
Cable.—General Electric Co., Ltd. 
Milking booster sets.—Crompton & Co., Ltd. 
Motors.—l.ancashire Dynamo & Motor Co., Lid. 
X-ray tubes.— British Thomson-Houston Co., Ltu.; Newton & Wright, Ltd. 


Н.М. ОғғісЕ oF Works 
Engineering services. Acton: Electric wiring.—Alpha Manufacturing Co. 


London.—L.C.C. Highways Committee. (Accepted) :— 

Central car repair depót; completion of superstructure (£91,574).—P. & W. 
Anderson, Ltd. 

STEPNEY.—Electricity Supply Committee. 

70 tons moulded pitch (£211).— J. Smart & Son. (Accepted.) 

Eight street feeder pillars (£199).—W. Lucy & Co., Lid. (Recommended.) 

Feed-water heater for the new air ejector on No. 6 turbine (£109).— 
Worthington-Simpson, Ltd. (Accepted.) 


FORTHCOMING EVENTS. 


Electrical Power Engineers' Association (Southern Division), — Frida v. 
November 25th. At 7 p.m. At the Central Hall, Westminster, S.W. 
Lecture on Some Notes on Boiler House Plant,” by Mr. A. W. Bennis. 

Physical Society of London.—Friday, November 25th. At the Imperial 
College of Science, South Kensington. S.W. Fiom 5-7 p-m. Discussion 
on " Hygrometry,“ to be opened by Sir N. Shaw, F.R.S. 

Junior institution of Engineers.—Friday, November 25th. At Caxton Hall, 


SW. At B p.m. Lecturette, “ Electro-magnetic Instruments Problems 
in Design and Construction," by Mr. G. F. Shotter. 


Friday, December 2nd. Lecturette, “ Notes on Maintenance of Elec- 
trical Accumulators,”? by Mr. B. L. Ladkin. 
institution of Production Engineers. — Friday, November 25th. At fhe In- 
stitution of Mechanical Engineers, Storey's Gate, S. W. At 7.30 p.m. 
Paper on“ Drawings and Production," by Mr. A. F. Guvler. 
Eivor poni Engineering Society.—Wainesday, November 30th. At the Roval 
nstitution, Colquitt Street. At 8 p.m. Paper on '* Modern Conceptions 
of Corrosion," by Mr. W. Ramsay. í “ e 
Chemical Society.—Thursday, December Ist. At Burlington House, Picca- 
dilly, W. At 8 p.m. Ordinary scientific meeting. я dcn 
Manchester. Wireless Society.—Thursday, December Ist. At the Albion 
Hotel, Piccadilly. At 8 p.m. Paper оп High Frequency Amplification," 
by Mr. B. I.. Stephenson. " 
Salford Technical and Engineering Association, — Saturday, December 3rd. 
At the Royal Technical College. At 7 pam. Anrual meeting. 
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institution of Eleotrioal Engineere.—Thursday, December lst. Ai the | 
stitution, Victoria Embankment, W.C. At 6 p.n. Paper on “ Th Gc 
Arc Process of Automatic Electric Welding," by Mr. L. J. Steele and Wr 
H. Martin. Informal Dinner at the Engineers" Club. "P 
Friday, December 2nd. At 5 p.m. Special general meeting. 
(North Midland Oentre).—Tuesday, November 99th. At the Hotel 
Metropole, Leeds. At 7 p.m. Ordinary meeting. Ss 
(North-Eastern Oentre).—Monday, November 98th. At the Armstron 
College, Newcastle. At 7.15 p.m. Paper on Single and Soa (on 
mutator Motors with Shunt und Series Characteristics," by Dr s. » 
Smith. os 
: Mord Western V November 29th. At the Engineers’ 
"lub, Manchester. At 7 p.m. Paper on “ Induction Type Synchro, 
Motors," by Mr. L. Н. A. Carr. езшен. 
(London Students’ Seotion).—Friday, December 2nd. At the leite. 
tion, Victoria Embankment. At 7 p.m. Paper on Automatic and sem. 
automatic Riilway Signalling,” by Mr. Н. S. Petch. | 
Oheimeford Engineering Soociety.—Thurslay, December Ist. At the Eas 
Anglian Institute of Agriculture. At 7 p.m Paper on " Small Public 
Electric Supply Undertakings," by Mr. J. N. Houblon. 


institute of Marine Engineers.— Friday, December 2nd. At the Hotel Cecil 
At 7 p.m. Annual dinner 


: . 


NOTES. 


Ships’ Electrical Auxiliaries.—Sir Owen Philipps, M.P., 
chairman of Elder, Dempster & Co., Ltd., on November Mth, 
received on board the vessel at Liverpool guests invited to 


' inspect the Aba, a new Belfast-built ship intended for the 


company's service between British, Continental, and African 
ports. The vessel is a motor-ship. Her twin propellers are 
driven by Diesel oil engines. All the engine-room auxiliaries 
are driven by independent electric motors, with the exception 
of a small emergency steam-driven air ‘compressor. Deck 
machinery and the steering-gear also аге electrically driven. 
The Aba is 450 feet long and of a gross register of about 
8,000 tons.— Westminster Gazette. 


German Professor of Kinematography.—A chair has been 
established in the Berlin ‘technica: High School for kinema- 
tograph technology, and Prof. Karl Forch is to be the ors 
protessor; he will lecture twice weekly. 


Cheap Supply and Good Lighting.—Speaking recently at 
the Dublin kotary Club, Mr. Ernest C. Handcock, МІСЕ. 
said that electricity was not so expensive as was commonly 
believed, and demonstrated that, at the Dublin rate, a à lb. 
joint of beef could be cooked in an electric oven for Ad, 
while a 6 lb. joint lost but one ounce in electric cooking, 
against 25 to 30 per cent. by other methods. In Dublin he 
claimed that they had some of the best lighting of shops by 
electricity in the whole of the United Kingdom. The ught- 
ing in some spots, as in Grafton Street, was superior to that 
of London. He regretted that many unqualified шеп under- 
took electrical contracts, but rejoiced that now, as the result 
of the charter granted to the Institution, only chartered ele 
trical engineers would be recognised as qualified and cou 


` petent. | 


Finsbury Technical College Old Students' Associati 
Dinner.—On November 12th over 80 members of the 0 
Students’ Association sat down to the tenth annual dinne. 
which was held at the Engineers' Club, under the Me 
of Dr. 3. T. Morgan, Protessor of Chemistry at 1 pa 
University. He was supported by a number of Past » 
dents. including Messrs. Tennant and Raworth, Dr. dus 
and Capt. Wallis-Jones; and amongst the guests be RS 
fessors Donnan, Eccles, Hale, Philpot, and Mr. 11 
After The King.“ Prof. Donnan proposed The ы а 
a humorous speech which appealed to all present. p 17 5 
ment that Finsbury had proved its system of . quM 
search for information in text books and 3 e 
to be correct by the very large number of its 0! nee 
holding high positions in every part of the globe, was 
with cheers. ee 

Prof. Eccles, the present Dean of the College, 1D 1 05 
said that, thanks to the generosity of the L. C. C. an e 
who had worked for the good cause, his speech this ye" ven 
not be likened to a funeral oration, such as that Torte 

In proposing the Old Students Association, | nee : 
explained that the authorities were giving for loupe е, 
education which cost ninepence, and gave. hich estat 
show the real generosity of the City and Guilds, % 
lished the College in 1578. This statement S penton ou 
all present, and in 5 wished the As | 
tinued strength and prosperity. | ty dr 

Dr. Nornan , in reply, acknowledged how much = 10 2r 
Guilds had done, and remarked how pleased all T elegi 
Mr. L. B. Sebastian, the Chairman of the College | 
was present as their guest. „and Г? 

Finally Mr. W. 23, Head proposed " The Guests, э 
Philpot's reply was brief and to the point, but e! 


mistic on the future of Finsbury. -action of ME Clar! 
A musical programme (under the directio 

"do i are Are 1 + a i HE 

was interspersed between speeches d for January mith. * 


А smoking concert has been arrange asion ^ 
he held at the Engineers’ Club, where, on the ae were 2 
dinner, the catering, service, and accemniodati 

that could be desired. 
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An Electrical Suction Dredger.—4A 20.in. suction dredger 
in use on Ње Sumas River in Washington was recently con- 
verted from steam to electrical operation by the Marsh Con- 
struction Со. Ав now arranged the dredger has a total con- 
nected load of 1,322.5 h.p. with motors ranging up to 
1,000 h.p. Power is used at both 2,300 and 440 V. &'cable 
and reel maintaining connection with the shore as the wessel 
moves forward. Power is taken from the 34,000-V trans- 
mission line that parallels the line of operation of the 
dredger, leads running from it to a bank of three 500 КУА 
transforiners mounted on a scow moored to the bank of the 
river. ‘This scow and the dredger are connected by a 
1,000 ft. length of submarine cable carried by a reel mounted 
on a sinall scow lashed to the dredger. This cable is paid 
out automatically as the dredger moves ahead until all the 
cible has been reeled out. 'The transformer scow is then 
east adrift and moved ahead, the slack in the submarine 
cable is coiled up on the reel, and a new connection is made 
between the transmission line and the transformer bank in 
its new position. The two largest power units on the dredger 
are the 1,000 h.p. motor that drives the main pump at the 
rate of 300 r.p.m., and the 150 h.p. motor that operates the 
cutter through a set of reduction gears. After the dredger 
had been in operation for a few weeks material was being 
handled at the rate of approximately 600 cubic yards an hour 
at a cost for power of from 1 to 1} cents per yard. Under 
normal operating conditions the dredger requires from 900 to 
1.000 kW.—Times Engineering Supplement. 


A Silent Electrical Tribute.—During the funeral of Lady 
Beck in Toronto, Canada, all the electric power supplied by the 
Ontario Hydro-Electric Commission, with which Sir Adam 
Beck has been associated since its inception in 1907, was cut 
off for one minute in 275 municipalities, over an area nearly 
as large as that of England.—The Times. | 


Fog and its Dispersion.—The difficulties attendant on the 
use of aerodromes by aeroplanes when a fog enshrouds the 
ground, are amongst the most troublesome of those with which 
aviation in this country has to deal. The possible means 
of dispersing fog, form the subject of a report. No. 727 
(M.N.2), April, 1921, by the Aeronautical Research Committee, 
and may be summarised under three heads: (1) electrical, by 
subjecting the air of the aerodrome to a very strong electric 
field, or, if possible, a brush discharge. The theory of the 
method is discussed in an appendix (R.A.E. Report No. Н. 
550, presented by the director of research). An electrical dis- 
charge from a point does not spread over any appreciable 
volume of air, and the free paths of the normal small fog par- 
ticles are very great in comparison with their size, so that 
electrical methods do not at present give much hope for a 
solution of the problem. All methods for discharging large 
quantities of electricity into the atmosphere fail largely on 
account of the small volume of air affected. and the committee 
has no reason to suppose that an experiment on the very large 
scale necessary for clearing an aerodrome would succeed if one 
on а smaller scale were not sure of success. (2) Mechanical, 
by propelling fog-free air down wards from above, or, alterna- 
tively, drawing 1t downwards by suction from beneath. This 
aspect of the problem is dealt with by the director of. the 
Meteorological Office in a second appendix, and he concludes 
that " the dissipation of fog by such means is entirely outside 
the range of possibility." (3) Thermal, by artificially warm- 
ing the air of the aerodrome sufficiently to evaporate the fog 
which drifte over it. Sir Napier Shaw's remarks on the latter 
method are ав follows: '' The problem is about the same as 
trying to raise by a few degrees the temperature of the top 
two inches of the Thames between the Lot's Road power 
station and Battersea Bridge when the tide has begun to 
ebb. .... do not know how much coal they burn in an 
hour at Lot's Road, but if the experiment is to be tried it had 
better be on a small brook first.“ 


International Conference of Electrical Engineers.—An 
International Conference of Electrical Engineers was opened 
in Paris on November 21st, under the auspices of the Inter- 
national Electro-technical Commission. The conference 
was presided over by M. Le Trocquer, Minister of Public 
Works, and was attended by forty delegates from twelve 
countries; the British delegates included Messrs. P. V. Hunter, 
E. B. Wedmore, and W. B. Woodhouse. Canada is among 
the nations sending delegates. The object of the conference 
is to study the construction and standardisation of equipment 
for the interconnection of high-power transmission stations. 
Thursday's sitting was to be held at the Sorbonne, 
and was to be presided over by M. Millerand, the President of 
tbe Republic.—Reuter's Trade Service (Paris). 


The Electrical Gasification of Coal.—Mr. Edwin, of the 
A.S. Norsk Staal, has presented a report before the Nor- 
wegian Association of Engineers, concerning his experiments 
in the direction of the electrical gasification of coal. He is 
reported to have stated that he had solved this problem, that 
his method would permit of the coal consumption at an iron- 
works being reduced to 14 to 15 per cent. of what is reckoned 
with blast furnace working. and that the gas coul? he trans- 
mitted over long distances equally as cheap as electrical energy. 


Educational.—WinELEss CLassEs.—'' Wireless classes аге 
now being held every Tuesday and Thursday evening at the 
premises of Messrs. Cunningham, Ltd., 169-171, Edgware 
‚ Road, W.2. The fee is ls. 6d. per lesson, and is under the 


direction of their expert Mr. C. J. Close, Inte of the Govern- 
ment service and Marconi's. Further particulars can be had 
on application to the firm. о iV 


Electric Ship Propulsion.—The steamship San Benito, the 
largest electrically-propelled cargo ship built and equipped out- 
side the U.S.A., docked on October “4th in America, says the 
Journal of Commerce & Commercial Bulletin, after a stormy 
but successful voyage from Almeria, Spain. For twenty- 
four consecutive hours she was in a cyclone, the worst weather 
Captain J. C. Jackson said he had experienced in. his twenty- 
nine years at sea, but she reached port in perfect condition, 
so far as her equipment was concerned. . 

“ Ordinarily under such conditions we would have had all 
sorts of trouble with our propeller racing, but with this elec- 
tric drive we did not experience any such trouble,” said Captain 
Jackson. I have never been on a ship that acted so well 
under all conditions, there was not the slightest evidence of 
any racing. Another feature which impressed me, was the 
absence of vibration. Truly, this is the finest ship I have 
been on in my many years at sea." Chief Engineer B. 
Crumley was just as enthusiastic. "T | 

Among the twenty-eight passengers on the San Benito 
were Mr. McClelland, director of electrical engineering. 
of the British Admiralty, and his deputy, Mr. S. D. Constable. 
Both were elated at the success of tbe trip. " Never saw any- 
thing more reliable in my life than this electric drive,” said 
Mr. McClelland, '' and in my report to the Admiralty I cer- 
tainly shall praise this type of propulsion." | 

The San Benito is à new ship, and this was her maiden 
voyage.. She was built by Workman, Clark & Co., of Bel- 
fast, for the United Fruit Line, as announced in our pages 
recently. She has a tonnage of 5,500, is 336 feet long, has a 
beam of 45 feet, and was designed for a speed of 12.5 knots. 
Her electrical equipment, built and installed by the British 
Thomson-Houston Co., Ltd., consists of a 2,040-kilowatt Curtis 
turbo-generator, driving a 3,000-horse-power synchronous 
motor in the stern of the shin attached to the propeller. This 
feature eliminates the shaft alley and shafting and adds con- 
siderably to its cargo space. 

Her circulating pumps, forced air draught and ventilating 
systems are also electrically operated. On her trip she main- 
tained an average speed of 10.5 knots, considered remarkably 
good for the weather encountered, and made a maximum speed 
of 15.1 knots. She left the shipyards at Pelfast, September 
95th, and cleared Almeria with a cargo of onions and grapes 
on October 10th. After a week in New York, she will be 
sent to Boston, where she will be placed in service between 
that port and Central America, in conjunction with her three 
sister ships. the steamers San Blas, San Gill, and San Bruno, 
all of which are equipped with reciprocating engine drive. 


Selenium Substitute.—The crystal found in Japan and 
Borneo, and known as antimonite, is said to hold out hopes 
of being used as a substitute for selenium. The great draw- 
back to the use of the latter is its fatigue, but antimonite can 
be produced synthetical and is reported to be capable of 
responding to variations in light with wonderful rapidity. 


Transmission of X-rays.—A remarkable property of 
X-rays, in virtue of which they can be conducted lke 
an electric current through & metallic tape, has, it is claimed, 
been discovered by Mr. Henry J. Monson, a radiographer and 
X-ray specialist. 

" Hitherto we have had to place the patient quite near 
the X-rays tube with the risk of producing inflammation of 
the skin, said Mr. Monson to the Daily Mail. By means 
of this simple appliance, the X-rays can be carried a long 
distance, even into nother room, and applied to the patient 
without the danger of skin burning.” | 

The apparatus consists of an insulated copper plate which 
is placed over the X-rays tube and is separated from it by 
a thickness of wood. Electrodes are attached to the plate, 
and from them the rays can be carried to the patient at a 
distance. According to the paper, the X-rays appear to ac- 
cumulate in the copper plate, and from that they pass along 
the conductor much in the same way as electricity. 


Effect of Lighting on arp п the course of a paper 
on the work of the Industrial Fatigue Research Board and its 
applieation to industry which Mr. D. R. Wilson. M.A., secre- 
{агу to the Board, read before members of the Royal Society 
of Arts, in November, the author points out that the effects 
of lighting on production have been studied by Elton, in 
silk weaving, a fine process specially susceptible to variations 
in illumination, and presents а table showing the distribution 
af output (corrected for certain variables) from 56 looms 
during a week in December, 1919. The working day com- 
menced at 7.30 a.m. and ended at 5.15 p.m.; the use of 
artificial light was confined to the first and last periods, and 
he remarks that to this must be attributed in a great part the 
heavy drop in output observed, since at a later season, when 
artificial lighting was no longer used, the reduction in output 
at the beginning and end of the period of employment, though 
still present, was much less marked. Elton concludes that 
under artificial illumination production falls, even if electric 
light of sufficient intensity is provided, and that the magni- 
tude of the fall is of the order of 10 per cent. of the daylight 
value of the rate of output. 
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Appointments Vacant.—Engineer (£300+war Бопиѕ = 
£528), for Н.М. Mining School, Portsmouth; plumber-jointer, 
for Nelson Corporation Electricity Works; assistant distribu- 
tion engineer (£252), for the Woolwich Corporation Electricity 
Department; part-time lecturer in electrical engineering, 15r 
the Goldsmiths’ College, New Cross, S. E.; plumber-jointer, 
for the Salford Corporation Electricity Department; junior 
engineer as electrical laboratory assistant (£8)+war bonus= 
£195), for Н.М. Mining School, Portsmouth ; plumber-jointer, 
for the Walthamstow Urban District Council Electricity De- 
partment. (See our advertisement pages to-day.) 


Tidal Power in Italy.— The movement to utilise the tides 
has now spread to Italy, where Signor Cattaneo, of 
Genoa, has just set up a plant. He had previously experi- 
mented with a small plant to light his dwelling at Voltm. A 
visit paid to the latter by the Minister of the Italian Marine 
has resulted, it is said, in a contract being signed with Signor 
Cattaneo for the construction of a first station of 500 h.p. 
capacity at the Arsenal of Spezia. An Italo-American syndi- 
cate, it is furthermore stated, has formed an Italian company 
with & capital of 50,000,000 lire to work an Italian patent for 
similar installations. 


L.E.E. Anti-Aircraft Dinner.—On Saturday, November 
12th, a re-union dinner took place at the Holborn Restaurant 
of members of the 7th Anti-Aircraft Searchlight Section, 
London Electrical Engineers. Owing to the energies of Mr. 
Collins the following were present: Messrs. F. Childs, E. 
Moore, R. Collins, H. Verey, G. Keen, E. Collings, E. 
McCarthy, R. Bonnett, J. Palmer, S. Smith, H. Thomas, and 
H. Payn, but it was not possible to obtain the addresses of 
several others, including two former commanding officers. 
Several toasts were proposed, and it was suggested that the 
dinner be made an annual affair. If this notice should catch 
the eyes of any members who were not present they are 
invited to send a note of their addresses to Mr. R. Collins, 43, 
Brick Street, Piccadilly, W.1. 


Cancer Hospital’s New X-ray Plant.—The latest addition 
to the X-ray and electro-therapeutic department of the Cancer 
Hospital is a twin induction coil installation of British manu- 
‘facture, designed to give a pressure of from 250,000 to 300,000 
volts. The apparatus will be used to test the value of the new 
technique for the treatment of deep-seated cancer, and a new 
apparatus for localising the radiation at any depth in the 
body will be used. The apparatus is the combined work of 
the staff at the Cancer Hospital, and one of the chief features 
of the theraputic room is the method employed for the pro- 
tection of the operator.—The Times. 


The Cost of Ventilating Tunnels.—Mr. Hutton, Inspector 
of Mines, Germiston, has made a comparison of {һе 
cost of ventilating a long tunnel by means of electric 
fan, compressed air fan, and compressed air direct. 
A typical case is taken; this is 2,000 ft. in length, with a 
cross section of 50 square feet, and the calculation is made 
for the whole of the ventilation from the commencement to 
the completion of the tunnel, a period of 25 months. The fan 
ventilation allows for capital cost of fans, of which two will 
be worn out if they are compressed air fans, for maintenance, 
cost of 16 in. piping. for power, or compressed air, and inci- 
dentals. Compressed air cost is taken at the prices charged 
by the Victoria Falls Power Co.—probably the lowest at 
which compressed air is obtainable on the Witwatersrand. 
The comparison is as follows :— | 


Cost per 

Method. Total air. Total 1,000 
| . Cub. ft. Cost. Cub. ft 

Electric fan А 1,879,000) СОО £638 0.08924 
Compressed air fan ... 1,053,000.000 £978 0.223d. 
Compressed air direct 224.125.000 41,077 1,1544. 


It will be seen that although the amount of air which is 
supplied by fan ventilation is many times larger than with 
compressed air supplied direct, the cost is considerably less.— 
S. A. Mining and Engineering Journal. 


INSTITUTION NOTES. 


Institution of Electrical Engineers.—East MIDLANDS SUR- 
CENTRE.—The following meetings have been arranged :— 
December 13th, paper on The Whirling of Shafts,” by Prof. 
C. H. Bulleid; January 3rd, 1922, Address by Mr. R. A. 
Chattock ; January 94th, paper on “The Loughborough Elec- 
tricity Undertaking and Extensions in Hand," by Mr. В. B. 
Leach; February 14th, to be announced later; March "th. 
paper оп The X-ray Examination of Materials.“ by Mr. 
J. F. Driver; March 28th, paper on The Future Aspect of 
Power 5 . A. ad Seabrook; April 18th, 
paper on Electric Vehicles,“ Mr. R. J. Мис > Mi 
9th, Annual General Meeting. ý мшш ыу 

NORTH-EASTERN CENTRE.—A series of joint meetings h 
arranged between the Associates and Students of the Centre, 
the North of England Institute of Mining and Mechanical 
Engineers, and the North-East Coast Institution of Engineers 
and Shipbuilders. The first meeting was held on November 
17th, when Professor Henry Louis, D Sc., gave an address 
upon The History of Iron and Steel Manufacture.” Another 
meeting was held on November 19th, when a paper was read 


a8 been 


. cores. 


by Mr. John T. Pringle upon “ The Installation of a Ward 
leonard Winding Plant at the Cowpen Coal Co.'s Isabella 
Colliery.” g 

THE ROYAL CHARTER.—On November 17th an 
general meeting of the Instiution was held at which a resolu- 
tion was passed authorising the voluntary liquidation ol the 
Institution as a limited company, with Sir James Devonshire 
and Mr. P. К. Rowell as liquidators, this being a Decessary 
formality in view of the Institution being granted а Boval 
Charter. A meeting will be held on December 2nd to сол 
the resolution. 

NORTH-WESTERN CENTRE.—Liverpool Sub-Centre. Mr. E 8 
Byng read his paper on “Telephone Line Work in the 
U.S.A.” before the Sub-Centre on November 21st. Mr. Eames 
opened the discussion, and was followed by Messrs, Bolton 
Pratt. Morton, Cowburn, Holthum, Brookes, Mercer and 
Adams. The discussion centred round a criticism of American 
practice as compared with English. 

IvronMaL Mrtting.—On Monday last at an informal meet- 
ing held at the Institution building, Mr. J. F. Avila pre- 
siding, a discussion on Hydro-electric Power ” took place. 
Mr. A. J. Hainsworth opened the discussion with a brief 
account of a large installation in New Zealand, illustrated with 
diagrams. 

An interesting discussion followed, in which many speakers 
took part. The attendance was very large, the whole of the 
seating accommodation being fully utilised. 


extraordinary 


Chelmsford Engineering Society.—On November 17th а. 


paper was read by Mr. C. W. Boyle, A.M.LC.E. on the 
Poulsen Arc as applied to Wireless Telegraphy.' The Presi. 
dent (Mr. С. F. Barrett) was in the chair. The design of the 
arc generator for high-frequency currents was gone into Very 
thoroughly. The author said that the shape of the pole tips 
of the magnets was important; the gap between them was 
fixed by the power of the arc or size ot the electrodes. The 
pole cores were round, and should be of diameter equal to 
approximately four times the length of the gap, and the best 
shape of pole tips was conical, with the tips cut off square, the 
angle of slope being 55 degs. to the face, and the face 
diameter approximately 0.433 of the diameter of the pole 
This ensured a concentrated magnetic field in the gap. 
The efficiency of the arc was usually about 40 per cent., the 
theoretical maximum being 50 per cent. 


National 
general meeting was held in London on November 12th. when 
Professor Leonard Bairstow, F.R.S., the retiring’ president, 
delivered his address. Prof. Bairstow deplored the continued 
inadequacy of the rewards received by inventors and scientists. 
and stated that the Geddes" Economy Committee clearly 
failed to realise the importance of the part played by the 
scientific worker. The negotiations for the amalgamation of 
the Union with the British Association of Chemists promised 
well, and brought them nearer the desired goal of proper 
recognition. Dr. A. A. Griffith was elected president for the 
ensuing year; Prof. J. Stanley Gardiner and Dr. Harold 
Jeffreys were appointed president and secretary respectively of 
the Research Council. | 

The annual dinner followed the meeting, Sir Frank Baines, 
H.M. Office of Works, being the principal guest. 


The Optical Society.—A series of meetings has been 
arranged which will be devoted to subjects dealing with tbe 
evolution and development of various types of optical instru. 
ments. The first meeting was held at the Imperial Colieze 
on November 94th. The subject was '' Polarising Appart 
tus.“ Professor F. J. Cheshire, C.B.E., was to give а demon- 
stration. | 


Nottingham Society of Engineers.—At a meeting held on 
November Brd, Mr. А. D. Phillips. M. I. E. E., read a paper on 
“ The Economics of Power Transmission and Distribution, 
The author compared the efficiencies of large and sm 
stations, discussed the most economical voltages for certain 
applications, and also dealt with e.h.p. direct-current trans 
mission. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connect 
with the technical or the commercial side of the 14 Hn 
and industry, also electric tramway and railway officia 5 " 
keep readers of the ELECTRICAL REVIEW posted аз to tht 
movements. 


Mr. W. E. BURNAND, the new chairman of the NorthMiè 
land Section of the Institution of Electrical Engineers, ysl- 
delivered his inaugural address on November 15th, is S 
ness ав W. E. Burnand & Co. (electrical power engine “houte 
wholesale dealers in electrical supplies) at е in. 
Works, Lowfields, Sheffield. He has no partner 10 ; Г name 
ary sense of the term. the word company' in the Ды in 
really standing for the workmen. Mr. Burnand 18 аа and 
the cultivation of a spirit of comradeship between oe jet. 
his employés by a 95 years’ record without 8 jd Tele 
He was born in 1875, and apprenticed to the She s N 
phone Exchange and Electric Light Oo., Ltd., the р то іеі 
of the present extensive municipal electricity SupP'y 


Union of Scientific Workers.—The sandal 
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ing. He entered the Sheffield company's service—1892-1896 
was the period of his apprenticeship— when the generating 
plant comprised 50-kW and 200-kW single-phase alternators 
and three Thomson-Houston arc lighters, and when three- 
fourths of the units generated came from the 50-kW machine 
For some time Burnand had charge of the plant, and having a 
good deal of time to spare for experimental work he profitably 
employed it in designing and experimenting with motors and 
transformers. in developing and patenting an arc lamp with 


Ethel Eadon] (Sheffield. 


Mr. W. E. BURNAND, 


Chairman of the North-Midland Centre of the Institution of 
Electrical Engineers. 


inclined carbons, regulating mechanism, and with a reflector 
over the arc. Meter work also occupied his attention. In 
. 1596 his desires for greater activity in euch directions led him, 
in spite of the fact that he had little money at his command, 
to start in business on his own account in the manufacture 
of transformers and arc lamps. He started on a very small 
scale, but the one-man business has now grown to be a large 
one, with extensive works at Shetheld. The manufacture of 
arc lamps was abandoned and that of induction motors was 
taken up. In this branch of work eteady progress has been 
made. and the motors are in use for all purposes, from driving 
а chaff cutter to running a steel rolling mill. Mr. Burnand 
in recent years has developed a super slide rule, chiefly 
for transformer calculations. He has designed many power 
plant lay-outs, also special machine tools, and has assisted in 
the development of special tools for the local trades, applying 


electrical methods that have converted apparent failures into . 


. commercially successful machines, and apart from appliances 
for the local trades, has designed transformers for wireless and 
welding and many non-standard motors for special work, in 
addition to the usual standard requirements which are in ex- 
tensive use in the Navy and elsewhere. 

Mr. J. N. RobERTSON, Assistant Sub-Station Superintendent 
of the Glasgow Corporation Electricity Department, has 
accepted an appointment as an outside representative of The 
British Electric Transformer Co., Ltd., Hayes, Middlesex. 
Mr. Robertson has been associated with the power stations 
and sub-stations of the Glasgow Corporation for the past four- 
teen yeas. Shortly after his return from the army in 1919 
(in which he held a commission) Mr. Robertson was appointed 
assistant sub-station superintendent. On the eve of his de- 
parture for London he was presented with an attaché case 
and а eet of silver-mounted brushes from the staff and em- 
ployés of the electricity department. 

Mr. Jas. D. Dow, who was for many years the sales 
manager of the old Armorduct Manufacturing Co., Ltd., has 
now been appointed manager of the cable department of 
Magic Appliances, Ltd., who are supplying tbe H.B. (Armor- 
duct) cables. 

Mr. J. Rotanp Gorr, assistant under Mr. C. I. Baker, Black- 
pool Tramways Traffic Superintendent, leaves England next 


New Zealand and Australia. 


` technical journalism. 


month to take up an appointment as general assistant to the 
trathc manager of Calcutta tramways. 

Mr. JOHN Horne is leaving the Metropolitan- Vickers Export 
Co. at the end of this month to take up an important position 
on the London staff of the A.C.E.C. (Ateliers de Constructions 
Electriques de Charleroi. Mr. Horne has been associated 
with the British Westinghouse and Metropolitan-Vickers com- 
panies for nearly 15 years. 

On the occasion of the opening of the Blackburn Meadows 
Power Station by H.R.H. the Duke of York, on November 


.4th, a kinematograph record was taken, which was subse- 


quently exhibited for a week in the Sheffield picture theatres. 
Thus. we understand, Mr. S. E. FEpDEN (City Electrical Engi- 
neer and Manager) made his debát as a film actor. It would 
be interesting to know whether any other central station 
engineer has anticipated Mr. Fedden in this respect. 

According to the Electrical News (Canada), Mr. F. JOHN 
BELL recently resigned the position of president and general 
manager of the Canada Wire & Cable Co., Toronto. He has 
also resigned as president and general manager of Leaside 
Engineering Co., which corporation controls the cable com- 
pany and other firms, including the Leaside Munitions Co. 

Mr. W. HARTLEY, of the Rochdale Corporation Electricity 
Works, ‘ho has resigned his post of mains superintendent 
through ill-health, has been connected with the department for 
over 12 years. 

Mr. H. Guy Woop has resigned his position with the City 
of Birmingham Electric Supply Department, to take up an 


: 5 with the Calcutta Electric Supply Corporation, 
td. 


as station engineer. On leaving Birmingham he was 
presented with a silver cigarette case by the members of the 
generated staff. As lieutenant in the R.E. (T.), he was recently 
transferred from the 2nd N. Mid. Field Co., 46th 
Divisional Engineers, Corps of Royal Engineers (T.A.), to the 
Territorial Army Reserve. 

Mr. Снаѕ. S. ATKINSON, A. M. I. E. E., for the past 17 years 
on the staff of the Newcastle-upon-Tyne Electric Supply Co., 
Ltd., and its associated company, the Cleveland & Durham 
Electric Power Co., has resigned his appointment to enter into 
partnership with Mr. P. Nutter (who was also for many years 
on the staff of the former company), in the business of 
Messrs. Р. Nutter & Son, 41, Side, Newcastle-on-Tyne, engi- 
neers and merchants. E 

Mr. С. W. SoukRVILLE, A. M. I. E. E., has been appointed 
manager of the electrical department of Messrs. Joseph 
Walton & Son, of Nelson. ; 

Prof. Вклмиү, the inventor of the coherer, has refused а 
grant of £800 per annum by the French Chamber of Deputies, 
declaring that he is not worthy to rank with such men as 
Pasteur and Lamartine, to whom such grants were made. 


Obituary.—Mn. W. Н. BoorH.—The death of William 
Henry Booth has deprived the engineering world of one of its 
most original and daring thinkers, the technical Press of a 
much appreciated contributor, and the editors of the ELEC- 
TRICAL Review of a highly esteemed friend, with whom they 


Yeulett & Co.) (London. 


THE Late Mr. W. Н. Воотн. 


had had pleasant relationships during more than thirty years. 
Mr. Booth, who was a man of wide practical experience, left 
Lancashire (he was born at Rochdale and educated there and 
at Owens College. Manchester) in 1877 to seek advancement in 
After his return to England in 
1880, he spent some years in boiler construction work and in 
In the latter sphere he was associated 
with the Mechanical World and the Practical Engineer; of the 
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last named he was one of the founders. He came to London 
in 1889 and was associated with others in promoting a Bill 
for a shallow electric railway across the West End of London, 
but the Bill was thrown out. Later he held an appointment 
with Le Grand & Suteliffe, and subsequently entered into 
various engineering partnerships in London, carried out 
artesian well sinkings and public water supply undertakings, 
joined the engineering stalt of the British Electric Traction 
Co., with whom he remained for several years, and in many 
other capacities enjoyed a very full life of engineering 
activity. 10 the pages of the ELECTRICAL REVIEW and 
other technical journals he was all through the period covered 
by these pursuits an ever-ready and profuse contributor 
possessed with original and critical ideas, able to express him- 
self in the strongest language in condemnation of anything 
fallacious or fraudulent. He was deserving of greater credit 
than it was his lot to receive in various connections; for ex- 
ample, having a keen insight into the processes of combustion, 
he perceived the defects of the earher types of water-tube 
boilers, and lost no opportunity of declaiming against the іп- 
adequate space allowed above the grate for the combustion of 
the hot gases, strenuously maintaining that these should never 
be permitted to come into contact with water-cooled surfaces 
until combustion was complete. These principles he pro- 
pounded in numerous articles in our pages at the commence- 
ment of this century, and there is no doubt that his influence 
was largely effective in bringing about the reformed practice in 
this respect which is now regarded as standard. As a geolo- 


gical expert also he took high rank, particularly in connection . 


with the provision of water supply to factories and townships. 
"Mr. Booth frequently lectured on liquid fuel, smoke abate- 
ment, and other subjects, and he also wrote several well- 
known books. During the war he did his bit as an engi- 
neer in Government service in connection with the manu- 
facture of gauges, and for a number of years at the Slough 
motor depót in connection with the water supply, and we 
believe was the last official to leave, early in the 
‘present year. For some months past he had been 
in failing health, but he continued with his heart in 
his engineering work. He wrote his first article for 
the ELECTRICAL. Review (in conjunction with his old friend, 
Frank B. Lea, also a frequent writer to these pages) on the 
subject of Steam Boilers in September, 1891, and his last, 
by coincidence, appeared in the same issue in which it was our 
sad duty to announce his death. Ніз spirit of daring and 
enterprise demonstrated itself in comparatively recent years 
when, a year or two before the war, he went on an exploring 
expedition to Venezuela, covering what was previously prac- 
tically untrodden country, crossing swollen rivers by primitive 
means, and so forth, on behalf of certain City of London 
financial interests. He had been a member of the American 
Society of Civil Engineers since 1888, and a Fellow of the 
Geological Society. Не was not a man to shrink from 
hardship, and he fought against many difficulties at various 
stages of his career. In the interest of engineering pursuits 
and in solicitude for the well-being of his fanuly he never 
spared himself. Не was a man of very determined 
resolution, of strong convictions, jealous for his personal 
liberty of thought; he was a roving unsettled man, not an 
unnatural or altogether undesirable disposition for а man of 
his profession, for the British engineer claims the whole world 
as his field of operations, and it is just as well. Latterly Mr. 
Booth had appeared to desire to settle down and be at rest. At 
the age of 67 years it has now been so ordained, for he passed 
away on November 19th at Worthing. 

„Мк. W. R. KENNEDY.— The death is announced of Mr. W. R. 
Kennedy, a director of the Coleraine (Co. Derry) Foundry and 
inventor of the Express turbine and the Challenge“ 
turbine and water-wheel. | | 

Мв. №. McHucH.—The death has occurred after a very 
brief illness of Mr. Wm. McHugh, secretary of the Dublin 

United (Electric) Tramways Co. He had been 35 vears in 
the service of the company. and was appointed secretarv on 
the death of Mr. Tressilian, about six years ayo. i 

Mr. F. G. Hart.—We regret to record the death of Mr. 

Francis George Hart, M. I. E. E., which occurred at Epping, 

suddenly, on November 21st, at the age of 63 усаг, 
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NEW COMPANIES REGISTERED. 


Power House Components, Ltd. (1 


pany. Registered November 17th. Capi 2 (Mw : 

: : apital, £2,000 in £1 shares Harry 
the business of manufacturers of, arents for, and dealers in „ 
Sore. ае ево parts, fittings and furrishings weed 1s di bobine 
Ec во trades, &c. The provisional directors 

Eis ONCE ^ (9. North. Road, W Sri Боре 
" Ashlea," Edward Road. West еы N Bridgford, clerk; Е. W. Bee, 


C. Crowther, 23, Abingdon Street, мы А ^ articled clerk. Solicitor : 


Advance Lamp Co., Ltd. (177.868 
+ А n m 29 0 77,868 — Pri e А 2 
VVV 17th. Capital. £1.000 in E MT 195 „ 
business of designers, manufacturers. repairers, exporters {прш pues 

; Ды, ; wers 


and eellers of. contractors for. and de i 

s ў palers in wire- 

and other electric lamps (including motor, öff. . 
тов permanent directors are: -W. 15 Prince’ War pre d 
Cheshire, electric. supply dealer; Н. W. Sutton. 23. C } d. Wallasey] 
-heshire, electric supply dealer. RE Suen. Ало. 


10. Hockemhall Allen, Date Sus a W. Sutton. Registered office: 


77, 881).— Private com- 


Delstar Engineering Co., Ltd. (177,810).— Private com 
pany. Registered November 14th. Capital, 21,000 in £1 shares. | : 
on the business of mechanical and electrical engineers, motor manile e 
manufacturers and sellers of electric and other motors, motor N 
switehboards, transformers, generators, and all kinds of electrical m 
appliances, &с. The permanent directors are: Н. Creighton, 46 Eis Š: 
Leeds; A. Blair. 12, Temple Crescent, Beeston Hill, Leeds. ‘Qualifeation 
100 shares. Secretary: Emma Creighton. Registered office: 100 Моо 
Street, Leeds. : * | КЫ 


К. F. Payne Gallwey & Co., Ltd. (177,802).— Private com 
pany. Registered November 12th. Capital, £100 in ls. Shares. То carry i 
the business of merchants, warehousemen, manulacturers' ЕШ marl 
turers’ importers and exporters, wholesale dealers in electric lamps ond 
and bells, bell installations and fittings, electric. motors and switchgear ен 
facturers of, and dealers in, tinware, copper. iron, brass and hardware goods 
of all kinds, mechanical, electrical and general engineers, merchants and 
factors for the supply to collieries and other manufacturing. works of machinery 
and equipment, &c. The permanent directors are .—Sir John F. Payne Gali 
wey, Bart. (chairman), 7, Draycott Place, S.W.1 (director of Sir J. F Paine 
Gallwey, Brown & Co.. Ltd.); R. F. Payne Gallwey (managing director lth 
St. James's Square, Holland Park, W.; C. FP. Sturdy (assistant managing 
director), llb, St. James's Square, Holland Park, W. Qualification б 
shares. Registered office: 58, Victoria Street, Westminster, S. W. I. | 


* Symondsbury Electric Lighting Co., Ltd. (177,885).—Pri. 


vate company. Registered November 17th. Capital. £2,000 in £5 shares. lo 
provide electric light and power in Svmondsbury, Bridport. "The permanent 
directors are :—Rev. С. F. L. Sweet, The Rectory, Symondsbury; Т. A, 
Walker, The Manor House, Symondsburv; E. J. Domville, Shutes, Symonds. 
bury. The directors’ borrowing powers are restricted to £100. Qualification ol 
permanent directors, 100 shares. Secretary: E. J. Domville. Registered 
office.: Symondsbury, Bridport, Dorset. 


Carlton Lamp Co., Ltd. (177,827).— Private company. 
Registered November 15th. Capital, £500 in £1 shares. To carry on the 
business of manufacturers and vendors of electric lamps, fittings, and other 
appliances and apparatus for use in connection with electricity, The perma 
nent directors are :—G. A. Sawyer, 58a, Pall Mall. S. M'. 1, director; A. B. T. 
Roberts, 58a, Pall Mall, S.W.1. Qualification, 50 shares. Remuneration, as 
fixed by the company. Registered office: 58a, Pall Mall, S.W, 


— ——— —ä—ů—w ee 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. · 


Kalgoorlie Electric Power & Lighting Corporation, ‘Ltd. 
(91,219).—Return dated June 23rd, 1921. Capital, £225,000 in 175,000 prefer. 
ence shares of £1 each and 100,000 ordinary shares of 10s. cach. 150,000 pre- 
ference and 100,000 ocdinary shares taken up. 105. per share called up un 
seven ordinary. £3 10s. paid. £199,996 10s. considered as paid on 1308 
preference and 99,993 ordinary. Mortages and chi rges, £7.00. 


Electric Supply Co. of Victoria, Ltd. (66,059).—Re!:rn 
dated October 27th, 192]. Capital, £325,000 іп 175,000 preference and | "М 
ordinary shares of £1 each. 175.000 preference and 125,000 ordinary smu 
0 T £30,007 paid. £249,993 considered as paid. Mortgages and thoss 

09,713. | 


Direct West India Cable Co., Ltd. (53,956). — Return 
dated October 6th, 1921. Capital, £120,000 in £5 shares. 12,000 shires 
taken up; £60,000 paid. Mortgages and charges: Nil. 


L. J. Healing & Co., Ltd. (97,137).—Return dated June 
Bth (filed October 7th, 1921). Capital, £100,000 in £10 shares (5.000 preferred, 
5.000 deferred). 1,301 preferred and 5,000 deferred shares taken up; £13010 
paid: £50,000 considered as paid. Mortgages and charges: Nil. 


British Electric Traction Co., Ltd, (49,855).—Return 
dated July 8th, 1921 (filed October 14th). Capital, £2,998,397 155. 471.7 ә. 
6 per cent. cum. pref. stock and £1,326,263 10s. ord. stock taken up, and 
pad for in full. Mortgages and charges: £1,783,133. 


Hong Kong Tramway Co., Ltd.—Charge оп certan 
lands, &c., dated May 30th, 1921, created outside the United Kingdom (supple 
mental to charge dated May 3lst, 1919, securing $700,000). Holders: Hong: 
kong & Shanghai Banking Corporation. 


A. and A. Electrical Co., Ltd.—Satisfaction in full on 
September 18th, 1919. of charge dated November Sth, 1913, securing £4. 
(Notice filed November 15th, 1921.) 


Splitdorf Electrical Со. of London, Ltd.—Satisfaction 1n 
full on August 29th, 1921, of debenture dated October 9th, 1919, securing 
45.000. 

C. Е. Elwell, Ltd. — Mortgage debenture dated October 
Win, 1921, to secure 23,000 charged on the company's property, present к 
future, including uncalled capital. Holders: Radio Communication Co., Lid. 


Lancashire Electric Light and Power Co., Ltd.—Trust 
deed dated October 20th, 1921 (supplemental to trust deed dated April a 
1911, securing £700,000 prior lien debenture stock). Charged. on ae 
stuck and shares in Lancashire Power Co. and the company s undertake 
and property, present and future, including uncalled capital. Trustees: ^ 
Spens, 7, Union Court, E.C., and G. Collis, 2, Finch Lane, E.C. 


Winscombe Electric Light and Power Co., Ltd.—Issue on 


November 9th, 1921, of £250 debentures, part of a series already registered. 


Sevenoaks and District Electricity Co.. Ltd.—Particular 
of £15,000 debentures authorised October 14th, 1921. Present {апе in 
charged оп the company's undertaking and property, present and future. 
cluding uncalled capital. le 

Harris Electro Metal Co., Ltd.—Particulars of £2,000 ve 
bentures, authorised November 8th, 1921. Whole amount issued, «агас, ө 
the company's undertaking and property, present and future, including uno 
capital. 


CITY NOTES. 
ub- 


The report for 1990, which is to p 


Eastern | mitted at the meeting on November у 
Telegraph states that the revenue was £4 381,8. | 
Co., Ltd. £1,690,057 for ordinary exnense © 


i ге £1,359,796- for maintenance of HM 
come and war taxes payable abroad, share of contribu А 

nension and superannuation funds, towards depreciation il 
investments, payments to staff and other expense? inc} f 10 
to the war. special grant on formation of staff widows 9 
and sundry differences in exchange. leaving а balneo, 
13034772. After providing for income tex. CPU" 
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profits tax, and E.P.D. payable in England, interest on mort- 
yage debenture stock, and dividends on tne preference stock, 
which in all absorb £474,015, the balance is £919,058 plus 
£416,083 brought forward, making £1,335,140 available. 
4500.000 has been placed to general reserve, and 2100000 to 
Maintenance of Ships’ Fund. ‘the total distribution on the 
ordinary shares has been 10 per cent. free of income tax, and 
a dividend free of income tax has been paid on the new 
ordinary shares amounting to £18,662. there remains £316,479 
ќо be carried forward. During the year £1.470,085 was ex- 
pended in respect of new cables. In accordance with the 
purpose for which the new ordinary shares were issued 
£1.000,000 has been charged to capital expenditure, the balance 
of 2476.088 being charged against genera! reserve fund. This 
fund has been debited with £301,022 for partial renewal of 
main line cables, £57,650 for loss on sale of investments, and 
£250,000 as a further provision on account of investment 


fluctuations. The balance to the credit of the fund is 
22,217,930. 

The A.E.G.-Unternehmungen A.G., of 

German Berlin, reports net profits of 641,000 marks 

Companies. for 1920-21, as compared with 652,000 


inarks, and the dividend is at the rate of 
6 per cent., as in the previous year. 

The directors of the Telephonfabrik vorm. J. Berliner, of 
Hanover, recommend a dividend at the rate of 20 per cent. for 
1920-21, as compared with 15 per cent. in the previous year 
and an increase in the share capital from 20,000,000 to 
40,000,000 marks. i 

The 4.G. fur Licht und Kraft, of Munich, after making pro- 
vision for depreciation, reports net profits of 1,591,000 marks 
for 1920-21, comparing with 452,000 marks in the previous vear. 
A dividend at the rate of 10 per cent. has been declared. as 
against 8 per cent. in 1919-20. It was mentioned at the recent 
meeting that all departments were fully occupied. 

The Berlin Elevated and Underground Railway Co. has de- 
cided to increase the share capital by 30,000,000 to 110,000,000 
marks, so as to provide funds for new installations and exten- 
sions of working. An augmentation from 75,000,000 to 
150,000,000 marks is proposed Ьу the Berlin Electrical Under- 
takings Co. for meeting the requirements of associated con- 
cerns which are {о carry out extensions of the generating 
stations, &c. 


The directors have issued the accounts 


India-Rubber, for the 11 months ended August 31st, 1921, 
Gutta-Percha & to meet the requirements of Part I of the 
Telegraph Second Schedule of the Finance Act, 192]. 


Works Co., Ltd. They show, after providing for doubtful 
debts and E.P.D. refund, a net loss of 
£445,461. The balance of profit brought forward from the pre- 
vious year was £142,418. . From this is deducted £11.458. the 
eleven-twelfths of dividend on preference shares, paid in 
January and July, leaving £130,960. To this is added 
£350.000 transferred from the reserve fund, making £480,960. 
Deducting from this the loss mentioned above (£445,461) there 
Із to be carried forward £35,498. The report mentions that, 
of the net loss shown on the profit and loss account, a very 
large proportion is due to depreciation in the value of stock 
as at August 31st, 1921. compared with September 30th, 1920. 
The remainder of the loss is the result of the disastrous effects 
of the coal strike. the shorter hours of work, labour difficulties. 
{һе unsettled state of markets, and the great reduction of 
turnover due to the competition of dumped foreign goods and 
surplus stocks arising out of world-wide over production ; these 
together have reduced the turnover by about one-half. To 
cover the loss on the eleven months’ work the directors have 
withdrawn £350.000 (as mentioned) from the reserve fund, 
leaving £215,722 to the credit of that fund. The 
board regret that the payment of a dividend on the 
ordinary shares is impossible, but with a return to more nor- 
mal conditions thev feel confident that the company will once 
more be put on a dividend-paying basis. The warrants for the 
half-vearly dividend on the preference shares will be pavable 
on January 2nd, 1922. Mons. Н. E. P. Delajoux, manager of 
the company's works at  Persan-Beaumont, has been 
appointed an extraordinarv director. The meeting is to be 
held on November 30th at 106, Cannon Street, E.C.4. 


Switzerland.—The balance sheet of the Société des Usines 
Electriques de la Lonza, of Basle, for the last financial vear 
shows a loss of 3,200,000 francs. as contrasted with a profit of 
185,672 francs in the preceding 12 months. 


British Electric Traction Co.. Ltd.—Interim dividend of 
э per vent, on the six per cent. cumulative participating prefer- 
ence stock. 


Isle of Thanet Electric Tramways & Lighting Co.. Ltd.— 
Dividend of 21 ner cent., less tax. an preference shares for 
half-vear ended July, 1908. —Financial Times. 


; The Ever-Ready Co. (Great Britain). Ltd.— Dividend at 
he rate of 7 per cent. pe: annum on preference shares for the 
half-year ended September 30th. 


mE rance.—The report of the Societe Fvrenéenne d’Fnergie 

^^"^ ^f Tenlouse, for the last financial vear shows a 
profit af RAN БАЛ france. ^« compared with only 548.685 frances 
in the preceding 12 months. 


Prospectus.— The British Thomson-Houston Co., Ltd.—As 
briefly announced by us last week, this company has this week 
been offering for public subscription an issue of £1,500,000 
seven per cent. mortgage debenture stock at 924 per cent. The 
stock 10rms part of a total authorised issue of 45,000,000 stock, 
and will be repaid on or before May, 1902, by the operation of 
а cumulative sinking fund beginning next year. The redeem- 
able price between 1931 and 1941 is 1024 per cent. or at par 
at any interest date thereafter if the company exercises its 
right to redeem at these dates. ‘The unissued balance of 
£1,500,000 will be available for redemption of the 44 per cent. 
first mortgage debenture stock, for payment of notes which 
fall due in 1925, or for the general purposes of the company. 
The prospectus contains a certificate by Messrs. Price, Water- 
house & Co., showing the profits for the last six vears. The 
average of the last four years, after deducting reserves made 
for contingencies, amounted to £318,000, or about three times 
the annual amount required to provide interest and sinking 
fund on the present issue. The ordera on hand at October 
alst, 1921, were over 43.250, 000. The objects of the present 
issue are to retire temporary loans and to provide for com- 
pletion of extensions of the company's buildings and plant and 
further working capital. 

The subscription list was closed on Monday afternoon. 
Country applications received the following morning by first 
post were considered. 


The A. E. G. Dividend.—The directors of the A. E. G., after 
having set aside 100,000,000 marks as a first instalment 
towards the provision of a works’ maintenance fund, report 
net profits amounting to 82,388,000 marks for 1990-21, as com- 
pared with 45,707,000 marks in the preceding year. The divi- 
dend proposed is at the rate of 16 per cent., as against 14 per 
cent. in 1919-20, and 10 per cent. in 1918-19. The shareholders 
will be asked at the forthcoming meeting to sanction a further 
increase of 250.000.000 marks in the ordinary share capital, to 
be issued at an appropriate time in the coming year. 


Companies to be Struck off the Register.—The following 
are to be struck off the Register within three months, unless 
cause is shown to the contrary :— 

Hooth's Economisers, Ltd. 

E. B. Magnetos. Ltd. 

India Railless Traction Co., Ltd. 

Kable Electrical Co., Lta. 

Technical News, Ltd. 

Wallace Griffin Electrica! Co., Ltd. 

Accessories Manufacturing Co., Ltd. (registered November 7th, 1910). 

Anyglo-Colonial Fnigineering Co., Ltd. 

Engineers’ Standardised Publications Association, Ltd. 

General Engineering Accessories, Ltd. 


The French Cable Co.—The shareholders in the Com- 
pagnie Francaise des Cables Télégraphiques have now sanc- 
tioned the proposed increase in the share capital from 
16,000,000 to 24,000,000 fr.. so as to permit of payment being 
made for the participation taken up in the Radio-Francaise. It 
is not expected that the emission will be offered for subscrip- 
tion before January at the earliest. 


Callender's Share & Investment Trust. Ltd.—For the year 
ended August 3lst the total revenue was £18,760, and after 
paying debenture interest, &c., £10.564 remains, plus £6,218 
brought forward. £500 is put to reserve and £700 to corpora- 
tion tax. A final dividend of 4 per cent., less tax, is recom- 
mended, making 8 per cent. for the year, and carrying forward 
46.619. 

New Issue. — According to The Times, public subscriptions 
will next week be invited for an issue of £400,000 71 per cent. 
mortgage debenture stock of the Midland Counties Electric 
Supply Co. at 06. 


Power Gas Corporation, Ltd.— Dividend at the rate of 
6 per cent. per annum. less tax, for the vear ended September. 


STOCKS AND SHARES. 


TUESDAY EVENING. 

THE two principal factors in the Stock Exchange markets at 
the present time are Ireland and naval disarmament. The 
first is certainly the more serious of the two. Possibly the 
City has taken a hyper-cautious view of the disarmament 
proposal, for there seems to be no great enthusiasm for the 
idea, except on the part of those who look some way ahead, 
und who regard the possible lightening of taxation as being 
more than compensation for whatever risks may be run bv 
scaling-down the naval strength of the countrv. Armament 
shares are dullish, although showing recovery from the worst. 
The outstanding feature in the markets as a whole is the 
continued strength of the purely investment stocks. 

Several tables which have been given here latelv in con- 
nection with investment stocks and shares appear to have 
proved useful to readers who are on the look-out for sugges- 
tions, and to others who like to compare their own securities 
with what is offering in the markets. Accordingly. the follow- 
ing eight examples of what is obtainable. at the present time. 
тау be af service as well as interest. This group is concerned 
with debenture stocks and debentures :— 
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good as this, and the melancholy figures have had no effect 


Yield. 
tion. е | Interest upon other co les' 
Description Price. | Interest Including | payable. Redemption. Th Briti ыл shares. | 
arm а he Britis omson-Houston Co. has made an is 
P N E 1 7 per cat mortgage debenture stock at 1 
Anglo-Ars. Tram. 623 6 8 0 612 о | J.&J. | 19°8 (by cum. rink- ticulars of which. were given here last week. The 
4% Deb. ing fund) at 102 or scription lists could have been kept open dud Thiet pos 
ЕНЕ by purchase. they were shut on Monday, there bei Cay, but 
Calentta Electric; 97} 6 2 6 — J. 4A J. Tax free. Repay- A capitalised divid uM being a rush for the stock 
Supp у 6% lat ni abiere cune DE. As xn ise AE аи. i capital reserves account, of 10 
; ing fund of b% by er cent. was paid on the ordinary shares i 192) 
Co, vert. “> Deb. 5 0 drawings at 103 or viously to that, nothing had been paid es e S 115 
e A 17 years; the shareholders received 4 per cent. per E n 
shares (£7 10s. deb. nine months of 1902-3. The preference dividends fell i 10 
5 arrear from 1904 to 1919, but this was satisfied in full i 15 
English Elec. Е 1026, ioorusive. 2 1920, by the allotment of 210,000 fully-paid £1 мз нш 
ng М Ж leo. E% 96 8 70| 911 0 J. & J. | 1997 at 109% or a sum of £210,000 out of capital reserve account having in 
PIS Her after 1923 at 10396. capitalised for this purpose. ЧЕ 
e 981 7 1 6| 720 MN. & 8. 1061 at par by эп. 5 supply shares hold their prices, and Kensingtons 
. & rawings by are a %. | ; ш. 
Des атап: Underground stocks have moved up a little after thei 
Also aíter 1981 at ir reaction, although the Income Bonds of the Gat 
* e f LI è © M 4 * 4 i = . . » 
Lancashire e ео DARE D^. шиа e groun Electric Railways are again a point down. The com- 
ightand Power 2 pany's £10 shares, however, h: | 35 JA 
q Pri Di (pa tint. means of a 2% cum. : : : , \ , have risen to 35s. Brazilian 
% Prior Lieu Apri) | sinkiog fund. By Tractions at 30 are one higher, and Mexican Light and Power 


eb. (iesued at drawings at 105 or 


95) hy purchas». lst mortgage bonds at 534 have equally improved. Mexican 


Government bonds have been going up bv points at a time this 


MS Morte Deli 100 7 10 0| 710 0 | M. &S 1946 at 102 or earlier Nac an и 
(issued at vT) ма ората ae he „the buying being traced to New York sources. Up to 
fund. Guaranteed the present, however, the Utility companies have not partici- 
as to both prin. and pated in this attention. The rubber share market continues 
int td Balt firm, with rubber itself still a trifle under a shilling per Ib 
leg apon:| 7 619 0| 73 о M. & S. | 1949 at 1D or after Engineering shares keep steady, with Babcock & Wilcox 
ГА . x f á . * R 
pla ш or 19:2 at 1024. 2 3/16. The armament group is a little shaky, though Vickers 
Deb. after a dip to 9s., rallied to 9s. ба. Siemens ordinary at As. 3 
Bbropshire, Wore. 97/710 0| 110 0 | 7.57. 1981 at par. ae о the xs net dividend deducted a week ago 
: $ parv int. Guarante as to é e preference share 58 i e 
Power Du 10- pain tun orig and int ie p s at 25s. 6d. are higher on the week. 
Deb dained p by the British Elec- 
97) ° tric Traction Co., 
' Ltd. С mvertible SHARE LIST OF ELECTRICAL CÓMPANIES. 


at any time at the 


holders option into Номе ELECTRICITY COMPANIES, 
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— 
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shares is nominally 12s. 6d., though actually it is not as 


* Dividends paid free of Income Tax. 


| £1'0 of 8% "A" „ 
ord. shs. and 220 of F | 

“B” ord. shs. for 1919. 1970 1991 2, ee Yield 

each £100 stock. Brompton Ота T “© eS 22 е |; Кы "i Ü 

Chariog Cross Ordinary ee - 1 8 4 — 81710 

р. до. do, 43 Pref. .. 44 4 } — 144 

S zb for cable stocks and shares is inclined to sag. CityofLamdon | сс же. 1% С 1 9 f 

Tel rn xtensions and Globes are down to 163, and Eastern d» do. 6 per cent. Pref. .. в 6 11/6 = 617 9 

elegraph ordinary stock is not much better than 163. No Hu rad o percepi pret 8 6 à EE 

change worth mentioning has occurred in Westerns, but the Kensington Ordinary . 3 9 i +4 9 9 6 
group as а whole has lost part of its usual buoyancy. Some London Eleetrio. — . . A A 1 — J 0 

people are asking whether this is due to the probable com- Me рашы Sper du A E. B — 9 6 f 

гре 1 en of wireless, having regard to the recent extension of do. 4% рег bent. Pret... 4 44 2; — 1 

e Radio Corporation's activities in the United States. Ru- S шен азс Бар MK eee P 13 ш 2 EP 
mours, ver ; І | : оед d onaon .. ve " oe 6 — 
SEES "M Modes and nebulous, are afloat concerning a re- South Metropolitan Pref. .. .. 7 1 16/8 = r i 

m E evelopment in connection with wireless telegraphy, Westminster Ordinary.. .. .. 10 10 6 — 8 
E o be on the point of announcement from Germany. TELEGRAPHS AND TELEPHONES, 

Proprietors of cable stocks can afford to regard these factors Anglo.Am. Tel. Pref... .. +. 6 6 = 151 
with equanimity. Such considerations have played their Chile ойе 5 * = d 
Ds in depressing prices of the cable companies' stocks and Cuba Sub. Orad... 7 1 т = шо 
shares in the past, but experience has hitherto provei that Eastern Extension... .. e 1% 10 f =è #1 
there is plenty of room, in the business world, for submari Globe Tel.a отба и e e „ 
as well as for overhead work pod , пе obe Tel. апа T. Ord. де .. 10 10 16 => 631 

| erhead work. It is fair to assume that cable do. do. „Prein. 6 f A 
companies have suffered in the same way as most other Great Nerthern Tel. .. - 22 24 25 — 913 0 
industrial undertakings from the world-wide depression in F 2 t 5 3 Te 
trade, but the Stock Exchange, at any rate, entertains no Oriental Telephone Ord. ..  .. 19 12 * Dh 40 0 
apprehension as to the probability of dividends being reduced wel di rend P. Mos өт toa an BE rà "gt 
non the 10 per cent. at present paid on the ordinary stocks Western Telegraph se 3 10 10 10 m 410 
о | е Eastern group. There is, of course, always the chance Номе Капе. 

ришип which declare their dividends free of tax making Central London Ord. Assented .. 4 4 4 in d 
such an alteration as would involve payment of the dividends Metropolitan |... +. ose . Ud 4 v dt 
less tax, though this, in the case of the cable concerns, is o und Electrie Ordina ni Ni ию à zj m 
highly improbable. cable concerns, 18 Underground о Ordinary Nii Ni Н + M 

The wireless shares are none too strong, the shares of the s do. Income.. . 4 3 654 zb e 
parent company being 1/16 easi > Foreian Trams, &с, 
having shaded off e th ME at 3 1/8, the preference Anglo-Arg. Trams, First Pref 1? = 096 
шас o the same price. Radio Corporation do. do. ' 2nd Pref... NA 65 р — M 

E оп are 98. 9d and the preferred 9s. 3d. do. do. b per cent. Deb. 5 5 à = 1154 
Electrical manufacturing shares are going quietly. Th Brazil Tractions ec s |j Ма NN 20 ul n 
is not much change in the prices this week E British Columbia Elec. Rly. Pics... БВ 93, Б z a 
I UE | в this week. Electric Con- do. do. Preferred. 5 98/- 51 — 95 
divid e unaffected by the declaration of an interim do. do. Deferred .. Я 194. 63 — n 

ividend at the rate of 6 per cent. Last year the dividend f ico 4 y? Tu " wh NÀ 92 e 

the full 12 months was 10 per cent. С A А idend тог Mexico Trams. 5 рег cent. Bonds. Nil Ni 52 = - 
preference | v рег eh general Electric“ B do. до. 6 per cent. Bonds. N Ni! 46 — Ji 

N are better at 178. 6d.. while the ordinary remain Mexican Light Common. Nil Nil 10 E 
steady at this same price. British Aluminiums have hardened hg lat E . .. N 8 s пэн 
to 14s. 6d. Edisons are threepence up at 5s. 3d E t | ene do. lst Bonds Nil 5 58} +1 
debenture shed 2 points to 65, and th FFF иие MANUFACTURING. COMPANIES. í 
dte loce e Gack , e preference at 13s. 6d. Babcock & Wilcox Od. s 1 18 — 3$ т 618 

к б ritis uminium Ord, - vs 14/3 +90. A 

The India-Rubber. Gutta-Percha and Telegraph W British Aluminium · .. 10 0 о — dj 
Co., in its report for the elev egraph Works Callenders QU 8 15 15 1 - x 
3lst last, show leven months to August „ баре .. .. .. 4 gg — É 
5 „ Shows a net loss of £445,000. Ву t Campton Ord. s сз 10 10 1% -—- D” lj 

erring £350.000 from reserve and adding th y trans — корш усу n 10 — „ + 1 
brought in from last time. a credit bal g the amount do. do. Брег cent. Deb. 5 б 76 i 8 f 
is realised to be carried forward alance of 435.000 Flectric Construction .. — .. « 10 10 11824 +60. 16 0 
that a 1 А Ward. The directors state English Electrio is 53 ends 8 10/- y 6 

| very large proportion of the loss is d 19; Pret в 6 шә +й | 
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POWER FACTOR—IIL. 


By R. W. DOREY, A. M. I. E. E. 


CapiTaL outlay is not the only item influenced by low 
pcwer factor, there being the important question of in- 
creased running costs due to increased losses in the gene- 
rating plant and distribution system, and also bad volt- 
age regulation. 

The following table shows the value of current in a 
circuit with varying power factor :— 
1.0 0.9 08 0.7 0.6 05 0.4 03 


Total current 100 111 125 143 167 200 250 333 
Idle current. — U 25 43 67 100 150 %3 


At 70 per cent. power factor all current-carrying plant, viz., 
generators, transformers, switchgear, and cables, must be 43 
per cent. greater than would be necessary at unity p.f., or in 
other words, 30 per cent. of the total current in the mains is 
idle (so called wattless), but heats up all current-carrying 
plant. 

The fuel costs of an electricity supply undertaking 
шау be as much as 80 per cent. of the total running 
costs. Considerable capital expenditure will often be 
incurred in the installation of more efficient plant in 
the power station to reduce the generation cost per unit 
sent out by, say, 5 per cent., as thereby, with 80 per 
cent. fuel costs, the overall generator costs could be 
reduced by 4 per cent. of the total. Supposing the 
number of units sent out is 20,000,000 and cost per unit 
sent out .8d., then 4 per cent. saving is the equivalent 
of approximately £2,660 per annum capitalised at 10 
„рег cent. ; this equals, say, £26,000. 

The revenue of an undertaking is derived from the 
units sold and metered on the consumers’ premises, and 
therefore the losses in the distribution system play an 
important part in fixing the rate charged per unit. 
Low power factor means increased losses both inside and 
outside the generating station, and under otherwise 
equivalent conditions a system with an average power 
factor of 60 per cent. must charge more per unit than 
one with, say, 90 per cent. power factor, as the current 
flowing is as 167 to 111 (see table above); low power 
factor is therefore as vitally the concern of the con- 
sumer as of the supply undertaking. 

A consideration of the following points shows how the 
losses, and therefore the fuel costs per unit sold, are 
affected by low power factor. 


Power factor 


Steam Turbines (or other prime movers).—If the 
driven alternator is designed for 80 per cent. p.f. and 
the station p.f. is 60 per cent., it follows that the set 
cannot be run at more than 75 per cent. of full kW 
load, owing to kVA limitation of the alternator; this 
means greater steam consumption per unit, and possibly 
running, say, three sets where with high p.f. two would 
do. The losses may quite easily be increased in such 
circumstances by 2-4 per cent. 

Alternators.—The following table shows the approxi- 
mate percentage increase in excitation of modern alter- 
nators due to low power factor:— _ 

Power factor VR act "bu 0.9 08 0.7 
Per cent. excitation .. 100 106 110 112 

With the excitation value about 1 per cent. of the 
kW output of the machine, this item is not very con- 
siderable, but it all adds to the losses. 

Mains Losses.—The increase in the mains losses with 
low power factor is usually the greatest factor of all, as 
the losses vary directly as the square of the current. 
Therefore, with 70 per cent. power factor, the losses are 
approximately double those at unity p.f. 

Taking as an example, a single high-pressure feeder 
between two points with unity power factor and a cur- 
rent of, say, 100 amps., tne с?н losses are found to be 
Approximately 30 kW, or 30 units per hour; then with 
60 per cent. power factor the current will rise to 167 
amps., and the losses will increase as 100° : 167°, i.e., 
the losses would be 30 kW x 167/100" = 84 kW, an 
increase in the mains losses of not less than 180 per 
cent. The difference of 54 kW, say, for eight hours a 


day and 300 days a year, equals approximately 130,000 
units, which, at 1d. per unit, equals £540, or capitalised 
at 10 per cent., £5,400. An investigation of the reduc- 
tions of mains losses possible by improvement of power 
factor is well worthy of the closest consideration. 

Transformer Losses.—Transformer losses are a very 
considerable item in the total losses of the distribution 
system, and there are two points to consider: — 

l. The increased losses due to the necessity for bring- 
ing into circuit additional transformers to meet in- 
creased kVA demand with low power factor. 

2. The increased losses in the transformer itself due 

to low power factor. 
Thus, a load of 1,000 kW at unity p.f. could be dealt 
with by two 500-kVA transformers, and the losses would 
be about 1.6 per cent. of the kW output, 2. e., 16 units 
per hour. At 70 per cent. p.f., 1,430 kW, a third 
500-КУА transformer would be switched in, thus in- 
creasing the losses to a total of about 2.35 per cent. of 
the kW output, t.e., 23.5 units per hour. The increased 
losses are therefore approximately 7.5 units per hour, 
and in & year would be perhaps as much as 25,000 units. 
By the judicious installation of plant for the impYove- 
ment of power factor, it should be possible, in the 
niajority of cases, to reduce the losses in both generation 
and transmission by a considerable percentage. A re- 
duction of these losses must result in а lower price per 
unit sold. The important bearing of power factor, not 
only on capital expenditure but on the losses in the 
generation and supply of electrical energy, is receiving, 
and must continue to receive; increasing attention on 
the part of supply engineers. 

Is it conceivable that any supply undertaking (and 
there are such) can continue to operate on sound com- 
mercial lines with an overall power factor of 60 per 
cent., when of every 167 kVA in the mains 67 kVA is 
idle? The consumer is to blame for low power factor, 
and the consumer must be made to pay for it. | 


ELECTRICAL EXPORTS OF THE UNITED 
STATES. 


BELOW are given the values (and quantities where available) 
of electrical machinery and appliances exported from the 
United States of America during 1920, showing the principal 
countries of destination. For purposes of comparison the 
figures for 1919 are added, and notes of increases or decreases 
are made. | 


1919 1920 Inc. or Dec. 

Dynamos or generators.— Dol. Dol. Dol. 
‚ Total 5,800,000 7,796,000 + 1,996,000 
To France 182,000 615,000 — 167,000 
„Italy 344.000 245,000 — 99.000 
„ Norway m 141,000 161,000 + 0,00 
„ Great Britain ... 92.000 152,000 + 60,000 
„ Canada 775,000 700,000 — 75,000 
,, Mexico 135,000 209,000 + 74,000 
» Cuba 368,000 637,000 + 269,000 
„Argentina 111,000 71,000 — 40,000 
„Brazil 157.000 193,000 -- 36.000 
» Chile us is 66.000 315,000 + 249,000 
„ Uruguay i T 131,000 70,000 — 61,000 
„ China m: p 314,000 714,000 + 400,000 
„ Hong Kong 91,000 104,000 + 13,000 
„India 146,000 798,000 ＋ 652.000 
„ Japan 1.054.000 1,403,000 + 349,000 
,, Australia 8 er 156,000 167,000 + 11,000 
„British South Africa... 22,000 70,000 + 48,000 

Carbons.— 

Total 1.392,000 1,478,000 + 86.000 
To Italy "T 45,000 63,000 + 18.000 
Norway = 101,000 16,000 — 85.000 
,, Great Britain ... » 83,000 74.000 — 9.000 
,, Canada dt m 759,000 938,000 + 179.000 
„ Japan TEN: 18,000 182,000 + 59,000 
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Batteries.— 1919 iw 

Total Dol Inc. | VEMBER 

To Norwa 5,998,000 Dol. Ue Dec. | = | 25,192]. 
„ Great Britan ` 212,000 6054000 + бю 0 | 
al ^ , 
» Каныш 2 596.000 79,000 — 133 5 rking plugs, "P 1920 
drm 1.780.000 1 5 57,000 To Italy dd qs Dol Inc. or Dec 
i Argentina | 276,000 168000 + 5000 E Great Britain 5000 3,601,000 + Dol. 
„ China 377.000 000 + 190, Canada s % 14, 566 
" Australia В 153,000 448,000 + 11000 "m 1 s 195.000 38000 n Ru 
M Bo Zealand . 412,000 0 — 3000 „India pi 12 000 10900 t 1000 
" British India їка. О 2270 — hy з 101,000 186,000 + iu 
D Brazil п I 1.000 251.000 ci 2,000 ca ustralia 180,000 210,000 08.000 
eee 18000 cr MM оти к И a + 109000 
2 Spain 175 000 195999 UM „ British South Africa... 59000 110 00% 3 nu 
"шше i 5000 302.000 a 27,000 Meters and n wa... 35,000 119,000 + 117.000 
Fans.— | 84 000 11000 + MUN PM instruments 108,000 + an 
, О .— 23, 
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CHINA'S INDUSTRIAL FUTURE. 


A Promising Market for Machinery. 


Тнк report on the trade situation ш China“, to which 


.reierence is made in а leaderette appearing in this issue, shows 


that China is beginning to utilise ner own raw materials by 
manufacturing tor herself many of the goods which she has 
previously had to import froin abroad. Ihe standard of living 
Is rising. Ihe people have overcome tu a large extent their 
traditional dislike and suspicion of foreiguers and foreign wuys, 
and are rapidly assimilating Western customs and Western 
modes of living; consequently foreign style goods ure ceasing 
to be luxurious and becoming necessaries. 
In Mr. Fox’s opinion these tendencies will redound to the 
advantage of British trade, for the Chinese while relying more 
and more on their own industries to supply the wants that 
intercourse with foreign nations has created, will purchase, 
far more freely than they have done in the past, the better 
class of goods that they cannot produce at home. Inethe pro- 
cess of this industrial development there will be a demand 
for every description of foreign machinery and mechanical 
appliances which should keep British manufacturers busy 
for many years to come. 
The report mentions a number of rail- 
Railway way schemes in progress or in conteni- 
Schemes. plation, that which is most urgently needed 
being probably the completion of the Han- 
kow-Canton line, work on which has long been interrupted 
owing to financial difficulties and disturbed political conditions 
in the southern provinces. There is still а gap of about 270 


miles between the railheads at Chu Chou in Hunan and Hsiu - 


Chow in Kuangtung, and, owing to the hostility existing be- 
tween the governments of the respective provinces, attempts 
to continue constructional work have hitherto proved unsuc- 
cessful. It is reported, however, that a definite arrangement 
has now been arrived at for financing the continuation of the 
Hunan section to Henchow, funds to a total amount of 
$400,000 being set aside each month from the revenues of 
the Peking-Hankow, Tientsin-Pukow, Peking-Mukden, and 
Peking-Suiyuan railways, and that work will be started im- 
mediately. х 
It may be mentioned that valuable work was accomplished 
last year by а commission of railway experts, appointed by 
the Ministry of Communications. The Commission, which had 
the assistance of six foreign advisers, collected much useful 
information with regard to China's railway system, having 
particularly in view the need for devising means to standard- 
ise railway equipment. 
Ahe coal mining industry has made con- 
Coal and Iron siderable strides auring the past few years; 
Production. the reserves of iron ore are reckoned at 
| about 1,000 million tons. Under contracts 
with Japanese smelters, the latter hold options on the output 
of many of the mines in China up to a total of approximately 
1,000,000 -tons per annum, but owing to the industrial de- 
Pression in Japan since the war these options have not been 
tully exercised during the past few years. With a business 
revival in. Japan, however, the export of ore to that country 
will probably increase rapidly. At the same time the develop- 
ment of the smelting industry in China is also growing, and 
& much larger production of ore is anticipated in the near 
future. The following is a list of iron works already in opera- 
tion or to be erected within the next few years :— 


Approx. capacity 


Name. in tons. Date of opening. 
Hanyang... . 150,000 In operation. 
Ta yen 20,0000 . End of 1921. 
Penchihu с; 50,000 P" In operation. 
Anshanchan .. `... 100,000 — .. Partly in operation. 
Lungyren  .. ` .. 80,000 End of 1921. 


Yangtse Engineering 20.000 ...In operation. 
Kungch'angling 230,000 —. 1922 (2). 
hin wantao 80, 000 к 1922 (2). 
After referring to the hindrances which 
Manufacturing have occurred to development during the 
Enterprises. past two years, particularly the disturbed 
А . condition of the country and the difficulty 
T machinery, the report points out that China's 
"i ustries have by no means stopped growing, and a journey 
1 the country һу rail or river reveals the transformation 
at 18 every where taking place in her cities, which are rapidly 


E S N . P E » 
losing their inedieval appearance and changing into busy 


ex 


te Н.М. Stationery Office. 18. 9d. 


оа шо Shanghai, Hankow, Tientsin and 
and ез им ау, out in almost every provincial capital 
modern mills 4 M centre throughout the land, 
Uu In Pus actories are springing up which are turning 
past years 5 quantities articles which China has in 
1 am н to import from foreign countries. The 
eXistent, are ] ‘evelopment above referred to, though still 

‚ are less serious than they were. Communications 


— | 


cc HERENNIUM 8 
Ф [1 LI » + is > J) 8 
Situation of China.” Department of Overseas Trade. 


are slowly improving—that the Chinese have at least come to 
realise the importance of roads and road-buiiding is notice- 
able in the neighbourhood of every large town—attempte, 
spasmodic but of hopeful augury, are being made in the cotton 
and silk-producing districts to improve the quality of these 
valuable products, and the successful working of some of 
China's newest mills and factories compels the admission 
that the Chinese are at last beginning to understand the value 
of efficient organisation and honest management. 

Among the more important industrial enterprises may here 
be mentioned :— Cotton spinning and weaving mille, flour, 
vean and оп mills, iron and steel works, shipbuilding and engi- 
neering works, cement works and paper mills. 

Е During the last decade Shanghai has be- 

The Industries come а manufacturing centre of consider- 

of Shanghai. able importance, its local industries now in- 

| cluding 25 cotton mills, 16 flour mills, 15 

silk mills, paper, oil, and timber mills, cigarette, soap, and 

candle factories, a brewery and several aerated water factories. 

and five shipbuilding yards. The report contains statistical 

and other data regarding the success of the electrical under- 
taking, taken from reports of the Chief Electrical Engineer. 

к Bearing in mind what has been said 

The Import of about the growth of manufacturing indus- 

Machinery. tries, it is not surprising to find that imports 

of machinery rose from 4.6 million Haikwan 

tuels in 1913 to 92.3 million Haikwan taels in 1920. Practically, 


every class of machinery is now in demand, and it may be 


said that China's orders are only restricted by the limited 
ability of Great Britain and America to supply her wants. The 
following list of some of the principal lines imported last 
year give some indication of the requirements of this market : 
—Machinery for cotton mills, cigarette factories, flour milla 
and oil mills, boilers and engines, knitting and sewing ma- 
chines, hand and machine tools, railway materials (rails, 
sleepers, rolling stock and locomotives), telegraph and tele- 


phone materials, electric power plants (including cables, in- 
eulated wire, motors and ineters, switches and transformers), 


motor-cars, motor cycles, motor trucks and motor-car acces- 
sOrleg. | 


The increased sale of electrical materials is especially inter- Р 
esting, imports having risen from 2.3 million taels in 1918 


to 6.3 millions in 1939. Nearly every large city in China is 
either provided with an electrie installation for light and power 
purposes or is in treaty for one, and private power stations 
and small electric power planta for household use are becoming 
increasingly popular. Japan still has the bulk of the business 
in the cheaper kinds of electrical accessories, although the 
competition of Chinese lamp factories in Shanghai and else- 
where is beginning to make itself felt: British manufacturers 


ef electrical materials are now well represented in China, 


and would secure a large share of the business offering if they 


could rely on prompter shipments. Ав it is they have some 


difficulty in meeting American competition. 


Reference is made to the keen competition of the Americans: 


in the engineering trade, which is especially serious in the 
matter of the supply of locomotives and rolling stock te 
Chinese Government railways. It is reported that contracts 
have been signed by American firms which, while guaran- 
teeing delivery in from six to nine months under penalty, pro- 
vide for payment being extended over a period of five and even 
as much as seven уеагв. It is obvious that no British manu- 
facturer or merchant house could afford to grant such liberal 


terms without some strong financial backing, and the question ` 


arises whether the time has not come to consider the estab- 
lishment of an Anglo-Chinese Industrial Bank which would 
assist our manufacturers in financing large contracts invol- 
ving deferred payments. It may be noted that similar banks 
have been formed by the Japanese, French, Italians, and 
quite recentlv by the Americans. 

It is very satisfactory to note that British manufacturers 
are taking an active and intelligent interest in the China 
market, and that the reputation of their goods is second to 


none. 
eee 


The Henley Wiring System.—In view of the discussion in 
connection with the use of lead-covered wiring systems which 
has been going on for some time in our Correspondence '' 
columns, the arrival of a booklet issued by Messrs. W. T. 
HENLEY's TELEGRAPH WORKS Co., LTD., is verv opportune. 
Faults which have been reported by correspondents were 
practically all due to faulty erection, and this booklet 1s 
designed to educate or assist contractors on this important 
point. Bonding and earthing are particularly emphasised in 
an opening warning.“ Such details as fixing to various 
surfaces, stripping, and jointing, are fully dealt with, and, in 
addition, numerous wiring diagrams for ordinary and peculiar 
circuits are included. Л Е 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT, 


Readers are invited to submit particulars of new or improved devices and apparatus, whioh will be published 
if considered of sufficient interest, 


A Small Kinema Projector. 


Contact, the sales journal of the Westinghouse Electric 
and Manufacturing Co., gives particulars of a kinema pro- 
jector made by Withington-Hunting, Inc., of New York 
City, and fitted with a Westinghouse motor. The Beacon 
projector (fig. 1) is made in two models for standard or 
safety standard films, and it will project a picture the size 
of а postcard from a distance of two feet. or the usual kinema 


Fic. 1l.—Tu& '" Beacon " KINEMA PROJECTOR. 


theatre size from a distance of ninety feet. The film may be 
stopped at any time, and a stationary picture projected for 
an indefinite period without danger of fire or other injury 
to the film or machine. Such a projector. can be used to 
advantage in the windows of stores to show a continuous 
motion picture on a screen of ground glass hung in the 
window. 
| А Combined Coal and Electric Range. 

The Electrical Review (Chicago) recently published details 
of а new American cooking range designed for both coal and 
electricity. The complete appliance is about 5 ft. in height, 
46 in. long, and 35 in. wide. As will be seen from the illus— 
tration (fig. 2), the electric oven 1s mounted on the top of the 
range; this oven is 19 in. wide, 15 in. deep, and 13 in. high. 
It is lined with '' rustless ’’ sheet metal, and has light alumi- 
nium-plated racks and two heating elements. There are also 
two cooking or boiling rings in the top of the coal-fired stove. 


Fic. 2.—THe Macer “ ELECTI uCOAL ” RANGE. 


Each of the elements is connected to a three-heat switch. 
These switches are arranged in the front of the appliance, 
and both ovens are fitted with reliable temperature indicators. 
The full electrical load is 5,900 W. The range 1s manufactured 
by the Magee Furnace Co., of Boston, and is known as the 
'* Blectricoal ” range. 


An Adaptable Hot- Plate. 


. THE Tucker MANUFACTURING Co., of Cleveland, Ohio, has 
introduced an electric hot-plate adaptable to the top of prac- 

| This is а conical cast-iron piece tapering 
from 9.5 in. dia. at the top to 6 in. dia. at the bottom. A 
circular heating element is fitted in the top of this casting, 


tically any stove. 


and the Téads from this may be taken to a wall plug. 


А Reavell Air Compressor. 


The old ''crescent type of rotary air compressor 
drum or rotor with radial sliding blades rotating. eccen mi 
in а stationary casing. The principal fault of this design was A 
that any attempt to use high speeds resulted in excessive wer 7 


of the casing and, consequently, low speeds were em 19 5 ne 
Messrs. REAVELL & Co., Lro., Ranelagh Works, йс qo 

have overcome this ebjeetiom in the following way. | | P: 
^ 


Ls 


Fic. 3.— Tug RRAVRLL Rotary AIR Соири 


While the rotor and stationary casing are retained, the 
blades of the former are not in contact with the interior d 
the latter. А rotary drum is fitted between the two. Тш 
is mounted on roller bearings in the fixed end covers of the ne 
casing and rotates freely inside the casing with a wr; | Сї 
fine clearance. As shown in fig. 9, the drum is pr | #‘ 
forated and the air passes freely through these holes. Whe у: 
the rotor begins to revolve, the blades are pressed agunt | © 
the inner surface of the drum by centrifugal force, and the шл 
drum is carried round by this pressure. Owing to фер» | "^ 
sibility of running this compressor at a high speed it canw | > 
direct coupled to an electric motor or a high-speed engine. | ^'^ 
The Phenix Lighting Set. EDS 
Yet another addition has been made to the list of em | 4; 
British lighting and power sets. This is the Phenix " plut 
(fig. 4) made by the PraNix Ironworks Co., Littlbomd | — 
near Manchester. The engine is of the horizontal 5 
arranged to run on paraffin at a speed of 650 f. p. m. " 
developing from 14 to 9 h.p. Two heavy balanced flywheels an 
an efficient governing system maintain even running. 
eylinder is fitted with a removable liner which can he re 
placed when worn or scored at a comparatively low cost. 1» 
fuel tank is in the base, and paraffin is supplied to the mue 


Fic. 4.—Tar “ Рн‹тх” LICHTING SFr. » 

agneto ved 
"x de has an 

is employed. The dynamo, which is belt-driven, pa з ins 


er carburettor by a small plunger pump. M 


It is fitted wi | 

Current 18 сете т 

The switchboar bn 
F 


of 1 kW at a speed of 1.400 r.p.m. 
commutator and ring oiler bearings. 
a pressure of from 25 to 35 V. in thick. 
enamelled slate panel 2 ft. square and 1 1595 tao 3H. 
charge and discharge ammeters, a voltmeter. automatic ® ' 
knife switches, four s.p. handle-type ше osistanee, à ui 
out, an 8-point shunt-regulating switch an dien The ui: К. 
battery switch, and a 2-way voltmeter die and dynamo | М 
completed by a D. P. battery. The engm 18 in wie zn p 
mounted on в heavy cast-iron bed 6 ft. long: Ж p» Sn 
6 im. defp, ami the 1 is also "ту 
sup por ted by two cast-iron 
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. TELEPHONE LINE WORK IN THE UNITED STATES. 


By E. S. 


BYNG, 


M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL ENGINEERS.) 


IN view of the difference between the methods of telephone- 
line construction adopted in England and the U.S.A., a 


description of the essential features of the present-day practice 
in America should be of interest to British telephone engi- 
Mr. Byng's object is to place before members of the 


neers. 


очоп Tank-type Tractor hauling cable drums over mountainous country. 


The American Telephone and Telegraph Co. and its asso- 
ciated and connecting companies (commonly known as the 
Bell system) control approximately 12,600,000 telephone 
stations. In addition, there are about 900,000 stations owner 


by independent companies, not connected in any way with 


Pulling winch 3,600 ít. away (note signaller on pole). Open wires to be 
; superseded; arm temporarily lowered to avoid contacts. 


AERIAL CABLE TRANSPORT AND INSTALLATION. 


Institution observations he made during a trip to the U.S.A. 
пров some of Ше practices adopted in line construction work. 

e treatment is mainly descriptive, and, in general, no at- 
tempt is made to estimate the advantages or disadvantages of 
American methods in comparison with those adopted in other 
countries. | uu 

The author points out that America now contains about 
70 per cent. of the telephones of the world, und the engineers 
concerned have, therefore, enjoyed a better opportunity of 
developing and improving their plant methods than has been 
offered elsewhere. Their work has been carried on in com- 


Long span, with three pick-ups from auxiliary suspension strand. Open wires 


temporarily moved (to be superseded by cable). 
SPECIAL OVERHEAD CONSTKUCTION. 


paratively new cities which were growing rapidly, and among 
People who regarded the telephone not ав a luxury, but as a 
necessity of business and social life. The field, moreover, was 
left open to commercial enterprise. Telephone development in 
America was thus stimulated to a degree to which no other 


E country affords a parallel. 


the Pell system, but competing directly with it in certain 
territories. The entire country is covered by these associated 
companies. In describing American engincering and construc- 
tional methods, it is explained that. in general, an under- 
ground conduit system is adopted in all main thoroughfares 
and business streets; in the outskirts of a city and for distri- 
bution work, aerial cables are used extensively. At one time 
such cable was considered to be a transition stage between 
open wire and underground construction, but it 1s now settled 
policy, where local conditions permit, to run all long-distance 
cables aerially. The advantages and disadvantages of aerial 
cable, as compared with underground cable, are fully discussed 
by the author, who points out that many of the past weak- 
nesses of this type of cable have been eliminated, and that the 
last few years have demonstrated that where only cables are 
carried, the route is practically immune from storm, damage. 

The methods of constructing underground conduit and of 
laying underground cable are explained, and it is remarked 
that American engineers consider that no kind of lubricant 
forms an effective preservative against. chemical or electro- 
lvtic action on the lead sheath of cable. The advantages of 
the American block '' system are briefly mentioned to show 
that the system is an exceedingly flexible опе. and that, 
after completion of the main scheme, telephone service can be 
readily supplied to anv house in the biock at a small cost. 
Motor transport is much more largely used on telephone work 


Trench. Excavation Machine, showing digging prongs on periphery of 6-ft. 
wheel. 


'" DITCHING ' MACHINE. 


in the U.S.A. than in England because it is cheaper. The 
New York Telephone Co., for instance, has a fleet of over 
1,000 vehicles of various descriptions and a staff of 250 en- 
gaged on maintenance and repairs. Nevertheless, the com- 
panies are satisfied that the expense 18 fully justified by the 
resulting improvement in efficiency. The high rates of pay 
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in America have necessitated the use of many labour-saving 
appliances, amongst which are excavating machines for trench 
work; a modified farmer's plough for filling in trenches; con- 
crete mixers; tamping machines; pole hole excavators; pole 
erectors; pumps; air-driven drills; trucks carrying derricks 
or shear legs; and trucks to carry cable drums and power 
winches for drawing in cables. 

With regard to maintenance, the author says that through- 
out the associated companies in America there appears to be 
а keen spirit of '' service first," so that the public shall have 


practice of boiling-out all cable joints tends io delay 4 com: 
plete cable breakdown from any other cause than mechanical 
injury. 


As а rule the provision of spare conduits is on А liberal scale 


and a small stock of each size of cable is usually available in 
the vicinity of the main routes. | 
thus able to introduce a new length of cable into a duct adja- 
cent to the one containing the faulty cable and change over 
the circuits within a few hours of a warning being given. 


e construction gangs are 


There is one feature which might be emphasised in en. 


Lighting and power wires are carried on the upper arm, 48 in. above the telephone cable. 
t x top ’? + 
COVERED ** DROP-WIRE " DISTRIBUTION FROM AERIAL CABLES ON " JOINT-USE ’’ POLES. 


no legitimate ground for complaint. Under pre-war condi- 
tions the time taken for clearing faults in large cities was 
reduced to an average of about two hours per fault. This was 
made possible by the concentration of all testing and localising 
apparatus in one central office. When a fault is reported the 
test clerk at the exchange concerned telephones the details to 
the central test-office and connects the faulty line to a junc- 
tion between the two offices. Necessary instructions are con- 
veyed by means of loud-speaking telephones fitted at several 
parts of the apparatus floor of the exchange concerned. If a 
fault is outside the exchange. details are passed on to the 
fault-distribution officer, who is in telephonic communication 
with all the linesmen. Each large building, block, or group 
of blocks, is considered for mainten— 

ance purposes as a unit under the con- 

trol of one man. The distribution officer 

has a large-scale map of the territory on 

the wall, with а small hook placed in 

the centre of each maintenance section. 

А ticket showing details of each current 

fault in this section is placed on the 

hook so that the necessary instructions 

can be given to the responsible lines- 

man. Instrument faults which cannot 

be quickly remedied on site are dealt 
with by changing the instrument, the 

defective one being handed over to 
mechanics for repair. 

Linesmen are provided with motor 
cycles or even small cars, when their use 
can be justified, to enable them to deal 
with long-distance subscribers’ line 
faults. The section linesmen are also 
furnished with an exchange telephone 
at their private residences. so that thev 
may be called out аё any time in case of 
emergency. 

Breakdowns of telephone line plant 
due to heavy sleet storms are now being 
considerably reduced by the more ex- 
tended use of cable instead of open wire. 
As mentioned earlier, there is little 
danger of an .overhead route being 
brought down when carrying cable only. 

As it is not customary to impose pres- 
sure-tests upon completed cable works, 
or to use desiccators for raising low 
cable insulation, it might be expected tbat the maintenance of 
underground cables suffers in consequence. In practice this 
is not the case. In the central testing-offices careful records 
of all faults in underground cables are kept, and, if more than 
two or three pairs have to be changed over in the same cable 
for the purpose of clearing faults, suspicion is aroused and 


the necessary localisation tests are at once made with a view 


to determining the cause of the trouble. In this way incipient 
faults are generally detected and remedied. The universal 


Jon truck with racks for ladders, partitions for small stores. and se 


MOTOR TRANSPORT ror OVERHEAD CONSTRUCTION GANG. 


nection with telephone construction work in the States. When 


the speed at which the work is carried out was first realised, 
it was imagined that the quality of the work would nees 
sarily suffer. However, this was not the case. There sre 


several reasons for this unexpected combination of high quality 


and rapid output. The ready acceptance of machinery ani 
labour-saving devices by the working man, and the fact that 
they have been used to their full capacity, have been con 
ducive to high efficiency. Trade unionism exists to sure 
extent, but there is no desire to hamper output. Li 
readily accept any suggestion for speeding up the work, а 
they believe it will be to their advantage to reduce coste: n 
consequence it has been possible to place the majority of tee 


archlicht for nigh! work 


Р ies ratte 
phone workmen on the staff of the various comfy age 2 
than cn an hourly basis. They receive a роо пев, ред? 
enjoy privileges with regard to holidays, ч other importa 
&c.. which attract a good class of man. hi her grades » 
point is the prospect of. promotion to the js р 67 
all ranks. It is а fact that any position n it Amongst 9X 
is open to anyone who becomes qualifled for ‘aki jy; 00 
jointers are men who have graduated in à ntent to ns 
have started at the bottom but are not co 
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details, said that vitrified clay соп- 


. at Ludgate Hill, illustrating the difficul- 


vol. 89. Ко. 2,296, November 25, 1921.] THE ELECTRICAL REVIEW. 729 


there. The actual hours worked are not long, but while the 
men are on duty they work hard and well. 

о the instances of rapid work quoted by the author 
are the following :— 

‚ Four miles of full-size cable, contained on 44 drums, drawn 
into а duct by 20 шеп, who performed the complete work of 
installation in 10 hours. 

On a subscribers' cable the more experienced men can joint 
150 pairs an. hour, completing a 600-pair 10-lb. cable joint in 
an eight-hour day. Over 100 pairs an hour is usual. 

The '' ditching machine can cut а trench 19 to 94 in. wide 
in a country road at the rate of 7 ft. per minute. 


Two men (driver and operator) with 3-ton truck, boring pole-hole. 


Major Brown, referring to the waxing of cable ends, said 
that 1t was the standard practice of the Post Office, but con- 
tractors were allowed to dispense with it if the standard in- 
sulation was obtained. Four large cable contractors did not 
boil out the joints, and did not use wax; the use of wax was 
attended with certain dangers from fumes and fire risk, and 
delayed the work. The Post Office had found wax useless for 
testing plumbed joints. 

Mr. A. Morr referred to the value of subways for cables 
under streets; they were used in Paris, and in the newer 
London streets, and should always be provided when streets 
were being rebuilt. i 


Auger tilted for boring stay -hole; note“ never-creep "" anchor plate and rod. 
8 & P P 


PoLE-HOLE EXCAVATING MACHINE. 


The tamping machine delivers 30 blows a minute (159 lb. 
dropped 4 ft.) whilst travelling at 3 ft. per minute, and does 
the work of 10 men. 

A pole-hole 6 ft. deep and 18 to 24 in. in diameter can be 
excavated in three to five minutes by the mechanical auger. 
The author saw three men erect 45-ft. poles in a back-alley, 
boring the hole in 4} minutes and planting the pole ready for 
tamping in 64 minutes. When the holes have been excavated 
and the poles laid out in advance, 25-ft. poles can be erected 
at the rate of 40 per hour. The record is 300 poles in an 
-hour day by nine men with one 3-ton truck. 

Cable is normally drawn in at 50 ft. per minute. 


DISCUSSION IN LONDON. 


Sir ANDREW OGILVIE said that the organisation of the 
American Associated Companies at headquarters мав 
unparalleled elsewhere in the world; 
some 1,300 men were employed in re- 
search work. Glass insulators and 
wooden pins were not suitable for this 
country, where the climate was far more 
adverse to telephone work than that of 
the United States; and it would be diff- 
cult to install loading coils on overhead 
lines here. The Jabour-saving devices 
shown by the author should prove useful 
here also, and the use of overhead cable 
also appealed to hun. . 

Mr. A. GIBBON, discussing practical 


duits were embedded in concrete as an 
insurance against external injury; self- 
aligning ducts had been laid here suc- 
cessfully without concrete. He showed 
some views of work on a line of 56 ducts 


ties met with owing to the presence of 
numerous pipes, &с. | 

Mr. J. M. SBAcELETON said that in 
British practice earth wires were not 
now used on pole arms, and they might 
perhaps be dispensed with altogether. 
Poles were not planted here at the rate 
attained іп the United States. Не 
pointed. out that single-way ducts en- 
abled the formation of a nest of ducts to 
be varied to avoid obstructions. A | 
satisfactory leading-in cable had not yet been devised. 
Mr. Frank Оти, said that glass insulators were used all over 
North America and in other parts of the world; in some parts 
of the United States the climate was as bad as in this country. 
American glass insulators worked well in France during the 
war, and were worth studying for use bere. Aerial cables 
must have a suitable eheathing—not pure lead. 


Motor truck with Derrick, iowering lt. pole 
into hole. 


PoLE ERECTION. 


the labour-saving devices described. by the. author. Не was 
inclined to doubt some of the figures given for the rate of 
jointing and erecting poles. The use of large overhead cables 
in the United States was noteworthy, but there the engineers 
had runs of many miles without trees or other obstructions; 
here the roadsides were frequently bordered with trees, and 
many towns and villages were traversed, so that it was better 
and more economical practice to lay the cables underground. 
Labour-saving machines had been tried here, but gave dis- 
appointing results: a gang of labourers could do the work more 
cheaply. 

Mr. J. E. KiNasbURY, referring to the statement that the 
American Telephone & Telegraph Co. controlled about 
12,600,000 telephone stations, explained that so far as concerned 


Hole excavated һу earth borer in stony subsoil; and 
fleet of transport vehicles 


Ноге EXCAVATION. 


the associated companies, the ‘ control " was technical not 
‘nancial. Obviously it was impossible to connect up other 
companies’ systems unless their lines. and equipment were 
maintained at the same standard of efficiency as those of the 
company. | ЧИ : 

Mr. Вухо, in reply to the discussion, insisted on the accuracy 


of the figures given for the rate of work, which he had per- 
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sonally verified. The high speed was due partly to the efficient 
training of the jointers' mates. Не had timed a pair 

jointed in 20 seconds; 150 joints were made in an hour, and 
175 could be attained. It was found impossible to reach such 
high speeds in this country. though if it could be done the 
same wages would gladly be paid (an American jointer was 


CABLE VAULT AT EXCHANGE. SHOWING RACKS FOR SUPPORTING 
CABLES. 


paid $1 an hour, say, 6s.). He had seen a hole bored by the 
machine in four minutes, and the pole erected in two minutes. 

The use of unsightly poles in the United States was due to 
the low cost of local timber. Here the poles had to be im- 
ported, at considerable cost, which enabled them to stipulate 
for straight and knot-free poles. 


THE ART OF SALESMANSHIP. 


Tue first of the series of lectures organised by the British 
Electrical Development Association, for the discussion of the 
various phases of electrical salesmanship, was held at the 
rooms of the Chartered Institute of Patent Agents, London, 
on October 18th. Mr. S. T. ALLEN (the president of the 
I.M.E.A.) occupied the chair. | 

The CHAIRMAN, opening the proceedings, pointed out that the 
meetings were to be quite informal, The conferences, he 
said, һай for their object the bringing together of persons 
interested in the sale of electricity or electrical material and 
appliances, and the promotion of discussions dealing with the 
various aspects of load building and salesmanship. It was not 
intended- that the conferences should in any way replace the 
work of- existing organisations for discussing the technique of 
the business, but that they should concentrate on methods of 
popularising the use of electricity, and presenting the advan- 
tages of electrification to the consuming public. 

А paper was then read by Mr. Е. H. Freeman on Sales- 
manship in Wiring and Installation Work," in which he gave 
some valuable. information and hints to those engaged in the 
solicitation of orders for this work. Не limited his remarks 
to the case of the smaller user, i.e., the occupant of the villa 
With a rent of from £50 to £100 per annum. To-day, said the 
author, no опе seriously disputed the pre-eminence of electric 
lighting ; the only effective objections raised were the first cost 

| the installation, and, less frequently, and less definitely, the 
higher working cost. Canvassers should be able to meet these 
objections, and should not be discouraged because they exist. 
Most of the larger houses were probably already converted to 
electric lighting, but in the case of the smaller houses a further 
complication existed. because so many of them were not owned 
by the occupants. An endeavour should be made to ascertain 
where the tenants had become the owners, and then to 
approach them with regard to wiring. Architects were con- 
: vinced of the superiority of electric lighting, and therefore the 

arguments which might be used with the owner would be 
equally effective with the architect, who would usually be the 
medium for transmitting them to the owner of a new house. 
The author classified the usual objections to electric lighting 
installations under three heads, namely : (1) capital cost; (2) 
in the case of old houses, the anticipated damage to decora- 
tions and the general disturbance: and (3) the supposed 
heavier running costs. The first was undoubtedly the most 
important and most difficult, but it was desirable to persuade 


the owner to look at the matter from other points of view 


probably not involve an extra expenditure of more 


than that of the cost. Electric lighting installations would 
than 2 or ; 
per cent. of the cost of the house. The canvasser should Vh 
sufficient knowledge of the value of the house under considers. 
tion, and of the approximate cost of the wiring, and another 


point to: which attention might be given was that of labour 


saving. Once the possibility had been considered by the hous 
owner further arguments could be introduced, such as that of 
the saving which would be effected on re-decorating. If the 
canvasser could collect actual examples in his own neighbour. 
hood he should certainly do so. In one example, with which 
he was familiar, 16 was found that the whole cost of the wiring 
was more than covered within three or four years by the saving 
effected in re-decoration. One such example, with actual 
игез, would carry more weight than an hour's general talk. 
ing. There were other arguments, such as that of general 
convenience. The ability to switch on a light without fumbling 
for matches was always deserving of mention, particularly ií 
the more extensive use of two-way switch controls were put 
forward. The use of a gas by-pass might be mentioned as a 
counter argument, but this entailed an appreciable consump. 
tion of gas in a year. The absence of dirt and smell, and the 
fact that electrical apparatus could be used in any room 
required should be emphasised. By this time the prospective 
consumer should be getting sufficiently interested to want 
more. definite details of cost, and in this connection it was a 
great mistake to suggest too low a cost. The canvasser should 


‘consider how much he could possibly persuade the consumer 
to hug, and include everything he thought ought to go in. 


He should include two-way switch controls for the staircases 
and the hall, and possibly for bedrooms; recommend extra 
plugs, хс. Such items could be cut out later if the cost was 
really prohibitive, but first the canvasser should try to get 
them considered. It was much better to let the purchaser cut 
them out if he insisted than to let him adopt a cheap, and 
possibly incomplete, scheme, and then add the extra items one 
by one. He would in the long run be better satisfied with a 
scheme that might cost £50, and was ultimately cut down to 
£45, than he would with one quoted at £20, eventually run- 
ning up to £40. As to dainage to decorations, the author had 
found a short sample of surface wiring material in his pocket 
to be a great help ш some cases. А foot length of wood casing 
or twin lead wire neatly painted white, which could be placed 
against a door frame, or along a skirting board, so that its 
inconspicuousness could be demonstrated, was often а very 
convincing argument. Other samples, such as a sunk switch 
recessed into a wood block for the more important rooms, als 
had their value. The owner's convenience was also to be con- 
sidered when carrying out the installation work. The objec: 
tion with regard to supposed heavier running costs was, 
except in а very few districts, a futile objection, and mos 
canvassers could easily obtain a few examples of costs of light- 
ing by gas and electricity, which should convince any pros 
pective customer. Having met the usual objections raised. 
other arguments included the reduced risk of fire; the entire 
removal of all possibility of explosion; general convenience; 
comparative economy and simplicity of maintaining lamps 
instead of mantles, and their longer life. As soon as a telling 
argument was found for the particular customer аш 
should be given to it and kindred points. Although E 
canvasser need not have ahy intimate knowledge of actus 
wiring work he should have a general knowledge of vend 
ject. The relative advantages of tubing, casing, an in 
covered wiring; the amount of light required for a room; я 
points for and against lighting by pendants, brackets n p : 
able lamps, were all matters he should study. Finally, dei 
author pointed out that the canvasser's job was not fini 
when the order was booked, or even when the installation Me 
complete. Periodical visits should be made to ensure : 
everything was satisfactory, and, if possible, a man 
contract could be fixed up for a yearly test and d dii 
Even if only a nominal charge were, made for this, whic s" 
not in itself рау, it was good business, as further orders co 
be booked. id жі 
In the discussion’ which followed a great deal was i К 
regard to the relations between wiring contractors ап aii 
authorities, and a number of speakers testified to the 11 
relations which existed between the two as a ше with 
appeals were made for more co-operation and sympa ек 
regard to canvassing householders in new roads, the life the 
of obtaining a sufficient number of consumers to Jus e 
laying of supply mains was referred to. Whilst orbe in 
tractors asked for more help from the supply aut ^ horilie 
this connection, the representatives of supply au tractor 
pointed to the financial position, reminding the КО ambe 
that unless they were able to foresee that a reasona "ble he 
of householders would take electricity it was not 199 Ha 
Chairman himself pointed out that canvassers 5 ou ШП 
themselves acquainted with the position of existing m | 
and with the methods of the supply authorities. pas 
speaker said that too much must not be left to the соп "E 
with regard to new roads. because whereas they “he supp 
comparatively sinall profit from wiring premises, here won 
authorities were getting a greater benefit, in that there 
be a perpetual income. "T 
A point raised by Mr. H, T. Young, а contractor, m fo 
when a prospective customer had been given an e wer est: 
wiring he would go to other contractors and gef ai 
mate. The result was that the job would be done с 
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house probably wired with flexible cord, and there was risk of 
fires. This led hin to draw attention to the methods of insur- 
ance companies, Which passed jobs that were really dangerous. 
The only real way to get over the difficulty was to register con- 
tractors, or to make the rules of the Institution of Electrical 
Engineers compulsory, and he asked that something might 
be done in this direction. 

A speaker suggested that there might be two or three 
standard grades of wiring. With the cheaper grades the con- 
tractors who did the wiring should follow it up and see that 
it did not get so worn as to be dangerous. 

The suggestion with regard to getting a prospective cus- 
tumer to consider as much apparatus as possible, and then cut 
it down if necessary, was questioned by one speaker, whose 
experience was that if а шап were willing to have two or three 
lights in his drawing room, and make provision for further 
lights, that gave the canvasser a right to see hin again, and 
gradually build up a load. If, on the other hand, ‘he can- 
vasser wanted to install too much, the customer would become 
suspicious. 

Many schemes which had been adopted by canvassers were 
recounted.” For instance, a representative from a borough 
near London said that the whole borough was divided into 
three sections, each section having its own representative. 
They concentrated at first on increasing the number of con- 
sumers on existing mains. The literature prepared by the 
E.D.À. was used, and each prospective consumer periodically 
received a pamphlet. Each house had a card, which contained 
information as to the method of lighting used, the approximate 
eost of that method of lighting, Xc. It was useless to go from 
door to door without first creating interest by sending out 
suitable literature. 

Mr. W. A. Силотт (Jackson Electric Stove Co.) described 


how he had furnished a house, had it wired, and fitted up, 


with electrical apparatus, and given a practical demonstration 
of what electricity could do. ЈЕ was necessary to let a man 
handle the class of goods one wished him to get familiar with. 
It was shown that a successful canvasser must be technical, 
have a keen commercial sense, and a good knowledge of 
general economics. Не must not tell a householder that a 
certain apparatus would cost a certain sum for so many hours; 
he must talk in averages, and give the customer an idea as to 
how much it would cost per week. He must have regard to 
his competitors, and, if possible, learn their methods. 

One suggestion which met with general approval was that of 
organised advertising on behalf of the industry as a whole 
through the E.D.A. If the Association were supported it 
could carry on a publicity campaign in the daily Press, and 
insert large advertisements periodically. The opinion was 
expressed by one or two speakers that curcularising did not 
pay, and in one case a showroom had been opened, but had 
to be closed down for the same reason. Ihe business did not 
come to the contractors in the same way as in other industries. 
As to the literature issued by the E.D.A., which was regarded 
as valuable, representatives were advised to read it and 
inemorise 1t, as well as sending 16 out to prospective customers, 
so that they would always be up-to-date. 

At the close of the discussion Mr. J. W. ВЕАССНАМР said the 
Association had been selling a great deal of literature, and he 
would be pleased to send samples from stock to any applicant. 
He also wanted the literature to be looked upon as a sort of 
guide to canvassers. 


THE PACIFIC CABLE BOARD. 


ANNUAL REPORT. 


Тик report of the Board for the year ended March 31st, 1921, 
shows that the surplus receipts have been employed in 
strengthening the reserve and renewal fund, and in improving 
staff superannuation arrangements. The receipts amounted 
to £633,543: the net trattic receipts (4620, 051) fell short by 
£22.806 of those of the previous year, but the decrease was 
not so considerable as was anticipated, due mainly to the fact 
that the cable facilities by other routes were curtailed for 
several long periods during which the Board’s route carried 
the whole or the major portion of the Australasian business. 
There was, however, towards the end of the year, a pronounced 
falling off in the total volume of traffic. In consequence a 
sufficient margin of carrying capacity was created to enable 
the Board to reinstate the cheap week-end service. 

The expenditure, £543,171 (excluding special appropriations), 
exceeded that of the preceding vear by £54,314, and the gross 
assets of the reserve fund on March 3156, 1921, amounted to 
£1 487,338. 

The Svdney-Auckland cable was out of commission for а 
day, and the cable between Bamfield and Victoria was inter- 
rupted fron November 27th to December 19th, 1921. 

Neither interruption had апу serious effect upon the traffic, 
since alternative routes were in each case available. 

One of the Board's senior electricians, Mr. К. C. Cox. has 
spent much time in perfecting several important inventions. 
[he Bourd pays rovalties for the use of Mr. Cox's patents, 
and in addition recently granted him a gratuity. 

For several reasons the Board considers that the duplica- 
tion of the Pacific Cable has become a matter of urgency. 

Various projects for carrying out the desired duplication 


have been examined by the Board. Definite proposals were 
made which could be carried into effect without any financial 
assistance from the Partner Governments as the Board's re- 
serve tund is now capable of providing the necessary resources. 
Ihe scheme has received the approval of some of the Partner 
Governiuents, and the Board hopes that their unanimous 
assent шау be obtained at an early date. 

Ihe landlines in Canada leased by the Board from the 
Canadian Pacific Railway Co. worked well during the year. 
leases of the lines between Montreal and Bamfield and be- 
tween Vancouver City and Victoria, have been renewed for a 
further period of 10 years without any material alteration iu 
the general ternis. Through working between Halifax and 
Bamneld for traffic served by the Imperial Cable has continued 
throughout the year with complete success. 

The service on the landline between Melbourne and Sydney, 
Which is operated by the Board's stati, was generally satis- 
factory throughout the year. 

Ап extensive building programme has been undertaken оп 
Fanning Island, the cost of which is estimated at £12,000. 

The new otlices at Sydney were expected to be available for 
the Board's occupation in October, 1921. 

Ihe Board's cable maintenance vessel Iris was поё 
called upon to undertake any repair operations on the Board's 
system during the year, but she was commissioned on four 
occasions under charter to other Administrations. 

During the year under review Ше Hon. Sir Thomas Macken- 
zie, G. C. X. G., who had been а member of the Board since 
October 1912, and the Right Hon. Andrew Fisher, P.C., 
whose association. with the Board dated back to February 
1916, retired from their respective offices of High Commis- 
sloners for the Dominion of New Zealand, and the Common- 
wealth of Australia, and their places on the Board were taken 
by Colonel the Hon. Sir James Allen, K.C.B., and Mr. М. L. 
Shepherd, I.S.0., respectively. 

During the year over 7,700,000 paying words of Interna- 
tional trafic (i. e., traffic other than local trathc between 
Australia, New Zealand and the Pacitic Islands) were handled. 
This was approximately 1,350,000 words less than the total 
during the previous year, when more than 9,000,000 words 
were carried. In addition to the international tratlic, approxi- 
mately 2,000,000 paying words were carried during the year 
between Australia and New Zealand and between those 
Dominions and the Pacific Islands. This was approximately 
250,000 words in excess of the 1919-20 figure. ‘The ordinary 
international traftic showed a decrease of more than 500,000 
words, while the deferred ordinary and the Press traffic each 
showed an increase of more than 300,000 words. There was 
a diminution of nearly 1,200,000 words in the Government 
traffic, the total handled being less than half that transmitted 
during the previous year. 

The service of week-end telegrams between the United 
Kingdom aod Canada on the one hand and Australi and 
New Zealand on the other was reinstated early in 1921. This 
class of traffic is carried across the Atlantic by the Imperial 
Cable only, the other Atlantic cable systems not baving re- 
introduced the service vet. ‘The only pre-war services which 
had not been reinstated at the end of the year were :— 
The deferred ordinary service between the United States 
and Australia and New Zealand, and the deferred Press service 
between the United Kingdom and Canada on the one hand 
and Australia and New Zealand on the other. И 

The Board made arrangements to reinstate the deferred 
Press service from August Ist, 1921, and it hopes in the near 
future to be able to re-introduce the deferred ordinary service 
with the United States. 

The tariffs Ьу the Board's system for traffic exchanged 
between. the principal Continental countries and Australasia 
have been assimilated to those by other routes. Previously 
the Board's rates were generally higher. 


“A Tug of War.“ — X correspondent. writes:“ I was 
recently present at a perfectly delightful verbal contest. The 
two principals Were local serap-metal merchants, one a Jew, 
the other a Welshinan. А large Government factory was 
being sold piecemeal, and some of the“ lots " were valuable 
electric cables that traversed underground conduits connecting 
various parts of the factory. By mischance the ends of one 
length, about 300 ft., had been marked with different lot 
numbers. After bidding savagely against one another the 
Jew become the possessor of one end, whilst the other was 
knocked down to the Welshman. The rivals now turned 
their attention to the task of extracting the cable by attach- 
ing wire ropes to the ends and hauling on a winch; inter- 
vening buildings obscured the view of the parties. А tug 
of war was soon in progress, and both parties strained at 
their winches, but, naturally, the cable would not budge. 
Then the Welshman's wire rope parted, and a new one had 
to he fitted. . 

The Jew, delighted at the sudden release, spurred his men 
to fresh efforts, and the cable was out in no time. Mean- 
while the Welshman had fitted the new rope and prepared 
to fasten it to his end of the cable, but lo! it had vanished ! 
Fifteen seconds later he bad found it. The verbal contest 


was thrilling.” 
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NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Srri0n-Jones, O’DELL AND 
SinvieNns, Chartered Patent Agents, 285, High Holborn, London, W. C. 1. 


1921, 


28,897. Electric transformers." Н. A. T. Packford. October 31st. 

28,922. Alternating current electric signalling devices.“ L. J. Rich. 
October Elst. 

28,927. Electric water-heaters." Н. E. P. Baden and Electro Heater Co. 
October ЗІМ. 

28,929. Electric irons.” J. Wilson. October Jlst. 

28,935. Electrice connection plugs and sockets.“ А. E. Brewerton. Nu- 
vember Ist. 

28.963. Bracket arm hangers for supporting trolley, &c., electric wires.“ 
А. T. Craston and S. T. Quilliam. November Ist. 

28,984. Electro-magnet for magnetising permanent V magnets." A. T. 
Scorey. November lst. 

28,085. '' Switch for changing from parallel to series two electrical windings 
ог lamps." A. T. Scorey. November Ist. 

29,001. Electric inspection lamps." Bi- Jet Co. and F. L. Sharpe. Novem- 
ber Ist. 

29,010. ‘‘ Closed circuit relays." Siemens & Halske Akt.-Ges. November 
Ist. (Germany, December IIth, 1920.) 

29,017. House service, &c., fuse boards." Callender’s Cable & Construc- 
tion Co., Lid. November Ist. 

29,022. ** Thermionic valves." W. R. Bullimore. November lst. 

23,084. ''Fittings and couplings for electric conduits.” B. L. Myer. 
November 9nd. 

39,091. '' Telephone system for railway trains." H. W. Hudson. Novem- 
ber And. 

29,099. “ Electric terminal." J. E. Nelson. November 2nd. 

29,116. '' Means for audibly signalling upon sounds being reproduced in a 
telephone receiver." F. W. Hampshire. November 2nd. 

29, 117. Electric heating arrangement.“ I. J. Moltke-Hansen. November 
2nd. (Norway, November 3rd, 1920.) 

29,129. Controller gear of electric tramcars, &c., for sanding the rails.” 
J. F. Smith. November 204. 

29,133. Electric batteries. C. Kendall and Ihree Star Accumulators, Ltd. 
November 2nd. 

29,139. Storage batteries. F. C. Grund and Three Star Accumulators, 
Ltd. November 2nd. 

29,140 Batteries for miners’ lamps, &c." С. Kendall and Three Star 
Accumulators, Ltd. November 2nd. 

29,142. '' Telephone systems." J. E. Pollak (Siemens & Halske Akt.-Ges.) 
November 2nd. i 

29,143. Electric heating devices," К. E. Dickinson. November 2nd. 

29,164. Electric-spark indicators." I.. Poulsen & Co. November And. 
(Denmark, September 15.) 

29,165. '' Wireless receiving systems.“ Ges. fur Drahtlose Telegraphie. 
November 2nd. (Germany, November 24th, 1920.) 

29,167. '' Arrangement of antenna for influencing high-tension conductors, 
&c." Dr. E. F. Huch Ges. and K. Schwarz. November 2nd. (Germany, 
November 2nd, 1920.) 

, 29,180. Power generators." E. C. Collins and E. S. Grece. November 
And. ` 

29,224. '' Electric switches." T. McClelland. November 3rd. 
ae "Brake mechanism for electric lifts, &c.” О. Ellefsen. Novem- 

ar 3rd. 

29,256. '' Electrical intercommunication telephone sets.” 
November 3rd. 

29,269. Compression device for transformer windings.” 
Svenska Elektriska Aktiebolaget. November 3rd 

39,292. '' Submarine signalling." R. 
States, March 23rd, 1918.) 

29,309. *'' Circuit-breakers, switches, &c., for ignition systems for internal- 
combustion engines." R. F. Cerrito. November 3rd 

29,310. Means for varying intensity of illumination of road - vehicle electric 
lamps." J. Н. Runbaken and W. Torrance. November 3rd. 

е `* Sparking plugs." J. Н. Runbaken апі W. Torrance. November 
dr. 
29,321. '' Electric discharge tubes.“ Naamlooze Vennootschap Philips’ 
Gloeilampen-fabricken. November 3rd. (Holland, November 10th, 1920.) 

29,322. '' Manufacture of ionic valves." Naamlooze Vennootschap Philips’ 
Gloeilampen-fabrieken. November 3rd. (Holland, November 10th, 1920.) 

29,327. '' Resilient rods or shafts for cleaning tubes, &c., laying electric con- 
ductors, &c.“ E. A. Ward. November 4th. 

а Combined electric heating radiator and fan." F. Barber. Novem- 

Y 4th. 

29,351. '' Electrically-controlled locks." W. E. Knorr. November 4th. 

29,381. ''Connecting-devices for electric conductors." А. H. Tadman. 
November áth. 

29,388. '' Means for supporting telephone transmiters, &c." E. A. Graham. 
November 4th. 

29,989. '' Adjustable electric resistanecs." E. A. Graham. November 4th. 

29,390. “ Electric motor-driven diaphragm horns." E. A. Graham, A. C. 
Brocklies, and W. J. Rickets. November 4th. 

29.394. Coupling for tramcars, mining trucks, &c.“ J. Williams. No- 
vember 4th. 

29,395. '' Apparatus for cooking wafers, &c., electrically." Carr & Co., 
Ltd.. and К. Greenweod. November 4th. 

29,408. “ Ventilating systems for dynamo-electric machines." L, Dunker. 
November 4th. 

29,414. '' Arc lamps, &c." Н. C. Н. Braun. November 4th. 

29,418. “Oil indicators of internal combustion engines for controlling igni- 
Lr circuit." A. G. Benstead and Rotax (Motor Accessories), Ltd. November 
t 
29.428. Wireless transmitting systems." P. О. Penersen. November 4th. 
(Deranark, November 18th, 1920. 

29.429. Means for indicating presence of fire-damp, &.“ Ges. fur Draht- 
lose Telegraphie. November 2nd. (Germany, November 24th, 1990.) 

29.431. “ Impulse-transmitters for automatic, &c., telephone systems.“ J. 
Berry and Siemens Bros. & Co., Ltd. November 4th. 

29,439. '© Sparking plugs." G. Hoile and London & Hull Shipping Co., Ltd. 
November 4th. 

20. 446. Electrically-driven vehicles." G. Meyfarth and Soc. Anon. des 
Ateliers de Secheron. November 4th. (Switzerland, November 30th, 1920.) 

20. 67. Device for packing and carrying bulbs for wireless telegraphy.” 
A. Astley. November 5th. f 

29,483. '' Electric water-heater." T. R. Creſſeld November 5th. 

29,489. “ Miners’, &c., electric lamps." E. A. Hailwood. November 5th. 

23,490. “ Miners’ &c., electric lamps." Е. A. Hailwood. November 5th. 

29.491.“ Electric lamps.” E. A. Hailwood. November 5th. 

29,510. “ Printing from electrotypes.” 
(France, November 5th, 1920.) 

29.512. Stator and rotor alternating-current synchronous motor." F. 
Contell. November 5th. 

29,515. '' Protective devices for electric circuits." G. E. Gittins. 
politan-Vickers Electrical Co., Ltd., and J. S. Peck. November 5th. 

29.520. Enabling railway running rails to be utilised as current ralls.” 
Н. W. Jackson and E. Scutt. November 5th. 

К е '* Electrically-operated stippling-pens." F. C. Adams. 
uth. 

29.536. '' Machine for shaping combustible cores of ignition devices." Н. 
Grossmann. November 5th. (Switzerland, June 6th.) 

29.540. '' Voltmeters and ammeters." A. Chinn. November 7th. 


29.558. Portable electric lamps." W. R. Crowe. November 7th. 


29,559. “ Dvnamo-electric machines for electric lighti 
3, \ 2 P tin sets 
vehicles, &c." H. Foxton. November 7th. P j 


J. A. Romer. 


Allmanna 
(Sweden, March 8th.) 
A. Fessenden. November 3rd. (United 


E. Boudreaux. November 5th, 


Metro- 


November 


for motor 


29.579. Commutators of electric ignition systems.” A. 

Р. S. Talbot. November 7th. d Н. Caley and 
29,981. * Lightning, &c., arresters for electric conductors.” W D. 0 
and Reyrolle & Co., Ltd. November 7th. 8 
29,587. Means for magnifying effects of small efforts for t „ ge 
A. Orling. November 7th. elegraphy, &. 
к 23.00. Electric lighter." L. Lorrain апа R. Vinolto (Lorrain). Novem. 

er (th. 
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PUBLISHED SPECIFICATIONS, 


Тһе numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


A919. 
32,834. '' Traction systeins for elevated cable ways." R. E, Phillips (S. A 
Rogers). September J0th, 1920. (170, 602.) | i 


1920. 

10,204. '' Radio-telegraphy signalling systems.“ W. J. Mellersb-Jackson 
(A. Iaylor). April 12th, 1920. ES 

11,277. Telephone sets." ictograph Products Corporation. August 9], 
1917. (142, 126.) zia a gust ы, 

11,842. * Electric switch fuses.” W. A. Legge. April 29th, 1920. (170,612) 

12,203. '' Electrodes for electric batteries and accumulators.” A. Pouchain. 
May 3rd, 1920. (170,614.) | 

12,264. '' Negative electrode for electric accumulators." А. Pouchain. May 
3rd, 1920. (170,615.) 

12,947. Ыесиїс glow discharge lamps." H. Filippo, D. Lely, jun., and 
ое Vennootschap Philips’ Gloeilampenſabriken. June 30th, 1919. 
(145,400.) 

14.500. Electric accumulators.” А. Pouchain. May 37th, 1939. (170,616) 

15,935. Electrical power transmission systems." А. M. Taylor. june 
2th, 1920. (Patent of addition not granted. Cognate applications 17,40,%, 
22, 617/20, 28,923/20, 31,150/20 and 2/21.) (170, 619.) 

16,430. '' Vacuum electric discharge apparatus having ап incandescent 
call. ode.“ Siemens & Halske Akt. Ges. жау 3lst 1916. (145,421.) 

16,912. Construction of commutators.” К. Bosch Akt. Ges. April 2h. 
1919. (145,528.) | 

17,356. Method of and apparatus for directive sound transmission." 
Steward-Davit and Equipment Corporation. June 25th, 1919. (146,189) 

17,357. Devices for detecting and determining the direction of sounds.” 
Steward-Davit and Equipment Corporation. June 25th, 1919. (146,190.) 

17,358. Method of sounding and determining distances." Steward-Davit 
and Equipment Corporation. June 25th, 1919. (140,191.) 

7,360. Directive reception of sound or other wave energy." Steward- 
Davit and Equipment Corporation. June 25th, 1919. (146, 193.) 

18,244. Arrangement for the excitation of continuous current generators 
in Ward Leonard systems." F. Krupp Akt. Ges. January 6th, 195. 
146,311. 

ү 18 462) Telephone exchange systems." Western Electric Co., Ltd. De 
cember 29th, 1916. (146, 425.) . . ЖЕ 

19,647. '' Apparatus for the determination of wave energy direction. 
Steward-Davit and Equipment Corporation. June 25th, 1919. (147 160.) Ў 

20,237. “ Vehicle stations for wireless telegraphy." Dr. Е. Е. Huth Ges. 
December 4th, 1914. (148,323.) wa 

20,358. Sending or receiving device for subaqueous sound waves.” Signal 
Ges, September 17th, 1917. (Addition to 147,935, modified by 146, ll. 
148,413. ert G 
, 20.300 * Electro-magnetic subaqueous sound producer or receiver. Signal 
Ges. July llth, 1918. (Addition to 147,935, modified by 148,411 and 148,413.) 
(148, 415.) | | 

20,505. Bow collectors for electric vehicles." С. Conradty (frm ol). 
June 17th, 1918. (148,528.) . ' TU 

20,508. “Bow collectors for electric railways in which the elip-piece | 
adapted to turn upon its longitudinal axis." C. Conradty (firm oL. Арп 
28th, 1916. (148,531.) 8 | 

20,784. ‘Insulation and support of thermionic valve electrudes between 
which a high potential difference exists." А. К. Масгогіе, Н. Morris-Aire), 
С. Shearing, and S. R. Mullard, July 10th, 1920. (170,634.) һ 

24,382. Reception of wireless signals," Marconi's Wireless Telegrap 
Co., Ltd. July 28th, 1919. (149,282.) 

21,873. electric welding 0 British Thomson-Houston Co., Lid. 
(Gereral Electric Co.). June 21st, 1920. (170,643.) 351 

21,958. “ Electric batteries," E. Alber. July 26th, 1919. (149,351) . 

22,007. '' Wireless telegraphy and telephony."  Marcont's Wireless 
graph Co., Ltd. (A. N. Goldsmith) July And, 1920. (170,656) | "€ 

22.058. '' Automatic controlling means for the ignition timing Sm Equip- 
combustion . 1520. (170,68) E. Batty, and Associat 
ment Co., Ld. Jul rd, Я ‚658. : | 

22,131. Dydamoselegtric machine group." R. L. Cleaver. July Hth, 190 
(170,663.) ыст] i t of motor 

23.142. '' Transmission of power in and to the eiectrical equipmen August 
vehicles, aircraft, and the like." Е. Н. Bowman and К. L. Aspden. 
6th, 1920. (170,692.) А „ 4. k. 

23,480. Means for charging portable electric accumulators. ` 
Railing and А. E. Angold. August llth, 1920. (170,701.) nth, 199) 

24,311. “ Electric switches.“ F. Zuckschwerdt. August ' 
(170,724.) | [ the temperature 

24425. “ Method and apparatus for the measurement of Ine 
of electric cables." Е. Fawssett. August 23rd, 1920. (170,728) h Thomson: 

24,438. ‘Amplifying systems for electric currents. Bri 170.730) 
Houston Co., Ltd. (General Electric Co.). August 23rd, 192. ба 7h, 1%. 
25,760. Telephone desk sets.” P. C. Burns. Septem ' 
170,735. . Wm v "n 
| 2 075 “Construction and regulation of electric arcs. Е. von Schleg 
September 10th, 1920. (170,738. "E. 915. 

26,887. Electrical a J. L. Lafeuille. September 2nd, 1 
151,609. e „обе Dj 
ү 9 90 “ Electric switch devices." Т. W. Rogers (Krupp Akt. Ges. F.) XP 


tember 91st, 1920. (170, 745.) . te В" 
26,999. “ Regulating systems for alternating current circuits. jen 


Thomson-Houston Co., Ltd. (General Electric Co.). September ' М 
170,746.) T 
27,486. ''Storage battery testers.” J. L. Thompson. September 27 


(170,748. ' . 4 instrume cle 
27.796 “ Casings, mountings and connections for electrical ! 


70.75. 
such as ammeters." R. Amberton. September 30th, Ma 1047520 ) an 
28.514. ‘Electric junction box." R. Crust. October d ^" E Rohde 


28.853. Suspension insulators for electric wires 1189 805 | 

October 12th, 1920. (Convention date not granted) (52080) and Call 
35,710. ‘Junction boxes for electric cables." Н. АЗ 1920. ( 

der's Cable and Construction Co., Ltd. December 20th, . 


1921. chines.” 

669. "Construction of conductors for electrical mac | : 

Elektricitats Werke Akt. Ges. November 26th. 1917. По elements. 
958. '' Frames for the windings of electric resistanoes 


: ber 12th, 
Widerstand Akt. Ges. fur Elektro Waerme-Technik. Septem 


(157 103.) 

9.180. '' Electric oscillation generator." L. Levy. 
(160,799.) " 
10,701. Control of alternating-current electric me i 
Vickers Electrical Co., Ltd. July 19th, 1920. (166,87 . lamps, more К, 
17,600. ‘Secret magnetic locke for electric battery Dir 
cularly for use in mines." F. J. Turquand. January ' 

application on 17,077/20.) (170, 809.) 
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LITHOLITE 
INSULATORS, Ltd. 


"Phone and Telegrams: Dalston, 692, London. 


FIREPROOF AND OTHER GRADES. 
ESTABLISHED 20 YEARS. 


For all purposes for which moulded in- 
sulation is required specify ELO 
which is water, oil and heatproof. 
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FLEMING, BIRKBY & GOODALL, LTD., 
- LIVERSEDGE. YORKSHIRE. 


J * Phone : 499. 
Tel.: Motor. 


WRIGHT 
acana MOTORS. 


D.C. 


WRIGHT MOTORS, Ltd., HALIFAX. 
EVERY DESCRIPTION OF 
SMALL TURNED PARTS and CASTINGS 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
6, Tenby Street North, Birmingham. 


BROOK 
ONE, TWO and THREE-PHASE 
MOTORS. 
See Sup. 43 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineers and 
Government Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


MICA & MICANITE 


TAYLOR & PETTERS, LTD., 
40, Hatton Garden, London, E.C. f. 


Phone: 
4575 Central. See page ii. 


MOTORS. * DYNAMOS. 
Victoria Dynamo & Motor Co., 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 
Phone: Gerrard 1245, 
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N MOTORS. 


f. HARDING CHURTON а CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


ELECTRIC MOTOR 
REPAIRS. 


Н. DUNN & SON, 


" Newington Causeway, 
Tel.: Hor. 1167. LONDON. S.E.1 


“EMPIRE” 
AUTOMATIC CONTROL 


FOR 


Pumps, Compressors, Maohine Tools. 


ELECTRIC CONTROL, LIMITED. GLASGOW. 
E d 


WESTERN-ELECTRIC 
COMPANY, LIMITED 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, Sup. 45. 


CONNOLLY'S (BLACKLEY), Lo. 


for 


WIRES AND CABLES, 


See Advertisement this week, p. lil. 


. WHITE 
€lectrical Instrument €o., £td. 


2, 4 & 6, GLOUCESTER ST., 
|». CLERKENWELL, LONDON, В.С. I. 
Wire: Phone: 
Voltograoh, London. City, 5660 


ELECTRIC MOTORS. 


One, Two and Three-Phase. 


BRITTAIN'S ELECTRIC MOTOR Co. 
(Late Langdon-Davies Electric Motor Co.), 


110, Cannon Street, London, E.C. 4. 


INSULATING 
- - BEADS - - 


Immediate Delivery. 


7, Noble St. 
HOLDER-HARRIDEN LTD., “nuon ec. 
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Registered at G.P.O. as a Newspaper and PRICE 
Canadian Magazine rate of pestage. 


SIXPENCE. 


D. Ули Моѕтвлхр Co., 25, Park Place, New 


Central 8260 and 8261. 


Another Transformer 
Abstract" and — yours 
for the asking. 


See Sup. 14. 


For Air Pamps, Condensers, Circulating Pumps. 


DE.: VALVES. 
ERMA TINE 


DERMATINE CO., Ltd., 
Neate St., London, 8.Е.5 


SHUNT REGULATORS. 
MOTOR STARTERS and ali classes of Resistance Work. 


STAR DELTA SWITCHES. 


THE SOLENOID REGULATOR CO., 


HIGHGATE SQUARE, CAMP HILL. 
Telephone: : 
Midland z BIRMINGHAM, „теат: gham. 
SE Ie Le LO IE ыс 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS. 
SWITCHGEAR. 


NO | 


British Aluminium Co.. Ltd., 
109. Queen Victoria St.. London. 


RAYNER & HEALD, LTD., 


DUKE STREET, DERBY. 


TWO & THREE-PHASE 
MOTORS only. 


FULLER'S UNITED ELECTRIC 
WORKS, LIMITED. 
MANUPACTURER: OF 

ACCUMULATORS BATTERIES 
WIRES & CABLES CARBONS, &c. 
WORKS : CHADWELL HEATH, ESSEX. 

General Sales Offees : 
IDDESLEIGH HOUSE, Caxton St., Westminster. 


Grams: Blocbat, Vic. London. ‘Phone : Victoria 6863 


INGLEBY & CO., 


Old Lane, Beeston, LTD, 
MOTORS LEEDS. 
FOR DIRECT AND 
ALTERNATING CURRENT 
Delivery trom Stock up to 50 Н.Р. 
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SILK FLOUNCE SHADES 


THE MOST POPULAR SELLING 
. LINE IN SILK SHADES. 


PLACE YOUR STOCK ORDER СОМ. 


NEW SIZES — ques 
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А ог Eleciric Light. 
Gasfilled Lamps. — 
Fully Licensed under Patent Nos. 23499/09, 10918/18 and others. i | NOTE THE 
We have pleasure in announcing that, as LOW PRICES. 
the result of recent experiments, we are | 
К. 6 in. diam. 3/6 
now able to manufacture the following Bit EN 9. „ 6% 
new sizes of Gasfilled Lamps :— Iz a EMT EL aM diis o 2, „ 9. 
100/130 volt, 30 watt - - 4/- each ашыр „А above wil bo aware 


200/260 volt, 40 watt - - 5j- each STOCK COLOURS, of 1915, Cb 
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Orange, Blue, Gold, Yellow, Emerald. proved of and returned 


66 ° » . within seven days. 
Royal Ediswan Lamps are now available SPECIAL COLOURS TO ORDER. 


for all Domestic and Industrial Lighting. 


THE EDISON SWAN ELECTRIC Co., Ltd., A. & N. SCAIFE, 
Ponders End - = Middlesex. (Derr. “В.") 
Ө eben Showrooms : | | Wholesale Manufacturers, 
123/5, Queen Victoria Street, Е.С. 4, and 
71, Victoria Street, S. W. i. 94, Markhouse Road, Walthamstow, London, E.17. 
'"PHONE—4575 CENTRAL, 
TELEGRAMS—" MICAYLOR, LONDON." 
& TAYLOR PETTERS, [" 
j 
INSULATORS FOR EVERY DESCRIPTION OF ELECTRICAL WORK. | 40, HATTON GARDEN, 
Contractors for Air Board, War Office and Admiralty Requirements. LON DON, E.C. 1 
CUTTING AND GAUGING OUR SPECIALITY. ( The Oldest Established Mica House In the country ) 


BEST QUALITY MICA ONLY. 


AND ALL BRITISH. 


ARORA ELECTRIC РЕ 


WHY ? Because OUR patented Elementisof HEAVY SECTION and |. 
has LOW Current Density, yet it glows at a HIGH TEMPERATURE. | 


Low Price, Robust, Cheery, Economical. ; 
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DECEMBEB 2, 1921. 


No, 2,297. 


«HANDS OFF" THE ELECTRICAL 
INDUSTRY. 


JusT over seven years ago the British electrical engi- 
neering industry was threatened by Teutonic competi- : 
tion and scheming policies of penetration. Since then 
uuch has happened in connection with the industry that 
we represent, so to improve its resources, efficiency, out- 
put capacity, and organisation, as to make it more com- 
petent to withstand the assaults of the enemy, assuming 
that it is not unduly troubled by unsettlement in in- 
dustrial relations and is not betrayed by those who, in 
the common interest, should render it protection. 

To-day it may be—indeed it 15, if the impression on 
some’ minds be correct—that the British electrieal in- 
dustry stands in an even more dangerous position in 
respect of Teutonic penetration than it occupied in pre- 
war days. The suggestion has been thrown out by Sir 
Peter Rylands personally—though it was uttered at a 
meeting of the Federation of which he was for two years 
president, we believe it in no way represents the view of 
that organisation or of any special section of it—that 
Germany shall be allowed to erect and equip our super- 
power stations; the bait is that they shall be constructed 
{тее of capital cost, and thereby allow a cheaper and 
more abundant supply of electricity to be uvallable for 
the cheapening of manufacturing production in various 
classes of trade. 

May Heaven save us from so colossal a blunder— 
traitorous to the dead by whom we live, robbing the 
living of their means of livelihood, and unmindful of 
the interests of those unborn for whom the manufactur- 
ing industries of Britain must be preserved and 
strengthened. 

In a recent speech, the Premier included among the 
favourable symptoms of the trade situation, the liquida- 
tion of the great glut of products which followed the 
1920 boom. Such liquidation would necessarily enable 
the manufacturing of such products to return to more 
reasonable activity. He expressed the view that the 
world needed goods and British goods, and that it would 
get them. 

Since these utterances were made there have been 
various speeches delivered and articles written in the 
newspaper Press on the subject of German reparations. 
Among the suggestions advanced are some such as we 
have mentioned which appear to be in direct opposition 
to the Premier s thoughts on the need for the revival of 
British manufacturing. Those who are advocating that 
Germany should be allowed to construct super-power 
stations in British industrial distriets are actually pro- 
posing that one of the great manufacturing industries 
of the United Kingdom should be sacrificed in order that 
our late enemies may be assisted to their feet. Such 
suggestions do not emanate from British manutacturing 
circles representative of our electrical interests. of 
course. Those who desire to see the electrical and allied 
engineering industries of the United Kingdom in full 
and protitable employment, are not so foolish as to 
imagine that such a scheme could possibly redound to 
the advantage of those industries. They, indeed, know 
onlv too well that nothing would vive German electro- 
technical organisations greater delight than the prospect 
of weakening British electrical industry and gaining а 
strong Teutonic hold thereon. Germany will tind it hard 
work to regain its favoured pre-war position here. by 
fair methods in competitive trading. How can anybody 
acquainted with the past suggest that the future of a vital 
British industry should be imperilled, as it certainly 
would be imperilled, by our national legislators approv- 
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ing of the erection of German electrical engineering 
exhibits in the United Kingdom! Surely only those can 
do so who know nothing of British electrical engineering 
and it« ability to-day to fulfil any plant or equipment 
contract that the world has to offer. Our manufacturers 
are justified in expecting that new power station work to 
be executed in the United Kingdom shall be carried out 
by British labour. British workpeople are justified in 
looking to such contracts to afford them a means of liveli- 
hood for years to come. They know that they will be in 
sorry plight if those in authority betray them by wrongly 
using the power that they have given them, to assist 
German industries, already reported to be very busily 
engaged. with large contracts for manufactures which 
we ourselves can make. 

The construction of large electric power stations 
is the most iinportant branch of electrical engineering, 
as mav be gathered from the fact that the cost of a 
Station of 100,000 kW would be of the order of 
£5,000,000, at present prices; moreover, the key to ex- 
port trade is construction for home requirements—if 
we do not build our own power stations, we shall not 
have the chance of building them for other nations. The 
designers of machinery must have the opportunity of 
studying the performance of their productions close at 
hand, and the manufacturers must have the means for 
conducting experimental research with а view to improv- 
ing their products and keeping ahead of their competi- 
tors ; hut above all is the question of loss of employment, 
in connection not only with the super-power station plant 
manufactured in Germany for presentation to this coun- 
try, but also with the orders for plant from foreign 
countries which would be diverted to Germany. In 
1918 the Board of Trade Committee on the Electrical 
Trades remarked in its report: The policy of German 
manufacturers has been studiously directed not only to 
secure orders in this country under the open competition 
permitted by our fiscal svstem, but also to the effective 
destruction of British industry. The policy advocated 
by Sir Peter Rylands would play dírectly into their 
hands. 

We were not surprised to see the disclaimer of tle 
Federation which followed on the heels of the speech in 
the Press the day after it was published. 

Let us reprint Sir Peter's statement as reported and 
the official disclaimer : — 

Ав to the cheapening of our own costs of production he 
might refer by way of illustration to the electrical industry. 
It would be to the interest of thrs country for the Govern- 
ment to lay down in every industrial centre in this countrv 
the best super-power stations at the complete expense of 
Germany and with an absolutely zero capital cost to this 
country. The question of the Channel Tunnel also deserved 
consideration, as he was disposed to believe that the Channel 
Tunnel would be of great value if it did not cost anything. 
(Laughter. He made these suggestions by way of contri- 


bution to the question of alternatives to the terrors of an un- 
controlled liquidation of the indemnity. (Cheers.) 


It is officially stated that in the speech made bv Sir Peter 
Rylands, on the German Reparations, the suggestions he put 
forward with regard to electrical power stations and the соп: 
struction of the Channel Tunnel at the expense of Germany, 
were not mentioned in the provisional reports of the Sub- 
Committee, and were put forward by Sir Peter Rylands as his 
own personal views as illustrations of the character of the pro- 
posals, and not as specific examples of the suggestions of the 
Reparations Sub-Committee. 

| We are glad that this statement was promptly issued. 
I? it had not been forthcoming we can imagine that there 
would have been a pretty considerable stir in the elec- 
trical branch of the Federation. Indeed, we can even 
Imagine the electrical firms having no further use for 
the organisation, which would have been a pitv. for the 
strengthening, and not the weakening. of the F.B.I. i 
what is needed. 

In an interview that a Times representative had with 
him on Tuesday, Colonel О. C. Armstrong, who is now 
President of the Federation, said that Sir Peter Rylands 
introduced super-power station and Channel Tunnel 
ideas as types of the various forms of payment in kind 
which Germany could make because. in developing the 
idea of construction by Germany of works in different 


S 


countries he had to search for striking examples to 
illustrate his meaning, among ideal projects which were 
not likely to be preceeded with in the ordinary course of 
development in this country for many vears to come." 
Colonel Armstrong himself regrets that public attention 
has become centred on these two illustrations to the 
neglect of what he regards as the more important sug- 
gestions which had previously been discussed. 

Even Sir Peter would surely desire that these German 
super-power stations should be erected as far distant as 
possible from those sacred memorials wherewith we pay 
public tribute to our immortal heroes who at so great 
a cost prevented the Huns from gaining the Victory 
after their unforgettablv foul deeds. Shall we, after 
all, allow the Economic Crown to pass to those who 
proved so grossly unworthy in the eves of civilisation! 
Shall we assist to strengthen those very industries which 
Rathenau organised for purposes of war—the war that 
came a year too soon 

The Germans, by force of arms, designed to rule the 
world with might. They still design to conquer the 
world, or an important part of it, economically, but 
British electrical engineering is capable of running its 
own business. Let them provide, by way of reparation 
payments, those things which we cannot make for our- 
selves and which it is unimportant that we should be 
able to make in order that we may be safe. 


IN the Financial Times of November 
Municipal l8th appeared an article with this 
Refuse Salvage. heading, by Mr. К. Н. Bicknell, 
M.Inst.C.E., drawing attention to the 
work of the National Salvage Council, and of Mr. J. C. 
Dawes, of the Ministry of Health, in connection with 
town refuse. It seems that the Ministry has just sanc- 
tioned the raising of a loan of £200,000 by the Corpora- 
tion of Sheffield for establishing a salvage installation 
on а huge scale. The refuse will be screened and sorted, 
the fine screened dust being used as a fertiliser. The 
cinder is to be recovered and washed for use as fuel in 
the Corporation baths and elsewhere; but, so far as we 
can learn, not for raising steam at the electricity works. 
Rags, bones, tins, and bottles are to be picked out and 
sold for re-use. The Sheffield plant is designed to treat 
500 tons of drv refuse per day, at an estimated cost of 
£36,000 a year, against a present cost of £50,000. 
Neither of the figures includes (the cost of collection. 
which is about £66,000. | 
lt appears that medical officers who have investigated 
the process on a working model scale have expressed ap- 
proval of the hand-picking methods referred to, which 
will be carried out by women and boys. Itis stated 
that there will be a good market for the articles re 
covered. Mr. Bicknell condemns tipping and dumping 
(in which we heartily agree with him), and also incinera 
tion and pulverisation. But when he says that 1ncinera 
tion involves the destruction of useful material and 
means of power we differ from him. We entertain à 
strong suspicion of sanitary methods of liand-picking: 
and we are exceedingly doubtful about the economy of 
recovering cinder from the bulk by screening and wash- 
ing, to be sold elsewhere. The Sheffield undertaking. 
being on such a large scale, will soon prove the economy 
if it exists. 
Our own view is, however, that the best way to realise 
any fuel value is to turn the material into electrical 
energx as soon as possible. and if that energy can be d 
to charge up electric collecting wagons, then, by gel 
ing one hand with the other,“ a true economy 18 likely 
to be realised. But the economy of selling articles 
separated from the rubbish of the dust bin is depender! 
on the state of the market, and is, to say the least, $ 
risky business with material that it will not paf to 
transport very far. . 
We shall certainlv watch the Sheffield undertak rf 
with interest, but at present we do not share » 
Bicknell’s anticipation that at last a final economic 
solution of the refuse problem has been found. 
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In our view it is well to screen out the fine dust, 
which is mostly fine ash completely burned. But it re- 
mains to be proved whether it is not better to put all the 
larger material into furnaces and turn it into steam and 
electricity at once, rather than to subject it to expensive 
separation processes, and afterwards to send it away 
again, at а further cost for transportation, to be used 
as a fuel. The fine dust should find a market for im- 
proving clay land, and the clinker resulting from the 
burning is valuable for concrete and road making and 


other purposes. 


DvumiNG the course of the war Euro- 
Trade with pean goods disappeared from the mar- 
Latin-American kets in South America, and, in fact, 
Countries. from the whole of Latin America. The 
| United States and Japan sought to 
enter these markets or to obtain a greater share of the 
trade with them in the temporary absence of European 
competition, and a fair measure of success attended 
their efforts in this direction ; but the Spanish-American 
buyers, always accustomed to the credit conditions and 
punctuality in delivery of European firms, never took 
kindly to North Anierican methods, including cash pay- 
ments or delivery against a confirmed credit in a 
month, these conditions being frequently associated with 
uncertainty as to the time of delivery being adhered 
to and no certainty that the goods would be up to samples 
or of the quality stipulated in the orders. 

Under such circumstances it is no wonder that South 
American customers again turned their attention to- 
wards Europe as soon as possible after the conclusion 
of the. armistice, while on their part the Europeans 
began to resume their interrupted relations with South 
America with the hope of recovering the markets. The 
final result of the rush of European goods and the great 
activity displayed in 1919, was the glutting of the South 
American markets with goods or the accumulation at 
the ports, warehouses, and custom-houses of goods 
which, owing to the effects of the world economic crisis 
which had arrived in the meantime, it was impossible 
to dispose of. 

Ав a result of his own personal observations on tlie 
occasion of a visit extending over almost a year in 
South America, Mr. Kiek, chairman of the Conunercial 
Bank of South America, recently stated that in the still 
precarious state of international political and economic 
conditions, it would be futile to attempt to predict the 
future of the countries with which the bank 15 asso- 
ciated. Through the opportunities afforded by the 
war, the United States had displaced much of the 
British export movement, and now Germany and Bel- 
glum were specially cultivating these prospectively 
valuable markets, assisted by the fateful advantage of 
depreciated currencies. In addition the American banks 
and the investing community had latterly entered the 
lists by more freely granting loans to South American 
Governments, thus following the policy so successfully 
adopted in England for close upon a century, of bold, 
adventurous, and on the whole remunerative supply of 
capital, which invariably brought direct and indirect 
returns to British industry and commerce. Such form 
of co-operation, Mr. Kiek remarked, was welcome, as 
there was room enough for all. It was, however, essen- 
tial not to slacken any of our efforts, and the experience 
of his long journey confirmed the view that, given settled 
labour conditions at home and industrial peace instead 
of strife, we should hold our own against any foreign 
competition if we only remained true to our traditional 
policy of sound trading, fair dealing, good workman- 
ship, and a respect for and a sympathetic consideration 
ot the Latin-American point of view 

As is well known, we exported capital before the war 
on a large scale in the form of loans to South American 
Governments, but the bulk took the shape of capital and 
credits poured into Latin-America by British companies 
oe developing vast tracts of country, the construction of 
utility u 5 т апа the organising of publio 
Brit; ht ertakings, all of which had materially aided 

ish trade, industry, and shipping. Though we 


cannot export capital now on the same scale as prior to 
the war, Mr. Kiek thinks that the time will come when 
we shall again have similar opportunities, and he 
naturally considers it to be desirable that these invest- 
ments should be made by British companies registered 
under the British flag, so as to ensure that effective 
control should continue to be exercised 1n England, and 
that the many direct and indirect benefits should con- 
tinue to accrue to British trade and industry. 


Our comment last week regarding the 
The Post Office handicap imposed upon a Government 
Engineering Department by the system of promotion 
Department. by seniority elicited a protest from the 
Engineer-in-Chief, Sir William Noble, 
on the ground that that system did not obtain in the Post 
Office Engineering Department, and as the result of an 
interview, at which he explained to us very fully Ше 
organisation which he has developed, we are bound to 
admit that his point is well taken. Whilst seniority is 
not wholly ignored, it is relegated to the background, 
and certainly does not constitute a dominatiug factor in 
the choice of men for advancement in the Service. The 
keynote of our leaderette was efficiency, and we are very 
pleased to find that the increase of efficiency is the guid- 
ing principle in the function of selection. 

When a vacancy is to be filled in a position of respon- 
sibility, the qualification of the officials who are eligible 
for the post are minutely examined; of those who are 
found to be in every way the most competent to fill it, 
the official with the highest seniority is chosen; but at 
the same time those who are passed over are informed 
that they are not necessarily out of the running for 
future promotion— whether or not they shall be chosen 
on the next occasion depends upon their own efforts to 
augment their efficiency and usefulness in the interim. 
By this means it is sought, and, we understand, with 
good effect, to make the promotion of an official act as a 
stimulus to his colleagues, who might otherwise be dis- 
heartened by rejection. Ап obvious objection to pro- 
motion otherwise than by seniority is the fear that 
favouritism may creep in, but this is avoided in the Post 
Office system by arranging that the decision shall not be 
left in the hands of an individual, but shall be made on 
the basis of reports by several officials of higher rank 
than the candidate, and subject to the approval of the 
head of the Engineering Department himself. 

In order to ensure that the reports above-mentioned 
shall be based on right principles and directly compar- 
able with one another, schedules have been drawn up by 
Sir William Noble allotting definite weights to the re- 
spective qualifications demanded by the position which is 
to be filled : these schedules embrace psychological and 
sociological as well as professional considerations, the 
relative values attributed to them being varied іп 
accordance with the nature of the duties to be performed 
——-greater weight is attached to strength of character, for 
instance, in the highest ranks, and to professional 
skill in the lower grades. The same principles, though 
in modified form, are observed right through the De- 
partment, and every encouragement is given to personal 
eflort to rise in the scale. | 

One of the most satisfactory features of the svstem is 
the fact that it 15 recognised bv the whole body of em- 
ployés. Trade Unions are notoriouslv, though mis- 
takenly, averse from permitting the individual to raise 
his status bv efforts in excess of the normal, but the P.O. 
Union of Engineering Workmen, which is a trade 
union, unanimously passed a resolution nearly three 
years ago, declaring that the main considerations that 
should be taken into account in promoting members 
were efficiency, good conduct, and seniority, in the order 
stated. We may add that in the case of men not on the 
“establishment,” efficiency and good conduct are the 
supreme considerations. 

So far as it is humanly possible to eliminate the draw- 
backs of State control, the Post Office Engineering De- 
partment has been relieved of them, and efficiency is its 
watchword. 
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THE PATH OF A SMALL PERMEABLE BODY IN A MAGNETIC FIELD. 


By Prof. W. 


In recent examinations a question has appeared to 
which an answer is not to be found in the ordinary text 
books. This is the more strange since the case is one of 
considerable practical importance, and has lately re- 
ceived careful experimental investigation at the hands 
of Hartog and Belas. 

The question may be put briefly thus:—‘‘ A small 
sphere of soft iron is placed at various points in the 


magnetic field of a straight bar magnet. Draw a series 
of curves showing the direction in which the sphere WI 
tend to move from these points.“ 

Nine out of ten elementary students having drawn a 
diagram of the ordinary lines of force due to the bar 
magnet, will reply that the sphere will tend to move 
along that line of force which passes through the point 
at which it is placed; and they will probably add that 
it will move along this line towards that pole to which 
it happens to be nearer. This answer is, of course, 
wrong. The lines of force represent those paths along 
which a particle possessing definite polarity will tend to 
move. But the sphere is not thus polarised, and conse- 
quently instead of experiencing attraction by one pole 
of the magnet and repulsion by the other, it is attracted 
һу both. 

Хот, if the south pole of the bar magnet be placed 
at a distance equal to the length of the original magnet 
frem a similar south pole. a particle having north 
polarity only would be attracted by both poles, and the 
paths along which it would tend to move would be the 
well-known lines for two like poles. These conditions 
are evidently somewhat similar to those of our question, 
and consequently the groups of curves in the two cases 
must have a certain resemblance. This resemblance, 
however, is only slight, and the cause of the difference 
is easily seen if we compare the force acting upon a 
small polarised particle placed within the influence of a 
field due to a single centre of opposite sign, with that 
ncting upon a permeable particle placed in the same 
field. In the former case the surfaces of equal potential 
‘energy are spheres drawn about the point as centre. 
and the value of the energy corresponding to any sur- 
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face is inversely as the radius of the surface. In the 
latter case, assuming constant permeability of the 
particle, the surfaces of equal potential energy are also 
spheres drawn about the point as centre, but the value 
of the energy corresponding to any surface varies in. 
versely as the fourth power of the radius. For the energy 
per unit volume of the particle is »H'/8z, where n, the 
strength of the field is m/r', m being the pole strength 
and r the radial distance of the particle from the pole. 
The energy per unit volume is therefore um / Sry. 
Again, as regards force: the force upon the polarised 
particle will vary inversely as the square of the radius 
r. while for the permeable particle it will evidently 
vary inversely as the fifth power of the radius r. 

By the usual methods of superposition we may arrive 
at the surfaces of equal energy and the lines of force 
due to а patr of centres. These I have drawn out in 
fig. 1, where in order to contrast the two cases sharply, 
the upper half of the drawing refers to a polarised 
particle near poles of similar sign, вв, and the lowe: 
half refers to а permeable particle near poles of unlike 
sign, N and s. The energy contour lines are shown 
dotted, and the figures near them show the relatire 
potential energy corresponding to each curve. lt will 
be noted that in the upper half of the diagram, the 
difference between one contour and the next is constant, 
whereas in the lower half these differences varv. Thi: 
is necessitated by the steep potential gradient occurring 
near the poles, which renders it almost impossible to 
keep the differences constant and at the same time to 
keep the drawing clear. Within the dotted line marked 
4, and also to the right of the line marked АА, the con- 
tours all become practically circles. The full lines re 
present paths along which the particle would tend to 
move. In the upper half of the figure the particle i5 
supposed to have north polarity, and in the lower half 
to be unpolarised but of constant permeability, the 
value chosen being 112. All the full lines in the lower 
diagram are nearly radial within the dotted circle £, 
and also to the right of the line marked АА. 

The most characteristic difference between the two sts 
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wards. Laid across the ends of the poles was & trough 
containing glycerine, on the surface of which & small 
sphere of paraffin containing a quantity of reduced iron 
was floated. Above the trough a camera was arranged 
so that the position of the sphere could be focused on 
to & screen. Upon this screen dots were made with a 
pencil at the successive points of the screen occupied by 
the image of the zenith of the sphere which was spotted 
with black. A photograph of the dotted screen was 
then made, with the result that the trajectories repro- 
duced in fig. 2 were obtained. The general agreement 
between the shape of the curves in fig. 2 and the full 
lines in the lower part of fig. 1 is quite obvious. 

In exactly the same way as the field in fig. 1 has been 
obtained for the action of a pair of unlike poles upon a 
permeable particle, may another and quite different set 
of curves be obtained for the paths of a similar particle 
in the field due to two like poles. In fig. 3, ss repre- 
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sent the positions of two like poles. А portion of the 
traces of the surfaces of equal energy for a permeable 
particle are indicated by the dotted lines, and the full 
lines show the paths which such a particle would take in 
moving slowly towards the pole. It might at first be 
supposed that as the diagram for unlike poles resembles 
the field of force for like poles, the converse would also 
hold true. But this is seen to be very far from the case. 
Instead, we have a most interesting series of energy con- 
tour lines giving rise to beautiful fan-like trajectories, 
to which fig. 3 hardly does justice. 

If we regard ss as sinks, we see from the figure that 
there is an elevated region or watershed of which the 
line вв, is the ridge. The ridge itself, however, is not 


level, but slopes in both directions towards a critical 
point E, such that в E/B 8=0.708, where вів the middle 
point of 8 8. The point E is arrived at by calculating 
the value of н along B B, which will be found to be pro- 
portional to 4a’/(a’+/)” where s S = 2, and a is the 
distance along B B, measured from в. By differentiatiny 
and equating to zero the point E is obtained as a solu- 
tion to the equation :— 


2a‘ + Зач? — l = 0. 


To the right of the line sa all the full lines would be 
practically radial, and near the centres s 8 this is also 


true. 
In fig. 4 the results of Hartog and Belas for the case 
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like fig. 3 are shown, and once again the agreement is 
seen to be satisfactory. 

In the above discussion, the permeable particle has 
been assumed to be small, compared with the distance 
хзог s в. If this is not the case, the introduction of 
the particle will seriously modify the lines of th» 
figures. This change can easily be calculated for a 
single source or sink, but becomes difficult when there 
are two or more such centres. Hartog and Belas have 
also drawn attention to the lack of symmetry observable 
in fig. 2, but for such details the reader is referred to 
their original paper in the '' Proceedings of the Royal 
Dublin Society," Vol. XV (N. S.), No. 4, February, 1916. 
Here it only remains for me to thank them for their 
kind permission to reproduce figs. 2 and 4 above. 


MORE PROPAGANDA 


WANTED. 


By E. S. HODGSON. 


Tur collapse of foreign exchanges has, temporarily at 
any rate, made it necessary for our large manufac- 
turers of electrical plant and accessories to mark time 
until the exchange position has been stabilised or until 
the Government has elaborated its subsidy scheme for 
industry. 

. But that is no reason why manufacturers should be 
idle in other directions; for there is still а great deal 
ог propaganda and ''spade work " to be done in the 
interim. 

The Germans, thanks to their low rate of exchange, 
are taking the utmost advantage of their position and 
finding access to lost markets and opening up fresh 
sources for their products. But thev are doing more: 
they have embarked on an elaborate system of propa- 
ganda which far exceeds anything they did in that 
direction prior to 1914, at least so far as the purely 
publicity side is concerned. They are flooding the 
markets of the world with catalogues, trade papers, and 
other material of propaganda, well got-up and printed 
in the language of the country with which they are 
desirous of trading, Every trade has ita Fachzeit- 


schrift (specialised trade journal), the number of 
general trade journals printed in more than one lan- 
guage have increased, while the German Society of Engi- 
neers about а year ago fathered an important 
publication entitled Industrial Engineering, which, 
printed in German, English, and Spanish, has the 
avowed purpose of eulogising German achievements in 
al; branches of engineering. This journal is well got 
up, contains a selection of interesting articles from 
month to month, and forms in all respects a valuable 
organ of propaganda. 

What are British manufacturers doing in the same 
direction? Are they utilising their period of marking 
time in the preparation of foreign catalogues, pamphlets 
descriptive of their activities. and the publication of 
journals calculated to give the foreign buyer а compre- 
hensive survey of modern British achievements ın elec- 
trical and general engineering? Are they training sales- 
men to go out and study the markets abroad—to do the 
necessary spade work on the spot? 

Every British firm of any importance ought to have 
salesmen (or, better, representatives) conyersant with 
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their manufactures and equipped with the necessary 
knowledge of languages to enable them to cope with 
any and every possible inquiry that they may receive. 
And not only that: the really successful representative 
should be able to suggest new uses for electrical machi- 
nery and accessories, both to potential users and to his 
own firm. He should. be something of a psychologist, 
and know something of the art of persuasion ; he should 
have an eye to future developments in countries whose 
resources have been barely touched as yet ; and he should 
have & head for figures, that he may be able to gauge 
roughly the cost of any large new undertaking that he 
cares to suggest. The ideal in this direction would be 
for & firm or & group of firms to have two representa- 
tives in the capitals of countries such as the South 
American republics—one representative being thor- 
oughly versed in the details of electrical equipment, and 
the other the linguist, financier and man of the world. 
Reverting briefly to the subject of catalogues and illus- 
trated journals as а source of propaganda, the Ameri- 
cans are doing & great deal of useful work in that field. 
Some of their foreign trade journals are well illustrated 
—а point of great importance when dealing with the 
Latin races—and contain articles written from the broad 
standpoint of utility rather than too specific tech- 
nical articles. "The aspect that interests a nation that 
has not tried а particular application of electricity, for 
example, is not so much the technical details as the pos- 
sible applications of the method to its scheme of in- 


dustrial development. In this respect, therefore, two 
or three good photographs and interesting tert, hintin 
at actual and possible advantages, are worth more than 
all the dry, technical descriptions put together, 

To mention one or two possible fields of propaganda 
wireless telegraphy and telephony, and power sets de. 
signed with prime movers suitable for running on the 
fuel available in given regions may be cited ; also small. 
scale electric traction, and electrically-driven machinery 
for performing the operations which in certain cour. 
tries are now carried out іп а primitive fashion. 

The function of making a thorough survey of require- 
ments in particular countries or regions would devolve 
upon the representatives or propaganda agents sent out 
for the purpose. Nor should the smaller cultivator or 
farmer or manufacturer be neglected when making 
such a survey. These people only need to be persuaded 
of the advantages of electricity for doing their work 
more rapidly and—in the long run—more economically 
to get them interested, and the representative with 
imagination and initiative will quickly suggest the 
actual means of achieving such advantages. 

Some one was bewailing in the daily Press recently 
that we had no new invention—that one was badly 
needed, in order to stimulate trade. Well, here is a 
field wide open and ready for exploiting—the vast and 
undeveloped regions of South America and other coun- 
tries which would afford а new outlet for British genius 
and capital and propaganda. 


- 


MAINS PHOTOGRAPHY. 


By A. 


THE interesting artiele ‘‘ Engineers and the Camera ” 
in the ELECTRICAL Review of October 7th, has prompted 
the writer to pen these notes on the special use of photo- 
graphy to the mains engineer, trusting that this will 
not be out of place, although the matter is, to а certain 
extent, supplementary to that article, 


Fia. 1. 


The ineident which first caused the writer to use a 
camera for the purpose of reeording the position of a 
joint hole, illustrates in itself the advantage of this 
method. 


A set of 10,000-volt mains was laid to supply a sub- 


F. BEACH. 


station, and a fault having developed, it was decided to 
cut at a place about half-way along; this happened to 
come nearly in the middle of a very large field. Тһе 


plans showed the cables to be laid alongside, and within 
a few feet of a footpath, this footpath being merely a 
track worn bare of grass. 


Digging was started to find 


е were found, 


the vables at the spot indieated, but non to $ 
an 


although a trench was cut across tha position, 

good depth, | she 
A trial hole was then made on the other of 

track, and the cables were found immediately. 


path had been moved, probably by someone striking а 
fresh track, owing to the old one being covered with 
snow, or perhaps too muddy for coinfort, and naturally 
all later travellers had followed in the footsteps of the 
pioneer, thus wearing a new path, while the old one 
was soon obliterated by the growing grass. 

When the necessary repair was completed, two photo- 
graphs were taken of a white staff stuck in the earth 
over the centre of the joint hole, including as many of 
the salient features of the distant background as pos- 
sible, the two photographs being taken from positions 
roughly at right anvles. 

A test made a short time later proved this method to 
be perfectly reliable; à rod set up in a position corre- 
sponding with that in both photographs relative to the 
background was found to be within three inches of the 
original spot, shown by the hole where it had been stuck 
in when the photograph was taken. 

After this a photograph was taken of every joint 
hole and cable trench which happened to be in such 
a position that the location might necessitate the 
measurement of fairly long distances, or where the 
objects used to measure from might change or dis 
appear. 

It is unnecessary to give further examples of the ad- 
vantages of photographs for the purpose of recording 
positions, as every engineer responsible for the mainten- 
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ance of cables will see how. they will apply to his own 
work, but the two photographs of a joint hole shown 
in figs. 1 and 2 will illustrate the point. М 

It may be mentioned that when the writer left the 
supply eompany for which this work was done, it was 
considered of sufficient importance to justify the pur- 
ckase of а photographic outfit for the use of an engineer 
for this purpose, 

There is obviously no great advantage in using this 
method to fix positions in town streets, but pictures ef 
complicated pipe or duct arrangements, crossings, and 
other confusing tangles should be made (from more than 
one point of view) for office records, before they are 
buried. In this connection it should be remembered 
that occasionally a stereoscopic picture is exceedingly 
useful; this can be easily obtained with an ordinary 
camera, if there is nothing moving in the subject, by 
taking two separate photographs from positions about 
three or four inches apart. 

A magazine camera taking one dozen } plates was 
found to be al] that could be desired, and as the light 
and conditions can seldom be chosen, the work some- 
times has to be done on dull days. In practice, the 
best all-round results were obtained by using slow 
plates, a very small stop, and a time exposure, a Cen- 
tury " testing set on its firm tripod being usually used 
to set the camera on. 


THE EXTRA-HIGH-PRESSURE TRANSMISSION LINES CONFERENCE. 


By R. BORLASE MATTHEWS, 


Wh. Ex., 


A. M. Inst. C. E., M. I. E. E., F. R. Ae. S. 


CoMMENCING last week and terminating in the early part 
of the current week, the above very successful meeting 
took place in the capital of France. Of late years 
European engineers have taken much more interest than 
formerly in extra-high-pressure transmission systems, 
hence this conference afforded an excellent opportunity 
of ascertaining their views on the subject—which 
naturally differ considerably from American practice, 
owing to the denser populations that they serve and the 
correspondingly shorter lengths of transmission, com- 
pared with American conditions and those of sparsely 
inhabited countries. 


The method of organisation of the conference was to - 


ask twelve countries (excepting Germany and Austria) 
to appoint official delegates; in addition, the conference 
invited the attendance of engineers who were interested 
in the general subject. About 50 delegates attended, 
those from Great Britain being Messrs. Hunter, Wed- 
more and Woodhouse. The English guests were Sir Тош 
Callender and the present writer. Great Britain was 
honoured by the election of Mr. Woodhouse as one 
of the vice-presidents. Dr. Kennelly, of the U.S.A., was 
also elected as а vice-president. The Presidents 
d'Honneur were Messrs. Blondel (Member of the Insti- 
tute of France) and Mailloux (President of the Inter- 
national Electrotechnical Commission). The President 
was M. Legouez. As indicative of the great interest 
that the French Government is taking in the general 
subject, it may be mentioned that the proceedings were 
opened by M. Le Trocquer, Minister of Public Works. 

A very systematic programme of work had been pre- 
pared, so as to ensure that no details would be left un- 
discussed. Further, the meetings were so arranged as 
to be continuous, with no overlapping. In this way, 
each member of the conference was assured that he would 
miss nothing, owing to the circumstance of two papers 
being read at the same time. A week of very hard work 
was put in, since the proceedings commenced at 9.307 
a.m., and with the exception of an interval for lunch, 
often lasted until 7 p.m. All functions (except that of 
attendance at the Ampére Centenary celebrations) took 
place in the evenings; and visits to works, &c., were 
arranged for the week following fhe conference. 

As main divisions for the discussions, the programme 


was divided into (а) the generation and transformation 
of electrical energy; (4) the construction of the trans- 
mission lines; (c) the operation and protection of the 
lines; and (d) legislation affecting these works. The 
papers presented at the meetings were very numerous— 
amounting to a total of 56. Most of these papers were 
available in advance, in both French and English—the 
official languages of the conference. During the course 
of the meeting a résumé of each speech was given in Eng- 
lish or French, so that all might understand. 

Everyone was enthusiastic us to the success of this the 
first International Conference on tne subject, and it is 
proposed to make it an annual event. Humour has it 
that next year's meeting will be in London. 

On Thursday afternoon, November 24th, the Confer- 
ence was adjourned so that the meinbers might partici- 
pate in the celebration of the Centenary of the most 
important discoveries of Professor André Marie Ampère. 
This afforded a unique opportunity for the study of 
French character, as illustrated by the manner in which, 
аз a nation, they publicly give honour and praise to 
their great scientists of the past, whose discoveries have 
benefited not only France, but the whole world. The 
meeting was presided over by the President of the French 
Republic (M. Alexandre Millerand), who was supported 
by six Ministers, two Under-Secretaries of State, and 
many others holding prominent positions in the affairs 
of the country. This brilliant attendance alone was im- 
pressive, and showed that France really took to heart, 
realised, and properly appreciated the valuable work 
done by Ampére. Readers need hardly be reminded 
that Ampére was a Member of the Legion of Honour, 
Professor of Physics, Inspector-General of the Univer- 
sity, and Member of the Institute Не was born at 
Lvons in 1775, and died at Marseilles on January 10th, 
1836. In the course of the speeches—which took place 
at the Sorbonne, University of Paris—there was ап 
amusing rivalry between the physicists and the electrical 
engineers, each body wishing to claim Ampére’s work as 
being of most importance to the interests 1t repre- 
sented. The vast audience was given time to think 
things over after each speech, while the famous band of 
the Garde Républicaine played stirring selections— 
again а typically French custom. 
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A further insight into French customs was given to 
the visitors one evening in the form of an old-world 
French concert, accompanied by musical instruments of 
the period and also by examples of old dances. 

Two dinners were given in honour of the visitors ; 
one by the Union des Syndicats de l'Electricité, pre- 
sided over by M. Mahieu, Conseiller d'Etat, General 
Secretary of the Department of Public Works. The 
other dinner was given by the Société Amicale des 
Anciens Eléves de l'Ecole Supérieure d'Electricité, with 
the Under-Secretary of State for Posts and Tele- 
graphs in the chair. Appropriately enough, after 
the dinner a demonstration was given of the 
latest developments of wireless telephony. On the 
following day a journey was made in а pro- 
cession of 50 Citroen taxi-cabs to the wireless tele- 
graph station at Saint-Assise. This visit was at the in- 
vitation of the Société Frangaise Radio-Télégraphique. 
The portions of the station (a) for telegraphy in France 
and (b) to England and the Continent аге in operation, 
while the lntercontinental Station is nearing comple- 
tion. The last portion of the installation is the largest 
in the world, larger even than any which are projected ; 
the plant will have a capacity of 3,000 kW. The 16 
masts, 500 metres high, are already erected. They are 
placed in two rows, 400 metres apart, the distance from 
one post to the next in each row being similarly 400 
metres. The pressure of operation on the antenne will 
be 120,000 volts. The masts themselves are earthed, 
there being no attempt to insulate them, as has been the 
tendency of late. Much interest was taken in the exist- 
ing machine rooms. Evidently the day of the physical 
instrument maker for wireless station work has passed 
away, for this station was hardly distinguishable from 
a modern rotary sub-station. The modern desk type of 
switchboard was installed, and the plant consisted of 
motor generators. These were of two types: (1) to 
transform the 3-phase, 500-volt a.c. supply to 200 volts 
d.c., and (2) to transform the 200-volt d.c. current, by 
aid of a motor running at 6,000 r.p.m., to high-fre- 
quency current at 32,400 periods-—an abnormally high 
frequency. These high-frequency alternators were con- 
structed by the Société Alsacienne de Constructions 
Mecaniquer, of Belfort, to the designs of M. La Cour. 
They are oil-cooled, and each has a capacity of 25 kW. 
The visitors were given a demonstration of the putting 
in parallel of two of these sets, which, at their abnor- 
mally high frequency, 1s entirely a different problem to 
that encountered in ordinary a.c. plant. By varying the 
frequencies of individual sets, quadruplex telegrams 
could be dispatched. Four hundred words can be dis- 


patched per minute, and 200 words per minute can be 
received. The management is aiming at a Very prompt 
service, and the normal time required for the dispatch 
of a radiogram to London from Paris is five minutes— 
cases have occurred where the reply has been received iy 
25 minutes. Should a message take longer than five 
minutes, rigid investigations are made, but this has not 
occurred for over twelve months. The new station i; 
being constructed entirely of bricks and cement (so as to 
avoid electrical troubles due to presence of steel in the 
constructional work). The arched vaulted brick roof 
was pointed out with pride, as a novelty in modern 
building construction—and yet it is only comparatively 
а few years ago that ferro-concrete construction was 
itself a new thing. 

One evening was devoted to an inspection of the 
Gaumont kinena film factory. The most recent system 
of three-colour screen film display was demonstrated, 
and also the latest development of talking pictures, |n 
Loth cases the secret is synchronisation by electrical 
means. A speech by the Minister of Public Works was 
most realistically rendered. The figure on the screen 
was greatly enlarged, and the spectator could almost see 
the words coming from his lips, the synchronisation was 
so perfect; in fact, but for an occasional flutter of the 
hand, it was so realistic that the onlooker almost forgot 
he was looking at а screened film. 

The concluding visit took place on Monday, Novem- 
ber 28th, to the 200,000-kW power station at Genne- 
villiers. This plant comprises five turbo-alternators of 
10,000 kW each, operating at 1,500 r.p.m. The voltage 
of the generators is 6,000 at 50 cycles. Stirling boilers, 
operating at 355 lb. per sq. in., are now being installed. 
but eventually one half the boiler room equipment will 
be Stirling and the other half Babcock & Wilcox. Each 
Stirling boiler has a heating surface of 22,600 sq. ft., 
and a guaranteed evaporation of 175,000 lb. per hour. 
The total number of boilers will be 20. Altogether this 
station is a wonderful example of the very latest ideas in 
super-power steam station construction. 

So far nothing has been mentioned concerning the 
details of the real work of the conference, and this is 
for the reason that it has been thought wiser, as this 
conference was of such far-reaching importance, to give 
a summary in the form of a separate article, which is to 
appear next week. There is no question but that this 
conference has been a great step in forwarding the pre 


gress of extra-high-pressure transmission, which 5 


bound to lead to more rapid and better progress, and х. 
all the sooner, all nationalities will be benefited by a 
better and cheaper supply of electricity. 


A NORTH-EAST COAST LOCAL ELECTRICAL TRADING ASSOCIATION 


Ix July and August last, meetings were held in Newcastle- 
upon-Tyne of à committee which sat to consider the formation 
of a local trading association. The outcome of this was the 
appointment of an investigating committee, Which drew up 
а report. This document was considered by a committee 
of interested parties at a meeting held on November 16th, 
when it was unanimously resolved to accept the report and to 
send copies of it to each firm represented at the meeting, 
to the electricial Press, to all associations in the electrical 
industry likely to be interested, and to any firm making appli- 
cation for a copy. 

The Investigating Committee comprised four members re- 
presenting manufacturers, two representing cable makers, two 
supply companies, two factors, and two contractors. 

The memorandum issued reads as foliows :— 

In July, 1921, a question arose between the Newcastle-upon- 
Tyne Electric Supply Co. and the Electrical Contractors’ Asso- 
ciation as to the granting of trade discounts. The point 
bristled with so many difliculties and opened out so many con- 
troversial matters that the contractors called together repre- 
V the i cable makers, wholesalers 
and electricity supply companies, and member hei | 
ы апа 0 MODE before them. ыо 
Alter considerable discussion, extending over ings 
16 was recognised that at such a large phere oe ee 
sible to make progress, and the meeting therefore decided to 
uppomt a committee to investigate the matter. 


A committee was therefore formed, and the following terms 
of reference given for its consideration and guidance:— . 
"The committee to investigate and consider the айу 
bility of forming a protective association, and the application 
of the principles of the Bradford Electrical Trading Association 
to this district.” Е 
The committee finding that а scheme appears to be an 
09 о whether the application shall be (a) nation?" 
ocal.” ining 
At first considerable difficulty was experienced in d 
an expression of opinion because of the inability of individui 
members to bind their respective firms or associations. 78 
was, therefore, resolved that, although the various mem A 
were appointed as representatives of the В.Е.А.М.А., С. 
E.W.F., N.E.C.T.A., and the Newcastle Supply Co., this 00 
stitution should be dissolved, and each member should expres 
opinions on his own behalf. . ‘an that 
At first sight this procedure might give the impression P» 
it robbed the committee of much of its value, оар rt 
member was a responsible party this was not 80. This yer 
is, therefore, the considered opinion of responsible inane 
engaged in various branches outlined above, and it 15 
will prove of service to the electrical industry. da 18 
For the better understanding of this report the 8 gerer 
shown itemised, and the committee's conclusions given 
each item. jded 9 
For reasons that will be obvious the committee deci 
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refrain from recording in full the arguments put forward, and 
to confine ite report to the bare conclusions arrived at under 
each heading. 


REPORT. 


. l Is the present method of trading in the electrical 
industry satisfactory from the point of view of (a) manufac- 
turer; (b) wholesaler; (c) contractor; (d) supply company; 
(e) user? . 

With the exception of the user each party was represented, 
and after considerable discussion it was agreed, with one dis- 
sentient, that the present method was not satisfactory. The 
dissenting member thought it was satisfactory because he 
knew no better method. 

From the users' point of view it was agreed that a better 
control of the industry might mean higher prices, but this 
would be offset by greater reliability in the articles bought. 
and a better service. It was, moreover, felt to be highly 

robable that these last two considerations would ultimately 
ead to larger sales, and therefore cheaper production, result- 
ing in lower prices. 

2. If the present method of trading is not satisfactory, in 
what direction does the fault lie? 

Considerable discussion ranged round this item of the 
agenda, and it must be confessed that each group sought, and 
with some success, to lay the fault at the door of the others. 
Eventually, however, the following resolution was unanimously 
agreed upon :— 

We are of the opinion that the question of apportioning 
blame for the present state of affaira is a matter too large 
and ambitious for this committee. We, however, offer the 
following as a formula for further examination. 

The present unsatisfactory method of trading in the elec- 
trical industry is due to the lack of sound trading principles 
and co-ordination. 

We recommend that the various associations within the 
industry seek to get together to:— 

]. Agree the ethics of fair trading. 

9. Seek some method of co-ordinating the activities of the 
industry as a whole to the end of :— 

(a) Developing the resources of electricity. 

(b) Encouraging ite greater application. 

(c) Securing a fairer division of profit to each section of the 
industry. 


(d) Rendering a better and cheaper service to the public.“ 


3. Can the fault be attributed to any particular group. i.e., 
the manufacturer, wholesaler, or contractor? 

In view of the finding under the previous heading, the com- 
mittee feels it is invidious to apportion blame to any quarter. 
Each section of the industry must bear its share of blame, and 


а recognition of this fact should lead to an earnest endeavour 


fully considered, and it was unanimously agreed that the com- 
mittee could not recommend its application. 

5. Can the remedy be applied (a) nationally; or (b) locally? 

The committee is of the unanimous opinion that the remedy 
should be national, and suggeste for consideration that local 
Joint committees should be se$ up for the discussion and settle- 
ment of local matters in accordance with accepted principles. 

Can the remedy be applied (a) wholly; (b) at once or 
deferred? 

(a) It is too optimistic to hope that the remedy can be imme- 
diately inaugurated as a whole. It is felt that the task is a 
heavy one, and must necessarily be a process of development 
along accepted lines. 

(b) The committee sees no reason why the work should not 
be attempted at once. 

GENERAL. 


It is possible that there may be an impression that this 
committee has exceeded the work outlined by the terms of 
reference, and it might, therefore, be advisable to explain that 
in considering the advisability of forming a trading association, 
and the application of the Bradford Association scheme, it 
was necessary to ascertain whether there existed such a 
state of dissatisfaction in the industry as to warrant an altera- 
tion in present methods of trading. Obviously, if the present 
methods were reasonably satisfactory, the necessity of altering 
them fell to the ground, and no consideration of the Bradford 
scheme was necessary. The agenda was therefore carefully 
drawn up to take care of this aspect of the case. 

As soon as the committee got seriously to work it was 
apparent that it would be folly to attempt either to outline 
the dissatisfaction, apportion the blame, or to attempt a 
remedy. The conditions are national and the remedy must 
be national, and it should not lie within the province of a 
local committee to attempt this work. 

All the committee has sought to do is to establish the fact 
that there is considerable dissatisfaction, which i8 not confined 
to any particular section. It has, therefore, sought to find a 
formula that will merit acceptance by all parties, and influence 
the various associations to get together with & view to a closer 
examination of the subject. If this is done in an earnest 
spirit of goodwill there would appear to be no obstacle to a 


remedy being found. 
Chairman, C. H. MERZ. 
Hon. Secretary, SAMUEL C. Davis. 


NEW ELECTRICAL DEVICES, 


FITTINGS, AND PLANT. 


Readers are invited to submit particulars of new or improved devices and apparatus, which will be published 
if considered of sufficient interest. 


The Atrax Projector. 


The GENERAL Егвствіс Co., Lrp., has sent us particulars of 
an effective advertising device which we have noticed at one 
or two recent exhibitions, where it has proved very '' notice- 
compelling." This is the Atrax " projector (fig. 1), which 
consists of а tube 173 in. long and 4 in. in diameter, mounted 
on a base, giving a total height of 194 in. A lens is fitted, 
and the light is provided by a special 100-W * Osram gas- 
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Еа. 1.—Tue ‘‘ ATRAX ” PROJECTOR. 
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filled lamp. The picture or advertisement takes the form of 
а glass slide. The projector tube is mounted on an extension, 
which slides in and out of the base, and it can be swivelled 


and fixed at any desired angle through a large range. The 
image thrown by the '' Atrax " projector 18 so brilliant that 
it is visible even in diffused daylight; surrounded by other 
artificial lighting it stands out very clearly. ; 


The Quixup Cabinet. 


We reproduce herewith two photographs of the GENERAL 
ELECTRIC Co.'s Quixup' cooking outfit, which we men- 


Fic. 2.—Tue ‘* QuixuP " C\pineT—OPEN. 


tioned recently in connection with domestic electrical exhibi- 
tions at Messrs. Whiteley's and Harrow. Fig. 2 shows the 
'" open " position with a '' Magnet " electrical grill in the 
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centre, and a toaster and а kettle on the side pieces. The 
cabinet closes up as shown in fig. 3, the aluminium-covered 
tray being let down on four guides. 

In its closed condition the cabinet appears as an ordinary 


Fic. 3.—ТнЕ '' Quixup ’’ CABINET—Top CLOSED. 


piece of furniture, and it can be made in any style or wood 
to suit its surroundings. The set should prove very service- 
able in flats or other places where space is precious. 


The Utility " Cooker-Radiator. 


The '' Utility ’’ cooker-radiator has been designed to provide, 
at a cost within the reach of all, an electric heating device 
that is effective and ornamental as a radiator and efficient as 
a cooker. The sheet-steel frame stands on cast-iron feet, and 
is fitted with polished aluminium plates on top, thus givin 
strength combined with lightness. Its weight is 4.5 lb. an 
dimensions are 12 x 6 x 4.5 in., the consumption being 750 or 
1,000 watts. The small amount of metal employed ensures 
that this robust device quickly reaches its working tempera- 
ture; the heating coil is mounted on a set of eyeletted mica 


Еа. 4.—TuR UriLITY RADIATOR. 


supports, which are supported in mild-steel channels. Accesai- 
bility is a prominent feature, and by withdrawing five screws 
the whole heating element with the terminal block and flex. 
can be easily removed to allow а new element to be fitted and 
connected up with the minimum trouble. Sufficient Space 18 
allowed at either end of the heating element to enable more 
than one utensil to be used at a time, as shown in fig. 5; the 
cooking space is 8 x 6 in., and will boil two pints of liquid 
Іп 10 minutes. When standing on end, as in fig. 4, it forms 
à radiator, or the device may be used as a grill, fig. 6, with 
a toasting space of 6 x 6 in. A movable polished aluminium 
reflector plate is provided to throw the heat up or down as 
required, and we understand from Messrs. ELECTRICAL 
1 и 1 md 4 аеш. hoad, Battersea Ківе, 
on, S. W. II. that the device is the forer 
of British heating and cooking appliances n 


Non- Magnetic Cast Iron. 
Messrs. ЁЕВВАХТ1, LTD., Hollin wood. Lancs., have produced 


a non-magnetic cast iron to which they have given the name 
This has a higher resistance than iron and a 
The specific resistance i 
140 microhms per cm. cube, and the magnetic permeability js 
1.08, whilst that of brass is 1. It is therefore ver suitable for 

desirable eddy 


А | - 
cently sent to us by the firm shows examples of ae Wi 


cluding a transformer cover, weighing 896 lb., an oil switch 


e No-Mag.“ 
permeability as low as that of brass. 


use in applications where there is a danger of un 
currents, or where high resistance is required. 


baee, and resistance grids. 


Fic. 5.—THE UTILITY COOKER. 


DEVELOPMENTS OF ILLUMINATING 
ENGINEERING. 


AT the meeting of the Illuminating Engineering Society 
November 15th Mr. L. Gaster, in presenting ee e 
Progress during the Vacation, recalled that the opening meet- 
ing of the session was customarily devoted to reports and 
exhibits of novelties, and in the course of the evening some 
interesting new applications of light were shown. Mr. Gaster 
alluded to various recent official reports as illustrating the 
interest now taken by Government Departments in lighting 
Amongst these may be mentioned the second interim report 
of the Home Office Departmental Committee on Lighting in 
Factories and Workshops, the interim report of the committee 
under the Ministry of Health concerned with the effect of 
lights used in kinema studios on the eyes of actors, and the 
third interim report of the Ministry of Transport Committee 
on Lights on Vehicles. Various outstanding problems, photo. 
metric and general, were discussed av the recent first techni 
session of the International Illumination Commission, notably 
the ultimate prospect of framing an international code on 
factory lighting. 

Following this a report from the Society's Committee on 
Progress in Electric Lamps and Lighting Appliances was pre- 
sented by Mr. Caine, in the absence of Mr. S. H. Callow 
(Chairman). It was stated that various difficulties with regard 
to lamp-production recorded last year are now being satie 
factorily overcome. Bulbs and tubes of good quality are now 
available without dependence on foreign supplies. The short 
age of suitable reflectors for small gasfilled lamps, which in 
1920 furnished one explanation of the tendency to use un- 
screened lamps in shop windows, has now been removed. 

After the reading of these reports, there was a series of 
short demonstrations, covering a wide field. Mr. W. J. Jones 
very interestingly demonstrated the use of ultra-violet light 
(derived from a tungsten arc screened by glass practically 
opaque to visible light, but permeable to ultra-violet), for 
testing precious stones. In a dark room most gems fluorese 
vividly under intense ultra-violet light; inspection of the 
colour and intensity of this fluorescence enables an expert 
to distinguish readily between genuine and imitation stones. 
It was particularly interesting to learn that by this means 
one can not only distinguish genuine natural pearls from 
artificially prepared ones, but also discriminate between ihe 
Oriental and the Japanese varieties. These varieties are almost 
indistinguishable when viewed by ordinary light, but under 
ultra-violet light the difference in the colour of fluorescence i 
most marked. In some cases it is even possible to distinguish 
between gems of the same type, but coming from different dis- 
tricts. This possibility is naturally of great interest to 
jewellers. . 


Fig. 6.—Tnug UTILITY GRILL. 


Mr. G. Campbell then exhibited and described several new 
types of industrial lighting reflectors, the chief feature 
which is the careful design of the contour во as to obtain з 
quate screening of the filament and minimum liability ( 
glare. The latter point is of special consequence in view 0 
the recent recommendations with regard to the avoidance 
glare by the Home Office Committee on Factory Lighting, 

Mr. Armstrong demonstrated the Grubb motor head ^ 
and Mr. W. J. Jones also exhibited a new form of ЧҮЛ 
which has been designed with а view to solving the pni 
problem of providing a sufficiently powerful beam for 
safely without producing excessive glare 1n the eyes 
approaching pedestrians or drivers of other vehicles. 7 

The next item on the побише was the! 105 pre- 
Lightmeter,” devised by Mr. Haydn T. Harrison. whi Je and 
sents one of the latest attempts to provide а Sim 
portable instrument for measuring illumination. AT. its 00 
pointed out the simplicity of the instrument and 18 
venience for purposes of demonstration; а small a 
from & portable accumulator, is placed. at one end zi 3510 
with a whitened interior. One side of the box 38 cu 2 
and replaced by a strip of opal glass, the brightness с apd 
is а maximum immediately above the small glow tbe ism 
progressively diminishes as one goes further from t an 
A small disk of white paper with a central тевер, the 
travel along the opal glass plate; the white ШЕ the 


paper receives the illumination to be measured, ? 


* ELEC, Rev., October 7th, 1921; p. 467. 
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grease-spot is illuminated by light transmitted upwards from 
the opal plate underneath. Accordingly there will be one 
position of the grease-spot which gives photometric balance, 
and this is recorded on a scale, marked out on the ора] plate, 
registering from 0.5 to 20 foot-candles. The paper disk is 
incorporated in a sliding metal Sheath, in which there is also 
an aperture through which the scale-reading is read. А 
feature of the apparatus is that it can be inspected simul- 
taneously by several people. 

The audience was next treated to a demonstration of the 
latest developments in artificial daylight" by Mr. Green 
and Mr. Lamplough respectively, who dealt with two distinct 
methods. The ‘ Sheringham daylight has been described 
in our pages, but Mr. Green pointed out that an accurate 
imitation of daylight, suitable for careful colour-matching. 
inevitably involved a considerable sacrifice of light by absorp- 
tion. For the latest reflector, however, a much lighter pure 
blue ultramarine pigment had been secured, and also a better 
emerald green; & small amount of yellow had also been incor- 
porated in the design, which led to more accurate results. 
The effect of these improvements was that the efficiency of 
the apparatus had been approximately doubled. А variety 
of models, including a portable type with a Sheringham unit 
and an ordinary glow lamp side by side for purposes of com- 
parison, were shown, and it was mentioned that & trough- 
type unit had been developed for use in art galleries and else- 
where. This form of unit had been adopted by colour- 
printers engaged in the production of ban -notes. Apart 
from its primary use in industries concerned with colours, 
artificial daylight had proved of value in the grading of flour, 
rubber, tobacco, and fur. 

The method of producing artificial daylight shown by Mr. 
F. E. Lamplough effects the desired change in colour by pass- 
ing the light from a gastilled lamp, equipped with a suitable 
reflector, through a disk of special Chance glass. With the 
latest form of glass a light eminently suitable for accurate 
colour-matching is said to be obtained, and the method lenda 
itself well to the production of a concentrated light. Where 
extreme accuracy is needed, still greater exactitude in the com- 
position of the light may be obtained by combining the use 
of an appropriate glass disk with a reflector, the inner surface 
of which is coloured with a selected blue pigment. An inter- 
esting point emphasised by Mr. Lamplough was that an im- 
properly designed artificial light may be apparently very 
similar in colour to daylight, but may nevertheless prove quite 
misleading when colour-matching. Certain dyed fabrics may 
appear identical under daylight, but absolutely different in 
colour under artificial light, and vice versa. Mr. Lamplough 
exhibited а cabinet containing true artificial daylight, spurious 
artificial daylight of the variety mentioned above, and light 
from an ordinary untreated gasfilled lamp. By placing selected 
coloured fabrics under each of the three lights in turn the 
misleading character of the false artificial daylight was demon- 
strated. | | , 

The other exhibits included some pleasing developments in 
illuminated signs shown by Mr. E. T. Ruthven Murray, and 
a display of the new neon lamps now being used for letter- 
signs * by Mr. H. A. Carter. Mr. Murray's signs are based 
on the principle of illuminating the interior of a vertical glass 
plate by means of concealed tubular lights placed along its 
edges. In these circumstances the light undergoes total in- 
ternal reflection withip the glass, and any device or motto 
engraved on the back appears vividly lluminated. The latest 
development is the introduction of colour in such signs, and 
when operated by a flasher they may be made to reveal pleas- 
ing changes in the tint of the lettering. It is also possible 
to engrave a coloured picture behind the glass. The small 
neon letter-sign lamps shown by Mr. Carter were introduced 
this year, and are now becoming familiar. The letters appear 
outlined in a species of pink glow, and some degree of violet 
fluorescence is apparent. This gave rise to some discussion 
on whether such lamps emitted an appreciable amount of 
ultra-violet light, but it was suggested that the amount of 
such rays was, if anything, probably less than that met with 
in ordinary tungsten lamps. | 

One other small exhibit that deserves mention is the 
"Luminor"' sign described by Mr. Ancotts, which utilises 
small convex mirror disks, which can be mounted to form 
various devices. The mirrors have a focusing effect, that 
causes them to appear as bright spots of light in daylight, and 
it is claimed that they can be rendered visible even in a very 
faint light, such as is met with in many streets at night 
time, 


Electric Vehicles at Blackpool.—O wing to the flatness of 

e town and the excellent road surfaces, lackpool is gener- 
ally regarded as an excellent centre from which to operate 
electric vehicles. It is claimed that in this town '' electrics ” 
show better results than in most other places, as, owing to the 
absence of hills, the most efficient service can be obtained 
from the cells. 

One Blackpool firm of bakers and confectioners is using 
four electrics with Chloride batteries. One of these battcries 
has given 24 years’ service, and has been in use for over 9,000 
Wee with a minimum mileage of 20 a day.—Commercial 

otor. | у 


* Euec. Rev., September 16th, 1921; p. 369. 
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WORKMEN’S COMPENSATION. ö | 
А compensation case was mentioned at Preston County Oourt 
last week, in which the applicant was Mary Wilkinson and 
the respondents were Messrs. Dick, Kerr & Co., electrical 
engineers. 

Miss Wilkinson was at her bench when an electric chan- 
delier, being repaired above her, fell 20 ft. with all the fittings, 
and struck her in the base of the back. A settlement was 
reached by payment of £50 and 15 guineas for legal and 
medical costs. 


WEENER & Co., Ілр., v. J. B. Berry & Sons. 


MR. JUSTICE Row.att, in the Commercial Court last week, 
began. the hearing of an action by R. O. Weener & Co., 
Ltd., of Water Lane, E.C., against James B. Berry's Sons, 
Co., Incorporated, Cannon Street, E.C., claiming damages for 
alleged breach of contract relating to the eale of 800 barrels 
of transformer oil. Defendants denied the alleged breach, 
and counterclaimed for £2,237 7s. 9d. on the ground that 
рані had refused wrongfully to accept 600 barrela of the 
oil. | 

Мг. Навор Morris, K.C., for the plaintiffs, said they 
were oil merchants and defendants were an American incor- 
porated company with а branch in London. The contract 
was made in November last year for the sale of 800 barrels 
of oil. Plaintiffs accepted delivery of 200 drums of oil to 
satisfy part of the contract, and refused to accept the tender 
of a further 600 drums. They now claimed damages mainly 
because the oil was not delivered in barrels but in drums, and 
they asserted that this was a breach of the description of the 
goods under the contract. Plaintiffs were merchants only, 
and had done business with defendants’ manager before, and 
he knew plaintiffs were buying for resale. The damages 
claimed were the amount lost on the resale, £380, or alterna- 
tively, the difference between the contract price and the 
market price. Defendants set up а defence that they were an 
American company, and when they put the word barrel in 
the contract they meant drum, and further that plaintiffs 
knew drum was meant, because when Americans used the word 
barrel they meant drum. Therefore there was no breach of 
contract, and defendants claimed damages against plaintiffs 
for breach of contract. Defendants set up а second defence 
that the word barrel was not a description but only a quantity, 
and a further defence that plaintiffs waived the description. 
He (counsel) contended that it was quite clear in the contract 
that it was a description, and plaintiffs were entitled to reject 
on the day they did, January 10th, because the oil delivered 
was in drums and not barrels. Counsel explained that trans- 
former oil used for transformers had to be of a very special 
quality, free from all moisture. A barrel was 55 American or 
42 English gallons, containing 3} cwt. of oil. He added that 
of the contract quantity of 800 barrels, 400 were rejected be- 
cause they were drums, and 200 because they were not 
delivered in the’ contract time. Barrels were worth about 
12s. 6d. each, whereas drums, such as those in this case, were 
valueless. 

Evidence was given in support of plaintiffs’ case. and the 
hearing was adjourned. 

The hearing was continued on Wednesday last week, when 
further evidence was given for plaintiffs that when barrels 
were contracted for, only wooden barrels would be accepted. 

For the defence, Mr. HAROLD GEORGE FvRLoxa, M. I. E. E., a 
consulting engineer, of High Holborn, and formerly manager 
of the transformer department of the Ferranti Co., said he 
had ordered large quantities of transformer oll for that com- 
pany, and it was essential that transformer oil should be free 
from moisture; it was the practice of transformer man- 
apers not to accept any oil except in steel barrela. Prior to 
1914, transformer oil was sometimes put in wooden barrels, 
and it was due to the enormous amount of trouble on trans- 
formers caused by moisture that no oil was accepted except 
in steel barrels. If he had made a contract for transformer 
oil he would expect the oil to arrive in suitable containers, by 
which he meant steel drums. Wooden barrels were unsuit- 
able, because of their liability to shrink and to admit 
moisture. 

Mr. C. Н. WOoRDINSHAM, consulting engineer, agreed that 
wooden barrels were unsuitable for transporting transformer 
oil, partly because the wood might contain moisture, partly 
because the oil might become contaminated by acids from the 
wood, and partly because the wood might fray and give rise to 
fabrics which would prove deleterious. It was usual for trans- 
former oil to arrive in steel containers, and if he made a con- 
tract for barrels of oil he would expect to receive steel con- 
tainers. 

Mr. GrorGe Berry, manager of the British Electric Trans- 
former Co., gave similar evidence, and said the experience of 
his firm of oil in wooden barrels was disastrous, and they had 
to insist that all oil was delivered in steel containers. The 
steel containers in which their oil came were always known 
as barrels. | 

Mr. HAMILTON JAKES, managing director of Reesoils, Ltd., 
Newcastle, said that transformer manufacturers and power 
stations absolutely insisted on having transformer oil in steel 
barrels. With a contract for barrels of transformer oil he 
would expect to get steel barrels, but if he were makin 
the contract he would specify steel barrels. His firm woul 
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not supply transformer oil in anything else than steel barrels. 
It was universal in the trade to put transformer oil into steel 
barrels. 

Mr. WILLIAVI J. SMITH, defendants’ London representative, 
eaid they understood by the contract that plaintiffs required a 
quantity of 500 barrels, and had no idea they wanted wooden 
barrels. The steel containers in which the oil was supplied 
were universally known as barrels in America. His firm 
would never think of shipping transformer oil in wooden 
barrels because they knew that no one who understood the 
trade would accept them. After the ccatract was entered into 
the price of transformer oil steadily declined, and his firm had 
euffered damage to the extent of the amount for which they 
counter-claimed. 

Mr. Justice RowLaTT, in giving judgment on Thursday 
' Jast week, said he thought that the word barrel used 
in the connection in which it was used in the con- 
tract, meant a wooden barrel only. But it was said 
that this oil being transforiner oil must be put in steel 
containers. His Lordship, however, did not think that was 
right, for it had not been made out that if a little moisture 
got in, the oil ceased to answer the description '' transformer 
oll." Even if it had been shown to be imperative that trans- 
former oil should be put in steel containers, that did not carry 
defendants all the way, for if people bargained for barrels, 
and barrels meant barrels, there had to be made out an over- 
whelming case before it could be said '' in this particular case, 
with this particular commodity, you can't have meant what 
the words say." Such an overwhelming case had not been 
made out. His Lordship did not think there had been any 
waiver by plaintiffs. From the facts and figures put 
before him. having regard to the falling market, he was unable 
to say that plaintiffs had suffered any damage, nor could 
they claim loss of profits. There would be judgment for 

laintiffs on their claim for one shilling, without costs. De- 
endants' counter-claim must be dismissed, with costa. 


THE CLAIM By MR. A. SIEMENS AGAINST SIEMENS & HALSKE. 


ACCORDING to the Financial Times, the Anglo-German Arbitral 
Tribunal on Friday last gave Judgment in this case in which 
Mr. Alexander Siemens was the claimant and Siemens and 
Halske were the respondents. 

1he judgment stated that in 1908 the claimant undertook to 
transter to the respondent company 10,135 shares of £5 euch 
in Siemens brothers & Co., an English company, and in con- 
sideration for this was to be made a sharehoider of 506 snares 
of a new issue of shares in the respondent company, Siemens 
and Halske Aktiengesellschalt, a German company, estab- 
lished according to German law. It was further agreed that 
the share certiticates of the issue which it was not intended for 
the time being to introduce on the Berlin Stock Exchange 
should not immediately be printed and delivered, but the 
claunant was to receive the dividend on the 506 shares, should 
have the right to vote at general meetings of the respondent 
сошрапу as the holder of those shares, and the respondent 
company should, on his demand, deliver the documents for the 
506 shares to him, or in the event of his death to certain per- 
sons named by him, and that then the respondent company 
would on demand procure the introduction of the new issue 
of which the 506 shares were a part on the Berlin Stock Ex- 
change. The claimant had received until the outbreak of war 
the dividends declared by the German company and might 
have voted, although he did not as a fact do so, at general 
meetings of the German company. It was urged on behalf 
of the claimant that in spite of his having received dividends 
and having the right to vote as а shareholder, no shares had 
been issued to him. that he never was in fact a shareholder, 
and that the contract was at the outbreak of the war unful- 
filled by the respondent company. 
‚ The Tribunal held that the contract contained in the corre- 
оге between the parties was duly performed by the 
claimant and also by the respondents except as to the delivery 
of the share documenta and the introduction of the shares on 
the Stock Exchange, but as the claimant had never called 
upon them to do these things there was no breach of contract 
in these respects. The Tribunal consequently decided that the 
claim failed, and awarded the respondents the sum of £75, to 
be paid by the claimant in respect of the cost of the proceed- 
ings. 


TELEPHONE PoLE WayLEAVE CASE. 


IN the Victoria Courts last week Lord Ilkeston had before him 
a case brought on behalf of the Postmaster-General. respect- 
ing the rights of property owners to determine agreements for 
e given E о posts on private property 
an e appropriate annual amount whi 

me Post e v the facilitv. нор Bans Dy 

consent had been given in 1910 to the Natio 

Co. bv Mrs. Helen Hector, of Edgbaston, for V 
of a pole, underground pipe. and sta vs in the rear of property 
owned by her at Parker Street. Edgbaston, for an annual pay- 
ment of £1 5s. In June, 1921, the Post Office engineers re- 
hewed this pole on account of deterioration, and without again 
approaching Mrs. Hector, and it was alleged that some damage 
had been caused to the propertv. Аз a consequence notice 
under the terms of the agreement was given for the removal 
ої the pole, and the case wae taken up by the Postmaster 


General under the extended powers granted to hi 
lelegraph (Construction) Act, 1916. : to bim by the 

Evidence was given on behalf of the Post Office that no com 
plaints of damage or inconvenience had been received TM 
the occupiers of the premises, and that the amount of X 
previously paid had been agreed to by the National lelephone 
Co., who had no statutory powers, and that under the cundi. 
tions as altered by the recent Act, the Postmaster-General was 
advised that any amount paid in respect of wayleave should 
bear direct relation to the loss or inconvenience caused by the 
presence of his fixtures, which in this case was assessed by 
him at 2s. 6d. per annum. 

After hearing evidence, Lord Ilkeston made an award con. 
senting to the maintenance of the fixtures subject to a pay. 
ment of 2s. 6d. per annum. Не assessed the costs of the 
appeal at five guineas, and directed that they should be paid 
by Mrs. Hector.— Wolverhampton Express. 


POSTMASTER*GENERAL v. THE MAYOR AND CORPORATION or 
LIVERPOOL. 


Ox November 24th, in the Divisional Appeal Court of the 
King's Bench, before Justices Shearman and Salter, the 
appeal of the Postmaster-General from a decision of Judze 
‘Thomas of the Liverpool County Court commenced hearing. 
The original claim was (according to a.report in the Liverpool 
Daily Post and Mercury) to recover the agreed cost of repair. 
ing certain damage done to telephone plant belonging to the 
appellant by the electric light mains belonging to the respond. 
ents as the electrical authority for the City of Liverpool. 

The Attorney-General and Mr. E. Justin Lynskey were 
briefed for the appellants, and respondents were represented 
by Mr. Е. Н. Maughan, K.C., and Mr. Layton. 

The grounds of appeal were that the judge misdirected 
himself and was wrong in law in a number of points. 

Further, it was submitted that there was no evidence from 
which the learned judge was entitled to infer that the plaintiffs 
plant was laid improperly or negligently, or that the damage 
to the plaintiff's telephone plant was occasioned or contributed 
to thereby. It was contended that the judge was wrong in 
not holding that the damage to the plaintiif's telephone piant 
was the result of the defendants' acts of nuisance, and that 
the acts of the National Telephone Co., Ltd., whether amount- 
ing to negligence or not, were no defence to plaintiff's саш 
against the defendants. 

The appellant finally submitted that on the facts he was 
entitled to judgment for the agreed sum of £40 8s. 7d., the 
respondents’ costs of repairing damage in respect of which the 
judge on April loth, 1921, directed a non-suit. 

Mr. Justin LYNSKEY, in putting the case for the appellant 
before the court, dealt at some length with the grounds of 
appeal, and read the judgment in respect of which the appeal 
wus brought. 

Replying to JUSTICE SHEARMAN, counsel for the Postmaster- 
General said he claimed to be clearly entitled to recover from 
the Liverpool Corporation damages reasonably following from 
a nuisance. The only thing which the county court judge u 
reality found was that plaintiff's telephone cable was almost 
in contact with the Corporation's electric light cable. In spite 
of this finding, he contended, appellant was entitled to 
damages for a nuisance. Briefly, his action was founded on 
the claim for nuisance, and respondents replied that ther 
relied on the agreement. 

One provision in the agreement was that the Corporation 
was not to be liable for damages caused by electric light 
wires. 

The case was adjourned. 


4 
MARTIN v. LONDON & Согоахе S.S. Co., LTD. 


IN the King's Bench Division on November 25th, Mr. Just 
Rowlatt heard an action brought by Mr. C. Martin. bair- 
dresser and dealer in electrical appliances, against the n 3 
and Cologne Steamship Co., Ltd., in which the plane 
claimed the return of goods or their value and damages Lor 
detention, or, alternatively, damages for conversion of your 
to defendants' use. ; ds U 

Mr. Stuart Bevan, K.C., for the plaintiff, said the £000 
question were a case of electrical appliances comprising 5 
dozen hair dryers and two dozen massage machines. | on | 
tember, 1920, he bought a quantity of things. including 
four dozen articles, from the International Trading AS 
tion, and remitted the sum of 30,000 marks 1n pod 
nppeared that the International Trading Association n P 
the goods from a firm called Reiss & Graeber, 1n л Ш 
paid them. It was then arranged by forwarding E 
Cologne that the goods should be shipped to Englar ҳе“! 
defendant company under a bill of lading D 1155 d 


26th. 1920. The goods were to be delivered t t it tot 
the plaintiff, who endorsed the bill of lading and p expect? 
defendants for them to send him the articles, and ne АЙЫ: 


to receive them. Then a Mr. Hart appeared 21 ошл, 
them. His story was that he had employed e T 
who in turn employed the International Trading MEE 
to buy for him, not electrical appliances, but toys fron tho: 
other firms, J. Reiss & Graeber, and he had remit marke F 
the company and the International A Pe Шр 


реу for the toys. He apparently comp 
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company that he had paid for toyg he had not received, and 
that the company ought to deliver these electrical appliances 
to him. The defendants, having received the plaintiff's bill of 
lading, against which they were to deliver the goods. proceeded 
to add а disbursement of 19,564 marks, and so in effect that 
Mr. Martin could only have the articles if he paid them that 
eum, and that he would not do. He ought to have had them 
in time for the Christmas trade. 

Mr. CARTWRIGHT SHARP, for the defendants, argued that Mr. 
Martin's money had been applied to some purpose other than 
that for which he intended it, and that it was Mr. Hart'a 
money which had gone to the payment of these electrical 
goods; therefore Mr. Martin could not get them unless he re- 
imbursed the money which had been paid by Mr. Hart. 

His LORDSHI said he could see no answer to the claim, and 
the plaintiff was entitled to the goods or their value. He 
awarded him a hundred guineas with costs. 


| gp ——————————— 9 


" CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear 
until the following week. Correspondents should forward 
their communicationa at the earliest possible moment. Мо 
letter can be published unless we have the writer's name and 
address in our possession. 


The Durability of Lead-covered Wiring. 


With reference to the controversy which has been appearing 
in your recent issues as to the durability of lead-covered 
wiring, the following fact may be of interest to your readers. 

I recently had occasion to pull out a length of 19/20 lead- 
covered cable in connection with the reconstruction of a 
country-house installation. This cable had to the knowledge 
af the servants been in for 14 years. Where it passed through 
a retaining wall it was enclosed in s porcelain duct, but 
throughout the remainder of its length it had no protection 
whatever, being run at a depth of 4 ft. through the ordinary 
soil of the garden. On getting this cable out I found the lead 
sheathing to be in perfect condition, and the cable appeared 
to be as good as new. 

I think your readers will agree that this speaks well for the 
durability of this class of cable, and I should be pleased to 
send a sample piece to anyone interested. 

Having had some experience of Admiralty ship wiring also, 


I have found lead-covered cable of all sizes fixed under some 


nf the worst conditions that it is possible to think of, viz.. 
boiler and engine rooms, navigation lights exposed to all 
weathers, &c., yet standing up to its work excellently. 

I am inclined, with some of your correspondents. to think 
that workmanship has more to do with the satisfactory work- 
ing or otherwise of a lead-covered installation than the 
material itself, and Mr. Allwright has certainly given a list 
of faults which are constantly found. 


Torquay, November 22nd, 1921. 


т " 


W. Lawrence. 


The pros and cons advanced by correspondents interested 
on both the practical and technical sides bave proved parti- 
cularly enlightening, in во far as they prove that the differ- 
ences of opinion expressed on this important point by engi- 
neers depend upon the party they represent, 1.6., supply or 
demand. i | | 

let us take a concrete case. The Alliance Electrical Co., 
London, used Siemens Stannos wires for' external and internal 
wiring in connection with the installation of electric light 
in the Covent Garden Market, as shown in your advertisement 
columns. Any wiring in a market of this description would 
have to withstand some very rough treatment and would be 
subject to exposure to all conditions of weather, especially 
wet walls. Why was a non-lead-covered system adopted in 
preference to a lead-covered one, if the latter 18 so very 
efficient. as Othello" has it? Why. simply because, as 
previous correspondence proves. engineers tackling the ques- 
tion from the demand side know lead-covered wiring to have 
been superseded by modern improvements, and supply using 
every effort to bias demand. Othello“ undoubtedly 18 in- 
terested in the supply party. whilst Mr. A. J. Abraham and 
others represent demand. We laymen are largely governed 
by the actions of the practical men on the demand side, and 
certainly in view of concrete examples like the present, and 
an analvsis of the correspondence, can only come to the con- 
clusion that lead-covered wiring, whether protected or not, 
18 obsolete. 

А Layman. 

November 14th, 1991. 


Ав a close observer of methods of wiring extending over a 
number of years, I have been deeply interested in the corres- 
pondence in your columns on the above subject. 

Like Mr. W. A. Allwright, I, too, have unfortunately seen 
installations where the work has been carelessly done, and 
even " scamped," which, for the sake of the good name of 
electricity generally, is atly to be deplored. But there is 


. this to be said for lead-covered wiring—that it is generally 


sesier to detect scamped work and have it put right, than 


it is to deal with such scamping in steel tube or wood 
casing. 

Your correspondents who stress the importance of efficient 
bonding and earthing do so wisely. and with an evident sense 
of the almost absence of consideration for these important 
but simple operations, displayed by many cheap ” wiremen- 
contractors. : 
. I cannot understand why there should be the least difficulty 
in bonding and earthing. The best of the proprietary lead- 
covered wiring systems have accessories which make bonding 
and earthing easy. My experience with those supplied with 
the Henley wiring system convinces me that no wireman 
who does not want deliberately to ''scamp " his work has 
any excuse for not doing this essential part of the installation 
properly апа permanently. : 

In conclusion, I am rather surprised that an electrical engi- 
neer like Mr. A. J. Abraham, should, as he did in your issue 
of the 4th November, advocate any system which can be put 
in by the jerry wireman's smallest boy." Mr. Abraham is 
perfectly entitled to retain his hatred of lead-covered systems, 
but surely it is not for him, or any electrical engineer, to ad- 
vocate methods capable of encouraging the army of jerry 
wiremen. However perfect the system, Jerry will probably 
botch it, as closely as you like to spend your time in watch- 


ing his ends.” 
W. R. Clements. 
London, S.W., 


November 25th, 1921. 


Having had considerable experience with this class of work, 
1 should like to say that we have used the Henley system 
since 1912, and we must have used scores of miles of their 
cable or Callender's. 

These cables have been used in factories, installations of 
all kinds froin public supplies, and private plants; but the 
bulk of our work consists of country house lighting. We have 
used it all over the British Isles and on the coast from Corn- 
wall to the Hebrides, and we can find no fault with it in any 
shape or form. 

Among our country-house lighting we have carried out 
complete installations in many old castles, manor houses, and 
abbeys, &c., which are built of stone and have no damp-proof 
courses, whilst in some cases the houses lie so low in the 
ground that the lawns are level with the windows of the 
ground floors, and although these houses are naturally damp, 
we have experienced no trouble up to the present. 

Quite recently we made a thorough inspection of an old 
abbey that was wired by us in 1913, and found the insulation 
tests perfect and no trace of electrolysis at either switch or 
fittings ends of the cables or at the bonding. This is a 100- 
volt d.c. job. There is no trace of chemical action: on the 
sheathing. although most of the cables are run on the surface 
of stone walls which have been left plain and unplastered. 

We have never found this cable attacked by rats or mice. 

The main points in erection are absolnte continuity of the 
sheathing with perfect bonding and earthing, careful planning 
of runs, feeding out of cable from the drums, and good 
workmanship. 

We have often been called in to inspect work that has 
been spoiled by careless workmanship, and we think it is 
generally that the man is strange to the work, which is quite 
different to wiring with conduit or casing. | 

If any contractor or consulting engineer, who is not con- 
versant with lead-covered wiring. would like to inspect any 
of our jobs, the writer would be only too pleased to fix up an 
appointment and run him out to see some of our country house 
jobs or factories. | 

Rich. A. Parsons. 

Gloncester, 

November 22nd, 1921. 


The majority of vour contributors to this interesting corres- 
pondence agree that everything is right if the cable is properly 
honded throughout by the bonding devices supplied by the 
makers of the various wiring systems, but, if the naughty 
wireman omits them, and the wood blocks hide the omission, 
evervthing 1s wrong. 

There is, however. one wiring system, a feature of which 
is that the edge of the bonding ring can be seen at the bottom 
of the blocks, and the foreman or inspector can convince 
himself at once that 1t 1s properly inserted. 

Modesty forbids that I should say which wiring system 
this 18. 

F. Charles Raphael. 

Ponders End, 

November Pth, 1021. 


One Solution of the Frequency Problem. 


I have read with considerable interest Mr. C. Sutton's 
article under the above hending in your issue of the 25th Nov- 
ember, and whilst the sclution may be the most satisfactory 
when employing the Ljüngstrom turbo-alternator, I cannot 
agree that the solution as outlined gets over the difficulty 
with minimum capital outlay and minimum losses when com- 
pared with other alternatives employing & standard impulee 
or reaction type of turbo-alternator. 
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Summarised briefly, Mr. Sutton's scheme, I understand, 
is to provide a new turbo-alternator unit whieh can generate 
its full load output at one of two frequencies or generate at 
two frequencies with the respective loads split up 1р any pro- 
portion within the capacity limit of the turbine. Also, to 
provide a frequency-changer available for use with either 
generating plant installed in the station, and to add this 
with minimum capital outlay and minimum losses. 

An alternative to the scheme outlined by Mr. Sutton would 
be to employ a standard impulse or reaction turbine and, in- 
stead of coupling one alternator only, to couple two alter- 
nators in tandem, one of which would be capable of loading 
the turbine fully at 100 cycles, and the other at 50 cycles, the 
combined set being capable of :— 

1. Giving full load output at 100 cycles, or 

2. Giving full output at 50 cycles, or 

3. Giving any combination of outputs at 50 and 100 cycles 

within the capacity of the turbine, or | 

4. Running as а frequency-changer by shutting off steam 
to the turbine when the alternators are in synchronism across 
the bars, allowing the turbine to be run round by the two 
alternators acting as a frequency-charger. It might be pos- 
sible so to arrange the turbo-set that the turbine be un- 
coupled from the alternators and by means of а pony motor 
the two alternators could be run up as а frequency changer 
having double the capacity of the coupler set suggested. 

The advantages of a scheme of this description are :— 

(a) Ultimately when the 100-cycle eupply ceased the 100- 
cycle alternator could be taken away, leaving a standard 50- 
cycle turbo-set. І 

(b) The 100-cycle alternator could be rewound for 50 cycles, 
and would come in for the next set to be installed, instead of 
having to be written off as obsolete plant as would be the 
case with the coupler set and one alternator end of the I.jüng- 
Strom turbine set. 

(c) There would be no conversion losses. 

(d) If one alternator only were required the losses in the 
other (unexcited) would be windage and friction only. 

I should expect the capital outlay and losses with a scheme 
of this description to be considerably better than with the 
coupler set scheme outlined by Mr. Sutton, not forgetting the 
question of obsolete plant. 

I do not profess to know sufficient of power station manage- 
ment to say whether both or either scheme presents any 
practical difficulties, and while Mr. Sutton's scheme may be 
one solution of the frequency problem. it does not seem to 
me to be all that he claims, namely, the solution embodying 
minimum capital outlay with minimum losses. 

As one interested in the sale of impulse turbines I may be 
unduly biased and will therefore welcome criticism. 


E. W. Dorey. 
London 


November Bth. 1921. 


A Dynamo Problem. 


I would suggest that Electron ” carries out the following 
tests to end his trouble :— 
1. Check both ammeters with a standard instrument. 
2. See that all switches are ground in on this machine, 
including the equaliser switch and circuit breaker. 
Examine all nuts, cable sockets, and connections, and 
see that all 1s in proper order. 
4. See that the ammeters are in circuit in the opposite pole 
to the equaliser. 
d Examine the shunt regulator and carry out a lamp test 
on it. 
6. Make a pressure drop test across shunt coils and see that 
they read about the same. 
7. Carry out the same test as the above on the series 
winding. е 


Norwich. 


G. W. L. Wolland. 
November 98th, 1991. | | 


Telephone Line Work. 

T was interested in the paper by Mr. E. S. Byng on tele- 
phone work in America. 

Mr. Byng states that 90 men drew 4 miles of cable in 10 
hours off 44 drums. Why 44 drums containing 160 vards of 
cable? A drum must have been placed at every joint box. 
which, no doubt, would look very prettv on a road or street. 
Is the time taken in placing these drums, mounting them. 
dis-mounting and carting awav included in the 10 hours? T 
am afraid not. Also the cable must have been small and 
attached to the drawing-in wire. instead of their having to 
draw in a rope; but perhaps in America thev place a magnet 
in the joint box. switch on the juice, and the job's done. 

Tt is also stated that 150-170 pairs of wires are jointed per 
hour: it makes me sweat writing about it. That is a farce: 
there would be more crosses and dis's than good pairs, and T 
should not like to have to test the cable. There are jointers 
here who can do 60-70 per hour. and the job is done. and thev 
don t have to spend davs opening up joints for faults. That 
man is better than the 100—170 pair man. whom I have never 
eeen, nor anyone else. 

Tt is also stated that the jointers’ mates are better. I have 
had jointers’ mates here who could make wire joints as well 


as jointers, and gave them every assistance, and Mr. B ng hag 
some to-day, but do they get the пев given them that they 
should? No. The paper states that they would. Also I have 
seen a mile and a half of composite cable drawn into ducts 
with split couplings (not boxes), and off 3 drums, not 44. in 
94 hours, with 10 men and tackle off job. I am afraid Mr. 
Bvng's paper is a little misleading. 
; A. E. Tubb, 
Birmingham. 
November 28th, 1921. 


The Profits of the A.E.G. 


I venture to suggest that your article on the profits of 
the A.E.G. is rather severe on the Berlin correspondent of the 
Daily Telegraph. It is no more fair to reckon German 
profits in sterling than it would be to reckon sterling profits 
in dollars, or French francs in Swiss francs. To Fritz a mark 
is а mark, even if its purchasing power is only one-fifth 
of its pre-war purchasing power. | 

With regard to the relative prosperity of Germany and this 
country, one must remember that there are four to five tines 
as many unemployed in this country as in Germany. Whicl 
is the more prosperous country? 

L. M. Sandison, 


Ayton, 
November 28th, 1921. 


The Installation and Use of Electricity in Coal Mines. 


New Regulations and Memoranda have just been issued by 
the Home Office relating to the above, and several interested 
bodies have discussed them, such as the Association of Mining 
Electrical Engineers. 

The outstanding features of the new Memoranda appear te 
indicate that in the opinion of the inspectors, the weak poini 
up to now, of electrical gear as installed in mines, is the 
switchgear rather than the motors. | | 

There is, however, one problem relative to switchgear which 
appears to have been entirely overlooked both in the present 
regulations and in any previously issued, namely, the kVA 
breaking capacity of the oil switch. | | 

Taking the average colliery equipment supplied with power 
generated on the premises, the total capacity of the generating 
plant seldom exceeds 3,000 kVA. Assuming normal conditione 
of reactance, &c., for turbo plant, this capacity would neces: 
sitate the kVA breaking capacity of any oil switch to be, ij, 
18,000 kVA, and any mining-type oil switch of repute would 
be capable of rupturing a short circuit on such a system. There 
are, however, a number of collieries taking electricity supply 
from a public supply authority. ‘The writer has н 
of at least two collieries each placed within a mile of the pu» 
lic supply generating stations, one of which stations has à 
capacity of something like 40,000 kW. | 1 0 

This under similar conditions will require an oil 110 
breaking capacity of 240,000 kVA, and it is extremely a 
ful whether there is any mining type oil switch on the marse 
which would deal with this capacity. | 

There is another aspect of the case which should also 15 
consideration, namely, the fact that public supply authorities 
are admittedly not installing switches on consumers preme 
which have the required breaking capacity for the worst үч 
sible short-circuit conditions which can apply. 5 рок 
may or may not be right, but the attitude of the supply e : 
ritv engineers appears to be: first, that а short 5 
earth in most cases builds up gradually, and as ТАА deat 
oil switches are seldom required to break what is really à 
short circuit. 

Secondly, even should the short circuit be of such a qa 
as to damage the oil switch, the latter will in most 11 А 
ture the cireuit and if it is badly damaged or ee M 
doing so, the monetary loss incurred by the d Ж 
oil switeh occasionally is nothing compared with t И switches 
capital cost which would be an in E ol 
up to the full breaking capacity in every case. eun 

"This line of B M is reasonable for surface work eh 
the explosion of an oil switch, enclosed as a mu stern 
or stonework cubicle, is not likely to cause el 


2 ij switch belo" 
f an oil sles ый 


уегу much larger than the supply company 8 шайл eed this 

It would be hard to convince any colliery d ubtedly К 
was necessary, but nevertheless such might undo to be 
the case if the spirit of the Mines К 
ved up to. It is Hone ре сат oi 
ауе ever really considered this question 01 о fromm the 
capacity, but it appears to be one of first imports ni; И 
safety-in-mines point of view, and it is a qu a te 
be seriously considered in view of the presen t th BE 
take electricity supply from large bulk sources 


install separate isolated stations. 


. в vil . 
There is no doubt that the risks of аре DT 
gear are considerably greater where the supply from ô mil 
bulk source as against a supply wW со. сопа : 
private station, and if colljery "installations 3 
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connected to the huge industrial networks which will be the 
vogue in the future, would suggest this matter be given very 
careful consideration in order to avoid the possibility of acci- 
dents which might damage the reputation of electricity supply 


j eral. : 
es F. G. Travis. 


Manchester, | 
November 38th, 1921. 


. Electricity in Isolated Buildings. 


The article under the above heading by Mr. E. H. Freeman 
is most interesting, but one may question if the whole contri- 
bution is not of the nature of an apologia. In any case the 
matter submitted, though excellent, gives undue precedence to 
one class of plant, and does not sufficiently or comprehensively 
review the whole of this important subject. 

The class of plant, i.e., non-automatic, so enthusiastically 
described by Mr. Freeman, is unquestionably a sound pro- 
position when the work is properly carried out. Such instal- 
lations, however, usually apply to what may be termed the 
larger country houses, establishments with anything over 
100 lights, and a fair power load. This class of resident, how- 
ever, does not by any means represent the average country 
dweller, who with the small automatic plant, now on the 
market, may enjoy equal felicity in an electrical sense to that 
of the bigger folk. In the past, it is to be feared that many 
non-automatic plants have merely comprised a '' general-pur- 
poses farm engine belted to a high-speed dynamo, the whole 
outfit being only suitable for batterv-charging, duty calling 
for much attention. 

The descriptions and illustrations of representative ''non- 
automatic " installations put forward by Mr. Freeman are 
undoubtedly excellent, but the refinements enumerated are 
bound to involve the owner in relatively large expense. To 
best meet апу extensive country demand for electricity is re- 
quired an isolated plunt to deal with 30 to 40 lights and small- 
power duty, suitable for installation in any existing outhouse 
(or even a basement), to he simple in operation and mainten- 
ance, and to require no special attendance. This matter of 
attendance is all-important, for by no means every country 
dweller has a gardener or odd-man about the place. With- 
out doubt, it is the relatively low cost of installing, with the 
minimum amount of attendance required, that is responsible 
for the large sale of the automatic type of plant. In fact, 
if very many present owners of small plants of the automatic 
(уре bad been compelled to go to the expense apparently in- 
volved in the case of jobs illustrated in Mr. Freeman's article, 
there would have been no sale! 

Many disputable points are raised by Mr. Freeman, e.g. 
relative efficiencies, fire risk, correction of defective cells, 
overcharging of battery, voltage. supply of appliances, &c., 
where it тау be said that the automatic plant is in no way 
inferior to the non-automatic type. A further argument ad- 
vanced, that those attending to any automatic plant forget 
the existence of lubrication, fuel supply, and general cleaning 
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is peculiar, as this could not be done unless such party were 
deliberately careless. The list of plants given is noted to be 
in error in one or two instances at least; moreover, it is very 
far from complete. It may also be said that numbers of auto- 
matic plants have been in operation for at least 10 years, 
so that this proposition may be taken as proven. 

On the power side the position is equally clear, and the 
method usually recommended of running the generating wet 
when there 18 à power load (motors, radiators, &c., up to the 
capacitv of the plant) is quite sound, as any excess current 
over that actually required may pass into the battery, and thus 
there obtains a most economical system of working. Cer- 
tainly, such a method of operation, or the handling of lighting 
load in an equivalent manner, is justifiable, end is an in- 
finitely better proposal than a mere battery-charging proposi- 
tion. Apart from this, it is an indubitable fact that the 
majority of average installations of the kind in -question are 
primarily for lighting duty, the power side being more or less 
a side-issue. . 

As suggested in the foregoing, the various plants—full, 
semi, and non-automatic—have their respective fields of appli- 
cation. There 18, however, little doubt but that the advent of 
the semi-automatic plant in this country has brought much 
additional business to the electrical trade—business that would 
have been wholly lost were such alternative not avail- 
able. Semi-automatic plants, in particular, more closely 
meet the general demand for small country-house electric 
lighting than any ether type as, with the relatively small 
wiring job attached, they more closely fit the average country 
dweller’s pocket. A commentary that applies to the situation 
is contained in a recent traveller's report, which states: '' This 
firm's country-house work has been in handling large jobs 
only, but as this class is about worked up Mr... . . is now 
considering small plant jobs, of which he is likely to get 
quite a few.’’ One may believe this rather bold statement 
just about represents the present-day state of affairs. 


Marshall Tate. 
T.ondon, 
November 26th, 1921. 


Unemployment and the Cure, 


In your issue of October 28th, in the article entitled '' Un- 
employment and the Cure," it is stated that it is foolish to 
attempt economies by reducing the selling price. This does 
not seem to me to make sense with the context, and it has 
occurred to me that perhaps there has been a mistake, and 
that price should read force.“ We should then have: 
The fatuity of attempting to economise by reducing the 
selling force is manifest." With that I think everyone will 
be in agreement. 


November 28th, 1921. 


{Our correspondent’s suggestion is correct. The word 
force was incorrectly printed as “price. —-Eps. Errc. 


REv.] 


Quester. 


BUSINESS NOTES. 


Notice to Advertisers.— The attention of advertisers is 
directed to an announcement which appears in our advertis- 
inent pages to-day, respecting the dates for sending in сору” 
for our issues of December 28rd, and 30th. 


Bankruptcy Proceedings.—T. RAWSTHORNE, electrical engi- 
neer, 67b, Paradise Street, West Bromwich.—Receiving order 
made November 21st on debtor's own petition. First meet- 
ing. December 9th, at the Official Receiver's Offices, 191, Cor- 
poration Street, Birmingham. Public examination, December 
14th, at the Law Courts, West Bromwich. 


S. H. DovanrRTY (Mersey Electric Co.), electrical engineer, 
Liverpool.—Last day for proofs for dividend, December 9th. 
Trustee, Н. W. Bowler, 30, North Jolin Street, Liverpool. 


J. Ѕмттн & Son, electrical engineers, 1, Central Street, E.C.— 
Receiving Order, November 24th. First meeting. December 
ө Public examination, February 7th, both at Carey Street. 


W. BENNETT, electrical contractor, Back Sitwell Street. 
Derby.—First meeting, December 7th, at the Official Receiver's 
Offices, 4, Castle Place, Nottingham. Public examination, 
December 20th, at the Court House, Derby. 


C. P. M. Downte (P. Downie), electrical engineer and factor, 
Southend-on-Sea.— Last day for proofs for dividend December 
l4th. Trustee, T. Gourlay, 29, Russell Square, W.C.1. 


J. Harrison (Harrison & Son), electrical engineers, South- 
end-on-Sea.—First and final dividend of 34d. in the £, payable 
December 9th, at 29, Russell Square, W.C. 


С. Н. Gre, electrician, 10, Front Street, Annfield Plain, Dur- 
harn.—First and final dividend of 28. in the E. payable Decem- 
her 7th, at the Official Receiver's Offices, 4, Northumberland 
Avenue, Newcastle-on-Tyne. 


Company Liquidations.—NationaL Exectric Time Co., 
Tap.—Meeting of members is called for January 2nd at 18, 
Queen Street, E.C., to hear an account of the winding up 
from the liquidator, Mr. A. C. Vincent. 

PRITCHETT & GOLD & ELECTRICAL POWER SroRAGE Co., Ltp.— 
Meeting of members called for December 30th at 50, Grosvenor 
Gargens, Victoria Street, S.W., to hear an account of the wind- 
ing up from the liquidator, Mr. A. M. Woodward. 

ELECTRICAL & ENGINEERING DEVELOPMENT, I/TD.— Winding- up 
voluntarily. Liquidator, Mr. D. J. Longden, 67, Broxash 
Road, London, S. W. II, who is authorised to enter into an 
agreement with Electrical Utilities, Ltd., on terms stated. 

ENGINEERING Depots, LTD.—Particulars of claims must be 
sent to the liquidator, Mr. C. Н. Wells, 21, Fargate, Shefheld, 
by December 31st. 


Dissolutions of Partnership.—S. С. Cozens & Co., electrical 
engineers and contractors, 63, Queen Victoria Street, Е.С. 
Messrs. S. G. Cozens, R. Grose, and E. G. Coombs have dis- 
solved partnership. Messrs. S. G. Cozens and Mr. E. С. 
Coombs will attend to debts and continue the business, 

LOWNDES & STEVENS, automobile, electrical and mechanical 
engineers, Trafford Park Garage, Manchester.—Mr. E. 
Lowndes and Mr. E. J. Stevens have dissolved partnership. 
Mr. Stevens will attend to debts and continue the business 
under his own name. 


Trade Announcements.—We are informed that Messrs. T. 
E. NaNKIVELL and S. Е. Gruss have resigned their director- 
ships of the STANDARD ELECTRICAL & MAINTENANCE Co, (SEMCo, 
I. Tb.), and are not now connected with the firm. Messrs. 
C. E. Rapson and E. F. Burrill are the remaining directors. 

THE ANTIeATTRITION METAL Co., LTD., have closed their city 
offices (35, Queen Victoria Street. E. C.). and have opened more 
extensive offices at 1, Victoria Street, Westminster, S. W. I. 


ing the new Utility " 
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_, THE FARADAY ELECTRICAL INSTALLATION Co. are commencing 
buginess at 173 and 174, Railway Approach, Shepherd’s Bush, 
London, W.12, and they wish to receive trade catalogues and 
terms trom manufacturers or suppliers of installation acces- 
sonies, Xc. p | 

Mr. Ceci HowLETT, Jun, has resigned the position of 
manager of the electrical department of Messrs. Wellman 
Bros., and is again commencing business as an electrical engi- 
neer at 16, Victoria Street, Windsor, in partnership with Mr. 
L. Ryan as Howlett & Ryan. | 

THe CABLE ACCESSORIES Co., LTD,, are holding stock in 
London at their new address referred to last week (13, Cursitor 
Street, E.O.4). 
~ Messrs. SHAW & Co., of Manchester, have taken over show 
and sale rooms at Booth Street West, Ali Saints, Manchester, 
where they will hold weekly auction sales of electrical goode 
and machinery. 


Catalogues and Lists.—British INSULATED & — HELSBY 
CABLES, LTD., Prescot, Lancs.—A catalogue ої jointing 
materials, tapes, compounds, paint, &c. 

Messrs. JOHNSON & PuiLLis, Lrp. Charlton, S.E.7.— 
"'|ransformer Abstracts," an illustrated booklet giving de- 
scriptions of a number of types of transtormers. The publica- 
tion is designed to aid salesmen. | 

VENNER ‘LIMB SWITCHES, LTD., 45, Horseferry Road, West- 
minster, S.W.1.—A folder illustrating four types of time 
switches for shop window use, &c. 

LHe ‘Tiran Lirt Co., LTD., 20. High Holborn, W.C.1.—An 
illustrated catalogue describing a number or types of passenger 
lifts, engines, controllers, &c. 

Mr. ALFRED E. DEAN, Leigh Place, Brooke Street, Holborn, 


- E.C.1.—4À priced and illustrated catalogue of X-ray apparatus, 


including coils, switchboards, interruptors, couches, portable 
. sets, tube stands, &c. 
IHE RELAY AUTOMATIC TELEPHONE Co., LTD., Marconi House, 
Strand, W.C.2.—A booklet illustrating a ö0-line Relay in- 
stallation, with notes on various parts of the system. 
Messrs. Higes, Bros., Sand Pits, Birmingham.—Monthly 
magazine for December, containing stock lists of a.c. motors 
and d.c. dynamos and motors, notes on sbalting, humorous 
items, &c. | 
ELECTRICAL UTILITIES, LTD., 1 & 3, Shelgate Road, Battersea 
Rise, S. W.1l.—Priced leatlet, C. R. / l. illustrating and describ- 
cooker-radiator 

THE CHEMICAL ENGINEERING Co, (MANCHESTER), LTD., 49, 
Deansgate, Manchester.—An illustrated pamphlet giving a 
description of the Кек” densimeter, a simple device for 
continuously indicating the density of water in steam boilers, 
by the balancing of a column of distilled water against a 
eolumn of boiler water. 


. Book Notices.—'' Blue Printing and Modern Plan Copy- 
ing. by Б. J. Най, M. I. Mech. E. (130 pp., бә ngs.). London: 
Sir [sauc Pitman & Sons, Ltd. Price os. het. — A his puvuca- 


. uon geais very Lully with a subject of the frst unportance to 


engineers айа arceuitects. A агые number of syslelus are 
desciined, and Culuparalive costs аге given, of dayngut print- 
ing, Various types of printing by aruucial light, tue use of 
the photostat, photonnechahnlical copying, &c. Ап appendix 
treats ol the pieparauon of drawings ior photograpnic dine 
blocks. Ihe lilustratiuns are of value in ensuriug а proper 
understanding of the text. 

разделе Lighting in Factories and Workshops,” by Gaster 
and Dow (д7 pp.). London: ‘the Geueral Electric Co., Ltd. 
- Gratis.—1n1i8 booklet deals with the enect of lignung upon the 


~ ешсепсу and Well-being of workers; the cost ot пириро in 


M 


! 


‚ fus. 


. relution to the cost of production in a factory; the ascertain- 
ment of the amount of lighting necessary; and types ot light- 
ing systems. Illustrations of actual appucations ale included. 

pres to Verdun,” a collection of photographs of the war 
areas ш France and Flanders, specially taken by Sir Alex 

B. W. Kennedy, F.R.S. 64 pp., 124 plates. London: C6untry 

Life, Ltd. Price 155. net, 

Pattern Making," by W. R. Needham, pp. iv+114; 171 

London: Blackie and Son., Ltd. Price vs. Gd. net. 

“A First Book ot Applied Electricity.“ by S. R. Roget. Рр. 
pet res 89 figs. London: McMillan & Co., Ltd. Price 
в. 6d. 

" Rays of Positive Electricity and their Applicati 
Chemical Analyses," by Sir J. J. Thon УЫЗ e 
x+237; 41 figs., 9 plates. London: Longmans, Green & Co. 
Price 168. net. | i 


Underground Railways Joint Committee.—4A Joint Com- 


` mittee representing employers and employed is being set up 


to deal with wages and conditions on 
of railways. This machinery will be similar to that which 
exists on the trunk railway lines, and is in accordance with 
the recent agreement made between the companies and the 
mens’ Unions. Morning Post. 


the Underground group 


German Activity in Spain.—As has already been stated, 


. Germun trade propaganda is very active in Spain, and German 


circulated. widely among the commerci 


Й 


commercial travellers are to be веет there 


as busy as b , 
the war. German trade X оле 


papers in the Spanish lunguage are 
ci v е co al community. Н.М. 
M 3 Vigo contrasts this with the fact that United King- 
' 1 ри о recelved are still usually printed in English, 
and therefore, as far as the Spanish commercial community 
1$ concerned, serve no useful purpose, | 


The Lyons Fair, 1922.—British manufactur 

should take note that the Spring Fair at quem 1 a 
from March ist to 154, 1922. No words of emphasis should 
be needed to-day to impress our readers with the importance 
of this event from the international trading point of view In 
previous Fairs, quite a number of British electrical engineering 
firms have taken a very practical interest, and we have no 
doubt that many of them will desire to embrace the oppor- 
tunity which will present itself a few months hence, of dis- 
playing their products before the eyes of our friends in France 
and of the large number of buyers from other countries who 
wil make Lyons a rendezvous in Márch. British exhibitors 
will be taking part in the British Industries Fair in London 
and Birmingham at about the same time (February 27th to 
March 10th), but the Lyons opportunity is not one that should 
be missed, and we recommend our firms to get into touch 
with the British representative of the Lyons Fair, at 3l 
Budge Row, London, E.C.4., who will furnish all particulars 
including the conditions, &c., under which it is possible to 
have в stand of one’s own including space, erection, and light 
ing and heating, for a total outlay of about £100. 


The E.P.E.A.—REPORT or NATIONAL EXECUTIVE Counc 
The report of the N.E.C. of the Electrical Power Engineers 
Association, published in the Electric Power Engineer, er- 
presses regret at the small number of industrial members 
who have joined the Association. It was debated whether 
to drop this section or to enlarge the: Association's scope to 
include all engineere who were connected in any way with 
electrical engineering. The following resolution was adopted: 

That in the opinion of this Gouncil the policy ae now laid 
down by the S.T.E. is detrimental to the best intereste of 
our industrial members, and therefore unless some шой 
tion can be made in this policy in consultation with this Asso 
clation, the activities of the E.P.E.A. shall be extended to 
embrace the whole of the technical staffs engaged in the 
design, manufacture and erection of machinery used in the 
generation, utilisation and distribution of electrical energy.” 
It was also resolved that the whole of the technical engineer- 
ing staffs of electric railways and tramways be eligible for 
membership. The Council decided to make subscriptions the 
same for all branches. The sick leave clause embodied in 
the Schedule is still a cause of differences; it is therefore to 
be reconsidered and, if necessary, revised. Mr. Essex has been 
added to the number of the Association's representatives on 
the National Joint Board, making the total seven. А draft 
schedule of salaries in undertakings of less than 1,000 kW 
capacity has been drawn up, and is still under the considere 
tion of the N.J.B., and it will be submitted to the District 
Boards. It has been decided to become affiliated io the 
National Federation of Professional, Technical, Administra 
tive, and Supervisory Workers, and two delegates are being 
appointed. Until the Council has definitely decided upon the 
nature of the qualifications to be required of applicants for 
membership of the Association, the rule relating to the passing 
of the A. M. I. E. E. examination is to be held in abeyance. The 
diversity of conditions relating to the positions of charge 
engineers in various undertakings has militated against a ssi 
factory arrangement of grading. The suggestion of the for- 
mation of a mutual benevolent fund has received appre 
and the N.E.O. has decided to fix a compulsory annual E 
scription of 5s. per member. The question of unemploymir 
has proved a serious one. The N.E. Division has instituted 8 
voluntary levy of 2s. 6d. per week upon employed members 
for the benefit of those out of positions. The other sections 
have been circularised upon the subject, and, at the same ane. 
the Management Committee is considering the matter. 


Dundee Corporation Contracts.—A committee of D 
Corporation is considering the advisability of inserting 1D ¢ 
tracts a model clause to meét rises and falls in prices. ^D i 
course of discussion of the matter a member expresse 


"view that contractors would not supply the Electricity d 


. . " . . * U 
mittee if а clause covering reductions in prices were ш 


in the contracts. 


| ; Dutch 
Dutch Enterprise in Germany.—A short time ago 8 tex 
company was formed under the title of the Reuss ET 
Co, of Amsterdam, to acquire the undertaking 15 omit 
Vogel & Muller, of Gera, who were engaged on t tion work 
tion of electric motors and the extensions of installato, ие 
&c. The share capital amounts to 500.000 florins, Di 
shares for 200,000 fl. are now being offered by & P 
Association for subscription in Germany. 
de Luz St. 


French Companies.—Société Hydroelecteidth z ru d 
Sauveur is the title of а company formed wit of electric 
300,000 fr. for the production and utile % co-Lorraipe 
5 Its offices are at 115, Cours d Alen 

ordeaux. Saint: 

There bas been established at Paris (7, e with 
Antoine) the Société Francaise des Etablissement F insulaton 
а ie of 1,400,000 fr., for the manufacture 0 
and electrical apparatus. | Gaint 

There has been formed at Paris (56, өш inistres 
Honoré), the Société de Reconstruction d France, 10е 
Groupement Energie Electrique du Nord de a tricité, with § 
Roubaisienne de l'Eclairage par le Gaz et | a tories in the 
capital of 1,000,000 fr. for the rebuilding of tacio! 
devastated regions. | 
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Illuminating Glassware.—The Board of Trade has 
given notice that, in exercise of the powers conferred 
upon it by Part II. of the Safeguarding of Industries Act, 
1921, it has referred to a Committee constituted for the 
purposes of that part of the Act, and consisting of Sir 
Wiliam Ashley, Ph.D. (chairman), Mr. J. Arthur Aiton, 
C. B. E., Sir 1homas W. Allen, Sir John N. Barran, Bt., and 
Mr. F. R. Davenport, a complaint by the British Flint Glass 
Manufacturers’ Association and the National Flint Glass 
Makers’ Society, that articles of domestic glassware, illuminat- 
ing glassware, and mounting glusswure, manufactured in 
Germany and Czecho-Slovakia, are being sold or offered for 
eale in the United Kingdom at prices which, by reason of de- 
preciation in the value in relation to sterling of the currency 
of the above-named foreign countries, are below the prices at 
which similar goods can be protitably manufactured in the 
United Kingdom, and that by reason thereof employment 
in the glass industry in the United Kingdom is being or is 
likely to be seriously affected. | 

The Committee proposes to hold its first sitting for the 
taking of evidence at 2.30 p.m. on Monday, December 12th, 
1921, at the Hotel Windsor, Victoria Street, London, S. W. I. 
The Secretary to the Committee is Mr. W. G. Fergusson, 
Board of Trade, Great George Street. London, S. W. I, to 
whom all communications should be addressed. 


English as She is Writ—in Germany.—We have been 
priviieged to see a copy of a circular issued by a Berlin export 
firm offering metal-filament lamps for sale in the British 
market. We reprint it as an interesting example of trade 
literature Made in Germany :— 

Conformable the surrounding prices and conditions of 
delivery J am in the situation, to day to deliver large posts of 
metal-threat-lamps 

first german quality, with edison ore svan-brass-socle 
іп execution of peace 
if you superscribe your ordres going about. 

d foot at this oflert upon large conclusion wich J did place 
early. 

Тһе prices are fob german haven ore port-paid german 
border, incl. original chests and export taxe, payable by accre- 
ditive by an german bank, to pay out against bill of accepta- 
tion. 

J advise to you, an quick resolution therewith you can 
become the purveying still this season. 

Yours very trully 


Down in the right-hand corner are instructions to the reader 
please to turn round," otherwise turn over and вее on the 
reverse side the list of prices at which these metal-threat- 
lamps, half-wat-lamps gas fit, and glimm-lamps of light 
propaganda ”’ are offered. f 


German Metal Interests.—According to The Times, Dr. 
Emil Hirsch, head of one of the world's biggest metal groups. 
has been in London on a visit from Germany; also Herr 
Hugo Stinnes endeavoured while he was in London to secure 
large quantities of steel scrap for his German works. 


Unemployment.—The latest available information shows 
& further increase in the total of unemployed persons, the 
figure for November ISth being 1,517,000, as against 
1,789,432 a week earlier. There was a slight decrease in the 
number on '' short time." On June 24th last the total of un- 
employed was 2,177,899. 


Local Electrical Exhibitions.—Mr. Rowberry, а local 
electrical contractor, arranged an electrica] exhibition on 
November 17th and 18th, at the Memorial Hall, Wellington 
(Hereford). The hall was artistically and effectively lighted by 
lamps of many designs and domestic appliances of all kinds 
were exhibited. These included, cookers, toasters, vacuum 
cleaners, irons, an“ A. B. C. washer, &c. There were also 
motors for various purposes, such as farm work, and pumping, 
and an electric drill was shown in operation. Wellington 18 


one of the places covered by the Hereford rural electricity 


scheme. 

An exhibition of domestic electrical appliances was held last 
week, under the auspices of the Holmrth (Yorks.) District 
Council, at the Council offices, and Mr. H. H. Parker, the 
Council's electrical engineer, gave explanations and demonstra- 
tions daily. 

At the Blackpool Trades Exhibition, which concluded on 
November 30th, there were some interesting electrical ex- 
hibits. Two of the best-stocked stands were those of Mr. 
George Morrison, electrical engineer, of Birley Street, Black- 
pool. This display included vacuum cleaners, an electric 
washer, radiators, electric irons, kettles, and coflee percolators, 
&c. Another good display was that of Messrs. R. Darbyshire, 
Ltd., electrical engineers, of Upper Talbot Square. One stand 
was devoted to a demonstration of the Magicoal ’’ electric 
fre. Another noveity by the same firm was a Christmas log 
fire," made of painted earthenware. 


Employment in Lead Processes.—The Home Secretary has 
recently issued further Statutory Rules and Orders under the 
Women and Young Persons (Employment in Lead Processes) 
Act, 1920 (Nos. 1.713, 1,714, and 1,715, Н.М. Stationery Office, 
ld. net each). The first defines the expression lead com- 


pound " used in the Act. The others relate, respectively, to 


medical examinatione and welfare (accommodation, &c.). 


Forthcoming Exhibitions.—The following exhibitions are 
being organised :— 

Lonpon.—February 27th to March 10th, 1922, British In- 
dustries Fair; March Ist to 25th, 1922, Ideal Home Exhibition. 

MANCHESTER.—January 2nd to 13th, Trades Fair and Market. 

BIRMINGHAM.—February 27th to March 10th, 1922, British 
Industries Fair. | 

CanDIFF.—May to October, 1922, Welsh National Exhibition. 

CANADA (Winnipeg).—February 6th to 11th, Motor Show. 
5 (Brussels). April Зга to 19th, 1922, Commercial 

air. 

FRANCE (Lyons).— March Ist to 15th, 1922, Spring Fair. 

HoLLAND (Utrecht).—February 21st to March 8rd, 1922, 
International Fair. 
IrALY (Milan).—April 12th to 27th, International Sample 

air. А А 

SPAIN (Barcelona).—March 15th to 25th, 1922, Samples Fair. 

SWITZERLAND (Basle).—April 22nd to May 2nd, Sample Fair. 

TRIESTE.— May, International Sample Fair. 

UNITED States (New Pork). — January lóth to 25th, 1922. 
General Merchandise Fair. 

JAPAN (Tokio). March 10th to July 81st, International Peace 
Exhibition. : 


Belgian Companies.—'* Mexinel " is the style of a com- 
pany just formed at Brussels (13, Rue du Canal), with a capi- 
tal of 400,000 fr., for the manufacture of electric and other 
kinds of heating apparatus. 

With а capital of 1,250,000 fr. has been constituted at 
Forest, Brussels, the Compagnie Industrielle et Commerciale 
d'Electricité for the trade in and manufacture of electrical and 
other material. 

Vanneukerke Gebroeders is the style of a company consti- 
tuted at Gentbrugge (253, Brusselschen Steenweg), to carry 
out electrical installations. 

. There has been forined at La Hestre the Etudes Industrielles 
Raymond Evens & Co., to undertake electrical and other 
manufactures and general electrical operutions. 


Fire.—A fire broke out on Thursday afternoon last week 
in the building in which the Tudor Co.'s London offices are 
situated. Although the fire spread to the Tudor Co.’s premises 
it did not originate in their offices. Five of their staff had to 
dash through the flames to ellect their cscape, but before 
doing во stayed long enough to ring up Ше fire brigade. Natur- 
ally the tire tended to dislocate the Tudor Co.'s business, but 
the excellent elforts of all the staff have resulted in no matters 
suffering more than 24 hours' delay. 


Denationalised Russian Industries.—The British Agent at 
Moscow hus informed the Department of Overseas Trade that, 
&ccording to а decree issued by the Russian Soviet Govern- 
ment, all undertakings in Russia which were not de facto 
nationalised before May 17th, 1921, are to be constlered as de- 
nationalised and the owners are immediately to be reinstated. 
In view of the possibility that certain British-owned under- 
takings may fall within the scope of this decree, British firms 
interested are invited to communicate the facts to the Depart- 
ment of Overseas Trade in order that the necessary inquiries 
may be made through the British Agent. Daily Mail. 


Public Supply Superseded by Private Plant.—Mtssns. 
WiLLYs OVERLAND CnRossLEY, LTD., have sent us a copy of a 


letter from Messrs. Tom Norton, Ltd., of The Automobile 


Palace, Llandrindod Weils, stating that they have changed over 
their supply from the town mains to a supply from a Willys 
light set, which is running satistactorily. Ihe makers also in- 
form us that owing to reduction in the manufacturing costs 
they have been able to make a material reduction in the price 
of the generating set, as well as in that of the complete outfit, 
from December Ist. 


China's Import Tax.—The Chinese Government has sent 
a memorandum to the Legations requesting permission to in- 
crease the Customs tariff, bringing the present 5 per cent. up 
to 74 per cent. The tariff at present in force was agreed to 
by China and the Powers many years ago, and China is re- 
questing an immediate sur-tax, raising the tariff on all 
imports, until the revision is completed. If the Powers agree 
it would' considerably ease the financial situation. If success- 
ful the Government intends to raise a loan of about £6,000,000. 
—Daily Mail. 


E. D. A. Activities.—We were surprised recently to receive 
a telegram announcing ' House burned down. dinner as usual 
—Deoris. but on further examination were relieved to find that 
the message was upon the front cover of an E.D.A. booklet. 
This purports to be a letter from a ladv to a friend explaining 
how, in spite of the destruction. of her house by fire, she 
managed to cook a dinner for her husband with a rescued elec- 
tric stove, upon the lawn. The Association has also sent us a 
сору of a poster. Upon a background showing a power station 
appears the exhortation: Do it the electric way," Saves 
more than it costs. A price list of publicity matter has also 
reached us. 


Aluminium.—Tur BRITISH ALUMINIUM Co., LTD., has issued 
a sheet giving tables of information regarding aluminium. 
This gives the weight per unit of aluminium wires, tubes, 
sheets, bars, strips, &c., with notes on the relative physical and 
mechanical properties of aluminium, brase and steel, and par- 


ticulars of aluminium alloys. 
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Electricity Supply Commercial Association.—The address 
of the general secretary of this association has this week been 
altered to 277, Well Hall Road, Eltham, S.E.9. All future 
communications should be sent there. 


Chinese. Notes.—The Hung Yau Electric Co. is to raise 
$20,000 capital to install an electric light plant in Heiho within 
& period of three months. 


Lead.—Reporting on November 26th, Messrs. James 
Forster & Co. stated: Makers of sheet and pipe lead report 
a little better inquiry, but this trade is far below normal, 
some of the most important works barely working half time. 
The electrical trades are also a little busier, but in neither case 
is there anything like normal work. For export there has 
again been considerable inquiry. On the other hand, supplies 
are very short, due to the.absence for some weeks past of 
Spanish importe.” 


LIGHTING AND POWER NOTES. 


Alderley Edge.—Price Revision.—The Alderley and Wilms- 
low Electricity Supply Co., Ltd., has applied to the Electricity 

j ssioners tor a special order for the revision of the maxi- 
mun prices authorised under the orders of 1509 and 1903, and 
for other purposes. 


Australia.—LAUNCESTON (TASMANIA).—The annual report of 
the Electricity Department for the year 1920-21 shows a total 
revenue of 487. 435, as compared with 430,478 in the previous 

ear. The total expenditure amounted to £34,678 (49,409). 
here was a surplus for the year of £2,757. . 


Bingley.—EL&crRiciTY Extensions.—The District Council 

в declued, subject to approval by tne Electricity Commis- 
sioners, to accept tenders for the supply of a smail engine and 
alternator, for which application is to be made to borrow £300. 
lhe plant is intended to generate electricity for the town dur- 
ing the brief periods when the overhead supply line from 
Keighley is '' dead ” for overhauling purposes, with a view 
to having more frequent overhauling and testing to avoid the 
repeated breakdowns which have occurred during the past. 


Blackrock (co. Dublin).—Exectriciry SuPPLY.— The Urban 
District Council has accepted the ойег of the Irish Overseas 
Direct Trading & Electric Lighting Association for the supply 
of electricity to the district. The scheme will be completed 
within two years. 


Continental.—FRANCE.—A message from Grenoble to the 
Journée Industrielle says that a number of hydro-electric con- 
cerns have formed а group for the purpose of establishing a 
large system for the distribution of electricity in the south- 
east of France and the Massif Central. The companies con- 
cerned are the following: Compagnie Electrique de la Loire 
et du Centre, Compagnie Hydro-Electrique d'Auvergne, 
Société des Forces Motrices de la Loire. Acicries et Forges de 

| y, Société des Forces Motrices de la lruyére, and Union 
Electrique. һе group has taken the name of Société de 
Transport d'Energie du Centre, and has its headquarters at 
Saint Etienne, 14, Rue du Treuil. The State was asked to 
grant a concession for a system of transmission of electric 
power linking up the numerous hydro-electric works of the 
above companies. 

Details of the lines in the first section are as follows: three- 
phase current, frequency 50, pressure about 120,000 volts, 
possibly 150.000; minimum transmission capacity: Cantal- 
Loire feeder 25,000 kW: Loire-Auvergne feeder between St. 
Etienne and Roanne 25,000 kW and between Roanne and Сош- 
mentry 15.000 kW.— Reuter'a Trade Service (Paris). 

The Union des Gaz at Vésinet, Seine-et-Oise, has decided 
to substitute an underground system for its present overhead 
high-pressure service of single-phase current at 2,100 volts, 
using in its stead three-phase current at 10,000 volts. The 
company has just received a provisional authority to set up 
four of these lines for one year, Preliminary to its applying for 
а concession for the whole of its network. 

BELGIUM.—An intercommunal association comprising 30 
communes has been formed at Bouge with the object of pro- 
viding electricity in the area. Plans have been invited for the 
installation of а generating station and high and low-pressure 
networks. 

Owing to the lengthened drought the Canal of Willebroeck 
k so low as to prevent the working of some of the 
machines at the municipal power station at Brussels. In 
consequence restrictions on the general consumption of elec- 


2 sq. kilometres. 
ation at Gross- 


Wohnsdorf capable of holding some 4.7 million cu. metres and 
of 2.3 sq. kilometres surface area. The two stations will yield 
in an average year about 34,000,000 kWh. 

GREECE.—À strike of power-station employés, last week, put 
Athens in darkness. Later the strikers were joined by the 
tramwaymen and gas-workers. The Government announced 
its intention of putting sailors to work in the Power stations 

A Reuter message dated November 27th stated that the strike 
had been settled and a number of the strikers accused of sabot- 
age had been awarded severe sentences by courts-martial, — 

SPAIN.—The Spanish Government has lately granted a con. 
cession for the establishment of a plant to utilise the water 
power of the River Duero, near Aldeafuente (Province of 
Soria) for generating electricity for lighting and power pur. 
poses. 


Darlington.—Price Repuctions.—The engineer and man- 
ager of the Corporation Electricity Department (Mr. J. R. P. 
Lunn, M. I. E. E.) informs us that under the new rates, shortly 
to be put into operation, lighting supplies will be 4d, per unit, 
a reduction of 4d. Тһе last 10 per cent. increase on power 
rates wil be withdrawn. These reductions will bring the 
lighting rate to within 14 per cent., and the power rate to 
within 33 per cent., above the pre-war rates. 


Grampian Scheme.—PusLic NoricE.—Public. notice has 
been given under the Private Legislation Procedure (Scotland) 
Act, 1899. of the intention to form a company to carry ош 
certain hydro-electric works in the Grampian District of 
Scotland. ‘Lhe works are fully set forth and the Petition and 
Draft Order are to be lodged on or before December lith. 


Huddersfield. YeEar’s WonkiNG.—The income of the elec- 
tricity department for the year ended March 3lst last was 
£212,161, and the expenditure, excluding charges for interest, 
£173,432, the gross surplus being £38,729. 


India.—Tue Poona HYDRO-ELECTRIC SCHEME.— Work on the 
Tata hydro-electric scheme near Poona, which involves the 
flooding of a large area occupied by farms and villages, for the 
formation of a great reservoir for the supply of water power, 
has again been postponed, this time until December, owing to 
the continuance of the passive resistance tactics of the inbab;- 
tants.—lteutcr (Bombay). 


Jersey.—SrnEET Licuting.—The St. Helier Town Council 
has decided to endeavour to replace the present gas · lighting of 
the town by electricity. A number of French engineers are 
in the island, and will bring forward a scheme to utilise sen- 
water power.—Daily Telegraph, 


Leatherhead.—System or SuPPLY.—The Electricity Co. has 
applied to the Electricity Commissioners for permission to 
make the standard voltage of supply to all future consumers 
within its area 220 volts between one phase and neutral, and. 
at its option, to alter the supply to any existing consumers 
within the area from 110 to 220 volts. The cost of replace- 
ment or alteration of any apparatus on consumers’ premises 
necessitated by the change will be borne by the company. 


Newton Abbot.—TiME ExTENSION.—The Ministry of Trans 
port has consented to the extension until August, 1922, of the 
time in which the Council has the option to acquire Ше local 
electricity undertaking. . 


Rugby.—MuxicirAL TmapiNG.—The local Building Trades 
Employers’ Association recently complained to the Electricity 
Committee that the electricity department was carrying out 
installation work to the detriment of contractors a 
It was suggested that the Council had no legal powers to i 
this. The committee found that under the Rugby Water an 
Improvements Act, 1901, powers for this purpose were yu 
ferred. Nevertheless, the committee recommended that t ё 
Council should cease to carry out installation work. rs 
the recommendation came before the full Council it is e 
feated, and a decision to carry on with the work was made. 


Runcorn.— NEW SraATi0N.—On November 95th the wife Bs 
the engineer and managing director of the Mersey 10 а 
opened the company's new station at Runcorn. 1 
comprises two 12,500 kW turbo-alternators generating hi (o 
current at 6,600 V, supplied by Messrs. C. A. Parsons n 
The boiler plant consists of three B. & W. water-tube The 
with superheaters, economisers and chain grate еа by 
switchgear, of the remote control type, was supp 3000 
Messrs. A. Reyrolle & Co., and the cables from 55 Ibis 
were made by British Insulated & Helsby Cables. E 1100 
plant is the first part of a large installation, ops 
capable of accommodating plant of 100,000 kW capacity. 


South Africa—GnanaMsTOWN.—Subject to the 0 | | | 
ratepayers and the Administrator the Council has stimate 
scheme for the supply of electricity to the town at an € 
cost of £65,000. rt of tbe 

SALISBURY (Ѕоотн RRHODESIA)— The annual report е tota 
Electricity Department shows a revenue of £19,205, £101. 
expenditure amounted to £18,105, leaving a profit of +. 


of tbe 
Todmorden.—Year’s WonxiNa.—The annual 1 е 
electricity department shows & loss of £5,223 du the previous 
vear, as compared with a deficit of £8,774 in 
year. 
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Trnoro.—Evectriciry SuPPLY.-—The Town Council, after con- 
sidering an electric light scheme by which it is proposed to 
take a bulk supply from the Cornwall Electric Power Co., has 
asked the company to revise its sliding scale of prices, which 
it was felt would adversely affect the scheme during the first 
few years. 

Yeovil.—TiwE Extension.—The Ministry of Transport has 
approved the extension, by one year, of the Electric Lighting 
Order of 1914. i 


TRAMWAY AND RAILWAY NOTES. 


Bristol.—PROPOSED RaiLLESS Cars.—The Corporation has 
under consideration the running of railless electric cars to 
Hotwells and Avonmouth. The city engineer has reported 
favourably upon this system as compared with a tramway. 
Ihe road improvements necessary would involve the expendi- 
ture of 493.000; the cost of constructing a tramway track, as 
пау proposed, would have been 4176,000.—Comm e rcial 
Motor. 


Chile.—RAILWwAT ELECTRIFICATION CoNTRaCT.—The Chilean 
Government recently ordered from the westinghouse Electric 
International Co. the equipment required for the electrifica- 
tion of the State railways between Valparaiso and Santiago and 
the Los Andes branch, a total route mileage of 144. The roll- 
ing stock is to comprise eleven local passenger looomotives, 
fifteen goods traffic locomotives, six express locomotives, and 
seven switching engines. The system, which is direct current 
at 3,000 V, will be supplied by five 4,000-k W sub-stations. A 
traffic increase of 50 per cent. is allowed for. The value of the 
contract is 7,000,000 dols.— Railway Review. 


Continental.—BrELGiUM.—Owing to certain dismissals, the 
Brussels tramway employés ceased work last week. 'To meet 
the needs of traffic bus services were instituted and operated 
by volunteers. 

NoRWAY.—According to a notice in Tidens Tegn of Novem- 
ber 8rd the Kristiania Elektriske Sporvei A/S (Electric Tram- 
way Company) has decided to extend its Lilleaker Line to Sta- 
Баек. The extension of this line, which now terminates at 
Oraker, will cover a distance of about four kilometres. Work 
will be commenced as soon as possible. 

FRANCE.—It was estimated that the working of the six tram- 
way undertakings in Paris, which were acquired by the City 
Council in conjunction with the General Council of the Seine 
Department, and leased as an amalgamated concern to an 
operating company at the beginning of 1921, would result in 
а loss during the first five years under the new management, 
which would have to be borne by the General Council. It is 
now foreseen that the deficit will amount to 85,000,000 fr. for 
the present year. 


Edinburgh.—TramMway ELECTRIFICATION.— The Town Council 
has not yet decided upon the method to be adopted in electrify- 
ing the tramways along Princes Street. Mr. В. 5. Pilcher, the 
tramway manager, puts forward three methods. One is for the 
track to be on the south or garden side of the street, with side 
pole and bracket arm construction; a second method is on the 
north side; and a third along the centre with centre poles. He 
points out that the Ministry of Transport will not, however, 
sanction centre poles in Princes Street. The conduit system, 
with Brussels or London types of plough, is also dealt with. 

Mr. Pilcher recommends the conversion to the electric sys- 
tem throughout the city without further delay. His report 
states that the working of the Leith electric system costs 4.204. 
per car mile less than the Edinburgh cable system, and that 
over the area of the cable system represents 498,000 per 
annum on the present mileage. This saving in working ex- 
penditure would not only meet the capital charges on the cost 
of conversion, but would leave 453.365 to meet renewals and 
provide for the reduction of fares. 


Glasgow. TRAM WAT PuncHasE.—The Tramways Committee 
has recommended that an offer of £200,000 be made for the 
Paisley and district tramway undertaking. In the event of 
the offer being confirmed and accepted it is intended to link 
up the undertaking with the city system. 


Halifax.—Revisep Fares.—According to the Yorkshire 
Post the Tramways Committee has decided to abolish the fare 
transfer system and to establish penny stages, each of which 
will be half the length of the present 2d. stage. It is hoped 
that, as a result, there will be a large increase in revenue. 


Hull.—NEew RourE.—The Town Clerk has been instructed 
by the Corporation Parliamentary Committee to apply for a 
light railway order for the extension of the tramway system 
to Hessle. 


Leeds.—LiGHT Ratway.—The Tramways Department has 
decided to start the laying of the light railway track from 
Harehills to Oakwood in about six weeks' time. 


London.—Lower Fares.—The action of the L.C.C. in re- 
storing the penny fare on the London tramways has led the 
L.G.O.C. to come into line on routes covered by both 'buses 


and tramcars, although it is stated that the company cannot 
afford to make the reduction general. The Underground Raul- 


way Companies have decided not to make any immediate, 


reductions in fares, as it is their stated policy to encourage the 
use of surface transport by short-distance passengers, the rail- 
ways being intended, primarily, to serve the outer districts 
of London. 

BERMONDSEY.—The L. C. C. Highways Committee has again 
had under consideration the future of the old horse tramways 
in Bermondsey. Electrification had previously been discussed, 
but, owing to the heavy expenditure involved, and to the fact 
that the probable traffic would not be large enough to be re- 
munerative, it was decided to defer the matter. Now, acting 
upon a resolution of the Bermondsey Borough Council, the 
committee recommends that the track be taken up and the 
road reinstated. ' 


Manchester.—ProposeD ELECTRio RAILLWAL.—TWwO Man- 
chester engineers have put before the Lord Mayor and the 
Chamber of Commerce a scheme for the construction of an 
electric railway from Heywood to South Manchester and 
Styal, a distance of 25 miles. The Manchester Dispatch gives 
details of the route, which would have 94 stations or halts. 
The line would connect with the L. & Y. Railway at Heywood, 
and would embrace two-thirds of Manchester. The estimated 
cost is £1,500,000. The suggestion is made by Messrs, J. W. 
ween and James W. Newton, of Victoria Buildings, Man- 
chester. 


Middlesex.— EXTENSION OF Company's LEASE.—At а meeting 
of the County Council on November 24th the application of 
the Metropolitan Electric Tramways, Ltd., for a further 20 
years’ extension of its lease was considered. The Highways 
Committee was in favour of negotiations being entered into 
for the extension of the lease, which expires in 1930, and the 
Committee’s recommendation was approved. The company 
desires this extension to enable it to recoup expenditure which 
it proposes to make upon improvements and renewals.—Daily 
Telegraph. 


Rochdale.— RAILWAVY E.ectrirication.—The [,. & Y. Rail- 
way Co., having notified the Corporation of its intention to 
electrify the line between Manchester and Oldham, the 
General Purposes Committee has decided that the desirability 
of extending the electrification from Oldham to Rochdale be 
urged upon the company. e 


South Africa.—RaILwWaAv ELECTRIFICATION.—It is understood 
that the Government has decided on the electrification of the 
Glencoe-Maritzburg line.—Heuter's Trade Service (Capetown). 


United States.—NEw York.—Among the objectives of the 
Transit Commission of New York City, recorded by the Elec- 
trical World, are: the municipal ownership of all railway 
lines within the city; the surrender by the holders of all exist- 
ing " franchises’’; the unification of all systems and the 
uppointment of a board of control to secure that all payments 
for property to the present companies are made on а proper 
valuation—not '' book values; the construction of new sub- 


ways; and to secure the participation of employés in the sur- 


plus profits. 


Wicklow.—CLosinG oF TRAMWAY RoUTE.—The County 
Council has decided to close the Dublin and Blessington tram- 
Way in the Wicklow area. | : | 


TELEGRAPH AND TELEPHONE NOTES. 


China.—TELEGRAPH SERvicE.— The report on the working of 
the Chinese Post Office for 1920 reads, in part, as follows :— 
To its various activities the postal service has added the accept- 
ance and delivery of telegrams at places not provided with tele- 
graph offices, and telegrams can now be accepted at 1,320 
places and delivered at 10,000 places which were formerly out- 
side the sphere of the telegraph service. 


India.—IMPORTATION OF APPARATUS FOR WIRELESS TELE- 
GRAPHY.—The following Customs circular has been issued by 
the Government of India, Department of Commerce: * In exer- 
cise of the powers conferred by section 19 of the Sea Customs 
Act, 1878 (VIII. of 1878), and in supersession of the notifica- 
tion of the Government of India in the Department of Com- 
merce and Industry, No. 5120-73, dated July 14th, 1909, the 
Governor-General in Council restricts the bringing by sea or 
land into British India of any apparatus for wireless tele- 
graphy to cases in which (1) such apparatus is nnported bv 
any person to whom a licence to establish, maintain. and work 
a wireless telegraph has been granted under the first proviso 
to sub-section (1) of section 4 of the Indian Telegraph Act, 
]555 (XIII. of 1885); or (2) a licence to import such apparatus 
has been granted by the Director-General of Posts and Tele- 
graphs.—Reuter’s Trade Service (Calcutta). 


Norway.—ProposeD New  CasLEs.—On November 2nd 
Tidens Tegn published proposals said to have been submitted 
to the Norwegian Board of Telegraphs for two new cables for 
telephonic connection between Norway and Denmark and 


ы; 
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Germany. The first proposal is for a cable, either from Arendal 
to Hirtshals, or from Fredriksvaern to Hirtshals, to cost about 
one and a half million kroner. "The length of the cable would 
be 774 or 884 sea miles, according to the connecting points 
chosen, and would give three telephonic and one telegraph 
connections. The cable between Arendal and Germany would 
be laid over practically the same route as the existing tele- 
graph line between Arendal and Sylt. Тһе length оѓ the 


_cable would be 440 kilometres, and the total cost about five 


million kroner. By this cable three telephonic and one tele- 
graphic connections éould be made. In addition to the con- 
nection with Germany it would be possible to telephone to 
countries with which Germany is or may be connected, such 
as Holland, Belgium, France, Switzerland, Italy, &c. It is 


‘stated that a further proposal may be submitted to the Board 


of Telegraphs for a cable between West Norway (Stavanger) 
and England, calculated to cost about six or seven million 
kroner. The length of cable would be about 500 kilometres. 
The total cost of these lines would be about 14 million kroner, 


of which Norway would find seven millions, the assumption 
being that the remainder would be contributed by the other 


countries in the same manner as in the case of the existing 
telegraph cables, says the Department of Overseas Trade. 


Russia.—TELEGRAPHIC COMMUNICATION.—Svensk Handelstid- 
ningen learns that direct telegraphic communication will 
shortly be re-established between Sweden.and Russia. The 
telegraphic station at Petrograd is now being reconstructed by 
the Store Nordiske Telegrafselska.—Rcuter's Trade Service 
(Stockholm). 

The Telephone Service.—Service CHARGES.—As a result of 
users of telephones being called upon to settie their accounts, 
based on the new scale of charges, indignant protests against 


the costliness of the service are a feature of the daily Press. 


According to The Times, in the case of large subscribers the 
expected has happened. In spite of their strenuous efforts to 
reduce the number of calls even below the level of efficiency, 
and far below that of convenience, the abolition of the flat 
rate, the new rentals, and the scales for trunk calls, 
have raised the cost of the service to a menacing height. 
The small subscriber is even more unfairly charged, as he is 
asked to pay sums which work out from Sd. to ls. 5d. per call. 
So far most of the predictions made in the public protests 


against the new rates have proved correct. 


mÓ——————ÁM 
CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL RRVIEW in which the 
Official Notice appeared.) 


OPEN. 


Australia.—MELBOURNE.—January 25th. Victorian Govern- 
Ten coasting recorders or, alternatively, 10 
coasting and service recorders for the trains (cont. 34,736). 

January 4th and llth. Postmaster-General's Department. 
Telegraph instruments and telephone apparatus and material 
(Schedules 1,718 and 604). (November loth.) 


. Beldium.—December 7th. Belgian State Railway. Supply 


of about 183 kilometres of electric cables, electric wire, and 


other miscellaneous material in connection with the railway 
electrification work. Particulars from the Oflice de l'Hlectri- 
cité des Chemins de Fer de l'Etat, Brussels. 


Dublin.—December 12th. Dublin United Tramways Co. 
(1896), Ltd. General stores, including electric supplies, for six 
months. (November 25th.) 

Egypt.—ALExANDRIA.—December Ast. Port and Light- 
house Administration. Stores, including electric lamps, for six 
months.* 

Farnworth.—December 7th. Urban District Council 
Electricity Department. L.p. cables, distribution Pillars, 
transformer, h.p. and l.p. switches. (November 25th.) 

France.—French Post and Telegraph Authorities in Paris. 
Supply of 22 kilometres of phosphor-bronze cable for the 
Croix-d'Hims wireless station. 

Leeds.—Health Committee. December 10th. Installation 
of telephones at Old Killingbeck Sanatorium. Medica] superin- 


tendent. 


, Liverpool.—December 28th. West Derby Board of Guar- 
dians. Engineering work, including electric power installa- 
tion, electric lift, telephone installation, boilers, stokers, &c. 
(November 18th.) 

London.—L.C.C. The Council is inviting applications by 
December 81st from firms, and particularly лш. for 
permission to be placed on the lists of persons and firms from 
whom the Council from time to time mvites tenders for the 
supply of fittings, electrical and mechanical equipment, and 
spares, &c., required for the Council's tramways. (See our 
advertisement pages to-day.) 

Н.М. Office of Works. December 14th. Electrical and 
mechanical engineering labour-in-daywork in connection with 
the maintenance, &с. of installations in the Glasgow and 
Edinburgh districts during & period of three years from 


January Ist, 1022. Contracts Branch, H.M. Off f Work 
London, S. W. I. | ECL 


Manchester.—December 9th. Electricity Committee 
Heating plant and hot-water service apparatus for otticea, and 
self-sustaining electric hoist, Barton power station. (Novem. 
ber 18th.) | 


New Zealand.—WrLLiNGTON.—March 6th. Public Works 
Tender Board. Waikato power scheme. Two 2,500-k VA alter. 
nators, two 3,100-h.p, water turbines, two exciter sets.“ 


* А copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S. W. I. 


CLOSED. 


Australia.—MkLBounNEÉ.— Morwell power scheme. Further 
to the note on p. 715 of our issue of November 29th, it is stated 
that Messrs. John Thompson, Ltd., secured, in the face of 
keen American competition, the contract for the supply of 12 
water-tube boilers in connection with the electric power 
station at Morwell, Victoria. Each of the boilers, which are 
to have a working pressure of 200 lb. per sq. in., will evapo 
rate 70,000 lb. of steam per hour, the steam being super- 
heated to a temperature of 650 deg. F.; they are to be hred 
by underfeed forced draught travelling grate stokers, to burn 
the brown coal. | 


Belgium.—Thirteen firms submitted tenders to the Société 
du Canal et des Installations Maritimes de Bruxelles for the 
supply and installation at Wintham of an electric pump cap- 
able of delivering 150 cubic metres of water per hour. The 
lowest offer was that of Messrs. Desmedt, of Ixelles, who 
quoted 93,735 fr. 


Glasgow.—Tramways Committee. 
Motor for hoist.—Crompton & Co., Ltd. 


Copper bonds.—British Insulated & Helsby Cables, Ltd. 
Cable.—Siemens Bros. & Co., Ltd. 


London.—Sr. PANCRAS.—Electricity and Public Lighting 
Committee. (Accepted) :— 
1,000 tons Bentinck Nutty slack, 27s. 4d. per ton; 500 tons Pinxton Low 
Main slack, 27s. 4d. per ton; GUO tons Ramscroft Hard Steam, 37s. Lld, 
per ton.—J. H. Beattie & Co., Ltd. 


500 tons Bentinck Nutty slack, 23s. 10d. per tor plus Зэ. 64. per ton cart- 
age.—A. Blackman & Co. 


100 tons Russell's Black Vein Washed Nuts for special trial on No. 1 


British Niclausse boiler, 4ls. 8d. per ton, plus 3s. 6d. ton cartage.— 
Harper & Christopher. . 


(Recommended) :— 

Power rectifying plant, revised tender (£12,260).—Power Rectifiers, Ltd. 

ping apere:— The Whessoe Foundry & Engineering Co., 
Ltd., have received from the Admiralty a contract tor the 
supply and erection in Singapore of 10 steel oil fuel tanks, each 
116 ft. diameter by 45 ft. 6 in. deep. They will be capable of 
holding about 12,000 tons of oil each. 


=_= 
FORTHCOMING EVENTS. 


Batti-Wallahs.—Friday, December 2nd. At 14 


At the Engineers' Club. 
p.m. Annual smoking concert. 


Institute of Marine Engineers.—Friday, December 2nd.. At the Hotel Cecil. 


Annual dinner. 


Junior institution of. Engineerg.—Friday, December 2nd. At Caxton Hal, 
d. W. At p. m. Leciuretie, “ Notes on Maintenance of Electrical Agar 
mulators," by Mr. B. L. Ladkin. 5 na 

Friday, December yth. At the Royal United Service Institution, n 
hall, S. W. At 7.59 p.m. Presidential address by Mr. C. H. Wording 4m. 
(Midiand Section).— Tuesday, December Oih. At the 1 
Chamber of Commerce, New Street, Birmingham. At 7 p. m. Presidents 
address by Mr. R. B. Askquith Ellis. and 

Northampton Polytechnic institute, Olerkenwell.—Friday, December igne 
At 7. p.m. Annual prize distribution (by Lord Southwark) and studen 
conversazione, 3rd 

Salford Technical and Engineering Assoolation.— Saturday, December sro. 
At the Royal Technical College. At 7 p.m. Annual meeting. бе 

Institution of Electrical Engineers. Informal Mceting.— Monday, Dee 5 
óth. At the Institution, Victoria. Embankment, W. C. А 7 p.m. ut 
cussion on '' Some recent developments 'n the design of a.c. instruments, 
to be opened by Mr. C. L. Lipman. Cane 

(Western Gentre).—Monday, December 5th. At the pog o MEO 
turers’ 1echnical. College, Bristol. At 6.30 p.m. sud E and Н. 
Process of Automatic Electric Welding," by Messrs, L. J. Steele 
Marun. At the 

(North-Western Students’ Section).— Tuesday, December о н [he 
Houldsworth Hail, Deansgate, Manchester, At 7.) m. Paper 
Engineer and Manufacturing Costs," by Mr. F. C. Lawrence. 1 

(London Students“ section). — Friday, December 1 11 
Restaurant, 46, Charing Cross, S.W. At 7 p.m. Smoking is UR 

(Wireless Section).— Wednesday, December 7th. At me 00 Irans 

Victoria Embankment. At 6 p.m. Paper оп An Invesugauon 
mitting Aerial Resistances," by Mr. 1. L. Eckersley. al College 

(irish Centre, Dublin) .— Friday, December th. At Me 11 desig, 
of Science, Dublin. At 8 p-m. Paper on " Electric Vehicles, 
construction, and portentia'ities," by Mr. F. Е. Walker. 9 

rling- 

Society of Engineers (Incorporated).—Monday, December 5th. At Bur 
ton House, W. . 
Disposal Works," by Mr. W. M. Beckett. 


tion of Electrical 
Roentgen Society.—Tucsday, December Gth. At the e meung 
Engineers, Victoria Embankment, W.C. At 8.15 p-a, Gen 


—Wednesdas 

Institution of Railway Signal Engineers (Incorporated). "miu At 
December 7th. At the Midland Grand Hotel, St. к 

6 p.m. Resumed discussion on Three-position Signalling. m 


Paisley Association of Engineerg.— Wednesday, December де 4 Few 
. XI. C. A. Buildings, 25, High Street. At 7.30 p.m. eee 
Notes on the Manufacture of Electric Lamps," by Mr. P. ! ый 

Northampton Engineering College Engineering зоону 5.90 p.9 
December 7th. At the Institute, St. John Street, Chadwick: 

Paper on “ Efficiency of Combos on,“ by Мг. V. R. Cha 


. p akr LEN 
At 5.30 p.m. Paper on “ Northwich Sewerage and dens: 


i 
— 


＋ 
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It. Col. H. G. К. Waite, C. B. E. 
€. E. Norton, C. M. G., R. E., and many others. 


в 


Оһеітвѓога Engineering Society.—Thursday, December 8th. At the East 
Anglian Institute of етае At 7 p.m. Paper on '' Hydro-electric 
Opportunities," by Mr. D. Spencer. 


Ohemioal Soolety.—Thursday, December 8th. At the Institution of 
Mechanical Engincers, Storey's Gate, S.W. At 8 p.m. Lecture by Prot. 
J. W. Gregory, F.R.S., on The Genesis of Ores." 


Edinburgh Electrical Soolety.—Friday, December 9th. At the Philosophical 
Institute. At 8 p.m. Paper on 4 Chat on Wireless, by Mr. A. 
Whiteley. 

Physical Seciety of London.—Friday, December 9th.. At the Imperial College 
of Science, South Kensington, S.W. At 5 p.m. Ordinary meeting. 


Birmingham and District Electric Olub.—Saturday, December 10th. At the 
Grand Hotel. At 7 p.m. Annual meeting. 


THE "ELECTRICAL REVIEW" SERVICE 
DEPARTMENT. 


QUERIES addressed to the ELECTRICAL Review will be answered 
by post, if the desired information is available, provided the 
following simple rules are observed :— 

1. Address your inquiries to the ELECTRICAL REVIEW, LTD., 
Service Department, and enclose a stamped addressed envelope. 

2. Do not ask for information until you have satisfied your- 
self that it is not already contained in our advertisement pages. 

3. If we are the means of putting you in touch with the firm 
or firms that you require, do us the favour of mentioning the 
ELECTRICAL REVIEW. 

No charge is made for the service. 


INQUIRIES.—The attention of manufacturers and suppliers is 
specially directed to the tact that we have this week, amongst 
many other items, inquiries for :— 

The Safety First ’’ bed warmer. 

The ‘‘ Semco " No. O Travelling Iron. 

A four-pole switch bearing the trade mark “ ОЕА in a 
triangle surrounded by a circle. 

A portable ammeter and voltmeter fitted with plugs and 
bayonet socket and suitable for reading both a.c. and d.c. 

The '' Tourtel '" patent sealed locks. 

-The Wizard " electric turbine and the Wizard " dust 
extractor, Standard No. 2. Grittith's patent No. II. 887 / 09. 


NOTES. 


Association of Consulting Engineers.—The annual dinner 
of the Assuciation of Coneuiting Engineers (Inc.) was beid 
at ше ngineers' Club. London, . on November 4th, 
when Mr. W. Vaux-Graham, chairman of the Com- 
Iutee ot the Association, presided over à gathering of 
some YO members and guests; the function proved successful 
in every way. Following the loyal toast, that of Princess 
Mary Vas honoured, and a te.eyram ol congratulation was 
dispatched. ‘Lhe " Association of Consulting Engineers was 
proposed by the Rt. Hon. Lord Meston, H. C. O. I., and in his 
briet response the chairman paid a tribute to the work of the 
hon. ошсегв of the Association, saying it was remarkable that 
the society did not einpioy a single puid officer. Mr. Sidney 
R. Lowcock, in а humorcus speech, proposed the Legal 
Profession " which toast was respondea to by the Hon. Mr. 
Justice Shearman, and that of Engineering Institutions, 
proposed by Mr. J. W. E. Binnie, was responded to 
by Sir Alex. B. W. Kennedy, L.L.D., F. K. S., past 
president of the Institution C.E., and Mr. J. S. Highfield, 
president of the I.E.E. ‘lhe former was understood to imply 
that if the Institution of -Civil Engineers was not actually 
modifying its constitution, it was hoped that its council would 
at least adopt а more liberal policy in future. British 
Industry " was propsed by Mr. A. Н. Dykes, Hon. Sec. of the 
Association, and in responding therefor Sir Edward E. Pear- 
son indicated his hopeful outlook of the future prospects. 
South America, he said, was crying out for British goods and 
manufacturers should never forget that it would be fatal to 
let them down; they must keep their promises with regard 
to delivery and maintain quality, workmanship, &c. He had 
confidence in labour; wages would fall, but would never reach 
the pre-war level, and every workman was worthy of his hire. 
If treated properly labour would be all right. The toast of 
Our Guests was proposed by Mr. G. Midgley Taylor; 
Sir John Snell, Chief Electricity Commissioner, and Sir 
William Noble, Chief Engineer to the Post Office, responded. 
Mr. б. M. Freeman. K.C., also spoke. Amongst those 
present were Sir Alfred T. Davies, K.B.E. C.B., Sir 
James Devonshire, K.B.E., Sir Harry Haward, the Hon. 
Mr. Justice McCardie. the Rt. Hon. C. А. McCurdy, 
P. C., K.C.. M.P., Messrs. W. J. Jeeves, C. B. E., K.C., 


№. E. Tyldesley Jones, K.C., H. Booth, C. B. E., W. W. 


Lackie, C.B.E., A. Page, Mr. G. Scott Ram, Capt. H. F. J. 
Rowley, C.B.E., R.N.. Eng. Lieut. W Т. Townend, R.N., 
D. S. O., R.E., Lt.-Col. 


, 


Midland Electrical Engineers’ Ball.—This popular func- 
tion, held on Friday evening, November 25th, at the Grand 
Hotel, Birmingham, was as usual extremely enjoyable by 
reason of the first-rate '' staff-work ’’ which had ensured an 
excellent band, good catering, and a splendid muster of dancing 
people. Mr. Chattock, as usual, was in excellent form, and the 
popularity of the well-known Birmingham chief was made 
evident by the fact that having made a short speech in one 
supper-room, he was forcibly compelled to repeat the process in 
the other. Altogether the evening reflected the greatest credit 
on the organisers. 


Service Note.—The Admiralty, having come to the con- 
clusion that the complicated character of electrical apparatus 
and torpedo equipment in the fleet warrants the division of 
the electrical artificer branch of the Navy into two sections, 
an Order in Council just issued has sanctioned the insti- 
tution of the two branches, described in a schedule, with the 
pay and conditions of service of the existing electrical artificer 
branch, which they now supersede. The titles, under the new. 
order, will be—electrical lieutenant and ordnance lieutenant 
(T); commissioned electrical officer, and commissioned ord- 
nance oflicer (T); warrant electrical officer, and warrant ord- 
nance officer (T); chief electrical artificer, chief torpedo arti- 
ficer; and electrical artificer, and electrical torpedo artificer. 


Appointments Vacant.—Consulting electrical engineer, for 
the Dun Laoghaire (Kingstown) Urban District Council; 
mains foreman (£5 15s.), for the City of Birmingham electric 
supply department. (See our advertisement pages to-day.) 


The International Conference on Extra- High- Pressure 
Lines.—The International Conference on  Extra-High- 
Pressure Transmission Lines, of which Mr. R. Borlase 
Matthews gives а preliminary account elsewhere in this issue, 
was organised by the Union des Syndicats de l'Electricité, 
the organising committee being under the chairmansbip of its 
President, Mr. Raynald Legouez. The National branches of 
the International Electrotechnical Commission have collabor- 
ated in the conference, and have done much to assist in the 
success Which has been achieved. 

We understand from Mr. le Maistre, the General Secretary 
of the I.E.C., that in future close co-operation will be main- 
tained with the Conference, which is to hold another meeting 
during the next year or two, and the organising committee 
and its very able secretary, M. Tribot Laspierre, have been 
invited to organise this next meeting. 

The Conference unanimously agreed to recommend that ite 
proceedings when published shall be transmitted to the 
National Committee of the I.E.C. for use in connection with 
the work of international standardisation, on which tbe latter 
is engaged. 

Incidentally, we understand that the opportunity was taken 
for an exchange of views amongst those present who were 
particularly interested in the work of the I.E.C., and that 
important advances have been made towards a clearer under- 
standing of the existing difficulties which hitherto have pre- 
vented the recommendations of the I.E.C. regarding industrial 
electrical machinery being completely accepted, and there is 


every hope that agreement amongst the various National. 


Committees will not now be long delayed. 


Educational.—At the annual distribution of prizes at the 
Aston (Birmingham) Technical School, on November 23rd, the 
Principal (Mr. О. A. White) said that nine firms in the district 
sent a number of youths, without loss of wages, to the school. 
These firms were well satistied with the results, and reported 
increased efficiency. Prof. W. Cramp, of the University of 
Birmingham, presented the prizes, and said that he hoped 
more of the electrical firms of the district would follow the 
lead of those companies mentioned by the Principal. 

Under the auspices of the Garden Cities and Lown Plan- 
ning Association, a series of lectures on Garden Cities of the 
World," is being delivered at King’s College, Strand, W.C. 
The third lecture of the series is to be given by Mr. Halsey 
Ricardo, F.R.I.B.A., on December 5th. His subject will be 
Milan, and other Italian Cities.“ 


Einstein and Ether.—The following letter appeared in 
The Times of November 26th: To avoid the continuance of 
a mis-conception which has crept into the popular apprehen- 
sion of Einstein's theory, I translate the conclusion and sum- 
ming up of an address which Professor Einstein gave in May, 
1920, to the University of Leiden :— 

' According to the general theory of relativity, space is en- 
dowed with physical qualities; во in this sense an ether exists. 
Conformably with the general relativity theory, space without 
ether is unthinkable; for in such a space not only could there 
be no propagation of light, but also there would be no possi- 
bility of the existence of measuring rods and clocks, nor any 
space-time intervals in a physical sense. Ihis ether, however, 
must not be thought of as endowed with the characteristic 
properties of ponderable matter . . . рог must the idea of 
motion be applied to it.’ 

With all this—I perhaps need hardly say—I heartily concur. 


Yours faithfully, 
2 OLIVER LO DOE.“ 


m" 
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King's College Engineering Society.—The 24th Annnal 
Dinner of this Society was held st the Holborn Restaurant 
on Friday last, and a happy and successful evening was spent 
by & record number of 160 past and present members who 
were able to attend. The chair was occupied by Mr. J. 8. 
Highfield, president of the I.E.E., and a past member of 
the Society. The guest of the evening was Mr. W. B. 
Worthington, B.Sc., president of the Institution of Civil Engi- 
neers. The presence of the Principal of King’s College, Dr. 
Barker, the Dean, Rev. Matthews, the Dean of the Faculty 
of Engineering, Prof. Wilson, and а muster of past and pre- 
sent members made the gathering a thoroughly representa- 
tive one of the Society and its associations. 


INSTITUTION NOTES. 


The Instituion of Electrical Engineers.—INronMarn MrrT- 
INGS.—Àt the meeting held on November 7th the chair 
was taken and а discussion opened by the president, 
Mr. J. S. Highfield, on "'How best to speed ир 
Electrical Progress." Mr. Highfield commenced by saying he 
would define electrical progress as ''a condition where every- 
body who wants a job can get a job." To reach that happy 
state we must get our services appreciated and find out what 
was appreciated most. It was no good thinking of easy profits, 
it meant hard work and good service. As an example of how 
not to do it, he took the recent history of the coal trade. At 
the time of the Armistice the French and Italians were badly 
needing coal, and if the coal industry had put their backa 
into it we might now have had the goodwill of these nations. 
Instead, the situation was greedily exploited to the very. 
utmost, with the result that the Frenehman, having got back 
his mines in Alsace, and the Italian counting up his water- 
power resources, resolved to avoid buying our coal at alh 
costs, and the industry, instead of flourishing, was now in a 
state of lamentable depression. If the demand for electricity 
all over the country was in every way fostered by good, 
service and honest efforts to cheapen supply there was a wave 
of prosperity just ahead. Bearing on the efforts to cheapen 
supply, the president gave some serious figures of the past 
and present labour output and the cost of materials. As it 
cost three to four times the old rates to connect a consumer, 
the small lighting service with low-current lamps might be 
years in proving a source of revenue to a system. Не thought, 
therefore, that a customer should be induced to extend аз 
far as possible the use of small apparatus, such as irons, 
toasters, &c., all of which might be served by the existing 
house wiring and a single meter, but charged for on the two- 
part tariff svstem. To this end it was very desirable that 
journeymen electricians and supervisors should be better 
trained in à knowledge of advocacy of electrical appliances. 
In the course of the discussion which followed, the ТЕЕ. 
wiring rules were criticised as unduly severe, and simpler 
methods were advocated. 'The vexatious regulations of supply 
authorities, which had no legal force, were also objected to, 
and Mr.. Highfield in summing un dropped a hint that tha 
wiring rules might be revised before long. 

At the informal meeting on November 21st, Mr. J. F. 
Avila was in the chair during the discussion opened by Mr. 
‚ А. J. Hainsworth on '' Hydro-Electric Power." Mr. Hains. 
. worth pointed out that it was essential that any power station 
should at the outset be designed for the ultimate capacity of 
the available water-power and so arranged that the full de- 
velopment might be carried out in stages. There was nothing 
to hinder this being done in water-power stations, as the total 
power available could be determined at the start. If it were 
decided to develop the station by stages as the demand for 
power increased, it would be good practice to commence lay- 
Ing out the general plans at the centre, and assume that the 
building would extend longitudinally in both directions. A 
station layout was often spoilt by having the switchboard 
placed across one end, so that as the station developed the 
distance between the switchboard operator and the floor 
engineer became greater as the units increased in number. 
Mr. Hainsworth described a typical station with a head of 
Water on the turbines of approximately 170 feet. "This statio 
was designed for a maximum plant capacity of 144,000 h.p. in 
twelve 12,000-h.p., 11,000-volt, 3-phase, 50-cycle generating 
sets, with eight 15,000 kVA step-up, 11,000 to 110,000-volt 
transformer banks. Не also described а transmission system 
projected by Mr. E. Parry for the New Zealand Government, 
for а network of 1,000 miles of 110,000-volt transmission lines 
in North Island, and an existing 66,000-volt system in South 
Island from Lake Coleridge which has been in service since 
1914. A well-maintained discussion followed, of which per- 
haps the most striking feature was the ubiquity of the en- 
Rineer. First-hand knowledge was contributed of water- 
power systems all over the globe. 


_ , Greenock Association of Electrical Engineers.— 

т held on November Brd, Mr. 3. M. S. Sichell чат е 
aSgow, gave an extremely interesting pape " ri 
Troubles and their Location." Mr. Sichell laid suene ce al 
advantage of possessing a fundamental knowledge of electro- 

mechanical science in the tracing of faults. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether 
with the technical or the commercial side of the 1 
and industry, aleo electric tramway and railway officials, to 
keep readers of the ELECTRICAL REVIEW posted as to their 
movements. 


Col. О. О. Авмзткоха, D.S.O., who was last week elected 
president of the Federation of British Industries in Succession 
to Sir Peter Rylands, is chairman of Messrs. Greenwood and 
Batley, Ltd., the well-known engineering and electrical manu- 
facturing firm of Leeds. Previous to his taking up that 
appointment in 1914, he had been for five years managing direc. 
tor of Messrs. William Beardmore & Co., Ltd. A brief account 
of his career was given in the ELECTRICAL REVIEW for Octoher 


| CoL. О. C. ARMSTRONG, D.S.0. | 
The New President of the Federation of British Industries. 


28th (p. 576). Col. Armstrong has been prominent in his 
assoclation with engineering organisations, both in tbe 
mechanical engineering group of the F.B.I. and as chairman of 
the British Engineers' Association. ` 

On Friday last, in the staff café at the Edison Swan Elec- 
{тїс Со.'в Ponders End Works, there was а gathering of the 
staff to do honour to Mr. J. S. CHILD (joint sales manager), 
who is leaving the company after upwards of 30 years' service. 
A concert was organised by Mr. A. P. Ambler, and during the 
interval Mr. J. W. Elliott (lamp sales manager) presented. з 
canteen of silver to Mr. Child on behalf of the staff. 
Elliott voiced the general regret of all that Mr. Child was 
leaving them, and referred to his splendid services render 
to the company. He also referred to Mr. Child's forthcoming 
marriage. Speeches in a similar strain were also made by 
Messrs. J. Bacon, T. S. Read, F. C. Raphael, W. C. Cooke. 
Е. H. Miller, F. Evans, and A. P. Ambler. Mr. Child briefly 
responded. 

On 22nd November Mr. J. M. Morrat was the recipient of a 
handsome solid silver cigar box and a cheque from the directors 
and staff of the Edison Swan Co. upon his completing 
years’ service. In making the presentation Mr. C. H. Cox, n 
commercia] manager, spoke of Mr. Moffat's services to als 
company, and to the-electrical industry in general, especia ; 
in its early days. Mr. R. H. Parker (the company's e 
Mr. J. W. Elliott (lamp sales manager), and Mr. T. 8. 1 0 
(assistant sales manager) also paid their tributes. Mr. Mo дү 
In responding, gave interesting reminiscences of the ear 
days of the electrical trade. late 

At a farewell concert last week, Mr. J. №. HAME, m 
manager of the York Electricity and Tramways D je 
was the recipient of a writing bureau from the staff and e 
ployés of the о departments. Mr. E. J. Digg rt 
over a large gathering, and the presentation was ma 
H. Chatto, the oldest employé in the electricity department 
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Mr. G. W. Holmes, superintendent at the power station, ex- 
pressed the hope that Mr. Hame would soon be strong and 
robust in health again. Mr. Hame, in thanking the staffs, 
paid a high tribute to the services rendered by Mr. Nicholls, 
Mr. Horton, and the other heads of departments. 

On 24th November Mr. FRANK А. RAwLINGS, of the Finance 
Branch of the Electricity Commission, was presented with a 
handsome canteen of cutlery by the Commissioners and their 
staff on the occasion of his marriage. Sir John Snell, chair- 
man of the Commissioners, made the presentation in apprecia- 
tive and felicitious terms, and conveyed to Mr. Rawlings the 
good wishes of his colleagues. 

The distinction of Chevalier de la Légion. d'Honneur has 
been conferred on M. Ѕосвкієк, professor of industrial elec- 
tricity, and editor in chief of our Paris contemporary, lU Elec- 
tricien, on the recommendation of the Minister of Public 
Instruction. 

A Sheffield paper states that Mr. JoHN LITTLE, chief engi- 
neer of Messrs. Cammell, Laird & Co.’s works at Sheffield, &c., 
who was elected to the Southport Town Council in November, 
has been appointed vice-chairman of the Southport Electricity 
Conunittee. 

A local paper reports that Mr. W. D. BRIGHTMAN, secretary 
of the Bournemouth and Poole Electricity Supply Co., has 
been appointed to the dual office of manager and secretary 
of the company. | 

The works staff of Messrs. Bascock & Wutcox, Lrp., Ren- 
frew and Dumbarton, marked with a gift of Treasury notes 
the retirement froin active service of Mr. J. Wilkie, а mem- 
ber of the staff, after a continuous service of 31 years. 


Obituary.—ALD. J. S. HiNCcHUIFFE.—We regret to announce 
the death, at the age of 57 years, of Alderman J. Stringer 
Hinchliffe, A.M.I.E.E., a member of the Leeds City Council 


and a partner in the firm of The Hinchliffe-Green Manufactur- 


ing Co., Ltd. 

Mr. Н. WILSON Fox.—We regret to state that Mr. Н. Wilson 
Fox, M.P., editor of the South African Mining Journal in 1899, 
and appointed a director of the British South Africa Co. in 
1913. died on November 922nd, in London, at the age of 58 
years. He is described as the inventor of a system of hydraulic 
storage. His most important recent work has been in connec- 
tion with the advocacy of Empire resources development as a 
means of making employment and relieving the burdens of 
taxation. He was a member of the Conj]»int Board of Scien- 
tific Societies. 

Mr. Hart, whose death we announced last week, was for 
many ‘years associated with the firm of Peto & Radford, of 
London. He was 63 vears of age. 


NEW COMPANIES REGISTERED. 


Wheeler's Electric Shade Carrier, Ltd. (177,916).—Private 
company. Registered November 19th. Capital? £10,000 in £1 shares. To take 
over from Н. F. Wheeler the benefit of certain existing patents relating to 
improved means for securing shades to holders of electric lamps, and an im- 
proved metal-cutting tool, together with the business carried on by him in 
connection therewith, The subscribers (each with one share) are: Н. F. 
Wheeler, Ba, Mosley Street, Manchester, mining engineer; T. Smith, 7], 
Princess Street, Manchester, solicitor, The first directors аге to be appointed 
by the subscribers. Qualification: £100. Remunerstion as fixed by the com- 
pany. Solicitors: Slater, Heelis, Colley, Sandbach and Anderson, 71, Prin- 
cess Street, Manchester. 


G. Hands & Co. (Glasgow), Ltd. (11,939).— Private com- 
pany. Registered in Edinburgh November 14th. Capital, 47.500 in 7,000 
preference shares and 300 ordinary shares of £1 each. To acquire the busi- 
ness of George Hands & Co., and to carry on business as electrical, £s 
hydraulic, sanitary,” mining, mechanical, civil, and motor engineers, &c. he 
subscribers (each with 100 ordinary shares) are: G. Hands, 71, Farringdon 
Road, London, E.C.l, merchant; С. R. Arthur, 87, Dunlop Strect, Glasgow. 
The first directors are: С. Hands and А. К. Arthur. Qualification, 50 ordin- 
ary shares. Registered office: 87, Dunlop Street, Glasgow. 


Railgrip Syndicate, Ltd. (177,962).—Private company. 
Registered November And. Capital, £10,000 in £1 shares. Го acquire the 
world's rights in connection with an invention of a rail grip wheel, and to 
carry on the business of manufacturers of railway carriages and wagons, &c. 
The subscribers (cach with ove share) are: H. L. Bromhead, 10, Basinghall 
Street, E.C.2, accountant; W. A. Habberſield. 42, Crifffl Avenue, Streatham 
Hill, S.W.2, accountant. The subscribers are to appoint the first directors. 
Remuneration, £100 each per annum (£150 for the chairman), free of income 


tax. Registered office, 10, Basinghall Street, E.C.Z. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Henry Bisseker, Ltd.—Satisfaction on October 31st, 1921 
fa) to the extent of £1,000 of first debentures, dated October 2nd. 1919, secur- 
ing £7,700, and (b) to the extent of £1,000 of second debentures dated February 
nd. 1921, securing £8,300. 

New Welding Co., Ltd.—Issue on No ember 4th of £100 

th, 


and on November 9th, 1921, of 4250 debentures, parts of a series already regis- 
tered. 


Ernest F. Moy, Ltd. (47,408).—Capital, £10,000 in 8,500 
ordinary and 1,500 preference shares of £1 each. Return dated August 29th, 
1981. All shares taken up. £10,000 paid. Mortgages and charges, 27,450. 


Mersey Power Co., Ltd.—Trust deed dated October 315, 
1921, to secure £300,000 74 per cent. mortyage debenture stock, charged on 
freehold and leasehold buildings, plant, machinery, and electrical under- 
takings and company's other assets, present and íuture, subject to prior 
charge. Trustees; Law Debenture Corporation. 


Russells (Manchester), Ltd.—Second debenture dated No- 

vember 7th, 1921, to secure £6,000, charged on the company's undertaking and 

roperty, present and future, including uncalled capital, Holder: W. 5. 
erry, 60/02, Spring Gardens, Manchester. 


Stanley J. Watson Magneto Co., Ltd.—Debenture dated 
October 3lst, 1921, to secure 2500, charged on the company's property, present 
and future, including uncalled capital. Holder: Mrs. E. F. Watson, 89, 
Queen's Road, Richmond, Surrey. 


Bedale aud District Electric Supply Co., Ltd.—Satisfac- 
tion in full on November 5th, 1921, of mortgage dated January 16th, 1920, 
securing £1,500 notified. Debenture dated November 7th, 1921, to secure £600 
and mortgage of even date as further security for the said £600 and £1,500 
secured by prior debenture, charged on the company's undertaking and pro- 
perty, present and future, including uncalled capitai and land and premises іп 
Bedale, Yorks. Holder: Sir William C. Gray, Bt., Thorpe Perrow, Yorks. 


Adelaide Electric Supply Co., Ltd.—Acknowledgment of 
indebtedness dated November 14th, 1921, in the further sum of £350,000 under 
a trust deed dated June llith, 1918, charged on such part of the company's 
undertaking in Adelaide as referred to in original deed. Holders: Electrical 
and General Investment Co. 


A. and A. Electrical Co., Ltd.—Debenture dated Novem- 
ber 15th, 1921, to secure all moneys due or to become due from the company 
to I. C. W. and Parr's Bank not exceeding £9,100, charged on the company's 
undertaking and property, present and future, including uncalled capital. 


Kalgoorlie Electric Tramways, Ltd. (73,127) .— Capital, 
£250,000 in £1 shares. Return dated August llth, 1921. All shares taken up. 
£250,000 paid. Mortgages and charges, £143,820. 

British Electric Traction Co., Ltd. (49,855).— Capital, 
£2,998,397 155., of which to July 8th, 1921, £712,744 5s. had been issued in 
6 per cent. cumulative participating preference stock and £1,326,263 105. in 
ordinary stock. £2,039,007 15s. paid. Mortgages and charges, £1,733,133. 


Royce, Ltd.—Capital, £170,000 in 70,000 preference and 
100,000 ordinary shares of £1 each. Return dated August llth 1921. 84,955 
preference and 72,487 ordinary shares taken up. £i per share called up on 
4,955 preference and six ordinary, and 15%. per share on 30,000 preference 
£27,461 paid. £79,981 considered as paid on 72,481 preference and 30,000 
ordinary. Mortgages and charges, £44,394. 


White, Jacoby & Co., Ltd.—Issue on October 18th, 1921, 


of £170 debentures, part of a series already registered. 


Yorkshire Cable Co., Ltd.—Debentures. dated October 
12th, 1921, to secure £7,000, charged on the company's undertaking and pro- 

rty, present and future, ‘ncluding uncalled copital. Holders: Bank of 
Liverpool & Martins. 


CITY NOTES. 


Sir J. Denison Pender presided on Tues- 

The Eastern day at this company's meeting. He said 
Telegraph Co., that the gross revenue showed an increase of 
Ltd. £322,793 over the previous year, which was 

their record year. On the other hand, the 

very large increase in working charges this year was relatively 
considerably greater, so that the net revenue for the year was 
£352,500 less than for 1919. In anticipation of a further in- 
crease in expenses they carried forward from 1919 £416,082, so 
that the available balance for the past year was £1,335,140. 
' The principal increase in expenses was due to the revision of 
the standard scales of salaries and wages, and to the temporary 
allowances granted to the staff on account of the exceptional 
conditions of life which they in common with others working 
under similar conditions had experienced, both at home and 
abroad. There had been an increase of 318 in the number of 
the staff as compared with 1919, but they were only now be- 
ginning to overcome the shortness of staff from which they 
suffered during the war, and afterwards, when the growth of 
traffic increased in such а marked degree. The staff. though 
reduced in numbers, responded loyally to the expansion of the 
business, and willingly worked long hours in order to meet the 
demands of the Government and the public, but as that con- 


dition of affairs could not continue indefinitely, they had been 


making every effort to speed up the training, and the additional 
number which had passed through their college and been dis- 
tributed over tne various stations abroad was having the effect 
of reducing the amount of overtime und allowing the usual 
well-earned home leave. Fortunately their financial resources 
had enabled them to deal generously with their staff. It was 
also a source of satisfaction that they were able to justify an 
increase in the rate of dividend on the ordinary stock from 8 to 
10 per cent. for the year 1919. When һе last addressed them 
he stated that they were making every effort possible to re-es- 
tablish the efficiency of the service, which had in common with 
other public services, been adversely affected during the war, 
when it was impossible to transmit commercial traffic without 
varv heavy delay owing to their inability to lay new cables or 
carrv out the necessary constant renewals of their older sec- 
tions. This drawback naturally prevented them from carrying 
satisfactorily the greatly increased volume of trathe with which 
thev had to deal at that time, but he then informed them that 
an improvement had already taken place. and foreshadowed a 
«till greater improvement when the whole work on hand was 
finished. That work was still proceeding. and as each section 
was completed the good effect was realised, and when the 
whole programme was finished they anticipated a 1 
even more efficient and faster than that prior to 1 $ ө 
improvements would have entailed an expenditure x i 599900 
pany alone of about 43, 750. 000 sterling. So far, 1.300, 
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: charged against the general reserve. fund. only 
4.000600 additional ordinary capital being raised. The traffic 
last year had been very variable, at which no one could 
wonder, but when business became more: normal he hoped 
they might look for a traffic little short of that they had been 
carrying during the last two or three years, and if eo they 
might find it advisable to still further increase their carrying 
capacity by laying additional cables in order to provide a larger 
margin of capacity in the possible event of an abnormal виссев- 
віоп of temporary interruptions to their main line sections 
occurring, so that the traffic could be, even under those cir- 
cumstances, carried without delay. They must be prepared to 
undertake that responsibility, therefore it was more than ever 
essential to carry substantial amounts to reserve fund when- 
ever they were able to do во. The depreciation of the reserve 
fund investments had,.at the date of the accounts, been fully 
provided for, and. the eum of £2,215,000 odd at which they 
stood in the accounts represented approximately the actual 
value on December 31st last. ie eiie to the triple rate ser- 
vice, he said they would have welcomed its univereal cancella- 
tion, but so long as foreign countries recognised this express 
system of communication at a charge of three times the ordi- 
nary rate, the merchant on British territory would be at a dis- 
advantage if the same faciuties were not accorded to him. 
Therefore the only way to modify the objections to this syetem 
which had been raised in certain quarters was for them to give 
such an efficient service at ordinary rates as would make the 
difference in the times of transit between the two services 80 
small that it would not be worth the while of the merchant to 
pay for the use of a triple rate service, and it was that object 
the directore had always in view. Sir Albert J . Lepoe Cappe!, 
K.C.I.E., seconded the motion, which was carried. | 


The Financial Times states that the first 
report covering the period of nineteen 
months to May 31st. 1921, states that the 
company: acquired the business of the Tele- 
! phone Manufacturing. Co. as from October 
91st, 1919, and shares of eight installation companies in Great 
Britain as from December 3lst, 1919. The profits totalled 
£45,831, plus dividends from installation companies, £52,173. 
makmg 298 004. There have been placed to investment re- 
serve all profits accrued on installation companies to date as 
from which shares were purchased, £32,053: to general reserve, 
proportion of net manufacturing profits earne prior to date 
of incorporation, which the directors propose to utilise in writ- 
ing down preliminary expenses, £19,454; leaving available 
£53,496. А dividend of 2s. per share, less tax, is proposed, 
carrying forward, subject to E.P.D. and Corporation Тах, 
£24,796. No figures are included in the above for five new 
British companies in Bristol, South Wales, Liverpool, New- 
castle and Sheffield, the whole of the shares in which are held 

the company. These companies have been in operation 
since about June, 1920, and it is estimated that considerable 
profits have already been made. The accounts of the com- 
anies abroad have not yet been completed, and nothing has 
heen included in respect of their profits. 


ч Telephone 
Manufacturing 
Co. (1920), Ltd. 


А meeting of the holders of the 54 per 
cent. first mortgage bonds of this company 
was held on Friday last, at Winchester 
House, E.C., for the purpose of considering 
and, if thought fit, passing, with or with- 
! out modifications, a series of extraordin- 
ary resolutions. D MM 

. Harold Э. Brown, who presided, stated that he had been 
appointed by the National Trust Co., of Toronto, who were 
the tru for the bond-holders of the Barcelona Traction 
Light & Power Co. The meeting had been convened by the 
company with the approval of the trustee company, and also 
with the approval of the Bond Holders’ Committee. He rc- 
quested Mr. Thomas Porter to act as secretary of the meeting. 
and asked Mr. Peacock, the chairman of the Bend Holders’ 
Committee, to explain the proposals of the company. 

Mr. E. E. Peacock said the report of the Bond-holders’ Com- 
mittee, of which those present had had copies, explained 
quite clearly what the proposals were, and he should there- 
fore not go into the matter in great detail. The company was 
thé holding company, dependent for its income on the revenue 
from the. results derived by the Barcelona Traction, ‘Light and 
Power Co., and that revenue was not good enough to allow 
them to pay 2 per cent. The outbreak of war threw every- 
thing into disorder, and to save their property, the bond- 
holders invented and worked out a plan by which the first 
mortgage bonds were put into the first place. In 1917 the 
construction of another large hydro-electric plant was begun, 
and in 1918 а new arrangement was entered into by which the 
company paid a minimum of 2 per cent. on the first mort- 
gage bonds and a sum, if possible, up to 5 per cent. It was 
also agreed that the minimum should е raised to 4 per cent. 
The position justified them in taking an optimistic view of 
the situation because there seemed a prospect that the power 
ee by the two stations would be rapidly sold. They all 

ew, however, what had happened after the war. Spain 
had suffered with the rest, business had been dull, and the 
exchange had become unfavourable, with the result that they 
‚ һай not been able to raise the interest to 4 per cent., as it 
required £150,000 to pay the additional 8 per cent. The 
directors of the company came to the conclusion that the 
amplest method of dealing with the difficulty was to propose 


- Barcelona 
"Traction, Light 
' & Power Co., 
Ius Ets Ltd. 


Manchester it was a most important cotton manuf 
centre in Europe, and also had large woollen enterprises, The 
city continued to grow, and gave every indicatio 
taining its claim as a most important industrial centre. The 
rates received for power now were much more in accord with 
the present day ideas of the value of power, and the company 
undoubtedly possessed the finest electrical lant in Spain. He 
moved the resolutions which were placed betore the meeting 
They had found no opposition to the proposals put forward 
in any quarters, and had received very substantial support. 

The resolution having been seconded, Mr. Maxwell asked 
what the position of the ordinary stock of the company was 
and whether the proposals contained in the resolution were 
made for the protection of the whole of the ordinary stock. 

Mr. Peacock, in reply, said that Mr. Maxwell's question 
was one which had occurred to a good many people because 
the bond-holders eeemed to be asked to make all ihe sacri- 
fices in the organisation, and people wanted to know why 
the stockholders were not made to do something. It was what 
he had often sought himself, and it was an entirely safe 
inference to draw from what had happened, but it was not 
а correct one. To begin with, his conclusion had been that 
it had been impossible to get the: stockholders to do anything 
that was worth while in an effective way for the company, 
and it would be foolish therefore to attempt it unless they 
were prepared to go to the length of buying them out. That 
involved a great many things, and it had always seemed to 
him to be better to try and carry on with the structure of the 
company as it was, rather than face a very com plicated, 
and in some respecís, dangerous result arising from the com- 
plete re-organisation of the company. The attempt to estab- 
lish the company's credit in Spain, had been progressively 
successful, and they would probably cause more mage than 
good by a drastic re-organisation. | | 

The chairman announced that the total amount of bonds 
represented at the meeting was £2,659,450, but the amount 
required for а quorum was over four millions, so that there 
was not а quorum present. at being so, he proposed, under 
the provisions of the Trust, to adjourn the meeting automa- 
tically until Thursday, the 29th December next, at the offices 
of the Canadian, General, & Finance Co., 3, London Wall 
Buildings, E.C., at 12.15 m., when the meeting would be 
purely formal, and the resolutions would be put to the meeting 
In апу circumstances. 


" 1 meeting accordingly stood adjourned to the date men- 
ioned. 


The directors, in their statement jun 
issued, say that in their last report it was 
indicated that early in 1990 the value of 
the local rupee was permanently fixed sí 
4s., and it was re-named the florin. In 
previous yearly accounts the local rupee 
was treated as the equivalent of 1s. 4d., and differences aris 
ing from its increasing value appeared in the revenue account 
ав gain on exchange. In, the accounts now submitted to the 
shareholders the florin is naturally translated at дв., and there 
18 no large gain on exchange as appearing in previous accounts. 
The result, however, of treating the local unit as having à 
value of 2s. instead of ls. 4d. is an increase of approximately 
50 per cent. in the items appearing on both sides of the 
revenue account, which must be borne in mind in attempting 
any comparison with the figures of previous years. The share 
capital remains at the same figure as before, but the dut- 
standing debentures have been further reduced to £13,000. 
The repairs and maintenance’ account for the year is heavy. 
chiefly on account of repairs to the auxiliary steam plant, dio 
the exceptionally heavy call upon its services in the d 
vears of water shortage. Dividends have been paid ШО 
ing to 10 per cent. for the year, less income tax, being at 


Nairobi Electric 
Lightag Ce 
Shting Co., 
Ltd. 


same rate as in previous years. The units generated were. — 


1919. 1920. 
By water power zi 1,096.670 prise 
y steam power 196.139 167, 
Total 2,291,809 1640,68 
Motors connected, Ь.һ.р.` i 716 952 
Lights connected, 40-W equiv. ... 15.752 17,173 


Meeting: London, December 14th. 


. Victoria Falls & Transvaal Power Co.. Ltd, Net Co. 
ings, including those of the Rand Mines Power Supp before 
Ltd., for the quarter ended September, 1921, ей Kins- 
Providing for taxation in South Africa and the Uni 

om. 


Castner-Kellner. Alkali Co., Ltd.—Dividend of 5 ри add 
making 13 per cent. for the yer. 
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Prospectus.—Midland Counties Electric Supply Co., Ltd.— 
This company, which recently charged its name from 
the Tramways Light & Power Co., has been offering 
for sale £400,000 seven and a half per cent. mortgage 
debenture stock at 96 per cent. The prospectus con- 
tains a statement signed by the chairman, Lord Chil- 
ston, in which the growth in the profits from 1915 to 
1920 is tabulated. The net profits for 1920 (income tax paid) 
were £53,006, and after paying debenture and loan interest 
(£17,645), the surplus for dividends, reserve, &c., was £36,051. 
For 1921 the net receipts are estimated at £60,000 at least, 
and but for the coal strike effects they should have been 
480.000. The proceeds of the issue will be utilised for the 
redemption of £200,000 8 per cent. Notes now outstanding, for 
discharging obligations to bankers, and for the general pur- 
poses of the company. The list is to be closed on or before 
December 5th. 


Western Telegraph Co., Ltd.—The revenue for the year 
ended June 30th, 1921, was £2,073,498, and the working ex- 
penses were 4£1,024.425. Debenture-stock interest requires 
432,747; Income Tax, E.P.D., and Corporation Profits Tax, 
£306,536; balance, £709,790, added to £149,410 brought for- 
ward, making £559,200. There has been transferred to general 
reserve £350,000, to the maintenance ships’ reserve fund 
£50,000, and to land and buildings depreciation fund, 450.000. 
The distribution on the shares has been 10 per cent., free of 
income tax, for the year, and 4s. per share, free of income tax, 
on 96,102 new shares. There is a balance of £128,739 to carry 
forward. Annual meeting held on Wednesday. 


Eastern Extension, Australasia & China Telegraph Co., 
Ltd.—The report for the vear ended December, 1920, which 
was submitted at the annual meeting on Wednesday, shows 
that the gross revenue was £2,514,825 less £744,934 working 
expenses, and £451,307 for maintenance of cables and special 
expenditure, leaving a balance of £1,315,554. After providing 
£666,138 for E.P.D., Corporation Tax, and Income ‘Tax, pay- 
able in England, £30,096 for interest on mortgage debenture 
stock, and £5,451 on account of expenses of issue of new 
capital, there is a balance of £616,598 plus £232,440 brought 
forward, making £540,338, of which £450,000 has been put 


to general reserve. After paying dividends of 10 per cent. . 


free of income tax, and a dividend of 4s. per share free of 
tax on the new shares, there is a balance of £80,779 to 
carry forward. 

A Swedish Company.—The accounts of the Elektriska 
Aktiebolag Chr. Bergh & Co., which has a share capital of 
5,089,000. kr., show a loss of 3,202,000 kr. for 1920-21 as con- 
trasted with a loss of 1,131,000 kr. in the previous year. The 


- Joss is attributed to the holding of extensive stocks, doubtful 


claims arising from the preceding year, and the unfavourable 
situation of trade in conjunction with. German competition. 
Having regard to the uncertainty of the general economic 
situation, the directors are unable at present to put forward 
any proposal for covering the loss, but will subinit a scheme 
of reconstruction as soon ав prospects exist for Ше consolida- 
tion of the position. Apparently manufacturing was eus- 
pended during ine year, as the receipts are reported at merely 
26,000 kr., most of which were rents. 


Cape Electric Tramways, Ltd.—For the year ended June 
30th there was a profit of 451,724. After providing 
for debenture interest, redemption of debentures, and includ- 
ing the balance brought forward, the net credit balance is 
£60,046. The reserve fund has been credited with £18,000, 
leaving £42,046. A dividend of 6 per cent. on the ordinary 
is to be paid, leaving £12,573 to be carried forward. After 
protracted negotiations, the Municipality of Cape Town came 
to a decision not to proceed with 118 proposal for acquisition 
of this company's Cape Town system. The concession will, 
therefore, run on until 1925, when the question may again 
arise 


Greenock and Port Glasgow Tramways Co., Ltd.—The 
total receipts for 1920 were £54,518. After providing for all 
expenses, Including mortgage interest, amounts payable under 
agreements, and setting aside 46.000 for renewals, there was 
a surplus of £3,937, plus £216 brought forward. The directors 
propose placing to sinking fund for loan redemption £1,743, to 
reserve £2,000, leaving to be carried forward £410. The result 
does not admit of payment of any dividend.—Financtal Times. 


Stock Exchange Notices.—Dealings in the following have 
been specially allowed by the Committee under Rule 148a :— 

British Thomson-Houston Co.—£1.500,000 seven per cent. 
mortgage debenture stock, issued at 924 per cent., partly paid 
no fully paid on December lst), after issue of allotment 
etters. 

Low Temperature Carbonisation.—40.928 ordinary shares of 
£1 each, fully paid, Nos. 200,001 to 240,928. 


British Vacuum Cleaner Co., Ltd.—After writing off 
depreciation of plant, premises, &c., £1.351, there is л balance 
of net profit of £1.008 plus £582 brought forward. There has 
Ке, placed to reserve £1,000, leaving to be carried forward 

500. 


Tube Investments, Ltd.— After paying the final dividend 
on the 7 per cent. preference shares, a dividend has been de- 
clared on the ordinary shares for the year ended in October at 
the rate of 8 per cent., less tax. 


Montreal Water & Power Co.—Dividend of 3} per cent. 
for the half-year ended October on preferred and common 
stocks. | к ү 

Canadian General Electric Co., Ltd.—Quarterly dividend 
of 9 per cent. on common stock, for three months ending 
December, 1921. | и 

Globe Telegraph & Trnst Со., Ltd.—Quarterly dividend of 
3s. per share less tax on the preference, and 5s. per share net 
on the ordinary shares. 


STOCKS AND SHARES. 


TuEspav Eveninc. 

Tue financial outlook continues to be not unlike that which 
characterised the weather in the early part of the week : foggy, 
that is to say; rendering it difficult to see one’s way, аз 
the Stock Exchange says. There is nothing very fresh in the 


situation, Ireland and the foreign exchanges being the chief. 


niggers in the hedge, while cheerful talk of improvements in 
various trade conditions have been a little tempered by the in- 
evitable disappointments and setbacks that occurred, even in 
such industries as those which are undoubtedly working to- 
wards brighter days. Investment money is clamantly re- 
quired, by borrowers who offer gilt-edged stocks which are 
taken with a little less readiness than prevailed at the begin- 
ning of the month by the real investor. 2 

Having regard to the striking success of its new issue of 
£1,500,000 7 per cent. mortgage debenture stock offered ‘at 
924 by the British Thomson-Houston Co., it was expected that 
there might be a premium of 2 or 3 points on the stock when 
the market began, but the opening price led off at 3 discount. 
Next day, it hardened to $ premium. How the company will 
fare in the future is a matter likely to engage no little atten; 
tion from those who are interested in electrical and engineer- 
ing concerns, for, as was mentioned last week, the company 
did not pay the dividends on its preference shares from 1906 to 
1920 inclusive, although the whole lot of arrears was. cleared 
off in July last year. Тһе ordinary shares also received 10 
per cent. at that time, after going without а return for seven- 
teen years. | те | 

Ап issue of ten million dollars Pacific, Gas & Electric Co. 
lst mortgage 6 per cent. bonds, 1941, at 984 has just been 
made. The investment will probably appeal more to capitalists 
in the United States than to those on this side. Ihe Miutand 
Electric Corporation has been offering £400,000 74 per cent. 
mortgage debenture stock at 96. Prompt subscription led to the 
list being closed six days in advance of the full time indicated 
by the prospectus. An issue of £300,000 Telephone Manu- 
facturing Co. 8 per cent. cumulative income bonds, at 96 is 
expected. Some of the cable companies’ reports for last year 
aré now avallable, and make an interesting showing. The 
Western gross revenue was just over two million pounds, a 
decline of £600,000, while the working expenses of a little 
over a million sterling showed an increase of £85,000. The 
company's bill for taxes, however, at £306,000 is less than 
half that of the preceding year and the dividend is maintained, 
as already announced, at 10 per cent. free of tax, the company 
carrying forward a smaller balance to the new year. The 
Eastern Telegraph Co. has done better. The gross revenue 
of £4,400.000 is £320,000 up, as compared with the 
previous year. The expenses, however, advanced by half-a- 
million sterling, owing mainly to an advance in salaries and 
wages. On balance, the net revenue fell off by £352,000, but 
owing to the large amount brought forward, the company not 
only maintained its usual 10 per cent. free-of-tax dividend; 
but placed half-a-million to general reserve and carried for- 
ward £316,000, which is about £100,000 less than that similarly 
dealt with in 1920. 

The Eastern Extension results are handicapped by the 
taxes of £066,000, being £250,000 larger than those for the 
previous year. The depreciation-of-investments account gets 
nothing this year, as against £200,000 a year ago, and the com- 
pany carries forward the small amount of 480.000. The re- 
sults are good enough, considering the times through which 
industry is passing, and cable stocks are amongst the very 
few which have shown hardly any depreciation during tbe 
trade slump throughout the world. a A ne 

Marconis have gone back to 14, and the wireless group is 
very quiet. 

Kensington ordinary, amongst electric lighting shares, have 
gained another 25. 6d. at 4%. County of London at 8 13/16 
are better, but there are shares on offer at this price. Notting 
Hill preference have risen to 74, а gain of 58. Manufacturing 
issues are inclined to be dull. General Electrics eased off to 
17s., English Electrics gave way to 8s. 9d. and Edison Ist 
debenture at 64 is a point down. Stock changed hands at 63. 
India Rubbers, following upon the report of last week, shed 
another 1/16 to 11s. 3d., though there have been a good 
many buying orders in the market on the basis of 10s. to 
Us. Evidently, people recognise that the company has ап ex- 
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cellent business, and it is only a matter of time before the 
melancholy loss, just reported, has been wiped out and the 
company sets out in the direction of prosperity once more. 
Babcock & Wilcox at 93 are 1/16 higher. | | 

Metropolitan Consolidated, at 24, has a rise of 10s., and is 
the only stock in the Underground group to exhibit any trace 


of vitality. The market is somewhat disturbed by the restive - 


condition of the London General Omnibus men, who, al- 
though they have decided against a strike, seem to be far from 
satisfied with the new arrangements which the company is 
about to introduce in order to meet the decrease in fares that 
takes place this week. Home Railway dividend estimates in 
respect of this year are anything but exhilarating, although 
the underground is expected to suffer less than the steain 
railway companies. | 
Mexican Utility bonds are better. The American buying of 

the past few days has spread beyond Mexican Government 
bonds, and has included within its scope Mexican Light and 
Power, Mexico Tramways, and Mexican Electric Light issues. 
Those who are in touch with Mexican conditions aver that 
‘President Obregon is faced with conditions more difficult than 
most people realise, owing to the fact that corruption is declared 
to be rife in his country, in consequence of which a consider- 
able proportion of revenue fails to reach the people for whom 
16 is intended. Once the Mexican can be educated to take a 
more serious view of responsibility, it is held that commerce 
and industry will go ahead freely, and, in anticipation of this, 
the speculative investor is laying in a few stocks and bonds 
of the utility companies. 

. Rubber shares remain firm, with а moderate amount of 
business going on in them. The produce keeps about a penny 
or so under Is. per lb. Armaments and kindred descriptions 
continue under the chastening influence of the proposals pro- 
pounded at the Washington Conference. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Home ELECTRICITY COMPANIES. 
Dividend. Price 
— —  Nov.99, Rise or Yield 
1919. 1920, 1921. fall. 


p.c. 
Brompton Ordina ee ee .. 12 18 — 49 18 0 
Charing Cross Ordinary $5 €x 7 8 4 — 8 17 10 
do. do. do. 44 Pref. .. 413 42 — 744 
Chelsea ee ee ae ee . 2„ 4 6 — 9 4 8 
on of London zs f. . 18 14 26.9 — 109 6 
o. do. 6 per cent. Pref... 6 6 17/6 — 617 2 
County of London sa - s4 8 8 812 + N 9 1 6 
do. do. б per cent. Pref... 6 6 7 — 7 10 0 
Kensington Ordinary .. ake s 7 9 4 +b 9 4 8 
London Electrico., .. ..  .. 22 (32) 1 — 710 0 
do. do. 6 percent. Pref... 6 6 8 — 10 0 0 
Metropolitan s 85 is 6 7 83 — 9 6 8 
St. James’ and P al  .. .. 12 19 — 8 17 10 
South London m 6 7 — 1018 9 
South Metropolitan Pref. 1 1 16 — 812 4 
Westminster Ordinary.. . 10 10 53 — 8 18 10 
TTELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. . - 6 6 © — 75 7 
do. Def. ee ее ee là 14 17 > 8 16 6 
Chile Telephone ee ee oe 6 6 54 — 5 17 8 
Cuba Sub. Ord. ee ee oe ee 7 1 1 — 10 0 0 
Eastern Extension ave .. 10 10 1 — 6 2 2 
Eastern Tel Ord. t s .. 10 10 162 —1 6 8 1 
Globe Tel. and T. Ord. Ке .. 10 10 16 — 6 2 9 
do. do. Pref. ee ee 6 6 9 — 6 9 9 
Great Northern Tel. .. “+ o 22 94 25 — 912 0 
Indo-European ee ee ee 10 10 80 — 8 6 8 
Marconi .. és 828 «„ 95 15 13 -Hh 10 0 0 
Oriental Telephone Ord. " . 13 19 9 и *8 00 
United R. Plate Tel. "T "T 8 8 514 — *7 08 
West India and Panama .. Nl Nil 5J. — Nil 
Western Telegraph .. ... 10 10 168 — i 16 3 2 
Номе Калв. 
Central London Ord. Assented de 4 4 493 — 8 1 8 
Metropolitan HEY C 1 T 24 +4 6 5 0 
о. District А MM .. Nil Ni 16 — Nil 
Underground Electric Ordinary .. Ni! Nil 13 — Nil 
do. do. “А”. ee Nil Nil Б/- — Nil 
do. do. Income. Й ee 4 2 654 — *4 18 0 
FOREIGN Trams, &c, 
Anglo-Arg. Trams, First Pref, "m 12 2 — 10 9 
do. do. nd Pref, M na 55 2 — 10 4 8 
do. do. Брег cent, Deb. 5 5 65 +4 7 18 10 
Brazil Tractions m PR .. Nil NI 29 —1 Nil 
British Columbia Eleo. Rly. Pfce... b Б 58 — 812 4 
do. do. Preferred .. 5 98/. 51 — 9 5 0 
do. do. Deferred . 8 194/. 563 * *10 19 6 
do. do. Deb. s 45 43 60 +1 718 
Mexico Trams. 5 per cent. Bonds. Nil Nh b +1 ut 
. do. do. 6 per cent. Bonds Nil Nil 27 +14 Nil 
Mexican Light Common : . Nil Nil 10 — Nil 
do. Pref. ., s .. Nil Nil 25 — Nil 
do. lst Bonds .. .. Ni 6 574 +4 8 18 10 
53 MANUFACTURING COMPANIES. 
&bcoc ileox  ., - .. Б ; і 
British Aluminium Ord, oe eo 10 10 us M $ ч R 
British Insulated Ор, Ae . 15 15 13 25 10 0 0 
Callenders Uo 0955 — .. 15 15 18 BE 10 18 2 
Crompton Du с; ib » 105 10 e = 9.18.8 
Edison-Bwan POE E = n Е ts z ч 
do. do. Брег cent, Deb, ee 5 5 —1 716 3 
Electric Construction .. ss . 10 10 17/6 = 11 8 6 
English Electric ut 2 ME 8 8 8/9 —1/3 l8 5 8 
do. Pref. ee ae ee 6 6 13/9 — 8 14 6 
Gen. Elec. Pref... ee s “> 64 63 17/. = 718 0 
do Ord.. oe 10 10 17 — 6d 1115 4 
о. 9 өө е е 4 4 — 
idis Rubber, 7 m v x 10° В. 55 WE SMS 
et.-Vickers Pref.  .. zt A) 8 3 = 18 
Siemens Ога, .. , . 10 10 15 — k: Е 9 
Telegraph Con. e 20 20 213 = * 11 9 
* Dividends paid free of Income Tax, 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appear; 
in the following list, that in some cases the prices are only general 
and they may vary according to quantities and other circumstances, 


Wednesday, November 30th. 


a Acid, Oxalic ee ee ee 

24 Bis. Murisin (orbe errs tal) 
mmo 

2 Bisulphide of Carbon s vs : 


Latest T 
CHEMICALS, &o, | Prins Er 
.. per lb. 9d. | 
£65 | 
xi £58 | 
а Вогах ө ES 481 
590 
634. 


a Copper Bul hate 8 ee ee 
а Potash, Chlorate .. vs .. per lb. 


2 2 


i 
8 n Perchlorate se as m" dd. | 
a Shellac .. ка T x per owt 817 10s, A 
а Bulphur, Sublimed Flowers m 2 Е 
а » р eo ee * н T 
а Boda, Chlorate ws s per lb. ‚ 3 
а ^» Сш 2s EA .. porton | ё M 
а Sodium Biohromate, casks .der lb. 644. ds 
METALS, &c. | 
p Babbitt's Metal and Anti- friction Metal- 
rade .. «x per ton net £160 | 2 

Grade II. ё 7 * 4118 | . 

Grade III.. „, „„ „ „ £71 K 
c Brass (rolled metal 9” to 19” basis) per ib, ` 1024. 77 
€ „ bes (solid drawn) е | to 1/03 © 
с „ basis ee ee 99 ц. ve 
c Copper Tubes (solid drawn) 6 ij 17 e 
€ „ Bars (best selected) per ton £101 25 
0 [.] Sheet е 0 0 ee ee ” £10) t eo 
с н Rod ee ee » | £101 і oe 
d » Bars e н 276 158. | $J- шс, 
d [.] z » Sheets ee ?9 £16 108. | ee 
d » м Wire Rods. e » 493 15s. 5/- inc. 
d č n a H.O. Wire., per lb. | па, d. inc. 
f Bbonite Rod ee ee ee oe » B/6 ee 
f 70 еө%.. . ° м | 8/- m 
a German Silver Wire die ` " | ay E 
А Gutta-peroha, fine А ee 8 | 16 9 
4 India- rubber, Para fine ee ee 90 | 1/2} id. ше, 
i Iron Pig (Cleveland Warrants) .. per ton Nom. oe 
1 , Wire, guy. No. 8, Р.О. qual, " | 899 m 
g 9 Pig ee ee ee | 897 35/. шо. 
g Mercury — ..  ..  .. . per bot. | £10 5s. to £10 10s.) 10). to 15 ice. 
e Mica (in original cases) small .. per lb, Bd. to SJ. is 
@ 90 » м medium oe 90 4J- to 8/- ee 
o Ph B plain e ee »9 10. ard & ар oe 
p Phosphor Bronse, p castings.. x i. 
p E „ drawn bars and rods „ 1/4 "e 
р 1 „ rolled strip & sheet ", 15 ee 

99 oo Ire. @e ee 97 3 oe 
, Silicium Bronge Wire . per lb. 1/21 dd. dec. 
P Steel Magnet, in bars eo ee „ ifs at 
а Tin, B (English) |— .. .. person | 4161106. 108008 
a Wire, Os. 1 to 16 ee ee per Id. 8/6 90 
p White Ant-triction Metals — .. por ton | 051. 4918 si 
a G. Boor & Co, ames ay re 
d Frederick ав & бо Н Bolling k Lone 
d " 
e F. W & Sons. 1 Richard Johnson & Nephew, 144, 
f India-Rubber, Gutta-Percha and a P. Ormiston & Sons. 

Telegraph Works Oo., Lid. p C. Clifford & Son, Lad, 


Electric Motor Vans in Sweden.—The Swedish State Rail 
way authorities recently asked the Government for permission 
to purchase from abroad electric motor vans for the transport 
of travellers’ luggage. Objections to the placing of the order 
outside the country were raised by the A. B. Svea, and 15 
these the State Railway authorities have now issued a reply. 
They state that they were not aware that the А. B. Svea м 
duced vans such as were proposed to be acquired, but in the 
middle of October the former asked the latter to submit à 
tender for the supply of such vehicles. No reply, bor 
has yet been received. The railway authorities state that thes 
have learned privately that the A. B. Svea was endeavourin; 
to get an offer from America. As the firm were unable to pc 
sent the particulars asked for, the railway authorities a 
mend that no action should be taken with regard to Ше 
objections. 


Water Power in Scotland.—Reporting to the pumo 
Chamber of Commerce on the British Association mee 800 
and particularly with regard to theu se of water power in es 
land, Mr. I. Cockburn Miller said the Water Power dede 
Committee of the Board of Trade had strongly re bnical 
that additional facilities should be provided іп technici 
colleges and universities for the study of hydro-electric f 
opment, and as the result of the Committee's represen engi- 
it had been decided to initiate a chair of hydro-electric enfi 
neering in some chosen university. Edinburgh was t should 
favourable place for this, and he suggested that an 
select a committee of engineers to promote the i 1 0 
was agreed that the directors should take the matter 
consideration. 


| the late 
Rayleigh Memorial.—The memorial tablet to the 2, 
Lord Rayleigh, executed by Mr. Derwent Wood, od 
unveiled in the North Transept of Чеши ет aly. 
Wednesday last, the anniversary day of the Roys. 
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EXPERT EVIDENCE. 


iow АУ, [By A Legal Contributor.] ` 


IN а recent case before the House of Lords (Attorney- 
General v. Cory Brothers) their lordships had something 
to sav about the evidence of expert witnesses. It was 
necessary to determine what caused a colliery dump or 
slag heap to slide down into a valley and cause damage 
to the property of the plaintiffs. Much depended upon 
the evidence of certain eminent engineers and geologists 
who were called as witnesses on either side, 

Lord Haldane, having discussed the various theories 
put forward, said, in the course of his judgment: The 
conclusion to which I have come is one whieh is con- 
sistent with the scientific evidence, and it appears to 
ine to be the only one which is borne out by the chrono- 
logy of what was observed." Lord Atkinson said—re- 
ferring to the evidence of one witness: '' However emi- 
nent an expert may be, he cannot make an effect precede 
its cause," while Lord Shaw, commenting upon the 
somewhat involved testimony of another witness, said: 
„If the theory of this learned man be sound, it is ex- 
tremely difficult to see why what happened could ever 


have happened.“ 

It might be inferred from these expressions of opinion 
that judges are apt to speak contemptuously of scientific 
evidence; but this is not so. For one expert whose 
evidence is ignored, there are ten whose testimony is 
received and acted upon by the tribunal before which 
they have been summoned as witnesses. Without them, 
it had been impossible in many cases to do justice 
between the parties. 

The truth is, of course, that although they шау not 
often admit the fact in public, those who preside over 
our Judicial tribunals cannot get on without the expert 
witness. He is not necessarily a scientific man, yet, in 
point of fact, expert testimony is mainly required in 
cases of a technical character, which may be of infinite 
complexity. There is no scientific matter which may 
not have to be discussed in courts of justice. One re- 
calls the case in which a secret chemical process used in 
photography formed the subject of an action. Counsel 
for the plaintiff asked that the general public might be 
excluded from the court, or the process might be re- 
vealed. '' Yes," said the judge, not appreciating per- 
haps that his words might have a double meaning, the 
case ought certainly to be tried zn camera.“ 

The evidence of a scientific man is only “ expert 
when it involves a question of opinion; otherwise he is 
а mere witness to facts. Suppose, for example, he is 
describing the result of experiments conducted by him- 
self, he gives an answer to a question of fact. If, how- 
kver, he is asked what would be the chemical effect of 
mixing substance А with substance B, his answer is 
fhat of an expert witness. 

The importance of expert evidence varies according 
to the tribunal before which it is adduced. For ex- 
ample: An ““ ordinary ” (using the word in no invidious 
sense) judge will probably not be familiar with elec- 
tricity in all its many applications to the needs of man- 
kind. He may not even understand any of the terms 
which run so easily off the tongue of an electrical engi- 
neer. Once in half a century, perhaps, we have a judge 
like the late Lord Moulton who was a veritable encyclo- 
pædia of scientific knowledge; but his was an intellect 
of the rarest. It may be assumed that in every technical 
case the judge will welcome the expert witness if only 
to enable him to understand the nature of the question 
which it is his duty to determine. But there are some 
tribunals before which it were superfluous to call ex- 
perts. Thus the Electricity Commissioners reqüire no 
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guidance on technical points, at any rate, from elec- 
trical engineers. Indeed, nothing was more remarkable 
in the recent inquiry conducted py these gentlemen at 
the Institution ot Electrical Engineers than the way in 
which counsel appearing for the various parties were 
left far behind by the members of the tribunal when 
the technical question ’’’ was before the court. | 

Between the two extremes above mentioned there is 
every varlety of tribunal which may or may not require 
the assistance of the expert. That judges require tech- 
nical aid from someone has been recognised more than 
once by the legislature. The Admiralty Court sits with 
nautical assessors; all judges have power to summon 
assessors if so minded, while judges of county courts 
frequently sit with medical assessors when deciding 
Workmen's Compensation cases. 

One difficulty which besets the scientific man sum- 
moned as a witness is that he does not know what degree 
of ignorance or knowledge he is to attribute to the 
court. lf he assumes that the judge knows nothing, say, 
of electricity, and begins at the beginning, he may be 
hauled up for wasting the time of the Court. If he 
assumes the judge knows all about the subject, he may 
again be accused of wasting the time of the Court in 
talking of things which no one present understands but 
himself. As a general rule, the legal adviser of the 
party on whose behalf the witness has been’ summoned, 
will be able to tell him something as to the extent of the 
judge's scientific knowledge. But even he may not be 
able to do this; and some of our judges have the two 
faculties of concealing their ignorance and of acquiring 
knowledge developed in а very marked degree. 

The writer recalls an observation made to him by one 
of the experts who gave evidence in the celebrated Mar- 
coni case which was tried some years ago by Lord Parker, 
when he was a judge of the Chancery Division. On being 
asked whether the judge was able to understand the 
evidence, he said: When I left the Court, after hear- 
ing the judgment, I was convinced that there was no 
expert who had a better knowledge of the scientific 
points discussed than Mr. Justice Parker!"' "This is 
the more remarkable when it is mentioned that the 
learned judge was a classical scholar who had never had 
any sclentific training in his youth. | 

One of the principal functions of the expert witness 
falls to be discharged before he goes into Court at all. 
He has to coach learned counsel in the scientific aspects 
of the case. Some members of the Bar who make a 
speciality of technical cases will require little teaching; 
but there are others who are prone to get lost among 
technical terms and phrases unless their meaning is 
explained. To give that explanation is the duty of the 
expert in consultation. He will generally find his pupils 
very apt to imbibe instruction. He ought to tell them 
enough to enable them to expound first principles to the 
judge. There is one rule which the expert should keep 
firmly in mind when he gets into Court: he must never 
act, or even appear to act, as advocate for the party 
who has called him as a witness. If the judge once gets 
the idea that a witness is advocating the cause, he is 
more than likely to discount the whole of his evidence. 

Nor should the expert be over-confident. Modesty is 
at all times becoming. The story is told of a witness 
who was asked whether Mr. A. B. was not the most 
eminent engineer in London? 

“ No," said the witness. 

Upon this the judge intervened: ‘‘ Would уои mind 
telling 1ne vAo is the most eminent engineer in Lon- 
don?" 

““ Т am, my Lord," was the reply. 

To someone who subsequently criticised his conduct, 
ho explained that, as he was on oath in the witness-box, 
he bad felt bound to speak the truth! 
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REFRIGERATING PLANT. 


Few loads appeal so directly to the electricity supply 
engineer as an ice-making plant, for this is an industry 
which is at its fullest activity in the summer and at its 
minimum in the winter. Moreover, a considerable 
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amount of power is required, as will be gathered from 
the following particulars of a large ice factory in a 
North-East Coast town. 

Power is derived from the Corporation mains at 6,600 
volts, 3-phase, 50 cycles, 
and is transformed on the 
premises to 440 volts. The 
refrigerating apparatus 
work on the direct-expan- 
sion principle, and were in- 
stalled by the Pluperfect 
Refrigerating Co., of Man- 
chester, the compressors 
being made by The Light- 
foot Refrigerator Co., Ltd., 
London; each of the main 
compressors is belt driven 
by a 250-h.p. motor, the 
actual power required 
averaging about 200 h.p. 
When the plant is working 
at full capacity, the aggre- 
gate load averages about 
520 h.p., including the 
power required by the 
auxiliary compressors, cir- 
culating pumps, crushing 
machinery, &c. 

Fig. 1 shows part of the 
freezing apparatus and the | 
open wiring on the wall, E | 
while fig. 2 shows the main du 
switchboard and some of yet | 
the smaller motor-driven ar 
machines, with a snow-clad 
pipe connected with a refri- 
gerating machine. Here 
again the wiring forms a noteworthy feature, consisting 
not of lead-covered cable us might be supposed, but of 
C. T. S.“ cable, supplied by the St. Helens Cable and 
Rubber Co., Ltd., of Warrington. The use of this 
class of cable was due to the experience gained in 
similar circumstances by the Park Electrical and Engi- 
neering Co., of Manchester, which specialises in this 
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class of work, and which designed and carried out the 
whole of the electrical installation. The conditions of 
extreme cold which are met with in ice-making installa. 
tions are very severe in their effects upon cables and 
wiring, but the Park Electrical and Engineering Co., 
having used St. Helens C.T.S. cable with satisfactory 
results in other installations where varying temperatures 
und severe conditions were encountered, carried out the 
whole of the wiring with this material, without any fur- 
ther protection than its own sheathing. 

Between the transformer and the main switchboard 
there is à run of about 150 ft. of two cables in parallel, 
euch of which consists of three cores of 0.5 sq. in., and 
one core of 0.25 sq. in. ; these are believed to be amongst 
the largest C.T.S. cables of this description manufac- 
tured up to the present, being 3} inches in diameter 
overall. 

The lighting installation’ comprises some 150 points, 
split between the three phases and. the neutral through 
three single-pole switches and fuses on the main board, 
and controlled by acid-proof switches provided in the 
various departments. As shown in the illustrations, the 
wiring is carried on cleats throughout the installation. 

The switchboard is equipped with -one 900-ampere 
main oil switch, and five circuit oil switches which con- 
trol the circuits running to the various motors. 

А few words regarding the process employed may le 
of interest. No brine is used in this system, anhydrous 
ammonia being itself the cooling agent. The con- 
pressors bring the gaseous amnionia up to a pressure of 
140 or 160 lb. per sq. in. At this pressure the gas 
passes to a condenser in which it is liquefied, the latent 
heat being removed. The liquid ammonia is then 
allowed to flow through the expansion coils of the ice- 
making tanks, where it absorbs heat from the water and 
again reaches the gaseous state. This gas is again taken 
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in by the compressor and the cycle is repeated. 07 
advantage which this system possesses over the ч e к 
brine process is the speed with which the 1ce bloc us 
һа released and removed. This is effected by ads 
the direction of the liquid ammonia through the E E 
pipes of the tank, which quickly causes à movem 
the pipes away from the ice. 
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THE FEDERATION OF BRITISH INDUSTRIES. 


The Annual Meeting. 


THe annual general meeting of the Federation of British In- 
dustries was held at the Hotel Cecil on Wednesday, Novem- 
ber 28rd. | 

Sir W. PETER RXLANDS, the retiring president, surveying the 
work of the Federation during the past year, said he was 
convinced that the present world-wide prestige of the Federa- 
tion was attributable to the policy which it had consistently 
pursued. It had not aimed to achieve its ends by wielding 
the big stick. They claimed that industry, and consequent 
employment, was the first interest of the State. They claimed 
that manufacturers had ‘the greatest practical experience on 
this subject, and that their views were therefore entitled to 
serious consideration, if expressed with reason, moderation, 
and with due regard to the general interests of the com- 
munity. They could not, however, expect to have it all their 
own way. Sometimes they might not be right. At others 
their views might be over-ridden by political considerations, 
and they might be able to indulge in the cold comfort of 
being able to say: We told you so," when the wisdom of 
their view was proved by the event, and the adoption of a 
contrary policy attended with misfortune, possibly disaster. 
Such a case he believed to be presented by the unfortunate 
financial policy of the Government. The Federation ad- 
dressed a serious warning to the Chancellor of the Exchequer 
18 months ago, when he proposed to increase the rate of 
E.P.D., and also to institute 4 new burden upon industry in 
the form of the Corporation Tax. They were confident that 
both steps were unwise. He was disposed at the time to 
think that the Chancellor was inclined to waver on the point, 
but political considerations were irresistible. No doubt at 
that time industry had been enjoying a period of remarkable 
prosperity, and the official mind was disposed to attribute the 
views of the Federation to unwarranted pessimism. It might 
be an exaggeration to attribute the nation’s troubles to the 
heavy burden then laid upon industry, but he had no besita- 
tion in saying that the result had been to increase those 
troubles and to aggravate most seriously the difficulties which 
would come before the nation in the inumediate future. The 
Government had squeezed industry financially dry, and by 
the operation of the income tax based on three years' 
average profits, many companies would be hard pressed to 
meet their commitments during the next few years, except 
by inroads into their capital. Nothing could be more calcu- 
lated to hamper demand and depress trade. The outlook was 
serious, and in the absence of world-wide trade revival, of 
which at tbe present time there appeared but small prospect, 
the Chancellor of the Exchequer would be well advised to re- 
trace his unfortunate step, as far as possible, and to lighten 
the burden upon industry at all costs. Taxation must be 
paid out of production, and with the nation's productions far 
below the normal level, the taxable emay of the nation 
was more than proportionately reduced. Industry was the 
engine which drove the ship of State, and they could liken 
it to an internal-combustion engine in that any serious over- 
load was followed by an actual reduction ш power. It was 
no use trying to carry a burden heavier than could be borne. 
The result must be a reduction in production, and so make the 
burden even more intolerable. It was wiser to recognise that 
the country was passing through a period of extraordinary 
difficulty, and believing it to be temporary only, the safety 
of the ship of industry was of far greater moment than to 
carry the cargo into port. These views were widely held by 
manufacturers who realised better than any the dithculties 
with which they had to contend in maintaining their output, 
and they agreed that even at the risk of the charge of being 
actuated by selfish motives, the Federation should press on 
the Government the wisdom of pursuing a financial policy 
which, even if for the moment economically unsound, was in 
the true national interest and a practical expedient. They 
should be no less insistent on the need for drastic economy 
in the Government service. He appreciated the action of 
the Chancellor of the Exchequer in affording them оррог- 
tunities of conferring with the officials at Somerset House on 
points of administration and detail which proved of great 
help to manufacturers. Of such points possibly the most 
difficult was that in connection with the valuation of stocks 
for the purposes of E.P.D., and he hoped that tbe settlement 
arrived at of giving all firms an opportunity of re-valuing 
their stocks as on August 3156 was generally regarded as a 
fair compromise and as removing to a large extent, if not 
altogether, the great injustice which manifestly must have 
attended the incidence of E.P.D. in its original form. 

Sir Peter referred to the transport problem and to the 
conferences of the F.B.I. with the Government Department 
concerned therewith. 

In conclusion, Sir Peter Rylands thanked the members of 
the Federation for their splendid support during his two years 
of office. The responsibility had been a heavy one, as manu- 
facturers differed in opinion as much as less distinguished 
people. In laying down his office, he could say of the Federa- 
tion that it was an instrument of incalculable value for the ex- 
pression of the views of industry, and if the manufacturers of 


the country continued: to give to the l'ederation. whole- 
hearted moral and material support, ıt would never be again 
a reproach to this country that the most vital interest—that 
of production—was alone silent in the councils of the nation. 

Col. О. С. ARMSTRONG (Greenwood & Batley, Ltd., Leeds) 
Wus unanimously elected president, and among the new vice- 
presidents elected was Sir Tom Callender. 

The annual report was placed before the meeting and 
adopted without discussion, as was the balance sheet. 

After consideration of some matters of purely domestic in- 
terest, the remainder of the meeting was taken up with a 
discussion of two reports by Committees of the Federation. 
To be more precise, it should be said that the bulk of the 
time was occupied by a review of these reports by Sir Peter 
Rylands, and a little discussion. The Federation has 
appointed two Committees to deal respectively with trade 
depression and German reparations; regarding the latter 
it is claimed the manufacturers of the country have а special 
claim to be heard. The object in both cases is to place re- 
commendations before the Government. 

The Committee which is considering trade depression ad- 
vances the argument that the policy of Great Britain since 
the war, of a gradual restriction of currency with the eventual 
object of reintroducing the pre-war gold standard, has proved 
not to be the right one, and the unhappy position of industry 
as a result has been stil further aggravated by excessive 
taxation, as mentioned in Sir Peter Ryland's opening remarks. 
It is urged that the prime necessity at the present time is not 
so much a return of the world's currencies to any particular 
standard of value, or even to any particular ratio to gold, as 
the achievement of stability at the earliest practicable 
moment. The Committees’ views are well stated in the follow- 
ing paragraphs :— 

" We believe, therefore, that an effort must be made. to 
arrive by agreement at some interim arrangement which 
would provide for a reasonable degree of stability of the 
principal currencies in relation to commodities, even if this 
stability could only be maintained for a period, and required 
periodic readjustment. In view of the experience of the con- 
ferences and negotiations of the past few years, it seems to 
us highly improbable that such an agreement can be reached 
in the near future by any conference between Governments. 
The interests which they represent are necessarily so varied 
and so divergent, and the responsibilities of the Governments 


themselves so complex, that it is difficult for them to arrive: 


at any practical decision until that decision already has the 
support of a considerable and influential body of opinion. 

„We would suggest, therefore, that discussions should be 
initiated between the manufacturers of the various countries 
in the hope of reaching some definite suggestions as to 
policy which could be urged upon the various Governments 
with the support of the bulk of industrial opinion in the 
countries concerned. We suggest that these discussions 
should be initiated between manufacturers, since the funda- 
mental interests of manufacturers in most countries are identi- 
cal on this question, and because the existence of highly 
developed and comprehensive manufacturers' organisations in 
most countries renders consultations between them on the 
whole easier than consultation between other groups of 
interests. As a first step we should recommend that consul- 
tation should take place between the manufacturers of this 
country and of the United States, and if these could 
reach agreement on any policy which would, in their opinion, 
benefit the industries of the two countries, further meetings 
might be arranged between British and American manufac- 
turers and the representatives of the manufacturers of the 
other leading countries, 

“ We recommend, therefore, that the Federation should at 
once ascertain the views of the leading American manufac- 
turers' organisations as to the desirability of such a discussion 
as we have suggested. If these views are favourable a con- 
ference should be arranged. either in this country or America. 
it being understood that the primarv object of such a соп: 
ference would be to endeavour to arrive at some policy which 
could be advocated by the manufacturers of all countries with 
a view to a return to stability in the world’s standards of 
value.“ 

For the rest the Committee recommends the Federation to 
press upon the Government the urgent need for a substantial 
and immediate reduction. of taxation, and lavs jt down that 
a frank statement һу the Government that this will be done 
would do more to restore confidence in trade than anything 
else. 

The second report, dealing with German reparations, starts 
with the hypothesis that the Reparation Scheme in its present 
form is incapable of fulfilment, and that the exaction of the 
reparations cannot fail to dislocate seriously the industries of 
Great Britain unless special measures are taken to direct the 
form of payment. It is asserted that the indemnity will 
eventually be in the form of goods or service, and certain 
methods are suggested whereby Germany can be made to pay 
in a manner which will not dislocate British industries. One 
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is that claims should be made on all German undertakings 
and property in the form of mortgages or first preference 
shares to be handed to the Allied Governments. Another 1s 
that there should be stricter regulation of the classes of goods 
and services exported by Germany to avoid, so far as possible, 
injury to alied industries; whilst another inethod, to which 
it is thought sufficient attention nas not been given, is that 
of making Germany carry out constryctional works in Allied 
countries or other countries under Allied direction. 

Sir PETER RXLANDS, amplifying this report, went so far us 
to suggest that the super-power stations mentioned in the 
Coal Conservation Committee's Report, which could not now 
be constructed because of the high cost, might be constructed 
for almost no capital expenditure in this way, and allow elec- 
trical energy to be supplied very cheaply. He also men- 
tioned other directions of a non-electrical character, with 
which this scheme could be operated in a similar manner, 
such as the Channel Tunnel. | 

Not unnaturally the meeting found itself unable to discuss 
these proposals in detail, and after a more or less non-com- 
mittal discussion the reports received provisional approbation. 
and the Council of the Federation was authorised to prepare 
final reports and act upon them in the way it thinks best. 


THE INSTITUTION OF ELECTRICAL 


ENGINEERS. 


North: Western Centre. 


THE Chairman of the above-named Centre, Alderman W. 
WALKER, delivered his inaugural address at the first meeting 
of the 1921-22 session at Manchester on November 15th. The 
following is an abstract of the address :— 

The outstanding incident of the past year was the 
coal miners’ strike on account of the effect it had on 
every branch of the electricity supply industry. At its com- 
mencement a few undertakings had ample coal in reserve, 
many had a little, and others none at all, some of the latter 
undoubtedly the result of a deliberate decision not to expend 
money for this purpose, but to rely rather on some Govern- 
ment department's coming to their aid by diverting to 
them coal belonging to other undertzkings. I wish to 
bring home to those responsible for this policy the exaspera- 
tion which such action excites. The provision of an 
ample reserve of fuel is an insurance, although some- 
what costly. The cost comprises three factors: deteriora- 
tion, double handling, and the capital charges on the 
money which is locked up. For normal-weather deterioration 
there does not appear to be any radical remedy, nor is the 
loss from this cause very serious, being 1.3 per cent. for 
the first year, and 2.1 per cent. for two years. The chief 
danger is spontaneous combustion, and against this it is neces- 
кагу to take precautions. Heating is the result of action at 
the faces of the pieces of coal which comprise the heap, and 
there is an enormous increase of this area of potential danger 
as the coal is more and more broken up. Heat generated at 
the surface of a piece of coal depends largely upon the tem- 
perature of the piece, hence the necessity of putting the coal 
into stock when at a low temperature. The rate of chemical 
re-action doubles for every 10 degs. F. rise of temperature. 

The next item of cost, that of capital charges, cannot be 
evaded, nor is it subject to any influence exercisable by the 
engineer. The heaviest item, and the one which in many 
cases can be reduced, is that of handling. The pneumatic 
principle has been successfully applied in this country to the 
transportation of coal, and a parallel development appears to 
have occurred in Germany during the war, where, however, 
only small sets of plant have been installed, and some work 
in the same field has been done in America. 

The plant which was put to work recently by Messrs. Henry 
Simon, Ltd., of Manchester, at the Bankside station of the 
City of London Electric Lighting Co., Ltd., with a total 
capacity of 120 tons per hour, 1s by far the largest in the 
world. 

The drawback which has hampered the progress of the 
pneumatic plant is its heavy consumption of power. The 
pneumatic method will only be employed for the solution of 
that part of a handling problem to which it is particularly 
adapted. Jt should never, for instance, be adopted as a sub- 
stitute for a band conveyor, the efficiency and simplicity of 
which (within its own range of usefulness) are unsurpassed. 
In the application of the pneumatie method to the handling 
of coal IT have very great faith. Whereas pneumatic coal 
handling is historically a development of grain handling, and 
all the plant installed in England and Germany has partaken 
of the nature of grain handling plant, pneumatic ash handling 
has been evolved quite independently and on somewhat 
different lines. It may fall to power station engineers, having 
experience of both types, to improve both by a process analo- 
gous to cross-breeding. | 

The class and condition of the coal affect to some degree 
the efticiency of the plant, and the size of the coal must of 
necessity be small; it 15 usual to specify 2 in. as the maximum 
size, but if the pipe be not too small, and the proportion of 
small coal be large, lumps of from 4 in. to 6 in. will pass 
through without difficulty. On the other hand, fine dust may 


cause trouble if it is very wet. Broadly speaking, з pneu- 
matic plant handles most satisfactorily free-running or 
" lively "" materials. Pneumatic plant is now being installed 
at the Brimsdown station of the North Metropolitan Electric 
Power Supply Co. 

Experience in grain handling work has revealed an astonish. 
ing variety of possibilities in the design of such plant to meet 
special conditions, including a number fixed on ordinary coal 
trucks and restricted by the ordinary railway gauge. The 
utility of euch apparatus in dealing with scattered storage 
dumps will be obvious. I am. indeed, confident that time 
and experience, whilst doubtless revealing limitations both 
technical and economic, must also indicate a continually 
widening scope for the application of a handling system 80 
flexible and adaptable by its very nature. 

Another aid to continuous running during a period of coal 
shortage is the use of oil as fuel. The recent miners’ strike 
caused a great addition to the number of oil-fired boilers, bu 
apparently the system will be retained on only a few now 
that coal is again available. It is very difficult to reconcile 
the notes and figures given by some of taose who have made 
the experiment, but to justify a change from coal to oil the 
selling price of oil must be a little.less than double the selling 
price of coal. The chief engineer of an undertaking having 
the largest oil installation in the country bas written to me 
as follows :— 

"lam sorry that our results have not been sufficiently con- 
clusive to enable me to quote any dennite and tistactory 
figures regarding the use of oil firing. . . we have en- 
deavoured to utilise the experience of other users and also 
the expert knowledge of all makers of fuel burners, but have 
had the greatest difliculty in securing consistent results. 
sometimes we get a good result equal to a boiler efficiency 
of X5 per cent., and a little more than 15 lb. of water evapo- 
rated by 1 lb. of fuel oil, but more frequently we get inferior 
results, for which we cannot always obtain a reasonable ex. 
planation. The whole thing is a tricky business, but will 
undoubtedly repay careful testing work.” ' 

‚ 900 degs. F. lower temperature is obtained if steam is used 
instead of air for atomising; the same quantitv of air is 
required—the steam being so much loading. This does not 
necessarily mean that it may not be more economical to use 
the steam direct for atomising instead of for compressing. 

The use of town's gas for steam raising has not made any 
progress, nor does it appear likely that it will do so until a 
gas-works has been designed and erected with that idea in 
view. Such an opportunity may come when the second part 
of the new Manchester eleetricity station is required, as by 
that time the gas department will be ready to develop its 
plans for the new super-gas-works at Partington, the site 
of which is conveniently near the electricity station. If the 
fact of a single coal purchasing department effecting a saving 
m handling costs, the production of valuable by-produets, a 
reduced area of land, less supervision and labour, and all 
other factors are dispassionately considered, it ought to be 
possible to arrive at definite conclusions on this very important 
matter. It is not so simple a problem as is sometimes 
assumed; the only chance of success would be to take advant- 
age of the construction of new electrieity and gas works в 
combined as to secure the elimination from each of every- 
thing which would be done more economically at the other. 

The first successful commercial pulverised coal installation 
of some 20.000 sq. ft. was made in the U.S.A. four years ago. 
During the first two and a-half years an additional 00,00 
sq. ft. only was put into operation, but during the one and 
a-half years since then 700,000 sq. ft. of heating surface has 
been installed for burning pulverised coal. The system intro- 
duces an entirely new set of conditions into a station, and 
increases the number of danger points. It 18 а very marked 
advance on any other method of burning coal. 

The increased adoption of the system in this country 
appears to depend largely on the essential preparatory plant 
being made available at prices much below those which have 
so far ruled. If this can be done there will be a great expan- 
sion, and there does not appear to be anything in the plant 
itself to warrant some of the high prices which have been 
asked, but of course costly experimental and development 
work have had to be done. 

The labour conditions within the industry are to-day more 
settled than they have ever been before. The wages an 
conditions of service for every man in every undertaking in 
the country were made the subject of àn agreement; the 
duties of each man were defined, and the former state of 
chaos was ended. Because of the recent fall in the cost of 
living it became necessary for adjustments to be made, ani 
at a meeting of the National Joint Council in London, cor 
sisting of two employers and two trade union representatives 
from every one of the 13 districts into which the country В 
divided, I put a resolution for adopting the report of the 
Negotiating Sub-Committee, bv which the wages of te 
manual workers in the whole industry are automatically 
regulated for a long period ahead, and it was passed unani 
mously. zi 

The national and district members have made provision for 
the technical staff. The two organisations have, Just 
themselves, and I have been told by members of tbe Ministr? 
of Labour that the completeness of the organisations. t 
results obtained, and, more than all, the spirit which prev 
are better than those of any other industry. 


$a. - QI — — — а 2 — — 


e lE óóÀE ÀOU?C?OUÜOC€OULLRI|NNN et 


Vol. 89. Хо. 2,297, DECEMBER 2, 1921] THE ELECTRICAL REVIEW. 


„r 


Concerning the Electricity Commissioners, the greatest and 
almost universal note of adverse criticism is of the compli- 
cated and costly procedure. As one who has placed in them 
the most implicit confidence I regret that they have been 
persuaded to put this barrier of costly and complicated legal 
procedure between themselves and the management of the 
undertakings. 

The Electricity (Supply) Bill No. 2, it is generally agreed, 
ought to be got through Parliament without further delay. 

The committee which considered the Manchester area 
decided that a J.E.AÀ. without financial powers would be 
about as useful as a gun without cartridges, so it has recom- 
mended the formation of an Advisory Board. It is certain 
that the Commissioners will not readily grant powers to carry 
out developments or extensions against the recommendations 
of the Advisory Board. The technical scheme is thoroughly 
good, especially so because it resists the temptation to pro- 
pose a pyrotechnic display of burning power stations in order 
to make room for super stations, but suggests going slowly 
towards the realisation of the goal; every step has 
been carefully considered and all the conditions fully examined 
and explained. 

For the purposes of power and lighting electricity is firmly 
established in the area, and need fear no rival. As regards 

rivate lighting, however, we do not deserve our success. 
To walk at night through the streets of Manchester and 
many other towns in the area will provide ample evidence 
to justify the immediate electrocution of the contractors who 
have been guilty of the installations. There are in our 
principal streets example after example of high-power lamps 
suspended on flex, close up to the window, at the height of 
the average person in the street, the filaments unscreened, 
so that the source of the light is almost directly in contact 
with the eye of the person wishing to examine the contents 
of the window—every law of illumination broken, and all 
without a shadow of excuse, either on grounds of cost or 
necessity. For one good example of lighting there are twenty 
bad ones, and the sellers of energy ought to be given powers 
to prevent the abominable misuse of it. 

What things are done in the dark recesses of an installation 
if crimes such as I have just stated can be committed in full 
hight? It is no use saying that the shop-keeper or the house- 
holder is at fault; I have ample evidence to the contrary. 


North. Midland Centre. 


Mr. W. E. BURNAND, chairman of the above named Centre, 
delivered his inaugural address at Leeds on November 15th, on 
which occasion a smoking concert was also to be given. The 
following is an abstract of the address :— 

The labour question '' is of the first importance and, unless 
solved in а workable manner, it will not only eclipse but prac- 
tically extinguish most of our other interests. 

It is not very cheering to remember that, although we are 
professedly Christian, the worst of our labour troubles would 
be impossible if we were really so. Is it possible to reconcile 
with the first principle of Christianity—to do unto others 
as you would they should do unto you ’’—most of the causes 
of trouble at the present time? 

Trade unions have done much good work in improving the 
lot of the unskilled and semi-skilled worker, and much good 
work remains for them to do, but it seems a great pity that 
through false and unchristian ideas all the good they have done 
appears more than likely to be undone on account of trade- 
union rules. If the trade unions will direct some of their 
energies in a constructive direction there 1s employment wait- 
ing for them in reconstructing and improving their own 
country so as to tide over the period— which is not likelv to 
be short—that will elapse before our foreign trade gets into 
its stride again. 

That the capitalist does in his way all that labour does, I 
am bound to agree in some respect, but I put the unions’ 
imitation of and improvements on these practices first as the 
cause of the troubles of the working class, because, though 
both are equally selfish, the capitalist does less harm to the 
State and to the working man himself. 

The idea, of course, is to hit the capitalist, and in this I 
think they are successful, but labour suffers most acutely since 
these actions increase the cost of necessities and decrease 
wages. 

Were labour to adopt a more enlightened policy and dismiss 
the incompetents who style themselves leaders and preach a 
policy of greed and obstruction which is really disguised in- 
dustrial suicide, we might see labour hiring capital instead 
of capital hiring labour, and labour choosing and paying its 
foremen and managers instead of the capitalist doing so. 

The managers and foremen being appointed and paid by the 
workers would naturally study things from the workers' point 
of view, and would not try to benefit capital at the expense 
of labour, but would take a broader view of the whole. Also, 
since the profit beyond a modest amount paid for the use of 
capital would go to the workers, and the control would be 
in their hands, the incentive to efficient production would be 
80 direct that real and substantial profits would be made and 
the workers themselves would then gradually become the 
chief capitalists. There will be a strong movement that way 
within 12 years. 

It does not follow that capital would suffer more than under 
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present-day conditions, as in industry capital as a whole is 
getting no profit at all and is being lost at a much greater 
rate than it is being made. 

The condition of other countries 18 of vital concern to us, 
and he is indeed an optimist who can believe in any great 
revival in these at an early date. 

Suppose Germany sells something to us for £1 which would 
normally cost, say £2. Assuming that this £l reaches the 
factory supplying the goods, it will exchange half of this into 
marks, and will expend the other 10s. outside for raw materials. 
This factory thus gets, reckoned in its own currency at 
par value, something like £10 and material of equal value, so 
the factory prospers on its export trade, even though it has 
to pay extraordinary prices for raw materials, бс. 

But what about the eountry as a whole? All that goes 
into the country is £1 or its equivalent, and it has exported 
goods equivalent to £2, so that it loses £1 on the transaction. 
Thus, the country as а whole continually gets poorer if a big 
export trade is carried on. The effect of an adverse rate of 
exchange is sunilar to that of а bounty on exports, which 
may conceivably be a good thing within limits and gives an 
impetus to exports, but when this bounty increases to 50, 100, 
or more per cent., the country pays too dearly for the trade 
thus obtained. 

I should not be surprised to find a system of trade by barter, 
with possibly a limited application of the gold standard, well 
under way before a really effective medium of international 
exchange is evolved and utilised. In any case, international 
trade is crippled for years to come, and in the meantime un- 
employment remains with us. 

There is no one sovereign remedv for this state of affairs, 
but one of the biggest factors appears to be alinost the least 
utilised—self help. This implies an active personal effort on 
the part of the worker to look out for and make fresh avenues 
of employment. Here, again, trade-union policy is purely ob- 
structive. On the employer's part it implies making fresh 
channels of business, developing inventions, improving plant 
and the like. 

Government action can undoubtedly be of assistance in 
getting over the present crisis. To rely too much on it, how- 
ever, IS to court disaster with taxes at present rates. 

Therefore, above all, we want the principle of self-help and 
the spirit of Christianity, which, if really and universally pre- 
valent, would soon solve all our financial troubles without 
devising fresh schemes of payment, Whitley Councils and the 
like, which are of use in making a little Christianity go a 
long way and without that little would fail altogether. 

We shall develop more on the line of combinations of workers 
hiring capital and managers, as the fallacies inherent in 
many theoretical systems become better known. No doubt 
this may seem in some respects far-fetched, but the day is 
passing when labour and brains will be controlled by a men- 
tally purblind man seated оп a money-bag. Industry has 
suffered too much through that product of the nineteenth 
century, the purely“ business man " without vision, who has 
counted as profit all that could be squeezed out of those for 
the tine being under his control. The control of engineering 
work, for instance, 1s steadily passing into the hands of men 
who are engineers as well as money-sorters, to its decided 
benefit, although if the controlling party loses sight of the ulti- 
mate financial side, the last state may be as bad as the first. 

In the meantime, it behoves us all as individuals to do 
what we can to minimise the evils of unemployment and to 
iry to avoid placing the burden on the Government. The 
best guiding rule is to consider the other man. 

The second part of my address deals with relativitv, a 
principle the bounds of which are not yet fixed, but which 
is having a most profound and widespread intluence in the 
world of physics. It 15 а great generalization from which 
many effects, that without it might be obscure and difficult 
to link up with other effects, can be predicted and defined with 
ease. 

The development of the electron theory concurrently with 
the relativity theorv still further widens the outlook of science 
on physics. An atom is known to constitute a miniature solar 
system, an idea which, a few years ago, would have been too 
far-fetched even to ridicule. About 30 years ago I read a 
number of so-called occult books. Amidst a lot of loose and 
many demonstrably wrong statements there was one that oc- 
curred in, at any rate, the majority of these books, to the 
effect—to quote Sinnett's book, on esoteric Buddhisin (1885, 
page 190)—' As it is below, so it is above, wrote the early 
occult philosophers, the microcosm is a mirror of the macro- 
cosm." (Microcosm means, of course, the minute, and macro- 
cosm the universe.) 

Sinnett's book is 36 years old, but the quotation agrees 
exactly with similar quotations [ have seen in much older 
books, and the original appears to date back to something of 
the order of thousands of years ago, but is there a clearer 
summary of the electron theory to-day? 

It seems clear that somebody knew something about the 
subject before we were born, but from the manner in which 
truth is mixed with fiction, and the absurd with the profound, 
it appears that some of these early philosophers had inter- 
preters who confused the ideas which they presented and which 
they did not understand themselves. | ‚ 

The same thing, of course, occurs in modern times. 
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THE PUBLIC WORKS, ROADS, AND TRANSPORT CONGRESS, 


AN I. M. E. A. 


Ox Noveniber 25th the Incorporated Municipal Electrical 
Association held à conierence in connection with the Public 
Works, &c., Congress and Exhibition at the Agricultural 
Hall. At the morning session Ваше W. B. Smith. O. B. E., 
occupied the chair, ana Mr. F. Ayton, M. I. E. E., read a paper 
on ће Use of Electrical Vehicles for Municipal Purposes." 
Mr. S. 1. Allen, M. I. E. E., presided over the afternoon session, 
and а paper on The Application of Electricity Supply to 
the Municipal Service wus read by Мг. 5. J. Watson, 
M. Inst. C. E., M.I.E.E. Résumés of the two papers are given 
below. 


The Use of Electric Vehicles for Municipal Purposes. 
By Е. Ayton, M. I. E. E. 

THE principal object of this paper is to correct the prevalent 
impression what electric vehicles are of low etficiency, com- 
plicated, and uneconomical. Ihe usual period for the repay- 
ment of loans for the provision of haulage power is seven 
years; 1t 15 therefore necessary that any vehicle purchased 
should at least have а useful life extending over this time, 
and that the costs of operation, apart from wages, should be 
fairly constant. Both steam and electric wagons can meet 
the urst condition, but, as regards the second, variations in the 
cost of fuel have a much smaller eflect upon the electric's 
operating costs than upon those of a steam wagon. ‘Lhe elec- 
tric vehicle has been shown by extensive practice in America 
to have a useful life much above the seven-year limit. Figures 
showing the numbers and ages of vehicles in service in New 
York indicate that 980 have been employed for eight years; 221 
for ten years; 106 for thirteen years; nght up to eighteen 
years for two vehicles. Concerning power costs, the pre-war 
rates of charge for electricity supply showed an ever-down- 
ward trend, and the war did not cause an increase comparable 
with the increase in the prices of most commodities. It is 
also to be considered that the demand for power for these 
vehicles occurs when the load is light, and therefore power 
is provided merely at tne cost of a little extra fuel and oil and 
repair expenses. It is thus possible to charge a lower rate 
for this class of supply and still obtain a profit. Evidence 
of the reliability of the electric vehicle is quoted. Of fourteen 
of these vehicles at Willesden, running for a full year, one 
ran without any loss of time; one with only half an hour's 
loss; one lost an hour; one two hours: and one two-and.a- 
half hours. The total time lost was only 99.5 vehicle hours, 
or 0.3 per cent. of the total working time. The electric“ ig 
not so much aflected by weather conditions as other wagons; it 


is às easy to start it when cold as when warm. It is a mistake . 


to think that a vehicle with a low original cost is the cheaper. 
In Pontypridd a comparison was made between 2-ton electric 
vehicles and 1-ton Ford vans, and it was shown that the cost 
per ton of refuse collected was бв. 514. and 8s. 34d. respec- 
tively. Opinions of a number of municipal engineers support 
this claim of superior economy. Any person of normal intel- 
ligence can be taught to drive an electric vehicle in a few 
hours. This simplicity lightens the repair bill. Although 
there are more electric vehicles in use 1n the United States 
than in this country. comparatively few are employed in 
municipal service. Mr. J. A. Priestley, Superintendent of 
Cleansing, Sheffield, says that the history of the progress of 
electric vehicles in this country is very largely the history 
of their use in cleansing work. It is also true to say that 
this class of work is the most rigorous test of any mechanic- 
ally-propelled vehicle, owing to the frequency with which 
starts and stops occur, For journeys up to three miles in 
length horse haulage is probably more economical, but beyond 
this distance the electric vehicle can be protitably employed. 
In the opinion of some engineers, however, the electric should 
be used for all distances. In many cases in which “ electrics ” 
have been used for refuse collection the road to the tip has 
been little better than a morass, and this has resulted in a 
considerable portion of the energy in the battery being 
wasted ; a good road to the tip should be a prime consideration. 
The only way to get the best out of a labour-saving machine 
18 to arrange а maximum number of hours of working per 
day. The continuous system in vogue at Birmingham 
has been found to be the most efficient. The city is divided 
into districts, and the districts into rounds. Each vehicle 
has & working list, and commencing on the first house in the 
list proceeds until it is full. It then returns to the place of 
disposal afterwards recommencing where, it left off. In the 
summer each round occupies one vehicle for a week, but in 
winter, when the loads are greater the houses in the area 
nearest the place of disposal are attended by spare vehicles. 
which collect the arrears of the previous week. А recent 
report upon the results obtained by Bootle Corporation in the 
use of electric vehicles for carting street sweepings and for 
gullev cleansing states that comparative tests revealed that 
one electric and five men emptied 50 gullies per day at a daily 
cost of 2.18s. per gully, as against one horse and one man 
dealing with 16 gullies per day at a daily cost of 2.68s. per 
gulley. Electric vehicles are emploved for street watering in 
several towns, notably Blackpool, Bootle, and Ipswich. The 
Borough Cleansing Superintendent of Blackpool states that, 
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compared with horsed tanks, this method effects а saving of 
420 per week. At Bootle the acquisition of à fleet of 13 elec- 
tries to replace horses for refuse collection, street Watering 
and general haulage has resulted in а saving of £1,39/ per 
annum after meeting all charges. Several municipal tram- 
way departments have used electric tower wagons with вай. 
factory results. À number of municipalities use electrica for 
coal and ash haulage in connection with their electricity 
works. Electric oinnibuses, which are employed in several 
towns, while highly economical in working expenses, are 
lacking in sufficient speed. However, the advent of speedier 
electric ‘buses is only a question of a short time. In con. 
clusion, it is impossible to give satisfactory estimates of work.» 
ing costs, ав conditions differ widely in various localities. The 
range of the electric vehicle is limited by the mileage capacity 
of its battery, but with every improvement in battery design 
the utility of the electric will be extended. Appendix No. 1 
is & list of 90 authorities using electrie vehicles, giving the 
number in use, sizes, purposes for which employed, average 
daily mileage, number of horses displaced by each vehicle, 
and period of experience with electrics. 'Lne most experienced 
authority is Shettield Corporation, which has 45 vehicles, used 
for refuse collection, with an average mileage of 20-25, Each 
vehicle displaces four horses, and the Corporation has had 
six years’ experience of electrics. Appendix No. 2 gives notes 
of appreciation of electric vehicles from 37 engineers. 

In introducing the paper Mr. Ayton said that one of the 


‚ greatest obstacles to the successful use of electric vehicles was 


apathy. One case had come before him in which the owner 
of the vehicle had expressed his disappointment with the 
results. That vehicle was returned to the makers, who found 
that 16 had been badly neglected for a long time. That was 
not the way to get good results, and it was unfair to the 
Electric Vehicle Committee, which had worked very hard. 


DISCUSSION. 


Mr. J. A. PRIESTLEY (Cleansing Superintendent, Sheffield) 
said that Sheftield bought its first electric vehicle in 1915, and 
had been adding to them continually ever since. In additiou 
to 45 electric vehicles used entirely on retuse collection they had 
an electric tower wagon for tramway purposes and an electric 
vehicle for taking testing welghts, for weights and measures, 
about the city. Last year they removed 59,000 tons of refuse 
by electric vehicles at a cost of 9s. 84. per ton, against 108. 6d. 
when the work was done by horses. Last year the vehicles 
travelled 193,700 miles, and the consumption of electricity was 
about 14 units per mile travelled. ihe charge was lid. per 
unit, and these vehicles were consumers to the extent of 
250,000 units, which represented £1,400, à by no means emall 
revenue for the electrical. department, especially considering 
that the charging could go on at a time when the demand 
from other directions was small. Therefore it paid the electn- 
cal engineer to afford facilities for charging these vehicles. 
The service at Sheffield was maintained at 90 рег сеш. 
еШеепсу. This could not be said of petrol vehicles which 
had been in use the same length of time. 

Mr. А. J. MAKOWER (Messrs. Mossay & Co.) gave particulars 
of tests carried out by Captain Cable, of tne Westminster City 
Council, with an electric vehicle on refuse collection. Capt. 
Cable challenged the statement by Mr. Ayton that the electric 
vehicle had an assured life of ten years, and sud that the 
evidence in support of that was inconclusive. On the figures 
in the paper the life seemed to be about 64 years. He agreed 
with the author regarding motive power, the present conditions 
were such as to tell heavily in favour of electricity because 
petrol was in the hands of a mouopoly, whereas electricity was 
not. With regard to the loss of working time, the evidence 
in the paper that this was less with electric vehicles than 
petrol was inconclusive. Mr. Ayton claimed in the paper that 
he had received 37 expressions of opinion favourable to electric 
Vehicles, but if the replies were analysed it would be found 
that they could be classified as follows: favourable to elec- 
tricity against petrol, 4; favourable to electricity against the 
horse. 4; general opinions expressing satisfaction with electric 
vehicles of no comparative value, 11; non-committal or no past 
experience, 14; unfavourable to electricity, 3; unfavourable to 
electricity but no statement as to what compared with. 1: 
making a total of 37. These opinions were hardly cou 
clusive in favour of electricity as against petrol. Mr. Makower 
then gave particulars of tests carried out at Westminster. In 
the case of a petrol vehicle the cost was £1,000 and that of the 
trailer £200. The working costs per week were 7s. 101d. per 
ton of refuse collected. The figures for an electric vehic 
Were on the same basis, the cost of the vehicle being 41.46 
and the trailer £200. In this case the total weekly workin: 
cost was £11 115. 6d., or 8s. 2d. per ton collected, showing ap 
advantage of 334. per ton in favour of the petrol vehicle. The 
Westminster City Council, however, was in the position 0 
being able to get petrol at very low rates, and, also, the m 
ditions were exceptional. These figures could not be арг! 
to other districts, where the conditions were different. More- 
over, the price of energy was 2d. per unit in this case, whereas 
in many districts it would be 134, | 
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Mr. H. W. WIGFIELD (Cleansing Superintendent, Islington) 
said that one of the difüculties was that supply was mostly 
alternating current, and a large expenditure was involved in 
putting down the necessary converting and charging plant for 
electric. vehicles. In his borough they had spent 45,000 in 
building a garage, and another £5,000 approximately for plant 
for charging 11 electric vehicles. The cost of running this plant 
was £10 per week, or 155. 2d. per vehicle, in wages alone. 
Moreover, motor generators absorbed а large amount of power, 
and as the Islington Electricity Department charged 23. per 
unit, it was found that each of the vehicles was costing #12 
per week without allowing for maintenance, tires, insurance, 
and driver's wages, or anything else. IIe had sent out in- 
quiries to other metropolitan boroughs as to their charges and 
facilities, and found that seven provided facilities for charging 
at the electricity works, and also on customers' own premises, 
three provided facilities on customers’ premises only, 13 
either did not own electricity works or else provided no means 
whatever for charging vehicles, and four did not reply. The 
prices charged varied from ld. to 24d. in his own district. 
Under these apathetic conditions on the part of local authori- 
ties and electrical engineers it was impossible to compete with 
other forms of transport. The Electric Vehicle Committee 
should see that every large borough and city provided means 
for charging vehicles at а uniform апа economical rate before 
1t asked the public to use these vehicles. 

Мг. Н. G. Wuyatr (Borough Engineer, Grimsby) said he 
spoke, from experience, whole-heartedly in favour of electric 
vehicles. The Superintendent of Cleansing had told him that 
in two months he collected 528 loads of refuse, running 1,848 
miles, or 34 miles per load. With electric vehicles they saved. 
in two months, 1s. 10d. per ton in collection, which was equal 
to & 24d. rate. When the whole scheme got into working 
order he anticipated а saving of something like 28. 6d. per 
ton. 

Mr. А. W. Brake (Borough Electrical Engineer. Willesden) 
said it was essential for salesmen to exercise caution in 
approaching prospective users of electric vehicles, and not sell 
vehicles for work for which they were unsuited. In connec- 
tion with the size of vehicle, they should remember that a 
ö-ton van cost no more for garage accommodation or to drive 
it than a sinaller one, and the advantages of having the larger 
vehicle were enormous. He was running certain 5-ton 
vehicles and a number of 15-cwt. vehicles for house refuse col- 
lection, and on a ton-mileage basis he found that with these 
15-cwt. vehicles the energy consumed was 24 units per ton- 
mile, but the total was 34, taking into account the 
loss in the motor generators. There ,were 14 vehicles 
on house refuse collection in Willesden, and the total 
cost per working day was 49s. 6d., including wages, capital 
charges, and maintenance all round. he loss of time with 
petrol vehicles was out of all proportion to that of the electric. 
Some of his vehicles had. been running 24 years, and he was 
getting 90 per cent. of the original rated capacity of the bat- 
teries out of them to-day. His experience was that it paid to 
have a large battery capacity on the vehicles. Frequent stops 
did much damage to the batteries, and 1n selecting the size of 
battery attention must be paid to the circumstances in. which 
1t was to be used. 

Mr. T. P. WILAISHURST (Borough Electrical Engineer, Derby) 
remarked that very little had been said about the initial cost 
of the vehicles. It seemed to him that the initial cost was 
far too high, and he asked battery makers and chassis makers 
to see if they could not produce something which was far more 
competitive in price with the petrol vehicle. lie saw no 
reason why an electric ‘bus should not be got out for short 
routes which would compete with the petrol ‘bus. Then there 
was need in municipal service for a cheap runabout which 
would compete with the Ford саг, for town work only. He 
had six vehicles on refuse collection, and his experience was 
the same as that of previous speakers. The consumption was 
trom 1 to 14 units per mile, according to the nature of the road. 

Mr. Іл. Ковіхѕох (Borough Electrical Engineer, Hackney) 
said that it was very difficult indeed, until they got some work 
to do, to make a charging station anything but an annual loss; 
the charging station could not be a paying proposition until 
there were something like 100 vehicles to deal with. To find 
the space for that number of vehicles to stand for six or eight 
hours was an expensive matter in London, and the manu- 
facturers must try and get out a type of battery that could be 
charged alone and exchanged. At present the vehicle was 
nearly always charged at its home garage, but it would be 
very much more economical if vehicles could be provided with 
suitable batteries and with motors suitably wound so that 
they could be charged off the standard pressure of the district, 
by means of resistances, and so avoid wasteful motor genera- 
tors. 

Ваше Smith (Glasgow), who presided, commented on the 
backwardness of this country with regard to the use of electric 
vehicles. In 1913.. in Chicago, there were 3.000 electric 
broughams in use, and there was no reason why such vehicles 
should not find a ready application here; they could be charged 
in their own garages during the time they were not in use. 

Mr. AYTON, replving to the discussion, said that he was 
sure Captain Cable would he on the side of the electric in a 
vear or two. Mr. Wigfield had good cause for complaint of 
the prices that were being charged in his borough, and he 
seriously commended to the Islington Electricity Com- 
mittee the desirability of doing something to push forward 
its business on strictly business lines. His experience was 


that the lead battery, under severe service, would last three 
years. It was hoped, however, that the cost of electrics would 
come down, as with every other engineering product, but there 
was no margin to-day to do it, on a profit-making basis. When 
the demand came, prices would come down also. Electric 
‘buses were slow, but an' electric battery bus could be built 
which under normal conditions, not in hilly districte, would 
give speed enough for ordinary conditions. That was usin 

the lead type of battery, which must be used to get goo 

results. With regard to a cheap runabout, he hoped they 
would be able to get it, but it must be remembered that any 
new type of vehicle involved a great deal of expense in design, 
ke. He believed in the future, however, they would get a 
vehicle which complied with Mr. Wilmshurst's requirements. 


The Application of Electricity Supply to Municipal Service. 
By Mr. S. J. Watson, M.Inst.C.E., M.I.E.E. 


To obtain definite information upon tbe subject of this paper 
circulars were sent to 198 local authorities, representing а 
population of 20,103,000; owing to the short time available 
for reply only 108 answers were received. The electric light- 
ing of streets, public buildings, schools, and housing schemes 
is first considered. Good street lighting is a powerful adver- 
tisement for an electricity undertaking, and should be the 
authority's first care, every advantage being taken of each 
definite improvement. The gasfilled lamp now appears to be 
the most suitable for street lighting, anu the suspension of 
Jamps in the centre of roadways 16 a step forward in illumina- 
tion. An important feature of electric street lighting is the 
ability to centralise the control or switching points; by means 
of automatic time switches a considerable saving of labour 
can be effected. One of the reasons for the retardation of 
changing over lighting to electricity has been the inaccessi- 
bility of distributing cables. In many towns there exists an 
understanding that as the cables are extended the street light- 
ing shall be changed. In two of the towns from which 
answers Were received there are no electric street lamps; in 
twelve others the lighting is all electric. In the aggregate 
the figures show that 1,873 miles of streets are illuminated by 
55,632 electric lamps consuming 22,601,000 units per annum, 
while there is 8,635 miles lighted by 245.724 gas lamps. Аз 
regards public buildings it has been ascertained that the 108 
authorities who furnished details use or occupy 2,307 separate 
buildings, of which 1,640 are lighted electrically, and the re- 
mainder by gas. In 42 towns the whole of the public build- 
ings have electric lighting. So far as schools are concerned 
the figures received show that of 3,244 schools 1,158 are 
equipped with electric lighting. Many replies indicate that, 
as soon as the mains are available, additional schools will have 
electric hght. Statistics regarding electric lighting in new 
housing schemes are difficult to obtain, but it is seen that in 
84 towns no less than 41,663 new houses are or will be, lighted 
electrically throughout. It is stated that the average con- 
sumption per house 15 expected to be 104 units per annum. 
It is questionable whether this will cover the cost, but costs 
might be reduced by employing overhead distribution systems 
or by tho introduction of a tariff which would encourage the 
use of electricity for purposes other than lighting. 

The next point considered is the motor power used by public 
utilities. In towns where both the gas and electricity under- 
takings are in the hands of the local authority there is a 
willingness to co-operate. to mutual advantage. In 33 gas- 
works owned by local authorities there are in use 296 motors, 
having an aggregate capacity. of 4.620 h.p.. consuming 
1.918.505 units annually. These аге used in connection with 
machinery for charging and discharging retorts, gas compres- 
«ors and boosters, erushers and elevators, mechanical boiler 
stokers, &c. The supply of water was among the first to be 
provided on à communal basis. In most pumping stations 
low-speed steam engines are used to raise water, but while 
these have -rendered excellent service there are many defects 
in them. They occupy a great deal of space, buildings are of 
necessity large, and replacement of parts, although seldom 
necessary, is expensive. It ijs not possible, however, to give 
definite particulars to show where a steam plant has been 
replaced by an electric pumping plant. although several 
schemes of this kind are contemplated. Motors to the number 
of 72, with an aggregate of 3.480 h.p.. are used in the water- 
works departments of 28 of the authorities circularised. Tram- 
wavs are, of course, large consumers of electricity. The 
1915-19 edition of Garcke's Manual " summarises as follows: 
Number of tramways: local authorities, 171: companies. 103; 
total, 974. Capital expenditure : local authorities, 257,994 .000: 
companies, 21.849.000; total. 482.843.000. Route miles: 
local authorities. 1.705; companies, 1.015; total. 2,720. Annual 
consumption (units): local authorities. 452.260.000; com- 
panies, 115.840.000: total. 568,100,000. Seven authorities em- 
ploy 55 railless trolley cars, using about 1.000.000 units per 
annum. In addition to the transport side, a large amount of 
electrical plant is used in car-sheds for maintenance and repair 
purposes, as well as for rail welding and grinding, &c. In 
the car-sheds of 52 towns there are 302 motors, totalling 
3,130 h.p.. and using 1,762,000 units annually. 

In addition to these main uses of electricity in municipal 
service there are numercus emaller applications. Develop- 
ment in the treatment of sewage is of comparatively recent 
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growth; electric motors have been adapted to a large extent 
for the driving of pumps. screens, air compressors, lime 
grinders, cranes, conveyors, &c. It is possible to give details 
of the experience of two authorities in this connection. These 
authorities installed 13 motors, having a total of 238 h.p., to 
take the place of steam engines and boilers. The annual con- 


sumption is now 364,000 units and 100 tons of fuel, as against. 


3, tons previously. Various other savings, such as in 
wages, repairs, ash removal, &c., have been effected. Allow- 
ing for a charge of 134. per unit and fuel at 40s. a ton, the 
cost now amounts to £2,550, as compared with £6,100. Fifty- 
siX sewage works are using electricity, there being 259 motors, 
totalling 5,851 h.p., installed, with a consumption of 4,522,422 
units annually. As regards ice manufacture and cold storage 
there are 18 authorities using 131 motors, with a total of 
2.780 h. p.; annual consumption, 3,473,000 units. Seventeen 
authorities have public bakeries, using 285 motors, with.an 
aggregate of 1,667 h.p. and an annual consumption of 
679,794 units. In connection with streets and refuse depart- 
ments, town's yards, &c.. the total number of motors installed 
is 347. These have a total capacity of 4,365 h.p., and are used 
for pulverising, brick making, and multifarious other pur- 
poses. The annual consumption of energy is 2,003,901 kWh. 
Electric motors are also used by fire brigades, in public baths, 
and in other municipal departments. Summing up, the aggre- 
gates shown are: motors, 1,881; horse-power, 96,750; units 
eonsumed, 20,638,160. These figures are, of course, exclusive 
of lighting and tramways. The paper concludes with some 
statistics of gas and steam power employed by local authori- 
ties, electric and non-electric vehicles, and electricity supply. 

Mr. Watson said that since writing the paper he had 
received a reply from the engineer of a large urban district 
council, in which it was stated that, owing to the high value 
of the refuse in that district it was possible to generate between 
4 and 41 million units per annum and sell this energy to the 
power company which operated in the borough. In 1919 one 
unit of electricity was generated for 8 lb. of refuse; there were 
some undertakings in the country where it would be difficult, 
with the plant available, to generate one unit for 8 lb. of coal. 
The amount of refuse burned in the case mentioned was 
between 25,000 and 26,000 tons. 


DISCUSSION. 


Mr. F. M. Lona (City Electrical Engineer, Norwich) said 
that electric pumping was being used now instead of gas pro- 
ducer plant for the pumping station. It was the intention to 
use the motor during the night and on Sunday and make it 
entirely automatic, so as to save wages, and it had been 
decided to replace the d.c. motor with a three-phase motor, 
to be supplied from the 6,600-volt supply. It was estimated 
that this would effect a saving of £1,162 per annum. The 
charge for power was ld. per unit, and this would be a very 
useful load for the power station, especially as the pumping 
could be stopped at the time of the peak in the winter. А good 
deal of electric power was being used at the gas works at 
Norwich, although the works did not belong to the Corpora- 
tion. Until recently the works had generated its own power, 
but the works had been almost entirely rebuilt, however, and 
the electricity department had been asked to supply. He did 
not believe in the electricity and gas people keeping at arm's 
length; they could be very good competitors and at the same 
time very good friends. The consumption of the gas company 
was about 40,000 units a year. It was difficult to deal with 
housing schemes because the demand for electricity was very 
small; it was probably less than 100 units per annum in 
Norwich for the small houses. The method adopted in 
Norwich was to collect ls. per week with the rents. That 
was just about suflicient to cover the ordinary use for lighting. 
There was a risk of its being abused if people had unlimited 
use, and therefore meters were being installed, so that after 
100 units per annum the consumer was charged at the rate of 
134. per unit, and if the consumption was less than 100, then 
a rebate was allowed. 

Mr. ALLSOPP (Sales Manager, Bradford) said that all the 600 
houses under the housing scheme in Bradford were electrically 
lighted. The charge was on the basis of 95 per cent. of the 
rateable value and Id. per unit. Tenants were gradually being 
persuaded to use electricity for other purposes, and ld. per 
unit was a profitable charge. The gas works took about 
950 h.p. from the electricity works, and 1t was a gratification 
to know that it was obtained without any pressure from the 
department. There was also 200 h.p. of electric motors at the 
refuse destructor works for concrete making and in connection 
with the disintegrators, &c. Тһе sewage works also used 
power, and in the driving of a tunnel two miles long for an 
extension of the sewage system small electric locomotives were 
used. 

Mr. Н. G. Wuyatr (Borough Engineer, Grimsby) spoke of 
the saving it was hoped to make by pumping sewage electri- 
cally instead of by steam. The present cost was £9,433 per 
annum. but a scheme had been submitted whereby it was 
hoped to do it electrically for £1.952. The work of conversion 
was in course of progress, one of the pumps having been at 
work two months and the other now being fixed. The price 
of electricity was £8 10з, per kW per annum and 1d. per unit, 
and the total charge for power 1n October came out to exactly 
134. per unit. For the housing scheme there was one service 
for four houses. The houses were designed with gas coppers 
and gas fires in two bedrooms. but the demand was regarded 
as likely to be во small that the gas company would not lay 


mains. Metérs were installed in these houses. and s charge 
of Is. per week was made in the summer and 1s. 9d. in the 
winter, but above a certain consumption the charge would be 
by meter, as mentioned by Mr. Long. : 

Mr. A. W. BAnHñAu (Borough Electrical Engineer, Watford] 
said that some years ago his Council started a housing scheme 
with 30 or 40 houses, and there was one service to all the 
houses and a current limiter to each house; a charge of 
3d. per week was made. The owners, however, were putting in 
cookers and radiators, and a current limiter of 60 or 100 watts 
capacity was not of much use, and the Council had been com. 
pelled to lay services to each house, with а five-ampere meter. 
He hoped in this way to increase the supply to these houses, 
but he thought it would be nearer 60 units than 100 units per 
annum, as mentioned in the paper. Не hoped to hire out 
apparatus, and he was working on the Norwich system, 9s. 
fixed charge plus 14. per unit. | 

Mr. WarsoN, replying to the discussion, read a letter which 
he had received from Mr. Fedden, of Sheffield. in which some 
information was given of the developments in Sheffield with 
regard to sewage disposal. In an experimental plant at 
Sheffield it was found that the load factor was over 70 per 
cent., and a very large scheme had been prepared for Sheffield, 
in which two motors of a total of 1,000 h.p. would be nsed, 
and the consumption was estimated at between 5 and 6 million 
units per annum. At the Sheffield gas works there were 
motors of 461 h.p., and a scheme involving the use of a further 
249 h.p. was in progress in connection with the installation of 
vertical retorts. Mr. Watson agreed that the number of units 
per house mentioned in the paper, viz., about 100, was high, 
and in 24 replies received since. thé paper was written the 
average was 78. At Bury the system of wiring was to lay the 
mains round the back of the houses attached to the frame. 
work, under the eaves. One service was run to every two 
houses, as they were semi-detached, and that led to a great 
saving. There had been considerable controversy with the 
Housing Commissioner with regard to putting in electric light- 
ing and gas cooking apparatus, but eventually both were in- 
stalled. Considerable economy had been effected by putting 
in а fireplace in only one upstairs room. In the other two 
rooms plugs were installed for electric radiators, and this had 
resulted in a saving of £30 per house, the plugs costing 228. 6d. 
each. The Corporation had agreed to keep a stock of radiators 
for the tenants. А compound system of charging and meters 
for these houses were essential in order to check wastage. 
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REVIEWS. 


Elements of Illuminating Engineering. Ву A. P. Torre. 
Pp. xi+103; figs. 63. London: Sir I. Pitman & Sons. 
Price 2s. 6d. net. 


This work is a distinct acquisition for those requiring a 
treatise on the subject dealing only with theoretical considera- 
tions. It is usually well written and arguments are suc 
cinctly stated : there is no pretence that it is exhaustive, but 
frequent reference is made to books of greater volume, ю 
that one interested in a particular point and wishing to obtain 
further information thereon is carefully guided to the proper 
source. It must be recognised, however, that the practical 
side of the subject and the possibilities arising therefrom are 
not dealt with, and it is to be hoped that the distinguished 
author will supplement the present volume so that a complete 
and handy reference of theory and applications will be within 
the reach of all. The size of the book is but small, but therein 
lies its extreme utility, and Messrs. Pitman's are to be con- 
gratulated on producing a series of works which will appeal 
to those who desire a technical book which may be carried 
in the pocket without undue bulk, so that it may be digested 
on odd occasions. 

At the outset, Mr. Trotter places before the reader the 
fundamental definitions and laws relative to the subject. and 
while some refer to matters highly theoretical, the clarity of 
expression might be well taken as a pattern by other writers. 
Vision and glare form the next subjects dealt with, and адаш 
one is impressed by the manner in which information 38 
condensed without the omission of salient points. In the 
following pages, which treat upon the emission of light from 
a source, there are statements which might be better phrased, 
especially is this the case with the paragraph at the foot o 
page 20; there is no reason, however, that should prevent 
one's obtaining а full understanding of polar curves. f 
chapter relative to sources of light makes interesting reading 
and contains much information which is of considerable assi% 
tance, though usually omitted from other books on the subject: 
comparisons are made in an unbiased manner and uh 
confidence. It may not be out of place to mention here tha 
trade influence is conspicuous by its absence, an unusual feature 
In а technical work on this subject. ades 

We must confess that the chapter on reflectors and eb 
left us somewhat disappointed. and we do not always "e 
with the statements made. For example, the average ', 
flecting power of porcelain enamel steel appears ы е 
be highly stated (page 48): a dispersive distribution 18. 5 
to our mind, the same or similar to an extensive diste 
tion: so far as the positioning of the lamp in 8 
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direct " unit is concerned, we have always found that the 
lamp 18 best placed so that the filament is level with the rim, 
the resultant ilumination may be very slightly less than the 
best obtainable, but the general appearance of the ceiling and 
room is greatly enhanced. Photometers and photometry are 
handled in a very able manner, without the introduction of 
details of ultra-scientific and little used instruments. The 
chapter on planning enables the beginner to appreciate the 
many methods available for the calculation of illumination, 
and, at the sume time, he will realise the futility of making 
elaborate calculations when the means at his disposal to 
convert the paper results into practice are limited by com- 
mercial exigencies. After an elaborate exposition relative 
to the planning of a layout, the author candidly states of 


course, in practice, the spacing would be accommodated to 


suit the arrangement of tools and gangways." The curve 
(fig. 54) showing the total hours of lighting is capable of 
misconstruction: if the directions given are followed, the 
advent of sumimer-time would appear actually to shorten the 
hours of darkness! ! 

There are other minor errors, but generally they are so 
obvious that they are not likely to be misleading, and will 


no doubt be corrected in future editions: they do not detract - 


from the work, which we can thoroughly recommend. 


Electric Bella, Alarms and Signalling Systems. Ву Н. G. 
WHITE. Second edition. Pp. 113; figs. 75. London: S. 
Rentell & Co., Ltd. Price 3s. 6d. net. 


This little book, which is essentially of a practical nature, 

is mainly intended for the use of the wireman and mainten- 
ance шап, and therefore only describes the apparatus used 
in seen detail to enable its functions to be clearly under- 
stood. 
Commencing with the simplest bell circuits, the author goes 
on to describe the more complicated arrangements in use in 
hotels and other large buildings. The more modern installa- 
tions show clearly the influence of the telephone engineer in 
their design, mechanical indicators being replaced to a great 
extent by relays and signal lamps, which permit of much 
greater flexibility in duplicating signals and meeting special 
requirements. 

Onlv the simplest fire alarm systems are described. A full 
description of any one of the arrangements in use for 
public fire calls would occupy the whole of the book, and as 
these systems are almost invariably installed by the firms 
who specialise in them, the information would not be of 
much general interest. 

The chapter on Mine Signalling Systems has been entirely 
rewrittten for this edition and now includes the most modern 
practice. Owing to the new regulations, introduced in 1914, 
which make it compulsory that the engine man shall receive 
a visual indication of the nature of the signal, most of the 
shaft-signalling svstems have had to be reconsidered, and at 
the same time. improvements have been introduced. The 
author gives a short description of the important features 
of the principal systems. | i 
does not agree with the letterpress, which states that a signal 
given at one point will be repeated at all the other points, 
whereas with the arrangement in the figure, only the answer- 
ing signals will be repeated at all the sections. ; | 

There is a chapter giving very sensible and practical hints 
on the best methods of locating faults, and general precau- 
tions to be taken in carrying out the work of installation. 

The hook as a whole is clearly written in simple language. 
is well illustrated and can be confidently recommended to 
those interested in the erection or maintenance of the svstems 


described. | | 


„speed Influence Machines. By V. E. JOHNSON, 
MEA. bn a 278 93 figs. London: E. & F. N. Spon, 


Ltd. Price 14s. net. 
ht be tempted to con- 


From the title of this book one mig et 
clude that the intluence machine had ceased to ы Дыш ык 
toy. and had become a practical engineering Poe With 
a view obtains but little support from as ye ты much 
one or two exceptions, the machines described’ are 


: a + ments have 
| . ү hich we are familiar, Improve 
on the lines with which we а E le tion of suitable mate- 


been made in construction апе 1 for the 
rials, and also by the substitution of p end ess 
handle and pulleys of the early types. : he considered as 
he done before the influence иеше ee lic production of 
а serious rival to the induction coll for MC 
high-pressure electricity. 

The first part of the book consists o thers, and describes 
early machines of Wimeshurst, „ depende. e 
simply the prine hind illustrate а number, of 
author then proceeas | v him during 
experimental machines which have been made b3 
a series of years. 


a descriptio 


ork invol 


When the amount of Ж ё 
these machines je taken, into КОД have been obtained РУ 
feeling that more valupe e s mifer of models. It is very 


SE шо: this book what de the real outputa 
and efficiencies of the diflerent types ae mé ulties to be over- 
It is true that there are considerable di 


It is noticed that diagram No. 54 


come in the measurement of very small currents at high 
potentials, but even in the case of the power required to 
drive the machines, which could easily be determined exactly, 
this does not appear to have been done. An illustration is 
given of an electrostatic motor which is claimed to develop 
one-eighth of a horse-power, but the only confirmation of this 
claim is the statement that it could not be stopped by pinch- 
ing the axle between the finger and thumb. 

The author gives à number of illustrations of practical ap- 
plications to which influence machines may be put, such as 
electrotherapeutics, electroculture, wireless telegraphy, &c. He ` 
describes at some length an invention by a doctor who 
proposes to insulate the gas pipes in dwelling houses and 
use influence machines for maintaining a positive potential 
at the gas jets, the object being to ionise the air in the rooms. 

The first-mentioned applications are being fulfilled at least 
as well by the induction coil as they could be by the influence 
machine, and it appears unlikely that there will be a wide 
field for either in the ionisation of gas jets. 

A considerable amount of information is given ав to the 
most suitable materials to be used in the construction of these 
machines, and the book will prove useful to those who wish 
to become conversant with the elementary theory or to con- 
struct model machines for teaching or experimental purposes. 


Modern Central Stations. By CHARLES W. MARSHALL, B.Sc., 
A. M. I. E. E. Pitman's Technical Primers, No. 96. Рр. 
115; illustrated. London: Sir Isaac Pitman & Sons, Ltd. 
Price 28. 6d. net. 


This little handbook aims at giving the reader а brief survey 
of the salient features in connection with the design, con- 
struction, and operation of modern steam-driven power sta- 
tions. The author is careful to point out that in a volume of 
this size, it 1s quite impossible to deal adequately with any 
of the numerous details which are inseparable from a modern 
power house, but in the reviewer's opinion, the autbor has 
certainly succeeded in condensing а remarkable amount of 
information within the 115 pages forming the volume. 

The book is conveniently arranged in nine chapters, dealin 
successively with factors affecting the choice of plant an 
site, the coal- and ash-handling plant, the boiler house, the 
engine room, control gear, and protective gear. The remaining 
three chapters deal with station operation, power-house plant 
testing, and an interesting chapter describing the new Dalmar- 
nock power station of the Glasgow Corporation. 

In the chapter on coal- and ash-handling plant, the import- 
ance of close attention to design to ensure reliability is rightly 
emphasised, although the problem of coal and ash plant for а 
modern capital station using low-grade coal on a daily output 
of, say, even а million kWh, is hardly so easy to solve with 


inland stations, as is indicated by the author. 
With regard to engine-room plant, the driving of the con- 
denser auxiliaries is carefully considered, and alternative 
methods are put forward, but the system of half-duty units ‘bas 
not been mentioned by the author. i 
In discussing the question of alternator excitation, no men- 


tion of battery excitation has been made with regard to alterna- 


tive methods. | | " 
The chapter devoted to protective gear 18 а most usefu 
résumé of modern practice, oe ee feels that it 
;reatlv enhances the value of this little volume. | 
не, pages devoted to the operation of central etations and 
power plant testing should prove of interest even to Co Dei 
of ripe experience, and it 18 pleasing to note that пе 2 di 
house comes in for its fair share of attention in these day 


of costly fuel. wer house should 


description of the Dalmarnock po ) 
is. M RUD ae its design incorporates most of the es 
alure of British practice in connection with a mode 
ä age devoted to the biblio- 
11 55 ae Е ences can р Pur 
Edere complete with 15 or Power House Design. 
81 ur . Snell. ‚ | сш 
Ee nc is an a 5 pu 
actice. js well illustrated from pho n 
i a dhe diagrams leave very Ше 15 don 
The book should certainly find a place in pu E 9 1 
students and trained engineers engaged in the vt 


of the industry. 
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NEW PATENTS APPLIED FOR, !92l. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Serton-Joxes, O'DELL AND 
Ѕткрнвмѕ, Chartered Patent Agents, 285, High Holborn, London, W.C. 1. 


29,625. Globes, &c., for electric lamps." 


Е. Barnard and Falk, Stadel- 
mann & Co., Led. November 7th. : 


29,634. '' Means of regulating electric motor cascades." Siemens-Schuckert- 
werke. November 7th. (Germany, December 9th, 1920.) И 

20,685. Starting three-phase induction electric motors." Siemens- 
Schuckertwerke. November 7th. (Germany, December 30th, 1920.) 

29,642. “ Induction motors.” Naamlouze Vennootschap Henpelosche Elec- 
trische en Mechanische Apparatenfabriek. November 7th. (Holland, May 
12th. 

25.08. " Devices for containing electrical conductors, &с.” H. H. Long- 
bottom. November 7th. 


29. 702. Elec tro- magnetic driven generator and switching arrangement." 
EF. E. Elsmere, D. E. Evans, H. Morgan, and A. H. Williams. November 8th. 

39,707. “ Electric beer engine and aic compressor." B. Paterson. Novem- 
ber 8th. 

29,718. '' Comrifugal switch.” 
Co. November 8th. 

29,732. *' Electric switch holders for electric 
November 8th. 

29,752. Electric fuse carriers, 
Co., Lid., and E. Moor. 


W. Fairweather and Singer Manufacturing 


lamps." С. G. Bennett. 


&c."' 


W. T. Henley's Telegraph Works 
November 8th, 


29.254. '' Electric switches." British Thomson-Houston Co., Ltd. (General 
Electric Ce.). November 8th. 
99,756. ‘* Multiplex fuse." Р. G. О, Buch and Jensen Trading Co., Ltd. 


Aktieselskab. November 8th. 

29,777. ‘ Electric installations." J. Bethenod. 
November 8t&, 1920.) 

29,793. '' High-tension cable with paper insulation." Allgemeine Elektri- 
citats Gee. November Sth. (Germany, November 8th, 1920. 

29,822. '' Elxtrolytic production of tubes, ёс." S. O. 


November 8th. (France, 


owper-Coles. No- 


vember 9th. 

20, 848. Electric cables." N. J. Austin. November 9th. 

29,865. “ Electric conductors," W. B. Sayers. November 9th. 

29,868. '' Motor-vehicle electric lamps." A. Bunch. November 9th. 

29,874. "'Bynamo-electric machines." J. H. St. Н. Mawdsley. November 
9th. 

29,880. '' Fish-plate tramway, &c., rails.“ J, Osborne. November 9th. 

29,882. ''Systems of electric distribution." British Thomson-Houston Co., 


Ltd., and F. P. Whitaker. November 9th. 

29,883. '*Méuniinating devices." British Thomson-Houston Co., 
vember 9th. 

29, 885. Electric circuit-breakers.“ Ltd. 
(General Electric Co.). November 9th. 

29,895. Apparatus for supplying electricity to instruments or circuits." A. 
E. Angus. November 9th. 

29,918. “ Signalling in wireless telegraphy.” 
ing. November 9th. : 


Ltd. No- 


British Thomson-Houston Co., 


L. G. Preston and G. Shear- 


29,929. '' Electric adaptor fitting." L. M. Waterhouse. November 10th. 

39,973. '' Carriers for electric storage batteries." J. C. Blake. November 
10th. 

29.979. Therinionic valves." Н. St. J. de A. Donisthorpe. November 10th. 

29,989. ''Insulating elements.” British Thomson-Houston Co., Ltd. 


(General Electric Co.). November 10th. 
29.999. *' Means for mounting and driving magncto-electric machines.“ J. 


White. November 10th. 
29,997. ''Dynamo-electric— machines." С. Ѕотаіпі. November 10th. 


(Italy, November 10th, 1920.) 

30,016. Chains for electroliers, &c."' 
November 10th. 

30,036. '' Telephone instruments." 
Ges.). November 10th. 

30,059. '' Magneto-electric ignition apparatus.“ Ges. No- 
vember lth. (Germany, May 14th.) 

‚065. '' Means for handling loads on electrically-driven trucks." C. D. 

Cuppleditch and J. E. Stott. November 11th. 

30,073. Slings for supporting electric cables." 
Willis. November llth. 


К. D. Best and Best & Lloyd, Ltd. 
J. E. Pollak (Siemens & Halske Akt. 
К. Bosch Akt. 


H. E. Hadwen and H. 


30,087. ''Dynamo-electric generators.“ J. Nevret. November = 11th. 
France, March 3rd, 1920.) 

30,109. *'' Wind-driven electric generators." G. F. Mackay und F. E. Shim- 
well. November 11th. 


30,114. '' Alternating-current electric instruments for 
nism, power factor, phase difference, &c." 
and Thompson, Ltd. November 11th. 


indicating synchro- 
C. L. Lipman, Nalder Bros. 


30,118. '' Electric cut-outs." H. Penfold. November IIth. 

30.121. '' Devices for control of railway trains." А. К. Angus. Novem- 
ber llth. | | 

30,136. '' Devices for causing electricity to be supplied to instruments or 
circuits," A. R. Angus. November 11th. 

30.140. '' Electricity meters." F. Holden and Measurement, Ltd. Novem- 
ber 111. 

30.152. Tapping switches for changing voltage ratios of transformers, 
&c," E. Barton, C. L. Lipman, S. А. Stigant and Johnson & Phillips, Lid. 


Navember Fith. 
30.158. Tapping switches for changing voltage ratios of transformers, &c."' 
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80,2% 3. Sparking plug." E. de Waele. November Lith. 

30,396. "' Electrolytic engine." A. Morrison. November 14th. 

30,302. “ Electrical apparatus tor locating faults in ignition cireuits и 
internal-combustion engines." F. Mead. November 14th. 


30.303. '' Machine for converting alternating into direct electric current,” 
G. F. Baddeley. November láth. 

30.323. Vacuum tubes," Franklin Industrie Ges. and J. M. Schmitter. 
November и. (Germany, January 6th.) | 

30,327. "' Electric terminals.“ British Thomson-Houston Co., Ltd. (белег: 
Electric Co.). November 14th. 

30.337. Electric. switches," A. Н. Mackley. November 14th. 

30,338. ©“ Di niimo-electric. machines. W. B. Sayers. November lth. 

30,353. Electrical heating and cooking apparatus." W. W. Nobbs. Mc 
vember láth. 
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THE UNEMPLOYED MEET: 


Ir is a matter for deep concern that with the Christmas 
season so near at hand, and with winter approaching, 
there are so few indications of any increase of employ- 
ment. Indeed, the last figures circulated show an 
actual increase of unemployment for the week ended 
November 18th, the number of unemployed persons 
growing from 1,789,432 to 1,817,000. But it does not 
do to judge the situation merely by weekly comparisons 
or by statistics only. If we go back to June in our 
‘reckoning we find that the unemployed persons num- 
bered 2,177,899. Many influences are at work making 
for trade revival and more employment due to other 
causes, and we shall not be surprised if the situation 
improves considerably within the next six months. The 
improvement between now and the spring-time is likely 
to be slow, but it should be sure now that factors 
making for reduced cost of production and of 
building and the general cost of living are coming 
more effectively into play. The present terribly 
heavy burdens of taxation, both personal and in- 
dustrial, are a serious restriction on enterprise, and 
any hints from high quarters that these inay be lessened 
at the end of the financial year kindle hopes that new 
enterprises now impossible will become worth while. 
The present indications of falls in cost of transporta- 
tion, general travel, the cost of coal, and even the price 
of the Christmas turkey, are all to the good in making 
for hopefulness. But while according to a German 
motto Hope is the poor man’s bread," hope will not 
keep industry alive and provide employment wherewith 
а man may purchase, through the sweat of his brow, 
substantial bread, rather than depend upon national 
unemplovment allowances. 

It is worse than useless to imagine that the Govern- 
ment alone can put an end to unemployment by provid- 
ing work for all, and that it is its duty to meet the need 
for work by supplying money for maintenance to anyone 
who cares to ask for it from the boundless resources 
which the Government is supposed to have at command. 
That ''the Government’’ as such has any money or 
financial resources is, of course, known bv reasonable 
people to be untrue. The State has nothing except that 
which can be extracted from the pockets of the taxpayer. 
Again, to continually suggest that the Government muat 
find work is mischievous in the extreme, as leading to 
the belief that some kind of relief work, engineered and 
managed bv Government officials, is the only palliative 
for unemployment. 


Having said this much, we are fain to confess 
that it is not easy to suggest, much less to provide, 
a remedy. We conceive, however, that in order to 
get into the proper frame of mind to consider а 
remedy it is best to look at some of the causes of the 
disease, and see whether any of those causes can be 
removed. We do not propose to enumerate them all; 
but there are three of outstanding importance. First, 
the Great War and all its sequele ; second, the fact that 
the trade unions continue to insist on their demands for 
short time and high wages; and third, the artificial 
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Maintenance of wages through the medium of Trade 
Boards. The war, of course, is the chief of these. It 
paralysed trade for a number of years, ruined many 
of our foreign customers, taught people abroad to do 
without our goods or make them for themselves, and last, 
but not least, it gave an impulse to foreign competition. 
We believe that the British taxpayer has been, and still 
is, ready and willing to bear his fair share of the burden 
of providing for the unemployed in во far as the present 
position was brought about by the war; but he is en- 
titled to demand that organised labour and the workers 
themselves shall do their share. If, therefore, the 
Government has recourse to the payment of further 
doles, or to the establishment of relief works in order 
to tide over the present difficulty, the trade unions 
Bhould consent to relax their rules, and the workers 
should agree to the suspension of those regulations which 
now compel employers to pay a minimum wage. It is 
not easy to see how the trade unions can be compelled 
to relax their rules. They did this, to their credit be 
i* remembered, during the war, under the stress of а 
great national emergency. But they do not seem to 
realise that the effects of the war are still severely felt, 
and that, so long as wages are maintained at too high 
а level, and the worker is encouraged to refuse to do 
& full day's work at & reasonable wage, it is impossible 
for the country to recover its trade. In our view, how- 
ever, something can be done by Government to compen- 
sate the taxpayer for the burdens which will have to 
b» imposed upon him if further moneys are to be ex- 
tracted from him. The rules which restrict hours of 
labour and impose minimum wages must be relaxed in 
order to make it possible for employers to carry on 
business at a profit. For it is time that those who 
make such rules came to realise the position of а man 
who, whatever else may happen, is called upon to find, 
at the end of each week, а large sum in ready cash to 
hand over to his workpeople. 

Reports of the cases which are heard from time to 
time by Courts of Referees make it plain that there 
are two causes at work to promote unemployment. The 
first of these ів the minimum wage; the second, the eight- 
hour day and the disinclination of the trade unions 
to allow overtime. As regards the minimum wage, it 
operates thus: Ап employer who is unable to pay it is 
on the horns of a dilemma. If he dismisses his work- 
men and closes his works he throws people out of work. 
If he pays less than the minimum, even by agreement 
with his workpeople, he is liable to be heavily fined, 
and the Ministry of Labour justifies its action in in- 
sisting on observance of the law by saying: ''If one 
employer disregards the minimum wage, it is unfair 
to others who conform to it." It is all very well to pre- 
scribe a minimum wage if it be certain that the con- 
ditions prevailing at the time when the wage is fixed 
will continue; but events of recent months have 
shown that what was a reasonable minimum a short time 
ago has now, in many industries, become wholly un- 
reasonable. But the minimum operates in another way. 
It tends to make the employer dismiss the adult and 
employ the child in his place. Moreover, the fact that 
he will have to pay more when the '' child " passes the 
age of 18 leads to the dismissa) of a number of persons 
who are nearing that age. 

With regard to restriction of hours, a frequent cause 
of discharge is that а man will not work overtime either 
with or without payment for time worked in excess of 
the maximum, whatever it is. Cases from the Courts 
of Referees show that & worker will sometimes refuse 
on his own initiative; but he is more often urged to 
this course by his trade union, whose officials adopt the 
mistaken view that the less overtime is worked the more 
employment there will be for new hands. 
borne in mind, too, that all these rules as to minimum 
wage and restricted hours are at the present time being 
directly enforced bv the Government in this way: that 
if a man is offered work at wages below the minimum 
rate he is justified in refusing it, and can claim unem- 
ployment benefit. Similarly, if а man is dismissed 
because he will not work more than the statutory number 


It is to be . 


of hours, he loses his job through no fault of his own, 
and is entitled to sign on at the Labour Exchange and 
draw 15s. a week for doing nothing. 

In answer to the suggestion that these restrictive rules 
should be modified or repealed it will, of course, be 
argued that they were imposed to prevent sweating and 
other evils; but those are ills of а bygone age which 
have long disappeared. 1% will be said, too, that 
t» remove restriction is to compel men to work for less 
than a living wage; but we venture to think that there 
are thousands of genuine unemployed who would rather 
work for a small sum than be kept from starvation by 
a mere dole which they can have for nothing, and which 
they attend to receive cheek by jowl with wasters who 
have never worked and never mean to work. 


WE believe that there is at the pre- 


Industrial sent time a certain amount of іш. 
Welfare. patience with welfare work, and it is 
manifested both by employers and b: 

workers. It always happens that, when а movement is 


started amidst almost universal approval and рори: 
larity, there is some reaction after the first few years. 
This reaction is generally due to the natural feeling of 
disappointment that more has not been accomplished 
than can be shown. There is a feeling at first that faith 
should move mountains bodily ; but it is at least open to 
question whether the first and most noticeable effect of a 
lively faith ought not to be a quickening of the spirit of 
work towards the end desired. The faith is, that by 
work certain results can be accomplished. 

The first few years of any project are the most difficult. 
It is not very long since industrial welfare began to 
assume its rightful place as a laudable and worthy object 
in commercial business. The Industrial Welfare Society 
held its third annual general meeting on November 3rd, 
1921, with H.R.H. the Duke of York presiding. Не 
expressed a good deal more than a merely conventional 
and polite interest in the work, and afforded one more 
proof, if that were needed, that in the present King and 
his house we have a family of workers who have the true 
interests of all classes of the nation at heart, and who 
seek to advance them by every means in their power. 

The Treasurer of the Society, Sir Charles Wakefield. a 
former Lord Mayor of London, referred to our domestic 
industrial troubles, which are, he said, of a more per- 
manent nature than the transient post-war difficulties 
which, for the time, complicate them. Their perman- 
ence constitutes a feature which makes the patient 
policy of permeation and persistent propaganda (as 
Sir Charles, with a highly successful attempt at explosive 
alliteration, puts it) of such unique importance. 

Lord Invernairn, whom our readers may more easily 
recall as Sir William Beardmore, thought the Society 
might well be more aggressive and less apologetic. That 
is very likely. There are other societies which would do 
well to bear this counsel in mind. No good ever came. a 
we said a few weeks ago, from hiding one’s light under 
a bushel. However, that is by the way. Lord Inver- 
nairn hopes that there will shortly be held a large meet 
ing of employers to consider the possibilities of the wel- 


fare movement in industry, and that the Duke of York | 


will also preside over that meeting. 

It is by patient effort on the part of employers, staf, 
and manual workers, each endeavouring to see an 
appreciate the others' points of view, that progress will 
be made. Each must push with his available strength, 
however small, in the right direction. and the movement 
that will result will be cumulative. Impatience will not 
help. It is of no use to discontinue your efforts, or t° 
neglect the payment of your subscription because the 
benefits to be obtained appear to lie in the rather distant 
future. They тау be rather nearer than they seem, 81 
those will participate in them who have shown their 
worthiness bv continuing their efforts in spife of dis. 
couragement. | 
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TESTS ON INSULATING VARNISH. | 


By W. S. FLIGHT. A.M.LE.E. 


INTRODUCTION. 

Paints and varnishes have been employed for various 
purposes in many industries for hundreds of years. Ia 
course of time 1t was found out, largely by the method 
of trial and error, which particular mixture of gums, 
oils, &c., produced the best result in each particular 
case. A perusal of the catalogues of any large paint 
and varnish manufacturer will show how many different 
classes of varnish are still manufactured for the different 
industries which he supplies. Even for the electrical 
industry, varnish manufacturers do.not appear to be 
contented unless they can list from 12 to 20 different 
varieties. Although these are almost always accom- 
panied by a description of their properties and uses, 
the would-be purchaser is often unable to decide which 
varnish is really the best for his particular purpose. 
As the selection of insulating varnish demands a know- 
ledge of the functions which it is to perform, as well as 
the properties of the varnish itself, the electrical en- 
gineer is often in a far better position to make the choice 
than the varnish manufacturer. 

To ascertain the true properties of the varnish, tests 
are necessary, and these can almost always be carried 
out on & laboratory scale with & small sample of the 
varnish. Ав very little has been published on the subject 


of testing insulating varnishes it is hoped that the: 


following results will be of interest and use to many. 

Insulating varnishes required by the electrical in- 
dustry may be roughly divided into the following 
classes : — 

l. Baking Oil Varnishes.—These require drying for 
three to eight hours at a temperature of about 95 deg. C. 
(203 deg. F.). They have, as a rule, a very high dielec- 
tric strength, great flexibility, and do not become brittle 
by prolonged heating at high temperatures. 

On account of their high dielectric strength and good 
ageing properties, these varnishes are very largely em- 
ploved in the manufacture of all classes of electrical 
machinery. 

2. Air Drying Ой Varnishes.—These are similar to 
No. 1, but are specially prepared to hasten their drying 
properties, so that baking 15 not necessary. They 
usually require about twenty-four hours to become per- 
fectly dry in ordinary atmospheric conditions. They 
have not as good ageing properties as No. 1, and con- 
sequently should only be used when it is impracticable 
to bake the material. This often occurs in connection 
with repair work, and on large apparatus which, on 
account of its weight, cannot be conveniently baked. 
These varnishes are also extremely useful on moulded 
insulation, &c., which would soften if subjected to the 
baking process required for the baking oil varnishes. 

3. Air Drying Spirit Varnishes.—These usually con- 
sist almost entirely of gums dissolved in methylated 
spirits, and will air-dry in two or four hours under 
ordinary conditions. They are more brittle than either 
No. 1 or No. 2, and should only be used on stationary 
parts of electrical machinery. and on apparatus which 
is not subject to extreme variance in temperature. 


TESTS FOR INSULATING VARNISHES. 


_ Although the properties of the above three classes of 
Insulating varnishes are in manv respects very different, 
the same tests mav often be used for each type so long 
as the results obtained are interpreted in relation to the 
functions which the varnish is required to perform. 

Some of the tests about to be described are only re- 
quired when a very thorough investigation is to be 
carried out, or when some special property of the varnish 
18 to be ascertained. | 


1. Drying.—For this and other tests different experi- 
nienters have employed different materials on which to 
place the varnish. Copper foil, cotton cloth and various 
papers have been often used in this connection, but as 
the object of the tests 18 to ascertain the properties of 
the varnish it is very desirable that the films of the 
varnish should огт the greater part of the materials 
being tested. It is also desirable that the varnish should 
be tested on fibrous materials, as it 18 on these materials 
that it will be used in practice. For these reasons 
0.001 in. Japanese paper has been found to be а very 
suitable material when used in this connection. 

When the varnish is supplied by the varnish manu- 
facturer it is usually thicker than is required by the 
electrical industry, and in order that its viscosity may 
be reduced to a good working value the neat varnish 
should be thinned down by the addition of a thinner 
recommended by the varnish manufacturer. 

When the varnish has been thinned to the required 
viscosity pieces of jap. paper about 4 in. square are 
dipped into it, hung up in the air and allowed to dry, 
They should be so placed that they are free from draught, 
but should not be boxed in as ап abundant supply of 
air is necessary to oxidise the varnish, and so convert 
it from a liquid to a solid state. If it is known that the 
varnish is an air drying one, the sample should be 
examined every half-hour, and the time recorded when 
the varnish about the centre of the paper becomes dry 
to the touch. If the varnish is a baking one there is 
little object in carrying out the test in air, except that 
it is easier to examine the samples than when they are 
placed in an oven. With baking varnish, however, a 
test should always be made in an oven and the samples 
removed at the end of each hour, cooled to air tempera- 
ture and examined, until dry to the touch. The tem- 
perature of the oven for these tests should, of course, 
be as near as possible to that of the ovens in which the 
electrical apparatus is to be baked. If comparative tests 
only are required, a temperature of 80 deg. C. has been 
found to be the most convenient for laboratory investi- 
gation. 

2. Ageing Test.—Pieces of jap. paper should be 
treated as for test No. 1, dried for the length of time 
found necessary by that test, and then given a second 
coating of varnish, draining the pieces in the opposite 
direction to the first. After drying the second coat of 
varnish the paper should be suspended in an oven main- 
tained at a temperature of 80 deg. C. to 90 deg, C. 
It is most essential that this oven, and also the oven 
employed for ascertaining the time of drying. should 
be so constructed that a slow but continuous flow of air 
may pass through it. A metal oven containing a number 
of }-in. holes, evenly distributed over the top and 
bottom, and having electrical heating units placed in 
the bottom, has been found satisfactory for carrying 
out these tests. 

From the time required for the varnish to dry it 
can be predicted whether the ageing is likely to be а 
matter of hours or of days. If the former, the samples 
should be examined every hour, bur if the latter, daily 
examination will be sufficient. For the purpose of this 
examination the samples are removed from the oven, 
cooled to air temperature, and then bent over through 
180 deg., so that the paper is flat on itself. At first the 
bending will have no effect whatever on the samples, 
but in course of time the varnish will become so brittle 
that when the paper is doubled over and pressed 
together it will break in two pieces. When this occurs 
the varnish is said to be ''aged," and the extra time 
of heating beyond the time required for drying is taken 
as the time to age. In order that the paper shall never 
be bent twice in the same position, & small piece should 
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be cut from the sample and the bending test performed 
on that rather than on the main sample. 

3. Dielectric Strength.—As the dielectric strength 
of all insulating materials depends largely on the thick- 
ness of the material, pieces of the U.001-in. jap. paper 
should be cut, dipped in varnish, dried, and re-dipped 
a number of times until the total thickness is increased 
to 0.005 in. The pieces should aiways be drained in 
the opposite direction to that in which they were drained 
after the previous dipping; this will then produce a 
uniform film of varnish on both sides of the paper. 
Although the dielectric strength of freshly dried varnish 
is of importance, it is even more important to know 
the dielectric strength of the varnish after it has been 
subjected to extra heating such as it will experience in 
an electrical machine. Two batches of papers should, 
therefore, be treated for the dielectric strength tests, 
one batch being tested immediately after drying and the 
other after heating the paper at 80 deg. C. for about 
half the time of ageing of the particular varnish. 

The dielectric strength test is usually carried out by 
laying the varnished paper on a flat sheet of brass, and 
using а piece of brass about 1 in. in diameter as the 
top electrode. About 1,000 volts should be applied and 
maintained for one minute and then increased to 2,000 
volts, which again should be increased at the rate of 
1,000 volts maintained for one minute until breakdown 
occurs. In order that reliable figures for dielectric 
strength may be obtained, at least five, and preferably 
ten, breakdowns should be obtained on both the dried 
and the partly-aged papers. 

4. Acidity.— The oils and gums used in the manu- 
facture of insulating varnishes are liable to contain 
organic acids, some of which readily attack copper, 
although they do not appear to have as destructive an 
action on fibrous materials. It is difficult, and of no 
practical value, to ascertain the acidity of liquid var- 
nish, and it has been found most convenient to determine 
the acidity on the pieces of jap. paper after the above 
tests have been carried out. During the ageing test the 
varnish is continually taking up oxygen from the air, 
and consequently its chemical composition is changed. 
This often results in a decrease in the acidity, and for 
this reason it is usual to conduct acidity tests on both 
the freshly-dried and on the aged papers. 

The acidity test is carried out by cutting a known 
weight of the varnished papers into pieces about j in. 
square, and boiling these for four or five hours with 
water or methylated spirit. (If the latter is used a 
blank titration has to be made to allow for the acid in 
this spirit.) The percentage organic and inorganic 
acids are determined by titrating with a standard 
alkali, employing the usual indicators for the organic 
and inorganic acids. 

5. Oil-resisting Properties.—If the varnish is intended 
for use on oil-immersed apparatus, it is of the utmost 
importance that the varnish should be capable of with- 
standing the action of hot insulating oil. The resist- 
ance of the varnish to hot oil depends on (a) the ingre- 
dients from which the varnish is made, and (b) the 
extent to which the varnish has been oxidised. Most 
of the baking linseed oil varnishes will withstand hot 
oil provided they are thoroughly dried before being 
immersed in the oil. On the other hand, even the best 
oil-resisting varnishes will give bad results on the oil 
testa if the varnish is not thoroughly dried before the 
samples are immersed in the oil. For the purpose of 
this test, the most reliable results are produced by 
winding а small coil (say, about 2 in. cube) and dipping 
in varnish while hot. After being thoroughly dried the 
coils are immersed in insulating oil and maintained 
at а temperature of 80 deg. C. for 100 hours. While still 
immersed in the oil they should be removed from the 
oven, cooled to air temperature, and the oil and coil care- 
fully examined. If the varnish has satisfactory oil- 
resisting properties, the oil should still be clear and 
the coil free from any deposit or roughness. In certain 
cases it has been found that, due to chemical action 
between the oil and the varnish, the coil has become 
covered with a thick film of deposit, almost like a bac- 


teria growth, which in places may be as much as} in. 
thick. It is essential for this test that non-sludging 
transformer oil should be employed, and even with these 
oils the heating will produce darkening in colour. In 
order that there may be no doubt, as to whether any de. 
posit or darkening in colour is due to the oil or to the 
varnish, a blank test should be run consisting of oil only, 
without the addition of any coil or insulation. The re- 
sults can then be judged with reference to this control. 

6. Sticking Qualities.—The insulating varnish jg 
often relied upon to cement the wires and insulating 
material together. This property of the varnish can 
be ascertained by winding а small coil as for tbe oil. 
resisting test and dipping it, after thorough drying, 
into the varnish. After baking for the required period, 
the coils should be cooled to air temperature and then 
cut in half with a hacksaw. If the sticking qualities 
are good the cutting can be done without seriously de- 
forming the coil, and, after the coil is sawn in half, the 
adhesion between the various layers and turns can be 
readily ascertained. The test also enables the extent 
of the penetration, and also the internal drying pro- 
perties, to be determined. 

T. Softening Temperature.—V arnishes which are re- 
quired for use on armatures and other rotating parts 
must not soften at the operating temperature of the 


machine or they will be liable to be thrown from’ 


the winding during service. When it is required to 
ascertain if the varnish will be satisfactory in this 
respect, а piece of copper weighing about 1 lb. should 
be coated with the varnish, dried for the required time 
and then placed in а 100-deg. C. oven for half an hour. 
It should then be removed and examined with a knife 
blade to see if the varnish is soft and tacky or still firm 
and hard. 

8. Thermal Conductivity.—Another of the functions 
of insulating varnish is to assist in the transmission of 
heat from the inside to the outside of the coil. For this 
test & coil should be wound as for test No. b, and dipped 
in the varnish after being thoroughly dried, and the 
varnish dried as usual. During the time the varnish is 
drying, an unvarnished coil should also be placed in 
the same oven so as to drive off any moisture it contains. 
As soon as the coils have been cooled to air-temperature 
after this drying, they should be connected in series 
and a current passed through them of such a value as 
to raise their surface temperature to approximately 
80 deg. C. When a steady temperature has been reached 
the ohmic resistance of each coil should be obtained, 
from which the temperature rise can be calculated. 


REsvuLTS OBTAINED. 


In order that the suitability of the varnish for any 
particular purpose may be determined from the above 
tests, а number of results are given below, which will 
enable other results obtained in like manner to be more 
easily interpreted. 

1. Drying.—Air-drying linseed oil varnish, when 
tested in the manner described, usually takes from 12 to 
24 hours to become dry to the touch. Spirit varnishes 
are dry as soon as their volatile solvent has been evapo 
rated, which usually takes from one to three hours. 

Baking oil varnishes require from three to six hours 
heating at 80 deg. C. for the jap. paper to become dry 
t» the touch. 

2. Ageing.—Baking oil varnish should not age in 
less than 100 hours. The results of a number of tests 
on varnishes of this description are given in Table I. 

Air-drying oil varnish should not age in less tu? 
40 hours. 

Spirit varnishes are often brittle as soon as they RIS 
dry, and no satisfactory ageing tests can be carried out 
on varnishes of this type. 

3. Dielectric Strength.— Table II shows a large num: 
ber of results obtained on different insulating varnishes. 
from which it will be noticed that the dielectric streng, 
varies from about 2,000 to about 200 volts per mil. 
A baking-oil varnish cannot be considered satisfactor? 
unless its dielectric strength when tested in the mann" 
described is at least 1,000 volts per mil. 
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Air-drying oil varnish has usually a lower dielectric 
strength, particularly after ageing. Its dielectric 
strength, however, should not be less than 800 volts per 
mil. As spirit varnishes are so easily cracked it is very 
difficult to obtain consistent figures with this class of 
varnish, but if the tests are carefully carried out the 


TABLE I. 
RESULTS OF DRYING AND AGEING TESTS ON INSULATING 
VARNISHES. 

Class of MET, Time to | Time to | Time to 
varnish, Tm 182 0. 80 o Жс. 
1. Baking ...| A clear cloth varnish  ...| 18 hr. 3 hr 75 hr. 
i „ coil M No.1| 18 , | 3 „ 340 ,, 

5 ; ge, 2| 18 „|3, 170:,, 

n si А „ 31 40 „| 3 „ | 230:., 
" „ 4| 14, 3 54 „ 

: А black .. А „ 1| 12 „| 24, 59 „ 
* LH 9 9 39 2 200 9 12 9 1000 MU 
' . “ „ 3500 „ 12 „ | 900,, 
, oe as mm 4 14 E 8 57 300 э 
,* ge ge 9 LU 5 70 (E) 7 79 500 9 
, 0 = э +9 6 43 ? 14 ” 160 99 
2. Air drying A clear coil varnish No. 5 24 „ 3 „ |200., 
" „ 1 ” 55 6 18 " 3 5 200 » 

. A black ., „ 7| 12 „2, 5 „ 

” ” ` ** LE] 8 14 *, 3 » 3 , 

** * ^ 1 9 12 57 3 *5 3 ” 

A clear core plate varnish | 24 „ 3 „ 126 ,, 

m A black . „, s 14 „3 „, БИ 

" Hard drying oopal varnish| 10 ..| 3 ,, 1300, 

3. Spirit .. Black finishing No.1  ... 3 „ Io min 3. 

» 9 99 , 2 ese 3 ” 15 ” 2 ” 
99 9 3 3 7 10 ** } 

" E „4 pde „| Ihr. d 

2 Shellac varnish ... "E 2}. 10 min.] 2}, 
x Anti-sulphuric enamel ...| 12 ‚| hr. A 5 
" Mica sticking varnish  ... 1 , | min 1 „ 


results should show a dielectric strength of not less than 
700 volts per mil. 

4. Acidity.— In Table III are given the acidities of 
a considerable number of varnishes of each of the three 
classes mentioned. From the electrical point of view, 
the acidities should, of course, be as low as possible, 
but as varnish makers do not appear to be able to make 
a satisfactory insulating varnish without some acidity, 


TABLE II. 
RESULTS OF DIELECTRIC STRENGTH TESTS ON INSULATING 
VARNISHES. 
Dielectric, strength. 
Class of varnish. Description. 

Before After 

ageing. | ageing. 

vim. : V/m. 

1. Baking 1A clear cloth varnish we | 1,610 | 1.550 
„ „ coil 6 No. 1 1,490 1,500 

“ „ T Е 2 1.210 1,770 

75 < 8 a „ 3 1,770 2.000 

i АИ! » „ 4| 1,140 870 

T А black . m sd 1,440 660 

; E: „ 2] 1,060 | 1,430 

" ^ (Z) 55 » 3 \ 370 510 

ji йз d | „ 4] 1,000 | 1,200 

„ T e 77 „ 5 P 580 1 960 

E S i „ 6| 1250 | 1,680 

2. Air Drying | A clear coil varnish. No.5...| 1,360 | 1,330 
- РОИ" „ 6 1,280 | 1,600 

* A black ., T „7 640 580 

ay 99 m 5 50 8 1.250 260 

» RON NEN M 280 280 

„ Clear core plate 7 re 870 870 

ә B PIE" we =.. | 1860 | 1,610 

2» Hard drying copal ... ..| 1,580 1,780 

3. Spirit ... | Black finishing. No.1... 250 250 
" T ~ „ 2 ene 840 840 

» ае “6 "E. T 117 117 

" ix ds „ 4 24 1.250 260 

« Shellac varnish 750 700 


. Anti-sulphuric enamel 5 140 140 
70 Miea sticking varnish еее 


it would appear reasonable to accept as suitable var- 
nishes which do not have a higher acidity than the 
average figures given in Table III. 

5. Oil-resisting Properties. Provided the ooils have 


been well baked before being placed in the oil, the oil 
containing the coil should be just as free from sediment 
after the heating test as a sample of oil which has been 
subjected to the same heat and has not had any contact 
with varnish. The baking-oil varnishes are usually 
found to be the best oil-resisting varnishes. The air- 
drying and the spirit varnishes are not as a rule so 
satisfactory in this respect, although some of these two 
classes of varnishes are suitable for use in oil-immersed 
apparatus, provided the temperature of the oil does not 
exceed 50 deg. C. 


TABLE III. 
RE&sULTS or Aciprry Tests ON INSULATING VARNISHES. 
i idi 
| o Corm of BOX 
Class of varnish. | Desoription. = 
t 
. ~Clear coil varnish. No.3 .. 
Black oil | Bla. aa 
varnishes. ы. Т? Ye * : 5 " 
| ғ » * 6 
| Average к 
Clear coil varnish. No. 7 .. 
Air drying ur ns " „ 8 .. 
oil varnishes. Black ,, - „10 . 
Hard drying copal ... " 
Average bs 


Black finishing. No.1 
' Shellac varnish ia 
. Mica sticking varnish 
Black finishing. No. 5 
Average 


Spirit 
varnishes. 
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6. Sticking Qualities Test Results.—With the baking- 
oil varnishes it is always difficult to thoroughly dry the 
varnish which has penetrated beyond the first coil. This 
is due to the fact that the oxidation of the film of varnish 
on the outside of the coil prevents the varnish 
inside from taking up oxygen, and so prevents it from 
changing from a liquid to a solid state. It has often 
been found that the quicker the varnish dries outside, 
the slower it dries internally. After cutting the ооп 
open in this test the adhesion can be readily ascertained, 
and is best compared by a parallel test on some insulat- 
ing varnish which is known to be satisfactory in this 
respect. Air-drying oil varnishes and spirit varnishes 
have usually better cementing properties than the baking 
varnishes. | 

7. Softening Temperature.—Shellac and many of the 
gums employed in varnishes have a softening point of 
about 70 deg. C., and consequently varnishes made from 
these gums are not satisfactory for use on rotating parts. 
There are, however, other gums having higher softening 
points, which when incorporated with suitable oils form 
a varnish capable, when thoroughly dried, of remaining 
firm at a temperature of 80 deg. C. 


TABLE IV. 
THERMAL CONDPUCTIvITT TEST RESULTS. 


Temperature rise. 
Current — — Porcentage 
through ooil. difference. 
Unvarnished coil. Varnished coll. 
1 ampere 17:3? C. 16°5° C. 57 
2 „ TT C. 70° C. 9:0 
25 „ 123° С. 110° С. 105 


8. Thermal Conductivity.— Table IV shows the resulta 


of some tests carried out in this connection, from which 
it will be seen that suitable varnish materially assists in 
reducing the temperature of the coil. The actual per- 
centage difference between varnished and unvarnished 
coils depends upon the size and type of the coil employed, 
and the results of this test are best interpreted by com- 
paring the figures with other figures obtained on an 
exactly similar coil with an insulating varnish which 
is known to be satisfactory so far as thermal condue- 
tivity is concerned. i 
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ARMATURE. BANDS. 
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Ву L. BURSTOW. 


STRANGE as it may seem at first, there is no doubt that 
considerably more than half the number of armature-band 
failures are traceable to the bands being made of wire too 
large in diameter. 

The reason that such wire is frequently used, especially 
on high-speed machines, is probably due to the fact that 
in putting bands on the armature to prevent the windings 
rising, due to centrifugal force, one is apt to overlook the 
fact that the stress on the bands due to the centrifugal 
force is not only not the only stress, but, in addition, is 
not the greatest, especially on small and medium-size 
machines. | | 

On these armatures the greatest stress is that due to bending 
the banding wire round the armature, and as, on a given 
armature, the stress increases as the diameter of the 
banding wire, it will be seen that it is possible to put on a 
wire which is stressed beyond its elastic limit before any 
additional stress due to centrifugal force is thrown on it, 
and it is obvious that any wire so stressed and subject to 
alternate heating and cooling, as a banding wire is, is 
bound to have a limited life, and sooner or later must fail. 
It is, therefore, the writer’s intention in this short article 
to show how the most suitable diameter of banding wire for 
a given armature can be found—that is to say, the 
diameter of wire which will give the lowest total stress. 


Let D = mean dia. of winding in inches ; 

w = weight of copper in winding in lb. ; 
N = revs. per minute of armature ; 
(| = dia. of banding wire in inches; 
L = total width of bands in inches ; 

w/L = weight of copper per 1 in. of band = ; 
D, = dia. of core in inches; and 

L|/ = number of wires in bands = n. 


Now centrifugal force = ‘0000141 рул? and area of 
one wire = y d?/4; | 
therefore, the stress tending to burst the band must equal 


i? L 
(000014 р w м) / A * 2 т "n 


and this equals (00000288 D w n?)/d ; 

that is to say, with a given armature with a certain width 
of bands, the stress per square inch grows as the diameter 
of the banding wire becomes smaller. Then, in bend- 
ing a wire around the armature the outside is increased 
by and the inside decreased by d m; that is to кау, 
that in (D, + d) т there is a stretch of d m, and, as d ів 
very small compared with D,, we can, for all practical pur- 
poses, say that this stretch takes place in р, т; that is to 
вау, in D, there is d stretch. 

Now, the stretch or extension is a measure of the stress, 
and steel wire stretches about ‘0009 in. per ft. per ton; 
therefore, the stress = (2,240 x 12 %% 0009 D) in 
pounds. This equals (30,000,000 d) Di. 

There is one other stress: that due to its own weight. 

The weight of a single turn of wire is equal to 
m (|4 X Dj X X 283, so the centrifugal force equals 


| i | 
(0000141, x E рут X '283 x (= х 2 г) 


and this equals 000002 р? м. 

Now, taking the max. speed of а banded armature ав 
9,000 ft. per minute or 150 ft. per sec., at this speed 
DN = 34,000. Therefore, at this speed the stress 


= 000002 х 34,0002 
= 2,100 lb. per eq. in., 


and this can be neglected, as at this speed the bands would 
from other sources be stressed to at least 100,000 lb. per 
sq. in., and, as can be seen, this is under 2} per cent. of 
that figure; therefore, all we have to concern ourselves 
with is the other two stresses. | | 

Although the breaking strain of the best banding wire is 
about 300,000, the elastic limit is about 150,000 lb. per 
py. in., and this must not be exceeded; in fact, the total 
stress, where possible, should be kept under 100,000. 


We have already shown the st: ess due to centrifugal force 
and I think it is obvious that the tension put on the wire 
when banding must be greater than the tension eet up in 
the wire due to the centrifugal force, otherwise directly the 
tension due to centrifugal force exceeded the initial tension 
there would be movement of the coils owing to the bands 
stretching, and once there is movement (other than that due 
to heating and cooling, which one cannot control) of coils 
then, especially in a machine which changes speed frequently, 
such ав а сгапе motor, it is only а matter of time before 
the insulation breaks down. 

In order to be quite on the safe side, it is advisable to 
make the initial tension about one and a-half times the 
tension due to centrifugal force; this will then allow for 
the machine speeding up slightly for various causes, such 
as light lcad, &c. 

The total stress then becomes 

00000425 р w n3/d + 30,000,000 d p, 
and the stress will be found to be lowest when these two 
are equal. Now, taking а number of standard machines by 
various makers, I find that the weight of copper per 1 in. of 
band approximates very nearly to D; therefore, making ux 
of this, we get, if we take D equals р, 
total stress = *00000425 D,? &?;d + 30,000,000 /. 
and noting that D, N for 80 ft. per вес. (which is about 
the highest peripheral speed a standard machine would be 
expected to stand without increasing the bands) is 15,300, 
we get 00000425 x 18,300 |1 + 30,000,000 / 
= 1400/4 + 80,000,000 4%, 
and the stress will be found to be at ite lowest when these 
two are equal— 
that is, 1,400'd = 80,000,000 %: 
| И? = p,[21,400.; d = y р/150 approx.; 
then 7150 gives best dia. of banding wire for standard 
machines. This gives a stress of 125,000 at 80 ft. per sec. 
on 10 in. dia., and this stress will be greater on diameters 
smaller than 10 in. So when the speed exceeds 80 ft. per sec. 
the width of bands should be increased to suit, and when 
this cannot be done the band should be put on in two or 
more layers to get the required number of turns, taking 
care that each succeeding layer is put on with a tension 
less than the previous one, otherwise the inner layers become 
slack, and the whole tension due to centrifugal force 
thrown on the outer one. A very good rule is to drop the 
tension 20 per cent. on each layer. 

Of course, all the remarks only apply to the final bands 
and not to the preliminary bands, which are put on to bed the 
winding well down. These, of course, can be larger, and 
the initial tension can be as large as the wire will allow. 
I think if the points brought out were kept in mind when 
getting ont bands for high-speed machines, we should beat 
very little of band failures. 


Leader Cable for Aircraft. Admiral Fournier hx 
communicated to the Académie des Sciences an account gf 
successful tests of apparatus for tne guidance of aeroplanes t 
their aerodromes by night or in fog carried out at Vi 
coublay by Lieutenant Loth, of the French Navy. Lieut 
Loth has devised a similar device to the Leader ” cable 
for aeroplanes which adds less than 10 lb. to the жеш 
the machine. On the ground there is a guiding cable with 
an alternating current of 600 cycles per second. In the 
machine there are three receiving devices. One of them tè 
cords а deep and loud musical sound—which the pilot be^ 
with the aid of ear-pieces fixed in his helmet—so long 4 50 
machine is flying parallel with the cable. The sum 
diminishes when the direction of the machine makes А 
angle with the cable, and ceases altogether when the direction 
is at right angles to the cable. The secend spiral records ү 
loudest sound when the machine is flying at right anzi " 
the cable and ceases to record when the aeroplane is РОГ” 
parallel. The sound recorded by the third spiral vae A; 
cording to the distance of the machine from the cable, rhe 
it stops the moment the machine crosses the cable. e 
sounds can be caught as high up as 10,000 ft. and for 3 T^ 
and a half on either side of the cable.—The Times. 
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"HANDS OFF" THE ELECTRICAL INDUSTRY. 


Sir Peter Rylands's Speech en German Super-Power Stations for England. 


We had not before us last week, when our leading article 
оп *' Hands off the Electrical Industry ’’ was written, 
a verbatim report of the speech delivered by Sir W. Peter 
Rylands at the meeting of the Federation of British In- 
dustries. -A very full account of the proceedings ap- 
peared in the Bulletin of the Federation, and in view 
of tbe extreme importance of the subject, we are now 
placing an record below the parts of the speech in which 
Sir Peter's dangerous suggestion" was described. 
We also quote the views expressed by The Times Trade 
Supplement, and extracts from a speech by Herr. 
Rathenau follow. In our concluding paragraphs we 
quote from an important speech delivered by Sir Robert 
Horne, the Chancellor of the Exchequer, on Monday 
last, in which Sir Robert showed that the danger to the 
electrical industry was recognised by, at any rate, some 
of our political leaders now in authority. 


— —— — 


Sir Peter Rylands bad been delivering а lengthy 
speech dealing with the objections to the indemnity in 
its present form, and the need for the form of 
Germany's payments to be controlled, and he proceeded 
tə discuss ways in which German energy might be di- 
verted into what he regarded as useful channels. He 


continued as follows: — 


I suggest that if we could impose on Germany, by agree- 
ment with our Allies, the obligation to build raliways under 
our direction and control—docks, harbours, or any scheme of 
development which had reasonable prospects ot being selt- 
supporting in the near future and could be handed over under 
some terms to the country benetiting—l suggest that by this 
policy we should be diverting German energy into a channel 
which might be of enormous benefit not only to Great Britain 
but to the world at large. 

I know suggestions of that kind have been received with a 
little doubt because it has been thought that they would give 
Germany opportunities of peaceful penetration into some new 
country, but I submit that if that course were found practic- 
able, and if we could carry out such work under the direction 
of the Allies, by Allied engineers and to the Allied specifica- 
tions, it would redound much more to the credit and the moral 
benefit of the Allied nations than to the hewers of wood and 
drawers of water—the Germans who would be performing the 
work. I do not want to particularise too closely, but one can- 
not shut one's eyes to the fact that Russia 15 a country of 
enormous potentialities, one of the granaries of the world, а 
country with almost boundless possibilities, а country whose 
development has very largely been arrested by the failure of 
its Government in the past. It is true that at the moment 
the political position of Russia is very ambiguous, but there 
are reasons for thinking a change is taking place, and 1 do 
not despair entirely of the possibility of the Allies taking some 
portion of Russia in hand, with the consent of the Govern- 
ment, and developing it, always having in view the object of 
the rehabilitation of Russia, not exactly as a political nation, 
but as а source of supply of food and agricultural produce of 
al kinds. That is a line of thought as to the possibility of 
developing the waste places of the world in connection with 
this indemnity in directions in which, as I suggested, there 1з 
no early probability of the work being put in haud in a normal 
way: | 

Now we come to the reflection whether there is not some- 
thing we could do to cheapen our own cost of production to 
our own friends. It must be admitted tbat in almost any 
work, whether it be of the character I have been hinting at, 
or in the direction upon which I now propose to speak, it 
would be possible for British manufacturers to suggest that 
work is being done which they themselves were not incapable 
of performing. I would beg that we do not examine this 
problem with too particular a criticism of that kind. Always 
let us bear in mind the converse of the proposition—the alter- 
native that we have to face. If the reparations are uncon- 
trolled, we have to face competition from Germany in iron, 
steel. machinery, electrical plant, textiles; every single com- 
modity which it makes, and in which we too are interested, 
will be flooding the world, at prices which must defy competi- 
tion as а natural economic consequence of the situation. бо 
zupposing it is a fact that certain of these alternatives might 

e considered to involve the use of commodities which we 
ourselves are capable of producing, we must always remember 


the alternative of the peril which British industry would run 
from the absolute uncontrol of German payments in goods. 

I will put my dangerous suggestion first: Some two or three 
years ago a Committee was appointed by the Government to 
consider the question of electrical power, and it was reported— 
and I believe that all.of us manufacturers are sensible that it 
is 80—that it was a lamentable fact that throughout the whole 
of industrial Britain the power units were small in size, very 
many in number, and widely divided in control; that there 
was no real ethciency in the production of power. It was 
recommended that it would be desirable to consolidate these 
plants; in some way to erect ш each district a great euper- 
power station: which would enable the manufacturers of that 
district to obtain their power at the lowest possible cost at 
which power on the largest possible scale of production could 
be made. ‘That recommendation was received, generally speak- 
ing, with approval, but it was obviously open to very serious 
objections. One of the objections. perbaps the most serious, 
was that it would involve the scrapping of such an enormous 
amount of plant that the capital loss involved would more 
than outweigh the benefits of the new installation. That was 
perfectly true, and a not altogether unfair criticism, but there 
was always this further ditüiculty : that whether that were 
во or not, the cost involved was so heavy that under existing 
conditions it was quite inconceivable that any local authority, 
the Government or anybody, could provide the millions of 
money that we required in order to advance a scheme of the 
magnitude which was in mind. | 

Now, gentlemen, I am confident that there was а great deal 
in the suggestion that if we could arrange that the power that 
was produced in any particular industrial centre over a large 
area was centrally produced with the greatest economy of fuel 
and the most efficient production, it would be possible for us 
to have our power at а very much lower cost than 1t costs us 
to-day. This problem has come to the forefront all the more 
because of our anxieties with regard to coal. The price of coal 
is undoubtedly excessively high, and with the high cost of 
railway transport the cost of our power is correspondingly 
exaggerated, and, speaking for myself, I should be prepared 
to go as far as this: I should be prepared to say that it would 
be in the interests of this country for the Government to lay 
down in every industrial centre in this country, the very best 
super-power station at the complete expense of Germany, and 
with a zero capital cost to this country. I believe that if 
any of us who are dependent upon power in this form could 
imagine the whole of the existing municipal and other plant 
in our own district scrapped and its place taken without а 
penny of extra charge, by a super power station of the mag- 
nitude contemplated, I am satisfied we would feel an enormous 
sense of relief both from the point of view of the probable 
cost of that power to ourselves and that of the advantage of 
having an indefinitely large supply always open to us in case 
of need. Now it is possible that certain electrical interests 
would at once protest. In replv to that I would like to sug- 
gest. first, that there 1s no earthly prospect of this thing being 
carried out otherwise under existing conditions, if ever. On 
the other hand. supposing it were carrie] out, and the benefit 
which we are promised accrued, electricity would become the 
cheapest power in this country, and every manufacturer would 
at once order motors in order to avail himself of the cheap 
power that had been provided. 

I suggest, gentlemen, that this is a field of inquiry. well 
deserving of examination, and I mention 16 because 16 seems 
to me it would involve very large sums of money. and if the 
same policy were pursued by France and other of the Alhed 
nations, I can conceive that the amount of orders that would 
be placed with Germany in satisfaction of requirements of 
this kind might reach such magnitude that it would make a 
large hole in the moment that it has to pav. The result 
would be that instead of German competition making an addi- 
tion to our difficulties, 16 would be a German force that would 
reduce our own cost of manufacture, and contribute to that 
extent to our prosperity. I mention the electrical question 
without desiring to dogmatise. I am not an electrician, nor 
an electrical engineer. I use electrical power, and as a user I 
appreciate verv highlv the importance of low cost per unit, 
just as I deprecate most seriously the present extraordinarily 
high price that I have to pay. If I can see, by any arrange- 
ment of this kind, a reduction of the unit cost to something 
like the figure I think it ought to be, I am satisfied it would 
рау my firm very well to use electricity more than it does 
to-day. ae 7 

Once уси have accepted the principle. providing the advan- 
tage to the manufacturer is sufficient to outweigh апу dis- 
advantages resulting from the possible loss of business. it does 
onen other possible avenues. , For instance, one might mention 
tbe Channel Tunnel. | 

Some discussion followed, and in his replv thereto Sir Peter 
Rvlands thanked those present for their sympathetic reception 
of his statements, and said that the useful comments made 
would be carefully considered by the Reparations Committee. 
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He quite appreciated that there was a distinction between 
work to be done in Germany and the actual work of erection. 
The labour in relation to the material would obviously vary 
very much in different jobs. It was doubtful whether it would 
be consonant with the wishes of the people of this country 
that the Germans should come over here and do the work. 
The method adopted would be, in the case of electrical instal- 
lations, which he had instanced by way of illustration, to order 
the machinery from Germany, but leave the installation to 
the labour on this side, as the labour cost would be small in 
comparison with the cost of the plant. On the other hand, 
if a railway were being put down in some distant part of the 
world where the labour cost was high in relation to the ma- 
terial, it would seem advisable to impose upon the Germans 
the ordinary contractor's liability of arranging for the pay- 
ment of the people employed. That payment would have to 
be made out of export of goods from Germany, but it would 
be a direct charge on Germany so far as the material was con- 
cerned, which at all events would employ a certain amount 
of the German exportation, and pro tanto liquidate their 
liability under the reparation. It would not seem desirable to 
lay down hard and fast suggestions or to go into too much 
detail, but it would be reasonable to demand that where any 
work of this nature was undertaken, the interests in this coun- 
try which were likely to be affected by it should be consulted 
in order to obviate any charge that British interesta had been 
neglected. 


The Times Trade Supplement, in its leading article on 
" Reparation Payments (December 31d. 1921), makes the 
following comments on the above matter :— 


Sir Peter Rylands, the outgoing President, suggested 
central euper-power stations and the Channel Tunnel.. . . It 
в urged that unless subsidised in this form many excellent 
and ultimately protitable enterprises will be indefinitely post- 
poned, and it has been argued that the erection of the plant, 
the preparation of sites and other work incidental to such pro- 
jects would find employment for a great mass of British 
iabour. Against this argument there is the obvious objection 
that to divert the industrial capacity of our late enemy into 
activities connected with the manufacture of engineering and 
electrical installations would tend to foster in Germany those 
very industries most likely to be useful to her in the event of 
another war. Already our own engineering trades are finding 
it difficult to secure enough contracts to keep a portion of their 
plant and staff occupied. Indeed, the Government, to a chorus 
of general approval, recently decided tu set aside 425, 000. 000 
for the purpose of assisting enterprises which had as their 
object the trection of reproductive works which in the present 
state of finance would not otherwise be undertaken, and this 
policy was deliberately adopted for the relief of unemploy- 
inent. Yet however attractive it may appear to get some- 
thing for nothing, the Government will indeed be shortsighted 
if it does not take into account those ultimate consequences 
which in the life of & nation far outweigh in importance im- 
mediate advantages. Timeo Danaos et dona ferentes. The 
lessons learned in the fourth form room seein to have been 
forgotten by many of riper years. . . . When the scales fell 
from the еуез of the British nation in :he opening months of 
the war men recognised the past subtlety and ingenuity of 
the German rulers, not only in regard to their military policy, 
but in the steps which had been taken to undermine the in- 
dustrial position of their neighbours and particularly of the 
British Empire. Men saw then what would have been the 
real cost to our commerce of cheap dyes and chemicals from 
Germany; they recognised that even cheap ocean freights, if 
granted with the design of driving the British mercantile 
marine off the seas, would have brought about our undoing ; 
995 saw at last why Germany had secured the monopoly of 
such key industries as the manufacture of hosiery needles, 
ARDOR and optical instruments. What is blinding them 
now 

In those days of stress everybody realised the sinister pur- 
pose of Germany's commercial policy. To-day the depreciation 
of the mark is undermining British trade. Many persons 
believe that the financial policy of Germany since the Armis- 
tice has been designed with no other object. Last week the 
discovery of 150 new guns in Germany was announced; this 
week a further 400 new howitzers have been reported. Can 
such evidence be safely ignored? . . . The safety of the realm 
must be the first consideration of all patriotic citizens; and 
however great the temptation to secure reparation from Ger- 
many by enabling her to rehabilitate her most formidable in- 
dustries we trust that there аге still sufficient men of character 
and intelligence among our Ministers to resist the proffered 


gifts and to refuse to entail upon our Cescendants the legacy 
of future strife.” 


It may be interesting if we reproduce here from the 
Economic Review of October 14th part of an address delivered 
by Herr Rathenau at a largely attended meeting of the Asso- 
ciation of German Industries held in Munich on September 
2th. He was speaking on his recent conference with M. 
Loucheur at Wiesbaden with reference to Germany's pay- 
ments in kind. The following report appeared in the 
Kolnische Zeitung (September 29th) :— 

"It is to our interest not to have to obtain further gold 
values on such a scale, but to deliver material values. The 


problem for us is one of replacing payments in gold by pay. 
ments in kind. On the other hand, it cannot be a mier A 
indifference for us as to what industries are to undertake the 
heavy tasks demanded by French reconstruction. It goes 
without saying that the French industries will secure for them. 
selves a considerable part of the work. Their capacity how. 
ever, has its limits. The French Minister for the liberated бу. 
tricts has pointed out to the French industries that they would 
be injuring themselves were they to devote all their energies 
to the work of reconstruction, since in that way they would 
vanish from the world's markets. It would appear that the 
French industries have recognised this, and that they intend 
to leave us a large share in the reconstruction. For us this 
question 1s very important, not only because by such services 
economic relations are engendered and extended, but also be. 
cause it is still difficult to predict what amount of employment 
there will be in the industries of Europe during the next few 
years. At the moment we have no unemployment: on the 
other hand, the factories are not in a position to satisfy all 
claims made upon them. That is due to the terrible depre. 
ciation of the mark. When once internal conditions have 
again been stabilised, and should the mark rise again, it vill 
be impossible to foretell whether we shall still have the same 
amount of employment. In view of the peace conditions and 
of the ultimatum, the amount of employment in foreign сош. 
tries for the next few years will be extraordinarily small. Our 
economic system is busily employed to-day and we shall make 
technical advances, such as only a busily employed economic 
system can make. For that reason a mutual agreement with 
our neighbour States is essential. The idea which has 
dominated the agreement with France with regard to pay- 
ments in kind is that in the domain of special goods required, 
of machinery, of plant on a large scale, free trade shail pre. 
vail, and that only a system of reckoning shall be created 
which will make it possible for French manufacturers to pur- 
chase from German manufacturers on the basis of free agre- 
ments, and to book the goods thus acquired to the reparations 
account.. . . No greater service can be done to Germany's 
economic system than by producing from home raw materiak. 
Whoever enables us to dispense with foreign raw materiais 
deserves the civic crown. This point should be seriously con- 
sidered by our economic leaders. Germany won her great 
economic position not by wealth, not by her geographical situa- 
tion, but by forces which are still operative to-day : organisa- 
tion, discipline, scientific knowledge, work, and a strong sense 
of duty. If we retain these forces our economic system vili 
revive, no matter what burdens other nations to-day threaten 
to impose upon us. In the long run it is not wealth and 
political power that decides but moral power and moral will. 


The Chancellor of the Exchequer (Sir Robert Horne), speak- 
ing at a meeting at Manchester on Monday, commented on 
the case against payment in kind as follows :— | 

It was suggested that Britain should, like France, obtain 
some portion of her reparations by means of payment in kind. 
That was the principle of the Loucheur-Rathenau agreement. 
But we were in a very different position from France m 
regard to this. The paymente in kind which were to be Ue 
by Germany to France were connected with the devastate 
regions, and there was work to be done, in restoring villages. 
which were wiped out of existence, which could not be accom: 
plished in any near period of years, though all the labour in 
France were devoted to the purpose. Accordingly * 
possible for Germany to make payments in kind to France 
without interfering with the ordinary course of French em 

loyment. 
us The situation was very different with us. For the most 
part the things Germany could give us in the shape of zi. 
ment in kind would be just the kind of articles we could ja i 
ourselves. There were one or two commodities like к ie 
sugar from which we could obtain a certain amoun A 
paration by payment in kind, but all that those iid n 
yield was a mere bagatelle in relation to the amount DEA i 
would be offered payments іп kind in such things аз uu. 
machinery, locomotives, rolling stock, and 80 on. d ipn 
was going to be the effect upon our own trade and 1 mi 
under these circumstances? (Cheers.) These were p ile 
things which we ourselves manufactured and upon і, ic 
very existence of many of our workpeople depended. 


—— € —Á—— n — 


THE HELSBY TWIN WIRING SYSTEM. 


. . tal 
Ix view of the interest that is taken in the subject С St at 
sheathed wiring systems it is not appropriate system d 
that the advantages claimed for the twin TII iber · 
British Insulated & Helsby Cables, Ltd., are that в are fe". 
pensive; (2) easily and rapidly erected, fitting and emal 
it is adaptable and substantial, loose “с in appeal’ 
loose parts are practically eliminated ; (3) ine decorations 
ance and does not detract from that of SUE i sheathing 
(4) that efficient electrical continuity of the me clamp of the 
of the cable is secured by the use of & bonding uired to ud 
same metal; and (5) that no special tools are Ted 
erection. 
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The system is suitable for either a d.c. or an a.c. supply. 
and comphises single, twin, or three-core cable, together with 
a range of fittings and accessories. The single wire is of 
circular section, but the twin and three-core cable is of flat 
section, and the overall dimensions bave been kept small, so 
as to assist unobtrusiveness when erected on tbe surface. 

The metallic sheathing of the cable is composed of a special 
alloy of sufficient strength to provide, it is said. a good pro- 
tective covering for the cable without impairing its flexibility, 
and, at the same time, to prevent it sagging between properly- 
spaced points of support. Moreover, it is claimed that the 
whole system can be quickly and cheaply erected with a mini- 
mum of labour and without the use of special tools; that it 
presents a neat appearance when installed, and complies fully 


Fic. 1.—Tue HELSBTY Junction Box. 


with the requirements of the I.E.E. Wiring Rules, fire insur- 
ance companies, and electricity supply authorities. 

The high-conductivity tinned-copper conductors are insu- 
lated with pure, vulcanised, rubber and taped so as to possess 
distinctive colours; the cores are sheathed with a solid-drawn 
tube of special metal alloy, and the test pressure employed is 
1,000 volts alternating for 15 minutes after 24 hours’ immer- 
sion in water at a temperature of 60 deg. F. The three types 
of cable named above are made in a variety of sizes, their 
approximate overall dimensions varying from 0.209 to 0.58X 
eu in., and their weights from 3.2 to 34.85 cwt. per 1,000 
yards. 

Generally, tinned brase fixing clips and saddles are used, but 
for cleating cable in damp situations it is recommended that 
a metal strip of approximately the same composition as that of 
the cable sheathing should be used. The junction box is illus- 
trated in fig. 1, and comprises a tinned brass back-plate and 
cover and an annular bonding clamp. The back-plate is placed 
inside the latter, and the whole is secured to the wall by means 
of а screw through the hole in the plate The bonding clamp 
is provided with four slots, so that it may be used as a two-. 
ihree, or four-way fitting, and continuity of the metal eheath- 
ing of the cable is secured by ecrewing down the small clamp- 
ing pieces on to the sheath. The metal alloy of which the 
honding clamp is made is of the same composition as that 
used: for sheathing the cable, and when it is necessary to 


Ес. 2.— THE HELSB T Вохріма Bar. 


use а larger cable than 7/029 in. flat twin, the slots can be 
easily enlarged without the aid of special tools, a pocket knife 
being all that is necessary. The fitting is supplied with all 
the loose screws and parts assembled, and it is never necessary 
to remove any of them completely; the long nuts embedded 
in the bonding clamp practically obviate the trouble ex- 
perienced with stripped screw threads, while the cover for 
the fitting is simply sprung on to the base portion. 

The universal bonding clamp is similar to the annular one, 
but it has no back-plate or cover. It is suitable for use under 
wood pattrasses, the latter being specially recessed for the 
purpose, and have an imitation walnut finish. Porcelain insu- 
lated connections are used with the junction box, and the bar 
for bonding the metal sheaths of cables together at distribu- 
tion boards, which is illustrated in fig. 2, normally has six 
spaces for cables, but may be cut up and used in shorter 
lengths when necessary. The earthing clips are suitable for 
fixing to metal pipes or a similar medium, and are adaptable 
to any size. For securing clips. saddles. &c., to any sort of 
material, Rawlplugs are used, while it is recommended that а 
protective steel covering should be placed over the cable in 
eituations where there is a risk of mechanical damage, and to 
support it where it crosses ceilings, &c. 


, Foreign Glassware.—The Times states that the forthcom- 
Ing inquiry into the application of the glass industry for pro- 
tection under Part II of the Safeguarding of Industries Act 
5 ы much шее Selling prices of foreign 
n London are sai 
5 N be equal to, and in some 


THE EAST MIDLANDS ELECTRICITY 
DISTRICT. 


THE above-named district was preliminarily delimited by the 
Electricity Commission about а year ago* in connection with 
the proposed re-organisation of the supply of electricity there- 
in, and we understand that а conference of the authorities 
concerned has made considerable progress during the last few 
weeks with the consolidation of a scheme covering a wide 
area of the East Midlands and affecting jointly the public 
authorities of Nottingham, Leicester, Derby, Burton-on-Trent, 
Loughborough, Mansfield, Long Eaton, and Newark, the 
project providing for the establishment of four main generat- 
ing stations, one at each of the first four named places, with 
possibly a fifth station of smaller size at Newark; the whole 
providing for plant approximately of a total capacity of 
500,000 kW. After long preliminary discussion between 
representatives of the several bodies concerned, an application 
has now been submitted to the Electricity Commissioners for 
the establishment of a Joint Electricity Authority. The Not- 
tingham Corporation, which has obtained the consent ef the 
Commissioners for its own echeme of independent supply, 
involving the construction of a large generating station in 
the neighbourhood of a colliery and contiguous to the river 
Trent at Clifton, close to the municipal boundary, has ex- 
pressed approval of the joint scheme, being satisfied that it 
cannot adversely affect the city’s interests, and it is proposed 
to accord it support at the local inquiry which is shortly to 
be held, provided that the interests of the Corporation are 
not adversely affected by any proposed amendment. 

It has been suggested as an outcome of conferences between 
the several authorities, that the Joint Authority shall con- 
sist of 20 members, 12 to be appointed by local authorities 
supplying electricity in the district as follows: the cities 
of Leicester, and Nottingham, the county boroughs of Burton- 
on-Trent, and Derby, two each; the boroughs of Lough- 
borough, Mansfield, and Newark, and the urban district 
of Long Eaton, one each; one member each to be appointed 
by the County Councils of Derbyshire, Leicestershire, and 
Nottinghamshire; one member to be appointed by the com- 
panies supplying electricity in the district, viz., the Derby- 
shire and Nottinghamshire Electric Power Co., and the 
Leicestershire and Warwickshire Electric Power Co.; two 
members to be elected by the railway companies purchasing 
electricity from the Joint Authority or one of its constituent 
members, and two members to be elected by other large 
consumers of electricity. In addition to the proposal as to 
the erection of new main stations, provision is made by the 
scheme for the existing stations in the smaller towns to 
continue in operation until it is economically practicable to 
replace them by a bulk supply from a main station. In the 
first instance it is not proposed that the Joint Authority should 
take over any of the stations, but as the demand for elec- 
tricity extends in the area between the several main stations, 
it may be necessary for the Joint Authority either to take over 
a station or stations, or to link up such stations to enable 
them to give a supply of electricity in the intermediate area. 
As to distribution, it is proposed that the areas of distri- 
bution of local authorities shall be extended considerably 
beyond their present boundaries, and that the Derbyshire 
and Nottinghamshire Electric Power Co., and the Leicester- 
shire and Warwickshire Electric Power Co., shall continue to be 
the distributing authorities in the areas covered by their respec- 
tive provisional orders. It is also intended that the Melton 
Mowbray Electric Light Co., Ltd., shall continue to be a 
distributing authority within its présent area, and that the 
Joint Electricity Authority shall exercise distributing rights 
in those parts of the district which are not served by any of 
the before-mentioned authorities. The area which the com- 
mittee suggests, should be the extended area for the supply 
of energy by the Nottingham Corporation is as follows: The 
urban districts of Arnold, Beeston, Carlton, Hucknall, and 
West Bridgford, and parts of the rural districts of Basford, 
Stapleford, and Bingham. When sanction was given by 
the Electricity Commissioners to the Nottingham Corporation 
for the erection of the new generating station on the banks 
of the Trent, it was made a condition that the Corporation 
should, if required by a Joint Authority and if so directed 
by the Electricity Commissioners, transfer euch station to 
the Authority upon the terms mentioned. The scheme fur- 
ther provides that the expenses of the Joint Authority shall 
be met and defrayed by (1) the proceeds of the sale of elec- 
tricity and revenue derived from the business of the Joint 
Authority ; (2) grants from the Imperial Exchequer made upon 
the recommendation of the Commissioners, and (3) such 
contributions as may be made by constituent authorities. 
Provision is also made for capital and revenue accounts, bor- 
rowing powers, &c. 

The Nottingham (Guardian points out that Ald. E. Hunts- 
man, chairman of the Nottingham Electricity Committee 
9 chairman of the conference which has submitted the 
scheme. 


— ——9 
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Tue following is a summary of certain portione of the report 
on Japan by Mr. E. F. Crowe (Commercial Counsellor), and 
Mr. С. B. Sansom (Commercial Secretary), at Tokio, to which 


"reference was made recently ш our editorial columns.“ 


- During the years 1914-15, while other countries were con- 
suining capital wealth and piling up colossal debts, Japan, 


thanks to successive favourable trade balances and a virtual 


monopoly of the carrying trade on many routes, developed 
from a debtor into a creditor country. Ihe total increment of 
wealth derived by her from international transactions is esti- 
mated at from 2,500 to 3.000 million yen, say 4250, C00, C00. 
he amount of money, whether in currency or credits, was 
more than trebled, but there was not а corresponding increase 
in the volume of commodities produced or imported for home 
consumption, nor was there any sensible enlargement of ser- 
vices (e. ., communications) as distinct from goods. The con- 


 eequence was an increase of prices to about three times their 


pre-war figure, and a speculative boom which lasted into 1920. 

The story of the subsequent and rapid collapse is too well 
known to need recapitulation. Depressed conditions persisted 
until June, 1921, when some signs of recovery became 
apparent. Complete recovery inust depend, as did the de- 
pression, to a large extent upon the conditions in Europe. It 
was not due to any fundamental defect ш Japan's economic 
position, but arose from an excess of money which could not 
be turned into goods. The intlation in Japan, though accom- 
panied by the sume evils, was not of the sume nature as the 
inflation in European countries, for ıt represented а real 
increase in wealth, and not an artificial creation of credits. 

The Governor of the Bank of Japan recently urged that this 
weulth should not be hoarded, that costs of production should 
be reduced so as to stimulate export trade, and that stocks 
bought at war prices should be written off. 


No line was more overdone than metals, 
and many firms who had had little ex- 
perience in this direction made huge specu- 
lative purchases. l'or this reason, and 
owing also to a great increase in domestic output, stocks have 
continued very heavy. 

The Imperial Steel Works at Yawata have been producing 
satisfactorily as far as quantities go, but at too high a cost, 
and as reductions in price have had to be made in order to 
allow of competition with imported goods, the works are said 
to be once more running at a loss. 

Japan suffered from the need of iron very badly during the 
war, when her shipbuilding yards and many other plants were 
held up for lack of necessary materials. The protits to be 
inade out of iron at the prices then ruling seeined so attrac- 
tive that a great many works were started, some of them on 
а very extensive scale. 

Many works have gone under, so that, on the whole, the 
outlook for Japan's iron and steel industry is not promising. 
and yet, if Japan wishes to attain a position of eminence in 
the manufacturing world, she must have cheap iron. 

Notwithstanding this fact the authorities consider that it is 
necessary to encourage domestic production, and have accord- 
ingly increased the tariff to an ad val. duty averaging about 
15 per cent. Drawbacks, however, will be granted on iron 
and steel used in shipbuilding and other specitied industries. 

Great results are expected from a new invention for making 
pig-iron from iron sand, which has recently been patented by 
a Jupanese scientist. The laboratory experiments are said to 
have satisfied the military authorities, and it is alleged that 
work on а commercial scale will be commenced soon. It is 
estimated that from this iron sand, of which there are enor- 
mous deposits, pig-iron can be produced at a cost of 30 yen 


per ton. 
In spite of the increased production 

The Market of machinery. especially of electrical 

for machinery, in Japan, the import continues 

Machinery. to grow, and it 1s safe to prophesy that the 

| more her industries develop the more 
machinery she will purchase from abroad, as it will be a long 
time before she is in a position to supply all her requirements. 

In 1919 and 1920 she bought machinery and parts to the 
value of 89 and 110 million уеп respectively, and for the first 
eix months of 1921 she imported 65 million ven's worth, so 
that the returns for the whole year should undoubtedly 
register a record. : 

In 1914 the United Kingdom enjoyed nearly 50 per cent. of 
the business, and Germany and America shared most of the 
balance between them. 

The following table shows how the business was divided in 
1919, 1920, and for January-May, 1921 :— 


The Metal 
Trades. 


Year 1919. Year 1970.  Jan.-June, 1921. 

1,020 yen. 1,000 yen. 1,900 уеп. 
United States 66,866 13,536 39,418 
United Kingdom ... 16.144 28.423 21.634 
Sweden | 2.455 2,262 1,613 
Switzerland ].314 565 995 
Other countries 2.221 5.214 4.340 
Total 89.000 110.000 68.000 


5 ERE He ИС 
* Department of Overseas Trade, Jupan,” 1921, price 28. 
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JAPAN AFTER THE GREAT WAR. 


It will be seen that the British share is gradually advance. 


1g. 
Switzerland and Sweden, who figure so prominently, owe 
their place chietly to the machinery required tor the big һуйу. 


‚ electric plante, in which there has been а great boom in 


recent years. Japan is very well supplied with rivers, and in 
view of the advance in the price of coal, it is only natural that 
the attention of power consumers should have been turned to 
water. | 
The water turbine machinery for the various plants eye 
cuted and on order since January, 1920, up to the end of 
June, 1921, amounts to about 260,000 b. h. p. machinery ordered 
abroad, and 150,000 b.h.p. machinery made in Japan. [n 
addition to this another 250,000 b.h.p. was to be ordered during 
this year, including the 190,000 b.h.p. plant of the very big 
Formosan Hydro-Electric Co., a scheme which is of a sew. 
Government nature, and which will supply power to the 
whole of Formosa, ; 
І One of Ње most interesting features of 


Proposed the year has been the large number oi 
Electrical amalgamations of electric companies that 
Amalgamation. have taken place. Ihe Minister of Com- 


munications 18 said to be in favour of a 
proposal for bringing under one management all the electric 
companies in Japan. If this were possible the concern would 
be one of the largest in the world. As a preliminary step a 
great many minor mergers have already taken place of com- 
panies operating in diflerent districts. The Associated Elec- 
tric Power Co. (capital 100 million yen) is composed of three 
leading companies, and will absorb three more, thus having 
control] of Central Japan. The Tokio Electric Co. will take 
over four or five more companies, and will increase its capital 
to nearly 200 million yen. In the Hokkaido the Fuji Electr: 
Co. has absorbed five other companies. In Kyushiu an amal- 
vamation of all the big and small companies operating in tbe 
island 15 under consideration. 


The Government's railway electrification 
plans have been modified owing to financial 
stringency. Under the original scheme a 
semi-official electric power company was to 
be formed in Tokio with a capital of 100 million yen. The 
programme has been approximately halved. The work now 
contemplated will take about five years, and will be looked 
after by an electric bureau, which has been newly created in 
the Department of the Imperial Railways. 

The present electric tramways, which are under the 
Imperial Railway Department, have а mileage of only % 
miles, but a further 177 miles will be electrified by 1936. There 
is also a scheme for the construction of a high-speed electric 


Electrification 
Schemes. 


railway between Tokio and Nikko. 


—— ee ee ED 


Public Contracts for the Netherlands East Indies.—The 
Commercial Secretary to H.M. Legation at The Hague has 
submitted to the Department of Overseas Trade a report on 
the subject of tenders for public contracts in the Netherlands 
East Indies. In the case of contracts for materials for publi 
works, railway material, dredging plant, cables, construc- 
tional iron and steel and the like, foreign firms may lodge 
tenders with the Colonial Office at The Hague without tbe 
necessity for local representation in Holland. Аз regards 
contracts for the supply of general merchandise, and articles 
of miscellaneous description, however, public tenders are mM- 
vited by the Colonial Establishment at Amsterdam, and are 
accepted only from firms having properly accredited repre 
sentatives in the Netherlands. For the purpose of this re 
gulation it is eufficient for the firm to have 1n Holland an 
agent of good standing, that is to say, that the foreign a 
tendering need not be actually ‘‘domiciled”’ in the Netherlands 
The Commercial Secretary adds that this limitation of the m 
of acceptance is intended to serve as a protection, in the ede 
dispute and to ensure, as far as possible, the enforcement | 
penalties in the event of breach of contract. The Netheraneo 
Government does, nevertheless, from time to time, 11955 
foreign firms having no agent in the Netherlands, to | 
directly for miscellaneous goods. These tenders are a 
private tenders, to distinguish them from public ш K 
rules governing which are outlined above. The Depar i 
of Overseas Trade will be pleased to suggest suitable d 
to United Kingdom firms not represented in the она 
on receipt of details of their requirements, quoting the ге“ 
ence number 11,962/F\W. 


Concerted Action to Safeguard the Electrical doce 
The Electrical Section of the Newcastle-upon-Tyne | tries 
of Commerce has discussed the Safeguarding of Im mite 
Bill, and passed the following resolution: This а to 
recognises the necessity of some strong concerted 9 0 cate 
safeguard the electrical industry as a means of helping ; 
the present serious unemployment, and to OT ae 
effect of unfair competition arising out of the he importi 
currency of certain European countries. and of the 

tion of goods below the cost of production.. 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


‘Readers are invited to submit partioulars of new or improved devices and apparatus, which will be published 
if considered of sufficient interest. 


The Hall-Mark " Copier. | 


The production of blue prints, which is an essential function 
of large engineering firms, and especially electrical concerns, 
can be a very ‘tedious process. A means of printing which 
combines speed with efhciency is, therefore, to be welcomed. 
Such a means is provided by the Hall-Mark printing 
inachine, designed and made by Messrs. B. J. НАШ, & Co., 
LTD., Chalfont House, Great Peter Street, S. W.1. Fig. 1 is an 
end-view of the machine, which gives a good idea of the main 
features. А " Hall-1horkelin " lamp is made to move to 
und fro in a glass bend or trough. Passing under this trough 
is an endless canvas sheet stretched tightly over three rollers. 
''he printing paper and tracing are inserted between the can- 
vus and the glass, and are taken through at a speed adjustable 
to a fine degree. The motive power for both the lamp and the 
canvas is provided by a j-h.p. motor. ‘lhe speed of the can- 
vas is adjusted by two methods. First there is а two-speed 
gear box operated by a gate lever. On this the higher speed 
18 twice the lower. Fine variations are made by altering tbe 
position of the driving belt upon two conical pulleys. А 
countershaft in the base of the machine is rotated by means 
of. the enclosed gear, and from this shaft a double chain ex- 
tends to a sprocket wheel at the other end of the machine. A 
stud on this chain forms a limit to the travel of the lamp, 
and when it reaches the wheel, the direction of travel is 
changed by а simple but ingenious reversing movement. The 
“ Hall-Thorkelin " lamp, which forms a part of this machine. 


is worthy of special mention. As will be seen from the line . 


drawing, fig. 2, it has a scissors-type arc, giving a powerful 
shadowless light with a current consumption of about 10 А, 
enclosed in a-glass globe approximately 6 in. in diameter. The 
carbon-feeding movement is actuated by a solenoid, which 
moves а counterweight attached to the holders. Ву this 
means 3 feed of four or five inches is obtained. In addition 
to these main features several refinements are embodied in 
the machine. А chest at the rear contains a roll of printing 
paper, and this may be brought up to the point of entry 
through a slot. When it is desired to clean the lamp or to 


Fall Mar, 
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Fic. 1.—Тнь ‘' HALL-MARK ” COPIER 


renew carbons, an extension of the runway in which the lamp 
moves 18 provided at one end, so that the lamp can be brought . 


out clear of the machine. and all parts are accessible. The 
overall (floor space) dimensions of the machine are, roughly. 
7 ft. by 5 ft. With electricity at 5d. per unit it is calculated 


that from 50 to 120 or more double-elephant prints can be 


made in an hour at a cost of 10d. 


The“ Vincent Fuseboard. 
TRE VINCENT SWITCHGEAR ` MANUFACTURING -Co., Balsall 


Heath, Birmingham. is manufacturing a hinged fuseboard. . 


This fuseboard (fig. 3) 18 made up of the well-known 

Vincent fuse element, of the Home Office pattern, having 
all live parts well shielded with best English porcelain. These 
elements are mounted upon an angle-iron frame, which is 


fitted by means of a double hinge to the iron case. and сап. 


be easily swung out by the removal of one screw. This swing- 


Fic. 2.—THe HALLI-THORKELIN Авс LAMP 


ing out method is not new, but it is claimed that the fitting 
of a double hinge is new. This obviates the possibility of 
the fuse element near to the .hinge becoming smashed in 


swinging. The angle-iron frame is well japanned, and not 


Fic. 3.—THE " VINCENT " FUSEBOARD. 


vulnerable to climatic conditions. These boards are at present 
made with from 2 to 12 ways, double and triple-pole, from 
15 to 100 A per way, also with pull and push" ty 
switches. The London agents for this apparatus are the 
Enterprise Manufacturing Co., Ltd., and others are located 
in various parts of the country. 


A New Lamp Guard. 


In a new lamp guard recently patented by Mr. ROBERT , 


EMEnsos, '' Glenmay," West Crescent, Darlington, the usual 


ElecRev 


Fic, 4.—A New Lamp GUARD. 


method of fixing is not employed. As will be seen from fig. 4, 
the guard is attached to the lamp itself This arrangement. 
apart from the convenience of placing the lamp in, or remov- 
ing it from, the holder, acts as a protection for the lamp at 
all times. The construction of the guard is amply illustrated 
in fig. 4. Any size of lamp can be provided for. 


ya ED 


The Blackburn Electric Locomotive —CORRECTION.—With 
reference to our note on page 705 of our November 95th 


issue on the above subject, in which it is stated that the loco. : 


motive derives its energy from a Chloride Battery” we are in- 
formed that the accumulators are of the Exide-Ironclad ” 
type, specially designed hy the Chloride Electric Storage Co. 
I td., for locomotive work. | 


R 
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CORRESPONDENCE. 


Letters received by us after 5 p.m. on TUESDAY cannot appear 
until the following week. Correspondents should forward 
their communications at the earliest possible moment. No 
letter can be published unless we have the writer's name and 
addresa in our possession. 


A Disputed Meter Reading. 


In October, 1919, I had my house wired for electric light; 
the wiring, on completion, wae tested апа passed as .correct, 
and the Corporation fixed the meter. 

The following are the readings of energy consumed per 


quarter :— Quarter Quarter Quarter Quarter 
| ending ending ending ending 
March. June. Sept. Dec. 


1920 ... seh 65 28 32 85 
1921 ... T 71 90 30 — 


The energy consumed was only used for lighting purposes. I 
have never had any electrical appliances in the house. | 

Obviously there was something wrong about the 90 units 
registered by dial on the meter for the quarter ending June, 
1921. 

I complained that the meter was wrong to the Corporation, 
and they undertook to test it, on my signing a form, in which 
I was to pay the cost if the meter was found correct; if it 
was wrong, they bore the cost of testing. The Corporation 
took the meter out and fixed a new one on July 29th, 1921. 
The result of their test is as follows; it was carried out on a 
'" Ferranti ” d.c. meter, 5 amperes, 220 volts, constant 18.44, 
starting current, 0.1 ampere :— i 


Three test loads. Meter readings. Test meter. 

1 ampere start ... 0430°843 0127°640 
finish .. 0431 834 99% slow 0128'640 

2'5 amperes start . . 04307843 0128°650 
finish .. 04327923 157, slow 0129°650 

5 amperes d оуу TA 0432837 0129660 
finish ... 0433810 27% slow 0130660 

Total ... . . 51% — 3 = 17% slow 


I next looked for an earth, getting the firm that did the 
wiring to test it; the result was: positive to earth 30 meg- 
ohms; negative to earth 35 megohms. 

Our downstairs. lamps are 60-W Osram; never more than 
three lamps are on constantly after dark, i.c., two in the 
sitting room and one in the kitchen, and during meals two in 
the dining room, but then the two in the sitting room are 
out. The bedroom lamps are 40-W Osram. No lights are left 
on except in occupied rooms downstairs; in bedrooms only 
whilst going to bed. Only two bedrooms are constantly in 
use. No hall or landing light is left on. During the quarter 
ending June, 1921, there was no illness in the house, and on 
some nights we went to bed by daylight; vet for the quarter 
of 92 days, the meter recorded 90 units used. 

The Corporation are very nice and polite about it, as most 
Corporations are, taking their stand behind an Act of Parlia- 
ment, which states that if any difference of opinion as to 
quantity of current consumed arises, the meter shall be tested, 
and if found correct, the figures as given by the meter shall 
be taken as final. On this they press me for the charge for 
testing the meter and the cost of the 90 units. 

Can any reader of the ELECTRICAL REVIEW throw light on the 
cause of the meter's jumping about 62 units, and then when 
tested being fairly correct? 

Is 1t possible that the error did not occur all at once; aleo 
that the test (which was over 3 periods, at various loads as 
given above) did not cover the faulty spot in the mechanism of 
the meter? Апу information on the above will be greatly 
appreciated by 

Perplexed. 

December 3rd, 1921. 


Village Electricity Supply. 


I should be greatly obliged if, through the medium of the 
REVIEW, some one would suggest the best means of protecting 
ie d.c. generators (230 volts) both supplying the same bus- 

ars. 

Briefly, the situation is this: the village in question has 
hitherto been supplied from one generator (compound wound) 
driven by a water turbine of 15 b.h.p., controlled by an oil 
pressure governor. No accumulators are used. | 

The plant is loaded to its utmost capacity, and it is pro- 
posed to augment the supply by using an old type over-shot 
water-wheel of about 7 b.h.p., some 1,000 vd. distant from 
the plant at present in use. The suggestion is to voke a 
generator to the water-wheel and connect up to the original 
turbine house switchboard by overhead mains. 

* The water-wheel is not automatically controlled. It is to 
be brought into commission each night, when the load has 
about reached the limit of the turbine plant, and cut out 
again later in the evening when the load has decreased within 
the power of the turbine. It is expected that when the two 
prime movers are linked together (through the generators) 
the turbine will do the controlling: seeing that the water- 
wheel has na antematie control gear its load will. therefore, 
remain constant. | | 
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What would be the best protection for the generators in 
case either of the prime movers or generators should fail to 
function when at work? And also, when cutting in with the 
water-wheel plant, when the turbine plant is in need of 
assistance? 


Water: Wheel. 
December 3rd, 1921. heel 


The Durability of Lead-covered Wiring. 


For over 15 years I have often advised the use of lead. 
covered wires for certain work, and neither my clients nor my. 
self have ever had cause to regret this advice; but after follow. 
ing the controversy in your columns, it would appear that 
everybody has not had the same happy experience. Might I 
therefore, suggest that you publish a table giving the numbers 
of those who have written ''for'' and against.“ and the 
branch of the business to which they belong? Those such as 


‘A Layman ” could go under as indicating the value of their 
opinion. | 
l.ondon, S.W. Haydn T. Harrison, 


December 3rd, 1921. 


Repairing, А.С. Motors. 


‘IT am obliged to Tanner for his letter on the above 
subject in your issue of November 25th, 1921, the more 80 
as I gather from it that, while he has not met with similar 
trouble, he has been good enough to think the problem out. 
My letter was written rather hastily, and possibly I did not 
make it plain that the stator stampings were meant. 

Provided that the motor is of the slip-ring type, and that 
a suitable supply is available, ‘‘ Tanner's method is worth 
trying, and I shall certainly do so should the opportunity 
occur. 

The views of four leading repairers may be of interest :— 

A considered that there was no workshop method of deter- 
mining iron losses, and judged each case by its appearance. 

B had never come across the trouble. 

C was of the opinion that a.c. motors in which the stator 
stampings had been rubbed usually ran hotter after a re 
wind. He added (and the writer cordially agrees with him) 
that people who never dream of using a thermometer will, 
after a repair, take the temperature as often as that of a 
fever patient. | 

D thought much the same ав A, and mentioned that when- 
ever it could be done, he had found that an extra turn per 
coil, when re-winding, was helpful. . | | 

Although very few people appear to have met this trouhle, 
it is likely to become more common in the future, as ш the 
present-day a.c. motor the iron, copper, and air gap are 
often cut as fine as possible. 


London, 
December 3rd, 1921. 


| Jaques. 


One Solution of the Frequency Problem. 


In outlining an alternative scheme to Mr. Sutton’s 5 
ing idea for the provision of different frequencies, Mr. Dorey 
appears to have overlooked the principal feature. ее 

[n Mr. Dorey's arrangement, employing а etandard 1 
he would have difficulty in obtaining from two mac me 
coupled in tandem on its shaft, periodicities of. say, 50 p 
60; and incidentally, assuming a speed of 3,000 den 
would not get satisfactory results from a d.c. genera, 
8 is be required. ; 

"With Mr. 1 idea, however. the fact that two iu 
speeds can be obtained with the Ljungstrorn turbine ma Mum 
possible to get these frequencies, and perhaps it 15 "n x 
where the periodicities are such that a common spee 
of the question that Mr. Sutton makes his claims. 


Birmingham. A. L. Firth. 
December 6th, 1921. 


— — 


The Installation and Use of Electricity in oa 
Mr. Travis has raised, in my opinion. & Very ш 
matter, and one that is as important іп its application - 
industrial installation as it 1s to mining ue know from 
tion of installing sufficiently large oil switches, bv many con 
experience, is one that appears to be overlooked by map. 
sumers connected to large generating stations. t taking the 
The policy mentioned in Mr. Travis s к, -pital out 
risk of a switch exploding in order to save initia t na 5 not in 
lay is, I should say, usually very risky. e : 
harmony with our present-day '' Safety Firs ted to lari? 
It should be the policy of all consumers Coe ators unde 
capacity mains to carefully investigate the con ee ice 
which their plant will operate. and obtain. if В for their 
on the question of proper and adequate switchg 
ser vice. R. Т. Norton. 


Birmingham. 
December 6th, 1921. 


[ Mr. Travis writes to point out that hie init 


jale are T. C. 
+ ^ 4 2 EV. 
not F. G., as printed on p. 746. — Hus. ELEC 
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BUSINESS NOTES. 


The Electrical Review issue for December 23rd.— 
The attention of advertisers and readers is directed to an 
announcement appearing ш our advertising pages to-day 
respecting the dates for sending in copy ”' tor our issues ot 
December 23rd and 30th. Wall correspondents and other con- 
tributors take note that for the issue of December 23rd all 
editorial matter for publication must reach us а day earlier in 
the week than usual? 


Bankruptcy Proceedings.—Tuoxas DrirrieLD WARING, 55. 
Walmyate, York, electrica: engineer.—The first meeting ot the 
creditors was held on November 29th at the Official Receiver's 
Ойсев, Duncombe Place, York. The ranking liabilities were 
returned at £52, and there was a deliciency of £24. Debtor 
attributed his failure to bad trade and lack of capital. It 
appeared that he started his present business two years ago 
with £10 capital, having previously been in business at Water- 
loo Place for two vears. When he went there he had no 
capital, and the business was not successful. Ihe matter was 
lett in the hands of the Official Receiver as trustee. 

J. GLYNN WiLLIAMS, electrical engineer, 4, Blaennant Street, 
Duffryn. Cymmer, Port Talbot.—Heceiving order made No- 
vember 30th on debtor's own petition. 

T. Нуре, electrician, J80, London Road, Croydon.—Last day 
for proofs for dividend December 19th. Trustee: T. Gourlay, 
29, Russell Square, W. C.. 


Company Liquidations. -W. С. C. Havwanp & Co., LTD. 
—Winding up voluntarily. Liquidator: Mr. E. Н. Hawkins. 
4, Charterhouse Square, E.C. Particulars of claims must be 
sent to the liquidator by December 30th. 

THE PREMIER ACCUMULATOR Co., Lro., Cattle Market Road, 
Northampton.—This company is winding up voluntarily for 
the purposes of reconstruction to cope with the necessary 1n- 
crease of business. The name of the new company will be 
the Premier Accumulator Co. (1921), Ltd., and the business 
will be carried on as usual under the same management. 
Liquidator: Mr. A. L. Airs, 2a, Sheep Street, Northampton. 
A meeting of creditors is called for December Mth. 

Aova ELECTRIC Co., Lrp.—Winding up voluntarily. Liqui- 
dator: Mr. R. Manners, 14, Hanover Square, W., who is 
authorised to consent to the registration of a new company to 
be named the Aqua Electrio Co., Lid.” Meeting of creditors, 
December 16th, at 55, Gracechurch Street, E.C. 

RaiuLEss Evectric Traction Co., ID., and R. E. T. Cox- 
STRUCTION Co., Lrp.— Meetings of members, January 3rd, at 
W. King Street, Cheapside, E.C., to hear an account of the 
winding-up from the liquidator, Mr. A. Page. 

ALLIEs ELECTRIC Lamp REPAIRING Со. LTD. -A petition for 
winding-up has been presented to the High Court by Mr. 1.. 
Kessler, consulting mining engineer, of Oakwood, Bexley, 
Kent, and will be heard in London on December 138th. 


PRITCHETT & GOLD AND ELECTRICAL POWER STORAGE Co., LTB. 
—With reference to the notice appearing in our last Issue re- 
garding the liquidator's final meeting of this company, our 
readers аге, of course, aware that this old-established business, 
under its new title, Pritchett & Gold and E.P.S. Co., Ltd., 18 
unaffected by the liquidation of the old company. The 
directors Were advised that liquidation of the old company 
and formation of the new would be the best means of giving 
effect to certain necessary alterations, amongst which was the 
reduction of four classes of shares (set up as a result of absorp- 
tion in recent years of the Electrical Power Storage Co. and 
Peto & Radford) to two classes, 

Dissolutions of Partnership.— MOSELEY INSTALLATION Co., 
electrical engineers, 176, Alcester Road, Moseley, Birmingham. 
—Mr. D. A. Capewell and Mr. К. B. Н. Gossage have dis- 
eolved partnership. Mr. Capewell retiring. Debts, &c.. will 
be attended to by Mr. Gossage. 

CHARTERN MANUFACTURING Co, and Lewis EASTWOOD & Co., 
art metal workers, transport contractors. and electricians, 
Stafford Street, Birmingham.—Messrs. I.. Eastwood and С. A. 
Dav and Lizzie Winehurch have dissolved partnership. Debts 
will be attended to by Mr. L. Eastwood and Lizzie Win- 
chur-h, who will continue the business. 

CAaMeriELD Co., electrical engineers, 312, Deansgate. Man- 
chester.—By an indenture dated November 25th between J. V. 
Gil and H. S. Harker, the goodwill of the business has been 
assigned to the latter, and he will attend to debts, &с. 


Trade Announcements.—We understand that arrange- 
ments have now been concluded whereby Mr. L. M. WATER- 
HotsF, M.LE.E. A. M. I. C. E., resigns his directorship and 
retires from the board of Messrs. Tube Investments, Ltd.. 
Simplex Conduits, Ltd., and Credenda Conduits Co., Ltd., 
manufacturers of electrical conduits and fittings, art fittings 
and signs, and electyical heating and cooking apparatus. Mr. 
Waterhouse is starting in business at 19, Rathbone Place. Wa 
and is specialising in the sale of electric heating and cooking 
apparatus generally, which will include the well-known 
" Creda " make, and art fittings and signs of “ Simplex“ 
manufacture. 

_ Tre Jackson FErecrrie Stove Co., ID., has appointed as 
Its agent for Ulster Mr. Robert Garmany, of 1. Union 


Street, Belfust, where a range of samples and small stocks 
Will be held. Р 

MESSRS. IREVELLTAN & Co. have opened a new London office 
at ©, Newman dtreet. Oxford Street, W.1, where they ure 
carrying stocks of Lreva’’ lampholders, switches, &c. Mr. 
капур Philips is their new representative. leiegraph ad- 
dress : " mmniynbl Ox. London." ‘Leiephone No.: Museum 
1352. 

Mr. J. S. CHILD, until recently joint sales manager to the 
Edison Swan Electric Co., Ltd., has opened temporary offices 
at 185, Wardour Street, London, w.1.  lelephone No.: 
negent 6167. ‘Lelegraphic address: Jaxesscee Ux. London.“ 
tic desires to receive manufacturers’ catalogues. 

Iur. WestMINstTER TOOL & ELECTRIC Co., of Westool Works, 

Putney, $.W.15, states that it is now able to supply its 
Westool electric portable drills ш sizes up to ; in. holes, titted 
With Universal motors, rendering them suitable for use either 
on direct- or single-phase alternating-current circuits. 
On Monday next, Messrs. JOHNSON & PHILLIPS, LTD., of 
Charlton, аге opening a branch office and warehouse in Liver- 
pool at a7, The Albany, Old Hall Street. Stocks of their 
cables, flexibles, and fitungs will be heid there. We under- 
stand that the demand for these products has increased so 
greatly in. Lancashire. during the past three years that the 
vusiness cannot айу longer be handled adequately from their 
Manchester branch. 


Catalogues and Lists.—British INsULATED. & — HELSBY 
CABLES, LTD., Prescot, Lancashire.—lllustrated and priced 
pamphlet (H.97), fully describing the Helsby twin wiring 
о Which employs rubber-insulated metallic-sheathed 
cable. 

THE Episox Swan ELECTRIC Co., Ltp., Ponder's End, 
Middlesex.—A catalogue giving prices and illustrations (many 
coloured) of silk shades for various types of lighting fittings. 

THE A. & A. ELECTRICAL Co., Lrp., 13, Farringdon Road, 
E.C.1.—4 price list giving full particulars of 2 and. 2-phase 
motors, ranging from 0.7 to 150 h.p. _ 

ELECTRIC Fikes, lab., King Street, Norwich.—An illustrated 
and priced booklet of electric fires, garage heaters, grills, boil- 
ing rings, &c. 

Messrs. L. G. Hawkins & Co., 116, Charing Cross Road, 
W.C.2.—Two leaflets describing Universal ° toasters, kettles, 
grills, and other heating and cooking appliances. 

Messrs. WALKER, CROSSWELLER & Co., Dane's Inn House,” 
365, Strand, W.C.2.—A pamphlet illustrating and describing 
" Arkon " full-scale draught and pressure gauges. 

THE RUNBAKEN MaGyeto Co., Lro., Cheetwood Lane, Derby 
Street, Manchester.—blive illustrated teatiets dealing respec- 
tively with а petrol gauge; an automobile headlight dimmer ; 
a spark indicator and amplifier; a double sparking plug; and 
an aluminium piston. 

ATELIERS DE CONSTRUCTIONS ELECTRIQUES DE CHARLEROI, 56, 
Victoria Street, S. W. I.—IL.ist No. 1, giving illustrations, des- 
criptions, and details of working of the firm’s centrifugal 
ПШ: An aerial photograph of the Charleroi works is in- 
cluded. 

THE Dowsing Rapiant Heat Co., Liv., 91 and 93, Baker 
Street, W.1.—A very complete catalogue of electric cooking 
and heating devices, giving illustrations, descriptions, and 
prices. 

THE ENTERPRISE MANUFACTURING Co., Gun Street Electrical 
Works, Bishopsgate, E.1—4 list of current prices of electrical 
goods and apparatus, including switches, lampholders, ceiling 
roses, plugs, kettles, irons, toasters, &c. 

Messrs. R. O’Brien & Co., 66, Mosley Street. Manchester. 
—An illustrated and priced catalogue ог Luna decorative 
glassware for lighting purposes. 

Messrs. GENT & Co., IT., B. Victoria Street, S.W.1.— 
Folder 57. giving ulustrations and particulars of electric motor 
sirens. 

Messrs. М'иллАМ5 & — WiLLIAMSs, Lto., Sardinia House, 
Kingsway, W.C.2.—Two pamphlets illustrating ' Reliance“ 
standard fittings. including metal window frames for various 
kinds of buildings. 

THE ENGLISH ELECTRIC Co., LTD., Queen's House, Kings- 
way, W.C.2.—A leaflet giving views of the new Blackburn 
power station, for which the company supplied plant. Views 
are also given of electrical machinery in. use for various pur- 
poses. 

THE JEARY ELECTRICAL Co., Ltp., 8, Lambeth Hill. Queen 
Victoria Street, E.C.4.—Two priced leaflets dealing with elec- 
tric bells, bowl fires, torches, &c. 


Private Meeting.—H. Нсхт (trading as Н. Hunt & Co.), 
6. Cooper Strect, Bury, Lances., electrical engineer. -A meet- 
ing of the creditors in this motter was held on November 29th, 
when it was reported that the liabilities amounted to £496, 
all due to unsecured creditors, while the assets were estimated 
at £208. The debtor was formerly in partnership, but it was 
understood that his partner had now gone away. The debtor 
was anxious to continue the business, and was of the opinion 
that if he were allowed to do this, the business would show a 
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fair profit. The meeting was eventuall adjourned with a view 
to the debtor bringing forward the o er of composition suit- 
ably guaranteed. The following are creditors :— 


£ £ 
General Electric Co. 5% .. 40 Falk, Stadelmann & Co. aod. 
Power & Lighting Supplies ... 27 C. Е. Bury & Co. dak . 37 
J. C. White sis ius .. 24 Aero & Motors, Ltd. ... .. 18 
Park Electric Co. zd .. 92 T. Harwood m S ... 186 
W. D. Rodda & Co. .. 96 


A French Rumour.—A rumour having been circulated 
that the French Thomson-Houston Co. proposes to absorb 
the undertaking of the Compagnie Générale Electrique of 
Nancy, it is stated on behalf of the former that no dis- 
cussions are proceeding on the matter between the two com- 
panies. at present. | 


„ Ageekay London."—We have been called by other 
names at many stages of our career. But What's in a 
name?” when a rose by any other name would smell as 
sweet 7 The ELECTRICAL Review is stolidly indifferent 
to the alteration of its final letter, but what happened to those 
who bear the honoured names of Alabaster and Gatehouse, 
and to all others at 4, Lubjapy Hill," when a Belgian letter 
arrived addressed as under, may, as the budding journalist 
would say, be better imagined than described. 


Electrical Revieu 
H. Alabahper, Gapehofe Cie 
4, Lubjapy Hill 
London, E.C. 


Local Electrical, &c., Exhibition.—At the West of 
England Health and Home Exhibition, being held in Ply- 
mouth from December 7th to 17th, Tue FALKIRK IRON Co., 
LTD., is displaying a large selection of cooking and heating 
apparatus. A large part of the company’s stand at the recent 
Public Works Exhibition, which included a large electric 
double-oven range and a cooker similar to those supplied to 
the Glasgow Corporation, has been transferred to Plymouth. 


The Decimal Association.—The annual general meeting 
of the Decimal Association was held on November 30th, when 
the chairman (Mr. Theodore McKenna) gave a résumé of the 
principal events of the past year, specially drawing attention 
to the action of the Ministry of Agriculture in printing metric 
scales on all small-scale maps, and the decision of Japan to 
put the metric system into force next year. After the election 
of the executive committee, Mr. E. C. Barton put forward 
his proposals for a step-by-step policy in dealing with weights 
and measures, and the following resolution was passed: That 
this association, while adhering to the policy of adopting the 
metric system of weights and measures, recognises that its 
object can best be obtained in steps, and that the first step 
should be the dealing with weights.” 

Mr. Allcock referred to his proposal for dealing with the 
coinage by а method which would have the advantage of re- 
taining the present values of all the coins from 1s. upwards, 
and a resolution was passed approving of the scheme proposed 


by which the present values of the £ and the shilling would. 


be maintained, but the shilling would be divided into 10 pence 
instead of 12, thus increasing the token values of the existing 
copper coins (pence, half-pence and farthings) by 20 per cent. 


British Industries Fair (Birmingham).—We understand 
that, notwithstanding the present adverse conditions, the 
interest which is being shown in the British Industries Fair 
(Birmingham), which will be held at Castle Bromwich from 
February 27th to March 10th, 1922, is very gratifying to the 
Fair authorities. Manufacturers would do well to avoid the 
temptation to refrain from exhibiting at a show of this 
nature because times are bad. The credit facilities afforded 
by the Government under its recent legislation should be of 
great value to oversea buyers at the British Industries Fair. 
A bureau will be established at the Fair by the Export Credit 
Department of the Department of Overseas Trade. Thus 
oversea buyers can, under one roof, inspect the best of all 
classes of British goods, and if agreements to purchase аге 
likely to be made, the exhibitors can arrange liberal terms 
of credit in view of the assistance provided for under the 
Trade Facilities Act, the sole object of which is to facilitate 
the resumption of the ordinary means whereby traders and 
others can obtain facilities from their bankers to enable them 
to finance their export trade. 


Continental Glow Lamp Interests.—A Vienna newspaper 
published a report last week that all the shares in the West- 
inghouse Metal Filament & Glow Lamp Co., of Vienna, had 
passed into possession of the Osram Co. and the Philips 
Glow Lamp Co. It appears, however, that these companies 
are only indirectly interested in the Vienna company, through 
their shareholdings in the Swiss Aarau Glow Lamp Works, 
Co., which now holds a large participation in the Vienna 
company. 


Trunk Telephone Cables.—Within the last few months 
British Insulated & Helsby Cables, Ltd., have sup- 
plied, laid and jointed 320 miles of multiple twin telephone 
cable for the British Post Office, and at the present time they 
have in hand 150 miles of the same type of trunk cable. The 
company has recently completed the supply, laying. and 
jointing of a multiple twin telephone cable between Luxem- 
bourg and Dickirch —a distance of 35 kilometres. 


Magneto Manufacture.—The “ Combination Metallic 
Packing Oo. (1921), Ltd., of Hillgate,  Gateshead.on. 
Tyne, has acquired the sole licence for the manufacture of 
the Combination super-magneto, which has been developed 
by Mr. E. Harrison, of Benwell, Newcastle-on-Tyne. 
machine generates, from one armature, both direct and alter. 
nating currents, used respectively for lighting and ignition. 


Employment in Sweden.—According to a report issued by 


the Swedish Economic Department, the number of electrical 
manufacturing works in operation has declined from 30 to 9 
between September 1920 and October Ist, 1921, while the 
number of workmen employed has receded from 7,480 to 49% 


in the same period. The competition of Switzerland is being 


experienced specially in eteam turbines, and lately Denmark 
has appeared as a rival to Sweden in electrical machinery 
and cables. 


Calendars and Almanacs.—The first almanac for 1922 
to reach us is The Abdulla," received from Messrs. Ab 
dulla & Co., Ltd., 173, New Bond Street, London, W.1, the 
cigarette people who, as usual, offer 10,000 copies for sale at 
1s. 6d. each for the benefit of the British Red Cross Society. 
It is а handsome production, with twelve monthly eheets 
adorned by coloured illustrations by special artists. 


New B.T.H. Showrooms.—We reproduce herewith a 
photograph of one of the showrooms opened at Manchester 


A B. T. H. SHowroom, MANCHESTER. 


recently by the British Thomson-Houston Co., Ltd. Every 
class of lighting is represented, and contractors and dealers 
are invited to call or send their clients to the new showrooms. 


Book Notices.—'' Patents and Chemical Research," by 
Н. E. Potts. Pp. ix+198. Liverpool: University Press of 
Liverpool. Price 8s. 6d. net. E 

*' The Bulletin of the Hydro-electric Power Commission of 
Ontario," Vol. VIII, No. 4, July-August, 1921. Toronto: The 
Commission.—The articles in this number include one on tbe 
power-factor problem, & comparison of rates charged for elec- 
tricity by municipalities in the province; and " Merchandise 
Possibilities in Hydro Municipalities.” | 1. 06 

Applied Calculus," by F. F. P. Bisacre. Pp. + 


Illustrated. London: Blackie & Son, Ltd. Price 10s. 6d. net. 


“ Directive Wireless Telegraphy.“ by L. Н. Walter. EP. 
xii--194, figs. 57. London: Sir I. Pitman & Sons, Ltd. Prie 
Js. 6d. net. Е 1 

* Bulletin of the Cleveland Technical Institute. Mone 
No. 2, November, 1921. Middlesbrough: The Institud- 
These 5 abstracts of recent 8 210 5 3 
printed on one side of the paper oniy for nan | 

Technologic Paper No. 202 of the U.S. s k 
Standards, ‘‘ Results of a Survey of Elevator Ше : p.) 
an Analysis of Elevator Accident Statistics l fa d 
Washington : Government Printing Office. Price ? C. C alleti 

“The Framework of Wireless Telegraphy." by 050 & Son. 
di Cadilhac. Pp. уї+48. London: Crosby Lockw 
Price 38. 6d. net. 

rom 


The Alby United Carbide Co.—A Reuter dispatch по 
Christiana says that M. Blakstad, director genere tes that 
Tyssefaldene, who has arrived there from Lone factories 
the Tysse Falls Co. will take possession of the к ali g concern 
at Odda, the Alby United Co. owing the Tysse for public 
a large sum of money. The factories will be put up er vit 
auction in January, and the Tysse Falls Co., toge 
the English syndicate to which M. Blakstad ba S 
his interests, intends to re-start the factories With 
months for the production of ammonium suip ; will take 
regard to the statement that the freee Power a for sale. 
possession of the factories at Odda and put be ency that 
the directors of the Alby Co. inform Reuter? Р 
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following the purchase by an English syndicate from M. 
Blakstad of the control of the Tysse Power Co., they were 
approached by Mr. A. E. Barton with proposals for the for- 
mation of an important company to develop the Claude pro- 
cess for the manufacture of sulphate of ammonia. ‘These pro- 
posals involved the re-organisation of the Alby Co., anu the 
general terms were agreed verbally with Mr. barton on 
November 8th, but difficulties һауе subsequently arisen in 
arranging finance, and Mr. Barton has, in consequence, with- 
drawn from the negotiations. 


Electrical Progress in Argentina.—The port authorities 
at Buenos Aires lately called for tenders for the supply 
of about 20 electric cranes and motors. Over 10 firms ten- 
dered, and the estimated cost of the articles ordered exceeds 
800.000 pesos m./n. Whereas Argentina was formerly a lead- 
ing market in South America for foreign-made electrical de- 
. vices, several local factories have lately been established, and 
are fast providing domestic requirements, which is calculated 
to leesen importations of such goods very considerably. Many 
factories are now turning out dry batteries, carbon brushes, 
and insulated-conduit (Bergmann type). The manufacture of 
incandescent lamps has also been commenced, but so far the 
business has proved unsuccessful. In Argentina there are 
three well-established organisations devoted to engineering, of 
which two are purely electrical. These are the Instituto Sud, 
Americano de Electrotécnicos y Mecánicos, and the Asociación 
Argentina de Electrotécnicos. The members of the former ure 
principally wiremen and station operators, and the institute, 
therefore, is in a good position to disseminate practical infor- 
mation where it will effect the most good. | 

The Asociación Argentina de Electrotécnicos i8 composed 
almost entirely of graduate engineers, who are in private prac- 
tice, or in the employ of large companies, or of the Argentine 
Government. Regular meetings are held, at which papers are 
read upon subjects of current interest, while frequent visits of 
inspection to local electrical works are arranged. A French 
engineering company has been granted a concession by the 
Argentine Government for the erection and operution of a 
radio station for direct communication with France. 'lhe con- 
cession is for a period of 30 years, and the company is allowed 
three years for preparation before commercial service 18 de- 
manded. By the terms of the agreement the company's wire- 
-less messages will be forwarded over the State telegraph lines, 
and the rates of messages will be fixed by the National Govern- 
-ment.—Reuter’s rade Service (Buenos Aires). | 


The Future of India.—The great and far-reaching 
changes which are taking place in the Constitution of India— 
the most important market for United Kingdom engineering 
products— will re-act on her commercial relationships with the 
Ünited Kingdom and other countries to such an extent that а 
volume which aims at presenting within its covers a coruplete 
résumé of the facts of the position and the various factors 
which may modify that position in the future appears at an 
opportune moment. This is the object of His Majesty's 
Senior Trade Commissioner in India and Ceylon in his 
General Review of tbe Conditions and Prospects of British 
Trade in India during the Fiscal Years 1919-20 and 1920-21." 
(H.M. Stationery Office, 5s. 5d. post free), issued by the De- 
partment of Overseas Trade. The review, which is revised to 
October last, is of particular interest to the engineering 
industry. if only for the fact that it contains a full account 
of the position in regard to the purchase of Indian Govern- 
ment supplies and the detailed proposals for the new Indian 
Stores Department. There has been a growing feeling for 
many years among all sections of Indian opinion. and particu- 
larly among Indian industrialists, that the Government should 
adopt a more liberal policy for the purchase of such articles 
as can be manufactured in the country. Under this influence 
the Stores Rules were modified in 1909 and 1913, but the 
greatest effect came as a result of war conditions. Under the 
Amended Stores Rules, drawn up by the Government of India 
(they are not yet in final form, however) plant and machinery 
may be purchased from branches established in India of 
British manufacturing firms borne on the list of the India 
Stores Department, London. Thus the many British engineer- 
ing firms who have maintained branches in India for years, 
staffed with qualified engineers and commercial men, and who, 
although remarkably successful in the industrial field, have 
hitherto been handicapped in quoting for Government orders 
under the Old Stores Rules, seem likely at last to come into 
their own. With this subject is to be studied the new status 
acquired by the Provincial Governments under the Amend- 
ments to the Government of India Act (usually known as the 
Reforms Scheme). These amendments, which became law 
at the end of 1919, and are now being generally worked, place 
the development of provincial industries under popular con- 
trol. Mr. Ainscough considers the personnel and organisation 
of the various provincial departments of industry. He pro- 
vides a list of directors of industry, the executive head of the 
provincial department and keystone to the whole scheme and 
calls the attention of agents, representatives and travellers of 
British firms engaged in the manufacture of industrial plant 
and machinery, to the desirabilitv of establishing friendly rela- 
tions with them. feeling sure that they will appreciate such 
attentions. Besides statistical records, there are many other 
sections of special interest in this review, such as the develop- 
ment of agriculture as it affects the supplier of plant, and the 
development of the hydro-electric power resources of India. 


The Trade Commissioner states in the latter connection that 


the position of United Kingdom firms is changed for the 


better since the Preliminary Report of the Hydro-electric Sur- 
vey, published in 1919, recorded that British manufacturers 
of pipes, turbines, generators and switchgear were content to 
take small orders only, leaving the large ones to countries 
specialising in water-power plant. n x 

For Sale.—Dundee Corporation Electricity Department has 
surplus generating plant for disposal, including two 2,000-kW 
turbo-alternators, several generating sets, boilers, stokers, 


pumps, &c. 


By Direction of the Disposal Board, Mr. A. H. Davis will 
sell by . auction оп December 13th and following days, at 
the National Filling Factory, Park Royal, N.W., eurplus elec- 
trical plant and machinery, &c. (See our advertisement pages 
to-day.) ‘ 

Copper and Lead Prices.—Messrs. К. SMITH & Co. report, 
December 7th: Copper (electrolytic) bars, £76 10s. (5s. dec.); 
ditto sheets, no change; ditto wire rods. £92 10s. (5s. dec.); 
ditto h.c. wire, no change; selicium bronze wire, no change. 

Messrs. JAMES & SHAKESPEARE report, December 7th: 
Copper bars (best selected), sheet and rod, no change; 


English pig lead, £26 15s. (5s. decrease on last week's prices). 


Theatre Lighting.—The Margate Hippodrome has re- 
cently been practically re-constructed to serve the dual pur- 
pose of kinema and theatre. An entirely new lighting scheme 
was installed of which we are able to give some details by the 
courtesy of Mr. W. C. C. Hawtayne, M.LE.E., the con- 
sulting engineer. The auditorium is illuminated by five large 
ceiling fittings. Of these, the centre fitting is 6 feet in dia- 
meter, the remainder being 3 feet in diameter. These fittings, 
which are shown in the accompanying illustration, were manu- 


THE AUDITORIUM, MARGATE HIrpOD ROME. 


fuctured by the General Electric Co., Ltd., to the consulting 


engineer's plans, to replace the old type pendants with their 
clumsy and unsafe lowering gear. The wires are tubed right 
up to the lampholders, and every lamp is easily replaceable 
from above. 'lhe red and white lights are on separate cir- 
cuits, kept well apart, and efficient and well graduated dim- 
ming arrangements are provided. Hinged punels in the fittings 
allow them to be cleaned both inside and outside from above 


without difficulty. 


Cause of Capital Increases іп Germany.—Contrary to 
what is generally thought in England. says a correspondent, 
the depreciation of the currency and not overbounding pros- 
perity, is the cause of ‘the great increases in the capital of 
German electrical companies recently. This is shown by figures 
published by the Elektrotchnische Zeitung. In 1914 only seven 
electrical manufacturing firms, two share companies, and five 
limited companies raised their capital, the first by 12,000,000 
marks, and the last by 754,000 marks; in the following five 
vears there were twelve cases of increases to a total of 6,190 
million marks. In 1920, however, there were 43 share com- 
panies with 709,625 million marks, and 37 limited companies 
with 4.508 million marks. Account should here be taken of 
the fact that the creditor postings in the balances of the com- 
panies had greatly increased in the case perhaps of the major- 
ity of the share capitals. Dividends Шай, too, been increased 
in the major number, if not in every case; how far this had 


. regard to the depreciation of the currency remains to be seen ; 


but when it is remembered that the greater part of the capital 
was subscribed in gold, while the dividends were paid in paper, 
it will be recognised that these favourable figures of capital 
increases assume quite another appearance. Те effects of the 
prevalent inflation is only further enforced by a recital of the 
higher disbursements made under the headings of salaries and 
wages. In the Siemenswerke balance sheet, for instance, for 
1919-20, they rose from 236 million to 496 million marks, ag 


. compared with 70 million marks in the lost peace year, 


should be and hoped it was. 


— MM M €—— 
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The Rating of Electricity Undertakings and Factories.— 
Discussing the subject of Rating and the War," at a meet- 
ing of the Auctioneers' and Estate Agents' Institute, held in 
London, Mr. P. Michael Faraday said that in the case of 
electric light companies and similar companies, the cost of 
coal and the additional cost of labour were factors which had 
risen altogether out of proportion to the increased price 
obtainable for the service. Hence there were deficits, and 
the companies, in order to make both ends meet, were seek- 
ing to reduce their local ratings, and rightly, as the law 
now stood. The local authorities needed the money to carry 
on the services they were compelled to provide in the interest 
of the community, and it seemed to him that the solution 
was to be found in a policy under which the spending authori- 
ties must spend as little as possible commensurate with pro- 
viding essential services, in order that the ratepayers might 
not have to pay more than they could possibly afford. Other- 
wise, we reached the breaking point, and his experience showed 
him that a large number of companies could not possibly pay 
the rates they did in 1914, as their profits would not permit of 
such a contribution. There was, perhaps, no class of 
property more difficult to deal with than factories. Since 
the war the burden had been anything but light, апа it was 
increasing, and the old-time amiability of the owner-occupier 
of an industrial concern had given place to a desire for some- 
thing more correctly interpreting the law as it was written 
than the old assumption that а business man stood ready to 
pay 5 per cent. in perpetuity upon capital invested over a 
long period of years. The owner-occupier was beginning to 
understand what the words beneficial occupation '" meant, 
and was inclined to point out that а man might sink and 
lose money in the pursuit of a certain trade, but that to 


make him pay 5 per cent. per annum on the money he had 


lost savoured of rubbing it in," and did not properly inter- 
pret the law of rating as the owner-occupier thought it 
If the conditions under which 
each several industry was working were not carefully con- 
sidered and their effect on the industry properly appraised, 
it was impossible to estimate correctly the change that had 
taken place in the value of the occupation of а given works 
ío the tenant, whether it be up or down, by reason of the 
war. In a similar manner new factories, workshops, and 
new industries were created during the war to such an 
extent that the relative position of former factories had been 
completely changed. The capacity for production in many 
lines of trade had enormously increased, and this sudden 


introduction of such a large proportion of productive capacity 


laid out on modern lines must have a very serious influence 
ón the beneficial occupation to be derived from the new sub- 
jects themselves, and a far greater influence on those of an 
еагһег date. It was a truism that value was measured by 
the laws of supply and demand, and it should be a rating 
truism to say that the value of beneficial occupation could 
only be fairly estimated by a thorough and intelligent 
analysis of any changes that had taken place to affect the 
demand for a particular class of hereditament, due considera- 
tion being given, of course. to the question as to whether 
the change in the demand for the class of hereditament was 
of а temporary or a permanent nature. Аз a result of tlie 
conditions created bv the war we must do one of two things 
—change the law of rating as it stood to-day or apply our 
minds to understand thoroughly the effect of the new con- 
ditions. Only by so doing could we avoid creating grave 
injustices and inequalities which must inevitably lead to 
expensive and unproductive litigation. Тһе time-honoured 
rule-of-thumb methods must give place to considered thought 
upon the new problems, and we must bear very strongly 
in mind that this country earned its living by its industries, 
and though they might seem a good target to shoot at when 
more money was needed for local rates, the killing of the 
goose that laid the golden eggs had never been lauded by 
the thinking man. Tt seemed very clear to him that one of 
the greatest problems in rating that had arisen directly. from 
the war was how industrial undertakings were to be treated. 


Patent Applications.— Application has been made by Curt 


Stille for the restoration of Patent No. 9 (61, of 1913, for " Im. 


provements in optical receivers for facsimile telegraphs.” 

Henri Francois Etienne, Sylvain, Dusseris, has made appli- 
cation for the restoration of Patent No. 29,210, of 1911, for 
'" Improvements in means for converting a continuous rotary 
movement. into a step-by-step rotary movement.“ | 

Application has been made by Paul Gerhardt Tismet for 
restoration of Patent No. 9,441, of 1914, for " Improvements 
in and connected with fuel-injection devices for internal-com- 
bustion engines.“ 


Correction.—We regret to find that in our reprint of the 


report prepared by the committee of the proposed N.E. Coast 


Trading Association credit was given to the Wrong gentlemen 
The circumstances of the case are such that we cannot con- 
scientiously blame the printer (in accordance with long-estab- 
lished custom), or we would do so. It would not be uncom- 
plimentary to say that the written signatures on the report 
were not in the clearest copper-plate handwriting that we have 
geen. for has it not been characteristic of some of our most 
noted men of science, authora, financiers, and others, that 
their autographs were conspicuous for ` originality of form? 
Our tender heart, therefore, inclines us to exonerate the 


printer for having rendered А. Albrecht (chairman) as C. H 
Merz, and Samuel I. Ellis (hon. secretary) as Samuel C. Davis 

Russian Industrial Property.—The following information 
has been received by the Department of Overseas гаје Íroni 
the British Agent at Moscow. The matter was brietk 
referred to here last week. According to a decree dated 
May 17th, 1921, issued by the Russian Soviet Government 
and subsequent rulings of the Supreme Council of Nationa; 
Economy, all undertakings in Russia which were not de fucto 
nationalised prior to that date are to be considered as de- 
nationalised and the owners are immediately to be re-instated. 
In bringing the above information to the notice of the Le. 
partment, the British Agent points out that the term de 
facto nationalised " is considered to include all undertakings 
where a specific resolution of nationalisation has been passed 
by the Central Department or District Council of National 
Economy concerned, апа where any of the following events 
has occurred : — | | 

1. The undertaking was actually taken over, keys being taken [rom 
the owner and an inventory made. 

2. A works manager was appointed and a plan of production laid down. 

3. The expenses of running or protecting the undertaking were inclukd 
in the estimates of the corresponding Central Department ог District Council 
of National Ecorcmy. 

4 The process of taking over started before May 17th, 1921, and the docu- 
ments show that part oí the property was actually taken over prior to that 
date. 

In view of the possibility that certain British-owned under. 
takings may fall within the scope of the decree of May l'ith, 
any British firms or persons who have reason to believe that 
none of the conditions mentioned above would apply to their 
works, and that these in consequence may be regarded a: 
not having been de facto nationalised up to May 17th, 19, 
are invited to communicate the facts to the Department of 
Overseas Trade in order that the necessary inquiries may be 
made through the British Agent. | 

United States Exports of Electrical Goods.—The Depart. 
ment of Cominerce reports that the exports ot electrical уох» 
during September were valued at $4,873,883, as compared with 
$7,308,093 in the corresponding month of 1920. Ihe total ex- 
porte for the nine months ended September 30th, 1921, were 
valued at $81,349,928, an increase of 513, 678,947 over the 
figures for the same period in 1920. Details of exports ш 
September 1921, compared with the corresponding monti 
in 1920, are as follows :— 


ELECTRIC MACHINERY AND APPLIANCES (EXCEPT LOCOMOTIVES). 


Sept., 1920. Sept., 1921. 
Batteries m 5607, 986 $271,257 
Carbons "P e 119,233 4240 
Dynamos and generators 461,618 509,419 
l'ans M е ox " 70,489 21,02) 
Heating and cooking apparatus 95,980 95.6000 
Insulated wire and cables 635,641 270,14 
Interior wiring supplies, including Y 
fixtures... ш.  ..  .. 241,042 55,161 
Are lamps 8 Ие ... 51.053 $492 
Incandescent, carbon filament 4,402 2, Hà 
Incandescent, metal filament 244,047 76,5. 
Magnetos, spark plugs, cc. . 271,177 06,209 
Meters and measuring instruments 190,331 ( 19Lill 
Motors ese aaa 1,230,408 991,909 
Rheostats and controllers E 33,309 45,514 
0 and accessories 281,685 150,09) 
lelegraph apparatus, includin — 
wireless bU. ue Я 38,093 65,503 
Telephones 246,841 362,06: 
‘Transformers 208, 498 393,9 
All other 2,326,304 1.500, 
Total electrical machinery, &c. — 7,308,093 4,373,095 


Reuter’s Trade Service (Washington). 

New German Company.—Under the style of Bauunion 
G.m.b.H. Kommanditgeselischaft a new undertaking has been 
formed, with offices at Berlin and Munich, out of the electri 
railway department of the Siemens & Halske firm. The p |. 
parties in the new company are the Elektricitáts Aktien Ps 
schaft, formerly Schuckert & Co., of Nurnberg, and the Der А 
Siemens Schuckertwerke. The capital of the new О, 4 
20,300,000 marks. Its scope of operations will comprise id nd 
railways and water-power stations, and haven, mver “| 
armoured ceinent operations. The new company vill not | А 
carry out works for the parent firm, but also for third parties. 


The Welsh National Exhibition.—Arrangements | a 
exhibition which is to be held at Cardiff from May to gr 
next year, are well in hand. А substantial пиеше 1111 
is being prepared and is being liberally supported [ш 
on the exhibition, on which a large number of men ^h direc 
sarily be employed, is commencing forthwith under the ty o 
tion of Sir Charles T. Ruthen, president of the A lie 
Architects, and it is anticipated that the exhibition © 
ready for opening on May Ist. А liding 

Wages in the Iron and Steel Trades. Under em fut 
scale adopted by the Board of Conciliation and дш rth «f 
the manufactured iron and steel trades of the qe i 
a further wage cut of 10 per cent. became operative 15 М 
reducing the wages to 874 per cent. above the stan hare tle 
the beginning of the vear wages were 230 per e 
standard. -The Times. 
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Christmas Holidays.—The Midland Railway workshops at 
Derby, in which about. 10,000 men are employed, will be 
closed for a full week for Christmas.—The Timea. 


Price Reduction.—With reference to the reduction in 
price of the Willys light and power set mentioned in our 
last issue, we are now informed that the change will take place 
not from December Ist, but from to-day, December 9th. 


The Tokio Peace Exhibition.—The Tokio Peace Exhibi- 
tion will be held from March 10th to July 3lst, 1922. A com- 
plete pavilion. will be set aside for British exhibits. The 
arrangements for the British exhibits are in the hands of а 
well-known firm of British engineers and contractors in Tokio. 
Messrs. Arthur Buckney & Co., with whom the Federation of 
British Industries 15 now co-operating in London. The Fede- 
ration has secured stands in the British section for the display 
of catalogues, literature, &c. The foreign section is being well 
supported, particularly by American and German firms.— 
Eastern Engineering. 


LIGHTING AND POWER NOTES. 


Australia.— WESTERN AUSTRALIA.—The annual report of the 
Government Electricity Supply Undertaking shows a total 
revenue of £92,312. Working expenses amounted to £74,978, 
leaving a gross surplus of £17,334. After the payment of 
capital charges, there was a net loss of 43.310. In the pre- 
vious year there was a net profit of £4,046. 


Beckenham.—Loan.—The Councils engineer (Mr. J. E. 
Tapper, M. I. E. E.) states, with reference to the note which 
appeared under the above heading in our issue of November 
25th, that the amount of £5,349 applied for was not in 
excess of the estimate of the cost of new plant, but the 
balance of the sum originally applied for but only partly 
sanctioned. 

Birmingham.—New Power Station.—Progress has been 
made w th the construction of the Corporation electric power 
station at Nechells, and the hope is entertained that the first 
section of the new installation will be brought into use early 
in the new vear. 

Blackpool.— EI ECTRIC ITW ExTENSION.— The Electricity and 
Tramways Committee has decided to apply for sanction for 
'the extension of the mains outside the borough boundary 
into the rural district of Marton. 

Brackley.—Evectricity SuprbtLY.—The Town Council has 
under consideration a proposal for the installation of electric 
lighting in the town. 

Bradford.—WaTER PowHR.— Arrangements are now com- 
plete for generating electricity b; the water power provided 
at Angram, in higher Nidderdale, for driving the cranes and 
other contractors’ plant engaged by the Bradford Corporation 
in the construction of the new Scar House reservoir, in ehe 
West Yorkshire highlands. The plant will also ligbt the 
Angram model village. The installation was formally inau- 
gurated on Wednesday last. 


Canada.— NEWFOUNDLAND.—The Liverpool Daily Courier 
recently reported an interview with Mr. H. D. Reid, who has 
been in this country to raise capital for a large hydro-electric 
scheme. He plans to use the Humber River falls to develop 
about 235,000 . p. The power will be used principally for 
special industries, such as the production of paper and pulp, 
and possibly for dealing with aluminium and nitrates. 

Carmarthen.—FiRE.—4A fire burned out the generating sta- 
tion early on the morning of the 2nd inst. The town 1s sup- 
plied with electricity by the Carmarthen Electric Light and 
Power Co. (the engineer being Mr. A. Preston, A. M. I. E. E.); 
some 900 consumers are connected to the overhead main, and 
the whole of the streets within the borough are lighted elec- 
tricallx. The generating plant consists of two suction раз 
engines, one horizontal and one vertical, two vertical Diesel 
oil sets, and а 750-Ah battery. 

[t is customary to shut down the generating. plant at mid- 
night, and leave the battery to meet the demand until the 
inorning, and it appears that about half an hour after 
the last man had left fire broke out near one of the compressed- 
air containers, which seems to have burst under the heat pres- 
sure, and in bursting displaced two fuel oil tanks immediately 
above it, einptying their contents over the roof and the build- 
ing generally. This was followed by the fire reaching a num- 
ber of lubricating oil barrels, which assisted in feeding the 
flames until the whole of the engine room Was one mass of 
flames and the roof fell in, entirely destroying the switchboard 
and at least three of the four generating sets. 

The fire brigade arrived and, with the aid of the electrical 
Staff, succeeded in eaving the battery room intact; one of 
the Diesel sets, it is hoped, can be repaired in the course of 
a few days, and a partial supplv resumed, but a great deal of 
temporary work must be done before this can be effected. The 
application. of water to extinguish the fire assisted in the 
destruction of three of the generators, but one Diesel set 
escaped serious damage in a remarkable manner. 

It is gratifving to note the enormous number of offers of 
assistance and syinpathetie telegrams that Mr. Preston. has 


received, and the company 1s fortunate in possessing the good- 
will of the residente and the Corporation itself, so that every 
assistance is being rendered the company to help it through 
a very critical period. 

Cheshunt.—ExTENsioN OF Suprty.—The North Metro- 
politan Electric Power Supply Co. has decided to extend the 
area for the supply of electricity to Cheshunt. Work is to 
be commenced at once. and the installation will probably be 
completed by January next. 


Chesterfield.—StarF WAGES.— The Corporation has notified 
the National Joint Board for the Electricity Supply Industry 
that unless a revised scale of salaries is put into operation 
before February Ist, it will withdraw from the Board. 


China.—Honc-Kona.—The Hong-Kong Electric Co. із 
laying new cables in connection with the installation of а new 
distributing system throughout the city. Two new 5,000-kW 
generators are being added to the installation at North Point, 
bringing the capactity up to 13,000 kW. When this work 
is completed the station at Wanchai will be dispensed with 
and the present 100-V system wil be gradually changed 
throughout the Colony to 200 V. It will take between two and 
three years to complete the transformation.—Lastern Engi- 
neering. 

Continental.—France.—La Société d' Energie Electrique du 
Sud-Ouest is increasing its capital from 30,000,000 to 50,000,000 
francs for the purpose of erecting the necessary high-pressure 
mains for the supply of electricity to the French wireless tele- 
graph stations at Croix-d'Hins and Arcachon, and to meet the 
increasing demand for electricity for lighting and power pur- 
poses.: The company, which was formed in 1906, supplies 
energy to the greater part of Bordeaux and to a number of 
electric tramways and railways in the district. It possesses 
three hydro-electric generating stations on the River 
Dordogne, and а steain-operated plant at Floirac, near 
Bordeaux, the total capacity being about 75,000 b.p. 

TuRKEY.—According to the report of the Société Ottomane 
d'Electricité, of Constantinople, the output of the company's 
generating station during 1920 reached a total of 99,588,900 
kWh, an increase of 3,592,400 kWh, over 1919, notwithstand- 
ing the fact that during part of the усаг the running of the 
tramways was held up and that certain industries were 
greatly depressed. At the end of 1920 the company was sup- 
plying energy to 17,207 consumers, as against only 19,894 at 
the end of 1919, the biggest increase being in the lighting 
department. ‘The company's mains now extend to a length of 
about 186 miles. Owing to the depression in trade and in- 
dustry generally, the demand for electricity, particularly for 
power purposes, has not this year been maintained, the out- 
put for the six months ending June last showing a falling off. 
Notwithstanding this, the plant at the power station is being 
increased by two new boilers and a 10,000-kilowatt turbo- 
generator, which, however, are not expected to be put into 
operation until the spring of next year. | 

NORWAY (CHRISTIANIA).—There was a serious fire at the 'elec- 
tricity works last Friday, and the central parts of the city were 
without power and light all day. It is expected that several 
weeks will be required for the complete repair of the damage. 
—lteuter's Trade Service (Christiania). 


Crediton.—ELEcrRicITY SUPPLY.—4A canvass is to be made 


of prospective consumers of electricity with a view to а supply 


being obtained from the Exeter Corporation power station at 
Cowley Bridge. 

Electricity District.—Soutu-East LaxNcasninE.— The Elec- 
tricity Cominissioners are to hold a local inquiry at the Town 
Hall at Manchester on January 17th, 1928. at 10.30 ало. and 
on following days, with reference to the above-named area. 
and to consider a scheme that has been submitted bv the 
South-East Lancashire Electricity Cominittee for the estab- 
lishment of a joint board. 


Guernsey.—NrEw Praxt.—In order to meet increased de- 
mands the Guernsey Electric Light & Power Co. is to install 
new generating plant at its St. Peter-Port and St. Sampson's 
stations. The engines will be of the Diesel crude-oil type, 
aggregating 700 h.p.. made by Messrs. Mirrlees, Bickerton and 
Day, Ltd. The generators are being made by the Electric 
Construction Co., Ltd. 


Guildford.—Revisep CHarces.—The Town Council will 
adopt the following scale of charges for electricity as from 
December 31st: Lighting up to 10 units per quarter, 108.; 
next 1.000 units, 10d. per unit; bevond, 94, Power and heat- 
ing, up to 1.000 unite per quarter, 4d.; next, 3,000, 3d.: 
beyond, 2d. Prepayment consuiners, ls. per unit. Theatres 
and kinemas, up to 100 units per week, Sd.; beyond, 5d. 


Lancaster.—lI.osN Sanctionep.—The Town Council has re- 
ceived sanction to borrow £7,600 for extensions to the elec- 
tricity works. Е 

Lowestoft.—Yr:R's WonkING.—The accounts of the Cor- 
poration electricity undertaking for the year ended March 
3lst last, show a total income of £39,803, as compared with 
£29,601 in 1919-20. The expenditure on revenue account 
amounted to £37,584, as against £23,394. leaving a grosa 
surplus of £2,219 (£6,207). Of this capital charges absorbed 
£4,832, as compared with £93,861, causing a net deficit of 
£2,613, comparing unfavourably with a net profit of. 22,340 in 
the preceding year. 
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Nelson. —LOAN.— The Town Council has applied to the 
Ministry of Transport for sanction to the borrowing of 
42, 600 for the laying of electricity cables. 


Scarborough.—Rervisep CHARGES.—The Electric Supply Co. 
has applied to the Electricity Commissioners for power to 
amend the charges for electricity for lighting purposes for 
the quarters ending March 31st and December 318, up to 15 
units, 15s.; and for each unit over 15, 1s. For the quarters 
ending June 30th and September 30th, up to 10 units, 10s. ; 
and for each additional unit, 1s. 


Seaham MHarbour.—E ectricity SurpPLY.—The consulting 
engineer to the Seaham Harbour Urban District Council has 
reported on a proposed scheme for the distribution of elec- 
trical.energy for public and private consumption. 


Skegness.—REVOCATION oF PowsRS.—The Ministry of 
Transport has revoked that part of the Skegness Urban 
District Council Act, 1914, relating to the supply of elec- 
tricity throughout the area. The order dates from November 
29th. | 


South Africa.—KoksTAD (САРЕ PROVINCE).—The ratepayers 


have sanctioned a scheme for electric lighting at an estimated 
cost of £15,000. 


Southampton.—YraR's WonkiNG.—The annual report upon 
the Corporation electricity undertaking (Engineer: Mr. W. С. 
Turner, A. M. I. E. E.) for the year ended March 3lst last, 
shows a total revenue of £143,216, as compared with £111,992 
in 1919-20. Working expenses amounted to £110,654, as 
against £86,714, leaving a gross profit of £32,562 (£25,278). 
The net result was a surplus of £10,587 comparing favour- 
ably with a net profit of £4,709 in the preceding year. Against 
this profit, however, capital expenditure out of revenue, 
amounting to £11,382, was debited, causing an actual deficit 
185 The number of units sold rose from 10, 570, 248 to 
10, 916, 989. es 


West Bromwich.—Repucep CHARGES.— The Electricity 
Committee has recommended that as from December Ist the 
price of electricity for power purposes be reduced by 194 per 
cent., representing the last increase. No recommendation 
has been made for a reduction in the charges for lighting. 


York.—DEFERRED-PAYMENT  WinING.—The city electrical 
engineer recently reported to the Electricity Committee upon 
the question of free wiring and schemes dealing with wiring 
on the deferred: payment system, and the committee instruc- 
ted him to prepare an estimate of the cost of wiring certain 
houses, and to canvass the residents to ascertain if they desired 
.to have a supply of electricity by the fitting up of their houses 
on the basis of a deferred payment of the cost over a term of 
three years.— Yorkshire Herald. 

TRIAL OF APPARATUS.—To encourage the use of electrical 
appliances, arrangements have been made for occupiers of 
houses on the Tang Hall Estate to test the efficlency and 
convenience of electric irons and heating apparatus. А number 
of people have been encouraged in this way to purchase 
appliances. 


——————————— 


TRAMWAY AND RAILWAY NOTES. 


Australia.—ADELAIDE.—YEAR's WorkING.—The accounts of 
the municipal tramways for the year ended July 3lst last show 
& total revenue of £555,491, an expenditure of £369,893, and 
a gross profit of £162,597. After the payment of all capital 
charges a net surplus of £6,723 remained. In the preceding 
year a surplus profit of £5,948 was realised. 

WESTERN AUSTRALIA.— The annual report of the Com- 
missioner of Railways on the Government tramways for the 
year ended June 30th, 1921, shows a total revenue of £224,892, 
as compared with £187,981 in the previous year. Working 
expenses accounted for £204,459, leaving a gross profit of 
£20,433. After deduction of capital charges there was a net 


QE 10 аы In the previous year there was a net surplus 


Birkenhead.—IwPRovEMENTS DEFERRED.—The Tramways 
Committee has rescinded a resolution regarding the proposed 
expenditure of £99,800 for carrying out work on certain tram- 
way routes to provide work for the unemployed. 


Continental.—ItaLy.—The State railway administration has 
received permission to electrify the remainder of the Genoa- 
Ovada Alessandria line to the extent of some 81 km., of which 
20 km. will be in tunnels. The line ів one of heavy traffic, 
amounting last year to about 80,000,000 km.-tons, coal costing 
ж 13 ао lire. pn the increase of traffic anticipated 

ollow electrification, the line is expected to reaui 
kWh, at a cost of 700,000 lire. à DEM 


Darlington.—Yran's WonkiNG.—There was a loss on the 
Corporation tramways for the past vear of 43.166 as compared 
with £3,744 in the previous vear. dn 

Edinburgh.—Tue BRUSSELS SYSTEM —The 
" | ; SSELS STEM. manager of the 
Corporation tramways has been in communication with Les 
Tramways Bruxellois, to obtain this company’s opinion of the 
System in use in Brussels. The information was sought for 


guidance in the adoption of a system for Princes Street upon 
‘the electrification of the city trumways. According to the 
Itdinburgh Evening News the Brussels company regards cop. 
duit systems unfavourably. The cost of upkeep, as compared 
with that of trolley lines, is double; there are three or four 
times as many accidents; and the company would be glad to 
be able to substitute overhead traction in the place of the con. 
duit system. It is estimated that the conduit lines increase the 
cost of operation by 1,000,000 francs a year, 


Halifax.— EXTENSIONS AND Track RENEWALS.—The Halifax 
Tramways and Electricity Committee recommends the Cor- 
poration to apply for grants under the unemployment emer. 
gency work provisions, to take in hand forthwith the follow. 
ing extensions; the laying of 2,350 yd. of extra-high-pressure 
mains from Water Lane to Salterhebble, at £3,150; 9.810 yd. 
from Hangar Hill to Huddersfield Road, at £3,466 ; 2,280 yd. 
of tramway feeder from the depot to Salterhebble, 41.601: 
cable from Wood Street to Chester Road, 21,544; relaying in- 
ward tramway track from Springhall Lane to Cow Green, 
£23,500; double line on the Queensbury route near Cavendish 
Hotel to avoid risk of cars being overturned by wind, 24 90) 


London.—CuristMas Tramway Services.—It has been фе. 
cided to follow the practice of the last two years with regard 
to the running of the London tramways on Christmas Day. All 
cars will be returned to their depóts by 4 p.m., and all men 
who can be spared will be given leave of absence for the day. 


Stalybridge.—CHRisTMaAs TRAMWAY Services.—The Tram- 
ways and Electricity Board has issued a notice to its employés 
intimating that if they refuse to work on Christmas Day they 
will break their continuity of service, and will forfeit two 
days' holiday next vear. 


TELEGRAPH AND TELEPHONE NOTES. 


Afghanistan.—TELEGRAPH SERVICE.—In recognition of the 
generous hospitality shown by the Ameer of Afghanistan to 
the Dobbs Mission, the Government of India has presented 
the Ameer with sufficient telegraph material to link up the 


400 miles separating Kabul from the Indian telegraph exten- 


sion at Herat via Kandahar, says The Times. 


Australia.—LoNG-DISTANCE — WIRELESS.—The Radio Com. 
munication Co., claiming to be an exclusively British con- 
cern, has made an offer to the Commonwealth Government 
to establish direct wireless communication with the United 
Kingdom. The offer, which differs in several respects from 
that put forward recently by the Amalgamated Wireless Co.. 
[as announced in this column recently] 1s being considered by 
the Government.—The Times. ; 

The Commonwealth Government proposed to bring the 
present session of the Federal Parliament to an end on Decem- 
ber 9th, and hoped before then to deal with wireless schemes. 


China.— WIRELESS INSTALLATIONS.—The Sub-committee on 
Drafting of the Washington Conference has adopted the tenta- 
tive plan presented last week by Mr. Root for dealing with 


wireless installations in China. Under Mr. Root's plan, which: 


will be reported back to the main Far Eastern Committee at 


the next meeting, the use of wireless would be restricted to 


diplomatic and governmental messages. Those installations 


permitted by Chinese licence would be used only to the extent 


authorised by the licence, and the Powers would noe 
with the Chinese communication authorities to secure that the 
wave lengths were not interfered with. Reuter's Trade Ber 
vice (Washington). | | 
Finland.—TELEGRAPH Service.—A mixed Finnish and 
Russian Commission has reached an agreement with reference 
to telephone, telegraph, and temporary railway communio 
tion. The terms of the agreement, it is expected. will be pub: 
lished shortly.—Reuter's Trade Service (Helsingfors): 


France.—TELEGRAPHIC DELAY.—A breakdown, caused by 
severe frost, on the French telegraph and telephone sys = 
on November 30th, rendered communication between mae 
and England very uncertain and slow for several days, ‘ble 
the Daily Telegraph.: No communication at all was poss 
with Brussels. 


Italy.—WinELEsS TELEPHONY.—At the Centocelle pm 
on December 2nd, in the presence of the Ministers о re 
and Posts and Telegraphs, members of Parliament, ап a 
and military authorities, a wireless telephone dis Ru 
inaugurated with Sardinia. In spite of bad atmospheric x 
ditions conversations between Tempio Pausania nA К 
were very clearly heard.—Reuter'a Trade Service (Коше). 


Netherlands.—DriRECT TELEGRAPHIC COMMUNICATION , К 
ENGLAND.—The Director of the Telegraphic d that 
Amsterdam announces in the Board of Trade 9 tali 
dirsct telegraphic communication has been Vi Amster- 
between the Central Telegraph Office in London an s of this 
dam. The opportunity of sending telegrams by 2203 m. 80 
line is offered on every working day between 12.) p.m 
4 p.m., and on Saturday between 10 a.m. and 1 p.m. 


| 
. . | 
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Telephone Service.—Pusiic CALL Boxks.— During the past 
12 months there has been a very considerable increuse in the 
use of the Post Office public telephone boxes which 
are а feature of the Underground railway stations. It is esti- 
mated that nearly twice the number of people are now making 
use of these slot machines. The Underground Co. is co- 
operating with the Post Office to give facilities by arranging 
batteries of call boxes with a special attendant in charge. For 
the average private user, who only requires the telephone occa- 
oe this convenience 18 evidently one which 1з appre- 
ciated. | 

PROPOSED AUTOMATIC EQUIPMENT AT Yonk.—Mr. A. Bell. 
postmaster, has intimated to the Estates Committee of the 
Corporation that he 18 making every effort to secure the instal- 
lation of the automatic telephone system at York. The lease 
of the present manual exchange in Parliament Street, belong- 
ing to the York Corporation, expires on June lst next, but 
the Post Office has asked for permission to continue as yearly 
tenants pending а settlement of negotiations as to the use of 
the automatic system or otherwise. The Estates Committee 
has agreed, subject to a revision of rent on the expiry of the 


present lease. 


CONTRACIS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELgcTRICAL. REVIEW in which the 
“ Offieial Notice appeared.) 


OPEN. 


Australia.—MELBOURNE.—January 95th. "Victorian Govern- 
ment Railways. Теп coasting recorders or, alternatively, 10 
coasting und service recorders for the trains (cont. 34,750). 

February Ist. Four motor-driven grinding machines, with 


acceasories.* | 
February 15th. Postmaster-General's Department. Tele- 
(See this issue.) 


phone apparatus and parts (Schedule 544). 

Blackpoel.— December 23rd. Electricity Committee. One 
5,000-kW, 3-phase turbo-alternator. surface-condensing plant 
with auxiliaries; one 2,000-kW, phase and frequency changer, 
complete with exciter and starting motor. (See this issue.) 


Bolton.—For electric lighting at Cable Street Weslevan 
Sunday School. Particulars from James Baxter, secretary. 


Bradford.—December 94th. Electricity Department. Rotary 
converting plant (Cont. R. 207). (See this issue.) 


Dublin.—December 12th. Dublin United Tramways Co. 
(1896), Ltd. General stores, including electric supplies, for six 
months. (November 25th.) 

Edinburgh.—Tramwavs 
electrical equipment of cars. 
Edinburgh. 

December 19th. Electricity Supply Dept. 
for five months. (See this issue.) 

Egypt.—ALEXANDRIA.—December 21st. 
house Administration. 
months.* 

Glasgow.—December 13th. Education Authority. 
lighting of schools. J. Clark, Director of Education. 


Lanark.—District of the Middle Ward. Electrician's, &c., 
work in connection with the new workshops at Hairmyres 
Sanatorium and Colony. Mr. P. C. Sinith, Housing Depart- 
ment, District Offices, Hamilton. 

London.—H.M. Office of Works. December 14th. Elec- 
trical and mechanical engineering labour-in-day work in con- 
nection with the maintenance, &c., of installations in the 
Glasgow and Edinburgh districts during a period of three vears 
from January Ist, 1922. Contracts Branch, Н.М. Office of 
Works, London, S. W. I. 

SHOREDITCH.—January 3rd. Electricity Supply Department. 
One water-tube boiler of 33,000 Ih. evaporative capacity. (See 
this issue.) 

Manchester.—December 14th. Supply, &c., of two elec- 
trically-driven capstans and three dummy capstans at Brad- 
ford Road gasworks. Specification, &c., from Mr. G. W. 
Kaye, secretary, Gas Department, Town Hall, Manchester. 

December 13th. Tramways Committee. Motors and con- 
trollers. J. M. McElroy, general manager, Corporation Tram- 
Ways, 55, Piccadilly, Manchester. 

New Zealand.—WELLINGTON.—March 6th. Public Works 
Tender Board. Waikato power scheme. Two 2,500-kVA alter- 
nators, two 3,100-h.p. water turbines, two exciter sets.“ 


Department. 53 .trucks and 
Manager, 2, St. James's Square, 


Insulated cable 


Port and laght- 


Electric 


January l7th. Post and Telegraph Department. 25,000 dry 
cells for telephone work.* 
South Africa.—JoHaNNEsBURG.—January 4th. Municipal 


ouncil. 
spares.“ 

Urnguay.—MowrE Урко. — December 30th. State Elec- 
tricity Department. Power station plant: one 4-stroke Diesel 
engine, coupled to a 200-kW, 3-phase alternator, and one 4- 
stroke Diesel engine, coupled to a 300-kW, d.c. generator.* 

*А copy of the specification, &c., can be consulted at the 
Department of Overseas Trade, 35, Old Queen Street, S. W. I. 


Two 2,000-kW converters, with switchgear an- 


Stores, including electric lamps, for six 


CLOSED. 


Belgium.—Nineteen firms last week submitted tenders to 
the municipal authorities of Ghent for six static transformers 
for the local electricity supply station. The tenders ranged 
from 51,160 to 83,035 fr., the lowest being that of the Société 
Electrique de Nancy. The quotation of the Metropolitan- 
Vickere Co. was 73,440 fr. 


Canada.—According to the Montreal Star, the Hydro-Elec- 
tric Power Commission of Ontario has just concluded a con- 
tract with the English Electric Co. ot Canada, Ltd., for 
traction equipment for the new Hydro-Radial cars at Windsor 
and Guelph. ‘This is the first large order for traction equip- 
ment placed by the Commission; it will be mahufactured at 
the St. Catharine's plant of the English Electric Co. The 
equipment ordered is similar to that recently purchased from 
the English Electric Co. by the Toronto Transportation Com- 
mission and now in use on its new cars. 


Russia.—The British Mannesmann Tube Co., which 
recently received an order for 15,000 telephone poles for the 
Dutch East Indies in face of the keenest German competi- 
tion, has just obtained a large order for boiler tubes for the 
All-Russian Co-operative Society. They are to be shipped to 
Archangel. This order is the first from Russia received locally 
for many years.—Financial Times. 


FORTHCOMING EVENTS. 


Junior institution of Engineers.—Friday, December 9th. At the Royal 
United Service Institution, Whitehall. At 7.30 p.m. Presidential address 
by Mr. C. H. Wordingham. 

Friday, December 16th. At the Caxton Hall, S. W. At 7.30 p.m. Extra- 
ordinary general meting. At 8 p.m. Paper on ' Notes on Searchlight 
Construction and Operation," by Mr. A. J. Simpson. 


Physical Soclety of London. Friday, December 9th. At the Imperial 
College of Science, S. Kensington. At 9 p.m. Ordinary scientific meeting. 

Birmingham A District Electric Olub.— Saturday. December 10th. At the 
Grand Hotel, Colmore Row. At 7 p.m. Annual meeting. 


Electrical Power Engineers’ Association (Southern Division).— Monday, 
December 12th. At the Engineers’ Club, Coventry Street, W. At 7 p.m. 
Adjourned discussion on ' Notes on Boiler-House Plant.” 


llluminating Engineering Soclety.—Tucsdiy, December 13th. At the Roe 
Society of Arts, John Street, Adelphi, W.C. At 8 p.m. Discussion on 
* Progress in Gas Lighting in Relation to Illuminating Engineering." to 
be opened by Mr. W. J. Sandeman, 

institution of Civil Engineers.— Tuesday, Decen: ber 13th. At the Institution, 
Great George Street, S.W. At 6 pam. Papers on "" Deep-water Quays : 
General Considerations of Design," by Mr. E. Latham, and on the 
* Stability of Deep-water Quay-walls," by Mr. F. E. Wentworth-Shields. 


Association of Mining Electrical Engineers (Lendon Branch).- Tuc v. 
December 13th. At 46, Kingsway, W.C. Ait 6 pm. Discussion on 
"Types of Cable Covering for Collieries; Bitumen, Paper and Lead. and 
Vulcanised Rubber.” . 

Liverpool! Engineering Society.— Wednesday, December 1th. At the Roval 
Institution, Colquitt Street. At pm. Paper оп “ Mechanical Cargo 
Handling," by Mr. G. Rae. 


Nottingham Society of Engineers.—Wednesdiay, December 14th, At the 
Welbeck Hotel. At 8 p.m. Annual dinner. 


Association of Engineers-in-Charge.—Wedlo stay December leth. At St. 
Bride's Institute, Bride Lane, Е.С, At 7.90 раз, Paper оп "* Utilisation 
of Exhaust Gases from Internal Combustion Engines, by Major W. 
Gregson. 

Institution of Electrical Engineere.— Thursday, December 15th. At the Tn- 
stitution, Victoria Embankment, XM. C. At 6 pam. Paper on “ Induction- 
type Synchronous Motors,“ by Mr. L. Н. А. Carr. 

(Eaet Midland Zud-Gentre).— Tues dan, December 13th. At, the Lough- 
borough College at 6.45 p.m. Paper on ** Whirling of Shafts." By Prof. 
С. Н. Bulleid. 

(Liverpool! Sub-Oentre).—Mondav, December 12th. At the Uni- 
versity, Liverpool. At 7 p.m. Paper, " Single and Three-phase Commu- 
tator Motors, with Shunt and Series Characteristics,“ by Dr. S. P. Smith. 

(London Students’ Section).—Friday, December Sth. At 7 pm. At 
the Ship Restaurant, 45, Charing Cross, S.W. Smoking concert. 

(North-Eastern Centre).—Tucsday, December 13th. At the Armstrong 
College, Newcastle-on-Tyne. At 7.15 pam. Paper on The Cve-Are Pro- 
cess of Automatic Electric Welding," by Messrs. L. J. See and H. 
Martin. 

(North Midland Oentre).— Tuesday, Decen. ber 13th. 
Metropole, Leeds. Ordinary meeting. 

(North-Western Gentre).— Tuesday, December 13ih, At the Engineers? 
Club, Manchester. At 7 p.m. Informal meeting. Discussion on“ Supply 
of Power Station Auxiliaries.” | 

(Scottish Centre).— Tuesday, December 13th. At 207. Bath Street, 
Glasgow. At 7.30 p.m. Paper on The Cye-Are Process of Automatic 
Electric Welding.“ by Mr. L. J. Steele and Mr. H. Martin. 

Saturday, December 17th. At the Grosvenor Restaurant, Gordon Street, 
Glasgow. At 7 p.m. Smoking concert. 


At the Hotel 


Manchester Wirelese Society.—Thursday, December 15th. At the Albion 
Hotel, Piccadilly, Manchester. At 8 p.m. Paper on Recording of Wire- 
dess Telegraphy," by Mr. R. Brooke. | 

Ohemioal Soclety.— Thursday. December 15th. At Burlington House, Picca- 
dilly, W. At 8 p.m. Ordinary meeting. 

Chelmsford Engineering Soolety.— Thursday, December 15th. At the East 
Anglian Institute of Agriculture. At 7 p.m. General discussion. 


Belfast Association of Engineers.—Thur«lav, December Mth. At the 
Municipal College of Technology. Paper on“ Ball and Roller Bearings,” 
by Mr. A. W. Macaulay. | 

Inetitution of Mechanical Engineers.—Fridav, December 16th. At the 
Institution, Storey’s Gate, St. Jame's Park, S.W. At 6 p.m. Papers on 
“Conveying and Elevating Machinery," by Mr. G. Mitchell, and оп 
Discharge of Grain Cargoes in the Port of London by Pneumatic Ele- 
vators," by Mr. R. E. Knight. 


Electro-Harmonic Soolety.—Friday, December 16th. At the Great Hall, 
Cannon Street Hotel. At 8 p.m. Smoking corcert. 
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NOTES. 


E.R. Service Department.—The only inquiry that we 
have not been able to solve this week 1s the following : А cor- 
respondent eeeks the name and address of the factors of the 
“ Vulcan ' soldering iron, made in Buffalo, U.S.A. 


— Educational.—On December 2nd the annual prize distri- 
bution of the Northampton Polytechnic took place. The 
Principal, Dr. Walmsley. spoke of the progress which was 
being made, mentioning that enrolments during the past year 
numbered over 3,800. Following the presentation oi the 
prizes by Mr. A. Barton Kent, the students and members of 
the staff gave gymnastic and swimming exhibitions. 

Коул, TECHNICAL COLLEGE, GLASGOW.—The_recently-pub- 
lished report on the 125th session records a further increase 
in the numbers of students in all classes; the number of en- 
rolments during 1920-21 was 14,603. The accounts show an 
adverse balance of about £950. Full details of scholastic suc- 
cesses, appointments and resignations are given in the report. 


The Influence of Transformer Connections on Third Har: 
monic Voltages and Currents.— With reference to the article 
under the above title, which was published in the ELECTRICAL 
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WavE- ӚмАРЕ RtLATIONSHIP BETWEEN FLux, INDUCED VotrAGES AND No Loan CURRENT 


Review of March llth, 18th, and 25th, 1921, the author (Mr. 
S. Austen Stigant) informs us that some errors crept into 
Table I, p. 302, and that the accompanying table should be 
substituted for the original version. The chief correction is 
that with a constant effective voltage and a sine-wave of no- 
load current, the resultant peaked pressure wave produces a 
lower iron loss than does a sine-wave of pressure of the same 
effective value. 


Appointments Vacant.—Switchboard dttendant, for the 
Sandy Lane power station of the Coventry Corporation Elec- 
tricity Department; watchkeeping engineer (59s 6d.+39s. 1d.) 
for Н.М. Dockyard, Portsmouth. (бее our advertisement 
pages to-day.) 


The Electro-Harmonic Society.—The next smoking con- 
cert will be held in The Great Hall, Cannon Street Hotel, on 
Friday, December 16th, 1921, commencing at 8 p.m. Sir 
James Devonshire, K.B.E.. will occupy the chair, and the 
artistes will be :—Miss Winifred Kennard, soprano; Mr. Bar- 
rington Hooper, tenor; Mr. Harry Dearth, baritone; Mr. Ber- 
пага Turner, humour with saxophone; Mr. W. V. Robinson, 
Canadian entertainer; Mr. Wilson James and Mr. Harry 
Davson, entertainers; Mr. Bernard Flanders, A. R. A. M., solo 
pianoforte and accompanist. 


Disabled Ex-Service Men.—The Ministry of Labour 
has issued an appeal to employers to enrol on the King's 
National Roll, in view of the decision that Government con- 
tracts shall be given only to firms whose names are on that 
Roll. Invitations to firms already enrolled to renew their 
undertakings will shortly be issued. Up to the present, the 
Roll embraces 29,000 names, covering some 365,000 disabled 
Ex-Service men; 25,000 men are in training under the Mini- 
stry's schemes, and there are 25,000 more on the waiting list. 
During the past 13 weeks improver vacancies have been 
found for 1,929 trained men. 


The Cycle and Motor-Cycle Show. This vear the 
above named popular show was again housed in бушрш, it 
being the seventh of the series of annual exhibitions pro- 
moted by the British Cycle & Motor-Cycle Manufacturers’ 
and Traders’ Union, Ltd. So far as electrical matters were 
concerned, attention was confined to the accessories eection, 
Where many makes of lighting and ignition equipments, &c., 


А 
V 


were on view. The stand of Messrs. C. A. Vandervell 4 Co 
Ltd., was of interest to both motor-cyclists and manufac. 
turers alike. ‘The long awaited O.A.V. dynamo lighting set 
for motor-cycles was shown both on solo” and “ combina- 
tion machines. 

The dynamo for these installations is only 31 in. in diameter 
but it is built on identical lines with the standard CA Y 
car-lighting models. The output is 5 amps. at about 10 
r.p.m., an ample charging rate to cover all ordinary lighting 
requirements, which may include a dashlamp, spetlight, $c. 
The battery, a special C.A.V.-Willard," has an actual capa. 
city of 3 amps. for 10 hours. This should be registered at 
an official '' C.A.V.-Willard " service station, as it is eligible 
for exactly the same free service benefits as ite larger brothers 
are for car lighting and starting. Headlamps and special 
sidelamps were exhibited in various designs and sizes for 
difterent type of cycles. The solo motor-cyclist was not nep- 
lected and special batteries have been produced for this pur- 
pose. 

The winner of the highest awards on road and track 
during 1921, Mr. Victor Horseman, on his Norton machines, 
invariably used C.A.V. magnetos, a testimony to their merite 

The combined lighting and ignition system of the Villiers 

Engineering Co., Ltd., has been developed from its well. 
known and highly-efficient h.p. flywheel 
magneto. ‘ihe system is simpie, and the 
magneto has no additional moving parts: 
the additions comprise a pair of coils anda 
terminal with suitable connection. Те 
current given off is alternating, and the 
voltage is constant above 2 miles per hour. 
There is no risk of burning out the bulbs, 
provided those used are supplied by the 
makers. 

The pair of lighting coils have по eke. 
trical connection with the ignition coil 
They are connected in series with each 
other; the one end of the coil is earthed: 
the free end of the other is led to the light- 
ing terminal and so to the lamps. An in- 
sulated terminal is fixed to the armature 

- plate, and a quickly detachable fastening 
provided for the cable. А dry battery is 
used for lighting purposes when the ma- 
chine is stationary, but immediately the 
engine is fired the rider has only to switch 
over on to the magneto to get a brilliant 
light, consequently the battery is only used 
occasionally, and will therefore last for 3 
considerable period. | | 

All Villiers motor-cycle engines are being 
equipped with magnetos suitable to take the 
lighting coils, and it is a very simple matter 
at any time to fit the coils, by unscrewing 

the pole shoes. The lamps are connected in series; the bulb 

used in the front lamp is of 4-volt, 3-ampere capacity, and the 
rear bulb 4-volt, 5-ampere capacity. , | 

Every part of the magneto is easily accessible, and inspec- 
tion of all parts may be made by simply removing the 5 

As its name implies, the magneto is built into and made 
part of the flywheel, and it is claimed that a quarter of a tum 
of the flywheel will generate enough current to spark the plug. 
Also that it is absolutely waterproof, and that with the iow 
type of magneto the angle of advance and retard is iude 
and in the retard position the spark 1s very much ari 
than in the advance, whereas in the Villiers magneto 
same intensity of spark is obtained in all positions. hi 
amount of space that can be devoted to the aan 
winding is greater than in any other magneto, and ma x 5 
vision for fitting а more efficient coil and contact ^ 10 

Another flywheel magneto set was exhibited on ns 4 E 
the British Thomson-Houston Co., Ltd., and a number te 
showed magnetos, lamps, accumulators, electric horns, c. 
suitable for. use on motor cycles. 


1 
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Municipal Tramways Сопісгепсе.—Тће Ar 
Tyne Transport and Electricity Committee of the a 955 
poration has decided to invite the Municipal е 
ciation to hold its annual meeting in the city next ер 


А * 
A Lecture on Artificial Heating.—NATIONAL aud 
or Supervising ELECTRICIANS.—On Tuesday. U ШЫ 
nt St. Bride's Institute. E. C. 4, Mr. e i 
M.LE.E.. will read a paper entitled “ Artificial х МС 
Relation to Human Needs." Major T. Vincent P d 
M.I.E.É.. President of е will take th 
6.45 p.m. The paper will deal with :— 

1. The йй temperature upon health and as 

9. The relative values of radiant and convective 
mission. 

3. Quantitative ideas on artificial heat. 

4. Waste of heat energy: | 

5. d a „ and its T 
means of providing artificial heat. В 

: e of modern | 1 S pe as т 
and cost of buildings and their upkeep. cien 

7. Modern Ши al electric heating, heat storage. ей 
and costa. 
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INSTITUTION NOTES. 


Institution of Electrical Engineers. —ExaMination RESULTS. 
— Ге list of successful candidates who sat for the A. M. I. E. E. 
examination in October, 1921, shows that eight passed the 
whole examination and two passed Part II only. In addition, 
37 otheers of the Roval Engineers passed the whole and 18 
Part II only of. the examination. The results relating to can- 
1 who sat for the examination abroad are to be published 
ater. 


. Loxpox Stupents’ Sectiox.—On November llth the open- 
ing address of the session was delivered by Sir Philip 
Dawson, M.P.. who took as his subject The Future 
of Railway Electrification.” He said that one of the main 
advantages of electric traction over steam traction was the 
very smooth torque obtained, which resulted in a greater 
drawbar pull. This was of the order of 25 per cent. of the 
deadweight, whereas that of steam was only about 16 per 
cent. Sir Philip outlined the recommendations of the Elec- 
trification of Railways Advisory Committee. The sole cri- 
terion of the practicability of an electrification scheme was 
its financial soundness. The speaker gave some figures in 
comparison of d.c. and a.c. traction. He thought that a.c. 
struck the " happy medium "' in operating costs while having 
a substantially lower initial cost. Statistics of the working 
of the electrified portion of the L.B. & S.C. Railway demon- 
strated the increased traffic capacity brought about by elec- 
trification. 


East MIDLAND Sus-CentrRE.—Mr. C. Н. Bulleid will read a 
‘paper on '' Whirling of Shafts, with special reference to Tur- 
bine and Dynamo Shafts.’ on December 13th at Lough- 
borough. The paper will be illustrated by lantern slides and 
8 demonstration of models will be given. 


WESTERN CENTRE.—A meeting of the Centre took place on 
December 5th at the Merchant Venturers' Technical College, 
Bristol, when the chairman (Mr. А. C. MeWhirter) presided 
over a large muster of members and visitors. The event of 
the evening was the paper on the Cyc-Arc " Process of 
Automatic Welding," which is abstracted elsewhere in this 
issue. One of the authors (Mr. Martin) received his technical 
education at the Merchant Venturers’ Technical College, of 
which he is an associate. The paper was illustrated by in- 
teresting lantern slides, and prior to the discussion Mr. Martin 
carried out practical demonstrations of the process. The dis- 
cussion will be reported in a later issue. 


SovrH MIDLAND TERRITORIAL CENTRE.—On Friday last the 
annual dinner of the Centre was held at the Grand Hotel, 
Birmingham; Mr. R. A. Chattock, chhirman of the Centre, 
presided, and there were present about 170 members and 
guests, including the Lord Mayor of Birmingham (Ald. D. 
Davis), Councillor H. K. Beale, chairman of Electric Supply 
Committee, Dr. G. Kapp, Dr. A. H. Railing, Dr. W. E. 
Sumpner, Mr. J. S. Highfield (president I.E.E.), Prof. W. 
Cramp, Ald. W. Walker, Dr. C. C. Garrard, Major А. M. 
Taylor, Mr. F. Forrest, Mr. E. C .R. Marks, Mr. A. C. 
Wynne, Mr. T. P. Wilmshurst, Mr. A. W. Willett, and Mr. 
R. B. A. Ellis. 

After the loval toast, Mr. Chattock proposed ‘ The Institu- 
tion of Electrical Engineers," drawing attention to the facts 
that this was the jubilee vear of the Institution, and that 
the Institution had obtained a Royal Charter. Reviewing the 
history of the Institution, he said he did not see how it was 
possible for 16 to have nothing to do with trade; all its efforts 
were directed to fostering the trade and industry on which 
this country exists. The Institution did much to develop the 
brains of the electrical industry, and the Territorial Centres 
enabled the papers and discussions to be brought before an 
enormous number of members, whilst the research work pro- 
moted by the Institution was of great value to the industry. 
He looked forward to the time when membership of the Insti- 
tution would be an indispensable qualification. for an engi- 
neering post. | 

The President, Mr. J. S. Highfield, responded, explaining 
the excellence of the constitution. with its world-wide Terri- 
torial Centres, and the value of the Roval Charter, which was 
in effect à mandate from the State to the Institution to carry 
on its work. He urged that the base of the Institution should 
be widened by bringing in men such as Lord Southborough, 
its new honorary member. Care must be taken to ensure 
that a high standard of qualification for membership was 
maintained: the examination test alone was too academic, 
and à certain amount of practical work should be called for. 
After eulogising the excellent work done by the retiring 
hon. secretary, Mr. J. D. Morgan, he dealt with the proposal 
put forward by Sir Henry Strakoseh and Sir Peter Rvlands, 
that Germany should erect super-stations and electrify rail- 
wavs in this country, pointing out that the effect of it on the 
British electrical industry would be disastrous. The Institution 
was keeping its eyes open to the danger. 

Ald. W. Walker proposed * The City of Birmingham and 
Electricity Supply,” commenting on the engineering achieve- 
ments of the Citv. He paid a high tribute to the merits 
of Prof. Cramp, whose removal to Birmingham was a great 
loss to Manchester, and expressed the confident opinion that 
trade had taken a turn for the better. ‘The Lord Mayor, 


responding to the toast, said that the great abilities of Prof. 


Cramp were fully appreciated in Birmingham. The City 
had made great etforts to produce munitions during the war, 
and was now paying the penalty in the form of more unem- 
ployment than other cities experienced. Mr. Chattock in 
18 vears had transformed the Citv electricity supply, and was 
held in the highest esteem by the citizens. | = 

Councillor Beale also responded, referring to the difficulties 
Birmingham nad met with in its endeavours to cope with 
the demand for electrical energy. He deprecated the outlay 
of large amounts of capital on new power stations before 
they knew there was a market for the output. 

Prof. W. Cramp, proposing * Kindred Societies and Guests,’ 
acknowledged the kind welcome that he had received as a 
newcomer to the City, and expressed the view that the engi- 
neering societies should draw together in one great body of 
engineers, of which they could all be members. To this end 
he suggested that the presidents of the institutions should 
be persuaded to meet and discuss the proposal. If they did 
not join hands now, in 10 or 20 years they might be in fierce 
competition. | 

Mr. E. С. R. Marks responded in a humorous speech, attri- 
buting the formation of the Institution of Mechanical Engi— 
neers to the rejection by the Institution of Civil Engineers of 
George Stephenson's application for membership. He was 
not sure that Dr. Cramp was right in wishing to bring them 
all together. 

A programme of music accompanied the dinner, and after- 
wards a conversazione and concert took place. 


ScotrisH CENTRE.—The Centre has issued to its members 
a small handbook containing a great amount of information. 
This embodies the annual report for session 1920-21; a full 
list of officers and  past-chairmen; annual reports of the 
Dundee Sub-Centre and the Students’ Section; programmes 
for the present session; extracts from the Institution’s Articles 
of Association; and a list of members of the Centre. 

On Saturday, December l?th, a smoking concert will be 
held at the Grosvenor Restaurant. Gordon Street, Glasgow, 
at 7 p.m. Tickets (2s. each) are obtainable from Mr. W. L. 
Winning, 166, St. Vincent Street, Mr. Neil M'Killop, Corpora- 
tion Electricity Department, 75, Waterloo Street, or from 
members of the committee. 


Chelmsford Engineering Society.—On November 24th a 
paper was read before the society on Gas Producers for 
Power and Heating Purposes," by Mr. N. E. Rambush, Chief 
Engineer of the Power-Gas Corporation, Ltd. The Presi- 
dent (Mr. G. F. Barrett, O.B.E.), was in the cbair, and a 
hundred members were present. Mr. Rambush first dealt with 
the various methods of producing gas: (1) Town gas supplies, 
where only 25 per cent. of the fuel was turned into gas. (2) 
(a) Complete decomposition of fuel by the air gasification pro- 
cess; and (b) complete decomposition of the fuel by a mixture 
of air and steam. 

A large number of diagrams of various types of generators 
was shown, and each was fully explained. 

The speaker said that the thermal etliciency of various 
methods of producing gas was roughly as follows: Producer 
pas from bituminous coal, 72 per cent.; producer gas from 
anthracite coal, 80 per cent.; town gas using the coke in a 
producer, 66 per cent.; blue water gas plant, 45 per cent. 


Mining Institute of Scotland.—Over 80 members of the 
Institute recently visited the works of Messrs. Anderson, 
Boyes & Co., Ltd., Motherwell, and inspected the manufacture 
of coal-cutting machines and mining switch-gear, in which 
the firm specialises. The visitors also witnessed experiments 
relative to the presence of gas in mines and the safety of 


electrical plant. 


Edinburgh Electrical Society —On November 23rd Mr. 
А. S. Black delivered a lecture on " The Manufacture of the 
Modern Electric Lamp.” The subject of illumination as it 
affected filament design was touched on, as also were the new 
chemical processes connected with gasfilled lamps. The lec- 
turer described the methods of lamp manufacture in use at 
the Osram works, and illustrated his descriptions by lantern 


slides and samples. 


Bradford Engineering  Society.—Before the Bradford 


Engineering Society, last week, at the Technical College, Mr. 


A. A. Liardet (lhwaites Bros., Ltd., electrical engineers) lec- 
tured on Radio-Telegraphy." The chair was occupied by 
Mr. C. E. Allsop, sales manager to the Bradford Corporation 
Electricity Department, and president of the Association. Mr. 
Liardet, after dealing with the basic principles of radio- 
telegraphy, demonstrated both the production of waves by 
the oscillatory discharge of an induction coil and the later 
developments in production by rotary high-frequency genera- 
tors, or by the use of a thermionic valve. During the evening 
signals were received from large stations in Englang, France. 
Germany, Central Europe, Moscow, and from shipping and 
eoust stations. Speech and song were received from Mr. 
Denison, at Halifax, and heard by the whole audience. ard 
a member of the committee of the Association, as an experi- 
ment. spoke to the meeting from a house in another part of 


Bradford. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected 
with the technical or the commercial side of the profession 
and industry, also electric tramway und railway officials, to 
keep readers of the ELECTRICAL REVIEW posted as to their 
movements, 


Мг. R. A. CuHattock, the City Electrical Engineer of 
Birmingham, who is now filling the chair of the South Mid- 
land Centre of the Institution of Electrical Engineers for the 
second time, he having been chairman of the section in 1906-7, 
has served as a member of the Council of the Institution for 
six years, and has been a vice-president for three years. He 
occupied the position of President of the Incorporated 
Municipal Electrical Association at Birmingham in the year 
1913-1914. Аз we stated last week, evidence of his popu- 
larity was given at the recent electrical engineers’ ball, held 
in that city. 

Mr. Chattock was born in 1865 at Hull, in Warwickshire, 
and educated at University College School, London, from 
which he passed in 1881 into the college, where he remained 
until 1884, going through the full engineering course under 
Professor Kennedy, and obtaining the senior Gilchrist engi- 
neering scholarship. After serving an apprenticeship as a 
mechanical engineer in the shops of Mesars. John Stewart and 
Son, in 1889, he took up a position of assistant engineer to 
the Metropolitan Electric Supply Co. at its several stations 


| Мт. К. A. CHATTOCE, 
Chairman of the South Midland Centre of the Institution of 
Electrical Engineers, 1906-1907 and 1921-1922. 


in * Whitehall, Manchester Square, and Sardinia Street, 
] ndon, and in 1892, on erection of the company's new station 
in Amberley Road, Paddington, he became superintendent 
engineer at that station. In 1894 Mr. Chattock was appointed 
chief electrical engineer to the vestry of St. John, Hampstead, 
London, and in May. 1895, took up the position of superin- 
tendent engineer at the Bankside station of the City of 
London Electric Lighting Co., which position he retained for 
a period of five years. In March, 1900. he was appointed 
chief electrical engineer to the Bradford Corporation, and was 
responsible for large extensions in connection with the elec- 
tricity department. He resigned this position in 1908 conse- 
quent upon his present appointment as. City Electrical Engi- 
neer at Birmingham. During the time Mr. Chattock has 
been at Birmingham he has had entire charge of the develop- 
ment of the Corporation electric supply undertaking. This 
has comprised the design and erection of the large power 

station in Summer Lane and a number of sub- stations in the 
outlying districts of the city, which are supplied with 
three-phase current at а pressure of 5,000 volts, and 
in which the current is transformed by means of rotary con- 
verters into direct current for general distribution. The 
station has also been designed to give a supply of power to 
the whole of the tramways in the city. A supply of 
three-phase current at 5,000 volts pressure to large 


and is of the total capacity of 35,500 kW 


power users has also been developed. The lar . 
station at Summer Lane, Birmingham, for the dan 
which Mr. Chattock was responsible, was completed in 194 
W. Prior to the war 
Mr. Chattock was engaged upon the design of a large generat. 
ing station, the ultimate capacity of which will be 105,000 kW 
and a commencement was made on the building work early in 
1914. During the war, however, the building of this station 
was stopped at the request of the Government. Subsequently 
when there was a shortage of power in the district for making 
munitions, arrangements had to be made for rushing Up à 
temporary station, close to the site of the proposed large 
station, having a capacity of 22,000 kW. This etation was 
running in nine months from the date the building was соп. 
menced. In 1918 the Government sanctioned proceeding with 
the big station at Nechells, and work has been carried on, 
with the result that the first section is now practically com. 
plete, and it is expected to be.running in January, 193) 
During the 18 years that Mr. Chattock has been connected 
with the Birmingham Corporation the load has increased from 


3.545 kW to 67,100 kW, the revenue has increased from 


£67,278 to £1,293,521, and the units sold from 3,737,419 to 
136,921,417. · | 
Ald. Geo. New has been re-elected chairman and Ald. Wy. 


" WALKER vice-chairman of the Sunderland Corporation Таш. 


ways Committee. 

Mr. Н. D. Davies, the manager of the Hey wood Corporation 
Electricity and Tramways Department, who was appointed 
assistant general manager of the Chesterfield Corporation 
Electricity Tramways and Motor 'Bus Department, has de- 
cided to stay at Heywood, where the authorities have agreed 
to increase his salary by £50 per annum and also to allow him 
5 per cent. commission on the net profits of the Electricity 
Department. 

Mr. LINCOLN CHANDLER has resigned his position as 
managing director of the Metropolitan Carriage, Wagon and 
Finance Co., Ltd., and his seat on the directorate. 

Mr. G. J. CHURCHWARD, C. B. E., the chief mechanical engi- 
neer of the Great Western Railway, will retire at the end of 
the year. The directors have appointed Mr. C. B. Collett, 


О.В.Е., the deputy chief mechanical engineer, to succeed him.: 


It is stated that Mr. JAMES Мике, B.Sc., A. M. I. C. E., his 
been appointed an assistant to the general manager of me 
G. W. R. Не relinquishes the post of head of the Statistiil 
Department of the Ministry of Transport | 

Мг. №. Brown, A. M. Inst. C. E., A. M. I. E. E., late res 
dent engineer of the North Metropolitan Electric Power 
Supply Co., at Barnet, has been appointed H. M. Electrical 
Inspector of Factories, with headquarters in Leeds. Captain 
R. M. Moberley left St. Albans on November Ist to succeed 
Mr. Brown as resident engineer. 

Sm T. O. and Lapy CALLENDER have left West Heath House, 
Abbey Wood, and their address now is Bidborough Coug. 
Kent, near Tunbridge Wells. 

Мг. Н. C. SoULE, who for some time past has been manager 
of the apparatus department of the Westinghouse Electnc 
International Co., with headquarters at East Pittsburgh, sailed 
from New York, on November 19th, for Buenos Aires, 
Argentina, where he will take up duties in the office of Mr. 
L. T. Peck, managing director of the Cia. Westinghouse 
Electric Internacional, S.A., of Argentina. 

Mr. Horace Boot, consulting engineer, is standing as 5 
independent Conservative candidate for the forthcoming 5b* 
election at South-East Southwark. 

Mr. J. LEADBEATER has been appointed electrical engineer 
and manager of the Hampstead electricity eupply undertaking 
in place of Mr. W. Wyld, who recently resigned. For жез 
time Mr. Leadbeater has occupied the position of chief assi 
ant engineer. з 

Мг. W. A. Торрїх, on leaving the Chesterfield 5 
was presented with a roll-top desk by the employés of pde 
tricity, tramway and ‘bus departments. His new M ur 
Toppin & Knowles, Ltd., electrical engineers, 402, Manning 
ham Lane, Bradford. 


d 
Obituary.—Mn. F. Hutu Jackson.—The death has occur? 
at the age "i 58 years of the Rt. Hon. Frederick Huth de 
a director of the Bank of England, a former president us 
Institute of Bankers, and president of the National Assoc! 
of Employers and Employed. He was also a ас Cor: 
Eastern Telegraph Co., Ltd., and of the British Tra 
poration. that Mr. 
Mr. М. B. Mountain.—We regret to announce ^, 
Montague Brown Mountain, M. I. E. E., consulting sudden 
of 66, Victoria Street, London, S.W., paseed away Glen gt 
last week from pneumonia, at his residence, 1 Меш | 
Margarets-on-Thames. Не was fifty-eight years with 
Mountain had been for many years So hc we the 
electrical and mechanical engineers. He was ! Н Mountain, 
late Charles George Mountain, of Messrs. May ith that fim 


In about the year 1890 the deceased ser rr um 
Glasgow office for the General Electric Co.. Scott & Mou 
became the Glasgow agent to Messrs. Ernest pi later date 


e 
Mountain was a brother of Mr. W. C. Mountain, ^ ptt 
castle-on-Tvne. Не was works manager to М ft that firm t 
and Co., of Chelmsford, for some years, and ae ing 
join the British Westinghouse Co. in the bw 


— 
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works in Manchester, and afterwards he was engaged with 
the firm in connection with tramway work. Later on he 
established the firm of Mountain & Gibson, of Bury, and manu- 
factured & considerable quantity of tramway material. During 
the war he was engaged upon the manufacture of seroplane 
parts, and later joined the Ministry of Munitions. At the 
termination of the war he joined Messrs. The Roneo, Ltd., 
and was engaged largely upon the supply of Wilson's roller 
shutters, and other specialities. ; 


Will.—The late Sir SaMUEL Davipson (Davidson & Co., 
Belfast), left £185,818. a 


. NEW COMPANIES REGISTERED. 


Hitchcock's Magnetic Engine Co., Ltd. (178,065).—Pri-- 


vate company. Registered November 26th. Capital, £256 in £l shares. To 
acquire interests in certain existing inventions and patent rights relating to 
magnetic engines, The subscribers (each with one share) are: S. [. Hitchcock, 
38 Fox Нш, Upper Norwood, S. E. Is, engineer; E. R. Ramsden, Hampden 
Club, N. W. I. director of a company. The first directors are not named. Re- 
gistered office: 32, Fenchurch Steet, Е.С. 


Spensers (Scotland), Ltd. (11,952).—Private company. 
Registered in Edinburgh November 26th. Capital, £9,000 in £1 shares (3. G 
10 per cent. preference). То enter into an agreement between A. Н. F. 
Hodgson and the Receiver and Manager of the estate of Spensers, Ltd., and 
to carry on business as manufacturers of and dealers in electric and gas plant, 
machinery, motors, apparatus, and appliances of every description. The first 
directors are: А. Н. F. Hodgson, 119, George Street, Edinburgh, lighting 
engineer; Н. Plucknett, 119, George Street, Edinburgh, electrical engineer. 
Registered office : 119, George Street, Edinburgh. 


Electric Line Fittings, Ltd. (178,097).—Private company. 
Registered November 20 tb. Capital, £1,000 in £1 shares. То carry on 
business as indicated by the title and that of manufacturers and producers of 
un] dealers in machinery, plant, articles and appliances, &c. The first 
directors аге; Н. W. Burnett, Glenthorne, Doncaster, railway wagon manu- 
facturer; T. Burnett, Windsor Road, Doncaster, railway wagon manufacturer. 
Qualification : 100 shares. Remuneration as fixed by the company. Secretary: 
Н. W. Burnett. Registered office: Hexthorpe Wagon and Wheel Works, Hex- 
thorpe, near Doncaster. 


Premier Accumulator Co. (1921), Ltd. (178, 158).— Private 
ccmpany. Registered December Ist. Capital, £40,000 in £1 shares. To 
carry on the business of accumulator manufacturers as formerly carried on 
by the Premier Accumulator Co., Ltd., at Northampton. The first directors 
аге: Н. Stephens, ‘* Southwood,” St. George's Avenue, Northampton; G. A. 
Schanschiell, © North View," Marriott Street, Northampton; F. C. Vine, 45, 
Dungate, Northampton. Qualification: £100. Remuneration (except man- 
aging directors, if any) as fixed by the company. Solicitor: A. E. Phipps, 
4, Wood Hill, Northainpton. 


Н. Arrowsmith & Co., Ltd. (178,034).—Private company. 
Registered November 25th. Capital, £2,000 in #1 shares. To take over the 
business of manufacturers of electrical goods, switches, adaptors, magnetos 
and spare parts, and motor car and magneto repairers and motor engineers 
carried оп by Henry Arrowsmith and Harry Arrowsmith at Manchester as 
“Н. Arrowsmith & Co." The permanent directors are: Henry Arrowsmith, 
4, Romney Street, Moston, Manchester (chairman); Harry Arrowsmith, 28, 
Leighton Street, Moston, Manchester. Qualification: £100. Remuneration as 
fixed by the company. — Secretary: Henry Arrowsmith. 
209a, Deansgate, Manchester. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


North Wales Power & Traction Co., Ltd.—Particulars of 
£1,000,000 (including £350,000 already registered) authorised September 26th, 
1721, and covered by trust deed dated July 29th, 1919, and November And, 
1941; present issue of £300,000 in addition to £200,000 outstanding, charged 
on benefit of prior deed oí July, 1919, lands, hereditaments, and premises, 
referred to therein and benefit of agreement with the Aluminium Corporation, 
Lid., for the supply of energy. Trustees: Unity Investment Trust, Ltd., and 
l.ord Morris. 


Fluxio Welding Co., Ltd.—Debenture dated November 
8th, 1921. to secure £1,000. Charged on company's undertaking and property, 
978 5 and future. Holder: J. Cheetham, “ Newbold," Newton Drive, 
Jlackpool. 

Conner Magneto and Ignition, Ltd.—Debenture dated 
November 14th, 1921, to secure £100,000, charged on company's undertaking 
«nd property, present and future. Holders: General Electric Co., Lid, Magnet 
House, Kingsway, W.C.2. 

Armature Repairing and Supply Co., Ltd.—Issue on 

lst, 


November Ist of £2,000 and on November 1921, of £200 debentures, 
parts of a series already registered. 


A.G.E. Electric Motors, Ltd.—Particulars of £18,000 de- 
bentures authorised November 14th, 1921; whole amount issued; charged on 
the company's undertaking and property, present and future, including un- 
called capital. 


Electric Motors (South Wales), Ltd.—Satisfaction in full 
ii 6th, 1921, of mortgage or charge dated October 26th, 1920, securing 


U 


Wilson Hartnell & Co., Ltd. Satisfaction to the extent 
of £1,000 on November 9th, 1920, of debentures dated December 22nd, 1902, 
securing £2,500. 


East Anglian Electricity, Ltd.—Satisfaction in full on 
November 10th, 1921, of debentures dated July 26th, 1916, securing £1,000. 


Laminated Gears, Ltd.— I«sue on November 22nd, 1921, 


of £609 debentures, part of a series already registered. 


Bourne End and District Electricity Corporation, Ltd.— 


Issue on November 23rd, 1921, of £200 debentures, part of a series already 
registered, 


Registered office: 


CITY NOTES. 


At the annual meeting held at the 


The India- А 4 
Rubber, Gutta: Company's offices, 106, Cannon Street, 
Percha & Tele- ÈC- on November 30th, Major LEONARD 
graph Works DARWIN, who presided, said that as re- 

Co., Ltd. garded trade generally the year had been 


a disastrous one, a disaster which, if re- 
peated, would not only bring that firm to ruin, but would 
half ruin the whole country. ‘Che causes were, no doubt, well 
known to them all, but might be stated as follows, in the 
excellent words spoken by the Chairman of Lloyd's Bank to 
his shareholders in February last, for since that date there 
had been only a partial recovery. He said :— 

" Rarely, if ever, has such a dramatic change occurred in 
so short a time as took place in trading conditions in this 
country in 1930. At the beginning of the year practically 
every trade was enjoying extremely active and prosperous 
conditions, manufacturers being unable to cope with Ње insis- 
tent demand for goods. Apparently price was no object pro- 
vided goods could be obtained. This led to an orgy of specu- 
lation, when prices were forced up to ап alarming figure. It 
soon became evident to all cautious observers that the position 
was becoming one of some danger. At the same time con- 
sumers, both at home and abroad, became unwilling, and in 
most cases, unable to pay the inflated prices demanded. The 
check thus given to inflation gradually became more pro- 
nounced, and in the autumn stocks began to be unloaded at 
greatly reduced figures. ‘Then occurred the coal strike, which 
inflicted à heavy blow on the declining trade, and by the end 
of the year industry as a whole was sullering from extreme 
depression, with very great unemployinent as a natural con- 
comitant. It should be emphasised, however, that the root 
of the trouble is not over-production, but under-consumption. 
The necessary corollary is that production must be further 
expanded, thereby enabling prices to be further reduced, and 
so stimulating consumption.“ | 

The accounts presented were for 11 months' trading to 
August 3lst, 1921, instead of the usual period of one year end- 
ing on September 30th. This was to enable them more easily 
to meet the requirements of the Finance Act, 1921,, which 
provided for the termination of Excess Protits Duty and for 
certain assessments, adjustments, and repayments necessary 
for that purpose. The total difference in the valuation of 
the commencing stock at prices ruling at September 30th, 
1920, and at those ruling on August 3lst, 1921, was £407,149, 
on which figure their rebate was calculated, and from that 
fact it would be seen that the loss on the 11 months’ trading 
was due, very largely, to the diminished value of .the com. 
mencing stocks. Over the period of seven years ended Sep- 
tember 30th, 1920, during which Excess Profits Duty was 
enforced, they were assessed in a total sum of £435,603, of 
which only £32,587 now remained unpaid. Ав against this, 
and arising out of the re-valuation of their various stock, they 
were іп a position to reclaim duty in a sum approximating to 
£224,000 gross, or to £156.752 after allowing for income tax 
thereon, a figure which had been taken to the credit ot the 
profit and loss. : 

The turnover at Silvertown for the 11 months from October. 
lst, 1920, to August 3lst, 1921, was only 50 per cent. of that 
of the preceding year. this reduction being due to the general 
slackness of trade, which reduced both the quantity of 
deliveries and the prices obtainable. The only. shop showing 
an increased turnover was the golf ball shop, where the turn- 
over for the 11 months was 43 per cent. greater than for the 
12 preceding months. The rubber department shops, the tele- 
graph shops, the instrument ehops, and the battery depart- 
ment, had turnovers which were more than half as much as 
in the preceding year, whilst in all other manufacturing shops 
the turnover was less than half. The shop which most re- 
flected the results of the year was the tire department, where 
the turnover was rather less than 25 per cent. of that of the 
preceding year. This great decrease in the sale of tires was 
very largely traceable to conditions common to all British 
tire manufacturers. Work generally was seriously interfered 
with by strikes which occurred in other trades. The difficul- 
ties of obtaining fuel necessitated the entire closing ot the 
factory for 34 weeks, the working of half-time practically 
throughout the whole period of the coal strike, and short time 
working even after the end of the strike. Moreover, they 
were only able to keep the factory running under these con- 
ditions by going to the expense of fitting up half their boilers 
to burn oil fuel. 

The market value of their raw and partly-manufactured 
material, which was in stock at the end of September, 1920, 
fell rapidly during the following five months to about two- 
thirds of its September value, with the result that sales of 
finished goods could only be effected by writing down very 
materially the cost of the bought-in materials. They had 
been free from any disputes with their own workpeople, and 
had been able to arrange for reduction in the bonuses given 
during the war period. The French trade prospects had been 
improving steadily, and they had already had to increase their 
output at Persan. To sum up the cause of their losses, they 
were ultimately traceable to unsettled markets, foreign dump- 
ing, reduction of working hours. high rate of pay. low 
standards of work, increased overhead charges, external 
strikes, and heavy taxation, with a consequent decrease in 
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production. On one supposition, and one supposition only, 
he emphatically repeated his impression at the previous nieet- 
ing of the most complete confidence in the ultimate future of 
the company. ‘This supposition was that the whole of their 
team would not only work hard, but would pull well together. 
The team included all in any way concerned with tbe com- 
pany: ottice buys, labourers, mechanics, foremen, staff, direc- 
tors, and also the shareholders. ^ Before the country could 
regain a healthy economic position the whole country must 
face in that spirit the bara times through which we were 
going to pass. е о а 
Mr. С. Н. Gray seconded. the. motion, which :was. carried 
unanimously. | | 3 


The Eastern Ех. 
tension, Austra: 
lasia & China 
Telegraph Co., 
Ltd. 


free of tax, as the directors considered it justifiable from the 
estimates placed before them. ‘Lhe revenue, conipared ‘with 
1913, had risen by over 300 per cent., and, in view of the pre- 
valing commercial depression, the financial result was not 
unsatisfactory. lt had not been found necessary to provide 
any further sum for depreciation of reserve fund investments, 
owing to previous provision, which covered this depreciation. 
The principal items of increased expenditure were due to 
revised statt salaries and special allowances, and the heavy 
cost of cable maintenance. Referring to the balance sheet, 
the Chairman said that the new capital, which was practically 
all taken up by shareholders, had been added to the Capital 
Account, and the account had been debited with £559,524 as 
part payment for the new Madras-Singapore cable, and for the 
acquisition of land and staff buildings at many of the com- 
pany's stations. At the last meeting reference had been made 
to delays in transmitting the Far Eastern and other traffic. 
and the hope was expressed that cable repairs апа renewals 
would in a short time bring the system up to the pre-war 
efficiency in working. Owing to numerous adverse circum- 
stances this had proved ditticult of accomplishment, but pro- 
gress was being made, and it was hoped that shortly the 
public would have a faster service, even in times of serious 
interruptions, in the main line sections. The motion for the 
adoption of the report and accounts was seconded by Sir A. J. 
Leppoc Cappel, K.C.I.E., and carried. 

Col. Burt asked whether recent developments in wireless 
telegraphy, such as the construction of a station for direct 


Р Gs CY o or n. ` 

Sir John Denison-l'ender, G.B.E, (Chair- 
man), presided at the annual general meet- 
ing, heid in London on November 30th. He 
suld that the enforced postponement ot the 
meeting had not prevented the distribu- 


communication between this country and Australia, and the. 


development of thermionic valves for telephony, would 
adversely affect cable companies. In reply the Chairman said 
that, although he would make no prophecy regarding wireless 
communication, he would point out that Germany, who was 
supposed to be well up in wireless, contemplated entering 
into an agreement with the big Atlantic companies for direct 
communication with the United States. Italy also was muking 
endeavours to arrange direct cable communication with South 
America, and he thought that this pointed. to the fact that 
the days of cables were not vet over. lf wireless communica- 
tion was more efficient it would cut them out, but there 
remained a lot of work to be done first. 


At the annual meeting, held on Novem- 
Telephone Мапи. ber 29th, the managing director said that 
facturing Co. the company was now a complete organi- 

(1920), Ltd. sation, owning 13 subsidiary installation 

| companies in this country, and controlling 
three abroad. The business of each installation company was 
to secure orders to install and maintain private installations in 
its allotted area. The system bad become so popular that 
there were nearly 7,000 subscribers, paving at the present time 
an annual rental of 295.335, und their contracts provided for 
а total rental of no less than £948,568. Trade depression could 
have no effect upon the stability of those 7,000 agreements. 
All were binding, and could not be cancelled. 

The installations themselves remained the property of the 
installation company, so that, in addition to the rental, they 
had the value of the installations themselves. A firm or com- 
pany did not, as a rule, become a subscriber until it had 
enough offices or large enough works to justify an intercom- 
munication telephone system, so that the £048,868. becoming 
due from so many thousands of substantial houses was as good 
а debt as it was possible to imagine. It had always been the 
practice to depreciate the value of all installations at the rate 
of 10 per cent. of the original cost per annum, and they had 
many installations still bearing revenue which stood at noth- 
ing. But as the installation companies did not sell the instal- 
lations considerable capital was locked up. For that reason 
they proposed immediately to issue loan capital against those 
secured rentals. An issue was being made on their behalf of 
an issue of £300,000 guaranteed 8 per cent. cumulative income 
bonds, repayable over the next 14 years. 

The accounts, covering a period of 19 months, showed a net 
profit. including dividends from installation companies, of 
£98,003. Of this £44,507, earned prior to the date of incor- 
poration of the company, was being capitalised. and formed 
a very useful initial contribution to the reserves of the com- 
папу. They proposed to apple £12,454 to writing down pre- 
liminary expenses, and from the £53.496 remaining available, 
to pay a dividend of 2s. per share, less tax. leaving £21,796 to 


tion of the final dividend of 10° per- cent., 


be carried forward, subect to taxation. 
from. eight installations companies, as five established rec 
had not completed their first financial year, ecently 


German 


of Berlin, have been issued f 
Companies. 


ended March 3lst, 1921. e company 
,, Owns ‘ignite mines and power stations yn 
the Bitterfeld district for meeting the requirements chiefiy of 
nitrogen works, and the whole of its share capital of 250,00 и) 
marks is held by the Commonwealth (Reich). The gros 
profits amount to 6,090,000 marks, of which 2,770,000 marks 
has been applied to depreciation and 1,850,000 marks placed 
to the renewal fund. Ihe net profits are 850,000 marks. 

The Berlin Elektrizitats Werke, A.G., now practically ap 
investment company, reports net profits of 13,809,000 marks 
for 1920-21, as contrasted with 5,781,000 marks in the previous 
year, and the dividend rises from 10 per cent. in 1919-3) ty 
18 per cent. last year. In conjunction with the A.E.G., the 
directors state that the company has acquired most of the 
shares in the Mix & Genest Telephone Co., whose business 
would eomplement that of the A. E. G. It is now proposed to 
increase the share capital by 39.400.000 marks to 115.230,00) 
marks, and to alter the name of the company to that of а 
bank for electrical securities. ur 

The report of Maz Schorch & Co. Electrotechnical Works, of 
Rheydt, states that the orders received in 1920-2] did net 
suffice for the full utilisation of the works, and a strike of 
nearly three months exercised an unfavourable influence on 
the results. Including the balance forward, the net profits 
amount to 1,596,000 marks, comparing with 1,577,000 marks 
in 1919-30. It is proposed to pay a dividend at the rate of 
10 per cent., as in the preceding year, and to increase the 
share capital by 4,500,000 to 19,000,000 marks. The directors 
state that an improvement in business has taken place 
recently. 


or the vear 


The Telephonfabrik A.G., late d. Berliner, of Hanover, re. 


ports gross profits of 4,431,000 marks for 1920-21, as compared 
with 1,497,000 marks in the previous year. After setting aside 
275,000 marks for depreciation, as against 139,000 marks, the 
net profits and balance forward are returned at 4,331," 
marks. as contrasted with 1,535,000 marks in 1919-3. Tbe 
rate of dividend has been increased from 15 per cent. to Э per 
cent., and it has been decided to raise the share capital from 
20,000.000 to 40,000,000 marks. It is stated that all depart. 
ments are well stocked with orders. 


The report of the directors of the All 


Allgemeine gemeine Elektrizitats Gesellschaft for the 
Elektrizitats усаг 1920-21, states that the situation of 
Gesellschaft. trade became less favourable in the final 


quarter. Since then, however, the demand 
had again revived, more so than in other countries, as the 
industries, which were very actively occupied, were extending 
and complementing their power installations, the electrifica- 
tion of agriculture was progressing, and work was proceeding 
for the extension and amalgamation of the largest electricity 
works. The community of interests with the Felten and 
Guillenume Co. had stood the test, and the manufactunng 
ugreenient with the Osram Co, had also hitherto corresponded 
to expectations. As to the new relations established a 
the vear, the report mentions those entered into with the 
Linke-Hofmann Locomotive Works, the Rhenish Metalware 
and Machinery Works, and the porcelain works of Ph. Roen- 
thal & Co., of Selb. The share capital of the ns UNA 
increased by  300,000,000 to 850.000.000 marks, КО 
350,000,000 represents ordinary shares, and the premium 
94,100,000 marks realised on the capital issue in Мау ш 
creased the reserve fund to 168.67 milions ol marks. T 
The report proceeds to state that most of the Walks ri 
were well occupied. during the year. Generators 19 
an output of up to 20,000 kW were constructed fot 0 
hydro-electric works. The removal of the transformer " i 
to the large shops at Oberschonweide was one 
that the company was now able to cope with the del veré 
mand: and transformers of up to 80,000 kW had NE uh 
in large numbers. The degree of activity at the pus 
cable works was smaller than usual in the spring. inae 
ment for light and power cables had been well ed m 
the telephone cable branch had been abundantly supphe k 
orders. It had been possible for the "pem 
materially to increase its turnover, and деа inthe 
were still on hand for home and foreign aceon 1 1 8 
satisfactory development bad taken place at the eec order 
works and rolling mills at Henningsdorf. du. eee to 
place the works on a wider basis it had been te Linke 
л separate company, with the co-operation 0 | Co 
Hofmann Co., and the Lauchhammer Iron & er individu 
The technical departments for the execution ar a 
installations were abundantly occupied for ps el producers 
and steel industry; and foreign iron and pus 
placed orders for complete electrical installato of order 
and steel works. A not inconsiderable num куйга 
was received for large generators for AYS te for 
works. The company possessed үш tersen, whi 
earth connectign coils, according to Prof. Pi, nkuch eab 
had already come into extensive use; and the li TS 
protection svstem was enjoying increased popu ate 
the favourable experience with both systems h. 


. . : y was 
in large repeat orders. The textile industr! 


These results were only 


The accounts of the Elektrowerke AG. 


locomotive МИА 
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ceeding to take advantage of the electric drive. Concerning 
the electricity supply industry, the report states that the 
orders received tor large sets plainly showed the revival 
in the supply business. ln the establishment of power stations 
the promoters availed themselves of the experience of the 
A. E. G., so that there was a growing desire to have the entire 
installations carried out by the company. As an instance, 
mention is made of the Provinciale Zeeuwsche Electri- 
citeits Maatschappij, of Middleburg, Holland. A large num- 
ber of orders for generators for hydroelectric works were 
booked, a further demand was experienced for rectifier instal- 
lations, while many orders for transformers of large output 
were also received. The business in electric tramway plant 
had been very quiet, large orders having almost exclusively 
emanated from other countries. А benzol motor lorry was 


brought out in conjunction with the National Automobile Co. ' 


The electrification of ordinary railways was making but slow 
progress. A summary of the financial results for the past 
two years, and for 1916-17, is given below :— 

1916-17 1919-20 1920-21 


: Marks. Marks. | Marks. 
Share capital ... .. 184,000, 000 310,000,000 850.000.000 
Gross profits 46,793,000 80, 295,000 247,913,000 
Depreciation À 1,100,000 — 3,418,000 2,023,000 


Net profits and balance 
forward "^ ius 
Dividend 


30,370,000 — 45,707,000 — 82,388,000 
E . 23,000,000 25.000.000 50.000.000 
T per cent. " 124 14 16 
Carried. forward .. 1,190,000 807,000 1.505.000 
The accounts further show that a total of 5,500,000 marks 
was allotted to the pavment of bonuses, pension fund, and 
war benevolent fund in 1916-17, 16,000,000 marks in 1919-20, 
and 17,000,000 marks in 1920-21. The balance sheet records 
open reserves amounting to 253.67 millions of marks, the cur- 
rent accounts' account appears under the assets at 1,010,000,000 
inarks ав compared with 435,010,000 marks in 1919-20, and of 
the former the company's own bank credit is given at 
657,940,000 marks, as against 26,400,000 marks a year ago, the 

bank credit exceeding all the company's floating liabilities. 


The annual general meeting was held in 
The Western London on November 30th. Sir John 
Telegraph Co., Denison-Pender, G. B. E., who presided, re- 
Ltd. ferred to the death of Lord Balfour of 
Burleigh, who had been a director for 16 
years. Turning to the accounts, he said that, although the 
balance of profit was not so large as in the previous year, it 
was satisfactory, having regard to adverse exchange con- 
ditions and slackness of trade. These last two circumstances 
were responsible for a decrease in revenue, partly offset by 
increases in other items, of £610,000. There was a reduction 
of £381,000 in the item of taxes and the E.P.D., having ter- 
minated so far as the company was concerned in July last, 
would not appear in the next accounts. The cable laid, in 
conjunction with the Western Union Cable Co., from Brazil to 
Barbadoes, was still lying idle in consequence of the refusal 
of the United States' Government to permit the landing of 
the cable in Florida. The company hoped that a decision 
would be arrived at shortly, as, in the meantime a valuable 
direct communication between South America and the United 
States was being held up, while the trattic was mainly passing 
over the lines of the company’s competitors. The renewal of 
the older section between Lisbon and Madeira had been сош- 
pleted. and arrangements were in progress to carry out а 
similar renewal of the original Madeira-St. Vincent cable 
early next year. Upon the completion of this the cable 
steamer would commence laying а new cable between Per- 
nambuco and Maranhain, other cables connecting Pernambuco 
with Maceio, Victoria, and Rio de Janeiro, and a third cable 
between Rio de Janeiro and Santos, thus materially strength- 
ening the coast connections. This work would entail an 
expenditure of £700,000, bringing the total cost of renewals 
and fresh lines since 1918 to £3,000,000. The fund for cover- 
Ing depreciations in the Reserve Fund Securities required no 
further assistance during the year, and the value of the 
securities could still be taken as £2,500,000. They could not 
hope for improvement in message revenue until the exchanges 
became settled, bringing a revival of international commerce 
and trade. The Earl of Midleton, K.P., seconded the motion 
for the adoption of the report and accounts, which was 
carried. The retiring directors were re-elected. 


When the company met in October it 

Aluminium Сог. had not been possible to prepare the 
poration, Ltd. accounts and the meeting was adjourned 
А until such time as they should be ready. 

Mr. К. М. Clark, however, addressed the meeting. and 
said that they had succeeded in obtaining sufficient 
orders to keep the rolling mill working full time. 
The work upon the Cowlyd Dam had been continued, and 
thev were now engaged in the removal of the plant and the 
completion of the pitching. Thev still required to construct 
the Leet connecting the Cowlyd Lake with the Llugwy Lake. 
and once this was done they would have a greatly improved 
water supply. Their relations with the North Wales Power 
and Traction Co. had been intensified during the past vear, and 
ey had assisted that company in its arrangements for the 
шат of a considerable portion of its transmission svstem. 
for when this was brought into operation a large portion of 


this company's energy would be sold to the North Wales 
Power & Traction Co. They believed they had made an 
arrangement with that company that would, to a consider- 
able extent, place this corporation in a position of indepen- 
dence as regards the aluminium market, and ensure a more 
profitable use of the energy. The Electricity Commissioners 
held a very lengthy public inquiry at Llandudno in February, 
and issued а judgment announcing their intention to create 
the North Wales Power & Traction Co., the authorised dis- 
tributors for electric energy in the North Wales and Chester 
electricity district. The application by the North Wales 
Power Co. was made in conjunction with this company, and 
the conjoint working of the two companies would have very 
satisfactory results. 


Prospectus.—The Telephone Manufacturing Co. (1920), Ltd. 
—This company, whose business is referred to in the report 
elsewhere of the meeting held last week, has been inviting 
applications. (until December 8th) for an issue of £300,000 
guaranteed 8 per cent. cum. income bonds at £96 per cent. 
The issue is for the purpose of repaying advances from the 
bank and for the future development of the business. 

The prospectus states that: Amongst the many valuable 
patents and rights owned by the company may be men- 
tioned ... the Telegraphone ...an entirely new device 
for the automatic recording and giving of telephone mes- 
sages." If this is really ` an entirely new device the choice 
of name is unfortunate, for the reason that Mr. Valdensaar 
Poulsen, the well-known Danish engineer, exhibited at Paris 
in 1900 an appliance, for exactly the same purposes, which 
he called the Telegraphone." We described this apparatus 
fully in our issues of April 27th (p. 687) and October 12th 
(p. 573) of the year mentioned. It was stated in the latter 
reference: The Telegraphone is already in practical opera- 
tion in several telephone stations in Denmark." This was 
over twenty years ago. 

Stock Exchange Notices.—Dealings in the following 
securities have been specially allowed by the Stock Exchange 
Committee under Rule 145a :— 

Midland Counties Electric Supply Co., £400,000 74 per cent. 
mortgage debenture stock, issued at 96 per cent., partly and 
fully paid, after issue of allotment letters. | 

Anglo-Portuguese Telephone Co.—250),000 shares of £1 
each, fully paid (Nos. 150,001 to 400,000). 

Johnson & Phillips.—4350,000 8 per cent. first mortgage 
debenture stock. 

Metropolitan District & London Electric Ratlways.—£142,400 
Joint Power House 4 per cent. rent charge stock. 


Newcastle-upon-Tyne Electric Supply Co.—The Finan- 
cial Press states that a meeting of holders of second martgage 
debenture stock is to be held on December 9th, to consider 
resolutions increasing the rate of interest from 5 to 6 per cent., 
and authorising an additional £1,500,000 of stock, making the 
total authorised amount £2,000.000. The directors propose 
to issue to the public shortly £750,000 additional stock in order 
to meet the requirements incurred in connection with ex- 
tensions of the stations and the development of the business 
generally. 

Claud Hamilton, Ltd.—According to the Financial Times 
the accounts show, after writing off depreciation, paying 
preference dividend, and transferring £6,210 to general re- 
serve, a balance of £17,245 to be carried forward, subject to 
E.P.D. and Corporation tax. No dividend is recommended 
on the ordinary shares, but it 1s proposed to capitalise £3,000 
of general reserve fund and distribute this amount among 
the ordinary shareholders as fully-paid bonus shares in pro- 
portion of one for every ten shares held. 

New York Edison Co.—It is stated that the issue of 
$30,000,000 New York Edison Co. first Lien and Refunding 
Mortgage Щ-уеаг 64 per cent. bonds, offered to the public in 
New York at 1044, and interest, was immediately oversub- 
scribed. 

Chilian Electrical Fusion.—The Financial Times reports 
that the Chilian Electric Tramway Co. and the National Elec- 
tric Power Co. have concluded negotiations for amalgamation. 
The capital of the new company will be £12,000,000, of which 
the major portion will be found in London. 

Marconi International Marine Communication Co., Ltd. 
—Interim dividend of 5 per cent., less income tax. 

Western Telegraph Co.. Ltd.—First quarterly dividend 
5s. per share free of tax, being at the rate of 10 per cent. per 
annum. 

New Issues. — According to the Financial Press an issue 
will be made by the Llanelly and District Electric Lighting 
and Traction Co. of £125.000 74 per cent. debenture stock at 
94.: and one by the Reading Flectric Supply Co., of £100,000 
in 71 per cent. debentures at 95. 

Power Gas Corporation, Ltd.—4Aíter putting £4.000 to 
reserve, & dividend of 6 per cent. per annum less tax, is to be 
paid, carrying forward £11,594. 

Brazilian Traction, Light & Power Co.—A quarterly divi- 
dend of 14 per cent. on the cumulative preference shares is 
announced. 


Pinchin Johnson & Co,, Ltd,—Interim dividend of 5 per 
cent., less tax. | | 
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Manx Electric Railway Co.—Net receipts £18,982, plus 
£1,390 brought forward. The preference uividend 1з to be 
paid in respect of the year ended September, 1916, and £916 
Is to be carried forward. | 


United Wire Works, Ltd.—Dividend of 5 per cent. on the 
ordinary shares, free of tax, 41, 500 to general reserve, 44,281 
carried forward. 

Coventry Chain Co., Ltd.—A final dividend of 7 per cent., 


less tax (making 10 per cent. for the year) on the ordinary / 
shures, is announced. i 


Waygood-Otis Co., Ltd.—Interim dividend at the rate of 
5 per cent. per annum on the ordinary shares. 


e 


STOCKS AND SHARES. 


ko TUESDAY EVENING. 

Stock  ExcHANGB markets are certainly moving towards 
brighter conditions. There is more business doing than of 
late, and the approach of the Christmas holidays fails to exer- 
cise any check upon the activities of the bargain-hunter and 
of people who want to take advantage of the low levels of 
prices existing in most industrial companies’ shares, for in- 
stance, where the prospect of the undertakings are reasonably 
well-assured for the future. Report after report shows losses 
as compared with a year: ago. On every fall in shares, how- 
ever, it is noticeable that buyers come forward to pick up 
anything that 18 going cheaply. The contention is that the 
current year for industrial concerns is likely to prove the 
worst, so far as the writing-down process 18 concerned, and 
the gradual improvements in various trade directions are held 
as evidence that the bottom of the slump has been reached, 
and that industry is now set towards a more cheerful prospect. 

The settlement arrived at m the early hours of Tuesday 
morning, between the Government and Sinn Fein, has 
relieved the Stock Exchange from the incubus which 
has pressed upon the markets for months. Removal of 
this blanket of fear made its effect felt immediately. Prices 
responded in all directions. Buying orders came in from 
quarters which hitherto had been retaining money on deposit 
at the banks, apprehensive of a fresh outbreak of civil strife 
in Ireland. A note of hesitation was heard as to Ulster’s 
possible part in the proceedings, and tne best prices were 
hardly maintained. 

Electrical stocks and shares hardened with others, but, as 
a good many of the principal issues have been rising during 
the past two or three weeks, the effect in the markets with 
which we deal was less noticeable than in some other parts of 
the Stock Exchange. The cable group, indeed, is dullish, owing 
to the diminished profits shown by the Eastern group and 
referred to in last week's number of the ELECTRICAL REVIEW. 
Eastern ordinary 18 easier at 1604, while the share members of 


the group remain heavy at 163. . Anglo-American Telegraph 


deferred, however, has risen to 171. Marconis enjoyed a sharp 
recovery, the price of the parent shares rising 3/16 to 1 11/16. 
The advance came on the top of the interim distribution of 
9 per cent. on Marconi Marines which caused the price of the 
latter to jump sharply to 21s. 6d. Radio Corporation shares 
are being tipped as a speculative lock-up to those who have 
money to spare for such, a purpose. The ordinary are 10s. 3d. 
and the preference 9s. 9d. Extremely vague rumours are in 
the air with reference to certain developments said to be afoot 
between éome of the Marconi companies. These have assisted 
the better tone; otherwise they are too vague to deserve even 
a passing reference. e 

Home electricity issues are holding their ground. 
mineters at 53 are 3 better. City of London preference 
strengthened to- 18s. Тһе, feature, however, is the strength 
of the new County of London debenture stock. The price has 
risen to 9} premium. Ample though the security is, the price, 
which is equivalent to 1034 for the fully-paid stock, looks too 
high as against the quotations of some of the other stocks of 
its kind. The British Thomson-Houston 7 per cent. debenture 
stock, offered at 92, started off at 3 discount when the market 
began, but the price has since hardened to 1 premium. The 
Midland Electric 74 per cent. debenture stock, issued the other 
day at 96, is now negotiable, the price being 3 to 1 premium. 

Home Railway etocks have had one of their spasmodic 
spurts, gains of several points being registered by most of the 
leading stocks of the steam companies. The Undergrounds 
keep pace in the movement. Metropolitans have risen 14 to 
254. Districts are 2 higher at 18. The Underground stocks 
and shares are still somewhat dull, the £10 shares giving way 
to 5%. but the income bonds rallied а couple of points to 674. 
Mexican Light & Power first mortgage bonds have risen to 
614, and the Common shares to 18, showing improvements of 


West- 


4 and 3 points respectively. The outlook in Mexico is regarded 


as clearer, and the speculator is searching for such bonds as 
are likely to show substantial gains in capital value when a 
final agreement is reached between Mexico and the United 
States. Some like the Mexico Tramways 5 per cent. bonds, 
in which a further rise of 2 points has occurred this week, 
while the more gambling element leans to the company's 6 per 


cent. bonds standing at 273. with seven years | 
coupons, which will require to be dealt with n ud du 
‘he Firsts are, of course, receiving part of their interest 
arrears, and seem to oller a reasonable chance to the Bpecu 
lative investor, the others falling at present, at any rate RO 
what into the category of simple speculation. n 

Up to Tuesday evening the allotments of the £300,000 Tele. 
phone Manulacturing 8 per cent. cumulative income bonds 
Offered at 96 had not been received, so far as we are aWare 
The Llanelly and District Electric Lighting & ‘Traction Co 
is about to issue £125,000 74 per cent. debenture stock at 4 
und the Reading Electric Supply Co. is asking 95 for £1 
in 74 per cent. debentures. — 1f the financial atmosphere is 
cleared by a real settlement of the Irish problem, it is bound 
to be the case that а good шапу new issues will be made 
possibly before the New Year, because investment stocks have 
ulready gone up on the strength of the hope that, with Insh 
peace, money from the distressful isle will come to this coun- 
wy to swell the funds already available for investment. 

Amongst manufacturing shares, Cromptons at 13s. 9d. are 
9d. lower. English Electrics at 10s. have regained their loss 
of last week, but the preference at 12s. 6d. are 1/16 down. 
Henley's gave way to 79s. 3d., and Metropolitan-Vickers pre- 
ference to 13 There is not much doing in this department, 

Babcock & Wilcox at 2 5/16 are a little lower, as compared 
with last week. Vickers remain weak, and the iron and steel 
market, although affected by the firmness which characterised 
inost of the markets to-day (Tuesday), has not yet recovered 
from the heaviness that the Washington disarmament pro 
posals brought about. Rubber, the produce, has been up to 
within id. of ls. per lb., but fell back again to IIId., and 
share prices have been moving in correspondence. The 
Castner-Kellner Co. has a dividend of 13 per cent. for the 
year, as against 22 per cent. a year ago. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Номи ELECTRICITY COMPANIES. 
Dividena. Price 
^——. Dec. 6, Rise or Yield 
1919. 1920. 192]. 


al p. o. 
Brom n Ordin o ee ee 19 1% —À £9 18 0 
Charlie Cron Ordinary ws ә» 7 8 4 — 8 1710 
do. do. do. 4$ Pref. ° е 44 43 8 — 1 4 4 
Chelsea ec ee ee 4 6 — 9 4 8 
Cit of London e* ee ee ee 18 14 96/9 = 10 9 6 
Jo. do. 6 per cent. Pref... в 6 18/- 46d. 618 : 
County of London Š T ii 8 8. 8H — 91 : 
do. do. 6 per cent. Pref... 6 6 1 — 7 ү : 
Kensington Ordinary .. .. .. 1 9 — ч 5 
London Electric. . ee е ee 9% 2) 1 — 0 0 
do. do. 6 per cent. Pref... 6 6 8 — г v 
Metropolitan АҢ 6 т. 8 — 181 
St. James’ and eo 12 à 19 d = 10 13 1 
South London .. on Vs vs 6 7 = TE 
South Metropolitan Pref. ..  .. 7 7 s = 81 1 
Westminster Ordinary.. з .. 10 10 é — 


TELEGRAPHS AND TELEPHONE 


15 
nglo-Am. Tel. Pref. .. T „ 6 6 — 
Mp ре... ri. N M. "n d ES 
Chile Telephone js 2:4 ee 6 6 88 = 10 0 
Cuba Sub. Ord. eo ee ee ee 1 i "7 7 — " $ 
Eastern Extension 19 , 10 1 = 6 3 
Eastern Tel. Ога. ee ee ee 10 10 161 —1 6 q 
Globe Tel. and T. Ord. ee ee 10 10 1 b c 6 9 
do. ао. Pref. san дуз: D 6. = 919 
Great Nerthern Tel. .. vs , 99 95 Е 8 6 
Indo- European E T . 10 10 80 8 111 
Marconi .. zs ся e 7s 25 16 Hi +й Ser 
Oriental Telephone Ord. .. . 1.4 12 2 = 4 0 
United R. Plate Tel. ee ee se 8 НА " s Nil 
West India and Panama .. Nil l 5/- 451 
Western Telegraph .. T . 10 10 163 ex 
Home Rans. | "3T 


Metropolitan... iu is iie 1 
йо; i ови C К wi Nii 
lectrio Or ce " 
n с rio тр ма Nil 


LEE | 
2 ыю 


- 
Sers EE 
LJ 
ge 
2 2 
E 2 


do. do. Income. 4 2 
Ғови:ох Trams, &c. | "Zr 
Anglo-Arg. Trams, First Pref.  .. 1 E 10 4t 
zs do. ' 2na Pref. T uil B 3 xi qm 8 
do. do. ö per cent. Deb. 5 5 63x "EE. 
Brazil Tractions 5 Vs .. Ni Nil 88 T TE 
British Columbia Elec. Rly. Pfoe... 6 5 = 9 5 0 
do. do. Preferred.. Б à 99. 51 — nf 
do. do Deferred ., 8 12% 3564 — ті! 
do. do. Deb = MÀ y 60 72 2 
Mexico Trams. ö per cent. Bonds. Nil N "i ES Nil 
do. до. 6 percent. Bonds.. Nil Nil 1 +3 Nil 
Mexican Light Common „ ЫП M — 4l M i 
de. let Bonds |) союш 5 @ + 
MANUFACTURING COMPANIES. En 68! 
Babcock & Wilcox  .. e s 16 u e 24 
British Aluminium Ord. .. . 10 10 1 zog 
British Insulated Ord. eS >. 16. 15 í E 10 * ^ 
Callenders e 07s „ 1 105 me 6 18 
» Pref. ee ee eo 63 63 18/9 d. M 11 0 
Crompton Ord. .. es ee ee 10 10 p — " ! 
Edison-Swan °з ee ee ee 10 E 64 om q 5 { 
до. до. 5 per беп . Deb, eo b 5 176 — u 0 
Electrio Construction .. — .. „„ 10 10 +в 0. 
English Electric toy ae ws. УВ 8 10/- dr 93 
do. Prei. 6 6 17 cU une 
Gen Elec. Pref... с. .. .. G @ I E 
do. “Ой... so no . 00 10 2% ç Zo ni, 
Henley .. „о о. o~ uw 15 15 29 je 6 8 
о. Pref. .. 43 Ls 1 
India-Rubber .. с 10 — 1 == ) i! 
Met.-Vickers Prei. 8 8 1 4 y ! 
Biemens Ord. .. - P .. 10 10 % 
Telegraph Con. .. œ. 20 20 


¢ Dividends paid free of Income Tax. 
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LEAVES FROM AN IN SPEC TORS NOTE BOOK. 


By “ANODE.” JEN Ё С 


TRAVELLING round from works to works, as an inspector 
does, he becomes acquainted with all sorts and con- 
ditions of engineers, and the best criterion of the worth 
of the engineer is, naturally, the condition in which he 
keeps his plant. 

In cases where the electrical equipment consists of a 
few motors they are generally cared for by either the 
mechanical engineer or а handy man, and 1 have found 
in these cases that the mechanical man has & profound 

suspiclon of any device with an ''electrio wire” 
attached to it; in the event of any untoward incident 
occurring in connection with the electrical gear he 
promptly shuts it down, and obtains the advice or aid 
of someone qualified to give it. 

The handy man, as а rule, keeps his machines clean, 
that is, 1f he can get at them without having to clinib 
ladders and turn himself into a contortionist, and I had 
a few words to say on this point a few weeks ago, when 
speaking about the fixing of motors in inaccessible 
positions. 

Then, in other cases, you have somebody who is great 
on taking everything adrift in order to see how it works. 
This is all right until one day he rewires up and gets a 
wrong connection on his starter, end the motor starts 
off on a weak field and races ‘‘ some.’ 

When you are called in he explains the whole affair to 
you with great wealth of detail, and enters into a 
learned discussion as to how the motor makers are 
weighed in the balance and found wanting, and how their 
only hope of salvation lies in engaging him as their 
chief designer and technical adviser. 

In cases like this I listen with great reverence and 
attention to the words of the oracle, and then send him 
away for something, and while he is gone I change over 
the leads. On his return I ask him to start up the 
motor in exactly the same way as when the fault was 
noticed by him. 

To his great astonishment the motor functions 
properly, and he is left stranded, and I am then in a 
position to admonish him as to the evil of making rash 
statements, and calling upon me and disturbing the 
even tenor of my way. 

In one case I was very nearly let down, and this 
through my own carelessness. I had arranged to spend 
the week-end with some friends, and late on the Friday 
afternoon I was making my final inspection at a pork 
butcher’s, where everything was generally O.K. On 
this occasion it was not so, and on testing through the 
whole machine and starter I got a very low reading, 
something like 10,000 ohms, whereas the usual reading 
was in the neighbourhood of 15 megohms. 

This was distinctly annoying, inasmuch as it meant 
& possibility of losing my train, and in order to save 
time, I disconnected the leads from the starter to locate 
the fault. 

The fault lay on а terminal insulator, and was easily 
rectified, and as soon as this was done I,reconnected the 
leads to the starter and made tracks for the station. On 
the Monday I had а wire from Head Office asking me to 
proceed immediately to the pork butcher’s, as his 
machine had broken down. This was not pleasant, as 
my report had gone in to Head Office saying that the 
motor was in good condition generally, and no defects 
жеге noted. 

Arriving at the scene of the disaster I saw what I had 
done, viz., connected the starter up wrongly, and before 
the butcher arrived I changed over the leads. 

When he appeared he raved at me and my company 
for a good long period, and I could not get a word in. 
At last I asked him to show me what was the matter, 
which he promptly proceeded to do, but the motor 
started up perfectly, and he was completely bowled out. 

This little incident taught me a lesson, and I never 


made an inspection О ЕА without running the 
machine. 

Coming back to the topic I started on, in the case of 
works with a large number of machines there is generally 
an electrical engineer, whose duties are naturally con- 
fined to electrical matters. 

In these cases you nearly always find the E 
in a high state of perfection, and defects are rectified 
directly they are noticed. In one works with over 300 
motors in continual use, it was а very unusual occur- 
rence to find any defects, but the electrical engineer was 
an exceedingly capable man, with a first-class staff of 
fitters under him. 

On one occasion а field coil burnt out in one of the 
turbo-generator sets, and it was impossible to replace it 
till the week-end. Не kept the set running on about 
half-load, and at mid-day on the Saturday he closed 
iv down. By 4 p.m. the same day he had the top half 
of the generator lifted, the armature out, and the burnt- 
out coil removed. Those of my readers who are 
acquainted with d.c. turbo seta will appreciate what this 
means, especially when the voltage was 220 and the com- 
mutator was of the radial type. 

This is easily the smartest piece of work I have wit- 
nessed, and I вау without fear of contradiction that the 
maker's staff in their own 1 works could not have beaten 
it. 

This shows the value of experience, and it is to be 
regretted that these positions are not more often filled 
by practical men. 

In the case of another works the engineer was a man 
of a totally different stamp, and his machines were in 
poor condition—not that he was in any way inferior to 
the gentleman just mentioned, as a matter of fact he 
could have beaten him hands down on theory, but he 
һаа not the knack of controlling his staff, with the result 
that he muddled along; as long as things went on com- 
fortably he did not worry, and when the inevitable 
breakdown occurred, instead of having one fault to 
rectify, it generally meant that he had to move the 
machine for а complete overhaul, and more often шап 
not he was at his wits’ end to find a spare. 

Had he gone about his work svstematically he would 
have considerably lessened his responsiblity and kept his 
plant in a state of greater efficiency. On one occasion 
he had a breakdown in an old bipolar generator with a 
smooth-core armature. This machine was really due 
for the scrap heap, but owing to his lack of foresight 
he could not dispense with it, as at that time he could 


not get anything like a reasonable delivery of a modern 


direct-coupled set. 

The armature was therefore sent away for re-winding, 
and it being found that the commutator was worn down 
to safe limits, it was necessary for a new one to be made. 
When the armature was delivered to him it was imine- 
diately put to work, and not even the elementary pre- 
caution of adjusting the brushes to the new commutator 
was taken, the result being that the surface of the com- 
mutator was damaged, the copper dust from it lodging 
at the back of the risers, and after 12 hours the set gave 
out through earths and shorts at the back of the com- 
mutator due to the dust. The result was that the arma- 
ture had to be returned to the repairer and the commu- 


-tator taken off and the faults cleared. While this was 


being done, the other set broke down, and the works 
were completely stopped for four days. 

Had this engineer thought the matter over beforehand 
this would never have happened, and his firm would have 
been saved а very considerable amount; it would also 
have obviated а long and acrimonious dispute between 
his firm and the repairers, whom he had the gross im- 
pertinence to blame for the trouble. 

A funny incident occurred once. I had to make a 
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first inspection of a small 3-phase, squirrel-cage induc- 
tion motor, and as it was not installed I had no oppor- 
tunity of seeing it running. I took all necessary dimen- 
sions, put the megger on it, found all in order, and 
passed it for insurance. The next day I had а visit 
from the alleged electrician, who said that he had 
ordered the machine for clockwise rotation, whereas it 
would only run anti-clockwise. On getting particulars 
of this distressing state of affairs, ] found that he did 
not know that changing over any two of the stator leads 
would reverse the direction of rotation. Hence the 
pyramids. 


AN ELECTRICAL REVIEW OF E.-H.-P. 
| TRANSMISSION. 


By R. BORLASE MATTHEWS, Wh. Ex., 
: M. I. E. E., F. R. Ae. S 


A. M. Inst. C. E., 


JUST over ten years ago, the writer summarised his experi- 
ence, jointly with Mr. C. T. Wilkinson, of the above-men- 
tioned subject, in a paper read before the Institution of Elec- 
trical Engineers (Proc., I.E.E., Vol. 46, Part 907, 1911). At 
that time, the amount of h.p. transmission work in Europe 
was comparatively trifling. Since thén, however, enormous 
strides have been made, and literally to-day the Continent 
is becoming covered with a close network of overhead sub- 
distribution lines, supplied by e.h.p. transmission systems. 
The writer has come across a considerable number of these 
latter systems in the course of systematic tours that he has 
been making lately to investigate the Continental development 
of the applications of electricity to agriculturc—the economical 
exploitation of which is so intimately tied up with the pro- 
vision of cheap and effective methods of transmitting elec- 
tricity. | 

Ап excellent opportunity was afforded recently for ob- 
taining à summary of the world's experience, up-to-date, in 
e.h.p. transmission practice, at the Paris International Confer- 
ence concerning Grands Reseaux de Transport d’ Energie 
Electrique à Trés Haute Tension." This formidable and un- 
wieldy title was officially, though quaintly, translated into 
English as '' Large Transmission Systems of Electric Power 
at very High Tension." The author, as mentioned last week," 
now submits eome notes gleaned from the papers read at the 
conference (some 56 in number), the formal discussions, and 
also from those informal discussions, which are so often of 
such great value, that take place unofficially between the 
official meetings set forth on the programme. 

In pre-war days, European practice was largely based upon 
the designs and apparatus of German engineers —which, in 
turn, were developed from American schemes. With the 
advent of the war, most of this class of work stopped for a 
time. For one thing, plant ordered from German engineering 
firms could not be delivered; for another, the financial posi- 
tion was upset, and the nations at war had obviously some- 
thing else to think about. However, in the second stage of 
the war, the neutral nations became very wealthy, while the 
warring nations needed more and more power for the produc- 
tion of munitions of war. Power has for some time been ex- 
ported to the U.S.A. from the second highest British water- 
fall—Niagara, Canada. The North-East of Denmark is sup- 
plied with power from Sweden by a 3-mile long, 25,000-volt, 
electric cable under the sea. A special war work export 
transmission line is that between Goesgen, in Switzerland, 
and Pouxeux, in France— 112 miles (180 km.) in length, and 
designed for eventual operation at 110,000 volts, though now 
worked at 77,000 volts. The construction of this line was 
started in July, 1918, and it was completed in October, 1919; 
the load is 9,000 kW. This line is described in а paper read 
at the conference by M. Renoult. 

As main divisions for the discussions, the programme was 
apportioned out as follows: (I) The generation and trans- 
formation of energy; (II) the construcfion of the transmis- 
sion lines; (III) the operation and protection of the lines; and 
(IV) legislation affecting these works. In these notes, it 18 
proposed to deal with the discussions in the same order. 

(I) The generation and transformation of electricity, was 
chiefly dealt with by a discussion оп: (a) alternator design; 
(b) transformer design; (c) controlling apparatus, e.g., relays, 
switches, &c.; (d) open-air sub-stations; and (e) the difficulties 
associated with the parallel operation of stations. 

Ав regards (a), chief attention was given to turbo-genera- 
tors, in which connection Mr. F. D. Newbury (Pittsburg, 
U.S.A.) presented a most interesting paper. There is appa- 
rently not much difference nowadays, between European 
and American practice. European engineers have the ad- 
vantage, however, in that they can obtain large steel forgings 
of better and more uniform quality, which permits of opera- 
tion at higher stresses. Mica insulation is becoming the uni- 
versal standard. European engineers are favoured in their 
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designs in that 50 cycles is the normal standa 

with the American practice of 60 cycles. It was шр 
that building costs favoured a small number of lar = out 
As regards the present ideas concerning the ШАШ Bela. 
sible ratings in two- four- and six-pole designs, to-da m. ! 

of manufacture seem to be :— , ya limits 


2-pole 


3,600 r.p.m. 10,000 kV 
4-pole 1,800 r.p.m. 40,000 EVA: 
6-pole — 1,200 r. pm. 50000 kVA. 


But difficulties of transport are a 
within these limits. 

As regards voltage, M. Hansson (Paris) state { 
volts was a suitable limit, though European practicas fh 
pressures up to 12,300 volts. ` Poss 

e modern alternator of large size is fre 
to severe short-circuit tests and, in order quently subjected 


‹ ] > to secure ; 
lation with variable load, it has been customary йү ; 
a low voltage drop and, consequently, a low value of A 


actance. However, good protection is now considered to be 
of more importance, so an increase of magnetic leakage в 
provided for in modern alternators. In spite of a high volt 
uge drop, the employmeht of high-speed voltage regulators 
has permitted the maintenance of quite good regulation on 
the supply system. The present tendency is to permit the 
use of alternators with a voltage increase between normal run- 
ning and no-load conditions of 12 per cent. General practice 
1з tending to the direct connection of alternators to step- 
up transformers, instead of to bus-bars. They thus fom 
separate groups of which the total impedance must be taken 
into account in the case of a short cirucit. 

As regards (b), little experience has as yet been gained in 
Europe with apparatus for a pressure of over 110,000 volts. 
as, though lines have been constructed for operation at 4 
pressure of up to 150,000 volts, conditions have not yet called 
for the maximum. For large capacities, three single-phae 
transformers are advocated in place of three-phase trans- 
formers of equivalent rating. ‘This method facilitates handling 
of material and, further, a single-phase transformer 18 all that 
need be kept in reserve as a spare. The opinion of various 
operators of transformers is not uniform so far as the в. 
vantages for or against earthing the neutral of high-volt- 
age systems are concerned. It is certain, however, that the 
earthing of the neutral considerably reduces the cost of the 
transformers. Insulation is, together with the temperature 
and ability to withstand short-circuits, one of the main 


considerable factor even 
з 


factors which determine the Ше of a transformer. ће insu- 


lation has to be considered separately between: (a) windings; 
(0) windings and earth; (c) coils; (d) adjacent turns. [i 
is considered that the test voltages prescribed by the French 
Electro-technical Committee provide an ample factor of safety 
le. 9. for transformers without an earthed neutral; the in 
sulation test voltage against earth is twice the service vol 
age, plus 1,000 volts, applied during a period of one minute. 
For transformers of over 50,000 volts and up to 70, 000 volts, 
porcelain insulators filled with resin and oil are preferred 
on the Continent to plain porcelain. For voltages above 
70,000 volts, special bushings either of the condenser or oil- 
filled type are employed. Oil cooling is exclusively utilised. 
The transformer cases are provided with breathers contam- 
ing air-drying chemicals, euch as calcium chloride, to prevent 
the ingress of moisture. ; 
Reference has been made above as to the diference of 
opinion that exists as regards earthing the neutral, and it e 
be remarked that direct earthing (i.e., without a паа. | 
is now the accepted American practice. The Swiss e 75 
mans prefer to earth the neutral by means of reac 5 
having an inductance value which corresponds to the i eel 
of the system. Many other prominent European ee е 
are coming round to American practice in this direc is a 
regards e.h.p. lines, so the majority vote seems to 
favour of earthing. | 
Large transformers of very high secondary an ic 
generally constructed with the low-voltage win Ыы 
connected, and the high-voltage winding star connec ald be 
With such a big field to cover, but little time co " 
spared for the discussion of switch and relay сар js (018 
these details do not seem to attract the interest 7 | ch eu 
over the main problems of design.  Oil-brea Jenser уре 
seems to be the greater favourite, though the un rotection 
has many adherents. The Merz-Price system s 
is very favourably spoken of by Continental ea interest al 
Open-air sub-stations are arousing considera Dun d States 
the present time. They first appeared in 5s that seems 
about 1912, and in Europe in 1917. The factor | 


proofness; on thc other hand, the 997 0 co than if and 
lation may be as much as 15 per Cents je hone situations 
| | in cold situs 
trouble is sometimes occasioned by snow, ш ы with * 
tions, special transformer oil has to be e 

freezing point of —95 deg. C. 


ine the 
. І cerning 
Not much time was given to considerations СОП 
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difficulties associated with the parallel operation of stations. 
There was, however, а strong plea for co-operation between 
the owners of the stations for their mutual benefit and 
assistance. This argument seems to have taken effect. 
late, and it is now quite a usual thing for Continental muni- 
cipalities to put aside their special jealousies and fall in line 
with what is, after all, but reasonable procedure, which 
tends to a reduction of capital and to greater surety in ser- 
vice. In connection with this subject; a very masterly paper 
was read by Mr. Bakker (The Hague) summarising the in- 
vestigations of Dutch engineers on the subject. The general 
argument was developed mathematically in a very interest- 
ing manner. 
(To be concluded.) 


INSTITUTION OF ELECTRICAL 
ENGINEERS. 


THE 


Western Centre. 


Mr. А. С. McWHIRTER, chairman of the Centre, delivered his 
inaugural address at Cardiff on November 7th, in the course 
of which he says: During its, as yet, short existence, the 
Western Centre has made good progress; commencing in 
1912 with a membership of 218, we have now reached the very 
eatisfactory total of 421. Nevertheless, there are many electrical 
engineers in this district not yet members, who are eligible 
for admission into one or other of the various grades. Our 
Centre is increasing its activities each year, and 1 would sug- 
gest dividing the Ventre into two, with the Bristol Channel 
and the River Severn as the dividing line. This would allow 
& greater number of meetings to be held in the West of 
England and Wales, and would certainly stimulate local inter- 
est in the Institution meetings. 

With regard to labour problems Mr. McWhirter says: 
Surely it is not beyond the wit of man to devise a scheme of 
arbitration which will avoid trade upheavals? Wages, in 
many industries, are regulated by the Board of Trade returns. 
It is a bard economic fact, however, that the cost of living 
will not fall until wages are decreased. The alternative to 
decreased wages is increased production, and if we are to 
maintain our position as an export nation we must increase 
our daily hours of work. We shall be forced back to our pre- 
war hours of labour, and I am sure that with very little extra 
effort the total production can be doubled. We must not 
wholly blame the workers for their ca’ canny ”’ policy, for 
it is an acknowledged fact that the majority of the more 
intelligent and highly skilled craftsmen take little or no inter- 
est in the affairs of their unions. with the result that these 
organisations are not conducted in a manner beneficial to the 
industry generally and the workers in particular. A much 
broader outlook is required in trade union matters, and it is 
the duty of employers and all others in authority over labour 
to encourage ir good workers to interest themselves in 
the affairs of their union much more than they have in the 
past. From my own experience of district and national 
councils for the electrical contracting trade, the feeling of 
confidence is growing stronger at each meeting, and a very 
marked difference can be observed in the attitude even of the 
extremists. The Whitley scheme is good, but it does not go 
far enough, for we have had instances of the finding of one 
district council entirely upsetting those of another council 
in the same district. | 

The Electrical Contractors' Association is hopeful that in the 
near future contractors will be required to be registered, and Т 
believe that our Institution would welcome and support such 
з reform. The Institution would possibly be the body author- 
ised to issue, by examination, the necessary licence. In re- 
viewing the position of the contractors, it is necessary to 
consider the question of supply authorities which possess 
trading powers. While it is often the case that such a depart- 
ment can undertake the work for a low price, it must not be 
assumed that this is а proof of efficiency; more often it is 
merely з matter of accounting. І am absolutely opposed to 
municipal] trading. 

Commercial development is a matter which is exercising 
the minds of many of us just now. Success can only be 
achieved by adjusting and co-ordinating all the forces in the 
electrical industry with a view to fashioning an efficient busi- 
ness-getting machine. The present .ack of system, under which 
few manufacturers consider any interests other than their 
own, is largely responsible for the discontent which is mani- 
fest in every direction. The manufacturers should meet 
апа discuss with the wholesalers, retailers, and large users, 
suggestions which would assist in producing efficient appa- 
ratus at a price which would tempt the user to purchase. 
The supply authorities should devote attention to reducing the 
cost of power to a point which will make it a necessity to 
every one on their mains. They should evolve a scheme, either 
alone or in conjunction with manufacturers and contractors, 
to hire out the more expensive anparatus. The wholesaler 
&hould carry sufficient stock for all the usual requirements 
ко Кеер їп touch with the newest and best appliances. These 
22 Introduce to the retailer апа contractor, who in turn 

ald assist by interesting the user. Many contractors do 


not realise how much they can do towards the development, 
uot only of their own businesses but of the whole electrical 
trade.. Few consumers make the maximum use of their power 
and lighting installations simply because they do not realise 
the possibilities of electricity. Ву pointing out new uses, the 
contractor will help tbe consumer in the eflicient running of 
his business; at the same time he will be promoting the sale 
of additional appliances with consequent benefit to the manu- 
facturer, the wholesaler, and himself. 

The technical training of apprentices i8 an urgent problem. 
Restricting the period of instruction to the evening hours is 
quite unsuitable for the average boy; apprentices should re- 
ceive a part time training during the day of not less than one 
whole afternoon a week, devoted entirely to technical instruc- 


` tion. With the assistance of our Technical College, part time 


training was started in Cardiff last session, and the results 
have been highly satisfactory. It is the duty of every em- 
ployer to see that the electrical profession will be composed 
of well trained craftsmen who will do us credit—we must 
not forget that these boys will some day form part of their 
trade union and possibly become leaders. Many firms—parti- 
cularly those engaged in repetition work—flood their factories 
with apprentices and employ proportionately few Journey- 
men, to keep down production costs. It is, however, impossib 

for these firms to absorb all the lads when they have completed 
their apprenticeships. They are tbus thrown on the world 
with a very inferior training, for it is well known that factory 
trained apprentices do not receive an all-round experience. 

The time has now come to etandardise certain dimensions 
of electric motors and generators—particularly the small and 
medium sizes. The multiplicity of types in carbon brushes 
and brush-holders is another continual source of annoyance 
and expense. Standardisation could be successfully carried 
much further than is at present attempted. 

We, in common with other industries, are undoubtedly 
passing through the most critical period in our experience. 
Many well informed critics are of opinion that the present 
depression in the trade of this country will continue and 
possibly increase during the next three or four years. I do 
not believe anything of the kind 1s inevitable in our business 
provided we can institute a new and better spirit in our work, 
and I am optimistic enough to hope that before my term of 
office has expired, we shall have passed the bottom of the 
curve of trade depression. 


DISCUSSION. 


Mr. W. A. CHaAMEN considered that standardisation muet 
be adopted by all manufacturers if real economic progress was 
to be made. New housing schemes were adopting electricity 
for domestic purposes, and wall plugs, switches, &., should 
be standardised in order to effect interchangeability. He 
agreed with Mr. McWhirter's views on labour. А way must 
be found of pulling together; only by so doing could things be 
put right. | 

Prof. KNox was keenly interested in the remarks apper- 
taining to the training o «шеш and the scheme intro- 
duced at Cardiff. Considerable opposition had been offered to 
similar schemes in Lancashire, not only by the employers, 
but also by local education authorities and the workers. 
trade unions had no interest in their members being trained . 
technically. The employers could not see the sense of it. 
In Germany in 1918 there were 158,000 in the higher techni- 
cal classes taking full time day courses exclusive of those af 
the universities and university colleges; in this country the 
number of ‘students attending technical institutions and Uni- 
versity colleges was 2,784. 

Mr. R. H. Acer considered that power companies and muni- 
cipal authorities had to look for their load largely in the 
homes of the country, and it was up to the contractor to make 
widely known the apparatus that could be used in the home. 
Contractors had not received in the past the support they 
should have from the supply authority side. He agreed with 
the remarks regarding municipal wiring; it did not pay. 

Mr. PLevIN agreed that the return of good trade conditions 
could only be obtained by the co-operation of both sides. He 
was told that the wages of the labourer was 35s. per week 
at the present time. He refused to believe that that was ade- 
quate remuneration for any man. 

Rocers said that the proper training of apprentices 
appealed to him, as it always seemed to him that the electrical 
fitter never had а proper mechanical training. Regarding 
the splitting of the Centre, he was sorry the suggestion had 
been made. It was possible that South Wales would benefit, 
but the West of England would suffer. 

Prof. Bacon said the division of the Centre was a matter 
on which finality ought to be reached. Facilities should be 
afforded the Plymouth members for attending meetings, 
and alternative meetings could be held at Bristol and Exeter. 
Mr. BuRR agreed with the sentiments of Prof. Bacon re- 
garding the division of the Centre. As regarded municipal 
trading he was at variance with Mr. McWhirter. Munici- 
palities should have showrooms. In Swansea they had an 
understanding with the contractors which worked quite satis- 
factorily, inasmuch as it saved the contractors the trouble 
of equipping showrooms. 

. Mr. Hucues said standardisation was of supreme importance 
іп connection with an electrically-operated colliery. 

Mr. New reminded Mr. McWhirter that, generally, muni- 
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cipal trading accounts were carried out by another depart- 
ment. . Co-operation from the Contractors’ Association was 
necessary if costs were to be reduced. 

Mr. STRETTON considered it would be to the advantage of 
all.concerned if two distinct Centres were created. More co- 
ороп between the various sections of the industry Was 
needed. | 

Mr. Teasper alluded to municipal wiring, saying that the 
financial view taken by Mr. McWhirter was impossible. He 
admitted that contractors could do the work cheaper, never- 
theless people came to municipal authoritics feeling more 
secure of getting a sounder job; for this privilege they were 
willing to pay an extra pound or two. ae 
Major Davip considered the standardisation of motors was 
of the utmost importance. Se s 

Mr. 8. T. ALLEN said the suggestion of splitting the district 
came ав а great disappointment to him. | 

Mr. Evans said he confirmed what Mr. Teasdel had said 
regarding municipal wiring. If Mr. MeWhirter's suggested 
registration of contractors came about, it would matter little 
whether the work was done by the contractor or the author- 
ity.. 

Mr. McWuirter in reply said, regarding the splitting of the 
Centre, that they had to consider Swansea. The meetings 
&lready held there were inost encouraging and their enthusi- 
asm was great. Finances would not permit of Swansea being 
& sub-centre. He agreed with the remarks of Prof. Knox. 
Municipal showrooms could be worked satisfactorily both to 
the. authority and the contractor, provided the authority did 
not pinch all the trade. The whole point in dispute was what 
was а fair profit to the authority and the contractor, when a 
customer was introduced by the latter? 


———Ó———— 


ОП. ENGINES AND ELECTRICITY SUPPLY. 


Br G. PORTER, А.М.Іхѕт.С.Е. 


(Abstract of paper read before the Dit SEL ENGINE. Users’ 
ASSOCIATION.) 


THE discussion that was promoted by Mr. Geoffrey Porter's 
paper on the function of the heavy oil engine in connection 
with the general supply of electricity, at the October meeting 
of the Diesel Engine Users’ Association that was held 
at the Institution of Electrical Engineers, was opportune 
in view of the consideration that is being given by the 
Electricity Commissioners to various schemes for extending 
and improving the general supply of electricity. throughout 
the country. The author submitted interesting figures of 
tabulated working costs, including capital charges, of under- 
takings using steam plant, or heavy oil engines, or a combi- 
nation of both, and in each case he showed the permissible 
purchase price pavable for a bulk supply from an outside 
source. Curves showing total transmission losses of various 
mean loads and power factors, permissible purchase prices, 
costs per kWh of alternative methods of operating, &c., 
accompanied the paper. There were also appendices giving 
particulars of Diesel engine performances. at actual under- 
takings, heavy fuel oil engine consumptions, examples of 
terms offered to local supplv authorities for bulk supply, and 
the estimated costs of a power station employing heavy oil 
engines. Although there was naturally considerable difference 
of opinion with regard to the merits or demerits of varlous 
systems of providing for a supply of electricity in an area 
under varying conditions, it was generally admitted that 
there could be no case for complete bulk supply—that is, for 
a system of supplying in bulk throughout the country, which 
would entirely eliminate local generating stations of com- 
paratively small power, and that there was a very strong case 
for the installation of heavy oil engine plant so long as a 
good supply of suitable liquid fuel could be ensured. One 
speaker, who had had experience in connection with about 
forty electricity supply undertakings equipped with Diesel 
engines, gas engines, steam engines, and steam turbines, some 
of which were taking bulk supplies, referred to the very large 
number of cases in which no bulk supply could compete with 
the local generating station. Не felt, as others did also at 
the meeting, that bulk supply should be made use of 
wherever possible, and even perhaps in certain cases in which 
at the moment it might not be the most economical хау to 
meet the immediate needs of an undertaking, but that every 
case must be considered on its own merits. He added that 
he had no doubt that the Electricity Commissioners would 
be approachable and willing to hear all sides of апу question 
of this sort, and he felt certain that, after the experieace 
which the Commissioners had obtained during the past veor, 
they would now understand the many difficulties ind luni- 
tations of bulk supply, and that anyone with a good «ase 
for local extensions of generating plant would get a fair hear- 
ing. 

Mr. Porter’s statements concerning the great development 
of the oil supply industry and the ample proportions of the 
oil reserves in the world were emphasised by several speakers. 
Reference was made also to the possibility of oil being dis- 
tilled from coal on a larger scale in the future, and to the 


successful operation of Diesel engines during the war Period 
on tar oil. The consideration of the use of heavy oil engines 
to an increasing extent in the future was closely под up 
with the development оѓ. larger units in which so much pro- 
gress had been made for marine work during the last lew 
ears. 

: In the course of his paper Mr. Porter says, inter alia: 
The dimensions of the problem of the future production of 
electricity have been brought within their practical limita- 
tions, and it appears probable that the improvement of elec- 
trical distribution will be sought along the lines of develop- 
ment of the best existing resources. Further capital 
expenditure on a large scale must be most carefully appiied 
if the means adopted are not to defeat the desired end. 

It is not suggested that the heavy oil engine is the best fon 
of prime mover to employ in any and every situation. For 
the present he confines its adoption to undertakings of moderate 
size where the industrial demand is not large, and where 
units not greater than 1.000 kW can be confidently adopted. 
The conservation of fuel must be the guiding principle, ard 
the use of coal for purposes other than steam raising is Ёге. 
shadowed. The power production of the future appears to 
he between fuel oil and coal gas, and tbe superior portability 
of oil will be a strong factor when the desirable features of 
either are equated. The production of mineral oil is incress- 
ing very rapidly. Its transport from overseas becomes a 
sunpler problem month by month, and there is every indica- 
tion that the supply will keep pace with demand. The Diesel 
engine is in active and successful commercial application in 
capacities up to 6,0) b.h.p., and ratings of 1.0% b. h. p. per 
cylinder. The manufacturers of these large capacity engines 
are prepared to build an -cylinder engine up to 10,000 b.h.p., 
and have actually constructed а satisfactory experimental 
engine of 2,000 b.h.p. in one cylinder. One: of the mos 
promising directions in which progress is moving is the 
opposed piston construction. Much larger capacities per 
line are available with this type than are usual in the 
ordinary design of Diesel engine. Even more promising В 
the heavy oil engine of the regenerative tvpe invented by 
Мг. W. J. Still, in which the highest known thermal 
efficiencies are achieved. The flow of heat is so admirably 
controlled that there seems no reason why very large powers 
should not be obtainable. The conditions are such that 
cylinders may be rated much more highly than is at present 
possible in engines of the ordinary Diesel type. A 6,40 
b.h.p. cylinder is said to be a practicable possibility. Тз 
engine has also been designed as an opposed piston engine 
with good results. Briefly, the heavy oil engine is obtain- 
able commercially in capacities up to 6,000 b.h.p. without 
undue multiplicity of cylinders. Such a capacity will be 
sufficient to drive an electrical generator of from 3.500 to 
4,000 kW. i | 

From the point of view of the power station engineer the 
paramount advantage of the steam turbine is its „ 
concentrate great powers in comparatively small bulk 15 
weight. The influence of this property upon capital cost bas 
been, until recent vears, great enough to outweigh the com- 
paratively low thermal efficiency of the steam Ale n 
coal handling plant to generator coupling. The interna e 
bustion engine must show thermal efficiencies во good tha 
high capital cost is no disadvantage. In general this con- 
dition is satisfied. 


: | ee wer ` 
The capital costs of the steam and heavy oil engine рохе 


station are at present roughly in the ratio of à to 7. Bs 
proportion stands for the 4-stroke cycle Diesel enpine an 155 
steam turbine with boilers and auxiliaries. For Diesel Ms 
of the 2-stroke cycle the ratio 1s about 6 to 6. 1 
smaller capacities dealt N 5 and o 
oil engines the proportion is about 2 to 1. | 

Оп "tbe баз. side the position is wholly ш пош | 
the heavy oil engine. An average thermal efficiency VM 
steam turbine power station of 15,000 kW M M 
20 per cent. load factor 1s from 7 to 8 per 00 Ваа 
expenditure per kWh lies between 40,000 and 50, T 
The highest contemplated overall thermal Penes ant 
ordinary operating conditions and at load pi m Ше 
90 per cent. is not above 20 per cent., an ds doom 
usual efficiency of from 7 to 8 per cent. cone po per tan 
energy production of from 500 to 600 electrical units. 
of coal burnt. avy 

Thanks to the economy of the heat cycle adopted, the re 
oil engine provides infinitely better results for a г mes 
trouble. In quite small power stations there 15 D f from 5 
whatever in obtaining overall thermal efficiencies 9. à 
to 29 per cent. under ordinary operating Conci е г as the 
heavy oil engine is not so sensitive to load dde 5 per 
steam turbine or engine. In engines Sm fue] ci 
cent. plant load factor one ton of residual А of 1234 
will -produce 3.300 kWh ‘for е heat expen’ | 
B.th.u. per electrical unit. the 

In sins instances it must be more айуап!адео Pr 
local electricity. supply authority to generaté 1% l 
heavy oH engines, with the benefit of their | 
reflected in the operating costs, than to porcus iit mein 
an external authority producing energy by less distance. Tbe 
and transmitting for local distribution from 8 ted by the 
indifferent efficiency of production ís ag tbat mos de 
inevitable loss in the transmission system, a 1088 
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considered in fixing the purchase price, and will fall upon the 
local distributing authority. 

The reply to this criticism is always in terms of load factor. 
In some miraculous way the bulk supplier's best possible 
efficiency of about 20 per cent., reduced to a mean of about 
12 per cent, at the purchaser's switchboard, according to dis- 
tance, will enable bim to compete with the 27 per cent. (a 
low figure) etticiency the prospective purchaser can obtain by 
continuing to generate locally with the heavy oil engine. 

Will the 50 and 60 per cent. load factors so frequently 
mentioned as the bulk suppliers! perquisite be realised, except 
in a strictly industrial district?—and even here the tendency 
towards shorter factory hours may have a detrimental effect. 
In a neighbourhood where the industrial demands are sinall 
the bulk supply authority will probably develop a peak load 
corresponding to the sum of the peak loads of the individual 
local distributing bodies. The price of a bulk supply under 
such conditions might readily be prohibitive. 

An equally important consideration with regard to bulk 
supply is capital cost. A wholesale scrapping of sound, even if 
inefficient, plant would involve a great waste of existing 
assets. Whatever may be the inducement to purchase in 
bulk, the abandoned assets and their annual burden on the 
funds of the local undertaking cannot be got rid of. The 
crux of the matter 1s not so much what price the bulk supply 
authority will charge for energy, but how much the local 
distributor can afford to pay without prejudicing the interests 
of his consumers. | 

The purchase of the whole or part of the requirements of 
а local supply authority is not justifiable on economic 
grounds. It 18 less expensive for the local body to generate 
locally, and bv doing so with the use of the heavy oil engine 
as the prime mover the interest of the consumer 15 safe- 
guarded. 

There are fashions in engineering matters just as in other 
worldly things, and fashions are verv difficult things to with- 
stand. At present we have the fashion of tbe ''big set 
swollen to such proportions that its habitat is too small for 
its activities. Many small and medium undertakings will 
further their interests much better by adopting a fashion 
more suited to their conditions, in the form of the heavy oil 
engine. 


TBLEPHONE LINE WORK IN THE 
UNITED STATES. 


DISCUSSION АТ NEWCASTLE-ON-TYNE. 
Ат a meeting of members of the North-Eastern Centre of the 
INSTITUTION OF ELECTRICAL ENGINEERS, at  Newcastle-on- 
Tyne. on November 14th, Mr. E. S. Byx read his paper on 
the above-named subject (see Erec. Rev., November 25th). 

Mr. J. К. M. ELLIOTT, in opening the discussion, said the 
author’s information was possibly that for which many of 
them had been waiting for some time. The climatic con- 
ditions existing in this country were so different from those 
in America that it had generally been regarded as necessary 
to have a higher standard of constructional development for 
English plant, and what had been shown on the screen 
seemed to bear that out. Before the war the record of the 
U.S.A. with regard to the use of mechanical appliances was 
very good, especially in connection with the construction of 
lne work and cable laying. The use of those appliances had 
been developed, but he had hardly been prepared to hear 
the records that the lecturer had submitted. One factor 
that must have contributed largely to the development of 
those mechanical appliances was the low cost of petrol, but 
that was no reason why they should not trv the experiment 
of making use of some of them and ascertain the relative 
costs compared with America, but it must not be forgotten 
that the cost of production was a vital factor. [n America 
the cost of petrol and machinery was low,.and charges for 
wages and salaries were bigh; generally, the reverse was the 
case in this country, so that one could not junp to a con- 
clusion as to the effects of such a change of methods. Regard- 
ing the use of American technical terms and words. Һе 
thought the author would have done well had he appended 
a glossary of them and their English equivalents. Passing 
on to details, regarding the possibility of manufacturing and 
using а No. 27 B and S gauge cable (31 Ib.). he did not 
think there would be апу ditticulty in drawing it. but in 
other operations there might be a tendency to break, and 
there might be a difficulty in jointing. He would not care 
to have h.p. lines mounted on poles bearing telephone 
wires. In this country motor-cycles, with adapted side-cars, 
were found most useful. There had been in contemplation 
the construction of a 3-ton lorry, fitted for constructional 
purposes, but the difficulty had been to carry ladders suit- 
able for their requirements. 

Mr. G. W. Witiis thought American engineers showed 
great foresight m making provision for development. The 
American nation had shown great perspicacity in its use of 
the telephone, and if the telephones in this country were 
supported by the public as was the саве in the States, then 


-quiries made by Mr. 


they could make a much better show. They seemed to have 
а lot to learn from the Americans, but, at the same time, 
much of their work appeared to be very rough and crude. 
Were there no mischievous boys in America?—because 
the plant was so close to the ground that it woula not 
last 4 week in England. Не imagined that the reason that 
there were not frequent break-downs of line was that the 
span of the lines was so short. | 

Mr. VERNIER had no idea that cables of the size mentioned 
had been erected as aerials. The problem with which he 
had to deal was different from that of the post oflice, {© 
which reference had been made; it was to carry telephone 
cables оп overhead transmission lines, and they devised a 
system of hangers of leather with а clip which had proved 
quite satisfactory. | КЕ 

Мг. F. G. C. BarpwiN said that while it must be admitted 
tbat the telephone had been developed in America by a high 
standard of technical skill and commercial enterprise,. it 
should not be forgotten that а good deal of pioneer work 
was done here. He had been under the impression that the 
us of antimony as an alloy with lead for cable sheaths was 
experimented with some years ago, and that in view of the 
tendency {о  brittleness which the изе of antimony 
engendered the matter had been dropped. That difficulty 
had apparently been got over. The advantages of aerial 
cable that Mr. Byng mentioned were much more applicable 
to American conditions than to British ones. During the 
period from 1900 to 1911 a large amount of dry-core lead- 
covered cable was erected in this country. А good deal of 
it had been recovered, and examination revealed the fact 
that even the comparatively soft pig-skin elings had caused 
serious indentations in the lead, and incidentally that crystal- 
lisation of the lead sheath appeared to be fairly general. He 
was particularly interested in the method described for lead- 
ing-in cables at exchanges; it was certainly flexible. So far 
as he knew the leading-in arrangements adopted at the 
Victoria Exchange in London were superior to any that had 
hitherto been employed in this country. Instead of carrying 
the cables along the walls of the chumber they were carried 
along an iron racking running from end to end of the 
cable chamber beneath the main frame, and provision was 
made on the rack for any necessary crossing of cables. Re- 
ferring to the boiling-out process in conjunction with woven- 
cotton sleeves, he was not satisfied personally that the pro- 
cess Was all that was claimed for it. His experience had 
not been that superior insulation could be absolutely relied 
upon by the adoption of that process in preference to any 
other. The reason was not apparent, but was probably due, 
either to a lack of appreciation of the requisite temperature, 
or to want of experience on the part of the jointer in apply- 
ing the wax. | | 

Capt. GASCOIGNE, referring to the statement that 1,500 pairs 
of wires were included in one cable, suggested that that num- 
ber was, possibly, too great because of the serious trouble in 
case of breakdown. 

Brief remarks were also made by Messrs. Simpson and 
GILPIN. 


Ф 


The Cost ої 58 Installations.— In the course of in- 

cott Moncrieff in connection with the 
work of the Electrical Development Association on unemploy- 
ment in the electrical industry, he ascertained that there was 
a strong feeling amongst wiring contractors that a reduction 
in the cost of wiring would result in a material stimulation 
of business with a corresponding reduction of unemployment. 
Opinions differed as to the reduction necessary, but it ap- 
peared to be generallv agreed that from 20 to 33 per cent. 
would go a long way towards inducing potential customers to 
have their premises wired. Many of the latter were anxious 
to obtain a supply of electricity, but were definitely holding 
back on account of the high prices current. A few contractors 
held that а reduction of 50 per cent. would be necessary to 
bring about the desired result. Where the cost of wiring 
was round about 35s. a point, business was dull, but where the 
price was 25s. to 30s. а point the contractors were fully occu- 
pied, and all new premises were being connected to the mains, 
whilst some were being changed over from gas lighting. It was 
pointed out that the cost of labour was the chief obstacle, and 
that a fair proportion of the desired reduction should come 
from that quarter. "Small men," who did their own wiring. 
could quote lower prices than the larger contractors, and were 
getting work to do, whilst contractors were reducing their 
staffs. The high cost of motors was also deterring would-be 
power consumers from adopting electricity. Another adverse 
factor was the cost of laving distributing mains. The reduc- 
tion that had already taken place in the cost of wiring had 
materially improved the demand for connections. 


Photographing London by Night.—Messrs. Pathé Frères, 
the well-known kinematograph firm, have taken the first 
of a series of night photographs of London buildings and 
monuments. The apparatus was mounted on four lorries. Two 
of these bore generating sets, and two carried three 1,000,000 
c.p. "Sunlight " ares each. Among other edifices photo- 
graphed was the tower carrying ‘‘ Big Ben." 
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“CYC-ARC” AUTOMATIC ELECTRIC WELDING. 


By L. J. STEELE, M. I. E. E., and Н. MARTIN, A. M I. E. E. 


(Abstract of paper read at the INSTITUTION OF ELECTRICAL ENGINEERS.) 


THE problem of welding electrically by direct means two 
pieces of metal of widely different sections has hitherto 
remained unsolved, and the welding of dissimilar metals of 
widely different melting points, such as brass and steel, has 
been considered impossible. Ihe Cye- arc process of auto- 
matic electric welding has, however, solved these problems. 
and it is believed that the system (which has already been 
illustrated and described in this journal“) is unique on account 
of the fact that metals, differing both in size and quality, can 
be automatically welded together as the result of a single 
operation of an ordinary bell push, by the consequent heating 
ot only the metal parte to be welded, without using an elec- 
trode or any flux. 

The process was developed to save labour when attaching 
small screws or studs to ehips' plates to carry the supporting 
clips of electric cables and fittings, and the advantages of 
doing so without perforating the bulkheads or decks is 
obvious; it is the only known successful method of doing so. 
In 1918 a light magnetic stud holder was constructed to retain 
the stud accurately in position upon the iron or steel plate 
while it was being welded thereon, thus eliminating one 
operator. Instructions were then received at Portsmouth 
Dockyard from the Admiralty that apparatus should be made 
in accordance with proposals submitted (by members of the 
dockyard staff) of what was named a '' semi-automatic device 
for stud welding." This apparatus, which was intended 
primarily for the welding of iron or steel studs or screws to 
iron or eteel plating. consisted of & pair of pot magnets sup- 
porting, but insulated from, a stud holder attached to a 
plunger, the latter being movable against the pressure of a 
spring, and fitted at one end with an insulated striking knob. 
The apparatus was to be fixed in position for the stud to be 
welded by simply energising the magnets. Then, with the 
spring holding the stud out of contact with the plate, it was 
intended that the knob at the end of the plunger should be 
etruck to overcome the action of the spring, momentarily 
bringing the stud in contact with the plate, and also closing 
the welding circuit. The stud, after momentarily touching 
the plate, would be released and at once forced out of contact 
by the action of the spring, thereby drawing an arc. After 
an interval of time the molten stud was to be forced against 
the adjacent molten plate by again pressing the knob of the 
plunger, thereby welding the stud to the plate, the current 
in the main circuit through the stud, weld, and plate, 
being finally switched off. The three variables which had to 
be correctly adjusted in order to obtain even apparently satis- 
factory welds were: the amount of current through the arc, 
the length of the arc upon striking, and the length of time it 
had to be maintained before making the weld. Obviously, 
one or more of these factors must vary for every different size, 
shape, and material of stud and, in view of the extremely 
short time during which it was necessary to maintain the arc, 
it was found that considerable accuracy in all the above three 
factors was necessary to secure even moderately good results, 
and an automatic timing and control system yielded important 
improvements in uniformity in the resulting welds. 

The necessity of centralising the arc as much as possible 
throughout the entire period of operation, and also the desira- 
bility of forming an enlarged crater of molten metal in the 
plate into which the etud end is to be inserted have been 
met by the use of a ball-ended stud. The length of 
arc that is just sufficient to enable the arc to be uni- 
formly and reliably struck and maintained is 1/16 in. The 
means of effecting the desired adjustment at the welding tool 
is shown in fig. 1. The method is simply to screw down 
the adjusting head (35) until the plunger (36) just comes into 
contact with the eolenoid core (31). As the plunger (36) pro- 
jects beyond the adjusting head (38) by exactly 1/16 in. this 
will determine the exact length of arc which is struck when 
the solenoid js energised. A limiting device (29) indicates 
when it is necessary for the position of the solenoid and acces- 
sories to be adjusted relative to the plate by means of the 
udjusting screws and nuts (1) and (6). 

In consequence of improvements, completely successful 
results, both in operation and in welding, were achieved, and 
welds thus obtained exceeded our best anticipation, both in 
quality and in uniformity. It was in fact found, as the result 
of careful tests, that the strength of the weld actually 
exceeded that of the stud itself. 

Although for a long time after success was obtained we 
believed this welding process to be entirely new, we have 
since found that the fundamental method was discovered and 
presumably used in about 1890, but with hand instead of 
automatic operation and control of the time-period of the arc. 
It is evident, therefore, that the application of automatic 
timing by means of electrical control is the principal feature 
of our invention, the lack of which feature prevented this 


— 


* Exec. Rev., September 30th, 1921; p. 432. 


effective welding process from being developed and utilised at 
least 20 years ago. 

Additions to and modifications of, the apparatus, were nex} 
made by means of which the timing apparatus was started 
and stopped, and the whole sequence of operations required to 
make a weld effected by simply pressing an ordinary bell. 
push attached to the welding tool. This important improve- 
ment, though really of quite a simple nature, is best under. 
stood by reference to fig. 2. 

The difficulties in welding steel and iron studs, as compared 
with those made of naval brass, at this stage of development 
necessitated further experiments with a view to finding some 
method or apparatus which would satisfactorily weld such 
studs. However, satisfactory welds of the type in question 
can only be secured by returning the stud to the plate under 
powerful and sustained pressure, and we therefore designed 
a tool which returned the stud to the plate under the action 
of compressed air admitted into a cylinder, the piston of 
which was attached to the stud-holder of the welding tool, 


x Section elevation 
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Fic. 1.—SECTIONAL ELEVATION AND PLAN OF CYc-ARC 
WELDING TOOL. 


which showed that our theories were correct, and gn e 
factory welds of steel or iron to other metals could be o 
with it. . А gratus 
We have since classified the two. kinds of welding APE pol. 
as Type A and Type B. the former being essentia F ңе! 
able type, having а welding tool provided with bol pem and 
nets and spring replacement of the stud-holder plunges 100 
the latter being a fixed or shop-tool type, the T ordin- 
being attached to a slidable spindle, such as that о ir рр? 
ary post drill, and being connected to a compressed! lace the , 
through an electrically-operated valve, 10 order to rep | 
stud against the plate under air pressure. common 
Our latest form of timing and control apparatus. en by 
to both the above-mentioned types of apparatus, 1. s gravity: 
means of a very powerful, double-spring motor, 288 Inte cam. 
loaded vertical plunger contact for its main al marked 
and is provided with a uniformly divided and and instat: 
timing dial and accessories, which can be simply will 149 
taneously adjusted to ensure that the apparatus 
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rately maintain the arc for any period of time between 0.1 
and 3.0 seconds, variations of 0.01 second being readily obtain- 
able. The simple and accurate time adjustment is secured 
because the rotation of the marked dial causes the rotation of 
a spindle, to one end of which is attached a cam, which regu- 
lates and limits the lowest position of the main plunger con- 
tact of the apparatus relative to the main involute cam. The 
cam in question being of similar shape to the main involute 
cam, if the main plunger contact 18 normally allowed to drop 
to a low position, it will make contact with its own involute 
cam proportionately earlier than if retained normally in a 
higher position, thereby increasing the arcing period. In its 
upper or zero position, although, as the result of the opera- 
tion of the timing apparatus, the main contactor closes 
momentarily, the arc-striking solenoid is not energised, for 
the simple reason that the stud-holder solenoid is short- 
шка at the moment the contactor control-coil circuit is 
closed. 

This improved timing and control apparatus has so far quite 
justified itself. The period of each complete rotation of the 
cam spindle of this nuproved apparatus is 7 seconds. In 
cases, however, of the use of the '' Cyc-Arc " apparatus con- 
tinuously and rapidly on one particular class of job which 
requires a practically uniform time period. a much cheaper 
and simpler timing and control appartus can be provided, so 
designed that, instead of each operation of the timing appa- 
ratus occupying а 7-second period, the arc strikes practically 
instantaneously when the push-button is pressed, the total 
time period of this form of direct-acting timing device being 
practically the same as that of the arc. 

About 400 welds can be made with the timing device with- 
out re-winding it. 

The Type А portable apparatus, ae now constructed com- 


mercially, consists of two main parts, viz., the controller and 


the welding tool. The former comprises :— 
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device is then set, after which а eingle action of the bell-push 
starts the timing and control apparatus, thereby making the 
welds. The cams of the timing and control apparatus stop 
automatically in exactly the same position relative to the con- 
tact fingers ав that from which they started. The weld having 
been made the tool is removed from the surface (to which it 
is attached by the magnets) by opening the tumbler switch 
and withdrawing the tool from the etud, which remains 
welded in position. 

The welding tool can be taken to any position where the 
work has to be performed. The entire equipment can be trans- 
ported by two men, the welding tool itself being readily and 
conveniently handled by а single operator, its weight being 
under 90 lb 

The value of the current required with a given time-setting 
depends to a certain extent upon the time during which the 
arc current is maintained, and vice versa, but there is 
a substantial range for adjustment, throughout which range 
no seriously deleterious effecte on the welds need be antici- 
pated. The approximate range of arc-current adjustment is 
between 200 and 500 amperes, with a 100-volt supply. 
Currents of air (such as those in draughty passages) muy 
cause the welding arc to be blown to one aide, if not actually 
extinguished. The hold-on magnets of the welding tool are 
provided with an adjustment to allow of the tool being readily 
adapted and fixed to uneven or curved surfaces. 

A fixed type of welding tool bas recently been constructed 
for use with the type A apparatus to fit any kind of light post- 
drilling machine. This adaptation already promises to have a 
wide field of application in engineering shops for light work. 

The Type B electro-pneumatic set also comprises the con- 
troller and welding tool with arrangements for the supply of 
compressed air. The welding tool, fig. 4, consiste of & com- 
bined solenoid and air cylinder that is intended to be attached 
to, though insulated from, the spindle of a drilling or other 
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A=main supply cable; B B. S terminals for cables carrying welding current; C D E Р C, р, E,r, — Sockets for 4-pin plugs; c terminal for control wire; 
-l 


L=lamp resistance; 


FıG. 9.—CoNNECTIONS OF PORTABLE WELDER. 


(1) Automatic timing and control apparatus. (2) Marble 
connecting and regulating panel. (3) Adjustable reactance. 
(4) Non-inductive resistance. (5) Carbon-filament lamp resist- 
ance. (6) Resistance coils for current regulation, with sup- 
ports and insulators. (7) Automatically-operated electric con- 
tactor. The nichrome resistance coils may be arranged either 
ш series or in parallel, or practically in any combination 
thereof, so that large variations, both in the current-carrying 
capacity and in the ohmic resistance of the coils, can be 
obtained, thus permitting of a wide range of adjustment for 
welding purposes. To supply a controller for much larger 
work the only modifications necessary in the standard con- 
troller are the substitution of a contactor of greater capacity 
and an increase in the size of the main connecting leads. 
Provision is made for the connection of two welding tools if 
it is desired to double the output of a single-controller set, 
which two tools are operated on our dual-control system. 
Fig. 2 shows the connections of the commercial Type A 
apparatus, which is designed for operation from ordinary 

Irect-current welding supply mains, and only very slight 
modifications are necessary to make it suitable for any volt- 
age between 60 and 100. The normal current-range is from 
200 to 500 amperes, according to the size of the stud or other 
fitting to be welded. The actual energy consumed per weld, 
however, is extremely emall, the usual duration of the welding 
current being about 1 second. 

The apparatus will satisfactorily weld naval brass or man- 
ganese-bronze studs of good quality up to 4 in. diameter on 
to brass, manganese-bronze, iron, or steel of practically any 
thickness, and also on to galvanised iron or steel. Once the 
apparatus has been set up for a particular size of stud or 

tting its operation is practically automatic, and it can be 
Worked by semi-skilled labour. 

The operations necessary for making a weld (after the con- 
troller and the surface on which the weld is being made have 
been connected to the supply mains) аге ae follows: the stud 
Ог other fitting to be welded is first placed in the holder of 
the welding tool, and the latter is eecured in the desired 
Position by means of the hold-on magnete. The arc-limiting 


2= terminals for regulation resistances; s brake solenoid. 


Fic. 3.—CoNNECTIONS OF ELECTRO:PNEUMATIC WELDER. 


suitable machine, which has to be sufficiently rigid to with- 
stand the powerful thrust exerted by the piston of the welding 
tool when subjected to the maximum air pressure which can 
be supplied. The size of welding tool shown will deal with 
work requiring currents up to 1,500 amperes, and for elec- 
tricity supply purposes a motor-generator such as that 
described later will be used. 

The air-supply required careful consideration, because the 
quantity needed is so small; the maximum amount of com- 
pressed air required per minute will be less than 0.05 cm. ft. 
The compressor is of the motor-driven tire-inflator type, which 
keeps fully charged an air receiver interposed between it and 
the welding tool, the maximum pressure being 150 lb. per 
sq. in. 

Fig. 3 shows the connections of the Type B apparatus. 

The use of the apparatus, modified to operate on the dual- 
control system, enables its output of work to be doubled, with 
only about a 25 per cent. increase in the cost of apparatus, 
and without any appreciable increase in the size or cost of 
the welding supply plant. The single controller is fitted with 
a pair of solenoid-operated discriminating switches, as well 
as with an additional contactor, non-inductive resistance and 
accessorjes, ae compared with a controller for a single-operator 
set. The discriminating switches, which are operated by the 
ordinary action of the push-button control on the welding 
tool, permit of a welding operation being effected by only one 
welding tool at a time, during which operation the other tool 
is completely and automatically isolated, and thus put out of 
action. The hold-on magnets of the welding tools are, how- 
ever, quite unaffected by this arrangement. Owing to the 
extremely short overall time required to make each weld, viz.. 
7 seconds, рг with the time taken to remove the weld- 
ing tool after the completion of the weld, and to replace it in 
another position with а fresh etud in the holder ready for 
welding. two operatore can use two welding tools alternately 
on tbe dual-control system, without delaying or interfering 
with one another in any way, and thus make double the 
number of welds possible with а siügle-operator equipment; 
this enables two operators to work at the rate of from 80 to 
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100 welds per hour with the portable apparatus, and at a 
rate of over 200 welds per hour with the fixed machine adap- 
tion of the welding tools. 

The successful results obtained are due mainly to the 
method of automatic control and accurate timing of the cycle 
of operations, and it has.been possible to draw up a table of 
the adjustments of current and timing necessary for the weld- 
ing of different sections to varying thicknesses of plates, and 
also with relation to the welding of different metals. Рег- 
fect welds can be obtained between naval brass or manganese- 
bronze studs, and steel, iron, or brass plates. Equally eatis- 
factory welds are obtained if the iron or steel is galvanised, 
provided that the zinc deposit is not unduly thick. Sur- 
prisingly good and strong welds can also be made with brass 
tubes on to steel plates, and the latter may be less than 30 
mile in thickness. Excellent welds can also be made on to 
spring steel. When welding brass tubes 8/16 in. in diameter 
on to steel plates about 0.03 in. thick, the time during which 
the arc is maintained is only 0.1 second. An action which 
contributes materially towards the strength of the weld takes 
place when welding such tubes. The molten brass rises into 
the interior of the tube at its base and forms a solid section 
for an appreciable height. 

Another valuable application of the process is for the tip- 
ping of machine tools. Welds obtained are extremel reliable 
and satisfactory. It is necessary. however, to annea the tool 
as soon as possible after tipping before attempting to grind 
or work on it in any way. | 

The great strength of the welds obtained by this process of 
welding led to the conclusion that this might reaeonably be 
attributed to three causes: (1) Absence of oxides in the weld. 
(2) Extremely local heating in the region of the weld. . (3) 
Penetration (in each direction) of the metals to be welded. 
Since then, by the aid of micro-sections at з magnification 
of 50 diameters, the above conclusions have been definitely 
confirmed. 

It would appear that the effect of heating does not extend 
for more than 0.5 in. from the weld. There are also indica- 
tions of a fused mixture on each side of the weld to a depth: 
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of about 0.01 iu., but not much penetration beyond this. 
Mechanical tests have shown that plates to which studs have 
been welded by the Cyc-Arc " system have actually been 
reinforced by such welds. Lloyd’s Register of Shipping bas 
fully approved of the process for use in ship construction. 
Apart from the advantages just mentioned, there is also 
great economy in time and labour. At least 10 studs can be 
welded in position in the time occupied in fitting one bolt 
or screw by the ordinary methods of drilling and tapping, 
and, with an average run of work, large studs can be welded 
at the rate of at least 40 per hour. The cost of fixing studs 
by this method is less than one-quarter that of screwing them 
by the ordinary method. The fact of the surfaces being wet 
is not disadvantageous to this process of electric welding; in 
fact, perfectly satisfactory welds can be made under water. 
Particular attention is called to the quality of the welds 
between brass and steel, iron, or brass, not only as regards 
mechanical strengtb, but also electrical conductivity, which 
indicates a means of making electrical connections of a 
quality hitherto unobtainable, in a perfectly simple and rapid 
manner. A striking illustration is all kinds of electrical bond- 
ing. It is obvious that, apart from ship construction, 


. double winding, and the common field is so arran 


electric bonding. &c.. this system of welding i 
eppiication in ташу industries. ding is capable of 

‘the ‘‘ Cyc-Arc " process differs from the ajori 
welding processes in the fact that each weld reden 
heavy rush of current for an exceedingly short time e 
addition, the supply pressure need not exceed 60 vol i in 
extremely smal} quantity of energy. is required per weld, m 
a bm Eog A a 800 watt-hours, or 1/80 Xo 
while a 4-0. stud we es onl : 
1/500 kWh. "n | у 2 watt-hours, or 

though the Type.A welding apparatus is bei 
satisfactorily direct from the ordinary 60 or 1026,0 pos 
current welding supply mains on fairly large installations 
where the supply mains and plant ауре of considerable 
capacity, it has, on the other hand, been found necessary to 
design epecial eupply plant for use in conjunction with the 
'" Cyc-Arc apparatus. 

Where the existing welding supply plant is of emall capacity 
a special kinetic generator can be supplied at a relatively 
low cost. In the intervening periods between welds the 
machine merely motors light, but the moment а weld 
takes place it automatically becomes a generator, supplying 
practically the whole of the welding load, owing to the com- 
bined effect of its flywheel and the special design and arrange- 
ment of its field windings. The current taken from the weld. 
ing supply mains when supplying the Type A welding app. 
ratus through this special kinetic generator need not exceed 
50 amperes, while its motoring current when running light is 
only from 12 to 20 amperes. 

The consequent advantages in minimising peak loads on 
the welding supply plant, and in reducing the size of the 
supply mains necessary for ''Oyc-Arc " welding are obvious. 

To meet cases where no suitable welding supply is avai- 
able motor-generators can be supplied at a cost not greatly in 
excess of the price of the kinetic generators, because the 
driving motors are only of approximately 3 kW capacity. 
These motor-generator sete, when running light from the 
supply mains, take about 14 kWh per hour, this amount being 
increased to less than 24 kWh per hour when welding the 
largest size of stud at the maximum possible rate with the 
Type A apparatus. In addition, the maximum load on the 
supply mains need not exceed 5 kW, i.e., 23 amperes at 2 
volts d. c., 11.5 amperes at 440 volts d. c., or 6 amperes at 
440 volts a.c., three-phase. aM. 3 

Where no electricity supply is available, the Kinetic gene 
rator has been adapted for use with small petrol, parafün or 
steam engines, and can be also supplied in portable form. 
The size of engine required for the гуре A apparatus 1s only 
from 5 to 6 h.p., the verge load when welding at a mati- 
mum rate being about 2} h.p., and the petrol consumption 
being less than 1 gallon per day of 8 hours. during which at 
least 400 welds should easily be made. 

Direct current is supplied to the Cyc-Arc " welder under 
conditions the characteristics of which are unusual, that is 0 
say, in such а manner that the circuit should be substan- 
tially devoid of the effect of the inductance of enes coils at 
the moment of striking the arc, while the advantage of cumi- 
lative compounding for maintaming the voltage during bus 
ing operations is considerable. These ое аге acies y 
employing a machine, comprising a field system, an к? 
armature with two windings and two commutators, 
winding being connected to a separate commutator.. ^ 
brushes of one commutator are coupled in parallel wi ihe 
brushes of the other commutator to the leads supplying the 
welder, series excitation being provided by a winding pi 
circuit of one only of the armature windings, and the к 
winding being conveniently, though not necessarily, © 


from the same side of the system. Тһе нн te 


one winding strikes the arc while ie ome during te 


lative compounding for maintaining 
weld. Tu afranzement also facilitates selfexcitation n 
maintains а steady supply of current to the solenoids, 8 ped 
as: affording a means of compensation for any drop 185 
to enable the flywheel energy to be utilised. The ge е 
are suitable for driving by induction motors genet 5 
chronous speed of 1,500 r.p.m. A cast-stee F ihe dm 

mounted between the motor and the generator 0 
in speed during a full Q.second weld taking i 
60 volts is about 15 per cent. The regulation 1 ach wel 
assumption that there is a definite period K Any undi 
in which to restore the energy of the flywheel. q of the 
increase in the motor load owing to the drop din T e de 
machine is prevented by the compound win the NT. 
a slip resistance 10 the ca 
The current peak ! s : га 
seventh of that required by a set not provide M tructed the 
The Brush Electrical Engineering Co. constr bed ЫТ 
above де clar! 
Alternating current will ultimately be used, me diere bet 
in welding considerably larger work than 1t de dificulte 
possible for us to undertake. There аге, however, 
to be overcome in order to 0 
welds by means of an а.с. 
certainty of striking an 
means have, however, 
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tageous to use d.c. for small work, and that it will probably 
be worth while constructing the modified apparatus necessary 
for use with а.с. only when using currents of well over 1.000 
ainperes. 

It will probably be a matter of some surprise that reference 
has been made so fully to the welding of widely dissimilar 
metals, and that so little has been said with regard to welding 
iron and steel. Welding these metals offered exceptional 
diticulties, but investigations in this connection are, bow- 
ever, almost completed, and we hope to publish the resulting 
information in the near future. This difficult problem has 
now been solved, and ferrous metals of widely different sec- 
tion and composition can be directly welded with exception- 
ally good results. 

DISCUSSION. 


The authors illustrated their paper with a number of lantern 
slides and also exhibited a large number of welded articles and 
component parte of the welding apparatus. A complete set 
of portable apparatus was on view and its operation was 
demonstrated, the welds made in horizontal, vertical, and 
overhead positions being very successfully carried out; a good 
weld was also made under water for the first time in public. 

In the course of the brief discussion that followed the read- 
ing of the paper, the co-patentees of the Cyc-arc system 
were congratulated upon having overcome the many difh- 
culties which they had encountered in the course of their 
work. It was pointed out that metals of different classes 
ceuld also be welded together electrically by the Thompson 
method, and the importance of obtaining the correct shape 
of the surfaces to be welded was mentioned. Опе speaker 
mentioned a demonstration of the Cyc- arc process he had 
witnessed some time ago, and testified to the strength of 
the welds that were made therewith. Another had hopes that 
a machine would be produced before long that would give 
even better results so far as efficiency and cost were con- 
cerned, and in reply Mr. L. J. STEELE explained that they 
had tried to weld aluminium by their new process with 
moderate success; the chief fault was the lack of mechanical 
strength. Thev did not claim to be the first to weld different 
classes of metals, but what they did do was to weld together 
metals of widelv different size and melting points. The 
" Cyc-are "" system had, of course, its limitations like any 
other method, and he preferred not to give definite cost 
figures at the moment, but hoped to do so later. With regard 
to the polarity. they preferred to make the stud to be welded 
positive, as а better weld resulted, but they could weld with 
either polarity. and that was one of the reasons why they 
anticipated that the use of a.c. would be attended with equally 
gratifving results as d.c. 


LEGAL. 


Trav Co., Lro., v. FRANCO ELECTRICAL Co., Lrp. 


Bx this action, concluded by Mr. Justice Coleridge in the 
King's Bench Division on December Ist, the plaintiffs claimed 
damages against the defendant company for failure to deliver 
a certain model which plaintiffs had ordered in July, 1920. 

Mr. Влккіхотох Warp, K.C., appearing for the plaintiffs, 
said that the chief question to be tried would be as to what 
damage the plaintiff company had sustuined by reason of the 
defendants' failure. The matter started in the early part of 
1920. The plaintiffs, who were advertising agents. were the 
inventors of an ingenious device, electrically operated, which 
showed the name of the person thev wished to advertise. 
They had а model made with which they were not quite satis- 
fied, and а friend introduced them to a director of the de- 
fendant company named Brackensey. They took with them the 
model and told Mr. Brackensey that they were not satisfied 
with it, and told him what they wanted. They said they 
wanted a model properly made, the details of which they gave, 
and Mr. Brackensey was asked whether his company could 
undertake the work. Mr. Brackensey assured them that there 
would be no difficulty in doing it. The question then was as 
to the time in which the model could be made. The plaintiffs 
pointed out that dispatch was vital to them, and they were 
assured that there would be no difficulty about that. Mr. 
Brackensey said that they would require the model in six 
Weeks, and if was agreed that it should be made within that 
tune, but it was not delivered in time. 

The defence was that no time at all was mentioned, and it 
was left to the defendants to do their best and produce the 
model as soon as they possibly could. 

His LonpsnurP, after hearing evidence on both sides, in the 
course of his judgment, said he was satisfied that time was 
mentioned, but he doubted very much whether anything more 
was done than to mention six weeks in a letter. In that 
letter plaintiff said " we understand that the model should be 
ready within six weeks from this date (July 15th), but 
plaintiffs’ original story was that it was to be within six weeks 
from July sth. That showed plaintiff’ views were capable 
of alteration. His Lordship did not think there was в binding 
contract to deliver within six weeks, and the question re- 
mained as to delivery within reasonable time. From the evi- 
dence if appeared that а period of from eight to nine weeks 
would seem to be a reasonable time. The plaintiffs were 


going to exhibit the model at an exhibition to be held at the 
White City, and the defendants promised that it ehould be 
ready in time to do that. The plaintiffs then issued circulare 
and engaged a stall at the exhibition at the White City, which 
lasted from November 29th until December 3rd. They hoped 
for good financial resulte as the result of the exhibition of 
their model at the White City. It was a device for lighting 
shop windows. It was portable, small, adjustable, and not in- 
flammable, and would work in such a way as would attract 
the attention of the public to such windows. Defendants, it 
seemed, put out the making of tbe model to sub-contractors. : 
When the exhibition came along the model was delivered. 
There was only an alternating current at the White City, and 
when the model came to be placed in position it was found 
that the alternating current was useless for the working of 
the model. Defendanta then suggested that & motor engine 
should be used somewhere where the public would not eee it. 
saying it would give the public the impression that the model 
was being operated by electricity. Plaintiffs, however, and 
quite rightly too, eaid his Lordship, would not agree to that. 
The consequence was that the exhibition went by without the 
plaintiffs getting the buyers they anticipated. His Lordehip 
said he was of opinion that defendante did not supply within а 
reasonable time. Ав to damages, that was a more perplexing 
part of the story, but on the whole he had come to the con- 
clusion that plaintiffs might have sold 50 at a profit of £5 each. 
He therefore gave judgment for the plaintiffs for £250, with 
costs. 


FATHER AND SON IN BUSINESS. 


In the Mayor’s and City of London Court, last week, before 
His Honour Judge Atherley-Jones, K.C., Mr. Charles 
Brannan, receiver of D. Rose (Machine Supplies) Co., Ltd., 
9 & 10, Cheapside, claimed £14 0s. 6d. against Mr. Lewis, 247, 
Mile End Road, for electrical fittings supplied. Mr. Harry 
Strouts appeared for the plaintiff, and said that the plaintiff 
company carried on business for the sale of sewing machines 
and electrical goods. Two or three years ago they sold a 
sewing machine to the defendant, for which he paid. He was 
then carrying on business at Church Lane, Whitechapel. The 
man now appearing as the defendant was the father of the 
man who was really sued, and who was an electrical engineer. 
Lewis, Junior, ordered the electrical goods now sued for, and 
took them away and used them in his business. He had 
promised payment. Now the father came to the Court, but 
he was not the defendant. The son had been supplied with 
previous lots of electrical engineering goods, and the father 
must have known the summons was for the son. Lewis 
(Senior) said that the case was a very peculiar one. The sum- 
mons was thrown into his shop, and before he could explain 
that he was not his son the man ran out of the shop. He 
protested about being summoned. Ніз name was Harry 
Lewis and his son's was Aaron. Two of his sons were in the 
electric lighting business. His son Aaron was not quite 21 
vears of age. He was not financing his son. The case was 
adjourned for a month for the son to be added as a co- 
defendant, and the costs were reserved. 


— — — 


Anc WELDING ELECTRODES. 


IN the matter of letters patent No. 142.934, granted to E. H. 
Jones and Alloy Welding Processes, Ltd., a motion was heard 
in the Chancery Division оп November 29th by Mr. Justice 
Sargant by which a rectification of the specification by amend- 
ments relating to certain wiring, &c., wae sought. 

The Hon. К. StaFrorD Cripps, appearing in support of the 
motion, said that the rectification proposed simply related to 
the striking out of certain paragraphs, and the other side (for 
whom Mr. F. Hunter Gray appeared) thought it a proper 
amendinent to be made. The patent was for improvements 
relating to the manufacture of electrodes for depositing metals 
by the electric arc which are composed of metal wire or 
rod covered with a slag-forming material. None of the amend- 
ments. if allowed, would make the invention substantially 
different, as they were by way of explanation only. | 

His Lorpsuip: You can take your order with leave to apply. 


WORKMEN'S COMPENSATION CASE. 


At West Hartlepool County Court on the 2nd inst., the Judge 
agreed to an award of £100 by consent in connection with 
the application of Augustus E. DeQuincy, of South Road. for 
compensation from the Mayor and Corporation of West 
Hartlepool. It was stated that applicant was employed at the 
electricity works in Burn Road last January. when he received 
injuries in consequence of an electric shock. — He was given 
light work about March, and received full wages. 


PosTMASTER-GENERAL t. MAYOR AND CORPORATION OF LIVERPUOL. 


Iv the Divisional Court of the King's Bench judgment wae 
given in favour of the Postmaster-General. Leave to appeal 
was granted to the respondents in view of the public import- 
ance of the case. 
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esely for this journal by Mussrs. Saprow-Jowzs, О'Оки. лир 
hartered Patent Agents, 285, High Holborn, London, W.C. 1. 
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Compiled е 


ЅТЕРМЕМЅ, 


90.654. Device for grinding commutatora. “ W. R. Cooper. November 
50. 0. Electric heati R. Bergeon. November 17th. 
(France, November 25th, . 3 

30,880. ''SeM-producing motive power for generating electricity. j. T. 
. North. Nevember 17th. . . | 
30,692. ** Four-way foot-control switch for electric motors for dentistry, &c.’ 
. November 17th. 

30.702. Electric gas-lighter."' J. R. Quain. November 17th. 

30,704. “ Electric adaptors and wall sockets." Н, Weld-Blundell. Novem- 
ber 17th. 

30,726. ‘* Electric ceiling roses. A. B. Goldsmith. November 17th. 

30,730. Devices for causing electricity to be supplied to instruments or 
circuits." А. R. Angus. November 17th. 

30,740. “ Electric heaters." A. H. Darker & J. Stone & Co., Ltd. Novem- 
ber 17th. 

30,751. “ Electric heating apparatus of the thermc-siphon type." E. Albano 
and C. De Mattei. November l7th. (ltaly, May 0%.) | 

30,752. “ High-voltage slot-windings of electrical кашы and process 
for manufacture thereof." Akt.-Ges. rown, Boveri et Cie. ovember 17th 
(Switzerland, December 16th, 1920.) 
90.757. Telephone systems." Siemens & Halske Akt.-Ges. November 
17th. (Germany, November 23rd, 1920.) 

30,759. '' Telephone systems.” Relay Automatic Telephone Co., Ltd. 
(Compagnie Général de Télégraphie et de Téléphonie sans Fils). November 
17th. 


apparatus. 


30,783. “ Electric connectors. J. H. Brown & E. Scott. November 18th. 


30,801. “ Supporting-means for electric sound-producing horns.” Clear- 
Hooters, Ltd. November 18th. 
30.843. Transformer for wireless telegraphy.” U. Beaton. November 


18th. 

30,850. “ Printing telegraphy.” Western Electric Co., Ltd. (Western Elec- 
tric Co., Inc.). November 18th. 

30,852. ** Electro-metallurgy or electro-deposition of metals.” A. Waldberg. 
November 18th. 

30,860. ''Self-supporting electric coils." W. W. Burnham. November 18th. 

30,861. '' Induction coils." W. W. Burnham. November 18th, 

30,877. ‘ Telephones." Siemens & Halske Akt.-Ges. November 18th. (Ger- 
many, December 29th, 1920.) 

90, 870. Apparatus for transforming alternating into direct current and 
vice-versa." А, C. Norman. November 18th. i 

30,885. '' Electric instruments.” British Thomson-Houston Co., Ltd. 
(General Electric Co.). November 18th. 

30.907. Duplex, &c., telegraphic systems.“ Н. W. Sullivan. November 

30,930. `* Electrically-heated smoothing-irons, kettles, &c." C. A. Schier- 
water. November 19th. 

30,935. Electric incandescent lamp holders." R. L. Aspden. November 
19th. 

30,965. “ Utilisation of X-rays." Н. J. Monson. November 19th. 

30,968. “ Electric heaters." British Thomson-Houston Co., Ltd. (General 
Electric Co.). November 19th. 

30,972. '' Ignition and lighting set for motor vehicles.” H. G. C. Fair- 
weather (Soc. G. Doue, О. Durand et Cie.). November 19th. 

30,973. ** Protecting device for electric installations." E. C. R. Marks. 
(S. A. А. E. Soc. Anon.) November 19th. 

30,983. “ Electric bells, gongs, &c." C. С. Lawson. November 19th. 
1 Electrically-operated horns." М. F. L. A. Aymard. November 

th. ? 


30,993. 113 recording and reproduction of sound. S. G. Brown. 


30,994. '' Method of multiplication of phases of an alternating current net- 
work." E. C. R. Marks (S.A.A.E. Soc. Anon). November 19th. 

31,008. ‘ Portable electric lamps." C. Hyland. November 2lst. 

31,014. '' Electric transmitters." В. A. Pilkington. November 2let. 

31,021, *“ Insulated connector for electric conductors." Н. V. Owen, F. G. 
Quance, and M. J. Railing. November 21st. 

31.027. Electromagnetic apparatus for recording sound.” A. F. Sykes. 
November 2151. 

31,033. “ Electric storage battery containers." G. Fuller and Fuller's 
United Electric Works, Ltd. November 2151. 

31,043. “ Electric ignition timers ог distributors for 
engines." V. Shearer. November 91st. 

31,057. *' Electrodes or anodes for prevention of corrosion, &c., in steam 
boilers, condensers, &c." V. H. Cruickshank. November 2151, 

31.069. Electric excess voltage cut-out.” F. Muller. November 21st. 

31,080. Instruments for measuring or indicating wattless component of 
alternating currents." Chamberlain & Hookham, Ltd., and S. James. No- 
vember 2151. 

31,083. “ Electric heat radiators.” A. J. Ellis and J. C. Vines. 
ber 21st. 

31,095. “ Telephone instruments.“ Automatic Telephone Manufacturing 
Co., Ltd. November 21st. (United States, December 7th, 1920.) 

31,096. Apparatus for overcoming effects produced upon telegraph, &c., 
lines by vicinity of single phase currents.” Е. Carles. November 21st. 
(France, March 4th.) 

31,121. Mounting armatures of electrical machines.” Forges et Ateliers 
de Constructions Electriques de Jeumont. November 22nd. (Е 
ber 23rd, 1920.) 

31,122. Commutation of direct-current machines." Forges et Ateliers de 
Constructions Electriques de Jeumont. November 22nd. (France, November 
23rd, 1920.) 

31,147. '' Terminal ends for electric wires and cables.” 
November 22nd. 

31,169. “ Electric c 
November 22nd. 

31,225. “ Electric instruments.” 
(General Electric Co.). November 22nd 

31,229. '' Automatic electric switches.” К. P. Myers. November 22nd. 

31,249. Electric switches." Western Electric Co., Ltd. November 22nd. 
(United States, November 26th, 1929.) 

31,252. Electric starters for internal-combustion engines." R. Haddan 
(F. Neumeyer Akt. p November 22nd. 

31,270. “ Apparatus for electrical etching." Week's Photo Engraving Co. 
T ee 20d. (United States, April And.) 

„271. Liquid cooled electric machines.“ M. i . | . 
(Ge many, December 39th, 1917) Seidner. November 22nd 

274. Electrical switching devices for sound-warni i ш; 
Monnot. November 22nd. Е Епа, nh 

31.275. Electrical etching.” Week's Photo Engravi 9 
22nd. (United States, April 25th.) e 

31,312. “ Electric horns of motor vehicles." . Turton. November 23rd 

31,325. Е Electric fuses or cut-outs.” J, Schuil. November 23rd. | 
5 Liquid rheostats." C. C. Garrard and A. H. Railing. Novem- 

31,353. '' Production of unidirectional electric currents fr i 
s od > Lea and Radio Communication Co., Ltd. Үн ы Бу елы ш. 

394. “ Generating and detectin sound waves i " : а 
lin-on and J. Andercon: November Dor. e ннан 

31.355. Generating and detecting Sund w 
anson and J. Anderson. Noveniber 23rd. 


internal-combustion 


Novem- 


L. F. Summers. 


ookers and radiators.” I. S. Dalgleish and E. Schattner. 


British Thomson-Houston Co., Імі. 


aves in water." W. Fy Raw- 


(France, Novem- 


PUBLISHED SPECIFICATIONS, 


The numbers in parentheses are those under which the spesifivetions vi 
printed and abridged, and all subsequent proceedings will be be 
— 


юм vil 
taken. 
2926. T 
13,406. “ Electrically-operated cranes, beists, and the lile" W. H. Se 
and J. Bentley. May 12th, 1930. (Addition to 164,784.) anas; 0° 
15,731. Telephonic call systems.” R. C. M. Hastings. June 9d 19% 


‚) 
18,973. “ Electric conduit boxes." М. J. Railing and T. Tavior. 
1920. (171,133.) ^ 
18.667. Wireless signalling apparatus. 
April 2nd, 1915. (146, 533.) 
18,940. Method of and apparatus for receivin 
Hogan, jun. November 27th, 1916. (446.997. Я 
18,978. '' Electric systems for the transmission oi power, aad multi- spe-! 
induction motors suitable for use therein.“ British Ihomson-Houston Cors 
May 3151, 1917. (147,029.) кү 
19,183. “ Sparking plugs." Н. R. Bellinger. July 7tb, 192. ex, 
19,762. *'' Telephone and the like systems.” M. Latour. June Stb, 1313. 


19,821. *' Electric current controlling devices." V. G. le. : 
1919. (147,793.) Жо i : Apple. January Lu 
19,905. '' Cascade high-frequency amplifiers.” es. fur Drahtlote Te. 
graphie. July 22nd, 1918. 147 851) i 
20,228. '' Manufacture and operation of vaeuum tubes.” Dr. E. F. Huh 
Ges. March 20th, 1918. (148,314) 

20,232 '' Reels and the like for winding and unwinding aerial conductor; 
Dr. E. F. Huth Ges. January löth, 1918. (148, 318.) 

0, 401. Generation of high-frequemcy currents." Ges. fur Drabdese Туу. 
graphie. January 19th, 1915. (148, 446.) 

20, 41. Electric heaters and the like." Majestic Electric Development 
Co. December 26th, 1917. (148,48I.) | 

20,906. ''Slip pieces íor bow collectors for electric vehicles." Н. Silber. 
mann. September Ist, 1916. (148,529.) 

20,832. “Sending device for subaqueous sound signals." Signal Ge. 
February 6th, 1915. (148,972.) 

20,846. Signal transmitting devices.” September Jj, 
1917. (148,974.) 

20,836. “ Electromagnetic sound producers and receivers.” Signal Ges. 
August 14th, 1918. (148,976.) 
20,837. '' Device for adjusting the degree of cau ling in sound recening 
apparatus." Signal Ges. August l6th, 1918. (148, . 
50,846. ** Signal 1895 devices. Signal Ges. 
1917. (Addition to 148,974.) (148. 986.) 

22,484. '' Automatic electrical chain welding machine." Firm of “ Union” 
September 2nd, 1919. (150,990.) 

22.892 NMNMagneto electric machines. British Thomson - Houston Co., Lii., 
and A. P. Young. August Ard. 1920. (171, 166.) 

29,115. Manufacture of electric rotating machines.“ T. Tanaka. Juy 
llth, 1919. (152,004.) | | | 
23,201. *' Process of and apparatus for electrically-treating foods and like 
products." Е, S. Smith. August 6th, 1920. (171,157.) | 

23.259. Submarine and other electrical cables." Н. W. Sullivan. August 
7th, 1920. Cognate application 14,079 9]. (171.161. MM | 
23,267. '' Electrical connecting and supporting devices." Electric Quiet 
Co. Inc. January Joth, 1920. (157,063.) . . 

23,540. ''Systems of electric ship propulsion.” British Thomson-Heusts 
Co.. Ltd., and J. Martin. August llth, 1990. (171,180.) : „ 
23,965. '' Transmitting and receiving circuits for wireless telegraphy. 
A K. Macrorie and H. Morris Airey. August llth, 1990. (171,183) A 
23,798. ‘* Dynamo electric machines.” . Anon. Pour l' Exploitation J+ 
Procédés M. Leblanc-Vickers. September 18th, 1990. (151,266.) 

23,938. '* Electric motors.” 7 Suction Sweeper Co., Ltd. (H. k. 
Hoover). August 17th, 1920. (171, 194.) т 
241054. i кере for multiplex signalling systems. Western Eletric 
Co.. Ltd. October 31st, 1919. (153,563.) -— = 
24,297. “ Link connecting piece, especially for electroliers." М. Нит. 
February llth, 1920. (158,859.) | " ots 
24,331. '' Electric furnaces for obtaining high temperatures. ae 
Te'ephone Manufacturing Co., Ltd., and P. N. Rosebv. August 21st, 124. 
(171,207.) | | TRES 
24,506. “ Fault indicator for use in connection with electric ignition 5) 
tems." F. A. A. Ellmore. August 24th, 1920. (171, 214.) 86, 
24,632. “Electric fires." W. Н. F Suet 
24,774. “ Means (ос regulating a ternating-curren б, 
Electric Co., Ltd. (Cutler S amines Manufacturing Co.). August 26th, 1%. 


D В 
rs Н. Н. Thompson. March Ж, IId. 
R. Bosh Akt. бе. 


July 204. 
Radio Corporation of Americ. 


E radio-signal.” J. L. 


Signal Ges. 


September Bib, 


“ Electric arc lamps.” 


25,026. “ Magneto electric ignition apparatus.” 
August 30th, 1919. (151,003.) 58 
25241. Current regulators for incandescent lamps and а 19 8 
devices." Igranic Electric Co., Ltd. (Cutler Hammer Manufacturing 
September Ist, 1920. (171, 231.) . | бын" 
35.907. Per mutation locking device ſor controlling 1 ey bol 
A. Houston and Н. P. Stephenson. September 8th, errs н" 
26.396. '' Junction boxes (ог electric cables as used chie TR 15:9, 18. 
Greengate & Irwell Rubber Co., Ltd., and R.:Povey, Septem j 
(171,250.) | X m оте 
26,447. '' Electric transformers and like apparatus. rae 171 81 
Houston Co., Ltd. (General Electric Co.). September 15i dition in interi 
26.729. Apparatus for the automatic regulation of 1920 (165 504 
combustion engines.“ Schneider et Cie. July „Loth. 19 " Thomson-Houst? 
27,112. Systems of electrical distribution. 1950. 471.205 
Co. Ltd. (General Electric Co.). September 23rd 1920. st, IM 


28.249. ''Sparking plugs." Е. W. Schroeder. October > 
171,279. | , actis 
ү 28.402 “Means for receiving wireless signals.“ Ges. fur Drahtlos 
graphie. October 8th, 1919. (152,036.) (стон 


28.582. PFurnaces.“ H. Fuller, R. A. Bedford, and C. Roberts. 
8th. 1920. (Addition to 141,403.) (171,284) October lli. 1% 

28,731. “ Magneto pocket lamp." A. A. Lion. 

1,285. S S met 
E ru Process for fastening the electrodes in vacuum | War? dx. 
especially in Rontgen tubes." Elektrische Gluhlampenfabrix. 

Ges. October 18th, 1919. (152.617.) M er high-power © 

29.931. Transmission of high-frequency oscillations over fur Drabi 
ductors for high-frequency telegraphy and telephony. i | 
Telegraphie. December lst, 1919. (154,884.) oduction of illum 

30,148. '' Luminous electric discharge tubes for ihe 571919 (153.004. 
nated signs and the like." М. Schmierer. October 25th, 1990. 17130 


o9 . 
34.019. parking plugs." H. Burton. December e J. H. Еме 
34.895. Terminals for hich- tension electric cable." А. 
December 10th, 1920. (171,817.) 
1921. Jase 


939. ‘Electric gas lamps with glow discharge." J. Goowmse: рв 
8th, 1920. (157,095. : tro-pi 
4,720. gu process of and apparatus for the intern) e. m 
of insulators.” Soc. Materiale Elettro Traazione. 
(158,909.) 


y^ 
Praceiq. March =" 
3,3023. '' Wave and current motors." Е. Bouchaud Pr 


1990. 160.803.) . | Latour. [Хе 
15,062. '' Electro-magnetic wave signalling systems.” н ов 14 

ber Sth. 1915. (Addition to 147,462. Divided ap К 

(164. 009.) n 


. : Ges. RO 
17.20. Mercury vapour pumps for high Wan M 
et Cie. Julv l7th, 1929€ (Addition to 102,400.) (166,921. 
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LONDON : F UBLISHING OFFICE, 
; Canada, £1 12. 6d.; Colo 
Wu. к & Sons, 


" Адеекау. Cent., London. " 


Ү а аг ому Окт.: 
Telegraphic Address: 


LITHOLITE 
INSULATORS, Ltd. 


685—057, Hackney Grove, London, E. 8. 
"Phone and Telegrams: Dalston, 692, London. 


FIREPROOF AND OTHER GRADES. 
ESTABLISHED YEARS. 


Birkby “FLO” 


For all parposes for which moulded in- 

sulation is required specify "ELO" 

which is water, oil and heaiproof. 
€9090909090909090909090099990909999099 


FLEMIN'?, BIRKBY & GOODALL., LTD. 
LIVERSEDGE. YORKSHIRE. 


WRIGHT Tel.: Motor. 


G. and 


D.C. MOTORS. 
WRIGHT MOTORS, Ltd., HALIFAX. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS - 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
6, Tenby Street North, Birmingham. 


BROOK 


ONE, TWO and THREE-PHASE 


MOTORS. 


See Sup. 45 


SWITCHGEAR. 
ERNEST Е. MOY, LTD. 


Manufacturing Electrical Engineers and 
Government Contractors. 


GREENLAND PLACE, CAMDEN TOWN, LONDON, 


E eU 
MICA & MICANITE 
TAYLOR & PETTERS, LTD., 


= Hatton Garden, London, E.C. 1. 
‘Phone. 
4575 Central. See page li. 


MOTORS. ° DYNAMOS. 
Victoria Dynamo & Мотов Со. 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 
“Phone - Gerrard 1245. 
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Canadian Magasine rate of pestage. 


Registered at G.P,O. as a Newspaper and PRICE 


SIXPENCE. 


LUDGATE HILL, Е.С. 4. SUBSCRIPTION RATES, Postage Free: United 


pial and Foren £2 1s. 6d. гре ann 
4, Manning Chambers. 
RC 


CHURTON * 
e and pol ve“ 


Sd MOTORS. 


T. HARDING CHURTON а CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


ELECTRIC MOTOR 
REPAIRS. 


H. DUNN & SON, 


Newington Causeway, 
Tel.: Нор. 1167. LONDON. S.E.1 


“EMPIRE” 
AUTOMATIC CONTROL 


Pumps, Compressors, Machine Tools. 


ELECTRIC CONTROL. LIMITED, GLASGOW. 


WESTERN-ELECTRIC 
COMPANY, LIMITED 


Norfolk House. Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON. E. 


TELEPHONES & CABLES. 
Bee Advertisement last week, бар. 18. 


CONNOLLY'S (BLACKLEY), Lo. 


for 


WIRES AND CABLES. 


Bee Advertisement this week, р. ш. 


WHITE 
Electrical Instrument Co., €td. 


2, 4 & 6, GLOUCESTER ST., 
CLERKENWELL, LONDON, В.С. 1. 
Wire: 'Phone 
Voltozraph. London. i 


ELECTRIC MOTORS. 


One, Two and Three-Phase. 


BRITTAIN'S ELECTRIC MOTOR Co. 
(Late Langdon-Davies Electric Motor Co.), 


110, Cannon Street, London, E.C. 4. 


INSULATING 
-- BEADS - - 


immediate Delivery. 


HOLDER-HARRIDEN LTD., "7, Pes 


London, E.C. 


um.—Nzrzw Үоңк; D. Ули N 
Возни & CHEVILLET, „ Etrangere, 22, Rue de la N 


Telephone Nos. : Central 8260 and 8261. 


MOTORS, 


OvTMAND Co., 26, Park Place, New 


Transformer Abstracts. 


No. 3. 


See Sup. 16 


Better than Rubber, Leather and Gatta-Percha 


D BELTING. 
ERMA TINE 


DERMATINE CO., Ltd., 
Neate St.. London. S.E.5 
SHUNT REGULATORS. 
MOTOR STARTERS and ali classes of Resistance Work. 
STAR DELTA SWITCHES. 


THE SOLENOID REGULATOR CO., 


HIGHGATE SQUARE, CAMP pgs 


1 е: BIRMINGHAM, Bolancid Б Birmingham, 
1171!!! 8 


MAVOR & COULSON, Ltd., 


GLASGOW. 


DYNAMOS, 
SWITCHGEAR. 


British Aluminium Co., Ltd., 
. 109. Queen Victoria St. London. 


RAYNER & HEALD, LTD., 


DUKE STREET, DERBY. 


TWO & THREE-PHASE 
MOTORS only. 


FU LLER'S UNITED ELECTRIC 
WORKS, LIMITEO. 
NUFACTURER OF 

ACCUMULATORS BATTERIES 

WIRES & CABLES CARBONS, &c. 


WORKS: CHADWELL HEATH, 288K I. 
General Sales Offices : 
IDDESLEIGH HOUSE, Caxton St., Westminster. 
Grams: Blocbat, Vie. London. Po: Victoria 6863. 


INGLEBY & CO., 


Old Lane, Beeston, LTD, 
MOTORS LEEDS. 
FOR DIRECT AND 
ALTERNATING CURRENT 
Delivery trom Stock up to 60 H.P. 


Dellvery from Stock. 


Clearance Prices. 


E. SHOWELL & SONS, LTB., зто), m, 


ARC LAMP CARBONS 


| WE HAVE the LARGEST and MOST VARIED STOCK of 


FLAME ARC LAMPS,. 

OPEN TYPE LAMPS, 
ENCLOSED LAMPS, 

В For < PHOTOGRAPHIC WORK, 
WELDING, 

CINEMATOGRAPH PROJECTORS, 


STAGE ARCS 
IN THE UNITED KINGDOM. 


АП makes, sizes and lengths can be despatched immediately 
upon receipt of order. 


Write for Current Price List and Trade Discounts. They will 
interest you. 


E. A. LANGRISH & Co., 


25, WARHAM STREET, S.E. 5. 
Telegrams: “ Ellangrica, Camber, London.” 
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BACK-OF-BOARD 


RESISTANCES. 


This type of regulator is specially intended for building 
into switchboards, and is made in any size or capacity. 


The main features are 
ABSOLUTE RELIABILITY, NEAT AND COM. 
PACT EASILY ACCESSIBLE, EXTREMELY 
SIMPLE DESIGN, MINIMUM COST OF FIXING, 
MADE TO SUIT YOUR OWN EXACT 
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COST. 


Pre-eminently suitable for— 
паегу Charging Panels, Projection Lamp 
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THE CRESSALL MANUFACTURING (0, 


| 40 & 41, Staniforth Street, BIRMINGHAM. | 
| Telegrame : “OHMIC. BIRMINGHAM ” Telephone : CENTRAL, 3463. 


MCA. Mic ANT as Ene 


INSULATORS FOR EVERY DESCRIPTION OF ELECTRICAL WORK. 40, HATTON GARDEN, 
Contractors for Air Board, War Office and Admiralty Requirements. LONDON, E. C. 


CUTTING AND GAUGING OUR SPECIALITY. 


BEST QUALITY MICA ONLY. 


(The Oldest Established Mica House In the country.) 
AND ALL BRITISH. 
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GERMAN AMBITIONS. 


IN offering the strongest possible opposition .to the 
specious proposal that Germany should be allowed to 
carry out large super-power station equipment and rail- 
way electrification work in the British Isles, we believe 
we have spoken as the Voice of the Industry. Among 
those who have the real interests of British electrical 
industry at heart, the proposition has no friends. The 
eminent English industrialist who adopted the idea 
which seems so clearly to have originated in Germany 
and to have been designed to serve German ends, ad- 
mitted that he was not an electrical engineer, that 1t was 
a dangerous suggestion to make, and that electrica] in- 
terests would have something to say against it. It must 
seem to some almost ludicrous to imagine that such a 
proposition could be thought of seriously for a moment 
by anybody who wished to safeguard the interests of the 
industry for the future. Be that as it may, the menace 
has reared its head, and though it may disappear be- 
cause it is seen to be opposed to the interests of the 
industrial life of the nation, the incident, if we dare 
use so small а word with regard to it, must not be lost 
upon us. We must as an industry present a solid and 
unbreakable front to any such attack if it be renewed 
in some other form. 

We sympathise with the view of those who advocate 
the abandoning of the war spirit now that we are at 
Peace, but we know only too well with whom we are 
asked to be friends, and with whom we are advised to 
resume, and substantially to extend, our pre-war rela- 
tions. Unfortunately, our late enemies are indisposed, 
or unable, shall we say, remembering the peculiar 
psychology of the race, to lay aside their ambitions to 
gain economic and industrial supremacy by means 
of organisation, a strong sense of duty," moral 
power, moral will, and all that sort of stuff, and 
we can imagine the self-congratulatory spirit with 
which the great industrial and financial magnates 
of Germany regard the agreement to be entered into 
with France under which they shall рау hundreds of 
millions of pounds of the reparation debt in the form 
of rehabilitation and equipment work in the devas- 
tated areas of France. Vast areas which were ruth- 
lessly raked with a veritable devil's rake are to be 
rehabilitated by the destroyer in such & way as to pro- 
vide prosperity for German trusts, shareholders, and 
hundreds of thousands of workpeople. We recognise 
as readily as anybody that France is not so industrially 
strong as she might have been, and it may be to her 
advantage to be assisted back to life again even by her 
aforetime destructive foe. But, after all, the other 
Allies have a say with regard to such a matter, and 1t 
does seem sickening to contemplate a recovery of Ger- 
many's credit by allowing her to gain material advan- 
tage and prestige out of the repair of her misdeeds, and 
to enlarge and strength her industrial organisation by 
the work that she would be permitted to do. 

But the matter does not end there. Assume that Ger- 
many is unable to secure the realisation of her super- 
power station ideas here; that is but part of her plan 
defeated. She looks to secure large business in France 
under the Loucheur-Rathenau agreement, but even that 
does not by any means satisfy her desires, and by moral 
power, will power, or whatsoever other influence 
we please to call it, she plans to secure the 
lion’s share in the reconstruction of Russia. Now 
this is а prize worthy of a contest. There are 
other great manufacturing and concession-working 
nations besides Germany, and they will do well 
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to watch their interests, or Germany may realise: her: 
dreams of economic conquest and world industrialisa- 
tion far more quickly than they п.ау think possible. 


Germany, with -her industrial magnates acting as her 


plenipotentiaries, will do well to recognise that Britain 
and America have vast manufacturing productive and 
constructive capacities. Press dispatches from France 
suggest that Herr Stinnes, in his plans for Russian re- 
construction, has, in conjunction with Herr Rathenau, 
advanced, as the basis of negotiations recently begun 
in London, the idea that ‘‘ Great Britain, the United 
States, and France"' will form with Germany a con- 
sortium for the economic reconstruction of Russia.“ 
We Allies are to find the money, transport, and raw 
materials for Germany, in order to ensure Germany а 
monopoly of the manufacture and supply to Russia of 
finished articles. Metallurgical industries are to be 
prohibited in Russia in order to safeguard this German 
monopoly! Russia’s future as an industrial nation is 
to be sacrificed to the ambitions of Germany. Yet her 
requirements in such directions are bound to be vast 
beyond all possible present-day conceptions as years 
pass by. 

The profits from the German undertakings in Russia 
are to be shared between the Powers forming the con- 
sortium in such a way as to ensure the payment of war 
reparations. Think of it all! Germany is to be loaned 
the money to develop her industries, and to prevent the 
development of those of other countries, in order that 
she may be able to pay the price of her misdeeds! Of 
course, there would be a moratorium in order that the 
plan could be put into execution as a trial." And if it 
failed—what then? The Paris report that tells us all 
these interesting Stinnes-Rathenau things, winds up by 
pointing out that this is a German scheme—a remark 
that fairly takes our breath away. Who would have 
thought it? Then further and finally, ‘‘ similar schemes 
have already been mooted by friends of Dr. Rathenau, 
notably by Herr Deutsch, a director of the Allgemeine 
Elektricitats Gesellschaft." ^ Again, who would have 
thought that? Well, we frankly confess that we should, 
and that is really why we are referring to the subject 
here and now. Unless the whole British electrical indus- 
try is thoroughly wide-awake and energetic and 
possessed of а spirit of large enterprise, German in- 
terests may gain their ends in France and Russia too. 
It is not enough to hope for their electrical defeat in our 
own islands. The reconstruction of Russia, when 
it really begins, will be largely electrical, and there 
ought to be men in British electrical life ready to play 
their part and grasp the opportunities, 


So serious and so widespread was 


Britain's the efiect of the Great War upon the 
Greatest markets of the world that scarcely a 
Market. country could be named with which 
British trade did not experience 

either a severe reverse or an almost complete 
stoppage. Мапу of the best of Britain's former 


customers were gradually transformed into creditor 
nations, whilst with some other countries interchange 
dwindled practically to vanishing point, Yet through- 
out that period of measureless difficulty to the trader. 
business with one market fluctuated but little with 
regard to values; in fact, the British Empire as a whole 
not only maintained its position in the market in ques- 
tion. but even increased its share from 53 to 57 per 
cent. That market was India. Some very striking 
figures may be quoted here: In 1913. the United 
kingdom shipped to India over £70.000.000 worth 
of goods of home produce, of which no less than 
£61,000,.000, 2.6., 96 per cent., represented manu- 
factured articles. In the vear 1917 the figures were 
£60.000,000 and £57,000,000 respectively; in 1919, 
£10,860.000 and £67.100.000. In 1913, 16 per cent. 


and in 1917, 13 per cent. of the exported manufactures 
of the United Kingdom were shipped to India. 

Somewhat later figures Тхе been. published by the 
Government of India, according to which, in the twelve 
months ended in March, 1920, the value of India; 
imports of merchandise (exclusive of Government 
stores) from the United Kingdom amounted to 
£105,000,000. Truly, therefore, India would appear 
to be a promising market. For the foregoing reasons, 
exceptional interest attaches to the review by Mr. T. M. 
Ainscough (Н.М. Senior Trade Commissioner at 
Calcutta) of the conditions and prospects of British 
Trade in India, which is summarised on another page. 
Having regard to the possibility of a. protectionist 
policy being generally adopted in India, Yr. 
Ainscough’s remarks on the advisability of opening 
branch factories may be studied with some advantage. 
even by those manufacturers whose plans have hitherto 
been frustrated. 


Ir must be at least ten years since a 


The Imatra great scheme was brought forward for 
Falls and the utilisation of the Imatra falls of the 
Rnssia. Vuoksen in connection with the pro 


posed electrical transmission of power 
to Petrograd, and, among others, Belgian concerns were 
interested in the project. The control over the falls, how- 
ever, now lies in the hands of the Finnish Government, 
which contemplates proceeding with the work of in 
stallation at some future date for the supply of light and 
pewer in Finland, including the working of the State 
railways. In this connection attention may be drawn 
to the fact that Swedish hydro-electric experts recently 
paid a visit to Finland for the purpose of inspecting the 
site of the projected hydro-electric works, the party in- 
cluding Mr. Ekwall, engineer and principal of the 
Hydro-Electric Administration in Sweden. Mr. Ekwall, 
in the course of an interview with a Stockholm news 
paper, is reported to have stated that before the war 
the question of the use of the power of the Imatra was 
ripe, and a big scheme with this object in view was pre- 
pared by the Hydraulic Construction Bureau at Stock- 
holm under the guidance of Prof. Richerts. Since then 
the Finns have worked out an alternative project. and 
Mr. Ekwall has been given the honorary commission to 
solve the problem. This concerns the utilisation of the 
enormous water powers of the Vuoksen, which, after the 
reculation of the Saimen, are expected to yield from 
600,000 to 700,000 h.p., whereas the Swedish works at 
Trollhattan at present only furnish 100,000 h.p. Con- 
cerning the question as to the present attitude of Fin- 
land towards the transmission of power to Petrograd. 
which was chiefly the basis of the original scheme, Mr. 
Ekwall does not feel disposed to express any opinion 
as the matter is of a delicate nature, and is also partly 
of a political character. The present scheme n 
the utilisation of 150,000 h.p. in the first place, yan 
would be consumed in Finland, although it is considere 
that it would be more economical to install plant for 
300,000 h.p. at the beginning. T 
It has transpired from other sources that opinion? | 
divided in Finland as to the participation of Russi? : 
the matter of the utilisation of the Imatra sane à 
some quarters this idea is entirely rejected, иа 
other circles it is pointed out that Finnish-Russian 1 
operation would be of advantage to Finland and pus 
strengthen her position. It is considered to a 1 25 
certain that the Russian capital as well as the sn ә 
the North-Western district is dependent to а De eu 
upon the power of the Vuoksen, and it 18 said tha nis 
Russian industries which have been developed i. “| 
district on the basis of cheap supplies of Englis a 
are in great need of electric power, whilst pa 
sources of power other than those in Finland ar? that 
able. 


ons are 


à 
It is, therefore, deemed to be only pu 
the colossal sources of power of the Vuoksen are 
tive also to the Russians. 
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THE MIDLAND ELECTRIC MANUFACTURING CO. S WORKS. 


THe difference between natural history " and 
“ natural philosophy," Lord Kelvin used to say, is 
measurement. Until precise methods of measurement 
are devised and applied, an art remains ап 
"art" and not a science. Scientific methods 
are essentially methods involving measurement. But 
measurement alone is not sufficient to constitute a 
sclence; the data obtained by measurement must be 
correctly interpreted. Thus it is necessary (1) to devise 
methods of measurement, and (2) to ascertain the mean- 
ing of the measurement, in order to place a subject on a 
scientific footing. 

Doubtless every art is capable of being subjected to 
measurement, but many still remain in the stage of 
guess-work. This is largely true of the management 


Fia. 1.—SaLES CORKESPONUENCE OFFICE. 


of manufacturing industries. Successful management 
necessitates the production and sale of goods at a lower 
*nclusive cost than the price obtained for them. The 
latter is a known figure; the former is the resultant 
of very many factors—raw material, labour, works 
and establishment charges, and selling expenses. Un- 
less all these factors are ascertained by  measure- 
ment, the managers must necessarily arrive at their 
values by processes of estimating, not to say guess- 
work; and if the values are consequently known 
only approximately, accurate deductions from such 
data are quite impossible. But if each item that 
goes to make up the cost of the finished product can 
be definitely measured, the situation is completely 
changed; scientific method can be substituted for 
approximation and ''rule of thumb," and correct 
inferences can be drawn from the ascertained data. 
If, moreover, the measurement is continuous, so that 
fresh data are available every month, week, or even 
day, a continuous watch can be maintained over the 
manufacturing processes, and the effect of every change 
in method of manufacture, every hitch in the routine, 
every variation in the quality of workmanship or 
material, can be identified and duly appraised. 

This seems a high ideal at which to aim; but one 
should always have an ideal and strive to approach it. 
Granted that in many industries the conditions do not 
permit of the close detailed costing that is necessary 
for this purpose, the fact remains that other industries 
allow of it, particularly those in which large numbers 
of articles of a few standard tvpes are manufactured 
on repetition lines. Our purpose in this article is to 
five a brief description of a factory in which the prin- 
ciples to which we have referred are carried out to the 
fullest possible extent with the most beneficial results. 
The factory is that of the Midland Electrie Manufac- 
turing Co., Ltd., of Birmingham, which we recentlv 
were privileged to visit; this company manufactures 
Ironclad switchgear for pressures up to 500 volts and 
for currents from 10 to 200 amperes, and confines its 


operations strictly to a limited variety of standard 
groups—some 16 or 17 in number. | 
The business was founded in 1905, and in the early 
days it largely consisted in the manufacture of switch- 
boards and distribution boards, ın which a notable 
feature was the well-known ‘‘ Kantark’’ fuse. The 
outbreak of war, however, led to concentration on 
ironclad switchgear, for which there was an immense 
demand, and in 1916 the premises were considerably 
extended; at the same time the manufacturing 
inethods were radically changed, and the managing 
director, Mr. W. L. Barber, decided to adopt a compre- 
hensive system of records and accurate costing—in a 
word, to apply scientific method to every branch of the 
business. An immense amount of time and labour was 
devoted to the organisation of the system, which was 
gradually developed and brought to completion in 
1919. | 
Before dealing with this aspect of the business we 
shall give some particulars of the works, to which the 


accompanying illustrations relate. The company has 


secured the ownership of the whole of the block of which 
the works form a part between Barford Street and Rea 


‘Street,. and plans have been prepared for successive 


extensions in accordance with perfectly definite aims, 
the buildings being laid out and positions allotted to 
the gangways and even the individual machines. But 
after a certain amount of progress had been made, 
bringing the area occupied up to 24,000 sq. ft. in 
1920, the Rent Restriction Act came into force, and, 
by prohibiting the removal of the dwelling-houses 
which stood on the site, brought the extensions tempo- 
rarily to a standstill. As it happened, the urgency of 
the need for. extensions was relieved by the sudden col- 
lapse of trade towards the end of last year, and the 
existing accommodation suffices for the immediate needs 
of the business at present. The works are laid out on 
modern lines, a single storey with saw-tooth roofs, and 
the freehold site which the company has acquired for 
their development has a total area of 70,000 sq. ft. 
It is intended eventuallv to utilise the whole of this 
area. 

The stores are situated in Rea Street, where all raw 
material is weighed and examined on delivery. The 


Ке. 2.— TOOL Коом. 


principle adopted by the company is to purchase all 
components which can be made to better advantage in 
other works; such are iron and brass castings. screws, 
porcelains, and hot-pressed metal parts. Much use is 
made of extruded brass strip in special profiles to suit 
the requirements of the work, and brass castings are 
being replaced by this material and hot stampings. 

As many of the cast switchboxes are of large size, and 
are delivered in large quantities. roomy iron bins and 
racks are provided for their storage. Components“ 
form the basis of the whole manufacture, and as over 


D 


— ä -.ſr.: ⁵ ..... 


808 


THE ELECTRICAL REVIEW. (vol. 89. No. 2,299, Окскмвкв 16, 1921, 


—————— —— ———-————————— 0 


3,000 different components are required for the com- 
pany's standard products, a correspondingly ample 
provision of wooden shelving, &e., has been made. 
Components and finished products are handled in 
trucks on skids, moved about on trolleys, which can 
be brought under them and raised to lift the skids 
clear of the floor. The whole of the components are 
housed in tlie above-mentioned store. 

Between the Rea Street stores and the dispatch 
department on Barford Street are the various work- 
shops where the individual components are manufac- 
tured and the finished products аге assembled. 
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Fic. 3.— VIEW IN MACHINE SHOP. 


Throughout the works (which are driven by electric 
power derived from the Corporation mains) the utmost 
use is made of templets and jigs, some of which are 
very elaborate, and a large tool shop is provided for 
their preparation and storage. Much use is made of 
special-purpose machines and labour-saving devices; 
for example, where brass parts are attached to porce- 
lains, the screws are inserted and driven home in some 
cases by self-feeding machines, and in others by auto- 
matic hand screw-drivers. Enamelled parts аге 
sprayed or dipped, and stacked on trucks, which are 


* 
Mig. 4.— M. E. M. GLASdow Ironciap DOUBLE-POLE SWITCH. 


wheeled bodily into the gas-heated ovens. Many of the 
lighter parts are formed to shape by stamping and 
pressıng, and numerous machines are provided for this 
purpose; capstan lathes, &c., are also freely used. 

The works are heated with a System of hot-water 
piping, and are well lighted and ventilated. 

Special consideration is given to the physical com- 
fort of the workpeople and to their various methods of 
recreation in their leisure time; the arrangements for 
the latter are entrusted to the hands of committees, on 


which the supervisory staff is represented to provide a 


ke 


link with the management. Tea is provided daily for 
the whole of the employés at a nominal price, and 
facilities for warming and cooking food are placed at 
their disposal. Lectures, concerts, &c., are periodi. 
cally arranged, and are well attended. So successful 
have been the endeavours of the management to develop 
and maintain harmonious relations with the em. 
ployés, that labour troubles” are practically un. 
known in these works. : 
The accompanying 


illustrations show some of tle 


most typical products of the company. Throughout 
the range of its manufactures the Admiralty practice 


Fig, 5.—PanacoN IRONCLAD DOUBLE-POLE SWITCH or LIGHTEK 
Tyre FoR Factory USE. 


is followed of insulating with mica and porcelain, the 
switch parts being mounted on steel rods or bars with 
mica insulation; special attention is given to ease 
of assembling and facility of access, the requirements 
of the installer being kept in view. The fuseboard 
shown in fig. 6 can be easily disassembled in l0 
seconds. In that shown in fig. 7, each of the fuse 
banks can be pulled forward and turned over for 
wiring, or entirely removed after withdrawing two 
screws. With each fuseboard a record of the correct 
fuse-wires is enclosed. Simplicity of construction 18 
u marked feature of the designs; for example. a small 
cut-out box consists of two castings, which are self- 


D -AMPERE 
Гіс. 6.—M.E.M. InoNctLAD DOUBLE-POLE FUSEBOARD, 9(-AM 
Ways, DISASSEMBLED. 


hinging and self-locking. so that no machining 8 j 
quired, and when it has been enamelled it is 1 i 
New designs are considered by a committee н! : 
of departments, and are thoroughly tried out : 
manufacture is resolved upon. In the drawing? й 
highly systematic methods are adopted; every опро 
nent is drawn on a separate sheet of standard pum 
tracing of which is filed conveniently for ae 
blue prints being used in the shops. When & : d 
has been adopted, the mechanism is mech 
exhaustively, д switch, for instance, being d 
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opened as many as 900,000 times. ‘The method of 
production of each part is then settled, time studies 
being carried out and a standard working time arrived 
at, to Which are added allowances for incidental opera- 
tions and for rest, and these times, when once deter- 
mined, are never changed unless the method of produc- 
tion or the design is changed. А premium bonus 
system is in force, under which the workman is 
credited with half the time saved on the standard time 
allowance; this system has proved very satisfactory 
to both parties. 

In addition to the committee on design, there are 
periodical meetings of the heads of the staff to discuss 
matters which arise, and sub-committees to which 
specific questions are referred for investigation, a pro- 
cedure which has proved most helpful. 

Turning now to the system of records adopted in the 
works, we must say at once that а complete account 
of it would occupy. far more space than we could 
devote to the subject; we have never inet with an 
equally elaborated system in practical operation, or 
indeed anything approaching it,. and in order to 
acquire an intimate Knowledge of its working many 
days would have to be spent in studving the details 
of the system. We shall therefore confine our atten- 
tion to an outline of the scheme. The criticism that 
it is undulv elaborate is met by the reply that it has 
efficiently. fulfilled its purpose, and has materially 
reduced the cost of production. Within the last two 
vears so marked an improvement has taken place that 
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Fie 7.—M.E.M. Шшохсым› Thtree-PoLe FUSEBOARD WITH 100- 
AMPERE WAYS, SHOWING ONE OF THE FUSE BANKS PULLED OUT 
ON THE TELESCOPIC CARRIER AND SWUNG OVER FOR ACCESS AND 


WiniNG. THE SiMPLICITY ок ENTIRE REMOVAL OF THE FUSE 


BANKS IS ALSO SHOWN. 


зіх men can now produce the same output as previously 
required ten men, and the costing system is of such 
а nature that the products are effectively controlled as 
regards both price value and quality. Every batch of 
articles which passes through the works is carefully 
costed, and any variation of costs is at once brought 
to light and investigated by the Costs Committee. 
Such variations may be due to a variety of causes—the 
stoppage of a machine, the absence of a foreman, 
material of lower quality, &c.—and in every case the 
cause Ís sought and traced home to its origin. 

In carrving out the svstem. the accountant’s office, 
the works manager's office, and the material planning 
office are mainly concerned. The last two are situated 
in the works, and, in addition, each foreman has an 


office fitted with racks for cards and provided with a 
telephone. 


The ideal aimed at in conducting the business is that 
all goods shall be delivered at once from stock, and this 
is so far achieved that 75 per cent. of orders are filled 
in this way. Hence it is necessary to maintain a stock 
of euch item, which is never allowed to fall below a 
certain minimum before a fresh batch is put in hand. 
This involves the issue of a sanction ’’ for a quantity 
which, in the case of the smaller devices, comprises 
many thousands of eomplete switches or fuses. The 
requisite supplies of raw material, castings, screws, 
&c., are ordered to comply with the sanction—raw 
luaterials are never ordered for stock, but only for a 
definite sanction ’’—and work is commenced on the 
components, which pass into store as they are com- 
pleted. The term components is not restricted to 
individual parts; porcelains fitted with fuse-clips, for 
example, whilst built up of components, themselves 
become components for the assembly shops. NO works 
order is released until all the necessary material is 
ready in stock, and in this respect, as in many 
others, the material planning office, which is regarded 
as the brains of the works. plays an important part. 
The purchasing department sends а сору of each 
order to the stores receiving office, where the incoming 
materials are checked; corresponding vouchers аге 
forwarded respectively to the records office, and to 
the material planning office, where a card index of 
details for each of the 16 sanctions now in progress 
is kept, and where the staff is able to trace the exact 
location of all materials and components and the pro- 
gress made with each works order. The completion of 
every batch of products is reported to the material 
planning office, which releases them for sale by order 
to the dispatch department or passes them into stock 
as the case may be. 

When a works order is released for fulfilnent, the 
whole of the components required by each workman are 
conveyed to him, with the appropriate ''tally," and 
he wastes no time in journeys about the works. Several 
inspectors are constantly on duty to ensure that avoid- 
able delays shall not occur. 

All tools are controlled by a system of card indexes, 
which shows not only the purpose of a tool, but also 
its condition, and its position at any time; the pre- 
liminary study carried out by the production engineer 
not only determines the time to be allotted to each 
operation, but also specifies the tools, jigs, &c., that 
will be required by the operator. АП workmen's time 
is booked up to specific jobs, and idle time is all 
checked; the amount of time saved, and the cor- 
responding bonus earned (almost invariably the work 
is done in less than standard time) are entered on 
cards, which also provide for the allocation ofthe 
“burden "—standing charges which in the aggregate 
vary little with the output of the works, but which vary 
considerably in respect of each job. in accordance with 
the time spent on it, and with the number of items over 
which thev have to be distributed. 

It is here that the system reaches its highest develop- 
ment; unless the expense burden can be accurately allo- 
cated, the true cost of the products cannot be correctly 
ascertained, But in these works the subject has been 
closely studied, and the data used are constantly being 
revised and checked in the light of actual results; every 
line of work is accurately costed to a minute fraction of 
a penny, so that the management ік constantly kept in- 
formed as to the actual position, the progress made in 
reducing costs from week to week, and the opportuni- 
ties that remain open for improvemcnt. The reduction 
in labour of 40 per cent., already mentioned, due to 
the operation of the system, in itself would justify its 
introduction. u- 

Seeing that the annual expense burden which is to be 
distributed over the whole of a vear's output cannot be 
accurately known in advance, it is necessary to base 1t 
upon previous results, and to make such allowance as 
experience and judgment show to be necessary. If the 
output is increasing, naturally the burden per item 
diminishes, and vice versa. This is the most difficult 
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part of the system to operate, but in these works the 
methods devised for dealing with it have been very 
highly elaborated, to such an extent, in fact, that the 
cost accounts are balanced from week to week, and any 
discrepancy is at once brought to light. Thus the man- 
agement knows at any time not only whether the busi- 
ness is being carried on at a profit, but also the rate of 
profit which is being earned. In many businesses it 1s 
impossible to gauge with certainty the results of the 
year's trading until the year is complete and the ac- 
‘counts have been made up—a vastly inferior position to 
be in. That a large costing and accounting staff, and 
‘an elaborate system of card indexing and card record- 
ing, are necessary goes without saying; but the com- 
pany is satisfied that the system is nat merely well 
worth the trouble and expense involved—it is indispen- 
sable to the obtaining of the maximum production at 
the minimum cost. | | 

Similar orderly methods are pursued in the external 
relations of the company ; every order is dealt with in 
such а manner that the date promised for delivery is 
kept in view, the actual progress made in filling it is 
constantly known, and at every stage any inquiry that 
the customer makes can be at once replied to. Machines 
are freely used for computation, and every process is 
more or less self-checking. Prices are catalogued in 
£ and decimals of а £ for foreign purchasers, to facili- 
tate quick conversion into local currency in accordance 
with the exchange rate of the day. 


The latest development in a technical sense is the pro 
duction of à new range of switches, together with many 
improvements on the existing patterns of fuse and dis. 
tribution boards. All switches are put through a flaslı 
test at 2,000 volts. Special care is taken to ensure 
that the finished products reach the customer in good 
order; small articles are packed separately in card. 
board cartons labelled with the capacity and voltage of 
the contents, whilst larger ones are wrapped in brown 
paper and labelled. The output of finished products 
is two to three tons daily, but owing to the precision 
and order with which the work is carried on, there js 
no sign of hurry or confusion in any part of the works. 
1: should be observed that although the organisation is 
s» highly developed, the system in no way restricts the 
introduction of new designs or the improvement of old 
ones; the advantages of standarisation in expediting 
output are secured without the sterilisation of inventive 
ingenuity. A tour of the works, and an inspection of 
their organisation, is an experience of great interest, 
and leaves the impression that scientific management is 
not here a mere fetish. but an ideal at which the com. 
pany continually aims; nothing, indeed, struck us 
more than the keen interest displayed by the leading 
members of the staff in the working of the system, and 
the pardonable pride with which they demonstrated its 
efficiency. But anvone who obtains permission to 
study the details of the system may be warned that it 
cannot be done in a day. 


— 


THE SCAR HOUSE HYDRO-ELECTRIC SCHEME. 


BRADFORD WATERWORKS 300-KVA INSTALLATION, 


THE Bradford Waterworks Committee possesses storage 
reservoirs for water supply in the Valley of the Nidd, 
and recently it has been found necessary to con- 
struct a further reservoir. at Scar House, near the head 
waters and just below the existing Angram Dam, in 
order to provide additional storage capacity. | 

. The construction of the new reservoir involves the 
building of a very large and important masonry dam, 
which. will be known as the ‘‘Scar House Dam,’’ and 
in order to provide the necessary energy to operate the 
oranes, blondins, crushing plant, and various machingry 
involved in this construction, Mr. Lewis Mitchell, 
M. Inst. C. E., F. G. S., waterworks engineer to the Brad- 
ford Corporation, with characteristic foresight, con- 
ceived the idea of utilising the water flowing from the 
Angram Dam Reservoir to operate a hydro-electric 
plant for this purpose. The water from Angram flows 
into the River Nidd, and about two miles down stream 
from the Angram Dam it is conveyed from that stream 
into the Rainstang Tunnel, through which the water 
passes to the Bradford service reservoirs. 

Messrs. Vickers, Ltd., secured the contract for саггу- 
ing out this work in November, 1920, and the inau— 
guration of the plant took place on December 7th. 

The two Francis turbines installed were made bv 
Messrs. Vickers, Ltd., at Barrow-in-Furness, to the 
designs of their associated firm, Messrs. Ateliers des 
Charmilles S. A., Geneva (late Piccard Pictet), and each 
18 designed to operate under a net head of 168 ft.. 
giving an output of 295 b.h.p. and a discharge of 19.5 
cu. ft. per sec. at а speed of 1,000 r.p.m., but owing to 
the possible variations in the water level in the Angram 
Reservoir, the turbines are also capable of working 
under a head of 207 ft., giving the sume output but a 
correspondingly reduced discharge, or under a head of 
148 ft. with correspondingly reduced output. 

The guaranteed efficiency under a net head of 168 ft. 
was as follows, subject to a tolerance of plus or minus 
2 per cent.: — At full load (295 b.h.p.), 79 per cent.; at 
& load, 80 per cent. : at 2 load, 79 per cent.; at 1 load. 
T6 per cent.; but when tested recently the efficiency of 
the turbine at full load worked out at 86.5 per cent. 
The turbines are governed by two oil-pressure 


governors (Piccard Pictet patents), which work each in 


conjunction with a relief valve; that is to say, each tur- 
bine has its own governor and its own relief valve owing 
{о the considerable length of the pipe-line used. The 


result of this is that, if the load is suddenly thrown of, 


the relief valve opens very quickly, beginning to open 
before the governor commences to close the turbine 
gates, after which the relief valve closes very slowly, 
taking between 80 and 100 seconds to do so after open- 


ing in from 2 to 3 seconds, thus ensuring that the over- 


| T dN, 
Fig. 1.—ExTERIOR OF GENERATING STATIC 


f per 
pressure in the pipe-line will not eaceed about 1] 
cent. of the final static head. 
The general arrangement of the 
well shown by figs. 2 and D. Т 
In the power house each of the water и 
b; means of a semi-elastic coupling, ап open 
phase generator with an over-hung Es 1 ol 150 
chine is capable of giving a continuous ой 19 5 m 
kVA at 0.8 power factor, 2,400 volts, 50 30 


4 8 15 
generating sets 


ines drive 


L] 
* 
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over-speed of 80 per cent. The excitation ‘voltage is 
110, and the efficiency at full load and 0.8 power factor 
of each generator is 93 per cent. A flywheel is pro- 
vided for each generating set in order to prevent the use 
of the more expensive electrical machines which would 
be necessary if the whole of the fly wheel effect required 
were embodied in the rotating members of the alter- 
nato¥s. 

The energy is conveyed to the switchboard by 
single-core, rubber-insulated, 3,300-volt 


Association 


Fic. 2.—INTERIOR oF Power House. 


grade cable made by Messrs. №. T. Glover & Co., who 
have supplied all the cable connections needed for this 
contract. The six-panel switchboard, by the Metro- 
politan-Vickers Electrical Co., comprises a synchronis- 
ing bracket. exciter cubicle (controlling the two ex- 
citers), two generator cubicles, two feeder cubicles (each 
of which is capable of dealing with the full output of 
the station), and, finally, a voltage regulator and light- 
ing cubicle. The lighting supply for the power house 
1з furnished by a 0.5-kVA, single-phase transformer. 
The apparatus on the two outgoing feeders comprise 
isolating links, choking coils, and lightning arresters. 

The whole of the electrical equipment in the sub- 
stations was supplied by the Metropolitan-Vickers Elec- 
trical Co., Ltd. 

Sub-stations Nos. 1 and 4 are duplicates of one an- 
other as far as equipment is concerned, although the 
position of No. 4 is not as yet settled, as it depends 
upon the final choice of the quarry site. Each of the 
sub-stations contains four 30-kVA, 3-phase trans- 
formers, with a ratio of 2,200/410 volts. They are 
star/star connected and oil-immersed in corrugated 
sheet-iron tanks of the self-cooled type. Each of these 
two sub-stations will contain the necessary isolating 
links, lightning arresters, and choking coils on both 
the h.p. and l.p. sides. As regards switchgear, on the 
h.p. side there are four 50-kVA transformer cubicles, 
while on the l.p. side there is a three-panel switchboard, 
two panels of which will each control two 50-КҮА trans- 
formers, and the third panel will deal with one 50-kVA 
and one 200-kVA feeder. 

Sub-station No. 2 has to supply power to the work- 
shops and blondins, &c., as well as to a proportion of 
the cranes on the dam; it is of larger capacity than 
sub-station No. 1, though in general arrangement it is 
very similar. It contains five 50-kVA transformers 
and five h.p. transformer cubicles. The l.p. switch- 
board consists of four panels, two of which each con- 
trol two 50-kVA transformers, while the third deals 
with one 50-kVA transformer and one 100-kVA feeder, 
and the fourth panel with two 200-kVA feeders. 

Sub-station No. 3 is of a different character from the 
others, because it is intended solely for lighting. To 
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r. P. m., and each generating set has been tested at an 


meet the requirements of the Bradford Corporation 
Waterworks engineers ‘on the site, the lighting is to 
be done at 110 volts direct current, and the sub-station 
comprises the following equipment :—— 

The h.p. line is brought in to a cubicle which con- 
trols a 25-kVA transformer that feeds a 20-kW motor 
generator, which can either charge the battery or 
supply energy for lighting direct. As a stand-by and 
for use when the water turbine is not running for any 
reason, a belt-driven 20-kW generating set is provided 
with а 35-h.p. Vickers-Petter’s semi-Diesel engine 
fitted with an electric starter and 
compressed air apparatus, to run on 
crude oil; this generating set is 
also capable of either charging the 
battery or supplying the lighting 
circuits direct. P 

Аз an annexe to this sub-station 
there is & battery room containing 
60 Chloride accumulator cells in 
glass boxes, which, when fully 
charged, will give a discharge of 979 
ampere-hours in ten hours to a final 
pressure of 1.83 volts per cell, 816 
ampere-hours in five hours to a final 
pressure of 1.78 volts per cell, or 
(Ol ampere-hours in three hours to a 
final pressure of 1.75 volts per cell. 
The ampere-hour efficiency of the 
battery is 90 per cent. at all rates, 
while the watt-hour efficiency is 75 
per cent. at the ten-hour rate. 

Portions of the pipe line between 
the power house and the Angram 
Dam are shown in figs. 3 and 4. 
There are two connections to the 
Angram Reservoir, and an air valve is provided 
to free any air which may collect in the pipe, and 
to allow the escape of air when the pipe is being 
filled; this valve also prevents the formation of a 
vacuum in the pipe-line if the latter is emptied too 
quickly. The 30-inch diameter pipe is approximately 
312 ft. long; following this, there is a section approxi- 
mately 1,484 ft. long of 35-in. hore pipe 3/16-in. 
thick ; this, again, is followed by a section approxi- 
mately 1,488 ft. long of 33-in. bore pipe, while the 


FIG. 3.—Portion or PirR LINE. 


final length is approximately 1,491 ft. long and the 
total length of the pipe-line is 4,775 ft., the pipes 
being of tlie mild-steel welded type with flanges riveted 
on to them. | 

Concrete anchor blocks, anchoring rings, and ex- 
pansion joints are provided, and the pipe-line is sup: 
ported on rubble masonry piers and concrete saddles, 
free movement being allowed for by inserting tough 
brown paper served with black lead and tallow between 
the pipe and the concrete saddles. The pipe-line in its 
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course to the power house follows approximately the hotin the valley during tue day and very cold at night, 


path of the River Nidd, which it crosses five times, Just before entering the power house a small »-in 
temporary wooden bridges being erected at the cross- drain valve 18 provided in the bottom of the pipe-line 
ings. The pipes after erection were painted with to drain tlre last section, if it should ever be required 
special paint supplied by Messrs. Cuirass Products, to empty the latter completely. In case the power 
Ltd. house is shut down completely for any reason а 5. in. 


discharge valve is connected by a tapered pipe to a 

15-in. pipe that discharges into the River Nidd, be- 

cause in ordinary operation the water supply to the 

У 3 | City of Bradford will go through the turbines, and if 

4 &, дь 22222 they аге not running for any reason the water supply 
niust, of course, continue. 

In this connection it is Interesting to note that 
the ordinary consumption of water from the Angram 
Reservoir is 13 cu. ft. per second over 24 hours, As 
it js required to get as much energy as possible during 
eight hours out of the 24, the turbines were designed 
ty utilise approximately three times the above amount. 

The joints between the pipe-line flanges, which are 
bolted together, are made with а rubber jointing 
material that was supplied by the Ioco Rubber and 
Waterproofing Co., Ltd. | 

A large portion of the material for the transmission 
lines was supplied by Messrs. Twiss Electric Trans- 
mission, Ltd., wooden poles of the “A?” and “H” 
descriptions being used. Stranded copper conductors 
are used, and a continuous earth wire is provided 
throughout. Suitable cradles and triangular guards 
are provided where either roads or railways are crossed 


awe. 


Fig. 4.—ANGRAM Dam AND Роцтох or Ре TNR. 


A maximum movement at the expansion joints, dur- by the 2,400-volt transmission line, which is strongly 
ing this autumn when the pipe was empty, has been guyed and supported owing to the heavy wind and 
observed of 34 in. during one 24 hours when it was weather conditions which frequently obtain at the head 
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тб. 5.—Cross SECTION or Scar House POWER STATION. 


of the Nidd Valley, but there is nothing remarkable 
about it, except its simplicity. Isolating switches ey 
provided on each terminal pole, at the various sub- 
stations and on each of the two terminal poles at E 
power station, so that any section or building may be 
4 completely isolated. 
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Electric Vehicles for Islington.—The L. C. C. has 


tioned the expenditure of £8,237 by the Islington Влае 
Council. Included in this sum is the cost ol four les p 
L 9: to i vehicles for refuse collecting, capable of a run of 30 uu er 
charge. The Borough Council proposes to establish а. maf | 
М E E «E: charging station in which will be installed two 40 | 
a eA SO. чылгы generator sets. | 
bw 4 RENNIN 
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"HANDS OFF" THE ELECTRICAL INDUSTRY, 


THE Institution Lays THE MATTER BEFORE THE 
PREMIER. 


Ix our leader columns again to-day we discuss the 
German desires that reparations in kind may be per- 
mitted to take the form of electrical power stations and 
railway electrification in the United Kingdom, and the 
schemes under which it is hoped to establish a permanent 
German electrical and other manufacturing hold upon 
Russia. It is as well that the subject of reparations in 
kind in relation to France and Russia, and the present 
and future state of British electrical export trade, 
should receive attention in its entirety and bv all classes 
of the community, ` : 

It is not a matter to be left in the hands of statesmen 
and politicians—it vitally affects the interests of whole 
communities engaged in industry and trading. It is 
а matter of the utmost seriousness for working men 
and working women, because it threatens the British 
manufacturing position when confidence in the future 
oi our industries is most necessary for reviving trade 
and increasing employment. The subject is a most 
suitable one for co-operative action between employers 
and employed, and we are pleased to see that such 
action has been taken. We hope the whole story will 
he related by trade-union officials to their members in 
the interests of the industry that affords them their 
livelihood. It is often said that we are backward with 
regard to convincing propaganda. Here is a plain 
straightforward subject indicating beyond dispute 
Where the interests of all classes lie. 

The harm done by the speech of Sir Peter Rylands 
in singling out our power supply and our electrical 
industry for attention cannot be estimated at the 
moment, Measures were promptly taken by the Press 
and by leading representatives of the industry to see that 
Ministers of State were not blind to the dangers that 
beset their path if they dallied with such projects. 

We are glad that the Council of the Institution of 


Electrical Engineers has seen fit to bring its weighty 


influence to bear upon the mind of the Prime Minister 
with regard to the matter. The statement sent to Mr. 
Lloyd George, signed by.Mr. Highfield as Presiden, is 
reprinted herewith. It will be found to deal first with 
the principle of reparations in kind and the importance 
of their not being permitted to interfere with British 
employment. It proceeds to correct the impression that 
may have arisen from the speech of Sir Peter Rylands 
that cheaper transport and power would be rendered 
available by the carrying out of the German plans. It 
emphasises the needs of the British electrical industry 
which is at present running its works in expectation of 
a trade revival, and the disadvantageous position in 
Which it would be placed in the export markets if 
German productions were officially accepted on a large 
scale, forming for them a world-wide advertisement. 
The experience of the British nation during the war 
demonstrated the need for electrical engineers of the 
highest skill for manifold kinds of vital service. The 
Institution having had a large part to play in organis- 
Ing our human scientific resources in this connection can 
justly claim the right to speak to the Premier, who did 
so much to win the war, with a voice of authority. 
The Institution, in its communication, does not mince 
matters. It uses the word “ruin for Britain as the 
consequence of a large German electrical reparations 
pavment. 

We believe that in the views stated in this letter the 
Institution Council speaks what is in the mind of all 
grades of its membership and acts in the interests of 
the hundreds of thousands of professional men and em- 
plovés engaged in the electrical and allied industries. 


We hope that the Government will adopt the Institu- 


» Поп ‘в advice and make a pronouncement as soon as 
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possible in such clear and definite terms as shall bring 
about a complete restoration of confidence. 


_ (СОРУ.) 
THE INSTITUTION OF ELECTRICAL ENGINEERS. 
Founded 1871. 
Incorporated by Royal Charter, 1921. 
Savoy Place, 
Victoria Embankment, London, W. C. 2. 
9th December, 1921. 
The Right Honourable David Lloyd George, O.M., P.C., &c., 
First Lord of the Treasury, 
The ‘Treasury, 
Sir, Whitehall, S. W.1. 
GERMAN REPARATIONS IN KIND. 


The Council of the Institution of Electrical Engineers have 
had their attention directed to certain public declarations 
and Press communications proposing that the German Repara- 
tion [Indeninity should be partly provided by the construction 
in this country of generating stations and the carrying out of 
railway electrification by German contractors; and, having 
appointed а Cominittee to report to them thereon, desire to 
put before the Government their considered view on these 
proposals as follows :— 

On the general principle of reparations in kind, they have 
to remind the Government that at the present tine, when 
unemployment is so extensive, any reparations in kind should 
be of such a nature that they do not compete with any pro- 
ductions in this country involving employment on a great 
scale of labour, both skilled and unskilled. 

With regard to the proposals that large electric power sta- 
tions should be erected and that railway electrification should 
be undertaken by German contractors, they desire to make 
the following observations: It is possible that the proposals 
for the acceptance of German plant on account of reparation 
may have arisen from a hasty impression that such action 
would confer benefits on this country in the form of cheaper 
transport and power. But if such plant is to stand as a 
contribution towards reparations its value must be debited to 
the undertakings using it. In no other way can such value 
be put to the credit of National indebtedness. There is, 
therefore, no good reason to suppose that the use of German 
plant obtained in that way would result in the users of it 
being able to give a cheaper service than with new equipment 
of British manufacture. 

There are, however, other considerations which my Council 
desire to urge. The electrical industry in this country is at 
the present time suffering from a grave lack of employment in 
all branches, but nevertheless many works are being run in 
the expectation of a trade revival. Should it be decided to 
accept German machinery on a large scale, there is no doubt 
that a large additional amount of unemployment would imme- 
diately result, and that both the workpeople and technical 
staffs at present being kept together would be disbanded. 
Moreover, the effect of the acceptance for the public service 
of this country of electrical machinery of German manufac- 
ture would be а world-wide advertisement for such goods, and 
would fatally diminish the present prestige of British electrical 
goods, with most serious effects on our export markets. 

The experience of the war showed the necessity of this 
country having а large number of highly skilled and trained 
electrical engineers available, and the members of the Insti- 


' tution of Electrical Engineers were called upon during the 


war to undertake work for the nationa! forces requiring the 
highest skill. | m 
A proposal which would have the effect of crippling many 
of the most important electrical manufacturing. concerns and 
leaving this country dependent for electrical services upon 
German industry would result in discouraging the training of 
electrical engineers for what, m war time, is a vital neces- 
sity. | 
In view of the points briefly set out above, the Council of 
the Institution of Electrical Engineers, representing all 
branches of the electrical industry, desire to urge most 
strongly on H.M. Government the disastrous consequences 
which would ensue to the industry if electrical construction 
in this country on an extensive scale is entrusted to German 
manufacturers. Anx possible immediate advantage antici- 
pated by the proposers of the scheme of reparation could not 
off-set the ruin of those industries m this country which are 
engaged in the manufacture of steam turbine plant and heavy 
electrical machinery, both of which bad their sole origin in 
British science and inventiveness. | | 
The Council of the Institution trust that in view of the dis- 
cussions which have been published, Н.М. Government will 
remove the great uncertainty which has been created in the 
industry by an immediate statement that such proposals will 
not be entertained. If. however, proposals of the kind should 
he considered by the Government, шу Council ask that they 
should be given an opportunity of being heard by yourself or 
the Chancellor of the Exchequer before апу action is taken. 
I am, Sir, 
Your obedient servant, 
(San.) J. S. HIGHFIELD, 
President. 
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The matter has also been dealt with by a meeting of 
representatives of the Joint Industrial Councils and 
other bodies in the electrical industry, as the following 
quotation from the Daily Telegraph (December 14th) will 
show :— | 


With reference to the suggestions made that the German 
reparation indemnity should be partly provided by the con- 
struction in this country of generating stations and the carry- 
ing out of railway electrification by German contractors, a 
meeting has been held representative of the Joint Industrial 
Councils and other bodies in the electrical industry, and com- 
prising therefore both the trade unions’ and the employers 
side of these matters, at which the subjeet was discussed. A 
resolution adopted by the meeting called attention of the 
Government to the irreparable injury which would be done 
to the British electrical industry now and in the future if 
any such proposals were seriously entertained, and which if 
put into effect would result in the closing down of important 
electrical works in this country and consequent increase of 
unemplovment.' The conference further invited the Govern- 
ment to make an immediate and unequivocal statement that 
acceptance of reparation payments by handing over such pub- 
lic service works to German contractors will not be enter- 
tained." — 


AN ELECTRICAL REVIEW OF E-H-P. 
TRANSMISSION.“ 


BY R. BORLASE MATTHEWS, 
W. Ex., A. M. Inst. C. E., MI. I. E. E., F. R. Ae. S. 


(Concluded from p. 797.) 

(II.) The Mechanical Construction of e. li. p. Lines. 
WHILE there does not seem to be any official definition, on 
the Continent, all lines operating at 40,000 volts or over, ure 
usually classed as extra-high-pressure. At a conference 
held at Brussells in 1920, an attempt was made to standard- 
ise the line voltages as 45,000, 00,000, 50,000, 100,000, and 
120,000 volts, with proportionately higher voltages at tha 
generating stations. However, this proposed standardisa- 
tion did not meet with the approval of the French engineers, 
and seems to be as vet undecided. A fundamental factor 
underlying this question is the relation between the pressure, 
the length of the line and the amouut of power to be trans- 
mitted. With these main variables, and also associated with 
them a number of minor variables, it is little to be wondered 
that recent discussions have thrown into relief the extreme 
complexity of the matter. Of course the main object 18 to 
obtain a design of line, that not only functions properlv, but 
also operates economically. The cost price of the transmission 
must, of course, be as low as possible, taking into account 
the losses of energy and the annual overhead charges for 
depreciation, operation of the line and of the necessary sta- 
tions. French engineers have attempted to design. the ideal 
line on a mathematical basis, not, however, with much success, 
as there are so many variables, not the least of which is the 
fluctuations of market prices of materiais. On account of the 
cost of installation, maintenance, and consumption of syn- 
chronous condensers, Lavenchy, in his paper, favours aiming 
at a power factor lower than unity, even though a high 
power factor would reduce the line losses and the necessary 
capacity in kilo-volt-amperes of the transformers and alterna- 
tors. As regards the maximum power which can be trans- 
mitted by a three-phase line for a given voltage, Blondel 18 
quoted as having demonstrated that, all other things being 
equal, the maximum. power that a line can transport is pro- 
portional to the square of the voltage at the generating ex- 
tremity. Continental engineers seem to have adopted Lord 
Kelvin’s rule, as a first approximation in deciding the most 
economical section of a line, viz., as that for which the’ 
annual interest and depreciation on the conductors and such 
part of the supports, &., as varies with the section of the 
conductors are equal to the price of the energy consumed 
annually by ohmic losses. This rule does not of ‘course take 
Into account possible future expansion of supply. Further, 
pole costs often increase out of proportion. as the conductor 
section mereases, hence the eross seetion finally selected is 
usually a trifle less than that called tor by the application of 
the rule. Based on Stills ('. S. A.) formula, Lavenehy has 
prepared an interesting abacus, which quickly indicates the 
required. voltage for the transmission of a given amount of 
power over a given distance, e.g., if 26.000 kW has to bei 
transmitted 280 km. (175 miles, the abucus gives the re- 
quired voltage as 115.000. 200.000 volts is considered to be 
the present practical limit of pressure for transmission under 
European conditions. Even this pressure would only be 
advocated for considerable power, with high load factor and 
long distances. | 

Except, for temporary work, wooden poles for transmission 
lines operating at over 45.000 volts have been superseded by 


either reinforced concrete or steel poles. The reinforced con- 
з лу uU 
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crete poles are largely employed on lines of 45,000 to 65,000 
volts. They are considered to be the type of pole which re- 
quires the least maintenance. Their excessive weight is, 
however, especially in mountainous districts, a serious ob. 
stacle to their use. These concrete poles are made in every 
conceivable cross section. The heights of the steel poles are 
usually 25 to 30 feet, for a 45,000-volt line carried on pin in. 
sulators; or for a 120,000-volt line with six conductors, carried 
by insulators of the suspended type, the heights are nor. 
mally 75 to 90 feet. | | 

Anchor poles are usually fixed at intervals of about one 
kilometre. In this way the stringing tension of each Section 
can be adjusted independently. 

Most of the lines are nowadays provided with one or two 
earth wires, in the form of galvanised steel cables. This 
ground wire not only acts as а protective device, but also pro- 
vides а good contact from pole to pole, which is useful should 
any pole be insuthciently earthed. Sheets of copper about 
two leet square are employed. as earth plates (in Holland the 
plates used are considerably larger). These sheets are bedded 
in coke, in pits dug outside the pole foundations, so as to 
permit of easy inspection. The sheets are connected ta 
the poles by No. 0 A. W.G. copper wire, 

As а means of economy in constructing the concrete foun- 
dations for poles a central hole is left, which is filled up with 
stones. Occasionally iron. shoes are employed as pole founda- 
tions, in place of concrete. А curious trouble has arien in 
Holland, where the poles were painted with tron oxide paint, 
in that the cattle lick off the paint on account of its Sweet 
taste, and thereby are poisoned. The question which s 
the best method of preserving а steel pole is by no means 
settled, ie., whether it should be painted or galvanised, and, 
if the latter, which process should be adopted. 

As regards insulators, the pin type is usually employed up 
to 70.000 volts, and above that pressure the suspended pattem 
is almost exclusively employed. The pin type insulators 
usually consist of at least three parts cemented together, 
Often they are formed of four or five parts. Their dimen. 
sions vary from a diameter of 270 mm. (say 10} in.) and à 
height of 300 mm. (say 12 in.) for 45,000 volts, up toa 
diameter of 350 mm. (say 14 in.), and a height of 415 mm. 
(say 164 in.) for 75,000 volts. | 

In the case of suspended insulators, six are empluved for 
90,000 volts, seven for 120,000 volts, and eight for uon 
volts. Expenmental work has shown that if the dielectric 
strength of insulators could be improved, it would be much 
more satisfactory to employ three only. This is for the 
reason that 50 per cent. of the potential distribution along 
the chain oecurs at the first insulator, and 95 to 30 per cent. 
at the last, the intermediate insulators only averaging 5 per 
cent. A suggestion has been made to improve the potential 
distribution by employing. metallic covers (which also хте 
to improve the rain protection) over each insulator in a chain, 
А very uncertain problem in the manufacture of insulators 
іх the ageing of the porcelain. Also it is difficult to manu- 
facture these insulators of any considerable thickness without 
the possibility of developing flaws. After four or five years 
the life of insulators becomes very doubtful, and they 
then need very careful watching and testing. 

While very careful investigation has been made аз to the 
relative advantages of copper and aluminium for overheed 
conductors, the situation may be summed, up by saying ibat 
they are interchangeable for average spans, and there 1s n 
other metal that can be substituted for them. On long span 
either of these metals is employed, with a twice galvanis» 
steel centre core for strength—its conductivity is not taken 
into account. In an aluminium-steel cable the weight of ji 
steel approximates 50 per cent. of that of the aluminium. In 
California 800. ft. has been calculated to be the most econo 
mical span for а three-conductor aluminium-stee] line i 
section 700,000 e. mils) for a load of 100,000. KW at 200,0 \ 
In one transmission system, at any rate, the line is Dus 
in roller bearings attached to the insulators on Ше ро 
between the anchor poles. (This is in Holland.) | 

Great improvements have been made of late in the E. 
struction of underground cables for operation at 45,000 ү 
and over. Messrs. Callender's have actually supplied 30 
volt, 3-core cables to Holland. In France the 1 
to be to lay single-core cables, lead-sheathed, b 
steel armouring to prevent induced eddy ае Ww 
method reduces the stress on the dielectric materai. al 
avoids corona troubles. Further, an extra single conductor | 
can be laid at the same time at a small additional e 
spare. The jointing is also much easier. Still, the 10 
core cable seems to be more of an engineering Pae 2 
and if the cable is solidly filled. i.e., no space left “th К 
the three cores, there is no fear of corona trouble pw 
consequent weakening of the dielectric. үш VON 
cables ean be made with steel armour, which is un i “da 
un advantage as a mechanical protection. [t i5 antici | 
us the result of tests now in progress, that shortly 1 
possible to manufacture 120,000-volt cables. 
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favourably with overhead lines—owing to the difficulties in 
importing both poles and insulators. The distribution system 
has been laid down considerably ip advance of the demand, 
with the result that on а Sunday morning a station with а 
normal week-day load of 5,000 or 6.000 kW has to operate а 
1.400-k W steam turbine set to supply the wattless current due 
to the capacity of the cables. | 

On the Continent it seems to be the custom to maintain a 
close and regular inspection of the lines, e.g., а weekly visit 
is paid to each pole during the summer, and a bi-weekly 
visit during the winter. АП details atfecting. the line have 
to be reported upon. Watchmen's time-clocks (into which 
a key has to be placed and-turned to record the time of a 
visit) are fitted to the poles at the wireless station at St. 
Assisse, In addition, & night inspection is made once a month 
to detect any corona and brush discharges which may occur 
at defective points. 

Owing to the uncertainty as to the life of insulators, periodi- 
cal tests have to be made. These are carried out either. by 
(а) the megger method ; 
the megger test the line has to be dead, which is a disadvan- 
tage. In addition, the test does not seem to be effective on 
certain types of insulators. The buzz-stick method, as шау 
well be anticipated from its name, comes. from America. 
The testing appliance consists simply of a 10-ft. insulated rod, 
of about.14 in. in diameter. At the upper end of this pole 
a metal fork is fixed, whose prongs are about a foot apart. 
The test is carried out in two stages: (1) " feeling-out.” and 
(2) “ shorting-out. > The first test consists in touching 
successively with one of the prongs of the fork, first the con- 
ductor and then the head of each insulator. On withdrawing 
the fork a characteristic buzzing sound is heard, which 
diminishes as successive insulators are touched (of course the 
buzzing will increase slightly at the last insulator, ак com- 
pared with the intermediate ones. as the potential gradient 
is greater there). If this test indicates that the greater pro- 
portion of the insulators in a chain are faulty, the second, 
or " shorting-out ° test, must not he applied. The '' shorting. 
out test consists in successively short-circuiting all the insu- 
lators in a chain by means of the fork. An arc will be made, 
when making and breaking the short-curcuit, if the insulators 
are sound. The arcs decrease (in a good chain) as in the case 
of the buzz test. Similarly, the arc produced on the last 
insulator is greater than on the penultimate one. 

It ig found that an earthed overhead guard wire is the best 
protection against lightning. Many other, and more compli- 
cated methods have been employed, but, as a rule, they 
are being gradually discarded. Тһе horn-shaped lightning 


arrester, though still employed on medium-pressure systems, | 


is entirely eliminated from those of extra-high pressure. Elec- 
trolvtic arresters—which are really valves—are used to а 
considerable extent in America. There are also a few instal- 
lations in Europe, though they have a number of disadvan- 
tages. Wave-damping devices, in the form of condensers, 
are favoured in Central Europe. . 

In the maintenance of effective service on an e.h.t. trans- 
mission system. the use of the telephone is of all importance. 
Latour and others have given considerable attention to this 
matter. and the systems they advocate include tbe use of 
three-electrode vacuum tubes. On independent telephone 
lines these electronic tube amplifiers super-amplify the speech 
&gnals, so that the latter eclipse in strength the disturbances 
due to the neighbouring hich-tension lines. The other scheme 
is the high-frequency method of telephone communication 
over the high-tension lines. 
ciated with wireless telephony, since both the sending and 
receiving apparatus are similar. 


(IV.) Legislation Affecting e.h.p. Lines. 


Of late most countries have been revising their laws. to 
permit of the installation and operation of lines at higher 
pressures than had previously been conceived. At the Paris 
Conference reports were made as to the form of these laws, 
а summary of which should be useful to legislators, and for 
the convincing of tardy legislators by those who appreciate 
the real necessity for a nation to have a cheap supply of 
electricity. 

The question as to the best arrangements for dealing with 
and compensating land owners for setting un poles and cross- 
ing their land is a very thorny one. No country seems to 
have solved it legally except Germany. There it is merely 
à question whether or not a Ime is to the best interests 
of a community. If it is. the land owner rets ridden over 
rough-shod, without anv concern for his feelings or pocket. 
Ав a matter of fact it is eventually as much to his interests 
ич to others, to have an ample supply of electricity available. 
However. the Government has decided that the coming of an 
electric line shall not enrich the land owner at the expense 
^f his neighhours. After all, it is but chance that he happens 
to own land over which a line nasacs—it is certainly not due 
f^ anv enternrise on his part. Apart from legal powers. pego- 
tintians with landowners seem to he most easily effected in 


countries where the co-operative idea is well implanted, such | 


Aa паті ef Denmark and the Netherlands. Further. thece 
countries have already discovered what a valuable thin^ it 
I8 to have a supply of electricitv available for evervhod v—-- 
even for the farmer which is a stage conriderably in advance 

most other countries up to the present. ME 


or (b) the buzz-tick method. For 


This apparatus is often asso-- 


As a matter of interest it may be mentioned that in France 
steel pole rights are purchaseable for 30 to 100 francs; anchor 
pole rights vary from 80 to 130 frances; for the crossing over 
of the line a franc per 10 meters. Wood pole rights are 
generally arranged at about 10 francs, with 20 francs for 
anchor poles. In forest land it generally costs about 3J} 
francs per pole, as trees, &c.. have to be cleared: · In vine- 
yards two to six francs is paid for each vine plant that has 
to be removed. CE эз . 2 
In Conclusion — i : KO e o e ones 

The general impression that the writer gained from- the 
Paris Conference was that European engineers Яо: not knew - 
as much about extra-high-pressure lines as is known in: 
America. Further, this class of work seemed generally to be 
a part of the work of a busy engineer, who also had charge: 
of a complete local system of supply, i.e., the generating 
station and low-pressure distribution network, &c., of a ену: 
or town. His interest in extra-high-pressure work arose from 
the fact that, generally, the conclusion is that, as generating 
stations become larger and larger, and the generating units 
likewise, it is not so economical to provide for spare plant in 
case of mishaps. Hence it is becoming necessary for these 
stations to link up with each other. It is most pleasing: and 
interesting to note this spirit—which, after all, is in the best 
interest. of the populations thev serve. Even municipa? 
Jealousies on the Continent seem to be getting suppressed 
(even though it тау be slowly) in a genuine effort to attein 
this ideal. It i& to be hoped that the same thing will soon 
occur jn England. . с? 

The promoters of the Paris Extra-High-Tension Conference 
are to be congratulated upon the great success of their first 
meeting. Undoubtedlv this first general interchange of ideas. 
between nations on this subject will lead to even more effective: 
progress at the next meeting. for thev have all, as it were, 
thrown their cards on the table, and disclosed the main lines 
upon which they are working. On this basis it is to be 
anticipated that next year's papers will be less insular (if it 
mav be so described) in tone. IS 

The proceedings of this Conference will be published in 
February next, both in the French and English languages,- 
at 50 frances per copy. Copies max be ordered from the secre- 
{агу of the Conference, 7, Rue de Madrid, Paris. This book 
should prove to be a very useful and interesting compilation. 


EXPORTS AND IMPORTS OF ELECTRICAL 
GOODS FOR NOVEMBER, 1921. 


IN most respects the Board of Trade statistics for November 
varied but slightly from those for October. There was a. 
small increase under all three main heads. The only note- 
worthy single item was the value of exported motors and 
generators, which showed an increase of nearly £100,000. 
The Imports section revealed increases in the items 
Electrical Machinery (unenumerated) ; Switehboards, and 
Batteries. The increase in the total value of -re-exported 
goods was fairly evenly distributed among the constituent 
items. Е 


VALUES ОЕ ELECTRICAL EXPORTS AND IMPORTS FOR NOVEMBER, 


1921. Re- 
Exports. Imports. exports.. 
£ £ £ 
Electrical goods and apparatus 119.486 49.014 . 3.819 
Insulated wire 207,414 18,084 . 109 
Glow lamps - NT " 27.57 21,505 444 
‘re lamps and parts . з 781 414 — 
Batteries E ius РР 38,186 12,285 — 
Meters 33.2365 2.137 804 
Carbons m" xx 5,0608 1,215 1,503 
Electrical. Machinery :— ^. om 
Railway and tramway motors... 6.373 — - 
Other motors and generators 275,553 — — 
Switchboards (not telegraph or ; 
telephone) - gx - 91,839 7.291 105 
Electrical machinery (unenu- 
merated) i а 167,989 46.871 3,438 
Telegraph and telephone 


cable material :— 
Telegraph and telephone wires 


and cable (not submarine) 110,262 2652 630 


Submarine telegraph and 

telephone cable " T 42.028 —: — 
Telegraph and telephone  in- 

struments and apparatus 184,738 3,901 


— 


Tetals 


Employment in Lead Processes.—The Stationery Office 
issued, өп December 8th, Factory Form 616, the approved 
form of Health Register for women and young persons em- 
ployed in processes involving the use of lead compounds. 

| E 
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PosTMASTER-GENERAL v. MAYOR AND CORPORATION OF 


LIVERPOOL. 

As briefly reported last week, Mr. Justice Shearman and Mr. 
Justice Salter, sitting as а Divisional Court of King's Bench, 
continued the hearing of the appeal by the Postmaster- 
General against the judgment of the Liverpool County Court 
Judge regarding a claim for the recovery of the cost o£ 
repairing certain damage to telephone piant belonging to the 
appellante caused by the Corporation's electric light mains. 

Mr. JUsTICE SHEARMAN, on the caee being called, said that 
the Court, after having considered the case, did not wish to 
hear appeilants' counsel in reply to the case for the respond- 
ents. in giving judgment in favour of the  Postmaster- 
General, his Lordship said the Court agreed with the finding 
of the County Court Judge that there was proof of nuisance. 
It might have been dangerous in itself, but the detence on 
that point was such as to prevent the action being successful 
in the claim for damages. Hegarding the agreement entered 
into in 1886 between the National Telephone Co. and the 
Liverpool Corporation, it had been shown that while the 
Postmaster-General held а monopoly of the business of 
telegraphs and telephones for the State, he was authorised to 
issue licences, which had been done in this case to the 
National ‘Lelephone Co. ‘This licence expired in 1911. In 
order to carry out its undertaking in Liverpool, the company 
came to an agreement with the Liverpool Corporation. This 
agreement was subject to certain conditions, one of which 
indemnitied the Corporation against injury ог damage which 
might be done by electric light plant. The agreement was 
entered into before the licence of the Postmaster-General was 
obtained, and the Court agreed with the contention of the 
Postmaster-General that he could not be bound by the agree- 
ment with the Corporation, to which he was not & party, 
and which came to an end by the tlux of time when the 
licence to the Telephone Co. ended on the tranference of 
ite property. Under all the circumstances of the case his 
Lordship said he must hold that there was a proper claim 
under Section 8 of the Telegraphs Act and on the ground of 
nuisance. The Postmaster-General therefore succeeded, and 
the appeal must be allowed with the costs of the appeal. 

On the application of Mr. Maugham, K.C., for the re- 
spondents, leave to appeal was granted in view, said Mr. 
Justice Shearman, of the public importance of the case. 


CONNARE v. THOMAS. 


In the King’s Bench Divisional Court on December 8th, 
Justices Horridge and Shearman heard the appeal of Mr. 
H. E. Thomas, of Hemel Hempstead. from a decision of 
Judge Crawford at Watford County Court in an action 
brought against him by Mr. Joseph Connare, electrical 
engineer, of High Street, Watford. 

Mr. LAWTON, on behalf of the appellant, said the action 
was tried on October 27th. It was a claim by an electrical 
engineer for work done and the price of goods sold and 
delivered. The points for legal argument were, first, whether 
there was any consideration at all to support an oral agree- 
ment; and, secondly, where there was any oral considera- 
tion, whether that was in law sufficient. Mr. Thomas, the 
defendant. owned an estate called Hyde Farm, Hemel Hemp- 
stead, and started building upon it. He proposed to put up 
two kinds of villas and bungalows, and it was necessary to 
install electric light in them. The plaintiff approached hin 
to see if he could get the contract, and un estimate was 
given by the plaintiff on March 13th, 192), and accepted for 
the work to be done at Bs. 10d. per light. That was always 
the basis of the arrangement. At a later date, in Septem- 
ber, a conversation was ulleged to have taken place between 
the plaintiff and the defendunt, the eflect of which was to 
substitute for that contract an oral agreement which he was 
now attacking. It was alleged that the plaintiff said to the 
defendant that the cost of labour and materials had gone 
up, and that defendant said Very well. I will let you off 
putting the fittings in each house, but I shall never pay you 
for them." Counsel eontended that the Judge wae wrong 
in holding there was any consideration for the oral agree- 
ment. He denied that there was any further agreement in 
September. 

Mr. H. I. P. HALLETT supported the Judge's decision. 

Mr. Justice Horrivce, in giving judgment, said he re- 
gretted that the appeal had been brought, because it seemed 
4% him entirely a question of foct as to the state of the account 
between the two parties. But a point of law had been 
evolved out of it, because it was suid there was no con- 
sideration for the bargain which the Judge had found. In 
order to support the judgment it was neceesary to find that а 
good agreement was made about September. 1920. The 
agreement that was alleged to have been made was that 
the contractor should get the same price for the electrical 
installation without putting in electric. licht fittings as he 
had previously quoted to include electric light fittings, and 
it was said there was no consideration for that bargain. The 
Judge's note said ‘‘ Defendant told me I was not to put 
up fittings, tenants to pay for them; I was to allow him 
15 per cent. commission." The Court could not assume that 


note to be incorrect upon the mere statement of 
one side which counsel upon the other side Wille жар 


not admit. It seemed to his Lordship that the whole cas 


was consistent with there being this considerati 

in November the defendant asked for a new 8 rai 
the work that was to be omitted, and he knew perfectly well 
that ‘he had made this bargain in September. He (his 
Lordship) was not going to assume here that the Judge did 
not consider the quéstion of consideration and found correctly 
that there was consideration. The appeal must be dismissed 


CHAMBERLAIN & HOOKHAM v. SOLAR-ZABLERWEREE. 


THE Birmingham Post reports the hearing of this case of a 
British company against a German company before the Anglo- 
German Mixed Arbitral Tribunal on December 9th. 

Mr. Douauas Нова, K.C., said the claim was for 22,9] 
and interest. There was no serious dispute as to the amount, 
but there were certain points to be cleared up. The German 
firm's objections were that its shures were owned by tha 
English firm and that when the shareholders in a German 
company were English the company was not a German com- 
pany. It further objected that where the shareholders 
in a German company were in the position of the claimants 
there was no debt. Those were propositions which were not 
in accordance with English or German law or with the pro 
visions of the treaty. | 

Messrs. Chamberlain & Hookham carried on the business 
mainly of makers of electricity meters. In 1908, in associa- 
tion with a Serman firm in Hamburg, a German company 
was formed, and the respondent company was incorporated 
with a capital of 50,000 marks held by three or four share- 
holders, Mr. John Chamberlain holding 30,000. The German 
company bought from Chamberlain & Hookham the whole of 
the patent rights in respect of these electricity meters for a 
number of Continental countries. The price was 49.000 marks, 
nearly the whole of the paid-up capital. The German com 
pany commenced business in Hamburg, its principal business 
being the assembly and sale of meters made under the 
Chamberlain patents. The German company did not at first 
make very much profit, but in 1914 it was apparently getting 
large orders, and looked like having a prosperous future. In 
1912 the whole of the share capital in the German company 
was owned by Chamberlain & Hookham. At the outbreak 
of war there was owing to them the amount claimed. Counsel 
quoted legal decisions of the House of Jords on company 
law, and held that there could be no doubt that Messrs. 
Chamberlain & Hookham had the right to say that they had 
sold goods for which they ‘had not been paid. 

The decision will be announced later. 


BIRKDALE & DISTRICT ELECTRICITY SUPPLY Co., LTD., t. 
| SOUTHPORT CORPORATION. 


THE motion on behalf of plaintiffs, postponed from the pre- 
vious Friday, was mentioned to Mr. Justice Peterson in the 
Chancery Division on December 9th. [eave had been given 
to amend the writ by adding the Attorney-General as 8 
plaintiff, and the Attorney-General's fiat was obtained, but 
further amendments were asked for. The writ only ask 
for an injunction to restrain supply and distribution by t 
Corporation, and it was desired to ask for a declaration. 
the motion being called, counsel stated that the parties were 
not ready and a further adjournment for a week was grante 
bv his lordship. 


SHIRTLIFE Bros. v. ALBION Mitts Co. 


AN appeal by the Albion Mills Co.. of Cable Street, London, 
from a decision of Judge Jackson at the Mayor в an КАТ 
London Court in favour of the plaintiffs, Messrs. Sbir 
Bros.. manufacturers of electric baling presses 9 7: 
worth, came hefore Justices Horridge and Shear? 
ting as a King's Bench Divisional Court on December em 
Mr. С. W. Н. Jones, for the appellants, said the claim V 
bonus agree 


be paid by the defendants to plaintiffs for an electrical bon 


an acceptance. Judgment tor 
£50 and £9 respectively. The Judge said 1 
the рии pe i e ү {о 
machine, and they said that they were, | 
in fact delivered.. and upon that he said they W ш 
their contract as far as the bonus was concerned, 8 
entitled to the £50. anter de 
Mr. Tristram ВекЕЅРОКО, for the respondents, Bi e 
that there was evidence upon which the Judge, livery Vt 
that the plaintiffs were ready to deliver, but that dell“?! 
refused by the defendants. | M tered 
Mr. Justice Моввтрок said the plaintiffs ene and deter 
contract with the defendants to supply а mac ine, pt 
dants promised this bonus of £50 if delivery was тегей the 
six weeks. Although the machine was never йел... 
Thlae fund that if the оліп а were ready fred, wit 
deliver it was the вате thing as if they 
that he (his Lordship) could not agree, 
only get their money if they delivered. ba 
over the difficulty was to show that defendants 


al 
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them not to deliver by that date or that defendants had in 
some way broken their contract. Defendants never requested 
the plaintiffs to delay or prevented delivery, and the plaintiffs 
could have sent the machine and eurned the bonus. They 
‘did not do so, and therefore the Court must set aside the 
judgment awarding them the £50, with costs. ‘he rest of 
‘the judgment would stand. 


CORRESPONDENCE. 


Letters received by us after 6 p.m. on TUESDAY cannot appear 
until the following week. Uorrespondents should forward 
their communications at the earliest poesible moment. Мо 
letter can be published unless we have the writer's name and 
address in our possession. 


One Solution of the Frequency Problem. 


The most obvious method of obtaining two frequencies frum 
one generating unit is of course that suggested by Mr. E. W. 
Lorey in his letter in your issue of December 2nd, but во tar 
trom being One Solution of the Frequency Problem, it 
. 1s only One Solution of one Frequency Problem, because it 
1s only possible when the non-standard frequency is 100 cycles. 

In the scheme suggested in my article, 1 take advantage ot 
the two independently driven alternators on the double- 
rotation turbine set to obtain any practical combination of 
frequencies with minimum capital outlay and also minimum 
losses. | 

In propounding my scheme. I sought to avoid odious com- 
parisons between the axial-tlow and. double-rotation types of 
turbine, and as both are saleable in the same market, 1 
inade, and sbould have stated, the assumption that as regards 
elficiency and cost there is nothing to choose between them. 

Before considering the various factors in detail, I should 
like to point out that Mr. Dorey’s proposals for running the 
turbine set as a frequency changer are hardly practicable. 
‘the turbine designers would undoubtedly have something to 
say with regard to the windage losses in a turbine ot the 
impulse type when run without steam, und to uncouple the 
turbine is a serious matter. 

Most station buildings would require alteration to accom- 
‚ modate the long doubie-alternator set, but the coupler set 
can be stowed in any odd corner. 

Let us compare Mr. Dorey’s 100/50-cycle tandem scheme 
with my proposal of the synchronous coupler set :— | 

Capital Outlay.—The additional high-speed full-capacity 
alternator required in Mr. Dorey’s scheine would cost nearly 
50 per cent. more than the two low-speed alternators of half 
the power forming the synchronous coupler set. 

Losses.—In the one case there are the losses of an addi- 
tional full-capacity high-speed alternator, whilst in the other 
there are the losses of two half-capacity low-speed alternators. 
Assuming normal machines, the losses would be rather less 
jn the low-speed machines. I agree with Mr. Dorey that 
there are no conversion losses in his scheme, but Mr. Dorey's 
machine load factor can never exceed 90 per cent. 

Obsolete Plant.—Mr. Dorey states that the 100-cycle alter- 
nator could be re-wound for 50 cycles. Although the 
alternator could not be designed to be efficient at both 
frequencies, I accept this postulate and apply it to my scheme 
with equal effect. When there is no more need for the special- 
frquency supply, the obsolete plant will comprise :— 

With Mr. Dorey's scheme— 

One full-capacity high-speed alternator ; 
and with ту scheme— 

The coupler set (only half of which is of non-standard 
frequency). ; 

Direct Current.—A dynamo can be added to the coupler 
eet, and then the three classes of power can be taken from 
the set in any proportion. The only feasible method avail- 
able to Mr. Dorey is to use а rotary converter. This could 
only be driven from the three-phase alternator, so that he 
would not obtain the maximum flexibility. 

Power Factor.—As stated in my article. by transferring 
part of the wattless component of the load from the high- 
speed machine to the low-speed machine, a greater output 
can be obtained from a standard turbine set. See Mr. 
Dorey's article, ELgc. Rev., November 25th, 1921. p. 723. 


Loughborough. Leics. C. Sutton. 
December 6th, 1921. 


The Durability of Lead-covered Cable. 


I have read with interest the various letters on the above 
subject, and quite agree with Mr. Parsons that the main 
points to be considered аге :— | 

1. Good workmanship, which applies equally to any 
system. = У | 
‚ 2. The absolute necessity of seeing that the metal sheathing 
18 properly bonded so as to give perfect continuity to earth. 

I venture to say that over 90 per cent. of the failures of 
lead-covered systems are directly attributable to the fact that 
no attempt has been. made to hond the sheathing. or when 
ап effort has been made it has heen done in a slip-shod 


manner. and the b | 
SM e blame is generally put down to uM 


To my mind, a lot of these failures would be eliminated if 
supply engineers and insurance inspectors insisted on proper 
bonding with fittings specially designed for the purpose, aud 
did not pass installations where the only attempt at bonding 
was to twist a ресе of wire round the sheathing. 

in the past there was possibly some excuse for tbe con- 
tractor who thought any sort of bond would do, but nuw 
-that we are blessed with umpteen systems, there would seem 
to be no loophole at all for suoddy work. My own experience 
is, however, to the contrary, us 1 have still to find the eal 
systern of fittings, and I think the cable makers would be weil 
advised to give more attention to this, and when designing to 
try and remember that wiring is generally done from the tup 
of a ladder and not at the bench. 

The weak points in the various systems may be briefly 
enumerated as follows: | Жа 

To be ш a position to take on a wiring job at short notice, 
à contractor must of necessity carry a multitude of special 
fittings, which in some systems means a special box for every 
position and bonding clips for each size of cable. 

One maker attempts to get over this trouble by providing a 
box with four openings, with the result that when it is used 
for a tee joint one side is left open. This is not good practice, 
particularly if the box is used under a floor, and would not, [ 
teel sure, be encouraged by the Fire Insurance Co. 

Other makers try to solve the trouble by providing blank 
covers or boxes and special cutting pliers, but my experience 
is that these are more often than not missing when wanted. 
with the result that the wireman makes the best of a bad 
job by hacking & way in, with the assistance of а hammer 
and chisel. Only recently I came across a case where the 
wireman had adopted this method. The job, being duly com- 
pleted, was tested, and found to be earthed,'the fault being 
found after considerable trouble to be due to the ragged 
edge of the cover piercing the sheathiny. 

‘he question of bonding is not being treated as seriously 
as it deserves to be, as I find that in some of the later systeins 
efficiency is being sacrificed for so-called simplicity. One 
firm provides a bonding ring and endeavours to get a satis- 
factory bond on 2, 3, or 4 cables by means of a centre screw 
with the wood block as the medium for applying the pres- 
sure. What is going to happen when the block shrinks, or 
when an elbow connection has to be made? 

Another source of weakness is tapped holes in soft ‘metal, 
as the screw threads are so easily stripped should the wire- 
man happen to give the clamping ecrew an extra turn or two. 

From my experience, the only satisfactory method of bond- | 


. ing is to use a separate clamp for each cable; you can then be 


sure that all are efficiently bonded even when tbey vary in 
size. The connectors in general use should aleo receive atten- 
tion, as they are not always satisfactory due to missing or 
faulty screws. i 

I am also inclined to agree With Manchester Inspector 
that a pure lead sheathing is likely to last longer than an 
alloyed sheathing, as I have recently heard of two cases where 
alloyed sheathing has disintegrated. Both these were in 
coast towns, and the trouble may have been due to atmo- 
spheric conditions, but it would be interesting to hear whether 
any of your readers have experienced similar trouble. 


R. Hampson, Manager, 
The Bolton Electric Co., Ltd. 
December 8th, 1921. 


With reference to the correspondence in the ELECTRICAL 
REVIEW recently on lead-covered wires, the Lynton town hall 
is known to many of your readers, and they probably remem- 
ber the fine oak work for which that hall is famous. The 
electric light wiring was done by a firm of South Wales 
contractors (name unknown to us now) and lead-covered wire 
was extensively used. Now that wiring is giving trouble, 
and we have been ordered by the Urban Council to re-wire 
parts of the hall. 

Our men have to-day brought back some samples of the 
wire that they are removing; everywhere where the lead 
covering has come in contact with the oak jt has undergone 
some chemical change. I have not the facilities for ascertain- 
ing just what has happened, but I am forwarding to vou 
herewith some samples of the wire just ав removed from the 
building, which I hope will be received without further 
damage, but the white covering is very fragile. and to keep 
16 more or less intact I have wrapped each sample with paper. 

Where the lead covering does not come in contact with the 
oak it seems to have kept fairly well. 

Ав во many country houses have oak work as а feature 
this change that has oceurred in these wires may be of 
importance in similar positions; if, on examining the wires, 
you can offer any conclusions it may be a help to those who 
are using lead coverings in contact with oak beams, &c. 

I may add there was no system of bonding. The supplv is 

3. C., single-phase. 100 volts, 100 cycles. The samples are from 
wires fixed to the open timber work in the roof. 


Electricitv Works, T.wnmouth. P. T. Kimmins.. 
December 10th. 192]. Ws | 


— [We shall refer to these interesting samples i m" 
‘—Eps. Erec. Rev.) жү UE PISO шек ыш 
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E x" ano Business Methods. | 
. For some time past we have been buying in small quan- 
tities small reversible ampere-hour meters for use with 
country-house batteries, these meters being of American 
manufacture. The importers keep & stock in England, and 
though the instrument is rather expensive, it does its work, 
and we get prompt delivery and satisfactory service. 

A chance inquiry ‘to one of our big English meter manufac- 
turers recently brought to light the fact that they had 
started to manufacture 4 similar meter, and their quotation 
was 10 per cent. less than for the American instrument. 
Preferring to do business with English firms where possible, 
сё Ле order on their promise of 14 days' delivery. 
and twice afterwards wrote pointing out- the importance of 
delivery by November 30th, so that it could be fixed by 4 

.We -also had a letter 

"promisin delivery by ovember 30th, and accordingly 
instructe t the arrival of the meter. To-day 
(December 7th) we received a letter from the meter manu- 
facturer enclosing à Pro forma invoice. Pro forma invoices 
ее 3 which have not done 


business before, b | 
placed the order. and as delivery was excep 
eurely this firm could have asked for references or informe 


us а fortnight ago a 


have been pleased to send. ve ht 
our man to come home, and a special journey will have to 


be made to fix this meter at а cost in railway fares alone of 
£9. (One wonders whether manufacturers realise that con- 
tractors pay their men 17s. a day and out allowance.) 


Much as we would prefer 

houses, until they wake up to the fact that this treatment is 
not businesslike, firms like ourselves are being reluctantly 
forced to place our orders with the more businesslike Yankee. 


Matt Jennison, 
| Managing Director. 
Grimsby. Matt Jennison, Ltd. 
December Tth, 1921. 2 


nsulated Wire for A.C. Rewinds. 


Рарег-і 
like to hear the views and experiences of 


I should much | | 
your readers on the results obtained when using pa per- insu- 
jated conductors in lieu of d.c.c. wires for re-winding а.с. 


motors. Just at that period subsequent to the armistice, when 
d. c. c. wire was practically unobtainable, I was called upon {о 
re-wind a 90-h.p. machine removed from 4 gulphuric-acid 
plant. I could not obtain the correct gauge of standard d.c.c. 
copper. Realising that the re-wound motor would have to 
stand up to heavy duty. accompani d by acid fumes. I decided 
to experiment with paper-in sulated copper of the correct gauge. 
that being the only type of insulation immediately available. 
I found it advisable to shellac varnish the parer-insulnted 
conductors before use. Since the completion of the job Т 
have heard nothing im the vature of a complaint or fault 
though d. c. c. re- winds effected at approximately the same 
date (nearly two vears ago) show signs of failure in the same 
chemical works. The experience of others would be of much 


interest to myself. 
B w. E. Rogers. 


London. 
December 10th, 1921. 


— ꝛ— 


| Leaves from an Inspector’s Note Book. 

Tbis article leaves a nasty taste. Anade " makes him- 
self the iudge of engineers who are very likely earning three 
times his salary, Perhaps if mne good engineer had 
changed jobs and directors with the '' Һай one. their quali- 
fieations, according to our super-inspector, would have been 
reversed. | 

Again. the author appears to think it funny and not dis. 
honourable to alter wrong connections behind hi« clients’ 
hacks, making his opportunity to do so by means of a trick! 
T wns surprised to see that one off Anode’s connections 
could be wrong after his ridiculé and attempted wit at the 
exnense of another person who also made a mistake. Being 

Anodes” own error it would have been less cowardlv 
and more truthfnl and honest on his vart and pacifving to hie 
justly angered client to have admitted the mistake hke a man 
even to one so lackirg in electrical experience as the nork 
Gutcher montieved. I should like to know what world have 
nappened had his client discovered the dirty trick. The pork 
m 1 ы have treated “ Anode like а pig 
and the article which mistakes bad t: "wi P | 
песа wonld rever have heen written ps кешкш ацын. 

T should like to talk from the other side of the fence. A 
firm or, corporation ha« electrical pl^nt and places in charme 
‚ thereof an exveriencad enTineer. The directors or persona 
in authority insure this plant. What sometimes happens? 
A young and bossv insnector earning less than n fitter (в e 
recent advertisement columns) comes along. lord T ih 
5 | me. s it over a 

| as an engineer before the insnector was barn 
а 2 5 . Aaner e the en 

й e machines as thoucb he was going to market 

them each a suit of elothes, and very often Wide iet te 


water. They must be prepared | 
.have proper storage. but he knew of hardly, 
that was во favoured with the means of obtainin dea 


the large rivers.. and he expressed dis P 
had done could be done for every reasonably -817 


injury by complaining to his co i 
not know his job сше the balhrcor 5 puris 6 
because there are no fuses in the dynamo shunt l S 
A short time ago an inspector reported in 10 «d 
ed of one of our consumers was running too s 1 
а ed in. and after running the motor at full load к 15 
ours the temperature rise was under 70 degrees F.— d this 
ш а motor which only works normally for 2 or 3 Bouts p 
55 поа 55 nee cold hands, as these were dis 
ous 5 statement which might have been seri. 
could name various other instances 
the best of inspectors. like other 5 = 15 
caught napping, | but I will content myself by ЕТЕ 15 
Anode is neither so smart nor so witty as he thinke him. 
self, and in fact his article brands him as a person 1 tri i 
to shine at the expense of the laymen and other eed” dul 


dogs.” 
o А. J. Abraham, M. I. E. F 
Electricity and Tramways Department, B 


Aberdare, 
December 13th, 1921. 


| A Disputed Meter Reading. 
In reply to “ Perplexed's " inquiry, I ha imila 
experience with several a.c. Б of ү тары у 
being due to the meter disk refusing to stop when all load 
is switched off, owing to the magnetic brake failing to act 
Should this be the trouble, the Corporation load test would 
fail to show the error. By reinstalling the meter in circuit 
with a check meter on '' Perplexed's " premises, or con- 
necting 1t to the supply on no load for a few days the ap- 
proximate amount of error can easily be calculated. 
December 11th, 1921. 5 


The Installation and Use of Electricity in Coal Mines. 
lam entirely in agreement with Mr. Travis on the ques- 
tion of installing sufficiently large oil switches, especially 
below ground. The latest Coal Mines Regulations issued by 
the Home Office are very stringent with regard to the present- 


day Safety First cry. 


It is now possible, however, to obtain an oil switch which 
is guaranteed flame and explosion proof and which complies 
with Rules 127 and 132. This is the well-known E.A.C. ой 
switch with machined flanges and fitted with E.A.C. relief 
bolts. This switch is theoretically right and has been proved 
by experiment. Е ! 

My advice, therefore, to all colliery engineers is to install 
these switches. On the other hand, E.A.C. relief bolts can 
be fitted to any make of existing switchgear of guitable design. 
and having machined flanges. The switchgear then becomes 
I would ask every colliery engineer: Ія all the appari- 


safe. 
о your mine safe? Does it comp: with Rules 127 and 
| R. J. Millard. 
Nottingham, | 


December 19th, 1921. 


Electric Furnaces in Belfast.—On December 3rd the new 
steel foundry of Messrs. Sutherland, Ltd., Belfast, was 
formally opened. The melting is. electrical. the furnaces 
being supplied by & two-phase, three-wire system. The fur- 
nace, which can deal with 30 cwt., has 2 tank furnace 0007. 
tilted by means of an electric motor. When the tank в 
tilted the steel runs into a ladle. which is conveyed to вру 
part of the foundry by ап electrical overhead travelling cra 

After the opening ceremony. Mr. T. D. Robertson 
Electro Metals, Ltd., who built the furnace, Т d 
interesting paper on ^ Electric Steel." He said it was interest: 
ing to note that this wae the first attempt to make steel 10 


Belfast in commercial quantities. 


‘Irish Water Power.—At a meeting in Dublin of йе 
stitution of Civil Engineers (Ireland), . Sir John Р. S r 
Chairman of the Board of Trade Sub-Committee 00 the 1 5 
Power Resources of Ireland. - said . that Ireland har. ot 
specially favoured by investigations of this kind. fle d in 
want to belittle the country в resources of coal and ‘peat. 

it should be remembered that these were exbau a 
of power. while water was perennial, an would last 3$ . 
as solar influence evaporated water from the Atlantic. 
keynote of the Sub-Committee's report was. 


water as Ireland. The Sub-Committee: d 
ie convict! 


Ireland. 
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The Electrical Review Issue tor —— 30th.—We 
desire to, direct the attention of our advertisers and readers to 
the announcement appearing in our advertisement pages to-day 
respecting the dates for sending in copy for our issue of Decem- 
ber 30th. All editorial matter must reach us much earlier than 
usual. as the greater part of the Review will have to be " made 
up before the Christmas Holidays begin. 


Bankruptcy Proceedings.—A. V. FOWLER, естй еп- 
gineer, Seacliffe, Fitzroy avenue, Kingsgate, ' Kent.—Heceiv- 
ing order made December 10th on creditor'a petition. 

WILLIAM BENNETT, residing at 1, Richardson Street, and 
carrying on business as an electrical contractor at Sitwell 
Street, Derby.—A meeting of the creditors was held at 
the offices of the Oftcial Receiver at Nottingham, on 
Wednesday. The statement of affairs showed liabilities 
£125, and a deficiency of £99. Debtor, according to his 
statement of affairs, commenced business as an electrician 
and electrical contractor in Sitwell Street, Derby, in October, 
1919, with a capital of £200, borrowed. from a friend, which 
had since been repaid. He kept no books of account, 'he had 
no banking account, and he stated that for the first two 
years the net profits of the business did not amount to more 
bentures for 42,000 and rank as an ordinary creditor И a 


loss. ‘Lhe unsecured liabilities were all for trade and domes- 
tic debts. He attributes his insolvency to depression in 
trade, keen competition, and ill health. There being no 


quorum at the meeting, the mutter was left in the hands of 
the Official Receiver. 

JAMES JOSEPH SMITH, electrical engineer, trading at J, 
Central Street, E.C., under the style of J. Smith & Son.— 
Creditors met last week at the London Bankruptcy Court 
before Mr. Warren, Official Receiver. Tue receiving order 
was made on Novernber 24th. upon the petition of the Sloan 
Electrical Co., Ltd. The debtor has stated that he commenced 
business as above in March, 1919, with £70 capital; it was 
successful during the first year, but the recent trouble in the 
coal and engineering industries practicaliv killed it, and he had 
never been able to recover a sound position. The liabilities 
were estimated at £300, and in the absence of assets the 
case was left with the Official Receiver to be wound up in 
bankruptey. — « 

J. G. WiLLIAMs, electrical engineer, 4, Blaennart Street, 
Dufirvn, Cymmer, Port Talbot.—First meeting, December 
2lst, ut the Otticial Receiver's Offices, Government Buildings, 
St. Mary Street, Swansea; public examination, January 17th, 


at the Town Hall. Neath. 

W. HiLL, " seedeman and electrician," За, Leigh Road. 
Leigh — Receiving order made December 9th on debtor's own 
petition. | | 

Н. E. CARR, elactrical engineer, Carlisle Street, Goole.— First 
and final dividend of 5s. 534. in the £, payable at Carlisle 


Chambers, Goole. 


Company Liquidations.—THE PHUNOPORE CONSTRUCTION 
Co., Lro., the Phonopore Works, Southall, Middlesex. 
—The first meeting of the creditors of the’ above was 
held on December 5th at 29. Russell Square, London. 
W. C. I. The Official Receiver reported that the company 
seemed to have been incorporated on March 29th, 1916, and 
was formed with the object of carrying on business as manu- 
facturers of telephone instruments. Ihe company carried on 
business until June, 1917, when its works were taken over 
by the War Office, and it then practically ceased to do any 
trade until January, 1919, when the War Office gave back 
possession of the premises. Later £1,500 was awarded in 
respect of compensation, and he (the Official Receiver) under- 
stood there was a question of a further payment due to the 
company. А representative on behalf of the Crown said the 
War Ойсе had three claims against the company, one of 
which was for £20,750. Mr. F. R. W. Robinson said the com- 
pany still had a claim against the Crown for over £3,000, of 
which £700 was in respect of the balance of the award 
granted by the Royal Commission, and the remainder was 
for re-instatement. The Official Receiver, continuing, said 
debentures were issued, the holders of which were Мг. 
F. R. W. Robinson, Mrs. Robinson (his wife). and Mr. 
Е. R. H. Robinson (son). Mr. F. R. W. Robinson ‘was 
appointed Receiver by Mrs. Robinson under her first deben- 
ture, and he was now in possession of the company's assets. 
The statement of affairs had not been lodged, but the liabili- 
ties were stated to amount to £2,500. The company's failure 
was stated to have been due to the occupation by the War 
Departinent of the company's premises, loss, of goodwill, and 
general depression in trade. Asked if he had uny proposal 
to make to the creditors on behalf of the company, Mr. 
Robinson said he was in touch with several people, and he 
was doing his best. He was willing to give up his own de- 
bentures for £9.000 and rank as an ordinary creditor if a 
working agreement was arrived at. The creditors decided 
that no application be made to the Court to appoint a liqui- 
dator other than the Official Receiver. A committee of шаре 
fion was nominated. 


BUSIN ESS NOTES. 


ASSOCIATED РЯ & Енка Cò., LTD.—A petition 
for the winding up of this company has been presented by 
Messrs. H. Barnett & Co., Ltd., of 8, Vine Street, Minories, 
E., and will be heard in London on December 20th. m 

Leeps ALLIANCE ELECTRICAL MANUFACTURING Co., 
Meeting of members is called for January l7tb at l, Albion 
Street, Leeds, to hear an account of the winding-up from the 
Laquidator, Mr. S. S. Tadman. 

EGYPTIAN POWER & NITROGEN SxxDicaTE, LrD.—Windin ир 
voluntarily. Liquidator, Mr. J. S. Mallam, 1, Queen 
toria Street, E. C. Meeting of creditors December 28th, it 1 
Queen Victoria Street, E.C. 

ILrord Dry Batrery Co., тр. —Winding up voluntarily, as 
the company cannot, by reason of its liabilities, continue the 
business. Liquidator, Mr. G. W. Roberts, 2, Guildhall Cham- 
bers, E.C. Meeting of creditors called for December 19th at 
the offices of the Liquidator. Particulars of claims must be 
sent to the Liquidator by January 3lst. 

Power ‘Gas Economy, I.tp.—Particulars of айа should 
be sent to Messrs. Thomson, McLintock & Co., 216, West 
George Street, Glasgow, by December 3lst. A second and 
final dividend will be paid immediately on the expiry of tha 
above date. Liquidator Mr. J. Duncan. 

ARGENTINE ELECTRICITY Co., Lrp.—Meeting called for 
January l6th at 62, New Broad Street, E.C., to hear am 
account of the winding up from the liquidator, Mr. T. 8. 


Hamilton. 


Dissolutions of Partnership.—H. & С. Аѕнжовтн, electrical 
engineers, 17, Mayville Road, Brierfield,’ and 33, ‘Garrick 
Street, Nelson, Lancs.—Mr. Н. Ashworth and Mr. G. Ash- 
worth have dissolved partnership. The former will attend 


to wate 
J. W. HanGREAVES & Co., electrical engineers, 104, Park 


та Ы —Mr. J. W. Hargreaves and Мг. R. D. бузоп 
have dissolved partnership. Debts will be attended to by 
Mr. Hargreaves, who will continue the business under his 


own nare.: 


Trade Anaouncements.—Messrs. J. Н. Hawkins and C. M. 
HaLLAHAN have opened an electrical] department in connection 
with their business at 58, High Street, Aylesbury. 

Mk. REatNALD Cox, who has been for many years РЕА 
with the English Electric & Siemens Supplies, Ltd., and their 
predecessors, has resigned his position in order to undertake 
the management of the London office of Tramway Supplies, 
Ltd. (of Leeds), at 93, Cannon Street, E.C.4, which office is 
being onened to deal with business in the south for home and 
export. Telephone No., City 3014 "; telegrams: Tram- 
suplim, Cannon, London." In addition to tramway require- 
ments, Mr. Cox will handle the T.S. oil switch equipment, 
distribution panels, underground cable boxes, and other 
manufactures. 

The YORKSHIRE ELEcTRIC Power Co.'s head office has been 
removed to 36 & 37, Park Place, Leeds. Telephone: 24, 578 
Leeds; telegrams: '' Yepower," Leeds. 

The business of Messrs. SuTCLIFFE BROS., 90 & 91, Queen 
Street, E.C.4, has been taken over by Messrs, E. G. Hoare 
and L. E. Milburn as from the lst inst It will be carried 
on exactly as before and under the same style. 

Messrs. W. H. ALLEN, Sons & Co., LTD., of Bedford, have 
appointed Mr. Harry Astbury, A. M. I. M. E., of 159, Gt. 
Charles Street, Birmingham, as their representative for the 
Birmingham district. 

Messrs. HUBBER & SON announce that the business of the 
late Mr. Frank Hubber, electrical engineer, of 85 and 86, 
South Street, Exeter, will be continued by them, with Mr. 
Walter H. Hubber as manager. 

Messrs. Hices BROS., of Sand Pits, Birmingham, are open- 
ing a branch at 3, York Street, Manchester, to deal with all 
sules in Lancashire and Cheshire. 

Mr. W. Dotan, having started in business as an electrical 
wiring contractor, at 214, Somers Road, Southsea, desires cata- 
logues of lighting, heating, telephone and other accessories and 
fittings. 

Messrs. GEORGE Boor & Co. have removed to 65, Fenchurch 
Street, London, E.C.3. Telephone No.: Avenue 5781. 


Catalogues and Lists.— Messrs. Маек Bros. & THOMPSON, 
LTD., 97a, Dalston Lane, E.8.—An illustrated booklet showing 
construction, connections, &c., of ammeters, voltmeters, 
power-factor meters, synchroscopes, and other power-station 
instruments, testing sets, &c. | 

Mrssrs, Bates & МОВТСЛЕЕЕ, LTD., Perseverance Works, 
Brighouse, Yorks.—A price list of mild steel wire of various 
gauges, shapes, and finishes. | 

Ler TRANSPORT & Depository, Ltp., Castle Street, Long 
Acre. W.C.2.—A '' manifesto ” describing the various services 
which the firm provides, including motor, railway and sea 
transport, storage, &c. rs | 

Scatpis Works (А. Bruynooghe), 11, Bahai = Grove, 
S. W. 12.—A price list of d.c. and a.c. motors. E i 


LITD.— 
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SOCIETE INDUSTRIELLE D'ELECTRICITE (FRANCE), 28, Queen 
Anne's Gate, S.W.1.—4A price list of Eternos, Radius. 
and Perfectos safety cartridge fuses. g 

IRE Y-SWITCHGEAR Co., Temple Courts, Temple Row, Bir- 
iningham.—Publication No. 101/1, giving illustrations, details. 
and prices of controller-ty pe motor-control oil switches. 

MEsSRS. HUSTON & Новмзву, Lrb., Lincoln.—A booklet 
setting forth the advantages of oil fuel. | 

‘ae MITCHELL CONVEYOR & TRANSPORTER Co., LTb., Atlantic 
House, Holborn Viaduct, E.C.1.—AÀn illustrated brochure 
‘yiving many particulars regarding the cost and working of 
locomotive coal- and ash-handling plants. 

Messrs. WARD & GOLDSTONE, LTD., Frederick Road, Pendle- 
ton, Manchester.—Circular ‘announcing reduced prices of 
“+ Ivolex fuse units and boards. Illustrated. 

METROPOLITAN-VICKERS ELECTRICAL Co., Ltp., 20, Brazennose 
Street, Manchester.—A booklet containing illustrations and 
"~ revised versions of nursery rhymes. udvertising Cosmos“ 
lamps. The booklet also includes particulars of a colouring 
competition for children. | 

THe CABLE Accessories Co., LTD., Britannia Works, Tipton. 
Staffs.—An illustrated and priced catalogue of Revo 
switch- and fuse-gear, sealing chambers, &c. 


Calendars and Almanacs.—Mkssns. MAwpsLEx's, LTD., of 
Dursley, have issued a calendar for 1922, with a set of small 
monthly slips placed beneath a picture well executed in colour 
of A Refreshing Interval (Val Davis)—a lady artist enjoy- 
ing a cup of tea. | А 

Messrs. Arron & Co., Ltp., of Derby, have issued a hanging 
wall calendar, the pictorial feature of' which is a beautiful 
collotype reproduction of E. Henry Holder's painting, The 
River Yealm, Devonshire.“ 

A wall sheet calendar with monthly date slips for 1922 has 
Den Ee from the NATIONAL ENGINEERING SupPLY Co., of 

агаш. 


Composition.—K. Н. Kerr & Co., electrical accessories 
manufacturers, Barr Hill Works, Dalbeattie —Messrs. W. & 
W. B. Galbraith, chartered accountants, 87, St. Vincent 
Street, Glasgow, state that the committee of creditors has 
held various meetings. They have been instructed to pav 
the creditors as an instalment towards the composition of 
10s. in the £, one-half, or 5s. per £, the balance to be paid 
by the debtor in six months or thereby. 


Our Foreign Trade.—November figures:—The following 
were the values of imports and exports of electrical goods and 
machinery during November, 1921 :— 


Nov. Inc. or dec. 11 months, 1921. 
| 1921. Inc. or dec. 

Imports.— £ £ £ 
Electrical goods and 

apparatus 189,836 — 110,472 + 263,093 
Machinery 648,144 — 960,974 — 7,970,180 
= Exporta.— 
Electrical goods and | 

apparatus 790,895 — 427.203 + 2,050,560 
Machinery . 6,023,903 — 1,764,250 + 13,088,414 

Re-exports.— | 
Electrical goods and 

apparatus 11,315 — 3,600 + 69.343 
Machinery ... 97.230 — 67.510 — 389,854 


Engineering Trade Ballot. — The Executive Council of the 
Amalgamated Engineering Union. in ап official statement, 
strongly advises members to vote for the agreement on free- 
dom of management and overtime, recently provisionally 
arrived at with the Engineering and the National Employers’ 
Federations. The continuance of the negotiations on the 
question of machines, apprentices, and payment for holidays 
is contingent on acceptance of the agreement. Therefore,” 
the Executive Council say in conclusion, it is imperative 
that the agreement should be accepted, and thus enable nego- 
tiations оп these important matters to be proceeded with.” 
The ballot on the question will be taken in the next week, 
and the result will not be known until early in the New Year. 

Mr. J. T. Brownlie, President of the Amalgamated Engi- 
neering Union, in his monthly report, snys the membership 
‘af the Union, which stood at 460,000 at.the beginning of the 
vear. declined to 430,000 at the beginning of December. 
Nearly 26 per cent. of the members of the union are unem- 
ployed.— Westminster Gazette. 


Electrical Supplies in South Africa.—Accordins to the 
South African Mining and Engineering Journal, of November 
l9th, the improvement in electrical goods noted during the 
preceding month or six weeks continued, and dealers apneared 
to he fairly busv as compared with recent months. Stocks 
held were plentiful, and continued to arrive in fair quantities, 
Prices,. merchants state, appear at present to be balancing 
fhemselves both at home and in Germany and Holland. 
America, ns previouslv stated, is very seriously handicapped 
on account of the exchange. Although there аге no big con- 
tracts rong at present, there is a fair daily amount of house 
wiring. | | 

For Sale.—West Hartlepool Corporation Electricity De- 
nartment has for disposal a Tudor storage batterv, capacity 
2.590 amp.-hours on a l0-hours' rating. (See our advert- 
ment pages to-day.) 


Т Beet 5 . of Steel," by 
. C. Sow, р.р xvi 351, 132 figs. London: | 
Co., Ltd. Price 27a. 6d. á unable d 

'" Inaugural Address to the Institution of Electrical Engi- 
neers,’ by J. S. Highfield. (Reprinted from the Journal) 
(9 pp.). London: The Institution. | 

The Pook of the Ford Van," by К. T. Nicholson; second 
(revised) edition. London: Temple Press, Ltd. Price 3 
net.—The second edition of this work has been completely re. 
vised and enlarged. It deals in a comprehensive manner 
with the care and maintenance of the ‘ Ford” van, and 
gives some idea of ite commercial possibilities. The new elec- 
trical outfit is described, and it is noticed that the magneto is 
no longer the source of lighting current; it is possible to use 
the battery for starting, if desired. i 

The Decimal Educator for December contains a report of 
the annual meeting of the Decimal Association, at which it 
was resolved to concentrate attention in the first instance on 
the reform of thẹ units of weight, and to support Mr. Harry 
Allcock's proposal for an increase in the value of the penny 
to one-tenth of a shilling. Articles in support of these 
policies, by Mr. E. C. Barton and Mr. Allcock, and on the 
progress of the Metric Bill in the U.S. Senate, also appear. 
The journal is published by the Decimal Association, price 64. 


Insulating Tubes in Germany.—The Syndicate of Insulat- 
ing Tube Works of: Dortmund, announces an increase in prices 
of 20 per cent. owing to the greater cost of raw materials and 
the rise in wages. It is stated that a large quantity of 
raw materials has got into the possession of speculative 
dealers, some of whom have been reported to the public 
authorities for profiteering, and that the actual producers 
have assisted the practice. 


Belgian Tramway Concessions in Russia.—According to 
reports from Moscow and Riga, the Soviet Government 1 
in negotiation with the Berlin A.E.G., with a view to the 
transfer to the latter of the concessions for the working of 
tramways, formerly in Belgian ownership, їп various towns 
in Russia. The Government is said to demand in return, a 
share of 50 per cent. of the net profits, and the company 
would have to undertake to feed the workmen and staf. 


Czecho:Slovakia.—At the last meeting of the directorates 
of the Bohemian-Moravian Machine Works and of the Elek- 
tricitätswerke Aktien Gesellschaft (formerly Kolben & Co.) it 
was decided to amalgamate the two concerns from January let 
next. The share capital of the Bohemian company ie to be 
raised from 6,000,000 to 8,000,000 kronen. 


The Japanese Delegation.—The delegation of 23 Japanese 
business men, who, together with a secretariat of 28, arrive 
in this country from the U.S.A. on Monday next, will have 
conferences with a large number of financial, commercial, 
shipping, and other authorities in London. They will als 
study traffic control, the underground system, and many 
other matters here, and will visit the important provincial 
centres in January, leaving for the Continent on January 
Ast. A programme of the visit appeared in The Times on 
Tuesday. 


chinese Notes.—Four electrical undertakings have re 
cently been registered with the Chinese Ministry of Agricul- 
ture and Commerce, namely : the Shou-shing Telephone Co.. 
Shou-shing, Chekiang; the Jui-An Electric Light Plant; би- 
an, Chekiang; the Chowshan Electric Co., Chowshan, Che- 
kiang; and the бип Fong Electric Co., Kiangsu. Other 
electric companies that have been organised are the Yau 
Tai Electric Light Co., at Tai Hsin, Kiangsu, and the Sing 
Yang Electric Light Co., of Sing Yang. Honan. Chen Yi-bee, 
president and organiser of the Sunning Railway. expects to 
organise a company with 2,000,000 dols. capital to develop à 
water-power project near the town of Sunning.. As soon г 
the necessary capital has been fully subscribed 1t 18 pua 
that contracts for the equipment will be placed immediately. 
—Far Kastern Review. . | 


New French Companies.—The Etablissements Paul 1 
has been formed at Paris (108, Boulevard Haussmann). M 
a capital of 2,000,000 fr., with the object of manufacturing accu: 
mulators and electrical apparatus for motor-cars. 


A French Failure.— The failure is announced 1 
Société Industrielle de Télégraphie Sans Fil et d'Electri Ў 
200,000 fr. capital, of 18. Rue Duppot, Paris. Liquidator. У. 
Gaubert, 1, Rue Dante, Paris. 1 

on 


Lead. Messrs. James Forster & Co., reporting . but 
cember 10th, say :—'' Trade demand continues very $ ate 1 
slack as it is, it is well to remember that the consump tons 
sheet, and pipe lead continues steadily round Арш 3.000 tons 
per month, and that for white lead probably а n, alectrica 
monthly, making 8,000 tons, added to which 18 me such 
trade, which also at present is very slack. Again tober. 
figures we had 3.015 tons left for home absorption Н діварреа" 
and not much more for November, so the complete "Franee. 
ance of all public stocks is not to be wondered а buy. and 
Germany, Holland. and South America continue | ead. 
English manufacturers are sold out for some ume m 9.85 
Board of Trade returns for November аге :—Impor 605 
n exports, 2,843 tons; leaving for home а 

ons.” 
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The Russo- German Reconstruction Scheme.—In further 
reference to the A. E. G. Russian scheme, to which we refer ш 
our leading columns to-day, the Berlin correspondent of the 
Manchester Guardian Commercial states that the driving force 
for the resumption of Russo-German trade relations and for the 
handling of the Kussian problem on a generous scale is Herr 
Deutsch, the general director of the Allgemeine Electricitats 
Gesellschaft. who is of opinion that the trade opportunities 
offered by Russia are sufficient to give full occupation for a 
pumber of years to the industries of all countries. He does not 
see the need for acute competition, and believes that inter- 
national co-operation is the solution to the problem. He has, 
therefore. worked out a plan, which he submitted, during a 
recent stay in London, to a number of leading English per- 
sonalities, who were apparently quite enthusiastic about it. 
Roughly speaking, Deutsch considers that America wouid grant 
credit and supply raw materials; Great Britain would see to 
transport, grant credits, and also send manufactures; while 
Germany would act as manufacturer. All orders from Russia 
would yo straight to this international organisation, ana be 
executed at a certain fixed price, which could be somewhere 
between the British and German cost of production. Profits on 
German orders would compensate losses on British supplies. 
Sir Peter Rylands is stated to consider that, while some such 
scheme is desirable in the general interest of European trade, it 
should be carried out as part of the Reparations scheme, with- 
out aid from America; and under Allied supervision. 

In an interview also published in the Manchester Guardian 
Commercial, Mr. Krassin, discussing the German proposals for 
developments in Russia, said that a trade arrangement of some 
sort was just as essential to Russia as it was vital to Germany; 
the 150 million peasants in Russia were in urgent need ot the 
thousand and one things which they had been compelled to do 
without practically since the war started. Mr. Krassin also 
agreed that the prospect of obtaining necessary commodities 
and utensils would spur the average Russian peasant to in- 
creased production, and in this connection he gave his opinion 
that guarantees on Russia's part could safely be confined to re- 
payment by means of surplus grain, &c., as rouble notes would 
be useless beyond the borders of Russia. He had discussed the 
formation of some such similar scheme with Herr Deutsch, of 
the Allgemeine Electricitats Gesellschaft, and with many other 
business men on the Continent, who fully recognise the fact 
that the present state of affairs in Europe is bound to grow still 
worse unless a sane attempt can be made to bring Russia once 
again within the wheels of international trade. 


Bennis Contracts.—A large number of orders have been 
recently received by Messrs. E. Dennis & Co., Ltd., for their 
stokers and compressed air furnaces for Lancashire boilers, 
chain grate stokers for water-tube boilers, and mechanical 
coal and ash handling machinery. The list of contracts before 
us includes equipment for collieries, mills, iron and steel 
works, and the Ashton-under-Lyne Electricity Works, the last- 
named order being for four chain grate stokers for Thompson 


water-tube boilers. 


£2,000 per Annum.—It appears that employers experience 
difficulty in finding men qualified to occupy positions where 
their services will be worth £2,000 per annum to the businesses 
in which they are engaged. It seems to us that it is unreason- 
able to expect to find strong swimmers among those 
who paddle with the crowd on the water's edge. What 
bring out the strength of a man's character ure oppor- 
tunity and responsibility. Cadets are not expected to conduct 
campaigns, they must first serve as captains and colonels. Ad- 
ministrative ability needs cultivation and experience. Is it 
not time that some employers were bluntly toid that they аге 
themselves to blame for lack of promising material among their 
people? If managers and sub-managers are allowed to crush 
initiative, frown on ambition and penalise enterprise, employers 
must not expect to find potential £2,000 men in their employ. 
Intelligent young men do not stop with such firms. [ncident- 
ally, some readers might be glad to know where these em- 
ployers conceal themselves when the £1,550 man 1s looking for 
a rise - The Times Trade Supplement. 


' Wages in the Electricity Supply Industry.—.\t a meeting 
of E. J. UT. shop stewards of the No. 10 (Greater London) Area, 
on Deceinber 5th, it was decided to call for the setting aside of 
the national agreement as to wage reductions arrived at bv 
the N.J.I.C. for the industry. so far as No. 10 Area is con- 
cerned. The ground upon which this was demanded was that 
wages variations were already provided for in the special agree- 
ment for the No. 10 Area. It was declared at the meeting that 
any further wage reductions would be strenuously opposed. 


A Ten per Cent. Paper Dividend.—The Rhenish-West- 
phalian Electricity Works Co., of Essen, which is largely a pit 
bank generating undertaking, has just declared a dividend at 
the rate of 10 per cent. for 1920-21. The chairman stated that 
a 10 per cent. dividend in paper was 0.2 per cent. in gold. 


Price Reductions.—Messrs. Donovan & Co., of Birming- 
ham, announce that though the recent award reducing wages 
has not yet had full effect, they are increasing discounts on 

аще and Donlok gear by 20 per cent. ав from Decem- 

at. | 
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New Metropolitan: Vickers Showroom.—The Metropolitan- 
Vickers Electrical Co., Ltd., has just opened a showroom at 
No. 7, Saville Row, Newcastle-upon-l'yne. Ihe new premises 
ure most conveniently situated, being in the centre of the 
business section of the city. Ihe showroom, elegantly fitted 
from the firin's own designs, is divided into three sections, 
representative, respectively, of the Adam, Jacobean, and 
Georgian styles of decoration, and in each case the electric- 
light nttings, pendants, shades, &c., are all in harmony with 
the surroundings. ‘lhe different styles of furnishing are found 
very advantageous in judging the exact effect of the fitting in 
varied surroundings. Beyond the sections devoted mainly to 
lighting fittings, is an industrial department. Here are shown 
many types of ironclad switchgear, cables, samples of conduit, 
and a large display of all sorts of- bell pusnes, switches, indi- 
cators, &c. The firm's Cosmos specialities are also 
displayed. Exhibitions of electric cooking are to be fre- 
quentiy given; an electrically-heated water supply and electric 
irons add to the general interest of the display. 


Unemployment.—The latest statistics of unemployment 
issued by the Ministry of Labour show that the total number 
of unemployed persons on December 2nd was 1,835,200, an 
increase of about 2,000 on the week. Short-time workers 
numbered 265,500 on November 25th. Relief schemes esti- 
mated to employ about 41,000 men for periods averaging five 
months have been approved by the Unemployment Grants 
Committee. 


Applications for British Trade Marks.—Appended is a 
summary of the recent applications for British trade marks 
in respect of goods and productions connected with the elec- 
trical trades and industries :— 

Crypto. No. 408,423. Class 6. Induction motors, rotary 
transformers. October 5th, 1920. No. 419,518. Class 8. 
fitted electrical switchboards and alternating-current starting 
apparatus. October 13th, 1921.—The Crypto Electrical Co., 
Ltd., Acton Lane, Willesden Junction, N.W. 

Ebacol. No. 418,882. Class 6. Mechanical and electrica 
machinery of all kinds.—Edmiston Brown & Co., Ltd., 219. 
St. Vincent Street, Glasgow. September 27th, 1921. 

Secura. No. 418,644. Class 50. Electrical insulating ma- 
terials, sleevings, and coverings made from a textile fabric 
impregnated with an insulating varnish.—Edward P. Brasse, 
Culvert Works, Culvert Road, Tottenham, N. September 
17th, 1921. 

Lew. No. 418,872. Class 5. Metallic wires. No. 418,873. 
Class 8. Electric light flexibles and telephone flexibles com- 
posed of two or more wires insulated with india-rubber with 
un outer covering of textile material. No. 418,874. Class 32. 
Wires covered with silk. No. 418,875. Class 40. Wires 
covered with india-rubber. No. 418,878. Class 50. Impreg- 
nated electrical insulating tape.—The London Electric Wire 
Co. & Smiths, Ltd., 7, Playhouse Yard, Golden Lane, London, 
E.C. September 26th, 1921. 

Aron. No. 415,009. Class 8. Electricity meters.—Aron 
Electricity Meter. Ltd., 60, Salusbury Road, London, N.W. 
May 9th, 1921. 

MV. (lettering and design). No. 418,908. Class 50. Electric 
insulators, electric insulating materials, and electric insulating 
preparations.—Metropolitan-Vickers Electrical Co., Ltd.. 4, 
Central Buildings, Westminster, S.W. September 27th, 192]. 

Milestone. No. 416,959. Class 8. Voltmeters.—H. Gordon, 
Ltd.. 8, Сиу Road, London, E.C. July 14th, 1921. 

Sunco (lettering and design). No. 419,647. Class 18. Elec- 
tric fires, being heating apparatus for buildings.—The Sun 
Electrical Co., Ltd., 118-120, Charing Cross Road, London, 
W.C. October 18th, 1921. | 


German Porcelain Insulators.— he prices of high-pres- 
sure porcelain insulators were increased in Germany by 2U per 
cent. at the beginning of this month. 


Action by London Members of the E. T. U.—In the ELrc- 
TRICAL Review for November 18th, (p. 675), we published the 
chief reasons of the Executive of the Electrical Trades Union 
for suspending the London District Committee. It is stated 
in the Electron for December that in. view of the action of 
the executive certain London members applied to the High 
Court to restrain the executive from carrying their resolu- 
tion into effect. Тһе application was heard by Mr. Justice 
Astbury, who ruled that the cause did not lie. In giving 
his ruling, the judge pointed out that, under the constitution, 
the executive had no power to suspend a district committee, 
but that the rules provided that such committee should con- 
sist of one delegate from each branch in the district, which 
branches alone had the power to suspend their elected dele- 
gates. А district committee for London would have to con- 
sist of 99 members—one from each of the 99 affiliated 
branches. The Electron adds: "Steps were accordingly 
taken to form such committee, and on Thursday, November 
17th, the full district committee, constituted in accordance 
with rule, met for the first time. It included, naturally, the 
members suspended by the E.C., whose branches were 
satisfied with their representatives, and who will do their own 
" guspending if and when they become dissatisfied, 
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LIGHTING AND POWER NOTES. 


. Aberdeen.—MiNERs' Strike.—Ihe Electricity Committee 

recently sought compensation for an alleged loss due to the 
action of the Coal. Controller during the miners’ strike in 
holding up supplies of coal to the electricity works. The War 
Compensation Court decided. however, that the Corporation 
had suffered no loss which could properly be made up from 
public funds. | 


-Banff.—Proposep ELECTRICITY ЅснЕМГг.—А report has been 
prepared by Mr. Bell, of Aberdeen, upon a scheme of elec- 
tricity supply for Banff and Macduff. ‘lhe estimated cost 1s 
420, 000. * 2s 
Bangor. Bulx SurrLy.—On December 7th the City Coun- 
eil approved а recommendation of the Electricity Committee 
to conclude an agreement with the North Wales Power Co. 
for a bulk supply of electricity. ‘The sum of £9,000 15 to be 
borrowed to cover the cost of plant, cables, &c. | 

At the same meeting it was decided to apply for sanction 
to bortfow £2,000, being tlie prospective expenditure upon 
mains, services and meters during the ensuing two years. 


‘Barrow.—Proposep Price INCREASE.—À proposal to increase 
the price of electricity was brought before the Council on 
December 5th. It was stated that а loss of £10,000 had been 
incurred bv. the undertaking during the first half of the pre- 
sent working year. The Council, however, referred the pro- 
posal back to committee. 


Barry.—Gas v. Evectriciry.—A crowded meeting under the 
auspices of the Local Ratepayers’ and Property Owners’ Asso- 
ciation was held at Barry on December 7th to discuss the pro- 
posal of the Urban District Council to expend £125,000 on 
the extension and improvement of the gas works. At the 
invitation of the Association, Mr. W. A. Chamen, general 
manager of the South Wales Electrical Power Co., Ltd., 
addressed the meeting. He stated that £60,000 would be 

sufficient to give a fair supply of electricity to the town, 
and a cable could be laid from Barry to [.landaff for an 
additional £25,000. He contended that electric lighting would 
be considerably cheaper for the town than gus. A resolu- 
tion was passed unanimously calling upon the Council to stay 
its hand before spending such a large sum of money on the 
gas undertaking, pending advice upon estimates for electric 
lighting. Mr. C. B. Griffiths, chairman of the Council's Gas 
and Water Committee, challenged Mr. Chamen to meet him 
to debate the merits of gas versus electricity. 


., Bootle.— PROPOSED TRANSFER.—Proposals are under con- 
sideration for the transfer of the Corporation's electricity 
undertaking to the Liverpool Corporation. 


Brackley.—Prorosep ErecrRiciTY SurrpLY.—The Town 
Council has decided to call a town meeting to consider the 
question of an electricity works for the town. The promoter 
of a scheme at Woodstock has offered, to carry out a similar 
scheme at Brackley if a capital of between £4,000 and £5,000 
18 raised locally. | P | 

Burnham (Berks).— ELECTRICITY Suppty.—The Slough and 
Datchet Electric Light Co. has informed the Council that it 
cannot see its way clear to extend its cables to Burnham. ‘The 
Council has decided to write to the Electricity Commissioners 
for advice as to the action to be taken to secure revocation of 
the company's powers of supply in this district. 

Chester.— EXTENSION Or Suppli AkEA.—The Corporation is 
applying to the Minister of Transport for a special order to 
extend the area of supply to include the urban district of 
Hoole and certain portions of the rural district of Chester. 


Continental.—FRANCE.—AÀ concession has been granted to 

the Société Normande d'Electricité to supply electricity for 
public purposes and to private consumers. The company's 
network  (30,000/5,000 volts) comprises the communes of 
Mailleraye and Hearteauville in the Seine Inférieure departe- 
ment and sundry communes in the Quillebœuf district of the 
Département de l'Eure. 
A 120,000-k W generating station is shortly to be set up 
in the Sarre coaltields. The Administration Domaniale des 
Mines has engaged the Sociéte Générale d'Entreprise, 56, Fau- 
bourg St. Honoré, Paris, as consulting engineers, on whom 
wil fall the duty of choosing the concessionaire after exami- 
nation of the schemes submitted. 


: Croyden.—Domestic SUPPLY EXxpertMent.—As an experi- 
ment, the Electricity Committee has decided to supply elec- 
tricity for both lighting and cooking through one meter to the 
oe on Egi Norbury estate, at a weeklv charge of 1з. 6d. 

ergy used in excess of 42 units per annum will be charged 
for at the rate of 24d. per unit. mE 


Darlington.—Yran's WonkING.—The net profit of the Cor- 
poration electricity department for the year ended March last 
amounted to £579, as against £5,365 in the previous vear. 


Dover.—Lo4N SANCTIONED.—T he Town Council has received 
sanction to a loan of £8,000 for the extension of the electricitv 
supply to St. Margarets, and for mains and transformers. 


Dublin. —Evectriciry Suppny ExrENsIONS — The Corpora- 


tion is being urged to extend the electric lighting system to 
the Inchicore district. : 


. sold was 4,993,740, an increase of 992,561. 


Dumfries.—PnicE Revision.—The Electricity Supply Со 
Ltd., has applied for permission to charge ls. per unit with 
a minimum payment of lös., for each of the winter quarter, 
and 108. for the summer. quarters. 


Edinburgh.—Year’s WORKIXd.— The accounts of the electri- 
city undertakings (Engineer: Mr. F. A. Newington). for the 
year ended May 15th last, record, as regards the Edinburgh 
undertaking, a total revenue of - £214,665, as compared with 
£234,247 in the preceding year. Working expenses amounted 
to £241,004, as against £162,020, leaving a gross profit of 
£73,615 (472.227). After payment of capital charges, ќе. а 
deficit of £963 was the net result; in 1919-20 a net profit of 
£10,551 was made. "The total number of units sold rose from 
24,401,273 to 29,627,959, of which 3,340,464 units was supplied 
in bulk to Leith. | 

The Leith accounts show a total revenue of 479,457 und 
working expenses £77,237, leaving а gross profit of 42.20. 
The net result was, with a credit balance of £6,175 brought 
forward, a deficit of £11,210. The number of units generated 
was 4,414,045. 


Feltham.—OnkDER REvoKED.—The Ministry of Transport has 
revoked the Electric Lighting Order of 1914. 


Fraserburgh.— ELECTRICITY ScHEME.—The Town Council has 


under consideration a proposal for the installation of electric 


lighting in the town. It is estimated that the scheme would 
cost £8,000 and provide work for 300 men. 


Halifax.—Year’s WORKING.— The accounts of the Corpora 
tion Electricity Department (Engineer: Mr. W. M. Rogerson, 
M.IE.E.) for the year ended March 3lst last, show a total 
income of £182,998, as compared with £137,839 in 1919-2). 
Working expenses amounted to £126,983, as against £50,732 
in the previous year, leaving a gross surplus of 456.005 
(£57,080). 
result was a profit of £20,124, as compared with £93,997 in 
the preceding year. The total number of units sold increased 
from 16,161,399 to 18,521,577, and the maximum demand from 
7,760 to 8,790 kW. 


India.—Kauuar FALLS SCHEME.—A conference was held last 
month to consider a scheme for utilising the Kallar Falls for 
the generation and supply of electricity to the whole of 
Travancore. It was decided to proceed with the scheme and 
to seek the permission of the Madras Government to erect à 
power house in a British District. 

Tut MULSHI SCHEME.—A statement regarding the acquisition 
of land for the formation: of a lake in connection with the 
Mulshi hydro-electric scheme, was recently issued by the Tata 
Power Co., Ltd. This refutes exaggerated statements as to 
the area to be submerged, and states that liberal compensa- 
tion has been made to the evicted landowners or tenants. The 
land will be gradually submerged, and the bulk of the area 
will be-untouched for five years; in the meantime the tenants 
are being allowed to raise crops free of charge. | 

THE PARBATI RIVER Prosect.—This scheme was described in 
a recent issue of the Indian Textile Journal. It is planned 
to utilise a fall of about 985 ft. in the Parbati River. The 
first part of the installation will consist of two horizontal-shaft 
turbines direct-coupled to 3-phase, 5.000-V, 600-KW alterna- 
tors. The power will be stepped un to 30,000 V for transmix 
mission over a distance of 10 miles to Lashkar, where a dis 
tributing station is to be erected. Other schemes mentione 
are the Sindh River project, developing from 50,000 to 
70,000 h.p. under a head of 780 ft., and the Kuno River 
scheme. by which it is estimated 4,375 water h.p. can be de- 
veloped, utilising a head of 55 ft. 


Keighley.—Loan.—The Electricity Committee has recom 
mended that application be made to the Electricity Comm 
sioners for sanction to borrow £10,000 for the erection of an 
overhead transmission line from Eastburn to Skipton, and tot 
the necessary control gear, &c. 


Lancaster.—lLoax SaNncTIONED.—The Town Council = T 
ceived sanction to borrow £7,600 in respect of the proposed ¢ 
tension at the electricity works. 


Langholm.—Etecrricity SuPPLY.—The Town Council + 
requested the Lighting Committee to submit a report 0 
scheme for electricity supply to the Burgh. 


Lincoln.—ILoaN.— The City Council has decided to apply for 
sanction to borrow £132,229 in respect of St. Swithin s P 
station. 

Maidstone.—YrAn's WonkiNG.—We have Pd" i 
Borough Electrical Engineer (Мг. E. E. Hoadley, Ме 


; for 
copy of the Electricity Department's report and . E 
the year ended March 31st last. The total income iie totalled 


аз compared with £43,935 in 1919-20. Working d pp 
£46,374, as against £32,263, leaving a gross profit 0 di 
(£11,072). The net result was a loss of £526; in 0 E units 
year there was a profit of £1,456. The total number t gives 
The тер urn 
details of a number of large extensions in a. e. iis 1915 
the vear, and attributes the loss incurred to trade aep 
and the miners’ strike. ‘ond 
Loan SANCTIONED.—The Town Council has pere ! А 
to a loan of £5,134 for plant for the electricity Works. 


ganic fe 


After the payment of capital charges the net 
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. Mumbles (Glamorgan).—APPLICATIONS FOR ELECTRICITY.—Àt 
a recent meeting of tue Swansea Electricity Committee it was 
stated that a number of residents at Mumbles had asked for a 
supply of electricity. The engineer said that the cost of pro- 
viding this would be about £12,000, and at least 500 consumers 
would be necessary to make the scheme remunerative. А 
further report was asked for. "n 
Newark.— ELECTRICITY SuprPLY.— The Lincoln City Council 
has decided to supply the Corporation with electricity on terms 
and conditions to be arranged, subject to the Corporation agree- 
ing to provide and fix at its own expense the necessary trans- 
mission lines from St. Swithin's power station to Newark. 


Rathmines (Co. Dublin).—New PlAxr.—As the plant af 
present installed cannot now meet the demand for electricity, 


the Urban Council has decided to install a 720-К\№  turbo-, 


generator at a cost of about £30,000. Ar amendment, seeking 
to defer the inatter for six months, was lost. 

Salford.—Erection or New Station ArPROVED.—On De- 
cember 7th the Council approved the recommendation of 
the Electricity Committee to proceed at once to prepare 
drawings and estimates for the erection of the new station at 
Agecrott. ‘Fhe chairinan of the committee pointed out that 
the estimated cost of the station was £547,000, whereas a year 
ago the figure was put at £1,159,000. Because of this a member 
moved an amendment delaying erection for another year, but 
this was defeated. The scheme has already received the appro- 
val of the Electricity Commissioners. 

PRICE REvUCTION.—Lhe Town Council bas decided to reduce 
the price of electricity by 15 per cent. as from January lst. 
[he new charges will be 75 per cent. above pre-war rates for 
lighting and 100 per cent. for power, heating and bulk supply. 

Scarberough.—Prick Revision.—The Electric Supply Co. 
has applied tor an Order to charge los. u» to 15 units in respect 
of the winter quarters, and 105. up to 10 units for the summer 
quarters, and 1s. per unit beyond these quantities. 

Skipton.—Loax.—In viewof the agreement which has been 
entered into between the Urban District. Council and the 
Keighley Corporation for a supply of electricity, the Urban 
District Council intends to apply for sanction to borrow 
£20,000, representing its portion of the cost of the scheme. 
The transmission line will be linked up to the old grammar 
school in Newmarket Street, from which electricity wui be 
distributed to the town. 

St. Annes-on-Sea.—l.oaN Sanctioxep.—The Urban District 
Council bas received the sanction of the Electricity Conimis- 
sioners to the borrowing of £9,740 for the purposes of the elec- 
tricity undertaking. | 

St. Helens.—l.,o4N.—The Council is seeking the sanction of 
the Electricity Commissioners to a loan of £40,000 for elec- 
tricity purposes. 

West Bromwich.—Prick Repuction.—At its meeting on 
December 7th the Town Council approved a reduction of 124 
per cent. in the charges for electricity tor power purposes. The 
opinion was expressed that a further reduction was essential 
t manufacturers, and that the price of lighting energy should 
also be reduced. The Mayor said that an increased demand 
would permit of these reductions. 

Worthing.—Loax.—The Electricity Committee bas recom- 
mended thut application be made to the Electricity Commis- 
sioners for sanction to the borrowing of £17,000 fur extensions 
to the electricity works. | 

York.—Surpry Contract.—The Council has entered into ап 
agreement with the War Department for the supply of elec- 
tricity to the Governinent offices in the city for three years. 
It is estimated that 70,000 units will be taken each year. 


TRAMWAY AND RAILWAY NOTES. 


Blackburn.—rvour ох UNDERTAKING.--Ip accordance with 
the request of the Tramways Committee, Mr. A. R. Fearn- 
lev, M.Inst.A.E., has presented a report upon the Corpora- 
tion tramway system. He was asked:—(1) Whether any 
reconstruction of-the present system was desirable and practic- 
able; (2) whether extensions were desirable; (3) whether 
motor omnibuses should be run erther as supplementary to 
or independently of the tramways; (4) to advise the Committee 
zus to its general policy. Mr. Fearnley says that the track. 
roling stock, and overhead line are in good working condi- 
tion, but with regard to the last, suggests that the side poles 
and short brackets be replaced, to give greater flexibility in 
‘working, by poles with longer arms. The Darwen track is 
corrugated and needs grinding and the Darwen authorities 
should be.approached upon the matter. Аз regards services, 
Mr. Fearnley suggests — through-running between vari- 
ous well-populated districts. Referring to term of reference 
(1) he is of opinion that the system does not require recon- 
structing. With reference to (2) he considers that extensions 
from Cherry Tree Station to Pleasington, from Wilpshire 
| Section to Whalley, and from the Preston Road Section to the 
horough boundarv on Preston New Road, are desirable. and 
Would. be a good investment. Mr. Fearnley suggests, with 


‘special worka. 


it is stated that the results are very satisfactory. 


regard to (3), that. powers be obtuined for running motor 
omnibuses on routes both within and outside the. borough. 
On the question of general policy (4), Mr. Fearnley thinke 
that the existing uncertainty regarding the future of tram: 
ways will be counteracted by the continued downward trend 
of the cost of materials, and he considers that by the time 
powers have been: obtained. for carrying: out extensions, 
the laying of permanent way will only entail а reasonable ex- 
penditure. 

Central London Railway.—EXTENXSiON or Time.—The 

Minister of ‘Transport has extended the time of the Central 
London Railway Act, 1914, for the completion of the tunnels 
until July 19233. | | | ; 
. Chesterfield.—No PENNY Fanrs.—At a meeting of the Town 
Council on December 6th, an ad hoc. sub-committee reported 
that 16 was unable to recommend the restoration of penny 
fares. It was stated that renewals, deferred during the war, 
would cost £10,000. The matter is to come up for considera- 
tion again next month. | 


Clay Сгоѕѕ.—1 лант Rain way.—The Urban District Council 
has approved of a.scheme for the construction of a light rail- 
way between Clay Cross and Ashover. The scheme is being 
promoted by the Clay Cross Co., Ltd., and the preliminary 
expenses are estimated at over £25,000. . e 


Continental.—SwirTZERLAND.— The completion of the second 
Simplon tunnel was announced on December 4th, by The 
Times’ Berne correspondent. An inaugural train ran to 
Iselle. The first tunnel was opened in 1906; the hew tunnel 
was commenced from the Swiss side in 1912. Е 

Itary.—Il Sole learns from Rome that а report has been laid 
before the Senate relating to the authorisation given to the 
Railway Adininistration to raise a sum of 440 million lire for 
At present electric traction 18 employed on 
559 kin, of line with a track length of 1,045 km. The electri- 
fication of the direct lines Ronco-Arquata-Tortona, Tortona- 
Novi, Voghera-Bivio-Bormida and Genoa-Ovada-Alessandria 
has been begun. It is hoped to complete very shortly the 
electrification of the Rome-Tivoli and the Rome-Anzio-Net- 
tuno lines, after which the works for the electrification of the 
direct Rome-Naples line will be pushed on. Thus at the bhe- 
ginning of 1923 another 500 km. of electrified lines may be 
completed with a track length of 1,370 km. 

Since the construction of locomotives takes from 18 to 21 
months, the Railway Administration has been obliged to give 
orders already, beginning with one for 111 locomotives at a 
total estimated cost of 165 million lire. The Government has 
authorised the Railway Administration bv a decree law to raise 
169 million lire for the acquisition of a further 120 electric 
locomotives.—Reuter's Trade Service (Milan). | 


Edgehill.—ExrENsioN or Trur.—The Light Railway Co, has 
applied to Ше Ministry of Transport for an extension of time 
by one year, from January 2th, 1922, for the compulsory pur- 
chase of lands in respect of the Order granted in 1919. 


Glasgow.—TuaMwav PURCHAsE.—The Corporation haa de- 
cided to purchase tne Coatbridge and Airdrie tramwavs at a 
cost of £82,500.— Daily Chronicle. я 

London.—WoORKING OF NEW '* UNDERGROUND ”' TRAINS.— 
Careful analysis has been made of the working of the new 
trains on the District Railway, since their introduction, and 
; лн The new 
trains are providing in many ways that freedom of movement 
which is essential where there is great density of traffic. 
Figures prove that the new trains save from 2? to 3 seconds 


in loading and unloading at Базу stations during the rush 


hours. That is a gain which is due largely to the door arrange- 
ment and to the improved facilities for egress and ingress. 
Furthermore, the new trains by their increased motor-power 
and improved braking are able both to start away and to 
slacken froni full speed very much more quickly than the 
older stock. жол 
FUTURE Position of Tramways.—Giving evidence before the 
Кохан Commission on London Government, which is: con- 
sidering the feasibility of a larger central administrative body 
for Greater London, Mr. Norman, I. C. C., said that the trum. 
ways in Greater London could be leased; there would be 


many applicants for them.. It might be necessary for the pro- 


posed new Council to compulsorily acquire systems in outer 

London; special legislation would be necessary to secure this. 
Laton.—Senpay SERVICES.—It has been decided not to run 

tramcars on Sundays during the winter. EYE 
Manchester.—CHgisTMaAs SERVICES. The Executive Com- 


inittee of the Manchester branches of the United Vehicle 


Workers’ Association has instructed the tramway employés to 
work on Christmas Day; a modified service will be run and 


the men will receive double pay. | 


The Stalvbridge einployés have also agreed to do duty on 
Christmas Day., | | КАР La x Reg 
Newcastle-on-T yne.—Toxaer Hours.—At a meeting of the 


City Council’on December 7th, it was decided to rescind a 


previous resolution’ fixing the tramway employes’ working 
week at a maximum of 44 hours. The chairman of the Trans- 
port and Electricity Committee said that it was necessary 
either to increase revenue or reduce expenditure. The im- 
position of higher fares was impracticable, but the working 
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of longer hours by the men would effect considerable economy. Trieste and Corfu. Signor Giuffrida, Minister 


) FE | of Posts 
No men would be discharged as a direct consequence of this Telegraphs, said it was simply a matter of substi ating 15 
decision. The employés recently announced their intention for Austria-Hungary in the contract with the company. He 
io resist any attempt to lengthen the working week. added that the Government had obtained 


| | some concessions, 
and was convinced of the necessity of developing direct tle 


graphic communication between Italy and other countries 
especially where there were important Italian interests, The 
agreement was approved.—Reuter's Trade Service (Rome). 


TELEGRAPH AND TELEPHONE NOTES. Rhodesia.— TELEPHONE EXTENSIONS.—It is announced off. 


cially that the Administration of Southern Rhodesia is 10 


spend 410.000 on telephone materials during the next year. 


- Australia.—LoNO-DISTANCE WiRELESS.—In moving the ap- The Government is borrowing £450,000 in three equal yearly 
proval by the Federal Government of the draft agreement instalments from the Imperial authorities, and out of the 
with Amalgamated Wireless, Ltd., for the erection of high- first advance the amount mentioned above has been allocated 


power wireless telegraph stations in Australia, Mr. W. M. for additions to telephone systems and new installations 
Hughes, Prime Minister, referred to the recent messagea "S Я е "m 
а from England, which, were successfully received of пашаа CC The transmission 
in Australia, and said that such transmission had been con- th Stas Nordiske Co. b: опер апе цама 18 DOW. posable, 
sidered impossible by the Imperial Conference. The proposed „ e Со. having commenced a service of ordin. 
capital would be 1.000.000 £1 shares, the Commonwealth ary telegrams from Russia to Sweden. Radiograms have 
taking half, with the controlling interest, which would be been sent since December lUth from Karlsborg w Petrograd 


preserved in the event of an increase of capital. d apros сор : ey а 1 ii е 
The Federal Parliament has referred to a joint committee ard: are „%% KR. у! 
| : Store Nordiske Co. to Russia.—Reuter’s Trade Service 
of the Chambers the rival proposals which have been sub- Stockholm) 
mitted for communication direct with Great Britain. If, ` 
after investigation, either scheme is recommended with or Sweden.—WiIRELFSS NAVIGATION Rerorts.—The Swedish 
without alteration, the Prime Minister will have the power Government has recently approved proposals made by the 
to sign the contract. It is interesting to note that messages Swedish Pilotage Board for co-operation between countries on 
transmitted from the Post Office arc station at Leufield, the North Sea and the Baltic with regard to ice signalling by 
which is working on low power pending the completion of wireless. The proposals, effect to which was to be given 
the corresponding station in Egypt, are being received in at the close of November, comprised the issue of reports 
Australia. According to a message from Sydney the morning covering the entire Swedish coast from Haparanda to the 
newspapers in Australia are publishing news dispatched from Norwegian frontier regarding the condition of the ic. 
Leafield, which has been picked up bv the Perth wireless to be issued daily in cipher, the key to which is being pub 
station. It is well known that news has been received in lished in the Swedish '' Notices to Mariners." The message: 
Australia and New Zealand during the last three years from are also to include information regarding wrecks, the witb- 
several of the stations in France and Italy, which are drawal of lightships, and obstacles to navigation.—Board of 
equipped with Elwell arcs similar to those at Leufield. Trade Journal. 


Chile.—NEw WIRELESS STATIONS.—So as to enable Chile to 
correspond with the principal European and American 
stations, the Government is accelerating the installation of 
wireless stations in various parts of the Republic. ‘Lhe total CONTRACTS OPEN AND CLOSED. 
cost of this project is estimated at £1,385,000, says fhe | i 
Times. (The date given in parentheses at the end of the paragraph 


indicates the i the ELEOTRICAL Review in which the 
Christmas Telegrams.—The Post Office has made O eie! Notion” appeared.) “4 


special arrangements with the Australian and New Zealand 

administrations for the delivery in those Dominions, on 

Christmas morning and New Year's Day, of telegrams of OPEN. 
greeting sent from this country, at one-quarter of the usual Australia.—MELBOURNE.—February Ist. Victorian Govern 
5 1 17 e un ты ун ue ment Railways. Four motor-driven grinding machines, with 

А А n ч Ф 

postal telegraph office not later than December 20th for de- ge п, 15th Postmaster-General's Department. Tek- 
: : : | 

der ы Der rie pP ers i ор ЧОУ o nbone apparatus and parte (Schedule ЭМ}. Dernier 


Australia and 6s. 8d. to New Zealand. Similar facilities are Blackpool.—December 23rd. Electricity Committee. One 
also provided for delivery in this country, on Christmas Day 2,000-kW, 3-phase turbo-alternator, surface-condensing plant 
und New Year's Day, of greetings from Australia and New with auxiliaries; one 2,000-kW, phase and frequency changes 
Zealand. complete with exciter and starting motor. (December 90.) 
No special arrangements have been made for the delivery - tment. 
of greetings in Canada, but such messages can be sent by the Bradford.—December 24th. Electricity | Departme 


deferred service Via Imperial," for delivery on Christmas Rotary converting plant (Cont. R.907.) (December 9th. 
Day. The rate is 44d. a word, with no minimum number of 


Edinburgh.—December 19th. Electricity Supply Depart 

words. | , : ment. Insulated cable for five months. (December 9th.) 

Telegraph offices will be open in this country on Boxing ES | 
Day and Bank Holiday, December 26th and 27th, from 9.30 London.—Suorepiten.—January 3rd. Electricity Supp? 
to 11 a.m. Exceptional arrangements will be made for Department. One water-tube boiler of 33,000 Ib. evaporative 
London. On Boxing Day telegrams for addresses beyond a capacity. (December 9th.) бо 
radius of four miles from the Central Telegraph Office or the L.C.C.—January 12th. One electric passenger lift, cap 
West Strand branch office will not be delivered after 4 p.m. city 114 ewt., with full automatic push-button control, to Y 
—The Times. | completed within two months, at Geoffrey House, Tabari 

Ireland.—TELEGRAPH Сохтког. —Тће annex to the agree- Garden Estate, Bermondsey, S.E. (See this sue) i 
ment which was signed on December 6tli by representatives New Zealand.—WELLINGTON.—January 17th. Post 10 
of the British Government and by representatives of Dail Telegraph Department, 25,000 dry cells for telephone wors. 
Eireann on behalf of the Irish Free State states, in part, that eite Department. 
(2) a convention shall be made between the British Govern- Peterborough.—January 12th. Electricity Ve a tw 
ment and the Government of the Irish Free State to give · Опе 3,000-kW turbo-alternator with condensing r ЕНГ. 
effect to the following conditions: (a) That submarine cables 750-K W rotary converters, two 100-kW iua ge pipes 
shall not be landed or wireless stations for communication e.h.p. and l.p. switchgear, steam, water. and erations » 
with places outside Ireland be established except by agree- foundations for the above plant, and structural alter 
ment with the British Government; that the existing cable existing buildings. (See this issue.) 


landing rights and wireless concessions shall not be with- 


drawn except by agreement with the British Government: | | 
and that the British Government shall be entitled to land Council. Two 2,000-kW converters: 


—January 4th. Уши 
South Africa.—JOHANNESBURG With switchgear ant 


additional submarine cables or establish additional wireless spares." horities 1 
stations for communication with places outside Ireland. Spain.—February lst. Harbour Works aut м yr 
(c) That war signal stations shall be closed down and left in Vigo. Supply and erection of a 15-ton electric crane. 
charge of care and maintenance parties, the Government of culars from the Junta de Obras del Puerto de Vigo 
the Irish Free State being offered the option of taking them 90th. State Ele: 
over and working them for commercial purposes subject to Uruguay.—Monte Vipe0.—Decembe= ` 4-вітоке Diet! 
Admiralty inspection and guaranteeing the upkeep of exist- tricity Department. Power station plant: 1 and one * 
ing telegraphic communication therewith. engine, coupled to a 200-kW, SR ER de genera "4 
Italy.—TELEGRAPHIC CoMMUNICATION.—The Chamber dis- F | ей at t 
cussed on December 7th the agreement with the Eastern * А copy of the specification, &c., can be cons 8. W. 


Telegraph Co. regarding the working of the cable between Department of Overseas Trade, 35, Old Queen Street, > 
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Australia.—P.M.G.'s: Department, Queensland. 
16 tons bronze wire, 40 lb. per mile, £2,000; 21 tons bronze wire, 70 |b. per 
mile, £2,478.—British Insulated & Helsby Cables, Ltd. 


P. M. G. 's Department, South Australia. 
Equipment in connection with the extension of the main distributing frame 
at Central Exchange, £365.—British General Electric Co., Ltd. 
P. M.G.'s Department, Western Australia. 
Equipment’ in connection with the installation of four additional primary 
line switches and associated parts at Perth automatic exchange, £9,754. 
—Automatic Telephones (Aust.), l.td. 


P.M.G.'s Department, N.S.W. 

Material required in connection with the installation of impulse-sending 
devices at various branch exchanges in Sydney, 41,240. — Automatic 
Telephones (Aust.), Ltd. 

Victorian Electricity Commission. 
Engine-room Buildings at Newport B " power station, £32,000.—Babcock 
and Wilcox. 

Rubber conveyor belts, £4,500.— Perdrian Rubber Co., Ltd. 

25 C“ le induction motors, with slide rails and pulleys, £1,011.—Driti-h 
General Electric Co., Ltd. —Tenders. 


Ashford (Kent).—East Ashford Board of Guardians. Ас- 


cepted :— 
Installing electric light at the workhouse, £R38.—H. S. Теп & Co., 
Ltd. 


Belgium.—No fewer than eleven firms submitted tenders 
las& week to the municipal authorities of Saventhem for the 
supply of a 165-kW dynamo, with accessories. The prices 
ranged from 44,250 fr. to 92,500 fr., the lowest offer being that 
of M. E. Goussens, of Saventhem. 


Bradford.—Tramways Committee. 
Copper rail bonds.—British Insulated & Helsby Cables, Ltd. 
Steel cotters.—Crossley & Davenport. 


Electricity Committee. 

Transformers.—Hackbridge Electric Construction Co., Ltd.: Ferranti, 
Ltd.; Metropolitan-Vickers Electrical Co., Ltd.; British Electric Trans- 
former Co., Ltd. 


Dumfries.—Town Council. Accepted: 
Installing electric light at the slaughter house and stables, £155.—Dum- 
fries Electricity Supply Co. (Electric Installations), Ltd. 


Londen.—HACKNEY.—Electricity Committee. Accepted: 


Condensing water pipe work in connection with the extension of the Elec- 
| tricity. Power House at Millfields Road, supply of pipes, £317.—Clay 


Cross Co., Ltd. 
Valves for ditto: Two 36-in. valves, each with floor column and head- 


stock, two 30-in. ditto, two 26-іп. ditto, £795.—Blakeborough & Sons. 
Stafford.—The Electricity Committee has accepted the 
tender of Callender's Cable & Construction Co., Ltd.. for the 
supply and laying of 1,000 yards of l.p. cable in Newport Road. 


FORTHCOMING EVENTS. 


institution of Mechanical Engineers.—Friday, December 16th. At the 
Institution, Storey's Gate, St. James's Park, S.W. At 6 p.m. Papers on 
“ Conveying and Elevating Machinery," by Mr. G. Mitchell and оп 
" Discharge of Grain Cargoes in the Port of London by Pneumatic Ele- 
vators, by Mr. R. E. Knight.. 
Etectro-H &rmonio ty.—Fridav, December 16th. 
Cannon Street Hotel. At 8 p.m. Smoking concert. 
Arion Electrical Development Assooiation.— Friday, December 16th. At 
the Institute of Patent Agents, Staple Inn Buildings, W. C. I. At 8 p.m. 
Paper on ''Salesmaaship in Relation to Electric Power-driven Machinery 
in the Home,” by Mr Е. R. Morton. 
Engineere.—Friday, December 16th. At Caxton Hall, 
Westminster, S.W. At 8 p.m. Paper on '' Notes on Searchlight Construc- 
tion and Operation," by Mr. A. J. Simpson. | 
Friday, December 30th. At Caxton Hall. At 8 p.m. Questions and 
General Discussion. 
inetitution of Electrical Engineers (Scottish Oentre).— Saturday. Decem- 
ber 17th. At the Grosvenor Restaurant, Gordon Street, Glasgow. At 7 
p.m. Smoking concert. 
Edinburgh Electrical Society.—Friday, December 23rd. At the Philo- 
eophical Institute. At B p.m. Paper on Watts on Wheels (Automo- 
biles and Accumulators),". by Mr. E. О. Catford, 


At the Great Hall, 


— Omm 


THE "ELECTRICAL REVIEW" SERVICE 
DEPARTMENT. 


QUERIES addressed to the ELECTRICAL REVIEW will be answered 
һу post, if the deeired information is available, provided the 
following simple rules are observed :— 


1. Address your inquiries to the ELECTRICAL Review, LTD., 
Service Department, and enclose a stamped addressed envelope. 

2. Do not ask for information until you have satisfied vour- 
self that it is not already contained in our advertisement pages. 

3. If we are the means of putting you in touch with the firm 
or firms that you require, do us the favour of mentioning the 
ELECTRICAL REVIEW. | 

No charge is made for the service. 


Among the inquiries received this week. we have been un- 
able to trace the names of makers or suppliers of :— 

The Kyron heat giver. . 

The MotorHonr gramophone motor. 

Bopy-Current Brakes for small motors up to 10 h.p. 


NOTES. 


Patality.—While assisting riveters engaged upon a pitch 
tank at the National Oil Hefineries, Skewen, on December 
6th, Cyril Kreischer (19) was killed. It was his duty to hold 
an electric hand lamp, and it is believed he received a shock 
by this means. The other men had left the tank, and he was 
stepping out when he fell. Artificial respiration was tried 
without avail. It is less than a month since another work- 
man was killed by electric shock on the housing site at the 
refineries. | "S 


The Human Need of Heat.—On December 13th, Mr. J. 
W. Beauchamp, M.I.E.E., lectured to the National Association 
ot Supervising Electricians on Artificial Heat in Relation to 
Human Needs. The lecturer explained that his idea was not 
so much to present a treatise upon the subject as to coacu his 
hearers in the manner of conveying facts about heating to the 
lay.mind. He gave a semi-medical explanation of the heat- 
absorbing and emitting functions of the human body, pointing 
out that artificial heat was required to enable the body to 
work in a congenial atmosphere; at the same time a constant 
perfectly- regulated temperature would soon cause the men- 
tioned functions of the body to fall into disuse. Mr. Beau- 
champ then dealt with the three methods of heat transference 
—conduction, convection, and radiation—and their relative 
efficiencies. Conduction was a little- used method. Convection 
was efficient in cases where the air could be fairly weil re- 
tained, and where draughts were absent. The emission of 
radiant energy was the function of many types of modern 
electric and gas heaters. Air, being diathermanous, was but 
sughtiy heated by the passage of radiant energy, the latter 
being converted into heat upon contact with solid bodies, such 
as human beings, walls, furniture, &c. Upon the whole, the 
best conditions for health and work probably lay in a mixture 
of convective and radiant heat. The temperature of the sur- 
rounding air in any room or workshop should be maintained 
at a reasonable value by convective heating; central heating 
by means of hot water met this requirement. In addition to 
this. radiant electric heaters should be employed to permit of 
a fair amount of temperature variation to meet individual 
requirements. The appreciation of radiant heat for this pur- 
pose was shown by the immense numbers of bowl fires which 
have been sold, even for use where electricity charges are high. 
In the early days of electric heating, a common appliance was 
a combination of radiant energy transmission, provided by 
large carbon-filament lamps, and convective heating, by means 
of elements run at à comparatively low temperature. There 
appeared to be still room for devices of this nature. The 
speaker then gave & short dissertation on the way in which to 
familiarise the uninitiated with quantitative conceptions of 
heat, as contrasted with temperature. He also gave examples of 
calculations to ascertain the amount of heat required in definite 
cases, and showed that scientific investigation practically con- 
firmed the empirical 14 watts per cu. ft." used as a basis 
by heating engineers. He urged economy in the use of heat, 
saving that heat should be looked upon in much the same 
way a8 bread is. Speaking of modern applications of electric 
heating. Mr. Beauchamp instanced some Norwegian installa- 
tions in which a constant supplv of electricity was employed to 
heat the water in a large, central, lagged tank. The high, 
load factor enabled electricity to be supplied at very reason- 
able rates. He also spoke of a similar experiment on a smaller 
scale in this country, where by means of alternate switching 
3 constant supply of electricity could be ueed either for light- 
ing. for heating the water in à small tank, or for both, by 
splitting the supply. А short discussion followed the lecture, 
and Mr. Beauchamp replied to а number of questions raised, 
admitting that the problem of what to do with excess heat in 
the hot-water systems mentioned, during summer, was a diffi- 
cult one to solve in this country. | 


The Tramwaymen's Agreement.—A! a conference of 
municipal tramway authorities convened by the Municipal 
Tramways Association last week, it was resolved that tha 
48-hour week should be retained, and that a committee of 
‘the National Industrial Council should be appointed to re- 
vise the agreement of March, 1919. A meeting of the Council 
was to be held yesterday in London. 


Water-power Resources of the United Kingdom.—On 
Wednesday last the final report of the Water Power Resources 
Committee was issued. As it was received whilst we were 
going to press, we can only say, at the moment, that tha 
Committee recommends that the collection of information 
regarding rainfall, &., be continued; that financial aid be 
given by the State to undertakings during the constructional 
period; that long-term licences for the use of water-power be 
issued; that the Board of Trade or the Electricity Commi- 
sioners be charged with the supervision of water-power 
development, and that tidal power be investigated by a 
Technical Commission. | 

A Water Commission having jurisdiction over England and 
Wales only to have charge of the water resources of the 
country in the public interest, is also recommended. 


Electric Vehicles in Italy.—A scheme for the reduction 
of the annual taxes on metor vehicles is at present being con- 
sidered by the Italian Parliament. A feature of the new 
measure is that all taxes on electrically-propelled vehicles are 
Чо be abolished for а period of five years provided the vehicles 
are of Italian ¢onstruction. -> | LE MC 

Direct Wireless to Australia.—In view of the interest that 
hes been aroused by the proposal to form an Imperial chain 
of. wireless telegraph stations, the announcement of the latest 
achievement of Marconi’s Wireless Telegraph Co., Ltd., is of 
peculiar interest. Wireless test messages, prepared by an in- 
dependent expert and transmitted in his presence, were sent 
ditect to Australia on the evening of Sunday, November 20th, 
from the company's station at Carnarvon. Cable telegrams 
since received report the reception. complete on the first trans- 
‘mission, both at Sydney and Melbourne. ‘The apparatus 
employed for this unique ‘demonstration was а valve trans- 
mitter that is said to be the largest of its kind in the 
world. As will be seen from the accompanying jillustra- 
tion, it comprises a bank of 48 Marconi valves (a 
development of Dr. Fleming's invention) and each of the 
four dozen globes is about the size of a Rugby football. The 
importance of this successful long-distance transmission of 
wireless telegraph messages is self-evident, and the Marconi 
Co. is to be congratulated ‘upon the rsults obtained. 


г/у 


LOV Rance Marconi VALVE TRANSMITTER. | 


According to the Daily Mail, Mr. Hughes, Australian 
Premier, tabled.in the House of Representatives.on November 
24th, a draft agreement -providing for the establishment of 
direct wireless communication between the Commonwealth 
and England. The company concerned undertakes always to 
remain an independent British concern and to construct forth- 
with the. necessary stations. The main trunk stations in 
Australia and England are to be provided within two years, 
and an additional station in Canada, capable of communicating 
with Australia, is to be established. The charges for messages 
are not to exceed 2s. per word for the full rate; 18. per word 
for the deferred rate; 6d. per word for the week-end rate: 1s. 
Íor Government, 5d. for Press, and 3d. for deferred Press 
messages. Jx А & su ur pepe. XE er ча pci. m E Я US 
The first Press message to be forwarded direct from England 
to Australia by wireless telegraphy was dispatched: Ьу the 
Daily Mail at the invitation of Marconi’s Wireless Telegraph 
Co. on the evening of December 4th. It was handed in at 
Marconi’s Fenchurch Street office and sent by wire to Car- 
narvon, whence it was transmitted by wireless by Captain 
Round. The message was received at the experimental sta- 
tion of Amalgamated Wireless (Australasia), Ltd.. at Koo Wee 
Rup, near Melbourne. and at the Government station ‘at 
Perth, оп: the west coast of Australia, the places being 1,800 
amu. A ao к of 1 was required to send 
he message, owing to the use of valves, whereas a few w 
ago 400 kW would have been needed.“ ое ey Sere 


London and Home Counties Electricity Dist | - 
'RIONERS' DrCISIONS.— We have received Н Seeks of "the 
decisions of the Electricity Commissioners ‘on the schemes 
submitted at the local inquiry that was held in Jume and 
July last in connection with the above-named area, which 
we hope to deal with fullv next week; its late arrival pre- 
PEL ае in this issue. 
nefiy, it may be explained that the Commissi | 

confirmed the provisionally delimited district, айы бе 
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of the Madras Electric Supply 


minimum power factor so specified. 


the basis of 85 per cent. 


tain minor fringe amendments. They have rejec 

lar Borough Council's scheme and propose Pil Гор 
Joint Electricity Authority on the lines suggésted in ihe 
schemes promoted by the L.C.C. and the Conference d 
Local Authorities. The Commissioners concur generally jp 
the technical proposals for dealing with the requirements of 


the area during the first вбаде, terminating about 1925/6, for 


which they have already authorised the necessary generating 
plant. With regard to the second stage, however, the Соп. 
missioners differ from the promoters, who proposed to continue 


the development of existing group stations. The Con. 


missioners' conclusion is that а better way is open— namely 
to install the 199,000 kW of generating plant required in lie 
or more capital stations, while retaining the group” sts, 
tions as developed during the first stage, and that the Bark. 
ing site should be utilised for the construction of -the first 
capital station, which will be required before 1996, and ther 
will forthwith consent to its establishment Ьу the County of 


London Electric Supply Co., Ltd. The Commissioners are not 


in accord with the view that a Joint Authority would be un- 
able to generate electricity more cheaply than a railway com- 
pany possessing its own generating station, and they are of 
the opinion that a supply from а common source will be ad- 
vantageous to both parties. It appears to them that it should 
be possible by agreement to settle the terms of transfer f 
the selected stations, and negotiations on this matter are stil 


proceeding. ` The Commissioners approve in principle of w 
extension of tenure as part of a settlement with the London 


companies, and the order establishing the Joint Authority 
is to be so drafted as not to interfere with the rights of the 
North Metropolitan Electric Power Supply Co., Ltd.. or the 
bulk supply rights of the Metropolitan Electric Supply Co. 
Ltd. Regarding finance, it is proposed that authorised under. 
takers should find the funds for all extensions of generating 
plant at their stations while euch stations remain in their pos- 


‘session, and for anv inter-connecting mains required before 


the Joint Authority is in a position to act. ‘The capital moneys 
necessary for the construction Of additional .inter-tonnecting 
mains and for the erection of the capital stations should be 
raised by the Joint Authority under borrowing powers, to be 
conferred by further legislation. 2n 


Appointments Vacant.—Cable jointer (84s. 8d.) ani 
electrical and mechanical engineer (£500), for the Swindon 
Corporation Electricity and Tramway Department; assistant 
superintendent (450 Rs. per mensem), for the power station 
Corporation, Ltd. (See our 


0 


advertisement pages to-day.) 


Power Factor and Charges for Electricity in Canada.— 
The Commercial Section of the Canadian Electrical Assoc 
tion has recentlly circulated a questionnaire " on the above 
subject. Replies were received from eight of the largest eupply 
companies in the Dominion. 

Seven companies state they have clauses to correct for low 
power factor; while one company pays no attention io this 
subject as yet. Of the seven, two companies use the following 
clause in their agreements with power consumers :— . | 

All electrical apparatus made use of by the consumer shal 


be of good commercial efficiency, and such as to introduce no 


disturbing elements into the electrical system of the company. 

minimum power factor of the motors when operating con- 
sumers’ maximum load shall be as follows : Motors not exceed- 
ing five horse-power rated capacity, а power factor of not less 


than 75 per cent.; motors of over ‘five horse-powet and not 


exceeding ten horse-power rated capacity, a power factor 
not less than 80 per cent.; motors over ten horee-power М 
capacity, u power factor of not less than 85 per cent. re 


-power factor be found ‘less than the abote specified, then 


power consumption shall be calculated on the basis of the 


One company uses practically the same clause, stating e 
the consumer must maintain 80 per cent. power о n 
10 horse-power rated capacity of motors and 85 per cent. po 
factor on motors over 10 horse-power rated capacity: 1 т" 

Another company uses the following clause:— das 
time when power is being delivered to the.customer 3! о 15 
voltage and frequency the total volt-amperes 60 deliver 115 
ceeds that which would result if the power which the apes 
is then taking were delivered at a power factor of 85 ad ак 
the volt-amperes delivered «hall be calculated as powe 


wer factor. Tots а ermined 


Other clauses аге: " The minimum power 1: “Tf the power 
monthly shall not be less than 85 per cent. t. then the 
factor ut maximum kVA be less than 85 per cent. 


total amounts of the accounts.due for service under 1 1 5 


tract shall.be increased by dividing such amounts re ed 
factor as found and multiplied by 85 per cent. nditions! 
that the rates for service herein provided for 5 
upon the consumer's apparatus taking power at no lo и 
{һап 70 per cent., and should his requirements. below 70 РЕ 
cause the power factor in his supply cmeuit to fall Ө r may. 
cent., then the rates for service herein provide tal five per 
the company's option. be increased by the n rrice fall 
cent. for each per cent. the power factor of such 967. 
below 70 per oent.” ations d 
With reference to correcting against вено of the 
current unbalance, no specific clauses: are used 5 
eight companies. 2. 
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To Alarm Burglars.—According. to the. Evening News, an 
Italian gentleman." has invented an. elaborate burglar 
alarm system. 1% consiste in coating the inner side of walls 
and windows with insulated tinfoil and metallic paint. An 
" ever-so-gentle electrical: current circulates through the 
tinfoil, and -when the tinfoil is punctured ' the current 15 
interrupted. °° When the circuit is broken in any way a heavy 
plunger cushioned on oil, begins falling slowiy down in a 
cylinder in the cellar, making contact with wires, which ex- 
plode three harmless bombs at intervals of 15 seconds, and 
then set a bell ringing hard." | | 

This is ingenious, but it would probably be cheaper and 
better to let the burglar carry on. | 


Electric Ship Propulsien.—The United States coastguard 
cutter Tamoa, the first of four electrically-driven ‘cutters to be 
placed in service by tbe Treasury Department, has just been 
delivered to the authorities at the port of New York. She 
was built by the Union Construction Co., Oakland, Cal., and 
is 240 ft. long, 39 ft. beam, 25 ft. 6 in. deep. displaces 1.600 tons 
at à mean draught of 14 ft., and has a speed of 16 knots. The 
main propelling machinery consists of two Babcock & Wilcox 
water-tube boilers burning oil; which supply steam to a tur- 
bine-driven alternating-current generator. This in turn 
operates а 2,600-h.p. synchronous motor at a propeller Speed 
of 130 r. p. m. Reuter's Trade Service (New York). 


U.S. Electric Vehicle Market.—The manufacturers of 
electric vehicles have arranged to hold monthly meetings in 
New York City, commencing in December, when the most 
prominent men in the trade will speak briefly on various 
phases of the industry. An electric; vehicle show will be 
held in New York City, probably towards the end of January; 
the exhibition will be sponsored by the Edison Electric Co. 
A similar show held early this year. was reported to have been 
highly successful from the manufacturers’ point. of. view, so 
it is probable that there will be a record number of exhibits 
at the next exhibition.—HReuter's Trade Service (New York). 


'" British Trade Ship."—The board of the British Trade 
Ship publishes information which may be regarded as a 
barometer shawing the present and prospective fall їп costs 
of production. The terms for exhibiting have .been reduced 
from between £2.100 and £1,350 for stalls to £1,400 and £900 
respectively. Tbe cost of showcases and countercases is 
similarly reduced to an average charge of about £400. First- 

class cabin accommodation for & trade representative under- 
` taking the whole voyage of 18 months is reduced to the sum 
of £1,000, including all meals taken on board the ship: The 
eignificance of this reduction is a good omen for British trade 
and industry in the New Year. ә p » | 


INSTITUTION NOTES. | 
f. is a ` F 

The Institution of Electrical Engineers.—INroRMAL MEET- 
ING.—At the meeting of the Informal Section on Monday, 
December 5th, Mr. J. R. Bedford was in the chair, when Mr. 
С. L. Lipman opened a discussion on Some Recent De- 
velopments in the Design of A.C. Instruments." The meeting 
‘Was rather less crowded than recent meetings have been, 
and the discussion consisted mainly of interrogation from a 
few instrument experts. Mr. Lipman displayed numerous lan- 
tern slides showing the instruments in detail, and diagrams 
of connections, &c.; also, by the courtesy of Messrs. Nalder 
Bros. & Thompson; he was enabled to show some fine examples 
of the instruments. The power factor meters, frequency 
meters, synchronisers and synchroscopes described mainly 
embody an improved movement in which no moving coils are 
employed, with the result that extreme lightness, perfect bal- 
ance and accuracy, and very small volt-ainpere consumption 
are obtained.. A special sensitive relay, prunarily intended for 
use with Merz-Price and similar systems of protection, was 
exhibited; it was in principle. similar to a moving-iron 
ammeter, The relay .is self-setting, and is proof against 
violent external vibration. , The Dransfield three-phase volt- 
meter was also exhibited. NE ПАС cupri | 

SOUTH MIDLAND CENTRE.—Students’ Section —At a meeting 
held on December 18th there was a debate on the Relative 
Advantages of А.С. and D.C. for Power Distribution and 
lighting in Sub-Station Areas.“ Мг. В. A. Chatlock, 
MI. E. E.. Chairman of, the Centre, occupied the chair. 


Junior Institution of Engineers.—4At the recent annual 
general meeting the following officer8 were eleeted for Session 
1921-22 : —Chairman, Mr. E. C, West;.vice-chairman. Mr. Н. 
V. Pointon; librarian. Мг, Н. P. Mright: hon. treasurer, 
‚Мт. W. A. Tookey; hon. auditors, Messrs.-J. M. Seddon, 
', XI. Murrel, S. H. Hole, and R. Conk; members of Coun- 
eil, Messrs. A. J. Simpson, L. Turner, W.-H. Ballantyne, and 
С. W. Tookev. Mr. W. A. Tookey. in presenting the past 
year’s accounts, expressed satisfaction that the deficit was 
not so great as had been anticipated, owing principally to 
“increased revenue from advertisements and the care exercised 
by the Secretary and Finance Committee. | 
On December 9th Mr. C. Н. Wordingbam. C.B.E., delivered 
bia address: as-President. The speaker ‘covered wide ground, 


— 


outlining the position of, the! varioug-engingering institutians: 
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the status of the engineer; the effects of industrial ‘unrest: 
Water power; fuel power; charges for power; power distri- 
bution ; standardisation; the metric system; research; and 
other subjects of importance to engineers. : i 


Institution of Rubber Industry.—At yesterday evening’s 
meeting Mr. Fordyce Jones (chairman of ihe Ee Babee 
Oo., Ltd.) was down to read a paper on “ Widening the Field 
for Rubber Manufacturers." . | | CBE. 


Chelmstord Engineering Society. On December Ist М 
J. N. Houblon, MELLE E. of Меш. Crompton & Co., Ltd. 
read а paper on Small Public Electric Supply Under- 
takings,” Mr. О. F. Barrett, O. B. E., the President, presiding. 
The lecturer dealt with the preliminaties necessary to start a 
small undertaking and the choice of prime movers: where 
steam was to be used the locomotive tvpe of engine was re- 
commended, and the ^" semi-Diesel " if oil fuel was decided 
upon, on account of low first cost and economy in running. 
D.c. supply was generally recommended. but for extensive dis- 
triets ап а.с. system was more economical. The question of 
mains was dealt with, and the author thought. that. in most 
cases a well-designed overhead system was more suitable, 
and considerably cheaper than underground mains, but it was 
essential for Government regulations to be modified, as they 
made the cost unnecessarily high. The lecture was illus- 
trated: by a large number of lantern slides, and an interesting 
discussion. followed. HR (s 


Birmingham and District Electric Club. On December 
10th Mr. N. Deykin was appointed chairman of thé club. 
The membership has inéreased from’ 141 to 150, and the 
financial statement shows a ctedit balance. Ум 
^ Edinburgh Electrical Society. At a meeting of the So. 
ciety, held on December 9th, Mr. Arthur Whiteley gave an 
illustrated lecture on Wireless." After dealing with the 
history and development of radio telegraphy and referring to 
the work of the outstanding inventors, the lecturer described 
the principles of spark and closed circuit transmission. Ther- 
mionic.valves of varioue types and their application were 
shown. Mr. Whiteley gave -descriptions of wireless stations 
in the East with which he had been connected, and con- 
cluded with a demonstration of a simple home-made receiver 
set. On behalf of the. Edinburgh and Lustrict Radio Society, 
he invited his audience to an exhibition of wireless apparatus 
which is to be held in Gillespie's School ош Saturday, Decem- 
ber l'th. —| | .. m eas | „ 

„ Greenock Association of Electrical Engineers. On 
‘December 6th Mr. Bucklitsch, of the. Post Office Engineering 
Department, read a paper on Interconimunication Tele- 
phones. The author gave details of various systems, auto- 
matic and manual, including the Strowger type. A vigorous 
discussion followed the paper, ranging froni faults to phe- 
nomena in telephony. | a P 
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OUR PERSONAL COLUMN. ^ ..;. 

The Editors invite electrical engineers, whether connected 

with the technical or the commercial side ‘of the profession 

and industry, also electric tramway and railway officials, to 

keep readers of the ELECTRICAL REVIEW posted as to their 
Я mobe ments. bd A 


. On Saturday last, at Cambridge University Church, Mr. 
W. L. Brago, Professor of Physies at Manchester Univeraity, 
and son of Sir William and Lady Bragg. was married. to 
Miss Alice Hopkinson, elder daughter of Mr. and Mrs. A. 
Hopkinson, of Cambridge. f ' E ; 

Dr. JOHN B. WHITEHEAD, dean of the engineering school 
and professor of electrical engineering at Johns Hopkins 
University, U.S.A., bas been awarded the tive thousand 
francs prize of the Institute Electrotechnique Montefiore of 
Liege, Belgium, bestowed every three years for original work 
on the scientific advancement in the technical application of 
electricity. The prize was given for an essay on " The 
Corona Voltineter and the Electric Strength of Air.“ — 
Science. e "HP 

We are asked to contradict the statement appearing in 
our last issue respecting Mr. D. H. Davibs's intentions to re- 
main at Heywood, as he is taking up the appointment offered 
him at Chesterfield. Mr. Campion asks us to state that. the 
Chesterfield vacancy for a general wésistant advertise in 
November is therefore filled. | ra MA 

Mr. FREDERIC J. BARNETT, who has been in the service of the 
Dominican Government for the past 74 years as telephone and 
electric light superintendent, and may be coming home in 
‘the spring of 1922 on holiday, was recently presented with a 
baton and address by the Dominica Orchestral Society, of 
“which he is the founder and conductor. uis s 
Nr. W. Price, meter testing superintendent to the Midland 
. Electric Corporation for Power Distribution, Ltd., Ocker Hill, 
Tipton. is leaving to take up an appointment with the Bom- 
bay. Electric Supply and Tramways Co. On Friday last u 
farewell dinner was given in his honour by his colleagues. 
The chief engineer, Mr. G. К. J. Parkinson, presided, and 
referred to Mr. Price's 19 vears' satisfactory service with 
the. company., The staff and. employés. had previously pra- 
“sented Mr. Price with a cabin trunk and dressing ease 
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Mr. R. W. Everson, formerly manager of the Merchandi- 
sing Department of the Westinghouse Electric International 
Company, has left for Mexico City, where he has been 
assigned to the Mexican Office of the Westinghouse Electric 
International Company. | СА 

Mr. Rec. L. Tuomas (late G.E.C., Hull) has joined the staff 
of the Electrical Engineering & Equipment Co., Ltd., of 
London, and will be stationed in s. 


Obituary.—Mr. JohN GiBSON.—We regret to ‘record the 

death, at the age of 48 years, of Mr. John Gibson, which 
occurred very suddenly on Friday last in London from cerebral 
hemorrhage. In earlier days Mr. Gibson was connected with 
Messrs. Ernest Scott and Mountain, Newcastle-on-Tyne, and 
Messrs. Holden and Brooke, Manchester, but for the last 15 
or 16 years he was prominently associated with the supply 
business of the Metropolitan-Vickers Electrical Co., and was 
а director of the Cosmos Lamp. Co. He leaves a widow 
and three children, to whom the many friends of the deceased 
gentleman will desire to extend their deep sympathy. The 
funeral took place on Wednesday in the Peel Green Cemetry, 
near Eccles. 
— Mr. G. №. TALBOT.—We regret to note from the Deaths " 
column of The Times that Mr. George Washing Talbot, Post- 
master-General and Director of Telegraphs, Burma, passed 
away at Anerley, S.E.. on December 12th, at the age of 
49 years. 

MR. F. WonRALL.—The death took place on December 3rd 
of Mr. Frank Worrall, surveyor and electrical engineer to the 
Long Eaton Urban Council. with whom he had been for 24 
years. He was 53 years of age. 


Will.—The late Mr. J. Н. BarrounR-BRowsE, K.C., left 
£655,000 


. 


NEW COMPANIES REGISTERED. 


" 


Dubilier Condenser Co. (1921), Ltd. (178,173).—Private 
company. Regd. December 2nd. Capital, £25,000 in 21 shares. То adopt 
an agreement with the Dubilier Condenser Co., Ltd., and to carry on the 
business of electricians, mechanical engineers, manufacturers of electrical 
condensers, electric, wireless and high tension protective apparatus, &c. The 
subscribers are (each with one share) are: À. C. Banks, 21, Woodland 
Road, New Southgate, N. II, clerk; L. О. C. Hathaway, 90, Cavendish 
Road, South Side, Clapham Common, S.W., clerk. The subscribere are to 
appoint the first directors. Qualification: £100. Remuneration as fixed by 
the company. Registered office: Ducon Works, Goldhawk Road, Shepherd's 


Bush, W.12 
Aqua Electric Co., Ltd. (178,170) .— Private company. 
Registered December 2nd. Capital £8000 in £1 shares. To acquire 

undertaking and all or any of the assets and liabilities of the Aqua Electric 
Co., Ltd. (incorporated in March, 1921), and to carry on the business of 
electrical, gas and water engineers, machinists, fitters, millwrights, mechani- 
cal engineers, &c. The subscribers (each with onc share) are: Woolf Bar- 
nato, 14, Hanover Square, W., gent.; Ernest F. Spencer, 37, Park Man- 
sions, Vauxhall Park, S.W.8, engineer. The subscribers are to appoint 
the first directors. Qualification : 1 shares. Remuneration 1 guinea each 
per board meeting attended. Registered office: 116, Putney Bridge Road, 


S.W.15. 
Finance Corporation, Ltd. 


Electric and Railway 
—(178,213).— Private company. apital, £500,000 in £1 shares. The objects 
finance, land, mortgage and 


are: To carry on the business of a trust, 
agency company, to carry out financial and commercial operations of all 
kinds, to purchase, underwrite, subscribe for or otherwise acquire, hold 
and deal in investments and securities of ail classes, whether British, 
Colonial or foreign, to establish or promote companies and to form and 
manage syndicates; also to carry on business (solely or jointly with others) 
as engineers, railway and building contractors, manufacturers and repairers 
of railway and other materials and rolling stock, manufacturers of electrical 
apparatus and machinery, general electrical engineers, ship builders and re- 
pairers, &c. The signatories to the Memorandum of Association (each sub- 
ecribing for one share) are: J. Coneybeare, 32a, Quinton Street, S.W.18; 
L. Н. Butcher, 52, Gaskarth Road, S.W.12; and J. W. Sanders, 66, Henry 
Street, 5.Е.11 (all clerks). The first directors (to number not less than 
four nor more than nine) are to be appointed by the subscribers to the Memo- 
radum of Association. Qualification: 21,000 registered shares or stock. 
Remuneration as fixed by the company. The registered office is at 2, Bond 
Court, Walbrook, E.C. 


OFFICIAL RETURNS. OF ELECTRICAL 
COMPANIES. 


Oswestry Electric Lighting and Power Co., Ltd.—De- 
benture dated September 27th, 1921, to secure £1,500, charged on the com- 
pany's undertaking and property, present and future, including uncalled and 
“unpaid capital. Holders: London County, Westminster and Parr's Bank. 


Cox-Cavendish Electrical Co., Ltd.—Particulars of 26.000 
debentures. Authorised September l6th, 1921. Present issue £2,150, charged 


on the company's undertaking and propert 1 
кад Cepia, g property, present and future, including 


Tramway Supplies, Ltd. (93,698).—Capital £10,000, in 
#1 shares. Return dated October 28th, 1921. 5.307 shares taken up. £2,307 
paid. £3,000 considered as paid. Mortgages and charges £8,908 15в. 5d. ` 


George Н. Scholes & Co., Ltd. (106,845). Cap; 

r . 99 е , — 2 

£R 000 in EI shares (5,000 pref. and 3,000 ord.). Return 125 ор 
2.336 pref. and 2.002 ord. shares taken up. 1,952 paid on 1,950 


ref. and 2 ord. £2,386 considered i 
ortgages and charges nil. г as paid on 386 pref. and 2,000 ord. 


Sentinel Instrument Co., Ltd. Mortgage dated Novem- 


ter 29th, 1921, to secure 29.500 and further advances charged on 43/45. 


Shields Road West. Ne cast] . 
Permanent Bullding Seley stle-on-Tyne. Holders : Newcastle-upon-Tyne 


Cambridge Electric. Su 1 A: i 
£3,000 cibis aa authorised Gender е tei s Particular a 


charged on company's undertaking and Pcoperty, present and future 


Comac Manufacturing Ce., Ltd. T. L. Co 
110, Clifton Road, Norbiton, Surrey. was appointed receiver of 
25th under powers contained in debenture dated April 20th, 1991 on October 


Cumberland Coa! Power and Chemicals, Lta 
culars of £200,000 8 per cent. six months’ secured notes authorised N 
23nd, 1891, and covered by trust deed of even date; present iss ed 
charged on rights and interests іп an agreement relating to the 1 
and certain shares in, the S/A Tyssejaldene Co. and the company's u 4 ғ 0, 
and property, present and future, including unealled capital Trus ertaking 
Arthur T. Dawson, Bt, Vickers House, Westminster; and A E Sir 
Nitrogen House, 31 and 32, Grosvenor Place, S.W : F. Barton, 


Frinton-on-Sea & District Electric Li t & Power Co 


Ltd. (70,689).—Return dated October 315 i 
£10,000 in £1 shares (7,300 preference and 2,700 ordice y) A p Capital 
up and paid for in full. Mortgages and charges, £10,000. нш 


Magic Appliances, Ltd.—Particulars of £2,000 debentures 
authorised October vi 1921; whole amount issued: charged on the company’. 
property, present and future, including uncalled it j d 
iras EN [4 capital (subject to £2,000 prior 


Lewth & Smith, Ltd.—Charge on the company's under. 
3 шор present а, including uncalled Capital, dated 
Decem nd, ‚ to secure . Holder: Т. | | 
Levenshulme, Manchester. i Davies, Wesley Sine, 


James Keith & Blackman Co., Ltd.— Satisfaction in {ul 
on November llth, 1921, of debentures dated October 29th, 1901, and Janust 
Ist, 1913, securing £500 and £50 respectively. i ч 


—ͤ—Z—T—ͤ UU 


CITY NOTES. 


THE Common FuND.—At meetings of the 


London boards of directors of the City and South 
Underground London, Central London, London Electric, 
Railways. and Metropolitan District Railway Com. 


panies, and the London General Omnibus 
Co., Ltd., last week, it was decided, after a review of the 
results of the operation of the common fund for the present 
vear and of those of the last five years, to recommend to tbe 
stockholders that the following variation in. the division 
between the companies of the common fund established under 
the London Electric Companies’ Facilities Act, 1915, shoult 


be agreed. The common fund, as our readers know, is mad: 


up of the balances of the net revenues of the several сот. 
panies after providing for interest and dividends on ther 
prior charge securities (except Metropolitan District Railway 
Second Preference Stock) and for depreciation and reserve. 
The variations are shown in the table below :— 


Original Revised 

Company. ghare. ghare. 

Per cent. Per cent. 
City and South London n 6 6 
Central London "uc сар. “OO 16 
Tondon Electric e m 0 , 4. 
Metropolitan District ... J 12 12 
London General Omnibus ..  .. 32 25 
100 10 


While the percentage share of the Metropolitan District 
Railway Co. remains unchanged it is proposed that the Second 


Preference Stock of that company should be included as a 


revenue liabilitv, so that the interest upon the stock is to be 
met prior to the distribution of the common fund. Thee 
revisions are to take effect from July Ist, 1921. It is also 
proposed at the same time to make certain minor amendment: 
in the common fund agreement which the experience of the 
last six years has shown to be desirable. A circular wil & 
issued to the stockholders setting out the whole position fully. 


Cordoba Light, Power & Traction Co., Ltd.—The repot 


for the year ended March 31st last records a trading profit 
£123,923. After paying interest on debentures, роши 
notes, &c., з balance of £54,695 remains, which. with £60. 
brought forward, totals £114,641. Of this £8,432 is ШТ 
nriated for debenture stock redemption. Subject to appro" " 
the sum or £69,300 is transferred, in respect of 5j years pu 
of dividend on the preference shares, together with 70 5 
from the profits of the past half-year. £5,000 is being ТЕ 


ferred to the share redemption fund. The annual contribution 


of £5,000 is calculated to repay the whole of the share а 
within the time of the concessions of subsidiary compa 
Meeting : December 90th. 


C. A. Vandervell & Co., Ltd.—The report of trading for 
the vear ended March 31st shows a very considerable | 
(£251,472). £75,000 bas been withdrawn from 8 el 
the £140.499 brought forward has also been absorbe 
the deficiency. We ehall quote the report more ul 
week. | " 
Manx Flectric Railway Co.—The directors are 15 5 
dividend of 53 per cent. on the preference shares i 
ended September, 1916, and carrving £916 forward. 


[* 
Fastern Extension, Australasia & China тейт, abe 
I. td.—Interim dividend for the quarter е P 
30th of 5s. per share, free of income tex. 
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Prespectuses.—Newcastle-upon-Tyne Electric Supply Co., 
Ltd. Ihe list of applications opened on Monday, and was to 
remain open until to-morrow, in an issue of £750,000 of 6 per 
cent. second mortgage debenture stock at £854 per cent. ‘I'he 
issue is for the purpose of providing funds to meet the com- 
pany's commitments incurred in connection with the extension 
of its generating stations, rnains, and sub-stations, and for the 
development of the business generally. 'The issue was over- 
subscribed, and the list closed on Monday, but provincial 
applications were considered if received on 'luesday by first 
post. 

Reading Electric Supply Co., Ltd.—This company has been 
offering.for subscription (the list was announced to close 
to-morrow, 17th inst.) £100,000 74 per cent. first mortgage 
debenture stock at 95 per cent. The issue has been made of 
the repayment of an advance of £15,000 to the bankers to 
redeem existing debentures amounting to £32,000 and to 
provide funds for extensions to the generating and distribu- 
ting system. The list was closed on Monday; provincial 
applications were considered if received on Tuesday by first 


post. | 

Llanelly and District Electric Lighting and Traction Co., 
Ltd.—The subscription list was to close on or before Decem- 
ber 17th in an issue of £125,000 74 per cent. debenture 
stock at 94 per cent. The proceeds of the issue will be suffi- 
cient to discharge all capital commitments to date in respect 
of works recently completed (including repayment of loans 
expended on such works), and will be utiiised for this purpose 
and for the general purposes of the company. 


Stock Exchange Notices.—Dealings in the following have 
been specially allowed by the Committee under Rule 148a :— 

Telephone Manufacturing Co. (1920).—310,000 (Vendors’) 
shares of £1 each, fully paid, Nos. 8 to 310,007. 

Application has been made to the Committee to allow the 
following to be officially quoted :— 

General Electric Co.—£8,500,000 7 per cent. mortgage deben- 
ture stock. : | 

The undermentioned securities have been ordered to be 
officially quoted :— | 

General Electric Co.—50,000 64 per cent. A ” cumulative 
preference shares of £1 each, fully paid (Nos. 1,655,791 to 
1,705,790). 

Lancashire Electric Light & Power Со.—65,025 6 per cent. 
(Income Tax free up to 6s. in the £) cumulative convertible 
first preference shares of £1 each, fully paid (Nos. 400,001 to 
465,025). | | 

North Metropolitan Electric Power Supply Co.—£228,460 
74 per cent. debenture stock. . : 


Newcastle-upon-Tyne Electric Supply Co., Ltd.—A meet-. 


ing of the holders of the second mortgage debenture stock 
was held last week, and resolutions were passed modify- 
ing the rights of the holders of the second mortgage debenture 
stock. Mr. R. P. Sloan, C.B.E., who presided, said that the 
provisions were that the interest payable on the stock should 
be increased from 5 per cent. to 6 per cent., and that the 
authorised amount should be increased from £500,000 to 
£2,000,000. The company had on hand applications for large 
additional supplies, and it was necessary that further capital 
should be raised. The amount realised by the issue of second 
debenture stock would be spent entirely on new works. 


Tees Power Station Co., Ltd.—The report for the year 
ended October Ist states that 167,827 fully-paid ordinary shares 
have been allotted to the Newcastle-upon-Tyne Electric Supply 
Co., making the total issued and paid-up capital £437,577. The 
amount received from the Newcastle company was £20,977, 
Which, with a balance of £306 brought forward, gave a total 
of £21,283. Of this £20,800 will be absorbed by a dividend of 
42 per cent. on the paid-up shares, the balance being carried 
forward. 


Para Telephone Co.—4An interim dividend on the ordinary 
shares of 3 per cent., free of tax, is announced. 


Italian Capital Increase.—The firm of Pirelli & Co., of 
Milan, who have a share capital of 100,000,000 lire, are offering 
for subscription 40,000 new shares of 500 lire, which will 
raise the capital to 120,000,000 lire. 


Tube Investments, Ltd.—At the annual meeting, on De- 
cember 7th, the chairman referred to the formation of Brom- 
ford, Ltd., ав a separate concern, stating that £100,000 re- 
` mained as а debt to the vendors, Tubes, Ltd. Orders were 
at present only sufficient to occupy half the factory, but 
improvement was expected. 


A Swiss Investment Company.—The Columbus Electrical 
Undertakings Co., of Baden. reports net profits of 2.750.000 
francs for 1920-21 and a dividend at the rate of 8 per cent.. 
as in the preceding year. The chief assets held are in the 
Compania Italo-Argentina de Electricidad, of Buenos Ayres. 


Yorkshire (West Riding) Electric Tramways, Ltd.—A 
final dividend of 3 per cent. (at the rate of 6 per cent. per 
annum) on the preference shares, less tax, is announced for 
the past half year. | E = 


Electro: Bleach and By-Products, Ltd.—An interim divi- 
dend of 3} per cent. is to be paid on the preference shares. 


e 


Nerway.—The accounts of the Norsk Hvdro-Elektri 
Kvaelstof A.S., of Christiana, show а deficit of 1308000 ke, fer 
1920-21. It has, however, been decided to pay a dividend at 
the rate of 15 per cent., by the absorption of the profit-equali- 
sation fund and an appropriation from the contingency fund. 


Rees Roturbo Manufacturing Co., Ltd.—A divid : 
per cent. on the preference aes for 1917 is кре Pim iE 5 


[Eee 


STOCKS AND SHARES. 


— 


TUESDAY EVENING. 


For the rises 


ties have their effect upon investment stocks 
> ö and shar 
all classes. As prices of the former improve, во the iig 


ture stock, issued at 96, has scarcely 
mium to-day being about 10s., at’ which price the yield оп the 


mo 
a у оше A 72 per cent. The first coupon, due next March, 


per cent. will The 


security is good enough to warrant a rise of i 
The Shropshire, Worcestershire & Staffordshire Blech i 
per cent. debenture stock, the price of which hun 
discount for several weeks after the allotment, has now risen 
to 3 premium above the 97 at which the stock was offered 
The vield here is 74 per cent. with a small coupon due next 
March. The stock is redeemable in 1931 at 100, and it ma 
be recalled that it carries the guarantee. both Ý 
d interest, by the British Electric Traction Co 
eing convertible at апу time into Shropshire т, 
Мегвеу Power 74 debenture stock, also issued at 97. has ad- 
vanced to 3 premium. General Electric 7 per cent. debenture 
18 up to 981, and the British Thomson-Houston, which came 
o me 11 one Month at 92}, commands a small 
Е e first interes \ i j a 
teat 5 on this scrip being а “ broken 
e Clyde Valley Electrical Power 8 per cent. - 
ferences, with £5 paid out of the £10 1 5 
houcht at a shade over par. offering a trifle under 8 per cent 
on the money, with a &mall dividend due this week. City of 
London 8 per cent. seconds at Be. 6d. pay 64 guineas per 
rent. on the money, and Notting Hill 6 per cent. non-cumu- 
lative preference at 74 afford practically 8 per cent. with a 
о 2, T nn The shares rank equally for re- 

yment of capital with t Ж 
рау * e company's 6 per cent. cumula- 

One of the Stock Exchange features of the nast few dayr 
has been a substantial rise in the price of District Railwav 
ordinary stock. The Underground Railways has formulated 
a scheme varving the terms of the Common Fund to which all 
the tuhe railwavs contribute. A circular is on the point of issue 
m which full details will be given, ond the arrangement is 
Proposed on the ground that the division of distribution, 
as 1t stands at present. is scarcely equitable to some of the 
companies conecrned. The new proposals hring within sight 
a dividend on District ordinary in respect of the current year 
and this has caused a rise of 4 points in Districts to 22. ` Un- 
шша 1 иг are 10s. higher at 24, Ње shilling 
shares advanced to б, and the Income Bo 
5 e Bonds are no less than 

City of Tondon Flectric ordinary shares at 1 7/16 have 
risen л florin, and Kensincton ordinarv improved to 5. On 
the other hand, ‘County of London ordinary at 83 are 1/16 
down, there being two or three hundred shares in the market, 
which are being digested bv quiet degrees. South Metropoli- 
tan preference stiffened to 17s. 6d. and the second preference 
rose to J3s. 9d. 

English Electric Notes are better at 99. Yorkshire Electric 
Power ordinary shares at 34 are 5s. higher. The Newcastle- 
on-Tyne Electric Co. has been offering £750,000 6 per cent. 
second mortaa^e debenture stack at 854. The subscription-list 
was nrompotlv filled and elosed several dovs in advance of the 
full time to which it could have remained onen. The Reading 
Electric Sunnly Co. offered £100.000 73 per cent. first mort- 
gage dehenture stock at 95. and the T lanellv & District Elec- 
tric Lighting & Traction Co. issued £195,000 74 per cent. de- 
hentnre stock at 04. In hath cases, the stock was promptly 
snapped up, and the market for all such securities is a good 
one. Several others are expected to make their appearance 
in the rear future. | | "EN ; 

Anglo-Argentine Tramway debenture stock has risen to 634. 
British Columbia Electric deferred at 57} and the debenture 


March. 
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stock at 614 are both better. The Mexican group is поё quite 
во excited this week, the only change being a rise of a point in 
Mexican. Light & Power preferred shares. | 

. The Cable group is rather better. Eastern ordinary re- 
covered a couple of points, at 1634, but Globe ordinary at 164 
fell 4, the other members being unchanged. Anglo-American 
Telegraph preferred at 83 is 4 higher, and the deferred at 
18 shows another rise of 5s., owing to the advent of the divi- 
dend due early in the New Year. Business has been done 
in Indo-Europeans at.27 and the price of the shares is low- 
ered to 274 middle. As an important part of the company's 
concession runs out in 1925, it is being asked whether the 
present may not be an opportune time for making advance 
arrangements towards a voluntary dissolution of the companv. 
On the company's balance-sheet, there should be well over 
£40 per share for the proprietors. ‘The line runs through 
Germany and part of Russia, but it is understood that efforts 
are being directed towards straightening-out a position 
severely tangled-up by the war. The directors’ task is mani- 
festly a difficult one. Marconis hold their price at 1 11/16, 
яла Marines at 20s. 9d. have recovered, after being down to 
19s. 6d. 

The rubber share market is in a. humdrum state, prices 
moving scarcely at all. Vickers rose brisklv to 9s. 3d., on a 
report that the new ten million nounds loan which India is 
raising is required, in part, for railway construction, in which 
big British firms will be given a participation. Armstrongs 
improved at the same time. Babcock & Wilcox advanced 
to 23, and the markets in manufacturing shares are as a whole 
decidedly brighter than they have been for some time past. 
Edisons at ts. are ninepence up. Electric Constructions 
strengthened to 18s. 3d. Cromptons continue depressed. 
General Electric gained sixpence, and Henley's preference 
are 2s. 6d. to the good. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Home ELxcTRICITY COMPANIES. 


Dividend, Price 

Fg. иа Le HR —  Dec.18, Rise or Yield 

CREE: acs ы] че 1919. 1990. 1991. P P. o. 
Brompton Ordina ke. c. Caec 32 1 68 — £9 08 0 
Chariog Cross Ordinary 15 ое 7 8 4h — 8 17 10 
AO. + до. до. 44 Pref. ee 44 43 R 4 — fl 4 4 
Hale ee * ee * ee ee 4 6 А — 9 4 8 
ity of London. 18 M 1j +1 9 14 10 
do. do. 6 per cent. Pref... в 6 18/. _ 618 4 
Coonty of London ws s4 — 8 8 8 — is 9 210 
do. do. 5 рег cent. Pref... 6 6 7 — 710 0 
Kensington Ordinary .. . .. ee 7 9 5 +1 POA 
London Electrico.. .. . — 23 2 1 — 110 0 
. do. do. 6 percent. Pref... e 6 8 — 10 0 O 
Me'ropolitan . "M R 7 7 — 9 6 8 
do. a per cent. Pref... 4% 4 213 — 7 18 2 
St. Tames’ and all .. . 12 12 — 8 17 10 
South London „ da 6 7 — 10 18 3 
South Metropolitan Pref. ..  .. 7 7 17/6 + ik воп 
Westminster Ordinary.. © .. 10 10 54 — 810 9 


TELEGRAPHS AND TELEPHONES. 


Anglo-Am. Tel. Pref. .. r. 6 6 рз +h 741 
„ do. Def. le Wh 18 +z BRR 
Chile Telephone e 5 5. 6 в 54 — 517 8 
Cuba Sub. о e ef ee ee ee 7 7 7 — 10 0 0 
Eastern Extension .. we 10 10 168 — R 2 2 
Eastern Tel. Ord. 5а P . JO 10 1683 +2 6 24 
Globe Tel. and T. Ord. as .. 10 10 1 — à 6 B 1 
do. * do. Pref. ео ee 6 в 91 == 6 9 9 
Great Northern Tel. ee- 6 0 ee 99 94 тет 9 19 0 
Indo-European ee @e ee ee 10 10 27 —24 9 2 0 
Marconi .. з» oe 85 „ 25 15 144 — 8 17 10 
Oriental Telephone Ord.  .. „ 12 12 2 — R 00 
United R. Plate Wel. ee ee ee 8 8 54i — “7 0 8 
West India and Panama .. Nil Ni 5/- = Nil 
Western Telegraph .. Фе „ 10 10 163 — 6 1 3 
p» ; Home Валл. 
Central London Ord, Assented .. 4 4 4 — 8 1 8 
Metropolitan T v» we ew. e. 1s 1 253 +14 517 8 
' о. .District e... Ni N 22 +4. Nil 
Underground Electric Ordinary .. Nil Nil 2h +10), Nil 
do, do, ATE. ee Nil Nil 6/- +1/- Nil 
do. . do. Income.. oe 4 9 184 +6 4 10 
FN dm e | ForEIGN Trams, &с, | 
nglo-Arg. ms, First Pref, E 1? — | 
do. | do. nd Pref. МА NA 65 24 tog, la ^ 0 
do. до. Брег cent, Deb. 5 5 693 +4 716 
Brazil Tractions ы с, s Ni Nl 31 *1 Nil 
British Columbia Elec. Rly. Pfoe... 5 5 58 — 812 4 
| 985 do. Preferred .. 5 93/- 51 — 9 5 0 
am do. Deferred . B 124/- 574 +1 *1017 n 
M O. O. Deb. ee 4} 4i 614 +13 6 18 3 
ыо ТШЕ 5 percent. Bonds. Nil Nil 5! — x 
do. 0. 6 per cent. Bonds i — 
Mexican Light Common ЯЕ ae Nil Nil 15 — NI 
15 29, Pref. .. s .. Nil Nil 27 +1 Nil 
.. Ist Bonds . Nil 5 613 +4 8 з 8 
MANUFACTURING Comp А | 
Babcock & Wilcox  .. Ес . 15 io 28 6 
British Aluminium Ord, "a we 10 10 14/6 и E 
British Insulated Ова. oe .. 15 15 10 ue 10 0 0 
Callenders 61 Prein... 8, 1 1 — 1018 2 
Crompton O dl... 10 ic’ ue um dub 
Edison-BZwałn . 10 L p „ 
do. do. 6 per cent. Deb. ce 5 5 64 ` 16 
Klectric Construction. “a x 10 10 18/8 49 E. 
Mira LL К 5 8 . 8 10 / тш 16 о 2 
ао. е!... s ee = 
чеп, Elec. Pret... We ^ UE e. . A A 170 = 7 18 0 
Henley Ord. ee ве ee ee 10 10 17/6 +6d 11 8 6 
do. 44 Pret, 5 Es 2 ee ч ч 5 ps Ev, 
IDdis. Rubber 10° IN. s юв 413 
Met.-Vickers Pref, s B 8 8 y = P 
Siemens Ord. ., ee a 10 10 1 йй са 
Telegraph Con. ee wi 8 20 20 al ян * i 9 


.* Dividends paid free of Income Тах, 


Ea MARKET QUOTATIONS, 

1т should be remembered, in making use of the figures appeari 
in the following list, that in some cases the prioes are only genera] 
and they may vary according to quantities and other circumstances 


|  - Wednesday, December 14th. 
MM 


CHEMICALS., 40. Latest Fortnight's 
е em X Е у LS » 4&6 Price, Ino, or Dec, 
| | | 
* ч | 
а Acid, Oxajio oe ae, ‚өө. oe per lb, | { 
qu s, dime pe Ника бш с 
a , | 
а BhulphideofCason — .. „ и NE. 
а pedum Sul hate | oe ee ee [1] £81 т FEE 
а Соррег ee eo e» » £20 £10 dec 
a Potash, Oblorate .. 0 .. der lb. 8d. | d. dec. 
a 8h $ Perchlorate ee р эе "c pm P AA t EE 
e ees ee ee & ee ee per 0 P, 6 * Yl è 
а Bulphur, Sublimed Flowers оа " 414 10s. | 10 185 
а 99 Lump eo E eee i » £195 10s. | 10/. dec. 
а Soda, Chlorate ee ee eo per lb, | ма, е 
а » tals ge ‚ә ‚эе рег ton | 1 
a Sodium Bichromate, casks per Ib. ва. | 
a | 
p Babbitt's Metal and Anti-friction Metal — | 
Gradel .. T per ton net £160 
Grade II. TN os ae i £118 
rade III ee ee eo * » 9 кык £71 
c Brass (rolled metal 2 to 19" basis) per ib, loud. 
C n bes (solid drawn) Me " Uo tu 1/0 
с "н U basis ee е6 ee н í 1 * oe 
c Copper Tubes (solid drawn) E А La A 
€ „ Bars (best selected) per ton £101 vs 
[^] ‚н Sheet ee ee ae oe » £101 oe 
[4] " Rod ee eo ee ee ve 2101 ou 
„ (Blectrolytic) Bars ee ý 815 5s 80/- dec. 
d MP эе Sheets „4 ' ө A145 10s 
d н н Wire Rods. е » £91 58 90% deo 
4 [7] н H.O. Wire, 0 рет lb. 1150. id. dee 
f Bbonitó Rod oo ‘ee oe v 7 MW r bio T 
? м Sheet. . ee ee ee м 8/. oe 
a German Silver Wire без Оэ a 9/9 
В Gutta-percha, fine .. we — wes з 19/6 B 
В India-rubber, Para fine oe » 1% 4d. inc 
Iron (Cleveland Warrant) .. рег ton Noni, 
„ Ў иго, Каін, No. 8, Р.О. qual. " 491 £i дес, 
E 'Lead, Pig ee ee ee ^ ‘ 227 | 
g Meroury ..  .. ‚,  .. por bot. |£105s.to 410 1. 
e Mioa (in original cases) small . per lb. ëd. to 8. | “a 
e » "| m medium ee н . l- to 8/. * 
ө ‚ . e e » 10) to 20/- & ар oo 
Р Phosphor Bronse, piain castings.. i 1n. Ф 
В н „ drawn bars an » 1/42 e 
4 в » rolled strip & sheet " 1/44 e 
(17 ^ ИКТ Wire.. eo’ e. ^ w f 1/55 oe 
d Bilinum Bronze Wire .. der |. Aat ML 
„ P Bteel Magnet, in bars en ee » le AP 
m Tin, Block (English) „ . per ton 2169 £7 Цв. inc. 
шо» Wire, Nos. 1 to 16 eo ео per lb, ' 8/6 | Xi 
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Quotations vy р 

a G. Boor & Оо. pag арай пласиране, 

с Those. Bolton & Sons, Lad. к= ot f катага Till & "RE 

d Frederick Smith & Oo. -} Bolling & Lowe. 

ө F. Wiggins & Sons. ae 1 Richard Johnson & Nephew, Lai, 

f India-Rubber, Gutta-Peroha and a P. Ormiatem & Sons. 
Telegraph Works Oo., Lid. p C. Olifford & Son, Ltd: 


ғ Ў. Е. & Uo. 


Appeal for the Blind.—It is hoped that the lamented death 
of Sir Arthur Pearson will not occasion апу cessation 
activity, or falling-off in generosity, on behalf of the Blinded 
Soldiers’ and Sailors’ Hostel at Regent’s Park. Sir Artbur 
will always be remembered for his zeal on belialf of thos 
who suffered from the same tragic loss that darkened his own 
vision, and it is profoundly to be hoped that the appeal that 
has been issued by his son for full and continued support to 
be given to St. Dunstan's and the National Institute tor the 
Blind will be readily responded to, both in memory of dit 
Arthur and in the interests of our blinded heroes. 


Fire.—Damage to the extent of £80,000 was caused (i 
fire at the Ne Works of the Pontefract 10 
operative Wholesale Society on December 6th. A wool bul 
ing, containing newly-installed electric power plant, was 
totally destroyed Le ws ui edi 

Forthcoming Air Conference.—The Air Minit 10 
nounces that the first Air Conference proved so usefu fer- 
the Air Council has decided to call together another Mavar 
ence, which will be held by permission of the Lord : ph 
ind Corporation. at the Guildhall, on February n a 0 to 
1922. The conference will, on this occasion, be ‘ol avi 
address itself mainly to the question of. the future o olar 
tion, with special references to its development as à die 
and speedy form of commercial transport. The p sivil 
be divided into two main groups, the one dealing witt i 
aviation in general, and the other with technical pro ИШ н 
papers on the former subject being delivered at the Qum 
session of the first day, and the papers on the latter ont 
the afternoon session of the same day. The proc ipe 00 
second day will be devoted wholly to discussions qu 
of the previous day's papers, the morning session ‘ops on 
lotted to civil aviation, and the afternoon to р vill 
technical papers. The Secretary of. State for ent 
preside during the civil aviation portion of the P 681006. 
and Lord Weir of Eastwood during the technical & 
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ELECTRIC HEATING. IE 


By JULIUS FRITH, 


Ir is common to hear the opinion expressed that one 
radiator or type of radiator is more ''etlicient " than 
another. Every electrical engineer knows, however, 
that one kilowatt-hour yields 3,430 British thermal 
units, and that heat is the one thing that we can make 
with absolute 100 per cent. efhciency. Are, then, the 
people who profess to judge between the efficiency of 
one or the other radiator all either knaves or fools! 1 
think not, and that there is more in this matter than 
meets the eye. 

An electrie radiator can give out its heat in two quite 
different ways, either as direct heat or as radiant 
energy, which is not heat at all, and only becomes heat 
when it strikes something material and, becoming ab- 
sorbed, is converted into heat. 

There 15 a wretched expression common amongst the 
thoughtless, namely, “radiant heat," which really 
carries its own condemnation, as heat, being a vibration 
of gross matter, cannot be radiant; radiant energy is 
a disturbance in the ether, which can be caused by a 
hot body and which can again heat a body, but which is 
no more heat. than a belt is power. We do not know 
the precise mechanism by which a hot body can wag 
the ether and cause vibrations to be set up in it, but all 
hot bodies can do it, and the hotter they are the more 
they do it. 

Heat is a vibration of the particles of gross matter, 
and so cannot exist apart from gross matter. The heat 
from the sun, or from the filament of a vacuum lamp, 
reaches us through a space empty of gross matter, and, 
therefore, cannot have been heat but must have been an 
ether vibration or radiant energy. 

Therefore it is seen that the expression ‘ radiant 
heat " is a blunder essentially similar to that involved 
in trying to catch a sunbeam with a pair of tongs, 

But to return to our radiators: it is possible at will 
to convert the kilowatt-hour into either nearly all 
radiant energy or nearly all direct heat. As an 
example of the first, one might cite a thousand candle- 
power of metal-filarment vacuum lamps and of the second 
2.000 vards of No. 18 copper wire carrying 5 amperes. 
Each of these, if placed in a room, would liberate in 
that room 3,430 B.th.u. per hour; in the case of the 
lamps it might be necessary to pull the blinds down or а 
(very) small portion would escape through the windows 
as light. 

Now, without stigmatising either of these as inferior 
or less efficient than the other, it is obvious that they 
would have different effects on the occupants of the 
I would even go so far as to say that one might 
be more suitable in one case and the other in another. 

Let us try and see clearly in what the difference lies. 
In the case of the Jamps, the radiant energy would travel 
through the glass and the air, if both were reasonably 
clean, without appreciably raising their temperature, 
and would finallv strike either the furniture or other 
solid bodies in the room or else the walls. If these 
solids were dull black, the radiant energy would be 
almost immediately absorbed and converted into heat; 
if they were white and bright, a part of it would be so 
absorbed and converted at the first impact and part 
would be reflected back and forth till it was at last all 
absorbed. "The air in the room would then be heated 
from the solids, but this, as will be shown presently, 
would be done only very slowly. | 
In the second case, all the electrical energy will be 
converted into low-temperature heat, which will be trans- 
mitted straight to the air in the room; the furniture 
and walls will be іп time warmed from the air—just 
the reverse process from that described above. 

Now for some figures: — Take a room 18 ft. bv 10 ft. 
by 8 ft. 6 in. high. This will contain about 120 lb. of 
air and, sax, 500 lb. of furniture. The brickwork in 
the walls, assuming 44 in. on two sides and 4} in. to a 
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cavity on the other two, would weigh about 20,000 lb., 
and a one-inch wooden floor and ceiling 1,300 lb. The 
specific heat of air is 0.24, brick 0.2, and wood 0.6. So 
that the air takes 29 B.th.u. to raise it one degree 
Fahrenheit, the furniture 300, and the walls, «c., 
4,800. 

The 1-kW radiator, allowing six changes of air per 
hour, would keep the air of the room 20? 2°, higher than 
outside, whilst it would take tlie same radiator 30 hours 
to raise the temperature of the walls and furniture by 
the ваше amount, even supposing that no heat was lost 
by cooling to the outside. 

lt is thus seen that if the warming of the air 18 the 
objective, it is much better to do it directly by a “ con- 
vector " than indirectly by a '' radiator.’ But there 
are some occasions when the radiant energy from a 
luminous type radiator is the more useful. Take, for 
instance, the case where an unfortunate child has to 
practise the piano For an hour a day in an otherwise 
unoccupied and therefore unheated room. It is equally 
out of the question, from the cost point of view, to 
attempt to heut either the walls or the air, but a 1-kW 
radiator will keep the child warm in an air temperature 
of 40? К. by being placed so that the direct radiant 
energy falls on her and warms her, without warming 
the air through which it passes. On the other hand, 
where it is intended to keep a building warm day and 
night throughout the winter, heating elements built into 
the (inside) walls have very much to reconunend them. 

Another point of view which it is important not to 
lose sight of is the psychological aspect. It is doubtful 
if one can фе warm if one does not feel warm, and it is 
demonstrable that one can be made to feel warm without 
being warmed, e.g., the Berry imitation coal fire. 

Another example of local heating is the use of electric 
foot warmers. We have kept a bench full of girls warm 
and cheerful in an otherwise unwarmed room in winter 
by letting them rest their feet on a long wooden trough 
lined with slab asbestos and covered with tin containing 
one 3-c.p. carbon lamp per girl. Examples of local 
heating under the drawing boards in a drawing office 
have proved equallv effective and economical. 

An interesting problem connected with electric heat- 
ing is given by the gasfilled lamp; why does a 60-watt 
gasfilled lamp, whilst receiving the same energy as a 
60-watt vacuum and giving (a little) more light, appa- 
rently give more heat also? The answer is really very 
simple: it doesn't! The lamp itself undoubtedly gets 
hotter; no lamp uses more than a small part of the 
energy it receives for making light, much the larger 
part is wasted ; the vacuum lamp sends its wasted energy 
out as non-luminous radiant energy, which does not 
heat the glass it passea through: the gasfilled lamp uses 
more of its wasted e;ergy in making heat locally, partly 
because its filament is hotter, but mostly because it is 
surrounded by gas biih conducts the heat to the glass 
and eap of the lamp. Put into an enclosed shade, the 
gasfilled lamp gets too hot, whilst the vacuum lamp сап 
get its waste out through the glass shade to warm the 
outside universe, 


Ice Formation at Hydro-Electric Plant.—A plan for heat- 
ing the dams, valves, and gates of electricity generating plant 
slightly above freezing point in order to keep them free from 
ice мах outlined before the International Joint Waterways 
Commission in session at Ottawa, Canada, in November last. 
A new type of turbine, which the Ontario Hydro- Electric 
Commission proposes to use in the scheme, was described bv 
Mr. F. H. Rogers. a Philadelphia engineer. Mr, John Murphy, 
electrical engineer to the Railway Commission, said that in 
addition to heating the dams and gates, the machinery within 
the power plant also would be kept at a temperature above 
freezing point, thus eliminating any ice formation. The sub- 
ject of heating was brought up after Mr. Hugh L. Cooper, of 
New York, had predicted that ice jams would prove а serious 
problem in working out power development schemes. —Heuter's 
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INDIA: BRITAIN'S GREATEST MARKET. 


Official Report of the Situation. 


Н.М. Senior Trade Commissioner at Calcutta (Mr. T. M. 
Ainscough) in a report recently issued by the Department of 
Overseas Trude (Н.М. Stationery Office, ds.), and brietly 
referred to in our“ Business Notices | 
the phenomenal trade activity which set in immediately atter 
the armistice, the depression that followed when a world 
slump occurred in the raw materials market, and the ensuing 
deadtock in India’s import trade. He records the develop- 
ments 1n economic research and improvement of the natural 
resources of the country, surveys generally its industrial con- 
ditions, transport, communications, finance, and exchange, 
and finally submits some general suggestions regarding the 
probable trend of events. 

First, it is worth noting that Mr. Ainscough favours 
the tendency towards direct trade between Indian importers 
and overseas suppliers, which has been спе of the features of 
the past few years. In spite of unfortunate experiences with 
certain. importers at the time of the recent crisis, he is con- 
vinced that direct trade, if carefully conducted on sound lines, 
and with responsible indian firms, is reasonably safe, par- 
ticularly in. those cases where the home shipper has a resident 
representative in India to safeguard his interests. At the 
каше time, Mr. Ainscough expresses the hope that British 
export houses will, in future, exercise greater discrimination 
in the granting of credit, and will, wherever practicable, 
appoint resident representatives to watch their interests. 


The position of the four great Tata 

Hydro:Electric hydro-electric schemes is summarised in 

evelopment. the report. Our Indian correspondent 

recently referred to this subject at length. 

The Hydro-electrie Survey of India, which was inaugurated 

in 1918, has proceeded steadily with its work. Much additional 

power has been located and assessed, and it is hoped that in 

another three years or so the initial part of the work will be 
completed. 

Atter a preliminary investigation the Hydro-Electric Survey 
estimates that there are about 14 million electric horse power 
actually in sight in India, but this is, of course, vastly below 
the actual available power which the final results of the sure 
vey will disclose. Moreover, the great perennial snow-fed 
rivers have been scarcely touched upon, and their potential 
power has not been determined. The following is an approxi- 


mate estimate of the power of all kinds in use in India in 
1919 : — 


Province. Brake Horse-power. 

Assam . 22,590 
Bengal 25,318 exclusive of Calcutta area. 
Calcutta area 176.200 
Bihar ius Ме 2,325 apart from collieries, &c. 
Bombay Presidency  ... 32,872 
Bombay City area 750,000 
Burma  .. Я 0 17,790 exclusive of rice mills, фе. 
Central Provinces e. 32.773 
Madras . T .. 39,568 
North-West Frontier 

Province я ius — 
Punjab ; is .. 15.784 steam only 
United Provinces .. 88,548 

Total ... 1,153,688 


Mr. Ainscough quotes as follaws from the final paragraph 
of the preliminary report: While this work is being carried 
out the interlaced question of industries is in strong hands, 
and the combination of power and industries is essential io 
the prosperity of both. . . . There will be keen competition 
in the market for orders, and British manufacturers of pipes, 
turbines, generators and switchgear must see to it that they 
are not left stranded. Hitherto they have been content to 
take the small orders and to let the large go to countries that 
have specialised in water power. It has even been asserted 
that engineers from abroad are essential to the proper erection 
of plants when received. It is high time that these fallacies 
should be disproved.” 
These strictures are rather severe, but Mr. Ainscough very 
fairly adds that since they were written British makers 
of water power plant have made very great strides. '* Water 
turbines of the largest size are now being made by two or 
three large firms in England. The hydraulic gear has always 
been a speciality of British makers, while the large British 
groups can manufacture generating sets as cheaply and well 
as any of their foreign competitors. It is only in extra high- 
tension equipment that they have hitherto not had much ex- 
perience, but even here a determined effort has been made to 
manufacture apparatus even for the largest schenies." 

The story of the iron and steel industrv of India is 
the record of the Tata Iron & Steel Co. Ltd. 
well known. Regarding the subsidiary 
was hoped to establish in the vicinity 
completion, and in some cases even the 
of these projects have been dela ye 


largely 
Its progress is 
Industries which it 
of Jamshedpur, the 
further consideration 
d, chiefly owing to difticul- 


last week, dwells upon ` 


ties in obtaining capital. The company is, however still 
negotiating for the establishment of plants for the mauulac. 
ture of railway wagons and locomotives, agricultural imple. 
ments, Wire products, tin. plates, enamelled ironware cables 
und special steel for reinforcement. | > 


The competition of Indian industries calls 
Local and for serious consideration. Last year the 
Otner demand for steel was so great that British 
Competition. shipments increased enormously, and the 
| competition of the Tata steelworks, Sus 
Mr. Ainscough, was not realised. When the extensions w 
Jamshedpur are completed the production available will, how. 
ever, be 425,000 tons of finished steel per annum. It is ex. 
pected to work up to this production in four years’ time. In 
addition, iron castings will be produced in steadily Increasing 
quantifies, both at Barakar and at the new Indian Iron and 
Steel Company's works at Asansol. The two large new pro- 
jects for iron and steel works are still in the preliminary stage, 
but there would appear to be little doubt but that the schenies 
will be proceeded with, in which case, in the course of the 
next five to ten years, we shall see at least three steel works 
in India of the size of the Tata concern. Competition in steel 
bars, billets, plates and sections of all kinds will rapidly and 
steadily increase, and it must always be remembered that, 
whether a protective tariff is or is not imposed, Indian manu- 
facturers always have a most substantial natural protection 
in the costs of freight and handling between the Unitel 
Kingdom works and the market. The engineering shops in 
India are competing more and more in structural steelwork 
and simple steam engines of all kinds. The supply of steel 
on the spot in the shape of plates and sections will tend to 
stimulate this competition. Hitherto, most of the wagon- 
building in India has merely consisted of assembling part: 
and sections imported from home, but with a steel supply at 
their doors local engineers are bound to become more 
ambitious. Jute mill machinery will shortly be produced at 
Jamshedpur and tea machinery at Agarpara, near Calcutta. 
There are also several works near Calcutta which are engaged 
on the manufacture of the essential parts and stores used in 
jute mills, and a number of jute looms have already been 
turned out. | 

The largest number of eugineering workshops (including 
iron and brass foundries and shipbuilding works) is in Bengal 
(74 factories with 15,840 persons). Other important provinces 
stand thus in order of importance : Bombay (30 factories with 
2,394 persons), Bihar and Orissa (7 factories with 5.278 per- 
sons), the United Provinces (7 factories with 1,010 operatives). 
and Madras (9 factories with 1,394 persons). There are two 
iron and steel producing works, one in Bihar and Orissa em- 
ploying 10,775 persons, and the other in Bengal with 6.7 
operatives. 

Whilst buyers in India вау that they can obtain earlier 
deliveries and greater consideration from German mant 
facturers, there is the great handicap when purchasing 
machinery and plant from Germany, that it cannot be erected 
by German mechanics in the employ of the manufacturers 
owing to the Government of India Act excluding German sub- 
jects from residing in India except under special licence for 
five years after the conclusion of peace | 

Japan's trade in India during the war in electrical acces 
sories and implements is cited as one in which she could never 
hope to compete іп normal times. 

Mr. Ainscough deals at length with the much-debated Tem 
tion of the purchase of Government stores, and 10 
ertenso the proposed rules for the supply of articles for tbe 
publie service, ien) 
Before leaving the subject of industin 


The developments in India mention is made д 

Institution of the inauguration of the Institution | 

Engineers Engineers (India) in February, 190. E 
(India). had been felt for some time that there“ 


. institution 
a growing need in India for an institute 


combining the civil, mechanical and electrical branches des 
engineering profession. While it is true that most jn 
in the country belong to one or another of the home i E 
tions, it was found to be very difficult. with such A ee 
European population and such great distances, to wor suc 2 
fully local branches of the home institutions so as to ye 
them really influential bodies. Thanks to the КГ 
enterprise of one or two enthusiasts, ably po m 
Thomas Holland and the Board of Industries, a centra! I 
institution has now been successfully launched. 


On the subject of the erection of a 
factories in India, a short reeapitulition к 
the Trade Commisstoner' conclusions P 
be of advantage. Of cement, a pi 
ings, pipes, and tubes and certain factum 
constructional steelwork, prospects for local n " 
should be promising, because the principal raw mat pan e 
available in India, and that country afiords a larg 


Prospects for 
Branch 
Works. 
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market for them all. Certain established industries in India 
require constant supplies of machinery and parts which might 
һе worth manufacturing on the spot. Amonyst them шау be 


mentioned cotton and jute mill machinery, tea and 
rubber machinery, agricultural and hand tools. When 
it comes to heavier plant, e.g., locomotives, wagons, 
Waterworks equipment, and small pumps, local manu- 


facture might be successful, subject in some instances to the 
importation of certain parts which involve the application. of 
highly skilled labour. An nnportant consideration throughout 
is that if British manufacturers do not take advantage of such 
opportunities as India presents, our foreign competitors may 
do so, and thereby undersell our imported росах in the market. 
further, protectionist feeling is running very strong in India. 
It and when such a tariff is imposed, the whole question of 
establishing branch works in. India must be reviewed from an 
entirely fresh angle of vision, and manufacturers in many 
cases may find it to be more advantageous to produce within 
the Чат wall than without it. On the other hand, British 
firms have certainly had seme discouraging experiences. Mene- 
tury stringency, difficulty in securing skilled labour, the grow- 
ing unrest and general shortage of labour, and finally the 
disinclination of the Indian Governinent to guarantee to pur- 
chase a certain proportion of the output—all these factors have 
stood in the way of a successful launching of branch works in 
Іпа. 
During the past sear imports of British 
. machinery generally not only expanded by 
over eleven millions sterling in value, but 
the percentage share has advanced to 78 per 
cent. of the total. It is highly satisfactory to be able to note 
that tlie United Kingdom regained her position as the principal 
supplier of electrical machinery, her shipments being valued 
at £1,490,473, as compared with £665.845 from the United 
States. [n commenting on the statistics of imports of elec- 
trical apparatus and appliances (which were published in some 
detail in a recent issue of the Enectrican Review), Mr. Ains- 
cough points out that in the five years preceding the war the 
United Kingdom supplied 32 per cent., the United States 6 per 
cent., and Japan 4 per cent. [ast vear the respective shares 
were: the United Kingdom 69 per cent., the United States 


Electrical 
Imports. 


2) рег cent., Japan З per cent., Holland and Italy each about 
2 per cent. During the war the large trade in ceiling and desk 
fans was practically shared by the United States and Italy. 
with the United Kingdom a bad third. This position 18 now 
largely reversed, and although the Americans stil head the 
list, the margin over the British imports is reduced to very 
little. In electric wires and cables, the British lead is still 
further established, although American and Japanese ship- 
ments, notably of bare copper wire, have increased enor- 
mously. ‘Lhe most important item is rubber insulated cable, 
of which the United Kingdom supplied 90 per cent., the 
United States 7 per cent., and Japan 2 per cent. As regards 
insulations other than rubber, 96 per cent. came from the 
United Kingdom and 21 per cent. from Japan. The United 
Kingdom supplied. virtually the whole of the telegraph and 
telephone wires and cables. Apart from copper wire, 
Japanese imports of cables ате negligible. ‘The strong British 
position. in the cable trade is almost entirely due to the 
excellent organisation and activities of the Indian branches of 
the leading British cable makers. In lamps, too, the British 
position has improved. Huports of Dutch make have been 
largely replaced by British lamps, and the United Kingdom 
now supplies 55 per cent. of the total trade, Holland 25 per 
cent., the United States 5 per cent., and Japan 4 per cent. 
Again, British makers are successfully withstanding 
American ceinpetition in accumulators, batteries, telegraph 
and telephone instruments, lighting accessories and fittings, 
and meters. Mr. Ainscough mentions two minor lines in 
which there is room for development, viz., electro-medical 
apparatus and electrical porcelain. The repert pays a tribute 
to the branches and agents in India of the leading British 
makers to Whose sound organisation and active salesmanship 
а verv great deal of the splendid recovery made is due. The 
electrical trade. both as regards machinery and apparatus, 
fittings, &e., may be regarded as а model from the point of 
view of representation. Almost all the leading makers have 
their own branches in India staffed with beth technical and 
commercial men, and where this is not the case, the ageney 
is entrusted to a local merchant house, who can provide а 
similar organisation. The figures and particulars given are 
sufficient proof of the value and efficiency of this system. 


THE DESIGN OF LIQUID RHEOSTATS. 


By W. WILSON, 


B.E., M.Sc., A. M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL. ENGINEERS AT DIRMINGHAN.) 


THE liquid rheostat is playing an increasingly important part 
in the operation of a.c. motors of large capacity. The smooth- 
ness of its control; its robustness, amounting almost to in- 
destructibility; the facility with which its resistance can be 
varied within wide limits by modifying the strength of the 
electrolyte; its cheapness and ease of construction, Xc., Com- 
bine to render it a Valuable piece of equipment. To-day, 
When motors of ever-increasing capacity are being used in 
heavy industries, dependent almost without exception оп this 
type of rheostat for their control, its design is becoming more 
and more nuportant. The author's object, therefore, in pre- 
senting the paper is the more definite determination of the 
constants of the liquid rheostat and the more exact. prediction 
of its performance. 

The various phenomena that take place when a current 1s 
passed through an electrolyte are : — 

(1) Thermal.—The effect of the generation of heat is 
ebullition, the harmful effects of which disappear when the 
temperature falls again. ‘Ihe quantity of heat produced in a 
liquid varies with the number of watts dissipated. Thus the 
rise in temperature is dependent. not only on the current flow- 
ing, but also on the fall of potential between the electrodes. 

3. Chemical.—VThe chemical effect varies with the current 
only, and the practical results, as far as rheostats are con- 
cerned, are as follows :— 

(а) The electrolyte itself is decomposed, so that in general 
it deteriorates with use. (b) The anode is eaten away. In 
most instances met with in practice both anode and liquid 
undergo more or less serious deterioration When in active use 
with direct current. (c) Gas is generally given off at the 
plates, depending partly on the density of the current per 
unit area of electrode, usually derived from the decomposition 
of water, and bubbles of hydrogen predominate. When 
gassing is excessive, one bubble may extend from plate to 
plate, and spontaneous ignition, or an explosion оп а smal] 
scale, is then possible. If the production of gas is permitted 
to increase, large bubbles eventually set up a sub-aqueous arc 
between the plates, and thus form practically а dead short- 
circuit across the rheostat. 
| An objection to solutions of common salt for use in rheostats 
is that chlorine may be given off in sufficient. quantity to 
endanger buman life. The gases from sulphuric acid electro- 
lytes are also objectionable, 

All electrolytic phenomena are unidirectional, i.c., they are 
reversed if tbe direction of the current reverses. Hence the 


effects of electrolysis are negligible with alternating current 
under ordinary conditions. Even when electrolysis 1s absent, 
а certain small amount of chemical action occurs between the 
plates and the liquid, chietly of the nature of rusting. — In 
nearly every practical apparatus, iron electrodes are employed, 
and one of the following electrolytes: sodium carbonate 
(washing soda). sodium chloride (common salt), or sodium 
hydrate (caustic soda). The second has by far the greatest 
corrosive eflect upon the iron, and the other two are therefore 
preferable, but these have the property of disintegrating 
almost all plastic insulators such as varnish, cement, wax, 
&c., and they also exercise a deteriorating effect upon pottery. 
Most standard designs, however, do not suller to any serious 
extent from corrosion by the carbonate or hydrate. 

3. Other phenomena.— No new phenomena apart from those 
mentioned ш sections L and 2 were observed. With a liquid 
resistance the limiting conditions are not simple, for all the 
phenomena mentioned in 1 and 2 above contribute towards 
the restriction of duty of a given apparatus. Thus it is not 
possible to lay down a general rule that in every case the 
curent density must be of a certain value, or the total watts 
absorbed so much. 

It can be safely concluded that at high alternating-current 
densities, i.e., up to 4.750 amperes per sq. ft., there is no 
appreciable amount of electrolysis or other phenomenon than 
that of the production of heat. The above does not suggest 
that electrolysis does not take place to a considerably greater 
extent than is indicated by the tests, but shows that the ulti- 
mate effects are negligible in practice. 

The conditions were moditied to introduce а high voltage 
gradient, i.e., 2,400 volts per in. Large bubbles of steam were 
produced by the 8.4 kW acting on the small volume of liquid 
between the plates; but although the power was supplied for 
some time, there was no sign of breakdown, and the closest 
inspection failed to reveal any arcing or other troublesome 
phenomenon. A small proportion of the bubbles evolved 
reached the surface of the liquid, and their amount was in- 
creased by reducing the separation of the plates. This explo- 
sive pas was due to the electrolytic decompositaon of water, 
but the extent of the action was still far from being serious. 
In addition, the electrolytes employed in practice very rarely 
consist of other than alkaline solutions. | 

A further test bearing upon the ultimate capacity was car- 
ried out to search for апу surface effect of the nature of 
surface contact resistance," but the result shows almost con- 
clusively that there is no surface effect. 
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Thus it has been established that with alternating current 
electrolytic effects are negligible and that all the resistance is 
due to the electrolyte. Ihe first of these facts simplifies the 
problem of designing a liquid rheostat for use with alternating 
currents, for it proves that the evolution of heat js the only 
phenomenon to be reckoned with. Given the necessary facili- 
ties for the removal of the latter, current densities can be 
employed at least of the order of from 4,000 to 6,000 amperes 
per sq. ft., and probably higher if it should prove desirable. 

Some of the above conclusions were confirmed by tests upon 
larger apparatus, using much higher voltages and powers, 
which finally dispose of the alleged surface effect, as far as the 
conditions of the commercial liquid rheostat are concerned. 
There is no doubt, however, as to the existence of a high sur- 
face resistance under special circumstances, such as those 
sometimes encountered when temporary rheostats are set up 
for the testing of large generators. For this purpose, small 
electrodes are partly immersed in plain water. The portions 
below the surface of the liquid are apparently surrounded by 
a `` blanket ’ of steam which, owing to poor circulation, is 
not readily dissipated. It is not certain to what causes this 
“ blanketing '" is due. A potential of the order of 5,000 volts 
is one of the conditions of such tests, and the trouble seems 
to disappear at Jower pressures. But such conditions are not 
encountered in the case of the apparatus described in this 
paper; nevertheless, confusion has been caused in the past 
through designers generalising on the strength of such results. 

No limit for current density has yet been found. ‘The cause 
of such breakdowns as have occurred within the author's 
knowledge has been arcing between electrodes due to the tem- 
porary removal of a portion of the electrolyte by the formation 
of gas, accompanied by an explosion of a large bubble of 
mixed gas, or of two large adjacent individual bubbles. It is 
conceivable that frothing, due to an insufficient supply of cool 
electrolyte, might provide means for the overheating of the 
liquid ‘‘ conductor " in the case of an alternating-current 
rheostat, if the voltage gradient across the space between the 
electrodes were sufficient. | 

А test to study the modifications introduced by gassing was 
carried out by direct current representing 5,760 amperes per 
sq. ft. The result was the evolution of large volumes of yas 
from both electrodes, which rose to the surface in fairly small 
bubbles, and was apparently not capable of causing arcing or 
other breakdown. It appears certain that the mere presence 
of the gas 1s not sufficient to cause failure at the high current 
density employed, but that a high temperature, a dirty or 
stagnant electrolyte, or other additional agency, is necessary 
to facilitate the evolution of large bubbles, and consequent 
arcing. The conclusion appears inevitable, that, given a suffi- 
ciently plentiful stream of electrolyte at a temperature well 
within the specified working limits, current densities up to 
4.500 amperes per sq. ft. are practicable, even with direct 
current. At least one type of rheostat complies with these 
conditions. 

[The author next deals with the design of self-cooled liquid 
starters for motors of small and moderate sizes, and calculates 
the rating for infrequent duty. His calculations, when com- 
pared with the rating of the majority of starters in practical 
use, permit the carrying out of much heavier work than is the 
custom at present. Не also accurately predicts the manner in 
which a starter will heat up for periodic duty, and from the 
data thus obtained, obtains by calculation a complete pre- 
diction of the performance. The calculation is deduced from 
first principles. and enables the performance to be readily pre- 
dicted when the dimensions have been fixed according to the 
ordinary units employed in this country. A more mathe- 
matical treatment, which makes provision for a variation in 
the emissivity follows; it is analogous to Helmholtz's equa- 
tion for the growth and decay of an electric current in an 
inductive circuit. It is suggested that a definite means of 
increasing the duty of a given rheostat would be to corru- 
gate or rib the surface of the tank.] 


With regard to larger self-cooled liquid rheostats, vitrified 
.earthenware pots are very commonly used to separate the 
phases, but are not always satisfactory owing to breakage due 
to heating applied to the inside onlv, or to heat expansion 
against the clamping of a rigid watertight joint. А certain 
amount of deterioration is caused, in addition, by chemical 
action on some species of earthenware. For the above reasons, 
treated wood has been substituted in an American design. 

Ав the size Increases, natural cooling of the starter becomes 
more difficult, since the heat developed is proportional to the 
cube of a given dimension, while the surface is only propor- 
tional to the square. For regulators and controllers which 
are required to be in circuit continuously, unaided cooling is 
almost impossible, except for the smallest capacities. 

Liquid rheostats for increasing the slip of induction motors 
have been in use for quite a long time, primarilv in connec- 
tion with the Ilgner system, but it is doubtful whether their 
performance renders them preferable to а permanentlv-con- 
nected resistance, with its continual heavy waste of energy. 
The principal objections to the present design of rheostat аге: 
(a) Unreliability, chiefly through metallic corrosion and the 
breakage of pots; (b) sluggishness of action. If there 18 апу 
appreciable delay. e.g.. the or 14 second which has been 
met with in practice, the full peak current, at least in the case 
of a rolling-mill load with its very rapid acceleration. will 
come on the line and will merely be curtailed in duration by 
the operation of the rheostat. Thus the apparatus will have 


failed to justify the expenditure incurred in its in 
maintenance. м T ема кызм 

Spring control, preferably. by the extension of a helical 
spring or springs, 18 suggested. Its effect upon the loadin a 
the induction motor would be that a certain fraction "n 
overload would be taken by the motor, as an overload is n à 
sary to maintain the deflection of the torque motor. Aus x 
method of realising the attainment of equilibrium ы, 
delaying its inception is by damping the movement of the 
dippers, already available in the dash-pot " effect of ШЕП, 
disk-shaped dippers moving through the liquid in a 80 
normal to their faces. The designer will have to choose be 
tween the two alternatives described above and a combination 
of both, according to the nature of the problem. For example 
it would be fatal to throw all the overload upon the flywheel 
if the latter were not large enough tu supply the whole peak 
The usual design suffers through over-complication. A elip- 
regulator is a short-circuiting, and not a " straight-through ” 
rheostat, hence there is no need for the phases to be insulated 
from one another. Thus at the outset the porcelain pots 
would appear unnecessary, and this is important in that much 
unreliability in the past has been due ta their presence. Their 
insulating effect is neutralised by increasing the conductivity 
of the electrolyte, with the result that corrosion problems are 
accentuated. The design of a slip-regulator on simpler lines 
is possible. Such a rheostat would possess three or more fixed 
electrodes, which by themselves would interpose the full slip. 
resistance. A single moving electrode would approach them, 
and would reduce the resistance to a practical short-circuit. 

А Continental slip-regulator does not contain porcelain pots, 
but the moving electrodes rotate, and the torque motor is 
geared to the rheostat shaft by means of a chain. This pat- 
tern is designed on more rational principles, as it does not in- 
corporate the conflicting and troublesome features described 
above. If the simplifications indicated are carried out, inertia 
and corrosion are reduced and immersed insulators obviated. 
Thus the principal faults can be practically removed. 

One or two examples of the liquid rheostat present unusual 
features, or indicate possibilities of extension in its use. Ап 
especially interesting example is the counter cell” еш 
ployed in connection with the constant-potential method of 
charging lead batteries. Use is made of lead-sulphuric acid- 
lead units, in which the lead plates are not formed in 
any way, and the cells simply function as though they were 
lead batteries perpetually undergoing overcharge. Each one 
thus interposes a constant negative potential, and decreases 
the effective charging voltage by a corresponding amount. 

The design of these liquid resistances, as far as spacing and 
current density are concerned, may be deduced from that of 
the lead accumulator. The principle underlying their us 13 
one which should render them serviceable in other branches 
of work, and it has been employed by the author for con 
tinuous and unattended work in connection with direct- 
current organ-blowing motors. Its function is to start and 
then regulate the motor in such a way that the level of the 
bellows is constant whatever the demand fo: wind. Its opera- 
tion is quite automatic, the releasing of a catch being alone 
required to put the apparatus in full commission. Tap water 
alone is used as the electrolyte, artificial cooling. when re- 
quired, being brought about by passing automatically a smal 
trickle of water through the tank when the outfit 1s In 0%, 
an expedient which also keeps the electrolyte clean. à 
electrodes were of sheet lead, in the form of a lining to the 
wooden tank, and a short cylinder respectively. The dept 
of water was from 4 to 6 in., and the moving ee 
grazed the surface when the bellows were full, but reste un 
the bottom of the tank when they were about tuo tuin 
empty. The outstanding smoothness of acceleration т 
the liquid rheostat was a valuable feature, 1n addition to 
absence of arcing. » Tm 

By employing the results of the tests and AE 
cribed in the original paper, it is possible to Че T 
liquid rheostat to give exactly the desired p m 
there is no reason why advantage should not he taken y | 
to render the apparatus as compact and Шор den 
data will permit. In the past, extravagant stanca™ 175 
been employed. A much smaller factor of nately E d ү 
priate with liquid than with solid resistances, 4 E | 
especial importance in the design of self-cooled appara n 
specification permitting a working range of 12) Fable 
certain of the smaller types of rheostats would M 19 15 
but, if the present standard of 100 deg. F. 18 dis to pré 
designer has in hand a considerable margin of sa BUM thi 
vide against improper use. It should be remerbere ale 
the starter is only required to dissipate an average а 
half the power passing through it during the Pe been de 
ing. This point is emphasised, as many starters sore 
signed in the past on the assumption tbat they absor 
whole of the energy at starting. 

It is a common practice to require W 
an endless succession n M ET 
is not appropriate for liquid starters. A. gue 
ment would be the carrying out of à given number = ш 
sive starts, followed by a sufficient interval to ena? * f. in: 
to return to practically its normal temperature. the dut 
practicable to compile a specification to sattsly ? is there 
that may be required in practice. À Comp БЕД! 
necessary, and it would be unfair to expect ditions. 
appliances to comply with exactly the same соп 


stallation and 
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. No motor fon which a liquid starter is used is ordinarily 
started up every 15 minutes or so throughout the day. If it 
were required to do so habitually, either an artificially-cooled 
liquid starter, or one designed for a larger capacity, or a solid 
pattern of rheostat, should be einployed. At the worst, no- 
thing more serious can happen than a slight amount of boiling 
near the conclusion of the later operations. | 

The author has endeavoured to show that the liquid rheostat 
is readily capable of mathematical design, enabling its per- 
formance to be exactly predeterinined. t 1s his contention 
that advantage should be taken of this fact to fix the dimen- 
sions in close correspondence with the desired result, a reason- 
able margin only being allowed for contingencies. 


DisCcUssION. — 


Mr. Ј. ANDERSON said the paper was useful on account of the 
new data brought forward, but in practice the ideal was far 
from being realised. Rider's tests assumed it was necessary 
to have an open position at “of” by withdrawing the 
dippers, but that seemed the worst Way to use a liquid starter ; 
it was simply asking for trouble, and liquid starters should 
always be interlocked with the breaker to ensure opening the 
circuit with the breaker and closing the circuit with the 
dippers in the right position for the desired initial current. 
Even interlocking was not a cure. as the level of the liquid 
might be allowed to fall too low, and as the dippers and 
solution required changing from time to time by the atten- 
dant, there could be no guarantee that they were not 
altered on site and the starter overloaded or the motor unduly 
stressed. The author's tests showing little corrosion with 25- 
cycle supply did not agree with a test made some two or 
three years ago by the speaker. A resistance element consist- 
ing of a porcelain cylinder wound with alloy resistance wire 
about No. 20 gauge was immersed in Birmingham tap water, 
and after a J5-vcle current had been passed 12595 it for 
two hours the wire had rotted through and broken the circuit; 
speaking from memory, the potential between the ends of 
the evlinders was 100 volts. The d.c. corrosion was generally 
heavy, and the average life of cast-iron electrodes in haulages 
was not more than six months, so that a starter in frequent 
use must have ample facilities for changing the electrodes and 
the solution and clearing out sludge. Total enclosure to meet 
the Mining Rules was not easy with small horse-powers. The 
decrease of resistance with temperature must be troublesome 
and fatal to exact work. A soda solution did not freeze 
easily, but the possibility must be remembered if the starter 
was in an exposed position. The author rightly referred to 
the iniquities of standard specifications, and it was a criminal 
waste of material to try to dissipate energy with a teniperature 
rise of 100 deg. F., and to throw away the possibility of 
utilising the latent heat of the steam generated by short-rated 
starters. 

Mr. H. C. Fox said the fact that the tests did not establish 
that with alternating current of any periodicity electrolytic 
action was negligible was of importance when the rheostat 
was m series with the rotor circuit of a lightly loaded indnc- 
tion motor. In such a case the frequency was of the order 
of one or two cycles per second unless the resistance value 
was very high, and in such circumstances a certain amount of 
electrolytic action might be anticipated as d.c. conditions were 
being approached. The author had assumed that the average 
h.p. dissipated during starting was 50 per cent. of the con- 
tinuous h.p. of the motor when taking a current equal to that 
passed during the starting period. Since the resistance-time 
curve must be parabolic if the current was to remain constant 
during starting, it followed that the h.p. to be dissipated 
must be 66 per cent., not 50 per cent. That, of course, meant 
that the starter for a given motor would have to be 33 per 
cent. larger than the author's figures would give. The in- 
creased rating that would be obtained by ribbing the tank 
would not be worth the trouble; ribbing had much less effect 
than was commonly supposed. | 

Mr. C. Sutton said that the paper would have served a very 
useful purpose if it convinced users that the liquid rheostat 
was a perinanent article instead of only being of use in a test 
room. Тһе author's principal criticisms of the stationary 
electrode type of rheostat seemed to be (1) a large pump was 
required to fill the electrode tanks quickly when a high rate 
of acceleration was required, and (2) mechanical force was 
required to operate the weirs. The speaker's tests of two 
resistances coupled together, one pump supplying the electro- 
lyte for both and one hand wheel operating all the weirs. 
showed that the pump took 2 h.p. and filled the electrode 
chambers in less than ten seconds—less than one per cent. of 
the continuous capacity of the rheostat. The handwheel 
operating the weirs was also coupled to a shunt regulator on 
the switchboard, and no appreciable power was required to 
turn the handwheel. Stated shortly, the advantages seemed 
to be: І. Compactness. 2. Ease of working and small mov- 
Ing parts. 3. Flexibility: the shape of the resistance curve 
could be varied over a wide range. 4. Ease of renewals; апу 
electrode could be replaced in а few seconds. 5. Efficient 
cooling; all electrolyte came into direct contact with the cool- 
ing pipes and at a high speed. 6. The cooling pipes were 
straight and could be withdrawn very easily. 7. The 
apparatus was totally enclosed, with the exception of a vent 
pipe. | 
Mr. B. A, M. Boycp had figures which showed that the 


standard type of liquid rheostat was a reliable piece of 
apparatus. The company he was connected with had supplied 
to one client 262 starters during the last seven years, during 
which time the spare parts ordered had been four sets of con- 
tacts and nine sets of dippers. Assuming the whole of the 
262 starters to have been in use for three years, gave a total 
of 786 starter-years, and the spares would be stated as 0.51 
sets of contracte per 100 starter-years, and 1.15 sets of dippers 
per 100 starter-years. With regard to current density in the 
electrodes, it should be borne in mind that the density given 
in pocket books with full immersion would most likely be 


‘exceeded considerably when the electrodes were only partially 


immersed. He thought there was a critical frequency be- 
tween 25 and 40 cycles, and that below that critical point the 
effects of alternating and direct current were similar. 

Prof. W. Crame referred to the use of plain water —a 
very hazy term, as water in different localities varied widely 
in its behaviour as an electrolyte. He did not agree that the 
author's fig. 4 proved the absence of the surface effect,“ 
but merely that 1n a.c. circuits the surface effects neutralised 
one another; the line did not pass through zero as it 
undoubtedly should if all surface effects were absent. 
Throughout the paper the bases for the calculation of the 
surface densities were unsatisfactory, for the protection of the 
backs of the plates with insulation did not mean that there 
would be no current therefrom. 

Mr. T. Simmons, in a communication, did not consider liquid 
rheostats very adaptable for controlling motors driving main 
and tail drum haulages where the stops and starts were very 
frequent. He had in mind a 30-h.p. haulage set working 
underground; the interval between each start would not be 
more than from four to five minutes, and the motor had to 
start up with full load torque. Under those conditions the 
electrolyte evaporated rather quicklv, and one could not de- 
pend upon a motor attendant to fill the container with electro- 
lyte of the correct strength. That was where the trouble com- 
menced. Where Rule 132 of the Electricity in Mines Regula- 
tions was in force. it would be impossible to comply with it Бу 
using a liquid rheostat. When the electrodes made or broke 
contact with the electrolyte. a spark Was always present. Was 
there апу reason whv the electrodes should leave the electro- 
Ivte? Some wire-wound rotor starters were designed so that 
the motor started up when the line switch was closed—a 
design which might be applied to liquid starters. To stop the 
motor it was only necessary to open the line switch. but pro- 
vision would have to be made to interlock the main switch 
with the starter, so that the line switch could not be closed 
with the starter in the“ full on ” position. 


AERO ENGINE IGNITION. 


(Continued from page 692.) 


Spark Intensification.—The second report, No. 17, August, 
1917 (I.C.E. 135). is by Dr. G. E. Bairsto, and was presented 
by the superintendent of the Royal Aircraft Factory; it is 
concerned with the intensification of the spark of a defective 
spark plug by the use of an additional spark gap in series with 
the plug. ̃ | 

The presence of oil on spark plug points may produce two 
effects: It may (1) cling to the sparking points and insulate 
the gap, thereby causing misfiring; (2) become carbonised and 
deposited co the surface of the insulation, causing short- 


ircuiting of the current across the insulation instead of 
ae the spark points. The use of an additional spark gap 
in series with the plug has been advocated as a means of 
preventing this misfiring, aud the following tests were made 
to determine the precise effect of the additional gap. 

A number of defective plugs were tested under air pressure 
with an adjustable air gap (à in. balls) in series. The air 
pressure waa varied and the series gap adjusted to give regular 
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firing (if possible) on the plug points. A Bosch hand starter 
driven at & constant speed of 1,900 r.p.m. was used as the 
source of h.p. current. 

The results indicated that tbe spark gap necessary for 
regular firing is very variable and depends very much on the 
value of the air pressure and on the magnitude of the gap 
between the sparking plug points. Fig. 2 shows graphically 
the results for three different plugs. The external spark gap 
for regular firing increases with increase of pressure, and is 
largest in the case where the spark plug gap is largest. The 
spark gaps given above are the minimum ones to just create 
regular firing. Actually the plug will give regular firing with 
still larger external gaps. This is illustrated by fig. 3. There 
is an upper limit, however, beyond which, if the gap 1s opened 
up any more, misfiring begins to take place. 

During tests on new plugs, the surface insulation of which 
had been artificially carbonised, it was shown that it 1s much 
easier to produce a continuous conducting layer on а mica 
plug with its rough surface than on the smoother surface 
of а porcelain plug. With regard to tests on new plugs 
shunted with an artificial leak, the general nature ot the 
curves of the results obtained from three different plugs, 
each shunted with a water resistance of 10,000 ohms, 1s similar 
to that of the curves in fig. 2, т.е., the higher the air pressure, 
the larger is the external gap necessary for regular firing. 
and also the plug with the widest gap requires the largest 
external gap. There is one point of difference, however; at 
low pressures the external gap becomes practically constant, 
whereas in fig. 2 it rapidly decreases to practically nothing. 
This would seem to be explained by the surface resistance of 
the carbonised insulation differing considerably with the vary- 
ing conditions of voltage and current. Attempts were made 
to measure the resistance of a hot carbonised plug by means 
of an ordinary Wheatstone bridge, but in every case it was of 


the order of 1—10 megohms, which is too high to have much 
effect on the firmg of the plug. When under a very high 
voltage i& undoubtedly falls to а much smaller figure owing 
to minute arcing from particle to particle. 

In another set of measurements a given plug (gap- 0.17 mm.) 
was shunted with various resistances from 1,000 to 1,000,000 
ohms, the higher one being obtained by means of a graphite 
resistance made with a soft carbon pencil line and the lower 
one by means of a water resistance. The external gap was 
plotted to air pressure, and it was shown that for any given 
resistance the external gap requisite for regular firing in- 
creases with the pressure. At any given pressure the gap 
rapidly increases as the leakage increases. When the leakage 
18 very great, however, the firing becomes irregular again. 

In explanation of these effects, it must be understood that 
the total energy of the transient wave of electromotive force 
which fires the plug is very limited in amount, and if the 
plug is leaky in the electrical sense, the e.m.f. at the points 
may never reach a value sufficiently high to spark across 
them. Inserting another spark-gap in series with the plug 
prevents this leakage, and the secondary is enabled to build 
up the e.m.f. necessary for disruption. The length of this 
must be large enough for the plug points to reuch the requisite 
potential before the spark in the external gap has passed, 
because when once the external spark has passed, the gap 
becomes practically & conductor. The way in which the total 
e. m. f. divides up between the two gaps will be a function 
of the capacities between the two gaps and of the capacities 
to earth of the different sides of the gap and also of the 
resistance shunting the plug. 

Increase of air pressure or length of spark-plug рар means 
& greater e.m.f. necessary at the plug points and therefore a 
larger external gap. It has been pointed out that the external 
epark gap ensures the plug points reaching the necessary 
potential for breakdown, but it requires a certain time interval 
even then for the spark to take place, so that during that 
interval it is quite possible for the e.m.f. to fall (via the leak) 
before the spark has passed. Hence if the leak is large we 
need a bigger e.m.f. across the plug points than if it were 
i leaky, ana Ms in m requires a larger external gap. 

о at а constant pressure, the necessary ext 1 
with the кре. * карар шшен 

Another factor is high-frequency currents that are set up 
when the spark takes place in the local circuit composed of 
the plug, external gap, and cable. The precise effect of 
these currents depends upon the capacity and inductance con- 
stants of the various parts of the circuit, and in one case that 


arose during the tests very peculiar results w 

which could only be explained by the presence of tes un 
lating currents. It was found that there was a particular 
range of resistance shunting the plug for which the externa] 
нар was a maximum, and above and below this resistance th 
цар decreased. The matter could not be studied any ш. 
as the committee had no waveineter for recording these high. 
frequency currents. 15 кы 

Engine Starting.—A third report, No. 3, April, 191 
78), was presented by the superintendent a the СЕ 
craft Factory. This points out that owing to the greatly in. 
creasing size of the engines used for aircraft, the Dresent 
general used method of starting the engine by means of 
turning the airscrew is inefficient, and it 1s imperative that 
some mechanical means of starting be developed. 

With the medium-power engine (100-150 h.p.) a fairly easy 
start can be obtained by means of the magneto hand starter 
provided the cylinders are first charged with an explosire 
mixture. It is the uncertainty of the latter requirement which 
is responsible for most of the failures to start which have 

n experienced. 

Some tests were made with coal gas on a R. A. F. engine 
fitted with a light flywheel, and it was found possible to start 
the engine on che starting magneto without swinging the 
propeller, and run on coal gas alone. However, it was not 
found possible to start a 250-h.p. Rolls Royce engine by the 
same method, and it was considered that the results were 
sufficiently conclusive to condemn this method of starting. 

Starting an engine by compressed air would appear to be 
the most satisfactory method to be adopted, and a complete 
starting unit could be fitted to any aeronautical engine up to 
300 h.p. at a total weight not exceeding 10 lb. including the 
distributor, pipes, and adaptors for cylinders, but not the air 
reservoir. Compressed air starting is in fairly general use 
in naval aeroplanes. 

Electrical starting 1s not possible owing to the excessive 
weight of the plant required. Messrs. C. A. Vandervell and 
Co. have designed a power unit which will turn a 1%-b.p. 
Beardmore engine at 156 r.p.m. for two minutes. Although 
this unit weighs 84 lb., it 18 considered to be very light for 
the work required. 

Although it is considered that a satisfactory method of 
starting an engine by means of explosive cartridges could be 
evolved, it is probable that the resulting weight, owing to 
the need for large area pipes and distributing valves, would 
be excessive. 

(To be continued.) 


THE FARADAY SOCIETY. 


CATALYSIS AND THEORIES OF CHEMICAL ACTION. 


THE meeting of the Faraday Society held on September ox 
was devoted to the discussion of the above subject. lle 
Society was fortunate in securing the presence of Prof. JE) 
PERRIN, of Paris, and Dr. IRVINE LANGMUIR, the distinguished 
chief research chemist of the General Electric Co. of Americ. 
to take prominent parts in the proceedings, which were held 
in the hall of the Institution of Electrical Engineers, and 
attended by а large audience. re | 
The subject under discussion. naturally divided itself inte 
two sections. Ihe first, which occupied the afternoon session. 
wis concerned with catalysis in homogeneous media—thox 
consisting of one-phase, such as solutions or yases—and it 
practically amounted to a full-dress debate on the pdi 
hypothesis of chemical actions, first put forward by e 
PERKIN, and applied to include catalytic action by. is 
W. C. McC. Lewis, who also took a prominent part in д 
discussions. | , place, lot, 
When a unimolecular chemical reaction takes Place. ally 
example, the conversion of ozone into oxygen, It 15 1 
agreed that the reaction is started by certain active mo’ i 
In the case of a catalytic action, it may be that one pj 0 | 
of the '' intermediate ” compounds formed (if such are ral 
acts as the activating agent. In any case the w ki atiis 
action so fruitful in explaining most cases of chemica En 
is found not to be applicable here, and the qu active 
whence comes the energy which “activates” t nl unit? 
molecules, and how is it communicated to the reactan jf the 
The radiation theory postulates the internal energy 4 ibi 
system, operating through radiation, to be the Rud Jared 
activating energy, and its operation is explained he паліш! 
quantitative by applying the conceptions 0 96 conceive 
theory of radiation, which it will be remembere tinuous! 
molecular or atomic radiation to be emitted not led yant. 
but intermittently in definite units of energy calle hs an 
This conception introduces into the law of mei p enetit 
exponential expression containing a term E irs reaction. 
of activation per gram-molecule characteristic of the hn 
and from which, if known numerically by experimen. о 
particular active wave length concerned сап. 115 etal! 
We cannot here pursue this side of the subjec errin Зд 
suffice it to кау that in their full papers Profs. КӨР d 
Lewis brought forward many examples where 8р evertheles: 
the theory gave satisfactory numerical results. 
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in the absence, at present, of crucial experimental evidence, 
the theory was subjected to some damaging criticism, especially 
by Dr. LancMuir, who regarded the exponential term in the 
amended law of mass action referred to above, not as testitying 
to radiation being the cause of cheinical reactions, but merely 
as the consequence of what both of these have in common— 
namely, the quantum. The supporters of the theory, on the 
other hand, emphasised the fact that it is, after all, only an 
extension of photochemical action, the existence of which 
none can doubt. Much other more detailed criticism was 
put forward by Prof. F. А. LINDEMANN, among others, which 
was only met by ad hoc modifications of the original concep- 
tion, and to a non-chemical outside observer the strong im- 
pression remained that while the theory has possibilities yet 
to be developed, and is likely to be fruitful in suggesting further 
experimental research, it cannot at present be accepted in 
апу but a very tentative sense. 

The evening discussion, opened in brilliant fashion by Dr. 
LANGMUIR, dealt with heterogeneous reactions and notably 


with surface catalytic actions which play so important a part’ 


in numerous industrial chemical processes. It was pointed 
out by Prof. W. A. ВохЕ that the conceptions later developed 
in fuller detail by Dr. Langmuir were put forward by hin 
independently long ago as a result of his well-known researches 
on surface combustion in its application to the more economical 
firing of boilers. The essential features of the way in which 


Dr. Langmuir pictures gas reactions on a surface which acts ` 


as catalytist—for example, the combination of hydrogen and 
oxygen or the oxidation of CO to CO, on a platinum surface— 
are: (1) The existence of very stable absorbed films on solid 
surfaces; and (2) the supposition that such films may consist 
of a monomolecular layer. Considerable evidence as to the 
existence of stable films was marshalled by Dr. Langmuir; 
principally from the example of the oxygen film on tungsten, 
but a similar stable oxygen film can also form on carbon, 
while carbon monoxide, hydrogen, cyanogen, hydrogen 
sulphide, phosphine, and arsine form films on platinum. In- 


deed, all substances that have a poisoning effect on catalytic 


surfaces probably form films of this kind. 

These films are imagined to be oriented molecules in chemical 
combination with the surface—hence their stability. Primary 
valencies are involved in their formation. Thus, in the case 
of CO on platinum, the carbon atom is directly attached to the 


platinum, the oxygen projecting from the surface above the 
carbon. The surface of a catalyst may be looked upon ав 
consisting of a kind of chess board in which some ot the 
spaces are vacant, and others filled with atoms or molecules. 
Some of these are so firmly attached that they evaporate very 
slowly; others leave the surface from time to time, and the 
vacant spaces formed are filled by other molecules which 
strike and condense on the surface. If a film is formed that 
evaporates very slowly, the surface is no longer available for 
further condensations—the catalyst has, in fact, been 
" poisoned.” It is clear that in some cases the adsorbed 
filius will be extremely reactive, while in other cases they 
muy be inert to outside influences, for the condensation of 
the yas molecules involves a rearrangement of their electrons, 
and the chemical properties may be completely modified. 
Thus oxygen adsorbed on platinum reacts readily with hydro- 
gen or CO, while oxygen on tungsten ог CO on platinum show 
little tendency to react with gases brought into contact with 
their surfaces. In many cases, especially where the molecules 
adsorbed are large (as they are, to quote an analogous example, 
in the case of lubricating oils) the orientation of the molecules 
on the surface is a vital factor in determining the activity 
of the surface towards reacting pases. The '' activation " of a 
catalytic surface is similarly pictured as due to a geometrical 
rearrangement of the surface of the atoms due to the activat- 
ing agent. 

In a second paper Dr. Langmuir developed at length his 
theory of the mechanism of catalytic action as applied to the 
reactions 9 CO + О, = 2 СО, and Н, +O =2H,0O. In the 
former case the experimental resulte lead to the view: that 
every oxygen atom which strikes a clean. platinum surface 
condenses in the iorm of single atoms and combines firmly with 
separate platinum atoms, and. even at 1,500 deg. (absolute) 
no oxygen evaporates. These adsorbed oxygen atoms аге, 
however, very active and combine readily with every CO mole- 
cule striking the surface to form CO,. On the other hand, 
CO molecules striking the platinum surface itself are not so 
firmly held (they evaporate at 500 deg.), and because of their 
orientation are inert towards oxygen. The second reaction 
is pictured on sinilar lines, and altogether the atomic con- 
ception put forward is greatly helpful in getting towards an 
understanding of the for long mysterious phenomena coin- 
prised in the word catalysis. 


NEW ELECTRICAL DEVICES, 


improved devices and apparatus, which will be published 
of sufficient interest, 


Readers are invited to submit particulars оу new or 
if considered 


FITTINGS, AND PLANT. 


Wear of Bearings Alarm Device. 


THE ARMATURE WiNDING Co., LrD., of 44a, Bolton Street. 
Bury, Lancs., has developed а new device for giving warning 
when a bearing is worn to un undue ‘extent, so that the 
disastrous consequences of letting it ко too far may be avoided. 
The essence of the device, which is illustrated herewith, 16 
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Fic. ].—SkcrioN. or WORN-BEARING INDICATOR, IN POSITION. 


to insert in the bottom of the housing a wire, of which the 
end is covered with a thin insulating cap. As the burhing 
wears down, this cap wears down too, until eventually tbe 
wire makes contact with the journal and a local circuit 18 


closed, lighting a lamp, ringing a bell, or, if desired, actuat- 
ing an automatic cut-out which stops the machine. Tho 
device is very easily installed, being inserted in а hole, 
drilled and tapped, in the bottom of the bearing housing as 
shown in fig. 1; where this plan is not feasible, it can equally 
well be fitted externally, being supported by а bracket under 
the shaft. The thickness of the insulating cap determines the 
minimum wear allowed before the alarm is given; any greater 
allowance can be made by screwing the stem up until the cap 
touches the shaft, and then withdrawing it to a distance in- 
dicated by a pointer over a scale graduated in mils. In any 
case where a stoppage would entail serious consequences, the 
device offers a simple safeguard. 
The ** Universal " Electric Toaster. 

A new toaster, recently placed on the market by Messrs. 
L. G. Hawkins & Co., 116, Charing Cross Road, W.C.2, pos- 
sesses the special feature of permitting the bread to be re- 
versed without handling. This is accomplished by so binging 


Fig. 2.—THE UNIVERSAL ELECTRIC TOASTER. 


the two bread racks that they may be swung round to either 
side. The loading of the toaster is 340 W, it weighs 3 lb. 
with packing, and its height is 7 in. The appliance 18 nickel- 


plated. 
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A Direct Working Telegraph Sounder. 


The moving part of an ordinary telegraph sounder consists 
of a lever which carries an iron armature and a milled head 
adjusting screw, the whole being of considerable weight, and 
owing to the lever being pivoted near one end, and the arma- 
ture and milled head screw being fixed at some distance from 
the pivot, the moment of inertia is very large. In the 
diaphragm sounder (figs. 3 and 4), made by the INDIA- 
RUBBER, GUTTA-PERCHA AND TELEGRAPH Works Co., Lrp., the 


fixed part consists of two electromagnets placed side by side, . 


whilst the movable part is constituted of two soft-iron arma- 
tures attached to a spindle pivoted at both ends and carrying 
in addition a projecting arm. The armatures are polarised 
by a fixed permanent magnet and play between the poles of 
the electromagnets, the whole arrangement being, therefore, 
hoth mechanically and magnetically, very similar to the well- 
known Post Office standard relay, the projecting arm corre- 
sponding to the tongue of the relay. "This arm carries a steel 


head and constitutes a hammer which plays between the 
two limbs of a fork, striking first one and then the other 
under the influence of the line currents in the electromagnets. 


Fics, 3 AND 4.—A DIRECT-WORKING TELEGRAPH SOUNDER. 


The fork forms the lower end of a light lever which is pivoted 
on а knife edge near its centre, the upper end of the lever 
being attached to the centre of a metallic diaphragm tightly 
clamped by its edges in a sound box. The blows of the eed 
mer on the fork are thus transmitted to the diaphragm and 
this produces the sounds. The moving part of the new 
sounder has only about one-eighth the weight of the corre- 
sponding part of the ordinary sounder, and due to this, and to 
a better disposition of the moving parts around the pivot, the 
moment of inertia is less than one-fiftieth. In the sounder, 
as usually supplied, the adjustment is such that the 500+500 
ohm instrument will work well at full key speed with about 
3 milliamperes and upwards; or, when neutrally adjusted, it 
will work double current with from 1 to 30 milliamperes and 
upwards without alteration. Direct working without relays 
is, therefore, possible over long lines with comparatively small 
battery power. It also acts well with short discharges and is 


tion coils. 


consequently suitable for working with condensers or induc-- 


An Electric Glossing Iron. | 
, Attempts to produce a glossing iron for finishing off boots 
aud other leather goods have usually resulted in an appliance 
much too heavy for use for any length of time. A glossing 
iron (fig. 5) recently put on the market by Enectric Fires, 


Fic. 5.—AN Бисте GLOSSING IRON. 


Lip., King Street, Norwich, weighs only 1 lb. The sole plate 
it suitably curved, and has a bright: polish so that there is no 
possibility of scratching the leather. A heat-insulating device 
is inserted between the sole and the handle, keeping the 
latter cool. The iron has a 40-W element. 


Norwegian Electro-Chemical Industry.—The workmen in 
this industry have rejected the terms of a proposed new wages 


үле under which а slight reduction would have been 
ma e. 


The streets forming the processional route have been 


ELECTRICAL NOTES FROM INDIA, 


(By OUR SPECIAL CORRESPONDENT.) 


The Prince's Visit.—H.R.H. the Prince of Wales агу 
in Bombay Harbour this morning (November 17th) on Wer 


II. M. S. Renown, and the city is en fete in consequence 


decorated, and most of the larger buildings and 5 8 
offices, &c., have been illuminated externally. 

The contours of towers, minarets, domes and cupolas have 
been strung with small power lamps, the total temporary 
lighting reaching the respectable figure of about 200) kW 

Extraordinary precautions have been taken to safeguard 
the continuity of supply, because fears have arisen that the 
followers of the notorious Gandhi might make some attempt 
to shut down the Kussara power station of the Bombay 
Electric Supply and Tramways Co., upon which the whole 
of Bombay's lighting depends. 

Gandhi and his ill-advised followers have made an abor- 
tive attempt to boycott the Prince’s visit, and shortly after 
the procession had passed to Government 
House this morning some rioting took place, 
and an effort was made to burn four or five 
trumcars. The troops fired on the rioters, and 
shortly afterwards tramway service Was 
almost completely suspended. 

Although the charge engineers at Kussara 
power station are Europeans, with one excep 
tion, all the operating staff are either Eura- 
sian, Goan, or native; and it is difficult to sy 
who may, or may not, be a Gandhi. ite. al- 
though these misguided individuals generally 
wear a distinctive cap. But consider the 
gorgeous simplicity of stopping a circulating 
pump or tripping a generating switch, or some 
other equally simple operation, and the 
anxiety of the supply authorities is easily 
understood. 

A detachment of Royal Artillery has been 
posted at the power station, together with 
some armed police, and the Naval authorities 
have arranged to send stokers to operate the 
boiler house should necessity arise. 

Two rehearsals of the illuminations touk 
place at midnight on the 14th and 15th, and 
all passed off fairly satisfactorily. 

There is no more loyal body of men than 
European electrical engineers in Bombay; but owing to the 
machinations of Gandhi, who wields а most extraordinary 
power over the uneducated coolie class in India,, the supply 
engineers will heave a sigh of relief when the Prince leaves 
on the 22nd inst. A shut down " while H.R.H. is ү 
would just about put the tin lid on everything, and cause tlie 
non-co-operators to howl with glee. NES 

Later on a motor-car belonging to а tramway official e 
burnt, and many cars were damaged by stones, and the 
windows broken, &c. dont 

Three native policemen were hammered to death and some 
eight or ten rioters were killed. dd 

Writing on the following day. our correspondent, SP 
that the full car service was again in operation, an peace 
apparently reigned once more. 


Bombay, November 35th, 191. 


The unfortunate happenings among the lower cines i 
lowers of Mr. Gandhi, the political leader, pond 
in bloodshed, and open faction fights between Mo Anm. 
and Hindus, on one side, and Parsees, Eurasians, red the 
Indians and. Europeans on the other, somewhat mar oe 
visit of the Prince of Wales, but they did not in any 7" 
interfere with the brilliant display of electric lighting, p 
arily installed, on the exteriors of buildings. The pa 100 
made totalled something like 2,000 kW, and this А a E 
was met bv the Bombay Electric Supply and аш. the 
| ' The Times of India e 
illuminations of the public buildings ‘Wellington Fountan 

: | cto 
Malabar Hill, or the broad open красе in front el Ilan 
ffect was 8 


he que 
Ы . . Ы wer. The @ 
mine suitable sites for generating electric po Members and 


tion was discussed at the Conference of ^ ut h 
Directors of Industries at Simla, and it was pointed о е 
the Chief Engineer, Hydro-electric Survey 0 bli Works De 
responsibility for the survey rests with the i tiles js del, 
partment, and that the Department of Indus saibilitie i 
closely connected with the question, as 1 | К 
development of new industries, especially : x n 
electric power in large quantities is essential. 
on the existence of cheap electric power. 
'To meet this interest, the Industrial Com 


mision ei 
the appointment of a joint committee, compri 


sed of me 
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of the Public Works Department and the Department of In- 
dustries, to consider what measures should be taken to con- 
duct and control the work of the hydro-electric survey in 
Bengal. 

The Director of Industries suggested that the survey should 
be confined to the Hill Tippera area, round Commilla and 
Chattagong in the first instance. 

The Government of Bengal hae, after consideration, ac- 
cepted the suggestion of the Industrial Commission; and the 
Governor in Council has been pleased to appoint а joint com- 
mittee, consisting of the following members, to consider and 
submit a report on the matter :— 

President: The Chief Engineer, Irrigation Department, 
Government of Bengal. Members: The Director of Indus- 
tries, Dengal; the Electrical Adviser to the Government of 
India (Mr. J. W. Meares, M.I.E.E.), and the Electrical In- 
spector. Secretary: Under-Secretary to the Government of 
Bengal, Irrigation Department. 


REVIEWS. 


Electric Welding. By ErHaN Ули. Pp. xii+417; 329 figs. 
London: McGraw Hill Book Co., Inc. Price 22s. net. 


Mr. Viall is the editor of the American Machinist, and 
the author of à number of books on special engineering eub- 
jects. ‘This volume shows the competent practical hand with 
access to ample sources of information which one naturally 
expects from such authorship. 

It deals with electric welding processes generally, giving a 
sufficient and concise historical sketch of the origin and de- 
velopment of the processes, including some which have found 
no practical application, but are of interest as steps. Full 
credit is given to the pioneers of arc welding, all Europeans, 
and whilst to Elihu Thomson is quite rightly ascribed the in- 
vention of resistance welding, the interesting fact is recorded 
that Benardos patented spot welding in 1888, the essential 
difference between his apparatus and that in present-day use 
being that he used carbon electrode points instead of the 
copper electrodes which have made the process a practical one. 

Much of the book is occupied with descriptions of equip- 
ments, tools, and appliances of American manufacture, doubt- 
less based on information furnished by the makers, but in- 
spired by a critical discrimination which makes them useful 
аз guides for those who have to supply themselves in the 
United States. They have less interest for European. pur- 
chasers. Some very useful hints about such auxiliary apparatus 
as electrode holders, shades, and so forth can, however, be 
gleaned from some of the descriptions. 

With respect to arc welding, the carbon arc gets less than 
its due for some kinds pf work; the covered metallic electrode 
Shares a similar fate; and continuous current is advocated 
for metallic arc welding in preference to alternating. These 
features reflect American practice in arc welding, though 
irom the number of alternating current equipments described 
many designers must have been at work, and there must be 
a considerable use of alternating current. The impression 
given is that on this side of the Atlantic there have been 
greater developments in the use of the carbon arc, the covered 
electrode, and alternating current arc welding, than on the 
other side. 

There are two useful chapters on the training of arc welders 
and arc welding procedure, suggesting training exercises, and 
illustrated with some really informative figures. Suggestions 
for the design of welded joints are illustrated by many ex- 
amples showing how the stresses in the work will be best 
resisted. This is a matter of great importance. It is the 
key to the successful extension of arc welding to structural 
work, of which only the beginning has yet been seen. It 
cannot be neglected with impunity in repair work, where it 
1s more dependent on the mechanical sense and ingenuity of 
the operator than of a man at the drawin : board. The author 
quite rightly insists on the necessity of training these qualities 
in ‘would-be welders. 

The illustrations in these chapters and that dealing with 
examples of actual work are of high educational value. 

Chapters on the physical properties and metallographv of 
arc fused steel“ so far as they are statements of fact, con- 
tain a large amount of information profusely illustrated. Some 
of the conclusions set out have a greater tone of finality than 
15 Warranted at present. It will not be accepted by all investi- 
“ators that the metal of any arc weld is “ essentially a cast- 
ing." At least, it can be objected that the physical and 
metallographic characteristics of many welds are radically 
different from those of castings of the same composition. 
[hese characteristics are also susceptible of a greater amount 
of control than the author is disposed to admit. Nor will it 
he agreed on all hands that these ‘‘ castings ’’ are generally 
(or universally, as the author almost suggests) unsound from 
the presence of flaws of various kinds. Again, it is laid down 
that weld metal always, or nearly always, shows a considerable 
inclusion of nitride needles, and a notable quantity of nitrogen, 
with its well-known detrimental effects on the properties of 
the metal. It is stated that flux coating of the electrodes 
produces no material improvement in these characteristics of 
weld metal. This will certainly not be accepted on this side 


of the Atlantic. It may be suggested that these unacceptable 
statements are closely connected with the com tive neglect 
in the United States of work on electrode and flux composition 
with reference to the stock metal and the qualities of the weld. 

Automatic arc welding is a branch of the art in which the 
Americans have it all their own way at present. The chapter 
describing some machines and work done by them, therefore 
has the interest of novelty, though a few have been imported 
hither for exhibition. There are possibilities in this direction, 
appealing principally to the manufacturers of certain articles. 
Generally these machines may be described as machine tools 
by which metal is deposited on the work from an electrode 
instead of being cut off the work by a cutting tool. For weld- 
ing joints or building up on cylindrical and circular articles, 
they should be very useful. If required, it seems easy to 
design automatic welders of other forms, i.e., the analogues 
of planing machines, &c., as those described may be called 
the analogues of lathes. It is found possible to regulate the 
arc length and voltage to lower and more steady values than 
can be secured in hand welding, a circumstance favourable 
to sound welds and small waste of electrode. Whilst the chief 
field for these machines seems to be in repetition manufacture. 
it is possible that they will be found economical for building 
up worn shafts, tires, and so forth, where the quantities dealt 
with are considerable. If they can be adapted to use covered 
electrodes their value for euch purposes will be greater. 

The chapters dealing with resistance welding are almost 
entirely descriptive of the machines of various American 
makers. Most of these are special purpose machines, which 
is, of course, true of resistance welders in general. The illus- 
trations of these machines are very good indeed. | 

There is good information about the energy consumption 
and the time element involved in welding various sections, 
п Actual speed of operation, and on the strength of resistance 
welds. 

It is hardly necessary to say that a book published by the 
McGraw Hill Co. is well printed, on good paper, comfortable 
to read and handle. It can be recommended as a book of 
reference, and those to whom it appeals will likely have their 
own views on matters controversial.—H. M. 5. 


Electricity in Steel Works. Ву W. MœFARLANE, B.Sc. London. 
Pp. x+109; 21 figs. London: Sir Isaac Pitman & Sons, 
Ltd. Price 2s. 6d. net. 


High-tension Switchboards. By Н. Е. Poore, B.Sc., A.C.G.I., 
A. M. I. E. E. Pp. 1х+114; 22 fige. London: Sir Isaac Pit- 
man & Sons, Ltd. Price 2s. 6d. net. 


The first of these publications, both of which are included 
in Pitman’s Series of Technical Primers, is of the nature of a 
review of current electrical practice in steel works, and fulfils 
quite a useful function owing to the rapid progress that has 
been made in the electrification of such works during the last 
decade. The first chapter deals in a very interesting manner 
with the general question of electricity supply in steel works, 
particular attention being paid to the question of the proper 
utilisation of the surplus heat generated in certain processes, 
and is followed by others dealing in some detail with main 
and auxiliary motors and their control. Lifting magnets and 
lighting problems are also discussed. 

Little fault can be found with the book apart from one or 
two instances of rather vague wording in connection with 
explanations of electrical working, which have doubtless been 
caused by the necessity of economising space. We notice that 
the possibilities of the eddy-current controller for three-phase 
slip-ring induction motors are mentioned, and it would have 
been interesting 1f some definite information had been given 
concerning the starting torque obtainable with this arrange- 
ment. 

The work will be very useful to students and others desir- 
ing to obtain an insight into the possibilities of the applica- 
tions of electricity for the purpose under notice. 

The second book, which may be looked upon as a com- 
panion and supplementary volume to that on high-pressure 
switchgear in the same series and by the same author, is 
mainly occupied with an account of the general arrangemente 
of types of boards suitable for central stations, factory, and 
mining purposes. The mechanical arrangements of boards are 
well, though briefly, described, but lack of space has prevented 
а full discussion of some technical points of interest at the 
present time. Thus we find that arrester gear is dealt with 
in а very brief manner, and the uses of reactance coils are 
discussed in a few lines. 

One or two details call for modification when a further 
edition appears; thus we find the Board of Trade referred to 
(for example, in connection with a reference to mining gear) 
when the Home Office would be more appropriate, and an 
instrument for the measurement of energy, while usually re- 
ferred to as an integrating wattmeter, is, in one place, termed 
an integrating watt-hour meter. 

A short chapter at the end deals with common conventions 
used in connection arrangements for switchboards, and in 
making switchboard diagrams; these seem to be founded on 
the recommendations of the B.E.A.M.A., but the fact is not 
mentioned. 

The book should be useful to those desiring to obtain a 
general idea of the types of high-pressure boards commonly 
used at the present time. 
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NEW PATENTS APPLIED FOR, 921. 
(ЧОТ YET PUBLISHED.) 
Cemplied up nerd for this journal by Mzssms. Szsron-Jouszs, O' DMI лир 


Sruraans, Patent Agents, 985, High Holborn, London, W.C. 1. 
31,969. '' Valve cap sparking plugs.“ A. Chambers. November 23rd. 


31,976. “ Holders with locking 
F. W. Coombe and J. J. Webber. November 23rd. 
. 31,987. *' Means for coupling alternating-current generators 
N. E. G. Neijer. November 23rd. 

31,394. Electric switches." British Thomson-Houston Co., Ltd. (General 
Electric Co.). November 23rd. 


* 


evices for incandescent clectric lamps.’ 


in parallel.” 


31,395. ‘* Electro-static telephones." J. Engl, J. Massole, and Н. Vogt. 
November 33rd. 

31,407. Electric accumulators." A. Neumann and O. Neumann. Novem- 
ber 23rd. ecmany, August 17th.) 

31,432. ** Motor for utilising electromagnetic energy of the earth." W. E. 


Hitch. Nowember 24th. 
31.47. Electrically-driven gear for conversion of hand-operated knitting 
machines to power-driven.” J. Н. Borland. November 24th. 
31,461. “ Steam wagon electric lighting set." H. C. H. Bull. November 
31,90. Selecting devices for automatic, &c., telephone systems and cir- 
cuits therefor." Н. E. Humphries and Siemens Bros. & Co., Ltd. November 


94th. 
31.502. Electric alternators." F. Contell. November 24th. 
31,509. Method of applying magnetic materia! to electrical conductors.” 


Western Blectric Co., Ltd. November 24th. (United States, December 8th, 


31, 10. Electromagnetic relay.“ 


Western Electric Co., Ltd. 
Electric Co., Inc.). November 24th. 


(Western 


31,511. * Signalling systems." Western Electrie Co., Ltd. (Western Electric 
Co. Inc. November 24th. 
31,517. Electric lamps." К. Krausser. November 24th. (Germany. 


Decembes 20th, 1920.) 


31,536. ° High-frequency telephony." Ges. fur Drahtlose Telegraphie. No- 
vember 24th. (Germany, February 5th.) 
31,537. '* Wireless direction-finding apparatus." Ges. fur Drahtlose Tele- 


graphie. November 24th. (Germany, December 14‹һ, 1920.) 
31,538. ‘‘ Thermionic generators." Ges. fur Drahtlose Telegraphie. 


No- 
yember 24th.. (Germany, January 11th.) 


31,539. *‘ Circuits for electrical oscillations.” Ges. fur Drahtlose Tele- 
graphie. November 24th. (Germany, November 25th, 1920.) 
31,544, "' Electric orc welding." A. E. McCarthy, Н. Martin, and L. J. 


Steele. November 24th. 
31.545. Electric telegraphs.” 
31,568. “ Ignition apparatus. 
many, November 25th, 1920.) 


A. L. Davis. November 94th. 
R. Bosch Akt. Ges. November 25th. (Ger- 


31.572. Electric wall plugs, &c." W. H. Tant. November 25th. 

31.595. Electric switches." G. Н. Ide and Е. Painter. November 25th. 
odd * Electric switches." УУ. Sparks and W. Н. Tonks. November 
oth. 

31, 604. Electric switch locator," W. Helmore. November 25th. 

31,607. *' Thief-proof combination switch for motor-cars." Т. Н. B. Gayner. 
November 25th. | 

31,622. '' Process for producing electrically-insulating and mechanically- 


adherent coating on metal articles.” 


F. Krupp Akt. Ges. 
(Germany, December 13th, 1920.) 


November 25th. 


31,630. '' Apparatus for reproduction of sound waves." R. Mylo. Novem- 
ber 25th. (Germany, December 2nd, 1920.) 

31.642. Electric fuses.” W. M. Harrington. W. E. Bottom, and M. H. 
Goldbarb. November 25th. 

п. “ Battery case carrier for road vehicies." А. Н. Hunt. Novem- 
ber 25th. 

31.858. Switching devices for overhead runways.” W. S. Douglas. No- 
vember 25th. 

31,664. *'' Anti-vibration device for electric lamps." S. C.. Simpson. 
November 26th. 

31,665. “ Telemotor apparatus." Т. C. Fortescue and W. J. Paulin. 
November 26th, 

31.730. *' Electric switches.” British Thomson-Houston Co., Ltd. (General 
Electric Co.). November 26th. 

31.754. Electric fuses or cut-outs.” V. Hope. November 28th. 

31,755. Ironclad clectric switches." V. Hope. November 28th. 

31,756. ''lronclad electric switches." V. Hope. November 28th. 

31,772. *' Electric switch boxes, distribution boxes, &c." L. J. Lepine. 
November 28th, 

31.793. Wooden poles for carrying overhead electric wires." Crompton 
aid Co., Ltd., and J. N. A. Houblon. November 28th. 

31,816. ''Telegraphy." T. B. Dixon. November 28th. 

31,824. '' Telephone sub-station metering  and;or tolling.” E. Noble. 
November 28th. 

31,833. '' Jet condensers.” . Metropolitan-vickers Electrical Co., Ltd. 
November 28th. (United States, December 3rd, 1920.) 

31,534. Electrical measuring: instruments.“ Metropolitan-Vickers Elec- 
trical Co., Ltd. November 28th. (United States, December 7th, 1920.) 

31,839. “ Electric welding of cast iron.” Scudure Autogene Francaise. 
November 28th. (France, December 24th, 1920.) 

31,843. '' Windings for armatures of dynamo-clectric machines, &c." W. 
D. Savers. November 28th. 


31,601. *''lgnition devices for explosion engines." S. Maroger. November 
28th. (France, July Ist.) 
31,873. “ Power integrating and limiting systems." Forges et Ateliers de 


Constructions Electriques de Jeumont. November 29th. (lrance, December 
3rd, 1920.) 


31,874. Switches.“ 
November 29th, 1920.) 

31,878. '' Sparking-plugs, &c." J. A. Horton. November 29th. 

31,879. “ Electric lighting systems." R. A. Macaulay. November 29th. 
an Electric pipe, cigar, &c., lighter." К. M. Linfoot. November 

31,892. “ Brake mechanism (ог tramway, &c., vehicles.” 
November 99th. 

31,900. Electric fuses.” 


R. Bosch Akt.-Ges. November 29th. (Germany, 


C. H. Spencer. 


J. H. Williams. November 99th. 


31.927. Galvanic batteries." Fuller's United Electric Works, Ltd., and 
A. P. Welch. November 29th, 

‚41,996. *“ Overload switches for protection of motors." Е. Krupp Akt.-Ges. 
November 29th. (Germany, D«cember 30th, 1929.) 
a Electric motor for gramophones, Nc." W. White. November 
ath. 

31.948. “ Radio receiving systems, &c." L. E. Owen. November 29th. 
‚31,950. *' Multi-wire safety fuse.” K. V. L. Jensen апа Jensen Trading 
Co., Ltd. November 29th. 


31,960. “ Mercury, &c., vapour electric lamps.” 


F. A. King, F. Reynolds. 
and Silica Syndicate, Ltd. November 29th. 8 СОА 


41,976, © Electric-motor controllers." British Thomson-Houston Со. Ltd. 
November 99th, 
31.982. *' Cooling electrical apparatus." F. A. Yerbury. 


November 29th. 
31,992. “ Means for electro-magnetically locking, &c 


a ^ railway, &c., carriage 
doors." P. W. Duckenfield, Н. Frolich, A. T. W. Jubb, and G. Ross. No. 
vember 29th. 
32,019. ** Reducing capacity current losses in electri it 
Tavlor, November 30th. i ri Lid E 
39.027. *' X-ray centring-device." A. J. Walton. November 30th. 
x m “Apparatus for electro-therapcutic use.“ W. G. Moore. November 
ih 
8. 066. High-frequency transformers." W. Dornig. November 30th. 


32,067. '' High-frequency transformers." W. Dornig. Ney 

32.068. '" Electric condensers.” W. Dornig. November aid a 
` 32,004. ‘ Electric irons, ovens, hot-plates, Ke. 
Phi-Kappa Syndicate, Ltd. November 30th. 

32,101. * Electric power-transmission mechanism." W. L. B aham. N 
vember 30th. | ayaham. Ne. 


]. J. J. M. Kluijtmans ang 


PUBLISHED SPECIFICATIONS, 


The numbers in parentheses are those under which the ifcati 
printed and abridged, and all subsequent proceedings will be kan * 


1920. 


13,240. '' Process and apparatus for coating articles by electro-plating and 


heat treatment," A. Marek, October 1th, 1917. (148, G0.) 
13,645. '' Selecting devices for automatic telephone systems.” Siemens 
Bros. & Co., Ltd., E. A. Petithory, and J. E. Collyer. May 18th, 19%. 


(171,423.) 


15,348. Collectors for magnetos used with four-cylinder internal<om. 
bi stion engines." G. B. Goussct. June 20th, 1919. (145, 406.) 
18.567. Dvnamo-electric machines.“ 


\ E. Greenhalgh and Elect 
Ltd. July Sth, 1920. (171,439.) s Ne 


18,608. Electric lamps." A. Zoller and G. Fischer. November 7th, 198. 
(146,492.) 

19,344. “ Electronic tubes." Ges. fur Drahtlose Telegraphie. January 
23rd, 1918. (147,441.) 

19,377. '' Electric discharge tubes for coupling electric circuits.“ F, 
Schroter. February 9th, 1915. (147,463.) 


19,380. Electro-magnetic wave-receiving systems." Soc. Francaise Radio 
Electrique. May 7th, 1919. (147,466.) 

19,395. '' Process for operating internal-combustion engines with difficuln 
volatilisable fuel and electric ignition." Е. L. Madler. May Xith, '9% 
(Patent of addition not granted.) (147,475.) 


19,805. *'' Construction of armatures for dynamo-electric machines. V, 0. 
Apple. January 29th, 1917. (147,777.) 
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Apple. November 19th, 191 (147,778.) . 

20,288. '' Electric generating systems." Kohler Co. March uth, 191. 
(148, 368.) 

20,845. '' Acoustical improvements in electro-magnetic sound producers anj 
receivers." Signal Ges. January 20th, 1919. (Addition to 148,976.) (148,98 | 

20,879. Railway and the like signalling systems.” J. Bethenod. Joh 
12th, 1920. (Convention date not granted.) (Addition to 148,990.) (155,90. 

20,916. Automatic and semi-automatic telephone systems.“ Siemen 
Bros & Co., Ltd., and D. A. Christian. July lth, 1920. (171,433.) 


20,931. '' Method for generating and amplifying oscillations of any fre 
quency especially for wireless telegraphy.” Dr. E. Е. Huth Ges and W. 
Heller. July 17th, 1918. (149,192.) 

20,933. '"Arrangement for wireless telegraphy from submarines.” Dr. E. 
F. Huth Ges. and B. Rosenbaum. December 8th, 1916. (149,194) 

20,953. Process for photographically recording sound-waves.” R. My». 
November 10th, 1915. (149,206.) 

21,047. Electro-magnet for locking devices.” 
Lanz. December 9th, 1916. (154, 914.) | 

21.056. Driving system for alternating-current meters оп the Ferraris 
principle." IL. Adert (formerly А. Adamczak). December jlst, 1315. 
(151,245.) "Y | 

21,067. “ Safety switch for installation systems and for winding of eitc- 
trical machines and apparatus.” Allgemeine Eiektricitats-Ges. — November 
6th, 1913. (152,316.) “р 

21,077. ''Coin-íreed meter for electric current, gas, water, or the like. 
Allgemeine Elektricitats-Ges. September 19th, 1914. (151,972) "n 

21,078. Coin-freed meter for electric current, gas, water, or the like. 
Allgemeine Elektricitats-Ges. July 4th, 1917. (151,973.) 


Luftfahrzeugbau Schutte. 


7. 

21,256. Radio-signailing systems. L. De Forest. May 10th, 19%. 

(149,272.) . T 
21.381. Driving electro-mechanism for operating rail-track apparatus. 


T. Ducousso. July 15th, 1920. (171,441.) | 7 Boss 
21,490. '' Apparatus for electric arc welding." British Thomson. House 

Co., Ltd. (General Electric Co.). July 16th, 1929. 71,442.) mine 
23.329. “ Electrical resistances.” W. Clark and Clark's Neo-Electric 


vices, Ltd. August 9th, 1920. (171,451.) xs dubi 
23,391. Modulation systems and the like in radio-communication | 115 
like." J. Scott-Taggart and Radio Communication Co., Ltd. August ИЛ 
1920. (171.453.) © " 
23,479. Electric arc lamps." А. Н. Railing and A. E. Angold. Aug: 
lith, 1920. (171,458) < Wigor, 
‚ 23,606. ''Safety-lock electric switches.“ F. P. Smith and T. F. Міт 
August th, 1920. (171,463.) " T шуа! 
23.727. “Method and means for determining the transmission equat 


Western Electric Co., Ltd. (Western Ekore 
(171,470.) ) 


of an electrical circuit.” 
Inc.). August 13th, 1920. : — ie 
23,859. 15 Devices for regulating the amplitudes and damping in 8 
apparatus." Signal Ges. August 16th, 1920. (150, 265.) 4 poder 
23.863. “ Variable clectrical condensers.” Н. W. Sullivan and J. 
August l6th, 1920. (171,481.) 
23.965. “Electric switches. British Thomson-Houston Co., Lid. 
Electric Co.). August 17th, 1920. (171,484.) | 
24,198. *' Three-phase electric furnaces.” D. Mauri. 
(171,494.) 


(Genes: 
August 136, 19% 


lighting S% 


24.328. Switch and fuse-holder units for use in UA 8 Opt Фу 
tems.” С. A. Miller, Е. J. Miller, and E. А. Saunders. Aug 

171.497. А ic 
ү 24.320 “ Circuit arrangements for controlling automatic selector switch 


са | ~ ; {егсег. August + 
Automatic Telephone Manufacturing Co., Ltd., and К. Merc 


„ et Bid. 18 
24,456. “ Electrolytic apparatus.“ G. O. Seward. August 
cillations | ue 


* Production of and modulation of electrical оз aso Me 
and N. 


of thermionic valves." Radio Communication Co., Lid. 
tember 2nd, 1920. (171,520. | NT phone “7 
95,487. id Number-dials A automatic and. . 1 $e: 
tems." Siemens Bros. & Co., Ltd., E. A. Petithory, апо J. = a | 
tember 3rd, 1920. (171.523.) and M. J. Ws 


25,833. “ Electric cooking appliances." А. C. Hammoads | 
September 8th, 1920. (171,544) Р ае © Rer 
25,959. Sparking-plugs for internal-combustion ensi? i 
September 9th, 1920. (171,547.) | engines.” F. 
26,113. ‘ Electric ignition in internal- ombustion a 
Richards. September 10th, 1920. (171,553.) { Tavlor. September b* 
26,117. “Electric power transmission." * А. M. tayor Е 
1920. (Patent of addition not granted.) (171,554.) Telephone Мало 
27,477. *' Electro-magnetic relays." Automatic 1е!ер 5 
Co., Ltd. December 31st, 1919. (156,076.) E 19%. d x 
98.214. '' Electric switches." J. Watkinson. Octo 55 bith, 1. À 
28,278. '' Electric switches." J. A. Crabtree. Octobe { 
tion to 140,180.) (171,579.) | G. H. Ide October 
28,386. “ Electric switches.“ F. Painter and G. H. " 
1920. (171.581.) November 8 
34.522. Electric pocket lamps." О. Hoffmann. 
(104,931.) 
1521. Spbic⸗ М 


H 1 ines." Р» x1! 
27,329. “ Sparking plugs for internal combustion MAE 19%. % 
facturing Co., Ltd., and W. A. Clark. September 25% 10.5 

6021. “ Thermionic valves.“ М. Latour. 
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LONDON’S ELECTRICITY SUPPLY. 


THE publication of the decision of the Electricity Com- 
missioners with regard to electricity supply in the 
London and Home Counties District cannot be regarded 
as other than an important event. The details are re- 
corded elsewhere in this issue. 

In commenting on the subject, our thoughts travel 
back to the equally epoch-making decision of the Board 
of Trade, following the inquiry held by Major Marindin 
in 1889, which presents а startling contrast with the 
trend of policy to-day. In those early days, when the 
great future of electricity as a factor in the life of the 
community was hardly guessed at, the Government was 
keenly on the alert to checkmate the supposed rapacity 
of private undertakers, and to foster municipal trad- 
ing ; consequently the Board of Trade set its face rigidly 
against co-operation, and decreed that as far as possible 
а.с. and d.c. supply should be provided in every 
street where mains were laid, with a view to ensuring 
that competition should operate to bring down prices 
and prevent the companies from making large profits. 

No more wasteful or inefficient course could have been 
conceived ; more than anything else, this policy operated 
to perpetuate a multiplicity of systems of supply and 
to increase the difficulty of unification, whilst it also 
hampered the companies and seriously delayed the 
development of electricity supply in this country. 

Now, at last, common-sense views prevail, and it is 
recognised that co-operation, unification, concentration, 
and freedom from competition are essential to the free 
and generous expansion of the electrical service. We 
can never hope to share in the advantages of a unified 
supply such as that of Chicago, but the policy of the 
authorities is set in the right direction, and in the dis- 
tant future our descendants may enjoy those benefits. 

The Commissioners have decided to set up a Joint 
Electricity Authority for the District, on. which all in- 
terested parties will be represented (not, as stated in the 
Daily Mail, local authorities onlv-—-a serious mistake), 
aud have approved of the technical proposals for deal- 
ing with the requirements up to about 1926; but with 
regard to the second stage, up to 1930, they prefer to 
install the additional plant, estimated at 199,000 kW, 
in а new capital station or stations on the riverside, 
which they believe would make for economy of capital 
outlay and running costs, representing an annual 
saving of more than £1,000.000. As immediate steps 
must be taken to cominence work on the first new station, 
the Commissioners propose to authorise the County of 
London Electric Supply Co., Ltd., to proceed with its 
erection on the Barking site. They also favour the pro- 
posal to extend the tenure of the distributing powers 
held by the supply companies, coupled with a sliding 
scale of price.and dividend. The rights of the Metro- 
politan and the North Metropolitan Electric Supply 
Companies will be respected, and they will be authorised 
to carry out the work of the Joint Authority in their 
respective areas. 

On the whole, we think that the course adopted by the 
Commissioners represents a very satisfactory pro- 
visional solution of the difficult and complicated pro- 
blem which confronts them, and tends to make the hest 
use of the existing plant, whilst paving the wav to the 
ultimate goal upon which the Government turned its 
back 30 vears ago: but it must be rerarded as only pro- 
visional, for the Commissioners have no compulsory 
powers, and the scheme is not only unworkable without 
further statutory powers, but is dependent upon accept- 
ance by the various electricity supply undertakers con- 
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cerned. Unfortunately, in at least one quarter, that 
acceptance has already been definitely withheld. Writ- 
ing to The Times on December 15th, Mr. W. F. Fladgate, 
chairman of the London Electricity Joint Committee, 
1920, Ltd., on which nine companies are represented, 
stated that his board could not accept the plan outlined 
by the Commissioners. The companies, he said, had 
laid down the condition at the ?nquiry, as necessary 
for their taking part in a Joint Electricity Authority, 
„that the whole of the financial control of the Autho- 
rity's work should be in the hands of those members of 
that body who provided the necessary capital." The 
Commissioners’ scheme not only ignored this stipula- 
tion, but would commit the Authority to heavy capital 
expenditure, and Mr. Fladgate's Comittee declined to 
undertake financial responsibility under such condi- 
tions. Negotiations were still in progress with the 
London County Council with а view to arriving at an 
amicable arrangement on the question of purchase, and 
the Committee had even prepared a Bill to facilitate the 
joint action of all the undertakers within the district; 
but that measure would now be withdrawn. 

It is exceedingly regrettable that so serious a hitch 
should have arisen. The refusal of the companies to 
provide capital for other people to spend is readily 
understood ; but any measure of co-operation necessarily 
involves tle sacrifice of some portion of one's independ- 
ence of action and freedom from control, and the com- 
panies were not asked to come in without compensation 
in the shape of extension of tenure. We cannot pass 
judgment upon their attitude in the absence of details, 
and we will not suggest that it is partly due to pique at 
the evident success of the County of London Company 
—we believe that the companies are as anxious as any- 
one to arrive at a satisfactory solution of the question, 
and we hope that as the result of their protest thev will 
obtain from the Commissioners such assurances as will 
enable them to carry оп. It should be observed that the 
Commissioners intend to invite the comments of all 
parties represented at the inquiry on the clauses of the 
Draft Order, and it may prove to be a matter for regret 
that the Joint Committee has embarrassed them by rush- 
ing into print. 


ELECTRICITY IN MINES. 


ТыЕ coal industry—like most other industries—is in a 
bad way, due mainly to the ignorance of our Trade- 
Union leaders of economic law, and to the practice of 
false doctrines by trade unionists in general. The total 
earnings of any industry are limited to the output, 
multiplied by the price obtainable for the products, and 
these earnings are divided between Capital and Labour, 
the latter always obtaining the larger share. Now, 
suppose Labour makes demands, which will not only 
absorb all the share due to Capital, but will, moreover, 
increase the price to such an extent that customers can- 
not afford to buy, there is an end to the industry ; and 
this 18 what has nearly happened to our coal industry. 

What has enabled wages to be increased and hours of 
labour to be reduced is the enormous introduction of 
labour-saving machinery due to the inventive capacity 
of the engineering profession and the genius of organi- 
sation of our great managers of industry. All that 
trade unionism has ever done is that it, to some extent 
by its demands, has stimulated the latter to find means 
to produce the wherewithal to satisfy those demands, 
and the credit is due mainly to the brains of the engi- 
neers, inventors, and managers, who have made use of 
capital to such good advantage that the worker has 
benefited. In the coal mining industry in particular 
the worst evil of trade unionisin at the present time is 
the terrible demoralisation of its members: the insist- 
ence оп a minimum wage is actually a curse to the in- 
dividual who believes in and accepts it. The incidence 
of the minimum wage, and the reduction of hours from 
eight to seven per diem, have so raised the cost that the 
Nidustry has almost come to a standstill. 


lamp by Dr. Langmuir was that case. 


All the strikes in the world cannot obtain for the 
worker one penny more, if that penny cannot le db: 
tained in the operation of the industry. And now tlie 
only hope for the coal industry lies not with the Miners’ 
Federation of Great Britain, but with the managers and 
engineers engaged in the direction and operation of the 
collieries, and we have no hesitation in saving that the 
restoration of the industry to renewed prosperity К 
һе due mainly to the greatly extended use ot electricity 
"m reducing operation costs. In fact, were it nut for 
the electrical machinery already in use in our uine, 
there would be fewer collieries working to-day, and very 
шапу more miners would be out of employment. Frun 
the General Report of Н.М. Chief Inspector of Mines 
(р. 847) we see that the increase in the use of electricity 
steadily goes on, but whereas the increase in 1919 
amounted to 6.58 per cent., in 1920 it was only 
5.04 per cent. Probably for the present year it will be 
even less, due to the very unfortunate strike with its 
disastrous results. In 1910 there were approximately 
2,000 coal-cutting machines at work (all types), in 1920 
there were more than 3,000. In 1910 about 54 per 
cent. of the total coal output was obtained by means oi 
machinery; in 1920 this had increased to nearly 13 per 
cent. In 1919 the total electrical horse-power in use in 
inines was 1,023,927, being an increase of 6.58 per cent. 
on the previous year; in 1920 this had further increas 
t) 1,080,822 h.p., or an increase—as previously men- 
tioned—of 5.4 per cent., and the great proportion ws 
in underground machinery. Again, to prove the ad- 
vantage of the electrically-driven machines, it is impo- 
tant to notice that whereas in 1920 less than 5 per cen. 
of the coal output was obtained by compressel-air- 
driven machines, over Y} per cent. was obtained іл 
electrically-driven machines. Electricity enters into 
practically every operation of colliery working—wind- 
ing, ventilation, coal cutting, haulage. pumping (tle 
latter to the extent of nearly one quarter of the total), 
lighting, and shot-firing. The use of electric safety 
lamps increased from 197,722 in 1919 to 215,000 iu 
1920, and no fewer than 28,387,259 shots were fired 
electrically, by means of a portable shot-firing battery vr 
magneto. All this undoubtedly proves the enormous 
influence of the use of electricity in enabling the mme 
to be worked, and coal to be sold at a price that people 
сап afford to pay, and the miner to be kept emplored. 


GUAE eS I TU ыс чы СБ 


AT last the question whether the 
British patent for the gasfilled lamp 5 
sound or not has been settled by th 
final court of reference—tle Houx v! 
Lords; the verdict of two lower Courts has bee Ls 
versed, aud the validity of the patent has been afhrmed. 
The question being no longer sub judice, comment Is 
permissible, and we feel bound to say that im "a 
opinion, if ever there was a case in which de 
ability and perspicacity in researcl were Eo 
their highest development, the invention of the ү) 
The researche 
which led up to it have been described in our M 
they were of the type known as industrial researe : 
—4.e., research with a definite co nmercial as 
distinguished from ‘scientific research. T E 
taken to mean research prosecuted for its OW? мА 
alone, to add to the sum of knowledge, without an m! 
diate commercial objective. | , БЕГА 

While the upholding of ће patent 18 of SL " 
portance to its owners, we think that no one vl e ps 
them their due reward for a most remarkable Wn 
cessful achievement; through the operation of the m 
makers’ agreement, we take it that British e But 
will have the use of tlie patent on reasonable | ni 
we hope the moral of the affair will not ео mis 
British manufacturers of every description 10 
that unless they carry out researches themselves i 
will be dependent upon discoveries made 1 rae 
the nation that lags behind in the industr 
neither commands nor deserves prosperity. 


The Gasfilled 
Lamp Patent. 
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ELECTRICITY SUPPLY AT CHESTER. 


BULK SUPPLY FROM QUEEN'S FERRY. 


THERE 15 one bright spot in that huge collection of now 
derelict buildings known as Н.М. Factory, Queen's 
Ferry, formerly an important T.N.T. producing centre 
—and that is the power house, which, since December 9th, 
has been fulfilling а peace-time service for the ancient 
City of Chester. For several years the generating plant 
at the hydro-electric works and at the New Crane Street 
station of the Chester Corporation has been over- 
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supply to the neighbouring areas and for use on rotary 
converters running in parallel with the existing steam 
and water stations on the d. c. side. 

A 440-volt bulk supply and metering panel was in- 
stalled at the Queen's Ferry power station for the control 
of the 2,200-kVAÀ step-up transformer. This panel is а 
standard black-enamelled slate panel equipped with a 
2,000-amp. l.p. automatic oil circuit breaker and with 
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Fic. 1.—Depnicate 33,000-V CABLES CROSSING THE RIVER DEE. 


loaded, and owing to the difficulty of obtaining plant at 
the required time, the Electricity (Supply) Act of 1919, 
and the formation of the Chester and North Wales Elec- 
tricity District, it became necessary to discover new 
sources of supply. In August, 1919, negotiations were 
inaugurated for the acquirement of electricity supplies 
from Н.М. Factory, Queen's Ferry, 
and Friday fortnight saw the con- 
summation of those efforts. 

The present scheme involved the 
following desiderata : increasing 
the available supply without, in view 
of prospective developments in the 
North Wales district, involving too 
great an expense in plant. Тһе ex- 
penditure was £52,000. The exist- 
Ing steam-driven station at New 
Crane Street and the hydro-electric 
station on the River Dee are both d.c. 
stations. Consequently, it was de- 
sired to retain the local d.c. distri- 
bution scheme, but yet have the 
facilities which h.p. alternating 
current gives for transmission pur- 
poses in view of applications being 
received from outlying districts for 
n supply of power. 

Although the distance between 
Queen’s Ferry and Chester is only six 
or seven miles, it was decided to 
transmit the power at a pressure of 
33.000 volts, the idea being that 
this short-leneth transmission line 
Would be finally merged into the network of the North 
Wales and Chester Electricitv District as delimited by 
the Electricity Commissioners. At Chester the line 
voltage is transformed down to 6,600 volts for power 
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indicating and integrating meters; the integrating watt- 
meter is fitted with a Merz maximum-demand indicator, 
with a 15-minutes’ resetting period. The design of the 
panel is similar to that of the panels of the existing 
Queen's Ferry switchboard, fig. 3, thus giving a uniform 
appearance to the station, but the panel is mounted as 
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FiGs. 9 & 3.—TERMINAL POLES AND BeMrens LANE SUB-STATION. 


а separate unit, and not as an extension to this switch- 
board. 

The transformers at Queen's Ferry and Bumpers Lane 
are 2,200-kVA, 3-phase, units, star-connected on the 
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33,000-volt side and delta-connected to the 440 and 
6,600-volt circuits. They are designed for indoor 
mounting, and are fitted with rollers for convenience 
when moving them about; the core-type method of con- 


struction has been adopted, with cruciform section cores. 


and circular coils. ‘This method of construction lends 
itself to a very robust design, and simplifies the insula- 
tion problem of the h.p. windings. Special provision is 
made in the coil supports for automatically taking up 
any shrinkage of the insulation due to pressure of the 
windings and the influence of the hot oil; the device, 
whilst taking up the shrinkage of the insulation, avoids 
the possibility of vibration or movement of the coils 
being caused by sudden loads on the system. The insu- 
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‚ Fic. 4.—KaLaNiTE 33,000-V END-sTRAIN INSULATOR. 


lation of the end turns of the 33,000-volt windings has 
been reinforced to withstand voltage stresses which may 
be caused by atmospheric disturbances or switching con- 
ditions, and the unit is contained in a hoiler-plate tank 
fitted with external circulating and cooling pipes. 
Isolating links are provided at both ends for discon- 


necting either overhead line or 


any of the cables; the sub 


| 4 TN ™~ 
7 Station Was erected specially T2 
for this scheme, and allows for e. 
/ 
the accommodation ji TEN 33,000-V. CABLE SHOWN THUS —.—.— 
5 1 313.000-V. OVERHEAD LINE 
additional transformer at " 6.600. V. CABLE : oes 
later date when it is found uie UNES 


necessary tu increase the de- 
mand on Queen's Ferry. 

The main 6,600-volt distribution board at the New 
Crane Street generating station is equipped with 
oll circuit breakers, isolating switches, and instru- 
ments for controlling one incoming and three outgoing 
circuits. On account of the limited space available in 
the station, the board was so constructed that it could 
be placed directly against the station wall and ассевв 
obtained to the interior of the cubicles from the front 
Two of the circuits are outgoing feeders to the neigh- 
bouring districts, whilst the remaining feeder supplies 
a rotary converter in the station itself. Опе of the out- 


going feeders was already giving a bulk supply to 
Saltnev at 6,600 volts previous to the installation of the 
present plant. This was obtained by means of a 250-kW 
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Fic. 5.—LEADING-IN 33,000-V KALANITE INSULATOR. 


rotary converter, which was run inverted from the d.c. 
busbars. This machine will now be connected up to the 
6,600-volt bars, and used for light load or emergency 
services when necessary. The second outgoing feeder 
gives a bulk supply to Messrs. Brook, Hirst & Co., Ltd., 
and the Hydraulic Engineering Co., Ltd. At each sub- 
station a 500-kW rotary converter is installed to con. 
vert the supply from 3-phase, 6,600 volts to one of 
t40 / 180 volts d.c. on a 3-wire system, and the machines 
are arranged to run in parallel with the existing d.c. 
supply at these works. The Ineoming supply 8. con- 
trolled by a self-supporting sheet-steel cubicle equipped 
with the necessary oil circuit breakers and indicating 


instruments. At both the power and sub-stations í 
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Fic. 6.—Rovure Mar or TRANSMISSION LINE. 
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das h 
separate panel controls the d.c. suppl» from t 


r station ii 

o | r, also sup 
trols a 1,000-k W, 6-phase rotary converte This machi 
d all the ro? 
ound machine 


very similar to each other, and all arrange 
the self-synchronising method. | 
required on the d.c. side is obtained by а 
regulation; each machine is fitted with an 
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squirrel-cage starting motor, controlled by a special 
starting panel mounted between the 3/6-phase trans- 
former and the converter. Even wear on the commu- 
tator and slip-rings is obtained by a mechanical oscillat- 
ing device fitted on the end of the converter shaft, and 
in order to prevent the possibility of the machine racing 
from any cause, a speed-limiting device is provided. 
The transformers for stepping-down the 3-phase, 
6,600-volt supply to the 6-phase voltage necessary for 
converter work are specially designed for use with such 
machines. When the d.c. voltage variation is obtained 
by means of field regulation, the transformer must be 
provided with sufficient internal reactance to meet the 


Fic. 7.—TURBO-GENERATORS AT ОГЕЕХ'5 FERRY. 


range of voltage required. This reactance is obtained 
by means of magnetic shunts placed in the transformer 
leakage field between the primary and secondary wind- 
ing, and it is claimed that the multiple-gap construction 
patented by the Metropolitan-Vickers Electrical Co., 
Ltd., gives a straight-line characteristic, z.e., the react- 
ипсе voltage of the transformer increases proportion- 
ately with the load. It has given very satisfactory 
results in service, and does not interfere with the com- 
mutation of the converter; the method of fitting these 
shunts in the transformer permits of a sturdy design of 
transformer with improved efficiency. The transformers 
are oil-immersed, self-cooled, and mounted in tanks 
fitted with external circulating and cooling tubes. The 
neutral wire of the d.c. system is brought out from the 
mid-point of one of the l.p. transformer windings, so 
that the out-of-balance current is tsken to a point, the 
voltage of which is practically fixed with reference to 
the positive and negative busbars. In order to maintain 
a good balance of pressures and correct commutating 
conditions, one half of -the commutator-pole windings 
are connected in the positive lead and the other half in 
the negative lead. This method of balancing gives 
very satisfactory results, and the converter and trans- 
former unit is capable of dealing satisfactorily with an 
out-of-balance current equal to approximately 25 per 
cent. of the full-load current. 

The new station equipment for the Queen's Ferry and 
Chester ends, as described above, was supplied by the 
Metropolitan-Vickers Electrical Co., Ltd., to the re- 
quirements of Mr. S. E. Britton, the City Electrical 
Engineer to the Borough of Chester. 

The e.h.p. cable and overhead transmission system 
was the work of Callender's Cable & Construction Co., 
Ltd., the cable portions having two working pressures. 
Duplicate (each 410 yd. long) 33,000-volt cables 
were laid underground from Queen's Ferry to the river 
bank, from which point the supply at the same pressure 
is carried bv duplicate cables (each 200 vd. long) under 
water across the bed of the River Dee and up its oppo- 
site bank to the first terminal pole of the transmission 
line. This cable is 3-core, each conductor being 0.1 sq. 
in. in sectional area, and is paper-insulated, lead- 
sheathed, heavily taped and compounded, single-wire 


armoured, and finally heavily taped. and compounded 
over all. The conductors are circular in shape, and the 
cable was manufactured to work with the centre point 
unearthed. Where the cable is laid in the ground, the 
diameter of the armouring wire is 0.128 in., but where 
laid on the river bed, fig. 1, the armouring wires are 
increased to 0.192 in. in diameter. The straight joint 
box used for connecting the factory lengths of cable to- 
gether is designed for a 33,000-volt working pressure; 
and the cables are finished off inside the Queensferry 
works in a standard 33,000-volt dividing box, filled up 
with a light compound. | 
The overhead portion of the transmission line consists 
of approximately 8,000 yd. of six bare, stranded, copper 
conductors, each made up of seven wires 0.135 in, in dia- 
meter, having a nominal sectional area of 0.1 sq in., 
supported on a single line of Callender-Kay tubular 
steel four-legged towers (figs. 2 and 3), the average 
distance between poles being 475 ft., giving a clear- 
ance from the lowest conductor to the ground level in the 
centre of span of 20 ft. The poles are 45 ft. high, and 
run practically in a straight line along the top of a cop 
embankment. From the River Dee to the main sub-sta- 
tion there are 52 of these masts. A continuous earth-wire 
consisting of a solid copper conductor, No. 3 S.W.G., 
is carried below the power wires throughout the entire 
route. The conductors are supported on straight line 
poles by means of 33,000-volt pin-type porcelain insu- 
lators, and on terminal and heavy-angle poles by means 
of 33,000-volt Kalanite end-strain insulators; the 
latter were designed and manufactured by Messrs. 
Callender's, and are illustrated in fig. 4. "This is the 
first oceasion on which this partieular type of insulator 
has been used on a 33,000-volt line, but it 1s to be widely 
adopted in South Wales and elsewhere—in fact, at 
Swansea it is to be used exclusively, and will eliminate 
the use of porcelain. The special features of this in- 
sulator are that it is easily assembled and installed, and 
that the material of which it is made possesses great 
mechanical strength, so that it will not chip when 
roughly handled; it may be used safely in tension, and 
its dielectric properties, it is claimed, are superior to 
those of porcelain. From fig. 4 it will be seen 
that the insulator comprises five component parts: 
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Fia. 8.—SWITCHBOARD AT QUEEN'S FERRY. 


portions А С E are made of wrought iron, while в and D 
are made of Kalanite, and are moulded complete, includ- 
ing the screw threads. The method of assembling the 
insulator is as follows: Part a is screwed into B, C 18 
screwed on to B, D is screwed on to c, and, lastly, E is 
screwed into D. 

At Bumpers Lane sub-station, fig. 2, the six bare 
copper conductors are carried direct from. the terminal 
pole into the building by means of a special leading-in 
arrangement, as indicated in fig. 5; the illustration 
shows that each conductor is led up through the centre 
of a Kalanite insulator, which is itself supported by a 
slab of the same material. The top portions of the 
insulators are filled with compound and covered by 
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lids, and we understand that the use of Kalanite in this 
instance avoided much complication in a difficult piece 
of work. | 

The map, fig. 6, shows the route of the transmission 
line, and it will noticed that from the Bumpers Lane 
sub-station to the Corporation generating station, dupli- 
eate 6,600-volt eables are laid underground, each 1,200 
yd. in length. Each cable crosses the River Dee twice, 
the actual length of cable under water being 4 x 114 or 
456 yards. One 6.600-volt cable continues onwards from 
the generating station for a distance of 1,700 ya. to 
the Hydraulic Engineering Co.’s sub-station, where it is 
looped in before it runs on for another 1,600 yd. to 
Messrs. Brook, Hirst's sub-station. 

Each conductor of the 3-core, 6,600-volt cable is 0.2 
sy. in. in sectional area; the conductors are paper-in- 
sulated, lead-sheathed, served, single-wire armoured, 
and then served overall. The conductors are delta 
shaped, and the cable is intended to work with the centre 
point unearthed. Where the cables are laid direct in 
the ground, they are single-wire armoured, the diameter 
of each wire being 0.128 in., but where they cross the 
River Dee an additional laver of wire armouring ot the 
same diameter is used. Тһе factory lengths of the 
6,600-volt cables are joined in standard joint boxes. 

The Queen's Ferry plant consists of four B. T.H. turbo- 
alternators, fig. 7, one having a capacity of 1,000 kW 
and three of 1,500 kW. The alternators produce three- 
phase alternating current at 50 periods, and at 440 


volts. At present only one set is in operation, and the 
others will be put in commission as the load Warrants 
Powers are now being sought. to extend the area of 
supply, roughly over a radius of five miles from Chester. 

The Queen’s Ferry plant can he operated with great 
economy compared with the existing Corporation plant. 
At Queen's Ferry a kWh of electricity can be produced 
for about 3 lb. of coal, whereas the plant at New Crane 
Street used 54 lb. per KWh. The boilers at Queen's Ferry 
work at a steam pressure of 170 lh. per sq. in.; there 
аге 32 Lancashire boilers (only three or four of which 
аге at present in use, however). Each boiler js fitted 
with a Bennis sprinkler stoker and self-cleaning coN- 
pressed air furnace, and is capable under normal condi. 
tions of evaporating approximately 10,000 Ih. of Water 
per hour. 

The coal is handled throughout by Bennis coal and 
ash handling plant. The bunkers have a capacity of 
approximately 2,240 tons, equal to about seven days 
supply for the whole of the plant. 

The members of the Chester Corporation on December 
9th visited the various electricity stations and sub. 
stations, including the hydro-electric works. Subse- 
quently at the Town Hall the Mayor was cordially 
thanked for having inaugurated the supply from 
Queen’s Ferry to Chester, and compliments were 
bestowed on the City Electrical Engineer, Mr, S. E. 
Britton, and all concerned in the acquisition of th 
Queen's Ferry supply. 


WE SEE THEM ALL. 


By W. A. C. PHILLPOT. 


OuR firm has always extended politeness and a few 
minutes to all the many travellers calling upon us— 
а waste of time, no doubt. The custom is, of course, 
a relic of those happier days when business had 
rot departed this life, and when there was still a chance 
of a traveller having something of interest to offer. 
Nowadays the chances are a million to one against, but, 
conservative to the backbone, and well brought up, we 
keep the old custom going. 

There is a strange diversity of creatures- sent hourly 
and empty away from our office, yet they all have points 
in сопппоп, the chief being Ignorance of the goods 
they are trying to sell. A law of nature, apparently, 
has laid it down that technical knowledge and '* push "' 
should never exist in the same man. Let's have a look 
at a few types. | 

The hearty man comes first, and oftenest. He wants 
to sell us a batterv, and has as much chance as he would 
have of selling cinders in Tophet. ** Ah-hah, Mr. P: 
and how are we this morning—pretty well? Hah—that’s 
good." He grips me fervently and gives his imitation of 
Douglas Gumboil's kinema grin. “ Well, I've come to 
sell you that little battery you inquired about the other 
day—Hah-hah ! ” Intensely jocular beast this. Mr. 

э restraining his јоу and keeping his face ironed flat, 
mentions that he has no orders to place, and never 
expects to want another battery in his life. Good 
morning." It is as well to choke this tvpe severely: 
inveterate talkers and time-wasters, they never have 
anything to say. His report of the call will probably 
read: Very interested—send all catalogues and 
literature.“ Curiously enough, seeing how this sort 
abound, they must be successful travellers, the jocularly 
overbearing manner evidently having some fatal fasci- 
nation for the averave buver. 

U return to my den and dict 
half. 

A pompous party, No. 2. with a special line in iron- 
clad Switchgear, Tam rather interested. He produces 
his sample switch and commences a speech on its merits. 
He rambles on for a minute or two before it begins to 


ate another letter and a 


dawn on me that his speech has been composed for hin 
by the firm's technical man. | interpose a question to 
шаке sure, and am sorry as he frowns on ше majesti- 
cally and goes back to the beginning. As he has no 
more idea of what 1 mean than the cat, and an un- 
bounded faith in the man who wrote his speech, he does 
this because he knows (the man has told him so) that 
every query that can possibly be raised is answered in 
the book of words. 1 discover that this is a fallacy by 
hearing him speak his piece to the end, and then gently 
pushing him. His price lists and illustrations are worth 
à look, but his firm would have done better with a two- 
penny stamp. Not all men are such good listeners as 1. 

A third party is the young man with the aggressive 
mean-to-get-there manner. Не gets into our oftice any- 
way. No smile here—life is real—life is earnest. He 
has some fuse-boxes to sell at so much to me, I suppose, 
less to anybody else. 1 mention casually that I haves 
similar sample, rather better quality, on my desk. 
'* Better quality than this!“ he bellows, and hits it to 
show his contempt for such an obvious lie. I add that 
my sample is also cheaper, and he wants to fight me. 
Having been out of training for the last thirty years, | 
retire and do a little more work. 

The conunissionaire pokes another card at me, and! 
again rise cursing the occasion. This party js an à 
thusiast, a bit loose in his statements, but with d 
intentions. He takes his lampholder with the air 5 
local mayor presenting medals, and stands it on a 
window ledge as if he expected me to go on my knees 
to it. There, Mr. P., what do you think of that s 
а lunpholder?'"— with a tremendous beam and s 
wave. І refrain from telling him that as а lampho j 
I think it would make a nice thimble (it RU 
like sacrilege to him), and ask if there's anything spec! 
about it, and is that the best sample he's got. T 

He then explains the remarkable points of lus m 
holder, which is exactly like every other Шш 
and also that his sample is vastly inferior to the i i 
of his production. Samples always are, He 
Price is a point to be airily dismissed by the RM 
"I think we're getting about 8s. 6d. for these gener. 
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but to you (how these fellows love me) I’ll make it 
7s. 6d." 1 explain as clearly as possible that (a) I 
think his holder is no good; (^) it is 100 per cent. too 
dear, and I would not buy if it were cheaper than that; 
(c) I have no orders to place. He brings out his ready 
reckoner to work out point (b), and retires with his 
better feelings wounded by a man of whom he expected 
different treatment. His looks say this. 
Another type growing rapidly commoner, alas! is the 
man who has just learnt by heart ‘‘ The Art of Salesman- 
ship "—Chatter and Windy—9d. ret. While waiting 
in the corridor he runs rapidly over the heads of chapter 
84. Study Your Man—Learn His Character (if any) 
Find out his Likes and Dislikes—Interest Yourself in 
His Hobbies." When the first of these started to cross- 
examine me, I took him for a C.I.D. man, and, having 
done nothing, trembled for my liberty. The purport 
o1 his remarks broke in on me eventually, and, restrain- 
ing the impulse to tell him to cut the cackle and come to 
business, I showed him a character from my last place, 
and offered as alternatives draughts and tossing the 
caber for hobbies, to both of which he had been devoted 
from childhood. He thought the latter was done with 


а penny, so I didn't explain that one threw bricks about 


on а frozen pond.  [?Curling.—Eps.] It transpired 
that he wanted to sell me a shop sien, but as he hadn't 
had time to find out the price, and didn't know when he 
could deliver, he didn't. 

The most irritating tvpe is the long-winded person 
who never uses one word to explain his meaning where 
ten will do. Following his own mighty train of thought. 
he is quite unable to switch round to the buver's point 
of view and offer what is wanted if it is not exactly what 
he has to sell. These never get orders from me if I can 
help it. 

Not all travellers, however, are entirely obnoxious. 

Two of my callers I have a special regard for, and for 


reasons which probably cause them to be considered un- 
successful travellers. 

No. 1 is the essence of candour, and, unfortunately 
for himself, represents a battery manufacturer. When 
he first called 1 asked him what special reason there was 
for placing an order with his firm.  ' 1 get exactly the 
same prices from all you battery makers, and your 
batteries are all twins." He smiled naturally not the 
usual traveller's business smirk—and said: So they 
are, dammit—but I could do with a bit of commnission 
these hard times."' 

No. 2, however, is my gem, and if ever I employ a 
traveller it shall be he, but I will send a prizefighter 
round with him. A quiet, unassuming little man, I 
doubt his ability to get past the usual mastiff commis- 
sionaire, вот he knows his business from A to Z, and 
backwards. Although we are fairly old acquaintances 
by now, he never manifests that ghastly travesty of a 
friendly personal interest in myself that most travellers 
affect. A plain Good morning, and he is down to 
business at once. He listens patiently and intelli- 
gently to my explanations of my requirements, has 
answers to all my questions on the tip of his tongue, and 
is always full of helpful suggestions without being too 
talkative (gives me a chance, in fact) If there is 
nothing for him, he wastes no time trving to force a sale 
—an impossible achievement at our firm—but goes, and 
I am grateful. 

It is rather a rotten life for the traveller at present, 
anvhow, and the majority bear the annoyances, delays, 
and rebuffs common to their lot with amazing fortitude. 

The ideal traveller needs the cunning of the fox, the 
courage and tenacity of the bulldog, the sensitiveness 
of the hippopotamus, and the modesty of the peacock. 
Hather a beastly catalogue this, but the ideal man un- 
doubtedly cannot be the ideal traveller.. I have tried 
travelling myself. 


ELECTRICITY IN 


MINES. 


Report of the Chief Inspector of Mines. 


IN the report of Н.М. Chief Inspector of Mines for the 
year 1920 just issued it is interesting to note the gradual 


increase in the use of electricity in mines. This is 
shown in the following table :— 
TABLE I. 
Burface. Underground. Total. 
Per cent. Per cent. Per cent. 
Year. increaee increase increase 
H.P. on Н.Р. on H. P. on 
preceding preceding preceding 
year. , year. year. 
1919 441.606 296 587.321 06 1.028.927 6°58 


"ik 
618.868 | 5˙37 


1920 461.954 161 1.080.882] 509 


The application of electricity to the various opera- 
tions of colliery working is more clearly shown in 
Table II, which also gives details of the use of elec- 
trical plant, in each inspection division, both for coal 
mines and metalliferous mines. 

From this table it will be noticed that the greatest 
application is to haulage and pumping, two of the most 
costly operations in mining, the next in importance 
being ventilation with 80,309 h.p. It may also be 
noticed that more than half the h.p. applied to “© wind- 
ing ” is in South Wales, whilst on the other hand, Scot- 
land leads in portable machinery, which includes coal 
cutters, having more than half the total applied to this 
purpose. 

Ах regards coal-cutting machinery, there will un- 
doubtedly be a great increase in the use of these ma- 
chines within the next few vears. The total number of 
machines in use in 1920 was 5.073, compared with 4,482 
in the previous year. As the Inspector remarks, ‘‘ This 
‘increase indicates that experience is disclosing the 


advantages of changed methods in working some seams. 
As time goes on, these advantages should be more and 
more recognised where the underground conditions are 
suitable for the introduction of machine coal-eutting.'' 
Tables III and IV give a complete analysis ot the 
different types of machines in use in the various divi- 
sions and the quantity of coal won by each particular 
type. It will be noticed there was only опе electrically- 
driven '' percussive " machine at work. The produc- 
tion of a satisfactory machine of this tvpe is no doubt a 
very difficult problem, but we sincercly hope it will some 
day be solved, as a satisfactory solution would supply 
a long-felt want. — Table IV shows that the two most 
popular machines are the electrically-driven ‘ disk“ 
und chain ” types. 

The most remarkable feature about these tables 1s the 
ereat development of electrical coal-cutting machinery 
in the Scottish collieries, where more than one half of the 
total number of machines are at work, and where more 
than one-third of the total machine-mined mineral was 
obtained. 

There were unfortunately during the vear 1920 nine 
fatal accidents due to electricitv, which caused Чеп 
deaths, six of which were on the surface and three under- 
ground. In addition, electricity was a contributory 
cause of two accidents: one, an explosion of fire damp 
and air. ignited bv open sparking at a direct-current 
motor used for driving an auxiliary ventilating fan, 
which caused the death of one person: the other due to 
the unexpected starting of a disk {уре coal-cutter, dur- 
ing replacement of the picks, which came about owing 
to faulty connections in the starting switch and the 
coincidence of a defect of insulation on the motor wind- 
ing supplied from a direct-current earthed concentric 
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system. Of the electric shock accidents, these were in . “ The regulations require that earth conductors and 
six cases due to defective insulation, one was apparently metallic coverings shall be tested for continuity as often 
due to practical joking,” and one was due to “© mis- as шау be necessary to prevent danger, and this duty is 
understanding ” coupled with the absence of “isolating laid upon the authorised electrician. | 
links“ or means of locking the switch in the off position. This requirement cannot be satisfactorily fultilled 
The remaining accident, which caused the death of two unless suitable instruments are available, and the test 
men, is rather unusual, it evidently being caused by of conductors, or points of contact of low resistance. 
“gas”? originating from the oil in an oil-switch. The cannot be made effectively with an instrument, such as 
deceased, one an assistant electrician and the other an an ohmmeter, designed to measure high resistance. 
engine attendant, died as the result of injuries received A test for continuity of cable armouring should not 
from the flying fragments of a heavy cast-iron switch be éarried out with current from the power Svaten) 
pilar in a surface engine room. This pillar exploded owing to the danger of shock or from open sparking, 
on being operated, the man operating the switch being and is of little value if made with a small current and 
killed outright; the explosion was due to the ignition sensitive galvanometer applied at one extremity of the 
of inflammable gas originating in an oil switeh which cable svstem. 


Тав II.—Coar MINES. 


Surface. 


| Underground. 
" —— — —ͤ ä —: — | ET 
Divisi No. of тое. Port- Gros. 
dii mines.| Wind- | Venti- ' Haul- inr ES Miscel- Total | Haul. Pump- able Miscel. Total total h. p 
ing. lation age. g | laneons. а> age. ing. mach- laneous 
| | screen- inary 
І | d | 


ing. 


——— — 


— — —— —— Ü ͤ9— — |} 


1. Scotland P без vee ae 352 4.212 7.137 4.331) 10,019 17.351) 43,050, 47.738) 77.599, 34.067 ш 168299 204.242 
2. Northern sas bas ses d 268| 18.2821 24.917 15.356) 18,371! 47.991! 124.917) 57.270! 59.830! 6,6062! 5.052 128.814) 253711 
3. York and North Midland ... vee | 246) 1,990; 16.238; 4.896 27,374) 59.080 109,578! 48.716 29,195) 12.350 3,764. 94.025 203.418 
4. Lancashire, N. Wales. and Ireland 139 335 5.028 1.669) 4.969 12.985 24.986 14.935 17.082) 1,819) 155 34.2910 3925 
5. South Wales... е "ss 341) 27,661) 23,660. 18,543, 12,042, 52,785. 134,691) 62.813) 70.445|. 2.4491. 1.917 137.62 2:23 


6. Midland and Southern is Sus 158 185 3.329 2.616 5,008 13.294 24.732 25.577 25.461 4.867 2.017 57.922 М 


Total h. p. 1,504 52,965] 80.309 47,411 77,783 203.196 461,954 257.049 279.612! 62,214 19.993 618,68 U0. 


METALLIFEROUs MINES. 


1. Scotland. aes к — 9 67 ie | 457 638 115 315; 40 | 103 573 le 
2. Northern. ꝗ 20 10 — 16 — | вэй 754, 466) 3449| 5 | 476 {3ш D 
3. York and North Midland ... dus 9 27 2 51 = 302 382 7 911; 20 238 00 
+. Lancashire, №. Wales, and Ireland | 13 1101 — 201 — 1.319] 2.621 1.004] 1.067 9 356 2.436 5.57 
5. South Wales... EN iux sed 3 119 — z = 433 552 — 76 — — 716 0€ 
6. Midland and Southern — e. | 14 315, 256 164 — | 4432] 5,227 10| 2,095 24 23 253; 130 
— — —— |} ——— ö—dd —ę— — —e—— MM 

Total Һр.  ... РҮ . . 68 1,729 258 | 546 | — 7.641| 10,174| 1,602] 7,213 98 | 958 | 98 2048 


th se i S AEN EOS. a ß a ү" 


TABLE III. 


NUMBER OF COAL CUTTERS OF EACH ТҮРЕ IN Use, MINERAL OBTAINED, AND NUMBER OF CONVEYORS АТ Солі, Face IN Een 
Division DURING THE YEAR 1920. 


— 
es es K ашы КЫЙМ 2 — — — ———— ——• M ————— 


т ol macine R 
Nocat |ы Pes aen = ше Totals, No.of 
m mines | mines centage Disk. Bar, Chain. Percussive. Rotary heading ..| Mineral Bud 
Division, at work) using | изи с a a шшш == ше ы = маша MEME S E Con obtamed. 2 
in mach-| mach- Com- Com- Com- Com- Com- m- | 
divisi iios: Elec- Elec- 7. Elec- E Elec- | lec- ssed | Ele€- pressed lace. 
M нен ines. tricity ee tricity air“ ‘tricity ра tricity pm tricity air mien air 
233337 8 a 
Scotland — ... — ... | 518 | 252 | 48°6 | 631 93 | 366 | 3 151 BT == 30 L| — 1.149% 141 [10.859652 x 
Northern M m 469 | 126 | 26'9 al 47 29 23 135 ++ | — 924 | — 4 | 2151 1,042 5.183.527 a] 
York and N. Midland | 475 | 137 | 283 | 156 | 119] 7x | 31 232 168| — 193 8 3 474 514 | 7815613) 191 
Lancs, and N. Wales | 309 | 103 | 333 8 10°] 33 61 28 82 — 546 — 10 «9| кх 2.338.714 o» 
South Wales 077 614 бо | 106 2 2 20 14 | 44 101 | — 50 — — 72 167 1.0.0, 0 s 
Midland & Southern 166 14 | 165 23 13 I8 | 12 | 132 92 1 138 1 2 | 175 251 2.459.849 42 
ae з зы E 
IU „ „o cem % кощ шшс хаз ЕЕ е А 
Total in 1920 . [3831 | 260 | 267 | s71 | 383 350 144 | 722] 492 111.881 10 19 2.154 12,919. 804624 85 
— | — — — = — , ae | — ~ | — — l 
: 1.254 694 1.214 1.882 29 3.073 
Percentage of total... | — = >= 2417 p 239 ҮМ! | Qu 1425 515 | 
= ))! 8 
Total in preceding year |2.843 | 729 | 25°6 | 8760 388 | ахо 128 573 400. 7 1.398 5 18 1.90 2.532 28.0807 75 
f — — 1 y — — — — — — — — — 
: 1.261 617 973 1.605 23 1482 
Percentage of total... | — — ER 282 13˙8 217 35°8 0'5 $3°5 56» 
DTE T x а . + . А á | CR AN BE aM „ ine 
was housed with other details within the pillar. Owing * To illustrate the class of test desired, the dns 
AT C 1v 4 К : * . n + : 5 8 In- 
to defective contact, continued minute arcing probably suggestion for a simple portable outfit may be v 
occurred, so that the oil was * cracked "" and the pro- terest : 
To © . Я, е ТЕК: е . . " EM к “Де pv 
duets spread. by diffusion into the housing, whieh was „o avoid the difficultv-and delay entailed by cà 5 
à 1 4 a N d * 5 е æ ^ g T 0 ‘ 
nol ventilated nor designed to resist such an explosion. ing out a test from end to end of a long cable. о! En 
Fhe inflammable gas was ignited by the break flash of complete cable system, at frequent intervals p. 
the air-break isolating switch. This isolator was he made from point to point on the cable armouring | 
interlocked with the oil switch, but served to interrupt means of the following outfit: A 2-volt accumulator. i 


1558 > . . ‘ A CONTE 
the circuit of a potential transformer. ammeter, and an adjustable rheostat with two con 


| Ошу опе death was apparently directly due to“ de- spikes, the whole connected in series. m 
cetive eg EE r i ‹ . | 1 e con^ 
| earthing. The value of this safeguard and the “To test conductivity across a joint, th ad the 
Importance of adequately maintaining and regularly spikes would he applied at convenient points, 8 a 
testing the earthing circuit continue to be impressed rheostat. would be adjusted to pass a standard curr E 
upon all users of electrical plant; and the following „A direct coniparison could be made vith 1 5 
8 ‹ 8 * / н * "aD РЕ . : C 
5 от Electrical Inspector of Mines, which jointed length of cable armouring or with the 
aims at facilitati 'outi m | . ; Ё 
: ng the routine tests of earthing con- sponding copper conductor. 


E: . ; * 
ductors, will be found of interest to those concerned gaa If desired, the rheostat could be calibrated {0 sho 
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the approximate ohmic value of the resistance under 
test. | | 

Such a test could be carried out without danger or 
interruption of service and, by suitable organisation, 
the whole cable system could be surveyed at reasonable 
intervals of time. | | | 

The reports on electrical accidents in mines should 


be carefully studied by all engaged in operating and 


supervising electrical plant, as in most cases the acci- 


shock, that anyone should be so foolish as to attempt 


practical joking . with electric current from main 
cables, whether for lighting or power purposes; yet the 
sad fact remains that several deaths have occurred at 
mines through this cause. Those engaged in designing 
electrical switchgear and plant for use in mines should 
pay particular attention to making as far as possible 
everything absolutely foolproof, and in portable machi- 
nery, where flexible connections are to be made, to see 


| TABLE IV. 
QUANTITY OF MINERAL Сот BY EACH ТҮРЕ or COAL CUTTER IN EACH DIVISION DURING THE YEAR 1920. 


Type of machine and motive power, 


= - Totals. 
Description Disk. | Bar. Chain. | Percussive, Rotary heading. Gr 
Division. of — — —— — — — eer 
miaeral, " Com- + Сот. ` - Com- TM Com- " Com = Com- o De 
Elec- Elec- Elec- Elec- Elec- Elec- 
бу" | pressed “aa | pressed “nite | pressed | 55. | pressed сео pressed +. nity | pressed | 
tricity. air. tricity. air. tricity. air. tricity. eir. tricity. air. tricity. air. 
— Е уе — — | a 
| Tons. Tons. Tons. Tons. Tons. Tons. | Tons.| Tons. | Tons. l'ons Tons. | Tons. Tons, 
Scotland Coal 6,249,247 670,261 2,581,908 14,450. 1,158,325 11,3.4 41,584 381 | 9,939,811) 770.649 
lronstone 63,972 15,208| 237,321 1,056 | — - — | 100,693 16,264 10,859,652 
Fireclay, 10,846 — 21,859 — - | — — 82,235 — 
| 
Northern . | Coal $45,846, 848,125; 161,025) 175,476 1,207,517) 896,690 2,511,876 -- 400 | 1,813,883) 8,872,567 
Fireclay — — — - - | -— -- 14 14 5,195,720 
Ironstone = — — — — 9,251 — — — 9,251 
York and North Midland.. | Coal 1,209,009) 1,064,047; 735,869 441,557 2,043,808) 1,995,878 288,103} 3,616 | 11,892 | 3 992,297 8,801,412 
Fireclay | — 107 — | — 8,985 - | 13,469 — — 3,935 18,776 7,815,618 
Ganister | — — — — — 4,193 — . — 4,198 
Lancs. and North Wales.. Coal 59,480 613,017] 213,970 419,747 150,915] 599,051 878.234 4.300 дей 9,514,849 2,038,714 
South Wales ! Coal | 920,500 8,416] 100,199| 46,750, 223,868) 611,458) — 65,839| = 344,067; 782,463 1,076,780 
Fireclay — — — - - | 200 . — — 200 
Midland and Sonthern | Coal 268,947, 185,668] 106,584 5,071 965,568) 749,407 875 186,882)  — 486 | 1,341,474! 1,146,964) 
Ironstone | Н — 96,892) — 298,597 6,798 — 29,819! 11,806 — 341,796 29,612 2,859,845 
Coal | 8,252,599) 2,839,594|(3,849,555| 1,178,051) 5,749,496) 4,836,833) 875 | 3,971,968 3,947 | 17,018 | 17,855,902) 12,888,404) 80,194,306 
Total Ironstone 6 1,872 15,208 74,214 1,056, 294,597 6,793; = 82,070! 11,806 — 442,488 55,127 497,615 
Fireclay 10,816 107 21,889) — 8,935 - 18,888 * 86,170 13,990 50,160 
Ganister — — — | — — | 4,198 = — 4,198 4,194 
_ ——— I — — ч | á - " — 
Grand total in 1920. . All miner'ls| 8,326,747 2,85 1,849] 8,945,157| 1,174,107 6,047,028, 4,343,626) 375 | 4,022,114) 15,253 | 17,018 | 18,834,660| 12,411,714. 30,746,274 
— расча свесне ЖЬ — . "== =—— — ra аа ^ pe 
11,181,596 5,119,264 10,890,654 | 4,022,489 | 32.971 80,746,274 
Percentage of total.. và | 36'4 16*6 83:8 19:1 | 0'1 | 59*8 40°4 100-0 
| | | | 
Totalin preceding year All miner’ js} 8,695,007 93,090,481) 3,528,657 1,101,712 4,582,907 3,435,271] 1,836 8,621,089) 2,474 22,133 | 16,810,381 11,270,686) 28,081,017 
— — "d — ae — мА — | — — | —— 
11,785,488 4,630,369 8,017,578 | 3,622,975 24,607 | 23,081,017 
| ! 
Percentage of total.. 12*0 16'5 28:5 | 12:9 0'1 59°9 40°1 100*0 


dents are due to neglect on the part of someone, and all 
cables and connections should be either in such а poei- 
tion or so protected that it is impossible for foolish and 
ignorant boys or workmen to interfere in any way with 
them, and still less to be able to connect or manipulate 
live wires or make connections for the purpose of 
practical joking.” It seems strange to electrical 
engineers, who are aware of the dangers of electric 


that these are of sound mechanical construction, No- 
thing shoddy or cheap is fit for the rough usage encoun- 
tered in a coal mine. 

The use of electrio safety lamps is rapidly making 
headway, there being 245,900 in use in 1920, as com- 
pared with 197,722 in the previous year. The better 
light and the great security these lamps give are cer- 
tainly worth the little extra cost. 


~ 


ELECTRICALLY-DRIVEN FIRE-FIGHTING APPARATUS. 


By E. 


Тнк New York fire-fighting department has not yet 
adopted electrically-driven engines, but some of the 
neighbouring towns have done so on а considerable 
scale. For example, Paterson, in New Jersey, has a 
completely ‘‘ motorised ” fire department. This city is a 
silk manufacturing centre, and has a large foreign 
population, many hilly streets, and a residential dis- 
trict where most of the houses are of frame construc- 
tion. í 

The Fire Department consists of fifteen companies, 
and the electrically-propelled apparatus includes nine 
engines, ten combination wagons, and three ladder 
trucks. Most of them have been converted by removing 
the gasoline engines and installing the electric drive. 
They were originally built to be drawn by horses; later 
gasoline tractors replaced the horses, and finally electric 
motors and storage batteries have replaced the engines. 

To electrify the pumping apparatus, all the running 
gear forward of the gooseneck was removed, and channel 
beams, long enough and heavy enough to carry the 
storage batteries, the chauffeur's seat, and the driving 


KILBURN SCOTT. | L 


and steering apparatus, were riveted on. The rear 
wheels, the boiler, and the pumps were not touched. 

For the ladder trucks, the frame was extended to pro- 
vide space for the driving mechanism, and the battery 
box was suspended under the frame and just forward of 
the rear wheels. Ап entirely new set of wheels was 
mounted, each wheel having its individual electric 
motor.  Lengthening and strengthening the frames 
and the installation of motors for each of the rear wheels 
accomplished the same results for the combination 
wagons. 

During 1919 the department responded to 511 alarms, 
and reached the fires so promptly that in only four 
cases did the blaze extend beyond the original building. 
The damage in the most disastrous fire of the vear 
amounted to only 209,000 dols., and the average loss 
in the next four fires was less than 50,000 dols., while 
the average loss in all fires, including the big ones, was 
less than 900 dols. | 

In & recent test on Temple Street, having a gradient 
of fourteen per cent. and three blocks long, the truck 
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elfmbed the distance in one minute and fifteen seconds. 
Another incline of seventeen per cent. was negotiated in 
sixty-two seconds, and not only did the electric 
climb from a standing start, but it stopped in the 
middle of the hill and started again without any assist- 
ance. A speed of thirty-four miles per hour is main- 
tained on the level. : 

The fire chief says that ''the electric trucks are the 
most reliable, least expensive, and best type of vehicle 
for fire department usage. The labour of the depart- 
ment has decreased nearly seventy per cent. since the 
introduction of electric trucks three years ago, and 
with the exception of а smash into a tree, not one of the 
electric trucks has ever been out of service for as long 
as twenty-four hours. 

About a dozen other cities in the Eastern States have 
adopted electrically-propelled fire-fighting apparatus. 


CORRESPONDENCE. 


Letters received by us after 5 p.m. on TUESDAY cannot appear 
until the following week. Correspondents should forward 

their communications at the earliest possible moment. No 
letter can be-published unless we have the writer's name and 
address in our possession. 


The Fire at Carmarthen Electricity Works. 


I shall be pleased if you will permit me, through the medium 
of your paper, to express my gratitude to the many eym- 
pathisers and for the offers of help I have received from both 
individuals and manufacturers, to which it is impossible for 
me to reply individually. 


I must say it has surprised me, and 1 feel all the more. 


grateful. The prompt action of Messrs. Mirrlees, Bickerton 
and Day, Ltd., our engine builders, and the Western Engineer- 
ing Co., Swansea, who carried out ihe temporary electrical 
repairs, with the permanent staff under me, who worked as 
only Britons can do day and night, achieved a task I can oni, 
describe as wonderful, in renewing the supply after eight 
nights of darkness. 

The seriousness of the fire, owing to the highly inflammable 
crude oil and the wood and slate roof, can hardly be described. 
lts effect hae taught me a lesson, as well as those similarly 
situated as we were with this type of plant, and I shall be 
pleased to impart information to any engineer who will write 
me, to safeguard himself from any such like occurrence. 

I must also say that my company is most grateful to the 
Corporation of Carmarthen, a deputation of which, including 
the Mayor, waited on the directors to express their sympathy 
and offer of help; also to the townspeople, who realised the 
serious situation and most patiently waited for the resumption 


of eupply. 
A. Preston, A. M. I. E. E., 
Manager and Engineer. 
Electricity Works, Carmarthen. 
December 16th, 1991. 


The Durability of Lead-covered Cable. 


The question of lead-covered wiring js of interest to us here, 
as we have been using the system in Salisbury since 1898, and 
I think well over 100 miles of this wire is in use on our con- 
sumers' premises. 

We use lead-covered twin paper-insulated wire; the joints 
are covered with sheet lead, which is folded round them. and 
sweated on to the lead of the wire by means of a small blow- 
pipe. The wire is sealed into varnished hard-wood blocks with 
insulating wax at the ceiling roses and switches; lead blocks 
can be used in damp places if desired. No looping is done. 

The whole system 1s watertight and absolutely satisfactory. 
À number of installations have been in use for over 30 years, 
and are quite in order at the present time; none have had to 
be pulled out except where the fault has been quite definitely 
traceable to bad workmanship. | 

The essentials for making & success of the system аге:— 

1. Good workmanship, with a knowledge of the system. 

2. Proper earthing of the lead covering. 

3. The wire not to be covered with plaster or cement with- 
out proper protection. 

4. The system not to be used in a place infested with rata or 
mice, as they eat the lead. 

I have no doubt that these necessary conditions have not 
been complied with in the cases of trouble quoted by other 
correspondents. Good workmanship and a thorough know- 
ledge of the system are absolutely essential, as it is obvious 
that if paper-insulated wire is not properly sealed up, there 
will soon be trouble if the slightest damp gets to it. 


Electricity Works, Salisbury, A. B. Randall, 
December 17th, 1921. : | 


e 


. partinent is 


One Solution of the Frequency Problem. 


Replying to both Mr. A. L. Firth's letter of i 
and Mr. Sutton’s letter of the 6th, the dificulta. cuo it 
referred to in dealing with odd frequencies could be н е, 
with two alternators coupled in tandem in the manner ] Sr 
gested, by utilising low-speed type alternators gear-driven from 
the turbine. Although 1 have no actual figures before me | 
believe I am correct in saying that the combination of a low. 
speed type alternator with gear and a higher-speed turbine is 
as cheap as, say, a standard 3,000-r.p.m. turbine with direet. 
coupled alternator, and there is little difference in the overall 
efficiency. With low-speed type alternators the objections 
raised could be overcome. 

It would be interesting to know how a set of this description 
would compare with the scheme outlined by Mr. Sutton and 
as will be seen, the employment of low-speed alternators 
would enable a direct-current generator to be coupled up if 
required. The all-important fact remains that the losses with 
a coupler set must be very considerable, and if these are 
capitalised they should leave a very large margin in favour 
of a tandem scheme such as I suggest. 

With regard to the question of power factor, I have 4. 
ways maintained that it is wrong to correct the power factor 


ut the power station, but right to aim at raising the power 


factor at the point of consumption. 


London, 


| E. W. Dorey, 
December 17th, 1921. 


Tracing Mains. 


In the article on Mains Photography," by Mr. 4. F. 
Beach in your issue of December 2nd, 1921, the need for the 
use of photography appears to have risen out of a difficult; m 
finding the exact position of à power main under a field, оц; 
to the cable having been laid in a position not in accordance 
with the plans. It is suggested that the position of the cb! 
could have been found quite easily with the aid of a Search 
coil, as there are very few underground power mains which 
cannot be detected by this simple piece of apparatus. 

As I have frequently met power engineers who are ign- 
ant of this method ot aetection, the following description ot an 
elticlent search coil may be found of value: Some 40 turns of 
covered wire, No. 22 S. W.G., should be wound on a ret 
angular light wooden frame with sides about 3 ft. by 1 ft. Gin. 
and the wires should be connected to a 60-оһш telephone 
receiver. The best type of coil is one ın which the impedance 
of the coil equals the impedance of the telephone receiver. [he 
one described will be found convenient to handle, and. if а 
good telephone receiver is employed, very effective in us. А 
hum is heard when the coil 18 parallel with the main, with 
varying degrees of strength to silence between that pvsitivt 
and when the coil is at right angles. 

S. C. Bartholomev. 


London, 
December 15th, 19?1. 


Leaves from an Inspector's Note Book. 


To insurance inspecting engineers, both Anode's articks 
and Mr. A. J. Abraham’s letters are nauseous. — sur 
fairy tales about changing-over starter connections un 55 
versing 3-phase motors make engineer surveyors look the 100 
that Mr. Abrabam thinks they are. | 

Anode states that after his experience at the ро 
butcher's he never made an inspection without ‚ беш : 
machine run, yet later he admits passing for desit 
motor which he never even saw at work, which, to mj nae 
15 more important that the checking of dimensions 8b 
megger test. | . 

The nom-de-plume of the au : 
ing fraternity from pulling his leg, as he appears to g 
doing to his company’s clients and their engineers. knows 

Now I wonder how much our friend Mr. Abraham T 
about insurance companies’ business or their inspectors Аз 
and salaries. It was he who, in a previous 5 
pured insurance companies to Hebrew seat his de 
It is quite obvious that any plant insured by 110 
insured without his permission, th m 
some time he has had his , ГОК 


hor .prevents us of the is 


at 


| Working wel 


ut bis 
It is very probable that comment has been made abo im 
balancer fuses being too heavy, but ЧИ 
to produce an insurance company’s report to his test 
fuses in the shunt leads of a dynamo. As er heard of 3 
motor reported to be hot, I would ask if he пери not do ths 
motor being badly overloaded? The firm wou й 
naturally, when they knew his test was OD, 29 g thér: 
inspector’s instruments for checking the tempe tion, 
mometer is part of his equipment for motor inspec 
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his report is just ae likely to be correct as that of a certain 
individual, who apparentiy rides the high horse pretty hand- 
somely as far as Aberdare js concerned. 


N. W. Walker, A.M.I.E.E., 
Engineer-Surveyor. — 


Sheffield. 
December 17th, 1921. 


Neon Night Lamps. 


I should be obliged if you could offer any explanation 
of the following regarding a Neon lamp: (1) When switched 
on after a long period of rest the lamp refuses to light up. 
If the lamp is then momentarily connected to the secondary 
of a spark coil (giving about 3-16 in. spark) and then repiaced 
on tbe lighting circuit the lamp lights up promptly. Circuit 
in 205 volts, 50 periods. (2) In the case of one lamp it became 
necessary to re-fix the brass сар, and on removing the globe 


from the cap previously to re-cementing, I find that there is a 


bobbin wound with very fine, enamel-insulated wire concealed 
within the can of the lamp. Can you favour me with the 


object of this? Charles W. Cook. 
London, December 17th, 1921. 


[The Neon lamp partakes of the nature of un arc lamp; 
there is no metallic connection between the electrodes. Hence 
the gas must be ionised before the arc can be struck. and this 
is eflected by the process mentioned by our correspondent— 
but the case appears to be exceptional, as the lamps normally 
light up without difficulty. 

Presumably the fine wire 1s a ballast resistance, necessary 
to give stability to the are.“ which would have a so-called 
negative resistance.—Eps. Erec. Rev.) 


[Our correspondent who signs himself ‘‘ Ginger Beer ” is 
informed that his letter cannot be published unless his name 
is in our possession. А letter sent to his address has been 
returned by the Post Office.—Eps. Erec. Rrv.] 


REVIEWS. 


Thermiontc Tubes in Radio Telegraphy and Telephony. Ву 
JOHN Scorr-TaagaART. Pp. ххїї+424; figs. 344. London: 
Wireless Press, Ltd. Price 95s. 

Since the war а considerable number of books has appeared 
on the subject of the thermionic valve and its various appli- 
cations to wireless telegraphy and telephony. Nearly all these 
books have discussed the subject with the aid of more or less 
advanced mathematics, but although such & method of treat- 
ment is very necessary if exact ideas are to be obtained, yet 
it must be confessed that even the reader who is competent 
to cope easily with the mathematics does not always obtain 
in this way as clear a mental picture as 1s desirable of the 
phenomena involved, apart from the symbols in which they 
can be expressed, while for the reader whose mathematical 
attainments do not reach the necessary level, such books are 
almost useless. Now it will be readily admitted by anyone, 
who has had practical experience with wireless gear, that it 
is the possession of such clear conceptions of what 1s actually 
happening which is the really important mental equipment 
needed for such work. If this equipment can be obtained by 
the way of exact mathematical reasoning, so much the better. 
But a sufficiently good conception for practical purposes of 
what is occurring in the gear, and of the results produced by 
changes in the various adjustments, can be obtained without 
mathematical aid, if the explanation be given in a clear and 
logical manner. The author of the book under review has 
succeeded in doing this extremely well; in fact, we have no 
hesitation in saying that, for the average wireless operator, 
or for the amateur who wishes to be able to use his set in an 
intelligent manner, it is the hest elementary book on the 
subject which has so far appeared. 

The book is divided into fifteen chapters. In the first two, 
the general theory of thermionic currents and their practical 
application in two and three electrode valves are described. 
The next two chapters deal respectively with the valve as 
& detector and as an amplifier. The application of the principle 
of retro-action is next dealt with. Then follow chapters on 
multi-stage high and low frequency amplifiers, on combined 
high and low frequency amplifiers and on circuits using multi- 
stage amplification with retro-action. 

The next two chapters describe the use of the thermionic 
valve for the reception and the generation of continuous waves. 
The following two deal respectively with various applications 
of the valve to the measurement of wave-length, capacity, 
&c., and the use of the valve in wireless telephony. 

In the remaining two chapters the Dynatron, the Turner 
relay, and several other miscellaneous valve devices are 
described. 

The book is well printed on good paper, and the numerous 
diagrams are clearly drawn and well reproduced. There is & 
refreshing absence of padding with photographs of apparatus 
which, however much they mav appear to lighten a book, 
seldom convey any information of value to the reader. 


We have only noticed two printer’s errors. On page 55, 
line 33, a bracket has been misplaced. Incidentally, we think 
that the argument would be clearer if the last two expressions 
in this line were reversed, so that the line read : 


LX = ФАХ = (LB + BX). 


On page 157 reference is made to a coil Б” in fig. 118. 
No coil lettered thus is shown in the diagram, and the R” 
appears to be a printer’s error for " АВ.” 

We have only a few adverse criticisms to offer. On page 
10 the author defines an electrostatic line of force as the line 
along which a unit positive charge of electricity (according 
to the old idea), would travel.’’ (The italics are ours.) 
Although modern ideas about electricity are somewhat 
different from the old ones, yet we think that positive 
charges of electricity still tend to move along the lines of an 
electrostatic field, in just the same way as they did in the 
old days. 

On page 43 and again on page 84, the statement is made 
that the e.m.f. of a battery having appreciable internal 
resistance drops immediately an external circuit is connected 
across the battery terminals. Instead of the e.m.f., of 
course, the external voltage of the battery is meant, the 
e.m.f. remaining unchanged as long as polarisation effects 
do not occur. 

On page 121 the symbol к is used for the capacity of a 
condenser in farads, instead of the international symbol C. 
This is the more desirable as on other occasions, as, for 
example, on page 209, the symbol C is employed. 

On page 394 reference is made to attempts ''to obtain 
simultaneous transmission and reception in wireless telephony, 
so ав to reproduce the conditions existing on an ordinary tele- 
phone circuit." (Our italics.) We think that if the author 
notices carefully what happens the next time he uses а tele- 
phone, he will realise that with an ordinary telephone circuit 
simultaneous transmission and reception, that is, duplex 
working, is not possible, even if two persons, one to speak 
und one to listen, be installed at each end of the line. With an 
ordinary telephone the listener can, if necessary, interrupt the 
speaker, and this is what 18 desired with wireless telephony. 
but such an arrangement is not duplex working. 

With the exception of the foregoing small points, however, 
we have found nothing amiss with the book, which; we are 
sure, will meet with a warm welcome from elementary students 
of wireless telegraphy. 


Relativity and the Electron Theory. Ву E. CUNNINGHAM, 
M.A. Pp. ix+146; figs. 9. Lendon: Longmans, Green 
and Co. Price 10s. 6d. net. 


The author will probably be known to many of our readers 
as the writer of a very concise account of the principle of 
relativity published in 1914. He furnished one of the readiest 
means available of becoming acquainted with this difficult 
subject at the time, and there must nave been few who con- 
sulted the book who had not reason for being grateful to its 
author. Ihe present volume is the second edition of a work 
designed to extend the usefulness of the first by expanding it 
to embrace the ever-growing complexities of the subject. An 
uttempt has been made to set out the relation of the electron 
theory and the theory of gravitation to the principle of rela- 
tivity, and mathematical analysis has been omitted to a large 
degree with the idea of making the book of greater interest 
to the general reader. ‘lhe theory of relativity is, however, 
essentially mathematical. Take away the mathematics and 
there is really ncthing left. So members of the general public 
who come to this book or any other that deals with the same 
subject, without bringing some knowledge of mathematics, 
are pound to be disappointed. In this edition, besides the 
epecial theory of relativity as first worked out, the general 
theory of relativity as developed by Einstein is explained, and 
the reasoning which led to its conception is clearly described. 

This aspect of the theory is probably the one which will 
appeal most to those readers who are repelled by mathe- 
matical symbols. Ап exact physical law 18 a statement of 
equality which remains true, whatever means of expressing it 
may be adopted. Newton’s laws hold good for some frames 
of reference, but not for others. It is repugnant to the 
scientific mind that physical truth should depend on the frame 
of reference chosen to express it. This was the essence of the 
problem Einstein set himself to solve, and he reached his 
solution by the aid of systems of pure mathematics devised by 
other persons having other aims in view. бо true it is that 
he who helps himself helps another. The last chapter deals 
with Wevl's theory of electricity. Weyl has done for electri- 
city what Einstein did for gravitation, namely, shown that a 
measure-system can be found in which the mathematical rela- 
tions of nature can be expressed in the simplest possible form, 
in terms of poly-dimensioned space and time. But so far no 
experimental test has been devised by which the accuracy of 
Weyl's hypothesis can be verified. Those who desire to follow 
this line of thought more closely will prefer Mr. Cunning- 
ham’s larger book on the subject, but it mav he safelv con- 
jectured that the curiositv of most people will be sufficiently 
satished by the perusal of the 146 pages contained in this. 
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Bankruptcy Proceedings.—THomas RawsTHORNE, 67b, Para- 
dise Street, West Bromwich, electrical engineer.—The public 
examination of this debtor was held on December 14th at West 
Bromwich. The liabilities were returned at £244, and there 
was а deticiency of £203. Debtor attributed his failure to the 
fact that many works had had to close down, and the 
trouble had been made worse by strikes. He became aware of 
his position in June last. : 

JOSEPH OWEN (trading as J. Owen & Sons), 186, W estcombe 
Hill, and 3, The Grove, Greenwich, Kent, electrical engineer.— 
‘the following are creditors e 


£ 
Budd & Son, H. W. A . . 18 Lindsay .. 250 
Craggs, M. .. 12 Marchant & Miller | . 14 
Crow, Toogood & Co. ... .. 30 National Electric Co. . 20 
Edey & Co ... sse aa a. 16 Rose Bros - bus . 43 
Edison Swan Electric Со. ... 12 S. Met. Electric Light Co. 30 
Electrical Supplies Co ..123 S.E. & Chatham Railway . HH 
Kalk, Stadelmann & Co. ... .. 40 Sunlight Manufacturing Co. . 38 
General Electric Co. dus ..106 Watchams, —. m xis T 100 


Hipkin, ... T 155 .. 230 Watts, —. 
Albert Lee & Co. ... ; 

J. Н. HoPxiNs (Electrical Maintenance Co.), 57, Castellaine 
Mansions, Maida Vale, and lately carrying on business at 140, 
Wardour Street W.—Receiving order made November 30th on 
creditor's petition. First meeting, December 30th. Public 
examination, March 3rd, both at Carey Street, W.C. 

A. V. FowLER (A. Vaughan Fowler), electrical engineer, 
Seacliffe, Fitzroy Avenue, Kingsgate, Kent.—First meeting, 
December 23rd, at the Official Receiver's Office, 68a, Castle 
Street, Canterbury. Public examination, January 7th, at the 
Guildhall, Canterbury. 

J. Н. Toms, electrical engineer, 18, Gray's Inn Road, W.C. 
Last day for proofs for dividend, December 3lst. "Trustee: 
Mr. H. J. de Courcey Moore, 2, Gresham Buildings, E.C. 

5. Н. Doucuerty (Mersey Electric Co.), electrical engineer, 
Liverpool.—First and final dividend of 9d. in the £, payable at 
30, North John Street, Liverpool. 


Dissolutions of Partnership.—FENeLex & Co., mechanical 
and electrical engineers, 40a, Windsor Bridge, Salford, and 
Hawthorn Road, Hale.—Mr. С. Н. Feneley and Mr. Н. T. 
Blood have dissolved partnership, and both will attend to 
debts, &c. 

MANCHESTER ELECTRIC REPAIRING & МА1ХТЕХАХСЕ Co., electric 
light and power engineers, 53, Regent Road, Morecambe.— 
Messrs. С. Н. S. Naylor and J. E. Bradley have dissolved part- 
nership. Mr. Bradley will attend to debts. 


Trade Announcements.—Messrs. HIGdS Bros., of Sand 
Pits, Birmingham, inform us the telephone number of their 
Manchester branch (3, York Street) 1s City 3713. 

MESSRS. ENGINEERING SUPPLIES, LTD., have transferred their 
electrical branch to larger premises at 135a, Upper Thames 
Street, E.C.4, where they hold stocks of silk-covered wires, 
cables, and flexible cords. 

Messrs. Berry’s ELECTRIC, LTD., have recently established a 
branch at 16, Donegall Square South, Belfast, tor the control 
of their Irish business in switchgear, `` Magicoal’”’ electric 
fires, &c. = 5 и 

THE HOTPOINT ELECTRIC APPLIANCE Co., LTp., has removed 
to 21, Berners Street, Oxford Street, London, W.1, where, in 
extensive showrooms, it will exhibit 4 complete range of 
Hotpoint electric appliances. A special model kitchen and 
dining room have been installed. 

Mr. J. CooPER, of 10, Church Street, Haslingden, has taken 
over the Haslingden branch of the Kast Lancashire Electrical 
Co., and will carry on the business in his own name at the 
above address. 

Mr. W. CRABTREE, electrical engineer, Barnsley, has opened 
new premises at 28, Peel Street. 


Catalogues.—THE AJAX ELECTRICAL Co., 991-3, High Road 
Ilford.—aAn_ illustrated price list of domestic electrical appli- 
ances—fires, kettles, irons, cookers, &c. 

Messrs. J. Bera & Co., 169, City Road, E.C.1.—An illus- 
trated sheet giving prices of bell pushes and burglar alarms. 

Messks. Simpson, BAKER & Co., 4, St. Augustine's Place, 
Tramway Centre, Bristol.—A net price list of electrical acces- 
sories and materials, including switches, wires and cables, insu- 
lating material, &c. | 

MESSRS. ASHWORTH & SMITH, 50, Whitworth Street, Man- 
chester.— Bulletin No. 628, illustrating and describing the 
* Homecharger," a small transformer snd rectifier for charg- 
ing small cs from a.c. circuits. 

TERLING TELEPHONE AND ELECTRIC Co., Lap., 910-919, . 
tenham Court Road, W.1.—Publication No. 303 2r illos 
trated details of automatic interphone systems. Priced. 
| DicroGRAPH TELEPHONES, Lrb., Aurelia Road, Mitcham Road 
V ME E Buzzer "—the ae house organ, containing 

sting and amusing notes, an | 'eclativ 
letters from“ Dictogranh " users. ee 
4 Messrs, C. A. VANDERVELL & Co., LtD., Acton, W.3.—Folder 

M " giving numerous illustrations of electric lighting com- 
ponents for motor-cycles and side-cars. Fully priced. 

AUTOMATIC AND ELECTRIO Furnaces, Lrp., 281-283 Gray's 

Road, W.O.1.—A pamphlet explaining '" Why Germany 


Buys British Furnaces ” and illustrati ical Ws 
field ” electric furnace. ating а typical " Wild Bar 
ГНЕ CAMBRIDGE & PAUL INSTRUMENT Co., LTD.. 45 
eom ct card giving an i ao и 
ridge draught ga lc | D ы. 
1 ght gauge and prices ot пиш and pressure 

BuitisH INsuLATED & HELSBY Castes, LID., Prescot. L 
Риопсапоп No. Р.171, giving details and Шш: 
aluminium matting, and aluminium of various sections 
‚ ECONOMIC ELECTRIC, LTD., 10, Fitzroy Square, W.1.—4 well- 
illustrated catalogue giving prices and descriptions of all king 
Беа оа i 

Messrs. SUTCLIFFE Bros., 90 & 91, Queen Street, Cheap; 
E.C.4.—List No. 1221C, giving sizes 3 prices of ee 
duits, bell wires, «c. 

Меѕзкѕ. К. A. Evans, ID., Prospect Road, Leicester.—4 
series of illustrated leaflets (bound), giving particulars and 
prices of lift accessories, including terminal boxes, lini 
switches, interlocks, &c. | 

MEssRS. NEWTON: & WRIGHT, LTD., 471-473, Hornsey Road 
N.19.—An illustrated detailed description of the “Snook” 
X-ray apparatus for the purpose of rapid radiography. 

Messrs. JOHNSON & PuiLLIPS, Lep., Charlton, 8Е7- 
Transformer Abstracts," No. 2. * Inquiries and Tenders.” 
This 1s the second of a series of booklets designed to aid both 
salesmen and buyers in the proper understanding of tray 
formers and their working. 


Catalogues Wanted.—MeEssks. FITZGERALD BROS., electrical 
engineers and contractors, of 18, East Beach, Cove, co. Cerk, 
desire to recelve catalogues of electrical goods. 

Н.М. Trade Commissioner’s Office at Trinidad report: tst 
a British West Indian firm wishes to receive catalogues and 
current price lists from British manufacturers of eect 
motors. The name and address is obtainable at the Depart 
ment of Overseas Trade in London. 


Calendars and Almanacs.—THuE Hart ACCUMULATOR C0. 
lLTb., of Marshgate Lane, Stratford, London, E.15, has sent 
us one of its desk blotting pads as in previous years. Ou 
each of the blotting sheets à calendar for 1922 is printed m 
small type. 

From Messrs. Frepk. Hopason & Co., LTD., of A. Queen 
Victoria Street, London, E.C.4, we have received a wall 
calendar with small monthly slips for 1922 ph ed beneath a 
reproduction in colour of H.M.S. Renown in ti» teeth of à 
gale ’’ (Montague Dawson). 

THE WESTINGHOUSE EECTRIO INTERNATIONAL Co. has Ме 
pared a pocket diary for 1922 containing particulars of th 
company s industries and а series of maps of different world 
markets. Е 

Messrs. Јонх ARMsTRONG & Co., Lancaster Buildings 
Barton Square, St. Ann's Street, Manchester, have issued à 
wall calendar with a daily date pad for 1922. к 

A striking souvenir has reached us from Mr. (коко 
ELLISON, of Birmingham. A good deal might be written about 
it after contemplative and imaginative study. Men engaged 
in industry can learn important lessons from it if they will 
We are all learning nowadays, perhaps by bitter expenene. 
that it is sometimes necessary to compel ourselves to leave 
our work entirely alone, so as to recover from the elles 4 
wear and tear. Life may become too monotonous 15 
fatiguing if we are not carerul. The dull. smoky Ше ui F 
factory 15 used as а background in this picture, and gon 
there is laid in colour the human interest side of Ше 10 t i 
form of а beautiful girl. It is a study in contrasts—the Ш 
attractiveness of incessant work placed against one who i 
represent the softening and sweetening influences of Ше. s 
course, other constructions are possible, and we may be M 
in our conception of the meaning of the design. but we 
this version best because we think it the loftiest. le l 

Messrs. бімриєх Conpuits, LmD., have sent А el 
edition of their handy pocket book and diary, wit 5 
technical tables and data of use to the electrical 110 
a very well-planned book, and a friend of long stan P Г 

From the Кыюніву Gas & OIL ENgINE CO. e Sud 
perial Works, Keighley, we have received a 15 ar aa 
block of daily date slips for 1922 on & cardboard base 
Imperial engine shape. | . val 

THE DEARBORN CHEMIGAL Co., of Chicago, has issued а "4 
calendar for 1922 in the form of large monthly Aa beri 

The Park Боул, ENGINEERING Works, LTD., of 1 diary Ш 
Avenue, Park Royal, London, N.W.10.—A pocke d ш 
memorandum book with a useful tables, 22 
ance policy. A most acceptable souvenir. ark bai 

Tue Ker ENGINEERING Co., Lp., of Trafford Pat, the 
issued its usual celluloid pocket slip with calen 
new year. 


. rep 
West of England District Board.—A satis je 
was presented at the annual meeting OL V? ^ and Sf 
Board for the West of England Area (Employer Sening" 
Members, Electricity Supply Industry) Ald. А. yeu, ant 
(employers) was elected chairman for the ensuing 
Mr. A. J. Ostler (staff members) vice-chairman. 


es 0 раа, 
LEE MUR 
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Holidays. -The Times says that shipyards and engineering 


establishinents on the Clyde will close down for ten days at 


the vear end. | 

Ihe works of Messrs. Bruce PEEBLES & Co., Lrb., will be 
closed from Friday, December 30th, votu Monday, January 
yth. 


The Electrical Industry in Saxony.—According to an 
article in the Leipziger Tageblatt of December znd, the receipt 
ol orders in Saxony 18 at the present time brisk. As a result of 
ие Ian in ine mark, prices have been materially Increased 
(approximately 50 per cent.) since October Ist. his is due 
to the tact that the electrical engineering industry 18 depen- 
dent on foreign countries for about 60 per cent. of its supply 
of raw material, parüculariy copper, Natd-rupver, and cotton. 
The price increase which has taken place since the last fall of 
the mark does not at present correspond to the fall in value 
of the mark. "here has been a passing decrease in the num- 
ber of orders received since the latest Increase in prices, but 
there are at the present time so many projects jn course of 
completion that it is expected that a stiil more considerable 
number of orders will be received unless prices again rise 
materially. he article, а copy of which was forwarded to 
the Department of Overseas Trade by the Acting British Con- 
sul in Leipzig, says :—'"' With regard to orders received, our 
great electrica! enterprises have made one remarkable observa- 
tion. Previous to the war, approximately 40 per cent, of our 
total production was exported. ‘This 40 per cent. has at 
the present time gone back to 15 per cent. Nevertheless, 
the total machine power represented by the orders 
received during the last two months has been as great 
as that received during six months of the  pre-war 
year. ‘his is mainly due to the fact that the whole of 
German industry is modernising itself more and more, ш order 
to free itself as tar as possible from the use of mun-power. 
Further, the loss of the Saar district and of Upper Silesia has 
necessitated increased production on the part of our brown 
coal industry, a3 well as what remains of our pit coal industry. 
Consequently, all big machine factories, and some engine and 
boiler factories, are correspondingly busy, and in their turn 
are 1n a position to give orders to modernise their equipment. 
Further, as a result of the present brisk state of business in 
the textile and paper industry, considerable orders have been 
received by the electrical industry in respect of the modernisa- 
tion of these works. It is difficult to state the prospects for 
tbe further development of the electrical engineering industry, 
since everything at the present time depends upon the ex- 
change question. At the moment, thanks to the low value of 
the mark, our prices are still below world market prices, but a 
further increase in price will soon eliminate the now existing 
diflerence. In any case, the present demands for supply con- 
centrated on a few months are unfavourable for the factories, 
and the recent disposition of the Government authorities is 
worthy of imitation, viz., that orders which are not absolutely 
urgent should not be given until the present boom is seen to 
slacken, in order that a more regular supply of work may be 
insured for the factories. The Saxon electrical engineering 
industry, which 18 represented by large firms such as the 
Sachsenwerk and Poege-Gesellschaft, and by various electro- 
chemical machine factories in Leipzig and numerous special 
factories which construct electrical apparatus, 18 doing equally 
brisk business as a result of the generally favourable boom. 
The profits of certain enterprises are unfavourably influenced 
by difficulties in the supply of raw material, concentration of 
orders on short terms, and on the other hand by continual 
demands for wage increases on the part of the workers, so 


that the difference between the cost of production and the 


sale price is constantly decreasing.” 


Italian Lamp Tax.—The Gazetic Ufficiale (Rome) for No- 
vember 23rd contains a Royal Decree-I.aw, dated November 
16th, which prescribes Regulations regarding the taxation of 
electric light bulbs. The Decree provides that the manufac- 
шш tax on electric light bulbs is fixed as follows for each 

ulb : — DS 

(a) Incandescent electric light bulbs of any system :— 

With carbon 
filaments. Other. 
Lire cts. Lire cts. 


1. Up to 10 watts = woe 0 95... 0 50 
2. From 11 to 50 watts ... a OP жы! 0 
3. From 51 to 900 watts . . 1 50... 3 00 
4. From 901 upwards . 8 ОО... 6 00 


(b) Arc lamps, excluding the carbons—3 lire. 
(c) Carbons, pure or metallised, or of any other system, for 
arc Jamps—2 lire per kg. 

‚ А surtax at the same rate is levied on such goods when 
Imported from foreign countries. Goods manufactured for 
export are exempt from the tax. 'The date of enforcement 
of this manufacturing tax (and import surtax) is to be fixed 
by the Minister of Finance.—Board of Trade Journal. 

We understand that this tax replaces the monopoly tax on 
electric lamps. | MM | 


„Chinese Notes.—Chen Pei-jen, Chu Chen-mu, Kiang 
Yun-shih. and Shen Wei-kun have organised the Tsung Sing 
Кечте Company at Sin Chen, Kiahsin, with a capital of 
$25.000. Machines and plant are now being installed. 


Chu Chi-chien is promoting a company to be known as the 
Peitaiho Hydraulic Electric Power Co., Ltd., at Peitaiho. 
Regulations have been drawn ир and sanctioned by Ше 
Ministry of Agriculture and Commerce. 

An electric company is being organised by some merchants 
ш Tai Hsin, Kiangsu. 

The Chusan Electric Light Company, at Chusan, Chekiang, 
has been registered by the Ministry of Agriculture and Com- 
merce. 

The Paoting Electric Company at Paoting, Chihli, has been 
registered by the Ministry of Agriculture and Commerce. A 
license of trade has also been given. 

A proposal nas been made by merchants to organise an 
electrical company in Shih Er-yu on the other side of the 
Yangtze River, opposite Chinkiang. zm 

The Tsinan Telephone Company has increased its capital, 
and requested the Ministry of Agriculture and Commerce for 
registration. 

Yih Tien-tsuen, an American returned etudent, has been 
appointed by the Ministry of Communications to install a long- 
distance telephone system between Nanking and Shanghai. 


Price Fluctuations During 1921.—In their annual trade 
review for 1921 Messrs. Bolling & Lowe give tables showing 
the price fluctuations of materials which have been without 
parallel in the history of the trade. We extract the following 
figures 


Dec. 14Һ, July 1st, Dec. 13th, 
1929. 1921. 1921. 
per ton. per ton. per ton. 
PIG IRON £ s. d. £ s. d £ s.d 
Hematite (East Coast) T l3 6 0 B о 0 5 2 6 
Foundry (East Coast) see п 6 0 6 0 0 6 0 0 
СОРРЕК soa dis m ду 75 75 0 720 5 0 67 о 0 
TIN ids oe i .. 212 10 0 167 0 0 171 10 0 
LEAD " НР zei “ies 34 0 0 23 7 6 25 10 0 
STEEL— 
Ship Plates is is m 20 0 0 15 0 0 10 10 Ө 
Angles a ea Sie 24 0 0 14 0 0 9 10 0 
Bars ER is es ha 25 0 0 14 10 0 10 0 0 
Joists vs m" Ps ba °з 0 0 14 0 0 9 10 0 
Heavy Rails 22 0 0 13 0 0 8 10 0 


The above prices are (ог iron and steel of British manufacture, but all 
include delivery f. o. b. 


Messrs. Bolling & Lowe say: —“ We feel that an Irish 
settlement having been reached, the question of Germany's 
reparation payments receiving serious consideration, the Con- 
ference with regard to Universal Disarmament making pro- 
gress, and also that prices of British iron and steel are likely 
to find a level at which competition from without need not 
be eo greatly feared, the prospects for 1922, at any rate for 
the last six months of next year, are brigbter than they have 
been of late, and we look forward with confidence to the 
future. The all-important necessities for national and рег- 
sonal economy and Government cessation from interference 
with trade still exist, if the country ie to make the progresg 
as foreshadowed.” 


Social Events. —The members of the Elliott Cricket Club 
held their annual dinner on the 10th inst. at the Sydney Arms, 
Lewisham. In tbe absence, through sickness, of the presi- 
dent (Mr. L. W. Smith), the chair was occupied by Mr. Ң. О. 
Smith, a vice-president of the club. Мг. E. J. Griffin, the 
chairman of the club, proposed the toast of The Firm“ 
(Messrs. Elliott Brothers (London), Ltd.), and in the course 
of his remarks he expressed regret that the wishes that he 
voiced last year for the continued prosperity of the company 
had not materialised; in fact, in all probability the year just 
past had been the worst in the whole history of the firm. The 
only consolation, if one could call it such, was that other firms 
engaged in the eame industry were in a similar, or even worse, 
plight. In wishing for the future success of The Firm the 
inembers were wishing themselves success, because happier 
times for the directors meant happier times for employés. The 
cricket club had shown what could be achieved by hard work. 
If the eaprit-de-corps displayed on the cricket field was carried 
inside the works it would assure the success of his toast—'' The 
Firm." Mr. R. О. Smith, who responded in the absence of 
the president, said he felt sure that if any of the directors had 
been present they would have said the same as he was going to 
say. They were glad to see euch gatherings in connection with 
the social activities at the works, and the cricket club had 
achieved the greatest success. Everyone of them would regret 
the bad time through which the industrial world was passing. 
but one could perceive a ray of hope for the future. Success 
was bound to come if they stuck together, for the best means 
to success was co-operation—the co-operation so well used on 
the cricket field. Mr. В. О. Smith proposed the toast of The 
Club“; Mr. E. A. Wisdom replied, and, in doing so, referred 
to the successes achieved by the club. 

During the evening the Friendly Team prizes were presented 
by Mr. R. O. Smith. The batting prize, presented by Mr. 
L. W. Smith, had been won by Mr. H. Mitchell, while the 
bowling prize. presented by Mr. R. Lawler, had been won 
by Mr. D. S. Greig. Mr. W. J. Coppin was at the piano, 
and the musical programme was well supported by Messrs. 
W. J. Woodman, Wal Currans, G. A. Morey, Fred Rampling, 
E. J. Griffin, B. Macnamara, W. Nicolle, and C. A. Smith. - 

The staff of Clyde Valley Electrical Power Co. held their 
annual dance on December 16th in the Grosvenor Restaurant, 
Glasgow. About 250 couples attended, and an enjoyable’ 
evening was spent. | | 


-- 
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The Belgian Electrical Market.—During the past twelve 
months business in Belgium in electrical machinery and appli- 
ances has been below normal, whilst German competition has 
also checked the sale of other imported as well as Belgian 
products. Dynamos and generators of German origin, reports 
the United States Commercial Attaché at Brussels, sell at 
prices 50 per cent, under American and 20 per cent. under 
Belgian quotations. Insulated wire and cable is made by a 
Charleroi concern at prices considerably under American 
quotations. The same is true of interior wiring supplies, and 
in this line German competition is active. | 

The use of arc lamps for illuminating purposes is compara- 
tively small in Belgium, and the mercury vapour lamp is rarely 
seen. The Commercial Attaché adds that as no incandescent 
lamps are produced in Belgium, a large business in lamps with 
metallic filaments is done by Dutch companies, but local 
manufacturers affiliated with American interests are organis- 
ing а local factory, and an extensive advertising campaign is 
being carried on to introduce а well-known American trade- 
mark. German incandescents are widely sold in Belgium. 
Meters and other measuring instruments of American manu- 
facture are also subject to severe Belgian and German com- 
petition, the price ratios being practically the same ав on 
machines. German bidders on a contract let by one ot the 
larger communes of Brussels quoted prices 50 per cent. under 
those offered by American firms, while local manufacturers bid 
about two-thirds of the American prices. In motors the largest 
American concerns are having types up to 15 h.p. built by 
Belgian firms affiliated with them, and the same is true of 
small transformers. А good business is being done in switch- 
board apparatus, which, together with high-pressure switches, 
is the most active line in this industry. 1t is generally found 
that Belgian users of electrical machinery demand a higher 
external finish than American buyers, and are not so parti- 
cular regarding internal construction. 

Ап increased demand is noted for vacuum cleaners and elec- 
tric flatirons, the majority of the former being of American 
manufacture, although some French models imitated from 
American types are seen in local shops. While numerous 
French, Italian, and Swiss manufacturers of small electrical 
cooking apparatus have agents in the larger Belgian cities, 
articles of this nature, owing to inferior merchandising and 
advertising, have never come into any considerable vogue. 
Small electric tea kettles sell for 110 to 130 fr. retail. Hot 
plates large enough to hold two or three dishes are priced at 
275 fr. А considerable market has been created for small 
electric heaters suitable for use with ordinary household volt- 
ages. The favourite heater seems to be the radiant or head- 
light type, usually of French, Italian, or local construction, 
selling for 125 fr. and up, according to size. There is practi- 
cally no demand for electric wringers and washing machines 
in Belgium nor for electric fans. 

In Brussels, as the communes have separate lighting sys- 
tems, there is no universal voltage. The commune of Brussels 
proper uses 110-volt current, and the immediate adjacent com- 
mune of Ixelles uses 220. ` 


Protection for the Dutch Electrical Industry.— Electrical 
manufacturers in Holland have long been complaining of the 
effects of foreign competition emanating from countries having 
a depreciated currency. It is, however, only now that the 
Dutch Association of Electrical Manufacturers (Vereeniging 
van Fabrikarten op Electrotechnisch Gebiea) has ventured to 
approach the Minister of Trade and Industry on the question. 
In the course of à communication addressed to the Minister, 
the Council of the Association states that the prevailing 
abnormal circumstances render it necessary firmlv to adhere 
to the legally fixed protection— which is very low and in 
general 5 per cent.—and not make it illusory in connection 
with the disastrous fall in exchange. For this purpose the 
Council submits that it is essential that the э per cent. import 
duty should be levied on an invoice amount calculate. not 
according to the daily quotations, but according to the intrinsic 
value of the money in the country of origin, particularly Ger- 
many. Moreover, in special cases which may appear to the 
Minister to be necessary, the Council urges that the Minister 
should be armed with a general authority to impose а pro- 
visional import veto, as it is in the general interest of the 
о that the Dutch electrical industry should not be 
ruined. 


E. P. D. Arrears.—In a speech at Newcastle on December 
10th the Chancellor of the ор (Sir Robert Horne), said 
he intended to propose to the House of Commons that out- 
Standing arrears of Excess Profits Duty should. in cases 
which were found to merit the concession, be paid in quar- 
terly instalments spread over a period of five years, the first 
instalment being payable before March, 1922. Another pro- 
posal was that interest payable in cash, at the net rate of 5 per 
cent. per annum, without allowance for income tax, shall 

charged as from a fixed date on all outstanding arrears 
of E. P. D. as assessed, whether such arrears fall within the 
instalments scheme or not. Pending the assent of Parlia- 
ment, the Chancellor had instructed the Commissioners of 
Inland Revenue to give effect as far as possible to his scheme 
which was designed to assist industry in its present 
difficulties, Sir Robert said that the arrears had in manv 
pases arisen out of no fault of the particular tax-paver who 
had burdened himself with larger factories or increased 


equipment, which, owing to depreciation in trad 
it impossible to finance. è, he found 
The Times, in referring to the subject on December 13th said 
that the scheme outlined by the Chancellor had had a luke. 
warm reception in certain business circles. The scheme was 
criticised on the ground that the concession Which was w 
be made had not been asked for, except by a small group 
and would really be a greater convenience to the Chancellor 
than to the industry of the country. 
A great many firms had already paid the duty, во the con. 
cession, 16 was claimed, was unfair as between firm and fim 
Those who had paid had done so with money which 945 
urgently required for business purposes. Many of the firms 
which had not paid could not pay without becoming bank- 


 rupt, and this concession was therefore more apparent than 


real; for the Chancellor, if he had tried to obtain their mon 
more quickly, might lose it altogether. | 

The real apprehension was, however, that this Concession, 
which by many firms was regarded as no concession at all, 
would be used to choke off other demands which Were now 
becoming insistent. It was regarded as not without signifi 
cance that the Chancellor should have made his announce. 
ment of the new scheme immediately after the statement 
had been made that the Federation of Pritish Industries jp. 
tended to press for the removal of the Corporation Tax and 
for the reduction of the Income Tax. 

The president of the National Union of Manufacturers 
Mr. George Terrell, M.P., said the relief which the Chan. 
cellor had granted would be welcomed with delight by many, 
and would be quite an aid in the revival of trade. 


Trade Depression and Income Tax Relief.—Mr. W. р. 
Fairbrother, of 67 and 68, Cheapside, London, E.C., write: 
From the many accounts appearing in the Press iti 
obviously hoped that the Chancellor of the Exchequer vil 
endeavour to lighten the burden of taxation in the mar 
future. May I, therefore, suggest what, in my opinion, would 
prove beneficial in furthering the efforts to revive the natin’ 
trade? The repeal of the well-known and helpful бейи» 
43 and 44 (which gave relief when profits or income had 
diminished in any year of assessment) as and from the ver 
1920-21, is now clearly seen to have been a mistaken policy. 
Had such relief been continued over the period of the war's 
‘‘ aftermath " the present acute depression might have been 
to some extent averted, and trade in the reconstruction 
period would not have been so injuriously and adversely hit 
by such high taxation. I would, therefore, urge that thew 
two sections be re-enacted and made retro-active as and from 
the year 1920-21, which would have the effect of (1) allowing 
firms and companies an amended assessment based on the 
lower profits, apd (2) giving an individual the basis of actual 
income instead of the higher statutory assessment. 


An Australian Inquiry.—H.M. Senior Trade Commissioner 
in Australia reports that an important local departmental store 
is sending a representative to the United Kingdom, the Con- 
tinent, and the United States with a view to purchasing а 
large variety of domestic, medical, and other electrical fitting 
and appliances suitable for a retail store. United а 
firms may obtain the name of the representative and the ad- 
dress in London to which communications should he sent 
against his arrival, on application to the Department of Over 
seas Trade. 


Electric Heating Apparatus in Germany.—The iN 
Heating Co. has been formed at Nuremberg to combine $ 
electric heating apparatus manufacturing departments of the 
A.E.G. and the Bing Works. 


The A.E.G. in Austria.—It is announced from Vienna 
that the A.E.G., of Berlin, and the A.E.G.-Union Electret! 
Co., of Vienna, have entered into a closer community oL 10 
terests for 30 years. For this purpose a new concern has e 
formed in Vienna under the title of the A.E.G.-Union War ў 
which will take over and considerably extend the exitin 
Stadlau manufacturing works of the Vienna company р a 
tion. The share capital has been fixed at 00,000,000 pu 
of which the Berlin company and the Vienna company € 
will subscribe one half. 


Unemployment.—The “live, registers of the s 
ment exchanges in the United Kingdom showed а 1 
lor the week ending December 9th, of 209, the gene 
ployed being 1,833,800. The Morning Post states t e 
schemes submitted by local authorities to the Unemp rm Б 
Grants Committee are being sanctioned во rapidly end 
а danger of the sum allocated for this purpose being ү" T 
soon. The 660 schemes sanctioned up to the end " 5 9 
represented an expenditure of £7,600,000. If all 564 wil 
submitted are approved, an expenditure of 414.8855 
incurred. 


British Empire Exhibition.— Lord Morris, Chibi, d 
the Executive Council of the British Empire Exhi with the 
cussing the question of the guarantee in connector pris 
exhibition, said he was more than sanguine Mn garante: 
Day they would be within sight of the £1,000, f 15 ШП” 
Only £125,000 was required. The completion o neiderabl* 
tee fund would aid the Labour situation COP hibition 
Thousands would be employed directly on the е 
grounds and others elsewhere.—Morning Post. 
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Book Notices. 4 Catalogue of British Scientific and 
Technical Books. — Pp. xXviii 376. London: British 
Science Guild, 6, John Street, W.C.2. Price 10s. net.— 
This catalogue, covering every branch of science and 
technology, carefully classified and indexed.“ has been 
prepared by a committee of the British Science Guild. 
of which Sir Richard Gregory is chairman; Mr. J. 5. 
Highfield, Mr. А. А. Campbell Swinton and Lt.-Col. 
W. A. J. O'Meara (hon. secietary of the Guild) are also mem- 
bers of the committee. The catalogue arises out of the 
collections of books shown at the British Scientific Products 
Exhibitions which the Guild organised in 1918 and 1919. It 
contains over 6.000 titles, classified under 50 main groups and 
nearly 500 sub-classes, each item including the author's name. 
title of book, size of page, number of pages, date of last 
edition, name of publisher, and the price. Following the main 
catalogue are a list of publishers, index of authors, and index 
of subjects. To this comprehensive and scientifically-compiled 
catalogue we offer the most cordial welcome; the want of it has 
long been felt—we are constantly receiving requests for advice 
regarding the choice of books, and shali find this volume, if 
only as a reminder, of great assistance. But it has other uses 
also, and we feel that the Guild by providing so excellent a 
guide to the rich store of British scientific literature has 
rendered most valuable service to science and industry alike. 

The Journal of the South African Institution of Engineers. 
Vol. XX., No. 4, November, 1921.—This issue contains а 
paper describing the hydro-electric plant at Howick Falls, to- 
gether with a discussion on the paper. 

Science Abstracts." Section A, Physics; and Section B, 
Electrical Engineering. Vol. XXIV, Part II. london. E. 
and F. N. Spon. Price 2s. 6d. net per section. 


A G.E.C. Window Display.—.An ingenious Christmas 
shop-window display has been arranged at Magnet House by 
the GENERAL ELECTRIC Co., Lap. Santa Claus is seen pourin 
gifts into a chimney mounted on a snow-covered roof, an 
by means of hidden mechanism and flashing lights an illusion 
is presented which gives the impression of a constant stream 
of articles descending the chimney. Falling '' snow ” is kept 
in motion by hidden fans. 


For Sale.—By direction of the Disposal Board, Messrs. J. 
Hindle & Son will sell by auction at Liverpool, Birkenhead, 
and Ellesmere Port, on January 10th and following days. plant, 
machinery, electrical equipment, ofticc furniture, &c. For 
particulars see our advertisement pages to-day. Е 


An Overcrowded  Profession.—MrssRS. JOHNSON AND 
PniLLiPS, LTD., advertised recently for a boy for their Liver- 
pool store-rooms, and met with a response from about 1,500 
youths of various ages. Does this indicate the intensity of 
the present rush to enter the electricnl profession? 


The Burden of Taxation.—The Chancellor of the Ex- 
chequer is to receive a deputation from the Federation of 
British. Industries early in the New Year, when the heavy 
burden. of taxation on industry will be the subject under con- 
sideration. The Federation is calling for a reduction in the 
Income Tax and the removal of the Corporation Profits Tax. 


The Cost of Living.—4According to the Labour Gazette, the 
cost of living as at December Ist was 99 per cent. above the 
figure for July, 1914; a year ago the cost was 169 per cent. 
above. This is the lowest price level since May, 1918. 


Local Electrical Exhibition.—.An interesting exhibition is 
being held by the Burnley Electrical Maintenance Co. 
described as the Hot-Point " appliance show; there are on 
view all manner of things for labour saving in the hoine. 


Factory Premises for Disposal.—Messrs. Hillier, Parker, 
May & Rowden will sell by auction at the Grand Hotel, 
Bristol, on January 12th, factory premises, with possession, 
situated at Eastville, Bristol, with a floor area of 42,000 sq. ft., 
garage, loading dock, &c. (See our advertisement pages 
to-day.) 

Copper and Lead Prices.— Messrs. F. SMITH & Co. report 
December 20th: — Copper (electrolytic) bars, sheets, wire rods, 
and h.c. wire, no change. 

Messrs. JAMES & SHAKESPEARE report, December 20th :— 
Copper bars (best selected). sheet, and rod, 498; 43 dec. 
English pig lead, no change. 


LIGHTING AND POWER NOTES. 


Australia. Tur MOR WII, ScHEME.—The Victorian Legisla- 
tive Assembly passed a Bill on December 15th authorising the 
Electricity Commission to raise a loan of £2,000,000 in con- 
nection with the Morwell Brown Coal Scheme.—Reuter 
(Melbourne). 


Aylesbury.—].o4N.—The Town Council is applying for a 
loan of £2,000 for meters. 


Ayr.—REbvcED CHaRGES.—The Corporation has decided to 
reduce the charge for electricity by 95 per cent. 


Bangor.—BuLk SuPPLY.—The City Council has decided to 
obtain & bulk supply of electricity from the North Wales Power 
Co., and application has been made to the Electricity Com- 
missioners for sanction to borrow £9,000 to cover the estimated 
capital expenditure on installing the necessary plant, mains, &c. 


Barry.—Gas v. Etecrriciry.—Owing to the opposition 
aroused by its suggestion to spend £129,000 in improving the 
local gasworks, the Council has referred the proposal back to 
committee with instructions for the carrying out of further 
investigations regarding the cost of an electricity supply. 


Bexley (Kent).—Revisep CHanurs.—The Urban Council 
has discontinued the rateable value tariff for electricity, and 
in substitution has decided to charge 8d. per unit. 


Brentwood.—ExTENsioN oF SuPPLY.-The Brentwood Dis- 
trict Electric Co., Ltd., is applying for an order authorising 
it to supply electricity in the Brentwood urban district 
and in parts of Hutton, Ingrave, Shenfield. South Weald, 
and Great Warley. 


Continental.—IraLY (Sicity).—A number of schemes have 
been drawn up for the utilisation of the island's water power 
for generating electricity. As the largest rivers are greatly 
reduced during summer, every scheme involves the construc- 
tion of large reservoirs. The following are among the pro- 
jected schemes :— Upper Belice River, 4,000 h.p.; Tusa River, 
1,700 h. p.; Imera Kiver, 18,415 and 15,020 h.p.; S. Leonardo 
River, 5.915 h.p.; Belice Hiver, 6.413 h.p.; Vedura River, 
10,730 h.p.; Platani River, 3,900 and 10,960 h.p.; Naro 
Hiver, 7,370 h.p. These are but a few of the many applica- 
tions for concessions which have been put forward. i 


AUSTRIA.—The Wasserkraft-Aktiengesellschaft has been 
formed, with capital wholly subscribed ın Austria, to carry out 
extensive works for the utilisation of water resources for the 
generation and distribution of electricity mainly for the 
benefit of Vienna. ‘he capital is fixed at 500 million kroner, 
half of which is subscribed by the Vienna Municipality and 
half by leading banking firms. For the first portion of the 
programme 100 million kroner has been subscribed by the 
two groups named, and it is expected to be completed by the 
end of June, 1926. It comprises water-power stations on the 
Ybbs and along the watercourses stretching from Lunz and 
Kienberg-Gaming, and also long-distance mains and accessory 
installations. The second part of the programme will call for 
6,400 million kroner, to cover which sum bonds will be 
issued. Work on the firet part of the programme was to have 
been begun at the beginning of last month. As is usual in 
foreign concern of this kind, the concession is only а lease. 
in this case for 30 years, at the end of which period au the 
installations revert to the municipality. 


PoLAND.— We learn from the Elektrische Kraftbetrieb und 
Bahnen that а group of the largest petroleum companies of 
Bryslav intend to set up a big electric power station con- 
jointly, in order to carry out the boring and working of 
the petroleum fields. The Polish Ministry of Trade has 
promised its co-operation to carry out the work. 


CzEcHO-SLOVAKIA.—It is reported from Prague that the 
schemes of electrification prepared for the Ministry of 
Public Works have now assumed a definite form. They 
have originated from the consideration that, as eubmitted by 
experts, the coal resources of North-West Bohemia will be 
exhausted in from 70 to 80 years from the present time. It 
is therefore proposed to constitute a company at Prague under 
the title of the United Electricity Works for the construction 
and working of the following: — (1) A steam generating sta- 
tion in the district of the State mines near Hernewitz of a 
capacity of 45,000 kW, with a transmission line to Prague 62 
mites long and a pressure of 100,000 volts, the expenditure 
being estimated at 300,000,000 crownt. (2) A hydro-electric 
works at Stjechowitz by the erection of a dam 1n the Moldau 
and capable of supplying 350,000. 000 kWh per annum to 
Prague, the expenditure being computed at 450,000,000 crowns. 
(3) A hydro-electric works near Bramy at a cost of 80,000,000 
crowns and an annual output of 41,000,000 kWh. The 
scheme provides for the first-mentioned works being com- 
pleted in two years and the second and third in 1927. 


Be.GiumM.—Since the termination of the war there has been 
a marked increase in the demand for electrical energy for 
lighting and power purposes in the Brussels district. ‘Thus, 
whereas in 1913 the output of the generating plants of the 
Société Bruxelloise d'Electricité only amounted to 9,500,000 
kWh, it is expected this year to reach а total of no less 
than 20,000,000 kWh. In view of the additional contracts 
already entered into for supplies in 1922, the company is now 
taking the necessary steps to enlarge the capacity of its 
generating stations. 


GWEDEN.—As there appears to be a scarcity of power 
in the South of Sweden, the Government auditors have 
brought forward a scheme for the utilisation of the sur- 
plus energy at the hydro-electric works at Trollhattan in 
conjunction with the South Swedish Power Co. Negotiations 
have been proceeding between the State Hydro-Electric De- 
partment and the company with a view to co-operation in the 
matter. It is suggested that the former should erect a high- 
pressure transmission line between Trollhattan and a place 
to be selected in the South of Sweden. The line is conceived 


————————————— 


as an extension of the main line Alvkarleby-Trollbattan, which . Rushden.—ReEpucep CHARGES.—The Electric Supply Co 
will soon be completed, and it would also come into considera- Ltd., has reduced the charges for electricity for power and 
tion on а possibie future transmission of power between the heating by 4d. per unit. 


Scandinavian countries. It is estimated that the expenditure 

оп the new line would amount to 1,000.000 kr. , Scarborough.—PnicE IxcnEAsE.—The Scarborough Electric 
м | | oe nis ИТТ SEN Supply Co., Ltd., is applying to the Electricity Comms 
Chester.—Loan.—The Town Council has decided to apply sioners for authority to increase the maximum charges 

to the Electricity Connuissioners тог sanction to boriow 


£14,000 10r electcicity purposes. Sevenoaks.—New PLANT.—The Sevenoaks and District Elec- 
Fife.—Loan.—The Kirkcaldy Tramways and Electric Light. trieity Co., Ltd., is installing а 200-kW alternator in 1, 

ing Committee has decided w apply to the Electrieity Com- works. The 1 which is being supplied by Messrs. Mirr. 

missioners for Sanction to borrow O, U tor the installation lees, Bickerton & Day, is of the six-cylinder Diesel type. 

of two 2,500 kW turbo-alternators and the necessary mains 


i Sherborne.—ORbER REVOKED.—The Minister of Transport 
and piant. | | has revoked the Sherborne Electric Lighting Order, 1912 ast 
Glasgow.—Loan.—The Corporation is seeking power to the whole of the area of supply as from December И. 

borrow & 115, 000 tor the extension of high- pressure 1eeuer cables 

n connection With ine transmission oi eectrical energy ощ Shrewsbury.—Loan.—The Town Council has decided to 

the Duimarnock power station. p 5 ne о Commissioners for sanction to borrow 
Hereford.—Loan SaxcrioxED.—The Town Council has re- ) кор J 

ceived sanction to a loan ot &&. 550 tor mains and services. Spalding (Lincs.).—The Urban Council has refused to 
Iudia--SuiLoNG.—À scheme із under consideration to апе Permission to оа e a Coh 

utuise the waters of two rivers in the neighbournood of Shu- DP'y y PARR NOI VES NOTES; 


long, Assam, lor generaung electricity lor ughting and indus- Torquay.—PURCHASE ОЕ UNDERTAKING.—The Town Couneil 

Wiat purposes | has ratitied the negotiations with Newton Abbot Urban Coun. 
CO»31PORE.— There will shortly be an addition to the cil in connection with an electricity scheme, under which the 

generating plant at the Cossipote power station of the Cai- undertaking at Newton is to be acquired either by the Urban 

cutta hlectue Supply Co. in tue torn ol one Curtis 15,000 KW Council or jointly with Torquay. and Newton will be supplied 

turbo-alternator and another of 6,000 kW similar to the one with electricity at 10d. per unit instead of ls. as at present. 

ulready un operation there. Ihe British Luomson-Houston The cost of the electricity works at Newton is £65,000. 

Co. has suppued these machines, and erection will be com- А | | 

menced eariy in January. Walton; on- Thames. ELECTRICITY EXTENSIONS.—]& was m. 


| | T ported at a recent meeting of the Urban Council that the 
Isle of Wight. —Pnoroskb INCREASE or CHARGES OPPOSED.— Electricity Company, having obtained an order increasing the 
The local bodies in the Island are taking joint action to oppose price of energy, intended to proceed at once with improve 
the application of the 15е of Wight baectric Light Co. tor a ments for the supply of electricity at an estimated cost d 
Specia: Order, which seeks to increuse the price ot electricity. £15, 

Lendon.—SrEPNEy.—U pon the recommendation of the Elec- 
trical Engineer (Mr. W. v. P. Tapper), the binance Commit- 
tee has approved the extension or the Limehouse generating 
station, subject to the payment by the Unemployment Grants 


Waterford.—Proposep ELECTRICITY SCHEME.—The Electri 
Lighting Committee has instructed an engineer to prepare 
à new scheme of public and private electric lighting fot the 


Committee of half the interest charges for the hrst five years; city. 

to the tilectricity Commissioners’ sanction to а five-years sus- Weybridge.—PnoTEsT AGAINST INCRFASED Cuarces.—The 

pension of repayment; and to the same applying to sanctions Urban Council has decided to send a protest to the Ministry 

already received but not exercised. | of Transport against the granting of an Order to the Electricity 
FuLHAM.—The Electricity Committee reports the receipt of Co. increasing the price of electricity to 16. per unit, witha 

the Electricity Commissioners' sanction to borrow £ll,lz4 for minimum charge of 15s. for each winter quarter and 10%. for 

the purpose of mains extensions. As the Unemployment each summer quarter. А protest has aiso been lodged by the 

V required os 5 to undertake a no Walton-on-Thames Urban Council. 

more .than .75 per cent. of the standard rates should e paid | . 

to unemployed men engaged for this purpose, the 5 Whitehaven.—Ioax.—The Town Council has applied 19 0 

has decided to proceed with the work at once without further loan of £8.500 for boilers, super-heaters, stokers, pp 

regard to assistance from the Grants Committee. feed pump, and extensions to the economiser. There is to 
L. C. C. AND SMOKE Nuisance.—The Public Control Commit- be a small reduction in the charges for energy as from the 


tee of the L.C.C. states that in spite of warnings the nuisance New Year. 
of smoke from the generating stations of the Hammersmith 


. ; — : 1 the cost of gas, 
and Islington Borough Councils continues. It accordingly Wicklow. —ELCrRICTrY SuPPLY.—O wing to 8 


" У ; : s : $ ply 
recommends that. subject to the consent of the Ministry of b 5 Vx „„ a proposal for the supph 
Health, legal proceedings be instituted against the two о erectricity to the district. | 
Councils. Worthing.—ExrENsioNs.—Extension of plant at an esti 

Nelson.—Lo4N.—In order to provide work for the unein- mated cost of about £17,000 has been decided upon by the 
ployed, the Town Council has decided tc apply to the Electri- Town Council on the advice of the resident electrical 591 
city Commissioners for sanction to the borrowing of 48.458 (Mr. Geoffrey Porter). The latter considers it essential dd 
for mains and services. this extension should be taken in hand without delay in order 


s s ing the winter of 1922-23, and he 
New Zealand,—LoaN.—A Bill authorising : to safeguard the supply during NE 
£5,000,000, to be Wee p Don ERE i оре the provision of a aun er Ор 5 
the House of Representatives on Deceniber lOth Mr. Massey with a 350-kW . This e 
the Prime Minister, explained that Ше money was required оше undertaking to 1,460 KW. 

for development Works, such as hydro-electricity, railways, 
roads, and the opening up of new lands. It is not proposed 
to raise the loan until the next financial year.—Reuter (Wel- 
lington). Е 


Northallerton.—REDUCED CHaAnGEs.—The Electric Light Co. TRAMWAY AND RAILWAY NOTES. 


has reduced the charges for public lighting from 7s. 6d. to 
7s. 3d. per lamp per 100 hours. 


Northampton.—Repucep CHakdES.— The Electric Light and 
Power Co., Ltd., has reduced the initial price of electricity 
for lighting purposes by 34. per unit; the rent of. hired 
motors by 10 per cent.; and for heating the charges wit be 
reduced by the introduction of the following scale of dis- 


counts :—100 units per quarter, 5 per cent.; 200, 10 i i ; j he existing ral 
SS 5 “ыс | Б; 200, pet Sydney, New South Wales, in order to relieve the ex 
cent.: 300. 15 per cent.; 400, 20 per cent.; 500, 25 per cent. and tramway eervices. In 1905 the tram ways on the 1 105 

Paisley.— New Power STATION.—Messrs. J. & P. Coats, shore of Sydney Harbour carried 120,973,934 persons; ji есу 
Ltd., thread manufacturers, Paisley, are to erect at their the number had risen to 269,255,033. Directly and 7 z Үр 
Ferguslie Mills a large electric power station, which is to cover the extensions authorised should provide employment for 3" 
а considerable area. The station will consist of a power house men. 


Australia.—MkLBOURNE.—The Legislative Assembly has 
passed a Bill authorising the inauguration of electric railless 
trolley systems in the outer suburbs of Melbourne.—Reuters 
Trade Service (Melbourne). | TN 

SYDNEY RAILWAY EXTENSIONS.—City railway 1 
estimated to cost £4,500,000, are to be proceeded with ! 


„ ft boiler house 90 ft. by 35 t., and a pump Bradford.—AppLicaTION FOR PROVISIONAL Mm б 
52 ft. by 36 ft. | Hament : | he Finance Committee ™ 
c Town Council to lmentary Sub-Committee of the Finance Committe, 1 


the Electricity Commissioners for sanction to borrow £30 00 
Е ` 5 M Se „ , ) 
for the installation of new plant and mains. шыр 
Runcorn.— ORDER REVOKED.—The Minister of Tran th 
revoked, as from December 10th. the Runcorn U 5 . | : 
| REE LL US | rban and tons. imposed by the Bradford Corporation 
са ie Electric, Lighting Order, 1910, as to во much trolley Ege A on the routes already adapted to ш 
» he 1 1 supply as is included in the parishes of Appleton, cars and on the new routes proposed. | sly for 
Va, enhall. Latchford Without, Stockton Heath, Higher JOAN. — The Tramways Committee has decided to арр“ 


Walton, Lower Walton and Thelwall. sanction to the borrowing of £450,000 for track renewals ke. 


3d к S ghon 
Transport for a Provisional Order authorising the Corpora 


: : “+h? telde 
to use railless trolley vehicles on any route 1 0 | five 
the city, and for power to remove the existing 5 1910, on 


— —— 


Vol. 89. Хо. 2.300, DECEMBER 23, 1921.] THE ELECTRICAL REVIEW. 851 


Brazil.—RaiL way ELEcTRIFICATION.— The freight locomotives 
recently shipped by the Westinghouse Electric &  Manufac- 
truing Co. to the Paulista Railways of Brazil, are now 1n ser- 
vice in that country between Jundiany and Louveira. ‘These 
are the first electric locomotives to ve used in Brazil. ‘The 
new locomotives haul trains of from 43 to 45 " units ” over 
grades up to 1.5 per cent. The so-called *' unit саг’ is of 10 
tons gross weight, and the term refers to the old wooden 
car of 30 vears ago. Modern cars are said to be two, three, 
or four units, according. to their size and load. Thus a train 
of 45 units represents 450 tons weight, and is approximately 
675 ft. in length. Under former stenn operation such trains 
could not be hauled over a 1.5 per cent. grade at а speed 
greater than 15 kilometres per hour. The Westinghouse loco- 
motives ascend such grades at 45 kilometres per hour, which 
means trebling the capacity of the track and greatly increasing 
the speed of handling freight shipments. 


London.—CoMPreNsaTION FOR UNDERGROUND  RAILWAYS.— 
Under the scheme of compensation for the retention of rail- 
wavs by the Ministry of Transport during the war period, the 
Metropolitan Railway receives £211,950 and the Metropolitan 
District Railway £197,597. The awards are based on the net 
receipts in 1913. 

Error or RED UCD Fans. — The report of the I C. C. High- 
ways Committee upon the first week's working since the 
introduction of lower fares, shows that, while the number 
of passengers carried rose. from 12,037,254. to 13,296,916, the 
revenue fell from £91,712 to 489.814. The question of tur- 
ther fare reductions is to be postponed until the end of the 
hnancial year. 

Scarborough. —CLosina or TRHAMW AWS. - A conference of 
representatives of the Corporation, the Tramway Company, 
and the. Ministry of Transport has recently been held to iis- 
cuss the tramway undertaking, and it has been decided to 
cease running the cars at the end of this year. 

The Tramwaymen's Agreement..—Svus-CoMMITTEE Ar. 
POINTED.—In accordance with a recommendation from the 
Municipal Tramways Association, the National Joint Industrial 
Council for the Tramway Industry on December 15th appointed 
a sub-committee to review the terms of the agreement arranged 
in March, 1919. Mr. J. Beckett states in. this connection :— 
The Council have not committed theinselves to retain in the 
agreement the guaranteed 48-hour week over which the whole 
of the trouble has arisen. The guaranteed. week will be re- 
viewed by the sub-committee in common with the other 
clauses in the agreement. The :omuuittee. will meet at once 
and report to a special meeting of the Industrial Council in 
February.” 

Wigan.—MAILs on TraMways.—'Phe Wigan Tramways Com- 
mittee is to receive the sum of £500 per аппиш for the car- 
riage of mails and postmen оп the electric tramcars. 

Wolverhampton.—FaRES.—At a meeting of the Town Coun- 
cil on December 12th an alteration of the 2d. minimum fare, 
for short distances, was advocated. The Tramways Commit- 
tee considered this impossible, as the revenue was at present 
just about equal to the expenditure. 

York.— New Drpor.—The new tramway depot is expected 
to be open for use before Christmas. 


TELEGRAPH AND TELEPHONE NOTES. 


Czecho-Slovakia.—SrERviCE EXTENSIONS.—At a conference 
dealing with the proposed increase in the telegraph and tele- 
phone tariffs the representatives of the Czecho-Slovak Ministry 
of Posts stated that during the last three years 8,417 kilometres 
of telegraph lines and over 1,300 kilometres of telephone lines 
had been installed in Czecho-Slovukia. Preparations are being 
made for the construction at Prague next year of automatic 
telephone exchanges.—Heuter's Trade Service (Prague). 


China.—WinELEss TELEGRAPHY.— Introducing a resolution at 
the December 12th meeting of the Committee on Pacific and 
Far Eastern questions at Washington, M. Viviant, the prin- 
cipal French delegate, emphasised the necessity of superseding 
competition by co-operation in the establishment of wireless 
communications between China and other countries. He urged 
the appcintment of a committee composed of representatives 
of the Powers interested, and of China, which would act on 
the following principles: The better utilisation of capital, per- 
sonnel, material, and wave-lengths. China shall possess as soon 
as possible her own wireless plant equipped with all the latest 
technical improvements available. ‘The internal wireless corn- 
munications of China shall be operated in accordance with 
Chinese law, whilst her foreign communications shall be dealt 
with by an International Convention. The Governments 
interested shall in no way support companies or persons who 
do not comply with the principles and regulations based upon 
the recommendations of the above-mentioned committee. 
Government and Press messages shall be granted a reduction 
of at least 50 per cent.— Daily Telegraph. 


 бегтапу. —У таға TELEPHONY.—Experiments are being 
made with a newly-invented apparatus, fixed on the express 
trains running between Berlin and Hamburg, by means of 


which, it is claimed, wireless telephone messages can be dis- 
patched and received while the train is in motion. It is stated 
that the experiments have been successful, and that as soon 
as apparatus can be made and installed, it will be possible for 
travellers on the expresses to speak with any subscriber on 
the telephone system of Hamburg or Berlin. Should this 
venture prove remunerative similar arrangements will be made 
for travellers on other long-distance trains.—Morning Post. 


The Pacific Cable.—Duruication | APPROVED.— The Aus- 
tralian Federal Government has approved the duplication of 
the Pacific telegraph cable. As it is understood that the other 
governments concerned have assented to the scheme, and as 
funds to cover the cost are available from the Pacific Cable 
Board's reserves (as we recently announced), there seems to 
be nothing to prevent the immediate initiation of the work. 
The proposed route of the duplicate cable will be а consider- 
able modification of the existing one; the line i8 to go via 
Auckland (N. Z.) and Suva (Fiji Islands) instead of by Norfolk 
Island. and will proceed to Fanning Island and Honolulu 
instead of to. Bamtield, which will result in a shorter route. 
It is proposed to connect Samoa to the new cable. 


Telephone Service.—CokkurtT Practices.—At the Guildhall 
on December 16th, F. A. Oppenheim, managing director of 
the Trade & Finance Syndicate, was summoned under the 
Corrupt Practices Act for giving £3 to H. W. Camp, assistant 
traffic superintendent, as an inducement to show him favour in 
obtaining better telephone services Ald. Sir Vansittart 
Bowater took a serious view of the case and imposed a £20 
fine. : 


Wireless Telegraphy.— Phorosrp. Station АТ Bangv.-- The 
Cardiff Chamber of Commerce is to send a deputation in con- 
pany with representatives of the Newport Chamber of Cowi- 
merce to the Postinaster-General to urge the establishment of 
a wireless station at Barry. Mr. R. О. Sanderson, the presi- 
dent, who introduced the subject, mentioned that pleasure 
steamer companies had been compelled by legislation to install 
wireless apparatus on their vessels, and they felt that if their 
steamers were dependent upon assistance reaching them from 
the present stations (the nearest one of which was Poldhu. 
Cornwall) the result might be disastrous. The necessity for a 
wireless station in the vicinity was emphasised by a mishap 
which occurred during the summer on the Welsh grounds, and 
assistance could have been on the way in a few minutes if 
there hud been a wireless station at Barry. 


CONTRACTS OPEN AND CLOSED. 


(The date given in parentheses at the end of the paragraph 
indicates the issue of the ELecTRICAL REVIEW in which the 
'* Offieial Notice '' appeared.) 


OPEN. 


Australia.— MrrBoURNE.— February Ist. Victorian Govern- 
ment Railways. Four motor-driven grinding machines, with 


accessories.“ 

'ebruary 15th. — Postmaster-General's Department. Tele- 
phone apparatus and parts (Schedule 544). (December 9th.) 

Belgium.—December 28th. Belgian Ministry of National 
Defence, 10, Rue de Meridien, Brussels. Miscellaneous ma- 
terials, including 14 tons of bronze wire, 13.000 doubie-bell 
insulators, and 272 head fittings with two ear-pieces for listen- 
ing to and receiving wireless telegraph messages. Particulars 
(3 francs) from 15, Rue des Augustins, Brussels. 

GOVFRNMENT.— December 20th. According to the British 
Chamber of Commerce in. Belgium, there is to be а public 
adjudication for an electric light installation at the Military 
Depot of St. Bernard (Hemixem), and the matter is open to 
competition from both Belgian and foreign firms. Amount of 
contract: Fr. 127,015. Deposit: Fr. 12,500. Specification 
(4 fr.) and plans (2 fr.) can be obtained at the Musée Com- 
mercial, 15, Rue des Augustins, Brussels. 


Bulgaria.—Februarv 10th. Bulgarian Post and Tele- 
graph authorities in Sofia. Two thousand sets of telephone 
receivers and transmitters with accessories. 


Bradford.—December 24th. ^ Electricity Department. 
Rotary converting plant (Cont. R.207.) (December 9th.) 


Chile.—Februarv 4th. State Railways. Twelve wind- 
mills, complete; one electric compressor; one air-storage 
drum and d.e. motor; 1,300 metal filament lamps for lighting 
locomotives; 38 wall telephones.* 


East Ham.—January 12th. Electricity Department. 
One 1.500-kW converter, either rotary or motor type; e.h.p. 
and l.p. switchgear and connectors. (See this issue.) 


France.—]anuarv 16th. The French Post, Telegraph, 
and Telephone Authorities at Rabat. Eighty tons of copper 


wire, 3 mm. dia. 
December 29th. French Ministry of the Colonies, 27, Rue 


Oudinot, Paris. Fifteen tons of copper wire. 
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Lendon.—SuHorepitcH.— January 3rd. Electricity Supply 
Department. One water-tube boiler of 33,000 lb. evaporative 
capacity. (December 9th.) 

L.C.C.—January 12th. One electric passenger lift, capa- 
city 114 cwt., with full automatic push-button control, to be 
completed within two months, at Geoffrey House, Tabard 
Garden Estate, Bermondsey, S.E. (December 16th.) 


Manchester.—]anuary 5th. Corporation. For Barton 
power station. Standard gauge railway, 2-way turntables 
(two of 20 tons and two of 40 tons capacity). Specifications, 
&c., from Mr. Е. E. Hughes, secretary Electricity Dept., 
Town Hall. Déposit £1 1s, (returnable). 

New Zealand.—WELLINGTON.—January 17th. Post and 
Telegraph Department, 25,000 dry cells for telephone work.* 


Peterborough.—]anuary 12th. Electricity Department. 
One 3,000-kW turbo-alternator with condensing plant, two 
750-kW rotary converters, two 100-kW  mctor generators, 
e.h.p. and l.p. switchgear, steam, water, and drain pipes. 
foundations for the above plant, and structural alterations to 
existing buildings. (December 16th.) 


South Africa.—JoOHANNESBURG.—January 4th. 
Council. Two 2,000-kKW converters, with 
Spares.“ 

January 18th. 372 consumers’ watt-hour meters, including 
37 d.c. meters, 275 single-phase, 50-cycle induction type meters, 
and 60 3-phase, 50- cycle, induction type a.c. meters for un- 
balanced leads.* 

PRETORIA.— February Ist. 
duit and conduit fittings. 
Department, Pretoria. 

Port ELIZABETH.— January 3lst. 
ders for electrical plant.“ 


Spain.— February 15. Harbour Works authorities at 
Vigo. Supply and erection of a 15-ton electric crane. Parti- 
culars from the Junta de Obras del Puerto de Vigo. 


с апа оо Утро. — December 30th. State Elec- 
tricity Department. Power station plant: one 4-stroke Diesel 
engine, coupled to a 200-kW, 3-phase alternator, and one 4- 
stroke Diesel engine, coupled to a 300-kW, d.c. generator.“ 


Municipal 
switchgear and 


Public Works Department. Con- 
Electrical Engineer, Public Works 


Municipal Council. Ten- 


*A copy of the plan, specifications, and conditions of tender, 
&c., can be inspected at the Department of Overseas Trade 
(Room 84), 35, Old Queen Street, S. W. I. 


CLOSED. 


Belgium.—Belgian State Railways. Electrical Depart- 
ment, Brussels. 472 kilometres of electric cables in connection 
with the electrification of the lines at present in progress. 
Several firms competed, including one Austrian and one 
Italian, but in all cases the lowest price quoted was that of 
the Société des Cableries de et à Eupen. 


Bolton. —Tramways Committee.—Accepted:— 
Electric tramcar equipment, spare parts.—English Electric Co., Ltd. 


Japan.—The Westinghouse Electric International Co. has 
received from its Japanese agent, Takata & Co., an order from 
the Daido Electric Power Co., of Japan. for electrical appara- 
tus for two large hydro-electric plants, the total value of the 
order being about $2,000,000. 'The foregoing are to form a 
part of a super-power system for the Tokio district, and 
energy 18 to be transmitted at 154,000 volts. 


London.—FurHuaw.—Electricitv and lighting Committee. 
Supply of h.p. cable. 
Enfield Ediswan Cable Works, Ltd. ... "m N £4,345 
Henley's Telegraph Works Qo., Ltd. (recommended) £4,400 
Nordiske Kabel Og Traadfabriker, Lid. 5 TE £4,500 
Hackbridge Cable Co. : ч 2 £4,569 
Siemens Bros. & Co., I. td. 44.50 
Brit. Ins. & Helsby Cables, Lid. £4,503 
Johnson & Philip? „ £4,600 
Western. Electric. Co.. Ltd. £4.620 
Nederlandsche Kabeifabrick £4,629 
Pirelli Co. не £4 65l 
Callenders, Ltd. 24.064 
Watshams x £4,740 
Union Cable Co. EM ua э. ere £4.752 
P. W. Snus . .. 4961 
R. R. Toll. 9 9 . 45.000 
Macintosh Cable (oo. To 
Electrical Engineering. & Equipment. be | 45.225 
W. T. Glover & Co., Ltd. ЕА s Ad as 3.280 
Dieny & Lucas Ж iss s ea ata n 45.500 
Mica & Micanite Rec кй шо зэ ошо OH DU 
Thompson & Co. E 885 M £6,336 
New Gutta Percha Co., Ltd. £7 451 


STEPNEY B. C.— Electricity Supply Committee. 
Steelwork for lift well at Osborn Street sub-station £89 — 
Perks & Co., Ltd. (recommended). Mae ego BERT, 
120 tons Highley Mining Co.'s d/s nuts, 33s. 
| Christopher, Ltd. (accepted). 
Well апа pipework at Limchouse generating station. 


9d. рег ton.—Harper and 


Perry & Co. (Bow), Ltd. (recommended 

j. Cochrane & Sons, Ltd. wae 955 " 9 
J. Mowlem & Co., Ltd.. .. 427. 400 
Walter Scott & Middleton, Ltd. » £28,500 
Whittaker, Ellis. Ltd. ш у о ош g £32,195 
S. Pearson & Son (Contracting Dept.), Ltd. ... £32,500 


ST. Pancras.— Electricity and Finance Committee’s building 
work in connection with the extension of the engine room 
at King’s Road Station. Somerville & Co. £31,300. Time to 


complete 6} months. Recommended, subject to the sane- 
tion of the Electricity Commissioners to the increased expen- 
diture. (Twenty-four tenders were received.) 


Coal for the electricity undertaking. Accepted: 

500 tons Bentinck Derby slack, 235. 104. ＋ 35. Gd. ton cartage.—A. Black. 
man & Co. 

1,000 tons Bentinck Derby slack, 27s. 4d. ton; 1,000 tons Pinxton Low 
main slack, 27s. 4d. ton; 200 tons Ramcroft hard steam coal, 375. Ild 
—J. H. Beattie & Co., Ltd. 

100 tons Russell Black Vein washed nuts for continuing the special trial 
on No. 1 Niclausse boiler, 41s. 8d. ton-p 3s. 64. ton cartagr. Harper 
and Christopher, Ltd. 

200 tons Shipley Through coal, 24s. 2d.4-3s. 6d. ton vartage.— Rose, Smith 
and Co. | 


Whitehaven.— Electricity Committee. 

Two boilers, super-heaters, stokers, pipework, &с.; feed pump for the 
electricity works, £7,295.—Babcock & Wilcox, Lid. 

The fotlowing also quoted :—British Niclausse Boiler Co.; Clarke, Chap- 
man & Co.; Clayton & Shuttleworth; Ransome, Sims & Jefferia: 
Richardsons, Westgarth & Co.; Spearing Boiler Co.; J. Thumpen 
Water Tube Boilers, Ltd.; Vickers, Ltd. 

Extension of the economiser, £298.—E. Green & Son, Ltd. 


FORTHCOMING EVENTS. 


Royal Institution of Great Britain.—Christmas Lectures on“ Electric Waves 
and Wireless Telephony," by Prof. J. A. Fleming, F.R.S. At Айры 
Street, Piccadilly, W.:— Е 

1. Thursday, December 
Liquids.” 
II. Saturday, December 3lst,. at 3 p.m. " Waves in Air." 

Salford Technical and Engineering Association.— Monday, December X* 
At the Royal Technical College. At 7 p.m. Annual social. 

Electrical Power Engineers’ Association (Southern Division). — Thus: 

` December 29th. At the Central Hall, Westwinster. At 7 pom. Lems 
on '' British Practice in High Tension Distribution," by Mr, F. . 
Hunter. i 

Manchester Wireless 3 Society.— Thursday, December 29th. At the Ai 
Hotel, Piccadilly, Manchester. At Корт. Paper on “ Selenium Uei 
Their Construction and Applicatian,“è by Mr. J. McKernan. 


29th, at 3 p.m. ~ Surface Waves an 


THE “ELECTRICAL REVIEW” SERVICE 
DEPARTMENT. 


AMONG the inquiries of this week we have been unable to trae 
the suppliers or manufacturers of :— 
THE PERKINS Rotaky SwitcH, with on and off indicaters. 
HALEX accumulators. ` 
WIZARD dust extractor. 
BELLA flashlight table lamp. 


“A Merry Christmas!" —We wish all our readers“ A 
Merry Chnsunas. Business has been trying to every bul) 
during the past few months—full of anxiety and uncertainty. 
and it will do us ail good to get away trom it and enter me 
the festivities of Christmas with pre-war enthusiasm. All 
work and no play makes Jack a аш boy," and we do o 
want any duli boys in the electrical worid in the year l=, 
so let us enter upon the Christinas season meaning to а 
by forgetting some of our own aftairs, by adding to ue 
general spirit of peace and goodwill, aud by lending a ти 
hand to some of those who through unemployment and e! : 
distresses ure hurd up against the conditions of the moment 


Mr. Shortt (Home Secretary) stated | 
a conferen 


French am 


Summer-Time. 
the House of Commons on December lòth that 
had recently been held. with representatives of the hat the 
Belgian Governments, and an agreement was reached ч Р 
summer-time period should commence on the night of E 
Saturday in March. or the last Saturday but one 1D - " 
when the last Saturday is the day preceding Easter Das. The 
end on the night of the first Saturday in October. ке 
Government, in view of the serious inconvenience at 2 К 
caused by the difference between the three countries 15 ы 
dates of commencing and ending summer-time, had apP m 
the proposal, which corresponded very nearly to п 
which had been fixed in this country. Daily Telegraph. 


94000 
Ediswan Factory Оссиріей. According a p 
Herald, the Edison Swan Co.'s lamp works, at on Devel 


were occupied by a body of 300 unemployed men " 
15th. The DE for the step was stated to be 1 
pany was carrying on systematic overtime, 780 e raking Ё 
employed in this way. Upon the company 8 un pm ai 
put an end to this, the men withdrew without 
damage. 


The I.M.E.A. 1922.—The 1922 I.M.E.A. Ann 
tion will take place during the third (full) 5 Т 
лы June, inclusive, in Wolverhampton an 

ood. 


ual Conve 


k in Jul“ 
ийе? 


— аљ 
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„ Beama" Scholarships.—The British Electrical and 
Allied Manufacturers' Association has, on the recommendation 
of its Education Committee, recently granted the following 
scholarships, each tenable for one year and each carrying a 
шиш allowance of £100 and the payment of college 
ees :— 

In Electrical Engineering (Steam Tuibo-generators).—L. Н. 
L. Badham (tenable at the City and Guilds [Eng.] College, 
South Kensington); J. H. Butcher (tenable at the City and 
Guilds [Eng.] College, South Kensington); J. E. Macfarlane 
(tenable at Brighton Technical College). 

In Mechanical Engineering (Steam Turbines).—W. 8. 
Bowers (tenable at Finsbury Technical College); J. A. Snape 
(tenable at Manchester College of Technology); М. L. Yates 
(tenable at Manchester College of Technology). 


Lighting Large London Stores.—That the proportions and 
architectural embellishments of buildings need not be hidden 
as soon ав evening sets in is demonstrated by the first section 
of the new Selfridge Building, where a complete system of 


EXTERIOR LIGHTING. 


“ flood-lighting " has been recently installed: We are able to 
reproduce а view of the building taken at night, and the way 
in which the details of the columns and cornices are thrown 
into relief is particularly striking. The flood-lights ”' are of 
а standard design, and consist of a solid copper body lined 
with sectional parabolic reflectors of murror glass. They are 
equipped with 400-watt Osram gusfilled projection-type lamps. 
with specially concentrated filaments. The installation was 
designed by the General Electric Co., Ltd., and is the first 
example of `* flood-lighting ” as applied to large London stores. 


Pacific Cables.—Reuter's Agency is informed (Decem- 
ber 14th, 1921) that the negotiations hetween the United States 
and Japan have led to an agreement being reached between 
them with respect to the Island of Yap and other mandated 
islands in the Pacific Ocean north of the Equator. The points 
of the agreement are as follows :— 

1. The United States shall have free access to the Island of 
Yap on a footing of entire equality with Japan, or any other 
nation, in all that relates to the landing and the operation of 
the existing Yap-Guam cable or of any cable which may һеге- 
after be laid by the United States or its nationals. 

9. The United States and ite nationals are to be accorded 
the same rights and privileges with respect to the radio- 
telegraphic service as with regard to cables. So long as the 


Japanese Government shall maintain on the Island of Yap an 


adequate radio-telegraphic station, co-operating effectively 
with cables and with other radio stations on ships and shore, 
without discriminatory exactions or preferences, the exercise 
of the right to establish radio-telegraphic stations at Yap by 
the United States or its nationals shall be suspended. 

3. The United States shall enjoy on the Island of Yap the 
following rights, privileges, and exemptions in relation to 
electrical communications: (a) Rights of residence without 
restriction and of acquisition and enjoyment and undisturbed 
possession upon a footing of entire equality with Japan or 
any other nation of all property and interests, both personal 
and real, including lands. buildings. residences, offices, works 
and appurtenances. (b) No permit or licence to be required 


for the enjoyment of any of these rights and privileges. (с) 
Each country to be free to operate both ends of its cables, 
either directly or through its nationals, including corporations 
and associations. (d) No cable censorship or supervision of 
operations or messages. (e) Free entry und exit for persons 
and property. (f) No taxes, port, harbour, or landing charges 
or exactions, either with respect to the operation of cables or 
to property, persons or vessels. (g) No discriminatory police 
regulations. 

4. Japan agrees that she will use her power of expropriation 
to secure to the United States the needed property and facili- 
ties for the purpose of electrical communication in the island, 
if such property or facilities cannot otherwise be obtained. 
American property and facilities for the purpose of electrical 
communication in the island are to be exempt from process 
of expropriation. 

А formal convention will be drawn up for signature and will 
be subject to ratification by the Senate. 

The Times says that by the agreement the U.S.A. obtains 
the right to use the Yap-Shanghai cable for messages to 
Japan and also the use of the cable to the Dutch Indies. 


An Underground  *'Speeding-up"  System.—The 
Underground railway authorities have installed a system at 
their Kilburn Park station, calculated to expedite the passage 
of travellers past the booking office. The '' passimeter sys- 
tem, as it is called, involves the use of three sepurate cyclo- 
meters, two automatic and one non-automatic. The first 
registers, dates, and cancels each ticket, and the passenger 
passes through an ordinary turnstile adapted to operate the 
second meter. A third cyclometer is used by the booking clerk 
to record the number of season-ticket hoiders passing the 
barrier. The system permits the traveller to puss straight 
through to the platform, thus saving a great deal of time dur- 
ing the rush periods. The passimeter system is used 
in conjunction with the automatic ticket-issuing device men- 
tioned in our columns a short time ago. This is operated by 
the booking clerk pressing buttons, thus releasing any num- 
ber of tickets at once, up to five. Five magazines, containing 
tickets of different prices, are provided. The pressing of a 
button starts up а small electric motor, which revolves drums 
upon which are projections that pick up the number of tickets 
required in а strip. The strip is then brought up through a 
slot near the pigeon hole and a knife attachment cuts them 
off. The number of tickets issued throvgh each slot is auto 
matically registered, and later designs of the machine will have 
а dating attachment. 

Electrically-equipped Furniture.—The November issue of 
the National Electric Light Association Bulletin contained 
a well-illustrated article on the practicability of electrically- 
equipped furniture. Mention is made of exhibits of this nature 
at the recent New York Electrical Show, and the illustrations 
show a number of examples. Amongst these 1s a table, in- 
tended for a breakfast or dining room, equipped with two 
*' outlets '" neatly fixed to the edge of the table-top, from 
which short lengths of '*flex are taken to a toaster and 
grill or other appliances. Connection to the house wiring 
is made by means of a floor outlet. The overhanging table- 
cover common in this country is of course done away with 


AN ELFCTRICALLY-EQUIPPED DRESSING TABLE. 


and a smaller one substituted. A dressing table, shown .. 
the article, and which we reproduce, is provided with wiring 
and outlets for curling tongs, hair dryer. and vibrator. The 
electrical fittings do not detract from the appearance of the 
table. A picture of & bed appears; this has a light fixed on 
either side of the head, as well as a heating-pad connection. 
There is apparently a great deal to be done m this direction. 
In this country the tendency has been to build special furni- 


ture for electrical equipment. 
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Newcastle Housing Exhibition.—The recent Housing and 
Home Life Economy Exhibition that was held at Newcastie- 
upon-Iyne from November 16th to December órd, 1921, proved 
à great success, the central 1еаїшге being the stand of the 
Newcastle-upon-Tyne Electric Supply Co., utd., and associated 
companies. | | | 

An attempt to get away from the usual type of exhibition 
stand was made vy dividing the stand into three portions, 
on the first of which was erected a half-timbered model house, 
with roof, containing a dining room and bedroom furnished 
und decorated to illustrate the artistic effect of electric light- 
ing, and containing electrical heating and lamp-holder appara- 
tus; the second portion was used for showing uttings, heaters, 
and small cooking apparatus, the third portion bemg fitted up 
as an electric kitchen. | | f 

The dining room, with latticed windows and stained oak 
beam ceiling, was furnished in Jacobean style, the fireplace 
being tiled and containing a Magicoal fire. Ihe liguting 
was by an Italian mosaic bowl fitting and а handsome ebonite 
standard lamp. On the table were shown an electric toaster, 
coflee percolater, and kettle, and on the mantelshelf was an 
oak-cased electric clock. ‘he bedroom was decorated in white 
and blue with oxy-silver electric light fittings and heater. 
Two types of bedwarmer were shown on the bed, over 
which was a pendant light with a push-button switch. 

In the central portion of the stand various two-light wall 
bracket fittings were shown on the dividing wall, and bowl 
fittings suspended from the ceiling. Here were also immer- 
sion heaters, grillers, kettles, irons, hair-driers, massage sets, 
a sewing machine with motor, and electric heaters, and 
electric clocks with electric contiol. А wireless telephone 
recelving set was installed in one corner and proved a great 
attraction, music and speech being transmitted from another 
part of the hall. | | 

The remaining portion of the stand was fitted as a kitchen 
eomplete with a sink, water supply, electric wash-boiler, and 
eleetric hot-water supply, and contained electric washers, dish 
washers, and electric cookers. Continuous demonstrations 
were given with all the apparatus. The cooking always drew 
а crowd, and on one side of the stand clothes were washed 
in an electric washer, dried and ironed, and on the other 
side electric dish washers were shown in use. The hot-water 
circulator and wash-boiler were supplied by Messrs. Watson 
Norris, Ltd., of Wallsend; the cooking was carried out on a 
Jackson No. 20 Cooker; the washing machine used was a 
„ Universal ’’; and the dish washers shown were of the 
'" Western Electric and the Whirlpool types. 

The whole of the stand was wired with Stannos wiring 
and a considerable amount of business was done at the 
exhibition. A great advantage of the stand was that the 
domestic uses of electricity were demonstrated to many who 
could not be reached by any other method of advertising. 

The Newcastle-upon-Tyne Electric Supply, Co., Ltd., also fur- 
nished the full electrical equipment for the caterers or the 
restaurant that was attached to the exhibition, which gave 
entire satisfaction. The plant consisted of one large double 
oven, two oval fish friers, two grillers and toasters, and two 
water urns, all of which were made by the Jackson Electric 
Stove Co., Ltd. 


An Electrically-driven Ship.—Considerable interest was 
taken at Liverpool recently in the new electrically-driven 
Swedish vessel Mod, which, whilst in port loading up with 
cargo, was inspected by Prof. Abell, Dr. Marchant, Prof. 
Watkinson, and the staff of fhe Faculty of Engineering, 
Liverpool University. The installation consisted of two 
boilers, ‘burning coal under a forced draught, and supplying 
steam at 200 lb. pressure to two Ljungstrom turbo-alternators, 
which occupy positions that would have been filled, in the 
case of a twin screw steamer, by the port and starboard tur- 
bine sets. А condenser is fixed under each turbine, and also 
electrically-driven wet and dry air pumps and a feed-water 
heater. Running at 4,900 r.p.m., each main generator 1s cal- 
culated to develop 600 kW at 900 volts, 70 cycles, 3-phase. 
The 3-phase shp-ring propelling motors, when running at 
750 r.p.m., give a propeller speed of 75 r.p.m., and the speed 
of the Mod is nearly 12 knots. As to the controls of 
the vessel, a hand wheel operates the main switchgear, 
whilst two field-regulating switches vary the voltage of the 
generators. A steam-driven set generates direct current at 110 
volts for lighting purposes. With tlie exception of the bilge 
pump all the engine-room auxiliaries are electrically driven 
by 3-phase power from the main generators. It was demon- 
strated that the movements and operations of the propeller, 
starting, stopping, slowing, &c.. can be controlled in less time 
than is possible with a steam engine. А hand-wheel on the 
controlling switch gear is the propeller control. 


The Stephan Burglar and Fire Alarm.—This novel pro- 
tective system, which was demonstrated recently in the pre- 
sence of representatives of Scotland Yard, the London Fire 
Brigade and Salvage Corps, insurance companies, &c., is 
"founded upon the effects of resistance and capacity which 
are unconsciously produced by a person coming within the 
blanket of static electricity ’’ that surrounds the object to be 
protected—so it is explained. During the demonstration the 
device was caused to function aa a fire alarm by an increase 
Іп the temperature of the air adjacent to the protected object 
Ав a burglar alarm it functioned on the approach of the 


cumulative preference and half in ordinary shares, 


— 


demonstrator to within а few inches of the protected abject 
and before he had time to actually touch jt. Ihe Senslibluty 
ol the system 15 apparently augmented by the use of a 
Siemens thermionic valve ашришег, and its operation is not 
interfered with in any way should the burgiar attempt to 
insulate himself; the alarm is not actuated by vibration and 
15 is hardly necessary to mention that the new system re-iets 
also on any attempt to destroy wiring, apparatus, or the cay 
containing the latier. Е 
Ihe apparatus 1s held compactly in a case approximately 
2 ft. 3 in. high, 10 in. wide, and 5 in. deep, and can be placed 
either in the room itself which is to be protected, or at am 
distance from the rooms or objects to be protected. If larger 
areas are to be protected, the contrivance can be centralisa 
and the endangered locality reported to a central station by 
acoustic and optical signals. 1t the case is placed ш the rom 
which is to be protected, an intermediate or time switch per- 
mits the person occupying the room to leave it without 
releasing tne alarm. | | 

ibe connection between the apparatus and the rooms or 
objects to be protected consists of a thin lead-covered cable 
which can еаѕцу be attached to or embedded in the wau and 
whose intentional or accidental destruction releases the alarm 
ut once. 1t 15 possible to protect easily accessible and isolated 
objects of any kind, no matter whether they are made ui 
metal, china, wood, fabric, or other material. The device і 
in the hands of Messrs. J. С. and H. B. Wainwright, Ltd., of 
London. | 

Service Note.— The introduction into the Navy of 
director firing, of which Sir Percy Scott was the inventur, 
has. given birth to a new training course. In order that 
director layers shall be conversant with the electrical 
aspects of the instruments they are required to use and to help 
maintain, and appreciate more thoroughly tbe necessity tor 
careful handling, they are to undergo a rmve-aüays' course in 
low-power electricity in the torpedo schoolship Vernon on com- 
pleting the existing qualifying course for director layers, says 
the Times. Е 

The Old Brigade.—It is proposed to hold a dinner at the 
Hotel Cecil on Jahuary 20tn ior." Municipal Electrical Uld 
Stagers,” t.e., those who served as chief engineers, or as 
assistants, subsequently becoming chiefs, of municipal 
undertakings before December 3lst, 1900. A number of disun- 
guished ” electrical " gentlemen have been invited. Tickets, 
258. each, inclusive of wine, may be obtained from the Secre- 
tary to the Committee which has been formed—Mr. C. H. 
Wordingham. C.B.E. | 


„Trade Follows the Telegraph."—The fact that news of 
the Irish settlement reached Australia within 14 minutes of its 
dispatch from London was related by Mr. John Lee, con- 
trouer of the London Central ‘Velegraph Office, in an address 
to the Birmingham Business Club recently, entitled Inter- 
national lelegraphy in its Relation to Commerce." One mil- 
lion communications a month, he stated, passed to and from 
England over Government-owned lines and cables, of which 
525,000 represented the incoming traffic. It might be taken 
that it was the purchaser or the mtending purchaser who sent 
the telegrams, and as the incoming traffic increased, sooner or 
later, it would mean trade would increase also. There 15 4 
popular superstition," said Mr. Lee, that trade follows the 
Нар. Don't you believe it! "rade follows the telegraph. — 
Birmingham Post and Telegraph. 


Engineering in France in the Vacation.—We are infor med 
that certain French engineering firms ot the Lorraine district 
(rolling stock, railway material, &c.) have kindly consente id 
accept for periods of two or three months a few British engi 
neering students during their summer holidays; apie 
in writing, stating age and qualifications, and giving pn 
ences, will be received (until further notice) by the Hon. 5. 
British Section of Société des Ingénieurs Gvils de France 
45, Great Marlborough Street, London, W. I. le 

‘The students will not receive any salary, and os A 
their own arrangements for the journey, board and lo jns 
Local members of the Société will give advice in these ша 5 
if desired. The students, in their own interest, will ouis 3 
to submit to the same discipline and working hours as | the 
French colleagues on the works’ staff. Some knowledge 0 ' 
French language is advisable. 


Electrolytic Zinc Со. of Australasia.—An ies po 
states that the first unit of the main plant at vill 
mania, of the Electrolytic Zinc Co. of Australasia, 5 X nd 
absorb 15,000 h.p., started running on Novem n ч 
"Everything is running satisfactorily and ш а few i" It is 
expected the full output of this unit will be reache 000 b. p. 
added that the complete plant, absorbing ie en 
will,. it is expected, be running well before a k 
1922 with an output of from 40,000 to 45,000 tons Jasia Was 
zinc per annum. The Electrolytic Zinc Co. of 00000 half ш 
formed in October, 1920, with a capital of £3,000, 10 acquit 
ГА 
and extend а zinc ore treatment works at Risdon, ei 2e 
Large participations were taken by the Amalgamare Cor- 
North and South Broken Hill Companies and the Australan 
poration; the shareholders in these and other AYS ies- 
mining enterprises were invited to subscribe Íor 
Financial Times. EN 
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The Electro- Harmonic Society.— The veto placed оп. {ће 
too-early booking of seats seems to have had little or.no effect 
upon inenibers' attendance; the Great Hall of the Cannon 
Street Hotel was crowded on Friday evening last. Sir James 
Devonshire, K.B.E., occupied the chair; and а very good pro- 
gramme was put on." Every item was well received, the 
programme including pianoforte soli by Mr. Bernard Flanders, 
A.R.A.M.; songs by Miss Winifred Kennard and Messrs. Bar- 
rington Hooper and Harry Dearth, and humorous and other 
items by Messrs. W. V. Robinson, Bernard Turner, Wilson 
James, and Harry Davson. | 
. It does not appear that the attendance at the concerts dur- 
ing the first half of the session has been affected by the altera- 
tion which the committee recently found it necessury to make 
in the subscription.. As. we stated а month or two ago, re- 
signations were foreseen as a result of the increase, but we 
understand that in actual fact they have been very few in 
comparison with the number expected, while the number of 
new members elected has been very gratifying. , We think 
it only right to state the real position, because those who 
are under a misapprehension themselves and are not dis- 
inclined: to circulate their wrong impressions among other 
people. may be brought to see that the change which the 
committee regarded as essential in the best interests of the 
whole society has been fully justified. That the audience on 
Friday last found. the programme prepared for them very 
much to their taste was evidenced by the fact that every item 
from beginning to end was enthusiastically encored. "ES 


The Batti-Wallahs.—The efforts made to get members of 
the Batti-Wallahs’ Society to take a greater interest in that 
body would seem to have failed, for a -circular announces 
that owing to the small attendances at recent functions the 
committee on the 2nd inst. decided to abandon all meetings 
fixed for the future, excepting the annual dinner and the 
summer meeting. Mr. F. Pooley, the hon. sec., and Mr. 
A. J. Greenly, the hon. entertainment secretary, are résigning 
at the next annual meeting. | 


. .INSTITUTION NOTES. 


Institution of Electrical Engineers.—An extraordinary 
meeting of the Institution will be held on January 12th, 1922, 
when three sets of kinetmatograpb pictures will be exhibited 
on the screen, accompanied by explanatory notes. 

LIVERPOOL SUvB-CENTRE.— Mr. J. S. Highfield, the president, 
addressed the members of the Sub-Centre on December 12th. 
He outlined the advantages gained by the, Institution for its 
members by the grant of the Roval Charter, and pointed out 
the great use that Centres and Sub-Centres could be in guiding 
the Council. Dr. S. P: Smith followed the president, and gave 
his lecture оп ' Single- and Three-phase Commutator Motors 
with Shunt and Series Characteristics." The lecture was well 
illustrated by lantern slides. Mr. Teago opened the discussion 
and dwelt on the main points brought out by the lecturer, and 
added a few remarks outlining some research work carried 
out by him under the direction of Dr. Marchant at the Labora- 
tories of Applied Electricity, The University, Liverpool, on a 
motor of similar characteristics. Messrs. Peck, Dawbarn. 
Young. Malpas, Rettie, Clothier, Abernethy, and Ashby also 
took part in the discussion. After the meeting experiments 
Were carried out in the laboratories on the motor referred to. 

ScoTtisH CENTRE.—Mr. H. Martin delivered an abstract of 
the paper on Cyc-Are.”’ automatic welding before the Scottish 
Centre at Glasgow on December 13th. The lecture was fully 
ilustrated by lantern slides. Many examples of welded speci- 
mens were exhibited, and a demonstration of welding was 
given which showed the various operations, but the results 
obtained were not satisfactory because the supply voltage was 
rather low. It is interesting to note that the supply was taken 
from the battery of an electric vehicle. О 


Physical Society of London.—The twelfth annual exhibi- 
tion of electrical, optical, and other physical apparatus will be 
held as usual on January 5th and 6th, 1922, at the Imperial 
College of Science, South Kensington. Tickets of admission 
are obtainable from the secretaries of the Physical and Optical 
Societies and the Institution of Electrical Engineers. 


Institution of Production Engineers. A general meeting 
of the Institution will be held on December 30th at the 
Institution of Mechanical Engineers. Mr. С. Н. Hales (mem- 
ber of Council), works manager of Messrs.. Drummond Bros., 
Ltd.. Guildford. will deliver a paper. to be illustrated by 
lantern slides, dealing with ‘‘ The Costing Svstem and its Re- 
lation to Production." Advance copies of the papér will be 
available а few davs before the meeting, and may be obtained 
on application to the hon. secretary. | j | 

Chelmsford Engineering Soclety.—On December 8th Mr. 
D. Spencer, of Messrs. Armstrong. Whitworth & Co., Ltd., 
read a paper on '' Hydro-electric Opportunities," Mr. G. F. 
Barrett. O.B.E., the president, being in the chair. The lec- 
turer explained that although only a small amount of water 
power had been developed in the British Isles, there was a 
large quantity, estimated at 900.000 b. p., available. Ап 
abundant and cheap eupply of electric power might easily 


be provided in countries such as India and Australia with 
hydro-electric equipment. The lecturer held the view that 
in а few years’ time India and Australia would become great 
manufacturing countries, and that the latter would manu- 
facture woollen goods instead of sending the raw wool to 
this country. Invariably hydro-electric schemes necessitated 
& long transmission line, but the present tendency was to use 
much higher pressures than hitherto. Mr:  Batalliard 
described the Francis turbine and the Pelton wheel. He dealt 
with various points in the design and construction of tur- 
bines and their application. | 

Faraday Society.—At the annual general meeting of the 
society held. on December 13th the following officers were 
elected: — President, Professor Alfred W. Porter, F. R. S.; Vice- 
presidents, Mr. W. R. Cooper, Dr. J. A. Harker, F. R. S., Prof. 
C. Н. Desch, Mr. E. Hatschek, Prof. F. G. Donnan, C. B. E., 
F. R. S., Prof. T. M. Lowry, C. B. E., F. R. S., and Dr. G. 
Senter; Treasurer, Mr. Robert L. Mond. The annual report 
stated that the work of the society had greatly expanded, and 
an appeal was made for an increased membership without 
which it would be difticult for the society to keep pace with 
its increasing activities without a higher subscription. 


Glasgow and District Radio Club.—At a meeting of the 
club that was held on October 12th the president gave Part 1 
of his lecture on The Theory of the Thermionic Valve.” 
Mr. Snodgrass dealt with the emission of electrons from 
heated bodies and, with the aid of diagrams on the blackboard, 
explained the working of a valve up to the point where it 
begins to oscillate. А& the meeting on October 25th Mr. Snod- 
grass favoured the members with Part 2 of his lecture. 
November 9th was an open night, and after the conclusion 
of routine business the secretary read a letter from the Wireless 
Society of London with reference to arrangements which are 
being made between the Marconi Co. and the G.P.O. authori- 
ties regarding proposed special weekly transmissions for the 
benefit of amateurs. Mr. Wm. К. Clark discoursed on the 
Electronic Theory of Electricity " on November 23rd. Some 
receiving apparatus is being rejuvenated by a sub-committee, 
and will be in use shortly. In this connection the club is 
highly indebted to the following members for gifts of acces- 
sories :—Messrs. W. Yuill, W. К. Dewar, D. C. Wright, D. B. 
MeQuistan, А. Pick, J. T. McDade, and Е. Snodgrass. 
Buzzer practice is now available each meeting night be- 
tween 7.30 and 8 p.m. for members. | 

Institute of Transport.—Mr. James Paterson, a director of 
Messrs. Carter, Paterson & Co., Ltd., lectured, under tha 
auspices of the above-named Institute, at the Royal Society of 
Arts, on December 16th, on The Operation of a Road Dis- 
tributing Agency," remarking that the field for the electric 
vehicle was widening rapidly both at the expense of horse- 
drawn and the petrol-driven vehicle. In his opinion, the field 
of usefulness of that tyne of car would eventually be very 
much greater, especially for door-to-door delivery purposes.— 
Financial Newa. 
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OUR PERSONAL COLUMN. 

The Editors invite electrical engineers, whether connected 
with the technical or the commercial side of the profession 
and industry, also electric tramway and railway officials, to 
keep readers of the ELECTRICAL REVIEW posted as to their 

movements. - г; "^ 

The Times reports that Sir JAMES KEMNAL was received on 
Tuesday last week by the King of Spain, who complimented 
him on the rapid completion of the Spanish Babcock & Wilcox 
works at Bilbao. 

Councillor W. CHILTON has been appointed chairman of the 
St. Pancras Borough Council Electricity and Public Lighting 
Committee for the ensuing year. 

Mr. GEORGE STEPHEN HERSCHELL, senior superintendent of 
the Edinburgh Telegraph Department, has retired after 
serving in the Post Office for 47 years. At a meeting presided 
over by Major Jayne, Controller of Telegraphs, Mr. and Mrs. 
Herschell were presented with gifts from the staff. 

Mr. Alderman ATTLEF has been appointed chairman and Mr. 
Councillor Lazarus vice-chairman of the Stepney Borough 
Council Electricity Committee. 


T 


NEW COMPANIES REGISTERED. 


Blockley Electrical Engineering Co., Ltd. (178,315).— 
Private company. Registered December 10th. Capital, £1.000 in £1 shares. 
To carrv on the business indicated by the title. The first directors are: 
A. E. Beck, Dovedale, Blockley, Worcs.; L. A. Beck. Dovedale, Blockley, 
Worcs. Qualification: Ten shares. Registered office: The Electriclty Works, 
Blockley, Worcs. í 

Lawford Ross, Ltd. (11.968).—Private company. Regis- 
tered іп Edinburgh December 10th. Capital. 42.000 in £1 shares. To 
carry on the business of electrical and mechanical engineers, &c. The first 
directora are: А. D. O'Hara, 45. Woodlands Road, Glasgow. produce mer. 
chant; W. G. Williams, 3, India Street, Charing Cross, Glasgow, manu- 
facturer: W. Kerr, Grand Hotel, Charing Cross. Glasgow. restaurateur: 

. J. Neeson, 39, Camphill Avenue, Langside, Glasgow, wine and spirit 
merchant; R. I.. Ross, 35, Lawrence Street, Dowanhill. Glasgow. electrical 
engineer. Qualification: £50. Secretary: R. M. Broadíoot. Registered office: 


170, Hope Street, Glasgow. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Oriental Telephone & Electric Co., Ltd.—Satisfaction 
to the extent of £1,100 on December 6th, 1921, of trust deed dated June 
98th, 1995, and deed of acknowledgment dated June 12th, 1907, securing 
£200,000. 


Isle of Thanet Electric Tramways & Lighting Co., Ltd.— 
Particulars of £17,500 prior lien debentures authorised December 6th, 1921. 
Whole amount issued. Charged on company’s undertaking and property, pre- 
sent and future. 


Chipperfield, Ltd.—Second mortgage debenture, dated 
December lst, 1921, to secure £50. Charged on certain premises in Bridge 
Road, Oulton Broad, Suffolk. Holder: S. Bailey, 150, London Road North, 
Lowestoft. 


Saitax Manufacturing Co., Ltd.—Debenture, dated 
November 30th, 1921, to secure £2.525. Charged on the company's under- 
taking and property, present апа (ипие, including uncalled capital. 
Holders: J. H. Palmer, Wilton Arms," High Street, I hornton Heath. 


City of Oxford Motor Services, Ltd. (formerly City of 
Oxford Electric Tramways, Ltd.).—Satisfaction to the extent of £1,500 on 
November 24th, 1921, of charge dated February 20th, 1914, securing £46,000. 


Electric Welding Co., Ltd. (31,364).—Return dated 
November 8th, 1921. Capital, £460,000 in £10 shares 45,000 ordinary and 
1,000 founders') 22,417 ordinary and 917 founders’ shares taken up. £10 
per share called ир оп 14,084 ordinary snd 917 founders. — £143,665 7s. 6d. 
paid. including £6,835 4s. lld. paid on 2,583 ordinary and 36 founders’ shares 
forfeited. Calls in arrears amount to £13,179 17s. 5d. 483,390 is considered 
as paid on 8,333 ordinary shares. Mortgages and charges, £22,400. 


Pacific & European Telegraph Co., Ltd. (36,683).—Re- 
turn dated November loth, 19%. Capital, £100,000 in £10 shares. All shares 
taken up. £40,000 paid, being £4 per share. Mortgages and charges, £66,800. 


United Electric Tramways Co. of Caracas, Ltd. (89,642). 
—Return dated November 29th, 1921. Capital, £200,000 in I shares. 170,000 
shares taken up. £7 paid. £169,993 considered as paid. Mortgages and 
charges, £145,800. 


Thos. W. Ward, Ltd. (81,020).—Return dated October 
13th, 1921. Capital, £1,100,000 in £1 shares (150,000 first preference, 250,000 
second preference, 600,000 ordimury, and 100,000 employés). All the first and 
second preference and ordinary and 25,491 employés’ shares taken up. 
£621,528 paid. £403,963 considered as paid. Mortgages and charges, nil. 


Electric Supply Corporation, Ltd. (52,036).— Capital, 
£250,000 in £5 shares. Return dated July 28th, 1921. 42,000 shares taken up. 
£175,000 paid on 35,000. £35,000 considered as paid on 7,000. Mortgages and 
charges, £154,914. 


Fors Accumulator Foreign Patents, Ltd. (103,151).— 
Capital, £3,000 in 952 preference and 2,048 ordinary shares of £1 each. 
Return dated January llth, 1921 (теа July 22nd). 584 preference and 2,048 
ordinary shares taken up. £132 paid on 132 preference. £2,500 considered 
as paid on 452 preference and 3,048 ordinary. Mortgage and charges, £125. 


CITY NOTES. 


ThE Times of India reports that the 
annual meetings of the shareholders of the 
Tata Power Co., Ltd., the Tata Hydro- 
Electric Power Supply Co., Ltd., and the 
Andhra Valley Power Supply Co., Ltd., were held in Bombay 
on November 25th. 

The report of the first-named company for the year ended 
June 30th last etated that the Government's consent had been 
obtained to the acquisition of lands and to the supply of 
electricity. Demands for power aggreguting 60,000 h.p. had 
been received from factories, mills, &c., and Mr. F. W. Willis, 
the general manager of the other two companies, had been 
appointed to a similar position in the Tata Power Co. The 
route of the Roha-Bhira Railway has been constructed, and 
it was expected to have the 23 miles of track laid by the end 
of the present year. The laying of the lines between 
Chinehwad and Mulshi was practically completed before the 
monsoon; the heavy rains had necessitated a great deal of 
repair work on both railways. Аз a result of native agitation 
against the flooding of the site of the dam, the company 
agreed not to commence this before November, but the 
erection of staff quarters had been proceeded with in the mean- 
time. A great deal of survey work had been carried out, and 
the site for the power house had been selected. During the 
vear all the transmission line towers between Panvel and 
Bhira were erected. with a few exceptions, and the telephone 
line connecting Roha with Kolad was completed. А sub-sta- 
tion was erected at Panvel to tap the Hydro-Electric Co.'s 
main, from which power would be taken to the sites of the 
tunnel and dam. Copper cable and insulators had been re- 
' ceived for the single circuit between Panvel and Bhira, and 
orders for the second circuit had also been placed on favour- 
able terms. The chairman, in moving the adoption of the 
report, said that the taking of power from the Hydro-Electric 
Co. for the constructional work at the dam, tunnel, and power 
house sites would obviate the costly transport of fuel, and the 
line being used for the purpose would form part of the main 
transmission line to Bombay. Upon the whole the year's 
progress had been satisfactory, with the exception of work 
on the Mulshi hydraulic division, which had been retarded 
by the action of native agitators, who had circulated false 
Slatemente regarding the eviction of landowners from the 
area which was to form the dam. The company had decided 
to stop work on the hydraulic part of the scheme in the hope 
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that the owners would realise what was in thei 

‘hey had, however, successfully excavated the и 
foundations of the dam and had found rock of good iin 
upon which the dam could safely be raised. A кош " 
passed sanctioning the payment of interest out ot capita: © 
ordinary and preterence shares for the year ended June m 
at the rate ot 4 per cent. The retiring directors Were re- 
elected. During the meeting a statement was distributed by 
the organisers of the agitation against eviction, announcin: 
their intention of continuing their satyagraha or саш. 
paign, from the terms of which it appeared that the principal 
objection was to the influx of foreign, i.e., British, capial 
and Western industrialism.” i 

The report of the directors of the Tata Hydro-Electric 
Supply Co., Ltd., recorded а total income of Rs. 9615.10 
Deducting working expenses, Ks. 16.90, 131, and deprecia: 
tion, Rs. 3.00,000, the gross balance was Hs. 16,18,979. Ide 
addition of Ks. 87,956 brought forward brought the total 
disposable profits to Rs. 17.06, 935. An interim dividend at 
the rate of 7 per cent. per annum for the half-year ended 
December lst, 1920, absorbed Rs. 8.33, 960. The directors 
recommended the payment of a final dividend at the rate 
of 7 per cent. per annum, less income tax, on preference 
shates and 7 per cent. en ordinary shares. ‘This would absorb 
Кз. 8,57,570, leaving a balance of Rs. 15,405 to carry for. 
ward to the next account. Although working hours had been 
reduced from 12 to 10 per day, revenue had increased owing 
to some mills working extra hours and aiso to the completion 
of the second installation. Forty-six consumers were now 
taking power aggregating 45,000 b.p. Owing to the joint 
agency and management of the Hydro-Electric Co. and the 
Andhra Valley Co., arrangements had been made to inter- 
connect the systems to ensure a more certain continuty of 
supply. This linking-up had been achieved by aerial tie lines 
between the respective generating stations at Khapoli and 
Bhivpuri and the receiving stations at Parel and Dharam. 
The extensions necessitated by the inter-connection wer 
practically completed by the end of the year. The working of 
the power station and cables had been satisfactory. ‘the 
total rainfall during the season amounted to 139 in., and the 
amount of water stored in the lakes was suficient to meet 
the company's requirements up ќо the end of the next mon- 
soon. In presenting the report, the Chairman (Mr. К. D. 
Tata) said that the company had hopes of an increased load 
in the near future; the local Tramways Company had been 
negotiating to take the whole of its power requirements from 
the Hydro-Electric Co. and its sister companies as early as 
possible. The dividend of 7 per cent. was approved and tbe 
report and accounts adopted. 

The directors of the Andhra Valley Power Supply Co. ге 
ported that landowners whose land had been acquired up to 
date had been satisfied with the compensation paid them. The 
whole of the company's available power had been disposed 
of. About 30 consumers, chiefly textile mill owners, bad con- 
tracted to take power from the company for a period of ten 
years at the rate of .725 anna per kWh, the consumers 
installing their own electrical equipment. Тһе genera 
manager reported that progress in the construction works bad 
been good. Out of a total of seven million cu. ft. of masonry. 
5.7 million cu. ft. had now been laid. The dam was me 
138 ft. high; its finished height would be IW ft. The 
masonry work on the auxiliary dam and the excavation 0 
the tunnel had been completed, as nad also practically ue 
important building work. All the generators had gi 
erected, and two of these would be ready for service ear? n 
the New Year. Nearly all the transmission-line tones a 
in position, and the erection of one line was nut 
finished. Other plant installed included three banks 0 p $ 
formers and two 12,000-kW synchronous condenses. 10 
progress had been made in the installation of switcl 3 5 
mills and distributors had been laid to the supply 1 0 "dom 
his speech the Chairman said that the first part ne e im 
was complete and two pipe lines had been Y Eun 
expected that in 1923 all six pipe lines would M wa 
installed and the whole of the Andhra system Wout oy 
commission. The connecting-up of all their сш n 
occupy about two years, nt the end of which p divi dend, 
would be in a position to commence the payment 0 ш 
The payment of interest out of capital during Me 9 
at the rate of 4 per cent. per annum on Pre ere 
ordinary shares, was sanctioned. | sud 

The directors, in reporting 15 de 

Vickers, Limited, ending December 31st, 1920, m artmentt 
Sheffield. discussions with Government, гер 

concerning the prices of 61 have саш 

executed during the war, and concerning taxa d are still cob. 

delay in the presentation of the accounts, a p annual 

tinuing. In order to present or 


| f tima 
meeting, it has been necessary to make es ung tes bare 
definite results have been achieved. and these estima’ works 


been formed on conservative lines. All the ОША 


г die 
in the year 1990 were very seriously affected n prolonged 
turbances inside and outside, and particularly by d chipbuildine 
moulders' strike, which threw all engineering ки interests 
production out of balance. The company в o nches. it 
were fortunately less affected than the other feci : 
prices of coal and of raw material. heavy че ated the Ш 
disordered condition of foreign exchanges ассеп 


— = 
——— —— —— — UE 
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favourable circumstances, and the company, in common with 
others, suffered much from these adverse influences. Custo- 
mers, under such conditions and in the hope of a future fall 
1D prices, would naturally only etfect purchases when forced by 
the necessity of their own requirements to do so, and trade 
was thus reduced to very narrow limits. Moreover, the large 
proportion of the company's works, kept at the disposal ot tne 
Governinent for the production of armaments, was practically 
empty of work, a fact which necessarily added to the dith- 
culties which the company has had to face. The fall in 
value of all stocks and materials towards the end of the 
year caused losses which have been provided for in the 
accounts. In order to provide, without encroaching too much 
upon the company's cash resources, the requisite means for 
the change over from war to peace work, and for the extension 
of the company's electrical interests, the board authorised the 
creation of £4,000,000 7 per cent. seven-year notes. Of these 
41.500, 000 were issued in July, 1920. ‘The issue expenses have 
been written off from the " premiums on shares reserve 
account." The profit as shown by the accounts is £541,261, 
out of which preference dividends have been paid for 1920 
amounting to £395,985, leaving a balance of £145,275, which 
has been added to the carry forward "' from December 3lst, 
1919, of £540,304, leaving at credit of “profit and loss account” 
£991,639. In view of the necessity of conserving the сош- 
 pany's resources in the present state of trade, the directors 
do not recommend the declaration of any dividend for the 
: year 1920 on the ordinary shares. 


In their report for the year ending March 
C. A. Vandervell 3lst, 1921, to which we made brief refer- 
and Co., Ltd. ence last week, the directors express their 
regret that the result of tbe year's trading 
has shown a very considerable loss. Ihis was caused by the 
sudden national trade depression which affected every industry 
in the country during the latter part of 1920 and at a time 
when the company had large contracts on hand for electrical 
equipment (the majority of which had to be cancelled), and 
had correspondingly placed large orders for material to 
meet customers’ requirements. Thus heavy stocks were 
acquired at prices which had depreciated enormously by 
March, 1921, and which have been valued in the balance sheet 
now presented at the prices prevailing on March dist, 1921. 
The programme of the company's works’ production being 
at this period organised for an exceedingly large output, it 
was impossible inmediately the cessation of orders occurred 
to retrench sufficiently at once to save the inevitable dispro- 
portion between establishment charges and productive labour, 
which has so militated against the company's trading during 
the year under review. Steps, however, were taken as soon 
as possible which have rectitied this situation. The questions 
of the Excess Profits Tax, and allowances by the Govern- 
ment on the war plant and buildings, are not yet settled, but 
it 15 anticipated they will be cleared up satisfactorily to the 
эшрапу at an early date. In dealing with the accounts, the 
© rectors have withdrawn the £715,000 which was placed to 
Г serve last year, and have also absorbed the £140,499 brought 
‘orward from the previous year, to meet the deficiency in this 
year's accounts. 

The loss as per balance sheet is £251,472. The amount 
brought forward was £140,499, less dividends paid, £22,500, 
making £117,999, so that the balance of loss is £133,282, 
which will be reduced by £75,000 transferred from reserve 
account, after confirmation by the shareholders, leaving 
£55,282 to be carried forward. 

. The annual meeting of sharebolders was 
heid in London on December 14th. Mr. 
Ludwig Breitmeyer (chairman), presiding, 
said the introduction of new rolling stock 
during the year had resulted in the more advantageous dealing 
with the heavy trattic in Cape Town, while ensuring more com- 
fort for the passengers. On both the Cape Town and Port 
Elizabeth systems there had been an increase in the number 
of passengers curried, the total increase being 3,551,058. The 
previous year’s figures were, however, low on account of the 
strike, and the true increase was about 1,500,000. The ratio 


Cape Electric 
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of working expenses to income was only about 1} per cent. 


higher than in the preceding year and, having regard to the 
downward trend of material and labour costs, the position was 
bound to improve as time went on. Both systems had been 
carried on without interruption during the year under review. 
The Cape Town municipality had decided not to exercise its 
option of purchase, but although the company was now secure 
until 1925, it could not undertake any extensive additions to 
the system owing to the feeling of uncertainty as to the 
municipality's decision when the question of acquisition again 
arose, unless an adequate return was aesured and the recoup- 
ment of the expenditure was guaranteed. 


The Compagnie Industrielle des Télé- 
Phones has declared a dividend at the rate 
of 40 francs per share for 1920-2], or 
5 francs more than in the preceding vear. 

The Société d'Electro-Metallurgie de Dives reports net 
profits and balance forward amounting to 6.676,090 franes for 
1920-21, permitting of the payment of a dividend at the gross 
rate of 60 francs per share. 

The Société des Porcelaines et Appareillages Electriques 
Grammont, owing to the growth in general expenses and the 


French 
Companies. 


depreciation of stocks, reports a loss of 765.000 francs for 
1920-21, which has been carried forward. 

The gross profits of the Compagnie Générale d'Electricité, 
of Paris, in 1920-21, are reported at 12,021,000 francs, as com- 
pared with 11,263,000 francs in the previous year, the net 
profits being 7,222,000 francs and 7,370,000 francs in the two 
years respectively. ‘lhe dividend is at the rate of 6U francs 
per share as in 1919-20. 

Société Paris-Rhone.—The meeting of this company on 
November th passed the accounts of the preceding 
year. The profits amounted to 876,079 francs after payment 
of the statutory dividend of 6 per cent. on the capital, which 
absorbed 360,000 francs. The balance was allotted to the sink- 
ing funds of works under way and stocks jn store, the 
Council having been led to take this etep by the reductions 
which had occurred in the cost of prime materials during the 
financial year. Issue had been made during the course of 
this year of the 1,200 500-franc bonds authorised by the last 
meeting. 

The following French electrical companies have increased 
or propose to increase their capital:—The Compagnie Elec- 
trique de la Grosne (Chahns-sur-Saóne) up to 1,500,000 fr.; 
Tramways Electrique de Belfort, issue of 9,030,000 fr.; 
Société Electrique de Samois-sur-Seine, issue of 200,000 
100-fr. 6 per cent. shares; and Société de Purification Indus- 
trielle des Gaz (electric precipitation), from 220,000 to 
440,000 fr. 


+ 


Claud Hamilton, Ltd.—At the annual meeting on Decem- 
ber 12th Mr. A. J. Fergusson, who presided, said that the 
directors did not recommend the payment of а dividend this 
усаг, although the result of the trading for the year was one 
of the best in the history of the undertaking. They did this 
in order to consolidate the financial position, as there was a 
considerable bank overdraft to reduce. They were capitalising 
a portion of the general reserve fund and distributing an 
amount among the ordinary shareholders as fully-paid bonus 
shares in the proportion of one for every ten shares held. At 
an extraordinary general meeting which followed, the increase 
of capital by 10,000 ordinary shares of £1 each was agreed 
to, and the Articles were altered to permit of the payment 
of bonus shares. 

Power:Gas Corporation, Ltd.—.\t the annual meeting, 
held on December 13th, the chairman (Mr. E. Lloyd Pease) 
said that the dearth of capital, high costs, and uncertainty as 
to the future were detrimental to the investment of money in 
industrial plant and machinery, but nevertheless the year's 
result was comparatively favourable. He protested against 
the excessive cost of the carriage of goods and the burden 
of municipal rates. During the year the company had pur- 
chased the patent rights of Continental water-gas plant and 
Was now ready to commence manufacture. 


Stock Exchange Notices.—Dealings in the following Se- 
cürities have been specially allowed by the Stock Exchange 
Committee under Rule 145a :— 

Llanelly and District Electric Lighting and Traction.— 
£125,000 seven-and-a-half per cent. debenture stock, issued 
at 94 per cent., partly and fully paid. 

Reading Electric Supply. £100,000 seven-and-a-half рег 
cent. first mortgage debenture stock, issued at 95 per cent., 
partly and fully paid. 

Newcastle-upon-Tyne Electric Supply, Ltd.—£750,000 6 per 
cent. second mortgage debenture stock, issued at 854 per cent., 
partly and fully paid. 

German Companies.—The Brown, Boveri Co., of Mann- 
heim, is increasing its capital to 175.000.000 marks by the 
issue of 00,000,000 marks in new ordinary shares. 

The Berliner Telephonfabrik Gesellschaft. of Hanover. 
is declaring a dividend of 20 per cent. for the last financial 
year, ав compared with only 15 per cent. in the preceding 
twelve months. 


Eastern Telegraph Co., Ltd.—Dividend at the rate of 3} 
per cent, per annum, les3 income tax on the preference stock, 
for the quarter ending December 3lst, 1921, and the third 
quarterly interim dividend of 24 per cent. on the ordinary 
stock free of income tax in respect of profits for the year 
ending December 31st, 1921, are announced. 


Marconi's Wireless Telegraph Co., Ltd.—-Dividend of 7 
per cent., less income tax, upon the 250,000 7 per cent. cumula- 
tive participating preference shares; interim dividend of д per 
cent., less income tax, upon the 9,636,906 ordinary shares. 


Victoria Falls & Transvaal Power Co., Ltd.—Dividend at 
the rate of 6 per cent. per annum less tax on the preference 


shares for the past half-year. 


Manila Electric Corporation.—4 dividend of 1} per cent. 
for the past quarter on the common stock 1з to be paid. The 
company has changed its name from the Manila Electric Rail- 
road and Lighting Corporation to the above. 


Automatic Telephone Manufacturing Co., Ltd.—Dividend 
on the 6 per cent. preference shares for the half-year ending 
December. 


Chile Telephone Co., Ltd.—Interim dividend of 3s. per 
share, free of tax, for the half year ended September. 
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Burmah Electric Tramways & Lighting Co.—There is put 
to general reserve and depreciation £5,000; £1,909 is required 
for Corporation tax, and a dividend of 8 per cent. 1s paid on 
the preference shares for the period ended September, 1915, 
leaving, says the Financial Times, £545 to carry forward. 


STOCKS AND. SHARES. 


Monpay EVENING. 


THE imminence of the Christmas holiday season has made 
no difference to the strength shown by the investment markets 
of the Stock Exchange. Nor has the great shopping carnival 
put any noticeable check upon the spending power of the 
investor, so far as Stock Exchange securities are concerned. 
One after another, new issues are snapped up avidly. The 
Llanelly & District 74 per cent. debenture stock, offered at 94, is 
about 1 discount; the Reading 7} per cent. debenture stock 
which came out at 95, commands a small premium. The New- 
castle Electric 6 per cent. second debenture stock offered at 
854 stands at 14 premium above the issue price. British 
Thomson-Houston debenture has come up from 924 to nearly 
а couple. of. points higher. The same tendency is making 
itself felt in practically every sound security, and, by way of 
illustration, it may be mentioned that dealers in the market 
for Home Railway prior-charge stocks complain that they 
have no longer any decent-sized lines to offer, whereas a 
month ago their books were heavy with stock. 

District 44 per cent. first preference has risen to 60, and thd 
Assented first preference (interest 34 per cent.) guaranteed 
by the Underground Electric Railways Co., of London, ad- 
vanced to 474. Even East London debentures are moving, 
the second-charge * А stock rising to 59, the “В” to 364, 
and the third debenture to 153. Business has also been, 
marked in the company’s fourth debenture at 9. Central 
London Assented stocks, of alll three classes, have risen to the 
common level of 514, while the non-assented stand at 351, 
403, and 323 for ordinary, preferred, and deferred stocks re- 
spectively. Districts have lost a point of their previous, and 
rapid, rise. 

The feature of the week, however, amongst Undergrounds, 
is the way in which the Income Bonds of the holding com- 
pany have been run up, the price mounting to 774, showing 
a gain of 4 following a rise of 6 which took place last week. 
The company's £10 shares, however, have lost an eighth. It 
18 interesting to set out the companies controlled and operated 
by the combine, and we take the following figures from a pri- 
vate brochure issued by a firm of Stock Exchange brokers to 
their clients. This gives, in short compass, an excellent idea of 
the way in which the interests are held and spread: 


Underground Revenue 


Electric for vear 
Co.'s ending 
Company. Total capital. holding. Dec. 81,20. 


Metropolitan District . 413.687.824 £3,341,500 £47,250 


London Electric E . . 17,597,610 10,294,990 154,118 
City and South Londou . 3,423,829 1,872,860 88,385 
Central London PR! а: 4,556,000 Nil Nil 
London General Omnibus 3.487.357 1,600,480 114,320 
London and Suburban Traction 3,903,374 896,310 Nil 
Associated. Equipment 1.000.000 — 1,100,000 908,571 


Miscellaneous holdings 6,708,395 287,707 


455.054.389 419,393,347 £566,644 


. The Buenos Ayres Western Co., of the Argentine Republic, 
is raising fresh capital in the shape of 4 per cent. debenture 
stock in order to complete electrification work on the line 
at Puenos Ayres commenced some years ago. It was thought 
that this offer might prove the prelude of similar issues from 
the other Argentine Ruilway companies, but nothing further 
has been heard on this point. Meanwhile, the case for further 
extension of electrification bv the steam companies is being 
strongly urged by those who look to a great revival of railwav 
enterprise now that the companies have got back to some- 
thing like their own footing of control, though it has to be 
remembered that. in certain resnects, the Government retains 
а grip upon the railways. 

The market for home electricity shares ic very steadv, show- 
ing, however. no particular feature on the week. It is bv 
no means easy to buy shares in this department. and those 
which come in are rapidilv absorbed by the regular investor. 
Bromptons are } higher. The new issues are decidedlv firm. 
Lancashire Electric Light & Power 7} ner cent. debentures 
which came out at 95, have gone up to 102. County of London 
Flectric 7 per cent. debenture is 103 premium. In some of 
the stocks the dealers will quote mly prices at which thev 
are prepared to buy. Electric manufacturing shares are qniet. 


Siemens have heen a good market at 218. 6d. : 
trics hardened to 18s. 3d. 8 General Elec 


— 


The interim dividend on Marconis has just been declared and 
is б per cent., the same as that of а year ago. In consequence 
the price hardened a little to 13, while Marines remain tim at 
a guinea. Anglo-American Telegraph deferred hag risen to 
184, owing to the fact of the dividend impending. In the 
Eastern group, nothing of fresh consequence has developed 
Prices maintain the slightly better tendency discernible lagt 
week. Westerns and both kinds of Globe shares are ex diri. 
dend, recording most of the deduction in each case. Great 
Northerns at 953 are the fraction higher. | | 

Conditions in Brazil are declared to be getting into a more 
cheerful state, and many of the railway and traction stocks 
have advanced during the past few days. Brazilian Traction 
common gained a couple of dollars. On the other hand, Bio 
Tramways and other bonds, which are affected by the rise 
or fall in the dollar, have come down substantially as the re. 
sult, of course, of the manner in which the £ sterling has 
gone up in relation to the dollar. This does not touch Мех. 
cans in any way, but the market in these is quiet again, ш. 
terest having dwindled to a minimum. 

Rubber shares remain out of the picture as regards public 
interest. ‘The price of the produce scarcely moves from day 
to day. By the time these notes are published, it may be 
that further testimony will have been provided of the diff. 
culties that beset the rubber-producing industry in any at- 
tempt to get varying interests to work co-operatively. Vickers 
went up on the issue of what can only be described as a poor 
report to the end of 1920, although the company, like all 
others of its kind, has naturally been faced with peculiar ob- 
stacles in changing-over from war to peace work. Never- 
theless, the general markets of the Stock Exchange show suf- 
cient strength to warrant the assumption, as well as the wish. 
that the recent recovery will help not a little in assisting 
the pleasures of a Merry Christmas. 


SHARE LIST OF ELECTRICAL COMPANIES, 


Home ELECTRICITY COMPANIES. 


Dividend. Price 
| Dec. 19, га Yield 


— — 
1919. 1920. 1921. p 
Brompton Ordinary 5 12 11 +4 M42 
Chariog Cross Ordinary vs d» 7 8 — 8111 
do. do. до. 43 Pref. .. 44 4 — 944 
Chelsea TO Уш © кёз 4 6 — 948 
City of London ч x .. 18 14 l4 — 911 
o. do. 6 per cent. Pref... 6 6 18/- — 6 4 
County of London Je is 8 8 4 — 9 21 
do. do. 6 per cent. Pref... 6 6 7 — 710 0 
Kensington Ordinary .. .. .. 7 9 5 — 9 0 6 
London Electric.. .. .  .. 23 1 1 — 1100 
до. do. ö per oent. Pref... 6 6 85 11 9n 
Metropolitan 25 95 is 6 7 57 = 9 6 ] 
do. 1 per cent. Pref... 44 44 i — 118 i 
St. James' and Pall Mall ..  .. 19 12 — 811 А 
South London .. н ae vx 6 17 == 10 я 0 
South Metropolitan Pref. .. oe 1 1 11 = 11 
Westminster Ordinary.. - .. 10 10 5i = 8 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pref... .. .. ( 6 84 +1 : | 
do. Den. 1 13 18 +3 ir 
Chile Telephone ee eo oe 6 6 b) == 10 0 0 
Cuba Sub. Ord. .. ЕК S $2 7 1 1 — 031 
Eastern Extension $3 .. 1.0 10 1 = 624 
Eastern Tel. Ord. ze es .. 10 10 1 эк 611 
Globe Tel. and T. Ord. S .. .10 10 1х4 + i $3) 
do. do. Pref. ro et 6 6 xd + 9 81 
Great Northern Tel. 92 M +} 790 
Indo-European oe ee ee oe 10 10 97 LT 81 { 
Marconi .. 1 „ 25 16 1 t “400 
Oriental Telephone Ord. ee 2 - 10 12 2 = «0 $ 
United R. Plate Teil. 8 8 ЧА > xi 
Western Telegraph .. oe  .. 10 10 161d +b 
Home RAILS. TP 
Central London Ord. Assented .. 4 4 Б +4 11 8 
s el 5 
Metropolitan ..  .. .. '.. 1 1 | Nil 
do. District гә .. Nil N 21 - i Nil 
Underground Electrie Ordinary .. Nil Nil 2 em Nil 
do, do. "A"... -æ Nil Nil 6J- 44 23 0 
do. do. Income. 4 2 T t 
FOREIGN TRAMS, &c. "IL 
Anglo-Arg. Trams, First Pref.  .. БА 159 2 = 800 
do. do. 2nd Pref. ec Ni M = 21 6 
do. do. öper cent. Deb. 5 б 1 Ni 
Brazil Tractions e. .. Ni M 8 T TT 
British Columbia Elec. Rly. Pfce... 5 58 — 9 50 
do. do. Preferred. 65 98/ 51 — ire 
do. do. Deferred. . 8 194. 51% Е 618 5 
do. do. Deb. e 4 4 64 — 8 
Mexico Trams. 5 per cent. Bonds .. Nil Ni 7 = Ni 
do. do. 6 per cent. Bonds. Nil Nil 2 = Nil 
Mexican Light Common. . Nil Ni 1 — Nil 
do. Pref. .. e oe NONO 2 — 943 
do. Ist Bonds .. .. Ni 65 614 
MANUFACTURING COMPANIES. 6и? 
Babcock & Wilcox .... . 16 16 n, = й 
British Aluminium Ord. „ „ 10 10 14 — ] 0 
British Insulated Ord. $5 . 15 15 1 = 10 18 1 
Callenders ivo „ „ 15 15 1 = 618 § 
957 64 Pref. ee en ee 64 64 18/9 = и U 0 
Crompton Ord. .. .. se 10 10 18/9 Е - 
Edison-Swan ee ee ee СМ) = e F 15 ! 
do. о. б per cent. Deb. oe 10 
Electric Construction оо 10 10 18/3 18 16 0 H 
English Eleotric £ M ad 8 8 10% = 91 ^ 
"WE Б Pref... .. .. A A 175 = ai 
en ec. rer.. ee ee ee 
do Ord. ee eos ee ee 10 10 18/8 каш ` 10 5 
Henley ° е ee ee se ew 15 15 29/8 — 6 i і 
do. 43 Pret. .. e e 4 od = i 
India-Rubber ., . . . 1 — Е. 
Met.-Vickers Pref. К sa 8 8 E 9; | 
Siemens Ord. .. ... .. .. 10 10 1 — gi 
Telegraph Con. 0 20 
* Dividends paid free of Income Tax: 
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SHIP LIGHTING—IN RELATION TO SAFETY, COMFORT AND EFFICIENCY.. 


By W. J. JONES. 


(Absl ract of paper read before the ILLUMINATING ENGINEERING SOCIETY.) 


CERTAIN general considerations with regard to ship-lighting 
are evident. Of paramount importance is reliability in the 
lighting, on which the safety of the ship depends. Again, 
there are special requirements in the form of weather-proof 
wiring and fittings; the arrangement of ligbts is limited by 
restricted overhead space and the fact that fixtures must 
be rigid and unaffected by the motion of the ship. Lighting 
problems naturally depend on the purpose served by the ship, 
e.g., Whether a warship, a liner, or a cargo vessel, but in all 
cases lighting under the deck is important by reason of the 
fact that the admission of daylight is restricted. 

The question of providing artificial light on the deck itself 
is a more debatable one. To the landsman it would seem 
that work on the deck of a ship at night would be 
assisted by judicious lighting; shipmasters and officers, how- 
ever, seem disinclined to use lights on decks of sailing ships, 
presumably on the ground that glare would prove distracting 
and even dangerous, and that the contrast between the lighted 
deck and the surrounding darkness would interfere with the 
look-out. 

The wiring of ships is a matter of special importance 
in view of the fact that it is essential that the risk from fire 
from electrical defects be reduced to a minimum. The rules 
issued by the Institution of Electrical Engineers on ship 
lighting embody the most recent information and modern 
practice to ensure safety. One of the most important matters 
is to ensure that 1n passenger vessels there are spare generators 
to serve in case of breakdown. It may seem extravagant 
to split the generating plant up into a number of units, but 
the thermal efficiency of the small engines at full load is 
much greater than that of large ones that are under-run. 

The main generators are usually capable of supplying the 
full normal requirements of the ship with one out of conunis- 
sion. This arrangement allows repairs or adjustments to be 
made and stil preserve the continuity of the supply. ]t is 
usual to have un emergency plant, sometimes driven with 
an oll engine, placed well above the water line, for use in 
the event of the boiler room being flooded, or accumulators 
are installed on one of the upper decks to serve the same 
purpose. 

Of the methods of distribution of electrical energy in the 
chip the ring method is coming more and more in favour, 
and in a modern liner the number of lamps called for often 
exceeds 10,000 or 12,000. 

The electric lighting fittings must be of a strong and sub- 
stantial design, and sufficiently rigid to withstand the motion 
of the vessel. On account, however, of the low head room 
that is available, they must necessarily be short. Fittings 
may be classified. into three distinct. types: — 

l. Special ornamental or decorative fittings for first-class 
state rooms and saloons. These majolica fittings consist chiefly 
of a shell of cream porceluin which covers the lampholder. 
Frosted lamps are most frequently used in conjunction with 
these fittings. For state rooms berthlights are provided with 
Holophane bowls which focus the light to the position re- 
quired (eliminating the possibility of disturbing the occupants 
of other berths with stray light). 

2. Plain brackets and pendants for the passage wavs and 
third-class rooms, in Which utility is required rather than 
ornate appearance. 

З. Watertight fittings, such as well-glass and bulkhead fit- 
tings, for the engine room, decks, and other exposed. parts of 
the vessel. 

For the purpose of steering, the Board of Trade specifies 
that there shall be navigation lights, and the visibility of such 
lights when seen at a distance is naturally of very great im- 
portance, and has been the subject of research at the National 
Physical Laboratory during recent vears. The lamps for the 
masthead, stern light, and side lanterns аге specified to con- 
sist of 32 c.p. carbon-filament lamps, having two filaments 
each of 16 c.p. operating in parallel; the reason being that 
should one filament fail it is a very remote chance that the 
other will go out of commission at the same time. It is 
Important that the failure of апу one of the lights should 
be inniediatelv known, and some form of indicator is therefore 
necessary which will show by means of luminous indications 
when the lamps are burning satisfactorily, and also give an 
audible signal when they fail and a visual warning when one 
of the filaments of double-filament Jamps breaks. 

On the front of such an indicator is shown a deck plan 
of the ship in white enamel and having small circular windows 
in positions corresponding to those of the navigation lights. 
The glasses of the windows indicating the side lights are 
coloured red. and green respectively, the windows indicating 
the masthead and stern lights being of white glass. The case 
contains switches which control the navigation lights. As 
long as the navigation lights are burning satisfactorily the 
windows of the indicator are illuminated from the inside bv 
small indicating lamps, each window having its own lamp. 
The indicating lamps are not directly in series with the 
navigation lamps, but are connected in parallel with coils 
Which are in circuit with the navigation lights; and failure 


of the indicating lamp, therefore, does not interrupt the cir- 
cult of the navigation lamp. The coils act as relays and 
control the circuit to a watertight bell mounted on the top 
of the case. | 

In the event of any of the navigation lights failing, the 
indicating lamp corresponding to that particular light is ex- 
tinguished immediately. At the same time the armature of 
the series coll falls away and, in doing so, completes the 
circuit of the bell. In the case of navigation lamps having 
double filaments, when one filament breaks the indicating 
lamp continues to burn, but with diminished brightness, 
and the bell does not ring. If the second filament should 
then break the indicating lamp is extinguished immediately 
and the bell will ring. 

The decorative element of lighting is predominant in saloons 
and the fixtures may be of almost any design, usuaüuy in 
keeping with the design of the compartment. It is, however, 
necessary to particularly avoid glare and bard shadows. An 
intensity of 2 to 3 foot-candles is suggested as being adequate? 
for this purpose. It is, however, almost impossible to employ 
high candle-power units because of the small head room, and 
this almost invariably means the use of a number of small 
units to obtain an even illumination. 

There are apparently two general ways of illuminating a 
writing room or library: (1) By a general illumination of 1 to 3 


‘foot-candle Intensity, supplemented by table lamps or sconces: 


(2) by a much higher general illumination so designed as to 
be thoroughly diffused, having a value of 4 foot-candles. 

In dining rooms, again, there are two methods of lighting: 
(1) By means of a general illumination, supplemented by 
table lamps; (2) bv a higher general illumination. A foot- 
candle intensity of 2 to З is suggested. 

It is usually somewhat difficult to illuminate engine rooms 
adequately on account of the multiplicity of overhead pipes, 
girders, ladders, &e., but, by making the surroundings light 
and, if at all possible, white, a vast improvement is obtained. 
It is usual to install well-glass fittings with 30-watt lumps, 
but, if these are used in very dark surroundings, the effect of 
glare is apparent It is accordingly suggested that the engine 
rooms be hghted as far as possible with fittings provided with 
some means of obscuring the source of the light, and this may 
be done by shades or opalescent globes. It 15 important that 
all gauges and indicators be provided with local lights which 
have the source of light obscured from the eyes. Provision 
of good lighting, and by that is imphed that it be sutticient 
in intensity and properly screened, is necessary, as machinery 
has to be handled while it is in motion. 

Boiler rooms are probably the most difficult parts to illu- 
minate of all, in view of the lack of retlecting and diffusing 
surfaces. Consequently, when a bare lamp is used, a distinct 
degree of discomfort 18 experienced from glare which results 
in a diminution of acuity of vision. Local lights must again 
be provided over the gauges and indicators. | 

In the smoking room decorative effect is the chief thing 
to be considered, but adequate illumination. must he provided 
in order that card games may be plaved without ewe strain. 
Two to three foot-candles should be sutheient. 

Where the decorations of state rooms and berths demand 
it, the electric hghting fittings should be so designed as to be 
in harmony. Such apartments are essentially bedrooms, but 
at the same time must be the ladv’s beudoir, the gentleman's 
dressing room. and they are not uncommonly ealled upon 
to take the place of the hospital ward: it is here that the 
lack of comfort is most noticeable. A warm and cosy effect 
is required, but at the same time sufficient illumination is 
necessary for the dressing table. A general illumination of 1 to 
2 foot-candles seeins necessary, supplemented by local lights. 

The lighting of decks offers several interesting problems. 
On sailing vessels an engine of relatively small dimensions 
driving a dynamo might deserve consideration simply for the 
purpose of providing artificial ilimination unaffected by the 
wind, apart from its possible utility as a subsidiary means 
of driving the ship against adverse tides, Ке. Unduly power- 
ful deck-lighting might be objected to on the ground of Из 
Interfering with a lock-out into the darkness: this condition 
implies care in avoiding exposure of sources to the eve. Lamps 
should be shaded and the order of illumination on the deck- 
surface need not exeeed that customary for safety in factories 
and vards on land. 

The lowering of boats is always a matter of some difficulty 
and lighting for such а purpose should be of considerable 
help. In some vessels lights are suspended between the 
davits and are available for use both for lowering and loading 
the boats. A sutheency of light for taking on and storing 
cargo is necessary, going far in the prevention of accidents. 
In practice it is usual to have lighting units suspended over 
the cecal and cargo hatehes. and slung up in other places to 
facilitate the handling of material. Some vessels employ are 
lamps, bnt more reeently the casfilled lamp in focus. type 
reflectors has been used with success. 

When a ship is leading or unloading at the port, supple- 
mentary illumination from the supply on land may be pro- 
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vided, and there are important possibilities in this direction. 
Portable units of the ^ floodlight ’’ type can be effectively 
used to aid in the handling of goods by night and also to 
lacilitate ship-construction and repair. In view of the fre- 
quently congested state of traffic at docks the use of artificial 
light to assist night working and shorten the period during 
which the ship remains in port is obviously important. 

The lighting of ports and dockyards forms in itself a large 
subject, and presents difficulties by reason of the very exten- 
sive area that requires illumination. In these circumstances 
the order of illumination available is necessarily low, and it 
is all the more important to ensure that this light is dis- 
tributed as efficiently as possible and to avoid glare from 
unscreened lamps within the range of vision, such as is liable 
to cause accidents. 

Even in modern vessels the lamps still experience a con- 
siderable amount of vibration of high frequency. Helical 
traction lamps bid fair to entirely replace the oid carbon 
lamps. 

Of recent years the introduction of gasfilled lamps on board 

ship has made considerable headway, particularly in tne large 
sizes for the purpose of illuminating the decks and for the 
facilitation of handling goods, and they appear to be quite 
satisfactory and are giving good life. 
The economic feature of distribution does not call for a 
high voltage system on board ship because of the compara- 
tively small area which has to be supplied with electricity 
compared with the amount cf energy developed. In view 
of this fact H0-volt circuits are predominant, although some 
of the latest vessels Which have been constructed have been 
provided with 220-volt circuits, but lamps operating on the 
higher voltage are not quite so robust in view of the fact 
that the filament is small in cross sectional area. 
a further point to be noted. In the case of gasfilled lamps the 
efliciency of the lamps of lower voltage is 10 or 15 per cent. 
greater than that of those operating at higher voltage, i. e., for 
the same wattage 10 or 15 per cent. more light is obtained. 

А standard voltage should be introduced on board ships of 
the Navy and Mercantile Marine. At the present time the 
various voltages and types of lamps which are asked for. even 
in different vessels in the same service, increase the expense 
of manufacturing lamps in bulk, and make it more difficult 
to produce lamps of good uniform characteristics. A further 
fact to be borne in mind is that boats are often in port only 
two or three days, and supplies of lamps consequently have 
to be dispatched at very short notice. It would greatly facili- 
tate matters if lamps for onlv one, or at the most two, valt- 
ages had to Бе stocked for marine work in order to deal 
with these rush orders. 


DISCUSSION. 


Mr. Е. Purser FLETCHER (Admiralty) said there was proh- 
ably nothing in common between the lighting of merchant 
ships and men-of-war. On some merchant ships they had 
10,000 lights, whereas in the largest ship in the Navy there 
were not many more than 3,000, and the lighting was simply 
required to be sufficient to allow instruments to he read and 
to provide a reasonable degree of comfort in the mess rooms, 
cabins, and compartments of the ship. In. battleships the 
low head-room made it impossible to use reflected lighting with 
any great degree of success. He had tried to illuminate the 
different spaces of ships so as to avoid eye-stram, but with the 
poorest degree of success. With regard to the lighting of 
boiler glasses at sea, one could have a high candle- 
power on the boiler fitting, but unless it were directed on to the 
level at the right angle the results were very unsatisfactory. The 
illumination given by 32 c.p. at a distance of 4 ft. and pro- 
Jected on to the boiler glass at an angle of about 10 deg. 
below the water level gave bv far the best indication of the 
water level. In merchant ships tlie dvnamos were near the 
upper deck, but it was the reverse in the Navy, and there 
was likelv to be trouble with water in the event of the com- 
partment being flooded. The same condition occurred with 
the wirng. [t was difficult to arrange water-ticht fittings 
to be satisfactory in the event of flooding of the compartment. 

The American Navy's figures specifying the different degrees 
of illumination required were useless unless it were speci- 
fied at what plane the intensity of illumination was to be 
given. In the merchant service one could use high candle- 
power gasfilled lamps with considerable satisfaction, but in 
the Navy it was not at present possible to use them in view 


of their frailty and inability to withstand the shock effects | 


of gun-fire. ITelical traction lamps appeared. to be the mast 
suitable for illumination under conditions of gun-fire and 
shock. In the electrical engineering department Ё the Navy 
attempts were being made to get artificial light similar to 
daylight. Sheringham shades and Various types of daylight 
Blass had been tried in order to get conditions that would 
not produce eve-strain, With all such svstems the nearer one 
got to daylight the worse was the efficiency. In some cases 
one only got 30 per cent. and in seme less.“ s B 

Lieut.-Com. J. W. X. WALLER (II. XI. S. Vernon) said it was 
the custom in the Navy to use twice as much M 
in the starboard light as was used in the port light. on account 
of the absorption in the green glass compared. with the red 

Mr. P. J. Warpram said that in a chart-room amply lit 
the reading of the chart would not be so easy as it would in 
a chart-roùm somewhat badly lit generally, but with the 
charts themselves Well illuminated from below, Which he 


candle-power 


There 18. 


system, which he 


believed was the custom in the Navy. It would be impossible 
under sew conditions to light the deck with constant 
efficiency, and it was better under those conditions not to light 
it at all. On a ship failure of the electric lighting System 
generally synchronised with other emergencies which rendered 
it vital that men should be able to get to their stations at once 
It was obviously highly dangerous to cause them to do io 
with their sense of feel, direction, апа touch partially atro- 
phied by having been able to go about their work at night 
under conditions of ideal safety. 

The CuarkMan (Mr. C. Н. WonbINGBAM) said the rules issued 
by the Intitution of Electrical Engineers went much further 
than lighting, and referred to the whole of the electrical equip- 
ment of ships. The Institution rules as adopted by Lloyd's 
were now in a fair way of beconung universally recognised 
all over the world. A complete series of interchangeable 
weather-proof fittings was provided, and standard pressures 
had also been set up in those rules, and were likely ty be 
worked to. On the smaller ships 110 volts was sufficient, but 
on the larger ones 220 volts had such great advantages that 
it would be very largely adopted. Не did not think it was 
necessary to go so high as 440 velts, but the tendeney was in 
the direction. of higher pressures. A question that hod а 
bearing on illumination was the enormous diversity in the load 
on a ship. There were many inctors that were only usd 
when the ship was at sea and others that could only be used 
in harbour. Having provided the generating capacity for 
those motors, a large part of tlie. cost of. providing for ample 
lighting—i.e., the part which was involved in standing charges 
—was already incurred, and therefore one could afford ta 
light liberally. It had not the same effect on the fuel. but the 
amount of fuel used in producing light was negligible in 
comparison with the fuel required for propelling the ship. 
This diversity came in again in connection with the ring-wain 

(the chairman) used in the Navy. He 
introduced it and defended it against all comers, because it 
largely reduced the amount of copper necessary for the main 
distributing. conductors. At the same time, every point had 
a duplicate means of supply. 


LONDON AND HOME COUNTIES ELECTRICITY 
| DISTRICT. 


Tur ELECTRICITY COMMISSIONERS’ DECISIONS. 


THE Electricity Conunissioners have considered the evidence 
given at the inquiry held by them at the Institution of 
electrical Engineers. (from June 14th to July 20th. 1921) into 
the schemes submitted respectively by the (a) London County 
Council, the Conference of Local Authorities in Greater 
Loudon, and the London Joint Committee (1920), Ltd. (herem- 
after referred to as the Associated Companies); (b) Poplar 
Borough Council for a part of the area; and (e) the proposals 
made by the Great Eastern Railway Co. and the London. 
Brighton & South Coast Railway Co. respectively, all of which 
have been outlined in this journal. 7 
The Commissioners? reasoned statement of their decisions 
records, inter alta, their gratification at finding a large measure 
of agreement between the promoters of the three principal 
schemes submitted, who all agree that an improvement In 
the present position is urgently needed, and that a Joint Elec- 
tricity Authority, representative of all interests, should be 
established without delay to carry out the necessary reorgapr 
sation. There is general agreement as to the functions of 
such a Joint Authority and considerable approximation of view 
regarding its constitution. TT 
An agreed technical scheme was presented by the principa 
promoters. The Associated Companies agree to vest therr 
generating stations forthwith in a Joint Authority upon certam 
conditions; the London County Council agrees to transfer te 
a Joint Authcrity its rights of purchase of the company UN А 
takings and, in consideration. of the immediate пи » 
the companies of their generating stations to the EU 
Authority on certain terms, agrees to a postponement of 2. 
purchase of their distribution systems; the Conference о 
Authorities agrees generally to the control by. or transler 
а Лопе Authority of the local authority generating E 
and to a settlement with the companies on the lines Ш 
The Connunissioners аге of the opinion that the pue 
cannot be adequately dealt with if the areas over a А 
rights of the North Metropolitan Electric Power Supr ie 
and the Metrcpolitan Electric Supply Co., Ltd. (s 1 
bulk supply area is concerned) extend are excluded, 10 X 
consider that these companies require special treatme ally- 
indicated later. They therefore confirm the e 
determined district.“ subject to the following DT shi 
amendments, namely :—The inclusion of the whole e $ 
districts of Billericay, Epping, and Ongar, in the 9 1555 
Essex; the detached part (lying between the rural Sli rural 
Ware and Epping) of the parish of High Wych, in arises 
district of Hadham, in the county of Hertford; 1 0 
of Penn, Coleshill, and Amersham, in the rural 15 
Amersham, in the county of Buckingham; the pal 


* Боке. Rev., July Brd, 1920; p. 106. 
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Shalford and St. Martha, in the rural district of Hambledon, 
and the parish of Artington and part of the parish of Compton, 
in the rural district of Guildford, in the county of Surrey; 
and the exclusion of the parishes of Sunninghill and Sunning- 
dale, in the rural district of Windsor, in the county of. Berks. 

Ihe Commissioners are unable to accept the scheme of the 
Poplar Borough Council, but a ош: Electricity Authority 
will be established for the district on thy lines proposed in the 
schemes promoted by the London County Council and the 
Conference of Local Authorities, and a body constituted as 
follows would meet the requirements of the district :—Local 
authorities, 8; companies (London 6, Gutside London 1, 
power 1), 8; London County Council, 6; other county coun- 
cils on their own behalf and on behalf of the urban and rural 
cistricts not owning undertakings (Middlesex and Bucks, 1; 
Hertfordshire and Essex, 1; Surrey and Kent, 1), 3; railway 
companies, 1; and the chairman, if elected from outside, 1; 
or à total of 27 representatives. 

Ihe estimates submitted in the joint technical scheme for 
the first and second stages of development indicate that for 
the year 1919-20 the total demand in the district was 
300,600 KW, and that 608,000,000 kWh were sold, the average 
annual load factor being 21.6 per cent. The three principal 
promoters agree on the estimate of growth during the next 
ten. years; about 1925-6 the demand will be 465,000 kW, and 
the kWh delivered to authorised distributors will be 
1.057 000,000, at an average annual load factor of 25.9 per cent.; 
also about 1930-31 the actual demand will be 600,200 EW, and 
the kWh delivered to authorised distributors will be 
1.520,000,000, at ап average annual lcad factor of 26.3 per 
cent. These estimates do not include supplies to railways for 
traction purposes; they were not challenged at the inquiry, 
and the Сопппіѕвіопегѕ accept them as reasonably accurate 
forecasts of the future requirements, excluding special railway 
supplies. 

The Commissioners concur generally in the technical pro- 
posals for dealing with the requirements during the first stage, 
terminating about 1925-6, for which they have already 
authorised the necessary generating plant. The additional 
capital required beyond that involved in providing this plant, 
will be practically limited to that needed for inter-connecting 
mains between grouped stations, thereby enabling the fullest 
use to be made of existing and authorised extensions of 
generating plant amounting to 633.000 kW in all, and setting 
free otherwise reserve plant for reven ue-producing purposes, 

Regarding the proposals for dealing with the second stage, 
the Commissioners differ from the promoters, who proposed 
to continue the development of certain existing *' group ”’ 
stations and to install in them a further 199,000 kW of 
generating plant, thus bringing the plant installed in “ group“ 
and other stations about 1930 to a total of 832.000 kW and 
involving new capital amounting to 49.750.000. 

The alternative proposal provided for the installation of 
645,000 kW of generating plant in capital stations, and the 
reduction of the 557,000 kW of plant installed in the “ group“ 
stations to 232.600 k W. thus involving the throwing aside of 
324,400 kW of plant long before the end of its economic life. 
This alternative involved new capital expenditure amounting 
to £23,855,000. 

The Commissioners’ conclusion is that a better way is to 
install the 199,000 kW of generating plant in a capital station 
or stations while retaining the group stations as developed 
during the first stage. As compared with the estimated annual 
cost of electricity supplied to the busbars of authorised dis- 
tributors—namely, £7,262,700, or 1.147d. per kWh under 
the technical scheme, the Commissioners' proposals should 
enable electricity to be delivered at a cost of 46.190.700. or 
0.9754. per kWh (an annual saving of upwards of £1,000,000, 
or 15 per cent.). with all the advantages derivable from a 
capital station, such as availabilitv for large railway or other 
supplies in bulk at favourable rates. 

For proper evolution beyond the first stage (“ group“ 
station proposal), the further plant required during the second 
stage should be accommodated in a well-placed riverside 
station or stations which would generate on a large scale 
at a high load factor. the local stations тпеейїпр the remaining 
low load-factor demands and the peak loads. Such a modified 
combination would minimise the outlay upon and the costs 
of transmission from the capital station, and would make 
the fullest use of the capital invested in existing stations. It 
would lessen the estimated coal consumption bv 10 per cent. 
and reduce the average cost of electricity delivered to author- 
ised distributors by 15 per cent., as compared with the pro- 
posals submitted to the Commissioners. These savings would 
he additional to the subsfantial savings outlined in the tech- 
nical scheme, аз compared with existing conditions. 

The Barking site should Һе utilised for the construction of 
the first capital station on which the County of London Electric 
Supply Co., Ltd. is prepared to begin immediately the. con- 
struction of a 100,000-k W station. The company, by virtue of 
its Act of last session, can be called upon at any time before 
August, 1926, to sell this station to a Joint Electricity Authority 
проп terms to be preseribed by the Commissioners, who are 
of the opinion that the station will be needed to reinforce 
existing sources of supply before 1926. and are prepared forth- 
with to give their consent to its establishment. | 

The Commissioners are not in accord with the views that a 
Taint Authority would be unable to generate more cheaply 
than a railway company possessing its own generating station, 


and they are of the opinion that a combined supply from 
а common source will be advantageous to both parties. They 
fully anticipate that co-operation will be forthcoming in the 
practical working out of the technical scheme under the &yis 
of the Joint Authority, and that, excluding stations owned by 
the power companies, only six or seven ot the principal com- 
pany stations and a like number of the local.authority stations 
will ultunately survive as generating stations; 1t is more 
particularly these stations whieh should vest in the Joint 
Authority. Ihe remainder, of which about 50 will be 
gradually closed down, can be incorporated in the scheme of 
reorganisation under the control of the Joint Authority. 

‚ Теге is a far-reaching measure of agreement on this matter 
between the Associated Companies, the L.C.C. and the Con- 
ference of Local Authorities, and it appears that it should 
be possible by agreement to settle terms of transfer of the 
selected stations on an equitable basis. Negotiations on these 
matters are still proceeding. | 

Regarding the extension of the tenure of the distribution 
powers of the supply companies in London, which may be 
terminated by purchase in 1931, the Commissioners conclude 
that a substantial extension of tenure would be more con- 
ducive to the stability of these undertakings and to their 
etticient development than the existing short period with 
recurring rights of purchase at short intervals, but that any 
such extension should be coupled with a reasonable sliding 
scale of price and dividend. The Order establishing the Joint 
Authority will be so drafted as not to interfere with the rights 
of the North Metropolitan Electric Power Supply Co. or with 
the bulk supply rights of the Metropolitan Electric Supply 
Co., Ltd., will provide for the delegation to those companies 
of the supply powers of the Joint Authority in their respective 
areas, und for the submission by each of them (within a 
period of two years) of propusals for supplying undeveloped 
areas Where there is a reasonable prospect of such a supply 
being remunerative. Arrangements for mutual assistance be- 
tween these companies and their neighbours will be facilitated, 
and it is proposed that in the apportionment of the adminis- 
trative expenses of the Joint Authority, the contributions of 
these companies shall be limited, having regard to their special 
positions and powers. 

With regard to finance, the authorised undertakers should 
find the funds for all extensions of generating plant at their 
stations while such stations remain in their possesssion, and 
for any inter-connecting mains required before the Joint 
Authority is in a position to act. The capital moneys neces- 
sary for the construction of additional inter-connecting mains 
and for the erection of capital stations should be raised by the 
Joint Authority under powers of borrowing to be conferred 
by further legislation. The Associated Companies submitted 
definite proposals for financing the Joint Authority during the 
initial period up to а sum not exceeding £1.200,000, and the 
London County Council and the Conference of Local Authori- 
ties expressed their readiness to assist with municipal credit. if 
powers were obtained in that behalf, and the scheme as finally 
approved were satisfactory to them. | 

The observations of the parties represented at the inquiry 
will be invited on the clauses of the draft Order before the 
Commissioners hold the further inquiry required by Section 5 
(4) of the Electricity (Supply) Act, 1919. 


NEW ELECTRICAL PROPOSALS FOR THE 
CONSIDERATION OF PARLIAMENT. 


WE give below a list of proposals that will come before 
Parliament early in the new year. Readers who are desirous 
of obtaining further information will find the applications 
published in the London Gazette for November 22nd and 25th. 


(a) Electric Light and Power. 


Blackburn Corporation.—FExtension of area of supply; 
construction and working of new tramways; power to run 
omnibuses; further powers with reference to tramway and 
electricity undertakings; financial provisions, &c. 

London and Home Counties.—Powers to carry out 
schemes approved by the Electricity Commissioners 
under the Electricity (Supply) Act, 1919. constituting as a 
separate electricity district under or for the purposes of the 
Act of 1919 the whole or any part of the area comprised 
within and being the counties of London (including the City 
of London), Middlesex, Berks, Buckingham. Essex, Hert- 
ford. Kent and Surrey (including the county boroughs of 
East Ham, West Ham, and Croydon), or any scheme so 
approved or formulated. 

Swansea Corporation.—Extension of limits for supply. 
Corporation to be the purchasing authority for tramways in 
the added area. Financial provisions, &c. 

South Wales Electrical Power Distribution Co.—Reduc- 
tion of capital by cancelling capital unrepresented by assets, 
conversion of Ordinary and Preference shares into stock; 
provisions as to price. of electricity and revision thereof ; 
methods of charging; supply of electricity to parish. of 
Bettws; agreements with local authorities to subscribe ta 
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capital and other securities of the company and of the Tre- 
forest Electrical Consumers’ Co., Ltd. 

Yorkshire Electric Power Co.—Sub-division of ordinary 
and preference shares and provisions incidental thereto. | 

Worthing Corporation.—Supply of electricity in parish 
of Durrington, supply of fittings, electricity in bulk, and 
general provisions. 

North Metropolitan Electric Power Supply Co.—Re- 
vision and alteration of prices and methods of charging by 
North Metropolitan Electric Power Supply Co. and North 
Metropolitan Electrical Power Distribution Co., Ltd. 
Transfer of undertakings and orders of said Distribution Co. 
to Power Company and dissolution of. Distribution Company. 
Increased borrowing powers and other financial provisions. 
Bulk supplies from Metropolitan Railway Co. and North- 
Western Railway Co., and repeal of existing limitations. 
Profit-sharing schemes, &c. 

Neath Corporation.— Extension of the borough bound- 
aries; supply of electricity in added areas; transfer of electri- 
city undertaking and rights of Neath R. DD. C. to Corporation 
and repeal of Acts; supply to Corpcration of electricity in bulk 
by South Wales Electrical Power Distribution Co.; power to 
alter method of charging for electricity; financial provi- 
sions, &&. 


(b) Electric Tramway, Motor-'bus, and Railless Trolley 
Vehicles. 

London County Council.—Construction of new and re- 
construction of existing tramways; electrical traction; pro- 
vision and working of trolley vehicles; financial provisions, 
Хе. 

Northampton Corporation.—Extension of time for con- 
struction of tramways, &c.; power to run motor omnibuses; 
financial provisions; further powers. 

Birmingham Corporation.—further provision as to trolley 
vehicles, tramways, and omnibuses; financial provisions. 

Doncaster Corporation.—Power to provide and run motor- 
ommbuses. Furtner powers in connection with light rail- 
way undertaking; increase of fares and charges on ditto; 
further powers with reference to the electricity undertaking ; 
linancial provisions, Ке. 

Nottingham and Derbyshire Tramways Co.—Power to 
construct additional tramways in the urban district of 
Heanor, the rural district of Basford, and the borough of 
Ilkeston. Increase of fares; further provision as to existing 
and proposed tramways; repeal or amendment of Tramways 
Act, 1870. with respect to acquisition of proposed tramways 
by local authorities; financial provisions, &c. 

Black Country Tramways and Light Railways.—Post- 
poneinent of dates for compulsory purchase of undertakings, 
tramways, or light railways of the Birmingham District 
Power and Traction Co., Ltd., the South Staffordshire "Lrain- 
ways Co., the South Staffordshire Tramways (Lessee) Co., 
Ltd., the Dudley, Stourbridge, and District Electric Traction 
Co., Ltd., the Wolverhampton District Electric Tramways, 
Ltd., and the British ‘Electric Traction Co., Ltd. Extension 
of terms of leases to certain of the companies, synchronisa- 
tion of dates for compulsory purchases and extension of 
leases, &e.; prohibiting compulsory purchase of under- 
takings of all or any of the companies unless the undertakings 
of all or some of them are so purchased. Fures, rates, and 
other general and incidental provisions, &c. 

Bristol Corporation.—Construction of tramwavs in City 
of Bristol; provision of trolley vehicles: powers to borrow 
lor purposes of Act; general and incidental provisions. 

Bristol Tramways and Carriage Co., Ltd.—Extension of 
time for completion of authorised tramways; acquisition of 
part of site cf generating station; revival of powers and 
extension of time therefor: special provisions as to terms 
of purchase; repeal, extension. and amendment of Acts. 

Jarrow Corporation.— Powers to run omnibuses within 
and withcut the borough. 

Bolton Corporation.—Construction of tramways in Bolton 
and Westhoughton: use of trailer cars; fares and charges; 
powers as to running of omnibuses within and beyond 
Bolton; construction of electrical sub-station and further 
powers as regards electricity supply; provision of electricity 
show rooms; financial provisions. ` 


(c) Railways, &c. 


Thames Deep- water Wharf and Railways.—New com- 
pany; powers to construct wharf, railway, and electricity 
generating stations; working of railway bv steam or electri- 
aty; supply electrical energy: arrangements with the Midland 
a G. E. R. Co.'s; powers to run omnibuses, motors, coaches, 
(C. 

London, Brighton & South Coast Railway.—Powers for 
the raising of additional money by borrowing or issue of 
Debentures or Debenture stock for the general purposes of 
their undertaking (including the equipment of the railwavs 
for electric traction) or for such special purposes (if anv) 
as may be specified in the Bill, &c. | 

North- Western and Midland Group Railways.—Powers 
to L. & N. W.. Midland. L. & V., N. Staffs and Furness 
Railway Companies to provide and use road vehicles (omni- 
buses, motor-cars, &с.) for the conveyance of passengers and 
goods, &c. 

Metropolitan Railway Co.—Power to guarantee or sub- 
scribe towards any loss or deficiency which may result from 
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the preparation for or holding of an exhibition by the British 
Empire Exhibition. (1923), Incorporated, &c. 

Trafford Park Co.—Construction of railways; 
power for working railways; provide trolley 
Stretford Urban District and in Rural District 
upon-Irwell and the Borough of Eccles, &c.; additional 
share and loan capital; power to obtain electrical energy 
from Manchester Corporation. 

Post Office (Pneumatic Tubes) Acquisition.—Acquisition 
by Postmaster-General of underground works of Pneumatic 
Despatch Co., Ltd., and maintenance, reconstruction and 
user thereof for Post Office purposes. 


electrical 
vehicles in 
of Barton. 
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BRITISH WATER-POWER RESOURCES. 


THE final report of the Water Power Resources Committee, of 
Which Sir John Snell is the chairman, was issued last week 
(Н.М. Stationery Осе, price 8s. net). 

The Conunittee was appointed in June, 1918, by the Prex- 
dent of the Board of Trade to examine the extent and the 
availability for industrial purposes of the water power re. 
sources of the United Kingdom; in October, 1919, it vas 
enlarged and directed to consider aiso What steps should te 
taken to ensure that the water resources of the country were 
properly conserved and fully and systematically utilised tor 
all purposes. So far as Ireland was concerned, both inquiries 
were carried Gut by a Sub-Comimittee appointed difecuy by 
the President of the Board of Trade. The report of this Sub- 
Committee has already been issued. Тһе foliowing is a sum- 
mary of the chief findings of the Main Committee :— | 

Water Power.—From the outset the Committee теа! 
that, with the limited financial means at its disposal, it would 
be inipossibie to undertake. a complete Survey ol the water 
power resources of the country, and it concentrated upon 
obaming particulars of as many schemes as possible for utilis- 
ing particular sources which appeared likeiy to prove com- 
шегчацу practicable. Actual surveys were unueruken in à 
number of areas, and schemes from Government Departments 
and other sources were also examined. Тһе report aud evi- 
dence obtained, which do not purport to be exhaustive ш any 
way, establish a prima facie presumption that some 21010) 
kilowatts in the form of electric power can be developed 
continuously aay and night throughout tne year at an econo- 
mic rate from toose britisn schemes which were considered. 
munlarty, the lrish Sub-Committee considers that from à 
portion only of the water power resources of Ireland а con- 
unuous output ot 113,000 Kliowatts сап be obtained. Ше Com 
mittee points out with regard to Great Britain that the potet 
tial electrical output of the commercially practicable schemes 
before it is equal to about 40 per cent. of the total output ш 
the year 191/1918 of the 410 Hritisti public electricity supply 
and electric railway and tramway undertakings operated | 
steam) power; also, that the development of this мы, 
energy in steam stations would involve the cousumption 
neay three milion tons of coal per annum. T 

The bulk of the larger British water powers are foun 4 Т 
the Scottish. Highlands; although this district is situate : 
some distance from the present great industrial ише 
part of it is far from the sea or the Caledonian Canal. 5 
Committee points out that the utilisation of the Scottish ‚н 
powers might do much to assist the depopulation 0 
Highlands. S 

| he larger water powers of Wales аге situated in i Na 
Western part of the Principality. The proposals of the УШ 
Wales Power & Traction Co., Ltd., which involve the u ‘bic 
tion of several large water powers in this district for 10 5 
electricity supply purposes, ha ve already received the appr 
of the Electricity Commissioners. the al 

In England the main sources of water power are а 
falls on rivers; although the power available at WE p 
site is small, the aggregate output that might be o ы а 
inproving these sites, by installing. modern Tu el 5 
place of inefficient plant at existing sites, and һу e x un 
provement of the water-courses, is considerable. Brett 
cal case, the Wiltshire Avon may be cited. At po 185 
is installed or about to be installed to generate in t н 
gate 650 kilowatts, but investigation showed that AD amination 
output of 2,300 kilowatts could be obtained. An dm poset 
of the Lake District ne no pd any large Wa 
capable of commercial development. jh 

The Committee considers that every inducement ү + 
given to persons interested in power production like water 
their requirements a perennial source of er ecomment’ 
power rather than a wasting asset like coal, апат regard 
that the collection and publication of into nanc 
potential water powers should continue, an water panel 
assistance might be afforded by the State fo тү 
undertakings during the difficult years of the cons 
period. er 1031. 

A haphazard harnessing of the country в water n rej 
however, lead to partial developments which E able 1220 
the ultimate complete utilisation of the avara 
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and thus result in considerable waste. It is necessary, there- 
fore, that some control over development should be exercised 
in the national interest. The Committee considers, further, 
that. provision should be made for the ultimate acquisition bv 
the State of all future water-power undertakings. and proposes 
a svstem of terminable licences, usually of long term. for 
limiting the tenure of the undertakers of water-power develop- 
ments. 

It is suggested. that either the Board of Trade or the Elec- 
‘tricity Commissioners should be specifically charged with the 
duty of studying, supervising and promoting the development 
of water power. 

As regards tidal power, the Committee reiterates the recom- 
mendation made in its Third Interim Report, that this subject 
should be specially studied by a Technical Commission, with 
particular reference to the Severn Estuary, with regard to 
which a considerable amount of information has already been 
accumulated. 

General Water Resources.—A great number of different 
interests are concerned in the available supplies of water. 
The predominant requirement is necessarily an adequate 
supply for domestic and sanitary purposes, but in any pro- 
posal involving the use or abstraction of water, the claims of 
steam and water-power plants, trade and industrial con- 
sumers, and canals and navigable waterways need to be con- 
sidered, and the prevention of pollution, the protection of 
fisheries, and the needs of agriculture from the standpoints of 
land drainage, irrigation and watering of stock have to he 
borne in mind. In Scotland the water resources are, com- 
paratively speaking. abundant. and the population over con- 
siderable areas is sparse, and in consequence the conciliation 
of opposing interests can be effected by the Government De- 
partments concerned, most of which are responsible to one 
Parliamentary head, the Secretary for Scotland. In England 
and Wales, however, the increase of population and the grow- 
ing requirements of industry are responsible for a steadily in- 
creasing demand for water, and the problem of meeting future 
needs is giving rise to considerable anxiety. The Committee 
recommends, therefore, that & Water Commission, having 
jurisdiction over England and Wales, should be appointed 
mainly for the following purposes :— 

(1.) Subject, in case of opposition. to Parliamentary sanc- 

tion, to allocate the water resources of England and 
Wales in the general interests of the community, and 
to re-adjust existing allocations of water where 
hardship or anomalies are shown clearly to exist. 

(ii.) To adjust conflicting interests in connection with the 
use of water for a particular purpose. 

(iii.) To afford assistance to Parliamentary Committees 
before which Bills relating to water may be heard, 
and to Government Departments concerned in the 
use and control of water for specific purposes, and 
also to the various local authorities and water-supply 
undertakings. 


It would be necessary for the Commission to collect and 
compile data relating to water resources in order to enable it 
to perform its function efficiently, and it is proposed that this 
information should be made available to the interested public 
through the medium of a special indexing system, which the 
Committee has worked out in some detail. 

It is proposed that the expenses of the Water Cominission 
should be defrayed in part by a levy on the water undertak- 
ings in England and Wales, and in part by the fees of 
applicants for powers to undertake works. 

The Trish Sub-Committee recommends the constitution of an 
Authority to allocate water between the several interests in 
Ireland. | 

It is proposed that, with a view to eliminating waste of 
hoth time and expense, the departments concerned with the 
Various water interests should be empowered to authorise 
Promoters of unopposed schemes to carry. out the proposed 
works; in the case of an opposed scheme, the Order of the 
Department should be Provisional, and require confirmation 
by Parliament. 


LEGAL. 


THe Birapane Evectric SUPPLY Co., Loo. v. FHE SOUTHPORT 
CORPORATION. 


Tun action of the Attorney-General at the relation of the 
plaintiffs against the Southport Corporation, was again men- 
tioned to Mr. Justice Peterson in the Chancery Division on 
December 16th. 

Mr. TVI DESLEWY Jones said that the case raised the question 
as to the right of supplying electricity in that part of the 
borough of Southport which was formerly known as Birkdale. 
The plaintiffs’ case depended partly upon their rights and 
powers under a certain agreement, and partly on a question 
of ultra vires. Tt would be impossible to try such a case on a 
motion, and the parties had agreed, subject to bis Lordship's 


sanction, to allow the motion to stand until the trial of the 
action, and to ask leave to apply for an early hearing. It was 
important to both parties that the inatter should be disposed 
of as quickly as possible. The Corporation were as anxious as 
the plaintiffs in order that they might know what their rights 
were. The case would take at least vwo days, as there were 
agreements, provisional orders, and Acts of Parliament which 
would have to be carefully examined. 

His LoRDsHrIP said he would give liberty to the parties to 
apply to expedite the trial of the action when they were ready. 
There would be no order on the motion except that the costs 
be costs of the action. 


EDYE AND OTHERS v. SOUTH METROPOLITAN ELECTRIC TRAMWAYS. 
Co., LTD. 


IN the King’s Bench Division, Mr. Justice Swift, on December 
loth, concluded the hearing of an action brought under Lord 
Campbell's Act respecting the death of a nian named John 
William Edye, in which his widow, infant children, and his 
mother claimed damages against the defendant compuny. 

Mr. HoLLEs WALKER, K.C., appearing for the plaintiffs, said 
that the deceased man died leaving a will, and under the cir- 
cumstances the proceedings ought to have been in the name of 
the widow and the brother, who were co-executors. He 
asked, therefore, that the brother inight be added as plaintiff. 

No objection being raised by the defendants, Mr. Holles 
Walker, continuing, said that the deceased man was 39 years 
of age, and carried on business as a credit draper, and was 
in the habit of going round to his customers on a motor cycle. 
On June loth of last year he was riding his cycle, with his 
assistant in the side car, along the road from Mitcham to 
Croydon, which had in the middle a double set of tram-lines. 
There was no footpath adjoining the road, and pedestrians had 
to walk on the common. Mr. Edye was proceeding in the 
direction of Croydon, and in front of hun going in the same 
direction was a steam wagon, and behind that was a motor 
lorry, which was going faster than the steam wagon. — The 
driver of the lorry endeavoured to pass the steam wagon, and 
in doing so came upon the tram-lines. He came to a spot 
where the setts were so worn down that the metal rail stood 
out about an inch above the road. The motor came against 
the obstruction, skidded, and came im contact with the motor 
cycle, knocking it over, and so injured the driver that he 
died shortly afterwards. The South Metropolitan Co. were the 
owners of the line, and plaintiffs contended that the accident 
was due to their neglect, as they were bound to keep the 
line in a safe and satisfactory condition. 

Evidence was given as to the condition of the road and bear- 
ing out counsel's statement as to the manner in which. the 
accident happened, but the driver of the lorry which, ran into 
the cycle was not called. 

Mr. Manny, the Tramway Co.'s electrical engineer, who 
examined the line after the accident, said that an examination 
of the track disclosed no defect. His examination extended 
over a length of 50 yards, and he found the line to be in 
excellent condition with the exception of a depression in the 
clear way on the off side, and that depression was in the 
centre, three-quarters of an inch below the level of the stone 
setts. 

The case for the defence, which was supported by а number 
of witnesses, was that the accident was caused, not by the 
condition of the line, but by the manner in which the lorry 
had been driven, О | 

His LoRbsHir, in giving judgment for the plaintiffs, said 
there was no evidence of negligence on the part of the driver 
of the lorry, and he was satistied that the accident would not 
have happened had it not been for the depression in. the road. 
He thought the accident was consequent upon the neglect of 
the defendants to repair the road, which was in a dangerous 
condition. In assessing the damages, he had to consider, not 
what was the particular loss to a particular member of the 
family, but what was the loss to the family as a whole, and 
after having done that he had to apportion the award. The 
deceased was carrying on а prosperous business, which was 
bringing in about £10 a week. Taking all the circumstances 
into account, he awarded to the family in all £2,000, of which 
the mother would receive £200, the widow £300, two children 
(N and 9 years of age) £450 each, and the third child. (which 
was 3 years of age) £600. 


CHARGE OF STEALING LAMPS. 


Ar the Bow Street Police Court last week, E. A. Kann, of 
Barnes, was charged with stealing 3,600 electric lamps (value 
£360), the property of the General Electric Co.. Ltd. He was ге- 
manded, bail being allowed. According to the Kerning 
Standard, the solicitor for the prosecution said that accused 
had been in the employ of the company as assistant to the 
manager of a lamp departinent at a salary of £420 a year. 
It was alleged that he caused the 3,600 lamps to be sent out 
in the first instance to a customer who had not ordered them, 
and that he subsequently fetched them away from that 
customer and sold them, їп the name of Lyons, to another 
firm at а price much below their value. The firm m question 
communicated with the prosecutors. 
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British Тномѕох-Носзтох Co., LTD., v. CORONA Lamp 
WORKS, LTD. 


JUDGMENT was unanimously given for the appellants in the 
House of Lords on Monday by Lords Haldane, Finlay, Cave, 
Dunedin, and Shaw in the British Thomson-Houston and the 
Corona Lamp Works, Ltd., litigation over the alleged in- 
fringement by the latter of Letters Patent No. 10,918 of the 
year 1913, tor an invention entitled. " Improvements in 
Incandescent Electric Lamps.” The British Thoinson-Houston 
Co. brought an action for an injunction to restrain the Corona 
Co. from infringing the Letters Patent, but Mr. Justice 
Sargant held that they were invalid on the ground that the 
specification did not sufficiently define the ambit of the 
monopoly. claimed. The Court of Appeal affirmed this de- 
cision, also on the ground of imsufliciency, so. the matter was 
taken to the House of Lords by the appellants, where judg- 
ment Was reserved on the 22nd of last month, after a very 
long hearing. о 

„RD HAupANE, who first delivered judgment, said in the 
htigation out of which this appeal arose the appellants were 
plaintiffs, and they brought their action to restrain infringe- 
ment of a patent, taken out in 1913, and an electric lamp in 
which the filament incandesces in an atmosphere of gas or 
vapour of low heat conductivity, Instead ot, as was still usual, 
in а Vacuum. The respondents, who were defendants, denied 
infringement, but their substantial defence was, first, that 
the patent was invalid for want of subject-matter, having 
regard to the state of knowledge at its date, and, further, that 
the patent did not describe sufficiently the character of the 
alleged invention, with the result that its directions were an- 
biguous and misleading. Mr. Justice Sargant, who tried the 
action, held that there was valuable and good subject-matter 
disclosed in the patent, but that it was bad in that it failed 
sufficiently to define or limit the ambit of what it claimed. 
The Court of Appeal affirmed this conclusion. 

In the Courts below the controversy turned mainly on the 
second defence, that of ambiguity in statement and insufli- 
ciency in directions. At the Bar of the House of Lords 
this question had, indeed, remained prominent, but its 
prominence had been less than that of the prior question. of 
subject-matter, on which the Courts below were adverse to 
the respondents. The primary controversy in that House had 
been whether subject-matter had been sufhciently established 
ах consisting in an invention really new in point of principle, 
ind if so, then whether the claiming clauses and directions in 
the patent were sufficient to inform people, assuming them 
to possess skill in the manufacture of electric lamps, how to 
apply the general principle in particular ways. As to the 
methods recommended, the question was whether those given 
were clearly enough described; for, if so, and if the funda- 
mental principle had been explained, it did not inatter, for 
the ambit or discovery claimed, if there were alternative 
inethods of applying the princinle which were not given ex- 
haustively, provided these were no more than mechanical 
equivalents to the particular. methods prescribed. —- Lord 
Haldane gave a lengthy history of the state of matters 
previous to the date of the present invention, and said the 
general situation prior to 1913 was as follows: tungsten had 
been substituted, with practical advantage, for other metals 
and for carbon. The tungsten filament was Introduced into 
à carefully produced vacuum, and this vacuum rendered a 
substantial amount of vaporisition, with consequent blacken- 
mi of the bulb, inevitable. It was known that inert gases 
could be employed, which would fill the vacuum and greatly 
diminish vaporisation, and among such known inert gases was 
argon; but, on the other hand, the introduction of anv pas 
Kave rise to conduction and convection to such an extent 
that the temperature of the filament became too low for in- 
cindescence to take place, unless a current were sent through 
m an amount such that the filament was soon destroyed, The 
dilemma had seemed insuperable, for between 1892 and 1013 
nothing had been accomplished to get rid of it, and manufac- 
turers had accepted а tungsten filament in à vacuum as the 
only practical method for coinmerclal. success, 

In 1913 the patent of that year was taken out in this 
country, embodying an invention of Юг. Langmuir, an 
American physicist, Whom Mr. Justice Sargant described as 
xs Mcd iE highest qualifications." — The 
the filament Жы. pes oes eee If the surface al 
„ dee candescent у the current Was in- 
5 0 un Inr wen found by experiment that the light 

"х radang from. this surface increased in volume in a pro- 
portion much greater than that of the increase of tempera- 
5 to obviate loss due to conduction and convection 

у reason of the filament having been placed in an atmos. 
рһеге consisting of an inert gas. By the Introduction of ] 
4 gas into the bulb of the lamp vaporisation co ld i : 
much reduced, and incandescence would be iain Cline 1 if the 
current was made sufficient to replace the Best Jost be e. 
duction and convection. Under such a method the temperatur 
could be preserved at a degree sufficient to render j | = 
cent a larger surface than was possible j Е 
destructive viporisation of surface w г R 

| Surface was unavoidable, & lare 
surface than lamn makers h Mu 


ad heen accustomed t 
! | 8 o use could, 
о he made to radiate light rays. [t was shown that 
IS new principle was carried into effect about 10 per 


cent. increase of absolute temperature yielded proportionately 


, 


three times the light formerly obtained. The discovery wag 
thus the obtaining of a yield of light in a proportion to ten. 
perature much greater than under former methods, Light 
could now win heavily in what one of the expert Witnesses 
called the race of light increase against heat loss. 

The application of this principle, ав a mere principle, of 
course could not have been patented. But the inventor claimed 
in his patent to have shown practical methods which elubodied 
and could put it into operation. If he actually did so bis 
invention Was a patentable one. There was also the question 
whether the directions given in the words of the patent itself 
were sufficient, and whether its claiming clauses defined the 
invention unambiguously. 

His Lordship did not think that in the patent before then 
it Was intended to define, or that it was possible or hecessary 
to define, the expression large as referring to any defnite 
limits. All that was necessary was for Langmuir to tell the 
lanpinakers how to get as large an incandescent Surface! 
as they wanted for their practical purposes. He made plam 
to them in the specification that this was no longer lupe. 
ticable, and that if they would adopt his new process of manu. 
facture they would attain a valuable commercial result, the 
outcome of the scientific principle implied in the process. He 
showed them how, by coiling а small filament, to get the 
large incandescent surface notwithstanding that the diameter 
of the filament was narrow, and one, therefore, . requiring 
only a small amount of current. In this way the Hilf. 
watt " lamp became attainable. 

In the light of the directions given in the body of the specifi- 
cation, his Lordship thought that in the words there was 
chumed what had been already adequately described. It was. 
in his opinion, no mere abstract principle, but a method or 
process of manufacture, capable of being at once put into 
operation by any experienced electric lamp maker, with sud 
adaptations as his commercial requirements and standards ми. 
gested. To put it into operation required no new inventiv 
capacity, and it would have been inconsistent with the репе 
rality and sweep of the explanation given’ to have insert 
a definition. of the word large, otherwise than relatively lo 
current practice. Such. a definition, if attempted, коп 
have limited unnecessarily the ground over the whole of which 
the new method was to be made operative. The principle 
and its working in practice need not be distinguished in the 
fashion Which was required when the discovery was of юше 
merely particular and qualified kind. | 

Mr. Justice Sargant in his judgment recognised fully the 
value cof. the invention, but he thought that there wasa 
direction that the diameter of the coil was to be " substan- 
tially of the order of 10 mils, a figure clearly indicated hv 
the specification as constituting a thick filament." No doubt 
à filament of such a diameter would be thick or large, within 
the language of indication. But when he went on to хисем 
that the illustration did not suffice, inasmuch as the clam 
Wits not, so far as size was concerned, definable quantita- 
tively, but only by reference to other variables, he (Lord 
Haldane) could not agree with him. For the reasons he had 
given he thought that the claim was not one merely for 
articles falling within particular limits of size in filament. hut 
for a general process. of manufacture applicable in all the 
cases which practical experience allowed. That was becana 
of the character of the pioneer invention which the patent 
described. „ ‚ fil 

It was, in truth, an invention of an ingenious and | 
process of manufacture in which the integers, so far dg on. 
were combined in accordance with a principle that was m м 
and embodied a fresh invention. For these uir : 
submitted that the judgment in the Court of Appeal should ke 
reversed, and the appeal allowed with costs. | 

Lords Сауе, Finlay, Dunedin, and Shaw concurred, ant : 
the appeal of the British Thomson-Houston Со, was urn 
mously allowed with costs. 


New Russian Stations.—It is stated that out of the Pu 
prehensive schemes for the “electrification of joan Ve 
projected by the Soviet Government, only four a Rea 
so far been commenced, concerning one of which the ane 
newspapers have published some information. This 1 105 
is situated in the town of Kaschivia, about 7 miles Tyi. 
south of Moscow, and in the vicinity of the railway 1 
The site has long been regarded as suitable for the P af 
because two banks, one Russian and one CENNAD: Pi 
several vears ago, to obtain a concession. for me si in- 
ment of supply works in the town. The fucl is 110 ү 
ferior kind of pit coal which exists іп the neigh ОШ. oa 
resembles German lignite, and is suitable for D P 
boilers. The latter are 10 in number, on the 2 00 h.p. 
Sterling svstem, there are two steam turbines of 1 resse 
supplied by the Swiss Brawn-Boveri Co., and Шо {гапе 
of the generators is 3,000 volts, There are two a я ressure 
formers of the Luth & Rosen make, which raise il he trans 
to 115.000 volts, at which pressure the current will be of 5 
mitted to Moscow. The other three stations Wi been 
similar size, and the transformers for these have 8 


supplied from Sweden. 


mah. Сыды 
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NEW ELECTRICAL DEVICES, FITTINGS, AND PLANT. 


Readers are invited to submit parti 


rs oy new or improved devices and apparatus, which will be published 


if considered of sufficient interest, 


— 


The Win:Sum " Radiator. 


Missus. Tipp, Stpay & Co., Lrp., 180, Drury Lane, W.C.2, 
have designed ап apparatus for the provision of hot or cold 
air to rooms and buildings. This is the © Win-Sum ” radiator, 
It consists of a rectangular box 
15 in. high, 20 in. long, and 13 in. wide, with a curved top. 
At one end of this is fitted а specially. constructed inotor- 
driven fan with speed- regulating resistance. At the other end 


shown in figs. L and 2. 


-€--— 


— ———— ——— — —+ 


Fia. 1.—Тне © Wis-Stm " Вмлаток-- Fas Exp. 

four Independent heating elements are fixed (fig. 2). A double 
screen covers the fan end, and between the two parts of this, 
porous perforated slabs, unpregnated with a deodorising or 
disinfecting fluid, шау be placed. A baffling disk placed 
behind the fan prevents reverse air currents. Provision is 
also made for an ice chamber if this is required. 


A Witton-Kramer Electric Pulley Block. 


In most Warehouses, workshops, and factories there occur 
from time to time instances of lifting and = goods-handling 
work which, though not of sufficiently frequent occurence to 
justify the installation: of expensive cranes or other trans- 
porting devices, render essential some form of power hoist. 
To meet the demand for this class of apnaratus, the Witton 


Fic. 3.—Witrox-Kramer Evecrric Purtcev Brock. 


Kramer ELECTRIC Тоо, & Horst Works (Proprietors: The 
GENERAL ELECTRIC. Co., Lap.) has produced an electric pulley 
block, features of which are its compactness and lightness. 
The electrical unit consists of a totally-enclosed motor, with a 
reversing controller. The drive from the motor shaft is by a 


set of spur gears, the spur wheel being mounted on the worm 
shaft of a worm-gear pulley block of ordinary design, specially 
strengthened for power drive. The load is lifted by means 
of an electrically-welded chain and sheave block and hook, 
special care being taken in the manufacture of this to ensure 
the perfect fitting of the chain in the chain wheel. This 
equipment. which is made for d.c. voltages up to 480 V, 
webs only 2 ewt., and vill lift a toad of one ton at a speed 


FIG. 2.—ТнЕ '" Win-Stm " RADIATOH— HrarER END. 
of 10 ft. per minute. The standard equipment shown in the 
accompanying illustration (fig. 3) includes a chain for a 10-1t. 
lifting height. 

The Oliver Mortising Machine. 

The accompanying illustration (fig. 4) shows a vertical-spindle, 
hollow-eliset. mortising machine recently placed on the mar- 
ket by the Oniver МасніхЕКҮ Co., Grand Rapids, Mich., 
U.S.A. The principal feature of the device is the fact that 
the motor is mounted directly on the spindle of the machine, 
being enclosed in the same housing with the spindle and the 
mechanism of the head. The motor operates on either two- 
or three-phase, 60-cycle alternating current at a speed of 
3,600 r.p.m. The rotor if mounted directly on the machine 
spindle, which runs in ball bearings. The position of the 
motor eliminates countershafting, pulleys and belts, апа also 
saves floor space. Since it is self-contained the machine may 
he given any position in the shop desired, regardless of the 
position of the line shafting. The maker claims that the 
drive is very economical in the consumption of power. An 
enclosed starting switch with fuses is mounted on the 
machine and connected by a flexible conduit to the motor. 


Гіс. 4.—THe '" Oniver " Mortisinc MACHINE. 


The machine is equipped with a compound table having а 
feed operated by a handwheel through a rack and pinion and 


provided with a clamp for the work. The necessary bushings, 


wrenches and other equipment are  provided.—4American 


Machinist. 
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NEW PATENTS APPLIED FOR, !921. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. Serton-Jones, О'Оки, AND 
SraruaNs, Chartered latent Agents, 280, tligh Holborn, London, W.C. 1. 


32,107. '' Fhermionic valves." S. G. Frost. November Wih. 

32,122. '' Distributors or commutators of clectric ignition systems ol in- 
terpal«ombustion engines." F. A. Hood. November Soth. 

32,139. Blectrical switching or commutating devices.” W. A. Price. 
November 30th. 

32,10. Welding by the electric arc." J. H. Paterson and Premier Elec- 
tric Welding Со,, Ltd. November th. 

32.159. * Working of telegraph cables.” E. S. Heurtley. December Ist. 

32.16). ** Wireless. telegraph receivers.“ L. B. Turner. December 1st. 

32.162. Sparking-plugs." A. Bernollin. December Ist. 

32,173. '* Sugnalling apparatus lor mines, &c." G. M. Harvey. December 
Ist. 

32,184. '' Gas, electric, &c., heaters." B. Mither. December Ist. 

32,188. '' Apparatus ſor cooling electric resistances or electrically-heating 
fluids." Е. B. Cox. December 1м. 

32,211. Electric. fuses.“ J. J. J. M. 
cate, Ltd. December Ist. 

32,212. Electric heaters, &c., and commutators, &c., for use therewith.” 
Phi-Kappa Syndicate, Ltd., and D. Watson. December Ist. 

32,224. “Signalling devices for tramway, Хе. systems." L. H. Smith. 
December Ist. 

$2,236. ‘ Electric switches.” Metropolitan-Vickers Electrical Co., Ltd., 
(Westinghouse Electric and Manufacturing Co.). December Ist. 

32,241. Electro-maynetic devices for heavy-current switches.“ Civilin— 
genieure Seytferth & Hansen Ges, December Ist. (Germany, December 6th, 


1920. 

92242 „ able- winding reels.” R. I). Stowell and Wayne Engineering 
and Equipment Co., Ltd. December Ist. 

32,252. Electric. heaters," W. Bryan. 

32,253. Electric heaters." W. Bryan. December 1st. 

32,254. Electric heaters," W. Bryan. December Ist. 

32.255. Adjustable electric heaters," W. Bryan. December Ist. 

32,277. “ Electrodes dor soldering and depositing metals.“ Alloy Welding 
Processes, Ltd., and E. Н. Jones. December Ist. 

32.29]. Burglar alarm." F. E. Wood. December 2nd. 

32,321. '' Electric. control systems and switch mechanism therefor.” К. 
Amberton. December And. 

32,323, '' Sparking-plug. D. Fraser. December 2nd. 

32,338. '' Adjustable bracket for electric-Lamp holders, Kc.“ F. G. Carter. 
December 2nd. 

32,342. '' System of electric lighting in combination with piano, &c," J. A. 
Tavlor. December 2nd. 

32,352. '' Electric switches.” Metiopolitin-Vickers Electrical Co., ГАЧ. 
December 2nd. (United States, December. 2nd, 1920.) 

32.354. “ Fuse boxes." W. Preston. December And. 

32,363. Thermionic generators." Сех. fur Drahtlose Telegraphie. De— 
cember And. (Germany, December 3rd, 1920.) 

32,364. '' Generation of electrical oscillations by thermionic valves.“ 
fur Drahtlose Telegraphie. December 2nd. (Germany, December 4th, 1920.) 

32,365. Calling-apparatus for high-frquency telegraphy.” Ges. fur Draht- 
lose Telegraphie. December 2nd. (Germany, December. 4th, 1920.) 

32,377. Apparatus for preventing occurrence of higher harmonic currents 
ia working of metal-vapour rectifiers."' Akt.-Ges, Brown, Boveri et Cic. 
December 2nd. (Switzerland, December 6th, 1920.) 

32,380. '' Systems of electric motor control," British Fhomson-Houston. Co., 
Ltd., and Н. Е. Farmer. December 2nd. 

33.381. © Electric switches.“ British Thom on-Houston Co., Ltd. (General 
Electric Co.). December 2nd. 

32.385. '' Means for coupling electric leads te terminals.“ E. J. Detmold. 
December 2nd. 

32,386. '' Electrical terminals, adaptors, &. E. J. Detmold. December 
2nd. 

32,390. '' Working  cross-urrent. re«ocoling devices," C. Kohler. Decem- 
ber And. (Switzerland, December 27th, 1920.) 

32, 421. Vacuum, &с., tubes, &., for electrical discharges." A. II. 8. 
Colebrooke and W. A. Williams. December 3rd. 

32.422. Electric-motor control systems.“ A. II. Jackson. December 3rd. 

32.447. Automatic electric welding- machines.“ E. G. Budd Manufactur- 
ing Co. December 3rd. (United States, December 13th, 1920.) 

32.482. Fuse blocks." L. Bertram. December grd. (France, January 
19th.) 

32,489, '' Spark. intensifiers and ignition controllers for inter nal-combustion 
engines.” E. E. Lehwess. December 3rd. 

32.193. Dynamo electric machines." С.А. 
Vandervell & Co., Ltd. Decenber 3rd. 

32,499. '' Means for varying intensity of illumination of road-vehicle clec- 
tric lamps.“ J. H. Runbaken and M. ‘Torrance. December. 3rd. 

32,901. “Indicator systems for lifts, Xe.’ Sterling Telephone & Electric 
Co. Ltd. December 3rd. 

323.52.  '* Dligh-frequency telephony." 
December Brd. 

32,523. '* Electric. current generator." K. 
many, December 4th, 1920.) 

32.527. Driving mechanism of electric generators." E. B. Collingham 
and €. J. A. Owen. December Sth, 

32,330. 9 Electric. heaters. for internal-combustion engines," S. B, Depree 
and J. B. Hoker. December sth. 

32.545. “Sparking plugs." M'. Pickard. December oth, 

32.549. Combined electric heating and. lighting apparatus." K. Beres- 
ford. December 5th, 

32.500. Wireless telegraphy antenna’? W. Dornig. December Sth. 

32,083. '' Telephone systems." J. E. Polak (Siemens & Halske Akt. Ges.). 
December 5th. 

32,995. “ Method of driving 
drives.” II. Becker and Maschinenfabrik Schiess Akt. Ges. 
(Germany, December 6th, 1920.) 

2, 506. Anti-climbing devices for posts carrying electric wires, &c." P. 
G. Michell. December Sth. 

32.597. '' Electric. train control systems.“ J. B. Regin. December Sth. 

32.508. Vacuum valves for train control systems," J. B. Regan. De- 
cember oth. ` | 

32.621. Phermostatically-controtled socket Witches.“ Shawmut Machine 
Works, Ine. _ December 5th. (United States. December 3rd. 120.) 

л т Electric pianoforte driers." P. Watson. December 6th. 

32.657. Vacuum tubes.” E. Y. Robinson. December 8th. 

32.693, © Heating devices and electric curnaces;""— T, Charlier. 
ber 6th. 

32.715. Dvnamo-/lectriic: machines,’ 
and Е. P. Whitaker, December 6th. 

2.716. 2 Electric lamp fittings.” British Ühomson-Tlouston Co., Ltd. 
(General Electric Со. December 6th. 

2.725. i Fastening transformers in their oil tarks.” Ferranti, Ltd., and 
V. Z. de Forranti. December 6th. 

_ 32.726. |i Supporting devices for transformers, &c," Ferranti, Ltd.. and 
S Z. de Ferranti. December Gth. | 
ее “ Method. of installing turbines for driving dynamos," Akt. Ges. 

rown, Boveri et Cie. December 6th. (Switzerland, June 7th.) 

32.780. “ Electric switches and contacts.“ : 
land, Ltd. December 7th. 

a “Dimming switch for lighting system of automobiles.” 

enton and G. Degge. December 7th. 


Kluijtmans and Phi-Kappa Syndi- 


December 1м. 


, Ges. 


Vandervell and C. A. 


Н. Scfton-Jones (Lorenz Nkt.-Gres.). 


Roller December oth. Ger- 


machine tools with independent electrical 
December pin. 


* 


Decem- 


* British Thomson-Houston Co., Ltd., 


W. Е. 


II. S. Cooke and A. G. Suther- + 


32,808. '' Dimmer switches for head lights of mot À 
ds ! ог сус] " 
W and R. 15 Sprosen. December 7th jees, Se^ G. Arthur, 
32,84. '' Receivers for sound waves in liquids." Signal C 
7th. (Germany, December 71h, 1920.) : gnal Ces. Devemver 
32,846. '' Power generators and transmitters.” i 
5 ers, G. G. Lemons, есет. 
$2,855. ©“ X-ray screen.“ C. A. Cooper. and M. Maxwell " E 
32,872. '* Wireless telegraph receiving apparatus," M SER 
N. W. Mclachlan. December 7th. ` 
32,874. Electric radiators.” W. Bryan. December 7th. 
32,875. '' Multi-pole electric switch.“ C. A. M. Buckley. December “n 
32,876. * Electric starting motor for internal-conibustion engines = C : 
M. Buckley. December 7th. db. 
32,890. Head-lights, &с.” F. G. Piper. December 7th 
32.892. '' Measurement of alternating voltages.” E. B. i 
Ыы Б . Б. Moullin. Deven. 
$2,893. * Electric light bulbs." J. F. Lsmburn. December 8th 
32.904. Mapnetos." Н. Lewis. December 8th. 


W. Langridge and 


32.917. Electric torches." S. A. Fox. December 8th. 
32.930. Electric incandescent lamps." Е. Rohner and E. Simic, De 
ber Sth. dcs 


PUBLISHED SPECIFICATIONS, 


The numbers in parentheses are those under which the specifications wi 
printed and abridged, and all subsequent proceedings will be чы " 


1920. 
13,909. Jigs for use in electrically welding the parts of automobile die.“ 
J. Ledwinka. May 20th, 1920. (171,716.) С 
13,968. '' Apparatus for detecting or translating electrical impulses.” Radio 
Communication Co., Ltd., and J. Scott-Taggart. May 20th, 192). (71. 717. 
10,682. Electric driving of ship propellers. — Siemens Schuckertwerke 
Ges. August Ist, 1916. (145,469.) 


19.813. Dynamo-electric machines.“ V. G. Apple. April 23rd, 1917. 


( 147,785.) 

20,964. Process and connection for obtaining a strengthening of wireles 
messages," Dr. E. Е. Huth Ges. апа Dr. 5. Loewe. june Mth, 01. 
(149,217.) 


21,095. “ Automatic stopping device for talking machines of all kind 
worked by electric motor," A. Ebner. July 12th, 1920. (Convention date ох 
granted.) (149,664.) 

2:69. „ Battery filling machines.” L. A. Freedman. july 19th, 1%. 
(17 1,737.) 

21.893. Synchronous motors for mechanical loads. Siemens Schacket 
werke Ges. July 2lst, 1919. (171,412) 

22.300. '* Apparatus for the production by electrolysis of gas under pres 
sure.“ E. Vesine. July 26th, 1920. (171,743.) 

23. & %% . Frequency filters.“ British Thomson-Hocston. Co., Ltd., К. C. 
Ciinker, and F. W. Carter. August 16th, 1920. (171.752. 

23.978. Electric switches." Н. B. Prentice. August 17th, 1920. Il. 

24.23. Vibration. apparatus particularly for the reception and producer 
of sound waves. Signal Ges. August 21м, 1919. (150, 22.) 

24,275. Regulating resistances composed of contact pressure «етеп 
with spring pressing mechanism." Akt. Ges, Brown, Boveri et Cie, August 
26th, 1919. (12,323.) 

24.451. 9 Machine for the generation of electric currents also applicable as 
a motor.” A. Young. August 23rd, 1920. (Addition to 127,458) aga 

24,753. '' Electrical systens of automatic sub-stations," Metropolitan- 
Vickers Electrical Co., Ltd. (Westinghouse Electric and Manufacturing Co.. 
August 26th, 1920. (171.795.) -— 

24.754. Automatic electrical sub-station systems.” Motropolitan-Viehrss 
Electrical €o., Ltd. (Westinghouse Electric and Manufacturing Co). August 
Ual. 1920. 171,796.) 

24.837. Electric chcostats.”” 
7th, 1920. (163,021.) | 

25. 444. Electric motor controllers.” lgranic Electric Co., Ltd. (Cutler 
Hammer Manufacturing Co.). September 3rd, 1920. (171,908.) 

25,47. Ignition magnetos." Soc. Anon. La Magneto Belge. September 
3rd, 1919. (150,729.) m 

25,465. '' Polarised' relay for use in controlling rotary converters. Меш 
pelitan-Vickers Electrical Co., Ltd. (Westinghouse Electric and Manulacturing 
Co.) September 3rd, 1120, (171,809.) . ont 

26,344. Charging boards for electrical batteries.“ W. Т. Coulson 2 
Optalvte, Ltd. September 14th, 1920. (17 1,823.) | 

26,595. “ Terminal protectors for sparking plugs. ! 
Co., Ltd., amd W. A. Clark. September 17th, 1920. (171,829) TET 

26.R0R, ** Electric. transformers and the like.” British Thomson- oe 
Co., Ltd. (General Electric Co.). September 20th. 1920. (171.836) уаш 

27.104. '* Motor control systems for electric lifts and the like.“ Was“ 
Otis, Ltd. (Otis Elevator Co.). September 21. 1920. (71.840 onus 

27.396. '' Arrangements for detecting the position of points in 1 v 
tems.” Automatic Telephone Manufacturing Co., Ltd., and A. E. Huds. ~ 
tember 27th, 1920. (171,845. 

27.478. Automatic de systems.” Automatic Telephone Manu 
turing Co., Ltd. January 28th. 1920. (158 222.) 

27,309. Eleetric irons. that аге fired with a power 
Н. Lofts. September 28th, 1920. (171,850.) — 

28,199, “ Operating mechanism for searchlights, R 
British Thomson-Houston Co., Ltd. (General Electric Co.). 

Bu * Magnetic separators." and A. E. P 
October 8th, 1920. (171,859) 

29.091. “ Process and apparatus for regul- ie | 
metal vapour revtifier ышана” Akt. Ges. Brown, Boveri et uh 
ber T4th, 1919. (152,361.) ; A 173 есіте 

29.319. “Brush holder for dyname-electric, machinery. 1 
А 55 p 16th, 1920. (171,879. 
Plant Co., Lid., and 1. N. Mhitesmith, Octobe: and J. Oldben 

99.844. Electric switches.“ O. Oldham, б. Oldham, 4n ^ 
Ociober 91st, 1990. (Copnate aplication 19,097 /21.) (ТА) of high it 

31.147. “Are generators for producing oscillating curren | 
quency." P. О. Pedersen. August oth, 1926. LOLA a 19%. TRES 

31.536. Electric reactors.” S. R. Bergman. June F. Tessmann and K 


Wilson Welder and Metals Co. Inc, May 


Sphinx Manufacturing 


fac- 
Son indicator.” ©. 


ns, and the like ” 
55 October Sth, 129. 


H. H. Thompson 


tage ^ 


: 1 ol 
dating the direct current do Que 


32.9092. *'' Insulation of electric overhead lines." Н. 
C. Horn. November 23rd, 1920. (171,900) Hu Thomson-Housten Co. 
33,649,  '' Electric motor control systems. British, Тло 
(171.94.) 


Ltd. (General Electric Co.). November Mhh, 1920. December Ist. 
33.874. Flectric resistance welding." К. F. Woodburn. 2: 


1920. (171.906.) Metropolitan Vel 


34.117. “ Electrolytes for use in electrolytic cells." 
Electrical Co., Ltd. December Oth, 1919. 135.579.) $ рей Thoms 

34.726. “ Regulating systems for electric CIE 12 aad 
Houston Co... Ltd. (General Electric Co.) December SUP Manufacturing 

36,165. '* Telephone systems.” Automatic Pelephone cd.) (155,827 
Ltd. December 27th, 1919. (Patent of addition not granted.) 


1921. 


329. “Hydraulic telemotor apparatus.” 
(171,919.) € 
959. “Electric resistances.” Н. Behn (neé Eplintus)- 


- 
vars Ah I^ 


С. R. Ranzi. Jan 
1915 


Januar) 3rd. 
pr. ye 


(157 104.) | И 
1291. “ Accumulator plates.“ L. de M. Cattley. Jani" ey 
(171,921) „оше 


2 4 : 8 ium. 
7495. process of electrolytically separating chromit 


March 8th, 1920. (159,887.) 
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FIREPROOF AND OTHER GRADES. 
ESTABLISHED 90 YEARS. 


Бә” “ELO” 


For all purposes for which moulded in- 

sulation is required specify ELO! — 

which is water. oil and heatproof. 
909009009090 9090909 €99909090990999909 


FLEMING BIRKBY & GOODALL, LTD. 
ERSEDGE. YORKSHIRE. 


Phone: 499. 


Tel.: Motor. 
A.C. and 


D.C. MOTORS. 
WRIGHT MOTORS, Ltd., HALIFAX. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS - 


for ELECTRICAL ENGINEERS. 
A. MORTON, 
6, Tenby Street North, Birmingham. 


BROOK 


ONE, TWO and THREE-PHASE 


MOTORS. 
See Sup. 44 


_ SWITCHGEAR. 
ERNEST Р. MOY, LTD., 


Manufacturing Electrical Engineers and 
vernment Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


MICA & MICANITE 
TAYLOR & PETTERS, LTD., 


40, Hatton Garden, London, E.C. 1. 
See page li. 


DYNAMOS. 


Phone: 
4575 Central. 


MOTORS. * 


Victoria Dynamo & Moron Co., 


CRAVEN HOUSE, 


Kingsway, London, W.C. 2. 
Phone: Gerrard 1245. 
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WATER COOLING WET AIR FILTERS 


We claim, and not without 
- PLANT. justification, that our Wet Air 
Filters are safer than any washer of 
the film type. They are eminently suitable 
to Motors, Air Compressors, Ait-Cooled Trans» 
formers, the Ventilation of Buildings, ete. They 
purify and cool the air by direct contact with water in 
an atomized state. The cast-iron casing, with which they 
are fitted, gives them extremely long life and is impervious 
to chemical action as compared with steel casings. As 
the whole of the spraying system is only a few 
inches inside the air inlet it can be attended tq 
whilst in operation without entering the 
washer, by opening the louvred ог 
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ELECTRICAL REVIEW. 


No. 2,801. 


THE final report of the Water Power Resources Com- 
outlined in our last issue, 
does not depart greatly from the substance of the 
four interim reports, but it brings together а mass 
of information and comment which will render it of 
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great value as a work of reference. The subject is 
immensely complicated in this country by the demands 
of our cities and towns for water supply, and for this 
reason the Committee strongly recommends the estab- 
lishment of а central controlling body in the shape of 
a Water Commission for England and Wales; in Scot- 
land the conditions are so far difierent, owing to the 
sparse population and the abundance of water, that such 
a body is considered unnecessary. Water commissions 
for 60 years past have recommended the establishment 
of controlling authorities, and the present Committee’s 
conclusions were almost unanimous. 

The functions of the authority would include the 
collection of information regarding our water-power re- 
sources and placing it at the disposal of undertakers, 
enabling them to select suitable sites for development, 
assistance in the prosecution of such schemes and in 
obtaining statutory powers, safeguarding the interests 
of the local population, and the collection of statistics 
of rainfall and flow over long periods, а service which 
can only be rendered by the State. A system of stan- 
dardised data is put forward in the report, based upon 
the highly elaborated methods of the Canadian autho- 
rities, and it is proposed that maps and indexes of 
water resources for the whole of the Kingdom shall be 
available at a central office. In view of the assistance 
that the Commission would be able to render to water 
supply undertakings, the Committee thinks that a 
large share of the expenses of the Commission should 
be borne by them, thus reducing the cost to the rate- 
payer; but we fear this argument will not go far to 
mollify the intense opposition of the public to the estab- 
lishment of a new authority at this time, when the 
severest retrenchment is the order of the day. Whether 
the cost is thus distributed, or is borne by the Treasury, 
the result is the same—the citizen has to dip into his 
pocket a little deeper—and whilst we admit the advan- 
tages of the proposal, we are bound to regard it from 
the standpoint of financial expediency. 

On the other hand, with regard to water power in 
particular, the Committee would entrust either the Board 
of Trade or the Electricity Commissioners with the duty 
of supervising and promoting the development of the 
resources of Great Britain, and to this proposal we offer 
no objection. It is undoubtedly most desirable that this 
important question should be taken in hand as soon as 
possible, and if it can be dealt with by an existing 
Government department, the additional expense will be 
a minimum, 

It is to be hoped that if and when Government action 
is taken, it will be taken with the express object of 
development. We have seen how, in the United States 
and Scandinavia, where water power is available in 
abundance, Government control has resulted in deplor- 
able delays; with a view to securing the best terms for 
the State, impossible conditions have been prescribed. 
I? the aims of the Committee are to be fulfilled, it is 
absolutely essential that private enterprise shall be given 
a free hand and an extended tenure—otherwise our last 
state will be worse than the first. 

With regard to tidal power, it is felt that a prima 
facie case has been made out for its further investiga- 
tion; the Severn scheme is admitted to be technically 
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feasible, and if it is proved to be commercially im- 
practicable no other project of the kind has any chance 
of success. Attention should bé given therefore, says 
the Report, to the possibilities of the Severn scheme in 
the first instance, and the experiments set on foot by the 
French Government, as well as Italian proposals, may be 
cited in support of this recommendation. 


INDUSTRIAL 


AFFAIRS. 


' Tug leading strings, which preserve and uphold the 
infant, would impede the full-grown man. And so the 
very means by which the human mind is, in one stage 
of its progress, supported and propelled, may, in an- 
other stage, be mere hindrances.”’ 

When Macaulay wrote thus about the coming of the 
Reformation, trade unions were in their very early 
stages. The time has come to-day, however, when it is 
the duty of all who have the interests of the workers at 
heart, among whom the leaders and members of trade 
unions should be prominent, to take stock of the situa- 
tion, to examine the machinery, and, in general, to 
ascertain whether the organisations as they exist are 
suited to the circumstances of the present time. 

In the days when workers were ground down, when 
child labour was largely employed, when women worked. 
under horrible conditions at unsuitable occupations, 
the combination of workers to improve their lot was just, 
necessary, and desirable. There were those who thought 
the abolition of child labour would spell the ruin of 
industry but they were mistaken. The improvement of 
the lot of the workers for which trade unionism has been 
mainly responsible has not only done no harm, but has 
done positive good, to industry. In like manner the 
leading strings of the infant, and the dogmatism of 
Rome, were necessary to the immature body of the child 
and the immature mind of medieval humanity. They 
did good, and without them much could not have been 
done that was done, 

Humanity, when mature, is impatient of restrictions. 
Trade unionists object to the limitation or obliteration 
of initiative following upon the widespread adoption 
of process specifications based upon motion study and 
so-called scientific management. To a great extent we 
are in sympathy with them, for a man or woman is not 
a machine, and ought not to be looked upon as one. 
Yet how far do trade unions leave the individuals who 
compose them any freedom of thought? A small group 
of extremists may seize the direction of а union, or of 
а branch, and may behave in а way absolutely opposed 
to the wishes of the majority of its members. We need 
not go outside London for an example of such a happen- 
ing. It is not many weeks since the executive of the 
E.T.U. suspended the London District Committee on 
account of its extreme and unruly behaviour, examples 
of which will be within the memory of our readers. 

Anything in the nature of tyranny will, in the long 
run, inevitably be resented, and that resentment will 
more readily come to light in bad times than in good. 
When, as was the case during the war and the post- 
armistice boom period, wages are increasing and em- 
ployment is good, dissatisfaction is apt to fizzle out in 
а few scarcely-heard grumbles. But when men are 
standing about waiting for doles, when the wages of 
those who remain at work are falling, that dissatisfac- 
tion will be expressed both in a more audible and in 
а more practical fashion. The A.E.U. lost 10.000 
members during the single month of October, 1921. 
Mr. Thomas spoke pessimistically a few weeks ago about 
the N.U.R. In some degree, and perhaps а substan- 
tial degree, the decrease in membership may be due to 
the slump in trade, the fall in wages, the general un- 
employment, in short, to the industrial situation at 
large; but it is impossible to ascribe to these cabses, or 
to any of them, the widespread apathy that was re- 
vealed in, for instance, the engineering wages ballot. 


. of its information. 


. cussed, much good would be done. 


Here was a case in which the question to be voted upon 
touched every member in the pocket. Would thev, or 
would they not, strike to retain what they had gained! 
Yet а large proportion of the membership would not 
take.the trouble to answer the question, and thereby 
tacitly declined to strike. Some of this apathy may 
have been due to a realisation of the futility of a strike 
at а time when most employers, or at least the smaller 
ones, as we commented at the time, would have been 
rather glad to shut down their works; but on many 
occasions, where the clear-sighted saw at the beginning 
that futility which the failure of the strike proved, the 
fact was not allowed to prevent the strike from 
taking place. But we believe that in general the man 
on the floor of the shop was, and is, tired to death of 
being driven, or led, or coerced into striking every little 
while, and losing several weeks’ pay, about an issue 
which might concern him оу remotely. 

The time has gone by when a central executive сап 
appreciate conditions all over the cougtry, and can co- 
ordinate reports, and direct uniform acfiom as a result 
Devolution is necessary. The 
workers must combine, just as employers must combine; 
and employers and workers must combine together. Br 
the establishment of works committees (upon which the 
representatives of the workers ought to be trade 
unionists), to which the employers could furnish infor- 
mation as to the present state and future prospects of 
business, and by which the best methods for the advane- 
ment of the firm, and of the industry, could be diz 
The advancement of 
the nation’s industries is the advancement of the nation. 
But employers and employed cannot get down to facts 
at a meeting hundreds of miles away from those facts. 
They must talk matters over and fight them out on the 
spot, at the works where the things that have to be dis- 
cussed actually happen. Then they will be able to see 
what is the best course to pursue; whether, for instance, 
the adoption of the now famous and very successful 
Priestman scheme of profit-sharing can be beneficially 
adopted, or whether hours have to be extended in order 
to reduce costs of production. Men will interest them- 
selves actively in matters which they can influence, and 
when they can see with their.own eyes, in their own 
shops, the results of their activities. And if, as would 
be proper, membership of his trade union couló be 
taken as а sign of а man's competence in his trade, 
then the unions themselves would benefit by the devolus 
tion of their responsibilities, and consequently the bene- 
ficial activities of the unions could be considerably er 
tended. 

Moreover, the existence of a works committee would 
come, in time, to be recognised as а symbol that the 
management was reasonable and progressive. e 
conservative, secretive, difficult kind of employer wou 
find his business suffer, because the best workmen ш 
prefer to work for his rivals. He would therefore fin 
it imperatively necessary to advance With the times. 
Is it not abundantly clear that pressure of that s 
would be better and more effective than the E. i 
general strike we have seen of late years! Why | yee 
a good employer be hampered and his жогкреор* 
poverished because of the necessity of bringing E thi 
employer to his senses? Не will be protected kd | 
other employers, whereas if there were no е 
his men downing tools ав a body, but only p ЫШ 
individually, to а more agreeable concern, he nol 
suffer alone, and would have to take the only wet i 
improving matters, unless he were 80 stiff-necke 
prefer to go out of business. | 

There is still room for individuality. ^ 
of the British commonwealth of nations, 851 h of the 
are now to call it, lies in the individual 1 119 sri 
several nations composing it. Centralisation 0 1 15 
affairs has been proved to be impracticable, Pafaitz 
been given up. Centralisation in паш aa 
though not yet given up, is no less impracties x 
will have to make way for methods more adap 
the needs of the times in which we live. 
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Ох several occasions during the last 

The Secrecy of few years the public, who have been the 
the Ballot in innocent victims of disputes between 
Trade Disputes. Capital and Labour, have been aston- 
Ished to find that a settlement has been 

arrived at within a very short time after the rejection 
of very similar terms“ by an overwhelming majority of 
the men! ’? One reason for this apparent anomaly шау 
be that the method of taking the opinion of the men 


is faulty in some material respect, Either the men have 


not understood the proposed terms or they have been 
prevented from expressing their real opinions by the 
fear of disclosure. 4 recent case before Mr. Justice 
Багдан makes it plain that where the rules of a trade 
union provide that а vote shall be recorded in a par- 
ticular way—a way designed to ensure that the secrecy 
of the ballot shall be preserved—and that rule is not 
observed, the ballot is vitiated and cannot, in the result, 
be euforced. 

lt appears that on May 30th, 1921, a ballot was 
taken of the members of the National Society of Opera- 
tive Printers as to а proposed alteration of the rules. 
The ballot papers of about half the members were 
marked with the numbers of the men to whom they 
were Issued so that these men could be identified. It was 
not suggested that the marking was done with any 
sinister object, but in the view of the learned Judge 
‘the secrecy of the ballot was very considerably 
stultified.“ Having expressed the opinion that under the 
rules ‘* ballot" involved a method of secret voting, he 
held that the resolutions which followed the ballot were 
not binding. Seeing that the rules which Mr. Justice 
Surgant had to consider are in all essentials common to 
а large number of trade unions, it is obvious that his 
decision is of considerable importance, and those who 
are responsible for the proper administration of the 
unions will do well to remember the decision at which he 
has arrived, They should follow a little more closely 
tie procedure һу which those who enjoy the franchise 
are able to record their votes at elections. Whatever else 
has been said against the system by which members of 
Parliament are elected, no one has ever impugned the 
secrecy of the ballot. We are convinced that a very 
large number of trade disputes could be avoided, or 
composed at a much earlier date, if every member wore 
satisfied that he could record his vote on the matter 
without fear or favour. - 


THe popularity of the E. ). A. sales- 

The Art of anship conferences is evidenced by the 

Salesmanship. large attendance at the second meeting, 

held on Friday, December 16th. A 
great deal of enthusiasin was displayed by those present 
t» join in the discussion, which dealt with the selling of 
electrical power-driven appliances in the home, but it 
would appear, from the remarks made, that this enthu- 
siasm is not always reflected in the actual selling of the 
apparatus. As was pointed out, it is a great asset for 
a salesman to be able to tell a prospective customer that 
he is successfully using in his own home the particular 
appliance he is trying to sell. Here, however, we had 
the spectacle of an electrical contractor discussing ways 
and means of increasing his sales of electrical appliances, 
whilst himself admitting that be had discontinued the 
use of such an appliance in his own home because it 
made a noise. The same sort of thing has happened 
before with regard to electric cooking apparatus. This 
is surely not conducive to good business, and the point 
Was ponneed upon by subsequent speakers. 

In discussions on salesmanship we have acquired the 
habit of looking for some information with regard to 
American methods, and we generally get it; on this 
eecasion, too, we were not disappointed, rud 
electrical appliances are much more popular in America 
than here, the Americans have one advantage, ge that 
Is that there is a larver percentage of houses. receiving 
a supplv of electric ‘itv. t the same time. it was inter- 
erting to hear that owners of apartment houses there 
sometimes install electrical washing machines before 


tenants move in, but there is reason to believe that the 
price of the apparatus 1s a big factor in this connection. 
Ап American speaker, in order to indicate new fields for 
the sale of washing machines, instanced the case of an 
American woman who installed one on the hire-purchase 
system and developed a clothes-washing business, which 
was sufficiently profitable to provide her with a motor- 
саг. In this country, of course, there is a great deal 
in the fact that, comparatively, su few houses are con- 
nected with electricity mains, and but for the fact that 
the discussions are confined to selling methods, there is 
no doubt that much would have been said about the 
methods of supply authorities. It is of interest to note 
that whilst the big stores were decried on the last occa- 
sion on account of their“ jerry " wiring, on this occa- 
sion the suggestion that they should help in popularising 
the apparatus met with a good deal of approval. A 
point much discussed was tlie necessity for the salesinan 
to gain a thorough knowledge, not only of the appliances 
he is selling, but of their application, and Mr. Morton’s 
remarks on the details of clothes- washing certainly point 
to the fact that he practises what he preaches. 


THE paper read by Sir Vincent L. 
Railway Raven, K.B.E., before the North-East 
Electrification, Coast Institution of Engineers and 
Shipbuilders, of which an abstract is 
commenced elsewhere in this issue, is noteworthy on the 
following grounds, amongst others—namely, that it 
emanates from a leading steam railway engineer; and 
that it makes out an absolutely convincing case for the 
adoption of electric traction on railways. We cannot 
recollect any previous paper which so fully compares 
not only the relative merits of steam and electric loco- 
motives, but also the extremely important accessory 
plant and equipment and the operating methods which 
ure Inherent respectively to the two systems of traction, 
and whilst we are unable to reproduce the long paper 
in extenso, we feel that it calls for an exceptionally full 
abstract. 

From tine to time revolutionary changes take place— 
not without ditliculty and in the face of strenuous oppo- 
sition—in thought and practice in various walks of life; 
such changes, for instance, as the substitution of iron 
for wood in shipbuilding, of steam for wind power in 
ship propulsion, and of turbines for reciprocating en- 
vines in humerous applications; such a change is in 
progress before our еуез in the methods of traction on 
railways, and it is exceedingly interesting to watch its 
development. Quite naturally and properly, engi- 
neers who have at command the vast experience that has 
been gained with steam have regarded the upstart elec- 
trie locomotive with suspicion, and have been keenly 
critical of its possibilities and alleged advantages; as 
ever, the old is good.“ But it is an essential 
characteristic of every engineer worthy of the name that 
he is open to the reception of new ideas and is willing 
to adopt new methods, when he is satisfied. that the 
new are better than the old. How else could the turbine 
—the ‘‘steam-eater " of 1890— have established itself 
on board ship? 

We see the same process at work on land. and we 
welcome the accession of so eminent an authority as Sir 
Vincent Raven to the ranks of the convinced supporters 
of electric traction. & fact which adds to the weight 
of his advocacy is that for many years the railway of 
which he is the chief mechanical engineer has carried on 
both passenger and goods haulage bv electricity on a 
scale which has enabled bim to judge at first hand be- 
tween the merits of electricity and steam: he speaks of 
that which he doth know. Moreover. the North-Eastern 
Railway Co. is about to electrify, 250 miles of its 
Inain-line system. Granted that the advantages of 
railway oeleetrification are now  cenerally admitted, 
the fact remains that up to the present practically all 
onr development In that direction. has been associated 
with suburban raibwavs : in this paper, heave goods and 
passenger transportation are dealt with. and it is bound 
to aid materially the adoption of the larger schemes: 
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BREAKDOWN TESTS ON INSULATING MATERIALS. 


A .Simple 


" Guard-Ring " 


Method. 


By N. A. ALLEN, B.Sc. 


Tug commercial method of testing samples of materials 
used for insulating purposes consists, in general, of 
placing a layer of the substance to be tested between 
two flat circular brass plates having rounded edges and 
applying a voltage until the dielectric breaks down. 
The size of the sample is chosen so that sufficient over- 
lap is obtained to obviate flash-over around the edge of 
the specimen from one plate to the other. 

It is noticed that the material almost invariably 
fails near the edge rather than at the centre of the 
plates. This is due to the increased electrical stress at 
the edge of the plate, illustrated in fig. 1, causing 


Fig. I.— INES or Stress: PARALLEL PLATES. 


breakdown there at a lower pressure than the voltage 
at which the failure would occur if the dielectric were 
stressed uniformly. 

The use of some form of guard-ring for tests of tliis 
nature is well known. If the guard-ring is badly 
arranged, however, the specimen will be found to fail at 
the edge of this ring instead of at the edge of the plate. 

The method described below has been developed by the 
author, and has given complete satisfaction. The dia- 
gram in fig. 2 shows a section of the apparatus, which 
consists of a sinooth base of cast iron supported on 
ebonite pillars. The sample to be tested is placed flat 
on this base, and a smooth circular brass plate placed 
upon it. The guard-ring, which is a heavy cast-iron 


ring, is laid down concentric with regard to the plate, 


Fia. 2.—SkcTION or APPARATUS (DIELECTRIC NOT TO SCALE). 


but instead of resting upon the sample it is placed upon 
an annular ring of the insulating material, identical 
in all respects with the specimen under test, and pro- 
jecting by 4 in. on all sides of the guard-ring. 

The insulator ring itself rests upon the specimen, and 
is pressed tightly down by the weight of the cast-iron 
guurd-ring, excluding air-spuces as far as possible. 


The distance between the inner edge of the guard-riny 
and the outer edge of the plate is approximately 4 in. 
the diameter of the plate 3 in., thickness 4 in., while the 
inner diameter, outer diameter, and depth of the cast. 
iron ring are 33 in., 5 in., and ] in. respectively, 

At this point it may be mentioned that too much 
stress cannot be laid upon the necessity of eliminating 
alr-spaces when conducting tests of this description. 
It was pointed out by Steinmetz that the introduction 
ot a layer of insulating material of high dielectric con- 
stant (specific inductive capacity) into an air-gap which 
is in а state of electric stress approaching breakdown, 
із liable to cause a brush discharge across the gap. This 
is because the voltage drops on two condensers in series 
(¢.¢., in this case a layer of insulator and an air-gap) 
having equal charges and dimensions, are inversely 
proportional to their dielectric constants. Thus the 
air takes more than its share of the voltage, the air i 
stressed at a higher value, and breakdown occurs. 
This phenomenon, which has only in recent times beu 
admitted to its proper position of importance in the 
mind of the electrical engineer, has been the caus of 
many failures of insulators which are working at мік 
nominal stresses, whereas owing to the presence of air- 
pockets the actual stress is sufficient to cause a brush 
discharge across the air-gaps, with carbonisation and 
consequent breakdown of the insulation. 

In fig. 3 is indicated the state of stress distribution 
in this apparatus. The presence of the outer con 
ductor at the same potential as the testing plate causes 
the lines of force to be parallel not only in the centre. 
but also at the edges of the plate, while the insulating 
ring prevents breakdown at the edge of the guard-ring. 


GUARD RING 


ЦСК 
ННН —3 


BASE PLATE 


LINES OF STRESS IN APPARATUS. 


Кы. 3. 


Thus a fair test of the dielectric strength of the material 
is ensured. | ‘i 
A series of tests was carried out with some =z 
insulating paper, first without any guard-rimg, st 
with the apparatus which has been described. p 
table of comparative results is given, indicating IE 
number of failures occurring at the edge und ' | 
centre of the plate in the two methods, and alse 
respective breakdown voltages. 


-mil 
сону 
and з 


I II 
Number of tests 53 j 
Number ot failures at edge | 2 5 
Percentage * * s 8 
Number of failures at centre 18 Sh 
Percentage m ез [о 119 
Average breakdown voltage n. 105 
Percentage i | 


L—Plate without guard-ring. 

Il.—Plate with guard-ring. | 
at it is just 507 
{еа 


10 Jal p 


The advantage of this method is th 
venient ax the ordinary commercial ret lie | 
annular ring of insulator ean be used fol re uel? 
number of tests. and the results obtained ? 
accurate with this than with the other 
viding a fairer test of the behaviour 0 
under uniform electric stress. | 
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THE FOUNDRY ELECTRIC FURNACE. 
By JAMES EDGAR. 


Tur industrial uses of electric furnaces are very 
numerous, and one of the most satisfactory develop- 
nents has been their invasion of the foundry. This de- 
partment has long had the reputation of being extremely 
conservative, but innovations are accepted there as they 
are elsewhere—with a good deal of suspicion. The 
number of electric furnaces in operation is small in 
comparison with the number of foundries. There are 
over 3,000 foundries in this country, and the great 
majority of them carry on with combustion furnaces. 

The cupola requires a great deal of attention and con- 
siderable skill on the part of the men in charge to en- 
sure satisfactory results. It has, however, important 
qualifications. Its efficiency is relatively high; it would 
appear to be about 40 per cent., and it is comparatively 
cheap; fur instance, from 2 to 9 cwt. of coke will melt 
a ton of metal. It cannot, however, be called simple in 
operation, and the melting is done, as with all com- 
bustion furnaces, in the oxidising influence of the 
blast, which is harinful to some of the elements, notably 
manganese and silicon. 

Notwithstanding the failings of the cupola, however, 
foundrymen are decidedly partial to it, and it is, as a 
combustion furnace, a good type. It is very improb- 
able, indeed, that the electric furnace will oust it from 
the iron foundry, at any rate for a considerable time, 
although, if electrical engineers really concentrate on 
foundry requirements and electrical energy becomes 
cheaper, the number of electric furnace installations 
will grow rapidly. With steel, iron and brass alike 
there are two great points in favour of the electric 
furnace, the first being that the melting is done in a 
reducing atmosphere, and there is thus no oxidisation, 
while the second is that a high degree of superheating 
is necessary to ensure good castings, whereas the super- 
heating power of conibustion furnaces is limited. 

Messrs. T, Summerson & Sons, Ltd., one of the few 
British iron-founders who use an electric furnace for 
melting iron, had some fine castings on view at the 
recent Shipping and Machinery Exhibition at Olympia. 
This firm found, on a microscopic examination, that 
in the best iron there were patches of sulphide and phos- 
phide, and also that the carbon stood out in lumps, 
while the grain was loose. By electrically melting the 
iron, they have eliminated phosphides and sulphides, 
and produced even, close-grained metal. 

What is called the duplexing process will eventually 
b» practised in шапу iron foundries: that is, the iron 
will first be melted in the cupola, and then. transferred 
to the electric furnace to be superheated. 

In the steel foundry the electrice process has become 
popular. -For the benefit of those who have not studied 
steel foundry practice, it may be said that there are at 
present four processes: the open hearth, the Bessemer 
o^ converter, the crucible, and the electric processes. 
Until the electric furnace was introduced, crucible steel 
was used for castings of the highest grade, and opinion 
was divided between the open hearth and Bessemer pro- 
cesses for general work. Now, electric steel has largely 
displaced crucible steel. and many castings that were 
formerly made by the Siemens furnace or converter, are 
now made of electricallv-melted steel. The metal, for 
one thing. is much purer. A great recommendation for 
the electric furnace to steel foundrvmen consists in its 
refining properties. It is frequentlv onlv used for refin- 
ine. Sulphur and phosphorus, which are very objection- 
able elements, can be almost entirely eliminated owing 
t» the intense heat. and almost anv class of steel can be 
produced from the cheapest material. Another point 
sometimes cited in its favour is that little brickwork 
is necessary. In the future. electric furnaces of much 
larger canacity will have to be made to cope with all 
classes of work. It is in the steel foundry that thev have 
made the greatest progress. Castings are more costlv 
because, in addition to the cost of electrical energy, the 


upkeep of the furnace lining is heavy owing to the high 
temperatures. With large furnaces, upkcep charges 
would be proportionately lower. 

It has been found that it is more economical to keep 
an electric steel furnace going all the time than to allow 
1› to cool after each heat, because it is less destructive 
of the furnace lining. Some firms have found that they 
could make the furnace pay by having two heats a day, 
but have been handicapped by the workinen refusing to 
work the necessary hours. The oonsuinption of elec- 
trodes is also an expensive item. 

Electric furnaces should make rapid headway in 
brass foundries; much more rapid indeed than in the 
iron foundry. At the present time there are several 
excellent non-ferrous electric furnaces on the market. 
In one of these, the Morgan Crucible Co.’s furnace, 
the crucible is made of special conducting material, and 
has extension rings at top and bottom to carry the ter- 
minals. The lining of the crucible is composed of an 
insulating material. Water-cooled gunmetal terminals 
are used to convey the current into the walls of the 
crucible. At the Shipping and Machinery Exhibition 
the Leifur”? furnaces of the Leeds Electrical Con- 
struction Co. proved of great interest to foundrymen. 

The melting of brass in the electric furnace presented 
peculiar difficulties. One objection to the arc furnace is 
that, with so high a temperature, the zinc was volati- 
lised. Flexibility is an essential qualification for a brass 
foundry, because of the variety of mixtures to be 
melted. More types of furnaces have been evolved for 
brass melting than for iron and steel, and there has 
been more disagreement among foundrymen as to which 
is best. 


WATER-POWER TROUBLES. 
By E. SCOTT RIVETT. 


IN many newly-settled countries rainfall and stream- 
flow records are still in a very incomplete state, and the 
designer of a hydro-electric plant is hard put to it to 
tind reliable data for the basis of an estimate of the 
power available at some particular fall during all the 
inonths of the vear. In such a case it is not advisable 
to place much reliance upon the memory of the oldest 
inhabitant, and, besides, there may be no oldest inhabi- 
tant. 

The extreme value of precise records extending over 
a period of vears is, of course, generally recognised by 
hivdro-electric engineers. It is therefore easy to under- 
stand that, occasionally, owing to incomplete records 
or а too sanguine temperament, serious mistakes are 
made, but the following case of the Minnedosa (Canada) 
plant seems almost incomprehensible. 

Some vears ago a local company was formed to har- 
hess а waterfall near Minnedosa on the Little Saskat- 
chewan river, and a hydro-electric plant was installed. 
An earth-embankment danı about three-quarters of a 
mile in length was built. giving extensive water storage 
and the development of а head of 25 ft. А six-foot 
penstock led to the power-house, where а horizontal- 
shaft turbine was connected to a 375-kVA generator. 
The drainage area had not been thoroughly studied, and 
when the plant was put into operation and service 
started, the company faced the fact that during the 
winter months no water flowed into the reservoir, so that 
plant operation was possible only from eight to nine 
months in the vear, and during the season of greatest 
need—the winter months—there was no deliverv of 
power. The company spent a large sum of money in 
the endeavour to remedy this condition. but finally was 
obliged to cease operations and go into liquidation. | 
The plant has now been taken over bv the Manitoba 
Power Commission. and it is proposed to re-desien the 
whole hvdro-electric outfit. In the meantime two 120- 
h.p. semi-Diesel units have been installed, and are work. 
ing satisfactorily at an average fuel oil consumption of 


0.9 lb. per kWh. 


looked the complete cessation of winter flow. 
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In the above instance, tlie designers of tlie plant over- 
The case 
of Wallace, Idaho (U. S. A.), is on a different footing. 


Here power is developed from water collected in a catch- 


ment area of about 2,000 acres, formerly well timbered 
with trees from 50 to 200 years old. In 1910 the water- 
shed was entirely burnt over. Before the fire the stream 
flow was never below 1,000 miner's Inches, but since 
then it has fallen to а fourth of that quantity, and the 
company supplying water, light, and power in Ше 
district, has been compelled to spend considerable sums 
of money annually in developing power from steam 
and using part of it in pumping water. Records or the 
weather bureau at Wallace show that the precipitation 
has been about normal, and one is thus forced to the 
conclusion that the unevenness of flow is due to the 
destruction of the timber and not to any change of 
climate or rainfall. , 

It is not often possible to increase the average stream 
flow of a river, but an attempt to do this is now pro- 
posed in Northern Ontario. The growing gold-camp 
in the South Porcupine district has suffered from a 
shortage of power for some winters past, and the com- 
pany supplying electricity to the mines has now de- 
veloped every available foot-pound on the Mattagami 
river. The demand is still increasing, and the present 
supply will be inadequate during the next period of 
low water. To overcome the difficulty, it is proposed to 
divert the water of the Grassy river, which now dis- 
charges into the Mattagami some miles below the chief 
power-house. At the place where it is intended to join 
the two rivers they are fifteen miles apart, but by & 
system of dams engineers have discovered that the water 
can be backed up through a chain of small lakes and 
rivers, so that only about 300 2. of channel cutting 
will be necessary. The project would change {һе coin- 
plexion of an extensive area, and alter the lower reaches 
of the Grassy river from a formidable river to a trick- 
ling stream, but it would make gold production and 
employment at Porcupine more certain. 
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FOREIGN LANGUAGES AND ENGINEERING 
| DEVELOPMENT. 


Dv ALEC. B. EASON, A. M. Inst. C. E., A. M. I. E. E. 


Ат a recent meeting of electrical engineers niention was 
made of tlie great development of water-power for elec- 
tricity and the widespread use of electricity in small 
towns and village on the Continent, as compared with 
What one finds in this country. Two natural factors 
partly account for this development: first, the average 
density of population is much less than in England, 
and this reduces the difficulties of running transmission 
lines, as it is easier to run them in uninhabited areas 
than in towns; secondly, there are much greater re- 
sources of water-power on the Continent than in this 
country. But the educational factor has something to 
do with the development; the proportion of engineers on 
the Continent who know two foreign languages is greater 
than the proportion of English engineers knowing two 
foreign. languages. Many Continental engineers can 
know at first-hand from the English Press what is being 
done in the British Empire, while many of our engi- 
neers сап only know what engineering developments 
go on in foreign countries by reading translations of 
the technical Press: | | 

The amount of study required to give one a working 
knowledge of a foreign language, sufficient to be able to 
read foreign publications,- is perhaps over-estimated. 
Good progress in learning to read the foreign Press can 
be made by an individual who purchases, sav, a Spanish 
grannmsar and dietionarv, and then studies privately by 
reading uovels in such a way as to understand the 
"iain story of the novel without endeavouring to read 
everv line; the latter process max be necessary at 
school, so as to translate each sentence correctly for the 


alleged high-frequency sparks distinctly 


schoolmaster, but it is not conducive to reading much 
literature. One does not need to look up every un- 
known word in the dictionary, but goes on readin 
even if some words are unknown. This method does 
really work; such reading of novels will not teach on, 
to speak the language, though it helps one in obtaining 
а vocabulary to use when the pronunciation has been 
learnt; but after reading twenty or thirty novels in a 
foreign language, one will be able both to enjoy the 
foreign literature and to glean items of interest fron 
the technical Press. Е 

If one reads while travelling, standing, or sitting 
in tramcars and trains, one cannot always be looking 
up words in a dictionary; therefore one must either 
stop reading foreign books in such cases, or go on 
reading without troubling if some words are not 
understood. | 

Access to foreign literature suggests to one what part 
of our conventions and ideas are insular and not 
universal. This can be learnt partially. by reading 
books of travel and history, but is better learnt by read. 
ing novels dealing with the life in foreign countries. One 
is always able to learn about something in which the 
foreign nation is ahead of our own. No nation is abso- 
lutely better than every other nation in every depart. 
nent of life, including government, sport, medicine, 
education, literature, music, painting, engineering, avd 
science. | 

As regards science in particular, one should be abe 
to read German text-books if one wishes to get гегу 
detailed information on technical subjects. Тһе ex- 
pression “ very detailed ’’ is used because of a remark 
made by a Swedish professor to the author. Не said 
that Swedes liked English medical text-books in prefer- 
ence to German books, because the English ones gave the 
main substance of the matter, whilst the German books 
gave an immense mass of details along with the sul. 
stance, and the books became so bulky that it was diff 
cult to reach the substance at all. The criticism seems 
reasonable. | 

If members of Parliament, labour leaders, coun- 
villors, lawyers, and men who draw up rules and regu- 
lations had more direct knowledge of what went on in 
other countries, probably engineering progress would 
proceed more quickly, and Parliamentary regulations 
regarding electrical matters might become less irksome. 


HIGH-FREQUENCY STRAY SPARKS ON 
MOTOR CARS. 


Br VOLTMAN.” 


TruLy, we live in strange times. The man-in-the- 
street sceius to be in a fair way of developing a Super 
scientific brain. Of course, one is well aware that the 
daily Press regales him from time to time with m 
ful and somewhat fearful articles on the latest mares 
of science, served up with all manner of popular ШЕ 
mings, and' after reading such an article cu 
that the man-in-the-street is very prone to ip 
paths of super-science where a Faraday or 4 “the 
would have feared to tread. These ideas саше inte i 
writer's mind when a very ordinary owner of a 1 
car—and a cheap one at that—stated that he 5 1 7 
‘high-frequency sparks by lightly. touching niae 
tank with a spanner. He averred that he could > ЕБ 
in the dar 
The writer sugget" 
ssiblv have malle 
j as the 


when the engine was running.“ 
that if this were sø our friend might po 
an important electrical discovery, but’ so far e 
writer was aware, an ordinary motor Саг a 
regarded by the electrical eognoscenft as a Sine 
ing generator of high-frequency oseillatory m 
The writer doubts whether our super-scientist pe А 
an intelligible explanation of why a magnet 


pakt 
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compass needle, yet here was he descanting on his mag- 
neto radiating high-frequency oscillations as the result 
of spark gaps, condensers, and capacity ’’!! 

The high-frequency effect, he aver гей, fully explained 
why some motor cars had been known to burst into flame 
by ignition of the petrol when on the road and leave 
nothing but a charred and tangled mass as evidence of 
the disaster. Assuming our friend was accurate in his 
observations, there is quite а number of interesting 
little problems connected with the origin of stray sparks 
on motor cars generally. The writer can vouch for some 
that are not explainable by ordinary reasoning. It is 
necessary to keep in mind that a motor car is an all- 
insulated, large-capacity mass of metal. The insula- 
tion resistance, with clean dry tires, may be anything 
from 3,500,000 to 4.500,000 ohms. АП the metal of a 
car serves more or less as the return circuit for high- 
voltage current, and also for low-pressure currents when 
single-wire lighting and starting outfits are used. 
Furthermore, it is true that the magneto provides the 
essentials of a high-frequency generator; there is, in 
fact, much more in its functioning than meets the eye, 
as research has proved. It does more than merely pro- 
duce а small spark at the plug. From observation, the 
writer can give a few instances of stray sparks. In one 
case heavily-insulated high-pressure leads from a coil to 
the plugs passed through a brass tube to keep them to- 


gether. In complete darkness a ring of minute sparks 
could always be seen between the end of the tube and the 
insulation on the leads, this insulation being in excellent 
condition, so that there could be no question of leakage. 
Doubtless in this case there was an electrostatic and 
condenser effect between the leads and tube. Another 
interesting instance showed that some stray sparks take 
place at loose metallic joints on tne mechanism despite 
the fact that there exists an excellent return circuit from 
the plugs vza the engine back to the magneto, this cir- 
cuit having practically no resistance. To make doubly 
sure of а good return, а wire was connected directly 
from the engine to the magneto base. Nevertheless, the 
sparks still occurred at the loose joints and a long way 
from the engine. If, as seemed improbable, these 
sparks did not indicate that there were wandering cur- 
rents finding a way back to the magneto, it must be 
reasonably assumed that these sparks were the result of 
the aforesaid high-frequency effect. Each loose joint, 
which, of course, is in a state of vibration, would func- 
tion as a coherer or detector acting in sympathy or 
unison with every discharge from the magneto. There 
certainly seemed no reason why return-circuit currents 
should be passing through these loose contacts, and the 
true source of these seems to offer a good field for investi- 
gation. Perhaps our friend the man-in-the-street did, 
after all, really see high-frequency effects ! 


AN AID TO METER TESTING. 


By R. М. М. 


** CURSE & Co.] Another batch of faulty meters!“ 
Such a remark may be heard after a preliminary test 
on some freshly-delivered meters in a test room which is 
not provided with adequate facilities for observing the 
variation of the test load. 

Scales not sufficiently open, use of instrument on a 
lower ranger of scale, or simple variation, may liave been 
the real fault which caused the tester to swear. The 
volt or amp. boy may be intelligent, he certainly will 
be human, and may suffer from astigmatism. The boy's 
power of observation of 1-10th of one scale division will 
decrease in proportion to the length of any one test, and 
set of tests, so that by the time the tester has reached the 
twelfth meter, say, allowing for 50-second counts per 
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Еіс. 1.—TLARGE AND SMALL PROJECTORS. 


meter, the probability of current variation being un- 
noticed is greatly increased. That 1-10th of one division 
at 10 divisions is 1 per cent. is obvious. 

To obviate this trouble a sinall apparatus was recently 
designed, by means of which the image of the pointer 
and the image of the reflection of the pointer can be pro- 
jected on to a screen, situated in such a position that 
the tester can see the images (coinciding) indirectly, but 
comfortably, and can readily see апу variation at the 
кате time as he is taking a count. Further, if the 
tester has a small two or three-plate carbon resistance 
handy, he can correct for a small variation without 


stopping his test. Ав the image is considerably mag- 
nified, 1 per cent. can be arranged for 1 in. travel on 
the screen. 

The accompanying illustration (fig. 1) shows a large 
size projector, on legs, but in actual practice it would 
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FIG. 9.—PnojkECTOR 1x Uae. 


he found more convenient to suspend this on a bracket, 
s» as to allow horizontal rotation to give projection on 
one or other wall. The instrument would be supported 
on à pivot base, arranged so that the pointer could be 
brought under the projector at any part of the scale. 
The smaller projector shown is on an adjustable stand, 
but the suspended type is thought to be more useful. 
The other illustration (fig. 2) shows the resultant 


projection photographed in broad daxlight in a test 
room with one east and two north windows, or under 


rather trying conditions. 


It is, of course, simple to construct a scale or scales 


Н 
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exactly corresponding to the standard instrument used, 
and corresponding to the distance of projection, or, 
alternatively, under certain conditions, the image of 
the actual scale can be projected. Both the projectors 
illustrated consist of: An optieal mirror; a 12-volt 
motor-car type head lamp ; a condenser ; a plane-surface 
optical mirror; and a focusing lens. 

If anyone considers building such a projector, it is 
important to remember the tollowing details: the flatter 
the angle of projection the better; the plane-surface 
mirror must be fixed so as to be able to rotate through 
а sufficient angle to allow for the desired height of pro- 
jection ; the light source itself must be capable of being 
moved to suit the depth from the surface to the mirror 
below the pointer; and good ventilation is required for 
the lamp. The forms illustrated are not the best, but 
were made up from odds and ends of material at hand. 
In a slightly modified form the instrument can be used 
to project the image of any pointer or indicator. 


* 


LEGAL. 


Epison Swan ELECTRIC Co., LTD., v. LAWRENCE. 


On December 20th, Mr. Justice Rigby Swift heard an action 
brought by plaintiffs against Mrs. Mary Eliza Lawrence, a 
widow, ot Alina 'lerrace, ‘l'orquay, to recover £184 88. IId. 
under an agreement in writing dated December 13th, 1920, by 
which defendant ugreed to guaruntee payment of 5s. in the 
pound upon a claim against Wilfred Lawrence, such payment 
to become due at the expiration of nine months. Defendant 
denied hability on the ground that she was not aware when 
she signed the guarantee that he had entered into a deed cf 
assigninent with the trustee of his creditors. 

Mr. Storry Deans appeared for the plaintiffs, and Mr. 
Stokes for the defendant. | | 

Мк. Storry Deans, in opening, said that in November, 1920, 
plaintiffs issued a writ against Wilfred lawrence for £595, the 
price of goods sold by them for use in his trade as an electrical 
. engineer. Upon the writ being served he put himself into 
communication with the solicitors for the plaintiffs, and also 
with a firm of chartered accountants. A meeting of the credi- 
tors of Wilfred Lawrence was held in December, 1920, and 
the debtor who attended offered to pay 20s. in the pound, but 
the creditors were not disposed to accede to this unless he 
should give some security. Eventually it was agreed that he 
should pay his creditors by instalments af 5s. in the pound, by 
four quarterly instalments, and that he should assign his 
business to a trustee. It was also uecided that as to the last 
two quarterly instalments he should provide a guarantee. He 
did so, and his mother, the present defendant, became the 
Zunrantor, and this action was brought under the document 
to recover one instalment of the amount due to plaintiffs by 
the son. | 

Mr. Stokes, for the defendant, contended that the form of 
guarantee sent to Mrs. Lawrence was a misleading document, 
and was therefore void. Plaintiffs omitted to disclose the fact 
that the debtor had already divested himself of all his assets. 

{lis LonbsHir, in giving judgment, said he believed that 
the defendant did not know of the arrangement with her 
son's creditors when she signed the guarantee. She thought 
she was merely guaranteeing a trade debt to prevent legal 
proceedings continuing, and thus obtain for her son àn ex- 
tension of credit. He decided that the consideration wholly 
failed, and there would be judgment for defendant with costs. 


— M M—À 


WRONGFUL CONNECTIONS TO Mains, 

At Worksop, on December lith, Horace Barrow, a contractor, 
ol Park Street, Worksop, was fined £23 on a charge of eon- 
necting electrical wires to the cable belonging to the Worksop 
l rhan Council without censent. i 

Defendant gave nétice that he required a meter for a 2-h.p. 
motor, and the installation waa accordir;ly made, The Coun- 
cil afterwards accidentally found out that certain. other wires 
had been fixed, and thereby defendant obtained light and heat 
for a radiator and other purposes. Defendant was a wiring 
contractor, and had a knowledye of what he was doing. | 


Barrow pleaded guilty, and said his men were warned about 
the matter.—Sheffield Daily Telegraph, 


ACCUMULATORS, LTD., v. AUSTRALIAN COMMON WFALTH. 


According to the Sudney Morning Herald, of October 25th 
last, recently received, in this action Accumulators, Ltd., an 
Australian company, formed about three vears ago for the 
supply af electrical batteries, sued the Commonwealth Govern- 
ment to recover £1,231, charging a breach of agreement in 
connection with a contract to deliver certain parts necessary 


for the erection of a counter e.m.f. battery for the Posta! 
Department in connection with the telephone exchange busi- 
ness. Plaintiffs stated that they packed and delivered the 
material ordered and fulfilled all the required conditions, but 
the defendants declined to pay for it. Several pleas (е 
tiled by the defendants, traversing the plaintiff's declaration 
and setting up that when the battery was erected jt Was 
found that it would not carry the stipulated current continu. 
ously for three hours without excessive heating. They, there. 
lore, refused, as they lawfully might, to accept the material 
and requested the plaintiffs to remove it from the premises. 
Defendants also entered a plea of cross action, claiming 
damages for delay and inconvenience in excess of the amount 
claimed by the plaintiffs. 
The case was part heard. 


CHARGE Or STEALING I. Aus. 


AT Bow Street Police Court on Brd inst., Edward Alexander 
Kann, 35, was sentenced to six months! imprisonment in tbe 
second division for stealing Osram lamps, belonging to his 
employers, the General Electric Co., Ltd. The earlier hearing 
was reported in our last issue. On December Brd, according 
to The Times, the thefts had been going on for about ]? 
E and had involved the company in a loss of nearly 
2,000. 


REVIEWS. 


Power House Design. By Sir Joun Е C. SNELL. Second 
edition, 1921. Pp. 535; figs. 201. London: Longmans, 
Green & Co. Price 42s. net, 


A second edition of Sir John Snell's valuable work will be 
Welcomed at the present time, when the important question 
of adequate supplies of electrical energy is receiving attention 
not only in Britain and the Dominions overseas, but in nearh 
every industrial country in the world. 

A period of ten years having elapsed since the original 
edition was written, many important developments in power 
house design have taken place, and the author has taken the 
opportunity to rearrange the subject matter and bring it up to 
date, whilst some of the chapters have been entirely revised, 
and the minor typographical errors of the first edition cor- 
rected. | 

The aim of the author has been to give reliable and up-to- 
date information on the design and equipment of various types 
of power stations for the supply of cities and wider areas, and 
also for railways, mines, and factories, or where smaller in- 
dependent power houses and sub-stations have to be designed 
and constructed. | 

The subject matter has been conveniently arranged in 
twelve chapters, and a feature of the book is the tabulation 
of useful data and costs, &c., the latter being on a pre-war 
basis, so that for estimating purposes a correction factor can 
easily be applied to suit the particular conditions obtaining. 

In the opening chapter, systems of supply are considered, 
and the author makes a strong plea for the standardisation of 
voltages and frequencies, recommending 6.600 volts as à 
reasonable maximum generator pressure, and showing that 
only four standard pressures would be required, excepting, el 
course, high-pressure d.c. systems. In assessing the probable 
load factors, it is interesting to note that the figure for power 
supply over large areas is 45 per cent., and for general supply 
to large cities a load factor of about 80 per cent. may һе 
expected; these figures in the earlier edition were gene 
2) per cent. and 22 per cent. respectively. 

The choice of site and type of plant are considered in the 
following chapter, and it is clearly shown how these two 
matters are closely related and also may be wholly determine! 
by the character and location of the ultimate source of PN 
With regard to coal supplies, the figures given in Table I 
аге still based on high-grade coal of 13,500 B. th. u. per © 
(presumably as fired), and although great improvements и 
thermal economy have been made in the past ten years, "e 
consumptions quoted do not take this into consideration. ү 
we assume а 60 per cent. load factor and coal n h 
calorific value of 13,500 B.th.u. per Ib. as fired, 2 
consumption per watt-hour generated would be 34.7 f 
or an overall efficiencx of only 9.8 per cent. Unfertuna tis 
coal of this value is the exception and not the rule 1 0 
country, and if it were available it would be а compara 
easy matter to obtain an overall thermal efficiency of t 
13 per cent. on this load factor with up-to-date меша 
whilst a figure of 18 рег cent. is now possible, In 
stand-by losses. ‚ d 

Power-house buildings are considered їп Chapter Ш, EE 
the data regarding foundations and loading on n import 
soils should prove useful to the designer, whilst the П oe 
ance of piling and rafting the subsoil in the case of m pi 
modern waterside stations is referred to, and examp i; i 
given. Reinforced concrete receives brief Mu its use, 
view of the economies that can often be effected 11 0 io 
it is disappointing to find less than half a page de 
this tvpe of construction. - t. and many 

Chapter IV is devoted to steam: raising plant, 
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useful data have been included, the text having been revised 
and brought up to date. In ‘table XVI particulars of stan- 
dard Lancashire boilers are given, but the evaporative capa- 
city has been based on a coal of 13,500 to 14.500 PB. th. u. per ib., 
and properly proportioned econonusers are assumed. А use- 
ful table ot particulars of the B. & W. marine type boiler 
is given, but the actual evaporations quoted appear to be 
based on high-grade coal, and the author mentions that the 
normal output 18 obtained with a consumption rate of about 
22 lb. of coat per hour per sq. ft. of grate area. Nowadays, 
however, the power-house engineer in this country has to be 
content with coal of from 10,500 to 11,000 B.th.u. per lb., as 
fired, with, of course, a higher consumption rate per sq. ft. 
per hour, and a diminution in efficiency. 

CO, recorders are mentioned, and it is recommended that 
one should always be һхей to each range ot borlers; m 
modern practice it 15 becoming more usual to provide an 
indicator or a recorder for each boitier, except, of course, in 
very small stations. Usetul notes are given on boiler draught 
and coal storage and handling, but it is disappointing to nnd 
no data regarding modern asn-handling plant, and only some 
fifteen lines devoted to the whole question of ash disposal. 

The author gives some brief details of oil-fired boilers in 
thie edition, and it is interesting to note that it will generally 
pay to burn crude fuel oi. (15,000 to 19.000 B. th. u.) when its 
cost does not exceed one and a half times that of good steam 
coal (14.500 B. th. u.) or one and three-quarter times that of 
bituminous coal (11,500 to 12,000 B. th. u.). 

Gas firing is also mentioned, but few data are given, pos- 
sibly because test results are difficult to obtain, and gas-Hred 
boilers at present can hardly be regarded as part of the usual 
power-house equipment. 

Steam and teea-pipe systems are considered in the following 
chapter. In Table ALLY, the properties of saturated steam 
up to 500 Ib. per sq. in. abs. are tabulated, the authority being 
Marks & Davis, 1909, but no data for superheated steam have 
been set out, and Callendar's values are usually considered to 
be more up to date. 

Chapter VI is devoted to steam engine and turbo-genera- 
tors, and forms naturally one of the most important sections 
of the book. Аз in the former edition, the author considers 
that generally the limit of size up te which reciprocating 
engines шау be used is about 750 kW. In view of the 
developments of geared turbines and the fact that there is 
not much to choose between the reciprocator and the turbine 
in either capital cost or heat consumption in small sizes, the 
reviewer із inclined to place the limit at about 500 kW, and 
recent figures quoted tend to place it even as low as 350 kW. 
350 kW. 

Regarding reaction turbines, the author is careful to point 
out their inherent weaknesses, although little is said ot the 
modern improvements effected in construction, and no Inen- 
tion is made of the new Parsons type of blading. 

There is an absence of really up-to-date test results for 
either impulse or reaction machines, and it seems a pity that 
turbine manufacturers are so jealous of their results that the 
most up-to-date information is not readily available for publi- 
cation in a work of importance. 

The subject of condensers is considered in Chapter VII, and 
some useful tables and costs are given, although it is rather 
disappointing to find that the most up-to-date types of air 
pumps and auxiliaries are not dealt with, and as in the former 
edition a considerable amount of space has been devoted to 
jet condensing plant. 

Chapter VIII deals with gas engines, gas producers, and 
oil engines, and it is interesting to note that the author con- 


Siders that the ic. engine in its present state of development 


is only economical from the aspects of both capital and run- 
ning costs in stations of small or moderate capacity. In con- 
nection with power gases, methods of gasifying fuels are con- 
sidered from а power-station engineer's point of view. Re- 
garding solid fuels for gas production purposes, the formula 
given on page 257 in the first edition hus been corrected, and 
its value enhanced by the caution given as to the effect of 
higher oxygen contents when compared to calorimetric deter- 
minations. 

A chapter of practical notes on generators, motors, boosters, 
and transformers follows, and contains particulars regarding 
the specification and construction of electrical plant. The 
description of а typical turbo-alternator is similar to that 
given in the former edition some ten years ago, although great 
progress in design has been made in the interval. With 
regard to alternator rotors, mention of solid-core designs, and 
water cooling, nas been omitted. Commutation difficulties 
on turbo-generators are referred to, but surely these are 
troubles of the past. With regard to tests on insulating ma- 
terials and temperature limits, &c., no mention of the British 
standard specifications is made, although nowadays the pur- 
chaser is more or less obliged to keep to standard specifica- 
tions unless cost is a secondary consideration. In connection 
with works auxiliary transformers, the author now recom- 
mends a secondary pressure of 415 volts for motors and 220 
volts for lighting, but no mention is made of the convenience 
of adopting a pressure of 240 volts for the lighting, so that 
a supply can be obtained if desired from the same 415-volt 
transformers. Table XCIX gives particulars of standard static 
transformers, but as in the former edition, the outputs are 
only tabulated up to 50 kVA. 


* 

_ Switchgear is considered in Chapter X. The lay-out of the 
Greenwich switchgear is selected probably as being typical of 
a large 3-phase power house, but of course greut improve- 
ments in control gear have been made in the last ten years, 
and one is somewhat disappointed to find so little space de- 
voted to enclosed types or gear. Modern practice dictates 
that reliability 1s à prime consideration, und to this end the 
adoption of a separute switch house and completely enclosed 
control gear 1s warranted in stations even of moderate capa- 
city. Ine Dalmarnock power station ш Glasgow 1s probably 
the most up-to-date example of switchgear lay-out, but no 
description of this gear 15 given, and ошу briet mention of it 
is made elsewhere in the boos. The autnor gives some of the 
sulient. features of а typical Specification tor J-phase high- 
pressure switehgear, and still includes а reverse-current relay 
as part of the generator equipment, whilst the absence ol 
some type of automatic fault protective gear and of an auto- 
matic neld-breaking switch are noticeable omissions. 

Chapter XI is devoted to & consideration. of. some of the 
sulient features of large and small power houses and sub- 
stations, and the subject matter has been entirely revised and 
brought up to date, so that it contains much ot value to de- 
signers. Brief particulars are given of «e lay-out of some 
typical waterside power houses, and some useful estimates 
ot the capital costs of power houses are given. ‘The author 
goes fully into the question of combined by-product recovery 
and generating plant, including the findings of the Nitrogen 
Products Committee’s Final Report of 1920. Finally, waste- 
heat utilisation 18 considered. 

Hydro-electric power houses are dealt with in the last 
chapter, and the subject matter has been revised and brought 
up to date. Water turbines of various types are considered, 
und the more modern method of comparing machines on a 
specific speed basis has been incorporated in the present 
edition. Convenient tables of capacities, sizes, and costs of 
reaction and impulse turbines are given. 

The book is most lucidly written, free from mathematical 
formula, and exceptionally well illustrated, so that as a work 
of reference for professional engineers it will prove convenient 
and valuable. 

The author has been most. successful in collecting and classi- 
fying the experiences of eminent engineers, and in drawing 
upon his own knowledge in incorporating the information into 


a really valuable volume which will become the standard work 


ou the subject of power-house design. 


L. M. J. 


The Testing of Continuous-current Machines. By C. F. 
Sith, D. Sc., M. I. E. E., A. M. I. C. E., Whitworth Scholar. 
Pp. x+109; 21 figs. London: Sir Isaac Pitman & Sons. 
Ltd. Price 28. 6d. net. 

This small book forms one of the numerous volumes on 
engineering included in Messrs. Pitman's Technical Primers, 
and in it the error, so common in books of this class, ot 
attempting to cover too great an amount of ground in too 
small a space, has heen carefully avoided. 

The first chapter deals with the general principles of direct- 
current dvnamos and motors, and is followed by others dealing 
respectively with measurement of resistance and temperature 
rise, no-load tests on machines, load tests on generators, and 
load tests on motors, in which all the tests likely to be of 
usual application in ordinary test-bed work are adequately 
described. | 

With regard to the methods of taking insulation resistance, 
it would be well to point out that, when taking an insulation 
test on а running machine by noting the pressure between 
each terminal and the frame and between the two terminals, 
the machine must not be connected to an external circuit, 
otherwise the result obtained will not be the insulation resist- 
ance of the machine itself. The diagram for the series 
Hopkinson test on p. 72 contains a slight error, as the volt- 
meter connection shown would short-circuit the supply pres- 
sure (the single-pole switch should be shown on the other side 
of the instrument), and in the formula for the losses in a 
series motor (using Field's method) given on p. 95 a printer's 
error has apparently resulted in a inixing-up of the various 
ruth xes. 

Apart from these small points, which will doubtless be put 
right when a further edition is required, the text is accurately 
written, and the " get up " of the book does credit to the 
printer and publisher. | 

The work can be heartily commended to assistants оп 
machine test beds and to students taking a practical class in 
the testing of direct-current machines. 


The Steam Turbo-alternator. By I, C. Grant, A. M. I. E. E. 
Pp. xvi 20; 100 fiss. London: Sir Isaac. Pitman and 
Sons, Ltd. Price 158. net. 

In writing this book the aim of the author has heen to give 
the reader à good general knowledge of the principles, con- 
struction, and operation of the steam turbo-alternator, so that 
recourse to specialised text books on either steam turbines or 
alternators will be unnecessary. 

The dual nature of the subject matter and the fact that 
the work has been written to suit the needs of engineering 
students, central station engineers, draughtsmen, and others 
who are interested in the steam turbo-alternator combination, 


— — se ee —— 


822 THE ELECTRICAL REVIEW. [Vol 89. Ns 


2,301, DECEMBER 30, 1821, 


have rendered the author's task a somewhat difficult one to 
регїогш. 

“Lhe steam turbine is considered in its various details in Ње 
first six Guapters, whilst the’ succeeding eight chapters are de- 
voted’ to alternating currents and the theory anu constructi .n 
of modern alternators, followed by sections on control 
apparatus, operation notes, and examples of modern practice. 

in connection with the notes on the development of the 
turbo-alternator, the illustration of a 7,500-k M. 1,500 r.p.m. 
turbine erected alongside one of the 4.000 -l. P., 75 r. p. in. 
engine- driven alternators in the Glasgow tramway power 
house 18 quite interesting. and brings back to tne reviewer 
memores ot many anxious times on the e.h.t. control board 
and the effects of heavy fly wheels, 

Steam flow in reaction and impulse turbines, pressure and 
velocity changes and the effects of variations in pressure and 
temperature are consitiered in Chapters IL and III, and the 
Enunet mercury-steam turbine is briefly described. On р. 81 
à curve of efficiencies at various pressures and temperatures 
is given, but its value is somewhat doubtful owing to the 
errors in the accompanying text. The feed-water temperature 
is given as 800 deg. F., and the efficiency ratio is expressed 
as the amount of heat which can be utilised when compared 
with the total heat content of the fucl. The feed-water tem- 
perature should doubtless be 80 deg. F.. and the ^" etticiency 
ratio is probably intended to be the available heat per lb. of 
steam divided by the total heat per lb. of steam. 

In considering the power available and the efficiency ratio, 
the author gives the theoretical steam consumption as :— 

2545/ Available heat per lb. of steam 

instead of the more convenient expression, using the value of 
3415 in the numerator, which’ gives the consumption in lb. of 
steam per kWh instead of per h.p. hour on the shaft. In- 
dicated h.p." and brake h.p. tests can only be conducted on 
small turbines, and such terms are of little commercial im- 
portance 1n connection with turbo-alternators. Rankine cycle 
efficiency assuming isentropic expansion is not explained, 
whilst somewhat loose expressions such as “lbs. per square 
inch " and “ a few ounces pressure to the square inch occur 
in the text. It is usual nowadays to express expansion down 
to condenser pressures in inches of mercury (abs.) back pres- 
sure, or lb. per square inch (abs.). 

In Chapters IV and V, steam turbine details are considered, 
and some interesting particulars of modern machines are 
given. Under the subject of rotors, the Michell thrust bear- 
ing (spelt Mitchell) is mentioned, but no illustration of it is 
given. Constructional details such as rotors, types of blading, 
packings, couplings and bearings, &c., are described and illus- 
trated, whilst lubrication and governing systems are fully 
dealt with. | 

Before dealing with the theory of alternators, the author 
gives a chapter on alternating currents, but here again one 
comes across some rather loose expressions in the text. 
Ohm's Law is not defined in the usual manner, and an 
equation is merely given that E = 1 X к, where Е is the volt- 
age, I is the current, and R is the resistance, although it is 
assumed that the law has been stated. Inductance and capa- 
city are then considered, but the author does not take the 
trouble to explain his formule or even state the units of 
measurement. Frequency is denoted by the equation: 
f=2pXn, where 2p is the number of pairs of poles and n is 
the revs. per second, although the number of pairs of poles is 
usually given by p/2 or siziply by p. On p. 101 in the equation 
for average e.m.f., the de“aonstrator of 108 is obviously a inis- 
print, but later the author states that the work done in a 
circuit is proportional to the square of the current, although 
he is considering the e.m.f., and there is no mention of work 
or energy units. Figs, 55, 56 and 57 do not appear to have 
апу connection with the text of the chapter. The character- 
istic features of single and polyphase alternators and alter- 
nator windings are considered in the two. following chapters, 
but on p. 122, in considering the relative outputs, the three- 
phase grouping is given as 0.51, whereas a factor of 1.51 is 
probably intended. Alternator output is next considered, and 
the author shows the importance of limiting temperatures to 
а safe figure. A safe final air temperature of about 130 deg. F. 
is mentioned, but as this figure is based on an engine-room 
temperature of 90 deg, to 100 deg. F., the available tempera- 
ture rise 1s only some 40 deg. F. The usual or conventional 
figure of 40 deg, C. temperature rise is not mentioned, and 
& normal engine-room temperature of 90 deg. to 100 deg. F. is 
not the usual practice in this country, whilst the B. E. S. A. 
figures are not referred to in this chapter. "The constructional 
details of alternators are described. and notes on up-to-date 
features, such as air filters and thermo-couples, are given in 
the following chapter. Excitation and regulation. matters are 
dealt with in a practical manner, and short circuits and other 
troubles are considered in an interesting section. which follows. 
Reactances, harmonics, and the earthing of the neutral are 
dealt with in turn and useful practical notes given. Chapter 
AIV is entitled '' Generator Tests," and methods of deter- 
mining the various losses are explained, although the details 
Riven are necessarily very brief. Control apparatus next re- 
celves the author's attention, and notes on switchgear and 
protective devices are given. Reverse current relays are not 
usually considered desirable on modern alternators, and over- 
load time-limit protection is hardly a sound method to adopt 
if the trin solenoids are shunted by fuses. Protective gear is 

described with the aid of diagrams, and notes on synchronising 


apparatus are given, the Weston synchroniser be 
Miscellaneous notes on operation and mainte 
heading of the next chapter, and practical hi 
and repairs are given. [n starting up turbi 
advises a period of at least three hours’ prelit 
up, and after warming up is completed the circula 
other pumps should be got away. Three hours 18 an 
long period, and if the rotor 18 at rest, trouble 18 likel 
occur with reaction machines on running up, whilst over. 
heating at the exhaust and condenser can easily happen under 
the conditions stated. The final chapter is devoted to ex- 
amples of modern practice, and some interesting details 
existing machines are given, whilst the importance of higher 
power-house efficiencies is considered. An appendix gives 
useful notes on various steam and electrical Matters referred 
to in the text. 

On the whole the book is a very fuir practical exposition of 
turbo-alternator practice, and should prove useful to students 
and operating engineers who desire to obtain a good general 
knowledge of the subject without having recourse to the more 
conventional text books or technical papers dealing chiefly 
with turbine design or alternating-current theory. 


L. M. J. 


ing illustrated. 


y to 


of 


n 
AERO ENGINE IGNITION. 


(Concluded from p. 830.) 
Potential Wave-Form of a Magneto. 


Potential Wave-Form of a Magnetc.—A fourth report, 
No. 47, September, 1918 (I. C. E. 241), by Dr. N. R. Campie, 
shows that accurate knowledge of the Wu ve-form is hot as 
important as had been suggested. For it appears that фе 
efüciency of the magneto as a means оѓ producing ignition 
i8 by no means closely related to its wave-form; since, pro- 
vided the necessary maximum potential is reached, it matters 
little or not at all in what way the rise to that potential takes 
place. So long, therefore, as it is only a question of deter- 
mining which of several magnetos already constructed is likely 
to be the most efficient, a knowledge of the wave-form is not 
requircd. | | | | 

Un the other hand, if an attempt is to be made to design 
the magneto which will give the greatest maximum potential 
for the least weight and subject to the satisfaction of the 
necessary mechanical conditions, then a determination of 
wave-forms is almost necessary if any but purely empirical 
methods are to be used. For the inductances (and to 8 lesser 
extent the capacities) of the primary and secondary circuits 
vary so rapidly with the frequency of the oscillations passing 
in those circuits that it is necessary to determine the induct- 
ances at the frequencies which will be actually used; & know- 
ledge of the frequency is thus needed and can only be ob- 
tained by some method which is equivalent experimentally 
to the tracing of the wave-form. | 

I. The first method investigated was that of the око 
graph. Since the frequencies of the oscillation in a magneto 
are of the order of 10,000 per second, the kathode-ray olle, 
graph (similar in principle to the Braun tube) seemed much 


more promising; such instruments are known to deal satis 


factorily with oscillations of much greater frequency. But 
the difference between the widely separated impulses given 
by the magneto and the regular trains of waves to which the 
Braun tube has been applied, introduced almost insuperable 
difficulties. | 

П. The second method is that of the Helmholtz interrupter, 
in which the connection between the secondary terminals an 
the measuring instrument is broken at a known interval after 
the interruption of the current in the primary. In an 
'' point-to-point " method, the determination of each point on 
the wave-form involves a separate experiment; it is 8 
lutely necessary, therefore, that the wave-form should 
identical in successive experiments. In a magneto this con- 
dition is not fulfilled. " 

When the problem was attacked once more, efforts ч 
directed primarily to producing а more satisfactory iue е 
no attempt is made to design a break which will wor is 
tinuously (like the cam-operated break of the magneto), bi 
is no difficulty in securing accurate and regular timing. 
even when the timing is accurate and consistent ha 
mains the difficulty that the peak potential attained at a. 
sive operations of the break is not the same, but ses d 
vary by 20 per cent. It was finally discovered To 
greater regularity was obtained if the rate of idi 1 
the contacts (or at least the speed of the moving р 
caused that separation) was decreased and not MAE S 
а subsequent report it is hoped to give а more P il 
count of the circumstances which tend towards) ree speed 
break; here it will suffice to say that, by reducing t a ess, 
of the part operating the contacts to 1 metre a дү өреп: 
it Was possible to produce a contact which, at Pies it 
tions, would give peak potentials agreeing to 1 or 1 10 the 
With such a contact a point-to-point method of tr: 
wave-form becomes practicable. et. in the 

Accordingly, the magneto armature was kept d 11 cuts 
position relative to the pole pieces at which p from 80 
when the armature is rotating, and the curren 
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external battery passed through the primary and broken by a 
pendulum. 

Fig. 4 shows the secondary wave-form of a Thomson- 
Bennett magneto when a current of 2 amp. is broken in the 
primary and the armature is in the position which makes all 
the inductances а maximum. "There was no spark gap in 
the secondary circuit. To indicate the consistency of the 
measurements all the experimental points are shown. 

A full discussion of the significance of these results is re- 
served until more complete material 18 available, but a few 
points may be noted. The oscillations in coupled circuits are 
compounded of two damped barmonic vibrations, the fre- 
quencies of which are different from those of either of the 
two circuits when uncoupled. The ratio of the frequencies 
of the two harmonics depends chiefly on the coupling of the 
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two circuits. In order that the secondary potential should 
be а maximum for a given value of the primary current, it 
is necessary (but not sufficient) that the coupling should be 
such that this ratio has one of a certain series of values which 
makes the peak of the harmonic of lower frequency coincident 
with one of the peaks of the harmonic of higher frequency. 
In fig. 4 the presence of the two barmonics can be traced 
clearly. That of lower frequency is represented by what 
appears to be the main oscillation, while the harmonic fa 
higher frequency is represented by the slight hump ” 
tbe steep initial rise of the curve. Further, the frequencies i ш 
the secondary and primary circuits are very nearly the same, 
and the oscillations in the two circuits are very nearly in the 
same phase. The period of the harmonic of lower frequency is 
increased by the addition of capacity to the secondary, but 
it is not certain yet what change has been effected in the 


higher harmonic. These results are in complete accord with 7 


the theory. But the curve shows also that the coupling of 
the circuits is not such that the maximum secondary potential 
is attained, for the peak of the harmonic of higher frequency 
does not coincide with that of the harmonic of lower fre- 
quency; an alteration in the coupling should produce a more 
efficient machine. Again, the very heavy damping of the 
oscillations should be noted; if this damping could be re- 
duced, the peak potential might be raised considerably, but 
since the damping is probably mainly due to iron losses, it is 
not certain whether any improvement in this direction 18 
practically possible. 

ПІ. A third method of determining the wave-form was 
suggested by Mr. F. Young, of the British. Thomson-Houston 
Co. It depends on the use of the rotary spark gap, but can- 
not give the time at which & given potential is attained for 
the second or any subsequent time. This limitation prevents 
the method giving all the information which is required. The 
method ie feasible for obtaining at least an estimate of the 
periods concerned in the wave-form; it is capable of great 
improvement, but cannot compete with the point-to-point 
шее in accuracy, and will not give the complete wave- 
orm. 

Spark Synchronism.—A fifth report. No. 22, January, 1918 
(Т.С.Е. 171), contains a description by Dr. б. E. Bairsto, 
А.МІЕ.Е., of tests that show that the synchronism of the 
sparks of a left and right-hand Dixie magneto, timed cor- 
rectly, when at rest, may be out by as much as 2 deg. at 
engine speeds, which may cause, in certain cases, а drop in 
шше power of from 3 to 4 per cent. when using dual igni- 
lon 

The source of these irregularities is to be found in the 
contact breaker, which in a Dixie magneto is stationary, and 
is actuated by a rotating four-break cam. The fibre block 
in the right-hand magneto is struck by the crown of the cam 
in the usual manner, i.e.. on the inside edge (fig. 54). On the 
other hand, the contact-breaker of the left-hand magneto, in- 
stead of being turned through 180 deg. (i.e., inverted like the 
reflected image in a mirror) to suit the opposite direction of 
rotation, is kept the same, and the cam therefore strikes the 
fibre block on the outside edge (fig. 5B). 


The only alteration that is made to the magneto is to turn 
the cam through a small angle corresponding to the arc sub- 

tended at the centre of the cam by the length of the fibre 
block. As the accompanying diagrams show, the actual forces 
on the cam are quite different in the two cases. In the case 
of the left-hand machine the impact is of a glancing nature 
and gives the contact-breaker arm an opportunity to rebound 
and make contact again before it is finally opened, thus 
giving two sparks. This point is still under investigation. 

Using dual ignition with two magnetos, one а left-handed 
one and the other a right-handed one, the result of this ab- 
normal behaviour is to cause the two sparks, which synchro- 
nise at gh gi speeds, to alter in phase in some cases to 
as much as 2 deg. (i.e., one retards by 4 deg. to 1 deg. and 
the other advances 1 deg. to 14 deg.) when the engine runs 
at top speed. The benefit of using two sparks simultaneously 
firing two plugs is thus to a great extent lost. Actual tests 
on engines have shown that this may cause a drop in power 
of from 3 to 4 per cent. below that obtainable with two per- 
fectly synchronised sparks. 

Where dual ignition is used, it is recommended that as far 
as possible the Dixie 8-cylinder magneto with left-hand direc- 
tion of rotation be not used. A compromise might be made, 
which will. however, not meet all cases, by timing the two 
magnetos differently, the left-hand one 2 deg. in retard behind 
the right-hand one. 

Magneto Faults.—The report on this subject, No. 18. 
August, 1917 (I.C.E. 138), is also by Dr. С. E. Bairsto, and 
comprises a summary of the experience gained at the Royal 
Aircraft Factory during the two years ended August, 1917 :— 

American and London Bosch.—This type may be considered 
as fairly reliable. The total ‘percentage of rejections was 
163 per cent., and the very large number of machines which 
fired at the safety gap illustrates the inherently weak design 
of the safety gap which is used on the D.V. type of Bosch 
magneto. 

B.T.H. (A6 and A8).—The chief objection to the B.T.H. 
magneto is the lack of refinement in constructional details. 
Only one 12-cylinder magneto has been tested so far, but a 
number of small defects still remain to be eliminated before 
it can be called satisfactory. 

Dizie. (6, 8 and 12 cylinder.)—Very compact, sound in 
the general electrical design, but the workmanship in many 
parts is inferior. The design of the magnetic-field path 
18 also weak. Моге insulation is required in places, and the 
design of the safety gap needs alteration. Out of 12 machines 
во far tested, only three were satisfactory, but in nearly all 
cases modifications made to the faulty machines enabled them 
to pass the tests. 

Fellows. (F.R.4.)—A сору of the Bosch D.U.4. Twenty- 
nine of these magnetos have been tested and only one has been 
rejected. They are well made, but no larger size than a four- 
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cylinder machine has been tested, so the reliabilit 
magneto made for more leads than this number is not Lo 

Simms. (6 cylinder.)—Only four of these have been tested 
and all failed to pass the tests. 'The workmanship is excel- 
lent, but more attention should be paid to the tuning and 
timing. All the above rejected magnetos ran satisfactorily 
when fully retarded, but failed to do во when fully advanced. 

Peel Conner. (6 cylinder).—Practically а copy of the Bosch 
D.U.6. Only three have been tested, but these have given 
full satisfaction. The manufacture 18 excellent. 

Watford.—Only three machines have been testea, but all 
were defective. 

Berling. (8 eylinder.)— This magueto cannot be considered 
аз satisfactory. 

Ruthardt.—Very unsatisfactory and discarded completely. 

Morris & Lister. (A.D.S.)—Fairly satisfactory, but the 
workmanship is not perfect., 

Hollister. (12 cylinder.)—Only one of this recent type of 
magneto has been tested. It is an experimental machine, 
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and of very excellent manufacture. It has several novel 
features which overcome some of the existing sources of 
trouble. The arrangement of the field magnets does not, how- 
ever, seem to give the best possible results, as the secondary 
voltage is not high enough to give the sparking qualities 
desired. 

Coil and Battery Systems. Besides the above types of 
magnetos, experience has been obtained on the following three 
than that of either of the two following systems. "n 

Remy (8 and 19 cylinder).—The constructional details in 
many points are very weak and have caused a lot of trouble. 
The design is sound and the synchronism of the sparks practi- 
cally perfect. The current consumption, however, is greater 
than that of either of the two following systems. 

Atwater-Kent (open circuit). (4 and 8 cylinder.)—The con- 
structional details are perfect, and the machines are exceed- 
ingly well manufactured. They are very light, and the current 
consumption is low. On the other hand, the sparks are not 

rfectly isochronous, due to the mechanical lag in the contact 

reaker. The only mechanical defect that has occurred has 
been the breakage of the contact breaker '' lifter."' 

Atwater- Kent (closed circuit). (4 and 6 cylinder).— This 
is full of weak points. 'The unit is, however, very light, and 
the current consumption low. 

The report summurises the tests carried out, mentions the 
sources of trouble and suggests means of improvement. 


CORRESPONDENCE. 


Letters received by us after 5 p.m. on TURSDAY cannot appear 
until the following week. Correspondents should forward 
their communications at the earliest possible moment. No 
letter can be published unless we have the writer's name and 
address in our possession. 


The Durability of Lead - covered Cable. 


Your correspondent, Mr. R. Hampson. is to be congratu- 
lated on his very excellent letter on the above subject, but I 
am afraid he is not a regular reader of the Review. or per- 
haps is too busy to study your advertisement pages, otherwise 
he would have been aware of at least one system which 
comes very near to his ideal. The system I refer to consists 
of a one-piece bonding ring, which clamps each cable inde- 
pendently, and a real universal connector box, which сап be 
used as & four-way, tee, right-angle, or straight-through box, 
without alteration. and yet be totally enclosed at any position. 
No special cutting tools are required. Like our friend Mr. 
Raphael, modesty forbids me saving to which system I refer. 

With reference to Mr. P. T. Kimmins’s comments on the 
wiring at Lynton Town Hall, I venture to say that the trouble 
in this case was chemical contact corrosion due to the oak 
having been matured in salt water, or quite possibly the 
beams are part of some old oak sailing ship. 

This is, of course, purely a suggestion, and put forward in 
the hope that it may assist you in diagnosing the case, as I 
note you are going to refer to it again. 


Manchester. 
December 19th, 1921. 


J. C. White. 


Mr. Hampson, in your issue of December 16th, while 
approving of lead-covered systems in principle, makes a 
general attack on the technical details of wiring systems, and 
directs his criticisms particularly to the one for which my 
firn is responsible. 1 trust, therefore, that you will permit 
me to reply, although a short letter from me has already ap- 
peared on the subject in this column. 

. The first objection raised by Mr. Hampson is that our 
Junction box has four ways, so that, when used for a Т, one 
way 1s left open. We assure Mr. Hampson that no objection 
has been raised to this, either by the fire offices or any other 
authority. The advantage of the 4-way junction box is that 
it сап be considered “ universal," and thus diminishes the 
number of accessories the contractor has to carry in his stock. 
We are ready to supply а 3-way box if there is апу demand 
for it, and if Mr. Hampson desires a supply of a few hundred 
(for I am sure that he will adopt our svstem wholeheartedly 
after reading this letter), we shall be pleased to supplv them. 
We have, however, sold many thousands of 4-way boxes, and 
have not yet had a single demand for a 3-way box. In the 
parallel case of the use of circular poxes in screwed conduit 
wiring, Mr. Hampson will find that a large number of leading 
contractors carry only 4-way boxes, and in surface work with 
screwed conduit it is quite a usual practice to leave one way 


«ingle centre screw is not sufficient security to kee 

^ cen | À р the bond- 
ing ring in good contact with the cable has been raised before 
There is no shrinkage if the blocks are of well-seasoned wood. 


. there ів a possibility of & plug 
t by the simple 


expedient, well known in the contracting trade, of making a 
second hole and using two screws to fix the block, a practice 
on which many consulting engineers insist even in ordinary 
work. We are always ready to supply blocks with two fixing 
holes, if required, to save the second hole having to be made 
on the job, but so far there has been no demand for this. 

The other weak points mentioned by Mr. R. Hampson 
do not occur in the Ediswan wiring system. The number of 
parts to be carried is extremely small, the cable fixers are 
standard for all sizes of cable, no special tools are required, 
and such few screw threads as are used are tapped into а 
thick iron backplate, not into soft metal 

I endorse Mr. Hampson's view as to the standard type of 
porcelain connector. It is not always satisfactory, and my 
firm has just placed on the market a new design—the Ediswan 
Acorn connector—which, although not so cheap, offers distinct 
advantages in rapid connection and absolutely certain contact, 
besides leaving no live screw-heads exposed. 

I am extremely interested in Mr. Kimmins's letter on the 
action of oak on lead in the particular case he mentions, and 
look forward to your further reference to this, which I hope 
will include an analysis of the by-product. One thing is cer. 
tain, however, that whatever the particular acid may be which 
has acted on the lead, whether а natural product of the wood 
or something used in seasoning or preserving it, its cotrosive 
aetion would have been greater and more rapid on, iron than 
on lead, and (dare I suggest it in face of the multitude of cab- 
tire enthusiasts?) I doubt whether rubber would resist it over 


a long period. 
F. Charles Raphael. 
Ponders End, Middlesex, 
December 22nd, 1931. 


With reference to Mr. Kimmins's remarks in your last isue, 
I am inclined to think that the oak beams have been treated 
with а preservative to kill the weevils in the wood, and during 
this treatment the cables had what was never intended for 
them. 

The weevil-killing solutions are composed of various in- 
gredients— some include solutions of mercury, others, strong 
washing soda or caustic potash. 

. Many of our jobs have cables running on oak beams, and 
I have to-day inspected а number and find them quite perſect. 
so I feel sure that the trouble has nothing whatever to do 
with the lead-covered cables being on oak beams. There are 
plenty of jobs in Gloucester which were wired with the B.. N. 
system (paper insulation with lead covering) that аге гиши 
on oak beams and have stood up for quite 20 years; these are 
not earthed or bonded. 

Richard A. Parsons. 


Gloucester, 
December 19th, 1921. 


The Installation and Use of Electricity in Coal Mines. 


I read with great interest the letter from Mr. Travis with 
regard to the use and protection of electricity at coal mune- 
when the supply of current is taken from large station-. The 
question of providing proper switchgear at the point of suppl 
will be one that will require careful consideration, but I do 
not consider it beyond the ability of our switchgear шаш 
facturers to supply a suitable apparatus. H 

Your correspondent, Mr. Millard, although he agreed i 
Mr. Travis, does not in any way indicate that the cart 
switchgear would comply with the requirements which wou 
be called for in dealing with stations up to 40,000 KW. 

I believe I am correct in stating that colliery engineers = 
fully aware of the type of switchgear which will be necesar: 
io comply with rule 132. A. w. Williams. 


Nottingham. 
December 17th, 1921. 


High-pressure Fuses. 


My attention has been directed to an article on а 
hv a . Central-Station Engineer," appearing in your же 
November 25th last, in which it is stated that auto swit ч 
is subject to trouble and liable to be blown ир. qunm 
tributor suggests, on account of the heavy cost thus " Mn 
the use of certain high-pressure fuses in place of 1 19 
matic tripping coils, or as a safeguard to protect the й с 112 
breakers from damage on a short circuit occurring. , P ihe 
ever, appears to have overlooked a serious objection The 
use of fuses for this purpose on a polyphase SES soaker 
fundamental difference between a fuse and a 1 гїн 
lies in the fact that a fuse will interrupt а multi fo v" ne 
аз a rule in one pole only, whereas а circuit 5 u This i 
same conditions will interrupt the circuit complete Y. circuits 
of particular importance in the case_ of three-phas ton 
feeding a number of motors when a single-phase b; ct all the 
cither on the primary or secondary side, will su ae 
motors on the affected circuit to the danger of npo in 
peratures, and consequently to the possibility rotecting 
„ каш For this reason fuses for P 
such circuits are being given up. ve 

There is no reason Shy oil circuit breskers воші v 
adequate protection without any damage шот captat 
conditions, provided they are of sufficient breaking 
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which there is no difficulty in guaranteeing when they аге 
designed in accordance with the recommendations the 
Swiss Association of Electrical Engineers, which are based 
on actual sbort-circuit tests by ап independent committee. 

The S and C fuses described in the article are apparently 
similar to those made by Messrs. Schweitzer & Conrad, of 
Chicago, which are filled with carbon tetrachloride, the dis- 
advantage. of which is the formation of certain fumes when 
the fuse blows, which oxidise and detrimentally affect the 
inetal parts. 

With a view of employing this liquid in place of oil-filling 
for high-pressure circuit breakers, official tests were carried 
out by the Swiss Association some years ago, the result of 
which proved that the advantages and disadvantages of oil 
against tetrachloride did not justify a departure from employ- 
ing oll, and those undertakings which have employed tetra- 
chloride have now returned to the use of oil. 

J. B. Rudkin. 

London. : 


December 21st, 1921. 


Worn-bearings Alarm Device. 


I read with interest the brief details of the device, described 
under New Electrical Devices, Xc., in your issue of 
December 16th, for giving warning of undue wear in bear- 
ings. The idea is undoubtedly ingenious, but it brings up 


several ot the interesting problems which arise in connection: 


with the lubrication of bearings. 

It has been found by careful experiments carried out by 
Beauchamp Towers, Goodman, and others, that high-speed 
oil-lubricated journals assume a position, with respect to their 
bearings, somewbat as shown in the appended rough dia- 

m. The arrow shows the direction of rotation, and the 

lacked-in portion the oil film (greatly exaggerated) surround- 
ing the journal. 


This film is actually thickest towards the bottom of the 
bearing, due to the feeding-down action of the rotating shaft 
carrying the oil round from the oil-ring grooves. The film 
of oil is at a very high pressure towards the bottom of the 
bearing. Naturally the above condition applies only to a 
rotating shaft. 

It is evident that wear takes place duriug rotation, and, 
reasoning from tbis, we must conclude that the actual wear 
on the lining is caused by the high-pressure oil film. If the 
Wire introduced at the bottom were of approximately the 
same degree of hardness as the lining, it is reasonable to 
suppose that the end of the wire would wear uniformly with 
the lining—thus keeping the film of oil between it and the 
journal. Hence it would appear that there is a possible 
cause for failure of the device here, on a high-speed journal 
running for very long non-stop periods, due to the insulating 
effect of the oil film. The thickness of the film varies, of 
course, but an average figure, that has been found bv actual 
measurement, is round about 0.0005 in. This oil, at a very 
high pressure, would require a fairly high rupturing voltage. 

It is easy to see that such a difficulty could be easily over- 
come by the use of a sufficiently high voltage or the use of 
a very hard material such as cast steel, for the introduced 
wire. The latter would probably prove more definite in action, 
though it would be bad for the journal. 

Naturally the above trouble would not crop up with the 
earings on a machine that was started and stopped fre- 
quently. 

This is not intended as a criticism of the device, but merely 
to point out a difficulty that might occur under certain 
conditions. 

E. R. Sanderson. 

Bredbury. 

December 90th, 1921. 


. [As mentioned in our note, the device can equally well be 
ftxed outside the journal bearing, where there is no oil under 
pressure. We think there would be no risk of injury to the 
Journal by using a hard wire, if it were found necessary, as 
the first contact would actuate the alarm.—Ebs. Erec. Вву.] 


Leaves from an Inspector’s Note Book. 


In reply to the letter from Mr. N. W. Walker. I hasten to 
state that with the exception of men like '' Anode,” I do not 
think engineer surveyors are fools. As a rule they are v 
tactful, nice engineers, but the few exceptions are, as 


stated, bossy, conceited, and unlikeable individuals with op. 
portunities. Of course, there are black sheep in every flock. 


I did compare certain wealthy insurance ире to 


Hebrew money lenders, for at that time some of them were 
practically starving their inspectors. I am glad to note from 
Mr. Walker that since those days, owing to the efforts of the 
Engineer Surveyors’ Association, they are obtaining more 
reasonable remuneration. 

No plant under my care is insured against break-down. 
My Council employ engineers of their own and cannot afford 
such luxuries! So that my "' throne —as Mr. Walker calls 
it—has not lately been shaken by an inspector’s report! 
Fifteen years ago, however (and before I knew what I know 
to-day), after I had foolishly recommended that the plant under 
my care be insured against break-down, an Anode type 
of inspector certainly did attempt to shake my “ throne," 
so I reported him to my Conimittee, who promptly shook his 
“throne ” by ending the insurance with his company, thereby. 
to my knowledge, saving the premium during the remaining 
four vears I had the honour to serve them. No break-down 
took place in this time, nor were the engineers and myself 
disturbed by insurance inspectors with their everlasting foot- 
rules and written rules, and the borrowing of meggers! At 
that time a megger appeared to be the height of their am- 
bition in tbe way of testing, but, of course, things have pro- 
bably altered. 

Again, no comment has ever been made about my balancer 
fuses being too heavy; as a matter of tact, my balancers have 
no fuses! 

I have heard of motors being overloaded, but the motor 
which I gave as an example was (unfortunately for Mr. 
Walker's argument) connected to a blower. Mr. Walker will 
therefore see that it could not have been badly overloaded,” 
and guess again. Let insurance companies stick to inspecting 
and insuring plant against break-down which is in the hands 
of laymen and handymen—especially handymen. For an in- 
surance inspector to come poking his nose into a power station, 
where even the shift engineers, and sometimes the switchboard 
men, are at least his equals,.is silly, and I should say rather 
uncomfortable for the average inspector. Of course, ‘‘ Anode ” 
would probably give в lecture from the switchboard gallery 
about the mistakes the plant designers had made! 

In conclusion, allow me to inform Mr. Walker that I have 
the honour to number amongst my friends at least one en- 
gineer-surveyor, and my previous letter was not directed 
against these gentlemen as a class. An ass is often unnoticed 
for quite à long while in many branches of engineering, but 
once let loose on society as an engineer-surveyor he cannot for 
long hide his light under a bushel. 

A. J. Abraham. 


* 


Electricity Department, 
Aberdare, 


December 93rd, 1921. 


With reference to Mr. A. J. Abraham's criticism on the 
above article by Anode,” it seems to me that Mr. Abraham 
is just a little too severe, and I give the opinion of quite an 
ordinary electrician. Having had dealings with electrical 
inspectors (both good and bad) and having read Anode's "' 
article, I cannot say that the article left me with the nasty 
tuste complained of by Mr. Abraham. Оп the contrary, I 
think the article was humorous, and Anode's ’’ observations 
seemed to be quite true, judging by my own experiences in 
similar circumstances. Also, I do not think that Anode 
was posing as a Judge over electrical engineers, but merely 
giving observations he had taken whilst on his daily rounds. 
He also states that he made a mistake in the connecting of 
a motor; in other words, he points out that he is not in- 
fallible.” Surely Mr. Abraham would not give instructions 
to any luyman as to how to connect a motor or any other 
piece of electrical apparatus, and I fail to see where the 
dirty trick (as Mr. Abraham calls it) comes in. Anode 
(in my opinion) acted diplomatically when he sent the man 
for something whilst he (“ Anode) changed the connections 
referred to. Had the man been an electrician and inad- 
vertently made a mistake, it would have been an entirely 
different matter, but—a pork butcher! 

In my opinion Anode is a young fellow, and I am 
inclined to think that Mr. Abraham has bad trouble with one 
or two idiotic insurance inspectors, but he has applied the 
“cane too hard on Anode.” 


December 17th, 1921. 


Contractor's Foreman. 


A Disputed Meter Reading. 


In reply to '' Perplexed.” I take it that the meter in ques- 
tion is of the mercury ampere-hour type. This meter will 
only register when current is passing through it. The case 
mentioned by E. T. B. does not apply to a meter of this 


type. 

‘* Perplexed '' mentions having taken tests to earth, but does 
not say if he has tested between. It is just possible that 
there may be a leakage between the wires without its showing 
as an ' earth.” 

If the meter has a clock dial, i.e.. pointers, one of them may 
have slipped if аргорену fixed. If it е во loose as to 
slip, it is scarcely possible that it would escape notice. 
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Another possible solution is that the meter had been read 


inaccurately on more than one occasion, and the mistake 


discovered and rectified on the June reading. 


А 
> 


High Street, Lewisham, electrical engineer. 


The test obtained on the meter is a very usual one for 
that type. | l 

Cases similar to Perplexed's ” come up occasionally, and 
usually result in the consumer paying. | 

Every care is taken to provide а consumer with an ac- 
curate meter. It cannot work unless current flows through 


it, therefore I think the Corporation wou.u be rather unwise , 


not to charge for unite registered. 


December 22nd, 1921. 


Stop Watch. 


Switching Certificates. 


I should like to obtain the views of your readers on the 
value of Messrs. A. P. Lundberg’s switching certificates. In 
my search for employment I have met a large number of con- 


tractors who term them valueless. However, I should imagine 


that a wireman who possesses one or more certificates would 
be of more value to a contractor than the wireman who has 
no study about him. My employment-seeking travels have 


‘shown me that the average contractor is only conversant with 


simple controls, and thus cannot give his customers the true 
convenience of electric light. A good wireman is ап asset, 


but the same man with a knowledge of variable controls & 
is surely doubly во. trust I am voicing the viens j| 
numerous other certificate holders. 


Int 
December Brd, 1921. ermediate. 


Liquid Starters 


In your journal of this week I notice remarks made at 
the discussion of Mr. Wilson's paper on the above subject 
when it was asked why these starters could not be made x 
that the blades were always immersed in the liquid, This 
has been the practice of a well-known firm (Messrs, Allen 
West & Co.), and their starters have given entire satisfac. 
tion and comply with the Mining Regulations. I have aly, 
found liquid starters to be quite suitable for the control of 
main and tail haulage gears; such liquid starters should be 
rated in accordance with the duties placed upon them. Metal. 
lic resistances are apt to give trouble unless they are pro 
perly rated. It is no use condemning liquid starters because 
of the insufficient attention given to them by motor attend. 
ants. 


С. Jones. 
Chasetown, 


December 19th, 1921. 


BUSINESS 


Bankruptcy Proceedings. — FREDERICK ALFRED STANLEY 
WORMULL, trading as Lewisham Electric Wiring Co., 278. 
‘Lhe following 
are creditors herein :— 


2 2 

Aladdin Renew Lamp Co.  .. 10 Southern Electric Co. ... ... 28 

A. Carner nig . 1 J. Watt vds 980 NT see dà 

General Electric Со. . 18 Mrs. Wormull 2,983 
& J.. Stevenson m .. 18 


GEORGE WILLIAM ENDALL, trading as Endall & Co., Canul 
Motor Works, Canal Bridge, Church Street, St. Helens, Lancs, 
electrical, mechunical, and automatic engineer. ‘The ad- 
journed public examination of this debtor was held recently at 
Liverpool. Ihe Deputy Othcial Receiver stated that the 
exummation had been adjourned in order that the debtor 
might amend his statement of affairs. "his had been done, 
and the examination was ordered to be closed. 

B. Barnett, electrical engineer, 104, Whitechapel Road, E. I. 
—lteceiving order made December Wth on creditor's petition. 
First meeting, January 6th; public examination, March 8th; 
both at Carey Street, W. C. 2. 

A. J. MiLLcox, motor and electrical engineer, The Garage, 
Farnham Cominon, Bucks.—Receiving order made December 


-19th on debtor's own petition. 


W. HILL, seedsman and electrician, Leigh, Lancs.—First 
meeting, January 4th, at the Ofħcial Receiver's oftices, Byrom 
Street, Manchester; public examination, January 18th, at the 
Court House, Bolton. ` 

T. D. WARING, electrical engineer and draper, 55, Walmgate. 
York.—Last day for proofs for dividend, January llth. Trus- 
tee: D. S. Mackay, Official Receiver, Red House, Duncombe 
Place, York. 

WILLIAM ASHMORE BENNETT, electrical contractor, 1, Richard- 
son Street, Derby.—At the Derby Bankruptcy Court, on 
December 90th, the public examination took place. The lia- 
bilities were £129, and there was & deficiency of £99. The 
business was commenced in October, 1919, with £200 of 
borrowed money, which had been paid back with 10 pen 
cent. interest, and debtor bad no receipts for the repayment 
of the £220. He attributed his failure to depression in 
trade, keen competition, and ill health. He said his profits 
ad v reach more than £2 per week. The examination was 
closed. 

JOHN GLYNN WILLIAMS, 4, Blaennant Street, Duffrvn, 
Cymmer, Port Talbot, Glam., electrical engineer.—The first 
meeting of the creditors of the above was held recently at 
Swansea. According to the statement of affairs, the gross lia- 
bilities amounted to £4,433, of which £393 was expected to 
rank for dividend, against assets estimated to realise £11, or a 
deficiency of £382. The meeting was adjourned. 


Company Liquidations.—Tur ILFOoRD Dry Battery Co., 
LTD., Wool Exchange, London, E.C.2.—The statutory meeting 
of the creditors of the above was held recently at the oftices 
of the Liquidator,’ 2, Guildhall Chambers, E.C., when it was 
reported that the shareholders had passed the usual resolution 


for voluntary liquidation, and appointed Mr. G. W. Roberts. 


I. A., to act as liquidator. The statement of affairs presented 


. by the liquidator showed liabilities totalling £1,977, made 


up as follows :—Unsecured creditors, £748: bank overdraft 
£183; and debenture interest, 21.045. The assets were 


estimated to realise £713, from which had to be deducted £31 


for preferential claims, 


leaving net asset f 689 
deficiency of £1,994. s of £682, or a 


The assets comprised stock, £319; fix- 


.tures and fittings, £61; German marks, £9 l3s.; and book 
| debts, £330. The statement also showed patents of the book 


value of £1,500. For the moment no value was placed ua 
these patente. It was stated that the company маз опушшу 
interested in the manutucture of Hatterles under tread 
patents, and in 1919 one ot the patents was sold for abut 
4 2, 000, and that money was utilised in discharging libitu 
and wiping out a deventure. Since that date the сошршу 


had traded in various goods, but had not succeeded in шикш; - 


a pront. 1t was pointed -out that the assets shown ш the 
statement of atlairs were not sutticient to fully discharge the 
claims of the debenture holder, and there was nothing lett tur 
the unsecured creditors. Atter discussing the position à res 
lution was passed conhrming the voluntary liquidation ot the 
company with Mr. Roberts as the liquiautor, | 

AUIOMOBILE ELECTRICAL HEPALRERS.— Winding up voluntarily. 
Liquidator, Mr. N. J. Dodd, Sardinia House, hingsway, &.U2 
Meeung ог creditors, January 5th at Sardinia House. Clams 
to the liquidator by February óth. | 

ANGLO-FRENCH WIRELESS Co., LTD.—Winding up volun 
tarily. Meeting of creditors called for January rd at 0 and 
12, Bishopsuate, Е.О. Liquidator: Mr. S. Powell. 

WELLMAN, HEAD, бтотнект & Pitt, LrD.— Meeting called 
for February 13th to hear an account of the winding up from 
the Liquidator, Mr. C. J. Barker. 


Dissolution of Partnership.—E. DURDEN & Co., id 
engineers, 13, Queen Street, Liverpool.—Mesers. E. D 
G. W. Thompson, and A. S. Allford have dissolved partnership. 
Messrs. Durden and Thompson will attend to debts. 


Trade Announcements.—BniTisH OXYGEN Co., LID., advis 
us that the registered oflice and works of the company 15 
transferred, as from December 28th, to Angell Road. (рж 
Edmonton, N.18. mom 

Messrs. Н. G. Маввѕ & Son have removed to Sussex 1 
Lower Broughton, Manchester, and all communications + Qu: 
be sent there. EIE 

From January Ist Mr. A. Ніхоккыси (late Capt. 5777, 
is taking over from the Photector Co.. Ltd., the 1 
supplying wrought copper cable sockets and asbes Be 
resistance nets and grids hitherto carried оп by tt ge 
tral Hall, Southall. Price lists of these manufactures f 
been received. He is also taking over the major 12 fle ? 
premises, and the telephone number (Southall ш 
relinquishing all other interests except the sale of ms 
Wires in small quantities for experimenters. 

Tae KaRrRET Enatveerina Co., Lro., h ae 
to its new works at White Street, Southall, and all com 
tions should be sent there. 

Messrs. ENGINEERING ЅОРРІЛЕЅ, LTD., state that p pa 
telephone number for their offices and warehou: 
Upper Thames Street, E.C.. is City 2299. he telephor" 

Messrs. Jounson & Рниллье, Lro., state that EN 01 
number of their new Liverpool branch (57, Ihe wee 
Hall Street) is Central 5145." Ei 


Catalogues and Lists.—Messrs. SIMPSON, 1 prios 
St. Augustine's Place, Bristol. Three illustra n кто 
leaflets advertising pendants, Doe and other lighting | 
Also a blotter bearing а merry picture. Street. 

THE o & por Ee me Co., 29, Heather’ ae 
Nottingham.—A leaflet giving prices of v.LT. eb 
roses, switches, &c. І onde 

Messrs. Warp & GOLDSTONE, LTD.. Frede allet desl": 
ton), Manchester.—An illustrated and priced le “Аю Ls 
with the “ Facile” electric sealing. machine. 

W 100, giving prices of cables and flexibles. 


as now remove 
pica 
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Messrs. CHARLES FER & Co., Lrp., hexine House, 42, New- 
gate Street, Е.С. 1.—Ап illustrated leattet giving particulars 
of the Hecla ' ' pedestal bowl fire. 


St. HELENS CablE & Russer Co., Lrp., Warrington.—A 
card giving in several illustrations a contrast between the 
'" good old days and the good new days brought in by 
St. Helens C.1.S. cable and band tires. 


Private Arrangement.—Green, NurTALL & Co., electrical 
engineers and contractors, 76, Victoria Street, Manchester.— 
lhe creditors of the above were culled together last week, 
when a statement cf affairs was presented, which disclosed 
total liabilities of £598, all of which was due to trade creditors. 
After allowing #25 for preferential claims, the assets were 
estimated to realise £135, or a deticiency of 4463. It was 
reported that the business was commenced in March, 1921, 
with a capital of #150 found by Mr. Н. Nuttall. In August 
Mr. A. Green came into the business, and trom that dute 
books of account had been kept. the present position was 
attributed to insufficient work due to luck of capital ana the 
slump in trade. Atter a short discussion jt was unanimously 
decided that the estate should be dealt with under a deed 
of assignment with Mr. Arthur T. haves, C.A., of Messrs. 
Harry L. Price & Co., 15, Fountain Street, Manchester, as 


trustee. The following "аге creditors :— 
Ё 
€ Falk, Stadelmann, Ltd. 29 
Eur Electrical Co. - .. 117 Adams & Co. - .. 26 
S. Newton & Co. .. e 790. Arthur H Lewis 23 
chee Electric Co., Ltd. ow. 70 A. & A. Electrical Co., "Ltd. 18 
Hart Accumulator, Ltd. . 54 W. T. Rawclifie, Ltd. au. 17 
Electrical Supplies, Ltd. .. 45 Hough (W.) & Sons we tee 1 
Higgin, Ltd. M .. 41 Driver, Drennan & Cooper .. 13 


Calendars add Almanacs.— Messrs. Матнев BROS., 86, 
Farringdon Street, London, E.C.4, have sent us & wall calen- 
dar with monthly sheets (each of which also has a complete 
calendar for 1922) mounted on stout card, and with a useful 
contrivance for bringing out the correct date at a glance.”’ 

Messrs. Royce, LTD., of Trafford Park, Manchester, have 
issued a calendar for 1922 consisting of monthly sheets, each 
carrying а picture of one of the company's electric cranes. 

Messrs. F. W. Parkes & Co., of 65, Dame Street, Dublin, 
have issued a wall calendar with monthly sheets for 1922 

From Mr. Harry Moss, 82. Leeds Road, bradtord, we have 
received a wall calendar with two-monthly sheets for 1922, 
each of the six sheets being humorously illustrated. 

From the ALLIED NATIONAL CORPORATION, LTD., British 
agents for La Meétallurgique Electrique (formerly Vedovelli, 
Priest] ley & Co.), we have received an ash-tray of wrought 
and polished marble, as a specimen of the products of their 
marble works. 


Wages іп the Electricity Supply Industry.— Under the 
agreement made in November, which provided for a reduction 
of wages by 4d. per hour for each fall of six points from the 
cost-of-living datum level of 120, wages are to be reduced by & 
further ld. as from January lst. 


Unemployment.—The Ministrv of Labour's statistics re- 
garding the position on December 16th showed that the total 
number. of unemployed fell during the week from 1.533.639 to 
1.524.500. Short-time workers increased from 265, 504 to 
273.800. On December 9th, 107,695 men were employed on 
special relief schemes. 

An Atlantic-Pacific Exhibition in 1925.—A Reuter message 
from Portland, Oregon, (U.S.A.) savs that Portland hae ac- 
complished the first step in plans for the holding of а world's 
fair there in 1925—endorsement by the voters of a 2,000,000- 
dolar tax levy to be spread over three vears—and attention 
is now directed to the second effort in the financing of the 
project, approval by the people of the State. This is a 
3,000,000-dollar tax which, added to the amount Portland will 
raise and 1,000,000 dollars to be obtained by public subscrip- 
tion, will complete the financing. The fuir, oflicially desig- 
nated, as the Atlantic-Pacific Highways and Electrical Ex- 
position, was projected to celebrate the completion of trans- 
continental highways, and the centenary of the invention of 
the electro-magnet. 


Patents Applications.—.\pplication has been made for the 
restoration of Patent No. 125316, of 1917, for improvements re- 
lating to electric batteries granted to George Nikolayevich 
Antonoff. Also for the restoration of Patent No. 93817, of 1915, 
for an improved method and apparatus for automatically com- 
pensating the expansion or contraction of wire, rods, or the 
like, granted to Walter Harrison Biddle. 


Our American Contemporaries.— The American Electrical 
Review (Chicago) which was started about forty years ago, 
and has been on our exchange list as long as we can remem- 
ber, has been sold bv the Electrical Review Publishing Co., 
Inc.. to the MeGraw- Hill Co., Inc., and will be taken over 
bv the purchaser on January Ist, 1922. The Review will con- 
tinue to be published in Chicago, and will be issued monthly 
instead of weekly, as the Electrical Review and Industrial 
Engineer. The new proprietor describes it as an extension of 
the work of the Electrical World. Mr. C. W. Price, who has 
heen at the helm of the Review for nearly forty years, issues 
his last word as editor in the December 31st issue. 

For Sale.—By direction of the Disposal Board, Mrssns. 
BuckELL, BALLARD & PENNINGTON will sell by auction in the 
Bicester Aerodrome, buildings and plant, including oil engines, 
dynamos, switchboard, &c. 


been induced to place orders, an 


of operas. 


Messrs. HILLIER, PARKER, May & RowbDteN will sell by auc- 
tion at the Grand Hotel, Bristol. on таи 12th, factory pre- 
mises with a total area of 42.000 tt., 

Messrs. LEOPOLD FARMER & Sons Т ‘sell by auction early 
in January the metal plating and depositing piant and radiator 
tube machinery of Radiator Tubes, Ltd., of 114, Great Dover 
Street, S. E. 

ASSETS AUCTIONS Co., LTD., will sell by auction on January 
oth, at 119-121, Newington Causeway, S. E., electrical material 
and accessories, including motors, urillerg, radiators, meters, 
fans, &c., also a quantity of wood blocks. (See our advertise- 
ment pages to-day.) 


A Telephone Card.—The County of London Electric 
Supply Co., Ltd., has sent us a telephone card as in previous 
years. А picture gives an aeroplane view of London from the 
15 illuminated by an electric light—'' the light ‘far 

ndon. 


Russian Electrical Undertakings.—According to an Ex- 
change lelegraph dispatch froin Berlin, the Soviet Foreign 
Trade Commissariat has published a ürst list of undertakings 
which are to be leased to foreign concessionaires. These include 


the Krivoi-Rog Smelting Works, the Nixhni-Dnieprovsk bingi- ,.-' 


neering W огКв, all steel works and electrical stations of the 


4 
4 


Dniepner district, and the tramways of Kieff. Kharkoff, Ekuter- 


inoslav, Elizabetgrad, Odessa, Kiementchug, Orel, 
and Nikolayeff. 

According to the Financial Times, the dispatch states that 
the concessionaires will be obliged to undertake to restore pro- 
duction to a certain level. Of the output 10 per cent. will be 
put on the home market, 20 per cent. will be bought by the 
foreign irade Commissariat, 10 per cent. will be bought by 
the State for internal trade, and 5 per cent. will be reserved 
for the supply of Soviet landed properties. The State will 
take from : to 50 per cent. of the net profits. The conces- 
sionaires will be given security of tenure, but will have to 
undertake to feed their employés. The original owners of 
the undertakings will have a prior right to get concessions. 


The Resources of Siberia.—In last week's Manchester 
Guardian Commercial appeared a report of an interview with 
Mr. А. G. Marellall, hlanuging ацеслог Ol Decos Araueis, 
Ltd. (formerly known as the British Engineering Co. of 
Киѕәа and Siverla), which is а coimnuluauon OL some two 
hundred British engineering and allied hrms associated for 
{таче in Kussia and Siberia. Mr. Marshall says that the 
resources of Siberia are so great and varied that there 18 
hardly a metal or mineral which could not be produced. 


- Development has been retarded by the lack of trunsport; the 


raliways consist practically of the one шаш ‘Lrans-Siberian 
line. The Germans, beiore the war, recognised the possil- 
bilities of the country, and indications point to their desire 
to recommence operations as soon аз possible. Eastern Siberia 
Is largeiy under Japanese iniluence, but it Is desirable 
to have international co-operation, во that the countiy саше 
under no particular country's influence. The Russian Govern- 
ment is said to be anxious that British and other foreign firms 
should help to develop the resources of Siberia. 


New Steel Works at Dowlais.—Mkssns. GUEST, KEEN AND 
NETILEFOLDS, LTD., are putting down the foundations at the 
Dowlais Steel Works of new steel railway sleeper mills, which 
will replace, with the most modern equipment, the existing 
mills. The new auxiliary works and plant will be ready at 
the end of next year.—41'he Times. 


Social Events.—To commemorate the making of 30,000 
motors, Messrs. E. Brook, Ltd., of Huddersfield, invited their 
employés to a dance, which was held on Friday last dt the 
Friendly and Irades Hall. In addition а small sum was 
handed to each employé, and a dinner, provided in the com- 
pany's own canteen, was given to each ‘The dance lasted 
from 7.30 p.m. tol a.m. Messrs. J. Rattigan and W. 
McGaffie acted as M.C.’s. It is interesting to learn that 
Messrs. Brook report а decided turn for the better in trade. 
They attribute this to two reasons. First, that prices have 
been reduced to such an extent that electric motors can now 
be purchased at or about pre-war prices; und secondly, that 
with the establishing of cut-low prices, wholesale houses have 
thus bring into being trade 
which had been dormant for some time. 


B.T.H. Operatic Society.—Once again the Amateur 
Operatic Society of the British Thomson- Houston Co., l.td., 
has gone to Gilbert and Sullivan, and, by permission of Mr. 
Rupert D'Oyley Carte, has produced ‘The Yeomen of the 
Guard," probably the most tuneful of all the celebrated group 
Performances were given at the Rugby * Hippo- 
drome " from December 12th to l7th, and proved of great 
merit. This was the society's third show during 1921, and 
the sixth Gilbert and Sullivan opera performance—the 
" Mikado having been given on. two occasions. 


The Swedish Telephone Fusion.—An extraordinarv meet- 
ing of the I. M. Ericsson Telephone Manufacturing Co., held 
at Stockholm last week, accepted by an overwhelming 
majority the board's proposal for fusion with the Н.. I. 
Cedergren concern and an increase of tbe share capital... ~ 
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Indian Telegraph Apparatus. — The workshops of the 
Indian telegraph service in Calcutta now rank as one of the 
principal undertakings in the city. The work undertaken 
includes the production of steel poles with fittings, masts, the 
supply of quantities of special furniture, a large proportion of 
the telegraph instrumente used by the Department, telephone 
exchange switchboards, certain wireless requirements, and the 
maintenance of the postal fleet of forty motor lorries in Cal- 
cutta. The works also comprise a modern foundry capable 
of producing 200 tons of castings per month, and plant for 
making cables, steel tubes, nickel plating and galvanising. In 
the instrument branch, a system of aj prenticeship has been 
introduced, which is expected to produce a body of workmen 
skilled in high-class work. 


United States and Trade with Central America.—The 
organisation of a Central American Chamber of Commerce in 
the United States, which will work to maintain U.S.A. 
supremacy in trade with the Central American repub- 
lics, is announced in connection with the Independence Cen- 
tenary Celebration. of the Central American States. The 
activities of the Chamber will be limited for the present to 
the Republics of Costa Rica, Guatemala, Honduras, and 
Nicaragua. Other countries will be included later. The 
United States now controls from 70 to 90 per cent. of the 
foreign trade of Central America, the announcement says, and 
the Chamber will devote its efforts to development of trade 
relations, so that this percentage can be maintained, or even 


. increased.—Reuter's Trade Service (New York). 


Trade with Rumania.—The recent decree of the Ru- 
manian Government prohibiting all transactions on deposits 
held in that country by foreigners except under licence has 
naturally caused great perturbation in the minds of British 
exporters, and called a considerable amount of attention to 
the financial conditions of that country. The latest advices, 
however, point to the probability that this decree may not 
remain long in operation, at least in its present form. De- 
tailed information on the finances of Rumania is contained 
in the Report on Economic Conditions in Ruinania, April, 
1921.“ by the Commercial Secretary to Н.М. Legation at 
Bucharest (Mr. Alexander Adams). Owing to the wide de- 
mand for this report it has been found necessary to issue a 
reprint, copies of which may be obtained through any book- 
seller, or direct from His Majesty's Stationery Office (price 
9s. lid. post free). 


American Electrical Exports.— The Department of Com- 
merce reports that American exports of electrical goods during 
October were considerably below the total for the correspond- 
ing month of 1920. Exports for October, by classes, together 
with figures for October, 1920, were as follows :— 


‚ ELectRicaL MACHINERY AND APPLIANCES :— 


П 
1 


" ріоуёв owing to the refusal of 
for the increased cost of construc 


October, 1920. October, 1921. 


: dollars. 
Batteries 483,109 211,758 
Carbons т is a 137,760 26,926 
Dynamos and generators 970,840 779,330 
Fans ees OR T ч 35,212 15,444 
Heating and cooking apparatus 182,715 74,302 
Insulated wire and cables ide - 075,041 177,536 
Interior wiring supplies, fixtures, &c. 282,999 86,522 

mps, arc s bas А 1,548 1,250 

Lamps, incandescent— 
Carbon filament 16,871 3,990 
Metal filament vs 354,536 104,889 
Magnetos, spark plugs, &. 317.891 140,068 
Meters and measuring instruments 254,876 161,462 
Motors oF E bee 1,255,539 525,142 
Rheostats and controllers 64,251 77,735 
Switches and accessories ... Bn " im 425,615 176.154 
Telegraph apparatus, including wireless ... 24,751 42,769 
Telephones Feet lex ux o) 282,488 163,397 
Transformers 785,300 464,281 
All other 3,516,873 1,737,479 
Total | 9.988.215 4,970,332 
Electric iocomotives 17,450 230,845 
Grand total . 10,005,665 5,207,177 

—kHReuter's Trade Service (Washington). 

E.D.A. Salesmanship Conterences.—At the second of 


these conferences, held on December 16th, Mr. J. W. 
Beauchamp spoke of the interest the meetings were arousing. 
He stated that in several districts in the provinces arrange- 
ments were being made for similar lectures to be given by 
bodies affiliated to the E.D.A. 

It was also announced that the next London conference 
would be held on January 20th at the rooms of the Chartered 
Institute of Patent Agents, when Mr. W. A. Gillott would 
speak on '' Salesmanship in Relation to Electric Heating and 
Cooking.” 


А New Hungarian Cable Factory.—It is reported from 
Budapest that the Pressburg Cable Works Co., and the 
Hungarian branch of the Vienna Bank Verein are in negotia- 
tion with regard to the establishment of a new cable factory in 
the vicinity of Budapest, for the production of cables, insu- 
lating tubes, and hard rubber articles. 


Engineerin 


Wages and Trade Dep: - 
The Clyde В ергеѕѕіоп in Australia. 


ngineering Works is dismissing 1,150 em- 
the Government to allow 


| | ting locomotives resulting 
from the increase in the basic wage.—Reuter's (Sydney). 


Tokio Peace Exhibition.—The Department of Ov 
Trade is in receipt of information 1 the W 
Counsellor of Н.М. Embassy in Tokio regarding the pa. 
Exhibition which is to be held there from March loth to 
July 31st, 1922. It is thought that this exhibition may prore 
a good opportunity for showing new British goods, and it is 
recommended that British firms should make a small exhibi 
It would appear that ull the space available for foreign exhibits 
has been over-applied for. Messrs. Arthur Buckney & (0 
of Tokio, have, however, secured a special site for the erac. 
tion of a British pavilion, and intending exhibitors can obtain 
space therein on application to the London оћсе of the fim 
at 40, Westminster Palace Gardens, Victoria Street, 8. W.] 
Rebates of freights on goods for exhibition have been arran;«i 
by Messrs. Buckney, ranging from 90 per cent. to X) per 
cent., according to date of shipment. 


Book Notices.—Practical Electrician's Pocket Book and 
Diary for 1922. London: S. Rentell & Co., Ltd. Price 3 
net.— Ihe twenty-fourth edition of this useful little electric 
guide has been further expanded by the addition of over и 
pages. Among the items appearing for the first time are 
chapters оп the Tungar rectifier, electricity in motor vehicles, 
railway signalling, and current limiters. Other sections have 
been re-written in the light of later developments, and amon: 
these are the sections dealing with steam turbines, vil ani 
petrol engines, mercury-vapour rectifiers. electricity in mune, 
and heating and cooking. As usual, references are made t; 
works from which fuller information regarding the subjects 
dealt with may be obtained. 

Universal Exchange and Interest Tables, by A. J. Law- 
son, M. Inst. C. EB. Pp. 242. London: Thomas Skinner ini 


Co. Price 155. net.—These tables have been reproduced fron 


Foreign Trade Tables," by the same author, whose enthu: 
slasin in undamped even by failing eyesight, largely due t 
his trying labours on these thousands of numerical expres- 
sions. The tables have been rearranged and amplified, and 
are based on the decimalisation of British money in terms à 
ilorins and cents, after the manner recommended by tbe ln 
stitute of Bankers and the Decimal Association; the first table 
gives the conversion equivalents, advancing by one farthing. 
tor all amounts up to £1, and of course simultaneousiy gives 
the corresponding decimals of £1, the figures being identical. 
One wonders whether the many traders who are now ш; 
the decimalised pound in their catalogues and quotations for 
foreign business are aware that this is so. Next come in- 
terest tables at any rate from 4 to 10 per cent. per annum. 
applicable to any capital sum; multipliers to reduce interest 
per annum to interest for any required number of days; and 
the same modilied to take account or leap years. Thee 
tables are accompanied by explanatory notes and suggestions 
for shortening computatious, and a table is given showing tle 
number of days between any two dates in a year. Other 
tables relate to depreciation, exchange, the purchasing pose 
of the sovereign abroad, and equivalent prices for British aud 
metric weights and measures. The author gives the forelga 
rates and their reciprocals, pointing out the ease with wid 
the latter can be used to convert British money into the 
equivalent value in any foreign currency. The rate tabe 
run from 3.000 by steps of 0.005 up to 100.000, thus comprise 
about 4,800 items, in 40 pages, and the conversion tables for 
foreign currencies at par cover almost all countries and vin 
35 pages. For further details we must refer the reader fo ni 
book itself, which, we are sure, will more than fult} the 
expectations that may be based on this brief review. Е? 

The Electrical Enginecr's Diary and Year Book Е E 
and diary). London: S. Davies & Co. Price 10s. ls 

The fourteenth edition of this large, all-embracing e 0 
been revised and brought up to date. A new section, z - 
with Trade Promotion,” appears. ‘This consists of 7 15 
giving directories of central station showrooms мы dm 
shop-window displays; notes on the preparation 0 gen | 
the rating of electrical machinery, and conditions 1 


J ЖА ation 
goods have been transferred from the Seneral Informatie 


section. The last-named section has been somewhat mea 
and we notice the omission of the. Trade Names be con! 
which, while occasionally useful, could not pono patur 
prehensive enough to find room in a volume of t я 15 
In the Electric Motor Control ’’ section items roe adde: 
control, rope control, and series control have bee 
Other additions are notes on electric grills charging $ 
water heaters, and an index of vehicle battery carg ge: 
tions in the British Isles. As usual the “ Diary Wb, dle 
in two forms, опе with stiff covers and diary ап 
with limp covers and the diary omitted. p 1914 to E 
"The Signal Service in the European War 0, relanti 
| Chatham : The wai 
Institution of Royal Engineers and the Signals e (40 FP. 
»The Henley Telegraph.“ Vol. I.. No. t Decent 4! 
London: W. T. Henley's Telegraph Works Coe son 
6d. net.—This little magazine is up to its usual riis ^ 
and contains a number of interesting aud amus | 
notes, e vol VEM Is 
The Metropolitan-Vickers Gazette, Ms r dexcril 
November. Price 1s. post free.—This щш рит, "ES 
switchgear at the Jubilee Street station, 0 e l 
provements at the Atterclile Common Worms 4c. E 
articles include Limitations in the Design 0 
Motors.“ by E. A. Binney. 


and large eet | 
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German Trade in Argentina.—Germans are making de- 
termined efforts to displace other foreign traders in the Argen- 
tine market. Eleven steamers have arrived at Buenos Aires 
from Germany within the last five weeks heavily laden with 
hardware, machinery, textiles, chemicais, and paper. Whereas 
steamers from other countries arrive partly loaded, those from 
Germany are full. The German factories are up to date with 
their deliveries on Argentine Government contracts, and they 
are having little difficulty in getting all the new Government 
business that is awarded on & competitive basis. The Krupp 
and Stinnes interests have just obtained each а half of a 
Government contract for 40,000 tons of rails, while the War 
Ministry is placing an order for tents, canvas and waterproof 
fabric in Germany to cost more than 22,000,000 marks. The 
Government last week awarded a German firm a contract for 
a steel bridge over the Riachola River at Buenos Aires. It 
will cost 310,000 gold pesos.—Reuter's Trade Service (Buenos 
Aires). 

Price Guarantee.—Messrs. A. H. Hunt, LIDp., manufac- 
turers of accessories for the motor trade, have circulated 
among their customers a price guarantee for 1922, under 
which they have guaranteed to maintain prices until 
November next. Their object is to inspire u greater degree 
of buying confidence. They mention under the heading of 
' exceptions ” that the removal of the Government Import 
duty in April next on. genuine Hellesen dry batteries is 
beyond their control, and must be an exception, but the 
present list prices will remain the same.” 


LIGHTING AND POWER NOTES. 


Accrington.— ELECTRICITY ScHEME.— Ihe Electricity Com- 
missioners have sanctioned the borrowing of £15,000 for elec- 
tricity extensions, provided an agreement can be arranged 
with the Blackburn Corporation with regard to the laying of 
u 33,000-volt cable between the generating stations of the 
two towns at an equal cost to each Council, for the purpose 
of reciprocal eupplies. The Accrington Council has approved 
of these terms, and has arranged a conference with the Black- 
burn authority to link up the two towns. 


Blackburn.— NEW Svus-staTtion.—The new electric sub- 
station at Mill Hill was opened last week. The plant will 
receive power from the Jubilee Street distributing centre to 
produce extra-high-pressure energy for the district. Two of 
the largest mills in the vicinity are being equipped with elec- 
trical machinery. 

Brackley.—PROFOSED ELECTRICITY SurPLY.—A committee 
has been formed to canvass the town with a view to ascertain- 
ing the probable number of consumers of electricity and likely 
supporters with capital. The proposal is to form a company 
to carry out a scheme at a cost of about £5,000. 


Brentwood.—APpLicaTION FOR ORDER.—The Brentwood Dis- 
trict Electric Co. is applying to the Electricity Commissioners 
for a special Order for the supply of electricity to the district. 


Cannock.—Loan.—The Urban District Council is applying 
to the Electricity Commissioners for sanction to the borrowing 
of £36,753, to cover the cost of erecting a new transformer 
station. 


Chichester.—SaLe OF UNDERTAKING.—The Corporation ів 
applying to the Electricity Commissioners for a special order 
revoking the Chichester Electric Lighting Orders, 1898 and 
1911, to annul the deed of transfer, and to authorise the 
Chichester Electric Light & Power Co., Ltd., to sell ita elec- 
tricity undertaking und works to the Corporation, and to 
authorise the Corporation to generate and supply electrical 
energy. 

Christleton.—Evectricity SuPPLY.—Chester Town Council 
is canvassing the parish, with the object of ascertaining the 
probable number of consumers of electricity. 


Colwyn Bay.— Way .eaves.—It was reported at а meet- 
ing of the Urban District Council that the new trans- 
former station was practically completed and the underground 
main from the North Wales Power Co.’s Bronynant sub- 
station had been laid. The scheme has been delayed, how- 
ever, by a dispute in connection with wayleaves, which has 
held up the erection of the overhead line from Dolgarrog to 
Bronynant. Representations are being made by the Council 
to the Electricity Commission. 


Croydon.—IssuvE or Srock.— The Corporation is to issue 
stock to the value of £500,000. The funds so raised will be 
used, inter alia, for the provision of new sub-station buildings 
and plant, mains, switchgear, cooling towers, &c., expenditure 
which has received the sanction cf the Electricity Commis- 
sioners. 


Dartmoor.—Nrw HYDRO-ELECTRIC ScHEME.—It will be re- 


membered that about a year ago a scheme to utilise the 
River Dart for the production of electricity was dnawn up 
but abandoned on account of local opposition to what was 
called the“ industrialisation ’’ of Dartmoor. It is now stated 
that Sir W. С. Armstrong, Whitworth & Co. have pro- 
jected another scheme which aims at developing about 10,000 


water h.p. in two equal instalments. Reservoirs would be 
constructed on the higher waters of the East Dart and im- 
mediately below Dartmoor. 

The whole of the scheme is said to involve an expenditure 
of about £500,000. The Devon County Council appears to 
be not unsympathetic to the project, but the Dartmoor Pre- 
servation Committee desires the submission of the scheme to it. 


East Dean.—ELecTRICITY ScHEME.— The Urban District 
Council has approved of а scheme proposed by Mr. W. T. 
Kerr, of Hereford, for the formation of а company to purchase 
the Beachley power station and to link up with the Hereford 
electricity undertaking, from' which steps are being taken to 


supply Lydbrook with electricity in order to serve the collieries 


and Forest of Dean. 


Edinburgh.— PRICE INCREASE.— The Electricity Committee 
recommends that the charge for electricity for power purposes 
be increased by 4d. to 2d., and the price of lighting energy by 
4d. to 5d. per unit, the increased prices to take effect from 
January lst. 


Electricity District.— NORTH LANCASHIRE AND SOUTH CUM- 
BERLAND.— Lhe Electricity Commissioners give notice that they 
will hold a local inquiry at the ‘Town Hall, Barrow-in-Furness, 
on January 3lst, 1922, at 10.30 a.m., and following days, with 
reference to the area to be included in the above-named dis- 
trict and to consider a scheme which has been submitted by a 
Provisional Joint Committee for the establishment of a Joint 
Electricity Authority. 

Н arrogate.—Loan.—Application has been made to the 
Electricity Commissioners for sanction to the borrowing: 
of £3,250 for mains extensions. 


Hastings.— Mains Extensions.—The Town Council has 
adopted a report of the Electricity Committee recommend: 
ing the laying of mains to St. Leonards, where the demand 
has exceeded the safe limit of the present mains. The esti- 
mated cost 19 £8,327. 

High Wycombe.—HRrEbucED Cuarces.—The Electric Light 
and Power Co., Ltd., has decided to reduce the price of 
electricity for power by 10 per cent., from January 1st. 


Hull.—ExtTension oF SuPPLY.—At a meeting of the Cor- 
poration on December 15th, the engineer reported that the 
installation for the supply of electricity to Melton and Welton 
was practically completed. These extensions, which have cost 
about £85,000, transmit 2,000 kW at а pressure of 22,000 V, 
from the Corporation's power station to the two eub-stations, 
where the pressure is stepped down to 400 V. Two 1,500-kVA 
transformers installed at the power station bring the energy 
up to transmission pressure from the generated pressure of 
6,000 V. The Corporation will sell about 94 million kWh per 
annum through these extensions. 


Horsham.—Yran's WonkING.—The accounts of the muni- 
cipal electricity undertaking (Engineer: Mr. F. Ffrench) for 
the year ended March 31st last, show a total revenue of £8,579, 
as against £7,675 in the preceding year. Working expenses 
amounted to £5,287, as compared with £4,891, leaving a gross 
surplus of £3,292 (42, 784). The net result was a profit of 
£374 as against £785 in 1919-20. The number of units sold 
rose from 273,952 to 313,541. 


Keighley.—SurPLY To Skipton.—On December 2th the 
Corporation approved a recommendation of the Electricity 
Committee to apply for sanction to borrow £10,000 for the 
provision and installation of a transmission line from East- 
burn to Skipton, together with the necessary control gear. 

It was also decided to carry out, at a cost of £8,000, certain 
cable extensions, provided that assistance was forthcoming 
from the Unemployment Grants Committee. 


Kettering.— PLANT EXTeNsions.—We have received from the 
electrical engineer (Mr. W. A. Walker, A.M.I.E.E.) an 
illustrated brochure describing the plant recently installed 
at the municipal electricity works. This comprises a 1,500-kW 
set. consisting of a Parsons turbine, driving through double- 
helical, single-reduction gearing, a Mather & Platt alternator, 
generating at 500 V; а 30,000-lb. Stirling boiler with super- 
heater and two Babcock & Wilcox chain-grate stokers: a 
cooling tower and tank, the tower cooling 175,000 gal. of water 
per hour from 100 to 80 deg. C.; a Weir turbine feed-pump 
capable of dealing with 5,000 gal. per hour; and switchgear 
made by Messrs. Ferguson & Pailin, Ltd., for controlling the 
generator and two feeders of 300 A and 600 A capacity. The 
total cost of the plant was approximately £40,000. 


Leeds.—PnorosEb Prick Repuctions.—The City Council is 


recommended by the Electricity Committee to reduce the 


charges for electricity as from April 1st next. It is proposed 
that the present all-round increase of 50 per cent. upon pre- 
war prices shall be adjusted to 50 per cent. for power and 70 
per cent. for energy used for other purposes. 


Liverpool.— PROPOSED AMALGAMATION OF STATIONS.—At a 
recent meeting of the Liverpool Tramways and Electric Power 
and Lighting Committee it was decided to recommend the 
City Council that the electricity undertaking of the Bootle 
Corporation, including the supply to the Urban District of 
Litherland, be amalgamated with the Liverpool electricity 
undertaking on terms and conditions set forth in a draft 
ugreement between the two Corporations. 
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London.—ST. MARYLEBONE.—The Electric Supply Committee 
reports that the bulk supply demand of the Hampstead 
Borough Council has not exceeded 1,200 kVA; the agreement 
was for a maximum of 1,500 kVA. Ihe present rate ot charge 
is 30s. per КҮА per half-year plus .7d. per unit, subject to 
slight variations. The Hampstead Council has been advised 
to close down its generating station and take a larger supply 
from an outside source. 'lerms have been arranged whereby 
the St. Marylebone Council will eupply the needs of Hamp- 
stead. These terms involve the determination of the present 
agreement and the completion of а new agreement to provide 
for bulk supply for a period of 42 years from January Ist, 
1922, subject to review at the close of every fifth year, the 
review at the end of the 35th year to suffice for the remaining 
seven years; the respective Councils to provide and lay at 
their own expense the necessary additional cables and appara- 
tus within their own boroughs; the charges for electrical energy 
supplied to be as follows :—1.2d. per unit for the first million 
units per quarter, 1.14. per unit for the second million, .9d. 
per unit for any quantity in excess of two million units, sub- 
ject to adjustment according to variations in fuel costs and 
calorific values. 

After satisfactory trial runs, the new 8,000-kW Oerlikon 
turbo-alternator is in commission, and the Fraser & Chalmers 
5.000-КУҮ set is well in hand, and will probably be running 
by the end of the year. 

The Borough Council is carrying out experiments with the 
object of improving the lighting of Oxford Street and Regent 
Street. The Council bas declined à company's offer to fix 
illuminated advertising signs to the street lamps in Oxford 
Street. А rental of £2,000 was offered, plus 24 per cent. of the 
gross receipts obtained from letting tne signs.—Avening News. 

LONDON S ELECTRICITY SUPLX.— The Special Committee 
of the London County Council on Electricity Supply has 
written to the Electricity Commissioners to emphasise 
the importance of the conditions to be attached to the consent 
of the Commissioners to the erection of a power station at 
Barking, by the County of London Electric Supply Co. In 
the opinion of the Committee safeguards should be provided 
for the interests of the public, and to preserve the position 
of the Joint Authority or other purchasing body. No action 
should be taken that would tie the hands of the Jains Author- 
ity with regard to the future electricity development of the 
London area.. On the other hand, the Commissioners should 
have regard to the possibility of no Joint Authority having 
been formed by the tuue the purchase powers expire, and 


make provision for some other authority to have alterna- 


tive rights of purchase. 

The Committee has communicated with the Prime Minister 
and the Ministry of Transport, urging that the passage of the 
Electricity (Supply) Bill, which was introduced in April, 1921, 
would conduce to the developinent of electricity supply, and 
tend to increase employment. 

HawMERSMITH.—1ne HElectricitv Committee proposes to 
organise а Development Department, in connection with the 
electricity supply undertakiny, for the purpose of investigating 
new electrical devices and methods and giving consumers ad- 
vice. It 1з proposed to hold an electrical exhibition in the 
Town Hall in the near future, and to erect a permanent show- 
room. | | 


Lytham.—New PraNT.—A new engine and dynamo have 
been installed to meet the increased demand for 
electricity. The new engine of 900 h.p., coupled to a 500-kW 
generator, will bring the capacity of the electricity works up to 
1,500 kW. | 

Rhħhuddlan.— ELECTRICITY ExTENSIONs.— [Ihe Council has 
under consideration а scheme for the supply of electricity to 
the towns and villages situated in the Vale of Clwyd. The 
estimated cost of laying cable in the area, which includes 
Ruthin, Denbigh, St. Asaph, and Rhuddlan, is £2,500 per 
mile, and the promoters are prepared to go on with the 
scheme provided the places named guarantee between them 
a consumption of 320,000 units per annum for a term of years, 
which the promoters state they could supply at 134. per unit. 
The Council has decided to send representatives to a con- 


ns of the local authorities concerned which is being 
called. 


 Rathmines (Co. Dublin) .—PROPOSED LINKING-UP.—Nego- 
tiatious are proceeding between the Rathmines and l'embroke 
Urban District Councils regarding proposals which have been 
made for the linking-up of the electricity stations of the two 
Councils. The estimated cost of hinking-up is 450.000. 


Rugeley.—Evectricity SIN The Development Сот: 
mittee of the Urban Council has recommended that informa- 
tion be sought from the Wolverhampton Electricity Committee 
as to Whether it will supply the district with electricity. 


Southam pton.—ExTexsions.—At a recent meeting of the 
Borough Council a recommendation from the Electricity Com- 
mittee to carry out extensions of distribution at a cost of 
43.670 was approved. The Council referred back to committee 


a proposal to spend £1,000 in purchasing appar 
hire-purchase system. И Б apparatus for а 


Southend.—PROPOSFD New PrANT.—The Electrici 

Sc SED NEW PLANT. ; Tricity Com- 
mittee reports that tbe electrical engineer has advised the 
installation of additional Diesel plant in order to meet 
the anticipated demand for the winter 1922-23; the 


installed in preference to steam plant, but before takin 


accommodation available in the sub-stations and the main 
generating station will permit of such installation Without it 
being necessary to incur the expense of erecting new build. 
ings. Ihe operating costs of the Diesel engine plant at the 
Leigh sub-station for the six months ended September last 
as compared with the cost of steam plant at the 
main generating station for the same period per unit 
generated, including interest and sinking fund charges, were 
1.854. for the former, as compured with 3.29d. for the latter 
and in view of the comparatively low capital expenditure 
which would be incurred in installing low-speed Diesels, the 
comunittee favours the suggestion that this type should be 
g any 
rding. 
resent 


action the reports are to be submitted to Mr. C. H. Wo 
ham, who has been retained to advise upon the p 
position and further extension of the undertaking. 


Seaham Harbour.—PnoPosED ELECTRICITY SurpLy.—A meet. 
ing of ratepayers, called by the Urban District Council. has 
approved, in principle, of an electricity supply for the town 
and district, and urged the Council to canvass all possible 
consumers with a view to the formulation of a scheme. The 
scheme at present suggested ijs to have a central distribution 
station to which power would be supplied from the шаш; 
of the Cleveland and Durham Electric Power Co. at 6,04) 
volts, and stepped down. The total estimated cost of the 
project is £16,670. 

South Africa.—KrucersporP.—The preliminary work in 
connection with the Krugersdorp electrical conversion scheme 
is now in hand. Prof. Buchanan and the engineers ot the 
Victoria Falls Power Co. have arranged the route and the 
points of delivery of power.—South African Mining and Engi- 
neering Journal. 


Ware.—ELECTRICITY SUPPLY.—4AÀt a recent meeting of the 
Urban Council, it was decided to approve the арі. 
cation of the North Metropolitan Electric Power Distrivu- 
tion Co., for an order to supply electricity in the Councils 
area. 


Whitehaven.—Prick Repuctions.—The Borough Electrical 
Engineer (Mr. L. B. Hogarth, A. M. I. E. E.) informs us that 
the prices of electricity have been reduced as follows :—Light- 
ing, from 74d. to 74. per unit; maximum demand, from 34d. to 
3Jid.; heating and cooking, from lid. to là4d.; power, from 
2.054. to 1&d.; factory power, 60 per cent. increase reduced to 
90 per cent. 


Wolverhampton.—PrRoroseD Price Revuctions.—The Elec- 
tricity Committee recommends to the consideration of the 
Corporation an early.reduction in the price of electricity for 
lighting, power, and traction, and also in meter rents. 


TRAMWAY 'AND RAILWAY NOTES. 


Blackpool.—ANNUAL RETORT.—In his report upon the work. 
ing during the year ended March 3lst last, the general 
manager of the Corporation tramways states that the ne! 
profit of £144 fell far short of estimates, and 1t was Der 
to apply for permission to temporarily increase [ares unti 
February, 1923; this was granted. heferring to the appa 
poor results of the first year of municipal working of the 
fleetwood tramway, he says that due allowance must 
made for the difference between municipal and dm 
financial arrangements. Whereas the £10,704 earned woul 
have provided an ample dividend to shareholders B 8 = 
pany, owing to the necessity for setting aside £21,000 * 
-inking fund and interest payments, the line showed 8 loss : 
the munieipality. It is stated that accumulated M 2 
renewal and construction work since 1914 will entail m 
charges during the next three years; the amount 15 estima 
at £254,343. T 

A short statement of financial results was give 
issue of June 1th last (p. 753). 


L.B. & S. C. Railway.—Enectrirication.—A Bill 1 50 
deposited in Parliament by the London, Brighton x funds 
Coast Railway Co., in which powers are sought to aed rban 
by means of debenture stock for the electrifying of subu 
lines. 


Liverpool.—ExrrNsioNs Drrernep.—The Ma 
jan states that because there was no quorum it Was neh 
to hold a meeting of the Liverpool City Council, i 1 
been convened on December 2lst, for the purpose 9 A elec- 
ing recommendations for extensions of the Corporatio whic 
trie tramways. Twenty minutes after the hour à гей 
the meeting should have been commenced there Wer : Lond 
only 80 members, whereas 99 constitute a quorum. à 
Mayor announced that, in the absence of a guerun; а үн 
meeting being a statutory one, nothing could he m fot 
understood that the effect will be to defer the $c 
at least twelve months. 


South Africa. —Ratmway ELECTRIFICATION.— рш 
commenced upon the electrification of Ше Pietermantz jm 
Glencoe line of the Government Railways. T t of Nati 
portant section passing through the colliery district о i 
Steep gradients are encountered by-the line; Ш 


п in our 


nchester би 
impossthie 
1 hai 


the 
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rises about 1,500 ft. in twelve miles and throughout the sec- 
tion there is little level running. Power will be provided by 
а generating station which is being erected at Glencoe. 


Taunton.—OrnpbrR CANCELLED.—The Ministry of Transport 
has informed the Town Council that an Order has been made 
abrogating as from December 6th the powers of the Taunton 
Electric Traction Co.. Ltd., in respect of the tramways author- 
ised by the Taunton Tramways Order, 1900, and the Taunton 
Tramways (Extension) Order, 1907. 


PPP 
TELEGRAPH AND TELEPHONE NOTES. 


France.—JELEPHONE SEnRvicE.— That the . Government's 
monopoly of the telephoue service has been a failure 1s sug- 
gested by The Times in announcing a bold plan submitted 
һу M. Deschamps, former Minister of Posts, Lele- 
graphs, and ‘lelephones, to industriatise the telephone. His 
idea is that the State should make over its monopoly to a corn- 
pany, Which would take over not only the telephone system 
and apparatus, but also the personnel now einployed by the 
State. The weak and impracticable side of his scheme is that 
the personnel should be part-owned ' and " part-paid’’ by 
the State. As against this proposal а Bill has been laid before 
the Chamber by the present Minister, M. Paul Laffont, which 
is an earnest attempt to remedy the defects of the existing 
system, while retaining the monopoly. Instead of vearly doles, 
M. Laffont asks for a lump credit of 1.600, 00.000 fr. 
(£31,000,000), spread over a period of eight years. "This would 
enable him to attain continuity in carrying out his plans. 
The financial programme counts on the voluntary assistance 
of the Chambers of Commerce, public and private establish- 
ments, municipalities, &c., in the shape of loans without 
interest. This last idea is already in operation at Lyons, 
Bordeaux, Lille, Roubaix, and other towns. М. Laffont pro- 
poses not only to speed up and improve the telephone service 
generally, but he means to modernise it in the technical sense 
of the word. Whereas the Parisian now pays 1,750 fr. (£35) 
annual subscription fee, M. Laffont intends to charge 350 fr. 


(£7) tout compris. : 
Imperial Wireless Chain.—The presentation to the Cabinet 


of the report of the Wireless ‘Telegraphy Commission. has 
aiforded Dr. W. Н. Eccles (vice-chairman) a suitable occasion 
to place before readers of The Times a broad statement cover- 
ing the preparatory work that has been accomplished towards 
the improvement of Imperial communication. After referring 
to the unanimous report of the Wireless Telegraphy Сошшши- 
tee that was published in June, 1920, Dr. Eccles points out, 
inter alia, that the establishment of intermediate relay stations 
shortened the average link of the chain to 2,320 statute miles. 
But even across 2,000 miles, especially in tropical regions, it 
would not be easy to guarantee an uninterrupted service, and 
when atmospheric conditions were unfavourable the most 
powerful of existing etations would often be asked to repeat 
messages. The Committee, therefore, had to find a method 
of generating electric waves which should be capable of 
adaptation at will to ranges varying from 2.000 to 11,000 miles, 


and capable of easy variation in strength from moderate to 


very intense, according to the atmospheric conditions. The 
most promising combination of flexibility and the other de- 
sirable qualities was found in the method utilising the ther- 
mionic valve, as yet untried on a large scale. In its report, 
the Committee recommended that the Imperial stations should 
be equipped tvith thermionic valve plant able to deliver at least 
190 kilowatts of power to an eflicient antenna and capable of 
extension to 240 kilowatts at a later date as desired. The 
principal stations in England, South Africa and India 
would communicate direct during the hours of each day known 
to be most favourable for the respective pairs of stations. 
When atmospheric disturbances at the receiving stations were 
slight, the messages might be in code or otherwise, and would 
be sent at high speed. When the atmospheric conditions were 
not quite suitable for coded and commercial messages, a con- 
siderable volume of news traffic could be conveyed. Later. 
when the atmospheric conditions became still more difficult, 
the intermediate relay stations would be called upon io take 
down messages for retransmission. The intermediate stations 
would doubtless have a certain volume of local traffic, and 
would be of strategical importance. 

To plan the stations in detail the Wireless Telegraphy Com- 
mission was appointed by the Cabinet in December, 1920; its 
report has just been presented to the Cabinet, and 1s to be 
published shortly. In respect of thermionic valve plant, the 
Commission has drawn most of its practical and proved infor- 
mation from the staff cf the Adrmuiralty’s station at Horsea, 
Portsmouth, and from the Marconi Co. Approximate esti- 
mates point to an average capital cost per station of not more 
than £160,000, including the transmitting and receiving sides 
of a duplex station, but exclusive of staff quarters, which may 
have to be provided at some of the sites. 

After reference to the Press and propaganda aspects of the 
possibilities of an Imperial chain of wireless stations, Dr. 
Eccles concludes that the universal wireless progress during 
the eighteen months which have elapsed since the Imperial 


Wireless Telegraphy Committee formulated its scheme has 
tended to confirm its conclusions that an Empire wireless ser- 
vice can be made continuous and trustworthy at reasonable 
cost by the aid of intermediate relay stations, and that only 
in this way can we escape the partial and erratic 
service which must accompany attempts at direct com- 
munication across the immense distances separating the chief 
centres of the Empire. 


Italy.—New WIRELESS Station.—The Italian Ministry of 
Posts and Telegraphs is to grant a concession for the installa- 
tion and working of a wireless station on the Island of Rhodes, 
to a private firm. The station is intended to establish a regu- 
lar service of messages between Italy and Asia Minor. 


Norway.—SronM Damace.—A violent gale raged through 
Norway on December 17. Great dislocation of the telegraph 
and telephone services was caused and communication with 
Denmark and Germany was broken. On December 20th com- 
munication was good with England, but the wires were over- 
burdened. There was no connection with Germany, and with 
Denmark the connection was bad.  Telegrams from Paris 
despatched on December 17th arrived by train from Copen- 
hagen on the night of December 19th.—Reuter's Trade Service 
(Christiania). 


Russian-Swedish Telegraph Service. — А complete 
official telegraph service between Sweden and Soviet Russia 
was established as from December 17th, a formal agreement 
having been concluded between the two countries based on 
the Swedish proposal regarding -fees.—lieuter’s Trade Service 
(Stockholm). 


Wireless Telegraphy.— AMATEUR Tests.—From midnight 
unti] 6 a.m. on December dth, and at the same time on tbe 
following nine days, wireless amateurs of the U.S.A., organ- 
ised by the Radio Relay League of America, attempted to 
communicate with amateurs in this country. А similar, but 
unsuccessful, attempt was made last February. Ihis year, 
however, messages are suid to have been accurately received 
from 43 amateur stations throughout the U.S.A. and Canada. 

Mr. Paul F. Godley, who was sent over to this country by 
the American Radio Relay League, to act as official observer 
in the Transatlantic tests, selected Ardrossan, on the West 
Coast, as the most suitable site for a receiving station. Ar- 
rangements were made for messages to be sent each night, 
and Mr. Godley has been successful in receiving the messages. 
The most powerful station heard was that of an amateur at 
Toronto, and the most distant station that of an amateur at 
Atlanta, Georgia, 3,000 miles from Ardrossan. This is the 
first time that Transatlantic communication had been achieved 
with the low-power installations to which amateurs are re- 
stricted. : 

Wireless Telephony.—LONDON-AMSTERDAM CONVERSATIONS. 
—Speech by means of combined wire and wireless telephony 
was carried on between London and Amsterdam on December 
15, ordinary office telephones being used for the purpose. 
There is at present no direct trunk line communication between 
London and Arusterdam, and the demonstration, which took 
place at Marconi House, was made possible by means of & 
wireless link connecting trunk lines between the two countries. 
The General Post Otlice had placed the trunk line between 
London and Southwold at the disposal of the Marconi Co., 
which has erected a special wireless station at Southwold for 
the transmission across the sea. From Southwold the con- 
versation was conveved by wireless to Zandvoort, where 
another wireless station has been built. From there an 
ordinary trunk line conveyed the message to Amsterdam. 

The circuits enabled conversation to be carried on in the 
ordinary way, one speaker breaking in and interrupting an- 
other as in ordinary conversation. ‘This was achieved by 
working to Holland on a slightly diflerent wave length to 
that used for the return conversation, and by separating the 
transmitting and receiving stations at either end. The wire- 
less transmission was on an unusually short wave length, 
which 15 not in general use, and was relatively immune from 
atmospheric disturbance. 

RAILWAY CoMMUNICATION.—The hope that wireless tele- 
phony can be applied to avoid railway accidents 1s supported 
bv experiments that have taken place between Paris and 
Creil, on the Nord Railway system. Wireless antenne were 
fixed on а carriage, and one compartment was arranged as a 
receiving and transmitting post. Between two telegraph posts 
skirting the line another horizontal aerial was established at 
a given point, thus permitting the use by induction oi the 
ordinary telegraph wires. The experiments, which began in 
November, were continued in December, and perfect results 
are said to have been obtained. From the tnne the train left 
Paris Wireless conversation Went on between the Gare du 
Nord and the special compartment of the train, and was 
kept up until Creil was reached. Experiments are to be 
attempted between Paris and Calais and on the Nord 
svstem.—Daily Telegraph. 

Мовпе PotLicE EQUIPMENT.—The Paris Prefect of Police is 
providing his force with motor-cars equipped with wireless 
telephone apparatus, from which it will be possible to tele- 
phone to headquarters or to one another. In police operations 
requiring great rapidity much time otherwise lost in using the 
ordinary public telephone offices will be saved and the 
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chances of success increased. The only point remaining to be 
settled is the wave length to be used, regarding which the 
Police Prefecture is now in communication with the Post and 
lelegraph authorities.— Daily Mail. 


Wireless Telegraphy on Ships.—^4t the recent Inter- 
national Shipping Conference in Loudon, a discussion took 
place on the regulations controlling the installation of wireless 
telegraph apparatus on board merchant. vessels. It was 
argued that a free market for apparatus should be maintained, 
and that shipowners should have a free hand in dealing with 
the matter. Ап automatic alarm device should be sanctioned 
to avoid the necessity of human watchers for life-saving 
signals, and members of the crew should be trained sufficiently 
to be able to perform the duties involved, instead of carrying 
special wireless operators for the purpose. A committee ig 
io be formed of representatives of shipowners to report upon 
desirable modifications of the Convention of London, and to 
secure their adoption by the Governinents concerned. 

"ome details of the progress that has been made in the 
use of automatic devices for recording signals received. from 
vessels in distress were recently given in The Times, accord- 
ing to which 25 vessels representing as Inany shipping 
companies are being equipped with the new '' Four-second 
Alarm of the Marconi Co. in order that it may be 
thoroughly tested in actual sea-going circumstances. The 
equipment of 10 of the ships is complete. 

It is understood that whereas the North Foreland station 
will be fitted with the actual alarm, the Niton wireless etation 
on the Isle of Wight will also co-operate by sending out ex- 
perimental '' Four-second " signals. Тһе chief characteristic 
of the alarm is that it is wholly immune from interference due 
to general wireless communication and atmospheric disturb- 
ances, and unlike automatic devices intended to respond to 
the 5.0.5. signals, it is not actuated by signal combinations 
having the same sequence as those appearing in S.O.S. With 
the present form of wireless distress signal (S.O.S.) there will 
probably be great difticulty in devising automatic apparatus 
lor registering the receipt of the signal which will be euffi- 
ciently reliable to permit of its use on board ship in place of 
à watcher, as contemplated in section 9 of the Merchant Ship- 
ping (Wireless Telegraphy) Rules, 1920. 

The distress signal cannot be altered without international 
agreement; but it has been suggested that, in order to avoid 
the difficulties resulting from Jamming by atmospheric dis- 
turbances, the distress signal proper should be preceded by an 
"alarm signal” capable of actuating automatic apparatus 
without fail. 

The alarm signal at present under consideration consists of 
a prolonged dash of four seconds tollowed by a space ог one 
second, the alternation of dash and space being continued for 
one minute; and the automatic apparatus should respond to 
е alarm signal after the reception of any three consecutive 

ashes. 

Copies of reporte obtained at regular intervals from the 
masters of ships equipped with the device will be sent direct 
to the Secretary, General Post Office, for examination. 
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CONTRACTS OPEN AND CLOSED. 


. (The date given in parentheses at the end of the paragraph 
indicates the issue of the ELECTRICAL REVIEW in which the 
'' Officiel Notice appeared.) 


OPEN. 
Australia.—MELBOURNE.—February Ist. 
ment Railways. 
wecessories.* 


t. Victorian Govern- 
Four motor-driven grinding machines, with 


February 15th. 100 track relays; 50 line relays (cont. 
34,739); 100 3-position line relays (cont. 34,740).* l'ebruary 
“2nd, 100 electric signal mechanisms (cont. 34,738); electro- 
mechanical interlocking apparatus (cont. 34,822). March Ist. 
50 miles insulated copper wire (cont. 34,523).* 

Bulgaria.— February 8th. Department of Posts, Telegraphs. 
and Telephones. 30 terminal boxes; 1, 000 combined lightning 
urresters and Lamp. fuses; 500 ditto, different type; 300 
transformers; 700 condensers; 30 junction boxes.* 

Chile.—February 4th. State Railways. Twelve wind- 
mills, complete; one electric compressor; one air-storage druin 
und d.c. motor; 1,300 metal-filament lamps for lighting loco- 
motives; 38 wall telephones.* 

East Ham.—January 12th. 
One 1,500-kW converter, either rota 
aud l.p. switchgear and connectors. 

India.— Mapras.—February 20th. 
cables :—42 miles of twin 7/.044 S. W. G. 
71.004 S. W. G. paper-insulated 
armoured cables for 225-V, a.c. circuits. H. p. cables :— 
Two miles of 3-core 1/.044 S. W. G. and 5 miles of 3-core 
71.064 S. W. G. paper-insulated lead- covered and steel-ta pe 
armoured cables for 5.000-V, a.c. circuits with neutral point 
not earthed. Specifications and forms of tender (4s. per set) 
from the Publisher, ELECTRICAL Review. (See this issue.) 


Electricity Department. 
ry or motor type; e.h.p. 
(December 23rd.) 

Corporation. L.p. 
and 13 miles of twin 
lead-covered and steel-tape 


Leeds.—January 12th. Electricity Department. 


phase wattmeters for 12 months (minimum 2,000). 88 
issue.) | 
London.—L.C.C.—January 12th. One electric Passenger 


lift, capacity 114 cwt., with full automatic push-button contral 
to be completed within two months, at Geoffrey House Tabarg 
Garden Estate, Bermondsey, S.E. (December lóth.] ' 


Maldens and Coombe.—January 10th. Urban Distric 
Council. Two 10-b.h.p. horizontal electric Motors, starting 
gear, &c. Also electric lighting installation at Blakes Lane 
pumping station. Mr. R. H. Jeffes, engineer and surveyor 
Municipal Offices, New Malden. n 


Manchester.—January óth. Corporation. For Barton 
power station. Standard gauge rauway, 2-way [ишш 
(two of 20 tons and two of 40 tons capacity). Speciticutions 
Xc., from Mr. F. E. Hughes, secretary, Electricity Dept, 
10 n Hall. Deposit £1 1s. (returnable). 


New Zealand.—WELLINGTON.—January 17th. Post au 
Telegraph Department, 25,000 dry cells for telephone work.’ 


Peterborough.—]January 12th. tslectricity Department, 
One 3,00U-kW turbo-alternator with condensing раш, iw 
49U-kW rotary converters, two 100-kW motor generators, 
e.h.p. and l.p. switchgear, steam, water, and dram pipes, 
toundations tor the above plant, and structural alterations 1, 
existing buildings. (December 16th). ' 


South Africa.—JOHANNEsBURG.—January 4th. Municip! 
Council. ‘lwo 2,000-kW converters, with switchgear an 
Spares.“ 

FPRETORIA.— February 15%. 
duit and conduit fittings. 
Department, Pretoria. | 

FORT IjLIZABETH.—January 315. 
ders for electrical plant.* 

DuRBAN.—January 18th. 372 consumers’ watt-hour meters, 
including 37 d.c. meters, 2/5 single-phase, 50 Cycle inducti 
Ly pe meters, and 60 3-phase, 20-сусіе induction type a.c. ше: 
tor unbalanced leads.“ 


Public Works Department. Ca- 
Electrical Engineer, Publie Vus 


Municipal Council. Ten- 


*А copy of the plan, specifications, and conditions of tender 
&c., can be inspected at the Department of Overseas Ітак 
(Room 84), 35, Old Queen Street, S.W.1. 


— 


CLOSED. 


Government Contracts.—The following Government c 

tracts were placed during November, 1921 :— 
ADMIRALTY (CONTRACT ахо PUCH UE ШЕРАКТМЕХІ). 

Accumulatars.—London Battery and Cable Co., Ltd. 

Cells and boxes.—Fuller's United Electric Works, Ltd. 

Electric travelling blocks.—H. Morris, Ltd. 

Llectrically-driven capstans.— dir M. Шз & Co., Ltd. 

есас travelling crane.—H Morris, Ltd. u 

Electric light and power cable systems.—Johnson & Phillips, Ltd. 


Electric travellers.—Sir W. Arrol & Co., Ltd. 
Electric hoists.—W, Wadsworth & Sons. 
Electric cable. Johnson & Phillips, Ltd. 


: ade 

Insulatiag materials.—Attwater & Sons; Connollys (Blackley), ae 
Rubber and Waterproofing Co,, Ltd.; Mica Manulacturing to. 

Micanite and Insulators, Ltd. 


Motor end control gear.—Laurence, Scott & Co., Lid. English Ln 
Co., Ltd. 
Rotary converter.—English Electric Co., Ltd. 
War OFFICE. 
Electric cables. — Enfield Ediswan Cable Works, Ltd. 
Electrice batteries.—C. А. Vandervell & Co., Lid. Wade 


Electrical equipment.—A. Lyon & Co.; Para Royal Engineers 
Ltd.; Small Electric Motors, Lid. 
Electric fans.—General Electric Co., Ltd. 
Electric generators.—G. Kent, Ltd. 
Атк MINISTRY. toride Elett 
Electric storage battery Hart Accumulator, Ltd.; Chloride Г. 
Storage Co., Ltd. ‚ бо: ЖЫЙ 
Booster pump.—Rees Roturbo Manufacturing Co., 
Magnetos.—British Thomson-Houston Co., Ltd 
Wireless valves.—General Electric Co., Ltd. 


Post Orr ick. 


Testing, protective apparatus, &c.— Brit. L. M. E 
Co., Ltd. 
Telegraph апа telephone 


ricsson Мапи s 


di able Works, IK. 
z —Enfield Ediswan Cable 
ie Union Cable Co., Ltd. 


Pirelli General Cable Works, Ltd.; | Lid. (È Butlin & t. 
Joint box castings.—United Steel Companies, I. Id. | 
branch). "ES Lid.; Simes 
Cords for ИА Insulated & Helsby Cables, bi 
Bros. & Co., Ltd. : sov me & Frett 
боев Ашот ‘Clay Co., Ltd.; Donington a 
Co., Ltd.; Doulton & Co., Ltd.; J. O RES Nori 
Laying conduits.—Stanningley, Stafford, d Shirley, and мей Us 
Hodges Bros, (Contractars), Ltd. ; гүр» Fons; Islington ke. 
Taplin & Holland, Ltd.; Colne, 5. Jeren eene Sloan" A 
Road): W. Griffiths & Co., per p UR West Bromp'’. ` 


and Nine Elms, S. W., Catton Lid.: Wes 
Tottenham (Lansdowne Road): J. Mowlem 1100 Preston. Bi- les 
К. Jowett; Stratford (Romſord Road), с Lid. Harmi 7 
Burnley (Sections I., IV., & V.): J. А. Ew | Rise: C. J. M97, 
borough and Bessborough Roads) and Kersa Newport-Ponbot 7 
East Hoylake: Martin & Element, id.! ee È Mathes 
Smith; Low Moor (Bradford), 5 xham a Was 
Frensham and Romsey: Hardy & Co.; Chalfont St. Giles i 
Ruabon, Northwich, Newquay, Liskeard.. г Lid. Farnum : 
(Etrurla Road), Crownhill): G. P. п. R. Thorbur а 
mon (Bucks): G. E. Taylor & Co.; Abet i de О. C. WT 
Colney Hatch Lane, Bath (Lansdown), Stepney iquat? pe 
Bristol (Central South (Section IT) and Quee THE W. 

and Co.; Manchester (High Street) e III.) К. 
wick), Ltd.; Preston-Blackburn-Burnley Г. Ashto 1 9 
Howarth; Edinburgh (Newington) : W. Р leit & 70. Lid 
tion, Farnworth (Lancs.), Kendal: W. lackheath : : 
bourne: H. Farrow, Ltd.; Halesowen-Plac 

and Co., Ltd. 
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Manufacture, supply, drawing - in, and jointi ig of cable.—London-Dorking 
(London district): W. I. Henley's Tel:graph Works Co., Ltd.; 
Hampton Court-Staines-Egham-Ascot: W. T. Henley’s Telegraph 
Works Co., Ltd.; Uxbridge, High Wycombe: W. T. Henley's Tele- 
graph Works Co., Ltd.; Hawarden-Rhy!: British Insulated & Helsby 
Cables, Ltd.. 

Telephone exchange equipment. Leeds: Siemens Bros. & Co., Ltd. ; 
Aldershot: Siemens Bros. & Co., Ltd.; sub-contractors— Tudor Accu- 
mulator Co., Ld., for batteries; English. Electric Co., Ltd.. for 
charging machines; Dunfermline: Peel-Conner Telephone Works, 
Ltd.; sub-contractors—Tudor Accumulator Co., Ltd., for batteries; 
Crompton & Co., Ltd., for charging machines; Broughty Ferry: 
Peel-Conner Telephone Works;  sub-contractors—Chloride Electrical 
Storage Co., Ltd., for batteries; Crompton & Co., Ltd., for charging 
machines. 

CROWN AGENTS FOR THE COLONIES, 

Switchgear.— Ferguson, Pailin, Ltd. 

Telegraph line material.—Bullers, Ltd.; Siemens Bros. & Co., Ltd. 

Track circuiting material.—Westinghouse Brake & Saxby Signal Co., Ltd. 

‘Transformers—Metropolitan-Vickers Electrical Export Co., Ltd. 

Copper wire, &¢.—British Insulated & Неру Cables, Ltd. 

HicH COMMISSIONER FOR INDIA. 

X-ray apparatus.—X-Rays, Ltd. 

Cells.—Fuller’s United Electric Works, Ltd.: Tudor Accumulator Co., Ltd. 

Electric fans.—J. Stone & Co., Ltd. 

Switchboard.—Erskine, Heap & Co., Ltd. 

Copper wire.—Elliott’s Metal Co., Ltd. 

Wireless telegraph stores.—Marconi's Wireless Telegraph Co., Ltd. 

H.M. OFFice oF WORKS. 

Electric lift.—Etchells, Congdon & Muir, Ltd. 


London.—HAMMERSMITH.— Electricity Committee. 
Additional feeder equipment, &c., for the bulk supply to Ealing Borough 


Council. 
Two stonework cells, brass bars, and isolators, £335.—Ferguson, Pailin, 


Ltd. Recommended. 

Sp. MaRYLEBONE.—Electrie Supply Committee. -The Com- 
mittee has received a claim from the Metropolitan-Vickers 
Electrical Co., Ltd., for £2,892, extras on account of the 
contract accepted on December 18th, 1919, for three 1,500-kEW 
rotary-converters with transformers, starting and regulating 
switchgear, at £20,436, owing to increased cost of labour, 
materials and freight charges. After full consideration the 
Committee recommends that £2.000 he paid to the Metropoli- 
tan-Vickers Electrical Co.. Ltd., in full settlement. 


Paraguay.—According to the Review of the River Plate of 
November 95th. for the installation and working of a telephone 
svstem in the city of Asunción and district only one tender 
was presented—by Engineer Dowlin, who is stated to have 
the financial support of the International Western Electric 
Co., Incorporated. The firms of Siemens-Schuckert (Buenos 
Aires) and Ericsson (Stockholm), it is stated. abstained from 
presenting tenders owing to the very severe conditions im- 


posed, and because materials were specified which neither of 
them manufactured. 


— ...... 


FORTHCOMING EVENTS. 


Junior Institution of Engineers. Frida, December 30th. At Caxton Hall, 
Westminster. At 8 p.m. Questions and general discussion. 
Friday, January 6th. At 8 p.m. Lecturette, Stone and Marble-working 


Machinery,” by Mr. А. E. Bingham. 


Royal Institution of Great Britain.—Christmas Lectures. ** Electric Waves 
and Wireless Telephony," by Prof. J. A. Fleming, F.R.S. At Albemarle 
Street, W., at 3 p.m. 

Lecture lI.—Saturday, December 3lst. Waves in Air. 
IHl.—Tuesday, January 3rd. The Telephone. 
1V.—Thursday, January Sth. Electric Oscillations. 
1V.—Thursday, January Sth. Electric Oscillations. 
V.—Saturday, January 7th. Evectric Waves. 


Nottingham Sooiety of Engineers.— Wednesday, January 4th. At the Wel- 
beck Hotel. Paper on Modern Foundry Plant,“ by Mr. E. Stevenson. 


institute of 0061 and Works Accountants.— Wednesday, January 4th. At 
the Institute of Patent Agents, Staple Inn Buildings, W.C. At 7 p.m. 
Lecture on “ Financial Planning," by Mr. Н. G. Jenkins. 


Physical Society of London and the Optical Society.—Annual Exhibition. 
Wednesday and Thursday, January 4th and 5th. At the Imperial College 
of Science, South Kensington. From 3 to 6 p.m. and from 7 to 10 p.m. 
Wednesday, January 4th, at 4 p.m., and Thursday, January 5th, at 8 p.m. 
Lecture on The Johnsen-Rahbek Electrostatic Telephone and its Pre- 
decessors," by Mr. А. A. Campbell Swinton, F.R.S. 
Thursday, January Sth. At 8 p.m. Lecture on Radium,“ by Mr. F. 


Harrison Glew. 


Institution of Electrical Engineers.—Thursdav, January Sth. At the In- 
stitution, Victoria Embankment. At 6 pon. Paper on “Single and 
S-phase Commutator Motors with Shunt and Series Characteristics," by 


Dr. S. P. Smith. 

(Wireless Section).— Wednesday, January 4th At the Institution, Vic- 
toria Embankment. At 6 p.m. Paper on “ High-speed Wireless Tele- 
graphy," by Lt.-Col, A. G. T. Cusins. 

(East Midland Sub-Oentre).—Tuesday, January 3rd. At the Lough- 
borough College. At 6.45 p.m. Address by Mr. К. А. Chattock. 


NOTES. 


The Compliments of the Season.—The ELECTRICAL REVIEW 
п all of its readers A Happy and Prosperous New 

ear. 

A Height Recorder.—Apparatus for finding the height of 
the clouds for the information of night-flying airmen is to be 
tried at the London Air Station, Croydon. 16 consists of a 
000.000 candle-power searchlight throwing a vertical beam 
upon the clouds, and a specially designed theodolite through 


which to observe the point where the beam touches the cloud. 
The angle obtained and the distance of the theodolite from 
the searchlight are all that the observer needs to find the height 
of the cloud. Daily Mail, 


Cost of Living in Cuba.—4 correspondent seeks informa- 
tion as to the cost of living and generally any particulars re- 
garding climate or other conditions whieh would have to be 
taken into account. by a married Englishman in Cuba. If any 
reader could supply the required information we should be 
much obliged. | 


Service Notes.—A uniform for wireless operators of the 
Mercantile Marine has just been approved of and confirmed 
in the London Gazette. The uniform, or plain clothes, must 
be worn whether on ship, in port, or on shore, thus putting 
an end to semi-uniform. Warant Electrician E. D. Hines 
has been posted to Greenwich for duty. Captain J. R. Birch, 
A. M. Inst. C. E., London Electrical Engineers, has been trans- 
ferred to the general list of the Reserve of Oflicers of the 
Territorial Army; Lieutenant A. W. Mawby, O.B.E., from 
the London Electrical Engineers, has been promoted major 
in the Territorial Reserve of Officers, and Lieutenant A.C. 
Stacey, from the London Electrical Engineers, bas been 
transferred to the Territorial Reserve of Officers. 


Appointments Vacant.— Assistant telegraph engineer 
(£450), for the Government of British Guiana Post and Tele- 
graph Department; charge engineer, for Nelson Corporation 
Electricity Department; plumber-jointer, for Colne Electricity 
and Tramways Department; manager, for the Hey wood Cor- 
poration electricity undertaking; telephone inspector (£350), 
for the Government of British Guiana; general clerk (£260), 
for the Hackney Borough Council electricity department ; 
lectureship in electrical engineering (£550), for the Bradford 
Technical College; male clerk-tvpist (£3), for the Sevenoaks 
and District Electricity Co., Ltd. (See our advertisement pages 
to-day.) 

A.E.G. Activities in Russia.—The Manchester Guardian 
Commercial quotes from the Frankfurter Zeitung à message 
from Riga relating to the activities of the A. E. G. in Russia: 
The Soviet Government is now negotiating with the A.E.G. 
in Berlin with regard to the transfer of tramway concessions. 
The tramway systems in all the more important towns of 
Russia were previously in the hands of Belgians. ‘The Soviet 
Government desires to reserve to itself 50 per cent. of the 
net profits, and it also stipulates that the company 1s to 
assume responsibility for the maintenance of its staff and 
workers.“ 

This subject is also referred to in our Business Notes 
to-day. 


Modern Conceptions of Corrosion. — In a paper on this 
subject read to the Liverpool Engineering Society, Mr. W. 
Ramsay, F. I. C., M. Inst. Met., points out that for the most part 
the term is confined to metals and alloys. although corrosion 
of non-metallic material is by no means uncommon. Such 
cases are, as a rule, simple chemical problems. 

Again, it is necessary to discriminate between corrosion 
and erosion, or the loss of material by mechanical agencies, 
such as fluid or solid friction. Actually it is not always easy to 
distinguish between the two actions, which at times resemble 
each other very much, and may even proceed side by side in 
the same piece of metal. ; 

Attempts to defeat or limit corrosion in metals must have 
been made at a very early date. Air and waterproof coatings 
find application under certain circumstances at the present 
time, but they are often applied to metal work in a very un- 
intelligent manner. Metallic coatings are so well known that 
they require but brief comment. So-called ' galvanising ” 
is probably the best protective of this class, and zine being 
strongly electro-positive to the iron, it remains effective even 
when part of the iron is exposed by wear or accident. The 
use of a more electro-positive metal, to provide a counter 
electro-motive force, sufficient to establish an electrolytic 
balance, is widely adopted in engineering practice, and zinc, 
being cheap and highly electro-positive {о most engineering 
metals, finds a large application for this purpose. The 
efficiency of Hannay's "' electrogene "" was not very great, and 
it was abandoned. The idea that a relatively small area of 
zinc can prevent ionisation of a large area of less electro- 
positive metal is possibly correct in theory but fails in 
practice. 

The first attempt to overcome corrosion by a counter electro- 
motive force supplied from an outside source probably origi- 
nated from Hannay. Boilers were fitted with plate anodes 
connected by insulated plugs through the shell of the boiler 
to the positive pole of an electric generator, the shell being 
connected up to the negative pole, the idea being to establish 
an electrolytic balance. Cumberland has improved the 
method by framing the anodes in such a manner that the 
current density is distributed more evenly over the whole 
interior of the boiler. 

In conclusion, corrosion is to be regarded as а natural 
function of metals and alloys, and it appears to be established 
that it is always electrolytic in character. The few doubtful 
cases in which the action seems to be of the nature of a chemi- 
cal solution require closer investigation, and in such cases 
there are features which indicate that the action is electro- 
lytic though possibly obscured by other circumstances. 
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Transmitting Aerial Resistances.— The paper by Mr. T. L. 
Eckersiey, B. A., B. Sc., that was read in December before the 
Wireless Section of the Institution of Electrical Engineers 
deais with the subject ot the resistance of transmitting aerials. 
It describes an attempt which has been made to reduce to a 
minimum the energy losses in the neighbourhood of such 
aerials, Which are Known to be very inetucient, and shows 
that favourable results are obtained by interposing à screen 
of wires between the aerial and earth, using this screen as a 
counterpoise earth instead of the usual buried earth. ‘Lhe 
losses in such а system are analysed, and it is shown that a 
large fraction of the earth losses 15 eliminated when such а 
screen 18 used. Formule are devised tor predetermining the 
resistance of screened aerials, in terms of he conductivity of 
the earth and the surface dielectric loss. 

Such aerials have the drawback that the wires of the screen 
itself may form an oscillating system, and under certain con- 
ditions oscillations are set up in this system which waste 
energy. Methods of dealing with and eliminating these losses 
are discussed, and, finally, screening is compared with Alex- 
anderson's multipie-earth system, and it is concluded that a 
combination of tne two methods should give the best resulte. 

The investigation has a very general bearing on wireless 
practice. We may, in fact, ask ourselves how far we may go 
on reducing the losses. ‘Lhe lines along which further reduc- 
tions in earth loss may be effected are indicated by the theory, 
Which shows that a simultancous broadening of the sereen and 
aerial has the desired etlect. Again, the dielectric loss may 
be reduced by spacing the wires more closely or by using а 
complete radial screen in which the edge etlect 1s reduced to 
a minimum. | 

Screens nave been employed successfully at large power 
stations, and 16 now requires only one-sixth of the power to 
produce signals equal to those forinerly produced by the spark 
station. It is evident, therefore, that the practice of long- 
distance wireless telegraphy may be very considerably modi- 
hed by these resulta. 

The practical point js this: It is much cheaper to erect ап 
aerial of 400 ft., say, with 40 Jars’ capacity, than an SOU-ft. 
aerial with 20 jars’ capacity, and even cheaper still to use a 
200-[t. aerial with SU jars’ capacity. ‘Lhe height rather than 
the area is the difficulty. If sufficient саге is paid to the im- 
provement of the resistance, the height of the aerial can be 
reduced without Increasing the power required to produce a 
given range, and in the limiting case a closed directive aerial 
might be used to minimise Jamming and to increase the effec- 
tive radiation in the direction required, with a plate condenser 
which would effectively control the maximum voltage. 

This condition of affairs is not possible when the dead-loss 
resistance is large compared with the radiation resistance for, 
when this is So, every decrease in height requires a commen- 
surate increase in power. Although pertect radiation efficiency 
can never be obtained in practice, the reduction of the dead- 
loss resistance will always mean: (а) an economy in power 
required; (b) an economy in initial expense on aerials by 
enabling a lower aerial to do the work ot a higher one. 

In the case of certain existing aerials it is preferable to 
reduce the resistance by the Alexanderson method, especially 
in the case of long, narrow aerials. Ihe screening of such an 
aerial may not reduce the resistance sufficiently, and it is a 
matter of great practical difficulty to widen an existing aerial 
and reduce the resistance in this way. The only alternative 
18 to make use of Alexanderson feeders and to put the various 
sections of the aerial in parallel instead of in series, which is, 
in effect, equivalent to a simultaneous widening and shorten- 
ing of the aerial. But to get the best results from this method 
a suitably designed screen should be used to intercept the 
lines of force from the aerial and to reduce, consequently, the 
surface dielectric loss. 


The National Association of Supervising Electricians. 
This Association, which was formed in 1914 primarily for 
educational purposes, lectures, &c., has made good progress, 
and has benefited not only its own members but also many 
electrical workers outside its ranks; whilst it was found neces- 
sary to register 1t as a trade union in order to enable it to 
protect the economic interests of its members, it has not re- 
laxed its efforts towards education and efficiency, and by а 
etrict scrutiny of the qualifications of candidates it has main- 
tained a standard of membership which cominands respect. 
As the result of negotiations with the employers, the Asso- 
ciation has secured recognition, and an agreement between 
the National Federated Electrical Association and the 
N.A.S.E. was concluded in June last, which settled the status 
and privileges, working hours, holidays, &c., of staff foremen 
and supervising engineers respectively; this agreement re- 
mains in force until terininated by either side on giving three 
months’ notice, to expire on February 28th in any year. 

With a view to further development, the Association has now 
appointed Mr. A. Braminer as full-time general secretary, and 
steps are being taken to form district branches in Manchester, 
Birmingham, Middlesbrough and Portsmouth to begin with. 
In view cf the difficult position of a foreman or supervisor 
who belongs to a manual workers’ trade union, the need for 
such an association as the N.A.S.E. is obvious, and judging 
by its excellent record up to the present, it may look forward 
to a prosperous and useful future. Lecture meetings are held 
each month at St. Bride's Institute, Bride Lane, Ludgate 
Circus, the next being on Tuesday, January 10th; and the 


annual dinner will take place on January 23th. Other advan. 
tages Of membership are the use ot a techmical library aua the 
services of ац einpioyment bureau and a legal аераг1шещ. 
Particulars regarding membership can be obtained Пош tbe 
general secretary at the otfices ot tlie Association, 24, Metro- 
ро ап Buildings, 63, Queen Victoria Street, . C4. 


The Electrification of Industry in the United States, №. 
Fall, the secretary of the Department of the Imwrior, re- 
cenuy submitted to President Harding the analysts шаце by 
the Geological Survey of a comprehensive system for gevera- 
ung and distributing electricity to transportation hnes and 
industries in the North Atlantic coast region, betWeen Dusiut 
and Washington. Ihe survey was authorised by Congress, and 
has been described in our columns. 

The engineers who made the survey rcported that 970 mile 
of 220,U00-voit. lines. and five times that milenge of Под 
volt lanes Would be needed. ‘dhe 1,500 mues of wire how 
carrying 33,000 volts aud over would be operated as distribu- 
tion lines for local industries. This transmission network with 
its sub-statious wouid requre 10,000,000 dollars by 19%, tue 
report said, in which year the total investinent would be 
1,109,564, 00% dollars. Envectrification of the boston- Мамиш: 
ton area, according to the report, would save 90,000.00) tons 
of coal annually by 1930, or 190,000, 000 dollars ш luci ex. 
penditure. 

The question of railroad electrification, continues the report, 
must be decided according to density of traine, and во каз 
that, of the 36.000 miles of main hne, yards, and sidings, in 
this super-power zone, only about 10,000 mics coud be 
profitably electrifed. This electritication would cost nearis 
500,000,000 dollars, but it would save from 11 to 19 per cent. 
on the investment, or an average of 14 per cent. Ек 
fication is the next step in rauroad expansion absu.utes 
necessary to increase both capacity and the etücieney ol ikt 
transportation system. Incidentailv, the annual saving of 
9.000.000 tons of coal by the ranroads would greatly increas 
the available car supply.—4Ateuter's Trade Service (Маш 
ton). 


A Domestic Labour-saving Competition.—The Women’s 
Knyincering Society is organising a labour-saving compeution 
divided into three sections: — (a) engineering devices swt- 
able for mechanical, electrical, automobile work, &е.; (6) 
structural improvements; and (c) апу other labour-saving 
appliance for the home. Tull details may be obtained from 
the Secretary, 26, George Street, Hanover Square, W. I. 

The competition will not be contined to members of tbe 
Society, all women are eligible to enter. | 

The contest should be productive of good results as ony a 
woman intimately acquainted with the needs of the home 
can properly understand the business of lightening domestic 
labour. Mere man often fails to understand that " Womans 
work is never done.” 


A Power Station's Future.—It is proposed to utilise the 
McDonald Road electric power station, Edinburgh, for an 
exhibition hall, when it is superseded by the completion dt 
the Corporation electric power station at Portobello. 


INSTITUTION NOTES. 


Instituticn of Electrical Engineers.— East MIDLAND 
CENTRE.—À meeting will be held at The College, id 
borough, on January 3rd, and a paper will be read һу. г 
К. A. Chatteck on ~“ The Electrical Development of Outyite 
Districts.“ " 

SCOTTISH CENTRE.— he annual dinner of the Scotis 
Centre of the Institution is to be held on February 2th, 1 


Institute of Engineers (India).— The Institute of Ens 
neers (India) has entered upon its second year, and Is D 10 
to become a very powerful body contributing i m 
engineering progress in that country. The Institute т 110 
branches in Bengal. Bombay, Madras, and the m n 
vinces, while branches in the Native States, such as a 
will soon begin their activities. The membership is metres 
rapidly.—Rcuter's Trade Service (Bombay). | особуз 

The Physical Society of London.—1 hehe held m 
and Optical Society's annual exhibition is to nd lis 
January 4th and 5th, 1922 (not 5th and 6th, as aer 
week), at the Imperial College of Science, South Pe ait 
and will be open in the afternoon (from 3 to b V Campel 
the evening (from 7 to 10 pm). Mr. : кл fahnen 
Swinton, M. Inst. C. E., E.R.S., will lecture on E "oat 
Rahbek Electrostatic Telephone and its Pre 115 S 
4 p.m. on January 4th, and at 5 p.m. on л, mlication in 
Harrison Glew will lecture on © Radium: its рее 
Peace and War," at 8 p.m. on January 4th. шой 
will be illustrated with experiments. one. rate 
being arranged, over 50 firms are exhibiting Se have bet 
tus, and a number of experimental demonstrations 
arranged. „ Myth Mr 

Chelmsford Engineering Society.—On December Pl ие 
E. A. Evans, of Messrs. С. С. Wakefield & TET 
an illustrated lecture on Petroleum and E BAR! 
Properties." After dealing briefly with us be various rebi. 
petroleum, the development of oil wells, and t 
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ing processes, the lecturer gave а full account of the theory 
of lubrication and the latest discoveries regarding the mole- 
cular construction and properties of oils. The theory of lubri- 
cation based upon the molecular attraction of the oil and 
metal eurface was discussed at some length. Although the 
radius of attraction of the molecule 's only about 107? centi- 
metres, yet it was shown how this force, operating over such 
a small radius, can be very great and is sufficiently great to 
maintain an oil film on the surface, and that the rupture force 
of the oil film is measured by the attractive force of the mole- 
cules. The dimensions of the molecules were also shown to 
be of value in lubrication problems. 

Society of Engineers.—At the annual general meeting, 
held on December 12th, the following premiums for papers 
read during 1921 were awarded, amongst others: Bessemer 
premium (value £5 5s.) to Mr. R. W. A. Brewer, for his paper 
on Some Modern Engineering Practice in America.“ Nursey 
premium (value #8 3s.) to Mr. Alfred S. E. Ackermann, for 
his paper on The Physical Properties of Clay (3rd paper). 


Institution of Civil Engineers.—The Council of the In- 
stitution:of Civil Engineers has made the following awards, 
among others, for papers printed without discussion in the 
Proceedings for the Sessions 1918-1919 and 1919-1920 :— 
Session 1918-1919.—A Telford Medal to Professor E. G. Coker. 
F.R.S. (London); and a Telford Premium to Mr. Rollo Apple- 
yard, O.B.E. (London). Session 1919-1920.—A Crampton Prize 
to Professor F. C. Lea, O.B.E. (Birmingham). 


Greenock Association of Electrical Engineers.—At a 
meeting held on December 21st, Mr. R. Е. McConnell read a 
paper on '' Electric Cranes." Various modern types of cranes 
were illustrated by lantern slides. and prominence was given 
to rheostatic control systems and to the Scott-Bentley load 
discriminator. A keen discussion on brakes and limit switches 
followed the paper. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected 
with the technical or the commercial side of the profession 
and industry, also electric tramway and railway officials. to 
keep readers of the ELECTRICAL REVIEW posted as to their 
movements. 


In view of the prominence of Sır VINCENT RAVEN in railway 
engineering, and the importance of the paper which be read 
recently before the North-East Coast Institution of Engineers 
and Shipbuilders (which is abstracted elsewhere in this issue, 


| SIR Vincent L. RAVEN. 
Chief Mechanical Engineer to the North-Eastern Railway. 


and on which we comment in our leading columns to-day), 
we have pleasure in reproducing his portrait as that of an 
engineer whose name will rank high amongst those of the 
pioneers of inain-line railway electrification in this country. 


Sir Vincent L. Raven, the son of the late Rev. Vincent 
Raven, Rector of Great Fransham, Norfolk, was a pupil under 
the late Mr. Fletcher, of the North-Eastern Railway, and after 
passing through various positions in the chief mechanical engi- 
пеег'в department of that railway company, including that of 
principal assistant to the chief mechanical engineer, was ap- 
pointed head of tbat department on the resignation of Mr. 
Wilson Worsdell in 1910. 

In August, 1915, Sir Vincent Raven (then Mr. Raven), at 
the request of Mr. Lloyd George, took charge as chief super- 
intendent at Woolwich Arsenal, in the place of Sir Frederick 
Donaldson, which position he held until May, 1917. At that 
time the number of employés had risen to something over 
73,000 hands, and an enormous output of every kind of war 
matériel was being delivered from the Arsenal. 

He received a Knighthood in February, 1917, and was made 
a Knight of the British Empire in August, 1917. 

In May, 1917, Sir Vincent was appointed by Sir Eric 
Geddes, then Controller at the Admiralty, as his deputy for 
the production of naval armaments, which included guns, 
mountings, shells, torpedoes, mines, Xc., and also took charge 
of the torpedo factory at Greenock, the Gun Factory at West 
Houghton, the Cordite Factory at Holton Heath, and the 
Lighter-than-Air Section of Aircraft. This post he held until 
the end of 1918, and at the beginning of 1919 he resumed the 

sition of chief mechanical engineer to the North-Eastern 

allway Company. 

Sir Vincent Raven is a member of the Institution of Civil 
Engineers, a vice-president of the Institution of Mechanical 
Engineers, and is also on the Advisory Committee to the 
Government for the Kensington Science and Art Museum; Sir 
Vincent was also on the Committee appointed by the Ministry 
of Transport under the chairmanship of Colonel Pringle, C.B., 
for the Revision of Railway Requirements. 

Mr. W. E. CnHaPPELL, who has been connected with the 
Staveley Coal & Iron Oo. and allied interests in the position 
of electrical engineer and consultant for the past 12 years, is 
severing his connection with the firm, as from December 31st. 
and is opening an office at St. Marie's Chambers, 6, Norfolk 
Row, Sheffield, as а consulting electrical engineer. specialising 
in the application of electricitv to mining work. 

The Melbourne Age reported on October 25th that the chief 
works manager of the Federal General Electric Co., Ltd., 
Melbourne (Mr. J. Durst), was leaving on a business visit to 
Europe and the United States. He is to inspect factories 
and plant with the view of obtaining the latest data for the 
company's equipment, and expects to return next March. 


The company was registered in Melbourne in September with 


an authorised capital of £750,000. 


Obituary.— MR. JACOB ATHERTON.—W'e regret to record the 
death, which occurred at Torquay on December 90th, of Mr. 
Jacob Atherton, of Huyton. Mr. Atherton, who was in his 
69th year, had been in failing health for some months, and 
he went to Torquay in search of recovery. The Liverpool 
Daily Post and Mercury, in referring to the matter (Mr. 
Atherton being a native of Liverpool) gives the following par- 
ticulars of the deceased gentleman's career: Mr. Atherton 
was associated with his elder and better-known brother, Mr. 
J. B. Atherton, in many important commercial development 
schemes. When his brother in 1890 returned from the United 
States with the patent rights in paper-insulated cables, Mr. 
Jacob Atherton Joined him in the formation of the British 
Insulated Wire Co., and in the erection in 1890 of the exten- 
sive works at Prescot, which now bears the name of the 
British Insulated & Helsby Cables, Ltd., the business of the 
Helsby Cable Co. having been taken over more recently. The 
two brothers established a number of lighting concerns. in- 
cluding the Midland Power Co., the Blackheath and Green- 
wich Electric Light Co., and the South London Electric Supply 
Corporation, all of which Mr. Jacob Atherton was a director 
up to his death. From electric cables and power the 
two brothers turned their attention to iramways, and pro- 
moted in Parliament the Bill which authorised the laying 
down of the South Lancashire tramways system, which ulti- 
mately linked up Liverpool by tram track with Manchester. 
They also secured a Light Railway Order for a tramway 
between Aigburth and Garston, which paved the way for the 
extension of the municipal tramway service in the south end 
of the city. Mr. Jacob Atherton was associated with tram- 
way construction schemes in Australia. Some thirty or forty 
years ago he purchased an extensive estate at Huvton, a por- 
ut of which has since been developed by the Huyton Golt 

ub. 

Mn. Jonn Mitton.—We regret to record the death 
after a short illness of Mr. John Milton, chief е 
engineer to the Wycombe (Borough) Electric Light & Power 
Co.. Ltd., for over thirteen years. Mr. Milton was in his 
43rd year. He served a pupilage with the Northampton Elec- 
tric Supply Co., and after being on its staff as а test engineer 
he became a shift engineer at Buxton, mains engineer and 
chief assistant engineer at Southend. and shift engineer at 
Battersea, which place he left to proceed to Wycombe in 1908. 
While Mr. W. E. Brandreth, the resident engineer and man- 
ager at High Wycombe, wae on service in the Army, Mr. 
Mn DE four years, managed the station. He was an 


Will.—The late Sır Doveras Fox left £45.7 
£44,988 net. DOS ыр 
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NEW COMPANIES REGISTERED. 


Supra Electrical Co., Ltd. (178,452).—Private company. 
Registered December 16th. Capital, £2,000 in £l shares. To carry on the 
business of mechanical, electrical, telephonic, gas, water, and sanitary 
engineers, electricians, gas and water fitters, &e. The subscribers (each with 
ene share) аге: L. II. Rochford, 63, Loveday Road, Ealing, W.13, engineer; 
Miss L. Rochford, Cedrus Lodge, Walthain Cross, Herts. The first directors 
awe not named. Solicitors: Chamberlayne, Hocking & Co., 83, Pall Mall, 
S.W. 


Carndonagh Electric Supply, Ltd.—Registered іп Dubl'n, 
December loth. Capital, £3,000 in £1 shares. То carry on business as 
electricians, mechanical engineers, and manufacturers of and dealers in elec- 
tricity, motive power, and light. The subscribers are:—H. Doherty (junr.), 
Bridge Street, Carndonagh, builder, 200 shares; D. MeCioskey, Chapel 
Street, Carndonagh, auctioneer, 25 shares; Р. MceLauphlin, Diamond, Carn- 
donagh, provision merchant, 50 shares; P. J. Doherty, Carndonagh, draper 
and spirit merchant, 40 shares; G. Doherty, Carndonagh, spirit merchant, 
"0 shares; W. J. Crosson, Carndonagh, spirit merchant, 50 shares; R. Moore, 
Churchtown, Carndonagh, Clerk of Union, 30 shares; total, 465 shares. 
The first directors arc :—H. Doherty (junr.), W. J. Crosson, R. Moore, J. 
Reid, and J. White. Secretary: J. Doherty (electrical enpineer). Registered 
office : Bridge Street, Carndonagh. 


British Engineering Units, Ltd. (178,516).—Private com- 
pany. Registered December 20th. Capital, £1,000 in EI Shares. To carry 
on the business of mechanical and electrical engineers, manufacturers of and 
dealers in machinery, &c. The subscribers (cach with one share) are: H. 
Megainey, 17, Shaftesbury Road, Earlsdon, Coventry, secretary; Н. N. Gillitt, 
15, Manor Road, Coventry, articled clerk. The first directors are: A. Green 
and S. A. Bailey. Solicitor: R. A. Rotherham & Co., 38, Bailey Lane, 
Coventry. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. j 


Western Electric Distributing Corporation, Ltd. (79,057). 
Return dated September 3rd, 1921. Capital ut date of return, 443.000 in 
41 shares (15,000 cum. preference, 3,000 preferred ordinary, and 25,000 
ordinary). 12,790 cum. preference, 2,875 preferred ordinary, and 24.328 ordi- 
nary shares taken up. £39,428 paid. £563 remains in arrears. Mortgages 
and charges nil. Capital increased to £30,000 by the creation of a further 
2.000 cum. preferred and 5,000 ordinary shares of £l each. 


Stentophone Motor Accessories (1921), Ltd.—Particulars 
of 425.000 debentures authorised December Sth, 1921. Whole amount issued. 
Charged on the company's undertaking and property, present and future, 
including uncalled capital. 


Robert Bowran & Co., Ltd.— Satisfaction in full on De- 
cember 7th, 1921, of mortgage dated May Ist, 1918, securing £2,000. 


South-Western Engineering Co., Ltd.—A. W. Watts, of 
364, Camden Road, N., as receiver, on December 9th, 1921, under powers 
contained in debenture dated September 9th, 1920. 


CITY NOTES. 


Sir G. A. Touche, Bart. (chairman), pre- 

siding over the annual general meeting on 
December 20th, said that although the 
company had been free from direct labour 
| troubles, strikes at the port of Buenos 
Aires had held up supplies and greatly hindered maintenance 
work. The Provincial Government had sanctioned a large 
expenditure on raising and strengthening the San Roque Lake 
dam from which the company derived its water power, and 
паа accepted а tender for the work. The Light & Power 
Co., through increased operating costs, had shown a loss of 
£2,007. The Tramways Co. had, however, shown ппргоуе- 
ments ; the passengers carried had increased by nearly 
3,000,000 and net receipts by £13,294. In conclusion, Sir G. 
A. Touche said that the working of the subsidiaries for the 
first six months of the current year showed an increase of 
£H.000 as compared with the first half of the year under 
review, 


Cordova Light, 
Power & Traction 
Co., Ltd. 


The annual general meeting was held 


Vickers, Limited, on December nd at Shettield. Mr. 
Sheffield. Douglas Vickers, М.Р. (chairman), who 


presided, after dealing with the accounts 
of the company, spoke at some length about the subsidiarv 
concerns. The item Interests in Subsidiary and Connected 
Companies showed an increase of about £540,000, partly due 
to a transfer from “ marketable securities of certain shares 
in Sir William Arrol & Co., I td., and the South Metropolitan 
Electric Light and Power Co., Ltd. The Metropolitan 
Carriage, Wagon, and Finance Co., Ltd., stood in the accounts 
as representing £12,954,000, being 99.9 per cent. of the capital 
ol that company. Through the Carriage, Wagon, and Finance 
Co., Vickers, Ltd., held shares in Electrical Holdings, Ltd., 


and the Metropolitan-Vickers Electrical Co., Ltd., and 
through the Holdings Co. in Brown, Boveri et Cie. The 


company also owned about 


É 99 per cent. of À d 
Cf Elo ыраш o DE UI 


VE. Glo representing in the accounts 
£227 000. The whole of the ordinary shares of Wolseley Motors. 
Ltd., worth £700,000, were also held. Two companies formed 


to provide housing accommodation Stood at £32 
ү The company's interests in W. Bongo t Co., 
-td., amounted to £484,500. They had also invested £114.000 


in five syndicates formed for the development of hydro-electri 
concessions abroad, and their armament interests in § 10 
Italy, and Japan amounted to £176,000, £84,000. and 4343,00 
respectively. The whole of the capital of James Booth & (o. 
Ltd., the manufacturers of " Duraiumin," was held by th 
company. ‘Their interest in Vickers-Petters, Ltd., was of the 
value of £137,000. The total investments of the com 1 
were therefore about 417. 389,000. In addition to this, Vice 
Ltd., held 85 per cent. of the ordinary shares of Canadian 
Vickers, Ltd. There was on uncertainty about the settle- 
ment of the company’s claims on the Government in respect 
of contracts and taxation, but it was hoped that most of 
them would be agreed before many months had passed. Be. 
garding the year just ending, Mr. Vickers said that the adverse 
influences mentioned in the report for 1920 continued into this 
year. The fall in shipping freights had embarrassed owners 
and reflected on ship construction. The price of coal remained 
at too high a level and exchange difficulties, the high cos 
of labour and low output had all had their effect, and nobody 
could expect the year's results to be good. As far as ати. 
ments were concerned, some relief had been evident througb 
an order from the Japanese Government. The effects of the 
Wushington Conference were stil uncertain, but they would 
prove another justification of the policy which led the со. 
pany to the acquisition of the Carriage, Wagon & Finance 
Co. The great engineering schemes cf the future were cer. 
tain to centre round electric power, traction and transporta- 
tion, and in no other field did it seem possible to find work 
in this country for the steel works and engineering plants 
erected for war purposes. 


The directors report a net profit for the 
year ended June 30th last amounting w 
£36,268, which compares with 436,622 for 
the preceding twelve months and £18,251 for the year to Jun 
30th, 1919. Adding £89,461 brought in, the sum now aval: 
able із £125,730. The Manchester Daily Dispatch states tha 
16 is proposed to transfer to general reserve £100,000, and to 
pay a dividend of 18 per cent., less tax (being three year: 
arrears) on the preference shares, leaving arrears of H per 
cent. A similar distribution was made for the two year 
ended June, 1920. With the above allocation the genera! 
reserve will amount to £172,000, and out of this it has been 
decided to write down the value of goodwill and patent 
rights, £69,370, to the nominal value of £1, leaving a balance 
in the reserve of £102,000. The submission of a detmite 
scheme for the reorganisation of the company's capital bas 
been postponed until conditions are more stable. Referring 
to the past year's results, the directors say that the trading 
has been satisfactory, but there has been a serious falling off 
in orders from the beginning of 1991, which will matenally 
affect the results of the next financial year. 


Mr. C. A. Vandervell (chairman and joint 
C. A. Vandervell managing director), presiding at the annual 
& Co., Ltd. meeting on December th, said that the 
loss on the year's working was 4 Bl. A. 
The adverse result was due to the fact that although at thie 
beginning of the year contracts to the value of £600,000 wer 
in hand, these were practically all either suspended or cat 
celled. He admitted that, in the circumstances, the directe 
were wrong in declaring a dividend in December last, but It 
was thought that the serious depression could not last i 
long. It was anticipated that a percentage of the bad debt. 
for which a very large sum had been reserved, would be 1c 
covered in the future. 


Ferranti, Ltd. 


Among the activities of the firm dur 
ing the year had been the acquisition of the patent is » 
the Willard rubber separator for accumulators (in the ¢ 1 
man's own name); the concentration of the dynamo and с 
trical business in the Warple Way works (which ellected um 
economy in overhead charges); and the manufacture ol 
Aveline aeroplane stabiliser. | | nbi 

Mr. P. L. Wave, O. B. E. (joint managing director), secon б 
the chairman's motion, and said that since the end ol ие м 
under review the position had improved considerably. 0 
ties had been met and trade creditors reduced ii ue 
£100,000. Iu spite of the continued depression, the busen 
was on a solid foundation. 


The report of the directors of this French 


The Société company states that only certam 0 "i 
Industrielle des manufacturing departments suffered ш 
Téléphones. second half of the financial year “+ i 
dustrial criss 


from the commercial and 10 peer 
On the other hand, the other departments derived КО is 
a large volume of orders which had not been vd the instal 
end of June, 1920. The company partially complete at of it 
lation of its works in Paris, Bezons, and Levallois "coos 
own resources. The profits realised in 1920-21 pen \ 
ably greater at 7,014,000 fr. than in the previous у " fund. 
addition of 1,750,000 fr. was made to the contin fe u . 
which was thereby increased to 7,000,000 fr. This 
permit of the company's continuing its program; 
for the present, having recourse to the augmen 
share capital which was authorised in September, 3 
recent meeting a dividend at the rate of 40 fr. pera fornari. 
tax, was approved, and the sum of 37,000 fr. C reli tee 
As to the question of the suggested leasing of 5 inr үй 
phone service to a company, the chairman stè iter, and i 
questions, that he was very sceptical on the mat, 
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it was necessary to await the conclusions of the discussions 
which were to take place in the Chamber on the subject. 'The 
matter, however, was of little importance to the company, 
which was a manufacturing undertaking, and it was necessary 
to be very diligent to have a full order book. 


The trading profit for the vear ended 

Barbados June, 1921, amounted to £5,279, as com- 
Electric Supply pared with £4,618 for the previous year, 
Corporation, and £3,600 for 1919. After charging 
Ltd. general expenditure in London, debenture 

and loan interest and Corporation Profits 

Tax, the total amount remaining at the credit of profit and loss 
account (including £2,767 brought forward) is £6,084. Of this 
amount £5,000 has been transferred to depreciation reserve 
account, leaving £1.084 to carry forward. £1,481 has been 
charged against trading for repairs and renewals as compared 
with £1,125 in the previous year. Capital expenditure during 
the year amounted to £7,657, consisting of further payments 
made on account of the new 225-kW set referred to in the last 
report and the cost of additional house connections and mains. 


Consumers 25 c.p. equivalent 


connected connected 

at June 30th at June 30th. 
1919 wae wee tc 1,646 23,034 
1920 ake bee —-— 1,783 23,903 
1:21 eds 2.087 25,796 


Colonel Leese visited Barbados during the year, and his report 
will be of great value in dealing with the future development 
of the undertaking. Meeting: London, December 30th. 


The Vogel 4.G., of Berlin, makers of in- 
sulated electrical conductors, proposes to 
рау a dividend and bonus at the rate of 35 
per cent. for 1920-21, being the same as in 
the preceding year. It is now proposed to increase the share 
capital from 26,000,000 to 52,000,000 marks. 

The directors of the Poege Elektrizitats . I. G., of Chemnitz, 
recommend a dividend at the rate of 12 per cent. for 1020-2], 
against 17 per cent. iu the preceding year on a smaller 
share capital. It is intended to raise the share capital from 
46,000,000 to 56.000, 000 marks. | 

The А.С. fur Elektrizitats Anlagen, of Berlin, which 18 an 
investment company, records net profits and balance forward 
of 850,000 marks for 1920-21, as contrasted with 650,000 marks 
in the preceding year. The rate of dividend rises from 6 per 
cent. in 1919-20 to 8 per cent. last year, | 

The Elektrische: Licht und Kraftaunlagen A.G., of Berlin, re- 
ports gross receipts amounting to 21.800.000 marks from 
interest charges and investiments, as compared with 93,000,000 
marke in 1919-20. Including the balance forward, the net 
profits in 1920-21 were 9,998,000 marks, as against 3,645,000 
marks, and the dividend is at the rate ot 15 per cent., or 5 per 
cent. higher than in 1919-20. z | 

The Rheinische Elektrizitats Gesellschaft A.G., of Mannheim, 
reports net profits and balance forward amounting to 4,607,000 
marks for 1920-21. as compared with 2,031,000 marks in the 
preceding year. It is intended to pay а dividend at the rate of 
15 per cent., as against 10 per cent., and to make a fresh issue 
of ordinary shares to the amount of 18,000,000 marks. 

At the general meeting of the A. E. G., held at Berlin on 
December 20th, a dividend of 16 per cent., as against 11 per 
cent, last year, was declared on the ordinary shares of the 
company. The capital of the company has been increased by 
250,000,000 marks to 1,100,000,000 marks. 


German 
Companies. 


* 


Stock Exchange Notices.—Dealings in the following 
securities have been specially allowed by the Stock Exchange 
Committee under Rule 143a : — TP | 

Llanellv and District Electric Lighting and Traction.— 
£125,000 seven-and-a-half per nm debenture stock, issued at 
94 per cent., partly and fully paid. 

Beading Beie Supply.—4100.000 seven-and-a-half per 
cent. first mortgage debenture stock, issued at 95 per cent., 
partly and fully paid. | 

Metropolitan Electric Supply.— £178,400 5 per cent. exten- 
sion debentures, 1917, within Nos. 1 to 2 500 (£100). 

Telephone Manufacturing Co. (1920). —2300,000 guaranteed 
8 per cent. cumulative income bonds (registered), issued at 
96 per cent., partly and fully paid, in bonds of £10, £50 and 


£100. х . | 
The undermentioned have been ordered to be officially 
quoted :— 


General Electric Co.—4£3,500,000 seven per cent. mortgage 
debenture stock. 

Applications have been made to the Committee to allow the 
following to be officially quoted :— 5 

Monterey Railway, Light and Power. — 2.996.562 five per 
cent. A ” first mortgage debenture stock: 92.996, 552 five per 
cent. B cumulative income charge debenture stock; and 
52.674.962 C " sinking fund debenture stock. 


Guanajuato Power & Electric Co.—The bondholders of 
the Guanajuato Power & Electric Co.. the Michoacan 
Power Co., and the Central Mexico Light & Power Co., have 
been notified of the proposed payment on January Ist, 1922, 
of the first coupon in default upon the bonds of each of the 


three companies.—Financial Times. 


Provincial Cinematograph Theatres, Ltd.—The trading 
results for the year to date, says The Times, do not justify 
the payment of the dividend for the last half of the year on 
the 10 per cent. cumulative preferred ordinary shares. 


Alldays & Onions, Ltd.—According to the Financial 
Times, the accounts for the year to July 31st, 1991, show a 
loss, including interest on debentures, of £108,303. The greater. 
part of the loss consists of depreciated value of stocks 
owing to fall in prices. The company also suffered consider- 
ably from the miners’ strike. Deducting. £5,248 brought for- 
ward. there remains a deficit of £103,055. 


Reduction of Capital.—FurrrgR's UNITED ELECTRIC Works. 
LTD., AND REDUCED.—A petition for confirming the proposed 
reduction of the capital from £500,000 to £378,794 has been 
presented to the High Court, Chancery Division, and will be 
heard in London by Mr. Justice Russell on January 17th. 


Crompton & Co., Ltd.—Interim dividend at the rate of 
7 per cent. per annum on the preference shares for the ых 
months ended September 30th, 1921. 


Vulcanite, Ltd.—Dividends on the ordinarv shares of 73 
per cent. for the year, less tax, carrying forward £7,555. 


Shawinigan Water & Power Co.—Dividend of 12 per cent. 
on common stock for quarter ending December 31st. 


STOCKS AND SHARES 


WEDNESDAY MORNING. 


TRE week which intervenes between Christmas Day and New 
Year’s Eve is not usually a busy one for the Stock Exchange. 
Tt brings a good many orders of the“ clearing-up’’ type; 
some people want to sell in order to increase their bank 
balances, others like to round-off uneven holdings by the pur- 
chase of more stock before making-up their accounts for the 
vear. New issues loom large in the immediate future, and 
this induces a waiting policy on the part of prospective in- 
vestors. There are other reasons for financial lassitude this 
week, but those just cited are sufficiently potent to exercise 
a restraining influence upon Stock Exchange business, and 
therefore to make for small fluctuations in price: lists. 

Several of the newly-issued debentures are distinctly better. 
Reading Electric 73 ner cent. debenture. offered at 95. has 
jumped to 31 premium. Tianelly & District Electric Lighting 


debenture stock, which came out at 94, went to 10s. discount 


at first, but promptly rose to 15s. premium. Midland Counties 
7% per cent. debenture. at 964, is 15s. above the issue-price. 
All these three have the advantage of being obtainable in 
'* scrip" shape. thus saving the buyer from the expense of 
the Government stamp-dutv which is one per cent. upon 
registered stock. The Newcastle-on-Tvne 6 per cent. second 
debenture remains at a small premium above the price at 
which it was offered, 954, and can also be bought free of 
stamp-duty. 

Shropshire, Worcestershire. & Staffordshire 71 рег cent. 
debenture stock has taken a sharp turn for the better, and is 
up to 102, with тегу little stock offering. This particular 
issue took rather longer than usual to get permanently placed. 
but it would seem to be very well held now and there are 
more buvers than sellers. British Thomson-Honston 7 per 
cent. mortgage debenture advanced to 2 premium. at which 
price stock came to market, and the price slipped back a 
little. There is still a small amount of Anglo-Argentine Tram- 
wavs 5 per cent. debenture stock in the market at 64 ex-divi- 
dend: the vield at this price їз а trifle over 7% ner cent. on the 
maner. Both classes of the companv's preference shares are 
better on the week, and, with Argentine Rails also eom- 
manding better figures, the prospect of a steady advance to 
70 in Anclo-Argentine 5 per cent. debenture should not be 
overlooked when investment stocks are under discussion. 

Cannty of Tondon 7 ver cent. debenture is firm at 101. 
Fnelish Electric 8 ner cent. notes are on offer at 993 cumulative 
dividend, and General Electric 7 per cent debenture remains 
a good market at 98. A thousand or so of the comnanv's 
63 per cent A " preference. recently on offer at 178. Ad.. 
have been taken. Clyde Valley Electrical second preference 
shares, of £10 each. are a shade better at 3/16 premium. 

Charinr Cross ordinary. and Kensington ordinary are each 


„s. 6d. higher, the approach of dividend-time serving to anicken 


interest in electricity supply shares. Tt is exnected that the 
companies will he able to report lower working-eosts in re- 
ect of the current «іх months, with the anticipation of 
further reductions in the near future. South Londons had a 
endden snurt to 91 bid, with buvers readv ta nay more f 
ther could obtain the offer of shares. Curiosity promptly 
arose as to the possible reason for this pressing demand. 

The manufacturing gron is nracticalle unchanced, 
British Aluminiums are sixpence harder. The Telegraph 
manufacturing list is equally quiet, and there are no changes 
to record on the week. 

Marconis at 33а. 9d. «oon lost the imnrovement scored on 
the declaration of the 5 per cent. interim dividend. Cans- 
dian Marconis have weakened to 4s. 6d. On the other hand. 
Radio Corporations firmed up to 10s., the preferred keeping 
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at 98. 3d. United River Plate Telephones at 5% are nominally 
3/16 higher. Actually they are not much better than they 
were a week ago: it may be that a previous advance was 
overlooked. Eastern Telegraph ordinary has gained 24, and 
rises are shown by Eastern Extensions, Westerns & Globe 
preference. These recoveries underline the recent surmise 
that the heaviness apparent in the market earlier this monta 
was due to causes other than any apprehension of wireless 
systems " cutting-out " the submarine cables, as some аге 
fond of arguing will be the case. Experience has demon- 
strated that there is plenty of scope aud plenty of business 
for both. 

The boomlet in Underground Railway stocks sulfered a 
check on profit-taking in advance of the Christmas holida vs. 
Underground income bonds, having put on ten points in the 
previous fortnight, cannot be called flat on a reaction of 14. 
Districts are unchanged at 91; Central Londons maintain their 
Strength, and Metropolitan Consolidated at 26} is the fraction 
better. All the prior-charge stocks in this list are up from 
one ío three points, the preferences showing particular 
strength. Indeed, the market has been swept almost bare 
of the pre-ordinary issues by the remarkable revival of de- 
mand for such securities. 

Brazilian Traction are 9 down at 31. Mexican Utilities are 
without alteration. British Columbia preferred is 1 up. Re- 
ference has been already made to the rises in Anglo-Argentine 
Tramways first and second preference shares. The rubber 
share market is passive, although rubber itself exhibits a 
faint, a very faint, tendency to harden. Armament shares 
are steadier without attracting any particular business. The 
Vickers meeting produced a mild protest from some of the 
ordinary shareholders disappointed at the results achieved last 
vear. Babcock & Wilcox. with other engineering descrip- 
tions, maintain their ground. 


SHARE LIST OF ELECTRICAL COMPAN IES, 


Home ELECTRICITY COMPANIES. 


Dividend. Price 
— — Dec. 98, Rise or Yield 
1919. 1920, 1921. fall p. o. 
Brompton Ordinar ß 12 12 64 — #9 4 8 
Charing Cross Ordinary "OE 7 8 45 +h 818 8 
do. до. do. 44 Pref. .. 43 4 84 — 744 
Chelsea ee АА ° ees ees » е 4 6 — 9 4 8 
8 of London .. з eM .. 18 14 17, — 9 14 10 
о. до. 6 per cent. Pref... 6 6 18/- — , 6 18 4 
County of London ise ek 8 8 83 — 9 210 
do. do. брег cent. Pref... 6 6 1 — 710 0 
Kensington Ordinary .. 3 és 7 9 + à 816 6 
london Electri oo. 23 2 1 e: 710 0 
do. do. 6 per cent. Pret... 6 6 34 — 912 0 
Metropolitan  .. 5 - es 6 7 B4 — 968 
do. an ner cent. Pref... 44 4} 21 — 718 3 
Bt. James’ and Pall Mall А КЪ 12 12 б} — 8 17 10 
Routh London xis 6 7 2i * i 10 9:0 
South Metropolitan Pref. 7 1 17/6 -- 8 0 0 
Westminster Ordinary.. 10 10 54 — 8 10 2 
TELEGRAPHR AND TRLEPHONES. 
Anglo-Am. Tel. Pref. . e € 6 6 84 + 3 72 4 
. do. Def. ee ee ee 11 13 183 — 8 2 2 
Chile Telephone ee ee T 6 6 bà — 5 17 8 
Cuba Sub. Ord. .. ds - 7 7 7 — 10 0 0 
Eastern Extension „» .. 10 10 164 ＋ 6 1 2 
Eastern Tel. Ord. gs 35 . 10 10 166 +94 610 
Globe Те]. and Т. Ord. ди .. 10 10 l6ixd + 6 8 1 
do. do. Pref. ГТА А 6 6 а + j 6 6 6 
Great Northern Tel. . 22 24 26 + ï 906 
on > sa s . 10 10 27 — 9 2 0 
агсопі .. si zx Я а 25 15 14 — 
Oriental Telephone Ord. au ee 12 12 lis — "* К. " 0 
United R. Plate Tel. ., š : 8 8 bi +ë *616 9 
West India and Panama. Ni Nil 5. E Nil 
Western Telegraph rn. . 10 10 164 *i 13 
m T Home Rais. 
ntral London Ord, Assented vis 4 4 51 — 715 4 
Metropolitan ШЕР > is 14 14 251 +1 516 З 
о. District Ае .. Ni мп 21 — Nil 
Underground Electric Ordinary .. Nil Nil 2 — Nil 
do. do. TATS ee Nil Nil 6/- . EE Nil 
do. do. Income.. - 4 2 76 —14 *8 19 0 


FonEiGN Trams, &с, 
Angio Arg. Trams, First Pref. 
о. 


do. do. 6 percent. Bonds. Nil Nil 97i 


— 5 1 9 +, 10% 
do. ind pref. wi Hi gii pon? Cage 

do. do. Брег cent. Deb. 5 5 634 = 717 6 
Brazil Tractions "y x .. Ni NH 315 —9 Nil 
British Columbia Elec. Rly. Pfce... 5 5 58 — 812 4 

do. do. Preferred. 5 9 „/ 52 +1 9 8 6 
do. do. Deferred . 3 1% 574 а= 10 17 0 
4 • о. eb. ee 4 4 1 — 
Mexico Trams. 5 per cent. Bonds ,. Ni Ni 555 — ? 2 и 
Mexican Light Common ke Nil Nil 18: = NA 
do. Pref. .. oe 4 Nil Nil 27 — Nil 
do. Ist Bonds M Nil 5 614 — 8 2 8 
MANUFACTURING COMPANIES. | 
Babcock & Wilcox d #6 . 15 16 22 — 61 
British Aluminum Ord. s T 10 10 15/- +6d 7 
British Insulated Ова, "n s 15 15 1 Аа 10 0 0 
Callenders mo 5% dis xx 15 15 19 — 10 18 2 
C эз { ca геї, ee ee ee 64 64 18/9 — 6 18 8 
rompton Ord. ., E а . 10 10 13/9 — 14 11 0 
Toon Bean vs эз ЕК ee 10 — 6/- 

о. do. 5 per cent. Deb. -— s 16 
Klectric Construction. ө és 10 10 155 s 0192 
кашан Electric ats EN ге 8 8 10/- = » "0 0 

B Pref... 2 . 6 6 126 — 
Чеп. Bice: Ad А PS zs és 64 64 17 — 1 18 0 
Hos rd... zs scs de 10 10 18/3 us 10 19 4 
99 E { ae vs . 16 16 29/8 = 10 6 7 
1 Че д, T 44 44 BR — 6 4 5 
Met.-Viokers Pref, |) оо 18 = Y — 7а 

hd e в es oe os 
Siemens Ord. - ae ee V. 10 10 і x 9 2 
Telegraph Cor, te ee se [E 20 20 ar RE a B : 


* Dividends paid free о! Income Tax, 


‘yas is available it should be employed in lieu of the 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the fi 
in the following list, that in some cases the prices ined е еш 
апа they may vary according to quantities а | 


Wednesday, December 28th. 


p Md 
CHEMICALS, &o, | Latest Fortnight's 
. Ine, or Dee, 
TM = Б _ — — 
а Acid, Oxalio oe ө ee ee per Ib. ‘ 
a ee е ТРИ бө оа ы per ton 55 
a Ammonia, crys 10 £58 
a Bisulphide of Carbon S xs % 8 
а Вогах se ee es ee ГЕ] н £31 s б 
а Copper Bul hate ee ee ee » £920 „ 
a Potash, Chlorate... sa .. per ib. 64. 
а T] Perchlorate ee se ” i 64. ‘ 
а Shellac .. vs ds TM .. per owt 216 148. 
a Sulphur, Sublimed Flowers ә 5 414 105. 
а 50 Lump ee ee ee н 418 108. 
а Soda, Chlorate eec ee ee per lb. і. "m 
а » tals s AM .. per ton 7 2s 
a Sodium Bichromate, casks .. per lb. | Sid. = 
METALS, &c. 
p Babbitt's Metal and Anti-friction Metal 
GradeI .. zs . рег ton net £160 г 
Grade II ee M" ” £118 - 
Grade III . А ee ee » ” £71 E 
c Brass (rolled metal 2" to 17 basis) per ib. 103d, P ou 
с „ Tubes (solid drawn) Ex » M0j to 1/0} А 
с » ire, basis ae se oe [T] ца, te 
c Oopper Tubes (solid drawn) "Rm 174 » 
c „ Bars (best selected) .. perton ' £98 £3 dex, 
e [T] Sheet ee ee oe ee м | £98 £3 іж. 
E м Rod ee ee ee ee 70 £98 5 dec. 
„  (Electrolytio) Bars $4 А 275 50. 6 
d „ í Sheets „ | 6145 10s, А 
d nx » Wire Rods.. á £91 56 
d » к Н.С. Wire.. per lb. 1124. " 
f HhoniteRod .. .. .. .. „ 8/6 ё 
? н Sheet. . ees ee ee % | BJ. LU 
m German Silver Wire тә as » 2/9 " 
h Gutta-peroha, fins са » | 12/6 ; 
h India-rubber, Para fine .. ee " 1/23 ; 
1 Iron Pig (Cleveland Warrants) .. per ton Nom. “ 
1 _„ Wire, galv. No, В, P.O. qual. T £21 T 
2 Lead, English Pig ° е ee ee £36 21 dee. 
g Mercury — .. .. JI per bot, 810 7/6 to 210 10. 
e Mica (in original cases) small .. per lb. Bd. to g ͤ/ 8 
e » м н medium oe » 4j- to 8/. „ 
@ s , " large " 10/- to 20/- & ap . 
p Phosphor Bronse, plain castings.. 18 1/2 ШЕ; 
Pp " » drawn bars and rods б 1 it С 
p " » rolled strip & sheet i 1/43 Fe 
p Т 98 Wire se ee es ” 1/94 
d воена Bronze Wire si . per lb. 1775 , 
tee et, in bars ee ee " уч 
m Tin, Block (English) .. per zen : 2172 to SIT In. Soilse 
п „ Wire, Nos. 1 to 18. . per lb. | 8/6 | о 
| 
Quotations ed b 
a G. Boor & Oo. g James TT T. ^il 
с Thos. Bolton & Bons ' h Edward Till & 
d Frederick Smith & Qo. 7 Bolling & Lowe. ü 
ө F. Wiggins & Sons. 1 Richard Johnson & Neher, 
f Anaia Hubber 3 and лп 8 er rs ш 
Tel or eg * В . or ’ d 
тз г W. F. Dennis 4 Oc. 


Smoke Abatement.— The Committee on Smoke and Xt 
ous Vapours Abatement appointed by the Ministry of Нел 
has presented its final report (Н.М. Stationery Office, 9 
bd. net.). The examination of numerous witnesses has ball 
fied the Committee that means for heating, cooking, i 
which produce little or no smoke are available. The 10 
electricity is hygienic and labour saving, but in id 
high prices charged at present its adoption is retarde a 
cheapening of electricity will no doubt lead to its nt А 
in the design of the cooking and heating тапа 
houses. Subject to this, the Committee thinks that whe i 
fashioned coal range, which is condemned as Fio : 
fuel and labour, and productive of smoke. For iude 
hot water a coke-fired boiler is recommended. оз 
sidered that the present situation regarding housing, P a 
an excellent opportunity for the constructive reon | e 
ing and cooking systems, as.it has been urged tha NES 
practicable to attempt smoke abatement by а Т 
arrangements forming a part of old-fashioned 1 
Committee is pot in the position to recommend t 15 1 
adoption of auy particular scheme, but is of the i 11 
in most instances it will be quite practicable dia T " 
arrangement which will obviate the production Te given’ 
Committee recommends that every facility shou m 
gas and electricity suppliers to increase and 1 some jd 
commodities, and it coudemns the practice | for ( K. 
authorities which charge unnecessarily high n zelle. 
electricity for the purpose of contributing sums 11 

A Magnetic Survey.— The magnetic survey yacht, fer 
returned to Washington on November 10th. 1%- consider 
pleting her two years’ world cruise. Although 2." | 
amount of rough weather was encountered. C ү, 
that it was found possible with the special ttf c vi 
p make satisfactory magnetic and electri 
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AUSTRALIA'S FUTURE 


AS A MANUFACTURER. 


Or the recently-issued report on the economic situation of 
Australia, by Н.М. Senior Trade Commissioner (Mr. S. W. B. 
McGregor), probably the most interesting portion to engineer- 
ing readers is that dealing with the question of developing 
Australian manufacturing industries. 

‘there is. Mr. MeGregzor says, much exaggeration in the 
utterances of public men and in the Press as to the enormous 
developments of manulacturmng industries In Australia. Which 
are alleged to have taken place in the last few years, and the 
ease With which new industries might be established or exist- 
ing occupations stimulated so às to cater for the whole of 
Australian requirements.’ 

On the other hand, the Australian has the inherited British 
manufacturing instinct and quality of enterprise. 


In addition, Australia possesses all the 
raw material necessary tor manufacture, 
an almost unlimited supply of economical 
power, and a healthy temperate climate. 
An important, if not determinating, factor in the successful 
exploitation of Australian. manufacturing enterprises is the 
attitude of organised labour. Mr. McGregor adds:— 

Without emphasising this point, one may say that, assum- 
ing the co-operauon of labour, a very high degree of organis- 
ing ability will be required to enable labour to enjoy that 
high standard of living which it rightly demands, and, at the 
ваше time, to perinit goods to be produced at a reasonable, if 
not competitive price. 

It is fairly obvious that manufacturing industries in 
Australia cannot extend much further without the introduc- 
tion froin overseas of capital, labour, and not least, men with 
specialised knowledge and organising ability. A number of 
british manufacturers have already established branches, con- 
template establishing branches, or have linked up in some 
way with established manufacturing interests. 

Summarising the situation, the Senior Trade Commissioner 
says that there is apparently an immense field for the natural 
development of manufacturing industries in Australia, 
although that development may not be eo rapid as many 
desire. 

The Government stimulus to manufacturing industries con- 
sists in (a) a highly protective Customs Tariff; (b) the activi- 
ties of the Institute of Science and Industry and the Bureau 
of Commerce and Industry. 


Labour 
Factor. 


On the subject of effecting the much- 
needed increase of population in Australia, 
H.M. Trade Commissioner admits that the 
onlv way is to develop the secondary or 
manufacturing industries. Of the different phases of the 
Australian Government's policy, its immigration scheme is 
viewed more faveurably in this country than the highly pro- 
tectionist tariff. which js to be enforced. The Government 
also agsists both primary and secondary industries by means 
of the Bureau of Conunerce and Industry and the Institute of 
Science and Industry. The former is developing into a per- 
manent Department of State. Latterly its activities have 
been more particularly directed to the preparation of schemes 
for fostering and organising the secondary ог manufacturing 
industries with a View to. local consumption and overseas 
export. The Bureau lends its support to co-operative methods, 
and is endeavouring to promote associations of. inanufacturers 
and merchants for purposes of combined action in making, 
buving, and selling arrangements, | 

Mention should here be made of the Australian. Producers’ 
Wholesale Co-operative Federation, Ltd., which has opened 
otfices in London to sell produce and purchase machinery, 
stores, &c., to the best possible advantage. | | 

Before passing from questions of co-operation, it may he 
stated that the Australian Association. of British Manu- 
facturers and their representatives has during the year 
successfully dealt with many important matters. Its mem- 
bers now number 321 representatives in Australia, and 462 
manufacturers in the United Ringdom. 


State 
Assistance. 


The formation of an Australian Engi- 

Engineering neering Standards Association has been the 

Standardisation. subject of a conference between the Insti- 

: tute of Science and Industry and the Insti- 
tution of Engineers, Australia, whereby the general scheme of 
organisation, as set out in a pamphlet issued by the Institute 
of Science and Industry, was approved, and it was decided that 
а recommendation be made to the Commonwealth Govern- 
ment urging the formation of an Engineering Standards Asso- 
ciation, and the early appointment by the Government of a 
main cominittee. 

It was also recommended that the headquarters of the Asso- 
ciation be located in Sydney at the headquarters of the Insti- 
tution of Engineers. Australia, whose secretary should also be 
secretary of the Association. and that while the Institution is 
prepared to assist with funds and secretarial work, the 
Government be asked to supply such additional funds as may 
be necessary to carry out the work efficiently. Мг. Knibbs 
has since been appointed secretary. 


Australia as a whole offers little prospect 

hydro-electric development. — Various 
schetues have been proposed in New South 
Wales and Victoria, but have not passed 
the preliminary stages. What is known as the Riewa River 
Scheine, an Vietoria, recently received. curetul consideration 
frem the State Electricity Cominissioners, who decided that 
the scheme must be deterred for the present. 

Preliminary work in connection with various schemes in 
New South Wales is well m hand. ‘the Snowy River scheme 
proposed to commence with 24.000 kW, Increasing to 
150,000. KW. Estimates with regard to the Clarence River 
scheme indicate that some 80,000 р.р. is continually available. 

fn Гампаша, the  fivdro-electrig Department of the 
Tasmaman Government continues general extensions and sur- 
vey work. ‘Lhe power at present available is 15,000 h.p., but 
the plant is capable of generating 18.000 h.p., given surticient 
water supply. lt is intended that work shall now proceed 
continually until the full 57.000 to 06,000 h.p. is made avail- 
able. ‘Lhe total cost is estimated at £2,500,000, of which 
£1.209,000 had been spent by June, 1920, and £554,000 voted 
for the year 1920-21. 

Each month sees large quantities of machinery and equip- 
ment landed at Hobart for the extension of the scheme ot the 
liydro-Electrie Department, and the general manager recently 
returned to Tasmania after visiting England and America to 
investigate the question of supplies and to place orders for 
plant and material. Construction work is progressing well all 
the time. The financial position, as revealed by the accounts 
for the past departmental year, is entirely satisfactory, and 
there is no doubt that the bold policy of the Тавпапіап 
Government in harnessing the State's water power is more 
than ever justifying itself now that the promoters of so many 
new industries have been induced to make Tasmania their 
sphere of operation. 

During the year 1920 the Electrolytic Zine Co., at Risdon, 
near Hobart, recovered from the ore treated 5,809 tons of zine, 
valued at £251,130, and employed. an average of 070 men. 
This company is hurrying through with its big construction 
programme, and expects to start producing in December (this 
month) from 80 to 100 tons of electrolytic zine per day. Owing 
to the price of spelter falling below the actual cost of produc- 
tion on the 15-ton-per-day unit, the plant was closed in 
February, and no further zine will be produced until the big 
unit is in commission. The closing down of the spelter plant 
necessarily stopped the production of zine oxvides, leaded zine 
oxides and rolled zine sheets, but these subsidiary production 
plants will start up again in due course. The end of the year 
should see the Electrolytic Zine Co. producing on a very large 
scale. ‘The importance of this undertaking from an, all- 
Tasmanian point of view will be realised when consideration . 
is given to the amount which the Government has spent in 
extending its hydro-electric scheme, primarily to provide 
power for this and other industries which have been started. 

It may be recalled that the total esti- 
mated cost of the Morwell electric scheme 
for developing the brown coal deposits of 
Vietoria is just under 25,000,000, Various 
details have appeared already in these columns. The. pre- 
paratory work on the new power house at Morwell (80. miles 
east of Melbourne) is well in hand. Tenders. have been 
accepted for the plant, and the station is expected to. be in 
operation before the end of 1923. The estimated selling price 
of electricity in the metropolitan. area. of Melbourne is 439. 
per unit. | | 

In addition to the transmission of electricity direct. to. the 
Metropolis, provision has been made for a separate transmis- 
sion line, carrying energy at a pressure of 20,000. volts, to be 
erected alongside the nain transmission line. From thos 
lower voltage line it is Intended that electricity shall 5e made 
available to the various towns and villages en route. 

The whole of the designs for the power-station plant and 
transmission lines were prepared by Mr. II. К. Harper, chief 
engineer to the Electricity Connnissioners, and his staff. 

Schemes аге also under consideration for trasmission oi 
energy from Morwell to country centres, such as Ballarat, 
Bendigo, and Geelong. 

Since the first appointment of the Commussioners, the Mel- 
bourne demand has grown to such an extent that it became 
necessary to make arrangements for a station of 15.000 kW 
capacity. to be erected within the metropolitan area at 
Newport. This station. will supply the demand in excess. of 
the capacity of existing generating stations in Melbourne 
until the Morwell power house is in operation, l'hereafter 
it is intended that this station shall be used to, carry the 
* peak ' loads only, the more constant demand being met by 
the Morwell station. | | uu 

'The plans of the (Commissioners include providing the neces- 
gary equipment to link np the Morwell station, the Railway 
Departinent’s power station at Newport, and the Commis- 
sioner's proposed Newport station, so that all these stations 
and any future extensions сап be operated as one scheme. 
This arrangement not only ensures economie working, but 
greatly reduces the risk of any interruption of supply. 


Hydro-Electric of 
1 evelopment. 


Mor well 
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THE FARADAY SOCIETY. 


SoME CURIOUS PROPERTIES OF COMMERCIAL CADMIUM. 


At the November meeting of the Faraday Society, Mr. J. 
NEILL GREENWOOD read a paper entitled The Effect of Cold 
Work on Commercial Cadmium." Preliminary researches on 
the mechanical properties of this metal have produced some 
curiously anomalous results. Most metals become hardened 
when cold work is done upon them, but this metal (which 
consists of 99.75 per cent. cadmium and 0.25 per cent. lead) 
is harder when cast than when the cast ingot is hammered. 
Moreover, while the worked metal continues to soften very 
appreciably for some days after hammering (unlike other 
metals, which first become harder on standing, and then 
gradually soften), in the unworked cast metal a very slow 
softening takes place. It is concluded that chill cast cad- 
mium undergoes a spontaneous change from a harder to a 
softer state, and this transformation is greatly accelerated by 
deformation in the cold. Microscopic examination confirmed 
this supposition, and showed that cadmium spontaneously 
anneals after cold working, and, as usual, the growth of the 
new crystals is most rapid in the initial stages. "This spon- 
taneous recrystallisation takes place at ordinary temperatures; 
at 20 degs. C. it is complete in about 12 days. | 

The explanation offered for this behaviour is that two 
different allotropic forms of cadmium are being dealt with, 
and that the transformation from one to the other, which 
is shown to take place at about 60 degs. C., is suppressed by 
the quick cooling in chill casting, so that the metal is in a 
metastable condition. The explanation is in harmony with 


the well-known views of Ernst Cohen on allotropy in cead- 


mium, based on quite different considerations. 


Tae SYNTHETIC PRODUCTION OF AMMONIA. 


The remarkable success of the Haber. process in Germany, 
and, it would appear, of the more recent Claude process in 
France, for the fixation of nitrogen by its direct combination 
with hydrogen, gives a special interest to all experimental 
work bearing on this synthesis, even if the results turn out 
to be negative. This is the case with experiments planned 
by Dr. J. №. Pring and Mr. E. O. Ransome, and described 
before the Faraday Society, to discover whether recently- 
formed cathodic hydrogen, which may be presumed to be in 
un abnormally active state, may be made to combine with 
nitrogen under high pressures at normal temperatures. There 
is reason to believe that when hydrogen is formed electrolyti- 
cally at а cathode, not only is it at first in the atomic con- 
dition, but it accumulates at very high pressures within 
the surface of the electrode. Such conditions should, therefore, 
be most favourable for the N-H synthesis. In the apparatus 
described in the paper it was possible to carry out the electro- 
lytic production of hydrogen in an atmosphere of nitrogen at 
pressures up to 500 atmospheres. Nevertheless, no reaction 
‘took place between the gases at the cathode. This conclusion 
lends support to the view that the powerful reducing effects 
brought about by hydrogen under these conditions of high 
over-voltage are caused by ionic interchanges rather than 
through secondary chemical reaction with free hydrogen. The 
Inertness of nitrogen under these conditions may thus be 
attributed to absence of ionisation at the low prevailing tem- 
peratures. The results are further in accordance with the 
view that the transition from hydrogen ions to the gas under 
& state of high pressure takes place in the inner lavers of the 
metal, and not on the outside surface. 


THE PROPERTIES OF EMULSIONS. 


А newly-discovered property of an emulsion was described 
by Mr. T. C. Nugent. The emulsion concerned was a 
fairly concentrated one of benzene in water, containing 
gelatin or gum arabic as '' stabiliser.” A convenient method 
of making these emulsions is given in the paper. It was 
observed that the addition of caustic soda to such an emulsion 
caused separation of the benzene to begin at once, provided 
the soda were added to a freshly-made emulsion. This 
separating effect of caustic soda is thought to be due to the 
transforination of the gelatin. into scime less colloidal con- 
dition and the consequent breaking down of the protecting 
gelatin Javers round the emulsoid particles. If, however, an 
emulsion was produced and left undisturbed for some time, and 


then caustic soda was added..it was found that the separation. 


of the benzene was retarded or “inhibited " for some time. 

The suggested cause of this phenomenon is, that after an 
emulsion is produced, the gelatin is slowly forming protecting 
layers about the benzene particles, and therefore the stability 
of an emulsion increases with its age. Before the benzene 
particles can be caused to coalesce these protecting lavers 
must be removed by the caustic soda. As the strength and 
number of these protecting lavera are increased so much the 


time required for their removal or destruction by the caustic 
soda be increased. 


A COMPLEX LEAD NITRATE ANION. 


Mr. Е. Н. Jerrery has been investigating the electrolysis 
of aqueous solutions of alkaline nitrates, using various anodes 
for the purpose. In the experiments now described lead was 
the anode, and it was found to go into solution, forming a 
complex which gave a bright orange colour to the anolyte, 


The complex lead anion was derived from divalent lead and 
was thought to be (Pb NO, “ for small concentrations of 
lead in alkali nitrite solutions. In the author’s view this com- 
plex is probably the only one formed. | 

The solid in equilibrium with solutions obtained from апо. 
lytes of certain concentrations is lead nitrite crystals РЬ 
(NO), . H,O. The colour of these crystals is approximately 
the same as that of the solutions from which they are derived 
showing that the plumbo-nitrite complex probably maintain; 
its identity in the crystals. A direct way of testing this hy. 
pothesis would be by an X-ray analysis of the crystals; the 
(Pb(NO,),)” group should form a pattern regularly repeated 
in three dimensions relative to the cationic Pb atoms. 


NEGATIVE CATALYSIS. 


A suggestive paper by Dr. N. R. DHAR and Mr. N. X. 
MiTTRA, sent in from India, pointed out that in oxidation 
reactions negative catalysis takes place when the catalyst js 
readily oxidisable. The well-known theory of intermediate 
compounds is utilised to explain the reactions described. Ex- 
perimental evidence was put forward to support the view 
that generally one chemical change will promote or induce 
another of the same type, and the remarkable fact was 
observed that this effect is particularly noticeable in thos 
reactions which are very sensitive to light. 


At the conclusion of the meeting Dr. S. Jeon Lewis and 
Miss F. M. Woop exhibited an improved form of sensitive 
thermostat, specially designed to operate at all temperature 
between 0 deg. and 100 degs. C. 


TELEPHONE LINE WORK IN THE 
UNITED STATES. 


DiscussioN АТ LEEDS. 
Ат а meeting of the North Midland Centre of the Institutos 
OF ELECTRICAL ENGINEERS on November 29th Mr. E. S. BWI 
read his paper on the above subject (an account of whidi 
appeared in our issue of November 25th). The paper was 
illustrated by means of lantern slides and samples of tele- 
phone apparatus used in America. 

Mr. JoHNSON (Leeds), who opened the discussion, observed 
that America, being the best telephone country in the world, 
could show them a great deal, and he hoped that much would 
be learned. However, it did not follow because a thing was 
done in America they should necessarily do the same thing 
in England. The conditions were very different. He wouid 
like to see some of the appliances illustrated and methods 
described carried out in an old English city, say, like York, 
with narrow streets, both cramped snd tortuous, with the 
ground full of pipes of various kinds, including old pipes that 
had been allowed to remain to block up the place. Cities m 
America were separated from each other by spaces which 
were out of comparison with the smaller spees in England. 
In England they could show something considerably better 
than the American staff organisation, which the author 
described, | 

In connection with motor transport and the use of moter 
cycles, it was said that 250 men were engaged on the mam- 
tenance and repair of 1,000 vehicles—an average of one man 
to four vehicles, which struck one as being very excessive, T 
yet whilst there were all sorts of engineers they did ne 
employ а motor engineer. | 

i ihe use of кай appliances the Americans | 
gone far ahead. Roads were being made more costly » 
substantial, and consequently much niore costly to bn | 
If, when streets were being widened or re-made, they m 
build subways for gas, water, and power mains, ар. à 
telephone cables, &c., the lot of all engineers woot д 
lightened considerably, and it would be a good inves Я 
for the towns that carried out such work in the long the Pet 
England it was absolutely true that any position m 


. . E ; 2 eie 
Office engineering system was open to anyone who be 


They had a living proof of that in 1 
that the present engineer of the Post Office started n 
telephone messenger in Aberdeen and, withont auis M 
influence, attained by the Dui his own character : 
ability the position he now held. H 

Mr. Seb (Sheffield) said that a serious mimber 0 (us 
positions with regard to subways had been ШШ aid \й. 
time to time, particularly with regard to London. 1 1 
mately he thought the matter would mature MA Af cables 
ably. If they had to consider how to bring 8 A the heart 
from any of the proposed super-station sites 1D 


qualified for 1t. 


the cables through the main sewer. That mE soun 
bit humorous, but it was practically saying, Ч 
ways." Their American friends had spec! ETT 
considerable extent in their big cities, but. os, bebet 
problems had been to connect rival metropo rtr lass 10 
which was practically virgin country. If POP land, 
America were very much the same as those In 

could they drive their caterpillar tractor pamm "T 
somebody's land without any regard to ne 
shortest distance between the two points? 
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engineer knew what would happen to him if he tried to find 
the shortest distance between two points—it could not be 
done. He did not see how they wouid gain much by using 
aerial cables. 

A main point of the paper was that open wiring was con- 
demned, and they were tast reaching that position in this 
country. In this country the atmosphere was very acid, 
апа aerial cables would have to be regarded from exactly 
the same point of view as а bridge. What kept bridges stand- 
ing?—not steel, but paint, and if they used aerial cables they 
would only be preserved provided their coverings were con- 
tinuously renewed. The other great lesson of the paper was 
that of replacing labour. | 

Mr. F. E. GiBBINS (Leeds) said that the greatest objection 
in this country to the use of aerial cables along country roads 
was the great difficulty they experienced in dealing with 
trees. In the leeds district a number of aerial cables which 
were used for junction circuits between adjacent towns were 
rapidly bemg placed underground. They wanted to see the 
lust of the aerial cables, as they had given endless trouble. 
Clamping the suspension wire to the pole, he thought, was 
infinitely preferable to their method of dead-ending it. they 
had tried the patent stays advocated in Mr. Byng's paper, but 
they had not found them satisfactory. ‘Lney adhered to the 
method of using wood blocks. Instead of their stay-splicing 
methods, clamps were used and the stay tighteners, which in 
England were found so useful, were not used, but it seemed 
to him that the English method was preferable to the 
American method. In America it would be possible to stay 
any pole, but in this country it was a great difficulty. In 
the great majority of cases they had to fix their pole, not 
where they would like, but where they could; English road 
margins were much narrower and their roads, too, were 
narrower. That to some extent would account for the fact 
that they were behind the: Americans in the use of labour- 
saving ‘devices. The method of binding wires on the 
insulators which they discarded in this country twenty-five 
years ago was still in use in America—t.e., binding the wire 
to the insulator with soft wire of the same material. The tape 
and binder were much wore effective than the old method. 
To space the arms on the poles 24 in. instead of 12 in., as in 
this country, seemed to be an extravagant use of pole space. 
Possibly more than 12 in. would be necessary in America; 
he could not see, however, why it should be as much as 
24 in. The American cross brace was not sufliciently strong 
to support a ten-wire arm which was not balanced and which 
had not the same weight of wire on the one as the other. 
In this country they braced the arms together, an effective 
method where they had more than three or four arms. With 
two arms it was not effective; in this case the method did not 
seem to be as good mechanically as tne English one. 

Mr. E. Н. FaRRAND remarked that, generally speaking, the 
impression one got from the paper was that the conditions in 
America were far more favourable to telephone engineers than 
anything they had in this country, both as regarded overhead 
line and underground construction. The use of a mechanical 
excavator appeared to be absolutely ruled out of court in 
England. The types of conduit that Mr. Byng described 
were pretty much on the lines of Post Office practice in this 
country, with the exception that of late years they had done 
away with the square ducts; the hole in the duct was made 
round, because they found it easier to align those ducts, to 
get round bends and corners with them, and to keep them 
Joined together in & manner that excluded. water and other 
interference. Lines of square ducts fixed together with 
dowels could only be adopted where they got straight lines. 
That was a thing they could never get in England, except 
in a country line; in а town a straight line was almost an 
impossible thing. One firm of contractors did boil out cable 
joints with wax, but the bulk of the contractors who laid 
cables in England did not. As against its disadvantages, no 
doubt the waxing of a joint did prevent to some extent 
damage accruing from defective plumbing spreading rapidly 
in a cable and throwing it out of action in a short time. 
However, that object was attained much better by the 
English method, which showed not only defects in the plum- 
her's wire, but any defect in the sheath. They bad finished a 
main cuble from Leeds to Harrogate, and the results showed 
from 40,000 to 50,000 megohms per mile. He had never scen 
а waxed cable that was as good, and he was very doubtful 
Whether. that could be bettered. The rates of jointing given 
by Mr. Byng were exceedingly high. For instance, every one 
of those wire joints in England consisted of six separate 
operations, so that six times three hundred in one hour was 
indeed a nimble operation for а man's fingers. Of course, if 
the mate was doing a large part of the work, then there 
were two men employed, and if that was so, then they had 
men in Leeds who could do the same. Had the speed of 
pulling a cable through a duct in America of 50 ft. per minute 
any ill-effect on the sheathing of the cable? The average of 
most of the big contractors in England was only from 20 to 
30 ft. per minute. They had not, however, all the mechanical 
applances which they had in America. 

Mr. LoNGMAN was of the opinion that the large lead-covered 
cables would last longer and have a much longer life 
than the small lead-covered suspended wires which they had 
been using jn this country. When they got up to 2 or 94 in. 
diameter they experienced much lese trouble due to the 


Y 


fracturing of the lead. In the neighbourhood of a coal mine 
where they had coke ovens, by-product plant, &c., the 
atmosphere was not particularly suitable for the use of over- 
head construction of any description. 1n America they were 
practically free from such effects. 

Mr. G. Н. Ноо thought that some of the American work 
looked very rough work. The subject of easements and 
rights-of-way to an English engineer was most interesting. 
Lump sums were made in final settlement in America, and 
there were undoubted big advantages in that arrangement. 
There was also a great saving in clerical labour, but in 
England the power of the dollar did not equal the power of 
property owners. In England the &mall motor cycle and side- 
car had been found to be useful, and he could not understand 
why those machines had not been found more useful in 
America. 

Mr. E. S. Вуха, in replying to the discussion, said that 
in 1917 he had been loaned to the French Government for a 
short time to advise with regard to its long routes. ‘The latest 
practice ав developed in this country and in America was 
the underground route with a heavy-sized cable, and for 
three or four long-distance routes he had suggested a similar 
arrangement. The contracts were about to be placed when a 
deputation of Frenchmen came back from America ana said 
they must stay their hand, and urged aerial lines and light 
conductors. As a result of his study in the U.S.A. his own 
outlook had been considerably broadened, but the position 
had to be weighed up. If they knew only one side they could 
not arbitrate fairly. Americans had placed their utmost con- 
fidence in the stability of the aerial cable, but it was not the 
right thing in this country. In France all the cables were 
taken through the main sewers; they could drive a carriage 
and pair through the various sewers. The suggestion that 
they should adopt sub-ways in the main streets of England 
if they were reserved for the utility services, telephone, tele- 
graph, electricity, gas, and water mains would be a good 
solution of the congestion trouble. Regarding the preser- 
vation of the cable sheath, it contained 1 per cent. antimony, 
but it was not ccated with paint or any means to prevent 
corrosion. Aerial cables were run in Pittsburg, which 
resembled Sheftield very much; the same amount of soft 
coal was used there, and it was just as dirty as Sheffield. 
Regarding manholes, not even in London had he seen condi- 
tions so bad as they were їп New York, where they had 
some serious difficulties to contend with. In the U.S.A. the 
number of cross arms that tilted were surprisingly few. 
As to the speed in pulling in cables, the 50 ft. he mentioned 
was about the normal speed from several tests he made. 
The limit which they must not exceed was 200 ft., and in 
places similar to Oxford Street he saw them pulling in 
twelve and thirteen drums a day without any trouble. On a 
countrv road he watched the men at various points pulling 
in from twenty to twenty-five every бау. Though he did not 
see the four miles pulled in he had no difficulty in believing 
it. as he knew it was a definite fact. Not only was the 
speed in pulling the cable in rapid, but it was rapid in 
moving from one manhole to another. They had three or 
four motors, so that the men did not v alk. That was where 
they cut out the waste of time. 
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THE DEVELOPMENT COMMISSION. 


ANNUAL REPORT. 


Tug important advances in the distribution of electricity to 
outlving rural districts in the Hereford area are covered in а 
broader manner in the report of the Development Commis- 
sioners for the vear ended March 315t last.“ 

It is to be understood that the Hereford scheme whs in 
the nature of an experiment, as no little uncertainty existed 
as to whether agriculturists would use electricity if a supply 
were available. it was the very essence of such а scheme 
that it should be free from any element of subsidy or favoured 
treatment, and that it should be conducted in an area 
displaying average features— neither favourable nor unfavour- 
able to the work. In the oninion of the Commissioners these 
provisos were observed in the Hereford experiment. A 
4.0 kW' power station was built at Hereford for war pnr- 
poses, and when the war ended the station would have been 
scrapped but for the institution of the rural electricity supply 
projeet. The Corporation arranged favourable terms for its 
purchase, and commenced its operations by taking power to 
Breinton, in which district farms were numerous and agricul- 
ture was highly developed. This first part of the scheme cost 
£13.000. In December last the Treasury approved a further 
loan of £19,857 for the distribution. of power to the Leo- 
miuster, Weobley and Kingston areas. In January the Cor- 
poration put forward an urgent request for sanction to the 
expenditure of a further 434.750 to furnish a transmission 
line and equipment to Ross and Lydbrook: for the Rotherwas 
sub-station; and for two-thirds of the low-pressure distribu- 
tion cables. This sanction was given, and a loan advanced 


subject to the deduction of any amount received from the 
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Unemployment Grants Committee. The expenditure, there- 
fore, amounted to £67,607 up to the end of the year covered 
by the report. To complete the scheme further sections are 
required for (a) Ledbury and the Frome Valley area at a cost 
of £14,400; (b) Pontrilas and the Golden. Valley area at a 
cost of £7,400; and (c) a third of the low-pressure distributors, 
costing £5,000. Owing to the present financial stringency it 
has been decided to defer this part of the scheine. It is con- 
sidered that the work already done will serve to prove the 
success of the scheme. In recommending loans the Com- 
missioners stipulate that the net profits derived from con- 
sumers on the lines provided by means of such loans shall, 
unless otherwise approved by the Commissioners, be applied 
to further extensions of the scheme, and that the scale of 
charges to consumers connected to these lines shall be subject 
to the approval of the Commissioners. who will see that no 
loss is incurred by the Corporation. Summing up the 
financial position, 1t 18 seen that, whilst. the rural communities 
get power and light, the revenue received gives the citv the 
use of modern plant and equipment, together with a lower 
selling price for electricity. 'The cost of the plant, if the, 
scheme is successful, will not fall upon the ratepavers or 
consumers, but will be defrayed by the general revenue, the 
greater part of which will come from outside the city 
boundaries. Thus the city ratepayers possess a reasonable 
prospect of becoming the owners of a valuable plant within 
20 years without any call upon the rates. The Commissioners 
вау that although it 18 too early to form precise conclusions 
as to the success of the scheme on its financial side, the ex- 
periment has gone far enough to remove all doubts as to the 
readiness of the rural population to use electricity for light 
and power when once it is made available. The authorities 
have many applications for priority of treatment from owners, 
farmers, and all kinds of industries, in every area served by 
a transmission line. The preliminary canvass shows that non- 


users will be a negligible minority in every district Арап 
from the advantages obtained by its use, electricity jn the 
area is no dearer than is usual in most urban areas, The 
Commissioners were impressed by the numerous uses to which 
electricity is put. They found ıt being used, inter alia, for 
corn grinding, chaff cutting, cake breaking, pulping roots 
milking, sawing and pumping. Farm houses, farm buildings 
and cottages are electrically lighted, and electric ironing ha, 
become popular. Power 18 aiso used in cider Making—an 
important local industry—sheep shearing, stacking, thrash- 
ing and cleaning grain, and in churning and mill separat- 
ing. So far no steps have been taken to introduce арр. 
ances for ploughing and draining, but a scheme has been 
considered under which mole drainage and ploughiug tackle 
would be hired out to farmers, and electric winches takina 
the place of steam winders. Power would be supplied to the 
fields by overhead distributors carried on Callender's coliap- 
sible steel poles, and to the winches by c.t.s. cable wound on 
spring drums. Some figures regarding the larger under. 
takings using electricity in the area are given in the report, 
There are two sawmills employing 80 people; two wheel. 
wrights and blacksmiths with 20 employés; two flour mil 
with 90 hands; two cider works employing 100; two laundries 
(33); and an ironworks (35). Applications have also bem 
received from а wire works and a timber moulding mill em. 
ploying 1,000 and 100 men respectively. 

The electro-culture investigations at the Imperial College 
of Science and Technology are briefly reported upon. Те 
Electro-Culture Advisory Committee of the Ministry of Acri- 
culture and Fisheries has come to the conclusion that electr. 
fication of crops by an overhead discharge is capable of bring. 
ing about increased growth and yield. Further research into 
the best conditions for bringing this about was to have heen 
undertaken during 1921 and the Commissioners recommended 
a grant of £1,365 for this purpose. 


ELECTRICAL APPARATUS 


THE second of the series of Salesmanship Conferences 
organised by the British Electrical Development Association 
was held in the rooms of the Chartered Institute of Patent 
Agents, London, on December l6th. Mr. J. W. Beauchamp 
(Director of the E. D. A.) presided, in the absence of Mr. 
S. T. Allen (President of the I. I. E. A., and Chief Electrical 
Engineer at Wolverhampton). 
paper on " The Selling of Domestic Electrical Motor- 
Driven Appliances " was read by Mr. E. В. Morton, who 
pointed out that in endeavouring to sell these appliances the 
salesman had at least one great advantage over the heating 
and cooking salesman, because the current consumption of 
the appliances was so small that it very rarely happened that 
any material saving in running costs could be eftected by 
installing a power circuit. Another important asset was that 
every one of these appliances could, if necessary, be operated 
from any lamp socket. There was no vital objection to this 
course, except where the appliance was used in a building 
having a floor giving a good earth. However, it was usually 
so easy to fix up a socket with earth connections that in the 
majority of cases the progressive. contractor. would throw in 
this af he could secure the order for the appliance, The 
tlexible supplied by most makers was suitable for ordinary 
use, but where conditions were hkely to be severe it was 
sometimes desirable to fit à length of сх, or tough rubber- 
sheathed cable. 
The diference between suecess and failure in selling lay 
between a thorough knowledge of the appliances, their appli- 
caton and use, and a want of that knowledge. — All the 
electrical appliances for the home were simple in design and 
construction, and а reasonable understanding of their funda- 
mentals should not be beyond the grasp of any individual 
possessed of average intelligence, even if he had not the 
advantages of an electrical or mechanical training. Fortu- 
nately, most makers of domestic appliances were only too 
anxious to give the fullest. possible information and instrue- 
tion as regarded their product; the salesman should take 
advantage of this. 
Having become thorcughly familiar with the 
was going to sell, he would find it very necessary to know 
something of competing machines. In the two main appli- 
ances available to-day, vacuum cleaners and clothes washers, 
there were many varieties, and he must be able tactfully to 
dispose of his competitors’ claims to superiority. In doing 
so, however, it was vital that he must not suggest that the 
competing electrical applianee was no good at all; if he could 
not sell his own appliance on its merits he should not foster 
апу idea in the mind of the general publie. that anything 
electrical did not fultil its function. If a salesman were 
asked why his appliance cost more than a similar machine he 
should have no difficulty in explaining, because he was sell- 
ing. not only an appliance, but an investment, which norm- 
ally would not require replacing for a good many years. ]t 
"ik ME a PL price differences between compet- 
; а: , quite minor importance. These 
appliances needed attention from time to time, such as oiling 


appliances he 


IN THE HOME. 


and minor adjustments; he should, therefore, make a point 
of calling a few weeks after the sale to see that the user was 
not only thoroughly familiar with its operation, but was аа 
keeping it in order. When making these calls he would 
usually be able to obtain the names of the buyer's friends 
who might be interested. 

Advertising should be the first step in the selling of apper- 
tus. Probably the cheapest form (apart from getting the 
maker or wholesale distributor to do it) was to use type- 
written letters of an individual character, written so as to 
arouse Interest, but without implying any sense of obliga. 
tion. After a few days a call could be made. The dort 
door method, quite apart from loss of dignity was, he believed, 
unfertile. Pamphlets could be included with the letter, hut 
every piece of advertising matter should clearly give an pen 
invitation to see the apphances under actuar working o 
ditions—in the home itself. Once the prospective purchast 
had used an appliance she was interested in, she was, nine 
tines out of ten, loth to part with it. Results from adver- 
tising in local papers, the showing of films in kinemas, si 
positions on good hoardings, &e., varied much in different 
districts, and should be carefully watched. The best adver 
tising medium was a good show window. ү л 

On account of the weight and bulk of. washing machines 1 
was desirable to arrange for the initial demonstration to take 
place in the contractor's or dealer's showrooms, and later. 
it could be arranged to do an actual week's washing m th 
home. Even where there was quite a small family the s 
man need have no hesitation in putting his figures еп 
against the laundry bills or the washerwoman's fee. | 

With regard to ironing machines. while the up 
rotated either bv coupling to a washing machine, or Win: 


245 


self-contained. motor, the shoe was almost invariably F 
heated. As the average length of the shoe to be De i A 
3 ft. 9 in., the electrical method presented difficulties. Тул 
stration was necessary, and the salesman who had р. 
of washing machines would not have any difficulty in 
this line to his repertory. 

Other machines mentioned by Mr. M 1 pale 
'asher, a sewing machine equipped with an Шш i \ 
and foot control, electric fans, &c. Ihe first SU us 
selling these appliances was to get interest en thie 
stating prices. Good business would only he 8 at po? 
help of a hire-purchase system, no matter at . i 
appliances were sold. Too little attention had E 
the possibilities of hire-purchase systems by Soen 
The quality of mind necessary to effect sales was en intima 
Which was difficult to acquire unless one had 5 E 
and first-hand knowledge of the appliances to E eal ant" 
salesman would be better able to sell if he had die 
a in his own house, and could speak with 
authority and confidence. hat t 

The central station engineer too often assumed (P 
load was so slight that it was not worth his white ost desir 
it. That was a short-sighted policy. Р ossibly endete V 
could cite instances of new consumers being eb 


hhn, 


Morton were the ie 


o = 2.59 
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electric light because it was a necessary preliminary to having 


. appliances. 
Finally, Mr. Morton urged all salesmen and dealers to 


educate the public, and foster and encourage the all-electric 
home, and the time would come all the more quickly when 
the public would come to the dealer. | 

In a subsequent discussion Mn. №оввѕ suggested the use of 
& schedule of prices, as published by laundries, and a com- 
parison between those prices and the cost of doing the wash- 
ing at home, pointing out also the various advantages. With 
regard to cost, the electrical washer . was. much more costly 
than the power-driven washer used in steam laundries, and 
he did not think 16 was all due to the motor. Не did not see 
why it should cost more... The. speaker. also advocated a 
number of improvements to existing types of electric washing 
machines, such as the addition of hydro-extractors and larger 
wringers. With regard to vacuum cleaners, he suggested 
the preparation of a schedule of savings effected by using a 
vacuum cleaner, compared with the cost of extra servants. 

Mr. J. G. WHYTE said he had made inquiries of a British 
manufacturer about the price of a certain washing machine, 
who had given him a considered estimate of what it would 
cost bim to make 50 of those machines, now sold at about 
£60. The price to а contractor was £35 each. Was not the 
margin between the cost of production and the actual selling 
price now too high? | 

Mr. ROBERTS urged contractors to institute a system of 
maintenance for machines, because there was a feeling 
amongst the public general that anything to do with elec- 
tricity did not need attention. With a washing machine in 
и own home he saved from 158. to 18s. рег week on laundry 

ills. 

Mr. W. E. WaRRILOW said the cost of a washing machine 
had a great deal to do with slow sales. Another disadvant- 
age was the noise it made in operation. These conferences 
had thrown into the boldest possible relief the necessity for 
something more than merely individual effort. He had 
noticed that at Felixstowe a public wash-house had been fitted 
up where the public could do washing with electrical ma- 
chines. As to the vacuum cleaner, was it not time that they 
had a standard machine? г i 

Mn. Youna said the only way, to his mind, to sell electrical 
appliances to the public was for the manufacturers to adver- 
tise in the daily Press first.  Salesinen should think of 
methods of educating servants. The only way to get washing 
machines into а house was by the hire-purchase system. As 
to high prices, he did not blame manufacturers entirely, 
because they had to do а great deal of experimental work, 
and if they got no return for that he was afraid there would 
be no inducement to try. Something might be done to reduce 
the noise of vacuum cleaners. Reductions in the price of 
electricity were necessary, and would lead to much business. 

MR. PRENTICE, speaking with regard to the noise of vacuuin 
cleaners, suggested their installation in the cellars of houses, 
and plugs in each room, to which vacuum cleaners could be 
attached, so that the noise of the motor would be in the 
cellar and the weight would be reduced. Аз to the extensive 
use of washing machines in America, he had been told that 
they were used a great deal in factories for washing bolts 
and nuts, so that the domestic side was not the only outlet. 

Mr. Моввз did not consider the central dust removal plant 
scheme would be practicable except in such places as hotels 
and other large buildings. He did not think the noise was a 
serious disadvantage. 

Мк. Falk supported the view that the big stores should be 
asked to help in bringing the value of electrical inachines to 
the notice of the public. Once the demand was created the 
price would go down. The noise of the vacuum cleaner was а 
inatter of the design of the motor, and directly the design was 
improved the cost would go up. 

Mn. PooLEY urged the necessity for getting the architect and 
the builder to lay out a part of a house where all domestic 
duties could be performed, and where electric labour-saving 
appliances could be fitted up. There could be electric motors, 
and the whole of the apparatus could be driven from a short 
length of line shafting. | 

Mr. Harrison, an American, dealing with the extensive use 
of washing machines in America, said the modern machine 
did not make much noise. It was &xtensively used in 
apartment houses in America, and the only noise was the hum 
of the motor, which was very small. А good many ot the 
apartment houses in the United States were equipped with 
washing machines by the owners before the tenants moved 1n. 
With regard to methods of selling, when dealers were enthu- 
slastice they would get busy; a dealer or salesman who had 
not sufficient faith in the apparatus he was selling to use it 
in his own home could not be successful. 

Mk. PALMER urged that the supply authorities should do 
more to give a supply of electricity, and not keep people 
waitiug for an indefinite period. 

Мк. Morton, in reply to the discussion, said he did not 
agree with the provision of drying apparatus with washers. 
Artificial drying made the clothes grev. unless bleaching pow- 
ders, which were destructive: of clothes. were used. The 
present-day wringer was sufficiently large to bis mind, be- 
cause it would take the largest blanket that could be bought. 
With regard to prices, and the £60 washing machine, he 
puned out that the propaganda work had to be done mainly 

y manufacturers a$ the present time. Ав to maintenance 


of washing machines, he suggested that free maintenance 
should be given for a time. Advertising was very. necessary, 
but the biggest advertising campaign in the world would fail 
unless the. general public could walk into а dealer's shop and 
see the goods. Many а dealer had not even a vacuum cleaner 
in his showroom, much less a washing machine. He did not 
favour the idea of going to the big stores. The contractors 
could get into more intimate touch with their customers than 
could the big stores. Although he agreed that the architect 
and the builder should be educated, they wanted to get 
electrical appliances into the houses already built.. Whilst 
also agreeing that it was difficult to obtain connections for 
electricity, Mr. Beauchamp had told him that there were 
nearly a million houses electrically equipped in the country, 
so that if only à small proportion of those were supplied with 
appliances there would be a good return. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Readers are invited to submit particulars of new or improved devices 
and apparatus, which will be published if considered of sufficient 
interest. 


The Benjamin Lightmeter. 

That there is a growing recognition of the vital importance 
of correct lighting in industry is evidenced by the many enter- 
prising concerns which have entirely remodelled their lighting 
installations. In making these improvements it is necessary 
to decide how much light is needed for various industrial 
processes, and to have a means of verifying the results by 
actual measurement. 

A little device recently perfected—the '' Benjamin ” light- 
meter, fig. l—meets these requirements. It consists of 
& compact and well-finished lightproof box, utilising inside 
a small lamp of known candle power which illuminates a 
graduated standard surface against which the actual illumina- 
tion at any point can be compared. No technical knowledge 
is required to use the instrument effectively, and it can be 
carried about as easily as a small camera. It can be con- 
nected to any 4-volt (2-cell) accumulator or dry battery, and 
a certificate is supplied with each instrument by the manu- 


Fic. 1.—Тнь '* BENJAMIN " LIGHTMETER. 


facturers showing the battery voltage and current used in the 
calibration of the scale. Photometric balance is obtained by 
moving the top screen backwards and forwards until the 
grease spot in the centre attains the same degree of lumino- 
sity as the comparison screen surrounding it. The illumina- 
tion in foot-cundles is then indicated in the opening imme- 
diately above. To measure candle power, the instrument is 
held at a definite distance in feet from the light source to be 
measured, with the screen directly facing it. The reading 
in foot-candles when multiplied by the distance squared will 
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lis. 2.—INTERIOR OF LIGHTMETER, AND SCALE. 


give the candle power of the source. The range of thé stan- 
dard instrument is from 0.5 to 2) foot-candles, but this can, 
of course. be varied for special purposes if desired. A section 
showing the interior is given in fig. 2, which also shows the 
graduation of the scale. | 

The lightmeter is made bv Bexaamin Evectric, Lro., Brant- 
wood Works. Tottenham, N.17. The inventor and patentee 
is Mr. Haydn T. Harrison. | 
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Ап Electric Siren. 
Fig. 3 illustrates an electrically-driven siren, one of а num- 
ber of types manufactured by Mzssns. GENT & Co., Тлр., 
Faraday Works, Leicester. This is а “ two rotor " machine, 


Fia. 3.—A “ Two-RoTOR ” SIREN. 


or vents, and the other six- 
As many as eight rotors giving different tones can be 
An adjustable- programme contact-maker for use 
This apparatus is driven by 
and contains an aluminium 
provided with 285 holes, 


one rotor having eight voices 
teen. 
supplied. 
with sirens is shown in fig. 4. 
an impulse clock movement, 

Wheel, 


12 in. in diameter, 


— 4" 


Fic. 4.—ADJUSTABLE-PROGKAMME CONTACT-MAKER. 


representing every five minutes for 24 hours. By inserting 
pins into selected holes, any programme of tunes may Бе 
fixed: These pins make contact by pressing two springs to- 
gether for a few minutes before the signal is required, and 
when the actual moment arrives, another pair of contacts is 
made, completing the circuit of a relay which cuts in the 
power to the siren. 
A Pulpit Lighting Fitting. 

THE LopbaE Firtincs Co., Lro., 57, Albert Road, Aston, 
Birmingham, the patentee and .sole manufacturer ot the 
Classic pulpit or desk fitting described in the ELECTRICAL 
REVIEW some time ago (17/12/20, p. 799), has introduced a 
less expensive fitting on the same lines. The diameter or the 
reflector is 18 in., and its length is 7 in. One lamp only is 
fitted, adjustment is made by the movement of the swivelled 
legs. The fitting has been named the “ Classic Junior.“ 
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Electricity for Collieries.—In a paper on “* Public v. Pri- 
vate Supply from a Colliery Standpoint," recently read before 
the Yorkshire branch of the Association of Mining Electrical 
Engineers, Mr. Robert Nelson sums up as follows: In mines 
where no electrical plant exists, and where it is desired to 
supplant steam winders, &c., there is no question but that a 
supply from a public undertaking is to be preferred. This, 
not only on account of the initial cost of an installation, but 
also because of the intermittent nature of a colliery load, 
which necessitates the putting down of a large plant, which 
will have to give a light output for long periods. In the case 
of collieries which already have some generating plant of 
moderate efficiency, the author considers that a change from 
private to public supply will almost always be found bene- 
ficial, mainly for the same reason—high peaks of short dura- 
tion. Public supply authorities, who, at first, were dubious 
about sunplving collieries, have come to appreciate that the 
peay loads of individual collieries so arrange themselves as to 
give а reasonable load factor on the system as a whole; they 
are therefore now generally agreeable to supply on specially- 
arranged terms. Where a colliery has a large surplus of coke- 
oven gas there are many advantages in co-oneration with a 
public supply authority. i.e.. the running of a surplus-heat 
generating. station feeding into the authority's mains when 
excess energy 15 available. 


„mercial system are all susceptible of remedy, bt 


HIGH TAXATION: ITS CRUSHING EFFECT 
ON INDUSTRY, 


Tue following is a copy of a letter which was forwarded wy 
December 19th to Sir Robert Horne, the Chancellor of the 
Exchequer, by Col. O. C. Armstrong, the President uf the 
Federation of British Industries. The mass of evidence o. 
lected by the Federation from the chief industrial Centres d 
England, Scotland, and Wales shows that the present burde, 
of taxation is crippling the efforts of manufacturers to recover 
and extend their foreign markets, and is stifling the posi- 
bility of а trade revival, which is so urgent if an alleviation 
of the present unemployment position is to be brought about. 

The federation in this communication warns the Gover. 
ment of the certain consequences that will result if taxation 
оп industry is maintained at its present high level 4, 
already stated in the ELECTRICAL Review, the organisation i 
pressing the Chancellor of the Exchequer for a reduction of 
the Income Tax and the abolition of the Corporation Profits 
T's 


[cory.] 


` To The Rt. Hon. Sir Robert S. Horne, G.B.E., K.C., M.P., 


The Treasury. 
Whitehall, S.W.1. 
Sin. 

The Federation of British Industries has just concluded it 
annual investigation into the effects of the past year's (ахай, 
and the views of industry us to the future. In the cours of 
this investigation general meetings were held at Shettell. 
Nottingham, Bristol, Swansea, leicester, Dundee, Edinburgh. 
Glasgow, Newcastle, Northampton, Birmingham, laverpoj. 
Manchester, Bradford, and Leeds, at which unanimous te 
lutions in the most emphatic terms were passed demand 
the abolition of the Corporation Profits Tax and an immediak 
and substantial reduction in the rate of the Income Tax. 

The fall of prices and values during the past year has been 
unprecedented both in extent and rapidity, with the result 
that the effects of taxation have been felt by industry with 
peculiar severity. р | 

The capital resources of many industries have already been 
strained to the utmost by the need for larger working capita: 
to meet post-war conditions of production, and the operation: 
of the Excess Profits Duty have prevented the accumulation 
of reserves sufficient to meet so serious a crisis, while enor- 
mous local taxation and the Corporation Profits Tax stil 
further depleted the available resources of industry during 
the year. 

U 055 these circumstances the burden of Income Tax ata 
high rate. assessed upon the average of the three years МЮ 
included the greatest industrial boom in history, bas ani 
crushing proportions, and many firms have already Bp 
driven to impair their future productive capacity by past. 
the current year's taxation out of capital or by кек Я | 

It is fully realised that high taxation haus only a us 
among the many contributory causes or the iet es 
sion. It is, however, the only one of these causes w ү | 
he mitigated promptly by the independent action ot u 
Majesty's Government. | 

The CUN. condition of the exchanges, the adverse щ 
cial and political conditions prevailing in many of o s gs 
markets, and the general disorganisation of iu a : mi 
will take time, und most of these factors will ruere 
operation to restrict trade and hamper production durite 
forthcoming year. "Vu 
19 1 Шо circumstances it was the unanimous papa 
the District General Meetings that any attempt to er aui 
taxation at its present level during the шош, Pm 
at best seriously retard any industrial Ie 
worst may involve a permanent diminution in the p 
capacity of the country. "e aker: 

The Жүн brought forward at these meetings | 155 tn 
from all industries showed that the present i rippling t 
is stifling initiative, postponing development, an d е foreit 
efforts of manufacturers to recover and exten to the we 
markets, which are, now of such vital importance 
fare of the country. at i0- 

“The Federation aa the Government, last Ta ae 
dustry anticipated the most serious results ar тет 
of high taxation. The meetings of this үеат tified, and b 
ing evidence that this warning was fully i the present le 
disclosed the gravest ш as to the future 11 
of taxation is maintained. tly to oo 

The Federation desire to urge you mot Omri the count 
sider the grave danger to the economic poet xr ning 2 d 
which will be involved by disregarding n 
time. and to realise that the question 13 NO} П firme. М 
hardship or even of possible disaster to n country can Р® 
whether the whole industrial system ^f t y 119 0 
sibly withstand any prolongation of the " 
has been subjected. | Р est to T% 

They feel that it is outside their province a end с 
the means by which a sufficient reduction © place on reat 
he rendered possible. They wish. nowever. mstances Сое? 
their conviction that under the present сто below their 1 
ment activities must be reduced substantially 


T 


oductive | 
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war level. They are fully aware that such a reduction will 
involve the sacrifices of many activities admirable in them- 
selves and valuable to the country, but it is, in their opinion, 
better to face these sacrifices now when so doing may avert 
still 1nore serious consequences, than to postpone them to a 
future date, when the ruin of industry and a dwindling 
revenue will force them upon the country. 

They trust that the Committee which has been sitting under 
the chairmanship of Sir Eric Geddes will be able to suggest 
to you economies sufficient to enable the necessary reduction 
in taxation to be effected immediately, since they are con- 
vinced that such a reduction would have a psychological effect 
both at home and abroad which would be of the utmost value 
at the present moment in restoring confidence and enterprise, 
and indeed might of itself alone provide a sufficient stimulus 
to start the revival of trade which is 30-urgently needed. 

They are firmly convinced that a substantial reduction of 
taxation would in a short time so increase the general volume 
of trade as to yield a larger revenue than could possibly bo 
hoped from its maintenance at a higher level. 

The Federation feel that they would fail in their duty as the 
responsible and representative organisation of industry in this 
country if they did not use their utmost endeavours to im- 
press upon you and upon. His Majesty's Government their 
firm conviction that any step, however bold, is preferable to 
the certain consequences of the maintenance of taxation at its 
present level. 

I am, Sir, 
Your obedient servant, 
©), C. ARMSTRONG, 


December 19th, 1921. President. 


THE DUNDEE SYSTEM OF HEAVY-DUTY 
HOUSE WIRING. 


Мазок П. RicHARDSON, electrical engineer to the Corpora- 
tion of Dundee, who is one of the most prominent supporters 
of reform in methods of charging for electricity, hold also that 
in the lay-out and erection of '' all-electric ’’ house installations 
the methods of wiring on the multiple distribution or central 
distribution systems, generally used are much too costly and 
cumbersome, if it is the intention to use electricity for heating 
and cooking purposes or for any of the other uses to which it 
may be put. All-electric ’’ houses, so far as the wiring goes, 
would appear to be an effort to reinforce the walls of the house 
by means of cables, or conduit, culminating in long rows of 


Fic. 1.—Тн® HALL, SHOWING D.P. 
Fuses Over Doorways. 


distribution fuses fitted in glass cases. in perhaps three or 
four parts of the house, and finishing up at the meter with 
elaborate porcelain handle fuses and d.p. main switches need- 
ing only a switchboard attendant for operation and mainten- 
ance to complete the picture. Р 

We have only to watch our gas competitors pipe and fit up 
а similar house to realise that if electricity is to make any 
headway at all existing methods of wiring must be altered and 
brought down to the level of the common gas main, run all 
over the house and tapped off as required for lighting, cooking, 
or heating. Gas has all along offered a single medium for 
lighting, heating and cooking, and electricity can now do like 


wise through the introduction of the multi-part tariff, so far 


as the rates of charge are concerned. 

With this purpose in view the Dundee Corporation Elec- 
tricity Supply Department recently drew up a special lay-out 
in wiring and fitted up a seven-roomed house, including the 
usual scullery, kitchen, and bathroom. Briefly, the method 
of wiring adopted is as follows (it being assumed that a bulk 


Fic. 2.—THeE DRAWING Room, 
SHOWING INVERTED REFLECTOR. 


supply is being given on the two-part rate of charge for all 
purposes) :—Metallic-sheathed surface wiring is used through- 
out. From the street service connection, at which point there 
is the usual d.p. switch and fuses, a main twin cable of suit- 
able capacity (not less than 7/.029) is taken round the passages, 
landings or corridors of each floor of the house. Depending on 
the style, shape, and size of the house, it may often be possible 
to run one ‘` arterial " main for the whole building and later, 
if necessary, make a ring main of it. The main cables 
are kept at the height of the architraves of the doors, all pos- 
sible advantage, of course, being taken of existing mouldings 
to hide the presence of the cable, to which any of the present 
day surface wiring systems admurably lend themselves. ' Over 
each doorway is placed a d.p. porcelain bridge fuseboard (see 
fig. 1), comprising two bridge fuses (of not less than 25-A capa- 
city) into which the *‘ arterial” main is looped as it runs 
from doorway to doorway. From each set of fuses another 
'" arterial °’ main (not less than 3/.036) is run round each 
room at about the height of the door or picture-rail, and can, 
if required, also be completed as а '' ring " шаш. From these 
auxiliary mains and fuses controlling the respective rooms are 
then taken the necessary lamp leads and heating and cooking 
plugs. The lighting of the living rooms and bedrooms has 
been carried out by bracket fittings on the walls (figs. 2 and 3), 
the whole of the lights and power plugs in the respective rooms 
being controlled by a в.р. master switch placed at a convenient 
height on the wall at the door. Each bracket is given a pro- 
jection of about 18 in., and is fitted with an inverted type 
shade giving an indirect effect from the ceiling. Ап extra 


switch lampholder is shown fitted to the elbow of some of the 


brackets, for connecting up small auxiliary apparatus, such as 
kettles, toasters, irons, &c., but in practice these were not 
found satisfactory, and 1t has been decided to substitute a two- 
un 5-A socket and plug mounted on the base block of the 
racket light. Each bracket light has a switch lampholder 
fitted with '' chain-pull '" action. It should be the endeavour 
to place these bracket fittings from 2 ft. to 2 ft. 6 in. from 
the ceiling, and they should be placed on opposite walls in 
equal numbers, depending on the size of the room to be lit. 
The wall sockets and plugs with the control switches are 
brought down and fixed on the wall within easy reach (gener- 
ally at a height of 4 ft. 6 in.) at whichever part of the room 
the heating or cooking apparatus is required. As a rule, the 
lighting brackets are kept at about the height of the main wire 
running round the room. 

The chief advantages claimed for such а method of wiring 
are that there 18 always at hand a heavy main to each room, 


which can be conveniently and easily tapped for extensions; 


fusing devices are cut down. to a minimum; separate systems 
and central distribution boards are unnecessary; expensive 


Fic. 3.—A BEDROOM. BOWL-FIRE 
PLUGGED INTO SWITCH-BASE. 


ceiling fittings or electroliers are done away with; a complete 
installation for lighting. heating, and cooking can be carried 
out quickly and expeditiously in houses at present using other 
methods, without a great deal of preliminary work and with a 
minimum of trouble and annoyance to the tenant; and the 
installation can be added to with ease on the rare occasions 
when this would be necessary. 

It might, of course, be argued that switching has been re- 
duced much below requirements, and that the installation 
generally is crude and old-fashioned, being laid out somewhat 
on the lines of the old '' tree distribution system. То а cer- 
tain degree that may be so, but the average house installa. 
tion is generally only fitted up to meet existing needs: 
consequently, when ‘it is the wish to add one or two 
radiators or a small cooking stove, the wiremen have to be 
called in to run a special circuit right back to the service con- 
nection, the existing installation in nearly every case being 
much too weak to carry any of the present day apparatus for 
heating and cooking. 
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. RAILWAY ELECTRIFICATION. | 


By Sir VINCENT L. RAVEN, K.B.E., M.Inst.C.E., M. l. Mech. E, 


(Abstract of Paper read before the North-East COAST INSTITUTION or ENGINEERS AND SHIVBUILDLKS.) 


THis paper deals in a general way with some of the advantages 
ушей шау result Iron Uie Substitution of elects ie zor stean 
locomotive. operadon. dasen аз а Whole, ib Wilh be shown 
that the advantages can ап show a dehnte nnanelal. econuiny 
и operating expenses. | 

Inc mechanical disadvantages of the steam locomotive шау 
be bnedy summarised as Louows :— 


The locomotive being a complete independent unit, its 


‚ power cannot be greater than tne capacity of the boner. 

10 increase the boiler capacity obviously unplies 1m- 
-ateased dimensions and Weight, both of Which oller grave 
dilliculties with regard to clearances und strengthening ot 
bridge. structures, 

It 15 known that ou many railways in Britain the limit 
of weight has been reached, and further development ol 
power is ошу possible at enormous expense. 

dhe boner, cyünders, Valve gear, erankshafts, and all 
reciprocating parts are costly to шашкі. ‘Turntables, 
fueling plant, and water supply appliances must be pro- 
vided. 

“һе cab is small aud open to tho weather, involving dis- 
comfort to the locomotive crew. 

The locomotive radiates heat and uses coal all the tame 
steum is up, that is, during many hours when it is doing 
no work, aud either standing by or coasting. 

The wear and tear of the locomotive on the track 1s 
considerably increased by the unpossibility of accurately 
balancing the reciprocating parts. 

The electric locomotive is not hampered by any of the above- 
mentioned objections. Їп addition, 1t possesses other impor- 
tant qualifications, such as :— 

Suuplicity of mechanical construction and operation. 

Increased power of acceleration. 

Higher scheduled speed due to the possibility of heavy 
short-period overlouds resulting in more frequent service 
and increased use of existing trucks. Uniform turning 
effort resulting in a better factor of adhesion at starting 
and on gradients. 

Absence of all reciprocating movement and accurate 
balance of all rotating parts. 

Facilities for driving trom either end of a locomotive. 

Accessibility of mechanical and electrical parts. 

Better accommodation for- loemnotive-crew by reason of 
increased cab area, and by closing in and heating the cab. 

Possibility of coupling two or mere locomotives together 
under the control of а single driver. 


^ 


One essential difference in operation between an electric 
and а steam locomotive, where the former can show a very 
definite advantage, lies in the preparation. and setting-by of 
the locoinotive. 

An electric locomotive is always available for service at а 
Ineinent’s notice, since the electric motors only require. that 
they should beskept clean, lubricated, and provided with 
brushes in order that they may be always ready for inmediate 
use by sunply connecting them to the distribution line. In 
order to start up an electric locomotive which is standing, the 
driver only has to step on board, close certain switches, and 
move the controller handle. When'tlie day's work is over, 
nothing has to be done except ordinary examination, oiling, 
and cleaning for next trip. 

On the other hand, the prccess of preparing a steam engine 
for*duty involves considerable time and labour. About three 
hours- before we driver and reman come on duty, the steam 
raiser has to make up and light the tire and attend to it 
until the driver takes charge, after which it takes the driver 
and fireman about sixty minutes to complete the preparation 
of the engine for its day's work. While the engine is at work, 
water and coal have to be taken, and very often the fire 
has to be cleaned and made up. 

After the day's work is finished, the fire has to be thrown 
out and fire-bars cleaned, smoke-box ushes to be thrown out 
of the smoke-box, and the tubes have to be cleaned by com- 
pressed ат. The top of the brick-arch has to be cleaned down 
and the brick-arch itself has to be renewed frequently. About 
every ых trip, the boiler washer has to clean the boiler 
to keep it fit for producing steam. Ihe botlersmith has to 
examine and renew the lead plugs, and attend to leaky tubes 
and many of the other small repairs to the boiler in order 
to enable the engine to run its stipulated mileage. The shed 
fitters have a large number of working parts to keep in order 
which have no corresponding part on an electric locomotive.. 

Then again, when the electric locomotive has been put into 
service it can remain at work continuously for at least twentv 
hours 1n every twenty-four, as the lubrication and the small 
amount, of cleaning necessary for the electrical equipment can 
be given by the crew at wayside stops, during running and 
between trips. 

It may be contended that the driver will be fully oceupied 
during running in, watching signals, and controlling speed, 


and will not be able to attend to these small iten»; but it 
Mest be remembered that, although а second man is ug 
required їп the operation of an electric locuniotive, it has 
so lar not been usual to allow опе-шац operation. Alis means 
that the second inan in the cab will have pienty of opportuni; 
to attend to cleaning and inspection of all parts where this cay 
be done without interlering with the running. 

Therefore, an electric locomotive reed oniy go mto the 
sheds in the ordinary way for cleaning and inspection of brake 
blocks and certain of the less accessible parts between the 
frame. On the swam engine, however, the boiler, tire. and 
smoke-box, in addition to the much larger number of mechani 
cal parts, such as cylinders, valves, link motions, &c., ate 
responsible for а considerable amount оѓ time taken up in 
examination, and attention. Which might otherwise be utis 
for hauling traffic. 

Due to these two differences in operation, therefore, namely, 
preparation for service and ordinary service attention, the 
electric locomotive can be longer in revenue-earning service 
than the steam locomotive; thus, provided trafic conditions 
will permit, the electric on these two counts alone is сара 
of dealing with a considerably larger ton mileage than the 
steam locomotive. 

Although the electric locomotive may be capable of remain- 
ing in service for a longer period of the day than the stean 
locomotive, it is not possible to obtain the full advantage dw 
to this feature without adopting some system of “ pooling.” 
The crew of the electric locomotive cannot remain at мох 
for a longer period owing to present-day regulations. The 
objections which are made to * pooling " steam engines du 
not hold good in the case of electric locomotives. The number 
of adjustinents that are required in the case of a steam engine 
and the fact that a reasonable period must be allowea fer 
making these adjustments between trips, added to the differ- 
ence in the running made by the care or carelessness ol the 
driver, and the natural disinclination of one man to do those 
things which another has left undone, add considerably to 
the difficulties of pooling "" steam engines. On the other 
hand, due to the simplicity of control, in the case ot tlie 
electric locomotive, there is no objection to pooling ”; and 
so full advantage can be taken of their capacity for моши 
longer hours. 

In addition to this, since the only requirements of the 
electric locomotives in the ordinary condition: of. service con 
sist of cleaning and adjustments carried out in the ordinary 
routine inspection, it is possible when seme occasional derange- 
ment of schedule occurs, to keep these engines in continuous 
service for two or three days, by omitting the cleaning and 
routine inspection for that period. Such an extension of tine 
in service Would not be practicable with steam working. This 
advantage applies particularly to the case of the eletre 
shunting locomotives, Which are frequently kept im service [ur 
мх Чауз continuously. : 

On the North-Eastern Railway the result of the Newport 
and Shildon working between 1911 and 120 15 m accordance 


with the following statement (nine months average] = i 
1914 (steam), 1920 (electric. 


TP . ; 2 8.8 
Train miles per train hour ... e 6 p 
Wagon miles per train пше... as H К 
Wagon miles per train engine hour 209 


-The mileage run by the electric engines to-day jn 1 
miles per day per engine in traffic, as compared vit 
the steam engines in 1914. | 0 
The fundamental difference between an electric А 
and а steam engine lies in the fact that while dem : 
generates its own power, the former 1$ only a trans 1 5 
the power which is generated at the power station or | 105 
into haulage power on the track. One consequence od 
difference is that the working. of a steam епрше 18 50 ШОШ: 
large extent on the skill of the crew ш attending to o 
and the water level. and in looking after a large E as do 
of mechanical parts, and generally nursing the Sn 1 91 
get the best out of it. The working and M NET 
electric locomotive are not nearly so dependent Ш? yailable. 
of the driver and his assistant. Full power i5 G SD 
and the phwer and speed which сип be E ес 
moment аге only limited by the initial design of the € 
eguipment and by the mechanical ecustruction. „ hesitate % 
The driver of an electric. loconiotive need never locomotive 
exert the full power for the sake of nursing 15 "the ja 
and all trains within the limit of twad for Me gradient 
motive is designed can be hauled up the DM сарай" 
at full speed. It is evident, too, that the T upeat 
of the generating station or stations will be very e 
than that of a single boiler mounted on a steam MEE 
and since. the capacity of an electrie motor 15 10 P ути 
limited by beating effect, it follows that an D rial. Tha 
is capable of a very large overload for a sho! 35 dos 
is to вау, that provided Ше uverage work perlorue 
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exceed that Тог which the locomotive was designed, the work 
done may, for short periods, be greatly in excess of the 
average. The result of this is that the speed, when climbing 
a gradient, can be much greater with an electric locomotive 
than with a eteam locomotive of the same nominal horse- 
power, because the extra work done by the former is compen- 
sated for bv the light duty during periods of running on the 
level and on falling gradients when the motors have time to 
cool down. 

The limitation of boiler capacity in the case of a steam 
engine combined with the different characteristics of steam 
and electric locomotives, gives the latter „п additional aavan- 
tage їп the question of speed on gradients. As the governing 
factor in the power of а steam engine is the capacity of the 
boiler, which is practically a fixed quantity, the horse-power 
output of the locomotive 18 approximately constant over a wide 
range of speed. In other words me maximum pull of an 
electric locomotive can be maintained until a certain definite 
pre-arranged speed is attained; whereas a steam locomotive 
can only exert its maximum pull at the moment of starting. 
after which the pull is reduced as the speed increases. Thus 
the speed of the train falls to à marked extent whenever the 
train has to climb a gradient. This reduction of speed on a 
gradient is not nearly so marked in the case of the electric 
locomotive, for there being no similar limitation to the amount 
of power available, the relation between speed and tractive 
effort is quite different, and the demand for greater tractive 
ellort is supplied by a higher output from the power supply 
system. Thus, when determining the initial characteristics 
of an electric locomotive for a given service, the speed up the 
ruling gradient can be fixed at any desired value; and since 
the efficiency is practically constant over a wide range of 
luad, the speed on the level can be maintained at the same 
value, if desired, without loss of efficiency. In comparison 
with steam engine working, where the speed is greatly re- 
duced on a gradient, this enables a much higher average speed 
to be maintained over the whole line; which is equivalent 
to saying that with electric working the general average epeed 
сап be considerably increased without any increase in the 
maximum apeed. 

If other factors, such as drawgear and braking facilities 
permit, this characteristic of electric locomotive operation 
would allow goods trains to travel at an average epeed more 
nearly approaching that of passenger traftic. The result of this 
would be a more regular flow of tratlic over the line, and the 
necessity for side-tracking the goods trains to allow passenger 
trains to pass would be reduced. It is a fact that a higher 
general average speed of travel increaees the total capacity 
of the line. 

In certain cases, owing to this characteristic alone, where a 
line is being worked at its maximum capacity under steam 
operation, and 18 yet unable to deal with the required traffic, 
a substitution of electric for steam engine working would 
avoid the necessity for incurring large capital outlay in 
doubling or quadrupling the track ind providing additional 
passing places, &c., which would have їо be undertaken in 
order to work the traffic without gaining the additional advan- 
taze obtained by electrification. | 

А further advantage which can be obtained owing to this 
increased average speed of travel is better їгаћс working. In 
dealing with the traffic carried a greater number of trains 
сап be run, and these trains complete their journeys in less 
time than with steam working, thus enabling better use to 
be made of the available rolling stock. This is particularly 
true in the case of goods wagons. ihe percentage increase 
in the speed will be greater in the vase of the goods than 
in the case of the passenger trains, and so the saving in 
wagons, due to the increased mileage which wagons will be 
able to work annually, will be particularly striking. 

As an example of the savings which may be effected in 
certain cases directly due to the advantage of electric loco- 
motive operation as just stated, the following data may be 
given. These data refer to a length of single track on an 
existing steam railwav. The data have been worked out, as it 
has now been decided to make a start with the electrification of 
this section. It should be stated that the case cited 1s one 
particularly favourable to electrification, and it must not ve 
assumed that the advantages and gains expected from its sier- 
tritication could be obtained in other less favourable cases. 
The length of the line is some 250 miles, mainly single track, 
and containing in many places exceptionally steep gradients, 
reverse gradients, and sharp curves. 

The total goods traffic under the conditions obtaining in 1918 
was some 13,000 tons per day dispatched in the direction of 
falling grades, but the traflic 18 rapidly increasing and the 
estimates are worked out for an assumed traffic 50 per cent. 
in excess of this. In order to carry this traffic i& was esti- 
mated by the Railway Company that it would have to 
mike deviations, &c., which practically amounted to pro- 
viding double track for some 900 miles and building а new 
line over lighter grades in parts. 

Electrification will obviate the greater part of this expendi- 
ture. The line as worked under steam conditions is divided 
up into six sections, and the train load diífers for each sec- 
tion. With electric operation this frequent breaking-up of 
trains would be unnecessary, and the full-weight trains would 
be hauled right through, without alteration. 

This re-organisation was calculated to effect а reduction in 
{һе annual train mileage of through goods trains, of about 


95 per cent. for the same total ton mileage. At the same 
time the average speed of travel would be increased, the 
total time for the double journey being reduced from about 
56 hours to 26. The saving in new wagons due to this ac- 
celeration of service was estimated to amount to approxi- 
mately 423 40-ton wagons, or the equivalent. 

Partly as a result of the increased average speed and partly. 
as a result of the longer time that electric locomotives can 
be kept in service as compared with steam engines, a con- 
siderable saving can be effected by electrification in the total. 
number of engines that is required to deal with any given 
volume of traffic. On the Chicago, Milwaukee and St. Paul 
Railway, 45 electric locomotives have replaced 112 steam loco- 
motives. 

Electrification has enabled about 30 рег cent. more tonnage- 
to be dealt with in about 80 per cent. of the time formerly 
required under steam operation, which means an effective- 
increase in the capacity of the line due to electrification of 
32.5 per cent. 

Due to its uniform turning efforts, the electric locomotive- 
has a further advantage when starting trains. In the case 
of the electric engine the increase of the effort at starting. 
above the normal effort is greater than in the oase of the 
steam engine, and can be kept up for a longer time. For 
example, take the case of the passenger locomotive whose 
average or continuous rating is 1,400 b.h.p. If such an electric 
engine started with а pull of 17 tons, it could maintain this 
pull up to a speed of 45 m.p.h. At this point the b.h.p. ex- 
erted is about 1,900. If necessary when accelerating up a 
steep grade, this locomotive can produce as much as 3,000: 


.h.p. 

The result of this is that trains started by electric locomo- 
tives can get away quicker than if started by steam engines of 
equivalent average rating. The advantage of this is сеу 
apparent in the case of stopping passenger trains, when by 
increasing the acceleration, the average speed can be con- 
siderably raised, and goods trains when starting from inter- 
mediate stations, and especially when coming out of refuge 
sidings after a passenger train has passed. If an electric 
engine stands for an hour on an up grade there is no reduc- 
tion in its maximum pull. When a steam engine stands for 
some time the cylinders are cooled, and the engine cannot 
exert its maximum pull until they are heated to about the 
temperature of the entering steam. It has been observed 
that this reduction of pull due to cool cylinders is as much 
as 25 per cent. ; 

As there is no necessity for taking in water for electric 
locomotives—with the exception of the small quantity that 
may be required to steam-heat existing passenger stock in 
certain cases—it is unnecessary to provide either water columns 
or troughs on lines designed for electric operation. Similarly, 
there is no need to provide coaling stations, coaling plant or 
ashpits for electric operation. When an existing line changes 
over from steam to electric working, the delays caused by 
taking in water or fuel and raking out ashes are eliminated. 
Again, electric locomotives are designed for double end driving, 
and there is no need for turntables or the delays in turning 
engines; thus in these items, time can again be saved and 
added to the useful working time that the engine 18 in service. 
Further, because the electric locomotive requires no attention 
whatever whilst lying by, а saving can be effected in the 
crew's time, since it is unnecessary for an electric locomotive 
to be in charge of the crew while it is lying over. It can be 
locked and left in а safe place. In the case of а steam engine 
the time occupied in ineffective locomotive duties is over 25. 
per cent. of the total enginemen's time. 

A very serious disadvantage of steam operation is that the 
steam engine radiates heat and uses coal all the time that 
steam is up, that 1з during many hours when it is doing no 
work, and either standing by or coasting. On the other hand, 
the electric locomotive uses no power whatever (except for 
lighting апа heating the cab) unless actually running and 
doing work. This saving in fuel consumption, rendered pos- 
sible Ьу the adoption of electric working, is becoming in- 
creasingly important as the high price of coal suitable for 
steam locomotive firing is more and more pronounced. But 
the main fuel saving which can be introduced by electric 
operation, 1з due to the very much more efficient combus- 
tion of fuel in power stations, than on individual engines. 
This is one of the greatest advantages to be obtained by elec- 
trification. e 

On the Chicago, Milwaukee and St. Paul Railway, one unit 
of electrical energy does the work of between 6 and 7 lb. of 
coal on steam locomotives. With an up-to-date power station, 
a unit of electricity is produced with less than 2 lb. of coal. 


(To be concluded.) 
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The British Industries Fair (Birmingham).—Thera is an 
entry of 500 exhibitors, and many of the exhibits will be much 
larger in bulk than previously. On January lst the work of 
equipping the three great aerodrome sheds at Castle Bromwich 
will be commenced. This section of the fair will again be under 
the Joint organisation of the Birmingham Municipality and the 
Chamber of Commerce. The president is the Lord Mayor of 
Birmingham, and Mr. H. O. Worrall (Worrall & Co., Ltd., 
leather manufacturers) is the chairman of the council. 
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32,963. Electromotive drives for calculating machines." Optische Anstalt 
C. P. Goerz Akt. Ges. December 8th. (Germany, December llth, 1920.) 

32,971. Variable inductance and transformer coils for wireless circuits 
and formers therefor." G. H. Moody. December 8th. 


32,976. ‘' Oscillation generators." Western Electric Co., Lid. December 
8th. (United States, December 22nd, 1920.) 


323,947. “Telephone systems." Western Electric Co., Ltd. (Western Elec- 
ric Co. In.). December 8th. | - 
32,981. tlectrically-operated sound-producing horns for motor vehicles. 


C. W. Inggs and Н. Lucas. December 8th. 


32,982. ** Incandescent electric lamp holders," J. К. Sibils. December 8th. 

32,987. Connection of windings to cominutators in dynamo-electric ma- 
chines.“ W. B. Sayers. December 8th. 

32.997. Devices for registering telephone calls." J. Hutcheson and J. 


Hutcheson & Co. December 8th. 


32,999. High-frequency telephony." Ges. fur Drahtlose Telegraphie and 
Н. Gewecke. December 8th. (Germany, January 26th.) 
33,011. Cross current recooling installations." C. Kohler. December 8th. 


(Switzerland, December 3161, 1920. | 

33,033. Apparatus for reducing interference of atmospheric, &c., disturb- 
ances during the reception of wireless telegraphic signals.” J. К. Hele. De- 
cember Sth. 


38,042. Emergency portable signalling apparatus for mines." Т. Hall. 
December 9th. 

33,047. '' Railway or tramway rail joints." E. C. Strong. December 9th. 

33,051. “ Electrical switches and operating gear therefor.” W. G. Pipkin 
and Verity's, Ltd. December 9th. 

33,060. '' Electric fuse boards.“ Cable Accessories Co., Ltd., A. Crawford, 


and F. H. Reeves. December 9th. | 
33.098. Electric feeder connectors for contact rails on electric railways.“ 
Callender's Cable & Construction Co., Lid., P. V. Hunter, and J. Mather. 
December 9th. | 
33,099. ©“ Supports for electric cables, pipes, &c." Callender's Cable and 
Construction Co., Ltd., К. А. D. Macalister, and J. S. McCallum. Decem- 
ber 9th. 
33,119. 
White. 
33,121. 


Means for mounting and driving magneto-electric machines.“ J. 
December 9th. ; 

Sparking plug." J. E. Temple. December 9th. 

33,128. '' Multi-pole sparking plug." F. L. Eldridge. December 9th. 

33.129. Machine switching telephone exchange systems." Coventry Auto- 
matic Telephones, Ltd. (Е. R. McBerty) and Peei-Conner Telephone Works 


(McBerty). December 9th. 

33,132. '' Process for increasing frequency." Н. Sefton-Jones (Lorenz Akt. 
Ges.) December 9th. 

33,135. Apparatus for production of high-tension unidirectional electric 
currents," Н. E. Donnithorne. December 9th. : 

33,137. “ Electric heating systems." G. E. Fox and Н. G. Hayes. Decem- 
ber 9th 

33,151. '' Apparatus for electrically precipitating suspended particles from 
flvids." Siemens Schuckertwerke. December 9th. (Germany, January 14th.) 

33.153. Electricity meters.“ W. Cross (Mordey). December 9th. 

33,154. '' Appliances for electric arc welding." А. P. Strohmenger. Decem- 
ber 9th . 

33,160. '' Transformers." E. Vedovelli. December 9th. 

33,171. ** Apparatus for electrically precipitating suspended particles from 
fluids." Siemens Schuckertwerke. December 9th. (Germany, Tine 28th.) 

33.196. Electrical flooder and tell tale for carburettors of internal-com- 


bustion engines." Т. Cockerill. 


December 10th. 


33,218. “ Boards for charging torch accumulators.” W. E. Pollard. De- 
cember 10th. 

33,221. ‘* Electrically-heated kettle, &c." A. L. Large. December 10th. 

33,239. “ Intermittently operating electrically actuated devices.“ Magneta 
Time Co., Ltd., and А. B. Webber, 1@cember 10th. 

33,284. Combination couplings for electric conductors." L. M. Water- 
house, December 12th. 

33.288. Electrolytic rectifiers.” H. W. Richards. December 12th. 


33,306. '' Process for manufacture of commutators for electric generators 
and motors." A. Oates. December 12th. 
33,349. “ Drying means for electric mechanical pocket, &c., lamps.” A. О. 


French-Brewster. December 12th. 

33,353. '' Means for obtaining telephonic modulation of high-frequency 
oscillations." С. E. Prince. December 12th. 

33,354. Oil-brake switch with resistance.“ Maschinenfabrik Oerlikon. 
December 12th. (Switzerland, December 10th, 1920.) 

33,369. ''Interrupter for metal-vapour apparatus ignited by high-tension 


impulses.” J. C. Pole. December 12th. (Austria, December llth, 1920.) 
372. Electrically-operated clocks." C. F. Johnston. December 12th. 
33,386. ''High-tension condensers.” E. Pſiffner. December 12th. (Ger- 
many, January óth.) 
33,404. ''Cutting-device for 
and Vickers, Ltd. December 
33,419. “ Aerials for wireless signalling." Н. T. Ellis. December 13th. 
33,420. '' Magneto-electric devices." Е. Bosch Akt-Ges. December 13th. 
(Germany, December 13th, 1920.) 


travelling threads or filaments." W. Pool 
th. 


1 7775 " Electric switches." R. H. Hancock and G. A. Russell. Decem- 
ber th. 
33,424. '' Electric lighting plants for motor-vehicles, &c."' E. B. Cot. 


lingham & C. J. A. Owen. December 13th. 

33,428. '' Earthing metal-sheathed insulated wires and cables for electric 
wiring systems." F. J. Clarke. December 13th. 

33,434. '' Device for locking electric-lamp bulbs to sockets." Н. F. D. 
Jacob. December 13th. 


33,435. “ Electric switches." C. C. Garrard, A. E. McColl & A. H. Rail- 


ing. December 13th. 

33,442. “ Electric resistances.” L. E. Hopkins. December 13th. 

aa " Numbering-machine for telephone calls." C. Paul. December 
13th. 

33,466. '' Auto transformer." A. Della Riccia. December 13th. (Germany, 


December 14th, 1920.) 

33,470. Automatic electric cut-outs or interrupters.” L. Kahn. Decem- 
ber 13th. (Germany, December 13th, 1920.) 

33,473. '' Electro-magnetic wave-receiving and amplifying systems.“ F. J. 
Chambers. December 13th. 

33,476. Electric clocks, Miles & J. S. 
Powell December 13th. 

33.490. *'' High-temperature electric furnaces.” Westinghouse Lamp Co. 
December 13th. (United States, December 13th, 1920.) 

33.533. “Insulator for high-pressure electric lines.’ De- 
cember 13th. (France, December 15th, 1990.) 

33,534. Electrical measuring of sounds or mechanical vibrations.” J. R. 
Barden & Hoffmann Manufacturing Co. December 13th. 

33.536. '' Cleaning or regenerating plates of accumulators.” R. С. Reid. 
December 13th. 

33.549. Thermionic valve relavs." E. Pollock. December 13th. 

33,5590. “ Valves for controlling supply of current to anode of valve of con- 
tinuous wave transmitter." А. Onwood. December 14th. 


time recorders, &c." J. W. 


A. Renaudin. 


33.556. ''Slip rings for electrical generators." R. Bosch Akt.-Ges. Decem- 
ber 14th. (Germany, December 20th, 1920.) 

33.559. '' Telephone call counting, registering, and recording apparatus, 
Ka.“ T. G. Anderson and G. Н. Huntsworth. December 14th. 


33,561. “ Means for unlocking magnetically-loc':ed lamps." J. Davies and 
“ea Derby), ltd. & C. Dawson December 14th. 


33,967. '' Electric heating of tools of edge-setting, &c., machines” 
United Shoe Machinery Cs, Lid. (United Shoe te 
December 14th. 


Briti 
Machinery Corporation), 


33.569. Model electric motor." L. Mynne. December 14th. - ү 

33,580. '' Connections for electric cables, &c." E. M. Hill. December 1415 

33,591. '' Electric traction motors." J. W. Hanson. December Ab. 

33, 614. Apparatus for registering telephone calls." P. Rosen. Decem- 
ber láth. 

33,619. “ Means for preventing removal, &c., of electric lamps, Ac., trom 
their sockets." А. S. Dorsey. December láth. | 

33,634. '' Coin-collecting means for telephones." F. W. Hall. December 
14:Ь. 

33,635. Meter registers and control devices tor telephones," P. W. Hau 
December 14th. | 

33,647. '' Electric-motor control systems." Westinghouse Electric and 
Manufacturing Co. December láth. (United. States, December lith, 19%, 

33,049. ** Incandescent lamps." British Thomson-Houston Co, Ltd. De. 
cember láth. (United States, January 18th.) 

33.654. Electrical connecting-devices and lamp-holders." C. J. Mar. 
sollier. December 14th. 


33,657. ш 


“ Armatures of electrical machines." G. H. Fletcher & Metropoli- 
tan-Vickers Electrical Co., Ltd. 


December láth. 


33,003. '' Electrical device for destroying rats." D. Marshall. December 
láth. 
33,701. Safety vents for electric motor cases, switchboxes, junction boxes, 
&c." F. W. Close and Electric Construction Co., Ltd. December 15th. 
33.706. Marking and identifying conductors of multi-conductor electric 


cables, &c." E. T. Williams. December 15th. 


33,717. Electric resistances.’ К. Amberton. December 15th. 

33,726. Thermo-dynamic apparatus." J. F. J. Malone. December Ih. 

33.731. Ignition coil and sparking plug tester." I. Buckley. Deem- 
ber 15th. MEM | | 

33.744. Bringing into and out of electric circuit an inductive resistance 
or choke." W. ngdon-Davies and A. Soames. December lith. 

33,747. “ Electric drive for talking-machines." Е. C. Ker & A. McGregor, 
December loth. NM | | 

33.702. Apparatus for localisation of faults in cables and insulated con- 
ductors.” V. Planer. December 15th. (Germany, December 3rd.) 

33,779. Electric fuses.” W. Clark. December loth. — | 

33,785. Fusible devices for protecting electric circuits." Metropolitan- 
Vickers Electrical Co., Ltd. December 15th. (United States, January 25th) 

33,791. Thermionic generators." Н. J. Round. December lóth. 

33,792. “ Electrical adaptors, plugs, &c.'" A. E. Morgan and J. Saynor. 

th. 

933730 Electric lamps." J. W. Jones & Thor Electric Safety Lamp Со, 
Ltd. December 15th. 


33,807. 


“ Electric couplings." W. J. Lovell & S. B. Pratley. December 
15th. ; 


PUBLISHED SPECIFICATIONS. 


bers in parentheses are those under which the epesifications will be 
Printed and abridged; and all subsequent proceedings will be takes. 


1920. | 
14,093. e Ee dU. 1172.00.) liquids." E. C. R. Marks (Langguth 
1810 Electro. magnetic relays." Creed & Co, Ltd, & T. Lengan 
541277. ee GR AER for distant control." L. L. E. Chauveau. 
Er A ice Sat regulating devices." W. H. Gla«r & W. Н. 


(Cognate application 23,60,50.) (ds 
internal combustion engines.“ L. Griete. 


July 23rd. 1920. 
23,126. төш {ог 
August 6th, 1920. (172, 069.) 
24,439. Apparatus . 
23rd, 1920. (172,078. | mE 
21.693. A E motor wheels for automobiles and 19 
vehicles." G. A. Bishop & R. A. Chadwick. August ah roa 1 
24,654. ''Insulating chain for electric transport lines. . L о 
August 25th, 1920. (172.091.) A | 
24.835. “ Electric discharge lamps." Н. Filippo, D. De ms 
looze Vennootschap Philips’ Gloeilampenfabrieken. August 2th, 
(550. 692.) 
24,839. 


Glaser, Ltd. 


the energy of waves." А. Beldimano. 


& Naam 
1919. 


ы) 5 e is Cou 
„Electric arc-welding systems.“ Wilson Welder & Metais 


26th, 1920. (165,760.) "e Con 
ieee Еее switches and enclosure boxes therefor. Simplex, 


і phli А 5 1920, (172,109) 
duits, Ltd., & Н. F. McLoughlin. August 30th, | 
25.029) Electric water-heater.” 2 J. о үз лш 
25,033. “ Telegraphic-receiving and transmitting apparu 
Marks (J. А. a August 30th, 1920. (172,105.) | "n 
* Means for limiting change of speed in alternatingurre Sn 


d 
R 


25,125. : d 3.47] A. 
1 F. Wall. August 3lst, 1920. (Cognaie application 13,71 
i y y . . , i r E: С. 
et " Stopping or slowing of electric motors." E. M. Medway 


i . S. Medway. September Ist, 1920. (172,122) MT 
8125 360 E 5 and receivers for wireless telegraphy and » 
phony.” А. K. Macrorie, H. Morris-Airey, and G. Shearing. зер" 

. (172,127. . -—— 
125.464. E 1 electric sub- station Me pet 
Electrical Co., Ltd. (Westinghouse Electric & 
ber 3rd, 1920. (172.131) — 5 

25,977. “ Electrolytic rectifier cell. 1 

. (150,958. f | : inns: 
122.415. = F turning- gear ſor starting internal combustion eng 
F. H. Royce. September 15th, 1920. 172,153.) vor vehicles.” ex: 

27.339. Starting and lighting syste us for use on 5 K. M. Аленой 
Anon. des Anciens Etablissements Hotchkiss et Cie. a | 
September 25th, 1920. (172.167.) ЖЕЛТ Metropelitan-Vickt 


systems." M 
Manufacturing Co. 


J. Kremenezky (firm of). March Lith. 


27.558. '' Electrical switchgear.” D. 

Electrical Co., Ltd. September 28th, 1920. (172,170.) October lth 19. 

29,085. ''Sparking-plugs." A. J. Н. Elverson. ee 
ENS a 1 
cru “ Automatic and semi-automatic telephane пати 

Eros., Ltd., & A. Siemens. October 15th, 1920. (15 КОС Eriksson & K 6 
99.383. “ Electric indicator boards and the like. ‚©. 

Jonasson. October 18th, 1920. (172,187.) Nth, 19%. (164,705! 
29,891. “ Sparking-plugs." O. Meissner. June " he Miller & m 
30.135. * Electrically-driven planers and e 0 (172.192 М 

politan-Vickers Electrical Co., Ltd. October 25th, 1 TM acre 
34,847. “ Attachment or fastening-device for oe ае 10. 18 

fittings, pendants, and the like.” С. Н. Tonks. : 

172 ; 

(172,223.) 1921. nicks.“ Bri Thoe- 

7 . "TU i wiles. 
1.492. “ Braking-systems for electrically-driven ve m 
son-Houston Co., Ltd. March 25th, 1918. (157,721) „F. рия 


д chips. 
* Electrolytic device for increasing the speed of ship 


(160,459.) 


6,452. 


2 P 
March 16th, 1920. ү 


p electric bight? 


Я TES | 
11.121. Arrangement of neutral point resistance | A ktieoblattt- Арт 
transmission. svstems," — Allmanna Svenska Elektriskā - аг 
leth, 1990. (161.955. + ОИ 
17.399. *' Electro-magnetic wave-receiving A on 18% 
Radio-Flectrique. November 3rd, 1916. Dividend 47 T Sr 
(165,426. lw cod, August ar 
29 401 “ Incandescent electric lamps.“ E. А. Намо 


(Divided application on 24, 597,20.) (172,267.) 


m "DLückLEY- 
“CAPE. 


TRADE MARK PROTECTED 


Used by t Government Depariments, 
“Municipalities, Railway Companies and 
ding Contractors. 


The only DURABLE. and RELIABLE 
82 Tape for ALL. CLIMATE 


REDUC ED —— SOLE MAKERS — 
PRICES. CONNOLLYS(BLACK LE) 
LARGE INSULATED WIRE & CABLE MAKERS 


~ ALSO~ 


Enamaiied.- Silk and Cotton 

Covered Wires & VI. R. Cables 

WORKS - BL@TICKLES, 
NT£INCHES'T EP. 


Telephone - Cheetham Hil 640 & 641. 
Telegrams: Connollys Blackley’: | 


"LIF EHOLD, FINSQUARE, LONDON iD. 
Telephone.: LONDON WALL 7:68. 


Insulator 
Service 


| 


FANS & MOTORS. 


FORT HOLE FANS—SLOW SPEED. 


And that Service amounts to more than merely taking 
ycur order. From a thoroughly expert investigation of 
your exact requirements to the satisfactory operation of 
ovr product on your Lines, nothing is omitted that would 
ccatribute to the '' Service '' уго buy with 


THOMAS OUALITY INSULATORS. 
JAMES W. GLADSTONE, LTD. 


AGENTS FOR EUROPE, 
7^. Honor Сак Road, LONDON (S.E.), England. 


The Last Word in bre! 


-SHEETS-RODS-: 
-TUBES: GEARS: 

-INSULATORS:WASHERS: 
— BUSHES-ETC. — 


MOSSES & MITCHELL 
GOLDEN LANE glade Aw 


NOTE CHANGE OF ADDRESS. 


HOGAN & WARDROP 


88. Golden Lano, London, E.C. 1. 


TELESHONS! -SENTEAL етсе. 
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The Motor with the 
SILVER FINISH. 


THE MOST POPULAR SELLING 
LINE IN SILK SHADES, 


PLACE YOUR STOCK ORDER NOW, 
| 


Ghe success of the 
» Scholey Fractional 
Н.Р. Motor is due to | 

° 8 — 

design and general 1 
workmanship. “ 1 а. 


for Gas 


or Electric Light. 


NOTE THE 
LOW PRICES. 


Ра 
5% 


E 6 in. diam. 


— . K......ññxñ?; — ͤ— 


SCHOLEY & Co. 


COLOURS. 579% Cn 
Red. Pink. Vieux Rose, Amber, Green, il Shades are not ap- 
Orange, Blue, Gold, Yellow, Emerald, Proved of and rimel 


SPECIAL COLOURS ТО ORDER. 


A. & N. SCAIFE, 


(DEPT, '*8,") 
Wholesale Manufacturers, 
94, Markhouse Road, Walthamstow, London, £17. 


 Vietory Works, 
CROYDON. 


T. lephone—Croydon 2164, 


We have redesigned our Air Damped 
Moving Iron Type Meters, and having 
a good stock can deliver the same day 
as ordered if necessary. 


All recognised Sizes and Scales. 


PRICES RIGHT. 
All Standard Types. 


The Walsall Electrical Co., Lea., 
Walsall, 


ENGLAND. 


Telegrams: " ELECTRICAL.” 


Telephone : 45 WALSALL, 
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y. BARE, SILK and COTTON | ub 
\ COVERED and ENAMELLED THE CONCORDIA ELECTRIC WIRE Co., Ltd., 
i COPPER & HIGH RESISTANCE | : 
"€ WIRES, CABLES, SHEET TRENT MILLS, NEW SAWLEY, DERBYSHIRE. 


ч STRIP and RIBBON. 
` — , EE TELEGRAMS: н Polianite, Long. Eaton." TELEPHONE: Long Eaton 249. 


BE- TE ENAMELLED COPPER ~ 
HIGH RESISTANCE 


Py HIGH RESISTANCE WIRES. 
EE d 


BELL WIRES & CORDS, 
TELEPHONE CABLES & CORDS. 


CHARCOAL IRON WIRE. 
ARMATURE BINDING WIRE. 
FUSE WIRES. 
MEDICAL CORDS. 


INSULATING MATERIALS 
for ан clasees of Electrical Apparatus. 


| aee 52 18Е, Fleh and Sue, | LONDON OFFICE & STORES: 155, Victoria St., S.W. 1. ТЕЕ М Чона о, 
N 
1 
] 2 EY. 111121 
‘ Е | 127 


{ a 
ae T 


| Experience 


= | f, 4? bu | Е 
— 

^|  BRITTAIN'S ELECTRIC MOTOR CO. 

ы (Formerly LANGDON-DAVIES), 

: 8 ee, 


Grams: “ Damophon, Cannon, London. 'Phone : City 2744 (2 lines). 


Makes an Awkward Job Easy. 


HE Flexible Driving Shaft fitted to this new Wolf 
Portable Grinding Machine makes it possible for the 
grinding wheel.to be operated under the most awkward 
conditions, just as easily as if the work was straight- 
5 forward. Being fitted, if required, with a Mobile 
Trolley, it enables work to be carried out in any part of 
the shop, without the necessity of taking it to the bench. 
Easily operated by one man, this device considerably 
eliminates fatigue, and is a remarkable time and labour 
saver. Manufacturers and Engineers who are anxious 
to increase their output cannot afford to overlook our 
many labour-saving Electric Tools. May we send you 
full particulars of this remarkable labour saver and 


our complete Catalogue? It will place you under no | de So 


obligation and prove of exceptional interest. — eS 


S WOLF & CO., LTD., 
115, Southwark Street, London, S.E. 1. 
Telephones : Central 5172 and Hop 2734. 
Coventry: 6, Warwick Row. 
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p MACHINERY 


THE ELECTRIC CONSTRUCTION C* L= 


HEAD OFFICE 


DASHWOOD HOUSE. 9 NEW BROAD ST 
LONDON. ECe. 


" ^ 10820 CENTRAL 
“CONCORDANCE AVE LONDON i | е 
ММ © F2 K 5 - TELEPHONES. 2671 LONDON WAL 
TELEGRAMS | e CTRIC WOLVERHAMPTON 


BUSHBURY WOLVERHAM PTON * \455 & 1456 WOLVERHAMPTON 


Your. Enquiries are Solicited: for :— 


ACCESSORIES 


Ceiling Roses —2 and 3-plate. 

Round Cut-outs— 5 and 10 ampere. 
Oblong Cut-outs —5, 10 and 20 ampere. 
Plaster lined cut-outs, 5, 8, 10, 20 & 30 


amperes. | 
Counter Weights Sets. 


All the, above of BEST QUALITY with heavy brass 
Terminalsand of ENGLISH MANUFACTURE 


throughout 


SPECIAL PORCELAINS 


To Customers; Sketches or Samples. 


FIREITE. 


A perfect Insulating and Heat Resisting Porcelain for 
ELECTRIC FIRES, SPARKING PLUGS, ELEC- 
' TRIC FURNACES, etc., moulded or threaded to any 

desired design. 


The ELECTRIC & ORDNANCE 
ACCESSORIES Co., Ltd., 


(Proprietors, Messrs. Vickers. ina Clincher. 


Offices & Works :— Havelock & Shelton Potteries, Hanley, оп, SW. 
London Office: = = Vickers — Broadway, London, S. — 


PLEASE ADDRESS ALL ENQUIRES TO HANLEY. 


CLEATS. 


2-Way and 3- 3 Knob. 
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FREDERICK SMITH AND COMPANY 


(Incorporated in the LONDON ELECTRIC WIRE CO. and SMITHS, Ltd.). 


‘COPPER WIRE 


100 Per Cent. Conductivity. All sizes to 001. 


. NI d Hard Drawn H.C. Copper Line Wiro; Special Tinned Wire. 
AMADE BARK 


COPPER TROLLEY WIRE, 
SPECIAL SECTIONS. 
BRONZE TROLLEY WIRE, 


MAXIMUM TENSILE STRAIN, DURABILITY AND CONDUCTIVITY. 


SILICIUM BRONZE WIRE 


“С” QUALITY FOR TELEPHONE LINES, &. 
PHOSPHOR BRONZE SPRING WIRE. 
Aluminium Wire and Strip for all Electrical Purposes. 


Salford, MANCHESTER. 


iy o 


Anaconda Works, 


Immediate Delivery. 


WALL PLUGS OF * $ DFES, 


INCLUDING 


3-AMP. FLUSH. 
5-AMP. ORDINARY. 
5-AMP. HANDSHIELD. 
10-AMP. ORDINARY. 
10-AMP. HANDSHIELD 


(as illustrated). 


10/15-АМР. HANDSHIELD. 


10-AMP. LONG-HANDLE 
HANDSHIELD. 


5-AMP. COMBINED SWITCH 
AND WALLPLUG. . 


чы — 10-AMP. COMBINED SWITCH 
— — | AND WALLPLUG. 


10-атр. Hand-Shield Type. | IS and 10-amp. combined 
(Actual Size.) | Prices on Application. ^ ` Switch and Wall Plug. 


The B. E. Co. CS) Ltd., 


Hendon House, 57, Upper Thames Street, London, E. C. 4. 


Phone: CITY 4047. Telegrams: “UBBECOLITA, CANNON, LONDON." 


© _ 2 
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THE ELECTRICAL REVIEW. 


Reliability is the es- 
sence of the country 
house lighting job, 
and in the end it de- 
pends on the battery. 


Make sure of relia- 
bility by specifying 
* Tudors.” 


They mean profit 
and good will to you. 


» | i 


— , 


І 
] 


Nu 
E e } is “all ; 
Our expert advice in ЄТ 
the choice and assist- 
ance in installing Au 
them is at your M LAUN ШИШ ШШ 
service. е: mart T | 
о о ТЛ 
Write us to-day. ТҮН . ТЕ Б 
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Sole Manufacturers for the United Kingdom : 


cel UDOR ACCUMULATORS 


2 Norfolk St. Strand. London. 


WC. 2. 


Jelephone: Central 3308, Jelegrams: Subconical. Sstrand London. 
Works: Dukinfield, near 


anchester. 


2 mum 
. АЎ б, 
— n TR- A dn tN. 1 


а 


Contractors (o H.M. Admiralty, War Office, 


Royal Air Force, Post Office and Foreign and Celoniel Governments. | 


| 
| 
| 
UR ay | 
| 
| 
| 
| 
| 
| 
| 


^ 
“ 
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POWER WITH ECONOMY. ||| WELLS’ OIL CABINETS 


Made in Tinned Steel, 
MIRRLEES-DIESEL Enamelled Bright Red with 
OIL ENGINES. 


Galvanised Iron bottom. 
British Made. 


Best and most reliable for Electricity 
Works and Private Power Stations. 


Capacities 6 to 50 Gallons. 


‹ 


' : Polished Brass Force- Pamp. simple in 
ENG 0) | | eonstruction, screwed into place and readil 
А INE | removable for filling Cabinet from a barr 


Also makers of Waste Oll 
" » Filters, OII Cisterns and 
— 4 Settling Tanks. 


— — 
A. C. WELLS & Co., 101a, Midland Rd., 
St. Pancras, LONDON, N. W. 1. 
Works: MANCHESTER. 
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Stamped Slip Fittings 
a Speciality. 


Bug from the Makers with the Longest Experience. 


MIRRLEES, BICKERTON & DAY, 


LIMITED, 
HAZEL GROVE, -STOCKPORT. 
LONDON OFFICE: 


CE: 
“MIRRLEES HOUSE," 7, Grosvenor Gardens, WESTMINSTER, $.W.1. 


" CONREX" 
Patent Inspection Patent Inspection 
Normal Bend. Tees. 
Ө Wide range и тиш 
— Accessories an ools in 
ane : 
ee . Stock, including Rawlplugs 


for fixing. Prices quoted 
to your specification 


Send for fully Illustrated List. | 


TELEPHONES: 


Offce : Holborn 123. 


Stores : — 8 К = * 5450. 


any 


r 6 БИБ „и ЕТТ LEFOLD 


ШШШ =” 
Poly phase Motors. & SONS LTD. 54 HIGH HOLBORN 


Squirrel-cage and slip-ring types, 
all standard voltages and cycles. 


| 1 to 50 Horse-power. 
Good stocks and quick deliveries. 


ELECTRIC RADIATORS. 


| BREAKDOWN for 12 months from date of invoice. 1f during that period New Lists Now Ready. 
| гераігз are necessary we undertake to carry these out free of charge. provided 
| that such machines have been properly ecected. and suitably protected against 


i undue overloading. and that the damage does not arise out of wilful ке fice. IC 
} flood. or ordinary wear and tear, but if a breakdown results from wear and tear : | 
| | we will make good the damage to the machine. It is understood that the motor REDUCED PR ES 
| or parts of same requiring repair shall be returned to our Works carriage paid. 
1 We do not hold ourselves responsible for repairs made or attempted te be made 


- without our sanction. 
,p This Guarantee is limited to the original purchaser, and is subject to our M ANY NEW DESIGNS. 


Representatives having access to the motor for the purpose of inspection at all 
reasonable times during the period of Guarantee. 


* Marshall & Plumtree, Ltd., | |soUTHERN ELECTRIC Co., Lid. 


20, High Holborn, London, W.C. 1. 138, Southwark Street, 
Telephone : Chancery 7144. LON DON, S.E. 1. 
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0f age but still growing. 


Increasing sales for over twenty-one years not ‘only 
show that the design is right, and up-to-date all the 
time, but also indicate what is even more important, 
that the workmanship is sound and that the switches 
stand the rough handling for which they are intended. 


DORMAN ё SMITH I? 
p — EL. TRICAL WORKS, SALFORD, MANOHESTER: 
ICE : 17, VICTORIA ST., WESTMINSTER, 8. . 
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. THREE-PHASE SQUIRREL CAGE THREE-PHASE SLIP-RING INDUCTION MOTOR, 


INDUCTION MOTOR, CLASS А С. 
ENCLOSED VENTILATED TYPE. | 
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DIRECT CURRENT MOTOR CLASS 
C.B., ENCLOSED VENTILATED TYPE. 


THE 
ENGLISH 
ELECTRIC 
COMPANY, 


LIMITED. 


WORKS : 
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HINTEN 


IN DUSTRIAL ELECTRIC 


CLASS A.G.S. PROTECTED TYPE. 


FITTED WITH SHORT-CIRCUITING AND BRUSH.LIFTING 
DEVICE. 


“English Electric“ Motors combine 


all the latest developments in elec- 


trical and mechanical design and are 
the product of the amalgamated 
experience of the various works of 
the Company. 


A vide range d types has been 
designed, and we are therefore in 
the unique position of being able to 
supply machines suitable for all 


industrial purposes. 


Should you require’ advice as to 
the type or size of motor ‘that will 
best meet your requirements, the 
experience of our engineering staff is 


at your service. 


Standard sizes ready for 
immediate delivery. 


DICK, KERR WORKS, PRESTON. ORDNANCE WORKS, COVENTRY. 


PHCNIX WORKS, BRADFORD. 


SIEMENS WORKS, STAFFORD. 


WILLANS WORKS, RUGBY. 


QUEEN'S HOUSE, KINGSWAY, LONDON, W.C. 2. 


TELEPHONE: HOLBORN 830. TELEGRAMS ; 


ОО о 


TALIA MR q 


" ENELECTICO, WESTCENT, LONDON." 
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Duncan Watson & Co., 


Electrical Engineers, 
61/62, Berners St., London, W. 1. 


Established Quarter of a Century. 


OUSEWIVES who take pride in the 
cleanliness of their home will thank 
you for introducing the two home 

labour savers—Rotapex and Apex. Your sales 
are helped by our advertising. When the 
housewife comes into your shop—see that you 
are ready—it means money to you. 


ЕӘТАРЕХ 


"UNITIZED" ELECTRIC WASHER 


OTAPEX is the 
electric washer 
that revolution- 

ises home washing. 
A real washer that 
doesn't have to be 
coaxed — shorn of 
all the complications 
associated with me. 
chanical washers. The 
housewife can use it 
and mill use it when 
she sees the simplicity 
of it. As to construc- 
tion—here again is expressed all 
that is latest and best. 


There's business for 
you in Rotapex, too. 


AE N 
А ЫР: 


cleaner—has strong claims 

on the house-proud woman 
who knows how clean the home 
should be. Light, portable, con- 
structed on sane, simple lines, 
there is no better cleaner, and the 
housewife knows it. Show it to 
her — sell it to her. But first 
examine Apex construction your- 
self. You. will know then that 
your sale will be easy. 


А PEX — the better suction 


There's money in Apex 
for you — ask us how. 


ELECTRIC SUCTION CLEANER 


Both Rotapex and Apex can be seen 
any time at our showrooms—yeu «an 
sead your clients, toe, Your interests 
ere protected. 


Ask alse about E 
Vacuum 8 and Santo 


00000 9$99999999909000000000000€ 


What you want 
al the price 
you want. 


There is one thing you can alway; 
depend upon getting when dealing 
with us, and that is a "square! 
deal." Whatever it is you order 
you can rely on the goods being 
the best of their class and quoted 
at rock bottom figures. The man 
we cater for is the keen buyer, the 
expert purchaser who very properly 
desires to buy in the best market, 
and who knows "quality" when 
he sees it. 


To such we issue a cordial invita- 
tion for enquiries. Our Stores 
have been enlarged, and carrying 
as we do, ample stocks of Z Drawn 
Wire Lamps (and other makes), 
Electrolux Cleaners, &c., we can 
despatch promptly. | 


\ 
! 
1 


We have introduced a novel type 
of indirect bowl fitting. This is 
translucent, and can be supplied to | 
resemble plain or coloured marble. | 
It is light, strong, and cheap. 
You should call and see it. 


Z Electric Lamp & Supplies Co., Ltd., 


73, Newman Street, London, W.1. 


Telegrams: 
Telephone: Í " 
Museum 4650/1. "* Zedellam, Phone. Loodes. 


BRANCHES: 
BinutMGNAM : 8, Church St., Colmore Rea. 
BRiSTOL : 59, Victoria Street. 
DusLix: 5. South Anne Street. 


——= A" 
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| GENTS' | 


ARE MAKERS OF 
WATER LEVEL— 


INDICATING, 
RECORDING and 


ALARM APPARATUS 
For RESERVOIRS, FILTER BEDS and 
IMPOUNDING TANKS. 


SEWAGE AND STREAM RECORDERS 
Mechanically or Electrically Operated. 


ELECTRICAl— 


MECHANICAL— 
FOR FOR 
SHOWING AT WORKING 
A DISTANCE. LOCALLY. 
Pen and ink and a ene ee 
Postoard bring full SUITABLE FOR 
detalle. TRANSPORT. 
FARADAY we 
= FACTORY :—Faraday Works, LEICESTER. 
LOWON:—26, Vitara Boost, £M. . 
NEWCASTLE-ON-TYNE :—Tangent House, 
' LEICESTER 52, Blackett Street. 
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E[L.IO"T | 
X ELECTRICALLY- OPERATED Æ 
& RECORDERS 
FTLESSSEZORSSEGERS 


1 CENTRAL BUILDINGS 


иш иш иш EN For durability, economy, - 
——— | — reliable working, and 
above all, for steady 
light— instal 
Chey save “ HINDLEY 77 
Space. 2:7 


VERTICAL GAS 
ENGINES. .... 


Made in units up to 250 Kw. 


For Direct-Coupling to Electric Generators. 


Alo VERTICAL HIGH-SPEED 
STEAM ENGINES. 


LET US SEND YOU FULL PARTICULARS. 


E. S. HINDLEY & SONS, 
BOURTON, DORSET, 


AND 
11, Queen Wictoria Street, Е.С. 4. 


.. —ñ— — — 
ип киш ш UN и um um um 
— ———— — == QUESEMREREC EINER == А 


TELEPHONE : CITY 9804. 


м ate stronger: 


| d] 
J Articles “Wy 
WELDED / 


Ш2Е 


neatec 
& better 


Мате you oonsidesed Г 

these facts as applying te some 2 
of the apparatus oe parts you use? A 
2 

22 

— 


competitive prices, апа can handle articles 
from a few pounds up to 10 toms. 


Send us dimensioned draw- 
è 222 ings and let us quote. 


R. Jenkins & CL” 
TNR Rotherham | 


2222 ‚з N N 


7 


777 TET 
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FULLER. BLOCK TYPE ACCUMULATORS 


SURPLUS GOVERNMENT STOCK. ABSOLUTELY NEW. 


CONSIDERABLY BELOW COST 


Only a limited a) of our original’ stock of 26,400 left. Send 
your enquiries before it is too late. This offer cannot be repeated 
when present stock is sold. Unobtainable elsewhere at our price. 


These Acoumulators bave ne plates to buckle. Internal short-cirouiting is impossible. Will hold their charge fer montis, 


LIBERAL DISCOUNT TO THE TRADE. 


“Тһе Autocar," July 26th, 1990, gave an unsolicited 
article referring to our remarkable offer to supply ihe 
finest Accumulator on the market at a price unheard 
of before, and recommended owners of cars, who are 
desirous of equipping their cars with an efficient lighting 
set at a hargain price. to communicate with us at once, 
A detailed and instructive scheme of wiring these cells 
in рее, together with diagram, was given, We have 
bad this article reprinted. 


4-volt,' 20 amp -hour (actua!) 
Celluloid cases only. 


AS SUPPLIED ТО:— 


The Manchester Corporation. 

The Grimsby Corporation. 

The Brighton Corporation. 

The Witney Urban Distriot Council. 

The л Wight Electric Light & Power 
. 0 


LET US SEND YOU A QOPY. 


„ Ltd. 
The Folkestone Electric Supply Co. 
The North коо? Electric Power 


upply Co. 
The Northwich Electric Supply Co. 
The Automobile Association & Motor Union. 
The Cambridge University. 
Pirelli-General Cable Works, Ltd. 
British Insulated & Helsby Cables, Ltd. 
The Commercial! Cable Co. 
Callender's Cable & Construotion Co., Ltd. 
The Great Eastern Railway. 
The Dublin & Lucan Electric Railway Co. 
London & South-Western Railway*Co., 


And most of the Leading Houses in the 6-volt. 20 amp.- hour (actual). 
Electrical Trades. Supplied with or without Teak Outer C»ses. 


SEND FOR PRICES NOW. 


The CITY ACCUMULATOR Co., 


75, GREAT EASTERN STREET, E.C. 2. 


The 6-Volt and 10-volt sets are supplied with strong Teak Cases, 
fitted with wutside :erminals (as per illustration), brass hinges 
and fastener and solid leather straps. 


phone 1338 Clerkenwell. 10-voit, 20 amp.-hour (actual). 


LONG-BURNING, STEADY-BURNING. 


For Arc Lighting, Cinematograph and Searchlight Work. 


In buying Conradty’s Carbons you can rely on 
(1) Reliability and Uniform Quality. 
(2) Prompt Delivery. 


Prices and Particulars from the Sole Agents for the United Kingdom and Colonies : 


Sloan Hectrical @, 


8, 10 & 12, GOLDEN LANE, LONDON, E.C. 1. 
TELEPHONE : Clerkenwell 2032 (4 lines). TELEGRAMS : Slonetric, Barb. London. 


Branches: 
MANCHESTER : | EDINBURGH: | GLASGOW : 


1 
6 & 16a, Jacksons Row, Deansgate. 79, 81 & 85, Hanover Street. 27, Hope Street. 


~ 
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Right through 


the complete series of Apex Switch Gear 
—the perfected Apex movement is used. 
Every Apex must operate correctly 
quite independently of the user. Care- 
lessness of the grossest kind cannot 
prevent it functioning either to the on 
| or to the “off” position rapidly and 
a | effectively. There cannot possibly be 
à any intermediate position ; and then all 
contacts are broken or made simul- 
taneously—which means that risk of 
arcing is reduced to the minimum. 


* APEX " 


ЦИ 


IM 


Зу уетуүуи уутунуу уннин уи үиүн тни нинин! 


* 


A j 


APEX IRONCLAD 


WATERTIGHT SWITCH & FUSE 1 R О N C L A D 
GLASGOW PATTERN 

Knife Switch operated by the exclusive SWITCHGE AR 

APEX quick make and quick break move- 

ment on four contacts. The possibility of 

destructive arcing is reduced to a minimum. 


— EN - 


A particularly useful and reliable model. Take an opportunity of inspecting any Apex 
m Fuses are Porcelain replace- Switch—note the sweet, smooth silkiness with 
= ment Home Office Type. which contact is made or broken—try to do 
г Туре No. par ы illustrated. 30, something wrong — then note the general 
g Type No. 401.—D.P. or T.P. Switch only, 30, excellence of design, construction and work- 
ен mauship — and you wil make Apex your 
p y рех 
standard for every job requiring ап ironclad 
switch. In addition to the models illustrated, 
Apex Switches are made in Side Handle type 
with and without H.O. Fuses, Watertight 
Switch Fuse, and Mine Type Switch Fuse 
i for fiery mines — all of them ironclad. 
Y | е * 
| Fall particulars and prompt delivery of Apex Switchgear from: 
С=С ee umo ĩð ЕС і 
| ! 
i ! FOSTER ENGINEERING CO., Ltd., DOWNES & DAVIES, | 
| | Morden Works, Wimbledon, London, S.W. 19 | | 1 & 3, Stanley Street, Liverpool. | 
| | , 
i Telephone : 1800 Wimbleden (three lines). | : Telephone: Central 5794 and 5473. | 
І Telegrams: FOSTERACO. WIMBLE, LONDON. ! ! Telegrams: UTIS. | 
FFC €— а om кие НЫНЕ. ! ———— Фа ам све айм еа со «лд an Oe «та em тир ан® an om по иль Өй CE о ал эм ER ане «з ЕР “і 


DRAKE & GORHAM Wholesale, Ld. 
67, Long Acre, London, W.C. 2. 


| | 
THE SUN ELECTRICAL CO., Ltd., : 
118-120, Charing Cross Road, London, W.C.2. | 


Telephone : 4850 Regent (three lines). 


Telephone : 7766 Gerrard (four lines). Telegrams: DRAGORLITE, RAND. LONDON. 


Telegrams: SECABILIS, OX, LONDON. 
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— Manchester, ~ 
Lublin 4 Belfast, - 
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WIL. SIEMENS SUPPLIES 172 
EM OLN ELECTRICAL Ye Em ~Londan. ... 
wee SLELTAILAL SUPPLIES L728 = ndr 
EM (LLP ELELTAIC MAN, 
Ew JC WHITE ~ «Manche * 


REDUCE costs by using the Cneaper - than - Wood 
WELCO” SLOTTED STEEL ‘BARS for al. 
l'ixing Framework, for all Switch, Meter, Fuse, Service 
and Starting Panels and for Buildings and Partitions 
NO FORGING. NO DRILLING. 
NO TAPPING. NO FITTING. 


Manufactared in Mild Steel in 


[ с» 


be == 


CHANNEL BARS. E ANGLE BARS. 
] in X I in. X ё in. per ft. 9d. lin. x 1 in. х à in. per ft. 9d. 
II in. x Lin. in. 1/1 13 in. X 1àin. I in. 1 
fio * id. * tin „ 1/8 4114. xdi * Ji . 5 


ИНИНИ eee 


FLAT BARS. 
1 in. X 44in. per ft. 6d. 
15 in. x in. „ 10d. 
2 in. * 4 in. 2s 1/2 


a 
© 
С) B 
8 : 
923 


Supplied in Random Lengths, 6- 10 ft. Quantities of less than 
100 ft., plus 1095, f.o.r. Birmingham. 


A 
| 
| 
| 


TT EC Et 


ME ee 
©, 


MAKES AN ENGINEERING JOB. 
OF YOUR PANELS 


Seeesecso 
3 02e „„ 


: WRITE FOR SAMPLES | 
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We 


TELEGRAMS: 
HIVOLTSIT, LONDON. 


TELEPHONE: 
WILLESDEN 974. 


TRADE МАНИ 


STANDARD INSULATOR CO., L 


99 & 78a. SALUSBURY ROAD, 
KILBURN, LONDON, N. W. 6. 


MOULDED INSULATORS 


VULCANITE. 
STABALIT. 


EBONITE or 
HIVOLTSIT or 


Perfect Insulation. High Dielectric Strength. 
WIRELESS INSULATORS A SPECIALITY. 


The 100 % Efficiency MAGNET WIRE. 
ENAMELLED. SILK. COTTON. 


шли} Сопат 


VARNISHED 
INSULATED TUBING 


COTTON & SILK. 
ALL COLOURS. 
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VAN 


SLOT INSULATION 


DIELECTRIC STRENGTH, 500 to 700 VOLTS PER MIL. 
=== 


ASBESTOS COVERED 
MAGNET WIRES 


FIREPROOF. MOISTUREPROOF. ACIDPROOF. 


LW 
IN: 


LITZENDRAHT 


HIGH FREQUENCY CABLES. 
т HONEYCOMBE COILS. 


MOLYBDENUM WIRE 


ALL SIZES UP TO 001 "|, dia. 


PURE PARA TAPE. 
FINELY WOVEN ASBESTOS TAPE. 


и НИНА 
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Five-ply 
Backboards 


for mounting 


Fuses, Meters, &c. 


These are made from the most 
carefully selected hardwood five- 
ply boards. They are particularly 
strong, and owing to their con- 
struction, are not liable to warp. 


STOCK SIZES (in Inches). 


> se ite |. “ete | hee 15 

11 x 24 12 x 12 12 x 18 13 x 16 

13 x 24 15 x 18 15 x21 | 18 x 20 
| 


18 x 24 | | | 


6x9 | 


Carefully packed in non-returnable crates 
containing 10 Boards, 80 Insulators, 
and 40 2-in. No. 12 Fixing Screws. 
Easy to stack, and can be given out in 
a serviceable condition. 


— 4 
a pork 


PACKAGE CONTAINING: 
INSULATORS and 
` FIRING SCREWS. 


W. T. HENLEY'S TELEGRAPH WORKS.CO., LTD., Blomfield St., E.C. 2. 
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FOR 
POWER FACTOR 
IMPROVEMENT—- 


The merits of the self-starting 
synchronous. motor are becoming 
more fully realised. 


Such motors start up like 
ordinary induction motors 
and pull themselves into syn- 
chronism. No skilled atten- 
tion is required. 

They Improve the power 
factor and drive useful load. 


LANCASHIRE 


= SELF-STARTING 


SYNCHRONOUS Motor 


has taken a leading part in the development of this 
class of motor, being the first machine of its type 
built in this country. 


| 
| 
| 
| 
| 
FOR 14 YEARS, 


SE SAR SEE 


First supplied about 12 years ago, it proved a | 
great success, and many similar motors ranging in 

size between 50 and 1200 K.V.A. have since 

been installed for improving power factor whilst 

at the same time driving :— 


Air Compressors, Pumps, 

Blowers, Line Shaftings, 
Fans, | Textile Machinery, 
| | Etc., Etc. Е 


If you are troubled with low power factor, we invite 
you to consult us, Our wide experience in pouer 
factor correction is at your service. 


N SNS 


THE | M 
LANCASHIRE 2. 


NS 


` N 


THE ASSOCIATED WITH 
» Y р Figo ocs 
| Co. 
MOY RRMA RAY MN Aay МУК d "E 
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TRAFFORD PARK WORKS, MANCHES 


^on. Ce M TTD 
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| Power Presses. 


Get into touch with us to-day, we 


ean help you. 


Е. W. BLISS Co., 4, Pocock St., London, S.E. l. | 


| And at 4, Norwich Unien Chambers, Birmingham, | | 
D. --——— B. С — "-— ee — | | 


Ш RADIUM ш. | 


es. Design) 
678644.4 ж! 


LP —— 
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Cheapest to buy, to install & to maintain 


If you require an A.C. Motor by all means get a Watt 
Motor. This is a great advance on ordinary induction 
motors. It is more efficient. Its chief feature is its high 
starting torque. Immediately it is switched in full load 
torque is developed, the starting current being only 50% 
above normal amperage. In spite of their superiority 


Motor» 


cost less than others. Less to buy, less to install and 
less to maintain. Starting gear is unnecessary. Only 
a main switch is wanted. For driving pumps, presses, 
machine tools, etc., Watt Motors are ideal. 


We will be glad to quote you. 
Sizes 1—75 H.P. delivered from stock. 


Watt Motor Ltd. 


PREMIER. HOUSE, 
150 SOUTHAMPTON ROW, 


ШШШ ШШШ ШЇ 


ШШШ ШИ ШШЩЩ ЩЩ 


ОООО 
ОООО 


LONDON, 


ОООО ТТТ 


VV. C. l. 
"PHONE: MUSEUM 3661 
ШЇ ШШЩЩ ШШЩЩ ШШШ aim a 
ШПШЇПШТХТХТХТТТТХШТШТШШШЩИ ДШ ШШ ШШ ШЫ 


ELECTRIC FIRES, Ltd., NORWICH. 


— 


RADIATORS. 
GRILLS. 
TOASTERS. 
FACTORY 
oo HEATERS. 
FISH GARAGE 
HEATERS. 
mE | 
: | BRITISH UNIQUB | 
Bliss. Presses are to be found every- | MADE, DESIGNS. | 
where. Here is one punching out 
Pole Pieces, complete, at the rate of 
500 an hour at Newcastle-on- Tyne. 
t experiment yourself, but take 
advantage of our past experiments. EP — Ф 


ОООО 
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Complete 


for Every Industry. 


The illustration shows a recently completed 
Curtis Turbo-Alternator—the largest power 
unit constructed in the United Kingdom— 
designed and built at the Rugby Works of 
this Company. 


Ihe capacity of this turbo-alternator is :— 


30,000 kW, (40,000 kV A), 3 phase, 6,600 volt, 
50 cycles, 1,500 r.p.m., 200 lb. per sq. in. 


gauge steam pressure, 282 in. vacuum. 


Electrical Plant of Every Description 
for every Industrial Service, 
| is Manufactured by 


THE BRITISH THOMSON-HOUSTON CO., LTD., 


Electrical Engineers & Manufacturers, 


Head Office & Works: Rugby, England. 


Electrical Equipments 


[December 90, 1924 


B.T.H. PRODUCTS, 


Steam Turbines. 
Turbo-Compressors. 
Blowers, Exhausters. 
Generators, A.C. 
and D.C. 
Rotary Converters. 
Motor Generators. 
Phase Advancers. 
Slip Regulators. 
Switchboards. 
Industrial Switchgear. 
Motor Control Gear. 
Motors, A.C. and D.C. 
Electric Locomotives. 
Train Equipments. 
Tramway Motors. 
Magnetos. 
" Fabroil" Silent 
Pinions. | 
Flow Meters for Steam, 
Air, Water and Oil. 
Lighting Fittings. 
Mazda Lamps, vacuum 
and gasfilled. 
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THE FIRST ENTRY 
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SIEMENS BROTHERS #0 [n 


MANUFACTURERS. 


General Offices and Works: 


WOOLWICH. LONDON, 5:13. 


Telehhone: 


SIEMENS WGXWICH. CITY 6490 (7 tines. 
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CARSON'S ү ALABASTER. 


We are now receiving 
regular shipments of 


ITALIAN ALABASTER BOWLS, 


On View at our Showrooms. 


THE 


ASSOCIATED ELECTRIC TRADERS, LIMITED, | | 


MATERIALS OF ALL Ins | 2, Percy st., Tottenham Court Road, W.. 


Proprietors :-THE E. S. Co., Ltd. 


“THE LIGHT HOUSE,” 


233, Tottenham Court Road, London, W. . 
we АРЕ ACTUAL MANUFACTURERS 


SILK SHADES. 


BIG REDUCTION IN PRICES THIS WEEK. 
RING— museum 2516/7. 
TRADE COUNTER for ALL ELECTRICAL SUPPLIES 8.30 a.m.—6 p.n. 
'"MANCHESTER-  |MIDDLESBROUGH- 


10, Greenwood Street, High School Chambers, 
Corporation Street. Albert Road. 


| 
| 
| 
| 
| 
ТНЕ ELECTRICAL SUPPLIES C0. 
| 
| 


ARMSTRONG, STEVENS a SON, ` 


VWHITTALL ғ Жын Ltd., 
BIRMINGHAM. 


4, PRICES 
QUCTED 


ON 
Й APPLICATION. 
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Motors and Dynamos 


for all conditions of service. 


We manufacture these machines in various The machines are first-class in design and 
types to suit all conditions of service. construction and embody many special 
features which help to give reliability and 


For every situation we can offer you a | 
ry “ку | lengthen the life of the machine. 


machine that will give entire satisfaction. 
Our prices are reasonable and we can give 


Our twenty years' experience in the manu- early delivery. 


facture of motors and dynamos enables us 
to offer the right type for the job. |. May we quote you? 


Manchester, England. 
London. 49 Queen Victoria Street. EG 
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Alternating to Direct Current. 


- Mercury-Vapour 


RECTIFIERS 


FROM 


3 AMPERES.. НЕН 


EFFICIENCY. 


SEND US PARTICULARS OF YOUR REQUIREMENTS :— 


af eee M ————— 


2: —— ea er ccm 


Visit our HEWITTIC ELECTRIC COMPANY, LTD., 


Showrooms: 


elephone :— 
North 624 & 625. 
Telegrams :— 
"T Hewittic, Kir across, 
London. 
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80. York Road, King's Cross, London, N. 1. 
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WHERE THE SELLING VALUE OF YOUR PRODUCTS 
AND PURCHASES OF RAW MATERIAL ARE DETER. 
MINED BY WEIGHT —IS ACCURACY. UNLESS YOU 
HAVE TRUE RECORDS OF MATERIAL DELIVERED 


AND DISPATCHED, THE ELEMENT OF DOUBT iS 
EVER PRESENT. , 


AVERY PATENT AUTOMATIC WEIGHERS 


ENSURE CONSISTENT ACCURACY, RELIABILITY 
AND DISPEL DOUBT. AS ECONOMISERS, THESE 
MACHINES ARE UNEQUALLED. AND ARE ESSENTIAL 
Naes. AVERY PATENS AUTOMATG IN ALL MODERN PLANTS. WRITE NOW FOR PARTICULARS. 
WEIGHBRIDGE AND TOTALISER AUTOMATIC Оет, 


AW T AVERY IB, g, BIRMINGHAM. 


“INKWELL”  “SUPER-SCILP 


GRAPHIC INSTRUMENTS | INDICATING INSTRUMENTS 


For A.C. and D.C. Circuits. 


BENMREEERENERED! 


RET ERER RSPR ORR PR RRR REEDED 


For A.C. (Moving - Iron Type). 
For D.C. (Moving-Coil or Moving-Iron). 


SNM ES и OA, МИМ 7 


The Last Word 
in Instrument 
; Design. 


E — — — —— —„—-— — М. — 


Tc NOR 


These Super-seale” Instruments are made with 
4 in., 5 in., 6 in. and 8 in. Dials, 


Our *' Inkwell " Graphers аге supplied to record : each size possessing the following advantages over 
Am Frequency, ordinary instruments :— 
Vols, ^" Power Faotor, i E 
Watta, 8рвей.. The SCALE for any given size is NEARLY 
i and ere the latest and most perfect design in So LONGER. 
:Sraphic| Instruments and their employment ives А 1 ME 
, GREATER EFFICIENCY. p Р The PRIGE for any given size is ч SAME. 
For full particulars see Catalogue Sheet 5A; For full partioulars see Catalogue Sheets 9 and 9/108. 


REDUCED PRICES NOW IN OPERATION. 


EV 


11 WS, 
1, Victoria : $t, S. ‚1. LONDON & HENDON. Collindale Works, N.W.9 


'Phone : Kingsbury 45. 


RECISTEREO 
з TRADE MARK 


The St andard 
for Tes ting Sets. 


4 


Made опіу Ьу 


Evershed & Vignoles, Ltd., IMMEDIATE —— 


* Bar. ; " F IN PRICES, anticipati 
8 Acton Lane Works, Chiswick, W. 4. the "— of the WHOLE 
Telephone : Chiswick 1370. Telegrams : Dorothea, Chisk, London. 
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AULA 


DUAL 


1 


ЇЙЇ 


~ MAALUMLE... 


VITREOUS ENAMELLED STEEL REFLECTORS AND 
ILLUMINATION. 


CAST IRON LANTERNS FOR 


NOW IS THE 
TIME TO SHOW 
ECONOMY 
AND 
EFFICIENCY, 


AND MAKE 
WORK. 


“MAXLUMES” (| 


GIVE THE 
LIGHT AND 
SAVE 
CURRENT. 


ALL 
CONSUMERS 
SHOULD 
KNOW IT. 


SUPPLY 
COMPANIES 
DO ! 


Supplied by— 
LONDON. 


Alliance Wholesale Electrical, 


Ltd. 
Baxter & Caunter. 
Eerry’s Electric Co., Ltd. 


British Electric Equipment Co., 


Ltd 
E Dawson & Co. 


Drake & Gorham Wholesale, 


Ltd. 


Edison Swan Electric Co., Ltd. 


Electrical Supplies Co., Ltd. 
Emanuel & Sons, Ltd. 


Enterprise Manufacturing Co., 
Ltd 


H. Joseph & Co. 

S. G Leach & Co., Ltd. 

London Electric Stores. 

Mansell & Ogan, Ltd. 

Mills Electrical Co. 

H. G Osborn. 

Paul W. Rands. 

Pooley & Austin. 

Sloan Electrical Co.. Ltd. 

Sun Electrical Co., Ltd. 

Volcan Electric and Machinery 
Co. Ltd. 

Watsham's. 

Malsall Hardware Co. 

Wkolesale Electrical Co., I. 

Wholesale Fittings Co., Lt 


BIRMINGHAM. 
A. Berkeley. 
Bil! & Berry, Ltd. 
Dor ovan & Co. 


Edison Swan Electric Co., Ltd. 


Electrical Trades Supply Co. 
Mavall & Co. 
Midland Supply Co. 


Robinson & Hands Electric 


Co.. Ltd. 
Walsall Hardware. Co 


BRADFORD. 
L. M Douthwaite & Co. 
J. Dyson. 


Supplied by— 
BRISTOL. 


Edison Swan Electric Co., Ltd. 


kico Manufacturing Co. 


CARDIFF. 


Fáiso: Swan Electric Co., Ltd. 


Haslam Stretton, Ltd. 


DUNDEE. 
J F. Irvine & Co., Ltd. 


EDINBURGH. 
Millar & Stewart. 
Wood & Cairns. 


GLASGOW. 
Alston & Blyth. 
The Associated Electric Co. 
W. Brown & Со. 
John T. Cartwright. 
Engineering Partners, Ltd. 


Edison Swan Electric Co., Ltd. 


J. Fotheringham. 

Holman & Co. 

Peterson & Service. 

W C. Yuille & Co., Ltd. 


INDUSTRIAL 


Supplied by 


THE LEADING WHOLESALE HOUSES INCLUDING 
THE ELECTRICAL WHOLESALERS’ 


Supplied by— 


HULL. 
T. Beadle & Co., Ltd. 


Edison Swan Electric Co., Ltd. 


1 B. Morley & Co. 


LEEDS. 


The Albion Electric Stores, 


Ltd 


Edison Swan Electric Co., Ltd. 


Scattergood & Johnson. 


LEICESTER. 


Fdison Swan Electric Co., Ltd. 


LIVERPOOL. 
Baxendale Bros., Ltd. 
G. P. Dennis & Co. 
Downes & Davies. 


Edison Swan Electric Co., Ltd. 


Electrical Supplies (Liverpool) 
С. A. Sutton & Co. 


SWANSEA. 


Edison Swan Electric Co., Ltd. 


St: ndard Electric Co. 


FEDERATION. 


SUITABLE 
FOR— 


FACTORIES, 
WHARVES, 
MILLS, 
COLLIERIES, 
STREETS, 
RAILWAYS, 


and Last 
but not 
Least, 


SHOPS, 
SHOWROOMS, 
OFFICES & 

EXHIBITIONS. 


Supplied by— 


MANCHESTER. 
Atkinson, Lloyd & Co., Ltd. 
W. E Beardsall & Co., Ltd. 
Certral Electric Co. 

Edison Swan Electric Co., Ltd 
Samuel стен, Jung., X Son 


Poth & Smith, Ltd. 
Norrington & Landon 
Wholesale M Co., Ltd. 
J]. € White, A. M. I. E. E. 


MIDDLESBORO'. 
John T. Bell & Co. 
Fdison Swan Electric Co., Ltd. 
Hanson, Brown & Co., Ltd. 
Jarvis Bros., Ltd. 
Arthur Jones & Со. 


NEWCASTLE-ON-TYNE. 


British Electric & Manufactur- 


ing Co. 

Edison Swan Electric Co., Ltd. 

Electric & General Stores Co., 

Ltd. 

. Gledson & Co. 

. J. Granger & Co. 

Matthew C. Heckels. 

J. I Miller & Co. 

North British Engineering 
Equipment Co. 

Frank Rawcliffe & Co. 


NOTTINGHAM. 
The Dawson Electric Co. 
Edison Swan Electric Co., Ltd. 
Electrical Stores (Notts.), Ltd. 


]. T. Kemp. 


SHEFFIELD. 
T A. Ashton & Co., Ltd. 
Edison Swan Electric Co Co., Ltd. 
Hellemshire Electric Co., Ltd. 
W. А Morton. 


WREXHAM. 
W С. Pickvane. 


THERE IS A “MAXLUME” FITTING FOR EVERY INSTALLATION, 
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Ж Cleclric В 


HE D.P. VEHICLE CELL represents 

a fresh milestone in the progress of 
electric traction. All electric vehicle users will 
learn -something very much to their advantage 
if they will apply to the D.P. Battery Co. 


for information on the subject. 


ASK FOR A TRIAL BATTERY 
ON SALE OR RETURN. 


THE D.P. BATTERY. CO., LTD., 
LUMFORD MILLS, BAKEWELL, DERBYSHIRE. ' 
London Office: 11, Victoria Street, S.W. 


The UNBREAKABLE PULLEY 
and MILLGEARING Co., Ltd. 


LONDON MANCHESTER KING'S LYNN 


56, Cannen Street, E.C. 4. Hyde Road Eng. Works, The Cooper Roller B'rings 


(ESTABLISHED 1884) 


WROUGHT IRON PULLEYS — SHAFTING — 
PEDESTALS — HANGERS — BRACKETS AND 
GENERAL MILLGEARING - HIGH-CLASS BEARINGS 
OF ALL DESCRIPTIONS — COOPER ROLLER 
BEARINGS — FRICTION CLUTCHES. 
— — 
Large Stocks held at Manchester 


and London, and at Agencies 
in all important Centres. 


West Gorton, Manchester. Co., Steel Wks., King's L'n. 


“ Horsepower Cannon Telegrams: Strength, Manchester.” Telephone: 25 King’s Lynn. 
London.” Royal Exchange No. 14 Pillar. Telegrams : “Bearings, King's-Lynn." 
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LARGE STOCKS. 
PROMPT DELIVERIES. 


— — Z- ͤ — — о — I— — TT 
FULL PARTICULARS & PRICES See Sectional List No. 106. 
ON APPLICATION. Snecial Prices for Quantities. 
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“ INDISPENSO " CHINA CONNECTORS. 


INDISPERNSO " POCKET SCREWDRIVER, 
tor use with the above e^nmneevors. Actual Sise. 
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D BS E o ME ЧЕ] INSULATORS 
I N. X S0 e Ls White Porcelain ah or without 
1 S8 N о pes IRONWORK. 
"RR N a УЕ INSULATORS. 
7) NN ОО Immense range. Various Bises 
i} К : 
Ж 1-8 KNOB TWIN GRI? INSULATORS. GRIP INSULATORS. 
) n | Three Sizes, Four Sizes, Large Stock. = — 
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METER BOARD ТИ? AND THREE 
INSULATORS. GROOVES. 
Various Types. ; Wide Ranna. 
Large Stocks. | 


INSULATORS. Ё | 
Various Types. 


“SINCLAIR” & P.O. 
Pattern INSULATORS. 
With or without Bolts, 


from stock. SS ае Бәл ттүү" ! - 
. l - dy b АР Е à 9; s 2 ` | - 1 $ E 
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E 
| PENDLETON. 


LEADING-IN TUBES. Wide range. Large Stocks. Straight and with bends 


P A MANCHESTER [ZP 


London Office: 59, New Oxford Street, W.C. 1. 
Glasgow Office: Mercantile Chambers, 65, Both well St. 


| УууАтЕЕ TURBINES to suit all conditions. G 
HYDRO-ELECTRIC EQUIPMENT. 
| _ CENTRIFUGAL PUMPS. 


BRANCHES: 

FRANCE : 68, Rue Caumartin, Paris. 
JAPAN : No. 1, Yaesu Cho, 1 Chome, Tokio. 
AUSTRALASIA: Bank of N.S.W. Chambers, 
Lambton Quay, Wellington. 

S. AMERICA: 65, Rua General Camara, 
| Rio de Janeiro. 
CANADA : Boving Hydraulic & Engineering 

Co. Ltd., Lindsay, Ont. 


* HEAD OFFICE : 
Dept. 2, 
56, Kingsway, LONDON, W.C. 2. 


Telegrams : Jenorten ' Phone London. 
Telephone: 6420 Holborn. 


Works: Stoke-on-Trent, Staffs. . 
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ELECTRIC Lot = 
MANUFACTURED ONLY 8Y 


SELEGRAMS: 
seco, KEMPSTOM: 


'l"HOÓECEC HO Е ° 
из Ban Forno 


CRYSELCO 1°, 


KEMPSTON WORKS, 


BEDFORD. 
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IRONCLAD CUBICLES 
fo 


r 


MOTOR CONTROL. 


These Cubicles are easily Trans- 
portable, and may be used in all 
positions where standard Switch- 
boards could not be, employed 

with safety. | 


a 
Manufactured for Voltages from 3,000 to 10,000. 
EEE 


Full Particulars on application. 


ELECTRIQUE, РА 


Sole British and Overseas Agents : 


ALLIED NATIONAL CORPORATION, Ltd., 72/14 VICTORIA St, К l. 


Telegraphic Address: ALNATCOR." Telephone No. : VICTORIA N 
arr 
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Electrification 


demands economic feeders. 
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M High Voltage Railway Construction, Steel Lattice Bridges, Catenary Trolley and BARE OVERHEAD 
FEEDERS OF ALUMINIUM 1:5 за. іп. 


luminium meets the need. 


v | | . «* 
British Aluminium Co., Ltd., 109, Queen Victoria St., London, E.C.4. 
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No. 5.—The Soul of Quality. 


e 

b 
In his constant endeavour to give of his 
best, the Craftsman carries hís craving 
for perfection to an infinity of quality in 
. materials and construction — and, not 

contented with accepted standards, ever j 

strives to better them. Г 
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So, in illustrating the Contact Clips of the 
* Crabtree," we would point out how 
quality has been carried to the same exact 
degree as in the other component parts of 
that famous switch. Taking the material 
for example, we believe we stand alone in 
using Phosphor Bronze for this purpose, 
but we have proved that, although Clips 
of this material cost four times as much as 
of copper, it is stronger, more serviceable, 
and gives better spring contact. 


Points of importance to— 
“ Craftsmen in Switches.” 


JA CRABTREE 8 COL 
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ARE MANUFACTURED 
UNDER E. L. M. A. LICENCE. 


They are available for all 
Factors and every class of 


Buyer of E.L M.A. Lamps. Happy ilem Wear. 
Make it а Prosperous one 
THEY CARRY EVERY ADVANTAGE by selling Time Switches 
OF E.L.M.A. LAMPS. — io shop-keepers to control 
м И their window lighting after 


closing time. We can help 
gon if pou mill write us. 


GOOD STOCKS. ALL RATINGS. 


VENNER TIME SWITCHES L? 


BRITISH ELECTRIC LAMPS, LTD. ; z 49 HORSEFERRY ROAD WESTMINSTER S.W.L] АЛ 
LJ | Те. VICTORIA 4550.'GRAws.CLOXWICHES PHONE LONDON, H 


SPENCER HILL ROAD, | APPROVED BY THE N PASSED BY THE BOARD OF £& 
WIMBLEDON S W 19 BOARD OF TRADE. FIRE UNDERWRITERS.. U.S.A. 
9 ы ы ° (Curment АСЗ 
Telenhone No. : Te'esrama : And at 68, GORDON STREET, GLASGOW. -`` 
* Grotanbar, Phone, Lendon." 


951 Wimbledon. 


"CANTIE" — 
IRONCLAD SWITCHGEAR 


ENSURES SAFETY ALWAYS. 


CHEAP 
SWITCHGEAR 


EXPENSIVE. 


* CANTIE " 
SWITCHGEAR 


ECONOMICAL 
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i ie bis 15 3 ban anti i TY; \ 
* f " 9 GR 2 d 


"Y 1 
Ww ue mis 


CANTIE SWITCH Co., Ltd., 


 — LEIGHTON STREET — 
NOTTINGHAM. 
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Electric Motors 


і H.P. to БО Н.Р. Direct Current. 
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LIGHTING DYNAMOS 59 À ам e ur de NEC BH 
"ER ä 1! DELIVERY 
PLATING DYNAMOS "alie Mr uL. laut 
OF MOST STANDARD 


SIZES AND SPEEDS 


MOTOR GENERATORS 


MARINE AND MINING 
MOTORS 


MOTORS FOR EVERY n 5 == | ^ 3 25 FROM STOCK 


INDUSTRIAL SERVICE 


A few views in our Works at phe 


CUTTING BROTHERS, LIMITED | 


PARK WORKS STAMFORD, Еме. 


TELEGRAMS: "CUTTING, STAMFORD." 
TELEPHONE: Nb. 12 
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ELECTRICAL CO.. LTD. 


TRAFFORD PARK, MANCHESTER. 
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S | 
| PRICES FURTHER REDUCED 
3 | IF. p ae’ NS Г. | 
; | | | 147 x "аа HEC f ar i 
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14167. | 
| 
sou 
CONSTRUCTION 
AND | 
RELIABILITY | 
IN | 
OPERATION | 
ARE ASSURED WHEN 
| METROPOLITAN-VICKERS 
ELECTRIC MOTORS 
| AND 
CONTROL EQUIPMENT 
те" ARE OPERATING YOUR CRANES, 
MS DERRICKS AND WINCHES, ETC. 
d нема ELS 
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E give some further instances of the variety of conditions and circuits to which the flat- 
W back type of switchboard can be adapted, although (as previously mentioned) its use in 


this country is considerably restricted by the Home Office Regulations. 
Fig. 1 shows a Switchboard of the flat-back type having, 
slab for one panel, and for the other, an arrangement of i 
the live parts of the gear. This board is for the control o 
mstallation on board a battleship, slate being dispense 
firing is in progress. Although an oil switch is used on the machine 


given by fuses, as the frequency (500 cycles) is too high f 
trip coils. 


Fig. 2 shows a single panel for the control of the supply to an extra high tension precipitation 


transformer with rotary rectifier. Behind the panel is mounted an auto-transformer by means of 


which, in conjunction with the regulating switch on the front, it is possible to regulate the pressure 
applied to the terminals of the main step-up transformer. 


Fig. 3 and Fig. 4 show the front and back views 


respectively of a D.C. Board arranged for the 
series parallel control of four 1,200 ampere 5 volt 


D.C. Generators for electro- plating work. 
Four enquiries re Switchgear Literatare will be esteemed. 


JOHNSON & PHILLIPS, LTD. 


Electrical Engineers and Cable Makers since '7 2. 


Charlton, London, S. E. 7. 


City Office and Stores - 12, Union Court, Old Broad Street, E.C. 2. 
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T a SRE 224 What this Cable 
is made of 


Our Vulcanized Bitumen Cables are insulated— not 
| PP ox with a mysterious compound bearing a mysterious 
et Т РР Ор л пате but just with Vulcanizei Bitumen made in 

2 . PA tt t our own Works by a special process from refined 

Trinidad Bitumen of the highest quality. 


The Vulcanized Bitumen on our cables is, thanks 
to this process, extremely elastic at all reasonable 
temperatures. It has, to our own knowledge, many 
times been subjected to unreasonable ones, both in 
e Tu ‘> our Research Department and in practice, without 
E . 5 E the insulation cracking or the conductors decentralizing. 
. Lh It is absolutely impervious to moisture and unaffected 
| by acid or alkaline waters such as are present in 
coal mines. 


Some of our V.B. Cables have been in use for over 
— „ К. twenty years. We have not yet seen a sample which 
ra dé ^ ME зар - Sh has appreciably deteriorated. 
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LEAF Ае бе, чь ates | | | ; 
"s vr X Cid OE Я Faller details will be found in our Cable Catalcgue — 
Ca | We suggest you ask for copy. 


s Johnson «Phillips, Ltd. 
TOL EN f Electrical Engineers & Cable Makers since 75. 
CHARLTON, LONDON, S.E.7. 


City Office and S'ores: 12, Union Court, Old Broad 
Street, Е.С. 2. 
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THE SELECTION OF A MOTOR. 


( Continued.) 


The remaining point to be dealt with is Accessibility. 


In a conventionally designed protected type Motor the Yoke 
is cast either complete with poles, or the poles are inserted 
separately, the ends are then closed by castings with openings 
for inspection and ventilation—that at the commutater end 
carrying the brush gear. 


To inspect the windings of these machines without dis- 
mantling the end covers and bearings is an impossibility, and 
it is equally impossible to observe the interior of the machine 
while running. 


It is desirable in many cases that aust accumulating in a 
Motor should be blown out at intervals: without dismantling 
this cannot be accomplished. satisfactorily. 


The L.W. Motor is completely accessible, the two covers 
which enclose the whole of the interior of the machine can 
be removed entirely without any tools. With the aid of only 
а screw-driver, the brush gear can be removed complete with- 
out disturbing the bearings. With the patent design of brush 
holders the whole of the commutator is visible under running 
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Repetition Work 


of superior finish & 
extreme accuracy. 


We are specia'ists in repetition work. We 
have the facilities, the experience and the 
plant to manufacture at short notice any 
quantity cf small parts or components, such 
as Terminals, Bushes, Studs, Washers, 
B.A. and Whitworth Nuts and Screws, Brass 
and Steel Instrument Screws and Small 
Turned Parts, &c., of superior finish and the 
accuracy which ensures interchangeability. 


Matbematical precision governs every 
operation inthe manufacture of the small 


condition parts and components we produce. 


The illustrations below show the protected type machine 
with and without covers; from these it will be appreciated 
that facilities are given for inspection under running con- 
ditions, which may cften prevent breakdowns and thus save 
great expense in repairs. 


Send us drawings or sample of your re- 
quirements. We quote for any quantity 
promptly. 


“THE COVENTRY ” 
Repetition Co, Ltd, 
Canterbury Street, Coventry. 
LONDON and GLASGOW. 


Cut this out, ard the comple’e series will be found most useful 
for reference. 


os 1 — ——— 
" н. ONE OUNCE OF PROOF 
vith, " IS WORTH 
d a» MANY TONS OF UNSUPPORTED ts 
х | ASSERTION, , 
11 
2 1 
"к ONE TRIAL ORDER SENT и 
еа ТО US IS SUFFICIENT 
a" TO PROVE THAT WE orren $ 
s» THE FINEST VALUE FOR p 
Remond н" MONEY. х 
". Do Yourself a Real Good Turn % | 
; Е by sending ^ 
5 that Trial Order Right Now: i, 
that Trial Order Шу "2 
Head Office: s WE SUPPLY ^ 
торма RYALL 5, Ce I» „ EVERYTHING ELECTRICAL „ 
VESTMINSTER вв for " a, 
mm э ча 2 HOUSE OR FACTORY EQUIPHEN. 3 
Works: CROYDON. m” Send for List. Immediate Deliveries. , 
: | 
— Telegrams: 2 The ELCO ELECTRIC MFG. Co, Lv 
иаа es. eh Зове "T ao gen a p a 
.. 
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AT LAST! THE ONLY REAL UNIVERSAL 1, CONNECTOR BOX 

№ [UNIVERSAL CONNECTOR BOX} cs. d 
WITH f UNDER 

ihi For use with Tough Rubber, C.T.S., Or other оды . 8 

£u Cables, having a protective sheathing which is CTS 


non-conductive. 
n It can be used as a FOUR-WAY, TEE, RIGHT- 
| ANGLE or STRAIGHT-THROUGH Вох with- 
\ out any alterations, and yet be TOTALLY 
ENCLOSED at any position. 


CABLES 8 


Note the markings on the base te 
\ 


г, ІТ 15 м 
: FULLY INSULATED. No earthing required. 


bo А 
bo FIRE PROOF. Don't run the risk of a fire by 


s using exposed connectors or boxes of an BOXES 
inflammable nature, under floors, etc. 


f NOTE. 
SHUTTER CLOSING 

E SHUTTER NOT 
REQUIRED 


COST. Less than 2 yards of Twin 3'029 0.7.5. 
No Loose Tace, and Easy to Wire. 


реч ym "чоъ — — —. — . aE ee 


MONEY IS TIME ! save noth and secure efficiency 


BY USING 


RY J.C.W. Wiring Accessories. 


lu uie oe ymo ime o) . ti 


E үз 


Patentee and Sole Manufacturer : 


s J. С. WHITE, A 
1, Cumberland St., Deansgate, MANCHESTER. 


When ordering please state whether the n 
is required for Lead Covered or C.T.S. Cab 


A үүтү ERG 


MH | 
RO | 
„|! WANDSWORTH 
London Offices and Stores: Head Office and Works: 
165, WARDOUR STREET, W. 1. |. LUDGATE HILL, BIRMINGHAM. 
gi Telegrams: " Wemoolim, Ox, London." " Current, Birmingham." 
| 


<| WANDSWORTH MANUFACTURES: 


r TUMBLER SWITCHES, 

à WALL PLUGS & SOCKETS. 

4 AUTOMATIO SWITCHPLUGS, 

AND GENERAL ACCESSORIES FOR POWER, LIGHTING AND HEATING. 


d The Wandsworth productions are of the finest quality, and 
n never fail to give satisfaction. 


PRICES ARE COMPETITIVE. 
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Small Lighting Sets. 


We have a few lighting sets (non-automatic) as illustrated, 
driven by our latest type 1 H.P. engine, 350 Watt output, 
shunt wound dynamos. 


We have comprehensive 
stocks of 


GAS-FILLED & VACUUM LAMPS 


and can supply at recognised 

Association Discounts and 

Terms exactly as allowed 
by makers direct. 


V. I. R. CABLES & FLEX 


SATURN BRAND. 


For POWER, LIGHT, TELEPHONE 
AND SIGNAL PURPOSES. 


CAB TYRE SHEATHED CABLES. 


COTTON COVERED WIRES. 
BELL WIRES. 


'ORAM. : SMITH LYDBROOK. 
"PHONE: 5 | 8 LYDSROOK. 


0 g 
LTD. | урвроок, в.о. 


Samples and prices from 


H.W. SMITH:C 


ELECTRIC CABLE MANUFACTURERS. 


Price - - » 


Switchboard  - : - 
80 amp.-hour Battery - £29 11s. 


All subject to our usual discount. 
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£55 
£15 


Delivered Free. 


Write for specification. 


STUART TURNER, Ltd., Henley-on-Thames, 


Of every description— 
LAMPHOLDERS, CONDUIT, 
SWITCHES, 

METAL FILAMENT LAMPS. 


Write for Catalogue No. 466. 


WE ALSO ISSUE THE FOLLOWING SECTIONAL LISTS: 
No. 469.—Lightipg Fixtores. 
No. 467.— Lanterns for Gas-Filled Lamps for Out- 
coor and Indoor Lizhting, Signs. &c. 


No. 471.—Pocket Flash Lamps, 
No. P. 667, —Glassware. 
Post free upon application. 


Stadel man SC 


MANCH ANC HES STER , 


пиз G соч — 
>. O RT. 


Buy DIRECT from us and 
get the best TERMS. 


We can supply —— 


CONDOR 
THE "SUN 


Metal Filament, Gasfilled and half-watt Electric 
LAMPS. 
— 1 0 0 t 


MODERN ELECTRICAL SUPPLY 5 ; 
7,8 & 9, R Place EON "TE 


TELEPHONE : 


Ltd. 
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GREAT REDUCTIONS | 


luvent.! 


(REGD. TRADE MARK) 


PRICES. 


In view of the recent FLUVENT Price Reduc- 

tions we shall be pleased to submit latest quota- 

tions on receipt of details of your particular 
requirements. 
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Tbe FLUVENT Power Centre Distribution Boards are built up on the 
Un't Principle (British Patent), and equipped with Standard FLUVENT 
Switch Fuse for outgoing circuits; the incoming circuits taken in either 
through links. a large FLUVENT Switch Fuse or Oil Switch. 


TA 


ШШ ШШЩ 


DULL 


All joints between the unit system bus -bar chambers and the switches 
are WATERTIGHT, the connections passing throvgh cast-iron joint 
pieces. EXTRA UNITS can easily be added from time to time merely 
by moving the end covers. 


DUI 


FLUVENT Switches ate mounted on mica-covered steel rods; have 
parallel break are guaranteed to stand 3000 volts to earth for five 
minutes and give an insulation test of 50 megs. Strongly made of mica, == 
steel and china only and with all moving parts fitted with lock nuts and == 
split pins. 
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Descriptive Art Catalogue on request. 


PARMITER, HOPE & SUGDEN, Ld. 
HULME ELECTRICAL WORKS, MANCHESTER. 


d Offi 25. Viatora St. S- W РОР Scotland: A. C. Borthwick 149, St. 
Vincent St.. Glasgow N E. Coast: J. E. Gledson, 48, Blackett St., Newcastle- 
n-Tyn ..South Wales: к. Б, Paton, 27, Windsor Place, Cardiff. 
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6 | | Note the ample clearance and 
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accessibility to all parts. 
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The British Electric Plant Ce. L. 


Office & Works: ALLOA, SCOTLAND. 


A.C. & D.C. MOTORS, 


GENERATORS, 

ETC. _ | 
Office: “srr GLASGOW. | 

Telegrame : CO, GLASGOW." ‘Phone: Central, 6724. 


MANCHESTER, 199, Gres ngate. 
LONDON, 11, Upper Woburn Place, W.C.1. 
BRANCHES : NEWCASTLE, 4, St. Nicholas Buildings. 
BELFAST, 4. Ocean Buildings, Donegal! Square. 
SWANSEA. 11, Wind Street. 
AGENCIES in SOUTH AFRICA, CANADA, INDIA, BRAZIL, 
AUSTRALIA. 


— 


FORGED COPPER 


CABLE SOCKETS 


—made by Engineers for Engineers—the 
PERFECT Socket at the RIGHT PRICE. 


Constructed of High Conductivity Seamless Cep- 


per Tube of substantial Strength, and designed 
to ensure perfe 


Heavily tinned 
for carrying Capacity 


DELIVERY FROM STOCK 
Er 5v 


Ne. Amps, сае Terminal Packed Price 


15Y 15 o" oe, in bones of per gr. 


4 6 4 144 13/- 

M 30 — 1" н" 144 196 
0 F, B” 144 24, 

100Y 100 Iv" 210 72 52]. 
200ү 200 " A” 36 84/. 
OV. UE Е лу сэер 
ot 90 C^ Чч 2 TY 
NWE. 7500. f ee 


rade terms. 


THE 


“ROBINSON” 
No. 2 


MONORAIL ELECTRIC 


HOIST, 


WITH HAND POWER TRAVELLING. 


The “ Robinson” Hoist is an indispensable 
aid to efficieacy and labour economy in any 
workshop where the necessity for lifting and 
transporting heavy goods occurs. 


It is both rapid and reliable, and will withstand 
the hardest conditions of service. 


Being made under manufacturing conditions, 
and by the extensive use of jigs and gauges 
interchangeability of parts is ensured. 


5 
MADE IN 1, 2 and 3-TON SIZES. 
— 


Submit your transportation problems i 
us, when the benefit of our expert advice 
and past experience, will be entirely at 

your disposal. 1 


MANUFACTURED BY 


WILLIAM ROBINSON & (0. 
53, Summer Row, 
санат. BIRMINGHA 


PHONE—CENTRAL 2442. » 
GRAMS-—" FREQUENCY, B'I 4 


TELE 


— ——᷑ñ — —ꝝm'ſ чш 
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The *ELECTRICAL REVIEW'S" 


Suggestions for dealing with 


APPARENT DEATH 


from 


ELECTRIC SHOCK 


Can now be obtained 
Reproduced on 


GALVANISED IRON 


PRICE 6s., POST FREE 7s. 


nd * — — 


JUST PUBLISHED. 


Фо, 48 x 71, 180 Pages, 73 Illustrations. 
6/6 net ; post free 6/9. 


A E TREATISE 


THREE-PHASE INDUCTION MOTORS 


e ERNEST мор 


Director of Airedale Manufacturing Co., Lt., Bradford. 


е PREFACE. 
* Tus primery че aged this book Is ' practical ad to those 
whe have under their eare the aser 3 and repair of tires phass 
uction and have not either the training or скраз опе — to 
deal with the esany practical penne that arise e." 


„ and °өйр ring ^ ol 

these — Wr сик with in detail, as is their “statin apperetus, faults, 

5 the good pointe they should embody the weak ones to 
be а 


=з 


* Whilst it is im ger to quote a remedy for every evil, because cireum- 


HOME OFFICE SPECIAL RULES 


For the Installation and Use of 
Electricity in Coal Mines. 


fice and useless theory are excluded, for the simple reason that 
for the class to whom thle work appeals none are necessary. So long as the 
practical maa understands the d ments of ‘the principles on which motors 
operate, that le x needs." 


photos а ms eontalned berein were taken and drawn by the 
vong «рну = wile aoe and takes from ordinary routine work of a 
large 
“No = enanufacturer's motors or epparatue are specifically referred to.’ 
“The contente of this book are founded on twenty years' experience in the 


The Home Office in its Rules issued relating to Electricity in Mines 
stipulates that Instruction shall be posted up in every 


Transf. ve 
5 running, maintenance and repair of electrical plant and equipment i T to ma gee! an of or чо. 5 
oo electric shock." 8 ene 


nging iro 33 a alr hundred horse-power to 10, horee-power in va 
рага 


The ELECTRICAL REVIEW, Ltd., 
4, Ludgate Hill, London, E.C. 4 


9 Dr 
|] SS =2 ):.§$. oo. m?70 it —X—==_—_  ——— reo 


LONDON: 
THE ELECTRICAL REVIEW, LTD., 4, Ludgate Hill, 
B.C. 4. 


— ptt tt —òJ Л 


LATEST REVISED AND ENLARGED EDITION. 


= THE PRACTICE OF 
ELECTRICAL WIRING 


DONALD SMEATON MUNRO, 


MLE.E., M.ASSOC. MINING Е.Е. 


The well-known and practical iandbook for 
Contractors, Engineers, Architects, Wiremen ) 
and others connected with Electrical VAM ( 
in its many branches. 


267 PAGES. 100 ILLUSTRATIONS, 


5]- NET, OR BY POST 5[5. 
THE ELECTRICAL REVIEW, LTD., 4, Ludgate Hill, E.C. 4. 
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HOLLAND 
INSULATED WIRE AND GABLE Мове 


AMSTERDAM. 


Codes used: 
Address : "E " ul 
eir / те 
AMSTERDAM. Masi Cam 


Our agreement with Messrs. S. G. Leach & Co., Ltd, 
London, being terminated on the 31st December, 1921, 
by mutual consent, our Representatives will be as follows: 


LONDON and S.E. COUNTIES ; engen Lane, LONDON, e.c.. 


Telephone : Central 6706. Telegrams : " Tribord, London." 


BIRMINGHAM and District: — 47, Summer Row. BIRMINGHAM 


Telephone : Central 7466. Telegrams: ‘Laminated, Birmingham." 

MANCHESTER, LIVERPOOL and District: (See tater announcement: 

NORTH OF ENGLAND: * ғ burn House, NEWCASTLE:ON-TYNE. 
Telephone : Central 2524. 


BRISTOL and S.W. of ENGLAND: ses tater announcements, 
SOUTH WALES : | (See later announcements.) 


LOCAL STOCKS. 


Enquiries specially invited from Wholesalers for 


WIRES, FLEX and CABLES. 
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BENHAM & SONS, Ltd., 


Head Office: 64 & 66, WIGMORE ST., LONDON, W. 1. 


Malers of Benham's Patent 


ELECTRO - VAPOUR 
RADIATORS. 


Also “Electro e Electro-Vapour Hot Water Cylinders, 
Tanks, Bath Heaters, Coils and Towel Rails. 


/q The temperature m characteristie of the Electro-Vapour” Radiator 
is such that a saving of 30 per cent. in electric current over the electric fire 
can be obtained. This is a very important factor where even temperatures 


“EVR” Commercial Type. are required in buildings—a theatre for example. 


In many instances heating by “E.V.R.’s” is CHEAPER than by gas fires. 


The following are a few These are some Commercial EFFICIENT, 

E V. R“ installations in Establishment Installations: RELIABLE, 

Theatres & Music Halls : Messrs. Crosse & Blackwell, Ltd., London. FOOL PROOF, 
Palladium Music Hall, London. Burnett & Co., Ltd., London. 
New Clock Cinema, „ J. Keiller & Son, Ltd., London. ко EE 

Wandsworth, London. „ Bortwick & Sons, Ltd., London. , 

The Coliseum, London. „  L.B.&S.C. Railway Offices, NEAT APPEARANCE. 
Pier Pavilion, Clacton-on-Sea. London Bridge. NO "BURNING-UP OF 
Holborn Empire, London. „ Harland & Wolff, Glasgow. AIR” OR CARBON 
Bilston Cinema, Bilston. „ Gt. Northern Railway Co., London. DIOXIDE and other COM- 
Hendon Cinema, London. „ Poetiff, Ltd., London. BUSTION PRODUCTS. 


“ТОСО” 


INSULATING MATERIALS 


—5—i 2 
Avoid Unemployment by Supporting BRITISH INDUSTRIES. 
. Tỹ—ö—̃ . — — — — 


INSULATING CLOTH, VARNISHED PAPER, 
INSULATING TAPES, MIOCARTA SHEETS, 
INSULATING SILKS, ADHESIVE TAPE, 


of the highest grade and guaranteed efficiency, 
are now manufactured by— 


THE 10С0 RUBBER & WATERPROOFING CO., Ltd. 


(Associated with VICKERS LIMITED). 
NETHERTON WORKS, ANNIESLAND, GLASGOW. 


Telegrams ) ,, » Telephone : 2328 WESTERN 
8 | OCOPROOF,” GLASGOW. E 


ENQUIRIES SOLICITED. | | 
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6,600-volt G.E.C. Stonework Cubicles and Operating Board installed in а arge Corporation Power Station. In the foreground are two 500-kW 
G.E.C. Rotary Converters. To the left of operating board, Rotary Converter Switchgear can be seen. 
— 
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Stonework Cubicle 
Switchboards. 


The cubicles are divided into suit- 
able cells so as to isolate the gear 
to the greatest practicable extent, 
thus ensuring a maximum of safety. 


Ц 
| SPECIALISTS IN HIGH 
TENSION SWITCHGEAR. 


| 
| 
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~ Sectional view of Cubicle. 


THE GENERAL ELECTRIC CO., LIMITED. 


Head Office: MAGNET HOUSE, KINGSWAY, LONDON, W.C.2. 
Telephone : Regeat 7050 (50 lines). Telegrams: Electricity, Westcent, London. 
Ч =» Manchester, Birmingham, Glasgow, Cardiff, Newcastle, Dublin, Belfast, Bristol, Swansea, С 
ML ‘verpool, Leeds, Sheffield, Nottingham, Hull, Southampton, Cork, Aberdeen, Edinburgh, Ipswich, Dundee. (E 
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Spplication, 


- — — — Аар 9€ 


OFFICIAL NOTICES, PATENT NOTICES, SITUATIONS VACANT, SITUATIONS WANTED i 


"ADVERTISEMENTS | 


ADVERTISERS | will please ‘note, that NEW COPY and ALTERATIONS 
to Existing Advertisements (with. ‘Blocks) should reach here not later than 


те FRIDAY MORNING. 


PN — 
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PARTNERSHIPS, . AGENCIES, ARTICLES FOR SALE, ARTICLES . WANTED, ETC. 


Latest Time E pim.. 


* 


WEDNE RRAN 


"Tho ELECTRICAL REVIEW is the N Medium of the Electrical Trades, and has BY FAR THE LARGEST CIRCULATION 
. of. any Electrical Industrial Paper in Great Britáin. es 


Ee ELECTRICAL” 


1 and d PARTNERSHIPS 


‘can be obtained through, | 


WHEATLEY KIRK, PRICE & 00. 


46. 5 Street, London, ECA. 


16, Albert Square, 26, Collingwood Street,, 
Manchester. 2  Newcastle-on-Tyne. 


. BY DIRECTION OF THE DISPOSAL BOARD. 


aa IMPORTANT SALE BY AUCTION 
OF THE | 


‚ Valuable Buildings with the Interior . Fittings, 


AT BICESTER AERODROME, OXFORDSHIRE 


(within two miles of L. & N.W.R. and G.W.R. Main Line Stations). 


On THURSDAY & FRIDAY, JANUARY. 12th & 13th, 
Commencing’ at 11 o'clock each day precisely. 


( JOMPRISING two large Double Aeroplane Sheds, 170 ft. 
by 200 ft. by 25 ft., built in hollow terra cotta slabs with 
brick piers апа timber roofs, covered with asbestos sheeting on 
each side of the large glazed skylights, each fitted with doors, 
windows, &c. One A.R.S. Shed of similar design, 170 ft. by 
100 ft. by 25 ft. Technical Store, 120 ft. by 30 ft. by 10 ft., 
built in 44 ш. brickwork with piers. Sixiv other building, 


built in brick and breeze slabs of various dimensions, includ- 


ing the large Regimental Institute, Barrack - Blocks, Bath 
Houses, Pig Styes, &c. Heavy iron 4 in. Water Main. 
The large Iton Water Tank, approx. 32 ft. by 98 ft. by 8 ft., 
as fixed on steel joists. Two 70-h. p. Vertical Oil Engines, by 
Robey. Two open-type prot. Dynamos, Main Switch Boards, 
. The fittings include.a large quantity of roll-top Baths, 
white eathenware Lavatory Basins, Sinks, Flushing Cisterns, 
W.O.'s, and & number of miscellaneous effects. 

er particulars and full descriptive catalogues may be 
obtained from the auctioneers, Messrs. _ 


-BUCKELL, BALLARD & PENNINGTON, 


8, Cornmarket Street, Oxford. Nat. Er 1. Апа at Market 
Square, Bicester ; Tel. 11 - ' 8198 


To Elsotricians, Contractors, Factors, ác. 
tow n THE MART. 
119/121, NEWINGTON CAUSEWAY, LONDON, 8. E. i. 


The ASSETS AUCTIONS CoO., LTD., 


are instructed to SELL BY AUCTION, WITHOUT. RESERVE, ү 


On. THURSDAY, JANUARY Sth, at 12.30 prompt, 


18,500 VARIOUS WOOD BLOCKS, Electric Shipe' Logs, Blowers, 
Drillers, Radiators, Toasters, Footwarmer, Sterilizer. Gyrometer, 
Recording’ Voltmeters. Meters, Fans, SUCTION CLEANER. Fuse 
and Switchboards, Conduit Fittings and Tubing, PLATING VAT, 


IRONCLAD SWITCHES up to 300 v. Panels, 500 and 300 Watt | 


Lamps, Tape, Telephones, various Cable. Magnetos. Outside Lampe, 
ALABASTER, SILK, &с., BOWL FITTINGS, Fuse Wire, 5.000 
Galvanised Telephone Brackets, Electric Shades, Holders, Switches, 
Reflectors, Roses, Morse Tappers and Lampe, Btriplite t, і and 


Catalognos проп 


9»h.p. Motors, various voltages, &o. 


On view day previous and morning of. salo, 


"Phone Нор. 9802. __ 


— 


© BY DIRECTION OF THE DISPOSAL BOARD. 


SALE BY AUCTION: 
of 


IN LOFTS. ` 


| PLANT, MACHINERY, ELECTRICAL EQUIPMENT, 


OFFICE FURN ITURE, &c., 


At С.З, DEPOT. 1208, QUEEN'S DRIVE, WALTON, LIVERPOOL, 


C.S. DEPOT 10, BIRKENHEAD, 
EAST AND WEST : FLOAT DOCK ROAD, BIRKENHEAD, 


Н.М. ЕАСТОВҮ; ELLESMERE PORT,. CHESHIRE, and at- : 


THE PETROGRAD WAREHOUSE PORT OF MANCHESTER 
WAREHOUSES, TRAFFORD PARK, MANCHESTER, 


on JANUARY 9th and following days, at. 11. am | 
eoe precisely each day. Including ud 


9 l HAMMERHEAD Electric Cranes, complete with 
motors, by Royce. Two four-spindle ` Gridley Auto- 
matics. 30 Roller. Dryers, by Bentley & Jackson, Ltd. Six 
Boiler Storage Tanks, Lancashire: Boiler type, :30 ft. x-7 ft. 
Three M.S. Filters, pressure and vacuum, by Banks, Oldbury. 
Vertical Steam-driven '' Edwards Air Pump. Two Préseure 
Gas Producers, capacity 10 tons per 24 hours. Enclosed Steel 
Coal Elevator. Vertical Steam Engine, 7 in. x 18 in., by 
Robey. 150-kW, d.c., 950 volts Steam-driven Generating 
Sets, by J. Howden. Two Duplex Horizontal Air Pumps and 
Jet Condensers, by Pearn. Five-throw Hydraulic Pump. 
Hydraulic Accumulator: Hydraulic Intenaifier. Six 3,000-. 
h.p. Diesel Engines. Electrically-driven 3-throw Pump, direct 
coupled to 130 h.p., d.c., 500 volts- Electric Motor. Two Elec- 
tric Hoists, 1 ton. Two 530 h.p. Diesel Engines. Sensitive 
Drilling Machines.: Power Hack Saw.- Denbigh- Milling Ma- 
chine. Three Baling Presses. 20 124-in. Centre Lathes. 
Single-phase oil-immersed Transformers. 25 Electric Motors, 
a.c. and d.c., from 5 to 400 h.p., twin cylinder. Dryer Tip 
Wagons. Rotor Pumps. Thread ' Milling Machines. Vertical 
Fabric Testing Machines. Cloth Testing Machine. Acetylene 
Welding Plant. Motor Regulators. Reducing Sets. Pressure 
Gauges. Galvanised Iron Fresh Water Tanks. Wireless 
Material. 30-in. Band Saw, by Haigh & Co., Oldham. Cir- 
cular Saw Bench, by T. & К. Lees, Manchester. 94 Batteries 
for Flame Protectors, without -Air Bottles . and N by 
Ruston. Proctor & Co., gom Plane Millin by 
Kendal & Gent (new). -covered le, Et dtüms 
(new). Friction Presses. v yir & Challen (new). Four 
tons Steam Hammer, by B. & S. Massey. o Switch Panels 
(new). Generator for Diesel Oil Engine. 16 Receiver Splining 
Machines, by Pratt & Witney. Six Generating Sets, by Allen, 
Sons & Со. Ltd. Two Phoenix Motors, and numerous other 


effects. Office Furniture, consisting of Collapsible Tables, 
Lined Top Tables, Stationery Cupboards, Card Index 


irs, 28 Deal 


Cabinets, =n Hardwood Chairs, 11 Arm 
Forme,-Dou 
January 9th, 1929. 


le- Deek, 5 ft. x 5 ft., &c. 


Order of Sale: C.S. Depót 1,208,- Walton 


“0.5. Depót 40, Birkenhead, January 10th and llth. H. M. 


Factory, Ellesmere. Port, January .12th. Ро, of Manchester, 
Warehouse, Trafford’ Park, January 13th. 
` view January md and following days from 9 till 4 ‘each 


E E by Catalogue. Saly: price 1s. each. | 
For further particulars and catalogues apply - to the 
Auctioneers, SRS. 
J. HINDLE & SON, BAL, E 


„London Street, Southport (Tel. 280), 178, South Caatle 
ap —.— and Dui e Street, Maze: d. NM 8008. 


j i i 
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SUPPLEMENT. [December 30, 1924, 


‘HELIER, PARKER, MAY & ROWDEN, 
us 27, Maddox Street, LONDON, W. 


à 


..By AUCTION, at the GRAND HOTEL, BROAD ST., BRISTOL, on 


THURSDAY, JAN. 12th, 1922, at 3 o'clock, 


FREEHOLD WITH POSSESSION 


FACTORY PREMISES, 
MIVART STREET, EASTVILLE, BRISTOL. 


. Ground floor, basement and two upper floors. Frontage to MIVART 
STREET about 209 ft. and to CATO STREET about 113 ft. Total. 
floor area about 42,000 sq. ft. together with building suitable for 
garage ; large yard and loading dock. 


In conjunction with Messrs. ED. T. PARKER & CO., St. Stephen 
Street, Bristol. 
Solicitors ; Messrs. Wells & Hind, Fletcher Gate, Nottingham. 


Full perticulars of the Auctioneers, Messrs. 


HILLIER. PARKER, MAY & ROWDEN, 
27, Maddox Street, LONDON, W. 
Telegrams : “ Wunputt, Reg., London." 8132 
[ссылок mw . NN ua E %] CEU E MENFE SCC CERE: 
RADIATOR TUBES, LTD., 114, Great Dover Street, Borough, S.E. 


Metal Plating and Depositing Plant and Radiator Tube 
Machinery. 


Comprising Air Compressors and Receivers, 16 PINE and LEAD- 
LINED PLATING & DEPOSITING VATS, 38 Tube Rolling 
Machines, Polishing Heads, Shafting. Pulleys, Belting, Drilling 
Machines, 3}” Centre Lathe, 5 cwt. Platform Weighing Machine, 
Laboratory Fittings, one 300-AMP., 4-VOLT GENERATING SET, 
three 2,000-AMP., 6-VOLT PLATING DYNAMOS, three 20-H.P. 
SLOW-SPEED ELECTRIC MOTORS, eight ELECTRIC MOTORS, 
DC. 460 VOLTS VERTICAL BOILER, ACID-RESISTING 
PUMPS, &c. Also OFFICE FURNITURE, including: Safe by 
Cooper, Remington and Monarch Typewriters, Mahogany and 
other Writing Tables and other Miscellaneous Items. 


LEOPOLD FARMER & SONS 
will SELL the above by AUCTION early in JANUARY, 1922. 


Catalogues of the Auctioneers, 46, Gresham Street, Bank, E.C. 2, 
and Kilburn, N.W. 8140 


_ SITUATIONS VACANT. 
Latest Time for receiving, S p.m. Wednesday. 


If jetters are not to be delivered to certain firms ог individuals 
(if known ), instructions to that effect should be sent to the 
Manager of the ELECTRICAL REVIEW. who will do his best 


to carry out such ‘nstructions. Letters of applicants cannot 
п such cases be returned to them nor can the names of 
Advertisers using a number in any way be disclosed. 


Original Testimonials should never be sent. 


ASSOCIATED MUNICIPAL ELECTRICAL 
ENGINEERS. 
(GREAT BRITAIN AND IRELAND.) 


BOROUGH OF SWINDON. 
APPOINTMENT OF ELECTRICAL AND MECHANICAL ENGINEER. 


NTENDING applicants for the above vacancy who are 

members of this Association are requested not to state a 

. salary less than that provided in the Schedule of Salaries 

agreed between the Incorporated Municipal Electrical Asso- 
ciation and this Association, viz., £740 per annum. 


(Signed) A. NICHOLS MOORE, 
J. E. TAPPER, 
Hon. Secretaries. 
December 20th, 1921. 8139 
— . 


SEVENOAKS & DISTRICT ELECTRICITY co., LTD.. 


Male Clerk - Typist Wanted. 
FP costing, and records, and shorthand- 
ing. . 

Good opening for young man with some experi 'ho 1 
perience, who is 
energetic and keen, and has capacity for expansion. Must 
be expert shorthand-typist. No '' duds need applv. Salary 
to commence, about £3 per week, according to qualifications. 
—Apply, enclosing photograph and references to C. F. 


Mounsdon, resident engineer and mana lectrici 
Sundridge, Nr. Sevenoaks. пары dectrieHty, Works, 


8146 


^ SITUATIONS VACANT.—Coniinuad 


mE BRITISH GUIANA. 


7 * 


E^ * 


| T['ELEPHONE Inspector required by the Government of 


British Guiana for а period of 18 months wi У) 
permanency. Salary £350 per annum. Free 0 Eds 
didates, аде 25 to 35, must be thoroughly conversant with 
magneto and common battery telephone exchange systems 
and subscribers instruments, and have had good pere 
in оне cable апа pole line construction and maintenance 
work. 

Apply at once, by letter, stating age and experience 
whether married or single, to the Crown 5 0 p ie 
Colonies, 4, Millbank, London, S.W.1, quoting M/10857, and 
mentioning this paper. 6р 


| | 
BOROUGH OF HEYWOOD. 


Electricity Department, 


[ee Corporation of Heywood invite applications for the 
position of Manager of their electricity undertaking. 
Candidates must have had experience in electricity under. 
takings, extra-high-tension bulk supply plant; and eht 
mains, and have a sound knowledge of the commercial 
management of electricity supply and distribution (nearly the 
whole of the supply is received in bulk from a neighbouring 
local authority) and will be required to take the supervision 
of the tramways, which are worked by neighbouring ашһоп- 
ties under agreement. | 07 
Applications, endorsed '' Manager," stating salary required, 
age, and qualifications, accompanied. by copies of two recent 
testimonials. must be received by the undersigned not liter 
than Saturday, January 7th, 1992. | | 


By Order, 
GEO. С. BOUCHIER, 
Town Clerk. 
Town Clerk's Office, 
Hey wood, 


December 98га, 1991. 8135 


ROYAL AIR FORCE. 


ECRUITS for the following trades required :—Power 
Station Engineers, Shift Engineers, Engine Drivers and 
Dynamo and Switchboard Attendants, for four years’ service. 
Ages :--Ех-Сегуісе men, 18 to 35 years; civilians, 18 to №. 
Marriage allowance paid to married men of 26 years of age 
and over.—For particulars, write stating age, or call, Inspec- 
tor of Recruiting, R.A.F., 4. Henrietta Street, Covent-Garden, 
W.C.2; or R.A.F. Recruiting Depot, 298, Bath Street. 
Glasgow. 114 


PLUMBER-JOINTER WANTED. 


ANTED temporarily, а capable and experienced 
Plumber-Jointer, accustomed to e.h.t. and lt. paper 
insulated l.c. cables and all-round work. | 
Standard district schedule rate of wages. | 
Apply, stating age and experience, with copies of testi- 
monials, to Engineer and Manager, Electricity Offices, Water 
Street, Colne. 8134 


BRITISH GUIANA. 


AP Telegraph Engineer required by the E 
ment of British Guiana for three years service D 
Posts and Telegraphs Department, with. prospect of ex г 
sion. Salary £450 per annum, rising by annual Be 
of £95 to 2500 per annum, payable locally in dollars ied а 
fixed rate of 4s. 9d. to the dollar. Free passages. Qu 
not provided. | or 
Candidates, age 25-35, preferably single, must hare n 
good technical education, be thoroughly qualified x 1 
and telephone engineers, and possess а practical kno jet 
of wireless telegraphy and telephony.—Apply at oe i 
writing, giving age and brief details of experience ^. 


| 1, 
Crown Agents for the Colonies, 4, Millbank, London, К. 
uoting M/B.G. 11254. 


q 
el 
BOROUGH OF NELSON. 


nce a good a 
of sound tec | 
ү experienci 
e rotary “1 
to one 


qus Nelson Corporation require at o 
Engineer. Applicants must be possessed 
nical and mechanical knowledge, and thoroughl 
in modern power station practice, e.h.t. 3-phase, А 
verters, and d.c. 3-wire. dados will be give 
accustomed to Brush Ljungstrom turbos. le. 
. Salary in accordance with National Joint Board piu 

Applications to be addressed to G. Е. Nayler, E 
Works, Nelson, Lancs. | | 


| 
| 


| 
| 


December 30, 1921.] 


SITUATIONS VACANT.—Contnued. 


METROPOLITAN BOROUGH OF HACKNEY. | 


APPOINTMENT OF GENERAL CLERK, ELECTRICITY 
DEPARTMENT. 


4 Borough Council are prepared to receive applications 
for the above-named appointment, which, under the 
Council's scale, is a Class 5 position, at a commencing salary 
of 4182 per annum, with two annual increments of £15 ex- 
pedited in order to bring the salary up to not less than £4 
per week. 

The maximum salary of the class is £260 per annum. 

The salary will be payable monthly, and be subject to 
review ав the Board of Trade index figure of the cost of living 
falls below 100 per cent. above pre-war level. The salary is 
also subject to a percentage deduction in accordance with the 
provisions of the Council's Superannuation Act, 1908. 

Applicants for the position must have reached the age of 
2] years, and have had previous experience in an electrieity 
undertaking or upon analogous work with а manufacturing 
or contracting firm; be quick and accurate at figures (includ- 
ing elementary mathematics); and possess a knowledge of the 
preparation of wages. Experience in shorthand and type- 
writing will be considered an advantage. : 

The appointment will be held during the pleasure of the 
Council, subject to one month's notice on either side. 

The person appointed will be required to pass satisfactorily 
a medical examination within 14 days of appointment, and 
.before entering upon the duties. 

Applications must be made on printed forms, to be obtained 
from the undersigned on receipt of а stamped addressed 
(foolscap) envelope, and be accompanied by copies of not 
more than three recent testimonials. 

Applications must be endorsed General Clerk, Electricity 
Department,” and delivered to the undersigned not later than 
5 o'clock p.m. on Monday, January 16th, 1922. 

Canvassing members of the Council, directly or indirectly, 
is strictly prohibited, and will be deemed a disqualification. 


R. H. R. TEE, 
Town Clerk. 
Town Hall, Hackney, E.8. 


December Brd, 1921. 8143 


CITY OF BRADFORD. 


TECHNICAL COLLEGE. 
PPLICATIONS are invited for а Lectureship in Electrical 
Engineering in the College. 

A salary up to £550 per annum will be paid to a candidate 
of suitable qualifications and experience. Candidates must 
possess a first-class Honours degree or its equivalent, and have 
special qualifications in high-frequency, high-tension, and 
thermionic work. 

Full particulars of the appointment, and forms of applica- 
tion, may be obtained from the Principal of the College. 

Applications to be returned so as to reach me as soon as 


possible. 
N. L. FLEMING, Town Clerk. 
Town Hall, Bradford. 
December 21st, 192]. 8143 


Cheap prepaid Advertisemonts are inserted under this heading at the rate 
of One Penny Per Word (minimum 15.). ‘ihree Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ELECTRICAL REVIEW address count as seven words, 


RAUSHTSMAN wanted to take control of tool and plant 
drawing office. Up-to-date experience of jigs and tools 
for production of electrical motors and generators of medium 
and large sizes.—Apply by letter, stating experience, age and 
salary required, to Metropolitan-Vickers Electrical Co., Ltd.. 
River Don Works, Sheffield. 8118 


— 


RAUSHTSMAN for electric motor control apparatus.— 
Write full details of experience, age, and salary, Box 
1914, Sells, Fleet Street, E.C.4. 4400 


LECTRICAL Fitter wanted, thoroughly qualified and ex- 
perienced in installation and repairs to motors and 
generators, a.c. and d.c., up to 250 h.p. Practical experience 
on manufacture, testing, and repairs of plant essential. Good 
15 л work.—8128, Electrical Review, 4, Ludgate Hill, 
ndon. 


pone wanted by firm of a.c. motor manufacturers, 

Leeds district. Must be able to do all testing, erecting, 
&c. Only men who have held similar posts need apply.— 
State salary, references, 4382, Electrical Review, 4, Ludgate 
Hill, London. 


ONDON Traveller for electric tools and installation work. 
—State salary required, 8136, Electrical Review, 4, Lud- 
gate Hill, London. | 


RENATE required (London), by a leading 

manufacturer of electric incandescent lamps. Salary and 
expenses only.—All applications, which will be treated in con- 
fidence, must state age, experience, and salary required, 8150, 
Electrical Review, 4, Ludgate Hill, London. 
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SITUATIONS VACANT.—Continued. 


8 Engineer wanted. to follow up tenderr for dyna mos. 
motors, &c., d.c. and a.c.; Manchester district.—State 
fully experience, age and wages expected, 814/, Electrical 
Review, 4, Ludgate Hill, London. 


ANTED for electrical repair works in South wales, com- 

petent Shop Foreman. 'Must have expert knowledge 
of a.c. and d.c. windings; also mechanical work. Able to 
control men.—State experience and salary required, 4374, Elec- 
trical Review, 4, Ludgate Hill, London. 


W Experienced Man to repair and test d.c. meters 

for supply company in London area. Required to read 
meters at quarter ends and assist with slot meter collection. 
Hours, 41 per week.—Applicants please give previous experi- 
ence und wages required, 4406, Electrical Review, 4, Ludgate 
Hill, London. 


SITUATIONS WANTED. 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 1s.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

x Number and Exvectrricat Review address count as seven words, 


3 Engineer and.Oommercial Man (34), requires 
post with supply undertaking, consultants, or com- 
mercial engineers. Experienced: in power station, transmis 
sion (e. h. t.), lighting, power, tramways, drawing office, and 
administration at home and abroad; also country house and 
factory plants; good correspondent and draughteman; fluent 
portuguese АЗИ, Electrica Review, 4, Ludgate Hill, 
ndon. ta ok 


EL — s M —— =. 


CAPABLE Electrician (young and energetic) requires 
post as Foreman. Experienced in lift erection and 
wiring for all controls; lighting and power in all its branches; 
estimating; good organiser; excellent references.—4412, Elec- 


trical Review, 4, Ludgate Hill, London. 


GOOD industrious worker seeks Subordinate or Charge 
position ; experienced in lighting, power, private plants, 
domestic appliances, with electrieal machine repaire.—4406, 
Electrical Review, 4, Ludgate Hill, London. 
DVERTISER seeks situation in any of the following capa- 
cities: d.c. amo and motor design, assembling, 
armature and transformer winding, transformer erection.— 
H., 14, Montague Road, Wimbledon. . 43 


DVERTISER (88), over 20 years’ experience public supply 
undertakings, shift charge engineer, &c., experience 
with turbines, H.S. steam, gas and Diesel engines, а.с. and 
d.c. systems, repairs and maintenance, seeks shane: country 
house, works power plant, or public supply.—W., 7, Cam- 
bridge Road, Horsham. | 434 
DVERTISER seeks engagement as Supervisor or Fore- 
man Electrician. Thoroughly competent in laying out, 
supervising, all lighting, telephone, and power installations. 
FF Electrical Review, 4, Ludgate Hill, 
ndon. 


PPARATUS Draughtsman, Chief Electrical, is open for 
re-engagement at new year. Speciality, design of tele- 
phone or kindred apparatus. Sound production experience, 
including the design of press tools and jigs, &c. Sound tech- 
nical experience. Honours City and Guilds of London tele- 
phony and higher mathematics.—4384, Electrical Review, 4, 
Ludgate Hill, London. 


C Jointer (42), non plumb., seeks situation. 22 years’ 

experience, lead and bitumen mains, services, testing, 
and meters. Best references.—French, 11, Heron Road, St. 
Margaret's, Middlesex. 4333 


LERK (30), consumers' accounts, ledgers, meter апа unit 
registers, wages, invoices, wiring accounte. Showroom 
experience.—4332, Electrical Review, 4, Ludgate Hill, London. 


HARGE Hand; lighting, heating, telephones, motors, 
plant and battery erection.—W. Bright, 99, Gloucester 
Road, Cirencester, Glos. 4394 


ТЛ LECTRIC Welder's Grinder; used to surface welded 
tram rails.—4315, Electrical Review, 4, Ludgate Hill, 
London. 


в Fitter wants job on maintenance of factory 
installation or with contractor. Good estimator and 
charge hand.—G., 171, Malmesbury Road. Bow, E. 4331 


E LECTRICAL Engineer (23), A. C. G. I. Three years’ techni- 

cal college (Finsbury), desires start at anything. Ex- 
perience chief consideration.— 4317, Electrical Review, 4, Lud- 
gate Hill. London. 


E LECTRICIAN (26), single, would like position on elec- 
tricity supply; pre-war experience of supply company, 
knowledge of a.c., d.c. mains, wirings, &c., and conversant 
with I.E.E. rules and regulations.—4363, Electrical Réview, 
4, Ludgste Hill, London. TM 
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SITUATIONS WANTED.— Continued. 


F 12 years’ experience in installation and 
T^ maintenance: good mechanic; distance no object; dis- 
engaged.— A., 74, Westville Road, Shepherd’s Bush ы 


Е LECTRICIAN ; experienced and reliable; good references. 
—H. B., А7, Sutton Street, Chelsea. 4403 


J шы з= г ишнен ише LL HA E 
1 man (married), with good connection with 
motor engineers and contractors, wants position with 
manufacturers as Traveller, or Indoor Position ; quick at 
figures.—4413, Electrical Review, 4, Ludgate Hill, London. 
F IRST-Clase Armature Winder (23), requires situation, € 
m years’ experience (with leading firm), excellent testi- 
monials.—4398, Electrical Review, 4, Ludgate Hill, London. 


ENERAL Electrician, experienced in both a.c. and d.c. 
work. Complete country house lighting.—4389, Elec- 
trical Review, 4, Ludgate Hill, London. 


9; ̃ АЕ ЕРУ E UE ER UM A 
OINTER-Plumber, services or charge outside work. Test- 
p» ane and faults.—4409, Electrical Review, 4, Ludgate Hill, 
ndon. | 


)) ³ 8 
INES MAN, fully experienced in eh. t., overhead construc- 
tion work, desires work at once. Able to-erect and take 
charge; good references.—4373, Electrical Review, 4, Ludgate 
Hill, London. | 
— . M 
IREMAN, quick, reliable; all systems, accurate esti- 
mator; 18 years’ experience; disengaged.—4311, Elec- 
trical Review, 4, Ludgate Hill, London. 


J; ы MM шло Шы ш шыш ыы ышына M 
W or Charge Hand; good references. H. кше 


56, Crowndale Road, St. ‘Pancras. - | 

YY REMAN. Electrician, 23 years’ experience, and boy (15) 
want work, anywhere.—Jones, 39, Ilminster Gardens, 

Clapham Junction. 4359 


1... rE ыз ыйы ñ p ee сызыш 
W good and quick; power, light and phones (pre- 


war), town or country. — Wireman, 2, Chatham Street, 
Battersea. | | 4393 


r K 
' IREMAN (disengaged) wants Job; lighting, motors, 
MV. casing, barrel.—E.,-195, Blackstock Road. 4407 


MINISTRY OF LABOUR. 


| The Proprietors of the Exvectrica Review have placed this space at the 
disposal of-the District Director, Ministry of Labour, 3 and 4, Clement's Inn, 
Strand, W.C. 1, to whom all replies should be addressed, quoting number of 
advertisement, the date on which it appeared, and the name of this paper. 


ee C- ----- 
[ESSE Designer. Age 22, single. Two years’ 
TJ assistant draughtsman, 1 year draughtsman, 2 years chief 
draughtsman; Royal Air Force 1 year 11 months as draughts- 
man-designer; electrical engineer student at Regent Street 


Poly.; good practical law knowledge ; good all-round draughts- ' 


man-designer, electrical and wireless. (4066/91) 


T^ LECTRICAL Engineer. Age 24, married. Knowledge of 


£i. French. Experience as railway engineer, supervising, 
accumulators on charge. Own business general electrical engi- 
neer. Inspector and repairing vehicles, batteries. Qualified 
wireless lecturer. C.D. wire system, e.h.t., 3-phase working, 
dynamos and motors. (4688 / 21 
BE Engineer. Major, age 85, single, A.M.I.E.E. 
Ten years as assistant engineer steam-driven plant; 
3-wire, d.c.; 18 months as chief electrical engineer 1/c steam- 
driven plant; 750 kW, 3-phase, a.c., 3,000 volts d.c. plant; sub- 
stations; rotary converters; overhead transmission; all light- 
ing and power equipment for workshops and camps; thorough 
knowledge electrical supply work. (98947) | 
TUERI Engineer. Captain, аде 38, married, 
A.M.LE.E.; fully trained in operating side of electric 
power supply; large modern stations, а.с. and d.e. ;expert 
knowledge of application of electricity to industrial operation; 
lighting. power and heating; good commercial experience; 
control of labour; conversant with American electrical works; 
good knowledge chemistry. (95004) 

LEOTRICAL and Mechanical Engineer. Lieut., age 43, 
E married; A. M. I. E. E. and A. M. I. C. E.; 4 years appren- 
ticeship loco. works; 8 years experience erecting engineer 
i/c of erection of sub-stations for electrie underground rail- 
ways; also i/c of various other plants at gas works; 5 years’ 
resident engineer ; 160 h.p. gas engines, 820 h.p. Diesel engine; 
alternators, switchboard, outeide wiring, and h.p. pumps. 

(3499 / 21) 

LECTRICAL and Internal Combustion Engineer. Lieut., 
Е Age 38, married; 4 years’ apprenticeship dynamo and 
C 10 vears' electrical and general engineer- 
ing; 3 years at sea in charge of electrical plant; aero engine 
engineer's certificate, Air Ministry; 
rotary and air-cooled engines. (4993) 

LECTRICAL snd Mechanical Engineer oe age 99, 

single; A.M.I.E.E.; 4 years assisten engineer; ex- 

i nes electrical power supply, distribution, &o.; cable lay- 

g Lt. bt and ҺЬ4.; underground cotton and sugar 
machinery; hydro-electrio plant (small). (5657/21) 


— 2. 


[December 80, 181, 
SITUATIONS  WANTED.— Continued 


Е LECTRICAL Engineer. Age 34, widower. Lieut. German 
and French; 3 years’ apprenticeship; 9 years at 8t. Pan. 
cras Borough Council aa charge shift engineer; assistant engi- 
neer to Westminister Electrical Supply Corporation; in а], 3) 
years’ experience in running and erection of large plants 
(1286/21) S D 


m iR Engineer. Age 33, married. and Lient. 
A. M. I. C. E., A. M. I. E. E.; fluent French, Portuguese and 
Danish; 3 years as pupil to Cable Co., going through all 
shops; 5 years’ experience as outside superintendent cables 
and overhead work; 10 months’ experience erection of 
machinery and construction of works, and starting production 
of light railway tracks. (97016) Н 


ТЕ р Vacancy required in Electrics! Engineering. 
Age 25. C.S.M., Had 12 months’ training Sterling Tele. 
T fain 


phone & Elec. Co., and four months’ theoretical 


Scierice School, Dublin. Desires to complete. (70603) 


a FOR SALE. . 


Advertisements are inserted under this heading at 14s. per lach. 


THIS WEEK'S PHCENIX BARGAINS. 


WO 200-h:p., 500-volt, 220. r.p.m., compound-wound, 

"^ 2%bearing Motors, each. Ж N 

Four 350-h. p., 500/550-volt, 575 r. p. m., à-phase, o0-ycle, 
slip-ring Motors, £3€0 each. , . | 

Two 60-h.p., 500-volt, 450 r.p.m., enclosed shunt-wound 
Motors, by Dick, Kerr & Co., £160 each. ots 

Two 35/40-h.p., 500-volt, 50-cycle, 3-phase, slip-ring Motors, 
by Sandycroft, 1917, £95 each. | 

One 90-h.p., 500-volt, 50-cycle, 3-phase, 575 r.p.m., slipring 
Motor by Bruce Peebles & Co., £220. 

Three 50-һ.р., 220-volt, 450 r. p. m., shunt-wound Motors, 
4160 each. | 
Pos 140-kW, 220-volt, Belliss-Westinghouse Steam б, 

Two 200-kW, 220-volt, Allen-Westinghouse Steam Sets, new 
1915, £1,100 each. 

One 1,000-kW, 6,600-volt, Turbo-Alternator, with Surface 
Condensing Plant, 43,500. 

One 150-K W, 500-volt, Belliss Steam Set, £800. 

One 200. kW, 500-volt, Belliss Steam Set, £1,000. 

Many other bargains. Now is the time to buy. 

The Phoenix Electrical Co., Ltd., 32-36, Broomielaw. 
Glasgow. ' É S145 


SPECIAL PLANT—UNIQUE OPPORTUNITY. 


Excellent Condition. 
. 950-kW CONVERTER. = : 
9505% La Cour Converter, 6,000/6,600 volts, d-cycles, 
3-phase, to 500 volts d.c., shunt. 
500-kW D.C. MOTOR-GENERATOR. . . 
500 kW Crompton Set, practically new, on combined bed: 
plate, 230/940 volts, 460/470, complete with starters for start 


ing either side. 
> 480-kW D.C. Steam SFr. | | 
450 kW Belliss-Crompton, 440 volts, d.c., shunt, 190 lbs 


pressure. К. x 3 
100 H. P. D. C. Motor. 
100 b. p. Mather & Platt, 460 volt, shunt, 300 revs., СИЮ: 
plete with pulley, rails and starter. 


BRITISH CENTRAL ELECTRICAL CO., LID., - 


6 and 8, Rosebery. Avenue, E. C. I. 


Telegrams: '' Briticent, London." Phone: Holborn 8. 
T o D 


FOR SALE. 


790 Generating Set, Browett, triple Engine, couple . 


to Lancashire dynamo, 500/550 volts, d.c., 890 гра. 
18,000 lb. Surface-Condenser and Pumps, by Mirrlees, Watson 
and Co., all ex Corporation station, and in first-class con 
dition. A bargain. Apply—- | 


R. Watxer, 2, Oswald Street, Glasgow. J 
FOR SALE. 

No. H.P. RPM. vol I8. 
1 100 480 110 d.e. 
2 55 570 110 d.c. 
6 40 520 110 d.c. 
5 24 810 110 d.c. 
l 15 940 | n0 dee. 


" An E aue are shunt Mega MS are mm 
with e ield bearings, . com, | орел. | 

switches, with no. volt release, hunt en T and over 

cirouit-breakers.—Tweedales & scale ‚14, бмк, 
near Manchester. | | | 


в =, fat C», — Jy Ст Аа f „а Ё. — р 
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FOR SALE. —Continuod. 


MOTORS FOR SALE. (Extract.) 


COMPLETE LIST SENT UPON REQUEST. 


| (Comprising Steam, Diesel and Gas Sets, Turbines, Motors, &c.) 


New amd Second-hand in Geed Conditien. 


| A.C. MOTORS, THREE-PHASE. 
Ref. No. | i | 


Make. H.P. Volts. Cycles. Revs. Type. 
306 Lahmeyer 450 210 50 230 S.R. . 
820 Clayton 40 400 50 860 S.C. 
808 Westinghouse 60 (2 of) 400 25 480 S.R. 
854 Metro.-Vickers 10 400 bo 725 S.C. 
854 Mather & Platt 10 (2 of) 400 50 725 8.C. 
854 Do. 10 (2 of) 400 50 970/725 S.C., bk- 
. geared. 
854 Metro.-Vickers 16 400 50 725 S.C. 
854 Mather & Platt 20 (2 of) 400 50 726 8.C. 
854 Bruce Peebles 20 400 50 725 S.R. 
854 Mather & Platt 25 (2 of) 400 50 725 / 190 S. C., bk- 
geared. 
854 Metro.-Vickers 30 400 50 725 S.C. 
854 Do. 40 400 50 725 8.6. 
854 Bruce Peebles 40 400 50 725 S.R. 
872 Westinghouse 20 440 50 736 S.R. 
617 Do. 40 (2 of) 440 50 710 S.C. 
1012 Brush Elec. 50 440 40 580 В.В, 
210 Westinghouse 50 (60f) 440. 25 475 S. C. 
804 Bruce Peebles 207 440 27 314 S. R. 
994 Lancs.Dyn’mo 5000 440 50 1450 S. R. 
917 Crompton 25 500 85 750 S.R. 
917 Lancs. Dynamo 90 500. 25 725 S.R. 
917 Harland 100 500 25 725 S.C. 
917 Grnw'd,Batley150 500 25 720 S.R. 
840 Mavor& C'lson 300 500. 50 150 S.R. 
840 Crompton 300 500 . 50 575 S. R. 
D.C. MOTORS. | 
Bet, No Make. H.P Volts. . .Revs. | . Type. 2 
808  Rees-Roturbo 19 220 1350/1580 8. 
656 G. E. C. 25 220 2000 C. 
808 Dick, Kerr 40 220 640 8. 
808 G. E. C. 40 220 450 8. 
1008 B. T. H. 64 220 335 C. 
480 Siemens 123 250 - 405 С. 
910 Westinghouse 50 (2 of) 400 600 S. 
910 Mather & Platt 55 . 400 700 S. 
679 G.E.C. 50 440 370 8, 
615 Lancs. Dynamo 75 440 1500 С. 
915 G.E.C. 50 41.60 720 — 
915 B. T. H. 16 460 490/1850 — 
944 Lancs. Dynamo 110 4160 350 C. 
1021 Mather & Platt 100 460 390 8. 
1021 Do. 155 460 380 8. 
910 Crompton 100 460/500 500/550 S. 
307 Union Electric 85 БОО 1000 8. 
910 G. E. C. 40 500 835 8. 
910 Mather & Platt 50 500 275 8. 
910 Westinghouse 60 (2 of) 500 600 8. 
910 B. T. H. 80 500 600 8. 


BRITISH CENTRAL ELECTRICAL CO., LTD., 
6 & 8, Rosebery Avenue, London, Е.С. 1. 8155 
Phone.: Holborn 5848. Grams: " Briticent, Holborn, London.” 


THIS WEEK'S BARGAINS. 
MOTOR GENERATORS FROM 3 TO 30 kW. 


ERY Low Prices.—2lasgow Electrical Engineering Co., 
Ltd., 45-47, Pitt Street, Glasgow. Stock list of motorg 
and accessories post free. 1648 


MOTORS—REDUCED PRICES. 
„ 9-phase, 415 volts, 50 cycles, 575 r.p.m., slip ring. 
., 9-phase, 440 volts, 50 cycles, 720 r.p.m., squirrel cage. 
d.c., 440 volts, 850 r. p... 
C., 


е 
55 
S8 


15-h.p., d 440 volts, 930 r.p.m. | : 

12h.p., d.c., 440 volts, 300/900 r.p.m., with Brookhirst panel. 
p., d.c., 220 volts, 600 r.p.m., with Brookhirst panel. 
-h.p., d.c., 220 volts, 750 r.p.m. | 

5-h.p., d.c., 200 volts, 1,400 r.p.m. ` l 

3-h.p., d.c., 280 volts, 1,500 r.p.m., totally enclosed. 


-h.p., d.c., 220 volts, 1,280 r.p.m. 
Hirst, IBBETSON & TayLor, 37, Water Street. Manchester. 


NEW MOTORS. SPECIAL PRICES. 


, MAKER'S Guarantee—stock replaced as sold. 


SQUIRREL CAGE. SLIr Бине. 


1, 2. 3 and 4 h. p. SiNGLE 5, 6. 74. 10 and 15 b.p. 
950 and 1,440 r.p.m. PnHasE&. 950 and 1,440 r.p.m. 
1, 34, 5, 6, 74 & 10 h.p. Тнавв 34. 5, 54. 74, 10 and 15 b.p. 
750 and 1,440 r. p. m. PHASE. 750, 950 and 1,440 r. p. m. 


Several good S. H. Motors at attractive prices. 6126 


: ELECTRICAL INSTALLATIONS, LID., 27, Martin Lane, E.CA. 


6254 , 


FOR SALE.— Continued. 


THE WELL-KNOWN “ CONZ." 
Single Phase and D.C. Metors. 


IN STOCK. NEW.—With a full guarantee. 
And prices are right. 


SINGLB PHASE, SQUIRRBL Cage, 50 CxoLzs. 
.p, 990 V, 1,500 r.p.m. | Е | 


— 
— 
© 

< 


А 


SiNGLE PHASE, SLIT Бико, 50 CYCLES. 
3 b. p., 400-470 У, 1,500 r. p. m. 
4 h.p., 400-470 V, 1,500 r. p. m. 
Diner CURRENT. 


200 Vors. 400-470 VOLTS. 
à h.p., 1,600 r.p.m. 2 h.p., 1,700 r.p.m. 

2 h.p., 1,700 r.p.m. 2 b.p., 1,400 г.р... 
1 h.p., 1,300 r.p.m. 24 h.p., 1,700 r.p.m. 
1 h. p., 1,500 r. p. m. 3 h. p., 1,600 r. pm. 

II h. p., 1,700 r. p. m. 3 h. p., 1,300 r. p. m. 

- 14 h. p., 1,300 r. p. m. 4 h. p., 1, 200 r. p. m. 

2 h. p., 1,700 r. p. m. 5% h. p., 1,500 r. p. m. 
2 h. p., 1,400 r. p. m. , 7662 
THE Вемвнлу ENGINEERING WORKS, LrD., Mitcham, Surrey. 


500-kW ROTARY CONVERTER, 460-500 VOLTS, D.C. 


О 500-kW Westinghouse Self-synchronising, 6-ring com- 
pound interpole, 50 cycles, complete -with transformer; 
also h. p. and l. p. switchgear, modern machine; condition aa 
new. lmmediate delivery. Low price to clear. E 
One 200-Ь.р. Motor by Messrs. Vickers, Ltd., 440 volts, 485 
r.p.m., compound interpole, open type, with starting gear; 
new condition. M 
' Three 500-kW Transformers, 10.750/415 ‘volts, 3-phase. 50 
cycles. | M 
One 600-kVA Westinghouse Transformer, 6,600/440 volta, 
three-phase, 50 cycles; brand new. 
. One 50 kW, oil-cooled Johnson & Phillips Transformer, 400/ 
110 volts, 3-phase, 25 cycles. B | 
Dynamos and Motors, various sizes, 110, 220 and 440 volta, 
both a.c. and d.c. D s 
; MIDLAND COUNTIES ELECTRICAL ENGINEBRING Co., LTD. | 
| 136, Sandon Road, Birmingham. - Е 
Telegrams: Rheostat, Birming am. 7979 


| DYNAMOS. Rara e 
S 31 kW, 110 volt, compound, 1,430 revs., by G. E. C.; 
new, with shunt regulators; £28 each. 17 kW. 110 volt. 
compound, 510 revs., by Holmes. 3-bearing. complete, ав new, 
#115. ae 
Midland Counties Electrical Engineering Co., Ltd., 
К 136, Sandon Road, Birmingham. 
Telegrams: Rheostat, Birmingham. | .. 73880 


MOTORS, PETROL- ELECTRIC SETS, DRILLS, &c. , 


FF factory and Fire Hooters, with 200- 
volt Transformer, £6 10s. 
Small Alternators, 4 kW to 2 kW, 100 to 500 cycles. 

Witton-Kramer Motors, 50 periods, 220/240 volts s.p., on 
small wheeled trolley. Complete with flex. shaft for grind- 
ing or drilling, £9. NON = : 

Ih. p. ventilated a.c. Motors. with 3 in. pulley, £10. 

Wilson- Wolf. double-ended Electric Grinder, 1 h.p. 220 volt 
a.c. Motor on heavy pedestal, fitted two emery wheels 
and twist drill grinder, motor totally enclosed, wheels 
shrouded. | | 

Rotax d.c. 200/220 volt Motors, 4 and 1-6 h. p., totally en- 
closed hall bearings, 4-speed pulley, £5 10s. | 

Lyon & Wrench Petrol Electric Sets, 12 kW, 50 volts and 
200 volts, £40. Switchboards, £5. | L 
. Proof Tape, 1 in. wide, Is. per Ib. 7 ы 

100 amp. D. & S. Distributor Fuse Handles, Tubular Hand- 
grip, 485. dozen. | HM : 

Inspection Handlamps, to Admiralty specification. All metal 
body, with switch and 2-volt accumulator, 6/8 hours’ con- 
tinual light, 25s. o uu 

Hand Electric Drills, weight 14 lb., d.c. only, 200/250 volta 
capacity up to 4 in. clearance, £7. Bench type, weight 
160 Ibs. capacity, 3 in. clearance, £15. | | 

7.000 Electric Heating Units, 13 amps. and З amps. nichrome 
and mica flat metal clad, 128. dozen. -> > Ку 

Cell Milking Dynamos, 10 amns., 0/15 volts, £8 10s. Switch- 
board for ditto, £1 10s. N 

Mahogany Boxes for 100 | 
sockets, 2 wander plugs for h.b. wireless or portable testing, 


5s. : 
3 Valve Amplifiers, £5. pr | 
Jointless Rubber Gloves, leather palms, 158. pair.“ 


LESLIE DIXON & CO. (Dept. E.), 


| 9, Colonial Avenue, Minories E. I. 8099 


— — 


volt Dry Batteries, six plug . 


\ 
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FOR SALE.— Continued. 


ELECTRIC MOTORS AT CUT PRICES, 


— 


All Machines Guaranteed. 


tested before despatched. | 
Two-PHASE, 50 Periops, 900 Уоптз (4-wiRE). 
One 10 h.p., 1440 r.p.m., squirrel cage. 
One 15 h.p., 710 r.p.m., squirrel cage. 
One 16 h.p., 715 r.p.m., slip ring. 
One 20 h.p., 720 r.p.m., slip ring. 
One 40 h.p., 720 r.p.m., slip ring. 


THREE-PHASE, 25 PERIODS, 400/440 Vo ts. 
Eight 73 h. p., 1,440 f. p. m., squirrel cage. 
THREE-PHASE, 40 PERIODS, 400/440 Vo ts. 
One 44 h.p., 760 r.p.m., slip ring. 
Two 72 b.p., 760 r.p.m., slip ring. 
One 88 b.p., 580 r.p.m., slip ring. 
THREE-PHASE, 50 PERIODS, 400/440 Vo tts. 
Eighteen 4 h.p., 1,440 r.p.m.. squirrel cage. 
Thirteen 6 h.p., 1,460 r.p.m., squirrel cage. 
Twelve 74 h.p., 1,440 r.p.m., slip ring. 
One 7} h.p., 1.435 r.p.m., squirrel cage. 
Two 60 h.p., 930 r.p.m., slip ring. 
We always hold a large stock of machines, both squirrel 
cage and slip ring, ranging from 1 h.p. to 97 h.p. 
One 100 h.p., 480 r.p.m., squirrel cage, 3 bearings. 


One 130 h.p., 242 r.p.m., slip ring, 3 bearings. 
One 250 h.p., 365 r.p.m., slip ring, 3 bearings. 


m "TIHREE-PHASE, 50 PERIODS, 500/550 Vo ts. 
One 55 h.p., 950 r.p.m., slip ring. P 
Two 90 h.p., 950 r.p.m., slip ring. 
One 110 h.p., 720 r.p.m., slip ring. 


| THREE-PHASE, 50 PERIODs, 3,000/3,300 Vo ts. 
One 300 h.p., 320 r.p.m., slip ring. 


Direct Current, 220/240 Vorrs. 

One 9 h.p., 450 r.p.m., shunt wound. | 

h.p., 1,440/1,650 r.p.m., shunt wound. 
One 18.3 h.p., 1,450 revs., shunt wound. 

h.p., 620 revs., compound wound, Р.У. 
h.p., 780 revs., shunt wound, protected. 
h.p., 300/720 revs., shunt wound, protected. 
h.p., 650 revs., shunt wound, semi-enclosed. 
One 45 h.p., 850 revs., shunt wound, totally enclosed. 


DIRECT CURRENT, 440/500 Vors. 
Two 6 h.p., 1,080 revs., shunt wound, E.V., 440 volts. 
One e b.p., 960/1,445 r.p.m., shunt wound, E.V., 440 
volts. | 

One 25 h.p., 800 r.p.m., shunt wound, protected, 440 volts. 
One 40 h.p., 200 r.p.m., compound wound, open, 440 volts. 
1,080 revs., shunt wound, protected, 500 volts. 
200 revs., compound wound, open, 440 volts. 
., 485 r.p.m., compound wound, open, 500 volts. 
p., 310 K. p. m., compound wound, open, 500 volts. 


CRANE-RATED MOTORS. 


Thirteen 220 and 440 volts, series wound, totally enclosed 


crane-rated motors, 13 to 50 h.p. | | 
Suitable control gear, slide rails and pulleys are always 


available for the above machines. 
MYLAN & SMITH (ENGINEERS), LTD., 
10, East Parade, Sheffield. 
Also at 10, Park Row, Nottingham. 
Phone: 760 Central, Sheffield. 


Grams: “ Topical," Sheffield. | 
. Electrical Stores: Bamford, Derbyshire, Midland Railway. 
| 1259 


(jy best makes. Many new, thoroughly overhauled and 


*J 
MÀ 


: Е FOR SALE. 
| New Transformers, by B.E.T. Co., Ltd. 
" THREE-PHASE, 50 CYCLES. 
" Three 575 kVA, 10,250-11,000/415-440 volts, £550 each. 
' One 600 kVA, 6,600/440 volts, £575. 
' Two 1.875 kVA, 6,600/440 volts, £1,300 each. 
THe Pli NIX ELCTRICAL Co., LrD., 32-36, Broomielaw, 
Glasgow. 
THROUGH COMPANY IN LIQUIDATION. 
EARLY New 70-h.p. Motor, by Crompton, No. 109.316; 
440 volt, 175 amp., 775 r.p.m.. compound wound, con- 
tinuous current, 14 in. by 14 in. pulley and slide rails, with 
Patent Ratchet Starter No. 16,233, by Bray, Markham and 
Reiss, fitted with no-volt and overload release, ammeter, No. 3 
double-pole switch box. Price £175.—4396, Electrical Review, 
4, Ludgate Hill, London. 
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FOR SALE.— Continuei, 


ELECTRICAL ACCESSORY BARGAINS, 


Still Further Reductions. 


UPERLAMP, Ltd., 111, Great Eastern Street, London, 
E.C.2., offer the following exceptional bargains :— 


Ceiling Roses. 


Quality A. 2s. 9d. per dozen. 
B. 6s. per dozen. 


Switches, 5 amv. tumbler. 


Quality A. 8з. 9d. per dozen. 
B. lls. 6d. per dozen. 


Lamp Holders. 


C.G.S.C., 7s. per dozen. 
Batten, 7s. 9d. per dozen. 
E.S., 8s. per dozen. 
Keyswitch, 17s. 6d. per dozen. 


Cut Outs. 


5 amp. bow, 6s. per dozen. 

5 amp. oblong, 7s. 9d. per dozen. 
10 amp. blow, 7s. 6d. per dozen. 
10 апр. oblong, 10s. 6d. per dozen. 


Counterweight and pulley, 188. per dozen. 


Cable, v.i.r., 600 megohms. 


1/18, 10s. 6d. per coil. 

3/22, 118. 6d. per coil. а 
3/20, 16s. ner coil. Ёз 
7/22, 248. 6d. per coil. 

7/20, 35s. per coil. 


Conduit, 5/8 C.J., 7s. per 100 ft. 
Black Tape, 2s. per lb. 


. Wood Blocks, I.W., W.E. 
34 by.1, 1s. 6d. ; 1s. 9d. per dozen. 
64 by 31, 4s. ; 58. per dozen. 
Coupled Switches. 
5 amp., d.p., unmounted, 2s. 9d. each. 
5 amp., d.p., mounted, 3s. 3d. each. 
10 amp., d.p., unmounted, õs. each. 
10 amp., d.p., mounted, 6s. each. 
Fuseboards Oak Cases. 
5-way, IIS. per board. 
4-way, 10s. per board. 
3-way, 98. “а per beard. 
2-way, 7s. per board. 
Flex, 14/36. 
Cotton, 22s. 6d. per gross yards. 
Workshop, 25s. 6d. per gross yards. 
Wall Plugs (all China), 17s. 6d. per dozen. 
Hardwood Base, 22s. 6d. per dozen. 


Shades, 10 in. Enam. Iron, 7s. 9d. per dozen. 
9 in. Opals, 5s. 6d. per dozen gross lots. 


Bell wire, 3s. 6d. per coil. 
Electric Lamps. 


Drawn Wire, low volt, 1s. 4d. each. 


High volt, 1s. Gd. each. 
Helical (half-watt pattern), 100 watts, 3s. 3d. each. 
60 watts, 2s. 3d. each. 
40 watts, 28. each. 
Every lamp guaranteed good and sound. Average tested 
life over 1,000 hours. We replace faulty or broken lamps. 
Carriage paid on 24 or more. 


Terms subject 5 per cent. discount cash with order. Carriage 
paid on orders over £12 in value. No samples sent unless cà 
sent plus cost of carriage. Conduit sent carriage forward. 
China and glass at buyers risk. 


Send for our new January, 1922, price list. Send us your 
enquiries. 
SUPERLAMP, LTD., 
“ The Electrical Bargain House," 
111, Great Eastern Street, London, E.C.?. 
(Nr. Old Street Tube Station and City Road.) 


Telephone: Clerkenwell, 1497. 15 


| 


| 
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FOR SALE. — Continued. 


PETROL AND PARAFFIN ELECTRIC GENERATING 


SETS. | 
Guaranteed in First-Class Running Order. 
No. in i 
Stock Output. Volta. Make. 
1 500 watts 50 Direct coupled F. W. 
44 1kW 25/37 Belt Petters. 
4 3'5 50/75 Direct coupled Е. W. 
4 4 65 SEM F. W. 
1 8 80 i Austin. 
l 10 100/110 j Simplex 
2 10 60 " ET 
1 10 105 4 Barlaw. 
1 10 220 " Aster. 
1 10 220 ү Gardner 
4 12 60 А Simplex 
5 12 €0 ; Gardner 
4 14 80 E * 
4 16 80 8 Simplex 
2 18 60 Vickers 
2 21 100/145 : Keighley 
2 24 80 Aster. 
1 50 220[540 ө. » 
3 phase, | 
БО cycles. 
DYNAMOS. 
No. in 
Stock. Output. Volts r. p. m. Make. 
6 24 kW 80 Compound 1000 Holmes. 
4 3% 50/75 1300 Lyon & Wrench. 
3 4 65 Compound 1400. T 
1 10 110 Shunt 1100 E. C. C. 


MOTOR GENERATOR. 
One 220/240-volt supply, 11 kW, 50/1 10-volt, complete with 
switchgear. 
One 440-volt Converter, by Crypto, output 60 volt, 50 amps. 
1750 r.p.m., complete with switchgear. 
MOTORS. 
15 h.p., 440-volt, E. C. C., 645 r.p.m. 
20 h.p., 440-volt, Mawdsley, 800 r.p.m. 
Both machines complete with slide rails, pulley and starter. 
Large Stock of Engines and Dynamos which can be coupled up 
within seven days. Эл : 
Fyre, WILSON & Co., LTD., 
31, Budge Row, Cannon Street, E.C. 4. 


'Phone : City 2602. Grams: “ Ductility, Phone, London." 
8151 


FOR SALE. 


IESEL Engines, six cylinder, two and four stroke, 850, 
1,000, 1,900 h.p., excellent condition. Dynamos for above, 
250 or 500 volts d.c. Immediate delivery and low price. 
Also two 500-kW Parsons Turbine Sets, 250 or 500 volts, 
d.c., with Condenser and spare armature. 


Electrically-driven Air Compressors, 250 volts, d.c., pres- 
sures 1,500 to 3,000 lb. per sq. in. 
JENNINGS, West Walls, Newcastle-on-Tyne. 6243 


INERT BELL CELLS, 1.5 VOLT. — 


Exceptional Offers. 


URPLUS Government stock (German Reparation), best 
make, large stocks, well packed in strong cases, euch of 

100 cells, price 40s. pee case; 5-case lots, 37s. Od. per case, 
including cases and packing. Carriage forward ex London 
warehouse. For sample half dozen, post free, send postal 
order value 4s. Size of cells (exclusive of terminals), 24 in. by 
24 in. by 44 in. high.—British & Allied Electrical Agency, 
Ltd., 13, Charterhouse Street, London, E. C. I. 8126 


HIRE OR SALE. 


he Motors and Dynamos.— Machines always avail- 
able. ARMATURES and FIELD COILS 
rewound or repaired without delay. 


MACDONALD, SYER & CO., LTD 


"Phone: 
295, Gray's Inn Road, W. C. I. 


Museum 8060. 
SURPLUS PLANT FOR SALE IN FRANCE. 


fs stock of Turbo-Alternators, Diesel and Steam 
Engines, Transformers, Rotary Converters, Motors and 
Generators. Very low prices owing to rate of exchange. 
Special Bargains :— 
Two 1,000-kW British Westinghouse Rotary Converters. 
One 940-kVA Pritish Thomson Turbo-Alternator. 
One 500-kW British Westinghouse Turbo-Alternator. 
One 400-h.p. British Thomson 25-cycle Motor. 


ALEX Leresvre, 9, Rue Arséne Houssaye, Paris VIII. 64 


6246 
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FOR SALE.—Continued. 


ELECTRICAL PLANT POR SALE. (Bxtraet.) 
(Comprising Steam and Diesel Sets, Turbines, &o.). 
CoMPLETE List SEN? UPON REQUEST. 


New and Second-Hand, in Good Condition. 


в 


DYNAMOS. 

Ref. Ne, Make. kW. Volte Beys.  Winding. 
818 Westinghouse 185 320 800 C. 
296 Peebles 495 220 300 8. 
815 Holmes 150 460/550 425 В. 
441 Elec. Co. 200 480 350 C. 
860 Scott, Mountain 150 500 850 С, 

ALTERNATORS. 

Ref. No. Make. kW. Phases. Volts. Revs.  Cyoles. 

845 Westinghouse 80 (300) 8 200 260 50 

1004 Hall З 400 750 50 

414 G.E.C. 70 з 670 500 25 

880 Westinghouse 800 8 8300 875 50 
D.C. STEAM SETS. 

Ref. No. Make. | kW. “Voita, ‘Winding. Steam Ibs. 

494 Browett-Jackson 15 100 В. 80 

1010 Willans-Peebles 55 110 8. 160 
412 Belliss-B.T.H. 50 116 8. 160 
830 Browett-Royce 250 210 C. 135 

881 Do. 250 210 C. 135 
971 Belliss-E.C.C 100 220 C. 190 
971 Do. 200 220 C. 120 
1062 Allen- Westinghouse 200 230 В. 160 
1062 Do. 376 220 8. 150 
998 Willans-Lanos. 850 240 C. 150 
74 Belliss-Westinghouse 140 250 C. 130 
822 Parker-Mather 100 440 C. 200 
830 Mather & Platt 132 440 8. 130 
926 Bellias-Crompton 450 449. 8. 190 
935  Belliss-Dick, Kerr 260 50 .C. 160 
665 Willans-Mather 324 450/550: 8. 200 
1071 Reavell-G.E.C. 100 460 .. €. 140 
463 Belliss-Siemens 500 460 8. 150 
504 Willans-Mather 150 (2 of) 460/500 8. 125 
847 Belliss-Crompton 250 460/580 8. 156 
309 Belliss-Holmes 180 500 8. 150 
236 Willahs-E.C.C. 975 500 8. 180 

A. C. STEAM SETS. 

Ref No. Make. kW. Phases, Volts. Cyoles. Steam lbs, — 
1011 Belliss-Boveri 15 3 250 50 160 
1011 Ро. 180 3 250 50 160 

414 Sisson-G.E.C. 70 3 570 25 100 

‚ 414 Do. 135 3 570 25 100 

А.С. STEAM TURBINES. 

Ref. No. Make. kW. Phases. Volts. Cyoles. Steam lbs. 
452 Т.Н. 125 3 440 50 120 
859 Рагвопв-Е.С.С. 500 3 500 50 150 
859 Parsons 1000 3 500 50 180 

80 Parsons-E.C.C. 300 2 2200 50 170 
1044 Westinghouse 1000 3 3300 50 180 
645 Willans-Dick, Kerr 2000 (2 of) 3 6600 50 175 
852 Willans-W'house 1000 3 11000 40 200 
| D.C. DIESEL SETS. 
Ref. No. kW. Volta, 
1077 75 
1077 150 (3 of) 220 
BRITISH CENTRAL ELECTRICAL CO., LTD., 
6 & 8, Rosebery Avenue, London, Е.С. 1. 
Telegrams : Briticent, London." 'Phone: Holborn 5848. 8156 


FOR SALE. | 
H. P., 44-V, 3-phase, 40 cycle Bruce Peebles Motors, 760 
D revs., with Ellison starter. 3, 6, апа 10-h.p., 110-volt 


tors. . 
MEW, 930-volt, compound Dynamo and Motors, 4/30 h.p. 


10, 15, 20 and 30-h.p., 440/460 volt, Siemens shunt protected. . 


Motors, almost new. 
DRTMMOND & Co., Middlesbrough. 6936 


Advertisements are inserted under this heading at 1s. 9d. per line, 


pras 


35355000 00 
UANTITY of new and second-hand Motors up to 45 l.p. — ^ 

А Sor disposal at attractive prices, 220 and 440 volts da., 
440 volts three-phase, 25 and 60 period a.c. Prices and ful | 
particulars on application.—Tofield & Robinson, Ltd., 165. Y 


Edmund Street, Birmingham. 


]9-h.p., 440-volt, 950 rev. Electric Motor, by Mawdaley, 
А £45; also 6 h.p., 440 volt, 650 rev. compound wound, by 
Holmes, £40.—Phillipe & Sons, 584, High Road, Chiswick 
W.4. 'Phone: Chiswick 590. 4339 


J) ee TP M ML A AL d LL LL 

CCUMULATORBS, portable, 12-volt sets in wood case, from 
А 40s. each. %volt Peto & Radford units, teak case, switch 
and 2pin plug base, 6s. Steel and aluminium Inspection 
Lamps, gae tight, unspillable accumulator. 25s. each. Battery 
Charging Dynamos. 0s. each. Electric Drills, £7, £10, 
and £16.—Leslie Dixon & Co., Dept. E., 9, Colonial Avenue, 
Minories, E. I. Near Aldgate Station. 7679 
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FOR. SALE.-- Continued. 


A D and Standard 3à kW lighting and power plants, 

„ as new, complete with switchboards, ready 
Run on petrol, paraftin, or gas. Retail, £95. Extra 
good terms to trade. —Smiths, 7 75, Canal’ etree, Кош. 


ain: stock 
for use. 


m "P 


USTIN.: Electromofors, direct coupled Engines and Dyna- — 
£70 each; output. у 80 amps.—White, ор 


mos, 
Southwark Street. 


— — —— 


"UTOMOBTLE Bulbs—: ll sizes—single and double contact; | 
40 per cent. off list. — Horowitz. 111, Ladbroke o 


London. - 


— m e ee — 


YUBICAL, Switches and Transformers, 3,000, 240 volta: 
J  lightin bi arresters, 
4, „зар ill, London. 


er- “© а — 2 


Jp RECT, 1 Motors, 1 to 20 h. p., 100, 299, 440 and 
500 volts, 1,000. r.p.m. Delivery from stock at keenest 
prices.— A ii Dept. " ‘Midland Dynamo Co., Ltd., CENE | 


р 22098, TYXNAMOS, 50/70 V, 28а. ‚1,300 r. p. m., J. E. C., in new | 
condition, guaranteed, 1 са . also. £19 9 
treet, 5 F (3 


. each.— White, 240, pout wark Di 


i 


. above. 


‚ etätór starter, 


YNAMOS, 50/70 V, 30 a. 1,000 г] r. p. m., Electromotors, 
chunt, £27 m each. cote. 140, Southwark Street 


8.E. 


——— — — 


E 
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ARTHING Clips, in copper, all sizes, } in. 1 05 2 in. in in toc 
Write for 
New reduced prices.—Isaacson & Brown, Ltd., 


three types of terminals, our own make. 
trade sheet. 
39, Fu Furnival Street, Holborn, E. C.. 


pos Sale, two 100-b-h.p. protected бе, elip-ring Motors, 
fitted with brush-lifting and short-circuiting device, 
wound for 220 ‘volts, 50 periods, single-phase, 950 r. p. m., with 
QI ih: dia. by 18 in. face, with protected. type 
and protected: type rotor switch and resist- 
ances, oil immersed, and slide rails and holding-down bolts. — 


belt pulley, 21 


6950; Electrical Review, 4, Ludgate Hill, London.’ 


Dc a шыл Б ыы, — 


OR Sale or Hire, Motors and Dynamos, 440, 290, 110 
* volts.—Martin, 320, Witton Road, Birmingham. "Phone : 


A.E.G. 


East 883 
‘OR Sale, one 3-phase, 500-volt, 50-cycle - Motor, 
make, 225 h. p., 553 r.p.m., pipe ventilated, complete 


with oil immersed controller. 


Street, Liverpool. 


OR Sale, three 950-h.p.. 440-volt, 5 3-phase, 365 
r. p. m. slip- ring Motors by B. T. H.; complete with control 
£730 each. Also Power Distributing Panel used a 


gear. 
Price £140.—The Phoenix Electrical Co., Ltd., 32- 
Broomielaw, Glasgow. 


OR Sale, Verity's protected-type Motor, 12 h.p., 220 volts, 
shunt wound with inter poles, pulley and 
Lahmeyer Dynamo, open 
550 revs., 
К 00E. „э 


1,050 revs., 
starter. Very little used. 445. 
type, four-pole, shunt wound, 100 volts, 140 amps., 


massive machine; 440. Crossley Oil Engine, type 


104 b.p. (brake) at 200 revs.; £10. All seen running by ' 
appointment. Accept less for lot: ‚апе, Theatre Royal, 
Sunderland: | 


Shotton, 


JR- Sale, two neariy new 850K W, 500. volt, 3.phase, 


period Turbo-alternators for 200 Ibs. steam pressure, com- | 


plete with condensing plant.—The Phoenix Electrical 
Ltd., 32-96, Broomielaw, Glasgow. 
YOR Sale, four 
contained motor. generators, 
starting and control panels, instruments, Ке. 


Fee Barlow Bros., City 


eee N. I. 


+ en te G 


9, рии k piane; 
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Ce RETT “ Dacomabiles " semi-statianery, Set, 60 b. h. p. 
fitted with superhe ater. 
Platform to cylinder, Åc., ав new. —Harry ‚Н. Gardam & Cod 


New 1918, insured 190ib., м.р. 


Lel., Stumeg. ju we 
E 


— . —œwST ũůͤiwT—.t;ê 2 —— 


E. Co. new d.c. Motors: 2 h. p., 200/240 volts, 1, 050 revs., 
Guaranteed. T £18. 


shunt wound, pulley and raila. 
— Bernard Meggitt, engineer, Mansfield. Tel. 224. 


— a — = — — —— — — 


deep. and fourteen 22 in. x 11 in. x 13 in. deep. 


n 
— À - e —M —— — 
сызар — 
— 


ALLEY Lighting pau “Ек” бра models, 
L batteries; in perfect condition and guaranteed. 


run a month. £70 each, or nearest offer.—Craven & i] 


Private Telephone & Electric Co., ша, Skipton. | 


—— rn — A99 о 


Ironclad.—4372, Electrical Review. 


. Also two 100-h.p... 3-phase, 
440. volt, 50-cycle, slip-ring motors, by Bush Electrical Co.— 
Offers and inspection, R. Silcock & Sons, Ltd., 56, Gt. Howard 


7ö-KW Auto- TM EN or combined self- 
complete. with Brookhirst 
Input 500. volts 
d.c., output 800 volts, C.M.B. type, by Crompton & Road. 
оаа 


G Accumulator LM eighty 17 in. x 10 in. x 16 in. 


Low: 
price for f sale.— The London Electric Firm, e 


w ithout 


Fon SALE;— Continual: 


SS aa a 
EW Motors at giving-away prices; 7 to 30 h.p., 400 to 
‚ 500: volts, d.c- Send for’ stock Bst.— Bernard Meggitt, 


engineer, Mansfield. Tel. 224. . 8075 


EW Meotors and Starters.. Cheapest firm on earth. Try 
us.—Cunningham, Ltd., 171, Edgware Road, W 2. 625] 


* Almond Drill Chuck, to take up to 9/16 in. drills, 
ur odd reamers (new). One 5 in. four-jaw indept. 
Chuck. Two 4 in, by $ in. by 1 in. S. & F. Milling Cutters 
(new). Two 3 ір. ‘by 5/16 in. by 1 in. S. & F. Milling Cutters 
(new). Two 3 in. by ё in. by 1 in. Slitting Sawe (new). One 
8 in. Ratchet Brace (new). One set Gas Stocks and Dies and 
Taps, 3 in. to 14 in. (new). One set 5 cwt. Chain Blocks, 
One 6 in. by 5 in. Adjustable Angle Plate. One 6 in. by 6 in. 
Angle Plate. One pair 6-in. Index Centres. One 19 m. by 
8 in. Facé Plate. One Bosch Magneto (single cylinder). Two 
Carburetters. No reasonable offer refused.—W. Taylor, 50, 
Barnsbury Street, London, N 8030 
NE 94-h.p., Crompton, d.c. Motor, 220 volts, coupled to 
single- phase alternator, 350 cycles. One ditto, but motor 

80 volts; for wireless. £195 each.—The London Electric 
Firm, 'Croydon. ЫИ 


ETROL-Electric Set; by Siemens Austin, 18 kW, 400 V, 
new, -with switcbboard, &t.—H. Ryan, 12], Middlesex 
Street, E. 1. Avenue 7090. 6268 


ELAPHONE Crompton Engines and Dynamos, direct 
coupled, in new condition; 25/37 V, "Amp £55 each. 
сле 140, Southwark Street. 4235 


ALE. For immédiate disposal, 160 kW, d.c. Generating Set, 
consisting of Belliss & Morcom compound engine, Mavor 

and Coulson shunt:wound generator, complete. with steam 
separator, stop valve and shunt field regulator. —Offers to be 
sent to Electricity Works, Falkirk. >- 8137 


QCREWS and Nuts. 250 . .gross plated 6 B.A. screws, 18. 
gross; 250 gross plated, 6 В.А. nuts, 1s. gross; 300 gros 
brass 6 B.A. screws, ls. gross; 200 gross 6 В.А. brass nuts, 15. 
gross. Subject to being unsold. Sample gross of nuts or screws 
post paid, ls. 3d.—The Taw Manufacturing Co., Ltd., motor 
lamp manufacturers, spinners, press tool makers, stampers. 
Campsbourne Works, High Street, Hornsey, London, a 
bl. 


INGLE-Phase Motors, 1 to 50-h.p., 100, 200, and 400 volta, 
) 940 and 1,440 r.p.m. Delivery from stock at keenest 
prices.— A Dept., Midland Dynamo Co., Lid. ur 


——— j — — 


URPLUS 555 and cab- tire Cable; half-price.— 
The London Electric Firm, Croydon. 509 


URPLUS Arc Lamp and Flame Carbons : 
The London Electric Firm, Croydon. 
WITCHES. —Important stock in lots of various dimen- 

sions for sale; offers invited.—4348, кеи Review, 
4, Ludgate Hill, London. 


НВЕЕ-Рһаве, 60-cycle, slip-ring Motors, 400/440 volts 
30, 50, 75, 100, 120, 150, 220 and 250 h.p. All slow speeds, 
mostly by British Thomson-Houston. —Phoonix, 82, Broomie- 
am: Glasgow. 7778 


half price.— 


WO 100-yd. drums, new, Henley's .55 sq. in. Score, P.L. 
& А. Cable, £105 per ‘drum. Also large quantity € 
Cable.—Phoenix, 325 Broomielaw, Glasgow. 


— — 


— 


WO Campbells latest type, vertical ene oe, two-cylinder, 
cold-starting, oil engine Generating Sets, 230/440 volt, 
d.c., 3-wire system, having slip, rings, and ‘complete with 
transformer. The electrical portion by Phoenix, practically 
brand new, of the most modern type, low prio —Harry H. 
Gardam & Co., Ltd., Staines. 1% 


— 


YWO Нозика. Dick, Doa modern steam Generating Sets. 
100 and 200-kW capacity, 450/500 volts, multipolar gene- 
ritors. Low price to clear qui. kly —klarry H. Gardam & Co. 
Ltd., Staines. ы 
po and three-phase Motors, 1 to 30-h. p., 240 to 440 volts, 
040 and 1440 r.p.m. Delivery from stock at keenest 
prices.— A Dept., Midland Dynamo Co., Ltd., pU. 


Wer hee every size of Gas and Ой Engines in stock ài 
а prices.—Chick & Co., Skin Market Place, South 
wark, б 1908 
|р £9! —9.h.p. 460-volt, de., B T. H. Motor, d.p. p. one 
switch and starter, together with 10 ft. 2-in. «айши, 

2 roller bearings, 2 split wood pulleys; only used 6 months.— 
B. Barber, Handsworth, Oulton Broad. Hn 
)) n EE RP 

10 H.P. Motor, 500 volt, d.c, shunt-wound, commutating 
poles; complete with. slide rails and starter; absolutely 

new. By English Electric Со. Price £63, complete.—E. x 
Bennett, Cheapside, Spenny moor, i 


— ——M —— 
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* years. T 3720 


December 30, 1924, ] 
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FOR SALE.— Continued. 
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90 EY. E. C. C. Generator, perfectly new and unused, 220) 

240 volts, 275 r.p.m., 91/83.5 amps., makers' No. 46,390, 
shunt regulator and spares, £100.—Smith Bros., Ltd., Ayle- 
stone Park, Leicester. 8031 


27 EN, 110-volt, d.c. Generator, by Ellis & Ward, in new 
condition. Remarkably low price.—Harry H. Gardam 
and Co., Ltd., Staines. · . 1100 


A() DISUSED Desk and Porthole.Fans, 10 in. to 18 in. 
dia., 10s. each.—The London Electric Firm, 60 


{ 

1005“, -d.c. Generator, 500 V, direct coupled to Bell iss 
AX and Morcom steam engine, available immediately for 
uick sale at bargain figure.—Richsrds, Stafford House 
1 rentham Road, Longton. 6074 


10 -kW Modern Belliss-Siemens Generating Set, enclosed 
compound engine, coupled to 240 volts, multipolar, 
interpoled dynamo, 380/400 revs., £600.—7963, Electrical Re- 
view, 4, Ludgate Hill, London. | 
90 -H.P., 440-volt, 25-cycle, 3-phase, slip-ring Motor, also 
75, 110 and 160 h.p. ditto.—Ph«onix, 32, Broomielaw. 
Glasgow. 


1111 


50 -kW, 500-volt, d.c. Stesti Set, can be seen running 
during next few weeks.—7776, Electrical Review, 4, 
Ludgate Hill, London. 


—— 


ARTICLES WANTED. 


Advertisements are inserted under this heading at 1s. 9d. per line. 


А: LEAROYD & SON, Bridge Works, Clapton, N. E.— 
Telephone: Dalston 2278; Telegrams: "'' Frangible, 
Lowclap, London,“ buys for prompt cash every description of 
secondhand Generating Sets, Accumulators, Motore, Trans- 
formers, old Arc Lamps, Meters, Cable, Scrap Metals, Metallic 
Drosses, &c., &c. Inquiries solicited. Established over 80 


— —— — MM — —D＋fi2üĩ —— 


A and d.c. Motors (second-hand), any type, and condition, 
wanted for prompt cash.—A. Learoyd & Son, Bridge 
Works, Heatherley Street, Clapton, N.E. 3719 


i a —— — 


YNAMO wanted for large plating work, capacity 2,500 
amps, 10 volts, 600 r.p.m., and arranged with a held 
separately excited from а 220-volt d.c. service.—Staté price, 
condition, and full particulars, to 8131, Electrical Review, 4, 
Ludgate Hill, London. | | 


— e. m — — —— — ——— 


LATINUM Scrap wanted for cash; the highest market 
price given. Call, or parcel by post, prompt cash by 
return.—L. Stern, Rotunda Buildings, 5, Bold Street, Liver- 
pool. "s 4169 


pii Dynamo wanted, to give approximately 2,000 
amperes, preferably separately excited, 20 volts.—8152, 
Electrical Review, 4, Ludgate Hill, London. 


ANTED, Dynamos, 25 volt, all capacities; also 1 h. p. te 
21 h. p. Oil Engines. —4378, Electrical Review, 4, Ludgate 
Hill, London. 


ANTED, second-hand high-speed Torpedo Strander and 
Twinning Machine; also Longitudinal 2-head Machine; 
must be in perfect condition and of modern type.—State full 
particulars, together with price required, to 8104, Electrical 
Review, 4, Ludgate Hill, London. 


ANTED, 300/400 kW. Belliss-Browett, Lindley or Allen 
d.c. Generating Set, suitable for 150 lbs. square inch 
boiler pressure. Senerator to be direct-coupled, compound- 
wound, 500/550 volts. Must be in first class condition.—Full. 
particulars, with cylinder sizes, speed and overall dimensions, 
where to be seen, and lowest price; also particulars of con- 
denser (if any) to be sent to Box 720, T. B. Browne's Adver- 
tising Offices, 163, Queen Victoria Street, E.C.4. 5124 


ХҖТАХТЕР, second-hand, Ih. p. a.c. Motor, 220 volts, 50 a. ; 
cheap.—Greenwood Hone & Co., 46, Malden Road, New 
Malden. 4401 


— — ee — 


ANTED, second-hand compound-wound Dynamo, 200 


amperes, 100 volts, speed 970, complete with slide rails 


and pulley.—State make and price, delivered Cork, 8141, 
Electrical Review, 4, Ludgate Hill, London. z 


ANTED, Dynamo for welding, 60 volts, 800 to 1,000 
amps., compound  wound.—8153, Electrical Review, 
4, Ludgate Hill, London. 


W for experimental purposes, one or two faulty" 
a.c. Motors, 30-40-h.p., any condition, with or without 
rotors.— Write, giving particulars and lowest price, to 4414,. 
Electrical Review, 4, Ludgate Hill, London. | 


L 
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: AGENCIES. 


' Advertisements are inserted under this heading at 18. 9d. per lin. 


GENCIES or Representatives. wanted. A London whole- 
sale electrical company has openings for several keen 
energetic gentlemen to take charge of its sales in certain dis- 
tricts on a commission basis. Applications, which will only 
be considered from gentlemen of standing and with an ‘estab- 
lished connection for the sale of all electrical supplies, should 
give full particulars as to training and experience. Whole 
pe аш Electrical Review, 4, Ludgate Hill, 
ondon. ME | | 


LECTRICAL Engineer, 20 years’ selling experience; wide 

connection with consulting engineers, contractors, archi- 
tects; with London office; desires representation of good 
manufacturing firm.—4392, Electrical Review, 4, Ludgate 
Hill, London. | MF 


LECTRICAL engineers and contractors (established .95 

years) are open to take up representation for high-class 
manufacturers in London and Southern District.—4410, Elec- 
trical Review, 4, Ludgate Hill, London. 


OREISN Agencies quickly obtained by advertising in 
' foreign papers.—Rates, &c., from Deacon's British and 
ones Advertising Agency, 7, Leadenhall Street, London, d 


PR S à 4 © е d 


— — 


ELL-Established Continental manufacturer is open to 

VY appoint district agents for the sale of d.c. and а.с. 
Motors, dynamos and transformers, any size up to 100 b.h.p. 
Competitive prices. Highly remunerative discounts. , Sole 
agencies granted. Write, in first instance, giving particulars 
and state area covered. Applications strictly confidential.— 
4416, Electrical Review, 4, Ludgate Hill, London. 


HOLESALE electrical company, having large connec- 
tions in London and branches in the provinces, require 
first-class agent for West of England, Wales, and Irish free 
State. Only those having large and influential connection, 
and being of good repute, considered.—8133, Electrical Re- 
view, 4, Ludgate Hill, London. i 


' 
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PARTNERSHIPS. 


Advertisements are inserted under this heading at 1s. 94. per line, 


ONDON Agent, holding several exclusive agencies for 
electric power plant, motors, &c., requires active partner . 

to extend business. Exceptionally remunerative situation for 
gentleman well introduced with supply companies, contractors, 
works, railways. Commission basis or small capital.—4417, 
Electrical Review, 4, Ludgate Hill, London. 


— — — 


ROGRESSIVE Firm of Merchants in electric and motor 
car accessories trades have need of £3,000 to £5,000 to 
cope with rapid increase of trade. This is a sound business 
proposition, and an investment is offered at a reasonable rats 
of interest. Strictest scrutiny invited by principals or their 
auditors.—8117, Electrical. Review, 4, Ludgate Hill, London. 


BUSINESSES FOR SALE AND WANTED. 


Advertisements are inserted under this heading at Is. 9d. per line. 


Е°Ё Disposal, old-established and well-known Switchgear 
' Business. Modern freehold factory, well equipped, and 
very self-contained, having both iron and brass foundries. 
Price for the lot, £15,000; part could remain.—8112, Electrical 
Review, 4, Ludgate Hill, London. 


EL.L-established Electrical Contractor's Business for sale, 

Glasgow area. Power and lighting contracts running. 
Splendid connections. Also contracts coming forward. Full 
investigation invited. Principals only.—3120, Electrical Ке- 
view, 4, Ludgate Hill, London. 


1 


WORKSHOPS, PREMISES AND SITES 
: TO LET OR WANTED. 


Advertisements are inserted under this heading at 14s. per inch. 


TO BE LET OR SOLD. 


PACIOUS Premises in Westbourne Grove, known as 
v) No. 44a, " The International Hall," suitable for coni- 
mercial or exhibition purposes. 

| Ground area about 7,950 square feet, 
divided into main hall with arcade entrance, several large 
compartments, stores, &c.; also six good rooms, gallery, 
offices, lavatories, &c., on the frst floor. Electric light. Main 
drainage.—Apply to Daniel/Watney & Sons, auctioneers, &c., 
4a, Frederick's Place, Old Jewry, E. C. 2. 8129 


80 Т 


MISCELLANEOUS. 


Advertisements are inserted under this heading at 14s. per inch. 


, 


TO MANUFACTURERS, FACTORS, AND AGENTS. | 


LECTRICAL Contractors, about to open extensive show. 
“rooms in main West End fhoroughfare, will be glad to 
receive catalogues and prices of all kinds of labour-saving 
devices and lighting fittings; also suggestions for co-operative 
exhibitions —Write to Troughton & Young, Park Mansions 
Arcade, Knightsbridge, S.W.1. 4402 


DESIGNING. 


ESIGNING, all classes a.c. and d.c. machines (4 h.p. 
upwards), and transformers, at moderate charges. 


4411, Electrical Review, 4, Ludgate Hill, London. 


Advertisements are inserted under this heading at 1s. 9d. per line. 


NGINEERING Drawings and Tracings executed from 
dimensioned rough sketches. Prompt returne. Moderate 
charges. All inquiries earnestly invited.—'' X.," 56, Burmer 
Road, Peterborough. | 4334 


L: Lamps, Lamps.—An electric display device for 
advertising lamps. A masterpiece from the U.S.A. 
Will hold attention spell bound. For sale or rent. Photo 
and terms on application. Agents wanted.—C. Tregoning, 
7; Roseveon Terrace, Penzance. 4408 


— — 


EWINDS, a.c., d. c., either repetition or re-designed to 

any voltage, output, or speed. Commutators built and 
fitted. Our prices are keen and deliveries prompt. Your jobs 
open to inspection during progress. New work tested to 2,000 
volts.—Boys, 187, Goswell Road, E.C.1. 'Phone: Cent. 5105 


—ů— 


MALL motor firm in London specialising in repairs re- 
quired for repairs to Vacuum Cleaner motors.—8177, 
Electrical Review, 4, Ludgate Hill, London. 


TELEGRAPH SWITCHING SYSTEMS, 
By Т. F. PURVES, : 


| Engineer-in-Chief's Department, G. P. O. 
Cloth, 38. net. Post Free, 38. Bd. 
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ENTERPRISE 
ELECTRIC FANS 


MOTORS 
A.C. & D.C. 
% to 100 Н.Р. 
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CATALOGUE 
ON APPLICATION. 


Head Oftice and Works: 


GUN STREET ELECTRICAL WORKS, 


ТЕЕ Cs ;—“asrosemco,” conoon. Bishopsgate, LONDON, E.. 


P i 


REPETITION WOODWORK. 


Estimates given for the supply of— 


ACCUMULATOR CASES, High-Class INSTRUMENT CASES, 
FILING CABINETS, DOMESTIC WOODWARE, &c., 


and all kinds of Woodwork where a quantity of a standard Article 

is required. | | 
LARGE STOCKS OF ТІМВЕК & HARDWOODS. 

WELL- EQUIPPED RACTORY AND HODERN DRYING KILN. 


| Messrs. CHARLES PEACOCK & CO., Ltd., 
St. Andrew’s Street. m 
South Lambeth, S.W. 8. 


Telephone : 
Battersea 272 (Two Lines). 


HE ELECTRICAL REVIEW SUPPLEMENT. 


[December 30, 1934, 
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NOW OW SALE. 


PRACTICAL ELECTRICIAN 


POCKET-BOOK.—1922 


The Book [9 i1 


Officially recommended by the 
City and Guilds Examiners. 


Рост BOUS 
AND MA 


Ил 
"n 


550 pp. of Standard 
Text, Tables and 


The Contents [WW pata ot acc i. 


terest to Electrical 
~ Engineers. 


zz NET, 


The Price [ Г вае 


and Bookstalls. 
(Postage 4d.) 


It is of use to— 


Every Oontral Station Engineer. 
Because the Tables of Stations in the U.K. are arranged 
in such convenient form and can be referred to so quickly. 
——J9Á—— 
Every Light and Power Oontractor. 
For the same reason, thus enabling him to ascertain the 
voltage, periodicity, &c., in any town where he may have Ю 
submit an estimate: also because of the valuable and eminently 
practical articles on Illumination, Power, Wiring, &c. 
— ge 
Every Manufacturer and Factor. 
Because with it he can almost always fill in any important 
points as to whether с.с. or A.c., voltage or periodicity which 
may have been omitted by his client. 
Every Foreman, Wireman, &o. 
Because of the clearly illustrated and explanatory chapters 


on all kinds of Wiring, the I.E.E. Regulations, how to fix 


and use instruments and, indeed, everything for the practical 


electrician. 
Ó— Baa 


Evory Enginoor in Ohargo of Plant. 
Because it tells about the Electrical Machinery used in fac- 
tories, collieries, steelworks, shipyards, &c., in clear and simple 
language; how it works, how to take care of it, what to do if 
it breaks down, &c. 
——SáÀ—— 
Every Oar Owner and Drivor. _ 
Because of the excellent chapter on Motor-Car Lighting 
and Ignition Sets. 


Every Raliway Electrician. 
Because it has a first-class chapter on the Use an 
tenance of Electric Railway Signalling Plant. 


THEREFORE—BUY IT. 


d Main- 


Among the experts who have contributed to this year Ыш 
are Messrs. М. С. TWEEDIE, J. S. Dow, К. E. NEALE, 
C. SYLVESTER, E. DINSDALE PHILLIPS, С. W. P. PAGE. 
Н. G. WHITE, RAYMOND J. MITCHELL, A. W. MARSHALL 
T. BIRKETT, J. W. BARBER, C.B.E., &c., &c. 


AND STILL IT IS A POCKET-BOOK. 


. Price 3|4 net post free from— 


S. RENTELL & CTL“ шыш ve 


| 
| 
| 
| 
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|JOPLING'S 


FOR 


| STEEL CASTINGS. 


Established 1821. 


| MAGNET FRAMES ; IF MGH PERMEABILITY STEEL. 


E. JOPLING & SONS, LTD, 
| Pallion Steel Works, 
Qreme: ' CASTINGS | |» SUNDERLAND. 


"Grams : · CASTINGS,” SUNDERLAND. 


~ ERN 
зыш Cu de с c uu en .. ̃ — 


96 Pages. Paper Covers 3/6, post free, 3/8. 


THE 


ELECTRICITY (SUPPLY) ACT, 1919 | 


— 


— 
— — a 


| With Notes by \ 

| W. S. KENNEDY, LL.B., of the Inner Temple, | 
\ и Barrister-at-Law О | 
[ (Author of “General Conditions in Engineering Contracts ). | 
\ | \ 
| Arrangement of Sections: | К. | | 
| .. Electricity Commissioners. Transitory Provisions. = \ 
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“WEST COUNTRY?” 


50% VOLT ELECTRIC LIGHTING SET. 


| 


As a result of our wide 
experience in the actual 
work of installing and 
maintaining Country 
House Lightiog Plants 
of all descriptions, we 
have .decided to make up 
and offer a complete com- 
bined. Electric Lighting 
Plant. which we сап 
guarantee as being abso- 
lutely reliable, and will 
last for years with only a 
little ordinary care and 
attention. 


Our price includes a five- 
unit capacity plate type 
battery, and the plant is 
complete ready to insta'l, 
with kit of tools for 
maintenance. 


The “ELECTRICAL REVIEW" . 
LIST OF 


ELECTRICITY UNDERTAKINGS 


The United Kingdom, pem Dominions and 
Foreign Countries. "dn 


Giving:—SUPPLY AUTHORITY, CHIEF ENGINEER, 
NATURE AND PRESSURE OF SUPPLY AND 


PLANT CAPACITY. 


LONDON: 


The "ELECTRICAL REVIEW," td., 
4, LUDGATE HILL, E.C. 4. 


WIRES. 


As late Managing-Director of Simplex Conduits, Ltd., I have had 23 years’ experience of the 

convinced that I can do better for you than you are doing for 

business in 1922. You can ins 
Price Lists and Samples gn applicati 


Cable position, and am 
and can place you in a position to secure 


WATERHOUSE CABLES with confidence anywhere. 


L. M. WATERHOUSE, ELECTRIC CO, 
19, Rathbone LD W. 


ourself, 


Museum 5261. 


ELECTRICAL 


"THE ETSCTRICAL REVIEW SUPPLEMENT. 


For further particulars and trade terms apply— 


KENNEDY. & CO., 


AND MECHANICAL ENGINEERS, 


— SOMERSET. . 


+ 


FOR 
MOTORMEN, 
INSPECTORS, 


Eighth 
` Edition. 


ипо LU .—.— — . 


— 


A NEW YEAR PROPOSAL. 


-FLEXIBLES. 


[ am offering HIGH. GRADE V.LR. CABLES, 


CABLES. 


a very attractive proposition, 


at Lowest MARKET Prices. 


Price : 


ME 33300 


ELECTRIC TRAMCAR HAND- BOOK | 


BY W. A. AGNEW. 


The ELECTRICAL REVIEW, Ltd, 
4, Ludgate Hill, London, E. C. 4 
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Engine: 2} h.p., two- stroke, 
running on paraffin, fitted J. 
with disc flywheels and force P 
feed oil lubrication to big B 
end and main bearing. 

Dynamo : 1 kilowatt shunt i 
wound. 

Switchboard: Slate panel With. 
2 ammeters, Л] voltmeter, 
charge ‘and discharge regu 
lati g switch, 2 D Ps knife 
switches, 4 D. P. » fuses, 
mercury automatic спор 4 

Battery: 26 glass jar, plate |, 
type accumulators, 100- J. 
ampere hour capacity, com- Ё 
plete with wood-pegged | 
stand. : 

Mounting: On cast-iron bed- [, 
plate fitted with hand holes 
for engineand dynamo bolts. 


Belt: Endless balata. 


Water Tank: Oversize bs | 
long ru hing. | 
Complete s 170. : Е. 


ам 
DEPÓT 
WORKERS. 


Post free 
Ss. 8d. 
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Important 
Маамат. 


| HE Decision of the House of Lords in the important case 
of the BRITISH THOMSON-HOUSTON CO., LTD., 


v. CORONA LAMP WORKS, LTD, for infringement. of 


Patent ‘No. 10918/1913, covering the 


GASFILLED ELECTRIC LAMP. 


(also known as “ Half-Watt Type”), 


was pronounced ‘unanimously in favour of the Patent, thereby 
reversing the judgments given in the Courts below. 


This Patent, thus established in favour of the Patentees, 
was held to cover an invention in incandescent electric lamp 
manufacture of a high order of merit and the greatest 
practical utility. 


By a mutual interchange of Patent Licenses the British 


Thomson-Houston Co., Ltd., The General Electric Со., 
Ltd, and Siemens Bros. & Co. Ltd, manufacture and sell 


lamps under their respective Trade Marks—Mazda, Osram, 
and Siemens Britannia, in accordance with Patent No. 
10918/1913, and other Patents. Licenses have been granted 


to the leading British Lamp Manufacturers, and only Gasfilled s 


Lamps sold under the following Trade Marks are FREE 
FROM INFRINGEMENT :— 


-= BELL (Special Types). OSRAM. 


COSMOS. ROYAL EDISWAN. 
ELASTA (Pope's). SIEMENS BRITANNIA. 
FOSTER. STEARN. 

MAZDA. |. "Z^ 


No License has been granted under the above Patent 
to any F oreign Lamp Manufacturer. 


b 


— 


34 P THE ELECTRICAL REVIEW SUPPLEMENT. | (December M 4994, 


LARYN GAPHON E 


POWER STATION S. 


THIS WONDERFUL INVENTION 
HAS SOLVED THE PROBLEM OF 
MANY YEARS’ STANDING, vi: 


HOW to TELEPHONE 
IN THE MIDST of NOISE 
POWER HOUSES 
RAILWAYS . . 
ENGINE ROOMS 
FOUNDRIES. . . 
COTTON MILLS 
DIVER’S WORK | 
BOILER SHOPS 


LARYNGAPHONE HANDSET 


Can be fitted to any existing telephone of any make or type. 


EVERY Telephone user has long realised that it is imposstble to hear, or 
= be heard, when using an ordinary telephone in noisy positions. 


ENGINEERS EVERYWHERE. 


Advice, further particulars, or practical demonstration, FREE on requett. 


THE TELEPHONE MANUF ACTURING 


CO. (1920), LTD. 
Hollingsworth Works, MARTELL ROAD, 


WEST DULWICH, LONDON, S.E. 


Telegrams: Bubastic, Dulcrox. — Telephone: Sydenham 2460-1. 


| 
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FFICIENT 


MAN 


= FOR ALL PURPOSES. 
А.С. & D.C. SINGLE-PHASE & POLYPHASE. 


ШШ 


| 


| 


We have recently illustrated various simple types of both DC. 
and A. C. Automatic Control Gear. 


Below we give a sample of complete Automatic Control, suitable 
for use with D.C. shunt or compound wound Motor. 
Full automatic cot trol giving Э de 8 
the following operations: — Е Е, 
FORWARD, 
- REVERSE, 
INCH, i 
START, 
ACCELERATE, 
RETARD, m 
STOP. | 
The above functions can be 
controll d either by PUSH 
BUTTONS fixed in any 
conven‘ent position ог Ьу * 
MASTER | 
CONTROLLER 
arranged for fixing on the 


ine. ' 
machine Open Type Controller for 30 H.P. non-reversing motor. 


THE INCHING SPEED can be adjusted to the exact speed required. 

THE MAXIMUM SPEED can be limited by a master device. 

SPEEDS OF ACCELERATION and RETARDATION can be set 
independently. | 

DYNAMIC BRAKING and SOLENOID BRAKE CONTROL can be fitted. 


IF YOUR REQUIREMENTS. ARE NOT COVERED BY 
THE SYSTEMS SHOWN, WE CAN MEET THEM 
IF YOU WILL GIVE US THE OPPORTUNITY. 


THE ELECTRICAL APPARATUS C°- 11. 


(Incorporating BRAY, MARKHAM & REISS, Ltd.) 
HEAD OFFICE : 
‘Vauxhall Works, SOUTH LAMBETH ROAD, LONDON, S.W. 8. 
Telephene :—BRIXTON 2075 (6 lines). Telegrams : " ELAPRATUS, VAUX, LONDON. 
works: Wauxhall, Wandsworth, St. Albans, Walthamstow. 
: SALES OFFICES: | 

MANCHESTER Palatine’ Buildings, Victoria Street. BIRMINGHAM —Carltoa House, High Street. . 
LEE DS—Standard Buildings, City Square. GLASGOW —74, York Street. Hish S 
NEWCASTLE- ON. TVNE. Tau Buildings, New Bridge St. BELFAST—Granville Buildiags, 45, High St. 
CARDIFF—10, Windsor Place. : DUBLIN—3, Dame Street. | 
NOTTINGHAM —Wesminster Buildings, Theatre Square. BERGEN (Noway)—Lodia Leppegt 1. N 


NA HAAR, = А 
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^" OFFICIAL NOTICES. 
Latest Time tor receiving, 5 p.m. Wednesday. 


+ COMMONWEALTH OF AUSTRALIA. 


lelephone Apparatus and Parts. 


THE Commonwealth of Australia invites tenders for above, 
-L returnable in Australia by 15th February, 1922. 


ScHEDULE V.3. 


. Thirty tons approx. 
ders invited up to February 14th, 1999, for supply and 
delivery in Australia. For tender forms and all particulars 
apply Supply Officer, Australia House, Strand, London, ue 


COUNTY BOROUGH OF EAST HAM. 
Extension of Generating Plant. | 


IT'ENDERS are invited for the supply and delivery of the 


following :— | 
EXTENSION No.“ 4, SECTION '' A," CONVERTING PLANT. 


One 1,500-kW Converter, either rotary or motor type, for. 


converting 3-phase, 50. period, 6, 600 volts, to d.c. 480-500 volts. 
 ExTENSION No. 4, Section A.“ 

Ihe necessary e.h.t. and low-tension Switchgear and Con- 
nections for the above. 

Specifications and conditions may be obtained on application 
to the engineer and manager (Mr. W. C. Ullmann), Nelson 
Street, East Н.ш, E.6. Sealed tenders, endorsed .'' Tenders 
for Extension of Generating Plant," to be delivered addressed 
to His Worship the Mayor, Town Ha 
later than 12 o'clock noon of Thursday, J anuary 12th, 1922. 

The Corporation do not bind themselves to accept the lowest 
or any tender. : 

À (By Order). 


C. EUSTACE WILSON, 

Town Clerk. 
Town Hall, East Ham, E.6. 
December 16th, 1921. 8109 


CITY OF LEEDS. 


; Electricity Department. | 

ALTERNATING 
| METERS. | 20 

PEN ERS are invited for the supply of Single-phase Watt- 


meters required during the year ending December alsi, ` 


1922, the minimum number to be called for being 2,000. 

Conditions of contract and forms of tender may be. obtained 
from the undersigned. ©. EE. mE ч 

Tenders are to reach Sir Robert E. Fox, Town Clerk, 26, 
Great George Street, Leeds, on or before January 12th, 1922, 
at 10 a.m., in sealed envelones endorsed “ Electricity—Tender 
for Meters.” 2 

The Corporation do not bind themselves to accept the lowest 
or any of the tenders sent in. 


C. NELSON HEFFOPRD, 
E Manager. 
Electricity Department, 1, Whitehall Road, Leeds. 
December 19th, 1921. 8119 


In the High Court of Justice, 
Chancery Division. 
Mr. Justice Russell. 


1921 F. No. O88. 


IN THE MATTER OF FULLER'S UNITED ELECTRIC WORKS, 
LIMITED, AND REDUCED, and 


IN THE MATTER OF THE COMPANIES’ (CONSOLIDATION) ACT, 
| 1908. 


| OTICE is hereby given that a petition presented to th 
N High Court of Justice, Chancery Dion on the sixth 


OLIFFORD TURNER & HOPTON 
81-7, Gresham Street, E.O.2. ` 


Solicitors for the above-named company.. | 8121 


Madras, in 


Wheatstone Tape Paper, White. Ten- 


l, East Ham, E.6, not 


CURRENT SINGLE-PHASE WATT- 


| Т5 
| THE CONDUCTOMETER 


L 4, Ludgate Hill, London, Е.С. 4. 
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OFFICIAL NOTICES. —Contimad 


CORPORATION OF MADRAS. 


Electrical Department. 


NOTICE. ` | 
F'TYENDERS for the supply of the following Electric С 
Г will be received by the Cominissioner, Commies 
his office at or before 12 noon оп Monday 


| Februaty 90th, 1922. 


Low-Tension Cables. 

Forty-two miles of twin 7/.044 S.W.G. 

Thirteen miles of twin 7/.064 S.W.G. 
paper-insulated, lead-covered and steel tape armoured cable; 
for 225 volt a.c. circuits. 


High-Tension Cables. 


Two miles of three-core 7/.044 S. W. G. 

Five miles of three-core 7/.064 S. W. J. 
paper-insulated, ‘lead-covered and steel tape armoured cables, 
for 5,000 volts a.c. circuits with neutral point not earthed, ` 

Printed forms of tender, agreement and specification can’ 
be had from the Publisher. The Electrical Review,” 4. Lud- 
gate Hill, London, E.C.4, on payment of 4s. per set, which 
will not be returned. Cn!y tenders in such forms and com. 
plying with the conditions therein will be considered. 


| C: V. К. CHETTY. 
Ripon Buildings, Electrical Engineer. 
adras, India. i 
| December Ist, 1921. 6149 
араара — 
. NOTICES RELATING TO PATENTS. | 


PATENTS, TRADE MARKS & DESIGNS 
; IN ALL COUNTRIES, 
LEWIS WM. GOOLD A..MrcH.E. 
—— Chartered Patent Agent, Consulting Engineer, Enrolled U.S.A. Patent Attorney 
Automobile and Electrical Dep.: ROWLAND L. GOOLD 
Associate of the Institution af Automobile Engineers, Associate Ina. E.E., C. P. A., FCS 
Telegrams -OU Diplomacy," B'ham. Telephone: Central 2700 


5 CORPORATION STREET. BIRMINGHAM. 


| John E. Raworth & Mos, 


76, Victoria 


' WESTMINSTER, B.W. 1, Chartered Patent A. 


PATENT FOR SALE. 


[СОЕ Disposal.— Patent and manufacturing rights of new | 
type of fully automatic Circuit Breaker, with tools, 
patterns, and stock of parts.—6859, Electrical Review, = 
Ludgate Hill, London. | 


Telephone: Avenue 2248 


F. WIGGINS & SONS. 
ТТЛ 


M | б Д Largest Stock in the World. 


102, 103 а 104, Minories, LONDON, E.l. 


- 


WROUGHT COPPER CABLE SOCKETS 


. |n four shapes and 14 sizes to 1000 amps. 


| 

| 

| 

| RESISTANCE NETS AND GRIDS 
і 

| 

| 


Asbestos-woven for all forms of energy dissipation. 

| Central Hall 

A. HINDERLICH, состнаи. 
[* coco c 
40 PAGES. ^ PRICE 1/6, POST FREE 1/8. Í 


LIMP CLOTH. 


ELECTRICAL CONDUCTIVITY 


By ROLLO APPLEYARD. 


The ELECTRICAL REVIEW, IId. 


jane eam 


„= 


Buc TC 


N 
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" NALDER BROS. & THOMPSON, | 
97a, Dalston Lane, Dalston, London, E. 8. 


ДОООД 


IHM 


INSULATING VAR 


— 


Aenne 


| ‘Robt 


\ IV 3 
hne 
; 
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N.C.S. 
Ammeters, 
Voltmeters, 
Wattmeters. 


Experience in the manufacture of electrical measuring 
instruments, covering a period of thirty-six years, has 
enabled us to produce a wide range of instruments 
embodying all essential characteristics — Accuracy — 
Neatness— Dependability. N.C.S. Instruments give long 


and continuous service. 


REDUCED PRICES ОМ APPLICATION. 


Telegrams: ‘‘OCCLUDE, KINLAND, LONDON." 
Telephones - - DALSTON 2365 (3 lines). 


The World’s Largest Varnish Industry 


(Britannia Brand). 


We shall be happy to post a full List of 
the various Britannia Brand Insulating 
Varnishes and Enamels on request. 
These materials are of the finest possible 
quality, and have given excellent results under 
severe practical tests. A member of our tech- 
nical staff will gladly call upon any 
Electrical Engineer or Firm engaged 
in the manufacture of electrical ap- 
paratus to advise as to which Varnish 
or Enamel is most suitable for the 
work in hand. 


West Ham Abbey, London, E. 15. 


Associated with R. Gay & Co., Ltd., Paint & Colour Specialists, Langthorne Works, E.15. 


uu 
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— 
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Ltd., 
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NISH 


Ingham Clark & Ç I? 
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To Central Station Engineers. 


Your Load Factor must be 


Costs very low, if they cannot both 
be improved by 


Chloride 


| 
| 
very high, and your Generating 
Arcumulators 


in your sub- stations. 


Write for particulars to 


NS fd ELECTRICAL STORAGE 
| COMPANY LIMITED. 


CLIFTON JUNCTION, 57, VICTORIA STREET, 
Nr. MANCHESTER. LONDON, S.W. l. 
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The New Years Ronis 


that will pay you. 


Before placing orders elsewhere for 
Anything Electrical, enquire prices 


FROM 


— 
E 
ў i |! | Шин 1 „ 


| Established 1887. 


8 Lambeth Hill, QueenVictoria Street,Ec4. 


Tel кер өп, 
Telegrams : BA 
"JEARYLEC CENT, LONDON." Private Exchange to ai Departments. 


Successors to С. BRAULIK. 


IRONCLAD WEATHERPROOF BELLS 


Fitted with SAX’S Original Rubbing Contact for Battery or H.V. Circuits. 


ROUND 
GONG. 


STOCK SIZES: 


12 inch. 
10 


SHEEP 8 „ 
GONG. AE 


. CHURCH 
GONG. 


When ordering state voltage and 
also whether for A.C. or D.C: 


SPECIFICATION : 
Mov d d cum Sax's Original Rubbing Cana, panely i ыш “к ted from iron case. n high 
with weather ool fitting co ver secured by tour round. hes ik pillar 1y Эз 
minals f. lesd; ug in wires, w илена Сте the frame ayer ee ГЫ haky cltag uits an exira terminal plate ith a Ales 
ыы hat aualii bell medal. hizhly рона a sd pled, кешеа by elt gong 
pillar, adjusta ble сае vided with polished and lacquered n 


Enclose ly finished үнүш че 
оне к 1 cque red terminal pla A Fed wih 


Established 1855. 


са: JULIUS SAX & CO., Ltd., 


Telephone : 
Saxatile, 'Phone, 


hone, 24a, HIGH STREET, Regent 21022, 
me NEW OXFORD ST, LONDON, W.C. 2. 


Makers to o 2 Trade of кре GRADE ELECTRIC BELLS, ТЕЕ 


40 THE ELECTRICAL REVIEW SUPPLEMENT. 


[December 30, 4994 


ON ADMIRALTY LISTS. 


FLATHER 


“STAND THE TEST OF TIME.” 


D.C. MOTORS, 2—100 НР.  DYNAMOS, 1—50 Kilo. 


_——-—-—-—-—-————.——— 


The name FLATHER is a guarantee 


QUALITY, SERVICE, AND = 
EFFICIENCY. | 
Thirty years’ actual manufacturing experience behind 
FLATHER A.C. and D.C. Machines, together wih 
hundreds of fepeat orders from satisfied сойот, 
many ef nearly 20 years’ standing, who still contine 


to order year after year, offer the soundest proof of al 
our claims. 


PROOFS ARE BETTER THAN PROMISES. 


Can you afford to experiment with promises) 
RELY ON PROOFS. 
Backed by HONEST ENDEAVOUR to gre the 
Best Value. 


HOFFMANN Ball and Roller Bearings have bea 
adapted to our machines for nearly 20 уел. 


FULL RATED OUTPUT GIVEN. 
LOW TEMPERATURE RISE WITHIN 75. 


Thorough system of jigging of all parts еше 
strict interchangeability, low production сой. 


FLATHER & CO., u. 


Park Glectrical Works, 
LEEDS. 


London Office: Head Office: 
68, SHOE LANE, Е.С. 4. 1 Je 
i : . Lond m 
* ee Af 


—n 


Write for Specification and Prices. 


| 


` 
d 
`N 
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INDUCTION MOTORS, 


SINGLE, TWO and THREE PHASE, 
of 


BEST VALUE & QUALITY. 


. PRICES FURTHER REDUCED 


F —————————"——C—À— > 


E. BROOK, Е? 


Empress Works, HUDDERSFIELD. 
Telephones: 1629 and 1630. Wires: " Phase” Huddersfield, 
Branches: 
London : 11. Queen Victoria Street, E.C. 4. Leeds : 419, Basinghall Street. 
Telegrams: "'Phasebroo, ‘Phone, London." Tel: 4468 City. Tel No.: 23396. Wires: " Phase, Leeds." 


Manchester : 54, Corporation Street. 
Tel No.: 6264 Central. Wires: "Phasebroo," Manchester. 
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EBONITE INSULATORS 


for Electricity or Heat. 


BARRETT & ELERS, Ltd., 


WALLIS ROAD, HACKNEY WICK, E. 9. 


Electric Welding Machines 


Daysohms Low Voltage Arc Welder tt tg 


Laboratory 


DAYSOHMS, LTD., 14/16, COCKSPUR ST., S.W. 1. Gerrard 3930 


INIGO JONE S, 
Tudor Slate Works, 
GROESLON, R.S.0., NORTH WALES. 
Slates Drilled and Shaped to Specification. 
Manufacturer of every description of 
Slate Work for Electrical En ineers. 
Slate Mason, Turner and Enameller. 


CAPPING « CASING 


TROUGHS, ETC. 
We Invite Your Enquiries. Factors Only. 


EDGAR PHILLIPS, LTD. wees? N ТЕБЕТ. 


Telephone: Night 642. Day 346. 


REPAIRS! REWINDS!! REPAIRS! 


A.C. & D.C. Motors, Field Coils, &c. 
REPAIRS A SPECIALITY. FIRST-CLASS WORK ONLY. 


Prompt Deliveries. 
EMERY BROS., 


TRECYNON, ABERDARE. 


Phone 52. 


Xp (SIT OUR RETAIL ВОО ROO 
LL BOOKS ON ENGIN z 

аа а ы fp 

К 57 HAY MARKET LONDON SWI 0 


REG. TRADE MARK. 


THE CURTIS 
MANUFACTURING CO., 
OCON OO Purace, 


[ ELE [ PADDINGTON. W.2. 


RESISTA NCES Est. 12 years. ‘Phone: 4076 


AIR FILTERS 


For Ventilation of Electrical Machinery, 


CLEWORTH WHEAL & Co., Ltd., 


Grange Works. CASTLETON, LANCS. 


EXPANDED METAL SCREENS & DOORS. 


Steelwork Structures and Cubicles. 
SHEET METAL WORK AND MACHINED PARTS FOR SWITCHGEAR, &c. 


Cary, HALLEWELL а Co., orti ii, witLecocn e 


“ALPHA” CABLE CONNECTOR. 


Telegrams : WF NO SWEATING. æ] Phone: 


{ CARDIFF. 2978 CARDIFF. 
THOR - BRISTOL. MADE IN ALL TYPES AND SIZES. 8590 BRISTOL, 
| BWANSEA. 1536 CENTRAL 


SWANSEA, 
HASLAM & STRETTON ене mo үт, 


CARDIFF, BRISTOL and SWANSEA, 


TEP CASING & CAPPING. ELECTRIC BLOCKS. M. 
CABLES. 1.0. SWITCHES, ete., ste. «7. 
nee п. 06. 


THE TEES-SIDE ELECTRIC & PLUMBERS' STORES, LTD, 


55, REED STREET, WEST HARTLEPOOL. 


CONVERTIBLE LADDERS 
— Invented and made by — 


HEATHMAN, 


Parsons Green, Fulham, 
LONDON, S.W.6. 


LOWERING GEAR FOR 
ARC А METAL FILAMENT LAMPS 
ELECTROLIERS ETC | 
tie 


IM CTAPI/ 


Co Logon Егковите Fines. (ovoci jemand 
„ HOUSING SCHEMES ... 
BASTIAN METERS 


| Selling in Thousands. 
THE BASTIAN METER CO. Ltd, 


Bartholomew Works, Kentish Town, N.W.5. 


SEND TO A RELIABLE FIRM. 
Makers oF ELECTRIC CLOCKS, MAGNETS, PenpvuLums, Bons, Contacts, 
AND WIRELESS, APPARATUS, WE Brock :—BELLS, TELEPHONES, 
CABLES, GLOBES, FANS, HEATING APPLIANCES and “ PEBLITE.” 
Makers of Inventors? Models. 
Send for Lists and Trade Terms to :— 


CLAUDE SPRATT, 28, Aber Koad, Upper Parkstone, Dorset 


Armature, Dynamo and Transformer 
Stampings, Plain and Slotted—to ,cus- 
tomer's drawings or prints. Dynamo 
and Transformer Sheets, Swedish Iron 
Rods and Bars, black and bright drawn. 
TURNER BROS., 134, Upper Thames St, Е.С. 


Telegrams: “ Sheetiron, London." Telephone 855 Central. 


HENRY KENNEDY & SONS, Lid. 
BARROWFIELD POTTERIES, GLASGOW. 


| Electrical Insulators, Fuse Handles, &c. 


CASING & CAPPING 


Manufactured by 


JOHN WW ILESMITH & CO. 
(Successors to BOURNE & GROVE), 


R. 
Contractors to G.P.0. Bridge Saw Mills, WORCESTE 


FOR URGENT REWINDS 


AND GENERAL MOTOR & DYNAMO REPAIRS. 
CREWE,, ALLEN & CO., A.C. & DE. 


| 23, Chapel St., Cripplegate, LONDON, E.C.2. Telep.: Cent. 64%. 


(GENUINE AMERICAN) 


SHEETS, RODS, TUBES, BUSHES, DISCS, WASHERS. 


SEND YOUR ENQUIRIES FOR ABOVE ТО; 


AUSTIN & HAYES, nene honon N 


" Austayes, Higate, London.” Telephone: M76 Ho : 


„ ДА 


зуу ^ 


<-> IS RB. FTP i f -fs 
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ARC LAMP CARBONS 


WE HAVE the LARGEST and MOST VARIED STOCK of 
FLAME ARC LAMPS, 
OPEN TYPE LAMPS, 
ENCLOSED LAMPS, 
PHOTOGRAPHIC WORK, 
WELDING, 
CINEMATOGRAPH PROJECTORS, 


STAGE ARCS 
IN THE UNITED KINGDOM. 
All makes, sizes and lengths can be despatched immediately 
upon receipt ef order. 
They will 


Write for Current Price List and Trade Discounts. 
interest you. 


E. A. LANGRISH & Co., 


25, WARHAM STREET, S.E. 5. 
Telegrams: “ Ellangrica, Camber, London." 


'Phone: Hop 4069. 


* EMCOL" 


PATENT 


TOTALLY-ENCLOSED 
MOTORS 


ARE DUST PROOF 
AND REQUIRE MINIMUM 
OF ATTENTION. 


IF YOU ARE DESIROUS OF IN- 
STALLING FIRST QUALITY 
MOTORS WHICH WILL ENSURE 
A HIGH POWER FACTOR OVER 
YOUR SYSTEM WRITE US FOR 
PRICES AND PARTICULARS. 
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For HIGH-GRADE 
BRITISH MADE 


SWITCHGEAR. 


Send your enquiries 


for 


Circuit Breakers 


and 011 Switches, 
éc. 


Te 
J. 8. STATTER &бе., 
Queen Anne's Chambers, 
WESTMINSTER, S.W. 1. 
Telephone: Victoria 6196. 


WALTER McGEE & . SON, LTD., 


MANCHESTER OFFICE, 
32, KING ST., W. 


INSULATION 


PRESSPAHN 


BEST QUALITY. HIGHEST FINISH. 
LOWEST PRICES. 


DELIVERY FROM STOCK. 


Mica & Micanite Supplies, Ld. z 5027 ss 


Mica House, Offord Street, London, М. 


ALBION WORKS, PAISLEY. 


The NEW Union Electric Co., Ltd., 


2.CASTLE STREET, ENDELL STREET, LONDON,W.C.2. 
Telephone: 1027 Gerrard. " Abeam, London," 


Telegrams : 


BRITISH MADE 


PIBUTEWASR MOTORS. 


Makers also of 


UNION EXCELLO 
FLAME ARC 
LAMPS. 


FERRO-PRINT 
LAMPS, 
etc, 


a. eth (3 


—Ó 
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We deliver 
FROM STOCK 
all usual eizes. 


SHEETS, 
PAPER, 


= MICANITE пк 


Ed 


E 


i — 00. LTD., 


VOLTA WORKS, 


Telegrams : BROMLEY, KENT. Telephone: 


“OM ICAMANU, LONDON." 


Bromley 9. 


— 


Use a fuse which will really protect those 
small motors—you can if you install the 
1/10 to 1/4 horse power sizes of 


S 


REPULSION START—INDUCTION 


SINGLE-PHASE MOTORS 


Such a protecting 
fuse will usually 
be of sufficient 
capacity to suc- 
cessfully start the 
ordinary full load. 


Illustrating a 3 H.P. Motor. 


THEY KEEP-A-RUNNING. 


Manufactured only by 


CENTURY ELECTRIC COMPANY, 


19th Pine to Olive Streets, St. Louis, Mo., U.S.A. 


A STOCK OF "CENTURY" MOTORS IS CARRIED IN LONDON BY- 
The Sole British Agents— 


SWEDISH кстс LIMITED 


5, CHANCERY LANE, WC. 2. 


Sales Manager : В. A. MARP LES. 
Telegrams: “ Autosyncro, Fleet, London." Telephone: Holborn 1708. 
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ATLAS 
IMPULSE STEAM TURBINES, 
Horizontal and Vertical 
STEAM ENGINES, 
also 
SURFACE & JET CONDENSERs, 
DOUBLE HELICAL GEARS, 


Works: ATLAS СО., Ltd., Copenhagen, Denmark. 
U.K Representative : 


E. W. DOREY, 


Norwich House, Вос лон ч 
HIGH HOLBORN, W.c. 


Telegrams : Atlaturcoy, Westcent, London. 5 Museum 1157. 


* SISTOFLEX" «. | 


ELECTRICAL IYSULATING MATERIALS, 


Silk, Presspahn, Black Adhesive & 
Cloth, Leatheroid, Rubber Tapes, 


Paper, Ebonite, Webbed Tapes 

Tapes, Micanite, and Sleeving, 

Fibre, Flexible Tubes, Lebakite, 
Mica, Dynamo Tapes, etc. 


WHICH WE CAN OFFER AT FAVOURABLE PRICES. 


LARGE STOCKSs. PROMPT DELIVERY. 
——— | 


Send us your enquiries. 


SPICER BROTHERS, L" dee e 


Telegrams: NYKOPING LONDON. Telephone: CITY 625! LE 


PACK WITH SECURITY. 
QUEBEC **WOODWOOL" COMPANY 


(WOODWOOL AND WOODWOOL ROPE). 
WRITE tor SAMPLES and PRICES of our THREE GRADES :—- 
Coarse, Medium and Fine. 


PROMPT DELIVERY. 


WE GUARANTEE (АОТЏАІ WEIGHT Е DRY. 


100 TONS always in stock at QUEBEC WHARF: also all sizes 
of the ©“ DOMINION " WIRE NAIL, IRON WOOD 
SCREWS and TACKS. . 


Proprio: ERIC MORTON & Co., 
BROAD STREET HOUSE, 
LONDON. E. c. a. 
Telephones: Telegrams: 
Loxpon wae 154 and 9980. "^ МовутвворЕ, 'Puowz, Loxpott. 


Mouldings 


2 


— 


" HIGHTENSITE Д 


METAL PUMPS, 
CHEMICAL veo Kc. 
LINED WITH EBONITE. 


ENQUIRIES. _ 


RS, 4 
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OOK 


FOR THE 
TRADE 
MARK 
on EVERY 
LENCT Hor 
SIMPLEX CONDUIT 


INSPECTED MANUFACTURES 


WARNING: In numerous instances, imported and inferior 
grades of conduit are being supplied oy certain unscrupulous 
vendors against requisitions for Simplex conduit. It should, 
therefore, be noted that the sale of other makes of conduit 
where Shuplex " is specified is illegul—judgment to this 
effect having been given in the Courts. 


PROTECTION: In order to effect a safeguard for vour in- 
terests in this direction every length of genuine Simplex con- 
duit will now bear a reproduction ^n transfer form of the 
Company's trade-mark to act essentially as a guarantee. of 
" Simplex origin. 


GUARANTEE: When ordering conduit, therefore, order 
Simplex conduit and see that every lenzth bears the little red 
label; itis YOUR GUARANTEE that the conduit supplied is 
Simplex conduit—conduit that is efficient to the utmost Innit 
oi efficiency. 


ADVANTAGES: Besides its yuarantecing the source of 
origin, the label also indicates that the conduit is manufactured 
from onlv the highest grade of steel, and that each length is 
specially inspected and tested for smoothness of bore and 
accuracy of internal and external diameters. A special process 
of stoving after enamelling gives the conduit a protective 
covering of exceptional durability, which 1s at once elastic and 
tenacious, and possesses good insulating properties. Тһе 
threads are well cut AFTER enamelling, and are protected by 
cardboard caps against damage during delivery. 


SOLD THROUGHOUT THE 


STOCKED AT 14 BRANCHES IN THE U.K. AND 
OBTAINABLE ALL OVER THE WORLD. 


Advt. of Simplex Conduits, Limited, Garrison Lane, Birmingham. 
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A Happy and Prosperous 
New Year to all our Agents! 
Congratulations on the fine 
showing you made during 
I921, and cordial Good 
Wishes for still greater suc- 
cesses in 1922! In handling 
Lalley Light you have—as 
you know—the best thing of 
its kind, bar none. Here's 
wishing you good business 
in all your departments. 


falle Lg 


ME Ty 


i STUDEBAKER, Ltd. 
(Lighting Plant Dept. ), 
117-123, Great Portland Street, 
London, W.1 


‘Grams: "St udebaber, ‚ London." 
Phone: - Lan gham iar ры 
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Safe Crane Control 


with 


Unskilled Operators 


Potentiometer Control ensures perfect 
safety with the least skilled operator. 


RUN 


One only, of several control schemes for 
hoist motions employed with Allenwest 
Drum Controllers, it has many im- 
portant features. The speed is always 
proportional to the position of the con- 
uoller handle, whatever the load. The 
maximum speed is fixed at a safe value 
and complete control of the load is 
ensured when lowering. А loaded hook 
is automatically retarded and a light 
hook driven down, the speed in both 
cases being at its maximum safe value. 
Weston or similar brakes are unnecessary. 


Allenwest Drum Controllers are con- 
structed to give uninterrupted service, 
and there isadesign for every requirement. 


ih 


Write for Leaflet E. 20/1. 
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Е 
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ALLEN WEST 


ru & CO, LTD, 
lx RÀ BRIGHTON. 
Branches : 


Birmingham. Cardiff, Glasgow, 
London, Manchester, Newcastle, 
Sheffield. 


France : 


St^. d'Usinage de Materiel Electrique 
Houlogne sur-Seine 


DRIN ILLE DL 


| 


ШШ 


South Africa: 
Allenwest-Brookhi st (S. A.] Lid.. = 


ohannesburg. 


EAI LLL. 
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SOLE AGENTS 


for 


THE CONDOR LAMP 
TUTANA Ны CO., LTD. 


ENGLAND AND WALES: 


IHE B.T.T. ELECTRIC LAMP |; 
AND ACCESSORIES CO, 


5 i О, Rangoon Street, Crutched Friars, 
= LONDON, EC. 3. 


Telephone: (Two lines) Avenue 8768, 8769. Telegrams: Duchavwat, Ald., London. 


oe BRANCHES :— 
MANCHESTER - 26, Cooper Street NEWCASTLE -. - 23, Grey Street 
LIVERPOOL- - 81, Dale Street LEEDS - - 31, Victoria Square 
BIRMINGHAM . . BRISTOL - ~- 43, St. Nicholas Street 
HULL: Т. В. MORLEY & СО, Led., WOLVERHAMPTON 
Jameson Street Regent Chambers, Lichfeld Street 


It is with great diode that we announce an arrangement we have made with the 
STELLA LAMP WORKS, LIMITED, 
HARLESDEN, LONDON, N.W., 
for that firm in future to supply CONDOR Half-Watt and Argon filled Lamps. 


CONDOR Lamps are still being sold OPENLY and STRAIGHTFOR- 
WARDLY and our INDEMNITY is STILL GOOD. Our FRIENDS 
can rely on us in spite of any statements to the CONTRARY. 


— —st—Ó— 
SCOTLAND AND IRELAND : 


CHARLESWORTH PEEBLES & CO, 


ELECTRICAL ENGINEERS, 


134, St. VINCENT STREET, GLASGOW. 


Not one order placed with us for Half- Watt Lamps has been cancelled. | 


Telephone: Central 3537. Telegrams : “ Meteorite.” 
T 8 CORK: GALWAY : 
» IN THE EFFICIENT ENGINEERING со. GALWAY ELECTRIC CO. 
à Quay. 93. Patrick Stree Newton i 


LONDONDERRY : 


LFAST: 
РЫН М oe & CO, THOMAS MAY, 5 = LE.E. 
‚ War Great James Stree 


YOU CANNOT BUY A BETTER LAMP. 


Legal action will be taken against any person or persons 


claiming to be directly or indirectly importing Condor Lamps. 
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- NOTICE 


regarding the 


COST 
ELECTRIC CONTROL GEAR 


| In anticipation of the 
fall in costs of materials which will 
be caused by the discontinuance 
of the Ministry of Munitions bonus, 


GEORGE ELLISON, 


Maker of ELECTRIC CONTROL GEAR, 


has decided to 


REDUCE SELLING PRICES 


10° 


reduction will take. effect on 
Кнын Ist, 1922, and will 


STABILISE PRICES 


for ELLISON CONTROL GEAR. 


|] 
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GRINDERS 


_ You cen ob:aia accurate results very rapidly „п Chu chill Grinders 
This means cheapness in production, 


This type of regulator is specially intended for building 
into switchboards, and is made in any size or capacity. 
The main features are 


ABSOLUTE RELIABILITY, NEAT AND COM- 
PACT EASILY ACCESSIBLE, EXTREMELY 
SIMPLE DESIGN, MINIMUM COST OF FIXING, 
MADE TO SUIT YOUR OWN EXACT 


ШЕ od BLE dT ed Ela: 


REQUIREMENTS, AND AT A MODERATE [here is no cheaper process for accurately producing finished sur- 
COST. faces, either cylindrical or flat. 

Pre-eminently suitable for [he reason Churchill Grinders are so uniformly successful is that 

Battery Charging Panels, Projection Lamp в HAE are e брт ыр оса production. he rich 

Switchboards, Shunt Regulation. etc. etc. hatever grinding work you may have we caa give you the right 

{ . machine, 

Bai прам retines post died eii Hind ben and Fell к> what you want. It will cost you nothing and may save yw much, 
supplied with sprocket and chain control. | CHARLES CnmnunmcHiLL & Ce Шмітео Ё 
= 9-15. LEONARD STREET. LONDON. Е C.? T 
Pleass address your enquiries te :— - 
BIRMINCHAM, MANCHESTER T! 


CLASCOW. 
BRISTOL. egos. SHEFFIELD i 
4 


THE CRESSALL MANUFACTURING Co., pem cre 


| 40 & 41, Staniforth Street, BIRMINGHAM. 


Telegrame : "OHMIC. BIRMINGHAM.” Telephone : CENTRAL, 3463 


What abo ut 
Porcelain? 


We are in a position 
fo supply large quan- 
= tities from Stock! 


SII трус 


К 4 | UnonPleceVellsSt, 
| |. Oxford St., London Wl 


Telegrams: Electelga-Ox- London. 
Telephone: Museum 5105 
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ENGINEERING SUPPLIES LIMITED, 


QUALITY. COMPETITIVE. 


SILK & COTTON COVERED H.C. WIRE. 


ENAMELLED AND SILK COVERED. 


FLEXIBLE CORDS, V.I.R. CABLE. 


MANCHESTER GRADE FLEX. TELEPHONE С 
WE SPECIALISE THROUGHOUT. dy 


PHOMPT 
DELIVERY.] — ‘Phone: CITY 2299. 155e, UPPER THAMES ST., Е.С. 4. ‘Grams : “ PROELLS. LONDON." 810068, 


WHITE, JACOBY & CO. LTD., 


Bayham Place, (Established 1893.) CAMDEN TOWN, 


REP LONDON, N.W.1. 
Any — and REWIND 


„ 


"T K -asa ан ГЕ; 


— ee 


Defect to 

And Reconetruoct any size. 
| үс тотон, 750 K.W. TURBO-ARMATURE. Commutators ground up in position. 
{ . Telephone: NORTH 2066. Telegrams: “Saturation, Norwest, Lendon,” New Commutators supplied. 


YOU LOST 


THAT LAST ORDER FOR MOTOR INSTALLATION 
WHY??? PRICE TOO HIGH!!! 


T" TRY US. 
OUR PRICES AND QUALITY WILL ENABLE 


YOU to WIN every time. 


Bols Agents Jor озб, THE CITY ELECTRICAL CO. (C. E. C., Ltd.), 1, Emerald Street, LONDON, W.C. ] 


The SMALL POWER DYNAMO & MOTOR Co., Ltd., 


| OLD LANE, OPENSHAW, MANCHESTER. | 


From ‘jie to 3 H.P., D.C. only. 
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NDS Do you Realise all the 
— Possibilities of Rawlplugs ? 


Whether you drive a nail between the 
courses or chip the brick away and insert an 
unsightly wood block, the result after your hxture 
is upis always the same-—trouble and dissatisfaction. 
With Rawlplugs you simply make a smell hole in 
the brick wherever it is required to fix the screw, 
insert а Rawlplug, and turn the screw home. 
simple, permanent and satisfactory job. 


Plaster is always difficult to fix anything to. 
Nails are изсіех:. Wood plugs break away the face 
o' the wall and make ugly holes which have to be 
made good by plastering. Only Rawlplugs will 
hold satisfactorily in plaster. They expand inside 
the wall with a vice-like grip and become as it were 
part of the wall. 


Wood plucs won't hold in stone. For 
fixing name plates to outside walls, for lightning 
conductors, for outside wiring — always use 
Rawlnlugs. There are no maintenance charges 
with Rawlplugs because once up they never need 
attention. 


The only satisfactory method of making a 


Look at this illustration and you will see how it is that 
Rawlplugs provide the only satisfactory method by 
which screws can be made to hold all kinds of fixtures 
permanently in any material. 

By. the old method either you jammed a nail desperately into the 
plaster, where it worked loose, crumbled the plaster and ruined the 
wall—or you cut a hole with the co'd chisel in the brick beyond. 


made a wood plug to fit and wedged the plug into position. In either 
case your fixture was practically bound to work loose and fall sooner 
or later, because the nail or wood plug merely rested in the wall. It 
did not grip inside the wall. But Rawlplugs do. 

You make a small neat hole with the Rawlplug too smaller than the head of the screw 
—and press the Rawlplug into it. The Rawlplug isa little fibre tube, and when you 


turn a screw into it, it expands, the screw forms a perfect thread іп the Rawlplug, 
grips the wall like a vice and your fixture becomes part of the wall itself. 


fixiure with tiles is by means of Rawlplugs, because 
the tile can be pierced by the Rawlplug Tool 
without "starring" or damage to the tile and 
without the necessity of plastering or cementing 
into position. 

Rawlplugs need no skilled handling. Thew are iv visible 
when in po:ition and cannot damage the walls. | Millions 
have been used in homes all over the country for fix ng 
coat hooks, brackets, ard all kinds of fixtures to brick. 
plaster, tiles, concrete, marble, stone, etc. 


UGS 


Write for special list and trade terms. If you 
have any points of doubt or difficulty let us advise. 


THE RAWLPLUG COMPANY, LTD., Gloucester House. Cromwell Road, London, 


Complete Outfit. 


All sizes of 
Rawlplugs and £2 
Tools, Ncs.3-14 


Sample Outfit. 


Containing 100 Rawlplugs 
Screws, 


and "P ly 13 
specia awlplug | 
Тоо! and 2 Bis 9/6 


S.W. 7. 


We Manufacture 


1,29 PHASE MOTORS 


H to 35 H.P, Fully Guaranteed, 
Slip Ring and Squirrel Cage, with 
indestructible rotors and very good 
starting torque. 
Delivery from Stock. 


COMPETITIVE PRICES 


HOWELLS & CO., 105, York St., Hanley, 
STOKE-ON-TRENT. 
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and, Incidentally, your Showreom 
made mere attractive by displaying 


BETTERWAY 
SHADES. 


The six standard colours— 
Light Red — Dark Red — 

Rose Green Gold Blue 
meet the tastes ef a large 
body of customers, and the 
Bead Trimming and beauti- 
fully Embroidered White 
Silk Lining add that touch 
of superiority only obtained 
in good class articles. 


We Invite you te send 
for eur ilustrated List. 


Series “I,” 23/- complete. 


An effective Attachment, WR. 1 ina 
Sele Manufacturers 7 ко Series beg E^ 20/- 


EXCELSIOR SHADE MANUFACTURING CO. (Dept. "1") 


Betterway House, Stanford Street, NOTTINGHAM. 


(CONDUIT SADDLES 


(JAPANNED STEEL). 


Bakelite Insulation. 


We carry Large S tocks, as follows: 


075, 08, 15, 30, 50, 64, 100, 128 m/m Sheets. 

Small Tubes from 10 to 28 m/m internal 
diameter X 2 and 3 m/m wall. 

Large Tubes from 143 to 356 m/m internal 


diameter. E 
Guaranteed. Quality. Low Prices, Por 
DACIER, LT D., 


BALFOUR HOUSE, 
FINSBURY PAVEMENT, LONDON, E.C. 2. 


Telephone No.: London Wall, 3765. 


Stirchley, 3, uci 
0 
BIRMINGHAM. London № 


| | д4, 
STOCK SIZES: _ Stock Sizes: 4", 85 85 1 To to gn 2", |", 12", 1b, 
le Agent for Electrical Trace .— | 
Е. SHOWELL & Зон, L'^-| Liolkl ROBINSON EJ | 


December 30, 1921.] THE ELECTRICAL REVIEW SUPPLEAENT. 58 


POWER AND LIGHT 


WITH 


THE QUIET KNIGHT 


ON PARAFFIN. 


USE WILLYS LIGHT AND POWER 
SEI WITH ALS LARGE 


STELCO 
METAL-FILAMENT 
LAMPS. 


I UNDAE — CAPACITY BATTERY, 3-НР 


Air Cooled Engine, 14 KW. Generator, 
225 ampere hours Battery at 22-30 


THE STONEBRIDGE ELECTRICAL GO., LTD., volts. 


WINDMILL ROAD, 
Telephone: HAMPTON HILL. RETAIL PRICES. 


MOLESEY 343. 


OLD PRICE. + - - - £245 


NEW PRICE - - - £195 
IN | REDUCTION OF - - £30 
Operative Dec. 9th. 


PRICES. DOWN 


LOWKE NT SET 


DESIGNED FOR FIFTY 20.C.P. LAMPS, AND WORKS TESTED 
FOR A HUNDRED LAMPS. IT COMPRISES 


ENGINE of 2 n.».. giving such complete combustion that exhaust is 
smokeless and онен: Its detachable head reduces engine cleaning 
to a ten-minute jo 
„САЕВОВЕТТОВ (automatic) changes from petrol to paraffin without 

Justment. 


ENGINE & GENERATOR ONLY. 
NEW PRICE - £125. 


At the reduced price the Willys 


V 

SYSTEM needs filling — ALSO — 

in lace onty. i е " 

5 1 kw. 50 v. Light Electric Set is the greatest value 
Р shunt wound, giving 
И aes и shee 3 „ 100 „ for the money ever offered to the 

= Prices and fall Electrical Trade. 

ments particulars on 


application. 


LOWKE & SONS, 
Limited, 


Central Works, 
Northampton. 


WILLYS OVERLAND GROSSLEY, С° 


| 

4 HEAD OFFICE & WORKS - Heaton Chapel, Manchester. 

| | І SHOWROOMS  - -  - 151/3, Great Portland Street, W. | 
: ° AGENTS > . YOU CAN BE Write for Particulars. 

; Write for Prices and Folders. 
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—FULLER— 
TRANSFORMERS 


| 
| 
| 
| 
HAVE 20 YEARS' PRACTICAL 
A.C. EXPERIENCE EMBODIED IN | 
THEIR DESIGN AND CONSTRUC | 
TION, RESULTING IN А HIGH]! 
STANDARD OF RELIABILITY AND | 


EFFICIENCY ATTAINED BY FEW 
OTHER MAKES. 


600 K.V.A.. 3 Phase. 50 ~ 


б “Equal lo the Fuller Motor." 


The FULLER ELECTRICAL & MANUFACTURING Со, 
5, СҺапсегу Lane; кше W.C. 2. 
phone: HOLBORN 6084-5. Telegram Werke WAETHAMTIQNE | 


" Fullmage Fleet ie 


A И 


" 
J. W. B, ACCUMULATORS = 
- ACCUMULATOR REPAIRS = 
NU mums _ 
Sun MR e 


ARMATURES 


WESTMINSTER!) | 
REWOUND. 


ARC LAMPS. 


4 есе | | 
Machi 1885 


Satt: 
Spot 3 
Seam \ 
эрда ON Tbe . 
NN 
pem ON WestminsterEn сна cots 


А | \\ N Willesden Janetion, 
Westminstep" \ N London, NW10 


ВохТуре e Carbon \ {$ 
Rg SC CQ 
Brush Holders “ӘӘ 


| Fiera of 
over 2000 — dlaneh, 
оне" pion Car К 
) 
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Р. ПАЦ. 20° (10. = 


OLDHAM. 
MOTORS 


А 

i s Direct or 
Flg. No. 378. Alternating 

| Current. 


50-H.P.. io MOTOR WITH BEOPLATE AND OUTER BEARING. $ Ф e $ % $ $ $ $ Ф 


FLUSH TYPE BARREL BELL PUSHES „кох. rat 


ENGLISH MANUFACTURE —— MASS PRODUCTION —— COMPETITIVE PRICE. 


ISTRONG MECHANICAL CONSTRUCTION — SOUND ELECTRICAL’ INSULATION. 
| METAL ' No. 61 WITH PART OF 
SPRING. | BUTTONS. | BRASSWORK 
x ә 4 REMOVED. 


CONTACT FITTED IN 
MOULDED INSULATION 
WORKING on BALL JOINT 


Wo. вт. PRICE 2/3 ea. Мо. be 1 BiG e ea. Мо. 81. PRICE 2/9 ea. 
ADJUSTABLE TYPE for RECESSED PLATES or where 
DEPTH of PLASTER UNCERTAIN. 


SCALE | . (m m. 
FULL SIZE. | 2 Д" | 
AE S b ў \\ CA: - 


"aia L4 
—, 


^ * : r 095 „жы. — ‘ | RICE 3. : 
3 . No. 101. PRICE ӨЗ. ea. . 61/101. PRICE 3/- ea 
28 P PRICE 1/- ea. 
PRICE A ea. N No. 91. |= 
буса. 90р BY > 
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Not lamps alone 


for light 


Modern installations are usually equipped 


with gas-filled lamps, but the high intrinsic 
brilliancy of these lamps needs controlling 
to get the best results. In " Sunlite " P.E. 
Reflectors and fittings, there are embodied all 
| those features 
which experi- 
ence has 
shown neces- 
sary. Not 
only are the 
reflecting 
surfaces cor- 
rectly de- 
signed to 
onl the light just where it is required, but 
ventilation and other details have been care- 
fully dealt with. 


_“SUNLITE” 
REFLECTORS 


The complete range is illustrated in our 
Booklet High Efficiency Lighting“ 

‚ There you 
| will find just 
the infor- 
mation you 
require to get 
the very best 
results in 
illuminating 
large areas 
whether  in- 


side. We 
shall be glad to send you a copy, or to 


advise you on any special lighting equipment. 


= . 
ELECTRICAL Сом PANY LIMITED. 


118. ON CHARING CROSS ROAD, 


LONDO W.C.2. 
SEA NN - 30, Paradise Street. 
NEWCASTLE-ON TYNE: raha 
т Milburn House. 


- Gibeon's Bldgs., Mill St. 
Telephone :—Gerrard. 7766 (4 lines), 


Cate, Lro., t. Saffron Hill, Е.С, 


side or out- 


ge 
HARINA Rut оз 
1, and Published by THE ELECTRICAL REVIEW; LTD., 


There are so 


many reasons 
why you should 
buy your 


LAMPS 


OSRAM - BRITANNIA . Z 
ELASTA- MAZDA - COSMOS 
STEARN-EDISWAN-FOSTER 


at the SUN. 


. The sale of Lamps should bea 


considerable part of your business. 
If you supply only the really 
reliable lamps made by E.L.M.A. 
members. The lamps which 
your customers naturally ask 
for, because they know they are 
good and because they are well 
advertised. These arethe lamps 
you get at the Sun—from stock 
in any quantity. A stock of a 
quarter of а million lamps 
means that jour orders are 
instantly executed. The terms 


are the best you can get any- 


where. The s'rvice is excellent 
—Sunco Everything Electrical 
Service—the lamps can be in- 
cluded with many other items 
—saving you buying and carriage 
expense. 


Send to-day for Particulars 


and prices of lamps, List 
No. 346, and anything еч 
electrical- Sinc lists wi 

help you to more business. 


" Secabilis, Ох Lon don." 
ae 


Telegrams: 


4, Ludgate Hill, 
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- HENLEY RESEARCH - | 


Dielectric Losses — (Continued). | Power Cables, High and Low | 
Pressure; Insulated Wires ; : 


The 24-hour load represented by the di- Ihe Henley Wiring System; 


— 


electric losses in а 33,000-volt cable may : Dry Core Telephone Cable ; ; 
amount to several kilowatts per mile, and 
very simple arithmetic will show that the 
capitalised value of only a fractional saving 
on this loss may be a sum comparable with 
the cost of the cable. Hence the impor- 
tance of going to a firm that has made a 


special study of the subject. 


Our laboratories аге equipped with a high 
tension. wattmeter and accessories (shown 
above) with which we measure dielectric 
losses direct,and by constant research on the 
effects of different compounds and methods 
we are able to reduce the dielectric loss to 
a minimum. 


: Telegraph Cables ; Submarine : 
Cables; Colliery Cables: Flex- : 
: ible Cables and Cords ; Aerial : 
Cables: Solid Rubber Cables; 
Endural Cables ; Ozone Proof : 


bles. 


: Cables Insulated with :— : 
: Vulcanised India Rubber ; : 
: Paper ; Bitumen ; Gutta Per- : 
: cha; Jute; Cotton and Silk. : 


: Armoured & Protected : 
Cab 


Es: 


: Finished with Galvanised Steel : 
Wire & Steel Tape; Impreg- 
; nated Cord, Rope, Sold: 
: Rubber, &c. : 


Cable Accessories 
of all kinds. 


: Jointing Tapes & Compounds ; : 
: Insulating Tapes and Com- 
: pounds ; Protective Tapes and : 
: Compounds ; Fuse Boxes ; : 
: House Service Boxes ; Joint : 
Boxes: Distribution Boxes: 
Switch Panels; Feeder Pillars ; : 
: Pavement Frames & Covers ; : 
? Colliery Boxes, &c. : 


2 „ 6% %%% % % „% %„% „% „„ „% „ 
eee „ee e eee e e e ee eee eee ere 
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GAS ENGINES 


possess all the qualities that are associated with correct design and 
superior construction. 


They are most economical in operation — their maintenance costs 
are negligible another advantage is that you can feed them with 


BROWETT, LINDLEY & CO., LTD., 
PATRICROFT, MANCHESTER. 2 


Mii e “BANDON” WESTERTON.NE. ШЇ 


NOW IS THE TIME FOR BUYING 


ELECTRIC FIRES. 


All» Voltages 


In i . 
Stock. х 


4 ^ » 
AGO VE 


“ EXCELSIS.” 


| . _ Y, W 
B E LCO L | О. 9, KINGS ын 


B... nN ë 
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PRESCOT 
COTTON-COVERED WIRES 
AND STRIP. 


BRAIDED AERIAL CABLES. 


We can give quick deliveries of all sizes and 
shall be pleased to receive your enquiries. 


BRITISH INSULATED & HELSBY CABLES, LTD., 


Cable Makers and Electrical Engineers, 
Head Ofhce : Works : 
PRESCOT, LANCS. PRESCOT & HELSBY. 


BRANCH OFFICES IN: 
LONDON, MANCHESTER, GLASGOW, BIRMINGHAM, NEWCASTLE, CARDIFF, LEEDS, DUBLIN & BELFAST. 


FRIGILENE is a Cold Lacquer U THERMOLENE is the Best 
for use on se Lacquer to use for 
POLISHED SILVER, | CANNING’S BRASS ARTICLES 


COPPER and BRASS where Shades of Colour are re- 

where the Shade or Finish Must LACQUERS quired, and for Satin Finished 

Not be Changed. Н is the finest for work. It is the Finest Lacquer 

Lacquer for Spraying On owing | BRUSHING, DIPPING, | for Silver Oxydised work. 

to its Freedom from Clouding and or | We shall be pleased to Match 
Brilliancy of Finish. : SPRAYING. any Colour or Shade for you. 


FRIGILENE THERMOLENE 


БЕ" N* 31496 HG N° 314981 
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CONTRACTORS 


COLUMN. 


[The following information is published in the interests of electrical contractors and others who are seeking for openings for new business, 


le expense is incurred in the production of this column, and every care is taken to ensure 


that the information is new and accurate, 


but it will be understood that in a matter where so many corréspondents are engaged, and where the amount of information to be handled is very 


large, this cannot always be guaranteed. 


AYR.—Premises for Dickie, Paterson & Reddick, 92-96, Wallace Street. 

BLACKBURN.—Kinema at junction of Bolton 
(215,000), for T. Fox, Wellington Street (St. John's). 

BOWNESS-ON-SOLWAY (WicTON).—Rectory; the rector. 


BURTON-ON-TRENT.—Adaptation of brewery premises as wholesale market; 
borough surveyor. 


CHELMSFORD.—Institute in connection with Baddow Road Congregational 
Church; Rev. W. H. Pace, pastor. 


EXETER.—Business premises, Sidwell Street; J. A. Lucas, architect. 

FIFESHIRE.—School at Anstruther (£12,000); clerk, Fife Education Authority, 
Kirkcaldy. 

FOLKESTONE.—Renovation of the baptist church; pastor. 

GREENOCK .—120 houses, for Corporation; burgh surveyor. 


HAMILTON.—Extension work at hospital. for Town Council (£15,000) ; 
burgh surveyor. Alterations to 29, Caczow Street, for Boots, Ltd., 
chemists and druggists, Nottinghain. 


INVERNESS.—Renovation of West Parish Church; the minister. Bacon 
factory, for the local syndicate; James G. Ramsay, secretary. 


LANGLEY (Eton).—Extensions to the Actors’ Orphanage; the secretary. 

LEEDS.—Alterations to fire-engine house, fire brigade station; W. T. Lan- 
cashire, citv engineer, Municipal Buildings. 

LITTLE WOODCOTE.—School for Surrey E. C.; W. Finnev, secretary. 


LIVERPOOL.—Kinema, Kensington, for James Leslie Greene, 53, Trinity 
Road, Bootle. · 


LLANTRISANT (GraM.).—Sewage disposal works, for R.D.C.; Thomas and 
Morvan & Partners, engineers, 23, Gelliwastad Road, Pontypridd. 


ELLISON ELECTRIC CONTROL GEAR 


THE ELECTRICITY (Supply) ACT, 1919 


With Notes by W. S. KENNEDY, LL.B., of the 
inner Temple, Barrister-at-Law. 
96 Pages. Paper Covers Ja. Gd. Post Free 3s. d. 


The ELECTRICAL REVIEW, Ltd., 4, Ludgate Hill, London, Е.С. 4. - 


TO THE TRADE. 


We wish you the 


COMPLIMENTS 


OF THE 


SEASON 


May 1922 bring you 
HEALTH, 
WEALTH and 
INCREASED PROSPERITY 


Road and Lister Road 


If alleged inaccuracies are reported to the Editors, they will be fully investigated.] 


London Joirt cu & Midland Bank, Ltd. 
(MogrLAKkE, S.W.).—Rebuilding the Jolly Gardeners,” for Т. с 
Lashmar (27,000 to £8,000); Mr. Humphries, architect. 
(WiMBLEDON, S.W.).—Secondary school for girls, for Surrey E. C.; W. 
W. Finney, secretary (298,500). ' 
MAGHERAFELT (Co. Lonpcnperry).—Premises and residence, for the Bel. 
fast Banking Co. 
OLDHAM.—Alterations, “ Red Lion Hotel," Bottom-o'-th'-Moor, for Wilson's 
Brewery (£3,000). 
OLD HILL (Srarrs.).—Premises, Plant Street, for Mark Round & Sons, timber 
merchants. i 
RAMSGATE.—Conversion of premises, Chatham Street, as boys’ secondary 
school, for Kent E.C.; W. H. Robinson, architect, Sessions House, 
Maidstone. 
RICHMOND-ON-.THAMES.—54 houses, for the T.C. Surveyor stores and 
offices, Water Lane, for the Richmond Lime & Cement Co. 
ROCHESTER.—Stores and garage, Charles Street, for West Bros. Alter; 
tions, 2 & 4, St. Margaret Street, for S. T. Downs. Machine 
shop, Blue Bone foundry, for James Hall & Son, Ltd. 
ROTHERHAM.—120 houses, for the T.C.; C. A. Broadhead, architect, St 
George’s Hall. 
SHEFFIELD.—50 houses, Stubbin Estate, Firth Park; 
city architect, Town Hall. 
STAFFORD.—Alterations at Coach and Horses Inn," Mill Bank, for Eley's 
DLrewery, Ltd. 
WESTON-SUPER-MARE.—20 houses, for the U.D.C.; 
veyor. 
WEYMOUTH.—Alterations to children's quarters, for the B.G.; G. А. An 
drews, architect. Extensions to post office, for Н.М. Office of 
Works. 


LONDON (Barnes, S.W.).—Bank, Elm Grove Road and Church Road, for tbe 


F. E. P. Edwards, 


TELEGRAPH SWITCHING SYSTEM 


By T. F. PURVES, 


Engineer-in-Chief's Department, G.P.O. 
Cloth, 3s. net. Pos Free, 39. Bd. 


Contents :—Section 1.—Early Switching Systems Section 2- 
Belgian System of Intercommunicatien Switching — Section 3,—Реё 
Office “Concentrator ” System. Sections 4 and 5.—London Inr. 
communication Switching System ; Mechanical and Electrical 


THE ELECTRICAL REVIEW, LIMITED, 
4, Ludgate Hill, LONDON, E.C.4 


Н. A. Brown, mr. | 
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SILUMINITE INSULATEU SHEETING. 


Suitable for Switch Bases and Contactor Blocks. 


SEND FOR SAMPLE AND PRIOE LIST. 


Supplied In any thickness from à" to 2' In sheets of 4 square feet, 
or cut to samiler sizes If required. 


A cheap and effective substitute for marble or slate, possessing no metallic veins or hard matter so .njurious to the drill. As it withstan 
pressure of 13,000 volts per m/m, thinner sheets can be used. The chief characteristics of SILUM!NITE are its heat-reeisting qualities ; tá 
homogeneous. water-proof, does not warp and withstands the action of alkalis and hot transformer oll. 


SILUMINITE INSULATOR Co., Ltd., %. MIDDLESEX. :]! "0" 


ШШ IN 


NO LONGER REQUIRED 
FOR WAR WORK. 


38 SPECIAL LATHES 
for boring shelle, ungeared, with traverse and knock- 
off. Weight about p cwt. In good condition 


Price 56 each. 
23 SPECIAL LATHES 
for boring shells, ungeared, no traverse gear, weight 
about 30 cwt. In good condition. 
Price - 450 each. 


20 Small Type Special LATHES 
with compound slide rest, weg about 20 owt. 
rice - 425 each. 


10 Special THREAD MILLING MACHINES 
for cutting 14 threads per inch, weight кош о? XE 


Price - 
10 ELECTRIC CRANES 
6 owt. portable Hammer-head Electric Cranes by Royce, 
with steel lattice jib 12 ft. radius, 4j B. H. P., D. O. 
travelling motor, 24 r.H.P. lifting motor 440 ' volta, 
cast-iron travelling carriage on 14-in. flanged wheels 
3 ft. 6 in. gauge, 4 ft. 6 in. wheel base. 
Price - £130 each. 


13 PRATT & WHITNEY LATHES 
53 in. centre Forming Lathes, geared headstock, 3-step 
cone for 3} in. belt, f hollow spindle, double straight 
bed, 6 ft. long, compound saddle fitted, two tool holders, 
tray, pump, connections, and overhead motion. 
Price - £100 each. 
BRAND NEW. ONLY ARRIVING IN ENGLAND AFTER THE ARMISTICE , 


Jonn JARDINE, LTD., 


ELECTRIC LAMPS. 
Send us your Enquiries for 
GAS - FILLED 
DRAWN WIRE 


and ALL STANDARD TYPES. 


BUYING AGENTS REQUIRED 


(EXCEPTIONAL TERMS). 


EE E ТТНТ 
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LARGE STOCKS AVAILABLE. 


VICTORIA ELECTRICAL (MANCHESTER) Ltd., 


27, Berry Street, Buxton Street, 
чою MANCHESTER. ge. 


Codes : A.B C. (5th & 6th Editions). 


Deering Street, TRA HAM. 


Telegrams : “Jardine Nottingham.” 
Telephone : Nos. 3295 and 3296, [11] 


ТТТ Р Н 


ЭАР 
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EBONITE 
TONS i 


: SHEET, ROD and TUBING in London Stock, in various Qualities i 


and numerous Sizes. EBONITE-VULCANITE owing to ім 
a nature, can only be made successfully after many years of 


We aye have been manufacturing this material for nearly 70 years. 


Manufacturers of EVERYTHING that can be made in EBONITE. { У | GRI ELECTRIC IRONS, 


TOASTERS, AND OTHER SOCKET | 
AMERICAN HARD RUBBER CO. nn 
j ͤͤͤ Lc PENNA | THE ELECTRICAL ALLOY COMPANY, 


UR 4, Regent Square, 
Museum 671. Gray’s Inn Road, London, W.C. 1. 
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Notice of Removal. 


HARWELL, Ltd. 


Electrical Engineers and Insulation Specialists, 
SEMAPHORE, LTD., Dry Battery Specialists, 
THE IMPROVED SOLIDITE CO., LTD., Town Office, 


have removed to more commodious premises at 
9b, LITTLE JAMES STREET, 
GRAY'S INN ROAD, 
LONDON, МС. 1. 


Telephone Numbers remain the same, namely :— 
MUSEUM 5422 and MUSEUM 5423. 
Telegrams: '* Arwelidite Holb.," London. 


NEW ELECTRIC DRILLING MACHINES. 


WITH EXTRA CHUCK FOR SMALL DRILLS. 


Heignt 31" Any p.c. Voltage, Double сег ЧУТ аг M vu 
: Plug. Drills clearance hoie 44" dee 
Surplus Stock at less than half cost. 


THIS TOOL PAYS {TS COST ON THE 
FIRST FEW AWKWARD JOBS. 


12 VOLT DYNAMOS 
For BATTERY CHARGING £5 10s. 


ГИА АРКЕ ЛЕНИНА 


MINERS? ELECTRIC SAFETY LAMPS 


27/6 each, subject. — (In Dosen Lots.) 
weight 12615. 12 VOLT CAR ACCUMULATORS £4. 


Messrs. LESLIE DIXON & Co. (b) 
9, Colonial Avenue Minories, E. 1. 


Bring Down your Costs 


by installing 
Gledhill-Brook Time Recorders 


They prevent loss through bad time- 
keeping, and as their initial cost is soon 
repaid by the money saved, they become 
a paying investment ina very sbort time. 
With shorter hours and higher wages, 
you cannot afford any lost time if you 
wish to keep pace with the times. 


І 
i Send for Booklet] 


| lo Gledhill-Brookt THE GLEDHILL-BROOK TIME 


{Lid за Emote RECORDERS, LTD. 


|| Р 
Works Hudders- | Showrooms at: LONDON, BIRMINGHAM, 
| feld. | LIVERPOOL AND GLASGOW. V 
— наны 


GEN ERATING SETS. 


i; BRAND NEW. 50-kW “ ASTER-SIEMENS” 80/110 and 
: 200/550 volts, n both D.C. and А.С. (3-phase, 50 ~); also 
new 20-kW "KEIGHLEY-HOLMES," 110/220 volts. 


AT LESS THAN HALF MAKERS’ PRICES, : 


owing to being Surplus Government Stores. ат 


| | 
апаз 
= 


— 
— 
m 
— 
= 


Seize this opportunity while it lasts and send us your 
enquiries. Goods actually in stock. 


E. W. FARROW & SONS, Spalding, Lincs. 


Telephone : Spalding 101. Established 1787. 


НЕНЕН HHE 


Fp айра аа SAEN .. 


[December 30, 1931. 


CABINET & WOODWORK FOR ELECTRICUM 


In Plain and Fancy Woods. 


MATERIAL. 


WATERLOO SAW MILLE, 
73 to 85, McAlpine Street, GLASGOW. 


Telegrams: ‘ BOXES, GLASGOW.” Telephones! CEXTRAL 6566 (three Il 


DEARBORN TREATMENT 


Effects a Large Reduction in Fuel Expense 


by keeping the boiler tubes and sheets free from Scale. 
Corrosion Pitting, Foaming and other injurious action 
of the boiler water also prevented. 


Treatment is made to suit conditions at each plant, as 
shown by analysis of the water. 


DEARBORN CHEMICAL СО, 


NBW YORK. TORONTO. CHICAGO. 


British Agent: DONALD WALKER, 
2, Newcastle House, Northumberland St., Londos, W. 


Etablissements 


L. TRABET 


PARIS. 


BELL « LIGHT SUNDRIES | 


Pushes. Rosettes, Switches  ' | 


OF BEST FRENCH MANUFACTURE Ii 


at very low prices | 


ENQUIRIES 


Sole London Agents: 


& WILLIS LIMITED, 
3, Te Street, Lendon Bridge, $.E.1, 
Telephone No. HOP 1583 


Because they are the 
and the ми 


ah 


— e with. every т 


, 
ым» 30) 


2 years' gem ant 


Scaldis Works 11, 


B тоз / 
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| 2 kW Alden-Newton set, consisting оў. 5 b.h.p. 
Alden Vertical Oil Engine worhing on paraffin, 
| with two flywheels 22" diameter by 3" wide, 
1 magneto ignition, water-jacketted cylinder and 
! head, balanced crank, air-tight crank case, 
ı special lubricating system, no lamp for starting, 
|. with cooling tank and ‘full equipment. 

|| : 


3 


Alden-Light Sets 7"... 


| | 'OR situations where space is extremely restricted, these sets can be supplied 


with the engine direct-coupled to dynamo, and mounted on heavy cast-iron 

base, in place of the usual belt.driven arrangement. Standard sets are 

supplied complete with fully-equipped switchboard and large capacity 
batteries with open-top glass boxes, in , 14, 2 and 21 kW sizes, for supplying 30, 
60, 100, or 130 lights or proportionately larger number. The many advantages of 
these plants are fully described in catalogue. 


Wholesale Distributing Agents are still required for Scotland and the North. 


ALDEN ENGINE CO., LTD., OXFORD. 


Messrs. Baxter & Caunter, Ltd., Robinson & Hands E.M. Co., Ltd.. Elco Electric Mfg. Co., Ltd.. 
* 219, Tottenham Court Road. W. 1. 54. Barwick Street, Birmingham. 59/61, Upper Maudlin St., Bristol, 
Mr. Alex. К. Munday, Scottish Temperance Bulldings. Donegall Square. Belfast, asd 43, Dame Street, Dublin. 


^ 
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( 


MIAHELLTS 


ALTERNATING- 
CURRENT. 


The most 
Efficient and 
Reliable Fan in Y 


the Market. 


CEILING FANS 
54" & 60" Sweep 


Single-phase 
Speetally Wound fer: 


Tropical Climates. and 3-phase. 


WE MAKE EVERY TYPE OF ELECTRIC FANS | 
FOR ANY VOLTAGE OR PERIODICITY. 


ERCOLE MARELLI & Со. LTD.. 


Fan House, 19-20, Garlick HIII, 


Queen Victoria Street, Telephone : Central 734. 
LONDON, E.C. 4. Cables: Auretia, Londen. 


Immediate Sales 


have been the result 
: | of : 


Ше supreme quality 


of 


ELECTRIC FIRES. 


“Quality” is bound to tell and *MAYMORE" 


Quality is asserting itself in no mean manner. 


It is only natural that when an Electric Fire 
has to take its place in a tastefully conceived | 
and sumptuously furnished home, that the 
artistic design of “MAYMORE” Fires is 
bound to appeal to the esthetic sense of the 
purchaser. 


jux e a ode and more than that, "MAYMORE" 
quality extends also to the desigrí and con- 
struction. Both proceed along sound lines. 
So that the first impression of “quality” 
which is instilled into the purchaser's mind by 
the appearance of "MAYMORE" Fires, is 
but the awakening of a realisation of the pos- 
session of a perfect fire, which will give long 
service and constant setisfaction. 


Send for a copy of our 
Catalogue which contains 
particulars of the complete 
range and Trade Terms and 
offer the better fire 
which will enhance your 
goodwill. 


MAY & PADMORE, LTD., 
| TYSELEY, BIRMINGHAM. | 
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| HOTPOINT Heating Aran 


МІ Sizes 
and 


Large London Stocks for Immediate Deliver; | 


Transformers & Alternators. 


ELLIS & WARD, Ltd 


LONDON Portugal St., Kingsway. Tel: Hebe 595. 
BIRMINGHAM—149, Edmund St. Tel: cemi 1405 
GLASGOW—134, St. Vincent St. Tel: Cem! 411. 


The HUNTALITE ШШ 


The only perfect imitation of 

the wax candle (one piece). 
STOCKED IN ALL VOLTAGES 
| 28 to 250. 


Metal and Carbon Filament. 


HUNTALITE 8. B. C. Holders 


Male, Female and Spring type. 
BEST LONDON MANUFACTURE. 
Write for Samples to compare. 


WIRELESS Ромак tcr 


The Best Reflector tor Tubular Lamps. 
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SWITCH GEAR 


— m 
Write for Illustrated Book 


cks 
Wholesale Factors. Large Sto 


re FOR LISTS p m— & 
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EBONITE 


ROD. TUBE. SHEET. 


ACCUMULATOR CASES, CORRUGATED SEPARATORS, 
TELEPHONE MOUTH PIECES, &c. 


| Апу class of Moulded or Turned Parts to order. 


— e шшш M Ü—PÓ. e 


- GREENHILL & SONS, En- * "e tem ши» ни, tomo f. 


- MINES 


w 2 2 ase 
e р, =] 
- d i IS CORRECT AS SIS 
| 22 * Vue BY S9 88 
| LES e Ta". 
S8 lronclad Switchgear |3} 26 
j CO., LTD., о = 
; ч Ze 82 8 
"E ECCLES, LANCS. zig» 
: ло "MT" * 


Reasonable Prices. 


Prompt Deliveries. 
Full Guarantees. Details & Quotations on request 
Representatives in LONDON, MANCHESTER, NEWCASTLE, GLASGOW, CARDIFF and BIRMINGHAM. 


"————————————————ÍnÀ— 
PAPER INSULATED LEAD COVERED. 
CABLES. 


| ш = 


HIGH and LOW SUPER-TENSION. 
TENSION. 
if 
905 MANUFACTURED TO B. E. S.A. SPECIFICATION. 
{ ANGLO-SWISS CABLE Co., 


f Telephone : CITY 6120. 


48, Watling Street, LON DON, E.C. 4. 
25 Т с с-з се 
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WILLIAM SANDERS & С0 


Falcon Electrical Works, Wednesbury. 


ESTABLISHED 1899. 


ASK YOUR WHOLESALER 


FOR 
А THE LATEST *SANDERS" 
Ө 15-АМР. “НОМЕ OFFICE" 
Combined Switch & F 
к witc use „, 
No. 1717/8. 

Give You OUR PRICES HELP BUSINESS. have 
Quick | Е | ЯЯ Special | 
Service — е Require- 

Attention | 3 X | send your 
lo every — “Quality” Enquiry. 
| and in every 

detail | We can 
Interlocked. Detail 1050 
of your probably 
| supply you 
require- 
ments. . promplly. 


t 
| ‘ | . P — p 
* - * — n = 
j | | Q 
© | 
M EON , — * 


THE MARK OF SUPERIORITY 


T MARK 
СВЕ © | El 


We have spent 25 years in the manufacture of [ronclad — 
гу hte | 


Our Model Works are perfectly equipped with the ve 2 
machinery, and we are able to supply, quality for quality, at P7], 
which will induce your orders. 


Send Your Enquiries for 


IRONCLAD DISTRIBUTION BOARDS. 
D.P. & T.P. COMBINED M ЕЕ SWITCHES 


ACCUMULATOR BOARDS. o u 


e blin: 
SALES BRAN CRER Newcastle : F 1 7 
London: Glasgow : Liverpool У p. & H. ВАВКЕЗ, 65, past gne 
90, Charing Cross Road. Wm. C. YUILLE & CO., Ltd., ELECTRICAL SUPPLIES, He з, St. Nicholas Bunt 
Telephone : Gerrard 8984. 48, York Street. 11, North John Street. "Telephone : Mere 
Telegrams: "Sandecco, Ox" Telephones: 4649, 4650 Central. Telephone : 1493 Bank. Telegrams : 
Telegrams " Tetrad."' Telegrams; "огош 


—— ` 


December 30, 1924.] THE ELECTRICAL REVIEW. xxxv 


: tili see , 
"am. p PY o = Ий: и y RADIANT NEAT А.С 
ил! CHA — (om " NARAT х P . Ф APORBAIUS 2000 


, 2 | 0 
ELE CTRO- ~TH ERAPEUTICS 4 
The largest Xray & Electro Medical 


O hs in the Alte Kinge ONL. 
Awarded Grand Prix last [nternatic mal Medi cal Congress, 


de 
m. SOME OF OUR. MANUFACTURES. 
часты аа әдалы 


CURRENT NET SELLING PRICES. | сг /| 
No. 1—The "Galvanoset" on Oak Pedestal, £ s. d. i» = ain 
with Faradisation Attachment -» 2110 Моа) |! 


No. 2—Vibratory Massage Apparatus 


/ | * ol D 04) 
| E . Pur No. 3—Hot and Cold Air Douche | ense Wh not 
| verything са mma: No. 4—Hanmd Lamp for Radiant Heat and a кем ox ү 
È | f te ~ a E 


\y Wholesale, | No. 12—Clinic Galyanio & Faradio куук кы 


D 
ё 
\ 


i | 9 
v a 


fe COMMUTATORS & REFILLS, 


Light Application 


EI nor No. 5—' Limpet" Universal ОРЕ Oaths = i: | ааа 
ectro- n No. 6—Safety X-ray Tube Rack .. id = є э e 
279 No. 7—New " Physio“ Faradio Wave Apparatus м2 


SN 2 
Medical. | 4: | No. 8—Diathermy Apparatus ae xd УМ Electro- 


No. 9—Higb- Speed Static Electrical Machine 


4o Wu No. 10—" V High F d Dh 
— 7 * eii oe 5 is ps i have Medical 
2 No. 11—Spamer Faradio Battery .. . .. Pu 
Apparatus 
R 1 Giving? No Se ата сао, ном апа — 77 
| ight Bat oe ton } | 5 
C al ы SYSTEM, ^ No. 15— Ideal X-ray Démos T ee (Dass 7227 АЙ to your 
E Фут, Мо. 19 mere Radiant Heat and Light ff 9, | 
( (3 = 2 ррагаѓиз .. ee ee ee ee | M sA | M 
Xpor WC y \ No. 17— Noir et Blano " X-ray Taba ..  .. 1000 |! Dusiness ? 


No. 18—Radiant Heat and Light Bath 


No. 18— Professor Bergonie's Apparatus 


Fully descriptive Catalogues of the above apparatus 
will be sent free om request. 
Please indicate the items in which you are specially 
interested. 


WE CORDIALLY INVITE THOSE INTERESTED IN MEDICAL 
ELECTRICITY TO VISIT OUR SHOWROOMS 


|! MEDICAL SUPPLY 
| ASSOCIATION ! 
ecéro - Medical 


nsirumeat j Mamafa ебшгегу, || p i 


167-175. 


fAFETY ХАДУ 77 
TUBE акен 


j 
eic 
: MTARATUS ¢ = 


THIS IS ALL YOU REQUIRE TO 
KNOW WHEN PURCHASING YOUR 


ELECTRICAL SOLDERING TRONS, ; — 
THEY COMBINE SIMPLICITY “ BROWNING’S” 
WITH ECONOMY AND EFFICIENCY. BROWNING’S ELECTRIC 60., аса Е 


Guaranteed for SIX Months. Telephone No.: EAST HAM 801. EAST HAM, LONOON, E 6 
VARIOUS SIZES. ALL VOLTAGES. Teleg. Address: '" Electroels, Eham, London." , .d. 


WATER POWER 


WE SPECIALISE IN THE 
CONSTRUCTION OF 
HYDRO-ELECTRIC PLANTS. 


— bea n. 


We SPEOIALIZE in 
REWINDING SMALL ARMATURES 


and in 


ELECTRIC TRACTION SPARES: 


ARMATURE & FIELD COILS, 


1 B.H.P. to 10,000 B.H.P. 


OATALOGUE ON REQUEST. 


HAY MARYON SE 


| WATER POWER ENGINEERS AND CONTRACTORS 
14 BRIDE LANE, LONDON, Е.С. 4. 


Works: HAY MARYON WORKS (STROUD) LTO., STROUD. GLOS. 
Telephone : Central 1814, Telegrams: '' Hamabrila, Fleet, London.” 


CONTROLLER FINGERS & CONTACTS. 


AOTUAL MANUFAOTURERS ; 


DYER & YOUNG, 


| Stansted, ESSEX. 


Established 1901. 
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RHEOSTATS- 


TYPE 
A | WATT CAPACITY 
N - RESISTANCE 
Ү | GRADING 

No. OF CONTACTS 


Rheostat Building is one of our leading lines of 
manufacture. We have several thousand rheostats 
in use, supplied over the last 17 years to Н.М. 
Admiralty, War Office, Indian Office, and to many 
Public and Private Power Undertakings at home 
and abroad, and are consequently in a position 
to supply Rheostats to suit almost any conditions. 30,690 rent of Board Moanin 


| Your Guarantee. | 


70 point, Vertical Mount- 
yo ене Contech We build to suit customers own requirements, thus 277 "T 
ype, Shun egulalor : Made by the firm whose Chem, 
ensuring the most efficient regulation over the whole range ;: -Breebers controlled the whole ot 
of Contacts—a feature which the standard type of rheostat : ‘he Electrical Power used on the ; 
i ; Super- Dreadnought Fleet during : 
often seriously lacks. : the war (and de now), Thin 
| : surely a guarantee of reliability, : 


| 
| Our Rheostat Engineers are at your service. We solicit your Enquiries. Prices are Competitive, 


| | WAIPP e BOURNE E? тох | 


. - Colliery’ e Central station Switchboard’ u 8 


PROVED 


Telegram: : 
“ Switches. Castleton, Lana" 


Telephone : 
563 Rochdale. 


À Remarkable Resistance. 


“ Ferry ” is the best resistance winding for Electric 
Fans and for all types of motor starters—far better 
than Nickel Silver or Iron. lt is not affected by acids, 
alkalis, damp, sea water or tropical climates— is 
indeed, remarkable in every way. | 


Ferry may cost more per Ib. th it wi 

| ‚ though it will cost less 
per E than most pre шше windings owing to 
its high resistance, whi eatly ec 
Have you tested it yet ? n а 


HENRY WIGGIN & C°:L™- 


Head Office- - 55, George Street. 


BIRMINGHA M. 
London Office: Lionel Robinson, 3, Staple Inn, Holborn, V. C. l. 


БОЛП» 
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CIRCUIT 
BREAKER 


Ah 


DE 
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CONFORMS TO NEW 
B.E.S.A. SPECIFICATION. 


DEFINITE 
CLOSED POSITION. 
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-PARK ROYAL ENGINEERING WORKS К 


PARK ROYAL, LONDON.NYJO. 
Yelephone: WI vu 2225- 2994 3 ISO R. PHONE. LONDON 


CUM zam amm Zc 


-— 
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VARNISHED CAMBRIC, | 
SILKS and TAPES || 


of the Best Quality. 


BRITISH MADE by | 


ABBOTT, ANDERSON & ABBOTT, LTD, ||| 


DOD STREET, 


LIMEHOUSE, LONDON, E 


Telephone: East 3551, 


WORKS = = 


є_` 


moma CAPEL'S ELECTRIC 
ў LIGHTING PLANTS. 


} to 15 KW. PETROL/PARAFFIN. 


Send us Your Enquiries. Quick Delivery. 


* ^ = — ^ — — i DESEAN 
| 2 5 0 М LANE. 
ЕУ CAPE LS CE: BAREIS 


— — йё” 


“FORMITE” 


(SYNTHETIC RESIN) 


Moulding Powders & Plastic 


Ready for Use for Preparing the New 
PHENOL FORMALIN MOULDED INSULATION. 


Write for Circular to 
PINCHIN, JOHNSON & Co., Ltd., 
Bevis Marks, London, E.C. 3. 


Agents for Great Britain for 
THE Damarp L ACQUER Co., DYD., 


BIRMINGHAM. 


HARPENDEN. 
Telephone: Harpenden 38. 


Silent ALAMO 


Electric Light & Power Plant: 


You can obtain all particulars and 
see the plant In operation at the 
Company’s offices or the offices of 
the undermentioned Agents: | 

| The County Engineer à 4% 


RETAIL PRICE M | 30, Paradise Street, 


BIRMINGHAM | | 
| Rosd 
3 1 75 к les BEY IELD | 
Messrs. Cairns, Ltd. 
| 3.740 ‚Ме Lane, 


a 
Rx . 


2 


The Elec*rica! Specialities Gv. Uu. 
И: 


Also Dundee апд Glaro. 


Messrs. W. E. Weeks & be:; 
59, Victoria St., BRISTOL | 


ena. 


Complete with 100 ampere | 
hour (10 hour rate) 32 voit | 
fully charged Battery. 


7 r cel. Works E 


LIBERAL TERMS nr tek ert | | 
TO THE TRADE. NEWCABTLEORTTS | 


is puo 
Т 


“ЇЇ 


iring d 
Агата поа s | 


Heady Engineer гар ЕК 


nè 
_ Mesers. Mer j 
| Messrs. Pond & Sens, Lid. 
em) pom 


> 1% Motor 4 Cyele У 
| шкен CUMBE 


<< ‘December 30, 182] о THE ELECTRICAL REVIEW. о ieee Co aaa 
~ |THE “FACILE” TERMINAL | 


à и 8 
EC. Е: ы . 
„5 · SF - d 
ee К ә i ES 
u T А З. „с . І 
ы “+ NE “А. Р m 
TS io wg » > К 
б ; l 
[| 
1 
| 
. - 
d — — — 
D 
` 
` 
е 


Showins wires in Position. e А 
меа 11/- List. 


Ready for attachment. Sole Agent— 


in one piece: no loose parts. 


Send for Prices and List of All Kinds of Terminale. S ) 10, Corporation Street, 


ADVANTAGES.—Iadestructible. | Facil ble 1 | L. Е 
Double s Mit, b by havin бс 1 5 сео зе ied 8 ' WILSON, 
wire alwavs assured. All | — 4 


MANCHESTER. 


" TELEPHONY, М/С.” 
44. 


ROSS COURTNEY & Co., Ltd., 


UPPER HOLLOWAY, LONDON, N. 


- EXPERIENCE = 
f = = 
= The old adage says:— = 
— — 2 

= * EXPERIENCE , 
— — TEACHES.” 


We have spent upwards of 
40 years in the design and 


E 


| manufacture of Electrical 

| Power Machinery and our accumu- 

кылг lated Knowledge and Ex- 

paru perience is at your service. 
pera 
ne 
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PARK WORKS, 14, GT. SMITH STREET, 
MANCHESTER. LONDON, S.W. 


"s : ROSS & GO. (ELECTRIC), LTD. „. rosertson st, GLASGOW. 
ELECTRIC BELL INDICATORS. 


MARINE ТҮРЕ :—(AS Illustrated) THE INDI- 
CATOR PAR EXCELLENCE FOR USE ON 
. 


e CM © SHIPBOARD. 


йе, =ч" e 


e 9 9 @ 


————— „ш 


step UE CONTAINING FULL 
О) © P О С) e € ILLUSTRATED CATALOG ode р 
УК NS SPECIFICATION OF ABOVE & INCLUDING 


LARS OF OUR MANUFACTURES OF :— 


qne $e 


o 9 


— s 


j W BELLS, BUZZERS, RELAYS, PENDULUM and 
д P WORKS :—399, PARLIAMENTARY ROAD. MECHANICAL REPLACEMENT INDICATORS, 
2 " | TELEGRAMS: “FILAMENT.” ETC., WILL BE SENT РОЗТІРВЕВЕ ON APPLICATION. 
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Loudon Electric Firm. Sup. 42 
Tinndon Biertrio Wire Oo., Lid. 
Low, A., & Sons, Ltd. 
Lowe. J. T., «Bons .. "pup. 53 
1. . P. A. Nleotrioal OOo um 43 
Lyon. А.. * Co. [E ) ee ee 
Lyons Fair. iz is 


Mac!ntosn Cable Co., Lid, .. 
Macintyre, J., а Co.. Lid. vs 
Mackie, J., & Hons, Ltd. s 
Mackie, W., & Co. ee ee 
MacLennan John, 4 C^. 2 
Marconi Wireless Teleg aph 
Oo., Ltd. ee ee ee е 
Varelli. E., & Co... 5 SQ 31 
Marryut & l'lace . oe 
Манан & Fiuwtree, Ltd... 9 
Mather & Platt, Lt . 3 
Mavor & Coulson 144. .. oe 
May & Padmore, Ltd. 4s 83 
Movuiure & yee is 
не & Воп, Ld. 
h, W., & Co., Led e ee 
Medical 'Bupply коен 


Metallic Elec). Eng. Co., Lid. 
Metropolitan- Vickers Electrical 
Co., Ltd. .. "up. а 
Mica & Mioanite Bopplies. Lid. Buy. 3 
Micoa Manufacturing i o.. Lec. Suy. 44 
Micanite & Insulators Co. Lto 46 


‘Љар. 48 


Midland Elec. Mfg. Co., Ltd S. p. 16 
Murrlees, Bickerton & Day .. 9 
Mirrlees. Wateon Oo.. Ltd. 
Modern Electrical Supply Co. oup. 14 
Morris, J. R. a oe T 
Morton, А... 88 1 
Morton, E., & Co. . is Sup. ee 
Monses A Mitohell oe ee 
Moy, Ernest F., L. d. T 1 


Nalder Bros, & Thompson 
Lid. si > 2 Вир. 57 

Nettlefold & Sons. Ltd. .. vs 

New British Eleotrio Supply 
Oo. Lid. 


New Inverted Incandescent Gas 
Lamp Co., Ltd... T 
New lalian Art Association 
New Union Blectrio Co., Lsd. Sup. 43 
Northern (Cable and Wire 
Works, Ltd.  .. ae . Sup. 


Osborn, H. G. ны: ee Д4 


Osler ees ее е °з ee 

Park Royal Engir ee 1 кон 
F 

Parkinson, F. А., Lid. ө 

Parmiter, Hope « a Sugden "Bup. 16 

Parsons, C. A., & Co., bed... 

Pass. Capper, & Pon. Lid. 

Peacock, U., & Co., EM e. Brp 28 

Peeples (Bruce а Lid. 4 

Pelican Electric, Ltd. M Vie 

Phillips, u., Lid. EN Sup. 42 


Philtips, J., & Со. . ee ee ee 

Phillips & Turner 

Power-Kectitiers, Ltd. - 

Precision Borew Co. 

Premier Accumulator Oo., Ltd. 

Premier Oooier & Engineering 
Co., Led. . 2 

Premier Eleotrio Heaters, Lid. 

Priory Elecl. Eng Го 

POEM & Gold and E.P.S. Co, 


Pulsometer Enginecring Co. .. 


Raworth, J. E., & Moss.. Bup. 96 
Rawiplug Oo, ee oe Sup. 51 
Rayner & Heald, Ltd. oe 
Reason Mfg. Co., Ltd. .. ee 
Reavell & Go., Ltd. з . 41 
Record Elec. Co., Ltd. .. 
Rees-R^turbo Mfg. idi Led. . se 
Rejax Ltd... 
Relay Automatio Telephone 
Co., Led. ео ee os ee 
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Rendle, Blanchard 4 Co К 
Rentell, 8., & Oo, Lid. .. 
Rey -alle. A., & Oo., „М. | 
Pa heon & Oo. 
Kobinson, W., & CO. j | 
Robinson & Handa "M en 
Ross & Co. (Electric), Ltd. 
Ross Oourtney & Oa., urd 
Rotax Motor Accessorics, Ltd... 
Royce, Ltd... 
Rudkin, J. 3. 
Ruston & Hornsby, Lad, 
Ryman, F., & Oo... ee 


Sanders, W., & Со. eo a J 
Banxey, lona ба a sons, Ltd 
88, 5 able and Rubber 


"eg Sates, & Co., „15d. Sup. $ 
Jar onia Electrical Wire Co., p 
Scaife, A. & X... — d 
Scaldis Works .. .. .. . 
Bcholey & Co., Ltd... 
Shaw, J., Son & Greenbaigh, Là. 
bhell Mex, Lid. e e 
Showell & Bone, Lid. Sup. 52 
Siemens Bros. & Oo., Ltd., à 
З'оп,іпізе Inenlator Co., Lid. 20 
Simmonds Bros.. 144. 
Simplex Conduit. Lid. “Eup. Ü 
Bimpson, Baker & (Oo. 65 
Bisgon. W., & Co., Lid... a 
Sloan Electrica! Co., Ltd. . И 
Small Power Dynamo 4 zi à 
ор 
Smith, Frederick, & Oo., LA... 
Smith, H., & co. 
Smith, H. W., & co. ‘Sap. и 
Bmith, J. 4 W. B.. Lid. LI] 
Bolenoid Regulator Со, ee . 1 
Southern Electric Co. Sup. fi 
Бомо, сне uo, Ltd. 9 
perryn OU PM 
Spicer Bros., Lid. Вори 
Bpon, R. & F. N. ee 0 0 Sup. ü 
Spratt, O buy. @ 
Btandard Inanlater Co., Lid. ‚ 17 
Statter, J. G., & (o. Бир. 
Steel Tubes and Cond . it Co. .. 
1 Telephone & slectric 


Sterling Varnish Q^ . 
Stonebridge Electrical Co., Ltd. Чор. ES 
Studebaker, Ltd. Zap. 40 
Sturtevant Eng. Oo. Lad, " 
Bugg, W., & Co., Lid P 
Bullivan, H. W. 
Pus Kueotrical Co., Lad 
uter, fr 
Berodleb G meral Electrio, Lad, 


ё [EJ 
] 


„15 4 T & 


Taylor & Cbalien, I- Cd. 
Taylor & Pottors, Lid. .. .. 141 
Tees-side оше & Plumbers’ : 

&inres, L. Вор. 42 
Taelegrapr 5 Lad. 
Telephone Mfg. Co. (1920), Ltd. sup. : 
Teiga, N. V. , вир. ^ 
Nisan Electrical Со, .. А 
Todman. Ryall & Uo., Led. ur 
са T 15 mS e 
Tucker, | 
Tudor Accumlator Co., Lv.. « d 
Turrer аш» Lid... e 

k, . oe ee ee 

Tuner H0* eo oe Sup. i 
Turner, 8., Ltd. ee °з Вир. 


Unbreakable Pulley and Mill- 
gearing Co., Lid. . Sup. 
Underteed 8toker Co., Lid. . ü 
Underwood, Lid. LE oe 
Union Cable Uds Lid. ee oe 


elde L. oe ae ee 
рди Time Switches, L. d. Вор! 


Verey А. & Со, к "o UR 


Yorri Е 
Victoria Electrical (Man: " 


chester), Ltd. 
Vincens switohgear Mfg. в... 
Vuloan Electric and Мес 


oal Co., Ltd. ee 


nwork, H., & Oo., Lid. -- 
Walsall Hleotrioal Oo. Led. ee S 


Wandsworth Elec. Mig. Co. | 
Ward & Goldstone vs 5 
Watliff Co. „ 8 
Wetsbam?, Lid. ee ee : y 
Watt Motors. Ltd. ax co 
Weidmann Co. Ltd. + i 
Welco Patents 


W elis, A. O., уч » 
Wells Mies tien! OO... І | 
Western Electric Oo. Lad. fop. ` Aj 
Westminster Kng. Co Qo 
Westminster Too! 4 Elec. p 
Weston Elec. Inst. Oo. a 
Whessoe Foun a 

ing Oo., Lid. dc жыз 
Whipp & Bourne, Lid. », | 
White Elec. Sup. 


Co. ee * 
Whitebouse, W., ® $ 
Wiggin. Ru Bons Lid... fup l 
Wiggins. F.. Oo. ° Tað.. 
Wilen, J 15 
wi в Overland Crossley, «s 
d ams, | е & Baring.. А * 
Wilson А ее Lad. л | 
rihington-BimpeoD “s . 
Woll, 8. rhe Lid. ка Tm Ы 
bt&8D .. " ,‚ ' 
Wright Motors Ай + À 
“ g” meg. Lemp & n 


ә Ltd E oe — 
1 Аа, анана O° 


E December 30, 1021.) THE ELECTRICAL REVIEW. x 


BRITISH EBONITE 


„ ВОО, TUBES, SHEETS, MOULDINGS 
s ACCUMULATOR BOXES, &c. 


E PROMPT DELIVERIES FROM STOCK & TO ORDER. Ta 


^ HANWELL, i7 
AND 
OFFICES, L, w 7. 


CO., 
LTD. 


v 
v 
„ L 
с 
A 
N 
I 


AIR ano GAS 
COMPRESSORS 


AND 


7 [SCIENTIFIC ILLUMINATING GLASSWARE 


ES THE MOST PERFECT TYPE OF 
«4: | ILLUMINATING GLASSWARE on the MARKET. 


ba “DORIC” BOWL. 

pones : - ARE SPECIALISTS 

" и | IN THE MANUFACTURE OF 
zia COMPRESSED AIR PLANT FOR ALL 
qu PURPOSES—SEND US PARTICULARS OF 
ул" À YOUR REQUIREMENTS OR 
35 WRITE TO DEPT. “р” 

гь мг. FOR LEAF- 

2 : LETS. 

ee 

- 


SPECIAL OFFER 


en AT REDUCED PRICES : REAVELL 

sae ud о. 23 .. ein. A. 

a „ „ 6027 .. 16-in. „ Rane ten work, 

A „ 6018 .. 18-in. „ IPSWICH. 

mA WRITE FOR FURTHER PARTICULARS. — 

a { Sele Concessienaires for British Isles: ams | 

25 UNDERWOOD (MANCHESTER), LTD., Keil ipu 

i&^' | 333 BROWN STREET, MANCHESTER. 324-5 Ipswich. 

e | BRANCHES: LONDON AND GLASGOW. 

T 

o» 

dE 

en | 

2 | 

9. 

E. | è 

E 

14475 | 

21775 

“| 

A 'Phone 4109 Central. e 
E Telegrams : “OHMIC, МІС.” 

Ж, 

o 

E. AUSTIN WALTERS & SON 8 
ИТ; 

#/ › MANCHESTER, S.W. 
2 
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E 
CLASSIFIED INDEX OF ADVERTISEMENTS. 


The Names of Advertisers whose Announcements are ordered for a series are entered under any one Heading in this Inder 
Free of Charge, but if repeated under existing Headings 1 8. per Week is 


Accessories. 
Acme Production Co, 
Batteries, Ltd. 


В, B. Со, (of London and Birming 


Brook, Hirst & Co., Ltd, 
Crabtree, J. A., & бо, Ltd, 
Edison Swan Electric Оо, Led. 
Elco Eleo. Mfg. Co., Ltd. 
Daoler, Ltd, 

& Oo., Led. 


Gath Electrical Engineering Co. 
General Hleotrio Co., Ltd, 
Kennedy 1 ё 1 Lad, 

Loe, As 4. & бо Lid. 


Bimplex nduits, ' 
$$, Claude. 
nderfeed Stoker Oo., Ltd. 
Underwood (Manchester), Led 
Accumulators, 
Barnard, J. W. 


City Accumulator Co. 
n Accumulators, Ltd 
Edison Swan Electric Co., Ltd, 


Air Compressors. 


British ee Honoa Oo., Lid. 
Consolidated Pneumatic Tool 


ша, 
Reevell & Oo., Ltd, 


Air Filters, 
Oleworth, Wheal & Co., Ltd. 
Premier Cooler & Engineering Oo.,Ld, 


Alternators, 
British Thomson-Houston Oo., Ltd. 
Crompton & Co., Ltd 
General Eleotrio Co.. Lid. 


Laneashire Dynamo & Motor Co., Ltd. 
Peebles (В спое) Oo., Lud 


Alumlulum. 
British Aluminium Oo., Ld. 


Arc Lamp Coupling, Winches, &c. 
London Nleotrio Firm. 


Armature Repairs, 
Diesel Erection & Repairs, Ltd. 


Dunn, 
Walters, ‘Austin, `& Bon. 


Armatures, 80. Newound. 
White, Jacoby & 


5 and Valuers 


(Mechanical). 
Kirk (S габа), Price & Oo. 
Lake, P., & Co. 


Automatic Liquid Scale and 
Indicator. 
Avery, W. & T., Lad. 


Ball Bearings. 
Hoffmann Mfg, Oo., Led. 


Batteries (Prim 


Edison Swan Hileotric Co агу). 
General Blectrio 


Oo., 
India- Rubber, G.-P., 4 T. w. Oo., Ltd, 


Batterles (Storage). 


Chloride Electrical cal Storage Oo., Led, 


Electric 
Бан Accumulator Oo., Ltd 


Pritchett & Gold and ЕР. Go 
e oid an „P. e 
Tudor Accumulator Co., ias 


Bells. 
Edison Bwan Electric Co., Ltd. 
General rc Oo., Lid. 
Gent & Oo., L 
Ross & Oo. ене) Led, 
Bax, J. & Co., Ltd 


Belting. 
atine Co 


Derm Lid. 
India Rubber, G.-P., & T. w. Co., Lad, 
ne, J., Lid. 


Shell Ме 


Biowers (Portable El Я 
ото Кама Eher 


Lacy-Hulbert & Are 1 . 
Boholey & Оо L (1921), Ltd 


Bis 
L'Electro Journal, ks. 
Spon, E. & F. N. 
Rentell, 8., & Co., Ltd. 


Boosters, 
Ohloride Electrical Storage Oo., Ltd 


2 Braiding п6 Machines, 


London E 
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Cabinet Work. 
Brown & Co. 
Bond, V. G., & Bons. 
Peacock & Co., Ltd. 
Smith, H., & Co. 


Cable Connectors. 


Моют Utilities), 
Hinderlich, A. 


Cables. 
Bee Wire covered), 


Bleotrical Su 
General Elec 


Wells Electrical Co. 


Casing and Capping. 
Edison 8wan Pont Со., Led, 
Elco co La 08 ra Ltd. 
Haslam & Stretton Aken and 
Motor oe 
Philli 
Teealde сано and Plumbers 
Stores, Ltd, 
Wilesmith, J .& Co. 


Castings. 


Ltd. 
ectrio Firm, 


Circuit Breakers (Antomatic). 
Bertram Thomas. 

British Thomson-Houston Co., Ltd 

Swan Hlectrio Oo., Lid. 


General Eleotrio Co. 
КОД? A., & 885 Led 


Foundri 


pm (Electric), 
Gent & Oo., Lid. 
Gledhill-Brook Time Recorders, Ltd. 


Commutator Grinders, 
Commutator Grinding Block Co, 
Phillips. J., & Co, 

Watliff Co. 


Condensing Apparatus, 
e, Marchent & Morley, Led 
меј ми Watson Oo., L Lid. 


p, Conductors (Aluminium), 
tish Aluminium Oo., Ltd. 


Conduits, 
Edison Swan Electric Oo., Led. 
Elco Elec. Mfg. Co. Ltd. 
Elootri 


cal Conduite, Lud. 
General Electric Co., Ltd, 
Key Engineering Oo., Ud, 
Nettlefold & Sons, Ltd. 
Simmonds Bros., Loa. ; 
Rimplex Conduite, Led. 
Steel Tubes and Conduits Co., Ltd. 
Vulcan Elec. and Mech, Co., Ltd, 
Weloo Patente. 


Controllers. 
реа а ГВ ‘Houston Oo., Lad 
omson- е . 
Blectric Control, Ltd, i 
Blectro-Mech Oe. оз Lid. 


Brake 
Etchells, Congdon & 1 Ltd. 
General Electric Co., L 


м -Vickers Eid. Oo., Led. 
eee 


„@пүенегз (Motor). 
— . & Co., Led, 
Fraser 4 phi die 
оа, C. H., & Bons, Ltd. 


Cooling Towers. 
Worthington-Simpson, Ltd, 


Current Limiters. 
Chamberlain & Hookham, Ltd. 
Edison Swan Electric Co., Ltd, 
Hleotrical Utilities, Ltd. 


Venner Time Switches, Led, 


Dimmers 
Curtis Manufacturing Co, 


Drilling Machines, 
4 & Oo, 


Dixon L 


— Dynamo Brushes. 
Veritys таса: Houston Oo., Led, 


Austin, & Bon. 
te, Jacoby & Oo., Lid. 


(Oontinued 


~ 


on page xliv.) 


charged for each additional entry, 
Dynamos, Fibre, 
British 5 Oo., Lud. Austin 4 Н 
ге Ltd. xs AO Pin o Ta 
сет & 980. Lid. 
Orypto Ble Oo., Ltd, 
Outting Bros., L 


Edison Swan Bleotrio Co., Lid. 
Electric Construction Co., Ltd. 
Eleotromotors, Ltd. 
General Electric Oo., Ltd, 
Grefton Ae 
Hal J. Р.,& & Co., Ltd 
Hartnell Wilson & Co., Ltd. 
о & Motor Oo., Ltd. 
MoClure & tfleld, 
tropolitan Seca. Ше: Oo., Ltd, 
Peebles Cte ite oc 
Small Power Mig. Oo & Motor Oo. 
Swedish General Bilectrio Oo., Lid, 
уз Did. Ryall & ш Lid. 


Earthling Clips. 
Hann & Ingle, 
Ryman. F. & 06, - 
Turnock, G. 
Ebonite. 
oo Hard Rubber Оо. (Britain), 


Barrett & Elers, Ltd, 
Buma Ebonite Se, Lad 
e, Warren ey, Ltd 
Gres Ш & Sons, Ltd. 
India-Rubber, G. P. & T. W. Oo., Ltd, 


Electric Heating. 
Carron Company. 
Edison Swan Blectri Oo., Ltd, 


- Electric Hoists. 
Robinson, W.,; & Co. 


Electric Portable Tools. 
шша Pneumatic Tool Oo., 


Тоо! & Electric Co. 


Westminster 
‘White, Jacoby & Co. 


Electric Washing Machines, 
Blue Bird and Simplex Elec. Co. 
Duncan Watson & 


Electric Welding Machines. 
Deysohms. 
“М.Р,” а. Weldin Machine Со. 
Westminster Eng. Co., 


Electrical Accessories. 
aon Swan Dleotrio Co., Ltd, 
W., & Co., Lad, 


Electrical Solderin 
Browning’s Electric Wor 


Electricity Meters. 
Allen West & Co 
Bastian Meter © Oo., Lid. 


Bertram Thomas 
Chamberlain & Hqokham, Ltd. 
Edison Swan Elecirio "ed T m 


deir а d. L. Co., 


General ео Oo., Lad, 
- Engineers and Contractors 
trical). 


Irons. 


lo Oo., Ltd. 
Indis-Rubber, G G.-P. & T. W. Co., Lad. 
Johnson & Phillips, Ltd, 
Moy, В. F., Lid. 
Peebles (Bruce) ё Oo., Lid, 
тип, Baker & Co. . 


Verey, A., & Co., Ltd. 

Veri „Lad. 

Western Hlectric Co. 
Engines (Gas). 

Hindley, Е, S., & Sons. 
Engines (011), 

Hio ves & Co., 


Mirrlees, Bickerton & Day. 
Ruston & Hornsby, Ltd. 


Engines (ОП and Gas). 
Consolidated Pneumatic Tool Oo., Ld. 
gee (Steam), 


Brea ie Oo., , 
Reavell & Oo., Ltd. 
Sisson, W., & Oo., Led. 


. Exhibitions. 
British Industries Fair, 


Fans. 
Aland & Co. 
Davidson & Co., 
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"hung (i (Electric Light), 
Belco, L 
ве Electric, Ltd, 
Bri 


„L 
Oo., Lad. 
Spginsering and Lighting’ Equipment 
КУРКЫ Lud. 

Excelsior 8hade Mfg. Co. 
General Electric Co., Lad, 


Lid. 
Metallie Elec, "Eng. Co., Lad. 
New Inverted Incandescent Gas 
Lamp Со., Ltd, 
New Italian ‘art Assn. Ltd. 
Osler 


Priory Electrical Co, 
Richson & 29 8 


Telga, N. v. 
„L. 


Tucker, J. H. & Co., Lid. 
Underwood (Manchester), LM. 
Wandsworth Elec. Mfg. Co., Lad. 
Whitehouse, W., & Oo, Lid. 


on аны Bel Co a 


Forgings. 
Hlectro-Mechanical Brake Co, Lad. 
Jenkins, R, 


Friction Clutches, 
Wigglesworth, F., & Co., Lad, 


Edison Swan Electric Co., Lad. 
Midland Electric Mig, Oo., Lad. 
Veritys, Lid. 


Fuse Boxes, 


Edison Swan Electric Oo., Lid. 
Henley’s, W, T. Telegraph Wort 


Midland 3 Mig, O0., Lad. 
Moy, B. F., Led. 
Parmiter, Hope & Sugden, 


Fuses, 
& Со. 
о Swan Electric к Ld. 


ring Oo. 
MoGeoch d & Oo., Lad, 
Midland Electric Mfg. Оо. Lad. 
Moy, Е. FIL Lad. 
Reyrolle, A., & Co., Lid. 


Generators. 
8 
б e 
Swedish General Rlestrio Oo, Lal 


General 
Lea, å & Oo., 
Heating & Cookinf Apparsits | 


Arora Co., The 
Automatic Telephone Mig, Co. Liè | 
nham & рас ued, 


Bertram T 
British kien trio Transformer Oo ; 
Oarron Company. 
Cressall 5 Oo, 
Downes e. 
Edison Swan Electrio Co., Lud. 
Elco Elec. Mig. Co. Lid. 
Electric Fires, Led. 
Electric Heating Co. 
ets, 

Electrical Utilities, 
Genora! Electric Co., Lad. 
Hawkins, L. G., & Co. 
Jackson Kileotrio Stove 00, 

& ore, L 
Mes төп lee Оч 
Premier Electric Heaters, 
Simplex Conduits, Lad, 
8 тар, Н. W. 


India Rubber. 
India- Rubber, G.-F. & T. V. O99 


Instruments еа 


Тое Robbe Ene w^ 
bnsen & 
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^ LARKE, HAPMAN & 1.0. == 
l 
. B LIMITED. 

: GENERAL AND ELECTRICAL ENGINEERS | Nat. 1070 and 1078 Central, 
м AND BOILERMAKERS. = 


Т VICTORIA WORKS, GATESHEAD. 


cs MANUFACTURERS 

ET OF THE 

P WOODESON 
m | 

x (PATENT) 


VUA 54 

сд 

* A2 

s -R 

25 EN 

кг, a 


THE CLAIMS OF THIS BOILER HAVE BBEN FIRMLY ESTABLISHED 
12 AND RECOGNISED BY BOILER POWER USERS. 


THE ADVANTAGES CLAIMED АКЕ: 


cx ALL heating tubes perfectly straight. 
% NO joints exposed to heat of furnace gases. 
ALL parts of boiler free to expand. 


ah гр estne ов same length. . Waren Tont — 
removal and replacing of tubes. Wie B ы, 

is MAXIMUM steam release area. ER MEE 

"MINIMUM deposit in tubes. зы 


киз FREE access to all parts. 
»'! HIGHEST efficiency. 


cir LONDON OFFICE: 
50, Fenchurch Street, E.C. 
hae Teleg. Address: ‘‘ Cyclops,” Fen, London. 


SEND FOR OATALOGUE. 


el = 
IT 19 NOT SOFFIGIENT 


To specify Unbreakable or Un- 
breakable Stamped Resistances.” 


You should specify Unbreakable 
Jointless Grid Resistances." 


You will then obtain the E. H. B. Re- 
sistance, in which each tier of 


£rids is in one length of drawn 
metal, and which is 


GUARANTEED UNCONDITIONALLY 
FOR FIVE YEARS. 


ENQUIRIES SOLIOITED. 


este oe 


ъ 


L.P.S. ENAMELLED COPPER WIRE is 
mechanically the strongest and toughest insulation 
extant. It is very flexible and uniform, and will 
stand a very high temperature. 
Each reel is warranted to give an unbroken run, 
free from any joints whatever. 


THERE IS NO OTHER ENAMELLED WIRE SO RELIABLE. 


“COTTONITE” & "SILKENITE" 


are Single or Double Cotton and Silk covered 
Enamelled Copper Wires. These wires ensure 
maximum dielectric strength and minimum winding 
Space and are in every way superior to Double 
Cotton and Silk covered Wires. 


SILK AND COTTON COVERED COPPER AND 
RESISTANCE WIRES. 
FLEXIBLES, TELEPHONE CORDS, 


IGNITION AND OTHER CABLES. 
Armoured and unarmoured. 


THE L.P.S. ELECTRICAL CO., 


L.P.S. Works, Avenue Rd., AOTON, LONDON, W. 3. 
Telephone :—Chiswick 1920 (2 lines). Telegrams :—"' Engineyor Aot, London." 


ge тл ы" 


Sole Makers : 


The Electro-Mechanical Brake 
West Bromwich, England. Co., Ltd., 


Esta blished 1 
"Phone : 291 & 292 W.B. 5 Brakes: W. B. 


London — - Donald H. Scott, 10, Arthur Street. E. C. 4. 
Scotland - = J. McGregor & Co., 74, York St. Glasgow. 
N.E.Ceast- - F. Н. Morley, Star Bigs., Nerthumberland 
St.. Newcastle-on-Tyne. 
Yorkshire- ~ * R. Haste Carr, Crown Point Road. Leeds. 
Lancs, and L. Backhouse, Trevelyan Buildings. 
Cheshire Corperation Street, Manchester. 
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Insulating Material, Motor Starters.— Con. Rewinds, &c, Time Switches, | 
Beldam Tyre Oo. (1930), Ltd. Blectrical A tus Co., Led, Armature бо, Geipel, Wm., & Oo, ' 
Dacier, Lid. Hleotro-Mechanical Brake Go., Lt’, | Dyer & Young, Gent & Co., Lad. 

Crystalate Manufacturing Co., Ltd. Billison, George. Emery Bros. Venner Time Switches, Led 
Electric & Ordnance Accessories Oo., Illiston, Evans & Jackson, Ltd, Soaldis Works. m 

Ltd. Geipel, Wm., & Со, Rhoostats, Tools, &s, : 
General Electric Oo., Lid. Igranic Electric Oo., Lad, British Thomson-Houston Oo., Ltd Wolf, 8., & Oo., Laa. 
Gladstone, Ј. W. Led, oy, Е, F., Ltd. Cressall Manufacturing M * Wrighs & Bon. 
ul eie e Ltd. Re lle, A., 4 Oo., Ltd, Bleotro-Mechanical Brake Co Led 
Hobdell, ү & Co., ТАй, Solenoid Regulator Со. Igranic Blectrio Oo., Lad " ' Tools, Boller Scaling, | 
Improved Solidite Co., Ltd. Veritys Ltd. Isenthal & Lid ' Gilman, Frenk, 
In a-Rubber. G.-P., & T. W. Oo., Lid. M B P Lid Wright & Bon. 
Eee iocum Ba Oè pu Eri dinis a on эте. || 

olite In rs, Ltd, Aland & Oo. бо, way Supplies, 
L.P.8. Blectrical Co. А B. K. B. Dlectrio Motors, Lid. Zenith Manufacturing Оо British Thomson Housen Oo., Lad 
MacLellan, John, & Oo. d, H. T. . Edison Swan Electric Co., M Ii. 
Mica Mannfactaring Oo. British Bleotrio Plant Oo., Ltd, Scale Remover General Eleotrio Oo., Lad, 
Mica and Micanite Supplies, Ltd. British Thomson- Houston Go,, Led. ; MoGeoch, W., & Os., Led, 
Micanite and Insnlators Oon, Ld, Britiain'e Electric Motor Co. armen, P, 
can Electric, Ltd. Broadbent, T. W., Lad, Transformers, | 
Siemens Bros. & Co., Ltd, Brook, B., Lid. ` T. crap motal Payers, Allied National Corporation, Lad, 
Spicer Bros., Led. Century Hleotric Co. Lid. British Electric Transformer Co, Lui, | 
Riluminite Insulator Co., Led. Churton, Т. Harding, & Co., Dad, British Thomson-Houston Oo., Lad, | 
Standard Insulator Co., Ltd. Orompton & Со, Ltd. Screws and Terminals. Ferranti, Lad. | 
Bugg, W., & Co., Ltd. Orypto Blectrical Co., Led, Anglo-Bwiss Screw Oo., Led. Foster eeríng Oo., Lal. 
Taylor & Petters, Lad, Cutting Bros., Lad. Armstrong, Stevens 4 Bon, Lad, General Electric Co. Lad. 
Weidmann, H., Ltd, Edison Jwan Electrio Oo., Lid. Coven v Repetition Oo., Lad, Johnson & Phillips, Lad, | 
eotromotors, td. Gilson, D. „ Ltd, 

Ironclad Switchgear. Ellis & Ward, Ltd. . P. 8. Hleotrioal Gor Tubular Sleeving, | 

British Thomson-Houston Co., Ltd, Firth & Russell, Lion, 8. P.S. Blectrical Oo. 
Cleveland Metal Co., Ltd. Flather & Co. Moy, H. F., Lid. MoLellan, Joba, & Co, 
Edison Swan Electric Oo., Led. Fuller's Electrical and Mfg. Co. Precision Screw Оо, 
Enterprise Manufacturing Co., Ltd. General Electrio Oo., Lid. Ross, Courtney & Oo, A Turbinos, 
Genera! Electric Co., Ltd. Hall, J. P., 4 Oo., Lid. fhowell. B., & Bons, Ltd, English Electrio Oo,, Ltd, 
Ironclad Switchgear Co., Ltd. Higgs Bros. Suter, G. R. Fraser & Chalmers Eng, Works, 
заде 8 аге жы Co. nod và pos Yd Shafting Parsons, O, A., ё Co., 
rolle, A., ” А ngieby Ou, D ы 
Sanders. W., & Co. Lancashire Dynamo & Motor Co., Ltd, | Jardine, J., Led, Turbines (Steam), 
Vincent Switchgear Mfg. Co. Laurence, Scott & Co., Lid. Atlas Oo., Leid., ‘ 
Mackie, W., & Oo. Slate. British Thomson. Oo. Lui, 
Ladders. MoClure & Whitfield. Jones, Inigo, | Dorey, F, W, 
Heathman, J. H., & Оо, „иы Mi ышы кара. рее Soldering Material, p in eon wae) 
Mavor & Coulson, Led. Metals, Ltd. nos el 
Lamp Holders. Metropolitan- Vickers Elec. Oo., Ltd. Flurite Limited. , Bir W. Ө, Whitworth 
Edisrn Ewan Electric Co., Led. New British Electric Supply Co., Ltd, Stamplags and Oo., Ltd. 
General Electric Co., Ltd. New Union Nleotrio Oo., Lia. Harris, A. E. pings. Bo 4 Oo., Ltd, 
' A. & Oo., в Parkinson, P, А, L [] Sank в, J. xd & оа, Нау, aryon & O0., Lid. 
Western Eleotric Oo., Ltd. Peebles (Brace) 4 Go., Ld Turne Bre 4 Bons, Lad. ү Ci 
La А Romer нец, Wright & Son Dansai Wawak О 
otax (Motor Accessories) Ltd. К ' 
al El ah 25 Royce, Lid. | Stokers. Edison Swan Hlectrlo Oo., Lil, 
Gener eotrio Co., Lad. Зицріех Conduits, Led. Bennis, H., & Oo., Led. . — ГУН Lad 
Lamps (Carbon and M. F.). Maior d Power Dynamo ё Motor Oo. Turner Aspirators, The, 
British Electric Lamps, Ltd. Вор Blectricel Oo., Led. Storage Tanks. 
British Th H Uo.. Ltd awadish G ; Whessoe Foundry & Engineering O Vacnum Pumps 
sinh Tbomeon-Houston Co., Ltd. wedish Gehera! Mlcotrio Co., Lid. o. М 
ваг Electric Lamp & Accessories | Titan Electrical Co, ЭЭРИ Switch Cell ' | Consolidated Pneumatio Too! Oo., Lad. 
o. Veritys Ltd. elis. 
Charlesworth, Peebles & Co. Viotoria Dynamo & Motor Оо. rani orete Varnishes, ёс, 
Oryselco, Lta. Watt Motors, Ltd. Огой Granite, Brick and Con Oo. Damard rove rd Oo., Ltd, 
Dawson, E., & Co. Wright Motors, Ltd, Ingham, Clark & Co., Ltd, 
Drake & Gorham Wholesale. Led. Switchboards Bterling Varnish Oo, 
Edison Rwan Electrio Co., Lid. Motor Repairs. Berry's Bleotrio, Led. 
Ger era! Electric Co., Lid. Browning's Electric Oo. Bertram Thomas, Ventilation. 


Huntalite, Ltd. 

Merronol'tan-Vickers Flao. Oo.. FV. td 

Modern F lectrical Supply Co., Ltd. 

Alo Tleetrieal Co.. ira. 

Stoncbridge Electrical Co., Ltd. 

„Z Elecirio Lamp & Bupplies Oo. 
Led. 


I 


Orewe, Allen & Co, 

Raynor & Heald. 

Walters, Austin. & Son. 
Westminster Tool & BElectrio Oo. 
White, Jacoby & Co., Led. 


British Thomson-Rovaton On., Dd. 
Edison Swan Electrio Co., Ltd. 
Elco Hleotrio Mig. Oo., Lid. 
Ferguson, Pailin & Oo. 

General Hieotrie Oo., Led, 

Igranic Blectric Oo., Ltd, 


Edison Swan Electric Oo., Lid. 
General Electric Oo., Led. 
Verity Lid. 


Water Recorders, 
©" Lea '' Recorder Oo., Lad. 


Ol! Cans and Filters. Johnson & Phillips, Ltd. Gent & Oo., Ltd, 
Lamps (Portable). ells, A. O., ё Co. Moy, H. F., Lad. Waterpower Engine 
White, J. C. Patent Agents. Reyrolle, A.. & Oo., Lad. Hay, Maryon & Oo., Lad, 
Wilson. L. E. Goold, L. Robinson & Hands. Welding 
Lath Rawortb. J. N., & Моав, Rudkin, J. B, 5^ 
athos. Skerett, H. N. & W.S Veritys Ltd. British a о la. 
Churchill, O., & Oo., Ltd. whee ae De Led. Jenkin, R., " - 
Pillars рр ноце, ша, Wire (Covered), 
Lead Smelters. | : | 
Натйу & Райт , A. O. B. O. (Ateliers de Oonstractiont 
Pass, O., & Bon. у i ore, um RS 2 woo thes. Electriques „ 
mmer rry'a o, Lad. Anglo-Swiss Cable Со, 
Lighting Sets. Jardine, J., Lad i Bertram Thomas, British Insulated ё Helsby, Lad. " 
Alamo Blecirio, Led. T : British Thomson - Houston Oo., Led. Callender's Cable & Constraotion 
Alden Engine Qo., А Porcelain China, &c Cantie Switch Oo., Ltd, Concordia Electric Wire Oo. Lt. 
Barlow Bros. in Ы Ш Dorman & Smith, Lid. . (Blackley), Lid 
Capel & Co. Macintyre, J., ё Oo., Lad. Edison Swan Electric Oo., Lad. Edison Swan Electric Co.. Lid. 
City Electrical Co. P Genera! Eleotric Co., Ltd. Engineering Supplies, Ltd. 
Edison Swan Electric Co., Lid. ower Presses. Johnson & Phillips, Lid. General Electric Oo., Ltd. 
General Electric Co., Ltd. Bliss, B. W. Oo, Lee A., & Oo., Lid. Glover, W. 13 4 Oo., L. Oo., Lak. 
Lyon, A., & Co. MoGeoch, W., & Oo., Ltd, Henley's, W. „ Teleg, WIS, 7 
Rejax, Ltd. Power Units. Midland Hlectrio Mfg. Oo., Led. s Telegraph & I.R. Won) 
Rendle, Blanchard & Co, Wallwerk H., & Oo Led Moy, E. F.. Ltd. In -Rubber, G.-P, & T. W. | 
Htudebaker, Ltd. EM " з Osborn, Н. G. & Co., Ltd, Johnson & Oo., ий. 
Turner, 8., Ltd. Pulleys Reyrolle, A., & Oo., Lid. Liverpool Electric Cable Uo. 
Willys Overland Orossley, Lid. Jardine, J.. 140 ys. В "n 8 бо, Lad. London eee 00. 
Ач : e ys ы ө Ж ote 60 
Machine Tools, Unbreakable Pulley & Millgearing | Williams, Pell & Baring, Macintosh Osble Oo. куч) 
Taylor & Challe , Ltd, iem 5 W., 4 00. 
| Pumps. Tank and Girder Work, Northern Cable and Wire Works 
Magnets (Lifting). Taman $ Ponor & General Electri | Braby, Fred, & Co, Saxonia El Pr (1990 
“M.P.” Electric Welding Machine Co, Hall, J. P., & M Tapes Emish, Н. bie à Rubber Co., Lat: 
Pussometer Engineering Оо, Abbott, Anderson & Abbots. Southern Electric Co. 
Magnets (Permanent). Worthington-Simpson, Lid. Briüsh Central Electrical Oo., Ltd, | Union Cable Oo., Lad 
Graham, A., & Co. | Harwell, Ltd. ' Ward & Goldstone. 
Mica | Recording Machines, I. P. g. Hleotrioal Co. Watehams, LM. 00, La. 
. | Oox-Walkers, Led MacLennan, John, & Oo, Western " 
Mioa and Micanite Suppites, Led. Gent а Со. Lid, ` U overed). 
Mica Manufacturing Co., Lid. а i Wire ( d 
Mioanite and Insulators Oo., Lad, Rectiflers, Telegraph Condensers. Bolton, T. & Bon Fo, Lal 
ayior ecttore m Cliff в ? 
ў 15 derveldo D Hewitiio Eloctrio Oo., Lad. The Telegraph Condenser Oo., Ltd. Smith, F., & Co., Lal. 
Wiggins, F., & Sons, Power Reotifiers, Teleph Wireless. T 
е:ерпопез. b Co. 
Motor Storters and Controllers. Reslstance Units. British L. M. Ericsson Mig. Oo., Lad, | Marconi Wireless Teles up 
Rertrem Thomas. Hinderlich, A. General Bleotrical Co., Ltd. Woodwool. 
Bray, Markham & Reiss, Ltd, Get & Oo, Led. E., 4 Co. 
пи "I hom*eu- t og8ton Ov., Ltd. | Resistance Wire. pham cu Е үре 88 Morton, E., nii к 
ompression Starter and Switch eiay Automatio Те а Oo. " ppara | i 
Co., Ltd, MBERE Wists aoe По; Sterling Telephone & @есёғтю Oo.. Lid. X-Ray A eben ий. 


Western Blectrio Oo., Led, 


| Medical Supply 


MISCELLANEOUS ANNOUNCEMENTS, 


Relating to Situations, 


Articles for Sale and Wanted, &c:, appear on Sup. 21, a 
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Telephones. HAVE YOU 


— & Exchange Equipment. 


Fur FACTORIES, MINES, RAIL- Contractors’ Friend — Our 
zzz WIS, OFFICES, SHIPS, &. |Monthly Nett Price List 


mam 
in | ё Бе А : 
ANON Efficiency under all conditions is essential INVALUABLE FOR | 
à; 4 e е e 
man in a Telephone System. Instal Ericsson Est imat ing or Ordering from. 
Р i А А ; ars 
ida ath material and ensure maximum reliability. 
Ши . 
eredi I 6 simili YOUR TRADB CARD TO OUR 
md on One à; ; MAILING DEPT. WILL BRING 
a Ce, l IT REGULARLY, AND OTHER 
m tE BRITISH LM. ERICSSON uus ОЗЕРО PEARLE TS:; S 
it uud 
ux MFG. CO, LTD, Lr e di == 
ну" ‘i 60, Lincoln's Inn Fields, W.C.2. 
ma 
АЗА, wanes ... аказғок. worrs SIMPSON. BAKER & CO 
has ec 9 29 


ese Кит! Teams Erics op. Holb., London. 


ie elephcnes- 5340 Holbern (2 lines). WHOLESALE ELECTRICAL SUPPLIERS, 
im CARDIFF: 4, St. Augustine's Place, 

тин 12, Westgate St. 'Ph 
aes | 'Phone E BRI STOL. І оза. 
лані Levi 
— MN ean 

d - М 

das ев АЙ A.C.RECTIFIERS Ё E H R Е S i N E LABORATORY 
вау 
з УС ZENIT STANCES 122207" 
ei | : | | 

mnt | 
Macy 
s «| INI ОтІСЕ: 
T: dp p 
mabi’ |S 66 L d 
dc ZENITE VITREOUS ENAMELLED EMBEDDED D 
| xm — . RESISTANCE UNITS. | 
— i ? | — . N 
EC ot 2 | We are now manufacturing and can supply Ё 
AT. n | < — > ФИЙ the above Resistance Units in a variety of I 
be ror DR | | sizes up to 30,000 ohms, and for currents up to I 
* 15 amps. А 
1 fs "| 
m The units consist of high grade, low tempera- s 
15575 ture, co-efficient alloy wound on porcelain ЁЁ 
Leu. tubes, and finally embedded by our special [rl 
2175 process. Ü 
аз; Unaffected by external conditions, inexpensive, 2 
vhs |; and extremely suitable for all kinds of {7 
t! Starters, Regulators, Shíp Work and Factory 


Installations. 


Descriptive Loafiet, with prices, post free. 
SEND US YOUR ENQUIRIES. 


Contractors to H.M. Admiralty, War Office, Post Office, L.C.C.. &c. 
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TELEGRAMS = THE ZENITH MANUFACTURING CO. TELEPHONE 


„HOM WILL READ | f 1112 
LONDON ZENITH WCRKS VILLIERS RD. VWILLESDEN GN.LONDON.NVJ.?  euttEspes 
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„MIC Aung re 


EMPIRE WORKS. 
liiis inii LONDON. E. 17. 


| pae po E Us : 
MICA: Raw Mica, In original cases as Imported. Mica Splittings, Mica Washers, Mica Segments cut 
ee PE ж сс 
апа gauged. Canadian Amber Mica for Tramway Motors. Clear Mica for Magneto Condensers, 
Stoves. Ground Mica, eto. , 


7 (December 30, 1994 


| 


MICANITE : The standard built-up MICA INSULATION. Moulding Micanite, Commutator Micanite, 
Flexibie Micanite, Micanite Paper, Micanite Cloth, Micanite Silk, Micanite Tape, Heat-Reslsting 
Micanits Plate, Micafollum, Micanite Tubes and Micanite Commutator Rings, in ail shapes 
and sizes. ; 


PAXOLIN : A Manufactured Product of Paper and Synthetic Resin. The Ideal High-Tension Insulation 
6. oll-immersion. Transformer Cylinders, Sheets, Tubes, Bobbins. -Condenser type 
Insulators, Terminals, &c., for High-Tension operation. 


EMPIRE OILED INSULATING MATERIALS (Yellow or Black) : — gn Grade otted insueta 


Cloth, Paper, Linen, Canvas, Silk, and Tapes (stralght cut or bias). 


LEATHEROID, PRESSPAHN, VULCANISED HARD 
FIBRE SHEETS, RED ROPE PAPER, SHELLAC 
VARNISH, ADHESIVE RUBBER TAPE. 


Telegrams :—'" MYTILITE, PHONE, LONDON.” TELEPHONES :—WALTHAMSTOW 738, 739 and $42 


+ FARTHING . 


=O + " | 
ГАШ, INDUSTRIAL PURPOSE 


PRODUCED BY 


ALFRED GRAHAM & COMPANY 


ST. ANDREW'S WORKS, 
CROFTON PARK .. LONDON, SE. 4. 


| ABSOLUTE SAFETI 


GUARANTEED BY 


"LARRAD" 


і +) Ё. d 
223 d 


BRIDGE 57, 
| MANCHESTER 
i OR YOUR 


THE MOST EFFICIENT : AND RELIABLE S 
LOCKING NUT ON THE MARKE 


USED BY ALL LEADING ENGINEERS. 


-O 
LTD, 


HOBDELL, WAY & CO, 


l. 
MINORIES. LONDON. Ё 
124/7. Telephone: Arene HÀ 


BLOCKS. CLEATS. 
BOARDS FOR SWITCHES 
in Stock and made to any Design. 
D ACCUMULATOR CASES and 
SN S BATTERY BOXES Made to Order, 


Telegrams: " Hobnails, London.” 


АКЕ 


YOUR ENQUIRIES SOLICITED FOR 


— STAMPINGS—PRESS TOOLS < 


COMPONENTS. 
WRIGHT & SON, ez ^ (Dept. E. f.). Ере HARE. + MIDDLE 


ORS 


OF THE HIGHEST GRADE FOR 
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Ф cg 
“28 ines» 3 LTD. А 
Address your | 
ой аз. 
above for:— , 


ОТОТ 


Electrical Machinery 


For Alternating and Continuous Currents. 


77 


IRGH 


SDINEL | 


= 2316 
Peebles 275-в.н.р. 418-R.P.M. Open Туре Slip-Ring Induction Motor, driving the main ventilating fan 
at one of the collieries of the Lothian Coal Co., Ltd. 
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Central 1567-8-9, 


t Peebles, Edinburgh.” 
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is the first essential to ensure 
maximum output. 

One of the chief causes of loss 
of power is the employment of 


inferior belting. . 
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BES —— 
E Fi Company 


manufacture the most reliable ` 


Rubber & Balata 
BELTING 


the outcome of their extensive | 
experience and specialised know- | 
ledge of the needs of power users. 


Your enquiries are invited. 


"RSGUBESEN 
ЕЕ 


ТНЕ | | 
а ' | 
India Rubber, Gutta Percha & Telegraph Works Co.,Ltd. 
(The Silvertown Company) E 
HEAD OFFICE : WORKS:  . 
106, Cannon Street, Silvertown, London, E. 16, | | 
London, Е.С, 4, tA and Burton-on-Trent. "T 
ANCHES : Wwe, | 
HOME--Belíast, Birmingham, Bristol, Cardiff,] Dublin, Glasgow, Leeds, Liverpool, London, Manchester, Newcastle-om Ine ғ | | 


Portsmouth, Sheffield. — 


ABROAD- Buenos| Ayres, Calcutta, "Christchurch (N.Z.), Durban, Johannesburg, Melbourne, Sydney. 
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